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The main section of this listing is arranged by subject according t: Dewey 
Decimal classification, The primary divisions of the Dewey classiff€ation are 
given below; these categories are repeated above each page to which they apply.. 
Juvenile fiction, adult fiction, paperback books and “Below-the-Line” entries 


are listed separately and arranged by main entry. Author and title indexes appear 
at the end of the text. 


000 GENERALITIES 


COUCH, William Terry, 1901- 001.2 
The human potential; an essay on its 
cultivation [by] William T. Couch. 
Durham, N.C., Duke University Press, 
1974. x, 410 p. 25 cm. ISBN 0-8223-0300- 
0O Includes bibliographical references. 
[AZ221.C65] 72-97940 9.75 

i. Learning and scholarship. I. Title. 


BERDIE, Douglas R. 001.4’222 
Questionnaires: design and use, by Douglas 
R. Berdie and John F. Anderson. 
Metuchen, N.J., Scarecrow Press, 1974. p. 
cm. ISBN 0-8108-0719-X Bibliography: p. 
[BF39.B445] 74-4174 7.50 (lib. bdg.) 

1. Psychometrics. 2. Questionaires. I. 
Anderson, John F., joint author. I. Title. 
Prepared from C.I.P. 


WINTER Simulation 001.4°24 
Conference, Washington, D.C., 1974. 
{Proceedings. Farmingdale, N.Y., 1974] 2 
v. (xvi, 840 p.) illus. 28 cm. Sponsored by 
AHE and others. Includes bibliographies. 
(QA76.5.W56 1974] 74-162972 25.00 
i. Digital computer simulation— 
Congresses. I. American Institute of 
Industrial Engineers. 
Publisher’s address: 345 E 47th Street, 
New York, N.Y. 10017. 


001.4°3 
Legal 


BUREAU of Social Science 
Research, Washington, 
Action Support Project. 

Sources and uses of social and economic 

data: a manual for lawyers. General editor: 

Leonard H. Goodman. Washington, 1973. 

1 v. (various pagings) illus. 30 cm. ”BSSR: 

534.” Includes a bibliography. 

[H62.5.U5B87 1973] 74-163637 

1. Social sciences—Information services— 

United States. 2. Legal assistance to the 

poor—United States. Goodman, Leonard 

H., ed. I. Title. 


D.C. 


CLARKE, Peter. 001.5 
New models for mass communication 
research. Peter Clarke, editor. Beverly 


Hills, Sage Publications [1974, c1973] 307 
p. 24 cm. ISBN 0-8039-0201-8 (Sage 
annual reviews of communication research, 
y. 2) Includes bibliographies. [P91:C53] 72- 
98031 15.00 (pbk.) 

i. Communications research, 2. Mass 
media—Methodology. f. Title. 


THE Information 001.5 
revolution. Special editor of this volume: 
Donald M. Lamberton. Philadelphia 
[American Academy of Political and Social 
Science] 1984. ix, 234 p. 24 cm. ISBN 0- 
87761-174-2 (The Annals of the American 


z 


Academy of Political and Social Science, v. 
412) Includes bibliographical references. 
[HI.A4 vol. 412] [P87] 73-89781 3.00 
(pbk.) 

l.  Communication—Addresses, essays, 
lectures. I. Lamberton, Donald McLean, 
ed. IIL Series: American Academy of 
Political and Social Science, Philadelphia. 
Annals, v. 412. 


SHROPE, Wayne Austin. 001.5 
Experiences in communication. New York, 
Harcourt Brace Jovanovich [1974] xiii, 273 
p. illus. 21 cm. ISBN 0-15-525850-8 
Bibliography: p. [269]-273. [P90.847] 73- 
13209 4.95 (pbk.) 

2. Communication. I. Title. 


SWANSON, Richard, 1940- 001.5 
On communication: listening, reading, 
speaking and writing [by] Richard Swanson 
[and] Charles Marquardt. Beverly Hills 
{Calif.] Glencoe Press [1974] vi, 213 p. 
illus. 24 cm. [P90.89] 73-7370 3.95 (pbk.). 
J. Communication. 1. Marquardt, Charles, 
joint author. Il. Title. 


INTERNATIONAL Joint 001.53°4 
Conference on Pattern Recognition, Ist, 
Washington, D.C., 1973. 

Proceedings. [New York, Institute of 

Electrical and Electronics Engineers, 1973] 

ix, 553 p. illus. 28 cm. Conference held 

Oct. 30-Nov. L 1973. Includes 

bibliographical references. [Q327.162 1973] 

74-161863 25.00 

1. Pattern perception—Congresses. I. 

Institute of Electrical and Electronics 

Engineers. 

Publisher’s address: 345 E 47th Street, 

New York, N.Y. 10017 


MICHIE, Donald. 001.535 
On machine intelligence. New York, Wiley 
[1974] p. cm. ISBN 0-470-60150-7 "A 
Halsted Press book.” {Q335.5.M47] 74- 
8057 6.95 

pA Artificial intelligence—Addresses, 
essays, lectures. I. Title. 

Prepared from C.LP. 


SLEPIAN, David, 1923- 

comp. 
Key papers in the development of 
information theory, edited by David 
Slepian. New York, IEEE Press [1974] vi, 
463 p. illus. 29 cm. ISBN 0-87942-027-8 
(IEEE Press selected reprint series) 
Bibliography: p. 1-2. [Q360.S54} 73-77997 
14.9 


001.539 


1. Information theory. I. Title. 


WRIGHTON, R. F. 001.539 
Elementary principles of probability and 
information [by] R. F. Wrighton. London, 
New York, Academic Press [1973, ie. 
1974] vii, 91 p. 23 cm. ISBN 0-12- 
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000 GENERALITIES 


4 
765550-6 ee bibliographical 
references. [QM#607.W74] 73-19026 5.50 

i. Information theory in biology. 2. 
Probabilities. I. Title. 


NATO Advanced Study 
Institute, Erlangen, 1971. 
Display use for man-machine dialog. 
Wolfgang Handler/Joseph Weizenbaum: 
editors. Contributors: D. Bitzer [and 
others] New York, Crane, Russak, 1972. 
264 p. illus. 21 cm. Sponsored by the 
NATO Science Committee. Includes 
‘bibliographical references. [TK7882.16N37 
1971] 73-161966 23.50 
1. Information display systems—Addresses, 
essays, lectures. 2. Computer graphics— 
Addresses, essays, lectures. I. Handler, 
Wolfgang, 1920- ed. If Weizenbaum, 
Joseph, ed. II. North Atlantic Treaty 
Organization. Science Committee. IV. 
Title. 


CASHMAN, Thomas J. 001.6 
Essentials of information processing [by] 
Thomas J. Cashman [and] William J. Keys. 
San Francisco, Canfield Press [1974] p. 
cm. ISBN 0-06-382363-2 [QA76.C364] 74- 
5305 7.95 

I. Electronic data processing. I. Keys, 
William J., joint author. Il. Title. -~ 

_ Prepared from C.I.P. 


WITTMANN, Alfred. 001.603 
Dictionary of data processing. Including 
applications in industry, administration and 


001.55 


business. _ Fachworterbuch, der 
Datenverarbeitung. > Mit 
Anwendungsgebieten in Industrie, 


Verwaltung und wirtschaft. Dictionnaire du 
traitement des donnees. Et de son 
application dans industrie, l'administration 
et l’economie. [By] Alfred Wittmann [and] 
Joel Klos. 2. rev. and enl. ed. Amsterdam, 
New York, Elsevier Scientific Pub. Co., 
1973, [i.e. 1974] 351 p. 24 cm. ISBN 0- 
444-99875-6 English, French, and German. 
First ed. by L. Trollhann and A. Wittmann 





A FORECAST 
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TO COME 


Your monthly issues of American 
Book Publishing Record provide 
information on U.S. books as they 
are published. But how do you get 
advance ordering information on 
these titles? 


FORTHCOMING BOOKS provides 
bi-monthly author and title indexes 
to books scheduled for publication 
within the next five months. In ad- 
dition, each issue updates and 
expands the previous one — thus 
providing a comprehensive record 
of books published since the most 
recent edition of BOOKS IN PRINT. 
“FORTHCOMING BOOKS is avall- 
able on subscription at $24.00 per 
year, $46.00 for two years, $68.00 
for three years. Outside U.S.A., add 
$1.00 per year. 

R.R. BOWKER COMPANY 
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New York, N.Y. 10036 
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published in 1964 under title: Dictionary 
of information processing. [QA76.15.W57 
1973b] 73-89159 33.50 

1. Electronic data processing— 
Dictionaries—Polygiot. 2. Dictionaries, 
Polygiot. I. Klos, Joel, joint author. If. 
Trollhann, Lilian. Dictionary of 
information processing. III. Title. IV. Title: 
Fachworterbuch der Datenverarbeitung. V. 
Title: Dictionnaire du traitement des 
donnees. 


COTTERMAN, William W. 001.6°4 
Computers in perspective [by] William W. 
Cotterman. Belmont, Calif., Wadsworth 
Pub. Co. [1974] 227 p. illus. 16 x 24 cm. 
ISBN 0-534-00331-1 Bibliography: p. [217] 
-219. [QA76.C589] 73-85133 

1. Electronic data processing. 2, Electronic 
digital computers. 3. Computers and 
civilization. I. Title. 


*GENERALISED data 001.64 
management systems. Manchester, 
National Computing Centre, [1972] 58 p. 
21 cm. (Computers and the professional; 
Factfinder, 9) [QA76] 

1. Electronic data processing. 

Dist. by International Publication Service, 
7.50. 


LOGSDON, Thomas S. 001.64 
An introduction to computer science and 
technology {by] Tom Logsdon. Illus. by 
Philip W. Harding. Palisade, N.J., Franklin 
Pub. Co. [1974] 317 p. illus. 24 cm. 
Bibliography: p. 283-286. [TK7885.L63] 
74-165272 12.00 

J. Computer engineering. !. Title. 


MEISSNER, Loren P. 001.6°4 
The science of computing [by] Loren P. 
Meissner. Belmont, Calif., Wadsworth Pub. 
Co. [1974] 354 p. illus. 26 cm. ISBN 0- 
534-00302-8 Includes bibliographical 
references. [QA76.6.M44] 73-81780 

1. Electronic digita?!  computers— 
Programming. 2. Electronic data 
processing—Mathematics. I. Title. 


BATTEN, William T. 001.6°4°044 
Understanding the IBM 360 and 370 
computers, with machine language 
programming [by] William T. Batten. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] xxiii, 453 p. illus. 29 cm. ISBN 0- 
13-936096-4 [QA76.8.1-2B3] 74-1271 
15.50 

1. IBM 360 (Computer)—Programming. 2. 
IBM 370 (Computer)—Programming. I. 
Title. 


CLARK, Frank James, 001 6°42 
1922- 


The data recorder [by] Frank J. Clark. 


- Reston, Me Reston Pub. Co. [1973, 
1974] p. ISBN 0-87909-178-9 
ree 6.C53] 73-8933 5.95 

L. Electronic digitai computers— 


Programming. 2. Computer input-output 
equipment. Í. Title. 


SHAW, Alan C., 1937- 001.642 
The logical design of coverating systems 
[by] Alan C. Shaw. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-13- 
540112-7 (Prentice-Hall series in autormatic 
computation) Bibliography: p- 
[QA76.6.S52] 74-537 13.95 

L Electronice digitai computers-— 
Programming. 2 Multiprogramming 
(Electronic computers) I. Title. 

Prepared from C.I.P. 


EDWARDS, Perry. 
Flowcharting and Basic [by] Perry 
Edwards [and] Bruce Broadwell. New 
York, Harcourt Brace Jovanovich [1974] 


001.€°423 
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viii, 214 p. illus. 22 cm. ISBN 0-15- 
527661-1 [QA76.6.E38] 73-20975 4.95 

1. Electronic digital computers— 
Programming. 2. Flow charts. 3. Basic 
(Computer program language) I. Broadwell, 
Bruce, joint author. H. Title. 


CARSON, Kelton. 001.6424 
Simplifi: ed computer programing—the easy 
RPG way. [ist ed.] Blue Ridge Summit, 
Pa., G/L Tab Books [1974] 240 p. illus. 23 
cm. ISBN 0-8306-4676-0 
[QA76.73.R25C37] 73-90739 8.95 

L RPG (Computer program language) I. 

ttle. 
Pbk; 5:95, ISBN 0-8306-3676-5. 


DIDDAY, Richard L. 001.6°424 
FORTRAN for humans [by] Richard L. 
Didday [and] Rex L. Page. St. Paul, West 
Pub. Co. [1974] xv, 430 p. illus. 26 cm. 
ISBN 9-8299-0020-9 [QA76.73.F25D52] 
74-2580 8.95 (pbk.) 

i. FORTRAN (Computer program 
language) I. Page, Rex L., joint author. II. 

ttle. 


FRIEDMAN, Daniel P. 001.6424 
The little LISPer, by Daniel P. Friedman. 
With Fhillip S. Blackerby [and others. 


Chicago, Science Research Associates, 
1974] 58 p. illus. 28 cm. ISBN 0-574- 
19165-8 Bibliography: p. 58. 


[QA76.73.L23F74] 73-91284 
: LISP (Computer program language) I. 
ytle. 


GILMAN, Leonard, 1930- 001.6424 
APL—an interactive approach [by] 
Leonard Gilman [and] Allen Jay Rose. 2d 
ed. New York, Wiley [1974] p. cm. ISBN 
0-471-30021-7 Published in 1970 under 
title: APL/360: an interactive approach. 
Bibliography: p. [QA76.73.A27G54 1974] 
74-10992 17.95 

1. APL (Computer program language) I. 
Rose, Allen J., joint author. If. Title. 
Prepared from C.I.P. 


GRISWOLD; Ralph E., 
934- 

String and list processing in SNOBOL4; 
techniques and applications [by] Ralph E. 
Griswold. Englewoods Cliffs, 
Prentice-Hall [1975] p. cm. ISBN 0- 13- 
853010-6 (Prentice-Hall series in automatic 


001.6°424 


computation) Includes bibliographical! 
references. [QA76.73.86G77] 74-9661 
12.50 


1. SNOBOL (Computer program language) 
2. List processing (Electronic computers) I. 
Title. 

Prepared from C.I.P. 


*GUERNSEY, Elwood. 001.6424 
Workbook in basic computer programming 
(FORTRAN IV) Springfield, Ill, C. C. 
Thomas [1973] 185 p. 23 cm. ISBN 0-398- 
02592-4 [QA76.73F25] 73-4618 11.75 
(pbk.) 

1. FORTRAN 
language) I. Title. 


POLLACK, Seymour V. 001.6’424 
Essentials of PL/I [by] Seymour V. Pollack 
[and] Theodor. D. Sterling. New” York, 
Holt, Rinehart and Winston [1974] xi, 434 
. illus. 23 cm. ISBN 0-03-084732-X 
QA76.73.P25P64] 72-9718 7.50 
i. PL/I (Computer program language) I. 
Sterling, Theodor D., joint author. H. Title. 


WICHMANN, B. A. 001.6°424 
ALGOL 60 compilation and assessment 
[by] B. A. Wichmann. London, New York, 
Academic Press, 1973, [i.e. 1974] vi, 320 
p. illus. 24 cm. ISBN  @-12-748250-4 
(A.P.LC studies in data processing, no. 


(Computer program 


JULY 31,1974 


10) Bibliography: 
[QA76.73.A24W5] 73- 9480 18.25 
1. ALGOL (Computer program language) 
2. Compiling (Electronic computers) T. 
Title. II. Series: Brighton, Eng. College of 
Technology. Automatic Programming 
Information Centre. A.P.IL.C. studies in 
data processing, no. 10. 


273-278. 


SCHUR, Lee David. 001.6°425 
Time-shared computer languages: an 
introduction to conversational computing. 
Reading, Mass., Addison-Wesley Pub. Co. 
[1973] xiv, 561 p. illus. 25 cm. ISBN 0- 


201-06761-7 Bibliography: p. 544-546. 
[QA76.7.S836] 72-577 13.50 

i. Programming languages (Electronic 
computers) 2. Time-sharing computer 
systems. I. Title. 

PLACE, Marian Templeton. 001.9°4 


On the track of Bigfoot [by] Marian T. 
Place. New York, Dodd, Mead [1974] 156 
p. illus 22 cm. ISBN 0-396-06883-9 
Bibliography: p. 151-152. Presents in text 
and illustrations the growing amount of 
evidence indicating the existence of an 
enormous ape-like creature in the 
Northwest wilderness. [QL89.2.52P56] 73- 
15375 4.25 

1. Sasquatch—Juvenile literature. I. Title. 


IFAC Symposium on 003 
Identification and System Parameter 


Estimation, Delft University of 
Technology, 1973. 
Identification and system parameter 


estimation. Proceedings of the 3d IFAC 
Symposium, The Hague/Delft, The 
Netherlands, 12-15 June 1973. Ed. by P. 
Eykhoff. Amsterdam, North-Holland Pub. 
Co.; New York, American Elsevier, 1973. 
2 v. with illus. 27 cm. Organized by the 
Royal Institution of Engineers in The 
Netherlands, Division for Automatic 
Control. Sponsored by the International 
Federation of Automatic Control, (IFAC), 
the IFAC-Theory Committee and the 
IFAC-Technical Committee on 
Applications. Includes bibliographical 
anes (TJ212.14819 1973] 73-77709 
.50 


1 Automatic control—Mathematical 
models—Congresses. 2. System analysis— 
Congresses. I. Eykhoff, P., ed. If. Instituut 
van Ingenieurs. Division for Automatic 
Control. III. International Federation of 


Automatic Control IV. International 
Federation of Automatic Control. 
Technical Committee on Theory. V. 


of Automatic 
Committee on 


International Federation 
Control. Technical 
Applications. VI. Title. 


*AMERICAN reference books 011°.02 
annual. 

The 5th edition, 1974, edited by Bohdan S. 
Wynar is available from Libraries 
Unlimited for 23.00. ISBN 0-87287-094-4. 
L.C. card no.: 75-120328. 


*GULLANS, Charles. 013. 
A bibliography of the published works of J. 
V. Cunningham. Los Angeles, University 
of California Library, 1973 44 p. 28 cm. 
(Z7157] 3.00 (pbk.)' 

i. Cunningham, J. V.—Bibliography L 
Title. 


*BUSINESS books in 
Print. 
The 1974 edition is available from Bowker 


015.13 


for 29.95. ISBN 0-8352-0724-2. L.C. 
card no.: 73-8590. ` 
*WHITAKER’S 5-year 015.42 


cumulative book fist. London, J. Whitaker 
and Sons 


The 1968-1972 edition is now available 
from Bowker for 45.00 per. 2-vol. set. 
ISBN 0-85021-071-2. L.C. card no.: 25- 
4576. 


GUIDE to Russian reprints 015.47 
and microforms. New York, Pilvax Pub. 


Corp., 1973. 364 p. 28 cm. [Z2491.G84] , 


73-17633 24.95 
1. Russia—Bibliography. 2. 
(Publications) —Bibliography. 


Reprints 
3. 
Microforms—Catalogs. 4. Russian imprints. 


, Publisher’s address: 20 West 22nd. Street, 


New York 10010. 


*INDIAN Books in Print. 015.54 
The 1973 edition is available from Bowker 
for 72.00 (per 3 vol. set.) ISBN 0-8352- 
0798-6. 


*BOOKS in Print 015.73 
Supplement. 

The 1973-74 edition is available from 
Bowker for 27.95. ISBN 0-8352-0690-4. 


L.C. card no.: 4-12648. 


*IRREGULAR serials and 016.05 
annuals; an international directory. 

The third ed., 1974-75 is available from 
Bowker for 43.50. ISBN 0-8352-0725-0. 
L.C. card no.: 67-25026. 


*STRYKER - RODDA, Kenn. 016.05 
Index to the Geneological Magazine of 
New Jersey. Cottonport, La., Polyanthos 
[1973] 2 v. 29 cm. [Z6941] 

1. Pertodical—Bibliography. I. Title. 


*FLOYD, Mary K. 016.301 
Abortion bibliography for 1972, compiled 
by Mary K. Floyd. Troy, N.Y. Whitston 
Publishing Co., 1973. xx, 223 p. 24 cm. 
ISBN 0-87875-044-4 [Z6671. Jaz 72- 
78877 11.00 

1. Abortion-—Bibliography. I. Title. 


ISRAEL, Stanley. 016.3014284 
A bibliography on divorce, compiled and 
edited by Stan Israel. New York, Bloch 
Pub. Co. [1974] xiv, 300 p. 22 cm. ISBN 
0 B12702986 [Z7164.M2176] 73-77287 
10.9 

1. Divorce—Bibliography. 2. Marriage— 
Bibliography. I. Title. 


BUSCH, Lawrence. 016.309208 s 
Guinea, Ivory Coast, and Senegal: a 
bibliography on development. [Monticello, 
Il, Council of Planning Librarians] 1973. 
48 p. 29 cm. (Council of Planning 
Librarians. Exchange bibliography, 427) 
Cover title. [Z5942.C68 no. 427] [Z3671] 
016.3092°3°09663 74-163466 5.00 

1. Guinea—Social conditions— 
Bibliography. 2. Ivory Coast—Social 
conditions—Bibliography. 3.  Senegal— 
Social conditions—Bibliography. I. Title. 
IT, Series. 


FARBER, Douglas A. 016.3092708 s 
Housing and related services for 
exceptional persons: a source book [by] 
Douglas A. Farber. [Monticello, H., 
Council of Planning Librarians, 1973] 176 
p. illus. 28 cm. (Council of Planning 
Librarians. Exchange bibliography 472- 
474) Cover title. Bibliography: p. 105-170. 
[Z5942.C68 no. 472-474] [Z7164.H8] 74- 
163454 12.50 

1, Housing for physically handicapped— 
Bibliography. 2. Handicapped—United 


000 GENERALITIES 


States—Bibliography. J- Aged— 
Dwellings—Bibliography.-@ I Title II. 
Series. 

STATISTICS sources; 0 16. 31 


a subject guide to data on industrial, 
business, social, educational, financial, and 
other topics for the United States and 
internationally. Managing editor: “Paul 
Wasserman. Associate editor: Joanne 
Paskar. 4th ed. Detroit, Gale Research 
Co., 1974. . ISBN 0-8103-0396-5 
Bibliography: p. [Z7551.884 1974} 74-2163 
45.00 


1. Statistics—Bibliography. 2. Statistical 
services. I. Wasserman, Paul. I Paskar, 
Joanne. 

Prepared from C.I.P. 


UNITED States. Library of 
Congress. Census Library Project. 
General censuses and vital statistics in the 
Americas; an annotated bibliography of the 
historical censuses and current vital 
statistics of the 21 American republics, the 
American sections of the British | 
Commonwealth of Nations, the American 
colonies of Denmark, France, and the 
Netherlands, and the American territories 
and possessions of the United States. 
Prepared under the supervision of Irene B. 
Taeuber, chief, Census Library Project. 
Detroit, Blaine-Ethridge Books, 1974. 151 
p. 24 cm. ISBN 0-87917-036-0 At head of 
title: United States Dept. of Commerce, 
Jesse H. Jones, secretary. Bureau of the 
Census, J. C. Capt, director ... United 
States Library of Congress, Archibald 
MacLeish, librarian. Reference Dept., 
David C. Mearns, director. [Z7553.C3U45 
1974] 73-31474 11.00 
1. America—Statistics, Vital—Bibliography. 


016.312 


2. Census—Bibliography. 3. Vital 
statistics—Bibliography. 4. America— 
Census—Bibliography. 5. America— 


Statistics, Vital—Bibliography. I. Taeuber, 
Irene Barnes, 1906- II. United States. 
Bureau of the Census. III. United States. 
Library of Congress. Reference Dept. IV. 
Title. 


INTER-AMERICAN 
Statistical Institute. 
Bibliograph ly of selected Statistical sources 
of the American nations; a guide to the 
principal statistical materials of the 22 
American nations, including data, analyses, 
methodology, and laws and organization of 
Statistical agencies. Bibliografia de fuentes, 
estadisticas escogidas de las naciones 
americanas; una guia de los principales 


016.317 


- materiales estadisticos de las 22 naciones 


americanas incluyendo datos, analisis, 
metodologia y leyes y organizacion de los 
organismos de estadistica. lst ed. 
Washington, 1947. Detroit, Blain-Ethridge 
Books, 1974. xvi, 689 p. 24 cm. ISBN 0- 
87917-030-1 [Z7554.A5I57 1974} 73- 
81472 38.50 

I. America—Statistics—Bibliography. 2. 
Statistics—Bibliography. I. Title. If. Title: 
Bibliografia de fuentes estadisticas 
escogidas de las naciones americanas. 


HEINZ, Grete. 016.3209°44°083 
The French Fifth Republic: continuity and 
change, 1966-1970; an annotated 
bibliography [by] Grete Heinz [and] Agnes 
F. Peterson. Stanford, Calif., Hoover 
Institution Press [1974] p. cm. ISBN 0- 
8179-254 1-4 (Hoover Institution 
bibliographical series, 54) Sequel to The 
French Fifth Republic, establishment and 
consolidation (1958-1965) [Z2180.3.H44] 
73-20124 9.00 

1. Stanford University. Hoover Institition 
on War, Revolution, and Peace. 2. 
France—Politics and. government—1938- 


3 


000 GENERALITIES 


_Bibliograph y-Catalogs. If. Peterson, 
Agnes F., joint Buthor. I. Title. Hl. Series: 
Stanford University. Hoover Institution on 
War; Revolution; and Peace. 
Bibliographical series, 54. 

Prepared from C.I.P. 


DEWEY, Horace 
William, 1920- comp. 
Russian private law in the XIV-XVII 
centuries; an anthology of documents. 
Translated and edited with commentary by 
Horace W. Dewey [and] Ann M. Kleimola. 
[Ann Arbor] Dept. of Slavic Languages 
and Literature, University of Michigan 
[1973] xx, 260 p. 28 cm. (Michigan Slavic 
materials, no. 9) Includes bibliographical 
references. [LAW] 73-623086 
1. Civil Jaw—Russia—Sources. I. Kleimola, 
Ann M., joint comp. II. Title. III. Series. 


016.34°00947 


BLACKMON, C. Robert. 016.37 
The literature of education: an annotated 
bibliography of selected titles, by C. Robert 
Blackmon and Gary D. Ellerman, with 
assistance from Gary S. Rush. Baton 
Rouge, Bureau of Educational Materials 
and Research, Louisiana State University 
[1974] iv, 25 p. 28 cm. (Louisiana State 
University. College of Education. Bureau 
of Educational Materials and Research. 
Research report, v. 4, no. 2) Cover title. 
[Z5811.B6] 74-164355 1.50 (pbk.) 

1. Education—Bibliography. I. Ellerman, 
Gary D., joint author. I. Rush, Gary S., 
joint author. IIE Title. IV. Series: 
Louisiana. State University and 
Agricultural and Mechanical College. 
Bureau of Educational Materials and 
Research. Research report, v. 4, no. 2. 


OWEN, Dolores B. 016.5 
Abstracts and indexes in science and 
technology: a descriptive guide, by Dolores 
B. Owen and Marguerite M. Hanchey. 
Metuchen, N.J., Scarecrow Press, 1974. 
xiv, 154 p. 22 cm. ISBN 0-8108-0709-2 
[27403; 095] 74-1345 6.00 

Science—Abstracts—Periodicals— 
Tides 2 Science—Bibliography— 
Periodicals—Indexes. 3. Teohnologyi r 
Abstracts—Periodicals—Indexes. 4. 
Technology—Bibliography—Periodicals— 
Indexes. I. Hanchey, Marguerite M., joint 
author. II. Title. 


FELSENSTEIN, Joseph. 016.5751 
A bibliography of theoretical population 
genetics, edited by Joseph Felsenstein and 
Bruce Taylor. [Oak Ridge, Tenn., U.S. 
Atomic Energy Commission, Technical 
Information Center; available from the 
National Technical Information Service, 
U.S. Dept. of Commerce, Springfield, Va., 
1973 or 4] ix, 444 p. 28 cm. "RLO-2225- 
5-18.” [Z5322.G4F45] 74-600824 10.00 
(pbk.) 

i. Population genetics—Bibliography. I. 
Taylor, Bruce, joint author. I. Title. 


INFORMATION Center 016.6168'55 
for Hearing, Speech, and Disorders of 
Human Communication. 

Hearing, speech, and communication 

disorders: cumulated citations, 1973. New 

York, IFI/Plenum [1974] p. cm. ISBN 0- 

306-67311-8 [Z6675.S55153 1974] 74-9879 

59.50 

1. Speech, Disorders of—Bibliography. 2. 

Hearing disorders—Bibliography. I. Title. 

Prepared from C.I.P. 


WEINER, Jack, 1910- 016.665°332 
Turpentine [by] Jack Weiner and Vera 
Pollock. Appleton, Wis., Institute of Paper 
Chemistry, 1974. xix, 93 p. 28 cm. 
(Institute of Paper Chemistry, Appleton, 
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Wisconsin. Bibliographic series, no. 260) 
[Z7914.T8W43] 74-77350 

1. Turpentine—Bibliography. I. Pollock, 
Vera, joint author. II. Title. II. Series: 
Appleton, Wis. Institute of Paper 
Chemistry. Bibliographic series, no. 260. 


MODERN Language Association 016.7 
of America. General Topics 9. 
Bibliography Committee. 

Literature and the other arts; a select 

bibliography, 1952-1958. Collected by the 

Bibliography Committee of the Modern 

Language Association’s discussion group: 

Literature and the Other Arts (General 

Topics 9) Calvin S. Brown [and others] 

Compiled by Alfred R. Neumann, and 

edited by David V. Erdman. [Norwood, 

Pa.] Norwood Editions, 1974. p. cm. 

Reprint of the 1959 ed. putlished by New 

York Public Library, New York. 

[Z5931.M53 1974] 74-9588 5.50 

i. Arts—Bibliography. I. Neumann, Alfred 

Robert, 1921- comp. IT. Title. 

Prepared from C.I.P. 


GILL, Evan R. 016.73°092°4 
Bibliography of Eric Gill [by] Evan R. 
Gill. Foreword by Walter Shewring. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1953 ed. 
published by Cassell, Londoa. [Z8342.2.G5 
1974b] 74-9510 25.00 

1. Gill, Eric, 1882-1940—Bibliography. T. 
Title. 

Prepared from C.I.P. 


LOVELL, Hin-cheung. 016.759551 
An annotated bibliography of Chinese 
painting catalogues and related texts. Ann 
Arbor, Center for Chinese Studies, 
University of Michigan, 1973. vi, 141 p. 23 
cm. (Michigan papers in Chinese studies, 
no. 16) A companion to J. C. Ferguson’s 
Li tai chu lu hua mu. "a review of each of 
the 108 titles used by him :n Li-tai chu-lu 
hua mu ... In addition to the reviews of the 
108 titles used by Ferguson, there is a 
supplement of reviews of twenty-two other 
texts not used by him but which are 
pertinent to our purpose.” [Z5949.C5L67] 
74-164391 3.00 pbk.) 

1. Paintings, Chinese—Catalogs— 
Bibliography. I. Ferguson, John Calvin, 
1866-1945. Li tai chu lu hua mu. IT. Title. 
TIT. Series. 


COLLECTORS Club, New 
York. Library. 

Philately: a catalog of the Collectors’ Club 
Library. Boston, G. K. Hall, 1974. p. cm. 
ISBN 0-8161-1047-6 [Z7164.P85C64] 74- 
987 95.00 (lib. bdg.) 

1. Collectors Club, New York. Library. 2. 
Postage-stamps—Bibliograpl:y—Catalogs. I. 
Title. 

Prepared from C.I.P. 


016.769'56 


*SUBLETTE, Ned. 016.78°0946 
A discography: of Hispanic music. 
Albuquerque, N.M., Univ. af New Mexico 
General Library [1973] 110 p. 23 cm. 
ISBN 0-913630-00-4 (New Mexico, 
University. General Library Sources, no. 
1) [ML120] 73-620024 2.50 (pbk.) 

1. Music—Spain—Bibliography. I. Title. 


VOXMAN, Himie. 016.788'05’5 
Woodwind ensemble music guide, 
compiled by Himie Voxman & Lyle 
Merriman. Evanston, Iil, Instrumentalist 
Co. [c1973] viii, 280 p. 24 cm. 
[ML128.W5V7] 73-87227 . 

1. Woodwind ensembles—Bibliography. 2. 
Chamber music—Bibliography. 
Merriman, Lyle, joint author. I. Title. 


“AMERICAN BOOK PUBLISHING RECORD 


BENJAMIN, Edward B. 016.7899°12 
The restful in music, by Edward B. 
Benjamin, Sr. [1st ed.] [Boston] [Crescendo 
Pub Co.] [1973, c1970] viii, 131 p. 23 cm. 
Discography. [ML156.2B43] 6.00. 

1. Music—Discography. I. Title. . 

L.C. card number for hardcover: 70-23020 


SYRACUSE University. 016.7899°12 
Libraries. Media Dept. 
Audio tapes in Syracuse University 


Libraries. Compiled by George Abbott. 
(Syracuse, N.Y.] 1973. 288 p. 28 cm. 
[ML157.32.S97] 74-163480 

1. Phonotapes—Bibliography—Catalogs. I. 
Abbott, George, 1941- IT. Title. 


*LIMBACHER, James L., 016.79143 
comp. 

Feature films and 8 mm and 16 mm. 

The fourth edited is available from 
Bowker, N.Y. for 16.50. ISBN 0-8352- 
0709-9. L.C. card no.: 79-163905. 

CLOTFELTER, Cecil F. 016.799 
Hunting and fishing [by] Cecil F. 
Clotfelter. Littleton, Colo., Libraries 
Unlimited, 1974. 118 p. 24 cm. ISBN 0- 
87287-079-0 (Spare time guides: 
information sources for hobbies and 


Tecreation, no. 2) [Z7514.H9C6] 73-90569 
7.50 

1. Hunting—Bibliography. 2. Fishing— 
Bibliography. 3. Hunting—Abstracts. 4. 
Fishing—Abstracts. I. Title. 


TUCK, Donald Henry. 016.80883’876 
The encyclopedia of science fiction and 
fantasy through 1968: a bibliographic 
survey of the fields of science fiction, 
fantasy, and weird fiction through 1968. 
Compiled by Donald H. Tuck. [Ist ed.] 
Chicago, Advent: Publishers, 1974- v. 29 
cm. ISBN 0-911682-20-1 Previous editions 
published under title: A handbook of 
science fiction and fantasy. Contents.—v. 
1. Who’s who, A-L. [Z5917.836T83] 73- 
91828 20.00 

1. Science  fiction—Bibliography. 2. 
Fantastic fiction—Bibliography. I. Title. 


ADAMS, Charles 016.811°5’2 
Marshall, 1907- 

Randall Jarrell, a bibliography, compiled 
by Charles M. Adams. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1958 ed. published by the 
University of North Carolina Press, Chapel 
Hill. [Z8450.1.A3 1974] 74-8205 10.00 


i. Jarrell, Randall, 1914-1965— 
Bibliography. 

Prepared from C.I.P. 

ATKINSON, Jennifer 016.81275’2 


McCabe, 1937- 
Eugene O'Neill: a descriptive bibliography. 
[Pittsburgh] University of Pittsburgh Press, 
1974. p cm. ISBN = 0-8229-3279-2 
(Pittsburgh series in bibliography) 
[Z8644.5.A74] 73-13312 27.00 
i. O'Neill, Eugene Gladstone, 1888- 
1953—Bibliography. I. Title. II. Series. 
Prepared from C.I.P. 


*MCNAMEE, Lawrence F. 016.82 
Dissertations in English and American 
literature. 

Supplement Two, 1969-1973 is available 
from Bowker for 20.00. ISBN 0-8352- 
0754-4. L.C. card no.: 68-27446. 


GRANNISS, Ruth Shepazd. 016.8217 
A descriptive catalogue of the first editions 
in book form of the writings of Percy 
Bysshe Shelley, based on a memorial 
exhibition held at the Grolier Club from 
April 20 to May 20, 1922. [Felcroft, Pa.] 
Folcroft Library Editions, 1974. p. 


JULY 31,1974 


Reprint of the 1923 ed. published by the 
Grolier Club, New York. [Z8815.G75 
1974] 74-9783 25.00 (lib. bdg.) 

1. Shelley, Perey Bysshe, 1792-1822— 
Bibliography—First editions. 2. Shelley, 
Percy Bysshe, 1792-1822—Exhibitions. T. 
Grolier Club, New York. IT. Title. 
Prepared from C.I.P. 


LEVITT, Paul M, 016.822912 
J. M. Synge: a bibliography of published 
criticism [by] Paul M. Levitt. New York, 
Barnes & Noble [1974] 224 p. 22 cm. 
ISBN 0-06-494252-X [Z8857.8.L48] 74- 
166401 15.00 

i. Synge, John Millington, 1871-1909— 
Bibliography. I. Title. 


O'DELL, Sterg. 016.823°03 
A chronological list of prose fiction in 
English printed in England and other 
countries, 1475-1640. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1954 ed. published by the 
Technology Press of M.I.T., Cambridge, 
Mass. [Z2014.F5033 1974] 74-10882 9.25 
1. English fiction—-Early modern, 1500- 
1700--Bibliography. I. Title. 

Prepared from C.I.P. ` 


PRONKO, Leonard 
Cabell. 

Guide to Japanese drama [by] Leonard C. 
Pronko. Boston, G. K. Hall, 1973. 125 p. 
22 cm. ISBN 0-8161-1108-1 (The Asian 
literature bibliography series) Bibliography: 
p. 118-122. [Z3308.L5P76] 73-8506 9.50 

I. Japanese drama—Bibliography. I. Title. 
IL. Series. 


NEW York (City). 016.910039°6 


Public Library. Office of Children’s 
Services. 
The Black experience in children’s 


audiovisual materials. [Compiled by Diane 
DeVeaux, Marilyn Berg Iarusso, and Viola 
Jones Clark. New York] 1973. 32 p. 23 
cm. "Sponsored by North Manhattan 
Project, Countee Cullen Regional Branch.” 
"Supplement to The Black experience in 
children’s books.” [E184.7.Z9N48 1973] 
74-158993 1.00 (pbk.) 

1. Negroes—Study and teaching—Audio- 
visual aids. 2. Negro race—Study and 
teaching—Audio-visual aids, I. DeVeaux, 
Diane. IL Iarusso, Marilyn Berg. III. Clark, 
Viola Jones. IV. Baker, Augusta. The Black 
experience in children’s books. V. Title. 


BRIGNANO, 016.9173°06’96073022 B 
Russell Carl. 

Black Americans in autobiography; an 
annotated bibliography of autobiographies 
and autobiographical books written since 
the Civil War [by] Russell C. Brignano. 
Durham, N.C., Duke University Press, 
1974. ix, 118 p. 25 cm. ISBN 0-8233- 
0317-5 [Z1361.N39B67] 73-92535 5.75 

1. Negroes—Biography—Bibliography. 2. 
Slavery in the United States—Personal 
narratives—Bibliography. I. Title. 


REGISTER, Alvaretta 
Kenan, 1907- 
Index to the 1830 census of Georgia. 
Transcribed and compiled by Alvaretta 
Kenan Register. Baltimore, Genealogical 
Pub. Co., 1974. 520 p. 23 cm. ISBN 0- 
8063-0609-2 [F285.R39] 73-22267 

1. Georgia—Census, 1830—Indexes. I. 
United States. Census Office. Sth census, 
1830. H. Title. 


016.9293°758 


HATHAWAY, Beverly 016.9293769 
West. 
Inventory ef county records of Kentucky. 


West Jordan, Utah, Allstates Research Co. 


016.8956'2008 


[1974] 164 p map. 28 cm. 
[CD3257.A1H37] 74-163601 . 

i. Kentucky—History, Local—Sources— 
Bibliography. 2. Registers of births, etc.— 
Kentucky—Bibliography. I Title. H. Title: 
County records of Kentucky. 


JAUSSI, Laureen 
Richardson. 

Genealogical records of Utah, by Laureen 
Richardson Jaussi [and] Gloria Duncan 
Chaston. Salt Lake City, Deseret Book 
Co., 1974. xxxi, 312 p. illus. 24 cm. ISBN 
0-87747-507-5 ”Revision and enlargement 
of chapters 13 io 19 of the first edition of 
{the authors’] Fundamentals of genealogical 
oo [(CD3541.J38 1974] 73-87713 
4.9 

1, Utah—History—Sources—Bibliography. 
2. Utah—Genealogy. I. Chaston, Gloria 
Duncan. I. Jaussi, Laureen Richardson. 
Fundamentals of genealogical research. III. 
Title. 


NEWBERRY Library, 016.9701 
Chicago. Edward E. Ayer Collection. 
Narratives of captivity among the Indians 
of North America; a list of books and 
manuscripts on this subject in the Edward 
E. Ayer Collection of the Newberry 
Library. Chicago, Newberry Library. 
Detroit, Gale Research Co., 1974. p. 
ISBN 0-8103-3694-4 Facsim. reprint of the 
1912 ed. which was issued as no. 3 of the 
Publications of the Newberry Library. 
{Z1209.N53 1974] 74-3100 10.00 
1. Newberry Library, Chicago. Edward E. 
Ayer Collection. 2. Indians of North 
America—Captivities—Bibliography— 
Catalogs. I. Title. I. Series: Newberry 
Library, Chicago. Publications, no. 3. 
Prepared from C.I.P. 


ALMSTEDT, Ruth. 016.9703 
Bibliography of the Diegueno Indians, by 
Ruth Farrell Almstedt. Ramona, Calif., 
Ballena Press, 1974. 52 p. map. 28 cm, 
ISBN 0-87919-034-5 [Z1210.D53A37] 74- 
162918 2.95 

1. Diegueno Indians—-Bibliography. I. 
Title. 


016.9293792 


*THE Bowker annual of library 020 
and trade information. 
The 1974 ed. is available from Bowker, 


N.Y. for 21.50. ISBN 0-8352-0721-8. 
L.C. card no. 55-12434. 

THOMPSON, James. 0207.1 
Library power; a new philosophy of 
librarianship. Hamden, Conn., Linnet 
Books [1974] p. ISBN 0-208-01379-2 
Includes bibliographical references. 


[Z665.T498] 74-6330 6.00 
1. Library science-—Philosophy. I. Title. 
Prepared from C.I.P. 


ATKINSON, Frank, 1922- 020.23 
Librarianship; an introduction to the 
profession. With contributions from B. C. 
Bloomfield, P. G. New & Bernard Palmer. 
(Hamden, Conn.] Linnet Books [1974] 112 
p. illus. 23 cm. ISBN 0-208-01351-2 
Includes bibliographical references. 
[Z682.A87 1974} 74-164289 7.50 

1. Library science as a profession. I. Title. 


BRACCIOLINI, Poggio, 020°.75 B 
1380-1459. 

Two Renaissance book hunters; the letters 
of Poggius Bracciolini to Nicolaus de 
Niccolis. Translated from the Latin and 
annotated by Phyllis Walter Goodhart 
Gordan. New York, Columbia University 
Press, 1974. p. cm. ISBN 0-231-03777-5 
(Records of civilization: sources and 
studies, no. 91) Bibliography: p. 
[PA8477.B76Z5513] 74-1401 17.50 


000 GENERALITIES 


1I. Bracciolini, Poggio, t 380-1459. 2. 
Niccoli Niccolo, 1364 “(ca.)-1437. 3. 
Transmission of texts. I. Niccoli, Niccolo, 
1364 (ca.)-1437. If. Gordan, Phyllis Walter 
(Goodhart) ed. IH. Title. IV. Series. 
Prepared from C.I.P. 


LEHNUS, Donald J., 1934- 020°.8 s 
Milestones in cataloging; famous catalégers 
and their writings, 1835-1969 [by] Donald 
J. Lehnus. Introd. by Phyllis A. Richmond. 
Littleton, Colo., Libraries Unlimited, 1974. 
x, 137 p. 24 cm. ISBN 0-87287-090-1 
(Research studies in library science, no. 
13) Incluces bibliographies. [Z674.R4 no. 
13] [Z693.A2] 025.3 73-94030 10.00 

i. Cataloging—RHistory. I. Title. II. Series. 


SCHLACHTER, Gail A. 020.8 s 
Library science dissertations, 1925-1972; 
an annotated bibliography [by] Gail A. 
Schlachter [and] Dennis Thomison. 
Littleton, Colo., Libraries Unlimited, 1974. 
293 p. 24 cm. ISBN 0-87287-074-X 
(Research studies in library science, no. 
12) [Z674.R4 no. 12] [Z665] 016.02 73- 
90497 12.50 

L Library  science——Abstracts. 2. 
Dissertations, Academic—United States— 
Abstracts. I. Thomison, Dennis, 1937- joint 
author. II. Title. IHI. Series. 


DAVIES, David William, 
1908- 
Public libraries as culture and social 
centers: the origin of the concept [by] D. 
W. Davies. Metuchen, N.J., Scarecrow 
Press, 1974. p. cm. ISBN 0-8108-0738-6 
Includes | bibliographical references. 
[Z716.D3] 74-8420 6.00 
I. Libraries—Cultural programs. 2. 
Libraries and society—History. I. Title. 
Prepared from C.I.P. 


*PROCEEDINGS of the 025’.02’02854 
Lare Institute on automated circulation 
systems. Held January 27-28, 1972, at the 
Sahara Tahoe Hotel, Stateline, Nevada. 
Edited by H. William Axford. [Tempe, 
Ariz.], [Larc Association] [1973] iii, 49, 48 
p. illus., 23 cm. [Z712] 

I. Libraries—Automation—Congresses. I. 


021’.4 


Axford, H. William, ed. I. Lare 
Association. 
SCHAD, Jasper G., 1932- 025.2°1 


Problems in developing academic library 
collections, by Jasper G.Schad and 
Norman New York, Bowker, 1974 183 p. 
24 cm. ISBN 0-8352-0551-7. (Problem- 
centered approaches to librarianship) 
Inculdes bibliographicial references. 
[Z689.S3] 72-1944 10.95 

1. Acquisitions (Sepraries)—case stidues. 2. 
Libraries, University and college. I. Tanis, 
Norman E., 1929- joint author. IT. Title. 


*THE writer’s handbook. 026.6 
The 1974 edition, edited by A. S. Burack 
is available from The Writer, Boston, for 


12.50. ISBN 0-87116-086-2. L.C. card 
no.: 36-28596. 
SHERA, Jesse Hauk, 1903- 027.474 


Foundations of the public library; the 
origins of the public library movement in 
New England, 1629-1855, by Jesse H. 
Shera. [Hamden, Conn] Shoe String Press 
[1974, c1965] 308 p. 24 cm. (The 
University of Chicago studies in library 
science) Check list of circulating library 
book catalogs, New England, 1765-1860, 
p. 261-263. [Z731.S55] 65-17979 12.00 

1. Libraries—New England. I. Title. II. 
Series: Chicago. University. The 
University of Chicago studies in library 
science) 


100 PHILOSOPHY 


COMPUTER apd Information 029.7 
Sciences Symposium, 4th, Miami Beach, 
Fla., 1972. 

Information systems; [proceedings] Edited 

by Jukius T. Tou. New York, Plenum 

Press [1974] p. cm. ISBN 0-306-35134-X 


Includes bibliographies. [QA76.6.C63 
1972] 74-4403 32.50 
1. ° Electronic digital computers— 


Programming--Congresses. 2. Management 
information systems—Congresses. 3. 
Information storage and retrieval 
systems—Congresses. I. Tou, Tsu-lieh, ed. 
II. Title. 

Prepared from C.I.P. 


MEADOW, Charles T. 029.7 
The analysis of information systems [by] 
Charles T. Meadow. 2d ed. Los Angeles, 
Meiville Pub. Co. [1973] xiv, 420 p. illus. 
23 cm. ISBN 0-471-59002-9 (Information 
sciences series) ”A Wiley-Becker & Hayes 
series book.” Includes bibliographies. 
[Z699.M4 1973] 72-11518 14.95 

1. Information storage and retrieval 
systems. 2. Libraries—Automation. I. Title. 


ALLEN, Joseph Chase, 031.02 
1892- 

Weatherwise and otherwise; wherein the 

oraċle answers questions about- the 


weather, words, names & expressions, and 
New England and other United States. [1st 
ed.] Dublin, N.H., Yankee, inc., 1974. 63 
p. illus. 23 cm. (His The best of Yankee’s 
oracle, book 1) OH Tos A47 book 1] 73- 
93979 1.50 (pbk.) 

I. Questions and answers. I. Yankee. I1. 
Title. 

MILLS, John FitzMaurice, 069.53 

1917- 

Treasure keepers. Garden City, N.Y., 
Doubleday [1973, i.e. 1974] 160 p. illus. 
(part col.) 28 cm. ISBN 0-385-04491-7 
(Nature and science library) [N8555.M54 
1973b] 73-82573 7.95 

i, Art  objects—Conservation and 
restoration. 2. Museum techniques. I. Title. 


DANIELS, TeED EUS, 070.40924 
1862-1948 
Editor in polities. Westport, Conn., 
Greenwood Press [1974, cl941] p. cm. 
ISBN 0-8371-7439-2 The 2d vol. of the 
author’s memoirs, covering the period 
between 1893 and 1912. The Ist vol. has 
title: Tar Heel editor. Reprint of the ed. 
published by University of North Carolina 
Press, Chapel Hill. [PN4874.D33A35 
1974] 74-2839 32.50 (2 vols.) 
1. Daniels, Josephus, 1862-1948. 2. 
Journalists—-Correspondence, 
reminiscences, etc. 3. Journalism-—-North 
Carolina. I. Daniels, Josephus, 1862-1948. 
Tar Heel editor. IT. Title. 
Prepared from C.LP. 


KAPLAN, Justin. 070.4°092'4 B 


Lincoln Steffens; a biography. New York,° 


Simon and Schuster [1974] 380 p. illus. 25 
em. ISBN 0-671-21592-2 Includes 
bibliographical references. [PN4874.S68K3] 
73-15486 10.00 

1. Steffens, Joseph Lincoln, 1866-1936. 


ROUTT, Edd. 070.4°12 
Dimensions of broadcast editortalizing. [1st 
ed.] Blue Ridge Summit, Pa, G/L Tab 
Books [1974] 204 p. 23 cm. ISBN 0-8306- 
3697-8 Bibliography: p. 199. 
[PN4778.R64] 73- 59816 8.95 

I. Editorials. 2. Broadcasting. I. Title. 


OGILVIE, 070.4°49°630922 B 


William Edward. 
Pioneer agricultural journalists, New York, 
Beekman Publishers [1974, c1927] p. cm. 


6 


ISBN 0-8464-0010-3 (American 
newspapermen, 1790-1933) Reprint of the 
ed. published by A. G. Leonard, Chicago. 
[S415.034 1974] 74-3267 9.00 

L Journalism, Agricultural —United 
States—Biography. 2. United States— 
Biography. yA Title. 

Prepared from C.I.P. 


MURPHY, Sharon. 070.4°84°0973 


Other voices: Black, Chicano. and 
American Indian press. Dayton, Ohio, 
Pflaum/Standard [1974} 132 p. illus. 23 


em. ISBN 0-8278-0014-2 Bibliography: p 


128-130. [PN4882.M8] 74-165180 3. 35 
PE nic press—United Staies. I. Title. 

MUGGERIDGE, Malcolm, 070.924 B 
Pgs grove. New York, W. 


Morrow, 1974 [c1973] p. cm. ISBN 0- 
688-00300-1 (His Chronicles of wasted 
time, 2) [PR6025.U5Z5152 vol. 2] 74-1258 
8.95 

1. Muggeridge, Malcolm, 1903- I. Title. II. 
Series. 

Prepared from C.I.P. 


SCHROTH, Raymond A. 071.4723 
The Eagle and Brooklyn: a community 
newspaper, 1841-1955 [by] Raymond A. 
Schroth. Westport, Conn., Greenwood 
Press [1974] p. cm. ISBN 0-8371-7335-3 
(Contributions in American studies, no. 13) 
Bibliography: p. [PN4899.N42B77] 73- 
20972 12.95 

1. Brooklyn eagle. I. Title. 

Prepared from C.I.P. 


BOY Scouts of America. 08: s 
Signaling. Rev. ed. North Brunswick, N.J., 
1974. 32 p. illus. 21 cm. ISBN 0-83¢5- 
3237-7 (Its Merit badge series 3237) 
Bibliography: p. 32. [HS3313.Z95S5 1974] 
[HE9723] 001. "56 74-164360 0.45 (pbk.) 

i. Signals and signaling. I. Title. H. Series. 


BOY Scouts of America. 081 
oe North Brunswick, N.J. [1973] 32 
p. illus. 21 cm. ISBN 0-8395- 3250-4 (its 
Merit badge series) Bibliography: p. 30-21. 
Outlines the requirements for the merit 
badge in roller skating and describes the 
techniques needed to fulfill them. 
(HS3313.Z95S53]  [GV851] 796.71 74- 
164370 0.45 (pbk.) 

1. Roller-skating—Juvenile literature. I. 
Title. II. Series. 


INDIANA. University. Lilly 
Library. 

An exhibition of American literature, 
honoring the completion of the editorial 
work on the 100th volume approved by 
the Center for Editions of American 
Authors, together with eighzeenth-century 
American fiction published abroad, 
eighteenth-century American editions of 
some English fiction, eighteenth-century 
American drama, the ‘first quarter century 
of fiction written and published in 
America: 1774-1799; [catalogue, compiled 
by David A. Randall, Librarian} 
Bloomington, 1973. 76 p. illus. 28 cm. (Its 
Publication no. 17) [Z881.142P8 no. 17] 
[Z1225] 016.813°008 73-622697 

1, American _literature—Bibliography— 
First editions—Catalogs. I. Randall, David 
Anton, 1905- II. Modern Language 
Association of America. Center for 
Editions of American Authors. HI. Title. 
IV. Title: American literature. V. Series. 


081s 


INDIANA. University. Lilly 081 s 
Library. 

Printing and the mind of man. 
Bloomington, 1973. 81 p. 28 cm. (Lilly 


AMERICAN BOOK PUBLISHING RECORD 


Library publication no. 19) Catalog of the 
exhibition held principally in the Lilly 
Library in 1973. The condensed 
descriptions of books in this catalog were 
taken from the 1963 catalog of the 
Eleventh International Printing Machinery 
and Allied Trades Exhibition. [Z881.142P8 
no. 19] [Z121] 686.2’09 74-620786 5.00 

L Printing—History—Exhibitions. 2. 
Civilization, Modern—History— 
Exhibitions. I. London. 1963. Printing and 
the mind of man. If, Title. HI Series: 


Indiana. University. Lilly Library. 
Publication no. 19. 

100 PHILOSOPHY 

REGAN, Tom. 100 


Understanding philosophy. Encino, Calif., 
Dickenson Pub. Co. [1974] viii, 243 p. 23 


cm. ISBN  0-8221-0122-X —Inciudes 
bibliographies. [B53.R39] 73-88123 

1. Philosophy. {. Title. 

STALLKNECHT, Newton Phelps, 100 


1906- 

The compass of philosophy; an essay in 
intellectual orientation fby] Newton P. 
Stallknecht [and] Robert S. Brumbaugh. 
Westport, Conn., Greenwood Press [1974, 
21954] p. ISBN 0-8371-7494-5 Reprint of 
the ed. published by Longmans, Green, 
New York. Bibliography: p. [B53.S83 
1974] 74-6121 12.50 

1. Philosophy. I. Brumbaugh, Robert 
Sherrick, 1918- joint author. II. Title. 
Prepared from C.I.P. 


TITUS, Harold Hopper, 1896- 100 
Living issues in philosophy [by] Harold H. 
Titus [and] Marilyn S. Smith. 6th ed. New 
York, D. Van Nostrand Co. [1974] xii, 560 


>. ports. 24 cm. ISBN 0-442-25820-8 
“ncludes bibliographies. [BD31.T5 1974] 
74-1 9.95 

i. Philosophy. I. Smith, Marilyn S., joint 
author. II. Title. a 
SANTAYANA; George, 1863- 111.1 


The realm of essence. Book first of Realms 
of being. Westport, Conn., Greenwood 
Press [1974] p. cm. ISBN 0-8371-6700-0 
Reprint of, the 1928 ed. published by 
Constable, London. [BD331.S3 1974] 72- 
-1745 9.75 

1. Ontology. I. Title. 

Prepared from C.I.P. 


GERSHMAN, Herbert S. 111.8°5 
The surrealist revolution in France [by] 
Herbert S. Gershman. Ann Arbor, 
University of Michigan Press [1974, 
c1969] viii, 253 p. 21 cm. ISBN 0-472- 
06188-7 (Ann Arbor paperbacks) 
Bibliographical references included in 
’ Notes.” [BH301.S75G44] 3.45 (pbk.) 

2. Surrealism—France. I. Title. 

L.C. card number for original ed.: 68- 
29263. 


EOYAL Institute of 
Philosophy. 
Philosophy and the arts. New York, St. 


111.85 


Martin’s Press [1973] xxiii, 263 p. illus. 23 
cm. (Its Lectures, v. 6, 1971-1972) 
Iacludes bibliographical references. 


[BH39.R69 1973] 72-94817 12.95 

1. Aesthetics—Addresses, essays, lectures. 
Z Art—Philosophy—Addresses, essays, 
lectures. I. Title. I. Series. 


PLATO. 121 
Theaetetus; translated with notes by John 
McDowell. Oxford, Clarendon Press, 1973. 
254 p. 21 cm. ISBN 0-19- 872043- 2 


JULY 31,1974 


(Clarendon Plato series) Bibliography: p. 
260-261. [B386.A5M32] 74-164763 

1. Knowledge, Theory of. I McDowell, 
John. Il. Title. 

Distributed by Oxford University Press, 
New York, 16.00. 


GELVEN, Michael. 126 
Winter, friendship, and guilt; the sources of 
self-inguiry. New York, Harper and Row 
[1973, 1972] xi, 238 p. 21 cm. ISBN 0- 
06-131738-1 (Harper torchbooks, TB 1738) 
Includes bibliographical references. 

[BD331.G43 1973] 74-164359 3.95 

1. Self-knowledge, Theory of 2. Self 
(Philosophy) 1. Title. 


*SZEKELY, Edmond Bordeaux. 128 
The essene code of life, as followed by the 
brotherhoods at the Dead Sea and Lake 
Mareotis from the original Aramaic and 
French translation compared, translated 
and edited by Edmond Bordeaux Szekely. 
San Diego, Calif., Academy Books [1973] 
42, 14 p. illus., 23 cm. [BD450] 2.25 (pbk.) 
1. Man. 2. Cosmology. Í. Title. 


SCHLOSSBERG, Edwin. 1287.2 
Einstein and Beckett; a record of an 
imaginary discussion with Albert Einstein 
and Samuel Beckett, by Edwin 
Schlossberg. Foreword by John 
Unterecker. New York, Links [c1973] xiii, 
125 p. 22 cm ISBN  0-8256-3011-8 
Bibliography: p. 119-125. [PN55.S35] 72- 
94092 3.50 

i. Einstein, Albert, 1879-1955. 2. Beckett, 
Samuel, 1906- 3. Literature and science. I. 
Einstein, Albert, 1879-1955. If. Beckett, 
Samuel, 1906- III. Title. 


TEICHMAN, Jenny. 128.2 
The mind and the soul; an introduction to 
the philosophy of mind. London, 
Routledge & K. Paul; New York, 
Humanities Press [1974] 110 p. 20 cm. 
ISBN 0-7100-7731-9 (Studies in 
philosophical psychology) Includes 
bibliographical references. [BF161.T25 
1974b] 74-162460 6.50 

1. Mind and body. 2. Soul. I. Title. I. 
Series. 


ELLIS, Jody. e 1317.3 
The ABC's of successful living. [\st ed.] 
iad Fe, N.M. Sunstone Press, 1974. 72 
23° cm. ISBN  0-913270-26-1 
bani. 2.E43] 73-84733 3.95 (pbk.) 
i. Success. I. Title. 


HOWARD, Vernon Linwood, 
1918- 

Esoteric mind-power; secrets for new 
success and happiness, by Vernon Howard. 
Lakemont, Ga., CSA Press [c1973] 196 p. 
24 cm, ISBN 0-87707-130-6 
[BF637.88H6215] 73-83914 5.95 

1. Success. I. Titie. 


*CRAWFORD, Quantz. 133 
Methods of psychic development. St. Paul, 
Minnesota, Llewellyn Pubns, 1973. 102 p. 
21 cm. (A Llewellyn occult guide) 
[BF1411] 2.95 (pbk.) 

1. cou sciences. } Psychical research. I. 
Title. 


13.32 


PARKER, Faye W. 133 
ESP, your latent talent, by Faye W. 
Parker. Santa Monica, Calif., DeVorss 
[1974] 112 p. illus. 22 cm. ISBN 0-87516- 
182-0 [BF1031.P34] 74-75031 

1. Psychical research. 2. Extrasensory 
perception. 3. Palmistry. I. Title. 


SARAYDARIAN, H. 133 
Cosmos aa man, by H. Saraydarian. 
Agoura, Calif, Aquarian Educational 


Group [1973] xvii, 278 p. illus. 27 cm. 
Includes bibliographical references. 
[BF1999.S335] 73-77838 6.00 (pbk.) 

i. Title. 


JUNG, Carl Gustav, 1875- 133°.015 
1961. 
Synchronicity; an  acausal connecting 


principle. Translated by R. F. C. Hull. [ist 
Princeton/Bollingen paperback ed. 
Princeton, N.J.] Princeton University Press 
[1973] vii, 135 p. illus. 22 cm. ISBN 0- 
691-01794-8 (Princeton/ Bollingen 
paperbacks, 297) Extracted from The 
structure and dynamics of the psyche, v. 8 
of the author’s Collected works, issued as 
no. 20 of Bollingen series. Bibliography: p. 
113-124: [BF1031.J8613 1973] 73-11838 
2.4 

1. Psychical research. 2. Astrology. I. Title. 


BENNETT, John 
Godolphin, 1897- 
Gurdjieff: making a new world [by] J. G. 
Bennett. [lst U.S. sy New York, Harper 
& Row [1974, c1973] 320 p. illus., maps 
(on lining papers) 22 cm. ISBN 0-06- 
060778-5 Includes bibliographical 
references. [B4249.G84B463 1973b] 73- 
18675 8.95 
1. Gurdjieff, Georges Ivanovitch, 1872- 
1949. I. Title. 


133’.092’4 B 


MACDONALD-BAYNE, 
Murdo. 

Beyond the Himalayas, by M. MacDonald- 
Bayne. New York, Gordon Press, 1973. 
228 p. 24 cm. ISBN 0-87968-063-6 
Reprint of the ed. published by L. N. 
Fowler, London. [BP610.M313 1973] 73- 
10997 12.95 

1, MacDonald-Bayne, Murdo. I. Title. 


BARTELL, Jan 133.1’092’4 B 
Bryant. 

Spindrift: spray from a psychic sea. New 

York, Hawthorn Books [1974] 245 p. 22 

cm. Autobiographical. [BF1408.2.B37A34 

1974] 73-10648 7.95 

1. Bartell, Jan Bryant. 2. Ghosts. 1I. Title. 

HOLZER, Hans W., 133.1°29°79493 
920- 

Haunted Hollywood [by] Hans Holzer. 

Indianapolis, Bobbs-Merrill [1974] xiv, 133 

p. illus. 22 cm. ISBN 0-672-51739-6 

(BF1472.U6H64] 73-11801 6.95 

1. Ghosts—Hollywood, Calif. I. Title. 


*KNIGHT, Alva, 1934- 133.3°35 
Find happiness in your name [by] Alva 
Knight. Cartoons by Steve Mitchell. New 
York, Vantage Press [1973] 239 p. illus. 21 
cm. ISBN 0-533-00465-9. [BF1623] 5.95 

1. Numerology. I. Title. 


133’.092°4 


*BURROUGHS, Melba. 133.5 
Astrology reveals life and love. St. Paul, 
Minnesota, Llewellyn Pubns. 1973 xx, 231 
p. 21 cm. [BF1708.1] 2.95 (pbk.) 

1. Astrology. I. Title. 


MEYER, Michael R. 133.5 
A handbook for the humanistic astrologer 
[by] Michael R. Meyer. [Ist ed.] Garden 
City, N.Y., Anchor Press, 1974. xv, 362 p. 
illus. 21 cm. aoe 0-384-05729-6 
Bibliography: [357]-362. 
[BF1708.1. Mas] 73- 83657 5.95 (pbk.) 

i. Astrology. I. Title. 


TYL, Noel, 1936- 133.5°08 s 
Integrated transits. [ist ed] St. Paul, 
Llewellyn Publications, 1974. p. cm. ISBN 
0-87542-806-1 (The Llewellyn syllabus for 
home study and college curriculum) (His 
The principles and practice of astrology, v. 


100 PHILOSOPHY 


7) [BF1661.T95 vol. 7] [851708.1] 133.5°3 
73-19933 3.95 

1. Astrology. I. Title. Il. Series. 

Prepared from C.I.P. 


TYL, Noel, 1936- 133.5°08 s 
Prediction techniques synthesized. [1st ed.] 
St. Paul, Llewellyn Publications, 1974. p. 
cm. ISBN 0-87542-807-X (The Llewellyn 
syllabus for home study and college 
curriculum) (His The principles and 
practice of astrology, v. 8) [BF1661.T95 
vol. 8] [BF1708.1] 133.5 73-19928 3.95 

I. Astrology. I. Title. I. Sertes. 

Prepared from C.I.P. 


VOLGUINE, Alexandre. 133.5°3 
The ruler of the nativity. [lst American 
ed.] New York, ASI Publishers [1973] 
xxvii, 152 p. 21 cm. ISBN 0-88231-001-1 
Translation of Le maitre de nativite. 
Includes bibliographical references. 
[BF1708.1.V6413 1973] 73-90427 6.00 

i. Astrology. I. Title. 


LEEK, Sybil. 133.5°8°30141 
Sybil Leek’s zodiac of love. Chicago, H. 
Regnery [1974] 201 p 22 cm. 
(BF1729.L6L4] 73-18115 7.95 

1. Astrology. 2. Marriage. I. Title. II. Title: 
Zodiac of love. 


HOLT, Feggy. 133.5°8°6415 
The lovers’ astrology cookbook, formerly 
(The way to a man’s heart is through his 
capricorn) Illustrated by Mary Means. Los 
Angeles, Price/Stern/Sloan Publishers 
[1974] 79 p. illus. 21 cm. ISBN 0-8431- 
0088-5 [TX652.H63 1974] 74-166373 2.00 
1. Cookery. I. Title. 


WAGMAN, Naomi. 133.5°8'6491 
Sun and daughter signs: an astrological 
guide to child care. Edited and introduced 
by Sylvie Sherman. [1st ed. New York] M. 
Padell [1974] xvii, 275 p. illus. 24 cm. 
ISBN 0-87538-000-X [BF1729.C45W33] 
73-87928 12.95 

1. Astrology. 2. Children—Management. I. 
Title. 

Publisher’s address: 
York, N.Y. 10003 


SMITH, Susy. 133.9°013 
Life is forever; evidence for survival after 
death. New York, Putnam [1974] 256 p. 
22 cm. ISBN 0-399-11201-4 Bibliography: 
p. 253-256. [BF1311.F8S62] 73-78598 7.95 
I. Future life. 2. Spiritualism. I. Title. 


830 Broadway, New 


JOHNSON, Lilian D. 133.9°3 
Spray from an inland sea, by Lilian D. 
Johnson. Boston, Branden Press [1974] 
126 p. 23 cm. ISBN  0-8283-1527-2 
[BF1301.J58] 73-83344 6.95 

1. Spirit writings. 2. Future life. I Title. 


NADA-YOLANDA, 1925- 133.9°3 
Angels and man. Channeled by the 
spiritual hierarchy through Nada-Yolanda. 
[lst ed.] Miami, Published for the 
Hierarchal Board and the University of 
Life by Mark-Age [1974] 138 p. 24 cm. 
ISBN 0-912322-03-9 [BF1301.N23] 73- 
90881 6.00 

1. Spirit writings. I. Title. 


NADA-YOLANDA, 1925- 133.9°3 
Visitors from other planets, channeled by 
the spiritual hierarchy through Nada- 
Yolande. [Ist ed.] Miami, Fla., Published 
for the Hierarchal Board and the 
University of Life by Mark-Age [1974] 334 
pP. 24 cm. ISBN  0-912322-04-7 
[BF1301.N247 1974] 73-90880 10.00 

1. Spirit writings. I. Title. 


100 PHILOSOPHY 


ROBINSON, Stearn, Lady. 135.3 
‘The dreamer’s* dictionary; the complete 
guide to interpreting your dreams [by] 
sen Robinson and Tom Corbett. [Ist 
ed.] New York, Taplinger Pub. Co. [1974] 
256 p. 25 cm. ISBN 0-8008-2270-6 
[BF1091.R66 1974] 72-6612 9.95 
1. Dreams—Dictionartes. I. Corbett, Tom, 
joint author. II. Title. 


HOLLAND, Morris K. 150 
Psychology; an introduction to human 
- behavior [by] Morris K. Holland. Designed 
and illustrated by Milton Zolotow. 
Lexington, Mass., Heath [1974] ix, 545 p. 
illus. 25 cm. ISBN 0-669-73700-3 Includes 
bibliographies, [BF121.H597] 73-3950 
10.9 

1. Psychology. 

Instructions manual, gratis; workbook 3.95, 
ISBN 0-669-85746-7. 


KIMBLE, Gregory A. 150 
Principles of general psychology [by] 
Gregory A. Kimble, Norman Garmezy 
[and] Edward Zigler. 4th ed. New York, 
Ronald Press Co. [1974] xii, 724 p. illus. 
25 cm. On spine: General psychology. 
Bibliography: p. 657-678. [BF131. K51374} 
74-75047 11.75 

1. Psychology. I. Garmezy, Norman, joint 
author. II. Zigler, Edward Frank, 1930- 
Joint author. II. Title. 


LEWIS, Robert T. 150 
Human behavior; an introduction to 
psychology [by] Robert T. Lewis [and] 
Hugh M. Petersen. New York, Ronald 
Press Co. [1974] vii, 459 p. illus. 24 cm. 
Bibliography: p. 427-431. [BF121.L45] 71- 
190207 6.50 (pbk.) 

1. Psychology. I. Petersen, Hugh M., joint 
author. II. Title. 


UNDERSTANDING psychology. 150 
Resource contributors: Edmund J. Fantino 
hga others] Del Mar, Calif, CRM Books 
1974] 435 p. illus. 27 cm. ISBN 0-87665- 
228-3 Bibliography: p. 407-411. 
[BF131.U48] 73-90471 9.95 

1. Psychology. I. Fantino, Edmund J. 


VOSS, James F., 1930- 150 
Psychology as a behavioral science [by] 
James F. Voss. Pacific Palisades, Calif., 
Goodyear Pub. Co. [1974] xvi, 298 p. illus. 
25 cm. ISBN 0-87620-735-2 (Goodyear 
perspectives in introductory psychology) 
Bibliography: p. [281]-293. [BF121.V6] 73- 
84223 8.95 

1. Psychology. 1. Title. 


WOOD, Gordon, 1937- 150°.1°8 
Fundamentals of psychological research. 
Boston, Little, Brown [1974] xvi, 327 p. 24 
cm. Bibliography: p. 314-315. [BF76.5.W66 
1974] 73-16695 7.95 (pbk.). 


1. Psychological research. 2° 
Psychometrics. 1. Title. 
GOODSON, Felix E., 1922- 150.19 


The evolutionary foundations of 
psychology; a unified theory [by] Felix E. 
Goodson. New York, Holt, Rinehart and 
Winston [c1973] xi, 228 p. 24 cm. ISBN 0- 
03-077615-5 Includes bibliographies. 
[BF701.C624] 73-8004 8.00 

. 1, Genetic psychology. 2. Adaptability’ 


Psychology) 3. Human information 

processing. 4. Human behavior. I. Title. 

PHILP, Howard 150.1952 B 
Littleton. 


Freud and religious belief, by H. L. Philp. 
Westport, Conn., Greenwood Press [1974, 
c1956] p cm. ISBN 0-8371-6682-9 
Reprint of the ed. published by Rockliff, 


8 


London. [BF173.F85P46 1974] 72-12635 


8.50 
1. Freud, Sigmund, 1856-1939. 2. 
Psychology, Religious. 3. Psychoanalysis. I. 
Title. 


Prepared from C.I.P. 


` 
AMERICAN Psychological 
Association. 

The consolidated roster for psychology in 
the United States and Canada; a locator- 
reference. John A. Lazo, _ editor. 
Washington [c1973] xxxii, 1077 p. 26 cm. 
[BF30.A493 1973] 74-168224 15.00 

i. Psychologists—United States— 
Directories. 2. Psychologists—Canada— 
Directories. I. Lazo, John A.. ed. Il. Title. 


150’.25°73 


BRENNECKE, John H., comp. 150°.8 
Readings in psychology and human 
experience [by] John H. Brennecke [and] 
Robert G. Amick. Illus. by Robert 
Ronketti. Beverly Hills [Calif.] Glencoe 
Press [1974] ix, 260 p. illus. 26 cm. 
Bibliography: p. [255]-260. [BF149.B724] 
73-7374 4.95 (pbk.) 

1. Psychology—Addresses, essays, lectures. 
2. Human behavior—Addresses, essays, 
lectures. Amick, Robert G., joint comp. 
If. Title. 


CONCEPTS in psychology: 150’.8 
introductory readings. Edited by Peul 
Mussen & Mark R. Rosenzweig. 
[Compiled by] Elliot Aronson [and others] 
Lexington, Massi, Heath [1974] ix, 542 p. 
illus. 24 cm. ISBN 0-669-81091-6 
Readings are arranged in the same order as 
are the sections of the editors’ Psychology 
Includes ere Vn [BF149.C575] 7. 
16725 5.95 (pbk.) 

1. Psychology—Addresses, essays, lectures. 
I. Mussen, Paul Henry, ed. If. Rosenzweig, 
Mark R., ed. III Mussen, Paul Henry. 
Psychology. 


GRAHAM, William K., 
comp. 
Clues to the riddle of man: readings in 
modern psychology. Edited by William K. 
Graham and Richard S. Lazarus. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN  0-13-781096-2 
[BF149.G68] 74-3016 6.95 (pbk.) 
1. Psychology—Addresses, essays, lectures. 
2. Social psychology—Addresses, essays, 
lectures. 3. Psychiatry —Adadresses, essays, 
lectures. I. Lazarus, Richard 5., joint comp. 
II. Title. 
Prepared from C.I.P. 


*AN introduction to 150°.8 
behavior modification. Preliminary edition. 
Kalamazoo, Mich., Behaviordelia, [1973] 
27-115 p., illus. 28 cm. Bibliography 
included. [BF637] 

1. Behavior modification. I. Behaviordelia. 


150.8 s 


Publishers address: P.O. Box 1044, 
Kalamazoo, Mich. 49005 
READINGS in psychology 150°.8 


today. Selected and introduced by James 
B. Mdas. 3d ed. Del Mar, Calif, CRM 
-Books [1974] 377 p. illus. 28 cm. ISBN 0- 
°87665-221-6 A selection of articles from 


:Psychology today magazine. Bibliography: 


p. 365-371. [BF149.R412 1974] 74-76093 
4-.95 (pbk.} 


-1. Psychology-—-Addresses, essays, lectures. 


I. Maas, James B. Il. Psychology today. 


KAUFMAN, Lleyd. 152.14 
Sight and mind; an introduction to visual 
perception. New York, Oxford University 
Press, 1974. xvi, 580 p. illus. 24 cm. ISBN 
0-19-501763-3 Stereo viewer inserted in 
pocket. Bibliography: p. [541]-562. 
[BF241.K38] 73-90350 14.95 

1. Visual perception. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


KENNEDY, John Miller, 
1942- 

A psychology of picture perception [by] 
John M. Kennedy. [Ist ed.] San Francisco, 
Jossey-Bass, 1974. xiii, 174 p. illus. 24 cm. 
ISBN 0-87589-204-3 (The Jossey-Bass 
behavioral science series) Bibliography: +p. 
161-168. [BF241.K44 1974] 72-5892 12.50 
1. Visual perception. 2. Pictures. J. Title. 


HASKINS, Ilma. 152.1745 
Color seems. New York, Vanguard Press, 
21973. [32] p. col. illus. 21 x 28 cm. 
Explores the various properties and 
feelings of color. [BF789.C7H37] 72-83356 
5.95 

1. Color—Psychology—Juvenile literature. 
2. Color—Juvenile literature. I. Title. 


BACH, George Robert, 1914- 152.4 
Creative aggression [by] George R. Bach 
and Herb Goldberg. [1st ed.] Garden City, 
N.Y., Doubleday, 1974. p. cm. ISBN 0- 
385-08746-2 Includes bibliographical 
references. [BF575.A3B3] 73-15323 8.95 . 
1. Aggressiveness (Psychology) 2. 
Interpersonal relations. I. Goldberg, Herb, 
1937- joint author. H. Title. 

Prepared from C.I.P. 


JOSEPH, Stephen M., 
1938- 

‘Children in fear [by] Stephen M. Joseph. 

New York, Holt, Rinehart and Winston 

[1974] xv, 170 p. 22 cm. ISBN 0-03- 

007711-7 [BF723.F4J6] 72-91587 6.95 

4. Fear. 2. Child study. I. Title. 


KLINE, Paul. 152.8 
sew approaches in psychological 
measurement, edited by P. Kline. London, 
New York, J. Wiley [c1973] ix, 269 p. 
illus. 24 cm. ISBN 0-471-49120-9 Includes 
bibliographies, [BF698.5.K55] 73-2787 


152.1°423 


152.4°32 


as op e rsonality tests. 2. Mental tests. I. 
Title. 


ECHEFLEN, Albert E. 153 
How behavior means iby] Albert E. 
Scheflen. Garden City, N.Y., Anchor 
Fress, 1974. p. cm. ISBN 0-385-06571-X 
Bibliography: p. [BF637.C45S35 1974] 73- 
21218 2650 (pbk.) 

i. Nonverbal communication. 2. Meaning 
(Psychology) I Title. 

Frepared from C.I.P. 


WEITZ, Shirley, comp. 153 
Nonverbal communication; readings with 
commentary. New York, Oxford 
University Press, 1974. x, 351 p. illus. 24 
cm. ISBN  0-19-501790-0 Includes 
bibliographies. [BF637.C45W38] 73-90367 
10.00 


Lf. Nonverbal communication-—Addresses, 
essays, lectures. I. Title. 

Pok., 4.95, ISBN 0-19-501789-7; Contents 
omitted. 


MCGAUGH, James L. 153.1 
Learning and memory: an introduction [by] 
James L. McGaugh. San Francisco, Albion 
Pub. Co. [c1973] vi, 150 p. illus. 24 cm. 
ISBN 0-87843-608-1 Bibliography: p. 126- 
133. [LB1063.M23] 72-84850 3.95 (pbk.). 
i. Memory. 2. Learning, Psychology of L 
Title. 


HILGARD, Ernest 
Ropiequet, 1904- 
Theories of learning [by] Ernest R. Hilgard 
[land] Gordon H. Bower. 4th ed. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN 0-13-914457-9 (The 


153.1°5 


Century psychology series) Includes 
bibliographies. [LB1051.H52 2974] 74- 
5087 11.95 


JULY 31,1974 


i. Learning, Psychology of I. Bower, 
Gordon H. joint author. I. Title. 
Prepared from C.I.P. 


POSNER, Michael I. 153.4 
Cognition: an introduction [by] Michael I. 
Posner. Glenview, Ill, Scott, Foresman 
[c1973] 208 p. illus. 24 cm. ISBN 0-673- 
07860-4 (Scott, Foresman basic 
psychological concepts series) 
Bibliography: p. [181]- 199. [BF311.P64] 
73-91228 4.25 (pbk.) 

1. Cognition. 


GARTNER, Alan, comp. 153.9°3 
The new assault on equality; IQ and social 
stratification, edited by Alan Gartner, 
Colin Greer [and] Frank Riessman. New 
York, Harper & Row [1974] 225 p. 18 cm. 
ISBN 0-06-136146-1 (A -Social policy 
book) (Perennial library P 293) All but two 
of the essays originally appeared in Social 
policy, Mar. 1971-Aug. 1973. Includes 
bibliographical references. [BF431.G27] 
73-19950 1.95 (pbk.). 

1. Intellect—Addresses, essays, lectures. 2. 
Mental tests—Addresses, essays, lectures. 
I. Greer, Colin, joint comp. Il. Riessman, 
Frank, 1924- joint comp. LIT. Social policy. 
IV. Title. 

Contents omitted. 


MCCARROLL, Tolbert 154 
Exploring the inner world; a guidebook for 
personal growth and renewal. New York, 
Julian Press [1974] 222 p. illus. 22 cm. 
Bibliography: p. (214]-222. [BF697.M17] 
73-92174 7.95 

1. Self-perception. 2. Subconsciousness. 3. 
Awareness. I. Title. 


WHITE, John, 1939- comp. 154’.08 
Frontiers of consciousness; the meeting 
ground between inner and outer reality. 
New York, Julian Press [1974] vi, 366 p. 
illus. 24 cm. ISBN — 0-87097-059-3 
(BF311.W56] 73-92173 8.95 


L. Consciousness—Addresses, essays, 
lectures. I. Title. 

Contents omitted. 

DICAPRIO, Nicholas S. 155.2 


Personality theories: guides to living {by] 


Nicholas S. DiCaprio. Philadelphia, 
Saunders, 1974. p. cm. ISBN 0-7216- 
3055-3 Includes bibliographies. 
[BF698.D52] 73-89932 10.95 

1. Personality. I. Title. 

Prepared from C.I.P. 

OSTROVSKY, Everett S. 155.2 


Self discovery and social awareness [by] 
Everett Ostrovsky. New York, Wiley 
[1974] xvi, 310 p. 26 cm. ISBN 0-471- 
65714-X Bibliography: p. 284-297. 
[BF713.08] 73-17333 11.95 

i. Developmental psychology. 2. Self- 
perception. 3. Social perception. I. Title. 
Pbk., 6.95, ISBN 0-471-65716-6. 


LEVINE, Robert Alan, 155.2734 
1932- comp. 
Culture and personality; contemporary. 


readings, edited by Robert A. LeVine. 
Chicago, Aldine Pub. Co. [1974] 458 p. 24 
cm. ISBN 0-202-01121-6 Includes 
bibliographies. [BF698.9.C8L477] 79- 
169515 5.95 (pbk.) 

1. Personality and  culture—Addresses, 
essays, lectures. I. Title. 


GROSS, Leonard, comp. 155.3 
Sexual behavior—current issues. Edited by 
Leonard Gross, with foreword by Harold 
Lief. flushing, N.Y., Spectrum 
Publications; distributed by Halsted Press 
[1974] p. cm. ISBN 0-470-32818-5 


[HQ21.G687] 74-8384 12.95 
I. Sex—Addresses, essays, 
Title. 

Prepared from C.I.P. Contents omitted. 
Pbk. 5.95; ISBN 0-470-32819-3. 


lectures. L 


TALBOT, Toby, comp. 155.408 
The worid of the child from birth to 
adolescence; clinica) and cultural studies, 
edited, with an introd., by Toby Talbot. 
New York, J. Aronson [1974, c1967] p. 
cm. ISBN 0-87668-170-4 Reprint of the 
ed: published in 1968 by Anchor Books, 
Garden City, N.Y., under title: The world 
of the child; birth to adolescence from the 
child’s viewpoint. [BF721.T28 1974] 74- 
8497 15.00 

1. Child study. I. Title. 

Prepared from C.I.P. 


FELKER, Donald W. 155.4718 
Building positive self-concepts [by] Donald 
W. Felker. Minneapolis, Burgess Publishing 
Co. [1974] vii, 135 p. illus. 22 cm. ISBN 
0-8087-0620-9 (The Burgess educational 
psychology series for the teacher) 
Bibliography: p. 125-132. [BF723.S3F44] 
74-76647 2.95 (pbk.) 

I. Self-respect. 2. Self-concept. 3. Child 
study. I, Title. 


MCBRIDE, Angela 
Barron. 

The growth and development of mothers. 

New York, Barnes & Noble [1974, c1973] 

158 p 21 cm. ISBN 0-06-463392-6. 

Bibliography: p. 151-158. [HQ759.M28] 

1.95 (pbk.) 


1. Mothers. I. Title. 
L.C. card number for hardbound ed.: 72- 
9138. 


155’.6463 


SUCCESSFUL aging; 155.67 
a conference report. Edited by Eric 
Pfeiffer. [Durham, N.C., Center for the 


Study of Aging and Human Development, 
Duke University, 1974] 149 p. illus. 23 cm. 
Papers from the conference held June 7-9, 
1973, sponsored by the Older Americans 
Resources and Services Program of the 
Duke University Center for the Study of 
Aging and Human Development. Includes 
bibliographies. [BF724.8.S8] 73-93483 

I. Aged—Psychology—Congresses. 2. 
Aging—Congresses. I. Pfeiffer, Eric, 1935- 
ed. II. Duke University, Durham, N.C. 
Older Americans Resources and Services 
Program. 


MAZUR, Allan. 155.7 
Biology and social behavior [by] Allan 
Mazur [and] Leon S. Robertson. New 
York, Free Press [1974, c1972] 200 p. 
illus. 21 cm. (A Free Press Paperback) 
Bibliography: p. 167-192. [QP356.M36] 
72~169236 2.45 (pbk.) 

1. Psychology, Physiological. 2z 
genetics. 3. Human behavior~4,, 
modification. I. Robertso. py gets 
author. IT. Title. 


*SEBEOK, Thomas A. ¥ 

Perspectives in zoosemiðti 

A. Sebeok. The Hague, Me 
23 cm. Includes 

1 Animal behavior—Communteo 

Title. 

Distributed by Humanities for 12.25 (pbk.) 


SYMPOSIUM on Communication 156.3 
and Affect, 3d, Erindale College, 1973. 
Nonverbal communication; [proceedings] 
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- Edited by Lester Krames, Patricia Pliner, 


and Thomas Alloway. New York, Plenum 
Press [1974] p. cm. ISBN 0-306-35901-4 
(Advances in the study of communication 
and affect, v. 1) Includes bibliographies. 
[BF637.C45S9 1973] 74-6325 14.95 

1. Nonverbal communication. I. Krames, 
Lester, ed. II, Pliner, Patricia, ed, HI 
Alloway, Thomas, ed. IV. Title. 

Prepared from C.I.P. 


KLEINMUNTZ, Benjamin, comp. 157 
Readings in the essentials of abnormal 
psychology. New York, Harper & Row 
[1974] p. cm. ISBN  0-06-043709-X 
([RC454.K582] 74-1492 5.95 (pbk.). 

i. Psychology, Pathological—Addresses, 
essays, lectures. I. Title. 

Prepared from C.I.P. 


BELL, Gerald D. 158°.1 
The achievers; six styles of personality and 
leadership [by] Gerald D. Bell. Chapel 
Hill, N.C, Preston-Hill [c1973] xii, 202 p. 
illus. 24 cm. Bibliography: p. 201-202. 
{[BF698.B3193] 73-79581 8.95; 5.95 (pbk.) 
1. Personality. 2. Typology (Psychology) 3. 
Leadership. I. Title. 
Publisher’s address: P. O. Box 572. 
Chapel Hill, N.C. 27514 


JACKSON, Edgar Newman. 1587.1 
Coping with the crises in your life [by] 
Edgar N. Jackson. New York, Hawthorne 
Books [1974] viii, 218 p 22 cm. 
Bibliography: p. [209]-210. [BF713.532 
1974] 73-369 7.95 

I. Developmental psychology. 2. Crisis 
intervention. I. Title. 


O’NEILL, Nena. 158°.1 
Shifting gears; finding security in a - 
changing world [by] Nena O'Neil & 
George O'Neill. New York, M. Evans 
[1974] 255 p. 22 cm. ISBN 0-87131-145-3 
Bibliography: p. 250-255. [BF637.C505] 
73-91884 7.95 

I. Conduct of life. I. O'Neil, George, 
1921- joint author. IT. Title. 


SACHS, Herbert L. 1587.1 
Dynamic personal adjustment an 
introduction [by] Herbert L. Sachs. New 
York, Behavioral Publications [1974] p. 
cm. ISBN 0-87705-165-8 [BF724.824] 74- 
8053 10.95 

I. Adolescent psychology. 2. College 


students—Psychology. 3 Adjustment 
(Psychology) I. Title. 
Prepared from C.I.P. 
ZAFFUTO, Anthony A., 1926- 158.1 


The alpha genics; how to use your brain 
waves to improve your life [by] Anthony 
A. Zaffuto [lst ed.] Garden City, N.Y., 
Doubleday, 1974. p. ISBN 0-385-02044-9 
Bibliography: p. [BF319.5.B5Z33] 73- 
18781 8.95 

I. Biofeedback training. 2. Alpha rhythms. 
3. Bekavior modification. 4. Success. I. 


communication in 


felations {by] Kim Giffin [and] Bobby R. 


atton. Columbus, Ohio, Merrill [1974] ix, 


173 p. 23 cm. ISBN 0-675-08819-4 
(Studies of the person) Includes 
bibliographical references. 


[BF637.C45G53] 73-92001 3.95 (pbk.) 

1. Communication—Psychological aspects. 
2. Group relations training. 3. 
Interpersonal relations. I. Patton, Bobby 
R., 1935- joint author. If. Title. 
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oes 
LYON, Harolț C. 158.2 
It’s me and I'm here! From West Point to 
Esalen: the struggles of an overachiever to 
revitalize his life through the human 
potential movement [by] Harold C. Lyon, 
Jr. With a foreword by Carl R. Rogers. 
New York, Delacorte Press [1974] p. cm. 
ISBN 0-440-03765-4 Bibliography: p. 
{[BF710.L9] 74-4055 6.95 
1. Maturation —(Psychology)—-Personal 
narratives. 2. Gruup relations training— 
Personal narratives. I. Title. 
Prepared from C.I.P. 


STEWART, Charles J. 158’.3 
interviewing: principles and practices [by] 
Charles J. Stewart [and] William B. Cash. 
Dubuque, Iowa, W. C. Brown Co. [1974] 


xvi, 248 p. illus. 23 cm. ISBN 0-696- 
04142-5 Includes bibliographies. 
{HV41.8795] 73-92541 3.95 (pbk.). 

1. Interviewing. 2 Employment 
interviewing. 3. Counseling. I Cash, 
William B., joint author. 
*BAUMGARTNER, Philip Osgood. 170 


The little book of many colors. [1st ed.] 
New York, Vantage Press [1973] xvi, 100 
p- 20 cm. ISBN 0-533-00703-8 [BJ1011] 
3.95 

1. Ethics. I. Title. 


GIRVETZ, Harry K., 1910- 170 
comp. 
Contemporary moral issues. Edited by 


Harry K. Girvetz. 3d ed. Belmont, Calif., 
Wadsworth Pub. Co. [1974] xiii, 410 p. 23 
cm. ISBN 0-534-00349-4 (Wadsworth 
continuing education series) Edition of 
1969 published under title: Moral issues 
today. Includes bibliographical references. 
[HM216.G47 1974] 73-89982 5.25 (pbk.). 

dl. Social ethics—Addresses, essays, 
lectures. 2. United States—Moral 
lair aaa essays, lectures. I. 

itle. 


ROSS, Stephen David. 170 
In pursuit of moral value. San Francisco, 
Freeman, Cooper [1973] 223 p. 25 cm. 
ISBN 0-87735-519-3 [BJ1012.R622] 73- 
84705 8.40 

1. Ethics. £. Title. 


WOLLASTON, William, 1660- 
1724. 

The religion of nature delineated (1724) by 
William Wollaston, with An examination 
of the notion of moral good and evil 
(1725) by John Clarke, and A Defence of 
Mr. Wollaston’s notion of moral good and 
evil (1725) Facsim. reproductions with an 
introd. by Stanley Tweyman. Delmar, 
N.Y., Scholars’ Facsimiles & Reprints, 
1974. p. ISBN 0-8201-1127-9 Reprint of 
the editions printed by S. Palmer, London, 
and sold by B. Lintott, London; printed for 
A. Bettesworth, London; and printed for J. 
Stephens, London, respectively. 
Bibliography: p. [BJ1005.W65 1974] 74- 
1469 25.00 (lib. bdg.) 

i. Ethics. I Clarke, John, 1687-1734. An 
examination of the notion of moral good 
and evil. 1974. HI. A Defence of Mr. 
Wollaston’s notion of moral good and evil. 
1974. III. Title. 

Prepared from C.I.P. 


WREN, Thomas E. 170 
Agency and urgency; the origin of moral 
obligation [by] Thomas E. Wren. New 
York, Precedent Pub. [1974] 169 p. 22 cm. 
Bibliography: p. 145-160. [BJ1012.W73] 
74-165190 7.95 

1, Ethics. I. Title. 
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PEALE Norman Vincent, 
1898- 

You car if you think you can. Boston, G. 
K. Hall 1974. p. ISBN 0-8161-6292-6 
Large pint ed. [BJ1611.F285 1974b] 74- 
$193 13.95 (lib. bdg.) 

1. Success. 4 Sight-saving books. I. Title. 
Preparec from C.I.P. 


ROCHELLE, Jay C. 170.202 
I’m not the same person I was yesterday 
[by] Jay ©. Rochelle. Philadelphia, Fortress 
Press [1°74] 127 p. illus. 26 cm. ISEN ae 
8006-507%46-X Bibliography: p. 
[BJ1581.2.R6215] 73-89082 4.95 bes 

1. Condict of life. I. Title. 


SAHAKLAN, William S. 171.09 
Ethics: <n introduction to theories and 
problems [by] William S. Sahakian. New 
York, Barnes & Noble [1974] x, 244 p. 21 
cm. ISEN  0-06-460139-0 (Barnes & 
Nobles <ollege outline series) Includes 
bibliographical references. ‘[BI71. $15 1974] 
72-11244 2.95 (pbk). 

1. Ethics—RHistory. I. Title. 


PHILOSOPHY, morality, and 1727.4 
international affairs; essays edited for the 
Society fer Philosophy and Public Affairs 
[by] Virgnia Held, Sidney Morgenbesser 
{and] Themas Nagel. New York, Oxford 
University Press, 1974. x, 338 p. 21 cm. 
ISBN 0-19-501759-5 Includes 
bibliograprical references. [LAW] 73- 
90349 3.95 (pbk.) 

1. War (International lav)—Addresses, 
essays, lectures. 2. International relations— 
Addresses essays, lectures. I. Held, 
Virginia, ed. II. Morgenbesser, Sidney, 
1921- ed. II. Nagel, Thomas, ed. iV. 
Society fo- Philosophy and Public Affairs. 


*SZEKELY, Edmond 181.05 
Bordeauz. 

The Zerd Avesta of Zarathustra. 
Translated from the Zend, by Edmond S. 
Bordeaux. San Diego, Calif, Academy 
Books, 1973. 100 p. illus, 23 cm. 
[BL1515] -.80 (pbk.) 

1. Avesta—Zorecastrianisin. I. Title. 


BASKIN, Wade, comp. 1817.11 
Classics ir Chinese philosophy. Totowa, 
N.J., Littlefield, Adams, 1974 [c1972] p>. 
cm. ISBN 0-8226-0274-1 (A Littlefield, 
Adams quality paperback. no. 274) 
Includes bibliographical references. 
[B125.B34 1974] 74-3244 4.95 

1. Philosophy, Chinese—Collected works. 
I. Title. 

Prepared from C.I.P. 


BERKOVITS, Eliezer, 1908- 181.3 
Major theraes in modern philosophies of 
Judaism: a sritical evaluation. [New York] 
Ktav Pub. House [1974] ISBN 0-87068- 
264-4 Includes bibliographical references. 
[BM195.B47] 74-3024 12.50 

I. Cohen, Hermann, 1842-1918. 2. 
Rosenzweig Franz, 1886-1929. 3. Buber, 
Martin, 1878-1965. 4. Kaplan, Mordecat 
Menahem, 1881- 5. Heschel, Abraham 
Joshua, 1207-1972. 6. Judaism—20th 
century. I. Title. 

Prepared from C.LP. Pbk. 4.95. 


CHAUDHURI, Haridas. 181.4 
Being, evolution, and immortaiity; an essay 
in integral pilosophy. With a foreword by 
Frederic Spiegelberg. [3d enl. ed.] 
Wheaton, 11., Theosophical Pub. House 
[1974, c1967] p. cm. ISBN 0-8356-0449-7 
(A Quest bok) Second ed. published in 
1967 under title: The philosophy of 
integralism. Includes bibliographical 
references. [35134.G42C35 1974] 74-4821 
2.75 (pbk.) 


170°.202 


AMERICAN BOOK PUBLISHING RECORD 


1. Ghose, Aurobindo, 1872-1950. I. Title. 
Prepared from C.I.P. 


MCDERMOTT, Robert A. comp. 1817.4 
The spirit of modern India; writings in 
philosophy, religion & culture, edited by 
Robert A. McDermott and V. S. Naravane. 
New York, Crowell [1974] p. cm. ISBN 
0-690-00406-0 Bibliography: p. 
[B5131.M3] 74-5142 6.95 

1. Philosophy, Indic—Modern period. 2. 
India—Intellectual life. 3. India—Religion. 
I Naravane, Vishwanath S., joint comp. II. 
Title. 

Prepared from C.I.P. Pbk. 2.45. 


KANADA. 1817.44 
The Vaisesika sutras of Kanada, with the 
commentary of Sankara Misra and extracts 
from the gloss of Jayanarayana. Together 
with notes from the commentary of 
Chandrakanta and an introd. by the 
translator. Translated by Nandalal Sinha. 
Allahabad, Panini Office, 1911. New York, 
AMS Press, 1974. p. cm. ISBN 0-404- 
57806-3 Original ed. issued as v. 6, pts. 1- 
4, of The Sacred books of the Hindus. 
English and Sanskrit; introd. and 
explanations in English. [B132.V2K313 
1974] 73-3791 32.50 

L Vaisesika. L Jayanarayana 
Tarkapancanana. Kanadasutravivrti, 
English & Sanskrit. 1974. II. Candrakanta 
Tarkalankara. Vaisesikasutrabhasya. 
English & Sanskrit. 1974. HI. Sinha, 
Nandalal, ed. IV. Sankaramisra, 15th 
century. Vaisesikasutropaskara. English & 
Sanskrit. 1974. V. Title. VI. Series: The 
Sacred books of the Hindus, v. 6, pts. 1-4. 

Prepared from C.I.P. 


PATANJALI. 181’.452 
The Yoga-system of Patanjali; or, The 
ancient Hindu doctrine of concentration of 
mind, embracing the mnemonic rules, 
called Yoga-sutras of Patanjali and the 
comment, called Yoga-bhashya, attributed 
to Veda-Vyasa and the explanation, called 
Tattva-vaicaradi, of | Vachaspati-Micra. 
Translated from the original Sanskrit by 
James Haughton Woods. New York, 
Gordon Press, 1973. xli, 381 p. 24 cm. 
ISBN 0-87968-083-0 Reprint of the 1914 
ed. published by Harvard University Press, 
Cambridge, which was issued as v. 17 of 
Harvard oriental series. Bibliography: p. 
(351]-358. [B132.Y6P267 1973] 73-8278 

1. Yoga—Early works to 1800. I. Woods, 
James Haughton, 1864-1935, tr. I. Vyasa. 
Yogabhaaya. 1973. JI. Vacaspatimisra, 
disciple of Martandatilakasvamin. 
Yogatattvavaisaradi. 1973. IV. Title. V. 
Series: Harvard oriental seri 


SHAH, Idries, Sayed, 1924- 181.5 
The subtleties of the inimitable Mulla 
Nasrudin. drawings by Richard Williams 
and Richard Purdum. New York, Dutton, 
1973 174, [2] p. illus., 18 cm. ISBN 0-525- 
47354-8 (A Dutton paperback original) 
[PN6071.S85S8495] 1.95 (pbk.) 

1. Tales, Sufi. I. Title. 


PLATO. 184 
Phaedrus, and, The seventh and eighth 
letters; translated [from the Greek] with 
introductions by Waiter Hamilton. 
Harmondsworth, Penguin, 1973. 160 p. 19 
cm. ISBN 0-14-044275-8 (Penguin classics) 
Bibliography: p. 159-160. [B380.A5H35} 
74-164860 

1. Love. 2. Rhetoric, Ancient. I. Hamilton, 
Walter, 1908- tr. IT. Title. 

Distributed by Penguin, Baltimore, Md., 
1.75 (pbk.). 
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PEERS, Edgar Allison. 189.4 B 
Fool of love; the life of Ramon Lull [by] 
E. Allison Peers. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1946 ed. published by S.C.M. Press, 
eee [BX4705.L93P4 1974] 74-10835 
1. Lull, Ramon, d. 1315. L Title. 

Prepared from C.I.P. 


BENNETT, Jonathan Francis. 193 
Kant’s Dialectic [by] Jonathan Bennett. 
[London, New York] Cambridge 
University Press [1974] xi, 291 p. 23 cm. 
ISBN 0-521-20420-8 Includes 
bibliographical references. [B2799.D47B4] 
73-89762 15.00 

1. Kant, Immanuel, 
Dialectic. I. Title. 

Pbk; 4.75, ISBN 0-521-09389-9. 


1724-1804. 2. 


*GREEN, Murray. 193 
Hegel on the soul: 2 speculative 
anthropology. Hague, Netherlands, 


Martinus Nijhoff, 1972. xv, 170 p. 24 cm. 
Includes bibliographical references. [B2949] 
1. Hegel, George Wilhelm Friedrich, 1770- 
1831. I. Title. 

Distributed by Humanities, N.Y., for 10.50 
(pbk.) 


SOKOLOWSKI, Robert. 193 
Husserlian meditations; how words present 
things. Evanston, IH, Northwestern 
University Press, 1974. xix, 296 p. 24 cm. 
ISBN 0-8101-0440-7 (Northwestern 
University studies in phenomenology & 
existential philosophy) Includes 
bibliographical references. 
[B3279.H948624] 73-91312 13.00 

1. Husserl, Edmund, 1859-1938. I. Title. 
IT. Series. 


KNIGHT, Alice Valle. 194 
The meaning of Teilhard de Chardin; a 
primer. With an introd. by Ewert Cousins, 
and a basic Teilhard bibliography, 
compiled by Romano S. Almagno. Old 
Greenwich [Conn.] Devin-Adair Co. 
[1974] xv, 173 p. port. 21 cm. "A basic 
Teilhard bibliography, 1955-1970, 
including addenda, 1970-1972, compiled 
by Romano Stephen Almagno”: p. [145]- 
165. [B2430.T374K6] 73-86251 3.95 (pbk.) 
1, Teilhard de Chardin, Pierre. 2. Teilhard 
de Chardin,  Pierre—Bibliography. L 
Almagno, Romano Stephen. A basic 
Teilhard bibliography, 1955-1970, 
tad addenda, 1970-1972, 1974. II. 
ttle. : 


SIMON, Charles May Hogue, 194 B 
1897- 

Faith has need of all the truth; a life of 
Pierre Teilhard de Chardin, by Charlie 
May Simon. [Ist ed.] New York, Dutton 
[1974] 180 p. port. 22 cm. ISBN 0-525- 
29606-9 Bibliography: p.  [171]-173. 
Biography of the paleontologist, priest, 
writer, and co-discoverer of Peking man 
who developed a theory claiming to unify 
cosmic evolution and Christianity. 
[B2430.T374S53] 92 73-16303 5.95 

1. Teilhard de Chardin, Pierre—Juvenile 
literature. I. Title. 


*GURDIJIEFF, George 

Ivanovitch, 1872-1949. 
Beelzebub’s tales to his grandson: an 
objective imperial criticism of the life of 
man. [był G. I. Gurdjieff. New York, 
Dutton, 1973 [cl1950] 3 v. illus. 19 em. 
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« ZEA, Leopoldo, 1912- 


ISBN 0-525-47349-1 Originally written in 

Russian and Armenian. [B4249.G82] 2.95 

(ea. pbk.); 7.95 (set). 

4. Philosophy—Collected works. I. Title. 

ERASMUS, Desiderius, 199.492 
d.1536. 

Erasmus. Edited by Richard L. DeMolen. 

New York, St. Martin’s Press [1973] viii, 

189, [1] p. 21 cm. (Documents of modern 

history) Excerpts from Erasmus’ letters 

and works. Bibliography: p. [190] 

[B785.E62ES3 1973b] 73-89992 10.95 

1. Philosophy—-Collected works. 2. 

Philosophers—-Correspondence, 

oe saa! etc. I DeMolen, Richard 
„ ed. 


199°72 
Positivism in Mexico. Translated by 
Josephine H. Schulte. Austin, University of 
Texas Press [1974] xxiii, 241 p. 23 cm. 
ISBN 0-292-76413-8 (Texas pan-American 
series) Bibliography: p. [223]-229. 
[B1018.P6Z413] 74-549 8.75 

1. Positivism. 2. Philosophy, Mexican. 3. 
Mexico—Intellectual life. I. Title. 


200 RELIGION 


LINCOLN, Charles Eric, comp. 200 
The Black experience in religion, edited by 
C. Eric Lincoln. [lst ed.] Garden City, 
N.Y., Anchor Press, 1974. p. cm. ISBN 0- 
385-01884-3 (C. Eric Lincoln series on 
Black religion) Includes bibliographical 
jena [BR563.N4L56] 73-16508 3.95 

bk.). ` 
1. Negroes—Religion. I. Title. Il. Series. 
Prepared from C.I.P. 


BARBOUR, Ian G. 200.1 
Myths, models, and paradigms; a 
comparative study in science and religion 
[by] Ian G. Barbour. [1st ed.] New York, 
Harper & Row [1974] vi, 198 p. 21 cm. 
Includes bibliographical references. 
[BL240.2.B36 1974] 73-18698 6.95 

1. Religion and science—1946- I. Title. 


HICK, John. 200.1 
God and the universe of faiths; essays in 
the philosophy of religion. New York, St. 
Martin’s Press [1974, c1973] xii, 201 p. 23 
cm. Includes bibliographical references. 
[BL51.H493 1974] 73-88027 12.95 

4. Religion—Philosophy—Addresses, 
essays, lectures. I. Title. 


CARD, Claudia F., comp. 200.8 
Religious commitment and salvation; 
readings in secular and theistic religion. 
Edited by Claudia F. Card [and] Robert R. 
Ammerman. Columbus, Ohio, Merrill 
[1974] xiv, 370 p. 23 cm. ISBN 0-675- 


08871-2 Bibliography: p. 357-370. 
[BL25.C33] 73-87527 6.95 
i Religion—Collected works. 2. 


Theology—Collected works. I. Ammerman, 
Robert R., joint author. LH. Title. 


NEEDLEMAN, Jacob, comp. 200°.8 
The sword of gnosis: metaphysics, 
cosmology, tradition, symbolism; essays by 
Frithjof Schuon [and others] Baltimore, 
Penguin Books [1974] 464 p. illus. 18 cm. 
ISBN 0-14-003768-3 (The Penguin 
metaphysical library) 
bibliographical references. [BL50.N4] 73- 
81717 4.95 (pbk.) 

1. Religion—Addresses, essays, lectures. I. 
Schuon, Frithjof, 1907- IT. Title. 


Includes’ 


200 RELIGION 


TEILHARD DE CHARDIN, 
Pierre. Se we 
Christianity and evolution. Translated by 
Rene Hague. New York, Harcourt [1974, 
c1971] 255 p. 21 cm. ISBN 0-15-617740-4. 
(A Harvest book) "A Helen and Kurt 
Wolff book.” Translation of Comment je 
crois. Includes bibliographical references. 
[BR85.T3313 1974] 73-12926 2.95 (pbk.) 
1. Theology—Addresses, essays, lectures. 1. 

Title. 


20°.1 


THE Oxford dictionary of the 203 
Christian Church, edited by F. L. Cross. 
2d ed., edited by F. L. Cross and E. A. 
Livingstone. London, New York, Oxford 
University Press, 1974. xxxi, 1518 p. 24 
cm. ISBN  0-19-211545-6 Includes 
bibliographies. [BR95.08 1974] 74-163871 
35.00 


1. Theology—Dictionaries. I. Cross, Frank 
Leslie, 1900-1968, ed. II. Livingstone, 
Elizabeth A., ed. 


*SZEKELY, Edmond Bordeaux. 209 
The essene gospel of peace, the Aramaic 
and Old Slavonic texts compared, edited 
and translated by Edmond Bordeaux 
Szekely. San Diego, Calif, Academy 
Books [1973] 72 p. 23 cm. [BL2775.2.] 
1.00 (pbk.) 

1. Christianity—-Controversial literature. I. 
Title. 


*ASHTON, John. 211.7 
Why were the gospels written? Notre 
Dame, Ind., Fides Publishers [1973] 91 p. 
18 cm. ISBN 0-85342-261-3 (Theology 
today series, no. 15) Bibliography: p. 90- 
91. [BL51.] 0.95 (pbk.) 

1. Religion—Philosophy. I. Title. 


CONGER, Margaret Guild. 2127.52 
Combined chronology for use with The 
Mahatma letters to A. P. Sinnett and The 
letters of H. P. Blavatsky to A. P. Sinnett 
{arranged by] Margaret Conger. Also, First 
letter of K. H. to A. O. Hume [and] View 
of the Chohan on the T. S. Pasadena, 
Calif, Theosophical University Press 
[1973] xiii, 47 p. 23 cm. ISBN 0-911500- 
17-0 Bibliography: p. 26. [BP565.M33C6 
1973] 73-92461 2.00 (pbk.) 

1. Blavatsky, Helene Petrovna Hahn-Hahn, 
1831-1891. The letters of H. P. Blavatsky 
to A. P. Sinnett. 2. The Mahatma letters to 
A. P. Sinnett. I. Blavatsky, Helene 
Petrovna Hahn-Hahn, 1831-1891. The 
letters of H. P. Blavatsky to A. P. Sinnett. 
ZI. The Mahatma letters to A. P. Sinnett, 
HI. Title. 


HEINZE, Thomas F. 213°.5 
Creation vs. evolution, [by] Thomas F. 
Heinze and rev. ed. Grand Rapids, Mich., 
Baker Book House [c1973] 114 p, 18 cm. 
ISBN 0-8010-4002-7 (Baker Book House 
direction books) Includes bibliographical 
references. [BS659.H4] 0.95 (pbk.) 

1. Bible and evolution. I. Title. 


SCHILLING, Harold Kistler, 
1899- 

The new consciousness in science and 
religion [by] Harold K. Schilling. 
Philadelphia, United Church Press [1973] 
288 p. 21 cm. ISBN 0-8298-0247-9 "A 
Pilgrim Press book.” Bibliography: p. 287- 
288. [BL240.2.828] 72-13792 7.95 

I. Religion and science—1946- I. Title. 


*KRUTZA, William J. 220°.07 
The second coming Bible, study guide no. 
1 [by] William J. Krutza. Grand Rapids, 
Mich., Baker Book House [1973] 96 p. 18 
cm. ISBN 0-8010-5329-3 (Contemporary 
discussion series.) [BS600.2] 0.95 (pbk.) 

1. Bible—Study. I. Title. 
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1 


4UU KELIGIUN 


‘CONFERENEE on the 220.1 
Inspiration and, Authority of Scripture, 
Laurelville, Pa., 1973. 

Gad’s inerrant Word; an international 

symposium on the trustworthiness of 

Scripture, edited by John Warwick 

Montgomery. Minneapolis, Bethany 

Fellowship, inc. [1974] p. cm. ISBN 0- 

pages [BS480.C623 1973] 74-4100 
95 


d- Bible—Evidences, authority,  etc.— 
Congresses. 2. Bible—Inspiration— 
Congresses. L- Montgomery, John 
Warwick, 1931- ed. II. Title. 

Prepared from C.I.P. 

*GREGG, Darrell L., 1903- 220.6 


The miracle of the Bible, [by] Darrell L. 
Gregg [ist ed.] New York, Vantage Press 
[1973] 227 p. 21 cm. ISBN 0-533-00541-8 
[BS538] 6.95 

1. Bible—History and criticism. I. Title. 


FREI, Hans W. 220.6°3 
The eclipse of Biblical narrative; a study in 
eighteenth and nineteenth century 


hermeneutics [by] Hans W. Frei. New 
Haven, Yale University Press, 1974. ix, 
355 p. 22 cm. ISBN 0-300-01623-9 
Includes bibliographical references. 
[BS500.F73 1974] 73-86893 15.00 

l. Bible—Criticism, interpretation, etc.— 
Fistory—19th century. 2. Bible—Criticism, 
interpretation, etc.—History—20th 
century. I. Title. 


HORNER, Thomas 220.8°30141°7 
Marland, 1927- 

Sex in the Bible [by] Tom Horner. 

Rutland, Vt., C. E. Tuttle Co. [1974] 188 

p. 20 cm. ISBN — 0-8048-1124-5 

[BS680.S5H6] 73-87676 7.50 

1. Sex in the Bible. 


PRICE, Eugenia. 220.8°30141°2 
The unique world of women ... in Bible 
times and now. Boston, G. K. Hall, 1974 
[c1969] p. cm. ISBN 0-8161-6218-2 Large 
print ed. [BS575.P7 1974] 74-5126 9.95 
(lib. bdg.) 

1. Women in the Bible. 2. Sight-saving 
books. I. Title. 

Prepared from C.I.P. 


*UYS, Sue. 220.837 
Successful Bible “teaching: a creative 
approach. Grand Rapids, Mich., Baker 
Book House [1973] 139, [2] p. illus., 28 
cm. ISBN 0-8010-9200-0 Bibliography: p. 
[141] [BS603] 3.95 (pbk.) 

1. Bible—Study and teaching. J. Title. 


SEALE, Morris S. 221.6 
The desert Bible: nomadic tribal culture 
and Old Testament interpretation [by] 
Morris S. Seale. New York, St. Martin’s 
[1974] ix, 223 p. 23 cm. Includes 
bibliographical references. [BS1171.2.S4 
1974b] 73-87282 8.95 

1. Bible. O.T.—Comparative studies. 2. 
Bedouins. I. Title. 


BARRETT, Ethel. 221.9°22 B 
I’m no hero. Glendale, Calif., G/L Regal 
Books [1974] 150 p. illus. 20 cm. ISBN 0- 
8307-0254-7 (A Regal venture book) 
(BS571.B37] 73-85395 0.95 (pbk.). 

1. Bible. O.T.—Biography. 2. Christian 
life—1960- I. Title. 


ESSES, Michael. 221.9°22 
The phenomenon of obedience. Plainfield, 
N.J., Logos International [1974] x, 189 p. 
21 cm. ISBN 0-88270-085-5 [BS571.E84] 
73-92248 2.50 

1. Bible. O.T.—Biography. I. Title. 


12 


@ 


*WOOD, Leon J. 221.924 
A commentary on Daniel, by Leon Wood. 
Grand Rapids, Mich., Zondervan 
Publishing House [1973] 336 p. illus., 
table, 23 cm. Bibliography: p. 332-336. 
[BS1556.3] 72-83884 6.95 
I. Bible. O. T. Book of Daniel— 
Commentaries. I. Title. 


BRO, Margueritte Harmon, 221.9°5 
18 


The book you always meant to read: the 
Old Testament. [ist ed.] Garden City, 
N.Y., Doubleday, 1974. p. cm. ISBN 0- 
385-05667-2 [BS1197.B76] 72-92193 7.95 
i. Bible. O.T.—History of Biblical events. 
£. Title. 

Prepared from C.I.P. 


MAYES, Andrew D. H. 222’.09'5 
Israel in the period of the judges [by] A. 
D. H. Mayes. Naperville, Il, A. R. 
Allenson 1974] x, 156 p. 22 cm. ISBN 0- 
8401-3079-1 (Studies in Biblical theology; 
2d series, 29) Bibliography: p. [140]-147. 
[BS1305.2.M39] 73-85127 

1. Jews—History—1200-953 B.C. 2. Bible. 
O.T. Judges—Criticism, interpretation, etc. 
I. Title. H. Series. 


HERRMANN, Siegfried, 
1926- 

Israel in Egypt. [Translated by Margaret 
Kohl] Naperville, Hl, A. R. Allenson 
[c1973] xii, 98 p. 22 cm. ISBN 0-8401- 
3077-5 (Studies in Biblical theology, 2d 
series, 27) Translation of veaa Aufenthalt 
in Agy pten. Bibliography: p. [83]-91. 
[DS121.5.H4513 1973b]} 73-77371 6.95 


(pbk.) 

l. Bible. O.T. Pentateuch—Criticism, 
Peat ees etc. 2. Jews in Egypt. 
Title. II. Series. 

Hard bound 9.45; ISBN 0-8401-4077-0. 


PEARLMAN, Moshe, 1911- 222’.12’09 
Moses; where it all began. Photography by 
David Harris. [lst American ed.] New 
York, Abelard-Schuman [1974, ¢1973] 224 
p. illus. 28 cm. ISBN 0-200-00138-8 "An 
adaptation of the title The first days of 
Israel by Moshe Pearlman.” 
[BS580.M6P39 1973] 73-21320 8.95 

1. Moses. 2. Jews—History—To 953 B.C. 
3. Levant—Description and travel—Views. 
I. Pearlman, Moshe, 1911- The first days 
2 Israel in the footsteps of Moses. II. 

ttle. 


SCAMMON, John H. 223°.1°077 
If I could find God, by John H. Scammon. 
Valley Forge, Pa., Judson Press [1974] p. 
cm. ISBN  0-8170-0625-7 (A ”Do-it- 
yourself” Bible study book) Bibliography: 
p. [BS1415.5.S3] 74-2894 2.95 (pbk.) 

1. Bible. O.T. Job—Study—Text-books. I. 
Title. 

Prepared from C.I.P. 


*BIBLE. O. T. Psalms. 
English. 

Familiar Bible verses. [Valley Forge, Pa.] 

{Judson Press] [1973] [32] p. col. illus. 18 

em. [BS1423}] 

1. Bible. O. T. Psaitms—Juvenile literature. 

I. Bentley, Carolyn. II. Title. 


222’.1’095 


223’.2 


PERRIN, Norman. 225°.07 
The New Testament, an introduction; 
proclamation and parenesis. myth and 
history. New York, Harcourt Brace 
Jovanovich [1974] xii, 385 p. illus. 24 cm. 
ISBN 0-15-565725-9 Bibliography: p. 353- 
359. [BS2330.2.P46] 73-18623 4.95 (pbk.) 

1, Bible. N.T.—Introductions. I. Title. 


HULL, John M. 226’.066 


Hellenistic magic and tie synoptic 


AMERICAN BOOK PUBLISHING RECORD 


tradition [by] John M. Hull. Naperville, 
NL, A. R. Allenson [1974] xii, 192 p. 22 
em. ISBN  0-8401-3078-3 (Studies in 
Biblical theology, 2d ser., 28) Bibliography: 
p. [171]-179. [BS2555.2. H85} 73-77369 


Bible. N.T. Gospels—Criticism, 
interpretation, etc. 2. Magic, Greek. I 
Title. 

*WELLS, Edmund E. 226.8 


The gospel according to Mother Goose, 
[by] Edmund E. Wells. Anderson, Indiana, 
Warner Press [1973, c1969] 59 p. 18 cm. 
(A Portal book) [BT375.2] 0.75 (pbk.) 

1. Parables. I. Title. 


FISHER, Fred L. 227.066 
Paul and his teachings [by] Fred L. Fisher. 
Nashville, Broadman Press [1974] 160 p. 
22 cm. ISBN 0-8054-1339-1 Includes 
bibliographical references. [BS2506.F55] 
73-83829 5.25 


I. Paul, Saint, apostle. 2. Bible. N.T. 
Epistles of Paul—Theology. I. Title. 
BARRETT, Charles 227.3077 


Kingsley. 
A commentary on the Second Epistle to 
the Corinthians [by] C. K. Barrett. [Ist 
U.S. ed.) New York, Harper & Row 
[c1973] xiv, 353 p. 22 cm. ISBN 0-06- 


060552-9 (Harpers New Testament 

commentaries) Includes bibliographical 

references. [BS2675.3.B32 1973] 73-18682 

8.95 

1. Bible. N.T. 2 Corinthians— 

Commentaries. [ Bible NT. 2 

Corinthians. English. Barrett. 1973. II 

Title. 

CHAFER, Lewis Sperry, 1871- 230 
1952. 


Major Bible themes; 52 vital doctrines of 
the Scripture simplified and explained. 
Rev. by John F. Walvoord. Grand Rapids, 
Mich., Zondervan Pub. House [1974] 374 
p. 23 cm. [BT77.C452] 73-17641 5.95 

1. Theology, Doctrinal—Popular works. I. 
Walvoord, John F. II. Title. 


LEWIS, Gordon Russell, 1926- 230 
Judge for yourself; a workbook on 
contemporary challenges to Christian faith 
[by] Gordon R. Lewis. Downers Grove, 
-ll., InterVarsity Press [1974] 127 p. 21 
em. ISBN  0-87784-637-5 Includes 
bibliographical references. [BT1102.L45] 
73-81575 2.25 

1. Apologetics—20th century. I. Title. 


MOORE, Basil, comp. 230.0968 
The challenge of Black theology in South 
Africa, [Atlanta] John Knox Press [1974] 
p ċm. ISBN 0-8042-0794-1 Contains 
essays, most of which first appeared in 
Essays in Black theology, published in 
1972. [BR50.M63] 73-16918 4.95 (pbk.) 

i. Theology-—Addresses, essays, lectures. 
2 Negroes in South Africa—Religion— 
Addresses, essays, lectures. I. Title. 
Frepared from C.I.P. 


WHITE, Thomas, 1925- 230.2 
Renewal of faith; adult instruction in the 
Catholic faith [by] Thomas White and 
Desmond O'Donnell. Notre Dame, Ind., 
Ave Maria Press [1974] 239 p. 21 cm. 
ISBN 0-87793-068-6 ”Originally published 
ir. serial form by the Catholic Enquiry 
Centre of Australia.” [BX930.W46] 74- 
75320 2.95 (pbk.). 

1. Religious education—Text-books for 
adults—Cathélic. I. O'Donnell, Desmond, 
jcint author. IT. Title. 


CANNON: George Quayle, 
1827-190 
Gospel ae discourses and writings of 


230’.9°3 


JULY 31,1974 ` 


president George Q. Cannon. Selected, 
arr, and edited by Jerreld L. Newquist. 
{2d ed.] [Salt Lake City] Deseret Book 


Co., 1974- ¢1957- v. 24 cm. ISBN 0- 
87747-519-9 [BX8609.C292] 74-165262 
4.95 (v. 1) 


1. Mormons and Mormonism—Collected 
works. I. Newquist, Jerreld L., ed. II. Title. 


LEE, Harold B., 1899- 230°.9°3 
Stand ye in holy places; selected sermons 
and writings of president Harold B. Lee. 
Salt Lake City, Deseret Book Co., 1974. 
398 p. port. 24 cm. ISBN 0-87747-526-1 
[BX8609.L43] 74-77591 5.95 

1. Mormons and Mormonism—Collected 
works. I. Title. 


WILSON, Ernest Charles, 
1896- 

Every good desire [by] Ernest C. Wilson. 

Boston, G. K. Hall, 1974 [c1973] p. ISBN 

0-8161-6217-4 Large print ed. 

[BX9890.U5W553 1974] 74-4356 7.95 (lib. 

bdg.) 

L Unity School of Christianity—Doctrinal 

and controversial works. I. Title. 

Prepared from C.I.P. 


*MONTGOMERY, John Warwick. 231 
How do we know there is a god? and other 
questions inappropriate in polite society. 
Minneapolis, Bethany Fellowship [1973] 
92 p. 18 cm. ISBN  0-87123-221-9 
(Dimension books) [BT102.] 0.95 (pbk.) 

1. God. I. Title. 


*HILLS, Dick. 231.3 
Listen to the spirit as He speaks to ‘youth, 
by Dick Hills and Don W. Hills. Grand 
Rapids, Mich., Baker Book House [1973] 
98 p. 18 cm. ISBN 0-8010-4080-9 (Baker 
Book House direction books) [BT121.2] 
0.95 (pbk.) 

i. Holy Spirit. I Hills, Don W., joint 
author. II. Title. 


LEAVELL, Landrum P. 231.3 
God's spirit in you [by] Landrum P. 
Leavell. Nashville, Tenn., Broadman Press 
[1974] 125 p. 20 cm. ISBN 0-8054-8122-2 
[BT122.L4] 73-89526 1.50 

i. Holy Spirit—Sermons. 2. Baptists— 
Sermons. 3. Sermons, American. I. Title. 


RAMM, Bernard L. 1916- 231.3 
Rapping about the Spirit [by] Bernard L. 
Ramm. Waco, Tex., Word Books [1974] 
176 p. 23 cm. Includes bibliographies. 
[BT121.2.R35]) 73-85521 5.95 

i. Holy Spirit. T. Title. 


*JUSTICE, William M. 232'.5 
Our visited planet. (First ed.] New York, 
Vantage [1973] 179 p. 21 cm. ISBN 0-533- 
00735-6 [BT481] 5.95 

d. Jesus Christ—Resurrection. I. Title. 


*JANSSENS, Paul Mary, Sr. 233.2 
Things go better with peace. [by] Paui 
Mary Janssens [and] Pauletta Overbeck. 
Notre Dame, Ind. Fides Publishers [1973] 
122 p. 20 cm. ISBN 0-8190-0480-4. 
[BT715.] 1.50 (pbk) 

1. Sin. I. Overbeck, Pauletta, Sr. II. Title. 


MCGINN, Bernard, 1937 233.5 
comp. , 

Three treatises on man; a Cistercian 
anthropology. Edited by Bernard McGinn. 
[Spencer, Mass.] Cistercian Publications; 
[distributed by] Consortium Press, 
Washington, 1974 [c1972] p. cm. ISBN 0- 
87907-024-2 {Cistercian Fathers series, no. 
24) Includes bibliographical references. 
[BT743.M25] 74-8679 10.95 

1. SoulAddresses, essays, lectures, 2. 
Man (Theology)—-Addresses, essays, 


230.99 


lectures. I. Guillaume de Saint-Thierry,, 
1085 (ca.)-1148. De natura corporis et 
animae. English. 1974. If. Isaac of Stella, 
d. 1169. Epistola de anima. English. 1974. 
HI. Alcherus, of Clairvaux, 12th cent. De 
anima et spiritu. English. 1974. IV. Title. 
V. Title: Treatise on the spirit and the soul. 
Prepared from C.I.P. Contents omitted. 


FROST, Robert C., 1926- 2347.1 
Set my spirit free [by] Robert C. Frost. 
Plainfield, N.J., Logos International 
[c1973] viii, 234 p. 21 cm. ISBN 0-88270- 
057-X [BT121.2.F73] 73-84475 4.95 

1. Holy Spirit. 2. Baptism in the Holy 
Spirit. I. Title. 

Pbk., 2.50, ISBN 0-88270-058-8. 


KERR, John Stevens. 234.1 
The fire Mares anew;.a look at the new 
Pentecostalism. Philadelphia, Fortress Press 
[1974] 107 p. illus. 18 cm. ISBN 0-8006- 


1074-1 [BX8763.K47] 73-89061 2.95 
(pbk.) 

1. Pentecostalism., I. Title. 

MURRAY, Andrew, 1828-1917. 234.1 


The full blessing of Pentecost; the one 
thing needful. Plainfield, N.J., Logos 
International [19742] 153 p. 18 cm. (A 
Logos classic) First published in 1908. 
{BT121.M85 1974] 73-84205 1.25 (pbk.). 
1. Holy Spirit. I. Title. 


WILLIAMS, Rheinallt 234.2 
Nantlais. ' 
Faith, facts, history, science, and how they 
fit together. [1st American ed.] Wheaton; 
Ii., Tyndale House Publishers [1974, 
1973] 140 p. 21 cm. ISBN 0-8423-0839-3 
First published in 1973 under title: Faith 
facing facts. Bibliography: p. 135. 
[BT1102.W54 1974] 73-93969 1.95 (pbk.) 
j Apologetics—20th century. 2. Faith. I. 
ttle. 


KELLY, Henry Ansgar, 1934- 235.4 
The Devil, demonology, and witchcraft; 
the development of Christian beliefs in evil 
spirits. Garden City, N.Y., Doubleday 
[1974] p. cm. ISBN 0-385-09551-1 (A 


Scott & Collins book) Includes 
bibliographical references. [BT975.K42 
1974] 74-5917 2.95 (pbk.) 

1. Demonology. I. Title. 

Prepared from C.I.P. 

WALL, James Charles. 2357.4 


Devils, by J. Charles Wall. [Wakefigld, 
Eng.] EP Pub.; [Totowa, N.J.] Rowman & 
Littlefield, 1974. x, 152 p. illus. 23 cm. 
Reprint of the 1904 ed. published by 


Methuen & Co., London. [BT980.W2 
1974] 74-168214 8.50 

1. Devil. I. Title. 

GUNDRY, Robert Horton. 236 


The Church and the tribulation [by] Robert 
H. Gundry. Grand Rapids, Mich., 
Zondervan [cl973] 224 p. 23 cm. 
Bibliography: p. 204-207. [BT821.2.G86] 
73-8359 5.95 

1. Eschatology. T. Title. 


PRICE, Walter K. 236 
The coming antichrist, by Walter K. Price. 
Chicago, Moody Press [1974] 240 p. 22 
cm. ISBN 0-8024-1602-0 Bibliography: p. 
224-231. [BT985.P7] 73-15088 4.95 

1. Antiochus IV, Epiphanes, King of Syria, 


` LEMON, Cal. 
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d. 164 B.C. 2. Antichrist. I. Title! ` 


ODLE, Joe T. 236.3 
The. coming of the King [by] Joe T. Odle. 
Nashville, Tenn., Broadman Press [1974] 
128 p. 18 cm. ISBN _ 0-8054-1926-8 
(BT886.029] 73-91612 1.95 (pbk.) 

J. Second Advent. I. Title. 


*LINDSELL, Harold. 241 
The world, the flesh, and the devil. 
Washington D.C. Canon Press [1973] xiv. 
227 p 22 cm. ISBN 0-913686-04-2 
[BJ1275] 4.95 
1. Christian ethics. I. Title. 


241.5°2 
God, you've got to be kidding. Carol 
Stream, Ill., Creation House [1974] 110 p. 
18 cm. ISBN 0-88419-049-8 (New leaf 
library) [BV4655.L35 1974] 73-81983 1.25 
bk. 

P AE Ten—Sermons. 2. 
Universities and colleges—Sermons. 3. 
Sermons, American. I. Title. 


RINZEMA, J. 241'.6’6 
The sexual revolution; challenge and 
response, by J. Rinzema. Translated by 
Lewis B. Smedes. Grand Rapids, Eerdmans 
[1974] 107 p. 20 cm. ISBN 0-8028-1545-6 
Includes bibliographical references. 
[HQ31.R6213] 73-14712 2.45 (pbk.) 

1. Sexual ethics. I. Title. 


MAYEROFF, Milton, 1925- 241°.6°99 
On caring. New York, Barnes & Noble 
[1974, c1971] 74 p. 21 cm. ISBN 0-06- 
464003-5 (World perspectives) 
[BV4639.M36 1974] 1.50 (pbk.) 

1. Charity. I. Title. 


L.C. card no. for hardbound ed.: 71- 
144183 
ALBERIONE, Giacomo Giuseppe, 242 


1884-1971. 

J. Alberione: thoughts; fragments of 
apostolic spirituality from his writings and 
talks. [Frepared by the Center of Pauline 
Spirituality. Presentation and introductory 
notes by John Roatta. English trarislation 
by Aloysius Milella. Boston] St. Paul 
Editions [1974] 193 p. port. 22 cm. 
Bibliography: p. 11-[13] [BX2350.2.A38] 
74-163643 3.00 

1. Christian life—Catholic authors. I 
Centro paolino di spiritualita, H. Title. HI. 


> Title: Thoughts. 


BOLDING, Amy. 242 
Please give a devotion for active teens. 
Grand Rapids, Baker Books [1974, c1969] 
96 p. 18 cm. ISBN  0-8010-0620-1. 
(Direction books) Originally published 
under title: Please give a devotion for 
juniors. [BV4832.2.B58] 77-88243 0.95 
bk 


i. Devetional exercises. I. Title. 


CARRETTO, Carlo. 242 
The God who comes. Translated by Rose 
Mary Hancock. Maryknoll, N.Y., Orbis 
Books [1974] xxi, 232 p. 20 cm. ISBN 0- 
88344-164-0 Translation of Il Dio che 
viene. [BX2185.C3213] 73-89358 4.95 

1. Meditations. I. Title. 


EPPINGA, Jacob D. 242 
Of cabbages & kings, by Jacob D. Eppinga. 
Grand Rapids, Zondervan Pub. House 
[1974] 190 p. 21 cm. ”The majority of this 
material was previously published in the. 
column ’Of cabbages and kings’ Jacob D. 
Eppinga in the Banner.” [BV4832.2.E66] 
73-13057 1.95 (pbk.) 
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1. Meditations I. Title. 


LANGEVIN, Jean Marie. 242 
A , pale but splendid morning. 
Huntington, Ind. Our Sunday Visitor 
[1974] 192 p. 18 cm. ISBN 0-87973-779-4 
[BX2182.2.L27] 73-89574 2.95 (pbk.) 

1. Meditations. I. Title. 


MOODY, Dwight Lyman, 1837- 
1899. 

One thousand and one thoughts from my 
library. Grand Rapids, Baker Book House 
[1974] 396 p. 21 cm. ISBN 0-8010-5951-8 
Reprint of the 1898 ed. published by the 
F. H. Revell Co. [BV4801.M6 1974] 74- 
167259 5.95 

1. Meditations. I. Title. 


242 


FEDER, Jose. 242’.2 
Prayer for each day. New York, Paulist 
Press [1974] 312 p. illus. 14 cm. ISBN 0- 
8091-1814-9 Translation of Prieres du jour. 
[BV4811.F3513] 73-88905 3.95 

1. Devotional calendars—Catholic Church. 
I. Title. 


HOPKINS, Evan Henry. 242.2 
Broken bread; daily devotions from the 
Daily light [by] Evan Hopkins [lst 
American ed.] Grand Rapids, Mich., 
Zondervan [c1973} 1 v. (unpaged) 18 cm. 
Published in 1895 and 1925 by S. Bagster, 
London, under title: Broken bread for daily 


use. [BV4811.H64 1973] 73-2659 1.25 
(pbk.). 

1. Devotional calendars. I. Title. 
HOLMES, Marjorie, 1910- 242’.6'43 


As tall as my heart; a mother’s measure of 
love. McLean, Va., EFM Publications; 
distributed by Hawthorn Books [New 
York] 1974. 120 p. illus. 23 cm. ISBN 0- 
914440-03-9 (A Love and laughter book) 
(BV283.M7H64] 74-75733 4.95 

1. Mothers—Prayer-books and devotions— 
English. I. Title. 


DESHLER, G. Byron. 242'.6°92 
For preachers only [by] G. Byron Deshler. 
Grand Rapids, Zondervan Pub. House 
[c1973] 1 v. (unpaged) 18 cm. 
{BV4011.6.D47] 73-13061 4.95 

1. Clergy—Prayer-books and devotions— 
English. I. Title. 


FOX, Robert Joseph, 
1927- 

A Catholic prayer book, for. every 

Catholic, for every day. Written and 

compiled by Robert J. Fox. Rev. and enl. 

ed. Huntington, Ind., Our Sunday Visitor, 

inc. [1974] 128 p. 14 cm. ISBN 0-87973- 

771-9 [BX2130.F68] 74-75133 

I. Catholic Church—Prayer-books and 

devotions—English. I. Title. 


GRANT, Vernon W. 248 
The roots of religious doubt and the search 
for security [by] Vernon W. Grant. New 
York, Seabury Press [1974] p. cm. ISBN 
0-8164-1165-4 ”A Crossroad book.” 
Bibliography: p. [BL51.G724] 74-9779 8.95 


242.802 


1. Religion—Philosophy. 2. Belief and 
doubt. I. Title. 

Prepared from C.I.P. 

PARKER, William R. 248 


Prayer can change your life; experiments 
and techniques in prayer theraphy by 
William R. Parker and Elaine St. Johns. 
New York, Cornerstone Library [1974, 
1957] 224 p. 21 cm. [BV220.P24] 1.95 
(pbk.) 

L St. Johns, Elaine, joint author. IL Title. 
EE card number for hardbound ed.: 57- 
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BANISTER, Gary, 1948- 2487.2 

My war with God. Grand Rapids, 

Zondervan Pub. House {cl973] 116 p. 

illus. 18 cm. [RC416.B36] 73-13062 0.95 
b 


re Polyradiculitis—Personal narratives. I 
Title. 


BEGONE, Satan! 2487.2 
Huntington, Ind., Our Sunday Visitor, inc. 
[1974] 96 p. 18 cm. ISBN 0-87973-760-3 
Contents.—Pertinent defin:tions from the 
Maryknoll Catholic dictionary.—Gillese, J. 
P. The Devil and Anna Ecklund (p. 7- 


64).-Woods, R. J. The possession 
problem.—NC News _ Service. The 
exorcism rite and the Roman ritual. 


[BF1555.B35] 74-76903 0.95 (pbk.) 
1. Demoniac possession. 


SEWELL, Lisa. 243°.2 
I called Jesus and He came leaping over 
mountains and skipping over hills. 
Philadelphia, Dorrance [1974] 153 p. 22 
em. ISBN 0-8059-1930-9 [BT580.A1S48] 
73-86945 5.95 

1. Visions. I Title. 


THE New Jews 248.246 
[by] James C. Hefley. Wheaton, IIL, 
Tyndale House Publishers [1974] 158 p. 18 
cm. ISBN 0-8423-4680-5 Consists of 10 
interviews. [BV2623.AIN48 1974] 73- 
92957 1.45 (pbk.) 

i Converts from Judaism. 1. Hefley, James 


*BROOKE, Avery. 243.3 
Doorway to meditation. Text by Avery 
Brooke. Drawings by Robert Pinart. 
Noroton, Conn., Vineyard Books [1973] 
110 p. illus., 23 cm. [BV4813] 3.95 (pbk.) 
1. Meditations. I. Title. 

Publisher’s address: 129 Nearwater Lane, 
Noroton, Conn., 06820. 


HANNE, John Anthony. 248°.3 
Prayer—or pretense? Grand Rapids, 
Zondervan Pub. House [1974] 96 p. 18 cm. 
[BV210.2.H354] 73-13066 0.95 (pbk.) 

1. Prayer. I. Title. 


*WILSON, William Croft, 2483 
1931-1963 

Pastoral prayers. With a foreword by 
Raymond ŒE. Gibson. New York, 


Exposition Press [1973] 55 p 21 cm. ISBN 
0-682-47689-7. [BV4832.2] 3.00 
1. Prayer. I. Title. 


*FOSTER, K. Neil. 248.4 
A revolution of love, by K. Neil Foster, 
forward by Sherwood Wirt. Minneapolis, 
Bethany Fellowship [1973] 32 p. 18 cm. 
ISBN 0-87123-486-6 (Dimension Books) 
(BV4501.2] 0.95 (pbk.) 

1. Christian life. 2. Conduct of life. I. Title. 


HAMILTON, Elizabeth, 1788- 2487.4 
1816. 
Letters addressed to the daughters of a 
nobleman, on the formation cf the religious 
and the moral principle. With an introd. 
for the Garland ed. by Gina Luria. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-0865-0 (The Feminist controversy in 
England, 1788-1810) Reprint of the 2d ed., 
1806, published by Cadell and Davies, 
London. Bibliography: [(BV4501.H267 
1974] 73-22252 44.00 (2 vols.) 
i. Christian life. 2. Christan ethics. l 
Title. II. Series. 
Prepared from C.I.P. 


HUEGEL, Frederick Julius, 
1889- 

Reigning with Christ, by F. J. Huege:. 
Minneapolis, Bethany Fellowship Ins 


248.4 


AMERICAN BOOK PUBLISHING RECORD 


{1973, c1963] 88 p. 18 cm. ISBN 0-87123- 
480-7 (Dimension books) [BV4501.2H77] 
0.95 (pbk.) 

1. Christian life. I. Title. 


JOHNSTON, Mini Jane. 2487.4 
Identity. Grand Rapids, Zondervan Pub. 
House [cl973] 119 p. illus. 18 cm. 
Includes hymns, with music. Includes 
bibliographical references. [BV4501.2.358] 
73-15045 1.95 (pbk.) 

1. Christian life—1960- I. Title. 


KNIGHT, George Wendell, 
1940- comp. 

The Christian home in the 70’s [by] 
George W. Knight. Nashville, Broadman 
Press [1974] 125 p. 20 cm. ISBN 0-8054- 
8232-6 Articles previously published in 
Home life. [BV4526.2.K58] 73-89525 1.50 
1. Family—Religious life. IL Home life 
(Nashville) IT. Title. 


KOOIMAN, Helen W. 248’.4 
Forgiveness in action [by] Helen W. 
Kooiman. New York, Hawthrone Books 


2487.4 


[1974] xi, 144 p 22 cm. Includes 
bibliographical references. [BJ1476.K66 
1974] 73-18897 5.95 

1. Forgiveness. I. Title. 

MAHONEY, James. 2487.4 


Journey into fullness. Nashville, Broadman 
Press [1974] 144 p. 20 cm. ISBN 0-8054- 
5221-4 Includes bibliographical references. 
[BV4501.2.M325] 73-91615 2.95 (pbk.) 

1. Christian life—1960- I. Title. 


*MARLER, Don C. 248.4 
Imprisoned in the brotherhood. [First ed.} 
New York, Exposition Press [1973] 62 p. 
21 cm. ISBN 0-682-47877-6 Bibliography: 
p. 62. [BV4501.2]} 3.50 

1. Christian life—1960- I. Title. 


*MOORE, Addison S. 2487.4 
Children of God. [First ed.] New York, 
Vantage Press Lad 116 p. 21 cm. ISBN 
1-533-00588-4 [BV4501.2] 4.50 
1. Christain life—1960- I. Title. 


MUMFORD, Bob. 2487.4 
The King and you. Old Tappan, N.J., 
Revell [1974] p. cm. ISBN 0-8007-0672-2 
[BT94,M8] 74-10065 3.50 (pbk.) 

1. Kingdom of God. 2. Christian life— 
1960- I. Title. 

Prepared from C.I.P. 


REID, Clyde H. 2487.4 
Celebrate the temporary, by Clyde Reid. 
Ulus. by Patricia Collins. New York, 
Harper & Row [1974, c1972] [89 p.] illus. 


21 cm. ISBN 0-06-0668 16-4 
([BJ1581.2.R44 1974] 73-160643 1.95 
(pbk.) 

2. Conduct of life. T. Title. 

TAYLOR, Jack R. 2487.4 


One home under God [by] Jack R. Taylor. 
Nashville, Broadman Press [1974] 157 p. 
21 cm. ISBN 0-8054-5222-2 
(3V4526.2.T36] 73-91609 4.95; 1.00 (study 
guide) 

I. Family—Religious life. I Title. 


*TIME to run, 2487.4 
adapted from the original Allan Sloane 
screenplay. Minneapolis, Bethany 
Fellowship [1973] 134 p. 18 cm. ISBN 0- 
87123-538-2 (Dimension books) [BV4501.] 
1 50 (pbk.) 

1 Christian life—1960- 


*SMITH, Jackie M. 248.42 
Leading groups in personal growth, by 
Jeckie M. Smith. Richmond, John Knox 


JULY 31,1974 


Press {c1973] 180 p. illus., 21 cm. ISBN 0- 
8042-9015-6 (BV4501.2] 4.95 (pbk.) 
1. Chritian life. 2. Conduct of life. I. Title. 


GIBBARD, Mark. 248°.48°2 
Apprentices in love. New York, 
Morehouse-Barlow Co. [1974] 129 p. 21 
cm. ISBN 0-8192-1166-4 Bibliography: p. 
129. [BX2350.2.G49] 73-89355 4.25 

1. Christian life—Catholie authors. I. Title. 


BOICE, James 2487.48°51 
Montgomery, 1938- 
How to really live it up. Grand Rapids, 
Zondervan Pub. House [c1973] 127 p. 18 
em. [BV4501.2.B615] 73-13059 0.95 (pbk.) 
1. Christian life—Presbyterian authors. I. 
Title. 
HUNTER; John Edward, 248°.48°61 
Finding God’s best [by] John Hunter. 
Nashville, Broadman Press [1974] 123 p. 
cm. ISBN 0-8054-8233-4 
iBv4son 2.H83] 73-89524 3.95 
1. Christian life—Baptist authors. I. Title. 


MCMILLAN, Robert M. 248’.48'61 
Im human-—thank God! [By] Robert M. 
McMillan. Boston, G. K. Hall, 1974 
[c1973] p. ISBN 0-8161-6214-X 
aoe 1974] 74-4342 9.95 (lib. 
bdg. 

1. Christian life—Baptist authors. I. Title. 
Prepared from C.I.P. 


HANKS, Marion D. 248’.48°93 
The gift of self [by] Marion D. Hanks. Salt 
Lake City, Bookcraft [1974] x, 308 p. port. 
24 cm. ISBN 0-88494-211-2 
[BX8656.H36] 74-75166 ` 

1. Christian life—Mormon authors. I. Title. 


FISCHER, William L. 248.4899 
The master craft of living, by William L. 
Fischer. Unity Village, Mo., Unity Books 
[1974] 176 p. 20 cm. [BX9890. USF594] 
73-94281 

1. Unity School of Christianity. I. Title. 


EVANS, Colleen Townsend. 248.843 
A new joy. Boston, G. K. Hall, 1974 
[c1973] p. cm. ISBN 0-8161-6215-8 Large 
print ed. [BT382.E55 1974] 74-4419 7.95 
1. Beatitudes. 2. Woman—Religious life. 3. 
Sight-saving books. I. Title. 

Prepared from C.I.P. 


SPAFFORD, Belle S. 248’.843 
A woman’s reach [by] Belle S$. Spafford. 
Salt Lake City, Deseret Book Co., 1974. 
165 p. port. 24 cm. ISBN 0-87747-518-0 
(BV4527, S65] 74-75032 4.95 

i. Woman—Religious life. 2. Women in 
church work. I. Title. 


GAMBARI, Elio. 248'.894 
Unfolding the mystery of religious life. 
Translated and abridged by Mary 
Magdalen Bellasis and others. [Boston] St. 
Paul Editions [1974] 280 p. 22 cm. 
(Consecration and service, v. 2) 
Translation of Svolgimento e pratica della 
vita religiosa, which was originally 
published as v. 2 of the author’s Manuale 
della vita religiosa alla luce del Vaticano II. 
Includes bibliographical references. 
[BX2435.G33513 1974] 73-86210 5.00 

1. Vatican Council. 2d, 1962-1965. 2. 
Monastic and religious life. I. Title. 


O’MEARA, Thomas F., 
1935- 

Loose in the world, by Thomas Franklin 

O’Meara. New York, Paulist Press [1974] 

120 p. 19 cm. ISBN 0-8091-1819-X (Deus 

books) Incfudes bibliographical references. 

[BR121.2.048] 73-94214 1.45 (pbk.) 


2487.92 


i. Christianity—20th century. I. Title. 


JENSEN, Mary, 1939- 254 
Audiovisual idea book for churches [by] 
Mary and Andrew Jensen. Minneapolis, 
Augsburg Pub. House [1974] 160 p. 22 cm. 
ISBN 0-8066-1415-3 Bibliography: p. 159- 
160. [BV1535.J46] 73-88612 3.95 (pbk.). 

Church work—Audio-visual aids. I. 
ls Andrew, 1938- joint author. I. 

ttle. 


Ae TARTA, Margaret Tyson, 
886- 

Twelve baskets ful, by Margaret T. 
Applegarth. Grand Rapids, Mich., Baker 
Book House [1973, c1947}] 245 p. 19 cm. 
[BV772.A65 1973] 2.95 (pbk.) 

1. Stewardship, Christian. I. Title. 

L.C. card no. for original ed.: 56-12059. 


LECLERCQ, Jean, 1911- 255 
Contemplative fife. Translated by Sr. M. 
Elizabeth. [Spencer, Mass.] Cistercian 
Publications; [distributed by] Consortium 
Press, Washington, 1973. p. cm. ISBN 0- 
87907-819-7 (Cistercian studies series, no. 
19) Translation of Vie religieuse et vie 


254.8 


contemplative. Includes bibliographical 
references. [BX2435.L42513] 74-8484 
10.95 


1. Monastic and religious life. I Title. II. 
Series. 
Prepared from C.I.P. 


DRAPER, James T. 260 
The Church Christ approves [by] James T. 
Draper, Jr. Nashville, Broadman Press 
[1974] 128 p. 21 cm. ISBN 0-8054-1922-5 
Includes bibliographical references. 
[BV4501.2.D68] 73-89856 3.95 

1. Christian life—-Baptist authors. 2. 
Mission of the church. 3. Christianity— 
20th century. I. Title. 


HENRY, Paul B. 261.7 
Politics for evangelicals [by] Paul B. 
Henry. Valley Forge, Pa., Judson Press 
{1974] p. cm. ISBN  0-8170-0636-2 
Includes bibliographical references. 
{BR115.P7H46] 74-2893 1.95 (pbk.) 

1. Christianity and politics. I. Title. 
Prepared from C.I.P. 


CAMPBELL, Ernest T. 261.8 
Locked in a room with open doors [by] 
Ernest T. Campbell. Waco, Tex., Word 
Books [1974] 180 p. 23 cm. Includes 
bibliographical references. [BX9178.C26L6] 
73-91554 5.95 

i. Presbyterian Church—Sermons. 2. 
Sermons, American. I. Title. 


DRIMMER, Frederick. 261.8 
In search of Eden. Designs by Sally 
Goodling. [Norwalk, Conn.] C. R. Gibson 
Co. [c1974] 56 p. illus. 21 cm. ISBN 0- 
8378-1750-1 [GF47.D74] 73-86687 3.95 

1. Human ecology. 2. Human ecology— 
Moral and religions aspects. I. Title. 


WHEELER, Richard Shaw, 
1935- 

Pagans in the pulpit [by] Richard S. 

Wheeler. New Rochelle, N.Y., Arlington 

House Publishers [1974] p. cm. ISBN 0- 

87000:2643 [BR115.P7W44] 74-10903 
9 

1. Christianity and politics. 2. Church and 

social problems. 3. Liberalism (Religion) I. 

Title. 

Prepared from C.I.P. 


SHORTER, Aylward. 261.8°096 
African culture and the Christian church; 
an introduction to social and pastoral 
anthropology. Maryknoll, N.Y., Orbis 
Books, 1974 [cl1973] xi, 229 p. 22 cm. 


261.8 
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ISBN 0-88344-004-0 e Includes 
bibliographies. [BR1360.85 1974] 73-79481 
6.50 

1. Christianity—Affica. 2. Ethnology— 
Africa. I. Title. 

KRAUS, Clyde Norman. 262 
The community of the spirit, by C. 
Norman Kraus. Grand Rapids, Eerdmans 
[1974] p. cm. ISBN  0-8028-1562-6 
Includes bibliographical references. 
[BV600.2.K68] 74-1479 2.45 (pbk) 

1. Church. I. Title. 

Prepared from C.I.P. 


GENTZ, William H., 
1918- 

The world of Philip Potter [by] William H. 
Gentz. New York, Friendship Press [1974] 
p. cm. ISBN  0-377-00006-X Includes 
excerpts from P. Potters speeches. 
Includes bibliographical references. 
[BX6.8.P67G46] 74-9918 2.95 (pbk.) 

1. Potter, Philip. I. Potter, Philip. The 
world of Philip Potter. 1974. IL Title. 
Prepared from C.I.P. 


262’.001 B 


OLSON, William George. 262’.001 
The charismatic church; a positive look at 
the relationship between freedom in the 
spirit and church order ... Minneapolis, 
Bethany Fellowship, 1974. p. cm. ISBN 0- 
87123-080-1 [BX8763.043] 74-10600 2.25 
(pbk.) 

i. Pentecostalism. 2. Church polity. L 
Title. 

Prepared from C.I.P. 


*DILLETT, Pastor Eric S. 264.1 
Prayer-God and the devil, by Pastor Eric 
S. Dillett. [ist ed.}] New York, Vantage 
Press [c1973] 103 p. 21 cm. ISBN 0-533- 
00745-3 [BV210.2] 4.50 

1. Prayer. I. Title. 


YONGE, Charlotte 
Mary, 1823-1901. 
Pioneers and founders; or, recent workers 
in the mission field. Plainview, N.Y., 
Books for Libraries Press [1974] p. cm. 
ISBN 0-518-10193-2 (Essay index reprint 
series) Reprint of the ed. published by 
Macmillan, London, in series: The Sunday 
library for household reading. [BV3700.Y7 
1974] 74-4273 17.50 
1. Missionaries. I. Title. II. Series: The 
Sunday library for household reading. 
Prepared from C.I.P. 


266’.0092’2 B 


HEFLEY, James C. 266’.022°0924 B 
God’s tribesman; the Rochunga Pudaite 
story [by] James C. and Marti Hefley. 
Philadelphia, Lippincott [1974] p. cm. 
ISBN 0-87981-031-9 [BV3269.P8H43] 74- 
3346 5.95 

i. Pudatte, Rochunga. I Heffey, Marti, 
joint author. II. Title. 

Prepared from C.I.P. 


SKELTON, Eugene. 268’.0973 
10 fastest-growing Southern Baptist Sunday 
Schools. Nashville, Broadman Press [1974] 
152 p. illus. 21 cm. ISBN 0-8054-6515-4 
[BV1516.A1S56] 73-83831 1.50 (pbk.) 

i.  Sunday-schools—United States. 2. 
Church growth—Case studies. I. Title. 


DUCKERT, Mary. 268°.6 
Tailor-made teaching in the church school. 
Ilustrated by Lee DeGroot. Philadelphia, 
Westminster Press [1974] 124 p. illus. 21 
cm. ISBN 0-664-24985-X [BV1558.D82] 
73-21904 2.85 (pbk.) 

1. Religious education—Curricula. 2. 
Religious education. I. Title. 
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*MCLARENS Rosemary 
Collyer, 1916- - 
St. Michael the Archangel and the holy 
terror, memoirs, by Rosemary Collyer 
McLaren. [First ed] New York, 
Exposition Press [1973] 61 p. 21 cm. ISBN 
0-682-47828-8. [BV1471]} 3.50 
i. Religious education. I. Title. 


STEELE, Eileen Aultman. 268’.6 
In behalf of children: a guide to challenge 
the bit of God in us. Philadelphia, 
Dorrance [1974] 85 p. 22 cm. ISBN 0- 
re aha (BV1475.2.877] | 73-87873 
1. Religious education of children. I. Title. 


PETERS, George W. 269°.2°09598 
Indonesia revival; focus on Timor [by] 
George W. Peters. Grand Rapids, 
Zondervan Pub. House [c1973] 120 p. 
illus. 18 cm. Bibliography: p. 108-117. 
[BV3777.15P47] 73-13060 1.25 (pbk.) 

1. Revivals—Timor. I. Title. 


PETHRUS, Lewi, 1884- 270.8°2’6 B 
Lewi Pethrus: a spiritual memoir. Planfield, 
N.J., Logos International [c1973] 164 p. 21 
cm. ISBN 0-88270-043-X [BX8764.Z8P4] 
73-75956 1.95 (pbk.) 

I. Pethrus, Lewi, 1884- 2. Pentecostalism. 
T. Title. II. Title: A spiritual memoir. 


2687.6 


BROOKE, Christopher 271’.009°02 
Nugent Lawrence. 

The monastic world, 1000-1300 [by] 
Christopher Brooke. Photos. by Wim 


Swaan. [lst American ed.] New York, 

Random House [1974] p. cm. ISBN 0- 

Pais [BX2470.B76 1974] 74-5368 
.00 

1. Monasticism and religious orders— 

Middle Ages, 600-1500. I. Title. 

Prepared from C.I.P. 


CISTERCIAN Studies 271.12 
Conference, 2d, Kalamazoo, Mich., 1972. 
Studies in medieval Cistercian history, IT; 
eee edited by John R. Sommerfeldt. 
Spencer, Mass.] Cistercian Publications; 
[distributed by] Consortium Press, 
Washington, 1974 [c1973] p. cm. ISBN 0- 
87907-824-3 (Cistercian studies series, no. 
24) Conference held Apr. 30-May 3, 1972. 
Includes bibliographical references. 
[BX3401.C575 1972] 74-8625 12.75 
1. Cistercians—Congresses. I. Sommerfeldt, 
John R., ed. If. Title. HI. Series. 
Prepared from C.I.P. 


*VOTH, M. Agnes, 
Sister. 

Green Olive Branch by Sister M. Agnes 
Voth, ed. by Father M. Raymond, illus. by 
Sister M. Louise Frankenberger, and Sister 
M. Michelle Bullock. Chicago, Franciscan 
Herald Press [1973] xii, 351 p. illus., 21 
cm. Bibliography: p. [315]-326. [BX9766] 
1. Benedictions. T. Title. 


271.13073 


NUGENT, Donald, 1930- 274.4 
Ecumenism in the age of the Reformation: 
the Colloquy of Poissy. Cambridge, Mass., 
Harvard University Press, 1974. xi, 258 p. 
front. 22 cm. ISBN 0-674-23725-0 
(Harvard historical studies, v. 89) 
Originally presented as the author's thesis, 
University of Iowa, 1965. Bibliography: p. 
rena [BR355.P64N8 1974] 73-80026 
1. Poissy, Colloquy of, 1561. 2. Christian 
union—History. I. Title. II. Series. 


JOHNSON, Douglas W., 280.0973 
1934- 

Churches & church membership in the 

United States: an enumeration by region, 

state, and county; 1971 [by] Douglas W. 
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Johnson, Paul R. Picard [and] Bernard 
Quinn. Washington, Glenmary Research 
Center [1974] xiv, 237 p. maps (1 fold. in 
pocket) 29 cm. ISBN 0-914422-01-4 
[BR526.J64] 73-94224 15.00 

i. Church  statistics—United States. I. 
Picard, Paut R., joint author. H. Quinn, 
Bernard, 1928- joint authar. II. Title. 


*YEARBOOK of American 280°.58°73 
churches. 

The 1974 edition is entitled: Yearbook of 
American and Canadian churches, edited 
by Constant H. Jacquet, Ir., & prepared & 
edited in the Office of Research, 
Evaluation & Planning of the National 
Council of Churches, is available from 
Abingdon Pr., Nashville, Tenn., for 9.95. 


ISBN 0-687-46629-6. L.C. card no: 16- 
5726. 
*GUIDE for the Christian 282 


assembly. Rev. ed. 9th to 2łst weeks. 
Notre Dame, Ind. Fides Publishers [1973] 
v, 344 p. 20 cm. ISBN 0-8190-0006-X 


Translation of Guide de l’assemblee 
chretienne. [BX2230.] 72-114245 5.00 
(pbk) 


1. Mass—Celebration. 


COULTON, George 
Gordon, 1858-1947. 
Two saints: St. Bernard & St. Francis. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1932 ed. 
published by ‘the University Press, 
Cambridge, which was issued as v. 4 of 
The Cambridge miscellany. Originally 
published as v.-1-2 of the author’s Five 
centuries of : religion. Includes 
bibliographical references. [BX4700.B5C6 
1974] 74-9549 10.00 
1. Bernard de Clairvaux, Saint, 1091-1153. 
2. Francesco d’Assisi, Saint, 1182-1226. I. 
Title. II. Series: The Cambridge miscellany, 
ve 4. 
Prepared from C.I.P. ` 


LIEDERBACH, Clarence 
A., 1910- 

America’s thousand bishops: from 1513 to 
1974 ,.. from Abramowicz to Zuroweste 
[by] Clarence A. Liederbach. Cleveland, 
Dillon/Liederbach, 1974. 67 p. 22 cm. 
ISBN 0-913228-09-5 (Saint Mary’s College 
historical series) [BX467C.L5] 73-94081 
2.95 (pbk.) 

1. Catholic Church—Clergy. 2. Bishops— 
United States. I. Title. 


282’.092’2 B 


282’.092°2 B 


DAUGHTERS of St. 
Paul. 

Saint of the impossible; Saint Rita of 
Cascia. [Boston] St. Paul Editions [ci973] 
100 p. illus. 22 cm. Tke life of the 
fifteenth-century Italian woman who was 
canonized in 1900. [BX4700.R5D33 1973] 
73-91992 3.95 

1. Rita da Cascia, Saint, 13812-1457. I. 
Title. 


282’.092°4 B 


LIBERSAT, Henry. 282’.092’4 B 
Ragin’ Cajun. Liguori, Mo., Liguori 
Publications [1974] 192 p. 18 cm. 
Autobiography. [BX4705.L622A37] 74- 
77996 1.95 (pbk.). 

1. Libersat, Henry. I. Title. 

LOYOLA, Ignacio de, 282’.092°4 B 


Saint, 1491-1556. 
The autobiography of St. Ignatius Loyola, 
with related documents. Edited with 
introd. and notes by John C. Olin. 
Translated by Joseph F. O’Callaghan. New 
York, Harper & Row [1974] vii, 112 p. 
illus. 21 cm. ISBN 0-06-139170-0 (Harper 
torchbooks) Bibliography: p. 111-112. 


AMERICAN BOOK PUBLISHING RECORD 
{BX4700.L7A313 1974] 73-7468 2.95 
(pbk 


1. Loyola, Ignacio de, Saint, 1491-1556. I. 
Title. 


CHRISTIANSON, 
Christopher J. 
God did not ordain silence, by Christopher 
J. Christiason. Plainfield, N.J., Logos 
International [1974] 120 p. 21 cm. ISBN 
ee [BX8080,C5A33] 73-84157 
4.9 
1. Christianson, Christopher J. L Title. 
Pbk., 2.50, ISBN 0-88270-054-5. 


PRANGE, Erwin E. 
The gift is already yours, by Erwin E. 
Prange. Plainfield, N.J., Logos 
International [c1973] viii, 150 p. 21 cm. 
ISBN 0-88270-036-7 Bibliography: p. 146- 
150. [BX8080.P674A33] 73-75962 4.95 

1. Prange, Erwin E. L Title. 

Pbk., 2.50, ISBN 0-88270-037-5. 


TOWNSEND, Leah, 1889- 285.1757 
South Carolina Baptists, 1670-1805. 
Florence, S.C., Florence Print. Co., 1935. 
[Baltimore, Geneal. Pub. Co., 1974] p. 
ISBN 0-8063-0621-1 Originally presented 
as the author’s thesis, University of South 
Carolina, 1926. Bibliography: p. 
[BX6248.S6T6 1974] 74-6312 15.00 

1. Baptists—South Carosina. I. Title. 
Prepared from C.I.P. 


BAXTER, Richard, 
1615-1691. 

The autobiography of Richard Baxter. 
Abridged by J. M. Lloyd Thomas; edited 
with an introduction by N. H. Keeble. 
London, Dent; Totowa, N.J., Rowman & 
Littlefield [1974] xxx, 314 p. 20 cm. 
”Published by Matthew Sylvester in 1696 
as an 800-page folio entitled Reliquiae 
Baxterianae: or Mr. Richard Baxter’s 
narrative of the most memorable passages 
of his life and times.” Includes 
bibliographical references. [BX5207.B3A33 
1974] 74-166285 8.50 

1. Baxter, Richard, 1615-1691. I. Thomas, 
Joseph Morgan Lloyd, 1868- Il. Keeble, N. 
H., ed. II. Title. 


GRANT, Myrna. 286.1°092’4 B 
Vanya. Carol Stream, Ili, Creation House 
[1974] 222 p. ports. 22 cm. ISBN 0-88419- 
071-4 Map on lining-paper. 
[BX6495.M53G72] 73-89729 4.95 

1, Moiseev, Ivan Vasilevich, 1952-1972. 2. 
Persecution-—Russia. I. Title. 


LUDEMAN, Annette 
Martin. 

Pioneering in the faith; James Floyd 
Kimball, Baptist minister and missionary, 
1853-1918. [Quanah, Tex., Nortex Offset 
Publications, c1973] 84 p. illus. 28 cm. 
[BX6495.K49L82] 73-80111 

1. Kimball, James Floyd, 1853-1918. I. 
Title. 


BAKER, Robert Andrew. 2867.132’09 
The Southern Baptist Convention and its 
people, 1607-1972 [by] Robert A. Baker. 
Nashville, Tenn., Broadman Press [1974] 
477 p. 24 cm. ISBN 0-8054-6516-2 
Bibliography: p. 465-469. 
(BX6207.S68B34] 73-91614 11.95 

i. Southern Baptist Convention—History. 
I. Title. 
ROMANO, Juanita 286’.7°0924 B 

Napoles. 

The wind blows free on Cupcake Hill. 
Mountain View, Calif., Pacific Press Pub. 
Association [1973] 112 p. 22 cm. (A 
Destiny book, D-141) The author recalls 
her childhood in Hawaii, her growing-up 


284°.1°0924 B 


285’.9°0924 B 


286’.1°0924 B 


284°.1°0924 B 


* 


JULY 31,1974 


years in the Philippines as the daughter of 
Seventh Day Adventist missionaries, and 
her marriage and battle with disease in the 
United States. [BX6193.R65A37] 73-85875 
1. Romano, Juanita Napoles. I. Title. 


HARTSHORN, Leon R., 289.3°092’2 B 
comp 

Powerful stories from the lives of Latter- 
day Saint men, compiled by Leon R. 
Hartshorn. Salt Lake City, Deseret Book 
Co., 1974. ix, 298 p. ports. 24 cm. ISBN 
0-87747-504-0 [BX8693.H32] 74-75033 
4.95 

d. Church of Jesus Christ of Latter-Day 
Saints—Biography. I. Title. 


ANDRUS, Hyrum 
Leslie, 1924- comp. 
They knew the prophet. Compiled by 
Hyrum L. Andrus and Helen-Mae Andrus. 
Salt Lake City, Bookcraft [1974] xii, 207 p. 
24 cm. ISBN 0-88494-210-4 
{BX8695. S6A73] 74-75538 
1. Smith, ` Joseph, 1805-1844—Collected 
works. I. Andrus, Helen Mae, joint comp. 
TIL Title. 


WASHBURN, Jesse Nile, 
1901- 

Book of Mormon: lands and times [by] J. 
Nile Washburn. [Bountiful, Utah, Horizon 
Publishers, 1974] 304 p. illus. 24 em. ISBN 
0-88290-020-X ` Includes bibliographical 
references. [BX8627.W33] 74-166329 4.95 
1. Book of Mormon. 


WYATT, Clair L. 289.3°73 
” .. some that trouble you ..."; subcultures 
in Mormonism [by] Clair L. Wyatt. Salt 
Lake City, Bookcraft [1974] x, 92 p. 24 
cm. ISBN  0-88494-209-0 Includes 
bibliographical references. [BX8635.5.W9] 
74-75167 2.95 

1. Church of Jesus Christ of Latter-Day 
Saints—Apologetic works. 2. Sects. I. Title. 


HUBBARD, Geoffrey. 289.6 
Quaker by convincement. Harmondsworth, 
Penguin, 1974. 254 p. 18 cm. ISBN 0-14- 
021663-4 (Pelican books, A1663) Includes 
index. Bibliography: p. [245]-246. 
(BX7731.2.H82] 74-165322 

1. Friends, Society of. I. Title. 

Distributed by Penguin, Baltimore, Md., 
1.95 (pbk.). 


MCNEMAR, Richard, 
1770-1839 

The Kentucky revival; or, A short history 
of the late extraordinary outpouring of the 
spirit of God in the western states of 
America, agreeably to Scripture promises 
and prophecies concerning the latter day, 
with a brief account of the entrance and 
progress of what the world call Shakerism 
among the subjects of the late revival in 
Ohio and Kentucky. Presented to the true 
Zion traveler as a memorial of the 
wilderness. journey. New York, E. O. 
Jenkins, 1846. [New York, AMS Press, 
1974] pP. ISBN 0-404-10752-4 
“Observations on church government, by 
the Presbytery of Springfield” (p. [133]- 
156) has special t.p. [BX9767.K4M3 1974] 
72-2990 9.00 

I. Shakers. 2. Revivals—Kentucky. 3. 
Church polity. I. Springfield (Ohio). 


289.3'092’4 B 


289.3°22 


289.8°09769 


Presbytery. Observations on church 
government. 1974. I. Title. 

Prepared from C.I.P. 

PALMER, Donald C. 289.9 


Explosion of people evangelism, by Donald 
C. Palmer. Chicago, Moody Press [1974] 
191 p. illus. 22 cm. ran 0-8024-2413-9 
Bibliogr’iphy: 186-191. 
[BX8762. 730646) 73- 15087 2.95 (pbk.) 


1. Pentecostal churches—Colombia. 2. 
Church growth. I. Title. 


KIRBAN, Salem. 2917.08 s 
Christian Science. Huntingdon Valley, Pa., 
S. Kirban Inc. [1974] 59 p. 22 cm. ISBN 
0-912582-11-1 (His Doctrines of devils, 
no. 4) Includes bibliographical references. 
[BL85.K56 no. 4] [BX6955] 289.5 74- 
163512 1.95 (pbk.) 

i. Christian Science. 


PARK, O’Hyun. 291.095 
Oriental ideas in recent religious thought. 
Lakemont, Ga., CSA Press [1974] 206 p. 
23 cm. ISBN 0-87707-129-2 Bibliography: 
p. 195-206. [BL1055.P37] 73-83915 5.95 

1. Asia—Religion. 2. Hinduism. 3. Buddha 


and Buddhism. 4. Confucius and 
Confucianism. 5. Taoism. I. Title. 
MYTH in Indo-European 291.173 


antiquity. Edited by Gerald James Larson. 
Co-edited by C. Scott Littleton and Jaan 
Puhvel. Berkeley, University of California 
Press, 1974. vi, 197 p. 24 cm. ISBN 0-520- 
02378-1 (Publications of the UCSB 
Institute of Religious Studies) Essays 
resulting from a conference held in Mar. 
1971 at the University of California, Santa 
Barbara. Bibliography: p. [191]-192. 
([BL660.M93] 72-93522 10.00 

1. Dumezil, Georges, 1898- —Addresses, 
essays, lectures. 2. Mythology, Aryan— 
Addresses, essays, lectures. I. Larson, 
Gerald James, ed. Il. Littleton, C. Scott, 
ed. III. Puhvel, Jaan, ed. IV. Series: 
California. University, Santa Barbara. 
Institute of Religious Studies. Publications. 


DIETRICH, B. C. 292 
The origins of Greek religion [by] B. C. 
Dietrich. Berlin, New York, de Gruyter, 
1974. xvii, 345 p. 24 cm. ISBN 3-11- 
003982-6 Bibliography: p. ([315]-321. 
[BL782.D5] 74-164201 53.40 

1. Crete—Religion. 2. Mycenae—Religion. 
3. Greece—Religion. I Title. 


HENDRICKS, Rhoda A., 
comp. 

Classical gods and heroes, myths as told by 

the ancient authors. Translated and 

introduced by Rhoda A. Hendricks. New 

York, Distributed by Morrow [1974, 

c1972] p. ISBN 0-688-05279-7 "Morrow 


2927.08 


paperback editions.” [BL722.H45 1974] 
74-2014 3.95 (pbk.). 

I. Mythology, Classical. I. Title. 

Prepared from C.I.P. 

ANANDAMURTI. 294 


Baba’s grace; discourses of Shrii Shrii 
Anandamurti, [Los Altos Hills, Calif., 
Ananda Marga Publications, 1973] 197 p. 
illus. 19 cm. ISBN  0-88476-001-4 
(BP610.A513] 74-75331 2.95 

J. Spiritual life. I. Title. 


ANANDAMURTI. 294 
The great universe; discourses on society. 
[Los Altos Hills, Calif., Ananda Marga 
Publications, c1973] 271 p. illus. 19 cm. 
ISBN 0-88476-002-2 [BP610.A514] 74- 
75332 3.25 

I. Title. 


MULDER, J. A. 
Niels. 
Monks, merit, and motivation: Buddhism 
and national development in Thailand [by] 
J. A. Niels Mulder. 2d rev. ed. [De Kalb] 
Northern Illinois University, Center for 
Southeast Asian Studies; [distribution by 
Cellar Book Shop, Detroit] 1973. viii, 58 1. 
28 cm. (Northern Illinois University. 
Center for Southeast Asian Studies. Special 


294.3°3'78309593 


200 RELIGION 


report no. 1) Bibliography: "leaves 54-57. 
[BQ5160.T4M84 1973] 73-169368 

1. Buddhist monks—Thailand. 2. Buddhism 
and social problems—Thailand. J 
Community development-—Thailand. I. 
Title. II. Series: Illinois. Northern Illinois 
University, De Kalb. Center for Southeast 
Asian Studies. Special report no. 1. 


BEYER, Stephan. 294.3'4'38 
The cult of Tara; magic and ritual! in Tibet. 
Berkeley, University of California Press 
{1974, c1973] xxi, 542 p. 25 cm. ISBN 0- 
520-02192-4 (Hermeneutics: studies in the 
history of religions, 1) Bibliography: p. 
503-519. [BQ4710.T34T53] 74-186109 
20.00 

1. Tara (goddess)-—Cult—Tibet. 2. Buddha 
and Buddhism—Rituals. I. Title. II. Series. 


*CARUS, Paul. 294.363 
The Gospel of Buddha, compiled from 
ancient records by Paul Carus, illus by O. 
Kopetzky. Chicago, Open Court Publishing 
Co. [1973] 311 p. illus., 21 cm. ISBN 0- 
87548-228-7 [B2915] 2.95 (pbk.) 


l. Gautama Buddha. 2. Gautama 
Buddha—Teachings. I. Title. 

ORGAN, Troy Wilson. 294.5°09 
Hinduism; its historical development. 


Woodbury, N.Y., Barron’s Educational 
Series [1974] iv, 425 p. 21 cm. ISBN 0- 
8120-C500-7 (Barron’s compact studies of 
world religions) Bibliography: p. 396-406. 
[BL1150.073} 73-10676 2.95 (pbk.). 

1. Hinduism—History. I. Title. 


DUMEZIL, Georges, 
1898- 
The cestiny of a king. Translated by Alf 
Hiltebeitel. Chicago, University of Chicago 
Press [1973] 155 p. 24 cm. ISBN 0-226- 
16975-8 Translation of part three of Mythe 
et epopee, vol. 2: Types epiques indo- 
europeens: un heros, un sorcier, un roi. 
Includes bibliographical references. 
[BL2003.D8513 1973] 73-75311 10.00 
1. Mythology, Indic. I. Title. 


MENEN, Aubrey. 294.5°42 
The mystics. Phots. by Graham Hall. New 
York, Dial- Press, 1974. p. cm. ISBN 0- 
8037-6204-6 Bibliography: p. 
(BL1215.M9M46] 74-5258 15.00 

1. Mysticism—Hinduism. I. Title. 

Prepared from C.1.P. 


STITSKIN, Leon D., comp. - 296 
Studies in Judaica. In honor of Dr. Samuel 
Belkin as scholar and educator. Edited by 
Leon D. Stitskin. New York, Ktav Pub. 
House {1974] p. cm. ISBN 0-87068-257-1 
Includes bibliographical references. 
[BM42.8716] 74-7242 15.00 

1. Belkin, Samuel. 2. Revel, Bernard, 1885- 
1940. 3. Judaism—Addresses, essays, 
lectures. 4. Musar movement. — 5. 
Repentance (Judaism) I. Belkin, Samuel. 11. 
Title. 

Prepared from C.I.P. 


294.513 


MONTEFIORE, Claude 296.142 
Joseph Goldsmid, 1858-1938, ed. and tr. 
A rabbinic anthology, selected and 


arranged with comments and introductions 
by C. G. Montefiore and H. Loewe, with a 
prolegomenon by Raphael Loewe. New 
York, Schocken Books [1974] eviii, 853 p. 
24 cm. ISBN 0-8052-3539-6 Reprint of the 
1938 ed. published by Macmillan, London; 
with new prolegomenon. Includes 
bibliographical references. [BM516.M58 
1974] 73-91340 20.00 

J. Aggada—Translations into English. 2. 
Midrash—Translations into English. J. 
Ethics, Jewish. I. Loewe, Herbert Martin 
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James, 1882-1940, joint ed. and tr. IL. 
Title. . 


GONZALEZ-WIPPLER, Migene. 296.16 
A Kabbalah for the modern world; how 
God created the universe. New York, 
Julian Press [1974] xiii, 171 p. illus. 22 cm. 
ISBN 0-87097-062-3 Bibliography: p. 169- 
171. [BM525.G58] 74-75419 7.95 

1. Cabala. I. Title. 
RUBENSTENS: Richard 296.3°092’4 B 
Power struggle [by] Richard L. Rubenstein. 
New York, Scribner [1974] p. cm. ISBN 
0-684-13757-7 Autobiographical. 
Bibliography; p. [BM755.R83A36] 73-1354 


1. Rubenstein, Richard L. I. Title. 
Prepared from C.I.P. 


*UNWIN, James O. 296’.3°87°2 
The future of religion. [First ed.] New 
York, Exposition Press [1973] 126 p. 21 
cm. ISBN 0-682-47605-6. Bibliography: p. 
125-126. [BM535] 4.50 

i. Christianity and other relations-— 
Judaism. 2. Judaism—Relations— 
Christianity. I. Title. 


FARZAN, Massud, comp. 297.4 
The tale of the reed pipe; teachings of the 
Sufis. [lst ed.] New York, Dutton, 1974. 
xxi, 104 p. 19 cm. ISBN 0-525-47362-9 
[BP189.F34 1974] 74-166175 1.95 (pbk.). 
1. Sufism. I. Title. 


INAYAT Khan, Pir Vilayat. 297.4 
Toward the one. [ist ed.] New York, 
Harper & Row [1974] A-G, 678 p. illus. 21 
cm. ISBN 0-06-090352-X (Harper 
colophon books) Bibliography: p. 658-663. 
[BP189.62.154 1974] 73-7132 5.75 

1. Sufism. I. Title. 


WATT, William 
Montgomery. 
Muhammad: prophet and statesman [by] 
W. Montgomery Watt. London, New 
York, Oxford University Press [1974, 
1961] 250 p. 21 cm. ISBN 0-19-881078-4 
(A Galaxy book, 409) "Essentially an 
abridgement of the {author’s] 
Muhammad at Mecca and Muhammad at 
Medina.” Includes bibliographical 
references. [BP75.W33 1974] 74-163338 

2.95 (pbk.) 
1. Muhammad, the prophet. 


*MCNEIL, Mayo. 297.870°.92 
Elijah Muhammad the false prophet. 
[Denver] [1973] 53 p. 14 cm. [BP223.Z38] 
1. Black Mulism—Biography. 2. Black 
Mulism—2History and criticism. I. Title. 
Available from author: Box 7212, Denver, 
Colorado 80207 


PALEY, Alan L. 299°.5126°4 
Confucius, ancient Chinese philosopher, by 
Alan L. Paley. Charlotteville, N.Y. 
SamHar Press, 1973. 32 p. 22 cm. ISBN 0- 
87157-559-0. (Outstanding personalities, 
no. 59) Bibliography: p. 31-32. A brief 
biography of the Chinese teacher and sage 
whose teachings, though largely ignored 
during his lifetime, influenced all aspects of 
Chinese life for many centuries after his 
death. [B128.C8P33] 92 73-77600 1.98 
(lib. bdg.) 

1. Confucius—Juvenile literature. I. Title. 
Pbk., 0.98, ISBN 0-87157-059-9. 


MYERHOFF, Barbara G. 299.7 
Peyote hunt; the sacred journey of the 
Huichol Indians [by] Barbara G. Myerhoff. 
Ithaca [N.Y.] Cornell University Press 
[1974] 285 p. illus. 22 cm. ISBN 0-8014- 
0817-2 (Symbol, myth, and ritual series) 


297’.63 B 
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Bibliography: p. 
73-16923 15.00 
1. Huichol Indians—Religion aad 
mythology. 2. Peyotism—Mexico. I. Title. 


265-275. [F1221.H9M9] 


300 SOCIAL SCIENCE 


BUCKLEY, William Frank, 1925- 300 
Four reforms—a guide for the seventies 
[by] William F. Buckley, Jr. New York, 
Putnam [1973, i.e. 1974] 128 p. 21 cm. 


ISBN 0-399-11170-0 [HV95.B75] 73- 
78608 4.95 
i. Public welfare—United States. 2. 


Income tax—-United States. 3. Education— 
United States. 4. Criminal justice, 
Administration of—United States. I. Title. 


ROBSON, William Alexander, 300 
1895- 
Man and the social sciences; twelve 


lectures delivered at the London School cf 
Economics and Political Science tracing 
the development of the social sciences 
during the present century. Edited by 
William A. Robson. [ist American ed.] 
Beverly Hills [Calif] Sage Publications 
[1974, c1972] xxxvii, 284 p. 22 cm. ISBN 
60-8039-0355-3 Includes bibliographies. 
[H51.R59 1974] 73-91352 12.50 


i. Social sciences—Addresses, essays, 
lectures. I. Title. 

Pbk., 4.95, ISBN 0-8039-0375-8. 
O’NEILL, John, 1933- 300°.1’E 


comp. 
Modes of individualism and collectivism. 
New York, St. Martin’s Press [1973] x, 
ii 23 cm. [H61.053 1973b] 73-86363 


1. Social sciences—Methodology— 
Addresses, essays, lectures. 2. 
Individualism—Addresses, essays, lectures. 


3. Collectivism—Addresses, essays, 
lectures. I. Title. 

Contents omitted. 

EHMAN, Lee. 300.712 


Toward effective instruction in secondary 
social studies [by] Lee Ehman, Howard 
Mehlinger [and] John Patrick. Boston, 
Houghton Mifflin [1974] xiv, 458 p. illus. 
25 cm. ISBN 0-395-17625-5 Includes 
bibliographies. [H62.E44] 73-11769 11.95 
1. Social sciences—Study and teaching 
(Secondary) I. Mehlinger, Howard D. 
joint author. II. Patrick, John J, joint 
author. III. Title. 


MERWIN, William C. 300.712 
Developing competency in teaching 
secondary social studies [by] Wiliam C. 
Merwin, Donald O. Schneider [and] Lester 
D. Stephens. Columbus, Ohio, Merrill 
[1974] ix, 268 p.illus. 25 cm. ISBN 0-675- 
08848-8 Includes bibliographical 
oo [H62.M424] 73-92279 6.95 


i. Social sciences—Study and teachin, 
(Secondary) I. Schneider, Donald O., “joint 
author. II. Stephens, Lester D., joint 
author. II. Title. 


HIGH School Geography 
Project. 

Experiences in inquiry: HSGP and SRSS. 
Prepared by the High School Geography 
Project and Sociological Resources for the 
Social Studies. Boston, Allyn and Bacon 
[1974] xi, 267 p. illus. 24 cm. Includes 
bibliographical references. [H62.H492 
1974] 73-87822 


300’.7°1273 
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1. Social sciences—Study 

(Secondary)—United States. 2. 
Geography—Study and teaching 

(Secondary)—United States. I Sociological 

Resources for the Social Studies (Project) 
. Title. 


and teaching 


UNITED Nations 300.72 
Educational, Scientific and Cultural 
Organization. 


The international register of current team 
research in the social sciences, 1950-1952: 
a tentative survey. Repertoire international 
ces recherches collectives en cours dans le 
domaine des sciences sociales, 1950-1952; 
essai de classification. Westport, Conn., 
Greenwood Press [1974] p. ISBN 0-8371- 
7288-8 English or French. Reprint of the 
1355 ed. published by UNESCO, Paris, in 


series: Documentation in the social 
eee [H62.U4755 1974] 73-19576 


1. Social Science research. 1. Title. I. Title: 
Repertoire international des recherches 
collectives en cours dans le domaine des 
sciences sociales, 1950-1952. Il. Series: 
United Nations Educational, Scientific and 
Cultural Organization. Documentation in 
the social sciences. 

Prepared from C.I.P. 


DRAKE, Michael, comp. 300°.7°22 
Applied historical studies: an introductory 
reader. London, Methuen, Milton Keynes, 
Open University Press, 1973. viii, 280 p. 
ilas., map. 23 cm. ISBN 0-416-79100-X 
Includes index. Bibliography: p. [265]-273. 
{H61.D72] 74-162978 13.50 

i. Social sciences—-Methodology— 
Addresses, essays, lectures. 2. Historical 
research—Addresses, essays, lectures. I. 
Title. 

Distributed by Barnes & Noble, Pbk. 5.50; 
ISBN 0-416-71900-7 


DRAKE, Michael, comp. 300°.7°22 
Applied historical studies; an introductory 
reader. [London] Methuen in association 
with Open University Press [1973] viii, 


280 p. map. 22 cm. (University 
paperbacks, 504) (Open University set 
book) Bibliography: p. [265}-273. 


[H51.D72 1973b} 74-164421 

L. Social sciences—Methodology— 
Aadresses, essays, lectures. 2. Historical 
reszarch—Addresses, essays, lectures. I. 
Title. II. Series. 

Distributed by Banes & Nobles; 13.50; 
5.59 (pbk.). 


KERMAN, Cynthia Earl. 300°.92’4 B 
Creative tension; the life and thought of 
Kerneth Boulding. Ann Arbor, University 
of Michigan Press [1974] xiv, 380 p. illus. 
24 om. ISBN 0-472-51500-4 Bibliography: 
p. 371-373. [H59.B65K47] 72-94762 12.50 
1. Eoulding, Kenneth Ewart, 1910- I. Title. 


BURGESS, Ernest Watson, 1886- 30i 
1566. 

On community, family, and delinquency; 
selected writings. Edited by Leonard S. 
Cottrell, Jr., Albert Hunter fand] James F. 
Short, Jr. Chicago, University of Chicago 
Press [1973, i.e.1974] ix, 337 p. illus. 22 
em. ISBN 0-226-08057-9 (The Heritage of 
sociology) ”Bibliography of Ernest W. 
Burgess”: p. 331-337. [HM51.B948] 73- 
83572 13.50 

1. Community—Addresses, * 


essays, 
lectares. 2. Family—Addresses, 


essays, 


JULY 31,1974 


lectures. 3.  Delinquency—Addresses, 
essays, lectures. [ Title. 


FRIEDMAN, Stephen, comp. 301 
Environments: notes and selections on 
objects, spaces, and behavior [by] Stephen 
Friedman [and] Joseph B. Juhasz. 
Monterey, Calif., Brooks/Cole Pub. Co. 
[1974] viii, 275 p. illus. 28 cm. ISBN 0- 
8185-0101-4 (Core books in psychology 
series) Bibliography: p. 263-267. 
(BF353.F74] 73-84125 

i. Environmental psychology—Addresses, 
essays, lectures. I. Juhasz, Joseph B., joint 
comp. HT. Title. 


GOLDTHORPE, J. E. 301 
An introduction to sociology [by] J. E. 
Goldthorpe. 2d ed. [London, New York] 
Cambridge University Press [1974] ix, 222 
p. illus. 22 cm. ISBN 0-521-20338-4 
Includes bibliographies. [HM51.G63 1974] 
73-83107 11.50 

1. Sociology. I. Title. 


GREER, Ann, 1944- 

Understanding sociology [by] 
Lennarson Greer [and] Scott Greer. 
Dubuque, Iowa, W. C. Brown Co. [1974] 
x, 63 p. 24 cm. ISBN 0-697-07527-3 
(Elements of sociology) Includes 
bibliographies: [HM51.G72] 73-92719 1.50 


301 
Ann 


L. P ien 2. Sociology—Methodology. 
L Greer, Scott A., joint author. II Title. 


KITCHENS, James A. 301 
Individuals in society; a modern 
introduction to sociology [by] James A. 
Kitchens [and] Leobardo F. Estrada. 
Columbus, Ohio, Merrill [1974] ix, 292 p. 
‘illus. 24 cm. ISBN 0-675-08858-5 Includes 
bibliographical references. [HM51.K53] 73- 
88244 5.95 

1. Sociology. I. Estrada, Leobardo F., joint 
author. If. Title. 


MCNALL, Scott G. 301 
The sociological experience; a modern 
introduction to sociology [by] Scott G. 
McNall. 3d ed. Boston, Little, Brown 
(1974] xiii, 377 p. illus. 22 cm. Includes 


bibliographical references. [HM51.M232 
1974] 73-20934 5.95 
1. Sociology. I. Title. 
MARX, Karl, 1818-1883. 301 


On society and social change. With 
selections by Friedrich Engels. Edited and 
with an introd. by Neil J. Smelser. 
Chicago, University of Chicago Press 
(1973, ic.1974] xli, 206 p. 21 cm. ISBN 0- 
226-50917-6 (The Heritage of sociology) 
Includes bibliographical references. 
[HX542.M33 1973] 73-78669 11.00 

i. Communism and society—Collected 
works. 2. Social change—Collected works. 
I Engels, Friedrich, 1820-1895. I. 
Smelser, Neil J, ed. HÈ Title. 


MORRILL, Richard L. 301 
The spatial organization of society [by] 
Richard L. Morrill. 2d ed. North Scituate, 
Mass., Duxbury Press [1974] xiii, 267 p. 
illus. 26 cm. ISBN 0-87872-057-X Includes 
bibliographies. [HB199.M587 1974] 73- 
89884 4.50 (pbk.). 

i. Space in economics. I. Title. 


DENISOFF, R. Serge, comp. 3017.01 
Theories and paradigms in contemporary 
sociology. Edited by R. Serge Denisoff, 
Orel Callahan [and] Mark H. Levine. 
te Il, F. E. Peacock [1974] viii, 451 

23 cm. Includes bibliographical 
reference [HM24.D435] 73-90894 6.50 


1. Sociology. I. Callahan, Orel, joint comp. 
I, Levine, Mark H., joint comp. II. Title. 


FAULKNER, Joseph E. 301’.076 
Exercises in sociology {by} Joseph E. 
Faulkner [and] Rex . Warland. 
Columbus, Ohio, Merrill [1974] vii, 128 p. 
28 cm. ISBN 0-675-08867-4 Includes 
bibliographical references. [HM51.F377] 
73-89132 3.95 (pbk.) 

1. Sociology—Problems, exercises, etc. I. 
Warland, Rex H., joint author. II. Title. 


KNUCKMAN, Charlene S., 301°.08 
comp. 

The mind’s eye: readings in sociology [by] 

Charlene S. Knuckman. With the 

assistance of Reece McGee. Hinsdale, Ill., 

Dryden Press [c1973] vi, 233 p. 23 cm. 

ISBN 0-03-089161-2 [HMS51 .K59} 73- 

76226 3.95 (pbk.) 

1. Sociology—Addresses, essays, lectures. 

T. Title. 


MCNALL, Scott G., comp. 301.08 
The sociological perspective; introductory 
readings. Edited by Scott G. McNall. 3d 
ed. Boston, Little, Brown [1974] xx, 660 p. 
illus. 23 cm. Includes bibliographies. 
[HM51.M233 1974] 73-21225 6.50 (pbk.). 
T Sociology Addresses, essays, lectures. 
. Title. 


ABRAHAM, Joseph Hayim, 
comp. 

The origins and growth of sociology [by] J. 

H. Abraham. Harmondsworth, Penguin, 

1973. 648 p. 1 illus. 18 cm. ISBN 0-14- 

021542-5 (Pelican books) Includes index. 

Pibliography; p- 639-640. [HM19.A25] 74- 


301.09 


1. Sociology—History. I. Title. 
oe by Penguin, Baltimore; 3.95 
K.). 


DOUGLAS, Jack D. 301°.0973 
Defining America’s social problems [by] 


Jack D. Douglas. Englewood, N.J., 
Prentice-Hall [1974] xii, 265 p. 21 cm. 
ISBN 0-13-197624-9 Includes 


bibliographies. [HM22.U5D63] 73-17264 
6.50 (pbk.) 

1. Sociology—History—-United States. 2. 
Social problems. I. Title. 


BARON, Robert A. 301.1 
Social psychology; understanding human 
interaction [by] Robert A. Baron, Donn 
Byrne [and] William Griffitt. Boston, Allyn 
and Bacon [1974] xii, 588 p. illus. 24 cm. 
Bibliography: p. 549-577. [HM251.B437] 
73-85717 11.95 

I. Social psychology. I. Byrne, Donn 
Erwin, joint author. IT. Griffit, William, 
Joint author. 


ee Alexander, 
1908- 

Society without the father; a contribution 
to social psychology. Translated from the 
German by Eric Mosbacher. With a new 
introd. by Rudolf Ekstein. [New York] J. 
Aronson [1974, ¢1973] xxix, 329 p. 24 cm. 
ISBN 0-87668-098-8 Translation of Auf 
dem Weg zur vaterlosen Gesellschaft. 
Includes bibliographical references. 
(HM251.M5313 1974} 73-81220 12.50 

f. Social psychology. 2. Social history— 
20th century. I. Title. 


BRODEY, Warren M. 301.11 
Earthchild; glories of the asphyxiated 
spectrum, by Warren Brodey. Collage by 
Andrew Poynor and Warren Brodey. 
Photography by Fred Wetherbee and Brian 
Nevitt. [New York, Gordon and Breach, 
1974] 166 p. illus. 24 cm. ISBN 0-677- 
04300-7 (Social change series) ”An 


301.1 


300 SOCIAL SCIENCE 


Interface book.” [HQ783.B76] | 73-82158 
10.95 


L Socialization. 2. Nonverbal 
communication. I. Title. 

Pbk., 5.95, ISBN 0-677-04305-8. 

CRAIG, James Harvey, 1917- 301.15 


Synergic power beyond domination and 
permissiveness [by] James H. and Marge 
Craig. [Berkeley, Calif.] Proactive Press 
[1974] xi, 132 p. illus. 23 cm. ISBN 0- 
914158-25-2 Bibliography: p. [121]-124. 
[HM131.C78] 73-86008 5.95 

1. Power (Social sciences) 2. Social change. 
I. Craig, Marge, joint author. II. Title. 

Pbk. 2.50, ISBN 0-914158-26-0 


BROWN, Laurence Binet, 301.15°43 
1927- 
Ideology [by] L. B. Brown. 


Harmondsworth, Penguin Education, 1973 
[i.e. 1974] 208 p. illus. 18 em. ISBN 0-14- 
080569-9 (Penguin modern psychology 
texts) (Penguin education) Includes index. 
Bibliography: p. [181]-200. [HM251.B69] 
74-164478 

1. Social psychology. 2. Ideology. 
oy by Penguin, Baltimore; 2.95 
(pbk.). 


LAUDICINA, Paul 
A. 

World poverty and development: a survey 
of American opinion [by] Paul A. 
Laudicina. With a foreword by John W. 
Sewell. Washington, Overseas 
Development Council, 1973. vii, 126 p. 
illus. 28 cm. (Overseas Development 
Council. Monograph no. 8) Errata slip 
inserted. Bibliography: p. 125-126. 
[HC79.P6L36] 7380873 2.50 (pbk.) 

1. Poverty. 2. Underdeveloped areas. 3. 
Economic assistance, American. 4. 
Economic development. 5. Public 
opinion—United States. I. Title. II. Series. 
Publisher’s address: 1717 Massachusetts 
Ave., N.W. Washington D.C. 20036 


*SIM, Andrew L. 301.155°3 
Leadership training for teenagers, [by] 
Andrew L. Sim, Jr. [lst ed.] New York, 
Vantage Press [1973] 163 p. 21 cm. ISBN 
0-533-00888-3 [HM141] 5.95 

1. Leadership. 2. Adolescence. I. Title. 


ere Paul Thomas, 301.15754’01 
1943- 

A theory of political coalitions in simple 
and policymaking situations [by] Paul T. 
Hill. Beverly Hills, Sage Publications 
[c1973] 46 p. 22 cm. ISBN 0-8039-0306-5 
(Sage professional papers in American 
politics, ser. no. 04-008) Bibliography: p. 
45-46, [JC330.H54] 73-87851 2.25 

1. Coalition (Social sciences) I. Title. 


LUTZ, William, comp. 301.1671 
The age of communication [edited by] 
William D. Lutz. Pacific Palisades, Calif., 
Goodyear Pub. Co. [1974] vii, 431 p. illus. 
24 cm. ISBN 0-87620-013-7 Includes 
bibliographical references. 
(PE1127.M28L8] 72-97279 5.95 (pbk.). 

1. Readers—Mass media. I. Title. 


TAMNEY, Joseph B. 301.18028 
Solidarity in a slum [by] Joseph Tamney. 
New York, Wiley [1974] p. ISBN 0-470- 
84485-X [HN80.M58T35] 74-5353 9.50, 
4.50 (pbk.) 

I. Milwaukee—Social 


301.15°43°301441 


conditions. 2. 


Solidarity—Case studies. 3.  Slums— 
Milwaukee. I. Title. 
Prepared from C.I.P. 
BERK, Richard A. 301.1872 


Collective behavior [by] Richard A. Berk. 
Dubuque, Iowa, W. C. Brown Co. [1974] 
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viii, 80 p. 24 cm. ISBN 0-697-07525-7 
(Elements of sociology) Includes 
bibliographies. [HM251.B459] 73-89529 
1.50 (pbk.) 


1. Collective behavior. 2. Crowds. 


BROWN, Michael, 1939- 301.182 
Collective behavior; a review and 
reinterpretation of the literature [by] 


Michael Brown and Amy Goldin. Pacific 
Palisades, Calif, Goodyear Pub. Co. 
[c1973] xvii, 349 p. 24 cm. ISBN 0-87620- 
186-9 Bibliography: p. 322-338. 
(HM251.B72] 72-89588 

1. Collective behavior. 2. Crowds. 3. 
Disasters. I. Goldin, Amy, joint author. 


DRAÐEK, Thomas E., 301.1832 
40- 

Understanding complex organizations [by] 
Thomas E. Drabek [and] J. Eugene Haas. 
Dubuque, Iowa, W. C. Brown Co. [1974] 
x, 115 p. illus. 24 cm. ISBN 0-697-07528-1 
(Elements of sociology) Includes 
bibliographies. [HM131.D7] 73-93798 

1 Organization. 2 Associations, 
institutions, etc. I. Haas, John Eugene, 
Joint author. IT. Title. 


LEAVITT, Harold J. 301.18°32 
Organizations of the future; interaction 
with the external environment, edited by 
Harold Leavitt, Lawrence Pinfield [and] 
Eugene Webb. ‘New York, Praeger [1974] 
p. cm. ISBN 0-275-08760-5 (Praeger 
special studies in international economics 
and development) Includes bibliographical 
references. [HD38.L375] 74-1733 16.50 
1 Organization—Addresses, essays, 
lectures. 2 Management—Addresses, 
essays, lectures. I. Pinfield, Lawrence, joint 
author. II. Webb, Eugene J, 1933- joint 
author. LT. Title. 

Prepared from C.I.P. 


THE Process of group 301.185 
communication fyl Ronald L. Appibaum 
[and others] Chicago, Science Research 
Associates [1974] 311 p. illus. 25 cm. 
ISBN 0-574-19000-7 Bibliography: p. [295] 
-306. [HM133.P76] 73-91961 

1. Small groups. 2. Communication. I. 
Appibaum, Ronald L. 


GIBBARD, Graham S., 
comp. 

Analysis of groups; contributions to theory, 
research, and practice. Graham S. Gibbard, 
John J. Hartman fand] Richard D. Mann, 
editors. [Ist ed.] San Francisco, Jossey- 
Bass Publishers, 1974. xxiv, 444 p. 24 cm. 
ISBN 0-87589-205-1 (Jossey-Bass 
behavioral science series) Bibliography: p. 
411-427. [HM133.G5} 73-10941 15.00 

i. Small groups. 2. Small groups—Case 
studies. 3. Leadership. I Hartman, John 
Jacob, joint comp. II. Mann, Richard 
Dewey, 1933- joint comp. IT. Title. 


AMINUL Islam, A. K. M., 
comp. 

Our way: their way. Edited by A. K. M. 
Aminul Islam. New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
8422-5185-5 [GN29.A46] 74-10907 5.00 
(pbk.) 

I. Anthropology-—Addresses, 
lectures. I. Title. 

Prepared from C.I.P. Contents omitted. 


*BUITRAGO ORTIZ, Carlos. 301.2 
Esperanza; an ethnographic study of a 
peasant community in Puerto Rico [by] 
Carlos Buitrago Ortiz. Tuscon, Published 
for the Wenner-Gren Foundation for 
Antropological Research, Inc. by the 
University of Arizona Press [1973] 217 p. 
illus. 23 cm. ISBN 0-8165-0456-3. (Viking 
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301.18°5’072 


301.2 


essays, 


Fund Publications in Anthropology, #50) 
Bibliography: p. 209-213. [GN315] 73- 
90915 4.95 (pbk.) 

1. Ethnology. I. Title. 


COHEN, Yehudi A., comp. 301.2 
Man in adaptation; the cultural present. 
Edited by Yehudi A. Cohen. 2d ed. 
Chicago, Aldine Pub. Co. [1974] xiii, 602 
p. 24 cm. ISBM 0-202-01109-7 Includes 
bibliographical references. [GN400.C58 
1974] 74-169511 15.00 

1. Ethnology—Addresses, essays, lectures. 
2. Society, Primitive—Addresses, essays, 
Jectures. T. Titile. 

Pbk; 5.95, ISBN 0-202-01110-0. 


*PRICHARD, James Cowles. 301.2 
Researches into the physical history of 
man [by] James Cowles Prichard. Edited 
and with an introductory essay by George 
W. Stockeng, Jr. Chicago, University of 
Chicago Press [1973] 568 p. 23 cm. ISBN 
0-226-68120-3. Includes bibliographical 
references. [GN24] 75-190425 14.50 

1. Anthropology. I. Stocking, George W., 
Jr., comp. Il. Title. 


THE translation of 301.2 
culture: essays to E. E. Evans-Pritchard; 
ed. by T. O. Beidelman. [London] 
Tavistock, [1974, c1971] ix, 440 p. 2 
plates. illus, maps, port. 24 cm. English 
and French Bibliography: the writing’s of 
E. E. Evans-Pritchard.” p. 419-434. 
[GN325.T7] 20.00; 8.75 (pbk.) 

1. Evans-Pritchard, Edward Evan, 1902- 2. 
Ethnology—Addresses, essays, lectures. 3. 
Social structure—Addresses, essays, 
lectures. 4. Evans-Pritchard, Edward Evan, 
1902-—-Bibliography. i Beidelman, 
Thomas O. ed. 

Distributed in the U.S.A. by Barnes & 
Noble, N.Y. L.C. card no. for hardcover: 
71-873902. Contents omitted. 


SPRADLEY, James P., 
comp. 

Conformity and conflict; readings in 
cultural anthropology. Edited by James P. 
Spradley [and] David W. McCurdy. 2d ed. 
Boston, Little, Brown [1974] x, 446 p. 23 
em. Includes bibliographical references. 
({GN325.S67 1974] 73-21226 5.95 (pbk.) 

1. Ethnology—Addresses, essays, lectures. 
2. Social history—Addresses, essays, 
lectures. I. McCurdy, David W., joiat 
comp. IT. Title. 


301.208 


MISRA, Bhabagrahi. 301.20924 
Verrier Elwin a pioneer Indian 
anthropologist. With a foreword by Cora 
du Bois. New York, Asia Pub. House 
[1974, c1973] xii, 162 p. 23 cm. ISBN 0- 
210-40556-2 Bibliography: p. 149-159. 
[GN21.E48 M57] 73-82274 7.95 

L Elwin, Verrier, 1902-1964. 2 
Ethnology—tIndia. 


*PRADO, Oscar Nunez 
del 

Kuyo Chico: applied anthropology in an 
Indian community. [by] Oscar Nunez del 
Prado with collaboration of William Foote 
Whyte. Translated by Lucy Whyte Russo 
and Richard Russo. Chicago, University of 
Chicago Press [1973] xxv, 162 p. illus. 
map, 23 cm. ISBN 0-226-60836-7 [F2230] 
72-96621 9.50 

i. Educational anthropology—Peru. 2. 
Indians of South America—Peru. I. Whyte, 
William Foote, joint author H. Title. 


301.2°0985 


AGAR, Michael. 301.2°1 
Ethnography and cognition. Minneapolis. 
Burgess Pub. Co. [1974] iii, 32 p. illus. 22 
em. ISBN 0-8087-0123-1 (Basic concepts 
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in anthropology) Bibliography: p. 31-32. 
[GN320.A35] 74-75316 0.95 (pbk.) 

I. Ethnology. 2. Signs and symbols. 3. 
Cognition. Í. Title. 


HENSON, Hilary. 301.271 
British social anthropologists and language; 
a history of separate development. Oxford, 
Clarendon Press, 1974. viii, 147 p. 22 cm. 
ISBN 0-19-823184-9 (Oxford monographs 
on social anthropology) Bibliography: p. 
[132]-143. [P35.H4] 74-164647 

i. Linguistics. 2. Ethnology. I. Title. 
Distributed by Oxford University Press, 
New York; 9.75. 


LANGUAGE attitudes: 301.271 
current trends and prospects. Roger W. 
Shuy and Ralph W. Fasold, editors. 
Washington, Georgetown University Press 
{c1973] v, 201 p. 23 cm. ISBN 0-87840- 
012-5 Papers written in conjunction with 
the meeting of the special interest group 
section which dealt with language attitudes 
of the 23rd Georgetown Round Table. 
Includes bibliographies. [P41.L33] 72- 
97143 2.95 (pbk.). 

1. Sociolinguistics. 2. Standard language. I. 
Shuy, Roger W., ed. II. Fasold, Ralph W., 
ed. 


TURNER, Victor Witter. 301.71 
Dramas, fields, and metaphors; symbolic 
action in human society [by] Victor 
Turner. Ithaca [N.Y.] Cornell University 
Press [1974] 309 p. 22 cm. ISBN 0-8014- 
816-4 (Symbol, myth, and ritual) Includes 
>ibliographical references. [GN451.T87] 
73-16968 16.50 

1. Symbolism—Addresses, essays, lectures. 
2. Rites and ceremonies—Addresses, 
essays, lectures. 3. Metaphor—Addresses, 
essays, lectures. I. Title. 


‘WEXLER, Paul N. 301.21 
Yurism and language: a study in modern 
Ukrainian and Belorussian nationalism 
(1840-1967) [by] Paul N. Wexler. 
Bloomington, Indiana University , [1974] 
446 p. maps. 23 cm. ISBN 0-87750-175-0 
(Indiana University publications) 
(Language science monographs, v. 
Bibliography: p. 335-421. [PG3814. wa 
74-166340 30.00 

i. Ukrainian language. 2. White Russian 
language. 3. Languages—Political aspects. 
4. Nationalism—Ukraine. 5. Nationalism— 
White Russia. I. Title. If, Series. 


*SUNDANCER, Elaine. 301.2'2°0973 
Celery wine, the story of a country 
commune. Illus. by Judith St. Soleil. 
Springs, Ohio, Community 
Publications Cooperative [1973] 176 p. 
iLus. 22 cm. [HV5825] 73-78964 2.50 
(pbk.) 

1. Subculture. 2. Collective settlements— 
United States. I. Title. 

Pablisher’s address: Box 223, Yellow 
Springs, Ohio 45387. 


BEE, Robert L. 301.24 
Patterns and processes; an introduction to 
anthropological strategies for the study of 
scciocultural change [by] Robert L. Bee. 
New York, Free Press eee xi, 260 p. 21 
cn. Bibliog raphy: p- 235-253. 
[GN320.B453] a "10791 3.95 (pbk.) 

1. Social change. I. Title. ; 


RETHINKING modernization; 301.24 
arcthropological perspectives. Edited by 
John J. Poggie, Jr., and Robert N. Lynch. 
Westport, Conn., Greenwood Press [1974] 
p. cm. ISBN  0-8371-6394-3 Papers 
presented at a symposium held at the 
Uriversity of Rhode Island on May 27-29, 


JULY 31,1974 ic. 
1971. Bibliography: p. [GN320.R49] 72- 
826 14.50 

1. Social change—Congresses. 2. Social 
evolution—Congresses. I. Poggie, John J, 
ed. If. Lynch, Robert N., ed. HI. Rhode 
Island. University. 

Prepared from C.I.P. 


*CANTRIL, Hadley. 301.242 
The psychology of social movements. 
Huntington, N.Y., Robert E. Krieger 
{1973, cl941] xiv, 274 p. illus, 22 cm. 
ISBN 0-88275-133-6 Includes 
bibliographical references. [HM251] 73- 
89079 4.25 

I. Social psychology. 2. Social movements. 
{. Title. 


KONE, Eugene H. 301.2473 
The greatest adventure; basic research that 
shapes our lives. Eugene H. Kone and 
Helene J. Jordan, editors. New York, 
Rockefeller University Press, 1974. 294 p. 
illus. 23 cm. ISBN  0-87470-018-3 
Bibliography: p. [275]-280. [Q158.5.K66] 
73-83747 9.80 

1. Science. 2. Scitence—Social aspects. 3. 
Research. I. Jordan, Helene J, joint 
author. IT. Title. 


MONTGOMERY, John Dickey, 
1920- 

Technology and civic life: making and 
implementing development decisions [by] 
John D. Montgomery. Cambridge, Mass., 
MIT Press [1974] x, 239 p. 23 cm. ISBN 
0-262-13097-1 (M.LT. studies in 
comparative politics) Includes 
bibliographical references. [HM221.M62] 
73-17497 12.50 

1. Technology and civilization. 2. Social 
change. 3. Statics and dynamics (Social 
sciences) 4. Economic development. I. 
Title. IL Series: MET. studies in 
comparative politics series. 


OZAWA, Terutomo. 301.24°3’0952 
Japan’s technological challenge to the 
West, 1950-1970: motivation and 
accomplishments. Cambridge, Mass., MIT 
Press [1974] p. cm. ISBN 0-262-15016-6 
Includes bibliographical references. 
[HF462.9.095] 74-3268 10.00 

1. Technological innovations—Japan. 2. 
Japan—-Economic policy. 3. Japan— 
Economic conditions—1945- I. Title. 
Prepared from C.I.P. 


*LAYTON, Edwin T. 
comp. 

Technology and social change in America, 
edited by Edwin T. Layton Jr. New York, 
Harper and Row [1973] vii, 181 p. 21 cm. 
ISBN 0-06-043881-9 (Interpretation’s of 
American history.) Bibliography: p. 175- 
181. [T174.5] 73-8367 3.95 (pbk.) 


301.24°3 


301.24°3°0973 


i. Social change. 2. Technology 
assessment—U.S. I. Title. 
KESSINGER, Tom G. 301.29°54’5 


Vilyatpur, 1848-1968; social and economic 
change in a north Indian village [by] Tom 
G. Kessinger. Berkeley, University of 
California Press [1974] xiii, 227 p. 25 cm. 
ISBN 0-520-02340-4 “Sponsored by the 
Center for South and Southeast Asia 
Studies, University of California, 
Berkeley.” Based on the author’s thesis, 
University of Chicago, 1972. Includes 
bibliographical references. [HN683.K4] 72- 
89788 12.00 

1. . Villages—India—Case studies. L 
California. University. Center for South 
and Southeast Asia Studies. IT. Title. 


SEBORER, Stuart J. 301.297306 
US neocolonialism in Africa [by} Stewart 
Smith. New York, International Publishers 


, Publication, no. 13) 


[1974] p. cm. ISBN 0-7178-0392-9 
Includes bibliographical references. 
[DT38.84 1974] 73-87863 8.00 

l. Aftica—Relations (general) with the 
United States. 2. United States—Relations 
(general) with Africa. I. Title. 

Prepared from C.I.P. 


SELCHER, Wayne A., 
1942- 
The Afro-Asian dimension of Brazilian 
foreign policy, 1956-1972 [by] Wayne A. 
Seicher. Gainesville, University Presses of 
Florida, 1974. vii, 252 p. 23 cm. ISBN 0- 
8130-0384-9 (Latin American monographs, 
2d ser., no. 13) ”A University of Florida 
book.” Bibliography: p. 235-252. 
[F2523.S44] 73-19968 10.00 
1. Brazil—Relations (general) with Asia. 2. 
Asia—Relations (general) with Brazil. 3. 
Brazil—Relations (general) with Africa. 4. 
Africa—Relations (general) with Brazil. I. 
Title. If. Series: Florida. University, 
Gainesville. Center for Latin American 
Studies. Latin American monographs, 2d 
ser., no. 13. 


*ENVIRONMENTAL pollution 301.31 
and mental health, by John S. Williams 
[and others.] With a foreword by Rene 
Dubos. Washington, Information Resources 
Press, 1973. xi, 136 p. 23 cm. ISBN 0- 
87815-011-0 [GF48] 73-77825 9.50 

1. Human ecology. I. Williams, John S. 


KLAITS, Joseph, comp. 301.31 
Animals and man in historical perspective. 
Edited by Joseph and Barrie Klaits. New 
York, Harper & Row [1974] 169 p. 21 cm. 
ISBN 0-06-136138-0 (Basic conditions of 
life) (Harper torchbooks, TB 1797) 
Includes bibliographical references. 
[QL85.K55 1974] 73-9082 2.95 

1. Animals and civilizations. I. Klaits, 
Barrie, joint comp. II. Title. 


LUND, Leonard. 301.31 
Corporate organization for environmental 
policymaking. [New York, Conference 
Board, 1974] 50 p. illus. 23 cm. 
(Conference Board report no. 618) 
(HD69.P6L85] 74-166192 5.00 (pbk.). 

1. Environmental policy. 2. Industrial 
organization. I. Title. I. Series: Conference 
Board. Report no. 618. 


*MISHAN, E. J. 301.31 
Making the world safe for pornography 
and other intellectual fashions, by E. J. 
Mishan. LaSalle, Ill., Library Press, 1973. 
264 p. 23 cm. Includes bibliographical 
references. [GF47] 7.95 

i. Human ecology. I. Title. 


PERSPECTIVES on 301.31 
environment; essays requested by the Panel 
on Environmental Education, Commission 
on College Geography. Edited by Ian R. 
Manners and Marvin W. Mikesell. 
Washington [Association of American 
Geographers, 1974] v, 395 p. illus. 26 cm. 
(Association of American Geographers. 
Commission on College Geography. 
Includes 
bibliographies. [QH541.P43] 73-88849 

d. Ecology. 2. Man—Influence on nature. 
I. Manners, Ian R., ed. Il. Mikesell, 
Marvin W, ed. HI. Panel on 
Environmental Education. IV. Title. V. 
Series. 


SHAHEEN, Esber I. 301.31 
Environmental pollution: awareness and 
control [by] Esber I. Shaheen. Mahomet, 
H., Engineering Technology Incorporated 
[1974] xvi, 432 p. illus. 24 cm. 
Bibliography: p. 382-408. [TD174.S5] 73- 
87934 Sok h 

: a bos 


a 
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1. Pollution. I. Title. 74 


*WALMSLEY, D. J. 301.31 
Systems theory: a framework for human 
geographical enquiry. Canberra, Australian 
National University [1972] 93 p. 29 cm. 


(Human geography publications) 
Bibliography: p.81-92. [GF47] 

1. Human ecology. I. Title. s 
Distributed by International Scholarly 
Book Service for 3.75 (pbk.) 

ZUBROW, Ezra B. W. 301.31 


Population, contact, and climate in the 
New Mexican pueblos {by} Ezra B. W. 
Zubrow. Tucson, University of Arizona 
Press, 1974. vii, 87 p. illus. 27 cm. ISBN 
0-8165-053544-3 (Anthropological papers of 
the University of Arizona, no. 24) 
Bibliography: p. 81-87. [E99.P9Z82] 73- 
86447 4.95 (pbk.). 

I. Pueblo Indians. 2. Man-—~Influence of 
climate. 3. Acculturation. [. Title. IE 


Series: Arizona. University. 
Anthropological papers, no. 24. 
WILSON, William K. 301.31°025 


World directory of environmental research 
centers, edited by William K. Wilson, 
Morgan D. Dowd [and] Phyllis Sholtys. 2d 
ed. New York, Oryx Press, 1974. p. ISBN 
0-8352-0701-3 First ed. published in 1970 
under title: Directory of organizations 
concerned with environmental research, 
compiled by W. A. Mordy and P. A. 
Sholtys. "Sponsored by Lake Erie 
Environmental Studies (LEES) Program.” 
[HC79.ESW54 1974] 72-87536 

i. Environmental policy research— 
Directories. I. Dowd, Morgan D., joint 
author. H. Sholtys, Phyllis A., joint author. 
II. Title. 

Prepared from C.I.P. Distributed by R. R. 
Bowker; 19.50. 


THE Ecology 301.3103 
encyclopedia. New York, Fuller & Dees 
[1973- v. illus. (part col.) 27 cm. ISBN 
0-87197-001-5 A multi-volume 
encyclopedia with alphabetically arranged 
topics <elating to various aspects of 
ecology. [QH541.14.E25] 73-77738 

1. Ecology-—-Dictionaries, Juvenile. 


WOLFF, Garwood R. 
Environmental information sources 
handbock. Garwood R. Wolff, editor. 
[New York] Simon and Schuster [1974] 
568 p. 29 cm. "A Garwood R. Wolff & 
Company publication.” [GF503.W64] 73- 
3951 25.00 

I. Human ecology--United States— 
Societies, etc.—Directories. 2. Human 
ecology—United States—Bibliography. 3. 
Environmental protection—United States— 
Societies, etc.— Directories. 4. 
Environmental protection—United States— 
Bibliography. I. Title. 


ENVIRONMENTAL quality 301.31072 
and social behavior: strategies for research; 
report cn a Study Conference on Research 
Strategies in the Social and Behavioral 
Sciences on Environmental! Problems and 
Policies [Martin David, chairman] 
Washington, National Academy of 
Sciences, 1973. xiii, 86 p. 23 cm. ISBN 0- 
309-02048-4 Sponsored by the Division of 
Behavicral Sciences of the National 
Research Council. Includes bibliographical 
references. [HC79.E5E58] 72-10321 4.50 
(pbk.) i 

I. Environmental policy research. I. David, 
Martin Heidenhain. II. National Research 
Counct. Division of Behavioral Sciences. 
Hf. Study Conference on Research 
Strategies in the Social and Behavioral 


301.3107 
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Sciences on Environmental Problems and 
Policies, Irvington, Va., 1969. 
Prepared from C.LP. 


SIMS, John H., 1930- 
comp. 

Human behavior and the environment: 
interactions between man and his physical 
world, edited by John H. Sims [and] 
Duane D. Baumann. Chicago, Maaroufa 
Press [1974] ix, 354 p. illus. 23 cm. ISBN 
0-88425-002-4 (Maaroufa Press geography 
series) Includes bibliographies. [GF41.S55] 
73-89450 4.95 (pbk.) 

i. Human ecology-—~Addresses, essays, 
lectures. 2. Environmental psychology— 
Addresses, essays, lectures. I. Baumann, 
Duane D., joint comp. IT. Title. 


COMMITTEE for 
Economic Development. 
More effective programs for a cleaner 
environment; a statement on national 
policy, by the Research and Policy 
Committee of the Committee for 
Economic Development. [New York] 
1974. 74 p. illus. 26 cm. Includes 
bibliographical references. [HC110.E5C63 
1974] 73-94084 2.00 (pbk.) 

1. Environmental policy—United States. 2. 
Pollution—Economic aspects—United 
States. I. Title. 


301.31°08 


301.31°0973 


CONFERENCE on 301.31°0973 
Environmental Quality and Social 
Justice, Woodstock, IIL, 1972. 


Environmental quality and social justice in 
urban America; an exploration of conflict 
and concord among those who seek 
environmental quality and those who seek 
social justice. Edited by James Noel Smith. 


Washington, Conservation Foundation 
[1974] xii, 145 p. 26 cm. Includes 
bibliographical references. [HC110.E5C66 


1972] 74-75424 3.95 (pbk.) 

1. Environmental policy—United States— 
Congresses. 2. Social justice—Congresses. 
3. Conservation of natural resources— 
United States—Congresses. I. Smith, James 

pia, ed. II. Conservation Foundation. II. 
itle. 


HENRY, Harold W. 301.310973 
Pollution control: corporate responses [by] 
Harold W. Henry. [New York] AMACOM 
[D74] p. cm. ISBN 0-8144-2168-7 (An 
AMA management briefing) 
[HD69.P6H45] 74-2954 7.50 
I. Pollution—Economic aspects—United 
States. 2. Environmental policy—United 
States. 3. Industry-—Social aspects—United 


States. L Title. Hf. Series: American 
Management Associations. An AMA 
management briefing. 

Prepared from C.I.P. 

THE No-growth society. 301.32 


Edited by Mancur Olson and Hans J. 
Landsberg. New York, Norton [1974, 
c1973} p. cm. ISBN 0-393-01111-9 
Reprint of the Fall 1973 issue of Dadalus. 
[HB871.N63 1974] 74-5267 10.00 

1. Population-—Addresses, essays, lectures. 


2. Birth control—Addresses, essays, 
lectures. 3. Economic development— 
Addresses, essays, lectures. I. Olson. 


Mancur, ed. II. Landsberg, Hans J., ed. II. 
Dadalus. 

Prepared from C.I.P. Pbk; 2.95, ISBN 0- 
393-09260-7. 


THE United Nations and 301.32 
population: — major resolutions and 
instruments. Dobbs Ferry, N.Y., Published 
in cooperation with the United Nations 
Fund for Population Activities [by] Oceana 
Publications, 1974. p. cm. ISBN 0-379- 
00031-8 [HB871.U56] 74-9637 12.50 
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1. United Nations. 2. Population. 3. Secial 
policy. I. United Nations Fund for 
Population Activities. 
Prepared from C.I.P. 


DYKEMAN, Wilma. 301.3271 B 
Too many ‘people, too little love; Edna 
Rankin McKinnon: pioneer for birth 
control. [lst ed] New York, Holt, 
Rinehart and Winston [1974] ix, 276 p. 21 
cm. ISBN 0-03-010801-2 [HQ764.M28D9] 
73-3746 6.95 

1. McKinnon, Edna Rankin, 1893- 2. Birth 
control. I. Title. 
PHIEROTT, Stuart 201.32°5°097295 
West Indian migration; the Montserrat 
case, by Stuart B. Philpott. London, 
Athlone Press; New York, Humanities 
Press, 1973. x, 210 p. maps. 23 cm. 
(London School of Economics. 
Monographs on social anthropology, 47) 
Includes index. Bibliography: p. [200]-205. 
[1V7685.W4P47 1973] 74-165105 10.50 

J. West Indians in Great Britain. 2. 
Montserrat—Social conditions. 3. 
Montserrat—Emigration and immigration. 
4. Great Britain—Emigration end 
immigration. I. Title. IL Series: 
Monographs on social anthropology, 47. 


BACKLER, Alan L. 301.32°6'0977434 
A behavioral study of locational changes in 
upper class residential areas: the Detroit 
example [by] Alan L. Backler. 
[Bloomington] Dept. of Geography, 
Indiana University, 1974. xi, 166 p. 

23 cm. (Geographic monograph Siy PA 
5) Cover title. Bibliography: p. 159-166. 
[HD7304.D6B33] 74-620015 5.00 

1. Residential mobility—Detroit. 2. Upper 
classes—Michigan—Detroit. I. Title. II. 
Series. 


BEDFORD, R. D. 301.3276'09934 
New hebridean mobility: a study of 
circular migration: [by] R. D. Bedford. 
Cariberra, Australian National University, 
1973. x, 164 p. illus. 29 cm. ISBN 0-7081- 
0098-8 (Research School of Pacific 
Studies. Dept. of Human Geography. 
Publication HG/9 (1973)) Revised version 
of author’s thesis, Australian National 
University under title: Mobility in 
transition. Bibliography: p. 149-164. 
[HB2154.N4B4] 73-83346 

1. Migration, Internai—New Hebrides. 2. 
Rural-urban migration—New Hebrides. I. 
Title. If. Series: Austrahan National 
University, Canberra. Research School of 
Pacific Studies. Dept. of Human 
Geography. Publication HG/? (1973) 
Distributed by International Scholarly 
Book Service; 5.25 (pbk.). 


COMMITTEE for the 301.32°8'4073 


Study of Recent Immigration from 
Europe. 
Refugees in America; report of tke 


Committee for the Study of Recent 
Immigration from Europe, by Maurice R. 
Davie, with the collaboration of Sarah W. 
Cohn [and others] Westport, Conn., 
Greenwood Press [1974, c1947] p. ISBN 
0-8371-7390-6 Reprint of the ed. published 
by Harper, New York. [D809.USC6 1974] 
74-1513 21.00 

1. World War, 1939-1945-—Refugees. 2. 
United States—Emigration and 
immigration. 3. United States—Foreign 
population. I. Davie, Maurice Rea, 1893- 
IL. Title. 

Prepared from C.I.P. 


PERCEVAL-MAXWELL, 302.32'8’410415 
M 


The Scottish migration to Ulster in the 


AMERICAN BOOK PUBLISHING RECORD 


reign of James I [by] M. Perceval-Maxwell. 
London, Routledge & Kegan Paul; New 
York, Humanities Press [1973, ice. 1974] 
xx, 411 p. illus. 23 cm. ISBN 0-7100-7593- 
6 (Ulster-Scot historical series) 
Bibliography: p. 374-394. [DA990.U46P47] 
74-162266 18.75 

1. Ulster plantation, 1609-1611. 2. Ulster, 
Ire. —HĦHistory. 3. lIreland—History—1603- 
1625. L Title. IH. Series. 


CH‘EN, Ta, 1896- 301.32°9°51 
Population in modern China. New York, 
Octagon Books, 1974 [cl946] p. ISBN 0- 
374-91467-2 Reprint of the ed. published 
by the University of Chicago Press, 
Chicago. [HB3637.C43 1974] 74-6416 8.00 
1. China—Population. 2, China—-Statistics, 
Vital. I. Title. 

Prepared from C.I.P. 


BELL, Oliver, comp. 301.32’9°73 
America’s changing population. New York, 
H. W. Wilson Co., 1974. p. cm. ISBN 0- 
8242-0522-7 (The Reference shelf, v. 46, 
no. 2) Articles, reprinted from various 
periodicals. Bibliography: p. A compilation 
of newspaper and magazine articles about 
the American population, considering such 
topics as the significance of a declining 
birthrate and the feasibility of a population 
policy. [HB3505.B4] 74-8761 4.50 

1. United States—Population—Addresses, 
essays, lectures. I. Title. IT. Series. 
Prepared from C.I.P. 


MARDEN, Parker G., 
comp. 
Population, environment, and the quality 
of life. Edited, with an introd., by Parker 
3. Marden [and] Dennis Hodgson. New 
York, AMS Press [1974] p. ISBN 0-404- 
10536-X [HB3505.M37] 74-579 15.00 
1. United States—Population—Addresses, 
assays, lectures. 2. Environmental policy— 
United States—-Addresses, essays, lectures. 
7. Hodgson, Dennis, joint comp. II. Title. 
Prepared from C.LP. 


=CHITAMBAR, J. B. 301.35 
-ntroductory rural sociology: a synopsis of 
concepts and principles [by] J. 
Chitambar. New York, Halsted Press 
[1973] xii, 369 p. illus., 22 cm. ISBN 0- 
85226-117-9 Bibliography: p. [363]-366. 
(HT421] 5.95 

1. Sociology, Rural. I. Title. 


PHELAN, Mary. 301.36 
ABCs of the city of man [by] Mary 
Phelan. [Maryknoll, N.Y., Orbis Books, 
1973, c1974] 49 p. illus. 22 em. ISBN 0- 
€8344-001-6 An alphabetized presentation 
cf concepts in group and urban living, such 
as kinship, lights, market, and news. 
[1T113.P45] 73-80581 2.95 

A. paste Urban—FPictorial works. I. 
Title. 


301.32°9°73 


*ROSS, Marc Howard. 301.36 
The political integration of urban squatters. 
Evanston, Hl, Northwestern University 
Press, 1973. xvi, 228 p. illus., tables, 24 
cm. ISBN 0-8101-0409-1 (African urban 


studies) Bibliography: p. 210-224. 
[HT161] 72-91000 8.50 

1 Sociology, Urban. 2. Community 
organization. 3 Urbanization. 4. 


Urbanization-—Kenya I. Title. 


HEISLER, Helmuth. 301.36'09689"4 
Urbanisation and the government of 
migration; the inter-relation of urban and 
tural life in Zambia. Foreword by R. 
Mansell Prothero. With an appendix on 
some migration histories by M. G. 
Marwick. New York, St. Martin’s Press 


JULY 31,1974 


[1974] xi, 166 p. 25 cm. Bibliography: p. 
151-160. [HC517.R42H38] 73-88673 15.95 
1. Urbanization—Zambia. 2. Rural-urban 
migration—-Zambia. 3. Labor and laboring 
classes—Zambia. ÍI. Title. 


GREER, Scott A. 301.36°0973 
The urbane view; life and politics in 
metropolitan America [by] Scott Greer. 
London, New York, Oxford University 
Press, 1973. xi, 355 p. 21 cm. ISBN 0-19- 
501728-5 (A Galaxy book, 397) Includes 
bibliographical references and index. 
(HT153.G73 1973] 74-163820 2.95 (pbk.) 
1. Sociology, Urban—Case studies. 2. 
Urbanization—United States—Case studies. 
3. Urbanization—Los Angeles. 4. 
Urbanization—St. Louis. I. Title. 


SACKS, Seymour. 301.36°09747°66 
The Syracuse Black community, 1970: a 
comparative study, by Seymour Sacks and 
Ralph Andrew. [Syracuse, N.Y.] University 
College, 1974. vi, 82 p. illus. 24 cm. 
(Syracuse University. Publications in 
Continuing Education. Occasional papers, 
no. 41) ”A contributed report to the 
fiftieth anniversary of the Maxwell School 
of Citizenship and Public Affairs, Syracuse 
University. Bibliography: p. 81-82. 
(F129. 58532] 73-21186 3. 00 (pbk.) 

i. Negroes—Syracuse, N.Y. I Andrew, 
Ralph, joint author. H. Title. ITE. Series. 


CITIES, regions and 301.3671 
public policy. Edited by Gordon C. 
Cameron and Lowdon Wingo. Edinburgh, 
Published for the University of Glasgow 
and Resources for the Future Inc., 
Washington, D.C., by Oliver & Boyd 
[1973] xxii, 337 p. illus. 26 cm. ISBN 0- 
05-002647-X Label mounted on t.p.: 
"Distributed in the U.S.A. by Longman 


Inc, New York, N.Y.” Papers and 
discussions originally presented at a 
conference held in Glasgow, 1971, 
addressed to the general theme of 


"Economic research and national urban 
development strategies.” Includes 
bibliographies. [HT151.C57] 74-161961 
15.00 


I. Cities and towns. 2. Cities and towns— 
Planning-~1945- 3. Regional planning. I. 
Wingo, Lowdon, ed. II. Cameron, Gordon 
Campbell, 1937- ed. HI. Glasgow. 
University. IV. Resources for the Future. 


KOLARS, John F. 301.361 
Human geography: spatial design in world 
society [by] John F. Kolars [and] John D. 
Nystuen. Drawings by Derwin Bell. New 
York, McGraw-Hill [1974] p. cm. ISBN 
0-07-035327-1 (McGraw-Hill series in 
geography) Includes bibliographical 
references. [GF41.K66] 74-6351 12.95 

1. Anthropo-geography. 2. Cities and 
towns. 3. Human ecology. I. Title. 
Prepared from C.LP. 


TURK, Herman. 301.361 
Interorganizational activation in urban 
communties [sic]; deductions from the 
concept of system. [Washington, American 
Sociological Association, 1973] x, 67 p. 
illus. 23 cm. ISBN 0-912764-07-4 (The 
Arnold and Caroline Rose monograph 
series of the American Sociological 
Association) Bibliography: p. 61-67. 
[HT110.T87] 73-86462 2.75 (pbk.). 

i. Sociology, Urban. 2. Organizational 


research. 3. Social systems. I. Title. IL. 
Series. 
COPPA, Frank J. 301.36°3 


Cities in translation: from the ancient 
world to urban America. Edited by: Frank 
J. Coppa and Philip C. Dolce. Chicago, 
Nelson Hall [1974] ix, 291 p. illus. 24 cm. 


ISBN 0-911012-95-8 Bibliography: p. 274- 
291. [HT151.C635] 73-84778 12.50 

1. Cities and towns—Addresses, essays, 
lectures. 2. Cities and towns—United 
States—Addresses, essays, lectures. 1. 
Dolce, Philip C., joint author. IT. Title. 


HERBER, Lewis. 301.363 
The limits of the city [by] Murray 
Bookchin. New York, Harper & Row 
[1974] xi, 147 p. 19 cm. ISBN 0-06- 
136134-8 (Harper colophon books/CN 
1013) Includes bibliographical references. 
[HT151.H38 1974] 73-17852 2.75 (pbk.) 

1. Cities and towns. 2. Cities and towns— 
Growth. I. Title. 

Library binding 6.00; ISBN 0-06-091013-5. 


SCHWIRIAN, Kent P., 301.36°3 
comp. 

Comparative urban structure; studies in the 
ecology of cities [compiled by] Kent P. 
Schwirian. Lexington, Mass., Heath [1974] 
xiii, 603 p. illus. 25 cm. ISBN 0-669- 
82966-8 Includes bibliographies. 
[HT 151.8323] 73-7461 10.95 

i. Cities and towns-—Addresses, essays, 
lectures. 2. Human ecology——Addresses, 
essays, lectures. I. Title. 


GRIFFIN, Charles 
William, 1925- 
Taming the last frontier; a prescription for 
the urban crisis [by] C. W. Griffin, Jr. New 
York, Pitman Pub. Corp. [1974] xii, 260 p. 
22 em. Bibliography: p. 251-253. 

(HT123.G73] 73-77356 8.95 
1. Cities and towns-—United States. I. 
Title. 


ANDREWS, George 


301.36°3'0923 


301.36'3°09701 


F., 1918- 
Maya cities: placemaking and urbanization, 
by George Andrews. Norman, 


University of Oklahoma Press [1974] p. 
cm. ISBN 0-8061-1187-9 (The Civilization 
of the American Indian series, v. 131) 
Bibliography: p. [F1435.3A6A52] 73-19390 
20. 


1. Mayas—Architecture. 2. Cities and 
towns, Ruined, extinct, etc.—Mexico. 3. 
Cities and towns, Ruined, extinct, etc.— 
Central America. 4. Mexico—Antiquities. 
5. Central America—Antiquities. I. Title. 
I. Series. 

Prepared from C.I.P. 


COX, Frank D. 301.41 
Youth, marriage, and the seductive society 
[by] Frank D. Cox. [2d ed.] Dubuque, 
Iowa, W. C. Brown Co. [1974] xii, 168 p. 
23 cm. ISBN 0-697-06617-7 Includes 
bibliographical references. [HQ536.C76 
1974] 73-93665 2.95 (pbk.) 

1. Marriage—United States. 2. Youth— 
United States. I. Title. 


KOESTENBAUM, Peter, 
Existential sexuality; 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN 0-13-294934-2 
[HQ21.K68] 74-8385 7.95 

1. Sex. 2. Love. 3. Family. I. Title. 
Prepared from C.I.P. Pbk. 2.45, ISBN 0- 
13-294926-1 


SKOLNICK, Arlene S., 
comp. 

Intimacy, family, and society [compiled by] 
Arlene Skolnick [and] Jerome H. Skolnick. 
Boston, Little, Brown [1974] x, 598 p. 23 
cm. Includes bibliographies. [HQ734.5663] 
73-19029 6.95 (pbk.). 

1. Family—Addresses, essays, lectures. 2. 
Sex--Addresses, essays, lectures. 3. 
Interpersonal relations—Addresses, essays, 
lectures. IL Skolnick, Jerome H., joint 
comp. IT. Title. 


1928- 301.41 
choosing to love. 


1933- 301.41 
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FARRELL, Warren. bor 411 
Beyond masculinity; liberating men and 
their relationships with women. [lst ed.] 
New York, Random House [1974] p.-cm. 
ISBN 0-394-49024-X Bibliography for 
starting a child-care center”: p. 
[HQ1067.F37] 74-8045 8.95 

1. Men—Psychology. 2. Sex role. 3. Group 
rejations training. I. Title. 

Prepared from C.I.P. 


KAYE, Harvey E. 301.4171 
Male survival; masculinity without myth 
py Harvey E. Kaye. New York, Grosset 
Dunlap Publishers [1974] 213 p. 22 cm. 
ISBN 0-448-01306-1 [HQ1067.K38 1974] 
73-15129 8.95 
1. Men—Psychology. 2. Sex role. 3. 
Interpersonal relations. I. Title. ; 
BEAUVOIR, Simone de, 301.41°2 
1908- 
The second sex. Translated and edited by 
H. M. Parshley. New York, Vintage Books 
{1974, ¢1952] p. cm. ISBN 0-394-71227-7 
Reprint of the 1953 ed. published by 
Knopf, New York. Translation of Le 
deuxieme sexe. [HQ1208.B352 1974] 74- 
4241 2.95 (pbk.). 
1. Woman. I. Title. 
Prepared from C.I.P. 


GREGORY, John, 
1773. 

A father’s legacy to his daughters. With an 
introd. for the Garland ed. by Gina Luria. 
New York, Garland Pub., 1974. 6, x, 132 
p. 18 cm. ISBN 0-8240-0863-4 (The 
Feminist controversy in England, 1788- 
1810) Reprint of the 1774 ed. printed for 
W. Strahan, T. Cadell, W. Creech, London. 
([HQ1229.G8 1974] 73-22031 22.00 

J. Young women. I. Title. IT. Series. 


MONTAGU, Ashley, 1905- 301.41°2 
The natural superiority of women. [3d ed.] 
New York, Collier Books [1974] p. ISBN 
0-02-096080-8 Includes bibliographical 
references. [HQ1206.M65 1974] 73-8087 
1.95 (pbk). : 

1. Woman. I. Title. 

Prepared from C.I.P. 


ROWBOTHAM, Sheila. 301.41°2 
Woman's consciousness, man’s world. 
Harmondsworth, Penguin, 1973, [i.e. 1974] 
xvi, 136 p. 19 cm. ISBN 0-14-021717-7 
(Pelican books) Includes index. 
Bibliography: p. 127-131. [HQ1154.R768] 
74-164441 

I. Women’s liberation movement. 2. Great 
Bye eee conditions. 3. Socialism. I. 

ytle. 


1724- 301.412 


Distributed by Penguin, Baltimore; 1.95 
(pbk.). 
WOLLSTONECRAFT, Mary, 301.41°2 


1759-1797. 

Posthumous works. Edited by William 
Godwin. With an introd. for the Garland 
ed. by Gina Luria. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-0889-8 
(The Feminist controversy in England, 
1788-1810) Reprint of the 1798 ed. printed 
for J. Jonnson and G. G. and J. Robinson, 
London. Bibliography: p. ([PR5841.W8A6 
1974] 73-22073 22.00 

J.’ Woman—Social and moral question. 2. 
Woman—Rights of women. I Title. I. 
Series. 

Prepared from C.I.P. Set of four volumes, 
88.00. 


WOLLSTONECRAFT, Mary, 
1759-1797. 

Thoughts on the education of daughters: 

with reflections on female conduct, in the 

more important duties of life. With an 


301.412 
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roe 
introd. for thè Garland ed. by Gina Luria. 
New York, Garland Pub., 1974. p. cm. 
ISBN = 0-8240-0890-1 (The Feminist 
controversy in England, 1788-1810) 
Reprint of-the 1787 ed. printed for J. 
Johnson, London. Bibliography: p. 
[HQ1229.W85 1974] 74-8251 22.00 

1. Women—Social and moral questions. 2. 
Young women. I. Title. IT. Series. 
Prepared from C.I.P. 


` 


CLOUGH, Emma 301.41°2°0924 B 
Rauschenbusch. 
A study of Mary Wollstonecraft and the 
tights of women. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. Reprint of the 
1898 ed. published by Longmans, Green, 
London and New York. [PR5841.W8Z65 
1974] 74-9555 30.00 
1. Wollstonecraft, Mary, 1759-1797. 2. 
Woman—Rights of women. 3. Woman— 
Social and moral questions. I. Title. 
Prepared from C.I.P. 


PENNELL, 301.41°2°0924 B 
Elizabeth Robins, 1855-1936. 

Mary Wollstonecraft Godwin. (Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. Reprint of the 1885 ed. published by 

W. A. Allen, London, in the Eminent 

women series. [PR5841.W8Z77 1974] 74- 

10773 17.50 

1. Wollstonecraft, Mary, 1759-1797. I. 

Series: Eminent women series. 

Prepared from C.I.P. 


DONALDSON, James, 
Sir, 1831-1915. 

Woman: her position and influence in 
ancient Greece and Rome, and among the 
early Christians. New York, Gordon Press, 
1973. 277 p. 24 om. ISBN 0-87968-065-2 
Reprint of the 1907 ed. published by 
Longmans, Green, London. Bibliography: 
p, son ([HQ1127.D7 1973] 73-8275 
2.9 

1. Women—History and conditions-—To 
500. 2. Women in Greece. 3. Women in 
Rome. I. Title. | 


301.4120938 


HAYS, Mary, 301.41°2°0942 
17590r60- 1843. 
Appeal to the men of Great Britain in 
behalf of women. With an introd. for the 
Garland ed. by Gina Luria. New York, 
Garland Pub., 1974. p. cm. ISBN 0-8240- 
0868-5 (The Feminist controversy in 
England, 1788-1810) Reprint of the 1798 
ed. printed for J. Johnson, London. 
Bibliography: p. [HQ1596.H4 1974] 74- 
8547 22.00 
1. Women’s rights—Great Britain. I. Title. 
I. Series. 
- Prepared from C.I.P. 


POLWHELE, Richard, 

1760-1838. 

The unsex’d females; a poem [by] Richard 
Polwhele. The female advocate; or, An 
attempt to recover the rights of women 
from male usurpation [by] Mary Ann 
Radcliffe. With introductions for the 
Garland ed. by Gina Luria. New York, 
Garland Pub., 1974. p. cm. ISBN 0-8240- 
0875-8 (The feminist controversy in 
England, 1788-1810) Contains reprints of 
the 1798 ed. of Polwhele’s work published 
by Cadell and Davies, London and of the 
ed. of Radcliffe’s work published as part of 
her The memoirs of Mary Ann Radcliffe. 
[HQ1596.P64] 74-8766 22.00 

- Women’s rights—Great Britain. I. 
Radcliffe, Mary Ann. The female advocate. 
1974. If Title. HI. Title: The female 
advocate. IV. Series. 

Prepared from C.I.P. 


301,41°2°0942 
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VICINUS, Martha 301.4120942 
Suffer and be stil; woman in the Victorian 
age. Ed. by Martha Vicinus. Bloomington, 
Indiana University Press [1973] xv 239 p. 
illus. 24 cm. ISBN 0-253-20168-3 (A 
midland book) Bibliography: p. 207-232. 
[HQ1596.V5 1973] 71-184524 2.95 (pbk.) 

1. Woman in Great Britian. 2. Woman— 
History and condition of woman. I. Title. 


STEIN, Leon, 
1912- comp. 
Fragments of autobiograpay. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
06096-1 (Women in America: from 
colonial times to the 20th century) Reprint 
of autobiographical pieces published 1832- 
1938. [HQ1412.8S73] 74-3982 23.00 
i. Women in the United States— 
Biography. I. Title. If. Series. 
Prepared from C.I.P. 


STEIN, Leon, 
1912- comp. 

Lives to remember. New York, Arno 

Press, 1974. p. cm. ISBN 0-405-06109-9 

(Women in America: from colonial times 

to the 20th century) [HQ1412.874] 74- 

3984 23.00 

1. Women in the United States— 

Biography. I. Title. If. Series. 

Prepared from C.I.P. Contents omitted. 


301.41’2°0973 B 


301.41°2’0973 B 


GAGNON, John H., 301.41°7973 
comp. 

The sexual scene. Edited by John H. 
Gagnon/William Simon. 2d ed. New 
Brunswick, N.J., Transaction Bocks; 
distributed by Dutton [New York, c1973] 
293 p. 22 cm. ISBN  0-87855-043-8 
(Transaction/Society book series, TA/S-5) 
Originally appeared in transaction/Sociaty 
magazine; supplemented in some cases by 
additional material. Includes bibliographies. 
[HQ18.U5G34 1973] 72-87668 9.95 

1. Sex customs—United States—Addresses, 
essays, lectures. I. Simon, William, 1930- 
Joint comp. IL. Title. 


HUNT, Morton M,, 
1920- 

Sexual behavior in the 1970s. [ist ed. 

Chicago] Playboy Press [1974] xiii, 395 p. 

24 cm. ISBN 0-87223-393-6 Bibliography: 

p- [379]-388. [HQ18.U5H84] 73-91653 

10.95 


301.41°7973 


I. Sex customs—United States. I. Title. 


REUBEN, David R. 301.42°8 
How to get more out of sex—than you 
ever thought you could, by David Reuben. 
New York, D. McKay Co. 71974] xv, 299 
p. 22 cm. ISBN 0-679-50462-1 
Bibliography: p. 273-285. [HQ31.R44] 73- 
93294 7.95 

I. Sex. 2. Sex customs. 3. Sexual ethics. I. 
Title. 


AUGSBURGER, David W. 301.42 
Cherishable: love and marriage [by] David 
W. Augsburber. Scottdale, Pa., Herald 
Press, [1973, c1971] 159 p., 22 cm. ISBN 


0-8361-1707-7 [HQ734.A8] 71-171536 
4.95 

I. Love. 2. Marriage. I. Title. 
HANAGHAN, Jonathan, 1887- 301.42 


1967. 

The courage to be married. With a pref. by 
Ludovic Kennedy. Compiled and edited by 
Brendan McCann. St. Meinrad, Ind., 
Abbey Press, 1974 [c1973] xi, 133 p. 21 
em. ISBN  0-87029-020-7 (A Priority 
edition) [HQ734.H2596 1973] 73-94166 
2.95 (pbk.) 

i. Marriage. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


*KUHN, Jerold R. 301.42 

Marriage counseling: fact or fallacy? 

Hollywood, Calif., Newcastle Publishing 

Co. [1973] 146 p. 22 cm. ISBN 0-87877- 

022-4 (A Newcastle self-enrichment book) 

ite aes p. 142-146. [HQ10] 2.95 
bk. 


1. Marriage counseling. f. Title. 


WEBB, Elizabeth J. 301.42 
The teen-ager & his family [by] Elizabeth 
J. Webb. West Haven, Conn., Pendulum 
Press [1973] 58 p. illus. 21 cm. ISBN 0- 
88301-116-6 (The Consumer education 
series) Bibliography: p. 58. Discusses such 
aspects of family life as marriage, children, 
changing attitudes about family, budgeting, 
death and funeral arrangements, and the 
cycle of life. [HQ535.W43] 73-83976 1.25 
(pbk.) 


l. Family—United States. 2. Youth— 
United States. I. Title. Hf. Series: The 
Consumer education series (West Haven, 
Conn.) 
GEISMAR, Ludwig 301.42’09749°32 
L. 
555 families; a social-psychological study 
of young families in transition [by] Ludwig 
L. Geismar New Brunswick, N.J., 
Transaction Books; distributed by Dutton 
[New York, c1973] xii, 267 p. 24 cm. 
ISBN 0-87855-044-5 (Urban studies series 
[no. 5]} Includes bibliographical references. 
[HQ540.G44] 72-82196 9.75 
i. Family—Newark, N.J. 2. Family life 
surveys. I. Title. II. Series: Urban studies 
series (New Brunswick, N.J.) no. 5. 


BILLINGSLEY, Andrew. 301.42’1 
Black families and the struggle for survival. 
Study questions and guide by Robert O. 
Dulin, Jr. and Edward L. Foggs.. New 
York, Friendship Press [1974] p. cm. 
ISBN 0-377-00001-9 ”Published for the 
Committee on Ministries with Black 
Families of the Black Christian Education 
Project of the National Council of 
Churches.” [E185.86.B49] 74-9839 1.95 
({pbk.). 

1. Negro tamilies—United States. I. Title. 
Prepared from C.I.P. 


COMMUNICATION, conflict, 301.427 
and marriage [by] Harold L. Raush [and 
others. Ist ed.] San Francisco, Jossey-Bass, 
1974. xii, 250 p. 24 cm. ISBN 0-87589- 
210-8 (The Jossey-Bass behavioral science 
series) Bibliography: p. 235-245. 
[HQ734.C64} 73-18506 10.75 

1. Marriage. 2. Interpersonal relations. I. 
Raush, Harold L. 


FABER, Adele. 301.42°7 
Liberated parents/liberated children [by] 
Adele Faber [and] Elaine Mazlish. New 
York, Grosset & Dunlap [1974] 238 ‘p. 22 
cm. ISBN 0-448-01309-6 [HQ769.F2] 73- 
11399 7.95 

l. Children—Management. 2. Parent and 
child. I. Mazlish, Elaine, joint author. Hs 
Title. - 


MILLER, Ann, 1939- 301.42°7 
OF course I love you, but ... [by] Ann and 
Charles Miller. Philadelphia, Fortress Press 
[1974] 70, [2] p. 26 cm. ISBN 0-8006- 
5077-8 (Center enrichment books) 
Bibliography: p. [72] [HQi0.M55] 73- 
$9084 2.95 (pbk.) 

1. Marriage counseling. 2. Interpersonal 
relations. I. Miller, Charles, 1230- joint 
author. II. Title. 


PECK, Ellen, 1942- comp. 301.427 
Pronatalism: the myth of mom and apple 
pie [compiled by} Ellen Peck and Judith 
Senderowitz. New York, Crowell [1974] 


JULY 31,1974 


p. cm. ISBN 0-690-00498-2 Includes 
bibliographical references. [HQ536.P4] 74- 
6087 2.95 (pbk.) 

L Childlessness—United States— 
Addresses, essays, lectures. I. Senderowitz, 
Judith, joint comp. Il. Title. 
Prepared from C.I.P. 
HOLT: John Caldwell, 301.4715 
Escape from childhood [by] John Holt. 
[ist ed.] New York, E. P. Dutton, 1974. 
p- [HQ769.H725] 73-18060 7.95 

1. Child study. 2. Children—Management. 
3. Youth. I. Title. 

Prepared from C.LP. 


BUCKLEY, Joseph C. 301.435 
The Retirement handbook. 5th. ed. rev. by 
Henry Schmidt. New York, Barnes & 
Noble [1974, cl1973] 363 p. 21 cm. ISBN 
0-06-463366-7 Includes bibliographical 
references. [HQ1064.U5B8 1974] 73-10767 
2.50 (pbk.) 

1. Retirement. I. Schmidt, Henry, 1910- 
ed. IT. Title. 


HUYCK, Margaret Hellie. 301.435 
Growing older; things you need to know 
about aging. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-13- 
367771-0 (Human development books) (A 
Spectrum book) Bibliography: p. 
[HQ1064.U5H88] 74-8061 6.95 

1. Aging. 2. Middle age. 3. Old age: I. 
Title. 

Prepared from C.I.P. Pbk. 2.65, ISBN 0- 
13-367763-X. 


OTTE, Elmer. 301.435 

Retirement rehearsal guidebook; a helpful 

planning guide for the retirement task you 

must do for yourself. Rev., updated ed. 

peepee Pictorial, inc. [1974] x, 160 p. 
Bibliography: p. 146-160. 

(Hq106, U5085 1974] 43. 94139 

1. Retirement. I. Title. 


GENTRY, Winalee. 301.4350924 
Wait Gabriel wait. Foreword by Charles H. 
Percy. Waterville, Ohio Products Corp. 
[1974, c1973] 225 p. illus. 22 cm. At head 
of title: The amusing true story of a senior 
citizen who proved life could be fun and 
kept saying... [CT275.G358A34] 73-92308 


I. Gentry, Winalee. 2. Baldwin, Harriet 
Cole. I. Title. 


COTTRELL, William 
Frederick, 1903- 
Aging and the aged [by] Fred Cogs 

Dubuque, Iowa, W. C, Brown Co. [197 
viii, 72 p. 24 cm. ISBN 0-697- A 
(Elements of sociology) Includes 
bibliographies. [HQ1064.U5C623] 73- 
90673 1.25 (pbk.) 

1. Aged—United States. 2. Aging. 3. Old 
age. I. Title. 


FALLERS, Lioyd A. 301.44°096 
Inequality; social stratification reconsidered 
[by] Lloyd A. Fallers. Chicago, University 
of Chicago Press [1973, i.e.1974] xi, 330 p. 
illus. 23 cm. 0-226-23684-6 
Bibliography: p. 315-326. [HM146.F3] 73- 
78665 12.50 

1. Equality. 2. Social classes—Africa. I. 
Title. 


HAMPDEN-TURNER, Charles. 301.441 

From poverty to dignity; a strategy for 
poor Americans. [lst ed.) Garden City, 
N.Y., Anchor Press, 1974. xii, 300 p. 22 
cm. ISBN 0-385-03725-2 Bibliography: p. 
[273]-287. [HN90.C6H34] 73-10806 8.95 

i. Community development—United 
States. 2. Social action. 3. Economic 


301.43°5°0973 


assistance, Domestic—United States. 4. 
Poor—United States. I. Title. 


MILLAR, Jayne C. 301.4471 
Focusing on global poverty and 
development; a resource book for 
educators [by] Jayne C. Millar. 
[Washington] Overseas Development 
Council, 1974 [c1973] ii, 630 p. 28 cm. 
Section 3, Readings on global poverty and 
development”: p. 219-579. Bibliography: p. 
615-625. [HC79.P6MS55] 73-91358 12.00 

I. Poverty—Study and teaching. 2. 
Underdeveloped areas—Study and 
teaching. 3. Economic development— 
Study and teaching. I. Overseas 
Development Council. I. Title. 


ROBY, Pamela A., comp. 301.441 
The poverty establishment. Pamela Roby, 
editor. Englewood Cliffs, N.J., Prentice- 
Hall [1974] p. cm. ISBN 0-13-693705-5 
(American establishment series) Includes 
bibliographical references. [HC110.P6R63] 
74-7422 7.95 

1. Poor—United States—Addresses, essays, 
lectures. 2. Poverty—Addresses, essays, 
lectures. 3. Economic assistance, 
Domestic—United States—Addresses, 
essays, lectures. I. Title. 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
13-693697-0. 


MITFORD, Nancy, 1904- 301.44°2 
ed. 
Noblesse oblige; an enquiry into the 


identifiable characteristics of the english 
aristocracy. Introd. by Russell Lynes. 
Westport, Conn., Greenwood Press [1974, 
c1956] p. cm. ISBN  0-8371-7387-6 
Reprint of the ed. published by Harper, 
New York. [PE1449.M5 1974] 74-1516 
9.00 

I. English language—Usage. 2. Speech and 
social status. 3. Great Britain—Nobility. I. 
Title. 

Prepared from C.I.P. 


HORLICK, Allan 
Stanley, 1941- 
Country boys and merchant princes; the 
social control of young men in New York. 
Lewisburg [Pa.] Bucknell University Press 
[1974] p. cm. ISBN  0-8387-1361-0 
Bibliography: p. [HF3163.N7H66] 73-2887 

15.00 


301.44742’097471 


1. Merchants—New York (City)—History. 
2. Occupational mobility—New York 
(City)—History. 3. New York (City)— 
Social conditions. I. Title. 

Prepared from C.I.P. 


MACMUNN, George 
Fletcher, Sir, 1869-1952. 
Slavery through the ages. [East Ardsley, 
Eng.] EP Publishing; [Totowa, N.J.] 
Rowman & Littlefield [1974] xv, 278 p. 
illus. 22 cm. ISBN  0-85409-946-8 
[HT861.M25 1974] 74-165114 12.00 
i.  Slavery—History. 2. Slave-trade— 
History. L Title. 


301.44’93’09 


MAY, Julian. 301.44°93’0924 B 
Sojourner Truth: freedom-fighter. 


Illustrated by Phero Thomas. Mankato, 
Minn., Creative Educational Society; 
distributed exclusively by Childrens Press, 
Chicago, c1973. [39] p. illus. 24 cm. ISBN 
0-87191-228-7 (Personal close-up books) A 
brief biography of the northern slave who 
became the first black woman to give anti- 
slavery lectures in the United States. 
aoe 92 74-166235 4.95 (lib. 
bdg. 

I. Truth, Sojourner, d. 1883—Juvenile 
literature. I. Thomas, Phero, illus. If. Title. 
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HIMES, Joseph S. « 361450973 
Racial and ethnic relations [by] Joseph S. 
Himes. Dubuque, Iowa, W. C. Brown Co. 
[1974] x, 61 p. 24 cm. ISBN 0-697-07516- 


8 (Elements of sociology) Includes 
bibliographies. [E£184.A1H53] 73-88618 
1.25 (pbk.}. 


1. Minorities—United States. I. Title. 


THE Social reality of 301.45°0973 
ethnic America. Edited and with 
introductions by Rudolph Gomez, general 
editor [and others] Lexington, Mass., D. C. 
Heath [1974] xx, 412 p. 24 cm. ISBN 0- 
669-84111-0 Includes bibliographical 
oo [E184.A1S67}] 73-10653 6.95 
bk. 
1. Minorities—United States—Addresses, 
essays, lectures. I. Gomez, Rudolph, comp. 


ETHNICITY and nation- 301.45°1°042 
building: comparative, international, and 
historical perspectives. Edited by Wéndell 
Bell and Waiter E. Freeman. Beverly Hills, 
[Calif.] Sage Publications [1974] 400 p. 
illus. 24 cm. ISBN 0-8039-0173-9 ”Result 
of the twelfth annual convention of the 


International Studies Association which 
was held March 17-20, 1970, 1970, in San 
Juan, Puerto Rico.” Includes 
bibliographies. [HT1505.E8] 72-84045 
17.50 

L Race 


problems—Congresses. 2. 
Ethnocentrism—Congresses. 3 
Nationalism—Congresses. I. Bell, Wendell, 
ed. II, Freeman, Walter E, ed. HI 
International Studies Association. 


LIPSCOMB, J. 301.45°1042°096762 
F. 


White Africans, by J. F. Lipscomb. With 
an introd. by Elspeth Huxley. Westport, 
Conn, Greenwood Press [1974] p. cm. 
ISBN 0-8371-7469-4 Reprint of the 1955 
ed. published by Faber and Faber, London. 
[DT433.542.L56 1974] 74-3746 9.50 

1. Kenya—Race question. 2. Agriculture— 
Kenya. 3. Kenya—Economic conditions. 4. 
Kenya—History. I. Title. 

Prepared from C.I.P. 


WATSON, Peter, comp. 301.45°1°042 
Psychology and race. With a foreword by 
M. Brewster Smith. Chicago, Aldine Pub. 
Co. [1974, c1973] 491 p. 22 cm. ISBN 0- 
202-25114-4 Includes bibliographies. 
([BF575.P9W37 1974] 73-89512 12.50 

1. Prejudice and antipathies. 2. Race 
awareness. 3. Negroes—Psychology. 4. 
Minorities—Psychology. I. Title. 


301.45717091732 
ethnicity, edited by Abner Cohen. London, 
New York, Tavistock Publications 
[Distributed in the USA by Harper & Row .- 
Publishers, Barnes & Noble Import 
Division, 1974] xxiv, 391 p. illus. 23 cm. 
ISBN 0-422-74080-2 (A.S.A. monographs, 
12) "Derives from material presented at a 
conference on urban ethnicity, sponsored 
by the Association of Social 
Anthropologists of the Commonwealth, 
held in London, 31 March to 3 April 
1971.” Includes bibliographies. 
[GN505.U72] 74-165226 16.00 

i. Urban anthropology—Congresses. 2. 


Minorities—Congresses. 3 Ethnic 
attitudes— Congresses. L Cohen, Abner, 
ed. i. . ciation of Social 


Anthro Z of f Commonwealth. TI. 
Title. j 


PORTA A 301.451924 

Orp y . Tr. from 
Freie ee td. New York, 
Schoek RA 65] ix, 340 p, 


2l c 
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p. [300]!327., [D5145.P4613] 65-10228 
3.95 (pbk.) : 
1. Antisemitism. I. Title. 


SKLARE, Marshall, 
1921- comp. 
The Jewish community in America, edited, 
with introductions and notes, by Marshall 
Sklare. New York, Behrman House [1974] 
p. cm. ISBN 0-87441-204-8 (Library of 
Jewish studies) Bibliography: p. 
{E184.J5S5478] 74-8678 12.50 
1. Jews in the United States—Political and 
social — conditions—Addresses, essays, 
lectures. 2. Jews in the United States— 
Politics and government. 3. Judaism— 
United States. 4. Jews in the United 
States—Education. I. Title. 
Prepared from C.I.P. 


THOMPSON, Daniel 
Calbert. 
Sociology of the Black experience [by] 
Daniel C. Thompson. Westport, Conn., 
Greenwood Press [1974] p. cm. ISBN 0- 
8371-7336-1 (Contributions in sociology, 
no. 14) Bibliography: p. [E185.86.T44] 73- 
20974 12.50 
1. Negroes—Social conditions. 2. Negro 
families. 3. Negroes—Civil rights. I. Title. 
Prepared from C.I.P. 


301.45°19°24073 


301.45°19°6073 


COSER, Lewis A., 1913- 301.5 
Greedy institutions; patterns of undivided 
commitment [by] Lewis A. Coser. New 
York, Free Press [c1974] ix, 166 p. 22 cm. 
Includes bibliographical references. 
(HM 131.C7477] 73-10571 7.95 

i. Social institutions. 2. Commitment 
(Psychology) 3. Affiliation (Psychology) 4. 
Power (Social sciences) I. Title. 


COUNCIL on Economic 
Priorities. 

Guide to corporations; a social perspective. 
Researched and written by Joe Zalkind 
[and others] Edited by Stephen Moody 
[and] Lee Stephenson. [ist ed.] Chicago, 
Swallow Press [1974] iii, 393 p. illus. 23 
cm. ISBN 0-8040-0330-0 [HD60.5.U5C7 
1974] 73-13212 4.95 (pbk.) 

L Industry—Social aspects—United 
States—Case studies. 2. Corporations— 
United States—Case studies. I. Zalkind, 
Joe. Il. Title. 


EVANS, William D., comp. 301.5°5 
Business and society 74-75: text, readings, 
and cases. Edited and introduced by 
William D. Evans [and] Robert A. Wagley. 
Morristown, N.J., General Learning Press 
[1974] xiv, 363 p. illus. 28 cm. Includes 
bibliographical references. 
(HD60.5.U5E85] 73-93684 10.00 

i. Industry—Social _ aspects—United 
States-—Addresses, essays, lectures. 2. 
Industry-—Social aspects—United States— 
Case studies. I. Wagley, Robert A., joint 
comp. If. Title. 


FALLON, Keith, comp. 


301.5°5 


301.5°5 


You've been working too hard, so I 


brought you this book. (Hollywood, Calif.] 
Stanyan Books [c1973] 60 p. illus. 20 cm. 
ISBN 0-394-48594-7 (Stanyan books, 51) 
[HD4902.F3] 73-8008 3.00 

1. Work—Quotations, maxims, etc. I. Title. 


*MAN and the future of 301.575 
organizations, ed. by Carl A. Bramlette, Jr. 
and Michael H. Mescon. [Atlanta] Georgia 
State Univ. [1973] 57 p. 22 cm. (Franklin 
Foundation lecture series, v. 2) [HD6971.] 
72-619550 3.75 (pbk.) 

i. Industrial sociology—Addresses, essays, 
lectures. I Bramlette, Carl A, ed. HI. 
Mescon, Michael H., ed. 
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BOWMAN, Lewis, 1929- 301.592 
comp. 

Political behavior and public opinion; 
comparative analyses [edited by] Lewis 
Bowman and G. R. Boynton. Englewood 
Cliffs, N.J., Prentice-Hall [1974] viii, 499 
p. illus. 28 cm. ISBN 0-13-685065-0 
Includes bibliographical references, 
[JA76.B69] 73-1921 8.95 (pbk.) 

i. Political sociology—Addresses, essays, 
lectures. 2. Political participation— 
Addresses, essays, lectures. 3. Public 
opinion—Addresses, essays, lectures. 4. 
Voting—Addresses, essays, lectures. I. 
Boynton, George Robert, 1935- joint 
comp. IT. Title. 


BURLING, Robbins. 301.592 
The passage of power; studies in political 
succession. [New York] Academic Press, 
1974. p. cm. ISBN 0-12-811650-1 (Studies 
in anthropology) Includes bibliographical 
references. [JF285.B87] 73-5319 11.50 

l. Kings and rulers—Succession. 2. 
Government, Primitive. 3. Power (Social 
sciences) L Title. 

Prepared from C.I.P. 


BRITISH Sociological 
Association. 
Deviance and social control, edited by 
Paul Rock and Mary Mcintosh. [London] 
Tavistock Publications [1974] xii, 322 p. 
illus. 23 cm. ISBN 0-422-74260-0 
(Explorations in sociology, no. 3) A 
selection of the papers presented at the 
annual conference of the British 
Sociological Association held at London 
University in Apr. 1971. Distributed in the 
U.S.A. by Harper & Row Publishers, 
Barnes & Noble Import Division. Includes 
bibliographies. [HM291.B735 1974] 74- 
165165 17.50 
1. Deviant behavior—Addresses, essays, 
lectures. 2. Crime and criminals—Great 
Britain—Addresses, essays, lectures. 3. 
Social control—Addresses, essays, lectures. 
I Rock, Paul Eliott, ed. II, Mcintosh, 
Mary, 1936- ed. HI. Title. 
Pbk., 7.50, ISBN 0-422-75620-2. 


SELBY, Henry A. 301.52 
Zapotec deviance; the convergence of folk 
and modern sociology, by Eenry A. Selby. 
Foreword by Howard S. Becker. Austin, 
University of Texas Press [1974] p. cm. 
ISBN 0-292-79800-8 Bibliography: p. 
[F1221.Z3844] 73-22480 8.50 

i. Zapotec Indians. 2. Deviant behavior. 3. 
Oaxaca, Mexico (State)—Social conditions. 
I. Title. 

Prepared from C.I.P. 


301.62 


WEINBERG, Samuel Kirson, 301.6’2 
1912- 

Deviant behavior and social control [by] S. 
Kirson Weinberg. Dubuque. Iowa, W. C. 
Brown Co. [1974] vii, 79 p. 24 cm. ISBN 
0-697-07529-X (Elements of sociology) 
Includes bibliographies. [HM291.W3] 73- 
92720 1.50 (pbk.) 

1. Deviant behavior. I. Title. 


CLUTTERBUCK, Richard L. 301.6733 
Protest and the urban guerrilla [by] 
Richard Clutterbuck. New York, Abelard- 
Schuman [1974] p. cm. ISBN 0-200- 
04019-7 Includes bibliographical 
references. [JC328.C55] 73-18543 7.95 

i. Violence. 2. Terrorism. 3. Guerilla 
warfare. I. Title. 

Prepared from C.I.P. 


HAGOPIAN, Mark N. 301.6333 
The phenomenon of revolution [by] Mark 
N. Hagopian. New York, Dodd, Mead, 
1974. xiii, 402 p. illus. 23 cm. ISBN 0-356- 


AMERICAN BOOK PUBLISHING RECORD 


06938-X Bibliography: p. [389]-394. 
[HM281.H24] 73-21167 6.96 (pbk.). 
1. Revolutions. I. Title. 


*KURTZ, Paul, comp. 309.104 
The humanist alternative; some definitions 
of humanism, ed. by Paul Kurtz. London, 
Pemberton Books, Buffalo, N.Y., 
Prometheus Books, [1973] 190 p. 23 em. 
ISBN 0-87975-013-8 [CB428] 8.95 


1. Civilization, Modern, 1950- 2. 
Humanistic ethics. I. Title. 
DUNBABIN, J. P. D. 309.142708 


Rural discontent in nineteenth century 
Britain [by] J. P. D. Dunbabin. New York, 
Holmes & Meier [1974] p. cm. ISBN 0- 
8419-0146-5 Includes bibliographical 
references. [HN389.D75] 74-8929 20.00 

1. Great Britain—Rural conditions—— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. 


CONFERENCE on 309.1°52’032 
Taisho Japan, Quail Roost, N.C., 1970. 


Japan in crisis; essays on Taisho 
democracy. Edited by Bernard S&S. 
Silberman and H. D. Harootunian. 


Contributors: Gail- Bernstein [and others] 
Princeton, N.J., Princeton University Press 


[1974] cm. Includes bibliographical 
references. [DS886.C66 1970] 73-16773 
17.50 


1. Japan—RHistory—Taisho period, 1912- 
1926—Congresses. I. Silberman, Bernard 
S., 1930- ed. Il, Haroctuman, Hary D., 
1929- ed. TII. Bernstein, Gail. IV. Title. 
Prepared from C.I.P. 


EIBLING, Harold H. 309.1°73 
Foundations of freedom: United States 
history to 1877 [by] Harold H. Eibling, 
Carlton Jackson [and] Vito Perrone. River 
Forest, Ill., Laidlaw Brothers [1973] 576 p. 
illus. 24 cm. Bibliography: p. 520-521. A 
textbook tracing the history of the United 
States from the early Indian settlements 
through the period following the Civil War. 
[E178.1.E38] 74-159861 

1. United States—History—Colonial 
period, ca. 1600-1775—Juvenile literature. 
2. United States—History—Revolution, 
1775-1783—Juvenile literature. 3. United 
States—History—1783-16865—Juvenile 
literature. I. Jackson, Carlton, joint author. 
IT. Perrone, Vito, joint author. II]. Title. 


HARRIS, Fred R., 1930- 
comp. 

Social science and national policy. Edited 
by Fred R. Harris. 2d ed. New Brunswick, 
N.J., Transaction Books; distributed by 
Dutton [c1973] 268 p. 21 cm. ISBN 0- 
87855-051-8 (Transaction/Society book 
series, TA/S-10) Most of the essays 
originally appeared in Transaction/Society 
magazine. Includes bibliographical 
references. [H53.U5H35 1973} 72-87663 
7.95 

i. Social sciences and  state—United 
States—Addresses, essays, lectures. I. 
Trans-action. IT. Society. HI. Title. 


RAINWATER, Lee, 


309.1°73 


309.1°73’092 


comp. 
Social problems and public policy: 
inequality and justice. Chicago, Aldine 


Pub. Co. [1974] viii, 456 p. illus. 25 cm. 


ISBN 0-202-32046-6 Includes 
ribliographies. [HN65.R35] 73-75708 
15.00 


1. United States—Social conditions—1960- 
—Addresses, essays, lectures. 2. Equality— 
Addresses, essays, lectures. I. Title. If. 
Title: Inequality and justice. eè 
Pbk. 5.75; ISBN 0-202-30247-4. 





JULY 31,1974 


*“SHUMWAY, George. 309°.1748 
Charrette at York, Pa. April 1970 [York, 

Pa.] [George Shumway Publisher] [1973] 
239 p. illus., 22 cm. ISBN 0-87387-040-9 
Bibliography: p. 239. [HN79] 78-142598 
.00. 


1. Social surveys—Congresses—York, Pa. 
T. Title. 


GAZAWAY, Rena. 309.1769 
The longest mile. Baltimore, Penguin 
[1974, c1969] 348 p. 19 cm. ISBN 0-14- 
003814-0. Bibliography: [p. 346]-348. 
(HN79.A13G39] 2.25 (pbk.) 

i. Appalachian region—Social conditions. 
2. Family—Appalachian region. I. Title. 
ae card number for hardbound ed.: 69- 

177. 


BENTON, William, 
1900- 

The voice of Latin America. Westport, 

Conn., Greenwood Press [1974, c1961] p. 

ISBN 0-8371-7393-0 Reprint of the ed. 

published by Harper, New York. 

Bibliography: p. [F1414.2.B38 1974] 74- 

1553 11.25 

d. Latin America—Social conditions— 

1945- 2. Latin America—Politics—1948- I. 

Title. 

Prepared from C.I.P. 


309.1°8’003 


CHILCOTE, Ronald H. 309.1°8’003 
Latin America: the struggle with 
dependency and beyond. Edited by Ronald 
H. Chilcote and Joel C. Edelstein. 
Cambridge, Mass.] Schenkman Pub. Co.; 
distributed by Halsted Press, New York, 
1974] p. cm. ISBN 0-470-15555-8 (States 
and societies of the Third World) 
[HC125.C488] 74-8393 22.50 

1. Latin America—Economic conditions— 
1945- —Addresses, essays, lectures. 2. 
Latin America--Social conditions-—1945- 
—Addresses, essays, lectures. I. Edelstein, 
Joel C., joint author. H. Title. 

Prepared from C.I.P. Pbk. 9.50; ISBN 0- 
470-15556-6. 


FINNEY, Ben R. 309.1°96’211 
Polynesian peasants and proletarians [by] 
Ben R. Finney. Cambridge, Mass., 
Schenkman Pub. Co.; [distributed by 
General Learning Press, Morristown, N.J., 
c1973] 147 p. illus. 24 cm. Based on the 
author’s thesis, Harvard University, 1964. 
Bibliography: p. 142-145. [HC687.T3F55} 
72-97187 4.25 (ptk.) 

1. Tahiti—Economic — conditions--Case 
Studies. 2. Tahiti—Social conditions—Case 
studies. I. Title. 


LIVINGSTONE, John 
Leslie, comp. 

Accounting for social goals: budgeting and 
analysis of nonmarket projects [by] John 
Leslie Livingstone [and] Sanford C. Gunn. 
New York, Harper & Row [1974] viii, 407 
p. illus. 25 cm. ISBN 0-06-044006-6 
Includes bibliographies. [HF5657.L53] 73- 
6234 11.95 

I, Acceunting—Soctal aspects--Addresses, 
essays, lectures. 2. Evaluation research 
(Social action _ programs)—Addresses, 
essays, lectures. 3. Cost effectiveness— 


309.2712 


Addresses, essays, lectures. I. Gunn, 
Sanford C., joint comp. II. Title. 
THE New Haven 309.2°5'097468 


laboratory; a testbed for planning [by] 
David Birch fand others] Lexington, Mass., 
Lexington Books [1974] p. ISBN 0-669- 
93658-8 [HT394.N47N48] 74-5091 14.50 
1. Regional  planning—New Haven 
metropolitan area—Mathematical models. 
I. Birch, David L. 

Prepared from C.LP. 


WILSON, Alan 
Geoffrey. 

Urban and regional models in geography 
and planning [by] A. G. Wilson. London, 
New York, Wiley, 1974. xiv, 418 p. ill. 24 
cm. ISBN 0-471-95197-8 “A Wiley- 
Interscience publication.” Includes 
bibliographies and index. [HT166.W566] 
73-8200 24.50 

FA Cities and towns—Planning— 
Mathematical] model. 2. Regional 
planning—Mathematical models. I. Title. 


FRONTIERS of 309.262’0973 
Planned unit development: a synthesis of 
expert opinion. Edited by Robert W. 
Burchell. New Brunswick, N.J., Center for 
Urban Policy Research [c1973] 329 p. 24 
cm. “Papers, critiques and discussions of a 
conference on planned unit development 
sponsored by Rutgers University, Center 
for Urban Policy Research on June 4, 
1974.” Includes bibliographical references. 
[HT 167.F76] 74-164336 

1. Cities and towns—Planning—United 
States—Congresses. 2. Zoning—United 
States—Congresses. I. Burchell, Robert W., 
ed. II. Rutgers University, New Brunswick, 
N.J., Center for Urban Policy Research. 


HARTMAN, Chester 
W 


309.2°62°0184 


309.2°62’0979461 


Yerba Buena: land grab and community 
resistance in San Francisco [by] Chester 
Hartman with Alvin Averoach and others. 
Photos. by Ira Nowinski. San Francisco, 
Glide Publications [1974] p. ISBN 0- 
912078-36-7 ”A publication of the 
National Housing and Economic 
Development Law Project, Earl Warren 
Legal Institute, University of California, 
Berkeley.” [HT177.S38H37] 74-6049 8.95 
1. San Francisco., Yerba Buena Center. 2. 
Urban renewal--San  Francisco—Case 
studies. I, Title. 

Prepared from C.I.P. Pbk. 4.95, ISBN 0- 
912078-37-5 


KOVISARS, Judith 
Fiorello. 

Obituary for a hometown: urban renewal in 
Trenton, New Jersey. Foreword by 
Christopher C. Humphrey. Stillwater, 
Okla., Thales Microuniversity Press [1974] 
x, 116 p. illus. 18 cm. ISBN 0-914312-01-4 
Includes bibliographical references. 
(HT168.T68K68] 73-94011 3.00 (pbk.) 

1. Cities and towns—Planning—Trenton. I. 
Title. 


LUBOVE, Roy. 309.2°62'097471 
The progressives and the slums; tenement 
house reform in New York City, 1890- 
1917. Forewords by Samuel P. Hays & 
Philip S. Broughton. Westport, Conn., 
Greenwood Press [1974, c1962] p. cm. 
ISBN 0-8371-7487-2 Reprint of the ed. 
published by the University of Pittsburgh 
Press, Pittsburgh. Bibliography: p. 
[HD7304.N5L8 1974] 74-4843 14.75 

i. Shums—New York (Ciy) 2. 
Progressivism (U.S. politics) I. Title. 
Prepared from C.I.P. 


WASHNIS, George J. 309.2°62’0973 
Community development strategies; case 
studies of major model cities [by] George 
J. Washnis. New York, Praeger [1974] p. 
cm. ISBN 0-275-08290-3 (Praeger special 
studies in U.S. economic, social, and 
political issues) Published in cooperation 
with the Center for Governmental 
Studies.” Includes bibliographical 
references. [HT175.W37] 72-92471 18.50 

I. Urban renewal—United States—Case 
studies. 2. Cities and towns—Planning—- 
United States—Case studies. 3. 


309.2°62'0974966 
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Community development—-Wnited \States— 
Case studies. I. Title. 
Prepared from C.I.P. 


WEBB, Augustus Duncan, 
1880-1953. 

The new dictionary of statistics; a 

complement to the fourth edition of 

Mulhall’s “Dictionary of statistics.” 

London, G. Routledge; New York, Dutton, 

1911. Detroit, Gale Research Co., 1974. 

p. ISBN 0-8103-3988-9 Bibliography: p. 

[HA17.W38 1974] 74-2349 27.50 

i. Statistics—Dictionaries. I. Mulhall, 

Michael George, 1836-1900. The 

dictionary of statistics. IT. Title. 

Prepared from C.LP. 


GREVILLE, Thomas 
Nall Eden, 1910- 
United States life tables by dentulous or 
endentulous condition, 1971 & 1957-58 
[by T. N. E. Greville] Rockville, Md., 
National Center for Health Statistics 
[1974] p. cm. ISBN 0-8406-0018-6 (Data 
evaluation and methods research, series 2, 


310°.3 


312°.01'82 s 


no. 64) (DHEW publication no. (HRA) 
74-1338) Includes bibliographical 
references. [RA409.U45 no. 64] 
A 312.30476 74-7204 0.70 


1. Tooth loss—United States—-Statistics. 2. 
United States—Statistics, Medical. I. Title. 
IT, Series: United States. National Center 
for Health Statistics. Vital and health 
statistics. Series 2: Data evaluation and 
methods research, no. 64. TI Series: 
United States. Dept. of Health, Education, 
and Welfare. DHEW publication, no. 
(HRA) 74-1338. 

Prepared from C.I.P. 


MALINA, Robert M. 312.0973 s 
Body proportions, white and Negro 
children, 6-11 years, United States [by 
Robert M. Malina, Peter V. V. Hamill, and 
Stanley Lemeshow] Rockville, Md., 
National Center for Health Statistics 
[1974] p. cm. ISBN 0-8406-0011-9 
(National Center for Health Statisties. 
Vital and health statistics. Series 11; Data 
from the National Health Survey, no. 143) 
(DHEW publication no. (HRA) 74-1625) 
Includes bibliographical references. 
[RA407.3.A347 no. 143] [GN63] 572 74- 
4239 1.00 (pbk.) 

1. Children in the United States— 
Anthropemetry. 2. Children—-Growth. 3. 
Negro children—Anthropometry. L 
Hamill, Peter V. V., 1926- joint author. I. 
Lemeshow, Stanley, joint author. IH. Title. 
IV. Series: United States. National Center 
for Health Statistics. Vital and health 
statistics. Series Il; Data from the 
National Health Survey. Data from the 
health examination survey, no. 143. V. 
Series: United States. Dept. of Health, 
Education, and Welfare. DHEW 
publication no. (HRA) 74-1625. 

Prepared from C.LP. 


PEARSON, Alice N. 312.0973 s 
Disability days, United States, 1971; 
statistics orn volume of days of restricted 
activity and bed disability, and days lost 
from wozk and school, by age, sex, place 
of residence, family income, color, usual 
activity status, employment status, industry 
and occupation, based on data collected in 
the Health Interview Survey during 1971 
[by Alice N. Pearson and Mary H. Wilder] 
Rockville, Md., National Center for Health 
Statistics [1974] p. cm. ISBN 0-8406- 
0000-3 (DHEW publication no. (HRA) 74- 
1517) (United States. National Center for 
Health Statistics. Vital and health 
statistics. Series 10: Data from the 
National Health Survey. Data from the 
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Health ° Interview Survey, no. 90) 
[RA407.3.A346 no. 90] [HD5115.2.U5] 
312’.3°0973 74-8775 0.70 (pbk.) 

l. Sick leave—United States. 2. School 
attendance-—United States. I. Wilder, Mary 
N., joint author. If, Title. IH. Series. IV. 
Series: United States. Dept. of Health, 


Education, and Welfare. DHEW 
publication no. (HRA) 74-1517. 

Prepared from C.I.P. 

SANCHEZ, Marcus J. 312.0973 s 


Periodontal disease among youth 12-17 
years, United States [by Marcus J. 
Sanchez] Rockville, Md., National Center 
for Health Statistics [1974] p. cm. ISBN 
0-8406-0007-0 (Data from the National 
Health Survey, series 11, no. 141) DHEW 
publication no. (HRA) 74-1623) 
[RA407.3.A347 no. 141]  [RK361] 
312’.304°7630973 74-4037 0.70 (pbk.) 

1. Periodontal disease—United States— 
Statistics, 2.  Children—-Dental care— 
United States—Statistics. I. United States. 
National Center for Health Statistics. I. 
Title. II. Series: United States. National 
Center for Health Statistics. Vital and 
health statistics. Series 11: Data from the 
National Health Survey. Data from the 
healthe examination survey, no. 141, IV. 
Series: United States. Dept. of Health, 
Education, and Welfare. Publication no. 
(HRA) 74-1623. 

Prepared from C.I.P. 


CHINA (People’s Republic of 315.1 
China, 1949- ). Kuo chia t‘ung chi chu. 
Ten great years; statistics of the economic 
and cultural achievements of the People’s 
Republic of China, compiled by the State 
Statistical Bureau. Introd. by Feng-hwa 
Mah. (Bellingham, Western Washington 
State College, Program in East Asian 
Studies] 1974. xi, 154 p. 28 cm. (Western 
perce ee State College. Program in East 
Asian Studies. Occasional paper no. 5) 
Translation of Wei ta ti shih nien. Reprint 
of the 1960 ed. published by Foreign 
Languages Press, 0 Gat) [HA1701.K86 

1974] 74-620009 3.00 (pbk. 
I. China—Statistics. I. ite IT, Series: 
Washington (State). Western Washington 
State College, Bellingham. Program in East 
Asian Studies. Occasional paper no. 5. 


WYOMING. University. 317.87 
Division of Business and Economics 
Research. 

Wyoming data book, 1972. Prepared under 

the direction of Clynn Phillips [and others] 

Laramie [19737] xi, 222, A-19 p. map. 28 

cm. Edition for 1967 by B. J. Newman, C. 

Phillips, and D. M. Blood. [HA726.W9 

1973] 74-620532 5.75 

1. Wyoming—Statistics. I. Phillips, Clynn, 

1935- II. Newman, Barbara J. Wyoming 

data book. Ill. Title. 


DEUTSCH, Karl Wolfgang, 1912- 320 
Politics and government; how people 
decide their fate [by] Karl W. Deutsch. 2d 
ed. Boston, Houghton Mifflin [1974] xxviii, 
607 p. illus. 25 cm. ISBN 0-395-17840-1 
Includes bibliographies. [JA71.D45 1974] 
73-14499 9.95 

1. Political science. 2. 
government. I. Title. 


Comparative 


BENDIX, Reinhard, comp 320.01 
State and society; a reader in comparative 
political sociology, edited by Reinhard 
Bendix in collaboration with Coenraad 
Brand [others] Berkeley, University of 
California Press [1973] viii, 648 p. 24 cm. 
ISBN 0-520-02490-7 Bibliography: p. 641- 
648. (JA76.B4] 73-76270 5.95 (pbk.) 

1. Political sociology—Addresses, essays, 
lectures. I. Brand, Coenraad. IT. Title. 
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ASHFORD, Douglas 
Elliott. 

Ideology and participation [by] Douglas E. 
Ashford. Beverly Hills [Calif] Sage 
Publications [1973, cl1972] 300 p. 22 cm. 
ISBN 0-8039-0256-5 (Sage library of social 
research, v.43) Includes bibliographies. 
[JA74.5.A8] 72-98028 11.00 

ił. Political psychology. 2. Political 
participation. 3. Ideology. I. Title. 


DIRENZO;, Gordon J. 320°.01°9 
Personality and politics. [Edited òy] 
Gordon J. DiRenzo. [Ist ed.] Garden City, 
N.Y., Anchor Books, 1974. p. cm. ISBN 
0-385-06516-7 Bibliography: P- 
[JA74.5.D55] 73-15479 3.50 (pbk.) 

1. Political psychology—Addresses, essays, 
lectures. 2. Personality—Addresses, essays, 
lectures. I. Title. 

Prepared from C.I.P. 


*HYAMS, Edward. 320.03 
A dictionary of modern revolution. New 
York, Taplinger Pub. Co., [1973] 322 p. 21 
cm. ISBN 0-8008-2198-X [IC491] 73-6175 
.9 

1. Political science—Dictionary. 2. 
Revolutions—Dictionary. I. Title. 

Pbk. 4.95, ISBN 0-8008-2199-8 


NEUBAUER, Deane E., camp. 320°.08 
Readings in modern poittical analysis, 
edited by Deane E. Neubauer. 2d ed. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. ISBN 0-13-759266-3 
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1974. p. cm. ISBN  0-87548-150-7 

Bibliography: p. [DC412.C565] 74-56 9.95 

1. France. I. Title. 

Prepared from C.I.P. 
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321.07 


321.8°042°0944 


BALL, Terence. 322’.01 
Civil disobedience and civil deviance. 
Beverly Hills, Calif., Sage Publications 
[1973] 49 p. 22 cm. ISBN 0-8039-0359-6 
(Sage professional papers in American 
politics, ser. no. 04-012) Bibliography: p. 
45-49, [JC328.2.B34] 73-92214 2.25 

i. Government, Resistance to. I. Title. 


*HOLLAND, Stuart. 322.3°0945 
The state as entrepreneur; new dimensions 
for public enterprise: the IRI state 


JULY 31,1974 


shareholding formula, edited by Stuart 
Holland. White Plains, N.Y., International 
Arts and Sciences Press, [1973, 1972] x, 
326 p. illus., charts, tables, 22 cm. ISBN 0- 
87332-044-1 [HD4187] 73-79598 10.00. 

1. Government business enterprises—lItaly. 
2. Business and industry—titaly. I. Title. 


KRIVIT, Lawrence R. 322°.3'0973 
The ruling minority, 1974; a small 
businessman’s view of economics and 
politics, by Lawrence R. Krivit. [lst ed.] 


Monroe, N.Y.. Library Research 
Associates [1974] 210 p. illus. 22 cm. 
ISBN 0-912526-13-0 Includes 


bibliographical references. [JK467.K74] 73- 
90862 5.95 

i. Business and politics—United States. 2. 
Wealth-—-United States. I. Title. 


SAUNDERS, George, 322.4°4°0947 
1936- comp. 

Samizdat; voices of the Soviet opposition. 

{Ist ed] New York, Monad Press; 


distributed by Pathfinder Press [1974] 464 
p. illus. 21 cm. ISBN 0-913460-27-3 
Includes bibliographical 
(DK274.832] 75-186692 13.00 
1l. Underground literature—Russia. 2. 
Dissenters—Russia. 3. Political prisoners— 
Russia—Personal narratives. 4, Russia— 
Politics and government—1917- I. Title. 
Pok., 3.95, ISBN 0-913460-28-1. 


KARTODIRDIJO, 
Sartono. 
Protest movements in rural Java; a study 
of agrarian unrest in the nineteenth and 
early twentieth centuries. Singapore, New 
York, Oxford University Press, 1973, 
fie. 1974) xv, 229 p. maps. 23 cm. "Issued 
under the auspices of the Institute of 
Southeast Asian Studies, Singapore.” 
Bibliography: p. [203]-209. [HN710. J3K28] 
74-168174 16.75 
1. Java--Rural conditions. 2. Peasant 
uprisings—Java—History. I. Institute of 
Southeast Asian Studies. II. Title. 


RICE, Edward. 322.4°4°09934 
John Frum he come; a polemical work 
about a Black tragedy. [ist ed.] Garden 
City, N.Y., Doubleday, 1974. xxv, 262 p. 
illus. 22 cm. ISBN 0-385-00523-7 Includes 
bibliographical references. [GN671.N6R52] 
73-79704 7.95 

1. Cargo movement. 2. Tanna Island, New 
Hebrides. I. Title. 


BROOM, Leonard. 323.1°19°56073 
Removal and return; the socio-economic 
effects of the war on Japanese Americans, 
by Leonard Broom and Ruth Riemer. 
Berkeley, University of California Press 
(1973, c1949} x, 259 p. illus. 24 cm. ISBN 
0-520-02522-9 (California library reprint 
series) Original ed. issued as v. 4 of 
University of California publications in 
culture and society. Bibliography: p. 217- 
220. [D769.8.A6B74 1973] 73-87133 14.25 
1. Japanese in the United States. 2. World 
War, 1939-1945—Evacuation of civilians. 
f Riemer, Ruth, 1921- joint author. II. 
Title. ITI Series. IV. Series: California. 
University. University of California 
publications in culture and society, v. 4. 


HAMBURGER, 323.1°19°6073076821 
Robert, 1943- 

Our portion of hel: Fayette County, 

Tennessee; an oral history of the struggle 

for civil rights. Photos. by Michael 

Abramson. New York, Links [1973] x, 255 

p. illus. 24 cm. ISBN 0-8256-3022-3 

[F443.F3H35] 73-80397 11.95 

1. Negroes—Fayette Co., Tenn. 2. Fayette 

Co., Tenn.«—Race question. I. Title. 

Pbk. 4.95; ISBN 0-8256-3015-0. 


references. 
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*SEVERN, Bill. 323.44 
The right to privacy. New Tork, Ive 
Washburn [1973] 186 ° p. 

Bibliography: p. 177-179. peN F2 


81019 4.50 
L Privacy, Right of. I. Title. 
FRANCK, Thomas M. 323.445 


Secrecy and foreign policy, edited by 
Thomas M. Franck and Edward Weisband. 
New York, Oxford University Press, 1974. 
xvii, 453 p. 24 cm. ISBN 0-19-501746-3 
(Studies in peaceful change) Errata slip 
inserted. Includes bibliographical 
references. [LAW] 73-87619 15.00 

J. Government information—United 
States. 2. Government information—Great 
Britain. 3. Government  information— 
Canada. I. Weisband, Edward, 1939- joint 
author. II. Title. II. Series. 


HORACE Walpole’s 323.44’5°0942 
political tracts, 1747-1748, with two by 
William Warburton on literary property, 
1747 and 1762. New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-0961-4 (The 
England book trade, 1660-1853) Reprint of 
H. Walpole’s A letter to the Whigs, printed 
for M. Cooper, London, 1747; and A third 
letter to the Whigs, printed for M. Cooper, 
London, 1748; and of W. Warburton’s A 
letter from an author to a member of 
Parliament, concerning literary property, 
printed for J. and P. Knapton, London, 
1747; and An enquiry into the nature and 
origin of literary property, printed for W. 
Flexney, London, 1762; and of A 
vindication of the exclusive fight of 
authors to their own works, printed for R. 
Griffiths, London, 1762; with a new pref. 
[KD4112.H67] 74-8256 22.00 

i. Liberty of the press—Great Britain. 2. 
Copyright—Great Britain. I. Walpole, 
Horace, 4th Earl of Orford, 1717-1 797, I. 
Warburton, William, bp. of Gloucester, 
1698-1779. III. Title. IV. Series. 

Prepared from C.I.P. 


*AMERICA’S need to 
know; a symposium presented by the 
Magazine Publishers’ Association on 
"Magazine Day” Sept. 18, 1973. [N.Y] 
Magazine Publishers Association [1973] 85 


323.44°5°0973 


.p. 22 cm. [PN4745] 73-91732 Gratis 


1. Liberty of the Press—United States. I. 
Magazine Publishers Association. 
Publisher’s address: 575 Lexington Ave, 
N.Y., N.Y. 10022 


ara Douglas, 
1938 

The hundred million dollar payoff, New 

Rochelle, N.Y., Arlington House [1974] p. 


324’.273°0973 


em. ISBN  0-87000-273-2 Includes 
bibliographical references. [HD8076.C27] 
74-5348 8.95 


i. Democratic Party. 2. Trade-untons— 
United  States—Political activity. 3. 
Elections—United States—Campaign 
funds. I. Title. 

Prepared from C.I.P. 


LUTZ, Alma. 324’.3°0924 B 
Created equal; a biography of Elizabeth 
Cady Stanton, 1815-1902. New York, 
Octagon Books, 1974 [c1940] p. ISBN 0- 
374-95167-5 Reprint of the ed. published 
by the J. Day Co, New York. 
Bibliography: p. 13K1899. S7L88 1974] 74- 
6500 14.00 

1. Stanton, Elizabeth Cady, 1815-1902. 2. 
Women—Rights of women. I. Title. 
Prepared from C.I.P. 


KAPLAN, Morton A., comp. 327 
Great issues of International politics; the 
international system and national policy. 
Edited by Morton A. Kaplan. 2d ed. 
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Chicago, Aldine Pub. Co.*[1974} xvi, 598 
p- 25 cm. ISBN 0-202-24139-4 Includes 


bibliographical references. [D843.K337 
1974] 73-84931 17.50 
i. World politics—1945- —Addresses, 


essays, lectures. I. Title. 
Pbk; 5.98, ISBN 0-202-24140-8. 


RUSSETT, Bruce M. * 327 
Power and community in world politics 
[by] Bruce M. Russett. San Francisco, W. 
H. Freeman [1974] xii, 372 p. illus. 24 cm. 
ISBN 0-7167-0782-9 Includes 
bibliographical [JX1391.R87] 
73-13590 10.95 

i. International relations. I. Title. 

Pbk. 4.95; ISBN 0-7167-078 1-0. 


MATHISEN, Trygve. 327°.0178 
Methodology in the study of international 
relations. Westport, Conn., Greenwood 
Press [1974] p. ISBN 0-8371-7472-4 
Reprint of the 1959 ed. published by Oslo 
University Press, Oslo. Bibliography: p. 
[JX1291.M39 1974] 74-3753 13.50 


references. 


1. International relations—Study and 
teaching. I. Title. 

Prepared from C.I.P. 

HIGGINS, Hugh. 327°.09°044 


The Cold War. New York, Barnes & 
Noble [1974] 141 p. illus. 23 cm. ISBN 0- 
06-492871-3 (Studies in modern history) 
Bibliography: p. 134-138. [D843.H49 
1974b] 74-166190 9.00 

I. World politics—1945- I. Title. 


WELLES, Sumner, 1892- 327°.09°044 
Where are we heading? Westport, Conn., 
Greenwood Press (1974, cl1946] p. ISBN 
0-8371-7391-4 Reprint of the Ist ed. 
published by Harper, New York. 
[D825.W367 1974] 74- 518 17.00 

1. Reconstruction (1939-1951) 2. World 
politics—1945-1955. I. Title. 
Preparec from C.I.P. 

were ata Chester, 327°.09°045 
The new dimensions of peace. Westport, 
Conn., Greenwood Press [1974, c1955] p. 
cm. ISEN 0-8371-7388-4 Reprint of the 
ist ed. published by Harper, New York. 
[D843.B64 1974] 74-1512 17.75 

1. World politics—1945-1955. 2. United 
States—Foreign relations—1945- 1953, I. 
Title. 

Prepared from C.I.P. 


FISCHER, Louis, 1896- 327°.09°045 
1970. 
This is our world. Westport, Conn., 


Greenwood Press [1974, cl1956] p. cm. 
ISBN 0- ae 7389-2 Reprint of the ed. 


published by Harper, New York. 
[D843.F53 1974] 74-1514 21.00 

1. World politics-—1945- I. Title. 

Prepared from C.I.P. 

HOWAT, Gerald Malcolm 327.42 


David. 
Stuart and Cromwellian foreign policy [by] 
G. M. D. Howat. New York, St. Martin's 
Press [1974} viii, 191 p. maps. 23 cm. 
(Modern British foreign policy 
Bibliography: p. 175-177. {DA3TS. HGR) 
73-91111 10.95 
1. Great Britain—Foreign relations—1603- 
1688. I. Title. 


FRIEDMAN, Irving 327.42°051 
Sigmund, 1915- 
British relations with China: 1931-1939, by 
Irving S. Friedman. New York, Octagon 
Books, 1974 [c1940] p. ISBN 0-374- 
92931-9 Reprint of the ed. published by 
International Secretariat, Institute of 
Pacific Relations, in series: J.P.R. inquiry 
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series. Originally presented as the author’s 
thesis, Columbia University. Bibliography: 
p. [DS740.5.G5F7 1974] 74-6337 12.00 

1. Great Britain—Foreign relations--China. 
2. China—Foreign relations—Great Britain. 


I. Title. I. Series: Institute of Pacific ` 


Relations. I.P.R. inquiry sertes. 
Prepared from C.I.P. 


KERTESZ, Stephen Denis, 327.439 
1904- 
Diplomacy in a _ whirlpool; MWungary 


between Nazi Germany and Soviet Russia, 
by Stephen D. Kertesz. Westport, Conn., 
Greenwood Press [1974, c1953} p. em. 
ISBN 0-8371-7540-2 Reprint of the ed. 
published by University of Notre Dame 
Press, Notre Dame, Ind., in series: 
International studies of the Committee on 


International Relations, University of 
Notre Dame. Includes bibliographical 
references. [DB948.K47 1974] 74-7431 
14.25 


1. Hungary—Foreign relations. I. Title. H. 
Series: Notre Dame, Ind. University. 
Committee on International Relations. 
International studies. 
Prepared from C.I.P. 


HYTIER, Adrienne Doris. 327.44 
Two years of French foreign policy: Vichy, 
1940-1942, Westport, Conn., Greenwood 
Press [1974] p. cm. ISBN 0-8371-7551-8 
Reprint of the 1958 ed. of the author’s 
thesis, Columbia University, published by 
E. Droz, Geneve, which was issued as no. 
25 in the series: Etudes d'histoire 
economique, politique et sociale. 
Bibliography: p. [DC397.H9 1974] 74-7448 
2 


i. France—Foreign relations—1940-1945. 
L Title. If Series: Etudes d'histoire 
economique, politique et sociale, 25. 
Prepared from C.I.P. 


LANDIS, Lincoln. 327.47 
Politics and oil: Moscow in the Middle 
East. [lst ed.] New York, Dunellen Pub. 
Co. [1973, i.e.1974] xix, 201 p. illus. 23 
cm. ISBN 0-8424-0029-X Bibliography: p. 
143133; [HD9576.N36L36] 72-148702 
2 

1. Petroleum industry and trade—Near 
East. 2. Petroleum industry and trade— 
Russia. 3. Russta—Foreign relations. 4. 
Near East—Politics. I. Title. 


CHINA and the great 327.51 
powers: relations with the United States, 
the Soviet Union, and Japan. Edited by 
Francis O. Wilcox. New York, Praeger 
[1974] ISBN 0-275-08770-3 (Praeger 
special studies in international politics and 
government) (The Christian A. Herter 
lectures, 1973) "Published in cooperation 


with The Johns Hopkins school of 
Advanced International Studies, 
Washington, D.C.” Bibliography: p. 


[DS740.4.C35425] 74-1736 10.00 

1, China—Foreign relations—1949- — 
Addresses, essays, lectures. I. Wilcox, 
Francis Orlando, 1908- ed. If. Johns 
Hopkins University. School of Advanced 


International Studies, Washington, D.C. 
IH. Title. IV. Series. 
Prepared from C.I.P. 
BUSS, Claude Albert. 327.51°073 


China: The People’s Republic of China and 
Richard Nixon, by Claude A. Buss. San 
Francisco, W. H. Freeman [1974] p. cm. 
ISBN 0-7167-0771-3. Reprint of the 1972 
ed. published by Stanford Alumni 
Association, Stanford, Calif, which was 
issued as v. | of The Portable Stanford. 
Bibliography: p. [E183.8.C5B87 1974] 74- 
6232 4.95 

i. United States—Foreign relations— 
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China. 2. China—Foreign  relations— 
United States. 3. China. I. Title. If. Series: 
The Portable Stanford, 1. 

Prepared from C.I.P. Pbk. 2.95, ISBN 9- 
7167-0770-5. 


FAIRBANK: John King, 
1907- 

China perceived; images ard policies in 
Chinese-American relations [by] John K. 
Fairbank. [lst ed} New York, Knopf, 
1974. p cm. ISBN 0-394-49204-8 
Includes bibliographical references. 
[E183.8.C5F27] 73-20775 6.95 

L. China—Foreign reletions—United 


327.51073 


States. 2. United  States—Foreign 
relations—China. I. Title. 

Prepared from C.I.P. 

FRITERS, Gerard Martin, 327.51°73 


1911- 
Outer Mongolia and its international 
positions, by Gerard M. Friters. Edited by 
Eleanor Lattimore, with an introd. by 
Owen Lattimore. New York, Octagon 
Books, 1974 [c1949] ISBN 0-374-92937-8 
Reprint of the ed. published by Johns 
Hopkins Press, Baltimore. Bibliography: p. 
ey 1974] 74-4496 15.00 (lib. 
bdg. 
I: Mongolia (Mongolian People’s 
Republic)—Foreign relations. I. Title. 
Prepared from C.I.P. 


*NAYAR, Kuldip. 327.549 
Distant neighbours; a tale of the 
subcontinent. Delhi, Vikas Publishing, 


[1972] VII, 253 p., 22 cm. ISBN 0-7069- 
0194-0 Bibliography: 245-247. [DS383] 

1. India—Foreign _ relations—Pakistan— 
Addresses, essays, lecture. 2. Pakistan— 
Foreign relations—India—Adadresses, 
essays, lecture. I. Title. 


Distributed by International Scholarly 
Book Services, 7.50 
ADAMEC, Ludwig W. 327.581 


Afghanistan’s foreign affairs to the mid- 
twentieth century: relations with the 
USSR, Germany, and Britain [by] Ludwig 
W. Adamec. Tucson, University of Arizona 
Press [1974] ix, 324 p. illus. 23 cm. ISBN 
0-8165-0388-5 Bibliography: p. 311-315. 
[DS357.5.A63] 73-86450 7.95 

1. Afghanistan—Foreign relations—Russia. 
2. Russia—Foreign relations—Afghanistan. 
3. Afghanistan—Foreign relations—Great 
Britain. 4. Great Bnitain—Foreign 
relations—Afghanistan. 5. Afghanistan— 
Foreign relations—Germany. 
Germany—Foreign relations—A fghauistan. 
I. Title. 


BAILEY, Thomas Andrew, 
1902- 

A diplomatic history of the American 

people [by] Thomas A. Bailey. 9th ed. 

Englewood Cliffs, N.J., Prentice-Hall 

[1974] p. cm. ISBN G-13-214718-1 

Includes bibliographies. [E183.7.B29 1974] 

74-8875 11.95 

1. United States—Foreign relations. I. 
Title. 

Prepared from C.I.P. 


BLOOMFIELD, Lincoln 
Palmer, 1920- - 

In search of American foreign policy; the 
humane use of power [by] Lincoln P. 
Bloomfield. New York, Oxford University 
Press, 1974. viii, 182 p. 22 cm. ISBN 0-1S- 
501769-2 Includes bibliographical 
references. [JX1417.B56] 73-90342 6.95 

A wee States—Foreign relations—1945- 
. title. 
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327.73 


*CLARFIELD, Gerard Howard. 327.73 
Readings for the eighteenth and nineteenth 





AMERICAN BOOK PUBLISHING RECORD 


centuries, edited by Gerard Howard 
Clarfield Boston, Houghton Mifflin [1973] 
ix, 273 p. 21 cm. ISBN 0-395-14026-9 
(United States diplomatic history v. 1) 
(JX1407] 72-5519 3.95 (pbk.) 

+. United States—Foreign relations—18th- 
19th centuries. 2. United States-—History— 
*8th-i9th centuries. I. Title. 


DONOVAN, John C. 327.73 
The cold warriors; a policy-making elite 
[by] John C. Donovan. Lexington, Mass., 
Heath [1974] 293 p. 21 cm. ISBN 0-669- 


£3931-0 Includes bibliographical 
references. [E744.D65] 73-9234 3.95 
(pbk.). 


<. United States—Foreign relations—1945- 
2. United States—Foreign relations 
edministration. 3. United States—Military 
policy. I. Title. 


*SCHOLES, Walter V. 327.73 
Readings for the twentieth century, edited 
ty Walter V. Scholes. Boston, Houghton 
Mifflin [1973] viii, 312 p. 21 cm. ISBN 0- 
295-14057-9 (United States diplomatic 
Łistory, v. 2) [[X1416] 72-6699 4.50 (pbk.) 
2. United States-—-Foreign relations—20th 
century- 2. United States—History—20th 
century- I. Title. 


*TUCKER, Robert W. 327.73 
Beyond containment: U.S. foreign policy in 
transition, edited by Robert W. Tucker and 
William Watts. Washington D.C., Potomac 
Associates [1973] xxxix, 212 p. 21 cm. 
ISBN 0-913998-00-1 (Potomac Associate 
tooks) [JX1416] 73-82987 8.50 

i. United States-—Foreign relations—1945- 
2. United States—Politics and government. 
I. Watts, William, joint author. If, Title. 
Fbk. 3.50, ISBN 0-913998-01-X 


WILSON, Joan Hoff, 327.73°047 
1937- 

Ideology and economics; U.S. relations 
with the Soviet Union, 1918-1933. 


Columbia, University of Missouri Press, 
1974. xv, 192 p. 23 cm. ISBN 0-8262- 


0157-1 Bibliography: p. 169-183. 
[=183.8.R9W64] 73-89133 10.00 

i. United States—Foreign relations— 
Fussia. 2. Russia—Foreign  relations— 
United States. 3. United States— 
Commerce—R ussia. 4. Russia— 


Commerce—United States. I. Title. 


EALDWIN, Frank. 327.73'0519 
Without parallel; the American-Korean 
relationship since 1945. Edited by Frank 
Baldwin. [lst ed.] New York, Pantheon 
Books [1974] p. cm. ISBN 0-394-47546-1 
(The Pantheon Asia library) Includes 
bibliographical references. [E183.8.K7B34 
1974] 73-18718 12.95 

I. United States—Foreign  relations— 
Korea—Addresses, essays, lectures. 2. 
Korea—Foreign relations—United States— 
4é.ddresses, essays, lectures. 3. Korea— 
Fistory—1945- —Addresses, essays, 
lectures. I. Title. 

Prepared from C.I.P. Pbk., 3.45, ISBN 0- 
334-70642-0. 


CONGRESSIONAL 

Quarterly, inc. 
Middle East: U.S. policy, Israel, oil, and 
tae Arabs. [Edited by Robert A. Diamond] 
Washington [1974] p. cm. ISBN 0-87187- 
037-6 [DS63.2.U5C64 1974] 74-5252 4.00 
i United States—Foreign relations—Near 
Fast. 2. Near East—Foretign relations— 
United States. 3, Jewish-Arab relations. 4. 
Fetroleum industry and trade—Near East. 
I. Diamond, Robert A., ed. IT. hitle. 
Prepared from C.I.P. 
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POOLE, Peter A. 327.73°0597 
The United States and Indochina, from 
FDR to Nixon [by] Peter A. Poole. 
Hinsdale, Ill, Dryden Press [c1973] viii, 
247 p. 21 cm. ISBN  0-03-080134-6 
(Berkshire studies in history) Bibliography: 
p. (232]-239. [E183.8.V5P63] 73-2172 3.00 
(pbk) , : 
1. United States—Foreign  relations— 
Vietnam. 2. Vietnam—Foreign relations— 
United States. 3. Vietnamese Conflict, 
1961- I. Title. 


HENDERSON, William, 
1922- 

West New Guinea; the dispute and its 
settlement. [South Orange, N.J.] Published 
for the American-Asian Educational 
Exchange [by] Seton Hall University Press, 
1973. x, 281 p. 24 cm. Bibliography: p. 
263-271. [JX4084.I17H46] 72-88015 7.50 
(pbk.) 

i. Irian Barat, Indonesia—tinternational 
status. I. American-Asian Educational 
Exchange. II. Title. 


ROSENTHAL, Alan, 1932- 328.365 
Legislative performance in the States; 
explorations of committee behavior. New 
York, Free Press [1974] xvi, 215 p. 22 cm. 
Bibliography: p. 199-206. [JK2495.R67] 
73-10576 8.95 

1. Legislative bodies—United States— 
aes 2. Legislative bodies—Committees. 
. Title. 


BROMAGE, Arthur 
Watson, 1904- 
Political representation in metropolitan 
agencies, by Arthur W.  Bromage. 
. Westport, Conn., Greenwood Press [1974, 
61962] p. ISBN’ 0-8371-7475-9 Reprint of 
the ed. published by Institute of Public 
Administration, University of Michigan, 
Ann Arbor, which was issued as no. 42 of 
Michigan governmental studies. 
Bibliography: p. [JS422.B7 1974] 74-4656 

8.50 


327.95'1 


328.73°07°345 


1. Special districts—United States. 2. 


Metropolitan government. . 
Representative government and 
representation. I. Title. II. Series: 
Michigan. University. Bureau of 
Government. Michigan governmental 


studies, no. 42. 
Prepared from C.I.P. 


MILEUR, Jerome M. 329°.01'09744 
Campaigning for the Massachusetts Senate; 
electioneering outside the political 
limelight [by] Jerome M. Mileur and 
George T. Sulzner. Amherst, University of 
Massachusetts Press, 1974. vii, 196 p. 23 
cm. (The University of Massachusetts 
series in government, v. 1) Bibliography: p. 
175-196. [JK3195.M54] 73-85898 5.00 

1. Massachusetts. General Court. Senate— 
Elections. 2. _Electioneering— 
Massachusetts. I. Sulzner, George T., joint 
author. II. Title. III. Series: Massachusetts. 
University. Institute for Governmental 
Services. The University of Massachusetts 
series in government, v. 1. 


BERNHARD, Winfred E. A., 
comp. 
Political parties in American history. 
Edited by Winfred E. A. Bernhard. 
General editor: Morton Borden. New 
York, Putnam [1974, c1973-74] 3 v. (xliv, 
1324 p.) illus. 22 cm. Vol. 2 edited by F. 
A. Bonadio; v. 3 edited by P. L. Murphy. 
Contents.—v. 1. 1789-1828.—v. 2. 1828- 


329.02 


1890.—v. 3. 1890-present. Includes 
bibliographies. [JK2261.B47] 73-76139 
8.95 per vol. 

i. Political parties—United  States— 


History—Addresses, essays, lectures. L 


Bonadio, Felice A. If. Murphy, Paul L., 
1923- HI. Title. 


BUEL, Richard. 329°.02 
Securing the revolution; ideology in 
American politics, 1789-1815. Ithaca, N.Y. 
Cornell Univ. Pr (1974, c1972] xii, 391 p 
23 cm. ISBN 0-8014-9147-9 Bibliography: 
p. 299-384. [JK2260.B8] 74-38120 4.95 
(pbk.) 

i. Political parties—United  States— 
History. 2. United States—Politics and 
government—1785-1815. I. Title. 


JOHNSON, Sarnuel A. 3297.02 
Essentials of political parties; their relation 
to American government [by] Samuel A. 
Johnson. [Woodbury, N.Y.] Barron’s 
Educational Series [1974] vii, 202 p. 20 
em. ISBN  0-8120-0484-1 (Barron’s 
essentials; the efficient study guides) 
Bibliography: p. 187-198. [JK2261.J67] 73- 
8066 1.95 (pbk.). 

I. Political parties—United States. 2. 
Political parties. I. Title. 


LADD, Everett Carll. 329°.02 
Political parties and political issues: 
patterns in differentiation since the New 
Deal [by] Everett Carll Ladd, Jr. [and] 
Charles D. Hadley. Beverly Hills, Sage 
Publications [c1973] 82 p. 22 cm. ISBN 0- 
8039-0357-X (Sage professional papers in 
American politics, ser. no. 04-010) 
Bibliography: p. 65-66. [JK2271.L3] 73- 
92212 2.90 

1. Party affiliation—United States. 2. 
Public opinion—-United States. I. Hadley, 
Charles D., joint author. IT. Title. 


JOHNSON, Donald 329’.0213°0973 
Bruce, 1921- comp. 

National party platforms, 1840-1972. 
Compiled by Donald Bruce Johnson and 
Kirk H. Porter. [5th. ed.] Urbana, 
University of Illinois Press [1974, c1973] 
xii, 889 p. 27 cm. ISBN 0-252-00414-0 
Edition for 1924 by K. H. Porter; editions 
for 1956, 1961, 1966 and 1970 by K. H. 
Porter and D. B. Johnson. [JK2255.J64 
1973] 73-81566 20.00 

1. Political parties—United States— 
History. I. Porter, Kirk Harold, 1891- joint 
comp. IT. Title. 


CHASE, James S. 329°.0221°0973 
Emergence of the presidential nominating 
convention, 1789-1832. Urbana, University 
of Illinois Press [1973, i. e. 1974] xvii, 332 
p. 24 cm. ISBN 0-252-00312-8 
Bibliography: p. 297-319. [JK2255.C45] 
72-97157 8.95 
1. Political conventions—History. 2. 
eee parties—United States—History. 
Presidents—United States— 
Nodiiaiion <a I. Title. 
BELMONT, Perry, 329”.025’0973 
1850-1947. 
Return to secret party funds. New York, 
Arno Press, 1974 [c1927] p. cm. ISBN 0- 
405-05852-7 (Politics and people: the 
ordeal of self-government in America) 
Reprint of the ed. published by Putnam, 
New York. First published in 1912 under 
title: The abolition of secrecy of party 
funds. [JK1997.B52 1974] 73-19127 13.00 
I. United States. Congress. Senate. Special 
committee investigating expenditures in 
senatorial primary and general elections. 2. 
Elections—United States—Campaign 
funds. I. Title. II. Series. 
Prepared from C.I.P. 


SMOLKA, Richard G. 329°.025°0973 
The costs of administering American 
elections [oy] Richard G. Smolka. New 
York, National Municipal League, 1973. 
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ix, 99 p. 23 cm. [JK1994.S6] 73-85779 
3.00 


1I. Elections—United States--Costs. I. 
Title. i 


HERMAN, Donald L. 329.078 
The Comintern in Mexico, by Donald L. 
Herman. Introd. by Robert J. Alexander. 
Washington, Public Affairs Press 1974] 
xii, 187 p. 24 cm. Includes bibliographical 
references. [HX112.H47] 73-82016 7.00 

I. Communist International. 2. 
Communism—Mexico—History. 
Communism =Latin America—History. T 

ytle. 


THE Politics of 329.3°0221 
representation; the Democratic Convention 
1972 [by] Denis G. Sullivan [and others] 
New York, St. Martin’s Press [1974] 152 
p. illus. 22 cm. Includes bibliographical 
references. [JK2313 1972.P64] 73-88804 
9.95; 3.95 (pbk.) 

1. Democratic Party. National Convention, 
Miami Beach, Fla., 1972. I. Sullivan, Denis 


*GUPTA, R. L. 329.554 
Folitics of commitment, a study based on 
fifth general elections in India. New Delhi, 
Tremurti Publications, [1972] viii, 264 p., 
23 cm. ISBN 0-8426-0576-2 [JQ298] 

1. Political parties—India. 2. Elections— 
India I. Title. 

Distributed by Verry, 9.00. 


GLAZER, Nathan. 329’.82 
The social basis of American communism. 
Westport, Conn., Greenwood Press [1974, 
c1961] p. ISBN 0-8371-7476-7 Reprint of 
the Ist ed. published by Harcourt, Brace, 
New York, in series: Communism in 
American life. Includes bibliographical 
reterences, (JK2391.C5G55 1974] 74-4658 
I. Communist Party of the United States 
of America. 2. Communists—United 
States. I. Title. H. Series: Communism in 
American Ijfe. 

Prepared from C.I.P. 


MCKALE, Donald M., 1943- 329.9°43 
The Nazi party courts:  Hitler’s 
management of conflict in his movement, 
1921-1945, by Donald M. McKale. 
Lawrence, University Press of Kansas 
[1974] p. cm. ISBN  0-7006-0122-8 
{DD253.3.02M3] 73-21906 10.00 

i. Nationalsozialistische Deutsche 
Arbeiter-Partei. Oberstes Parteigericht. 2. 
Buch, Walter, 1883- 3. Hitler, Adolf, 1889- 
1945. I. Title. 

Prepared from C.I.P. 


TIERSKY, Ronald, 1944- 329.9°44 
French communism, 1920-1972. New 
York, Columbia University Press, 1974. p. 
em. ISBN 0-231-03754-6 Bibliography: p. 
{[JN3007.C6T57] 74-921 15.00 

4. Parti communiste francais—History. I. 
Title. 

Prepared from C.I.P. 


STEIN, Michael B. 329.9°714 
The dynamics of right-wing protest: a 
political analysis of Social Credit in 
Quebec [by] Michael B. Stein. [Toronto, 
Buffalo] University of Toronto Press 
[1973] xv, 256 p. 26 cm. ISBN 0-8020- 
1721-5 Includes bibliographical references. 
[JL259.A568S8] 72-97014 12.50 

1.  Ralliement  creditiste. 2. Quebec 
(Province)—Politics and government. 3. 
Social credit. I. Title. 


CHILCOTE, Ronald H. 329.981 
The Brazilian Communist Party: conflict 
and integration 1922-1972 [by] Ronald H. 
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Chiicote New York, Oxford University 
Press, 1974. xv, 361 p. 24 cm. ISBN 0-19- 
501707-2 [JL2498.C6C5] 73-77920 15.00 
1. Partido Comunista Brasileiro—History. 
2. Partido Comunista do Brasil—History. I. 
Title. 


Economics 330-339 


ALBRECHT, William P. 330 
Economics {by] William P. Albrecht, Jr. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] xiv, 800 p. illus. 25 cm. ISBN 0-13- 
227439-6 Includes bibliographies. 
[HB171.5.A337] 73-15275 12.50 

I. Economics. 


*BROOKINGS papers on economic 330 
activity 2: 1973 Arthur M. Okun and 
George L. Perry, editors. Washington, The 
Brookings Institution [1973] 327-514 p. 23 
cm. Includes bibliographical references. 
[HB171] 74-129564 2.50 (pbk.) 

1. Economics-—Addresses, essays, lectures. 
I. Okun, Arthur M., comp. IE Perry, 
George L., joint comp. 


IRELAND, Thomas R., 1942- + 330 
Principles of macroeconomics and money 
[by] Thomas R. Ireland [and] Jack L. 
Rutner. Hinsdale, Ill, Dryden Press 
[c1973] ix, 372 p. illus. 23 cm. ISBN 0-03- 
089143-4 [HB171.5.173] 73-1589 5.00 
(pbk.). 

1I. Macroeconomics. 2. Money. 3. 
Monetary policy. I. Rutner, Jack L., joint 
author. I. Title. 


LEFTWICH, Richard H. 330 
Economics of social issues [by] Richard H. 
Leftwich [and] Ansel M. Sharp. Dallas, 
Business Publications, 1974. xii, 316 p. 
illus. 23 cm. ISBN 0-256-01606-2 Includes 
bibliographies. [HB171.5.L3747] 74-76458 
i. Economics. I. Sharp, Ansel Miree, 1924- 
joint author. IL. Title. 


*MARKET Economics Institute. 330 
Marketing economics guide, 1973-74. New 
York, Marketing Economics Institute Ltd., 
1973. 264 p. 28 cm. ISBN 0-914078-09-7 
[HD178] 12.50 (loose-leaf binder) 

1. Economics-—Directories. I. Title. 


SPENCER, Milton H. 330 
Contemporary economics [by] Milton H. 
Spencer. 2d ed. [New York] Worth 
Publishers [1974] xxv, 670 p, illus. 27 cm. 
ISBN 0-87901-031-2 Bibliography: p. 657- 
662. [HB171.5.867 1974] 73-89305 11.95; 
3.95 study guide (pbk.). 

i. Economics. I. Title. 


*MCCAFFREY, Bill. 33003 
The language of business, authored by Bill 
McCaffrey, Roger Paradis [and] Patrick 
Shea. [Boston] [Cambridge Business 
Research] [c1973] 61 p. 22 cm. [HF1002] 
1. Economics-——Dictionaries. 2. Business— 
Dictionaries. I Paradis, Roger. joint 
author. If. Shea, Patrick. joint author. HI. 
` Title. 
Publisher’s address: P.O. Box 9068, J.F.K. 
Station Boston, Mass. 02114 


TAYLOR, Philip A. S. 330.03 
A new dictionary of economics. 2d. ed. 
London Routledge & Kegan Paul [1974, 
c1969] 321 p. 22 cm. ISBN 0-7100-7812-9 
[HB61.T38 1974] 

1. Economics—Dictionaries. I. Title. II. 
Title: Dictionary of economics. 

Available from Routledge & Kegan Paul, 
Boston for 4.25 (pbk.) 
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DAUGHTREY, Anne Scott. 330.07 
Methods of basic business and economic 
education. 2d ed. Cincinnati, South- 
western Pub. Co. [1974] v, 618 p. illus. 24 


em. ISBN 0-538-24999-0 Includes 
bibliographies. [HF1118.D3 1974] 72- 
97286 ` 


1. Business education—Problems, exercises, 
etc. I. Title. 


CROSSER, Paul K., 1896- 330’.09 
Prolegomena to all future metaeconomics; 
formation and deformation of economic 
thought, by Paul K. Crosser. St. Louis, W. 
H. Green [1974] xiv, 196 p. 24 cm. ISBN 
0-87527-099-9 (The.Library of philosophy 
and political economy, v. 1) [HB75.C844] 
72-13845 10.06 

1. Economics—RHistory. I. Title. II. Series. 


DALTON, George. 339.1 
Economic systems and society; capitalism, 
communism, and the Third World. 
[Baltimore, Penguin Books, 1974] 250 p. 
illus. 19 cm. ISBN 0-14-080912-0 (Penguin 
education) (Penguin ‘rds economics 
texts) Bibliography: p- {221]-230. 
[HB90.D34 1974] 74-16623i 3.95 (pbk.). 

i. Comparative economics. 2. Economic 
Arto l 750-1918. 3. Ecoromic history— 
1918- I. Title. 


JARVIS, William Charles, 
d.1836. 

The Republican. With an introd. for the 
Garland ed. by; Michael Hudson. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1001-9 Reprint of the 1820 ed. 
printed by P. Allen, Pittsfield, Mass. 
[JK181.J3 1974] 74-8094 18.50 

1, United States—Politics and government. 
2. Republics. I. Title. 

Prepared from C.LP. 


MILL, John Stuart, 
1873. 
Essays on some unsettled questions of 
political economy., 2d ed. Clifton, A. M. 
Kelley, 1974. vi, 164 p. 23 cm. ISBN 0- 
678-00390-0 (Reprints of economic 
classics) Reprint of the 1874 ed. published 
by Longmans, Green, Reader, and Dyer, 
Tondon, [HB161.M645 1974] 74-162843 
.00 
I. Economics—Addresses, essays, lectures. 
I. Title. 


HARBERGER, Arnold C. 330.155 
Taxation and welfare [by] Arnold C. 
Harberger. Boston, Little, Brown [1974] x, 
304 p. 23 cm. Includes bibliographies. 
[HB99.3.H328] 73-15066 6.95 (pbk.) 

1. Welfare economics—Addresses, essays, 


330.15 


1806- 330.15°3 


lectures. 2. Taxation—Addresses, essays, 
lectures. I. Title. 

DIERKER, Egbert. 330.157 
Topological methods in Walrasian 


economics [by] E. Dierker. Berlin, New 
York, Springer-Verlag, 1974. iv, 130 p. 
illus. 25 cm. (Lecture notes in economics 
and mathematical systems, 92) 
Bibliography: p. 127-130. [HB135.D53] 73- 
21282 6.20 (pbk.) 

1. Walras, Leon, 1834-1910. 2. Economics, 
Mathematical. 3. Topology. I. Title. II. 
Series. Ill. Mathematical economics 


BOYCE, Ronald R. 330.9 
The bases of economic geography: an essay 
on the spatial characteristics of man’s 
economic activities [by] Ronald Reed 
Boyce. New York, Holt, Rinehart and 
Winston [1974] xvi, 358 p. illus. 24 cm. 
ISBN 0-03-08 1103-1 Includes 
bibliographies, [HF1025.B67} 72-7909390 


1. Geography, Economic. 2. Industries, 


AMERICAN BOOK PUBLISHING RECORD 


Location of. 3. Space in economics. I 
Title. 


THOMAN, Richard S., 1919- 330.9 
The geography of economic activity [by] 
Richard S. Thoman [and] Peter B. Corbin. 
3d ed. New York, McGraw-Hill [1974] p. 
cm. ISBN 0-07-064207-9 (The McGraw- 
Hill series in geography) [HF1025.T47 
1974] 74-5756 13.95 

I. Geography, Economic. I. Corbin, Peter 
B., joint author. Il. Title. 

Prepared from C.LP. 


BROWN, Lester Russell, 
1934- 

World without borders [by] Lester R. 

Brown. New York, Vintage Books [1973, 

c1972] xviii, 395 p. 19 cm. ISBN 0-394- 

71929-8 Bibliography: p. [378]-381. 

[HC59.B765 1972] 72-5408 2.95 (pbk.) 


330.9°046 


l. Economic history—1945- 2. Social 
history—1945- I. Title. 
JONES, Eric L. 330.9°42’07 


Agriculture and the industrial revolution 
[by] E. L. Jones. New York, Wiley [1974] 
p. cm. ISBN 0-470-44870-9 "A Halsted 
Press book.” Includes bibliographical 
references. [HD1925.J632] 74-2400 15.50 

1. Agriculture—Economic aspects—-Great 


Britain—History. 2. Great  Britain— 
Economic conditions. T. Title. 

Prepared from C.I.P. 

GREGORY, Paul R. 330.9°47°085 


Soviet economic structure and performance 
[by] Paul R. Gregory [and] Robert C. 
Stuart. New York, Harper & Row [1974] 
xii, 478 p. illus. 24 cm. ISBN 0-06-042508- 
3 Includes bibliographies. [HC335.G723] 
73-8539 7.95 (pbk.) 
J. Russia—Economic conditions—-1918- 2. 
Russia—Economic policy—1917- I. Stuart, 
Robert C., 1938- joint author. IT. Title. 
CHUNG, Joseph Sang- 330.9°519°3 
hoon, 1929- 
The North Korean economy; structure and 
development. Stanford, Calif, Hoover 
Institution Press, Stanford University 
[1974] xviii, 212 p. illus. 27 cm. ISBN 0- 
$179-1321-1 (Hoover Institution 
publications, 132) Bibliography: p. 195- 
206. [HC468.A2C75] 75-187263 7.50 
i. Korea (Democratic People’s Republic)— 
Economic conditions. I Title. IF Series: 
Stanford University. Hoover Institution on 
Ven Revolution, and Peace. Publications, 
32. 


YAMAMURA, Kozo. 330.952025 
A study of samurai income and 
entrepreneurship; quantitative analyses of 
economic and social aspects of the samurai 
:n Tokugawa and Meiji, Japan. Cambridge, 


` Mass., Harvard University Press, 1974. xii, 


243 p. 24 cm. ISBN 0-674-85322-5 
“Harvard East Asian series, 76) 
Bibliography: p. 232-239. [HT653.J3Y34] 
73-87378 11.00 

4. Samurai. 2. Income—Japan—History. 3. 
Entrepreneur—Histary. I. Title. I. Series. 


NISHIYAMA, Chiaki, 

1924- 
The price of prosperity; lessons from Japan 
[by] Chiaki Nishiyama [and] G. C. Allen. 
[London] Institute of Economic Affairs, 
1974. 66 p. 22 cm. ISBN 0-255-36054-1 
‘Hobart paper 58) Label mounted on t.p.: 
Transatlantic Arts, Levittown, N.Y., sole 
distributor for the U.S.A. Bibliography: p. 
56. [HC462.9.N583] 74-168192 2.90 (pbk.) 
1. Japan—Economic conditions-—1945- I. 
Allen, George Cyril, 1900- FB. Title. HI. 
Series. 


330.95204 





SULY 31,1974 


HARRIS, Richard 
Colebrook. 
Canada before Confederation; a study in 
historical geography [by] R. Cole Harris 
and John Warkentin. Cartographer: Miklos 
Pinther. New York, Oxford University 
Press, 1974. xiv, 338 p. illus. 23 cm. ISBN 
0-19-501791-9 (Historical geography of 
North America series) Includes 
bibliographies, [HC115.H33] 73-87622 


330.9°71 


1. Canada—-Economic conditions. 2. Land 
settlement—Canada. 3. Canada—History. 
I. Warkentin, John, 1928- joint author. II. 
Title. 


SHERIDAN, Richard. 330.9°729 
Sugar and slavery; an economic history of 
the British West Indies, 1623-1775 [by] 
Richard B. Sheridan. Baltimore, Johns 
Hopkins University Press [1974, c1973] 
xiii, 529 p. illus. 23 cm. ISBN 0-8018- 
1580-0 Bibliography: . 507-522. 
[HC157.B8S5 1974] 73-15866 22.50 

i. West Indies,  British—Economic 
conditions. 2. Sugar trade—West Indies, 
British. 3. Slavery in the British West 
Indies. 4. West Indies, British—Social 
conditions. I. Title. 


EISNER, Gisela. 330.9°7292'04 
Jamaica, 1830-1930; a study in economic 
growth. Westport, Conn., Greenwood Press 
[1974, c1961] p. cm. ISBN 0-8371-7157-1 
Reprint of ‘the ed. published by 
Manchester University Press, Manchester, 
Eng. Bibliography: p. [HC157.J2E35 1974] 
73-15054 17.00 

1. Jamaica—Economic conditions. I. Title. 

Prepared from C.I.P. 


GRAY, Ralph, 1931- 330.9°73 
Economic development of the United 
States [by] Ralph Gray [and] John M. 
Peterson. Rev. ed. Homewood, Ill, R. D. 
Irwin, 1974. xv, 626 p. illus. 24 cm. ISBN 
0-256-01549-X (The Irwin series in 
economics) In the 1969 ed. Peterson’s 
name appeared first on the title page. 
Includes bibliographies. [H'C103.G75 1974] 
73-89113 

1. United States—Economic conditions. I. 
fog John M., 1922- joint author. II. 
itle. 


MCDONALD, Forrest. 330.9°73 
The Phaeton ride; thé failure of American 
success. [lst ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
04305-8 [HC106.M18] 73-21159 7.95 

1, United States—Economic conditions. 2. 
United States--Economic policy. f. Title. 
Prepared from C.I.P. 


HERBERT Hoover and 330.9°73°09 16 
the crisis of American capitalism. 
Contributors: Ellis W. Hawley [and ‘others] 
. Cambridge, Mass., Schenkman Pub. Co.; 
distributed by General Learning Press 
(Morristown, N.J., [1974, c1973] xiii, 138 
p. 23 cm. (The American forum series) 
Includes bibliographical references. 
[HC106.3.H43] 72-92264 4.50 (pbk.) 

1., Hoover, Herbert Clark, Pres. U.S., 1894- 
1964. 2. United States—Economic 
conditions—1918-1945. 3. United States— 
Economic policy—To 1933. I. Hawley, 
Ellis Wayne, 1929- 


*BACKMAN, Jules. 330.973°0924 
Business problems of the seventies, edited 
by Jules Backman, with a foreward by 
Harold S. Geneen. New York, New York 
University Press, 1973. xi, 195 p. 24 cm. 
ISBN 0-8147-0974-5 (The key issue 
lecture sefies) Includes bibliography 
references. [HC106.5] 73-14848 8.95 


' Simulators for 


I. United States—Economic conditions- 
1970- I. Title. 
Pbk. 3.50, ISBN 0-8147-0975-3 


GOODMAN, Joel Myron, 
1926- 

Economic and social aspects of Delaware’s 
coastal zone, by Joel M. Goodman. 
Newark, College of Marine Studies, 
University of Delaware, 1973. vi, 184 p. 
illus. 28 cm. (Delaware Bay report series, 
v. 8) Bibliography: p. 181-184. 
[HC107.D3G66] 74-620941 5. 50 

i. Delaware—Economic conditions. 2. 
Delaware—Social conditions. 3. Coasts— 
Delaware. I. Delaware. University, 
Newark. College of Marine Studies. IT. 
Title. HI. Series. 


330.9°75 1°04 


RAINBOLT, John C. 330.9°755’02 
From prescription to persuasion; 
manipulation of eighteenth century 


Virginia economy [by] John C. Rainbolt. 
Port Washington, N.Y., Kennikat Press, 
1974. viii, 218 p. 22 cm. ISBN 0-8046- 
9057-X (Kennikat Press national university 
publications. Series in American studies) 
Bibliography: p. 198-208. [HC107.V8R34] 
73-83268 8.95 

1. Virginia—Economic conditions. 2. 
Virginta—History—Colonial period, ca. 
i ges 775. 3. Mercantile system— Virginia. 
. Title. 


*BALLANTINE, John W. 331.01 
The human side of economics, and its 
significance for enterprise management, by 
John W. Ballantine. [Madison, Wis.] 
[Mimir Publisher] [1973] 170 p. 24 cm. 
{HB74] 8.00. 

1. Economics—Psychological aspects. I. 
Title. 


*ARONSON, Robert L., 
comp. 

The localization of federal manpower 
planning edited by Robert L. Aronson. 
Ithaca, N.Y., New York State School of 
Industrial and Labor Relations, Cornell 
University, 1973. 102 p. 23 cm. ISBN 0- 
87546-053-4. [HD5725] 73-620149 4.50 
(pbk.) 

I. Manpower policy—United States. I. 
Title. 


331.110973 


HASENFELD, Yeheskel. 331.1°28 
Manpower placement: service delivery for 
the hard-to-employ. Ann Arbor, Institute 
of Labor and Industrial Relations, 
University of Michigan-Wayne State 
University, 1973. 95 p. illus. 23 cm. ISBN 
0-87736-124-X (Policy papers in human 
resources and industrial relations, 21) 
Bibliography: p. [93]-95. [HD5875.H3] 73- 
620092 7.95 

1. Employment agencies—United States. 2. 
Manpower policy—United States. I. Title. 
Il. Series. 

Pbk., 2.95, ISBN 0-87736-125-8. 


WHITEHEAD, Donald 331.7 O1 
Henry, 1931- 

Stagflation and wages policy in Australia 

[by] DÐ. Whitehead. [Camberwell, 


Australia] Longman [1973] 150 p. 22 cm. 
ISBN 0-582-71415-X (Topics on the 
Australian economy) Includes 
bibliographical references. 
[HC610.W24W48] 74-168201 

1. Wage-price policy—Australia. I. Title. 
Distributed by Longman, New York, 
11.50; Pbk. 6.50, ISBN 0-582-71426-5. 


*WHEATCROFT, Eric O. 331.2592 
skill [by] Eric O. 
Wheatcroft. New York, McGraw-Hill, 
[1973] xi, 215, [1] p. illus., 24 cm. ISBN 0- 
07-084423-2 [TL152.7.D7] 12.50 
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1. Employees, Training of. I° Title. : 


SHEPPARD, Harold L. 331.2596 
Where have all the robots gone? Worker 
dissatisfaction in the ’70s. [by] Harold L. 
Sheppard & Neal Q. Herrick. New York, 
Free Press [1974, c1972] xxxiv, 222 p. 21 
cm. Includes bibliographical references. 
{HD8072.8573] 72-77285 3.95 (pbk.) * 

ft. Labor and laboring classes—United 
States,—1970- 2. Job satisfaction. I. 
Herrick, Neal Q.. joint author. II. Title. 


LORWIN, Lewis 331.3°40973 
Levitzki, 1883-1970. 
Youth work programs; problems and 


policies. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-05970-1 (Children and 
youth: social problems and social policy) 
Reprint of the 1941 ed. published by 
American Council of Education, 
Washington; [HD6273.L67 1974] 74-1694 


1. United States. Civilian Conservation 
Corps. 2. United States. Work Projects 
Administration. 3. United States. National 
Youth Administration. 4. Youth— 
Employment—United States. T. Title. II. 
Series. 

Prepared from C.I.P. 


MEADOR, Bruce Staffel. 331.544 
”Wetback” labor in the lower Rio Grande 
Valley. [San Francisco, R and E Research 
Associates, 1973] ix, 80 p. 28 cm. ISBN 0- 
88247-215-1 Originally presented as the 
author’s thesis (M.A.), University of 
Texas, 1951. [HD1527.T4M4 1973] 73- 
76012 9.00 

1. Migrant agricultural laborers—Texas— 
Rio Grande Valley. 2. Alien labor, 
Mexican—Rio Grande Valley. I. Title. 


ANDERSON, Nels, 331.5°44°0973 
1889- 


Men on the move. [New York, Da Capo 
Press, 1974, :c1940] p. cm. ISBN 0-306- 
70588-5 (FDR and the era of the New 
Deal) Reprint of the ed. published by 
University of Chicago Press, Chicago, 
issued in series: University of Chicago 
sociological series. Bibliography: p. 
[HD5856.U5A57 1974] 74-7427 16.50 

1. Migrant labor—United: States. 2. Labor 
and laboring classes—United States—1914- 
3. Unemployed—United States. I. Title. II. 
Series: Chicago. University. University of 
Chicago sociological series. 

Prepared from C.I.P. 


THOMAS, Mary 
Elizabeth. 

Jamaica and voluntary laborers from 
Africa, 1840-1865. Gainesville, University 
Presses of Florida [1974] v, 211 p. maps. 
24 cm. ISBN 0-8130-0438-1 Includes 
bibliographical references. 
[HD8228.5.A3T5] 72-93330 12.00 

1. Alien labor, African—Jamaica—History. 
£ Title. 


BOLLES, Richard Nelson. 331.7702 
Where do I go from here with my life? A 
workbook for career-seekers and career- 
changers [by} Richard N. Bolles and John 
C. Crystal. New York, The Seabury Press 
[1974] p. cm. ISBN 0-8164-9234-4 (A 
Continuum book) [HF5381.B63513] 74- 
8188 6.95 (pbk.) 

1. Vocational guidance. 2. Applications for 
positions. I. Crystal, John C., joint author. 
Il. Title. 

Prepared from C.I.P. 


COMMUNITY service 331.7°02°0973 
and related specialists. Edited by Sylvia J. 
Bayliss [and others] Rev. ed. Chicago, J. 
G. Ferguson; distributed by Doubleday, 


331.6°2’607292 
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New York {1974] 306 p. illus. 27 cm. 
ISBN 0-385-03223-4 (Careee opportunities 
for technicians and specialists) 
(HF5382.5.U5SC64 1974] 74-163584 11.95 

. United States—Occupations. 2. 
Vocational guidance—United States. I. 
Bayliss, Sylvia J, ed. 


FLETCHER, Merton Don, 
1938- 

Workers and commissars; trade union 

policy in the People’s Republic of China. 

[Bellingham, Wash., Western Washington 

State College] 1974 ISBN 0-914584-06-5 


331.8800951 


(Western Washington State College. 
Program in i East Asian studies. Occasional 
paper 6) Bibliography: p. 


[HD6807. P58] 74-620033 3.00 

1. Chung Kuo Kung Chan Tang. 2. 
Trade—Unions China. I. Title. II. Series: 
Washington (State). Western Washington 
State College, Bellingham. Program in 
East Asian Studies. Occasional paper no. 
6. Washington State Western . Washington 
State College Bellingham Program in East 
Asian Studies. Occasional paper no. 6 
Prepared from C.I.P. 


BURGESS, Philip M. 331.88°09772 
Public goods and voluntary associations: a 
multi-stage investigation of collective 
action in labor union locals [by] Philip M. 
Burgess [and] Richard Conway. Beverly 
Hills, Sage Publications [c1973] 54 p. 22 
cm. ISBN 0-8039-0305-7 (Sage 
professional papers in American politics, 
ser. no. 04-007) Bibliography: p. 49-54. 
(HD6517.15B86] 73-87850 2.40 

1. Trade-unions—Idndiana—Case studies. 2. 
Associations, institutions, etc. I. Conway, 
Richard, 1947- joint author. IT. Title. 


BELDEN, George. 332.024 
Strategies for the harassed bill payer; the 
bill collector—and how to cope with him. 
New York, Grosset & Dunlap [1974] 155 
. illus. 28 cm. ISBN 0-448-11594-8 
[HF5559.U5B44] 72-77112 4.95 

1. Collecting of accounts. 2. Credit— 
United States. 3. Debtor and creditor— 
United States. I. Title. 


BLODGETT, Richard E. 332’.024 
The New York times book of money, by 
Richard E. Blodgett. [New York, 
Quadrangle [1974, c1971] 223 p. illus. 
(part col.) 29 cm. ISBN 0-8129-0273-4 
[HG179.B56 1974] 72-88117 7.95 

1. Finance, Personal. I. Title. 


DORRIES, W. L. 332.024 
Personal finance; consuming, saving, and 
investing [by] W. L. Dorries, Arthur A. 
Smith [and] James R. Young. Columbus, 
Ohio, Merrill [1974] xi, 562 p. illus. 26 
cm. ISBN 0-675-08839-9 Includes 
Tibliosraphies; [HG179.D64] 73-90571 
.95 


i. Finance, Personal. I. Smith, Arthur 
Alvin, 19053- joint author. I. Young, James 
Ryland, joint author. HI. Title. 


FAULKNER, Harvey. 332.024 
More money in your pocket; how to 
substantially increase your income. 
Greenlawn, N.Y., Harian Publications; 
trade distributor: Grosset & Dunlap [1974] 
152 p. 21 cm. [HD8036.F38] 74-166178 
2.50 (pbk.) 

l. Supplementary employment. 2. Small 
business. 3. Self-employed. I. Title. 


- WARNER, Ralph E. 332.024 
How to legally beat the bill collector, by 
Ralph Warner [and] Peter Jan Honigsberg. 
Berkeley, Calif., Nolo Press [1974] 171 p. 
illus. 23 cm. [HF5559.U5W37] 74-166462 
3.95 (pbk.) 
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1. Collecting of accounts. 2. Credit— 
United States. 3. Bankruptcy. L 
Honigsberg, Peter J., joint author. Il. Title. 
III. Title: How to beat the bill collector. 


RUBEL, Stanley M. 332.1°025°73 
Guide to venture capital sources, by 
Stanley M. Rubel. 3d ed. [Chicago] Capital 
Pub. Corp. [1974] 334 p. 27 cm. ISBN 0- 
914470-05-1 Prepared by S. M. Rubel & 
Company.” Bibliography: p. 283-293. 
[HG65.R8 1974] 74-75808 

1. Financial institutions—United States— 
Directories. 2. Venture capital—United 
States—Directories. 3. Small business 
investment companies—Directories. 1. 
Rubel (S. M.) & Company. I. Title. 


THE Thrift industry, 332.2’ 0973 
1973; legal and business problems of 
savings banks and savings and loan 


institutions. Daniel Clay Draper, chairman. 
New York, Practising Law Institute 
{c1973] 352 p. 22 cm. (Commercial law 
and practice course handbook series, no. 
99) *A4-2004.” ”Prepared for distribution 
at the thrift industry: legal and business 
problems of savings banks and savings and 
loan institutions, December 1973.” Pages 
351-352 blank for notes. Includes 
bibliographical references. [HG2151.T45] 
74-157834 20.00 

I. Building and loan associations—Urited 
States—Addresses, essays, lectures. 2. 
Savings-banks—United States—Addresses, 
essays, lectures. 3. Banks and banking— 
United States—Addresses, essays, lectures. 
4. Banking law—United States--Addresses, 
essays, lectures. £. Draper, Daniel Clay. H. 
New York (City). Practising Law Institute. 
HI. Title. IV. Series. 


ISSUES in monetary 332.4 
economics; proceedings of the 1972 
Money Study Group conference. Edited by 
H. G. Johnson and A. R. Nobay. [London] 
Oxford University Press, 1974. xi, 595 p. 
21 cm. ISBN 0-19-877021-9 Includes 
bibliographies. [HG221.185] 74- 164467 
Money—Congresses. 2. Monetary 
policy—Congresses. 3. International 
finance—Congresses. 4. Monetary policy— 
Great Britain—Congresses. I. Johnson, 
Harry Gordon, 1923- ed. Il. Nobday, 
Avelino Romeo, ed. HI. Money Study 
Group. 
Distributed by Oxford University Press, 
New York; 25,75. 


MARSHALL, Robert Herman, 332.4 
1929- 

The monetary process; essentials of money 
and banking [by] Robert H. Marshall [and] 
Rodney B. Swanson. Boston, Houghton 
Mifflin [1974] xi, 484 p. illus. 24 cm. 
ISBN 0-395-17165-2 Includes 
bibliographies. [HG538.M35] 73-11773 
12.50 


1. Money—United States. 2. Banks and 
banking—-United States. 3. International 
finance. I. Swanson, Rodney B., joint 
author. II. Title. 


INCOMES policy and 332.4'1 
inflation, edited by Michael Parkin and 


Michael T. Sumner. [Toronto] University ` 


of Toronto Press [1973,.c1972] xii, 283 p. 


23 cm. ISBN 0-8020-2111-5 Includes 
bibliographies. [HC79.W24148 1973] 73- 
86993 10.00 


1. Wage-price policy—Addresses, essays, 
lectures. 2. Wage-price policy—Gréat 
Britain—Addresses, essays, lectures. 3. 
Inflation (Finance)—Addresses, essays, 


AMERICAN BOOK PUBLISHING RECORD 


lectures. 4. Inflation (Finance)—Great 
Britain—Addresses, essays, lectures. I. 
Parkin, Michael, ed. If. Sumner, Michael 
T., ed. 


*PARKIN, Michael, comp. 332.4'1 
Incomes policy and inflation, edited by 
Michael Parkin and Michael T. Sumner. 
[Toronto, Buffalo] University of Toronto 
Press (1973, c1972] 283 p. 22 cm. ISBN 0- 
8020-2111-5 Includes bibliographical 
references. [HG229] 73-86993 10.00 

i. Inflation (Finance) I. Sumner, Michael 
T., joint comp. II. Title. 


PARSSON, Jens O. 332.4'1'0943 
Dying of money; lessons of the great 
German and American inflations [by] Jens 
O. Parsson. Boston, Wellspring Press, 
1974, 372 p. 22 cm. Bibliography: p. [329]- 
331. [HG999.P37] 73-92727 9.95 

I. Inflation (Finance)-—Germany—RHistory. 
2. Inflation (Finance)—United States. 3. 
Inflation (Finance) I. Title. 


MEIER, Gerald M. 332.45 
Problems of a world monetary order [by] 
Gerald M. Meier. New York, Oxford 
University Press, 1974. xiii, 305 p. 23 cm. 
ISBN 0-19-501801-X Companion volume 
to the author’s Problems of trade policy. 
Includes bibliographies. [HG3881.M43] 73- 
90362 4.95 (pbk.) ' 
1. International finance. 2. Currency 
question. 3. Balance of payments. 4. 
Dollar, American. I. Title. 


MIKESELL, Raymond Frech. 332.45 
Foreign dollar balances and the 
international role of the dollar [by] 
Raymond F. Mikesell and J. Herbert 
Furth. New York, National Bureau of 
Economic Research; distributed by 
Columbia University Press, 1974. xiv, 125 
p. 24 cm. ISBN 0-87014-262-3 (Studies in 
international economic relations, no. 8) 
Includes bibliographical references. 
[HG3881.M514] 73-85444 7.50 

l. International liquidity. 2. International 
finance. 3. Balance of payments—United 
States. 4. Dollar, American. I. Furth, Josef 
Herbert, 1899- joint author. II. Title. M1. 
eries. 


MASON, Don Walter. 332.452 
Intrinsic values of gold coins; for bullion 
ranges of $50-$800 per ounce. Long 
Beach, Calif., D. Mason and Associates 
[1973] 165 p. 28 cm. Bibliography: p. 165. 
[CJ113.M37] 73-76082 9.99 (pbk.) 

1. Gold coins. I. Title. 


COUGHLIN, Charles 332.4973 
Edward, 1891- 

Father Coughlin on money and gold; three 
pamphlets [by Charles E. Coughlin} New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-05929-9 (Gold: historical and 
economic aspects) Reprint of The new deal 
in money, published in Royal Oak, Mich., 
1933; of Eight discourses on the gold 
standard and other kindred subjects, 
published in Royal Oak, Mich., 1933; and 
of Driving out the money changers, 
published in Detroit, 1933. [HG538.C846] 
74-368 18.00 

1. United States—Economic policy—1933- 
1945. 2. Currency question—United States. 
3. United States—Economic conditions— 


JULY 31,1974 


1918-1945. 4. Federal Reserve banks. L 
Title. If. Series. 
Prepared from C.I.P. 


GITMAN, Lawrence J. 332.6 
INSTRAT: a game of investment strategy 
[by] Lawrence J. Gitman. Morristown, 
N.J., General Learning Press [1974] ix, 
165 p. 28 cm. [HG4539.G56] 73-87981 
6.15 (pbk.) 

i. Investments. 2. Computer simulation. 3. 
James of strategy (Mathematics) I. Title. 


LERRO, Anthony J. 332.6°322°0973 
Selection of securities; technical analysis of 
stock market prices [by] Anthony J. Lerro 
[fand] Charles B. Swayne, Jr. 2d ed. 
Morristown, N.J., General Learning Press 
[1974] viii, 131 p. illus. 23 cm. Includes 


bibliographical references. [HG4916.L46 
1974] 74-163588 3.75 (pbk.). 
i. Stocks—-United States—Charts, 


diagrams, etc. I. Swayne, Charles B., joint 
author. IT. Title. 


JACOBS, Sheldon. 332.6°327 
Put money in your pocket: the art of 
selecting no-load mutual funds for 
maximum gain. New York, Simon and 
Schuster [1974] 251 p. illus. 24 cm. ISBN 


0-671-21683-X [HG4530.J3] 73-18931 
7.95 

1. Investment trusts. I. Title. 

GROSS, LeRoy. 332.6°45 


The stockbroker’s guide to put and call 
option strategies. [New York] New York 
Institute of Finance [1974] viii, 116 p. 24 
cm. ISBN 0-13-846741-9 [HG6041.G75] 
74-166476 7.95 

1. Put and call transactions. 2. Over-the- 
counter markets—-United States. I Title. 


PARIS, Alexander 332.7°0973 
Perry. 

The coming credit collapse ey] Alexander 
P. Paris. New Rochelle, N Arlington 
House [1974] p. cm. ISBN 0-87000-271-6 
[HG181.P34] 74-5438 8.95 

1. Finance—United States. 2. Credit— 
United States. 3. Liquidity (Economics) 4. 
Banks and banking—-United States. I. Title. 
Prepared from C.I.P. 


EAST Africa; its peoples and 333 
resources. Edited by W. T. W. Morgan. 2d 
ed. Nairobi, New York, Oxford University 
Press, 1972, [i.e. 1974] viii, 312 p. illus. 26 
em. ISBN 0-19-572023-7 Part of 
illustrative matter fold. in pocket. Includes 


bibliographies. [HC517.E2E25 1972] 74- 
166230 24.50 - 

1. Natural resources—Africa, East. 2. 
Africa, East—Economic conditions. 3. 


Africa, East—Population. I. Morgan, 
Wiliam Thomas Wilson, 1927- ed. IL 
Title. 
TROWBRIDGE, Carl R., 333.3°32 
1903- 


Office guide to real estate appraisal 
reporting, with model specimens [by] Carl 
R. Trowbridge. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-13- 
631044-3 [HD1387.T76] 74-3344 22.95 

I. Real property-—Valuation—Handbooks, 
manuals, etc. I. Title. 

Prepared from C.I.P. 


HERFINDAHL, Orris Clemens, 
1918-1972. 

Economic theory of natural resources [by] 
Orris C. Herfindahl [and] Allen V. Kneese. 
Columbus, Ohio, Merrill [1974] x, 405 p. 
illus. 26 cm. ISBN 0-675-08895-X Includes 
bibliographical references. [HB199.H39 
1974] 72-95985 15.95 

l. Natural resources. 


333.7 


2. Economics, 


Mathematical I. Kneese, Allen V., joint 
author. H. Title. 


MILLARD, Reed. 333.7 
How will we meet the energy crisis? Power 
for tomorrow’s world, by Reed Millard and 
the editors of Science Book Associates. 
[Rev. ed.] New York, J. Messner: [1974] 
189 p. illus. 22 cm. ISBN 0-671-32477-2 
{Tomorrow’s world series) Bibliography: p. 
183-184. [TJ153.M54 1974] 74-165256 
4.29 

1. Power resources. I. Science Book 
Associates. II. Title. III. Title: The energy 
crisis. 


NELLES, H. V. 333.7°09713 
The politics of development; forests, mines 
& hydro-electric power in Ontario, 1849- 
1941 [by] H. V. Nelles. [Hamden, Conn.] 
Archon Books, 1974. p. cm. ISBN 0-208- 
01450-0 Includes bibliographical 
references. [HC117.06N44} 74-4038 21.00 
1. Natural resources—Ontario—RHistory. 2. 
Environmental policy—Ontario—History. 
3. Conservation of natural resources— 
Ontario—History. I. Title. 

Prepared from C.1.P. 


ENERGY and 333.7°0973 
environment; a collision of crises. Introd. 
by Russell E. Train. Edited by Irwin 


Goodwin. Acton, Mass., Publishing 
Sciences Group [1974] 272 p. 25 cm. 
ISBN 0-88416-001-7 (Washington 


Journalism Center. Critical issues series) 
Primarily the edited proceedings of a 
conference sponsored by the Washington 


Journalism Center in Apr. 1973. 
[HD9545.E56] 73-84166 
i. Power  resources—United States— 


Addresses, essays, lectures. 2. 
Environmental policy—United  States— 
Addresses, essays, lectures. 3. Energy 
conservation-—United States—Addresses, 
essays, lectures. I Goodwin, Irwin, ed. H. 
Washington Journalism Center. HI. Title. 
IV. Series. 


FUNIGIELLO, Philip J. 333.7°0973 
Toward a national power policy; the New 
Deal and the electric utility industry, 
1933-1941 [by] Philip J.  Funigiello. 
[Pittsburgh] University of Pittsburgh Press 
[1973] xvii, 296 p. 24 cm. ISBN 0-8229- 
3263-6 Bibliography: p. 275-288. 
[HD9502.U52F86] 72-92695 12.95 

1. Energy policy—United States—History. 
2. Power resources—United States. 3. 
Power resources—Law and legislation— 
United States. I. Title. 


NATURAL and Historic 333.7°09749 
Resource Associates. 
History, land ownership, and laws, 


including a survey of maps prior to 1840. 
Newark, College of Marine Studies, 
University of Delaware, 1973. viii, 294 p. 
maps. 29 cm. (Delaware Bay report series, 
v. 2) Bibliography: p. 281-294. 
[KF5590.D4N38] 73-622729 9.00 

1. Water resources development—Law and 
legislation—New Jersey. 2. Water 
resources development—Law and 
legislation—Delaware. 3. Regional 
planning—New Jersey. 4. Regional 
planning-——Delaware. 5. Delaware Bay— 
History. I. Title. H. Series. 


SQUIRE, C. B. 333.720922 
Heroes of conservation, by C. B. Squire. 
New York, Fleet Press Corp. [1974] 107 p. 
illus. 24 cm. ISBN 0-8303-0103-8 
Bibliography: p. 101-102. Seventeen brief 
biographies include Henry Thoreau, John 
Muir, Rachel Carson, the Duke of 
Edinburgh, Jacques-Yves Cousteau, and 
other champions of conservation for earth’s 
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resources. [S926.A2S66] 920° B 703179015 
5.95 


1. Conservationists—Biography—Juvenile 
literature. 2. Conservation of natural 
resources—History—Juvenile literature. 


SPRAGUE, Howard 
Bennett, 1898- 
Grasslands of the United States: “their 
economic and ecologic importance; a 
symposium of the American Forage and 
Grassland Council. Edited by Howard B. 
Sprague. [lst ed.] Ames, Iowa State 
University Press, 1974. p. cm. ISBN 0- 
8138-0745-X Includes bibliographies. 
[SB193.S68] 74-620 8.95 
1. Grasslands—United States—Congresses. 
2. Forage—Congresses. 3. Forage plants— 
United States—Congresses. IL American 
Forage and Grassland Council. If. Title. 
Prepared from C.I.P. 


ELKIN, Stephen L. 333.7709421 
Politics and land use planning; the London 
experience [by] Stephen L. Elkin. [London, 
New York] Cambridge University Press 
[1974] xi, 196 p. 24 cm. ISBN 0-521- 
20321-X Includes bibliographical 
references, [HD610.L6E4 1974] 73-80486 


333.740973 


1. Land—England—London metropolitan 
area. 2. London metropolitan  area— 
Politics and government. 3. Regional 
plenning London metropolitan area. T. 
ttle. 


MCCAULL, Julian 333.91 
Water pollution [by] Julian McCaull fand] 
Janice Crossland. New York, Harcourt 
Brace Jovanovich [1974] xiv, 206 p. illus. 

cm. ISBN 0-15-595125-4 
(Environmental issues series) Includes 


- bibliographical references. [TD420.M3] 73- 


13334 3.95 (pbk.) 
1. Water—Pollution. I. Crossland, Janice, 
Joint author. II. Title. III. Series. 


ACKERMAN, Bruce 333.9°162°09749 


The uncertain search for environmental 
quality [by] Bruce A. Ackerman and 
[others] New York, The Free Press [1974] 
p. cm. ISBN 0-02-900200-1 Bibliography: 
p. [HC107.A123P552] 73-21305 13.95 

1. Water—Pollution—Economic aspects-~ 
Delaware River. 2. Environmental policy— 
Middle Atlantic States. I. Title. 

Prepared from C.I.P. 


HANSOT, Elisabeth. 335.0209 
Perfection and progress: two modes of 
Utopian thought. Cambridge, Mass., MIT 
Press [1974] p. cm. ISBN 0-262-08077-X 
Bibliography: p. [HX806.H3] 74-7106 


1. Utopias—RHistory. I. Title. 
Prepared from C.I.P. 


PRPIC, Goerge J. 335.4°09 
A century of world communism; a 
selective chronological outline [by] George 
J. Prpic. Woodbury, N.Y., Barron’s 
Educational Series [1974] x, 322 p. illus. 
28 cm. ISBN 0-8120-0302-0 ”Gloria M. 
Barron editions.” [HX36.P76 1974] 74- 
166318 4.50 (pbk.). 

1. Communism—Aistory. I. Title. 


MARX, Karl, 1818-1883. 335.4712 
Grundrisse. Foundations of the critique of 
political economy. Translated with a 
foreword by Martin Nicolaus. New York, 
Vintage Books [1973] p. cm. ISBN 0-394- 
72001-6 (The Marx library) Translation of 
Grundrisse der Kritik der politischen 
Okonomie. [HB97.5.M3313 1973b] 73- 
16340 3.95 (pbk.) 
1. Marxian economics. I. Title. II. Title: 
37 
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Foundations ‘of the critique of political 
economy. 
Prenared, ‘from GLP: 


MAO, Tse-tung, 1893- 335.43°4 
Chairman Mao talks to the people; talks 


and letters: 1956-71. Edited and 
introduced by Stuart Schram. Translated 
by “John Chinnery and Tieyun. [lst 


American ed.] New York, Pantheon Books 
[1974] p. cm. ISBN 0-394-48688-9 (The 
Pantheon Asia library) Includes 
bibliographical references. 
[DS778.M3A2513 1974] 73-18731 8.95 

1. Mao, Tse-tung, 1893- I. Schram, Stuart 
R., ed. H. Title. 

Prepared from C.I.P. 


NORRIS, Russell 335.43°8'2 
Bradner. 

God, Marx, and the future; dialogue with 

Roger Garaudy., Philadelphia, Fortress 


Press [1974] xii, 210 p. 24 cm. ISBN 0- 
8006-0269-2 Bibliography: p. 201-205. 
(HX536.N74] 73-88355 9.95 

i. Garaudy, Roger. 2. Communism and 
christianity. 3. Garaudy, Roger. I. Title. 


RIGBY, Andrew. 335.942 
Alternative realities: a study of communes 
and their members. London, oston, 
Routledge & Kegan Paul [1974] ix, 341 p. 
23 cm. ISBN 0-7100-7715-7 (International 
library of sociology) Bibliography: p. 328- 
336. {HX696.R5] 73-86577 16.50 

i ; See settlements—Great Britain. I. 

itle. 


BALLOU, Adin, 1803- 
- 1890. 

History of the Hopedale Community, from 
its inception to its virtual submergence in 
the Hopedale Parish. William S. Heywood, 
editor. Lowell, Mass., Thompson & Hill, 
1897. [New York, AMS Press, 1974] p. 
~em. ISBN 0-404-10701-X (Communal 
societies in America) "Constitution, by- 
laws, rules, and regulations of the 
Hopedale Community”: p. [HX656.H7B2 
1974] 72-2935 10.00 

1. Hopedale Community. I. Title. 

Prepared from C.I.P. 


ESSAYS on taxation. 336.2’00973 
Contributed in memory of Colin F. Stam. 
New York, Tax Foundation [1974] vi, 231 
p. illus. 23 cm. Includes bibliographical 
references. [HJ2381.E78] 74-75969 6.50 

1. Taxation-—-United States—Addresses, 
essays, lectures. I Stam, Colin Ferguson, 
1896-1966. II. Tax Foundation, New York. 


SCHIFF, Michael. 336.2°71 
Business experience with value added 


335.97443 


taxation; research study and report 
prepared for the Financial Executives 
Research Foundation. [New York, 


Financial Executives Research Foundation, 
1974] vi, 116 p. forms. 23 cm. 
Bibliography: p. 113-116. [HJ5715.E95S34] 
74-75478 5.50 

d. Value-added tax—European Economic 
Community countries. 2. Value-added 
tax—United States. I. Financial Executives 
Research Foundation, New York. Il. Title. 


*CAN Congress control 336.73 
spending? [by] William Proxmire [et. al.] 
Washington, American Enterprise Institute 
for Public Policy Research [1973] 62 p. 21 
em. ISBN  0-8447-2039-9 (Town Hall 
meeting) [HJ243] 73-85834 2.50 (pbk.) 

i. Public, Finance—United States. L 

. Proxmire, William. 


MARSCHAK, Thomas A. 338°.001 
General equilibrium with price-making 
firms [by] Thomas Marschak [and] 


38 





Reinhard Seiten. Berlin, New York, 
Springer-Verlag, 1974. xi, 246 p. illus. 25 
cm. (Lecture notes in economics and 
mathematical systems, 91) Bibliography: p. 
245-246. [HB145.M37] 73-21209 8.50 
(pbk.) 

1. Equilibrium (Economics) I. Selten, 
Reinhard, joint author. II. Title. HI. Series. 
IV. Mathematical economics 


TORGERSON, Dial, 
1928- 

Kerkorian: an American success story. 

New York, Dial Press, 1974. p. cm. ISBN 

0-8037-4421-8 [HC102.5.K47T65] 74-4287 

8.95 

1. Kerkorian, Kirk, 1917- I. Title. 

Prepared from C.I.P. 


YANCY, Robert J. 338’.04°0973 
Federal Government and Black business 
enterprise, by Robert J. Yancy. Cambridge, 
Mass., Ballinger Pub. Co. [1974] p. ISBN 
0-884 10-014-6 Bibliography: p- 
[HD2346.U5Y35] 74-5221 12.50 

1. Minority business enterprises—United 
States. 2. Negro  businessmen—United 
States. I. Title. 

Prepared from C.I.P. 
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SALZMAN, Louis Francis. 
1878- 
English industries of the Middle Ages; 
being an introduction to the industrial 
history of medieval England, by L. F. 
Salzmann. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. Reprint of the 1913 ed. 
published by Constable, London. 
[HC254.S3 1974] 74-8922 30.00 (lib. bdg.). 
1. Great Britain—Industries—History. 2. 
Great Britain—Economic conditions. 3. 


338.0942 


Mineral industries—Great Britain— 
History. I. Title. 

Prepared from C.I.P. 

MINCRINTON, Walter 338.094235 


Devon at work: .past ard present [by] 
Walter Minchinton. Newtcn Abbot, David 
& Charles [1974] 112 p. illus., map. 25 cm. 
ISBN 0-7153-6389-1 Bibliography: p. 111. 
[HC258.D45M55] 74-165575 

1. Devon, Eng.—Industries. I. Title. 
Distributed by David and Charles, 
Vermont, 11.50. 


*REBISCHUNG, James. 
Japan: 
social life. San Francisco, James May Co., 
[1973] 128 p. illus. 26 cm. [HC463] 73- 
78854 3.95 (pbk.) 

1. Japan—tndustries. 
conditions. 3. 
conditions. I. Title. 
Publisher’s address: 
Francisco, Ca. 


COCHRANE, Willard 
Wesley, 1914- 


338.0952 


2. Japan—Soacial 
Japan—Econemic 


3220 Ortega St. San 


338.1°091724 


Agricultural development planning; 
economic concepts, administrative 
procedures, and political process [by] 


Willard W. Cochrane. New York, Praeger 
[1974] p. cm. ISBN 0-275-08480-X 
(Praeger special studies in international 
economics and development) Includes 
bibliographical references. [HD1417.C62] 
73-21464 15.00 

i. Underdeveloped areas—Agriculture 2. 
Agriculture and state. I. Tide. 

Prepared from C.I.P. 


EMIGRATION and 
agriculture in 
Emigration et 


338.1091822 
the Mediterranean Besin. 
agriculture dans le Bassin 


Mediterraneen. Ed. C. A. O. van 
Nieuwenhuijze. Publication by the 
Mediterranean Social Sciences Research 


the facts of modern business and , 


AMERICAN BOOK PUBLISHING RECORD 


Council and the Institute of Social Studies. 
The Hague, Mouton, 1972. 188 p. 22 cm. 
(Publications of the Institute of Social 
Studies. Paperback series, 8) English or 
French. Includes bibliographical references. 
[HD 1920.M4E44] 72-86184 

i. Agriculture—Economic aspects— 
Mediterranean region—Addresses, essays, 
lectures. 2.  Rural-urban  migration— 
Mediterranean region—Addresses, essays, 
lectures. 3. Agriculture and  state— 
Mediterranean region—Addresses, essays, 
lectures. I. Nieuwenhuijze, Christoffel 
Anthonie Olivier van, 1920- ed. IL 
Mediterranean Social Sciences Research 
Council. If. Hague. Institute of Social 
Studies. IV. Title: Emigration et aprieu ture 
dans le Bassin Mediterraneen. V. Series: 
Hague. Institute of Social Studies. 
Publications: paperback series, v. 8. 

Dist. by Humanities, 10.50 (pbk.) 


FISCHER, Lewis A. 338.1°09439 
The new Hungarian agriculture [by] Lewis 
A. Fischer and Philip E. Uren. Montreal, 
McGill-Queen’s University Press, 1973, 
[i-e.1974] xxi, 138 p. maps. 22 cm. ISBN 
0-7735-0136-3 Bibliography: p. [127]-134. 
[HD 1940.H82F57] 73-79093 

L Agriculture—Economic aspects— 
Hungary. 2. Agriculture and state— 
Hungary. I. Uren, Philip E., joint author. 
IT. Title. 

Distributed by McGill Queens, University 
Press, New York, 10.00. 


HAVENS, Thomas R. H. 338.1°0952 
Farm and nation in modern Japan, by 
Thomas R. H. Havens. Princeton, N.J., 
Princeton University Press [1974] p. cm. 
ISBN 0-691-03101-0 Bibliography: p. 
[HD2092.H366] 74-3475 17.50 

i. Agriculture—Economic aspects—Japan. 
2. Agriculture and state—Japan. 3. Japan— 
Rural conditions. 4. Nationalism—Japan. I. 
Title. 

Prepared from C.I.P. 


HIGBEE, Edward 
Counselman, 1910- 
Farms and farmers in an urban age [by] 
Edward Higbee. New York, Twentieth 
Century Fund, 1963. Millwood, N.Y., 
Kraus Reprint Co., 1973. xii, 183 p. maps, 
22 cm. ISBN 0-527-40450-0 Includes 
bibliographical references. [HD1761.H53 
1973] 73-15578 6.50 
1. Agriculture~-Economic aspects—United 


338.10973 


` States. 2. Rural-urban migration—United 


States. I. Title. 
Pbk. 4.00; ISBN 0-527-40449-7. 
EISENBERG, Peter 338.1°7°3609813 
E. 
The sugar industry in Pernambuco; 
modernization without change, 1840-1910 
[by] Peter L. Eisenberg. Berkeley, 
University of California Press [1974] xvi, 
289 p. illus. 24 cm. =e 0-520-01731-5 
Bibliography: {251]-273. 
[HD9114.B23P474] 1È 117340 15.00 
I. Sugar trade—Pernambuco, Brazil (State) 
2. Slavery in Pernambuco, Brazil (State) 3. 
pat workers-—Pernambuco, Brazil (State) 
. Title. 


ROUTLEY, Richard. 338.1°7°490994 
The fight for the forests; the takeover of 
Australian forests for pines, wood chips, 
and intensive forestry [by] R. and V. 
Routley. Canberra, Australian National 
University, Research School of Social 
Sciences, 1973. 290 p. illus. 29 cm. ISBN 
0-7081-0639-2 Bibliography: p. 279-290. 
[SD243.R68] 73-85868 

1. Forests and  forestry--Economic 
aspects—Australia. 2" Forest 
management—Australia. 3. Forests and 
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forestry—Multiple use. 4. Forest 
products—Australia. I. Routiey, Vernon 
Charles, joint author. IT. Title. 

Distributed by International Scholarly 
Book Service., 4.40 (pbk). 

ADELMAN, Morris 338.2°7°282 


Albert. 

The world petroleum market, by M. A. 
Adelman. Baltimore, published for 
Resources for the Future by John Hopkins 
University Press [1973, c1972] xviii, 438 p. 
illus., 26 cm. ISBN 0-8018-1562-2 Includes 
bibliographical references. [HD9560.5A34] 
5.95 (pbk.) 

1. Petroleum industry and trade. I. Title. 
L.C. card number for hard cover: 72-4029 


HALL, Gus. 338.2°7°2820973 
The energy rip-off cause and cure. New 
York, International Publishers [1974] p. 
em. ISBN  0-7178-0421-6 Includes 
bibliographical references. [HD9566.H25] 
74-8897 1.75 (pbk.) 

i. Petroleum industry and trade—United 
States. 2. Energy policy—United States. I. 
Title. 

Prepared from C.I.P. 


OPPENHEIMER, 
Bruce Ian. 
Oil and the congressional process; the 
limits of symbolic politics. Lexington, 
Mass., Lexington Books [1974] p. cm. 
ISBN 0-669-92734-1 [HD9566.064] 74- 
312 13.50 
1. Petroleum industry and trade—United 
States. 2. Petroleum Jaw and legislation— 
United States. 3. Water—Pollution—Law 
and legisiation—United States. 4. 
Petroleum—Taxation—United States. 
Prepared from C.I.P. 


CONFERENCE Board. 338.4 
pnerey consumption in manufacturing, by 
John G. Myers [and others] (Cambridge, 
Mass.] Ballinger Pub. Co. [1974] p. cm. 
ISBN 0-88410-307-2 Includes 
bibliographies. [HD9502.U52C66 1974] 
74-8111 20.00 

1. Energy policy—United States. 2. United 
States—Industries. I. Myers, John G. I. 
Title. 

Prepared from C.I.P. Pbk., 9.95, ISBN 0- 
88410-323-4. 


YOSHITAKE, Kiyohiko, 1924- 338.4 
An introduction to public enterprise in 
Japan. With a foreword by William A. 
Robson. Beverly Hills [Calif] Sage 
Publications [1974, c 1973] xiii, 361 p. 
illus. 23 cm. ISBN  0-8039-0298-0 
Bibliography: p. 334-348. [HD4313.Y67] 
73-84184 15.00 
l. Government 
Japan. I. Title. 


STRATEGIC Futures, 
inc. 
The future of catalog marketing and 
production, 1973-1980. [New York] 1974- 
y: 3 cm. Contents.—v. 1-2. Markets.— 
3. Suppliers and service houses. 
(A S861 ‘S77 1974] 74-164300 9,500 (4 
vols. 
1. Catalogs, Commercial—Collected works. 
2. Retail trade—United States—Collected 
works. 3. Mail-order business—United 
States—Collected works. 4. Advertising, 
Direct-mail—Collected works. I. Title. 
Publisher’s address: 595 Madison Ave., 
10022 


FROST & 338.4°7°6213660973 
Sullivan, inc., New York. 

Commercial Yaser market. New York, 

1973. iv, 137 L illus. 29 cm. 


338.2°7°2820973 


business  enterprises— 


338.4°7°070573 


er 1973]  74-165195 
395.00 

1. Laser industry—United States. I. Title. 
REUBEN, B. G. 338.4766 


The chemical economy; a guide to the 
technology and economics of the chemical 
industry [by] B. G. Reuben and M. L. 
Burstall. [London] Longmans [1973] xix, 
530 p. illus. 26 cm. ISBN 0-582-46307-6 
Includes bibliographies. [TP145.R47] 73- 
85210 

i. Chemistry, Technical. 2. Chemical 
industries. T. Burstall, M. L., joint author. 
JI. Title. 


Distributed by Longman, New York; 
18.00. 
INGRAM, George M. 338.4°7°6655098 


Expropriation of U.S. property in South 
America; nationalization of oil and copper 
companies in Peru, Bolivia, and Chile [by] 
George M. Ingram. New York, Praeger 
Publishers [1974] p. cm. ISBN 0-275- 
08320-3 (Praeger special studies in 
international economics and development) 
Originally presented as the author’s thesis, 
University of Michigan. Bibliography: p. 
[HD9579.S62I5 1974} 73-18871 25.00 
1l. Petroleum industry and trade— 
Government ownership—South America— 
Case studies. 2. Copper industry and 
trade—Government ownership—South 
America—Case studies. 3. Corporations, 
American—South America—Case studies. 
i. Title. 
Prepared from C.I.P. 
ROSENBLOOM, 338.4°7'6702573 
Joseph. 
Kits & plans. Willits, Calif., Oliver Press 
[c1973] iv, 272 p. 22 cm. ISBN 0-914400- 
00-2 [TT12.R66] 73-92459 3.95 
I. Handicraft—Directories. 2. Industrial 
arts—Directories. I. Title. 
Publisher’s address: P. O. Box A, Willits, 
Ca. 95490 


TAKEUCHI, Kenji, 
1932- 

Tropical hardwood trade in the Asia- 

Pacific region. Baltimore, Distributed by 

the Johns Hopkins University Press [1974] 

p. cm. ISBN 0-8018-1627-0 (World Bank 

staff occasional papers, no. 17) 

Bibliography: p. [HD9766.A82T36] 74- 

4214 4.00 (pbk.) 

ft. Lumber trade—Asia, Southeastern. 2. 

Lumber trade—East (Far East) I. Title. I. 

Series. 

Prepared from C.I.P. 


FROST & Sullivan, 
inc., New York. 
The dental equipment and supplies market. 


338.4°7'674095 


338.4°7°681761 


‘New York, 1974, c1973. iv, 141 1. illus. 29 


em. [HD9999.D43U54 1974] 74-164307 
445.00 

I. Dental instruments and apparatus— 
United States. I. Title. 


WASSERMAN, Paul. 338.5'2'0973 
Commodity prices: a source book and 
index, compiled by Paul Wasserman [and] 
Diane Kemmerling. Detroit, Gale Research 
Co. [1974] xii, 200 p. 24 cm. ISBN 0- 
8103-0369-8 "Updating and thorough 
revision of Sources of commodity prices, 
published in 1959 as a project of the 
Business and Finance Division of the 
Special Libraries Association.” 
[Z7164.P94W33] 73-19898 15.00 

1. Prices—United States—Sources. I. 
Kemmerling, Diane, joint author. I. 
Special Libraries Association. Business and 
Finance Division. Committee on Sources 
of Commodity Prices. Sources of 
commodity prices. HI. Title. 


“ 300 SOCIAL SCIENCE 


DMITRIEYV, V. K. . 338.5°21 
Economic essays on value, competition 
and utility. Translated by D. Fry and 
edited with an introd. by D. M. Nuti. 
{London, New York} Cambridge 
University Press [1974] 231 p. illus. 24 cm. 
ISBN 0-521-20253-1 Translation of 
Ekonomicheskie ocherki. Bibliography: p. 
221-224. [HB203.D53] 73-77176 18.50° 

1. Ricardo, David, 1772-1823. 2. Cournot, 
Antoine Augustin, 1801-1877. 3. Walras, 
Leon, 1834-1910. 4. Value. 5. Marginal 
utility. T. Title. 


HOWARD, 338.7°61'642470924 B 
Oscar C. 

Oscar C. Howard, master of challenges; an 

autobiography. With an introd. by 


Frederick D. Patterson. Minneapolis, T. 8. 
Denison [1974] 211 p. 23 cm. ISBN 0- 
$13-01348-2 (Men of achievement series) 
The author, a black man from the South, 
relates his determined efforts to get an 
education and establish a successful food 
catering business. ([TX910.5.H58A33] 92 
73-87049 6.95 

1. Howard, Oscar C. I. Title. 


BOCK, Betty, 1915- 338.8°0973 
Restructuring proposals: measuring 
competition in numerical grids. [New 


York, Conference Board] 1974. v, 177 p. 
23 cm. (Conference Board report no. 619) 
Includes bibliographical references. 
[HD2791.B625] 74-166321 12.50 

1. Big business—-United States. 2. 
Competition. I. Conference Board. II. Title. 
ar, Series: Conference Board. Report no. 


HERLING, John. 338.8°262'13 
The great price conspiracy; the story of the 
antitrust violations in the electrical 
industry. Westport, Conn., Greenwood 
Press [1974, c1962] p. cm. ISBN 0-8371- 
7505-4 Reprint of the ed. published by R. 
B. Luce, Washington. [HD9695.U52H4 
1974] 74-5547 15.75 

1. Electric industries—-United States. 2. 
Trusts, Industrial—United States. I. Title. 
Prepared from C.I.P. 


HOVERS, J. 338.83 
Expansion through acquisition; expansion 
strategy based on experience with a large 
European company, by John Hovers. New 
York, Wiley [1974, c1973] p. cm. 
Translation of Expansie door overname. 
”A Halsted Press book.” Bibliography: p. 
[HD2741.H6613] 74-2093 12.50 

1. Consolidation and merger of 
corporations. I Title. 

Prepared from C.I.P. 


ECONOMIC structure and 338.9 
development. Essays in honour of Jan 


Tinbergen. Edited by H. C. Bos, H. 
Linnemann and P. de Wolff. Amsterdam, 
North-Holland Pub. Co., New York, 
American Elsevier Pub. Co., 1973, 


[i.e.1974] x, 283 p. port. 23 cm. Includes 
bibliographies. [HB171.E245}] 73-86931 
19.50 


1. Economics—Addresses, essays, lectures. 
2. Economie development—Addresses, 
essays, lectures. 3. Economic policy— 
Addresses, essays, lectures. I. Tinbergen, 
Jan, 1903- II. Bos, Hendricus Cornelis, 
1926- ed. HI. Linnemann, Hans, ed. IV. 
Wolff, Pieter de, ed. 


FISHER, Antony. 338.9 
Must history repeat itself? A study of the 


‘lessons taught by the (repeated) failure and 


(occasional) success of government 
economic policy through the ages. Enfield 
[Eng.] Churchill Press, 1974. xvii, 155 p. 
22 cm. Label mounted on tps 
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300 SOCIAL SCIENCE `“ 
Transatlantic* Arts, Inc., Levittown, N.Y., 
sole distributors for the U.S.A. Includes 
bibliographical references. DR: F513] 
74-166392 6.95 

1. Economic policy. 2. Industry and state. 
3. Agriculture and state. I. Title. 


PAPANDREOU, Andreas George. 338.9 
Thé impact approach to project selection 
[by] Andreas Papandreou [and] Uri Zohar. 
New York, Praeger [1974] p. cm. ISBN 0- 
275-09430-5 (Praeger special studies in 
international economics and development) 
Contents — —v. 2. National planning 
and socioeconomic priorities. [HD82.P238] 
73-19204 15.00 

i. Economic development. 2. Economic 
policy. 3. Cost effectiveness. I. Zohar, Uri, 
joint author. If. Title. 

Prepared from C.I.P. 


CONFERENCE on Tensions in 338.91 
Development, Oxford University, 1961. 
Restless nations; a study of world tensions 
and development. Foreword by Lester B. 
Pearson. Westport, Conn., Greenwood 
Press [1974, c1962] p. cm. Sponsored by 
the Council on World Tensions. Reprint of 
the ed. published by Dodd, Mead, New 
York. [HD82.C57475 196la] 73-3751 

10.25 

1. Economic development—Congresses. 2. 

Economic __ assistance-—-Congresses. 3. 

World politics—1955- —Congresses. I. 

Council on World Tensions. IT. Title. 

Prepared from C.I.P. 

WEISSMAN, Stephen 338.917172'4073 

R. 

. The Trojan horse; a radical look at foreign 
aid, by Steve Weissman and members of 
Pacific Studies Center and the North 
American Congress on Latin America. San 
Francisco, Ramparts Press [1974] 249 p. 


21 cm. ISBN 0-87867-026-2 Includes 
bibliographical references. [HC60.W374] 
72-75809 7.95 

J. Economic assistance, American— 


Addresses, essays, lectures. 2. Military 
assistance, American—Addresses, essays, 
lectures. 3. Economic  assistance— 
Addresses, essays, lectures. I. Pacific 
Studies Center. If North American 
Congress on Latin America. IT. Title. 
SEIDMAN, Ann Willcox, 338.967 
1926- 

Planning for development in sub-Saharan 
Africa. New York, Praeger [1974] p. cm. 
ISBN 0-275-08620-7 (Praeger special 
studies in international economics and 
development) Includes bibliographical 
references. [HC502.845] 73-19450 17.50 

L Africa, Sub-Saharan—Economic 


conditions. 2. Africa, Sub-Saharan— 
Economie policy. [. Title. 

Prepared from C.I.P. 

WRIGHT, Winthrop R., 338.982 


1936- 

British-owned railways in Argentina: their 
effect on the growth of economic 
nationalism, 1854-1948, by Winthrop R. 
Wright. Austin, Published for the Institute 
of Latin American Studies by the 
University of Texas Press [1974] p. cm. 
ISBN  0-292-70710-X (Latin American 
monographs, no. 34) [HE2907.W75] 74- 
4447 10.00 

1. Railroads—Argentine Republic. 2, 
Investments, British-~Argentine Republic. 
I. Texas. University at Austin. Institute of 
Latin American Studies. IH. Title. TI. 
Series: Latin American monographs 
(Austin, Tex.) no. 34. 

Prepared from C.I.P. 
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COCHRANE, James L. 339 
Macroeconomics: analysis and policy [by] 
James L. Cochrane, Samuel Gubins [and] 
B. F. Kiker. Glenview, Ill, Scott, 
Foresman [1974] 398 p. illus. 25 cm. ISBN 
0-673-07639-3 Bibliography: p. 384-391. 
(HB171.5.C76] 73-85876 11.50 

i. Macroeconomics. I Gubins, Samuel, 
joint author. I. Kiker, B. F., joint author. 
TIT. Title. 


WONNACOTT, Paul. 339 
Macroeconomics. Homewood, Ill, R. D. 
Irwin, 1974. xv, 519 p. illus. 24 cm. ISBN 
0-256-01552-K (The Irwin series in 
economics) Includes bibliographies. 
(HB171.5.W77] 73-90597 11.50 

1. Macroeconomics. 


SCHNITZER, Martin. 339.2 
Income distribution: a comparative study 
of the United States, Sweden, West 
Germany, East Germany, the United 
Kingdom, and Japan. New York, Praeger 
[1974] p. cm. ISBN 0-275-07460-7 
(Praeger special studies in international 
economics and development) Includes 
bibliographical references. [HC79.15S36] 
73-26 16.50 

i. Income distribution—United States. 2. 
Income distribution—Europe—Case 
studies. 3. Income distribution—Japan. I. 
Title. 

Prepared from C.I.P. 


FAIRBAIRN, I. J. 339.270996714 
The national income of Western Samoa 
[by] Ian J. Fairbairn. Melbourne, New 
York, Oxford University Press, 1973. xx, 
215 p. maps on lining papers, tables. 23 
cm. ISBN 0-19-550389-9 Index. 
Bibliography: p. 209-212. [HC687.S331513] 
74-163594 12.00 

1. National income—Western Samoa. 2. 
Western Samoa—Economic conditions. 3. 
Western Samoa—tIndustries. I. Title. 


RIMMER, Douglas.. 339.371 
Macromancy: the ideology of ’development 
economics.’ London, Institute of Economic 
Affairs, 1973. 64 p. 22 cm. ISBN 0-255- 
36042-8 (Hobart paper 55) Bibliography: p. 
62-64. [HD82.R55] 74-165442 

I. Economic development. 2. Gross 
national product. 3. Macroeconomics. T. 
Title. II. Series. 

Distributed by Transatlantic Arts; 2.50 
(pbk.). 


PETERSON, Wallace C. 339.373 
Income, employment, and economic 
growth, by Wallace C. Peterson. 3rd ed. 
New York, Norton [1974] p. cm. ISBN 0- 
393-09279-8 Includes bibliographical 
references. [HC110.I5P43 1974] 74-3299 
8.95 

1. National income—Urited States. 2. 
Labor supply—United States. 3. United 
States—Economic conditions—1961- 4. 
United States—Economic policy—1961- I. 
Title. 

Prepared from C.I.P. 


*MODELS of doom: 339.5 
a critique of the limits to growth, edited by 
H. S. D. Cole [and others] with a reply by 
the authors of the limits to growth. New 
York, Universe Books [1973] 244 p. 21 


cm. ISBN 0-87663-184-7 Includes 
bibliographical references. [HD21] 72- 
97037 8.00 


i. Economic Se ee L 
Cole, H. S. D. ci 
Pbk. 2.95, ISBN 0-87663- 905-8. 


*RIMMER, Douglas. 339.5 


Macromancy, the idea of development 
economics. [London} Institute of Economic 


AMERICAN BOOK PUBLISHING RECORD 


Affairs, 1973. 64 p. 22 cm. ISBN 0-255- 
36042-8 (Hobart papers, 55) [HD82] 

1. Economic development. I. Title. I. 
Series. 

Dist. by Transatlantic Arts, 2.50 (pbk.) 


Law 340-349 


LLOYD, David, 1946- 340°.07°2073 
Finding the law; a guide to legal research. 
Dobbs Ferry, N.Y., Oceana Publications, 
1974. p. cm. ISBN 0-379-11090-3 (Legal 
almanac series, no. 74) Includes 
bibliographies. [KF240.L59] 74-10762 4.00 
1. Legal research—United States. I. Title. 
Prepared from C.I.P. 


ATHLETICS. 340°.08 s 
[Durham, N.C.] School of Law, Duke 
University, 1973 [cl974] 171 p. illus. 27 
cm. (Law and contemporary problems, v. 
38, no. 1) Cover title. Includes 
bibliographical references. [K12.A9 vol. 38, 
no. 1] [GV583] 344’.73°099 74-164389 
4.00 


1. Sports—United States--Addresses, 


essays, lectures. 2. Sports--Law and 
legislation—United States-—Addresses, 
essays, lectures. 3. Athletics--United 


States—Addresses, essays, lectures. I. 
Duke University, Durham, N.C. School of 
Law. 


LEVY, Elizabeth. 340’.092’2 B 
Lawyers for the people. New York, A. A. 
Knopf [1974] p. cm. ISBN 0-394-82659-0 
Biographies of nine public interest lawyers 
who have been involved in cases such as 
stopping the use of DDT, justice for 
juveniles, equal rights for women, the 
defense of radicals, and prison reform. 
{KF372.L48] 920 74-4490 4.95 

1. Lawyers—United  States—Juvenile 
literature. I. Title. 

Prepared from C.I.P. Library binding 5.57; 
ISBN 0-394-92659-2. 


OLSEN, James T. 340.0924 B 
Ralph Nader: voice of the people, by 
James T. Olsen. Illustrated by Harold 
Henriksen. Mankato, Minn., Creative 
Education [1974] p. cm. ISBN 0-87191- 
355-0 (Personal close-ups) A brief 
biography of Ralph Nader whose interest 
in consumer protection sparked the first 
major legislation which dictated safety 
standards for automobiles. 
as .C63037] 92 74-6421 4.95 (lib. 
bdg. 

1. Nader, Ralph—Juvenile literature. I. 
Henriksen, Harold, illus. IT. Title. 

Prepared from C.I.P. 


GREAT Britain. Laws, 
statutes, etc., 499-1066. 
Laws of the kings of England from 
Edmund to Henry I. Edited and translated 
by A. J. Robertson. Cambridge, University 
Press, 1925. [New York, AMS Press, 
1974] p. ISBN 0-404-56547-6 Contents.— 
The laws of Edmund and of Edgar.— 
Promissio regis.—The laws of Athelred.— 
The laws of Canute.—The laws of William 
I and of Henry I. [KD542.R6 1974] 70- 
180687 21.50 
I. Law, Anglo-Saxon. 2. Law-—Great 
Britain. I. Robertson, Agnes Jane, ed. II 
Title. 
Prepared from C.I.P. 


HANNA, John Paul. 340’.0973 
The complete layman’s guide to the law. 
era Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN -13-161232-8 
[KF387.H28} 74-7490 14.95 


340°.0942 


JULY 31,1974 


i. Law—United States—Popular works. I. 
Title. 
Prepared from C.I.P. 


SHAIN, Henry. 340°.0973 
Legal first aid. San Francisco, Maverick 
Press [cl1973] 336 p. 24 cm. [KF387.845 
1973b] 74-167301 9.95 

1. Law—United States—Popular works. I. 
Title. 

Publisher’s address: 


899 Ellis Street, San 
Francisco, Ca. 94109. 


DIETZE, Gottfried. 340.1071 
Two concepts of the rule of law. 
Indianapolis, Liberty Fund, 1973. 108 p. 


23 cm. ISBN 0-913966-01-0 Chapters 1 
. and 2 previously published in German. 
Includes bibliographical references. [LAW] 
73-5664 5.00 

1. Germany—Constitutional law. 2. Rule 
of law. T. Title. 


SCHILLER, A. Arthur, 340.532 
1902- 

Ten Coptic legal texts. Edited with 
translation, commentary, and indexes 


together with an introd., by A. Arthur 
Schiller. New York, Metropolitan Museum 
of Art, 1932. [New York] Arno Press, 
1973. xiii, 103 p. 7 facsims. (part fold.) 32 
cm. ISBN 0-405-02246-8 English and 
Coptic. Original ed. issued as Publications, 
2, of the Metropolitan Museum of Art, 
Dept. of Egyptian Art. Includes 
bibliographical references. [LAW] 71- 
168410 20.00 

I. Law—Egypt, Ancient. 2. Coptic 
language—Texts. I. Title. II. Series: New 
York (City). Metropolitan Museum of Art. 
Dept. of Egyptian Art. Publications, 2. 


*MILAN, Sahovic. 341.01 
Principles of international law concerning 


friendly relations and cooperation. 
Belgrade, Yugoslavia, Institute of 
International politics and Economics 


Dobbs, Ferry, New York, Oceana Pubns, 
1972 fie. 1973] 450 p. 23 cm. ISBN 0- 
370-00020-2 Original title: Kodifikacija 
principa miroljubive aktivne 
koegzistencije [JK1245] 73- 8985 12.00 

1. International law. I. Title. 


INTERNATIONAL organization; 341.2 
law in movement, essays in honour of John 
McMahon. Edited by J. E. S. Fawcett and 
Rosalyn Higgins. London, New York, 
Oxford University Press for the Royal 
Institute of International Affairs, 1974. x, 
182 p. port. 23 cm. ISBN 0-19-214998-9 


Includes bibliographical references. 
[JX1954.148] 74-164380 9.00 
i. McMahon, John. 2. International 


organization—Addresses, essays, lectures. 
L McMahon, John. H. Fawcett, James 
Edmund Sandford, ed. HI. Higgins, 
Rosalyn, ed. IV. Royal Institute of 
International Affairs. 

Contents omitted. 


GOODRICH, Leland Matthew, 
1899- 

The United Nations in a changing world 

[by] Leland M. Goodrich. New York, 

Columbia University Press, 1974. p. cm. 


341.23 


ISBN 0-231-03824-0 Includes 
bibliographical references. [JX1977.G67] 
74-893 11.95 

1. United Nations. I. Title. 

Prepared from C.I.P. 

VINCENT, Jack Ernest. 341.23 


A handbook of the United Nations, by 
Jack E. Vincent. [2d ed.] Woodbury, N.Y., 
Barron’s Educational Series, inc. [1974] p. 
cm. ISBN °0-8120-0369-1 [JX1977.V48 
1974] 74-8831 1.95 (pbk.). 


1. United Nations. I. Title. 
Prepared from C.I.P. 


*HISCOCKS, Richard. 341.232 
The Security Council: a study in 
adolescence. New ‘York, Free Press, 


[c1973] 371 p. 22 cm. Bibliography: p. 
[331]-349. [JX1977] 73-18457 8.95 


i. United Nations. Security Council. T. 
Title. 


FINKE, Blythe Foote. 341.23°51 
China joins the United Nations. 
Charlottesville, N.Y., SamHar Press, 1973. 
31 p. 22 cm. (Great events of our time, no. 
1) Bibliography: p. 29-31. Traces the 
relationship of mainland China with the 
United Nations from 1949 to 1971 when it 


finally became a member of that 
international organization. 
{JX1977.2.C5F55] 74-165178 1.98 (lib. 


bdg); 0.98 (pbk.). 
L United Nations—China—Juvenile 
ďiterature. I. Title. 


POOLE, Peter A. 341.2351 
China enters the United Nations, by Peter 
A. Poole. New York, Watts, 1974. p. cm. 
ISBN 0-531-02713-9 (A World focus 
book) Bibliography: p. Discusses the 
background of and events leading up to the 
admission of the People’s Republic of 
China into the United Nations. 
[JX1977.2.C5P66] 74-584 3.95 

i. United Nattons—China—Javenile 
literature. I. Title. 

Prepared from C.I.P. 


INCE, Basil A. 341.23°88'1 

Decolonization and conflict in the United 
Nations; Guyana’s struggle for 
independence [by] Basil A. Ince. 
Cambridge, Mass., Schenkman Pub. Co.; 
distributed by General Learning Press 
(Morristown, N.J., 1974] xiv, 202 p. 23 
cm. (International | studies in political and 
social change) Bibliography: p. 191-197. 
[JXK1977.2.G89I5] 72-93988 5.95 

1. United Nations—Guyana. 2. Guyana— 
Politics and goverament—1803-1966. I. 
itle. 


SADY, Emil John, 1916- 341.27 
The United Nations and dependent 
peoples, by Emil J. Sady. Westport, Conn., 
Greenwood Press [1974, c1956] p. ISBN 
0-8371-7483-X Reprint of the ed. 
published by the Brookings Institution, 
Washington, in series: The Brookings series 
on the United Nations. Includes 
bibliographical references. [JX4021.S25 
1974] 74-4730 11.25 

i. United Nations. 2. International 
trusteeships. 3. Colonies. I. Title. 

Prepared from C.I.P. 


LAMB, Alastair, 
1930- 

The Sino-Indian border in Ladakh. 

[Columbia, University of South Carolina 

Press, 1974] p. cm. ISBN 0-87249-300-8 

(Asian publications series, no. 3) 

[DS450.C5L33 1974] 73-19964 14.95 

1. India~-Boundaries—China. 2. China— 

Boundaries—india. 3. Ladak—Boundaries. 

I. Title. 

Prepared from C.I.P. 


SHUSTER, Milan Robert. 341.7°51 
The public international law of money, by 
M. R. Shuster. Oxford, Clarendon Press, 
1973. [1], xiii, 356 p. 23 cm. ISBN 0-19- 
825308-7 Includes index. Bibliography: p. 
(334]-346. [LAW] 74-155441 

1. Money—Law. 2. Foreign exchange— 
Law. I. Title. 

Distributed by Oxford University Press, 
N.Y., 19.25 


341.42°09546 


r 
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CURRENT trends in j 341.758 
domestic and international licensing: 
patents, know-how, and industrial property. 
Marcus B. Finnegan [and] Robert 
Goldscheider: chairmen. New York, 
Practising Law Institute [1974] 160 p. 22 
cm. (Patents, copyright, and literary 
property course handbook series, no., 47) 
”G4-2669.” Prepared for distribution at the 
Current trends in domestic and 
international licensing seminar, Jan.-Feb. 
1974, Practising Law Institute, New York. 
[KF3145.Z9C84] 74-158446 20.00 

1. Patent licenses—United States. 2. 
Foreign licensing agreements. I. Finnegan, 
Marcus B. H. Goldscheider, Robert. II 
New York (City). Practising Law Institute. 
IV. Series: Patents, copyrights, and Hterary 
property course handbook series, no. 47. 


JOYNER, Nancy Douglas, 
1945- 

A contemporary concept of piracy in 

international Jaw; the status of aerial 

hijacking as an international crime. Dobbs 

Ferry, N.Y., Oceana Publications, 1974. p. 

cm. ISBN 0-379-00004-0 Bibliography: p. 

[JX5775.C7J68] 74-8380 17.50 

1. Hijacking of aircraft. 2. Pirates. I. Title. 

Prepared from C.I.P. 


ENFORCEMENT of foreign 341.7°8 
country judgments. Robert B. von Mehren, 


341.77 


chairman. New York, Practising Law 
Institute [1974] 272 p 22 cm. 
(Commercial law and practice course 


handbook series, no. 104) ”A4-2009.” 
”Prepared for distribution at the 
enforcement of foreign country judgments 
workshop, February 28-March 1, 1974.” 
Pages 271-272 blank. Includes 
bibliographical references. [KF8731.E5] 74. 
166209 20.00 

1. Judicial assistance--United States. I. 
Von Mehren, Robert B. I. New York 
(City). Practising Law Institute. III. Title. 
IV. Series. 


ERSKINE, Thomas 

Erskine, Baron, 1750-1823. 
The speeches of the Hon. Thomas Erskine 
(now Lord Erskine), when at the bar, on 
subjects connected with the liberty of the 
press. New York, Garland Pub. Inc., 1974. 
p. cm, ISBN 0-8240-0977-0 (The English 
book trade, 1660-1853) The speeches were 
collected by J. Ridgway. Reprint of the 
1810 ed. printed for J. Ridgway, London. 
[KD4114.E78 1974] 74-7489 22.00 
1. Liberty of the press—Great Britain— 
Addresses, essays, lectures. 2. Treason— 
Great Britain—Addresses, essays, lectures. 
I. Ridgway, James, ed. II. Title. III. Series. 
Prepared From C.I.P. 


MATTHEWS, Mervyn, comp. 3427.47 
Soviet Government; a selection of official 
documents on internal policies. New York, 
Taplinger Pub. Co. [1974] 472 p. 25 cm. 


342.42085 


ISBN 0-8008-7334-3 Includes 
bibliographical references. [LAW] 73- 
14369 30.00 

1. Public law—Russia. I. Title. 

SHIV Lal, 1925- comp. 342’.54’07 


The Supreme Court on elections. New 
Delhi, Election Archives, 1973, [i.e. 1974] 
516 p. 25 cm. ”The book contains the 
latest versions of the Representation of the 
people act ... and the Conduct of election 
rules (1961).” [LAW] 73-907273 

I. Election law—India—Cases. I. India 


(Republic). Laws, Statutes, ete. 
Representation of the people act. 1951. I. 
Title. 


Distributed by International 


Publishing 
Service., 24.75. 
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CURTIS, George 
‘Ticknor, 1812-1894. 
Constitutional history of the United States, 
from their Declaration of Independence to 
the close of their Civil War. [New York, 
Da Capo Press, 1974, c1889-96] p. cm. 
ISBN 0-306-70611-3 (A Da Capo Press 
reprint in American constitutional and 
legal history) Vol. 1 is a revision of the 
author’s History of the origin, formation, 
and adoption of the Constitution of the 
United States, first published 1854-58. 
Reprint of the 1896-97 ed. published by 
Harper, New York. Bibliography: p. 
(KF454 1.C842] 74-7373 35.00 

1.‘ United States—Constitutional history. I. 
Curtis, George Ticknor, 1812-1894. 
History of the origin, formation, and 
adoption of the Constitution of the United 
States. 1974. IT. Title. 

Prepared from C.LP. 


COLLINS, Charles 
Wallace, 1879-1964. 
The Fourteenth amendment and the states; 
a study of ‘the operation of the restraint 
clauses of section one of the Fourteenth 
amendment to the Constitution of the 
United States. New York, Da Capo Press, 
. 1974 [c1912] p. cm. ISBN 0-306-70638-5 
(Da Capo Press reprints in American 
constitutional and legal history) Reprint of 
the ed. published by Little, Brown, Boston. 
(KF4558 14th.C64 1974] 74-5437 12.95 
1. United States. Constitution. 14th 
amendment. 2. State rights. I. Title. 
Prepared from C.I.P. 


EHRENZWEIG, Albert 
Armin. 
- Conflicts in a nutshell, by Albert A. 
Ehrenzweig. 3d ed. St. Paul, West Pub. 
Co., 1974. xxxii, 432 p. 19 cm. (West 
nutshell series) Bibliography: p. Xxvii-xxxii. 
Later E35 1974] 73-88925 
1. Conflict of laws—United States. I. Title. 


‘WINTER, Raiph K., 342.7307 
- 1935- 


342.73029 


342.7304 


342.73042 


Watergate and the law; political campaigns 
and Presidential power [by] Ralph K. 
Winter, Jr. Washington, American 
Enterprise Institute for Public Policy 
Research [1974] 85 p. 23 cm. ISBN 0- 
8447-3124-2 (Domestic affairs study 22) 
Includes bibliographical references. 
[KF4886.Z9W5] 74-77263 3.00 (pbk.) 

1. Elections—United States—Campaign 
funds. 2. Elections—United States— 
Corrupt practices. 3. Executive power— 
United States. 4. Watergate Affair, 1972- 1. 
Title. IT. Series. 


IMMIGRATION and 342’.73°082 
Naturalization Institute, 6th, New York, 


1973. 
Sixth Annual ‘Immigration and 
Naturalization Institute. Elmer Fried, 


chairman. Selma Arnold, legal editor. New 
York, Practising Law Institute [1974] xxvii, 
© 516 p. 24 cm. (Commercial law and 
practice transcript series, no. 6) ”A2- 
0299.” "Transcript of the proceedings of 
the Sixth Annual Institute on Immigration 
and Naturalization Law, held ... June 28- 
29.” Includes bibliographical references. 
[KF4819.3.145 1973] 73-91195 50.00 
i. Emigration and immigration law— 
United States. T. Fried, Elmer, 1938- I. 
Arnold, Selma J, 1914- II. New York 
IY.. Practising Law Institute. IV. Title. 
eries. 


DAVIDSON, Kenneth M. 342.73085 
Text, cašes, and materials on sex-based 
discrimination, by Kenneth M. Davidson, 
Ruth Bader Ginsburg [and] Herma Hill 
Kay. St. Paul, West Pub. Co., 1974. xxxv, 


42 
. 


1031 p. 27 cm. (American casebook series) 


Cover title: Sex-based discrimination. 
Includes bibliographical references. 
[KF4758.A7D38] 74-91 

L Sex discrimination—Law and 


legislation—United  States—Cases. I 
Ginsburg, Ruth Bader, joint author. I. 
Kay, Herma Hill, joint author. Ill. Title. 


IV. Title: Sex-based discrimination. V. 

Series. 

MORRIS, Thomas D., 342’.73°085 
1938- 


Free men all: the personal liberty laws of 
the North, 1780-1861 [by] Thomas D. 
Morris. Baltimore, Johns Hopkins 
University Press [1974] xii, 253 p. 24 cm. 
ISBN 0-8018-1505-3 Bibliography: p. 223- 
246. [KF4545.85M67] 73-3126 12.50 

1. Personal liberty laws. L Title. 


FOCUS on CC-73; . 342’,763°02 
discussion series, April-July, 1973. Louis 
E. Newman, editor. Baton Rouge, Institute 
of Government Research, Louisiana. State 
University, 1973. viii, 163 p. 28 cm. 
Includes bibliographical references. 
(JK4725 1973.F6] 74-620791 

4. Louisiana. Constitutional Convention, 
1973—Addresses, essays, lectures. 2. 
Louisiana—Constttutional history— 
Addresses, essays, lectures. I. Newman, 
Louis E., ed. Il. Louisiana, State University 
and Agricultural and Mechanical College. 
Institute of Government Research. 


BACON, Richard L. 343.7304 s 
Corporate stock redemptions—special 
problems, by Richard L. Bacon. Leonard 
L. Silverstein, chief editor. Washington, 
Tax Management [1974- 1 v. (loose leaf) 
28 cm. (Tax management portfolios, 266- 
2nd) Includes bibliographical references. 
[KF6289.A1T35 no. 266-2d] [KF6415] 
343’.73'052 74-161004 

1. Taxation of bonds,. securities, rtc.— 
United States. I. Title. IL. Series. 


BALKIN, Jeffrey 343’.73°04 s 
Golbert. 
Nonresident individuals—U.S. income 


taxation and withholding. Washington, Tax 
Management Inc. [1974- 1 v. (loose-leaf) 
28 cm. (Tax management portfolios; 
foreign income, 138-3d) “Revises and 
supersedes 138-2nd T.M., Nonresident 
individuals—U.S. income taxation (Part 
I).” Includes bibliography. [KF6289.A1T35 
no. 138-3d] [KF6441] 243’.73'052 74- 
167252 

i. Taxation of aliens—United States. I. 
Title. II. Series: Tax management 
portfolios, 138-3d. 


BOFFA, Robert C. 343°.73'04 s 
Controlled foreign _corporations-section 
962, by Robert C. Boffa. Washington, Tax 
Management fa division of the Bureau of 
National Affairs, 1973- 1 v. Coose-leaf) 28 
cm. (Tax Management portfolios, no. 294) 
Includes bibliography. [KF€289.A1T35 no. 
294] [KF6419] 343°.73°052 74-163650 

1. Income tax—United States—Foreign 
income. I. Title. II. Series. 


COHEN, Richard G. 
Corporate separations—general 
requirements, by Richard G. Cohen. 
Washington, Tax Management Inc. [1974- 
1 v. (loose-leaf) 28 cm. (Tax management 


343’.73°04 s 


portfolios, 223-2nd) “Revises and 
supersedes 223 T. M., Corporate 
separations—general requirements.” 


Includes bibliography. [KF6289.A1T35 no. 
223-2d] [KF6499.C6] 343’.73°067 74- 
166436 

di. Corporate reorganizations—Taxation— 
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United States. 2. Subsidiary corporations— 
Taxation—United States. I. Title. I. Series. 


LYON, James Travers, 343.7304 s 
1922- 
Depreciation: class life s system for pre-1971 
property, by James T. Lyon. Washington, 
Tax Management [1973- 1 v. (loose-leaf) 
28 cm. (Tax management portfolios, 295) 
Bibliography: p. C1-C3. [KF6289.A1T35 
no. 295] [KF6529] 343’.73'054 74-164406 
1. Depreciation allowances—United States. 
I. Title. If. Series. 
BONOVITZ, Sheldon 343°.73°045 s 
M. 
Corporate liquidations—section 331 and 
related problems, by Sheldon M. Bonovitz. 
Washington, [Tax Management, a division 
of the Bureau of National Affairs, 1974- 1 
v. {loose-leaf) forms. 28 cm. (Tax 
management portfolios, 73-3d) Includes 
bibliography. [KF6289.A1T35 no. 73-3d] 
[KF6499.D5] 343’.73'067 74-163638 
1. Liquidation—Taxation—United States. I. 
Title. II. Series. 


*INCOME tax 343’.73°052 
regulations as of July 1, 1973; Final” and 
”’Proposed” under internal revenue code. 
New York, Commerce Clearing House, 
[1973] 3 v. 24 cm. [KF6335.] 14.50 (pbk.) 

1. Income tax—United States—Law. 


PRENTICE-HALL, inc. 343°,.73°052 
How to get bigger T & E deductions under 
the latest tax-law rules; the P-H travel and 
entertainment handbook. 1973 ed. 
{Englewood Cliffs, N.J., 1973] 40 p. 23 
cm. Cover title. Caption title: The 
Prentice-Hall travel and entertainment 
deduction handbook. [KF6395.T7P73 
1973] 74-163599 1.25 (pbk.) 

1. Income tax—United States— 
Deductions—Expenses. I. Title. I. Title: 
The Prentice-Hall travel and entertainment 
deduction handbook. 


HARDEN, Gerald. 343°.73°067 
Consolidated tax return manual. New 
York, Commerce Clearing House, 1974. 
sr p 24 cm. [KF6499.C58H37] 74-77041 
7 

1. Corporations—Taxation—United , 
States—-Consolidated returns. I. Title. 


FUGATE, Wilbur 
Lindsay. 

Foreign commerce and the antitrust laws. 
2d ed. Boston, Little, Brown, 1973. xxv, 
602 p. 25 cm. (The Trade regulation 
series) Bibliography: p. [577]-593. 
[KF1976.F8 1973] 72-13323 

1. Foreign trade regulation—United States. 
2. Trusts, Industrial—United States—Law. 
L. Title. IL. Series. 


ROSDEN, George Eric. _ 343°.73’082 
The law of advertising; a treatise by 
George Eric Rosden and Peter Eric 
Rosden. New York, M. Bender, 1973- v 
26 cm. Includes bibliographical references. 
([KF1614.R68] 73-90916 100.00 (2 Vols.) 

I, Advertising laws—United States. I. 
Rosden, Peter Eric, joint author. I. Title. 


SHOPPING centers: 343’.73'°088 
recent problems and developing trends. 
Neil Underberg, chairman. New York, 
Practising Law Institute [1974] 168 p. illus. 
22 cm. (Real estate: law and practice 
course handbook series, no. 92) ”N4- 
3335.” ”Prepared for distribution at the 
shopping centers: recent problems and 
developing trends seminar, March 1974,” 
[KF593.C6S5] 74-166211 20.00 

i. Commercial leases—United States. 2. 
Shopping centers—Law and legislation— 


343°.73°072 


JULY 31,1974 


United States. 3. Air—Pollution—Law and 
legislation—United States. I. Underberg, 
Neil, 1928- II. New York (City). Practising 
Law Institute. HI. Title. IV. Series. 


AMERICAN Enterprise 343’.73°092 
Institute for Public Policy Research. 

Natural gas deregulation legislation. 

Washington [1973] 62 p. 28 cm. ISBN 0- 

8447-0160-2 (Its Legislative analysis, 93d 

Congress, no. 13) Cover title. Includes 

bibliographical references. [KF2130.Z9A4} 

74-159925 

1. .Gas, Natural—Law and legislation-— 

United States. I. Title. IH. Series. 

PUCCI, Gerard, 1924- 343’.73°097 
comp. 

‘Aviation law, fundamental cases. 2d ed. 

Dubuque, Iowa, Kendall/Hunt Pub. Co. 
[1974] ix, 365 p. 23 cm. ISBN 0-8403- 

0881-7 [KF2400.A7P8 1974] 74-75405 

1. Aeronautics—United States-—Laws and 
regulations. I. Title. 


TEXAS. Laws, 343.764066 
statutes, etc. 
Texas business corporation act and 


Miscellaneous corporation laws act. As 
amended through laws of the 1973 regular 
session of the Legislature. 1973 ed. St. 
Paul, West Pub. Co. [1973] 167 p. 25 cm. 
At head of title: Vernon’s annotated Texas 
statutes. [KFT1410.A3 1973] 74-164400 

1. Corporation law—Texas. I. Texas. Laws, 
statutes, etc. Miscellaneous corporation 
laws act. 1973. II. Title. IH. Title: Vernon's 
annotated Texas statutes. 


WILLIAMS, 344’.73'018740269 
Robert E., 1942- 

NLRB regulation of election conduct; a 
siudy of the National Labor Relations 
Board's policies and standards for setting 
aside representation elections based on 
postelection Objections, by Robert E. 
Williams, Peter A. Janus, and Kenneth C. 
Huhn. Philadelphia, Industrial Research 
Unit, Wharton School, University of 
Pennsylvania; distributed by University of 
‘Pennsylvania Press [1974] xiii, 473 p. 23 
cm. ISBN 0-8122-9084-4 (Labor relations 
and public policy series, report no. 8) 
Includes bibliographical references. 
[KF3408.W5] 73-93500 8.50 

1. United States. National Labor Relations 
Board. 2. Collective bargaining unit— 
United States. I. Janus, Peter A., joint 
„author. H. Huhn, Kenneth C., joint author. 
II. Title. IV. Series. 


CONSTRUCTION 344’.73°0189049 
industry labor relations, 1974. Vincent J. 
Apruzzese, chairman. New York, 
Practising Law Institute [1974] 168 p. 22 
cm. (Corporate law and practice course 


handbook series, no. 136) ”B4-3579.” 
“Prepared for distribution at the 
construction industry labor relations 


workshop, February 11-13, 1974.” Includes 
bibliographical references. 
[KF3450.C65C66] 74-166208 20.00 . 

1. Labor disputes—United States. 2. Trade- 
unions-—Construction workers—United 
States. I Apruzzese, Vincent J. H. New 
York (City). Practising Law Institute. Il. 
Title. IV. Series. 


SCHOEN, Sterling 344’.73°0189 
Harry, 1918- 
Cases in collective bargaining and 


industrial relations; a decisional approach 
[by] Sterling H. Schoen [and] Raymond L. 
Hilgert. Rev. ed. Homewood, Iil, R. D. 
Irwin, 1974. xi, 360 p. 23 cm. ISBN 0-256- 
01516-3 Includes bibliographical 
references. [KF3408.A4S3 1974] 73-85665 
I. Collective labor agreements—United 


States—Cases. I. Hilgert, Raymond L., 
joint author. IT. Title. 


SMITH, Russell 
Andrew. 

Labor relations law in the public sector; 
cases and materials [by] Russell A. Smith, 
Harry T. Edwards [and] R. Theodore 
Clark, Jr. Indianapolis, Bobbs-Merrill 
[1974] xxxvii, 1222 p. 26 cm. ISBN 0-672- 
81788-8 (Contemporary legal education 
series) Includes bibliographical references. 
{KF3409.P77S4] 73-20863 

i. Collective labor agreements— 
Government employees—United States— 
Cases. I. Edwards, Harry T. joint author. 
II. Clark, R. Theodore, 1940- joint author. 
III. Title. IV. Series. 


AMERICAN Enterprise 344.7303258 
Institute for Public Policy Research. 

Legal services corporation bill. Washington 
[1973] 32 p. 28 cm. ISBN 0-8447-0154-8 
(Its Legislative analysis, 93d Congress, no. 
7) Cover title. [KF336.A885] 74-163467 
2.00 (pbk.). 

I. National Legal Services Corporation. I. 
Title. Il. Series. 


KERPER, Hazel B. 344’.73'0356 
Legal rights of the convicted, by Hazel B. 
Kerper and Janeen Kerper. St. Paul, Minn., 
West Pub. Co., 1974. xviii, 677 p. 24 cm. 
(Criminal justice series) Includes 
bibliographical references. [KF9731.K47] 
73-92276 

1. Prisoners—Legal status, laws, etc.— 
United States. 2. Correctional law—United 
States. 3. Criminal procedure—United 
States. I. Kerper, Janeen, joint author. II. 
Title. ITI. Series. 


OCCUPATIONAL safety 344’.73°0465 
and health act; trends and developments. 
McNeill Stokes, chairman. New York, 
Practising Law Institute [1974] 232 p. 22 
cm. (Commercial law and practice course 
handbook series, no. 102) ”A4-2007.” 
Prepared for distribution at the 
Occupational Safety and Health Act 
Seminar.” Pages 226-232 blank. 
[KF3570.025 1974] 74-163642 20.00 

1. Industrial safety--Law and legislation— 
United States. 2. Industrial hygiene—Law 
and legislation—United States. I. Stokes, 
McNeil. I. New York City). Practising 
Law Institute. III. Title. IV. Series. 


SUBSTANTIAL justice 344’.73'0973 
on campus: individual rights v. institutional 
needs. Edited by William R. Bracewell. 
Athens, University of Georgia, Center for 
Continuing Education [1973] 95 p. 23 cm. 
Proceedings: of a conference held at the 
University of Georgia, Nov. 19-21, 1972. 


344°.73'0189041353 


Includes bibliographical references. 
[KF4243.A75S9] 73-622616 
d. Students—Legal status, laws, etc.— 


United States—Addresses, essays, lectures. 
IŁ Bracewell, William R., ed. II. Georgia. 
University. 


THREE trials: John 345’.42’0231 
Peter Zenger, H. S. Woodfall and John 
Lambert, 1765-1794. New York, Garland 
Pub., 1974. p. cm. (Fhe English book 
trade, 1660-1853) Contains reprint of the 
1765 ed. of The trial of John Peter Zenger, 
printed for J. Almon, London; reprint of 
the 1771 ed. of A letter to the jurors of 
Great-Britain, by G. Rous, printed for G. 
Pearch, London; reprint of the 1771 ed. of 
A summary of the law of libel, in four 
letters, printed in the Public advertiser by 
H. S. Woodfall, London; reprint of the 
1774 ed. of Literary liberty considered, in 
a letter to Henry Sampson Woodfall, 
printed for J. Johnson, London; reprint of 
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the 1794 ed. of The case of fibel, the King 
v. John Lambert and others, printed for J. 
Debrett, London. [KD371.L5T45] 74-8093 
22.00 

I. Zenger, John Peter, 1697-1746. 2. 
Woodfaill, Henry Sampson, 1739-1805. 3. 
Lambert, John, printer. 4. Trials (Libel)— 
Great Britain. Í. Title. II. Series. 

Prepared from C.LP. 


THE Whole 345°.42’0231 
proceedings on the trial of John Stockdale. 
New York, Garland Pub. Inc., 1974. p. 
cm. ISBN 0-8240-0973-8 (The English 
book trade, 1660-1853) Reprint of The 
whole proceedings on the trial of an 
information exhibited ex officio, by the 
King’s Attorney General, against John 
Stockdale, printed in 1790 for J. Stockdale, 
London; and of Four letters on the subject 
of Mr. Stockdale’s trial, for a supposed 
libel on the House of Commons, by "A 
Briton,” printed in 1790 for J. Stockdale, 
Lordon. The Ist work, containing 
proceedings of the trial which was a result 
of John Logan’s pamphlet entitled A 
review of the principal charges against 
Warren Hastings, includes An argument in 
support of the rights of juries, by T. 
Erskine. [KD372.874W45] 74-8263 22.00 
I. Stockdale, John, 17497-1814. 2. Jury— 
Great Britain. I. Stockdale, John, 1749?- 
1814, defendant. The whole proceedings 
on the trial of an information exhibited ex 
officico, by the King’s Attorney General, 
against John Stockdale. 1974. H. Erskine, 
Thomas Erskine, Baron, 1750-1823. The 
rights of juries vindicated. 1974. III. Title. 
IV. Title: Four letters on the subject of Mr. 
Stockdale's trial, for a supposed libel on 
the House of Commons. 1974. V. Series. 
Prepared from C.I.P. 


LIBELS, warrants, 345’.42’0256 
and seizures: three tracts, 1764-1771. New 
York, Garland Pub. Inc., 1974. p. cm. 
ISBN 0-8240-0966-5 (The English book 
trade, 1660-1853) Reprint of An enquiry . 
into the doctrine, lately propagated, 
concerning libels, warrants, and the seizure 
of papers, in a letter to Mr. Almon from 
the Father of Candor, first printed in 1764 
for J. Almon, London; of the 7th ed., corr., 
of A letter concerning libels, warrants, and 
the seisure of papers, and sureties for the 
peace or behaviour, printed in 1771 for J. 
Almon, London; and of Considerations on 
the legality of general warrants, and the 
propriety of a parliamentary regulation of 
the same, first printed in 1765 for W. 
Nicoll, London. [KD7980.L5] 74-8173 


22.00 

i. Wilkes, John, 1727-1797. 2. Lloyd, 
Charles, 1735-1773. A defence of the 
majority. 3. Libel and slander—Great 
Britain. 4. Warrants (Law)—Great Britain. 
5. Jury—Great Britain. J. Father of 
Candor, pseud. An enquiry into the 
doctrine, lately propagated, concerning 
libels, warrants, and the seizure of papers. 
1974. If, Considerations on the legality of 
general warrants, and the propriety of a 
parliamentary regulation of the same. 1974. 
HI. Title. IV. Series. 

Prepared from C.I.P. 


QUINNEY, Richard, 
comp. 
Criminal justice in America; a critical 


345’.73°05 


understanding. Boston, Little, Brown 
[1974] ix, 448 p 23 cm. Includes 
bibliographical references. 


[KF9223.A75Q55] 73-13297 6.95 (pbk.) 

J. Criminal justice, Administration of— 
United States—Addresses, essays, lectures. 
I. Title. ; 
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FAUST, Frederic L., 
comp. 

Juvenile justice philosophy: readings, cases, 
and comments. Edited by Frederic L. 
Faust and Paul J. Brantingham. St. Paul, 
West Pub. Co., 1974. xv, 600 p. 23 cm. 
(Criminal justice series} Includes 
bibliographical references. [KF9709.F38] 
73-91745 

1. Juvenile courts—-United States. 2. 
Juvenile justice, Administration of—United 
States. I. Brantingham, Paul J, joint comp. 
IL. Title. III. Series. 


WAXNER, Marvin. 345°.747°05 
New York criminal practice. Contributors: 
Marvin T. Hyman [and] Daniel J. 
Penofsky. New York, M. Bender, 1973- 2 
v. (loose-leaf) forms. 26 cm. 
[KFN6155.W38] 73-90406 60.00 (2 Vols) 

1. Criminal procedure—New York (State) 
2 ja practice—New York (State) I. 
itle. 


PENNSYLVANIA. 
Laws, statutes, etc. 
Pennsylvania crimes code, annotated, by 
Sheldon S. Toll. Rochester, N -Y., Lawyers 
Co-operative Pub. Co., 1974. xix, 869 p. 
26 cm. [KFP561. A335T64] 73-93012, 
1 Criminal law—Pennsylvania. I Toll, 
Sheldon S. If, [Crimes code] ITI. Title. 


FONAROW, Jerry. 345’.794°0247 
Defending against the drunk driving 
charge. Los Angeles, Sherbourne Press 
(c1973] xiii, 172 p. forms. 21 cm. ISBN 0- 
8202-0123-5 [KFC477.F65] 73-84426 3.95 


345’.73°08 


345°.748°002632 


i. Drunk driving--California. 2. Trial 
practice—California. I. Title. 
BRYDGES, Samuel 346’.42°0482 


Egérton, Sir, bart., 1762-1837. 
Four tracts on copyright, 1817-1818. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-0983-5 (The English book trade, 
1660-1853) Reprint of Reasons for a 
farther amendment of the act 54 Geo. II. 
c. 156, being an act to amend me 
copyright act of Queen Anne, printed b 
Nichols, Son, and Bentley, London, 1817; 
of A summary statement of the great 
grievance imposed on authors and 
publishers, printed for Longman, Hurst, 
Rees, Orme, and Brown, London, 1818; of 
A vindication of the pending bill for the 
amendment.of the copyright act, printed 
for Longman, Hurst, Rees, Orme, and 
Brown, London, 1818; and of Answer to 
the further statement, ordered by the 
Syndics of the University of Cambridge to 
be printed and circulated; with a new pref. 
([KD1289.3.B78] 74-8258 22.00 

1. Copyright—Great Britain. I Title. IL. 
Series. 

Prepared from C.I.P. 


CREDIT and security 346’.593707 
in Thailand; the legal problems of 
development finance [by] Chitti 
Tingsabadh and others] St. Lucia, 


University of Queensland Press; New 
York, Crane, Russak [1974] viii, 154 p. 22 
cm. (Law and development finance in 
Asia) Includes bibliographical references. 
[LAW] 72-86709 10.75 

i. Credit~—Thailand. 2. Security (Law)— 
Thailand. 3. Finance-—Thailand. I. Chitti 
Tingsabadh. If. Title. III. Series. 


ROTHENBERG, Charles. 346’.73’0166 
Matrimonial litigation: strategy and 
techniques, 1974. New York, Practising 
Law Institute [1974] 136 p. 22 cm. 
(Litigation course handbook series, no. 63) 
"H4-2899.” “Prepared for distribution at 
the Matrimonial Litigation: Strategy and 
Techniques Workshop, January 9-11, 1973 
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[ics 1974] in New York City.” 
[KF535.Z9R64 1974] 74-159117 20.00 

1. Matrimonial actions—United States. I. 
New York (City). Practising Law Institute. 
II. Title. III. Series. 


CONTRACT 346’.73'020269 
litigation—2d. New York, Practising Law 
Institute [1974] 144 p 22 cm. 
(Commercial law and practice course 
handbook series, no. 105) Pages 143-144, 


blank. "A4-2014.” *Prepared for 
distribution at the contract litigation 
seminar, March-May 1974.” *Bibliography: 


p. 121-124. [KF8925.C58C62] 74-164298 
20.00 

I. Contracts—United States. 2. Trial 
practice—United States. I. New York 
(City). Practising Law Institute. If. Title. 
IH. Series. 


ATTEBERRY, William. 346°.73°043 
Real estate law [by] William Atteberry, 
Karl G. Pearson [and] Michael P. Litka. 
(Columbus, Ohio, Grid, inc. 1974} iv, 415 
p. 24 cm. ISBN 0-88244-057-8 (Grid series 
in law) Bibliography: p. ([399]-401. 
[KF570.Z9A85] 74-164402 5.95 

1. Real property—United States. I. 
Pearson, Karl G., joint author. II. Litka, 
Michael P., joint author. II. Title. 


RECREATIONAL land 346.73°0432 
development: the second home bonanza. 
Peter J. Lane, chairman. New York, 
Practising Law Institute [1974] 576 p. illus. 
22 cm. (Real. estate law and practice 
course handbook series no. 38) ”N4-3333.” 
“Prepared for distribution at the 
recreational land ‚development: the second 
home bonanza workshop, February-March 
1974.” Pages 574-576 blank. Includes 
bibliographical references. “—KF570.Z9R44} 
74-163660 20.00 

1. Real property—United States. 2. Real 
estate investment trusts—United States. 3. 
Summer homes—Law and _ legislation— 
United States. I. Lane, Peter J. Il. New 
York (City). Practising Law Institute. TII. 
Title. IV. Series. 


DEVELOPMENT and 346’.73°0433 
financing of condominiums. William Jay 
Lippman, chairman. New York, Practising 
Law Institute [1973] 823 (i.e. 824) p. 22 
cm. (Real estate law and practice course 


handbook series, no. 86) ”N4-3325.” 
”Prepared for distribut:on at the 
development and financing of 


condominiums seminar, October-December 
1973.” [KF581.Z9D48] 74-157908 20.00 


- 1. Condominium (Housing)—United States. 


I. Lippman, William Jay. IT. New York 
(City). Practising Law Institute. III. Title. 
IV. Series. 


REAL estate: tax and 346’.73°0436 
financial considerations. Richard Reichler, 
chairman. Bernard Tannenbaum, co- 
chairman. New York, Practising Law 
Institute [1974] 344 p. 22 cm. (Real estate 
law and practice course handbook series, 
no. 90) ”N4-3331.” “Prepared for 
distribution at the Real Estate: Tax and 
Financial Considerations Seminar, 
February-April, 1974. Previous editions 
published under title: Real estate: tax and 
financial aspects. Includes bibliographical 
references. [KF695.Z9R45] 74-166407 
20.00 

1. Mortgages—United States. 2. Real 
property and taxation—United States. I. 
Reichler, Richard, 1934- If Tannenbaum, 
Bernard. IH. New York (City). Practising 
Law Institute. IV. Title. V. Sertes. 


SALE-LEASEBACK 346°.73°0436 
financing—1974. Kurt W. Lore, chairman. 


AMERICAN BOOK PUBLISHING RECORD 


New York, Practising Law Institute [1974] 
560 p. 22 cm. (Real estate law and 
practice course handbook series no. 91) 
”N4-3334.” “Prepared for distribution at 
the Sale-Leaseback Financing Seminar, 
March-April 1974.” Previous editions 
published under title: Sale and leaseback 
financing. Includes bibliographical 
peter ences: [KF593.C6S252] 74-166247 
20.0 

1. Commercial leases—United States. 2. 
Vendors and purchasers—United States. L 
Lore, Kurt W., 1914- I. New York (City). 
Practising Law Institute. III. Title. IV. 
eries. 


REAL estate 346.730437 
closings—Sth. Ira Berman, chairman. New 
York, Practising Law Institute [1974] 432 
p. forms. 22 cm. (Real estate law and 
practice course handbook series, no. 89) 
”N4-3318.” ”Prepared for distribution at 
the Real Estate Closings Workshop, 
February 20-22, 1974.” Published in 1971 
and 1972 under title: Real estate closings 


workshop. Includes bibliographical 
oo [KF665.R385] 74-165203 20.00 
bk.) 


1. Vendors and purchasers-—-United States. 
I Berman, Ira. I. New York (City). 
Practising Law Institute. MI. Title. IV. 
Series. 


ESSENTIAL estate 346’.73°052 
planning, Sth. Maurice — Weingold, 
chairman. New York, Practising ‘Law 
Institute [1974] 432 p. illus. 22 cm. (Estate 
planning and administration course 
handbook series, no. 43) "D4-2155.” Pages 
427-432 blank. ’Prepared for distribution 
at the essential estate planning workshop, 
February-March, 1974.” [KF750.295824} 
74-163617 20.00 

I. Estate planning—United States. I New 
York (City). Practising Law Institute. IT. 
Title. III. Series. 


HOWELL, Rate A. 346’.73°066 
An Introduction to business law; principles 
and cases [by] Rate A. Howell. Hinsdale, 
IH., Dryden Press [1974] xix, 486, 137 p. 
25 cm. ISBN 0-03-091610-0 [KF888. H69} 
73-8207 11.95 

1. Commercial law—United States—Cases. 
2. Law—United States. I. Title. 


PROFESSIONAL 346.73066 
corporations—1974. Elliot I. Miler, 
chairman. New York, Practising Law 


Institute [1974] 280 p. 22 cm. (Tax law 
and practice course handbook series, no. 
70) ”?J4-2497.” “Prepared for distribution 
at the professional corporations, 1974, 
seminar.” [KF2901.Z9P76] 74-166210 
20.00 

1. Professional corporations—United 
States. I. Miller, Elliot Ira, 1934- II. New 
York (City). Practising Law Institute. IIT. 
Title. IV. Series. 


SOWARDS, Hugh 
Lawrence, 1918- 

Comporation law: cases and materials [by] 

Hugh L. Sowards. New York, M. Bender, 

1974. 1 v. (various pagings) 26 cm. 

_KF1413.868] 73-88803 19.50 

i. Corporation law—United States—Cases. 


SLLENTUCK, Albert B. 346’.73°0662 
Practical merger techniques for buying and 
selling a business: successful tax and 
financial strategies, by Albert B. Ellentuck. 
New York, Commerce Clearing House 
[1974] 199 p 24 cm. Includes 
bibliographical references. [KF6499.M4E4] 
7174-75680 

i. Consolidation and (“merger of 
corporations—Taxation—United States. 2. 


346’.73°066 


JULY 31,1974 


Consolidation and merger of 
corporations—United States. I. Title. 
THE Publicly held 346.730668 


subsidiary; how to create and operate it. 
Martin Lipton, chairman. New York, 
Practising Law Institute [1974, c1973] 160 
p. 22 cm. (Corporate law and practice 
course handbook series, no. 132) ”B4- 
3573.” ”Prepared for distribution at The 
publicly held subsidiary ... how to create 
and operate it [seminar] January-February, 
1974.” [KF1465.Z9P8] 74-162878 20.00 

i. Subsidiary corporations—United States. 
I Lipton, Martin. IL New York (City). 
Practicing Law Institute. II. Title. IV. 
Series. 


PAUST, Jordan L. 346°.73'07 
Business law text, by Jordan L. Paust and 
Robert D. Upp. 2d ed. St. Paul, West Pub. 
Co., 1974. xxxv, 686, 179 p. 26 cm. 
Edition for 1969 published under title: 
Business law, for two year colleges. 


*Uniform Commercial Code”: p. 1-124 (3d ` 


group) “Uniform Partnership Act”: p. 125- 
134 (3d group) [KF888.P3 1974] 73-92587 
1. Commercial law—United States. I. Upp, 
Robert D., joint author. IT. Title. 


AMERICAN Bar ` 346’.73’073 
Association. Section of Corporation, 
Banking and Business Law. Committee 
on Savings and Loan Associations. 
Handbook of savings and Joan law. 
Prepared under the direction of the 
Committee on Savings and Loan 
Associations, Section of Corporation, 
Banking and Business Law, American Bar 
Association. Pe aa ees Bat 
Association, 1973] 

Bibliography: p. 93-94. IKF1009. 25 AA] Fe 


1. Building and loan associations—United 
States—Law. I. Title. II. Title: Savings and 
loan law. 


ALI-ABA Course of 346’.73’077 
Study: Real Estate: Debtors’ and 
Creditors’ Rights, 3d, Atlanta, 1973. 

ALI-ABA Course of Study: Real Estate: 

Debtors’ and Creditors’ Rights—III: 

preventive, protective, and rehabilitative 

approaches; study materials. [Philadelphia] 

Joint Committee on Continuing Legal 

Education of the American Law Institute 

and the American Bar Association [1973] 

xiii, 430 p. 28 cm. Includes bibliographical 

references. [KF1501.A914 1973] 74- 

163646 

1. Debtor and creditor—United States. 2. 

Bankruptcy—United States. 3. Real estate 

investment trusts—United States. I. Joint 

Committee on Continuing Education of the 

American Law Institute and the American 

Bar Association. II. Title: Real estate: 

debtors’ and creditors’ rights. 


BANKRUPTCY: practice 346’.73'078 
and procedure. Lewis Kruger, chairman. 
New York, Practising Law Institute [1974] 
448 p. 22 cm. (Commercial law and 
practice course handbook series, no. 107) 
”A4-2016.” "Prepared for distribution at 
the bankruptcy: practice and procedure 
seminar, March-May 1974.” Includes 
bibliographical references. [KF1524.B35] 
74-165317 20.00 

I. Bankruptey—United States. I. Kruger, 
Lewis. I. . New York (City). Practising Law 
Institute. HT. Title. IV. Series. 


COMMERCIAL banking, 346’.73°082 
1974, Harold E. Mortimer, chairman. 
New York, Practising Law Institute [1974] 
224 p. 22 cm. (Corporate law and practice 
course hantbook series, no. 140) ”B4- 
3586.” “Prepared for distribution at the 


commercial banking-1974 seminar, April- 

May, 1974.” Includes bibliographical 

references. [KF974.C64] 74-166218 20.00 
1. Banking law—United States. L 

Mortimer, Harold E. H. New York (City). 

ee Law Institute. HI Title. IV. 
erIes, 


THE Investment 346.73092 
company act of 1940. David M. Butowsky, 
chairman. New York, Practising Law 
Institute [1974] 520 p. 22 cm. (Corporate 
law and practice course handbook series, 
no. 130) ”B4-3572.” “Prepared for 
distribution at the Investment Company 
Act of 1940 Workshop, January-February, 
1974.” Pages 517-520 blank. Published in 
1971 under title: Investment company act 
workshop. Includes bibliographical 
references. [KF1078.147] 74-163566 20.00 
1. Butowsky, David M. I New York 
(City). Practising Law Institute. I. United 
States. Laws, statutes, etc. Investment 
company act of 1940, 1974. Ll. Title. IV. 
Series. 


LEGALINES, inc. 346°.73°092 
Securities regulation. 24 ed. Gardena, 
Calif., Distributed by Law Distributors 
[1974] xi, 167 p. 28 cm. Cover title: 
Legalines casebook approach to securities 
regulation. [KF1438.L4 1974] 74-165236 

I. Securities—United States. I Title. I. 
Title: Legalines casebook approach to 
securities regulation. 


MUNICIPAL bonds 346°.73'092 
workshop, 10th. New York, Practising Law 
Institute [1974] 352 p. 22 cm. (Criminal 
law and practice course handbook series, 
no. 62) ”C4-3174.” ”Prepared for 
distribution at the municipal bonds 
workshop, February 19-20, 1974, in New 
Orleans.” Pages 350-352 blank. 
[KF6775.Z9M854] 74-163659 20.00 

1. Municipal bonds—United States. I. New 
York (City). Practising Law Institute. I. 
Title. ITI. Series. 


TECHNIQUES of due 346.73092 
diligence. James L. Purcell, chairman. New 
York, Practising Law Institute [1973] 480 
p. 22 cm. (Corporate law and practice 
course handbook series, no. 112) ”B4- 
3544.” "Prepared for distribution at the 
techniques of due diligence seminar, 
January-March 1973.” Bibliography: p. 
453-454. [KF1440.T367] 74-163477 20.00 
1. Securities—United States. I. Purcell, 
James L. I. New York (City). Practising 
Law Institute. III. Title. IV. Series. 


YOUNG, Samuel H. 346’.773'0660269 
Illinois transaction guide; legal forms, by 
Samuel H. Young: New York, M. Bender, 
1973. 3 v. forms. 26 cm. 
[KFI1413.A65Y68] 73-85081 32.50 (ea.) 

1. Corporation law—Illinois—Forms. I. 
Title. 


BENDER (Matthew) and 
Company, inc. 
California real estate law & practice. 
Practice consultants: Don Augustine [and] 
Stanton H. Zarrow. New York, 1973- v 
(loose-leaf) illus., forms. 26 cm. 
Contents.—v. 1-2. Investment & 
securities—v. 3- Acquisition and 
transfer. Includes bibliography. 
[KFC140.B45] 73-88801 212.50 (5 vol.) 
1. Real property—California. 2. Real estate 
business—Law and legislation—Caltfornia. 
. Real estate investment  trusts— 
California. I Augustine, Don, 1929- IL. 
Zarrow, Stanton H. LI. Title. 


BERGFIELD, Philip B. 346.794043 
California real estate law [by] Philip B. 


346°.794°043 
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Bergfield. Homewood, IlL,°R? ‘D. Irwin, 
1974. xiv, 654 p. 24 cm. ISBN 0-256- 
01571-6 Includes bibliographical 
references. [KFC140.B47] 73-87262 
1. Real property—California. I. Title. 


MORRISON, Fred L. 347.4201 
Courts and the political process in England 
[by] Fred L. Morrison. Beverly ‘Hills 
[Calif.] Sage Publications [1974, ¢1973] 
224 p. 23 cm. ISBN 0-8039-0126-7 (Sage 
series on politics and the legal order, v. 3) 


Includes bibliographical references. 
[KD7100.M67] 72-98041 10.00 

I. Courts—Great Britain. 2. Judicial 
process—Great Britain. 3% Law and 
politics. I. Title. 

*VIRDI, P. K. 347.6 


The grounds for divorce in hindu and 
english law, a study in comparative law. 
Delhi, Motilal Banarsidas, [1972] viii, 298 
P, 22 cm. ISBN _ 0-8426-0417-0 
Bibliography 264-272. [KF531] 

1. Divorce—India. 2. Divorce—Gt. Brit. I 
Title. 

Distributed by Verry, 9.00 


SHELDON, Charles H., 
1929- 

The American judicial process: models and 
approaches [by] Charles H. Sheldon. New 
York, Dodd, Mead, 1974. x, 244 p. illus. 
21 cm. ISBN 0-396-06902-9 Includes 
bibliographical references. [KF8700.Z9S5] 
73-15389 5.95 (pbk.)} 

1. Judicial process—United States. I. Title. 


AMERICAN Bar 347.7313 
Association. Commission on Standards of 
Judicial Administration. 

Standards relating to court organization. 

{Chicago?} 1974. 88 p. 28 cm. "Final 

draft.” Includes bibliographical references. 

[KF8719.3.A44 1974] 74-164396 

1L Courts—United States. 2. Court 

administration—United States. I. Title. 


KURLAND, Gerald, 1942- 347’°.73°26 
The Supreme Court under Warren. D. 
Steve Rahmas, editor. Compiled with the 
assistance of the research staff of SamHar 
Press. Ckarlotteville, N.Y., SamHar Press, 
1973. 32 p. 22 cm. (Topics of our times, 
no. 5) Bibliography: p. 31-32. Discusses 
the controversial and important” 
decisions of the Supreme Court during the 
sixteen-year leadership of Chief Justice 
Earl Warren. [KF8748.K83] 72-89222 

I. United States. Supreme Court. I. Title. 


347°.73'1 


THAYER, James 
Bradley, 1831-1902. 
John Marshall. New introd. by Wallace 
Mendelsohn. New York, Da Capo Press, 
1974. p. cm. ISBN 0-306-70287-8 (Da 
Capo Press reprints in American 
constitutional and legal history) Reprint of 
the 1901 ed. published by Houghton, 
Mifflin, Boston, which was issued as no. 7 
in the Riverside biographical series. 
Bibliography: p. [E302.6M4T3 1974] 76- 
155923 12.95 (lib. bdg.) 
1. Marshall, John, 1755-1835. I. Series: 
The Riverside biographical series, no. 7. 
Prepared from C.I.P. 


347.732634 B 








LEGAEENES pine. 347.735 
Civil, plane th ed. Gardena, Calif., 
Distt uuted-b istributors [1974] xiv, 

1867p. 28c ZAGover title: Legalines 
Leas ook" * Abp oach, lto civil procedure. 
[K] R8899.L 43163625 


United States. I. Title. 
im Title: eget scasebook approach to 
civil | | praepee: 7. 

2° 7 
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MCELHANEY, James W. 347°.73°7 
Effective litigation; trails, problems, and 
materials, by James W. McElhaney. St. 
Paul, West Pub. Co., 1974. xxv, 457 p. 
illus. 27 cm. (American casebook series) 
ee bibliographies. [KF8914.M33] 73- 
2514 

1. Trial practice—United States. I. Title. II. 
Series. 


FUCHSBERG, Jacob D., 
comp. 

Class actions primer. Edited by Jacob D. 
Fuchsberg. New York, Law Journal Press 
[1973] ix, 172 p. 24 cm. Includes 
bibliographical references. [KF8896.Z9F8] 
74-162913 20.00 

1. Class actions (Civil procedure)—United 
States. I. Title. 
Publisher’s address: 258 Broadway, New 
York N.Y. 10007 


DOBBYN, John F. 347°.73°77 
Injunctions in a nutshell, by John F. 
Dobbyn. St. Paul, West Pub. Co., 1974. 
xxvi, 264 p. 19 cm. (West nutshell series) 
(KF9014. 906} 73-91168 

1. Injunctions—United States—Compends. 
I. Title. 


BOTEIN, Bernard. 34T. MATOT 
Trial judge; the candid behind-the-bench 
story of Justice Bernard Botein. [New 
York, Da Capo Press, 1974, c1952] p. cm. 
ISBN 0-306-70609-X (Da Capo Press 
reprints in American constitutional and 
se history) Reprint of the ed. published 
Simon and Schuster, New York. 
Ern B58A3 1974] 74-7340 13.50 
4. Botein, Bernard. 2. Judges—New York 
(State)—Correspondence, reminiscences, 
Fa 3. Trial practice—New York (State) I. 
itle. 
Prepared from C.I.P. 


ALABAMA practice. 347.76105 
St. Paul, West Pub. Co., 1973- v. 27 cm. 
[KFA80.A4] 74-163644 

d. Law—Alabama. I. West Publishing 
Company, St. Paul. 


LYONS, Champ. 347°.761705 s 
Rules of civil procedure annotated. St. 
Paul, West Pub. Co., 1973. 2 v. forms. 27 
em. (Alabama practice, v. 1-2) [KFA80.A4 
vol. 1-2] [KFA529] 347°.761°05 74-164290 
i. Court rules—Alabama. 2. Civil 
procedure—Alabama. I. Alabama. Courts. 
Alabama rules of civil procedure. 1973. II. 
Title. III. Series. 


CALIFORNIA. Courts. 347.79405 
West’s California rules of court, 1974; 
State and Federal, with amendments to 
January 1,,1974. St. Paul, West Pub. Co. 
[1974] vi, 883 p. 

[KFC992.A2 1974] 74-163600 

d. Court rules—California. I Title. I. 
Title: California rules of court. 


347.7312 


GREAT Britain. 348.4202 
Sovereigns, etc. 
Stuart royal proclamations. Edited by 


James F. Larkin and Paul L. Hughes. 
Oxford, Clarendon Press, 1973,fi.e. 1974] 
v. 24 cm. Includes bibliographical 
references. [KD175.L37] 74-165333 58.00 
(U.S.) (v. 1) 

f, Great Britain—Proclamations. 2. Great 
Britain—History-——Stuarts, 1603-1714— 
Sources. I. Larkin, James Francis, 1912- 
ed. IT. Hughes, Paul L., ed. HI. Title. 
Distributed by Oxford University Press, 
New York. 


GREAT Britain. 348.4202 s 
Sovereigns, etc., 1603-1625 Games I}. 
Royal proclamations of King James l, 
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forms. 26 cm.: 


1603-1625. Edited by James F. Larkin and 
Paul L. Hughes. Oxford, Clarendon Press, 
1973. xxxiv, 679 p. 24 cm. ISBN 0-19- 
822372-2 (Stuart royal proclamations, v. 1) 
Includes bibliographical references. 
[KD175.L37 vol. 1] [KD175] 348.4202 
74-165319 

1. Great Britain—Proclamations. 2. Great 
Britain—History—James i, 1603-1625— 
Sources. I. Larkin, James Francis, 1912- 
ed. II. Hughes, Paul L., ed. III. Title. IV. 
Series: Great Britain. Sovereigns, etc. 
Stuart royal proclamations, v. I. 
Distributed by Oxford University Press, 
New York, 58.00. 


ILLINOIS. Laws, 
statutes, etc. 

Illinois revised statutes, 1973. Containing 
the general and permanent laws of Illinois 
through the 78th General Assenbly, regular 
session, to date of adjournment December 
1, 1973. State Bar Association ed. 
Compiled and edited under Smith-Hard 
classification. St. Paul, West Pub. ‘Co. 
[1974] 4 v. 26 cm. Kept up to date by 
supplements. [KFI1230 1973.A23] 74- 
166352 

i. Law—TIllinois. I. Illinois State Bar 
Association. II. West Publishing Company, 
St. Paul. Ill. Title. 


348°.773°022 


HUGHES, Steven W. 350°.00272 
Legislative-executive policy-making: the 
cases of Chile and Costa Rica [by] Steven 
W. Hughes [and] Kenneth J. Mijeski. 
Beverly Hills [Calif.] Sage Publications 
{c1973] 59 p. illus. 22 cm. ISBN 0-8039- 
0365-0 (Sage research papers in the social 
sciences, ser. no. 90-007) (Comparative 
legislative studies series) Bibliography: p. 
56-58. [JL955.H84} 73-92221 3.00 

1. Chile—Politics and government—1920- 
2. Costa Rica—Politics and governmeni— 
1948- 3. Separation of powers—Case 
studies. 4. Decision-making in political 
science—Case studies. I. Mijeski, Kenneth 
J, joint author. IT. Title. IHI. Series. 


SHIH, Ch‘eng-chih. 352’.008°0951 
Urban commune experiments in 
Communist China. Westport, Conn., 


Greenwood Press [1974] p. ISBN 0- 8371- 
7451-1 Reprint of the 1962 ed. published 
by Union Research Institute, Hong Kong, 
which was issued as no. EC28 of 
Communist China problem research series. 
[JS7352.S48 1974] 74-3621 13.50 

i. Communes (China) I. Title. II. Series: 
Communist China problem research series, 
EC28. 

Prepared from C.I.P. 


GREER, Ann, 1944- 252’.0083'0973 
The mayor’s mandate; municipal statecrafts 
and political. trust. Cambridge, Mass., 
Schenkman Pub. Co. [1974] xi, 196 p. 22 
em. Includes bibliographical references. 
[JS1536.W45G73] 73-78122 5.00 (pbk.) 

1. Waukegan, Ill.—Mayors. 2. Mayors— 
United States—Case studies. I. Title. 


LEAGUE of Women 352’.0094’0973 
Voters of the United States. Education 
Fund. 

Supercity/hometown, U.S.A.; prospects for 

two-tier government. New York, Praeger 

[1974] p. cm. ISBN 0-275-09340-6 

(Praeger special studies in U.S. economic, 

social, and political issues) [JS423.L4 

1974] 74-5747 11.00 

J: Metropolitan government—United 

States. 2. Municipal services——United 

States. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.I.P. 


BRECHER, Charles. 352’.12°097471 
Where have all the dollars gone? Public 
expenditures for human resource 
development in New York City, 1961-71. 
Foreword by Eli Ginzberg. New York, 
Praeger [1974] p. cm. ISBN 0-275-08840- 
6 (Praeger special studies in U.S. 
economic, social, and political issues) 
(Conservation of human resources studies) 
Includes bibliographical references. 
Lee N5B73] 74-4461 11.00 

1. New York (City)—Social policy. 2. New 
York (City)— Appropriations and 
expenditures. 3. Municipal services—New 
York (City) L Title. II. Series. 
Prepared from C.I.P. 


MARGOLIS, Howard. 353 
Technical advice on policy issues. Beverly 
Hills, Sage Publications [c1973] 57 p. 22 
cm. ISBN 0-8039-0294-8 (Sage 
professional papers in administrative and 
policy studies, ser. no. 03-009) 
Bibliogtáphy: p. 57. [JK851.M37] 73-84161 
2. 


i. United States. Dept. of State. 2. 
Decision-making in political science--Case 
studies. 3. Policy sciences—Case studies. I. 
Title. 


ASSOCIATION of the 353.001°3242 
Bar of the City of New York. Special 
Committee on the Federal Loyality- 
Security Program. 

Report. New York, Da Capo Press, 1974. 

p. cm. ISBN 0-306-70596-6 (Civil liberties 

in American history) Reprint of the 1956 

ed. published by Dodd, Mead, New York. 

Halftitle: The Federal loyalty-security 

program. Bibliography: p. [KF5346.A98 

1974] 74-6494 15.00 (lib. bdg.) 

1. Loyalty-security program, 1947- I. Title. 

Il, Title: Federal loyality-security program. 

III. Series. 

Prepared from C.I.P. 


WHO does what at the 353.00829 
Consumer Product Safety Commission. 
Prepared by the staff of Product safety 
-etter. David Swit, editor & publisher. 
Washington, Product Safety Letter, inc. 
-1974] 52 p. ports. 22 cm. ISBN 0-914176- 
1-3 [TS175.W47] 74-75767 6.50 

1. United States. Consumer Product Safety 
Commission. I. Swit, David, ed. H. Product 
safety letter. 

Publisher’s address: 1080 National Press 
Bldg; Washington, D.C. 2004. 


BREYER, Stephen G., 
Energy regulation by the Federal Power 
Commission [by] Stephen G. Breyer and 
Paul W. MacAvoy. Washington, Brookings 
Institution [1974] p. cm. ISBN 0-8157- 
1076-3 (Studies in the regulation of 
economic activity) Includes bibliographical 
references. [HD9502.U52B7} 74-273 7.95 

x; United States. Federal Power 
Commission. 2. Energy policy—United 
States. I. MacAvoy, Paul W., joint author. 
il, Title. HI. Series. 

Prepared from C.I.P. 


BROOKINGS Institution, 
Washington, D.C. 

She formulation and administration of 
United States foreign policy, by H. Field 
Haviland, Jr., with the collaboration of 
Eobert E. Asher [and others] Westport, 
Conn., Greenwood Press [1974] p. cm. 
ISBN 0-8371-7482-1 Reprint of the 1960 
ed. published by Brookings Institution, 
Washington, D. C. A repdrt for the 
Committee on Foreign Relatfons of the 
United States Senate originally issued as a 


353.008°72 


353.008’°92 


JULY 31,1974 


committee print under title: United States 
foreign policy: the formulation and 
administration of United States foreign 
policy. Study no. 9. [JX1706.A4 1974d] 
74-4729 11.00 

1. United  States—Foreign relations 
administration. I. Haviland, Henry Field, 
1911- Il. United States. Congress. Senate. 
Committee on Foreign Relations. If. Title. 
Prepared from C.I.P. 


HOOPES, Roy, 1922- 353.0313 
What the President of the United States 
does. New York, John Day Co. [1974] p. 
cm. ISBN 0-381-99628-X [JK511.H65] 74- 
5067 7.95 

i. Presidents—United States. 2. United 
States—Politics and government—20th 
century. I. Title. 

Prepared from C.I.P. 


SICKELS, Robert J., 
1931- 

Presidential transactions [by] Robert J. 
Sickels. Englewood Cliffs, N.J., Prentice- 
Hall [1974] viii, 184 p. illus. 23 cm. ISBN 
0-13-697888-6 Includes bibliographical 
references. [JK516.S5] 73-11012 6.95, 3.95 
(pbk.) 

1. Presidents—United States. I. Title. 


BLACK, Henry Campbell, 
1860-1927. 

The relation of the executive power to 
legislation. New York, Arno Press, 1974 
[c1919] p. cm. ISBN 0-405-05855-1 
(Politics and people: the ordeal of self- 
government in America) Reprint of the ed. 
published by Princeton University Press, 
Princeton; N.J. [JK585.B5 1974] 73-19130 
10.00 

i. Executive power—United States. 2. 


353.03°13 


353.03°72 


Legislation—United States. I. Title. IL. 
Series. 

Prepared from C.I.P. 

BRYANT, Lawrence 353.9°757°002 
Chesterfield. 

South Carolina Negro legislators: a 
glorious success; State and local 
officeholders; biographies of Negro 
representatives, 1868-1902. Orangeburg, 


South Carolina State College [1974] 119 p. 
29 cm. ”Commemorating South Carolina 
tricentennial, 1970.” Includes 
bibliographical references. [E185.93.87B77] 
74-164338 . 

1. Negroes—South Carolina~—Biography. 2. 
Legisiators—South Carolina. 3. South 
Carolina—Politics and government—1865- 
1950. I. Title. 


AYLMER, G. E. 354°.42°00 10009032 
The state’s servants: the civil service of the 
English Republic, 1649-1660 [by] G. E. 
Aylmer. London, Boston, Routledge .& 
Kegan Paul [1973] xiii, 484 p. maps. 24 
em. ISBN 0-7100-7637-1 Includes 
bibliographical references and index. 
[JN425.A97 1973] 73-85427 26.75 

1. Civil service—Great Britain—History. 2. 
Great Britain—Politics and government— 
1649-1660. I. Title. 


HAYWARD, Jack Ernest 
Shalom. 

The one and indivisible French Republic 

[by] Jack Hayward. [ist American ed.] 

New York, Norton [1974, c1973] 306 p. 

22 cm. ISBN 0-393-05506-X (Comparative 

modern governments) Bibliography: p. 288- 


354.44 


294. [JN2594.2.H38 1974] 74-166179 
10.95 
i, Franc@—Politics and government—~ 


1958- 2. Pablic opinion—France. I. Title. 
Pbk., 3.95, ISBN 0-393-09325-5. 


LEGAULT, Albert. 355.02°17 
The dynamics of the nuclear balance, by 
Albert Legault and George Lindsey. Ithaca 
[N.Y.] Cornell University Press [1974] 273 
p. illus. 22 cm. ISBN 0-8014-0813-X 
Includes bibliographical references. 
[UF767.L37 1974] 73-14061 14.50 

i. Atomic weapons. 2. Deterrence 
(Strategy) 3. Atomic weapons and 
disarmament. I. Lindsey, George, 1920- 
Joint author. H. Title. 


TAHTINEN, Dale R. 355.03°3053 
Arms in the Persian Gulf [by] Dale R. 
Tahtinen. With a foreword by Melvin R. 
Laird. Washington, American Enterprise 
Institute for Public Policy Research [1974] 
31 p. map. 23 cm. ISBN 0-8447-3125-0 
(Foreign affairs studies, no. 10) Includes 
bibliographical references. 
(UA853.P47T33] 74-77809 2.00 (pbk.). 

1. Persian Gulf states—Armed Forces, 2. 
Persian Gulf states—Foreign relations— 
United States. 3. United States—Foreign 
relations—Persian Gulf states. I. Title. IT. 
Series. 


GREENE, Robert Ewell, 1931- 355.1 
Black defenders of America, 1775-1973. 
Chicago, Johnson Pub. Co., 1974. 416 p. 
illus. 28 cm. ISBN  0-87485-053-3 
Bibliography: p. [395]-410. [E185.63.G73] 
73-15607 17.95 

1. United States—Armed Forces—Negroes. 
T. Title. 


O’SULLIVAN, John, 1939- 
comp. 

The draft and its enemies; a documentary 

history, edited by John O'Sullivan and 

Alan M. Meckler. Urbana, University of 

Illinois Press [1974] p. cm. ISBN 0-252- 

00395-0 Includes bibliographical 

references. [UB343.085] 74-10979 10.00 

I. Military service, Compulsory—United 

States—History—Sources. I. Meckler, Alan 

M., 1945- joint comp. IT. Title. 

Prepared from C.I.P. 


SLIM, William Slim, 
lst Viscount, 1891- 
Unofficial history [by] Sir William Slim. 
Westport, Conn., Greenwood Press [1974, 
c1959] p. ISBN 0-8371-7363-9 Reprint of 
the 1962 ed. published by McKay, New 
York. [DA69.3.S55A3 1974] 74-71 12.00 
1. Slim, William Slim, Ist Viscount, 1891- 
I. Title. 
Prepared from C.I.P. 


*PETERSEN, John J. 355’.426 
Into the cauldron, by John J. Peterson. 
Clinton, Md., Clavier House [1973] 220 p. 
21 em. [UA230] 1.95 (pbk.) 

1. National Guard (United States)—Riot 
duty. I. Title. 

Publisher’s address: P.O. Box 326 Clinton, 
Maryland 20735 


BUSK, Hans, 1815- 
1882. 

The navies of the world. [Annapolis, Md.] 
Naval Institute Press [1973] xv, 312, 127 
p. illus. 19 cm. ISBN 0-87021-853-0 
Reprint of the 1859 ed. published by 
Routledge, Warnes, and Routledge, 
London, New York. [VA40.B97 1973] 73- 
82475 11.00 

1. Great Britain. Navy—Lists of vessels. 2. 
France. Marine—lLists of vessels. 3. 
Navies. I. Title. 


MITCHELL, Donald 
William, 1911- 

A history of Russian and Soviet sea power 
[by] Donald W. Mitchell. New York, 

Macmillan [1974] xxviii, 657 p. illus. 25 


355.2’234 


355.3°31°0924 


359°.009°034 


359°.00947 
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cm. Bibliography: p. 603-626. [DK56.M48] 
72-93629 15.00 
i. Russia—History, Naval. I. Title. 


HATTERSLEY, Roy. 359.3°3170924 B 

Nelson. New York, Saturday Review Press 

[1974] 223 p. illus. (part col.) 26 cm. ISBN 

0-8415-0288-9 Bibliography: . 215, 

[DA87.1.N4H33 1974] 73-87558 12.50 P 

i Nelson, Horatio Nelson, Viscount, 17358- 
805. 


PADFIELD, Peter. 359.8°2’09 
Guns at sea. New York, St. Martin’s Press 
[1974] 320 p. illus. 29 cm. Includes 
bibliographical references. [VF15.P33 
1974] 73-89866 20.00 

1. Ordnance, Naval—History. 2. Naval 
gunnery—History. d. Title. 


VAN ORDEN, M. D., 1921- 359.83 
The book of United States Navy ships, by 
M. D. Van Orden. 2d ed., fully rev. New 
York, Dodd, Mead [1973] 96 p. illus. 19 x 
24 cm. ISBN 0-396-06850-2 Text and 
photographs introduce the characteristics 
and purpose of the various types of ships 
in the present-day Navy. [VA58.V35 1973] 
73-7097 4.25 

1. United States. Navy—Juvenile literature. 
2. Warships—Juvenile literature. I. Title. 


*WILLMOTT, Phyllis. 360°942 
Public social services: handbook of 
information, editor: Phyllis Willmott. 
London, Bedford Square Press of the 
National Council of Social Service [1973] 
201 p. 22 cm. ISBN 0-7199-0864-7 
[AY2001] 

1. Social Service—Handbooks, 
etc.—Great Britain. I, Title. 
Available from International Publication 
Service, 10.00. 


CULL, John G. 361 
Volunteerism: an emerging profession [by] 
John G. Cull fand] Richard E. Hardy. 
With a foreword by Mrs. George Romney. 
Springfield, Ill., Thomas [1974] xvii, 199 p. 
24 cm. ISBN 0-398-02788-9 (American 
lecture series, publication no. 887. A 
publication in the Bannerstone Division of 
American lectures in social and 
rehabilitation psychology) Includes 
bibliographical references. [HV41.C78] 72- 
11610 9.75 

1. Volunteer workers in social service— 
Addresses, essays, lectures. I. Hardy, 
Richard E., joint author. I. Title. 


MIDDLEMAN, Ruth R. 361 
Social service delivery: a structural 
approach to social work practice [by] Ruth 
R. Middleman and Gale Goldberg. New 
York, Columbia University Press, 1974. p. 
cm. ISBN 0-231-03730-9 Includes 
bibliographical references. [HV40.M517] 
74-3304 10.00 

i. Social service. 2. Social workers. £. 
Goldberg, Gale, joint author. I. Title. 
Prepared from C.I.P. 


manuals, 


TURNER, Francis Joseph, 1929- 361 
Social work treatment: interlocking 
theoretical approaches. Edited by Francis 
J. Turner. With a foreword by Dame 
Eileen Younghusband. New York, Free 
Press [1974] xx, 520 p. illus. 25 cm. 
Includes bibliographies. [HV37.T87] 73- 
8492 13.95 


1. Social service—Addresses, essays, 
lectures. I. Title. 
HASENFELD, Yeheskel, 361°.008 


comp. 

Human service organizations: a book of 
readings [by] Yeheskel Hasenfeld and 
Richard A. English. Ann Arbor, University 
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of Michigan Press [1974] xvii, 753 p. 24 
em. ‘ISBN ‘0-472-08985-4 Includes 
bibliographical references. [HV40.H335] 
72-94761 15.00 

l. Social services—Addresses, essays, 
lectures. I. English, Richard A., joint 
comp. H. Title. 


UPHAM, Frances. 3617.06 
Ego analysis in the helping professions. 
New York, Family Service Association of 
America [c1973] 279 p. 22 cm. ISBN 0- 
87304-105-4 Includes bibliographical 
references. [BF637.C6U64] 73-78897 8.50 

L Helping behavior. 2. Ego (Psychology) I. 

ïtle. 


FLOOK, Emma Evelyn, 
1904- 

Health services research and R & D in 
perspective, edited by E. Evelyn Flook and 
Paul J. Sanazaro. [Ann Arbor, Mich.] 
Health Administration Press [1973] xv, 
311 p. 24 cm. Bibliography: -p. 298-302. 
[RA410.7.F53] 73-86625 7.50 

1. Medical research—United States. 2. 
Medical care—United States. 3. Health 
planning—United States. I. Sanazaro, Paul 
J, joint author. IL. Title. 

Publisher’s address: M2210 School of 
‘Public Health Il, Ann Arbor, Mich. 48104 


MCKINLAY JOHN B., 362.1°07°23 
comp. 

Research methods in health care; a 
selection of articles from the Milbank 
Memorial Fund quarterly. Edited by John 
B. McKinlay. New York, Published for the 
Milbank Memorial Fund by Prodist, 1973. 
xiii, 396 p. 23 cm. ISBN 0-88202-051-X 
(Milbank resource books} Includes 
bibliographical references. [RA440.6.M32] 
73-17177 7.95, 3.95 (pbk.) 

I1. Public health research—Addresses, 
essays, lectures. 2. Health  surveys— 
Addresses, essays, lectures. I. Milbank 
Memorial Fund quarterly. IT. Title. 


MEDICINE and society 362.1°0951 
in China; report of a conference sponsored 
jointly by the National Library of 
Medicine and the Josiah Macy, Jr. 
Foundation. Edited by John Z. Bowers and 
Elizabeth F. Purcell. New York, Josiah 
Macy, Jr. Foundation [1974] vii, 176 p. 23 
em. ISBN 0-914362-09-7 (The Macy 
Foundation series on medicine and public 
health in China) Includes bibliographical 
references. [R601.M43] 73-88720 7.50 ~” 
1. Medicine—China—RHistory—Congresses. 
2. Hygiene, Public-——China-~-Congresses. I. 
Bowers, John Z., 1913- ed. If Purcell, 
Elizabeth, ed. HI. United States. National 
Library of Medicine. IV. Josiah, Macy, Jr. 
Foundation, New York. V. Series: Josiah 
Macy, Jr. Foundation, New York. The 
Macy Foundation series on medicine and 


362.1°07°2073 


‘public health in China. 


CHANGING the medical 362.1°0973 
care system; a controlled experiment in 
comprehensive care [by] Leon S. 
Robertson [and others] New York, Praeger 
[1974] p cm. ISBN 0-275-08970-8 
(Praeger special studies in U.S. economic, 
social, and political issues) Bibliography: p. 
[RA445.C44] 74-334 13.50 

1. Medical care—United States. 2. 
Community health services for children— 
Massachusetts—Boston. 3. Public health 
research. I. Robertson, Leon S. 

Prepared from C.I.P. 


MCKINLAY, John B., 
comp.. 

Politics and law in health care policy; a 

selection of articles from the Milbank 

Memorial Fund Quarterly. Edited by John 


362.1°0973 
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M. McKinlay. New York, Published for 
the Milbank Memorial Fund by Prodist, 
1973. xi, 404 p. 24 cm. ISBN 0-88202- 
050-1 (Milbank resource books) Includes 
bibliographical references. [R854.U5M3] 
73-17176 3.95 (pbk.) 

1. Medical policy—United 
Addresses, essays, lectures. 2. 
laws and legislation—United 
Addresses, essays, lectures. 3. Medical 
care—United States—Addresses, essays, 
Jectures. I. Milbank Memorial Fund 
quarterly. IF. Title. 

Contents omitted 


States—— 
Medical 
States— 


*LONGEST, Beaufort B., 362.171 
Administrative coordination in general 
hospitals, [by] Beaufort B. Longest, jr. 
Atlanta, School o? Business 
Administration, Georgia State University 
[1973] x, 224 p. 28 cm. (Research 
monograph, no. 55) Bibliography: p. 218- 
224. [RA971] 3.00 (pbk.) 

4. — Hospitals—Administration. 2. 
Hospitals—Personnel management. I. Title. 


BLANKEN, Gary E. 362.1°1'0973 s 
Surgical operations in short-stay hospitals, 
United States, 1971 [by Gary E. Blanken] 
Rockville, Md., National Center for Health 
Statistics [1974] p. cm. ISBN 0-8406- 
0017-8 (Data from the National Health 
Survey, series , 13, no. 18) (DHEW 
publication no. (HRA) 74-1769) Includes 
bibliographical references. [RA407.3.A349 
no. 18] 362.1°9°70973 74-6259 0.70 (pbk.) 
1. Operations, | Surgical—Statistics. 2. 
Hospital care—United States—Statistics. I. 
Title. If. Series: United States. National 
Center for Health Statistics. Vital and 
health statistics. Series 13: Data from the 
National Health Survey. Data from the 
hospital discharge survey, no. 18. III. 
Series: United States. Dept. of Health, 
Education, and Welfare. DHEW 
publication, no. (IRA) 74-1769. 

Prepared from C.I.P. 


MOIEN, Mary. 362.1°1’0973 s 
Patient ‘charges in short-stay hospitals, 
United States, 1968-1970. Rockville, Md., 
National Center for Heelth Statistics 
[1974] p. cm. ISBN 0-8406-0001-1 
(National Center for Health Statistics. 
Data from the National Health Survey, 
series 13, no. 15) (DHEW publication no. 
(HRA) 74-1766) Includes bibliographical 


references. [RA407.3.A349 no. 15] 
[RA410.53] 338.4°3362’110973 74-3217 
0.50 (pbk.) 


1. Hospital care—United States—Costs— 
Statistics. I. Title. II. Series: United States. 
National Center for Health Statistics. Vital 
and health statistics. Series 13: Data from 
the hospital discharge survey, no. 15. Lil. 
Series: United States. Dept. of Health, 
Education, and Welfare. DHEW 
publication no. (HRA) 74-1766. 

Prepared from C.I.P. 


NOES: Abraham 362.1°1’0973 s 
Inpatient utilization of short-stay hospitais, 
by diagnosis, United States, 1971 [by 
Abraham L. Ranofsky] Rockville, Md. 
National Center for Health Statistics 
[1974] p. cm. ISBN 0-8406-0002-X (Data 
from the National Health Survey, series 
13, no. 16) (DHEW publication no. (HRA) 
74-1767) Bibliography: p. [RA407.3.A349 
no. 16] [RA981.A2] 381°.45°362110973 
74-2270 0.50 (pbk.) 

i. Hospital utilization—United States-— 
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Statistics. 2. United States—Statistics, 
Medical. I. United States. National Center 
for Health Statistics. II. Title. III. Series: 
United States. National Center for Health 
Statistics. Vital and health statistics. Series 
13: Data from the National Health Survey. 
Data from the hospital discharge survey, 
no. 16. IV. Series: United States. Dept. of 
Health, Education, and Welfare. 
Publication no. (HRA) 74-1767. ’ 
Prepared from C.I.P. 


GREENE, 362.1°9’6398080924 B 
Herbert, orchestral conductor. 

Diary of a food addict [by] Herbert 
Greene [and] Carolyn Jones. New York, 
Grosset & Dunlap [1974] 209 p. 22 cm. 
ISBN 0-448-11656-1 [RC628.G74] 73- 
15130 6.95 

i. Corpulence—Personal narratives. I. 


Jones, Carolyn, 1933- joint author. I. 
Title. 
KISER, Bill. 362. 1°9°683600924 B 


New light of hope. New Canaan, Conn., 
Keats Pub. [1974] 223 p. 22 cm. ISBN 0- 
37983-070-0 [RC388.K53] 73-93653 7.95 
1. Kiser, Bill. 2. Cerebral palsy—Personal 
narratives. 3. Faith-cure. I. Title. 


*LEVIEGE, Vernon O, 
1945- 

Group relations: group therapy therapy 
with mentally ill offenders [by] Vernon O. 
Leviege. [First ed.] New York, Vantage 
Press [1973] 98 p. 21 cm. ISBN 0-533- 
30469-1. [RC443] 5.00 

1. Atascadero State Hospital, Atascadero, 
Calif 2. Psychiatric hospitals—United 
States. I. Title. 


362.2’ 1’0973 


THE Prediction of : 362.2’2 
suicide. Editors: Aaron T. Beck, Harvey L. 
P. Resnik [and] Dan J. Lettieri. Bowie, 
Md., Charles Press Publishers [1974] xii, 
249 p. 24 cm. ISBN 0-913486-13-2 
Selected papers from a conference 
convened Oct. 1971 in Philadelphia by the 
Sept. of Psychiatry of the University of 
Pennsylvania, and sponsored by the Center 
for Studies of Suicide Prevention of the 
National Institute of Mental Health. 
-neludes bibliographies. [HV6545.P7] 72- 
97750 10.00 

i. Suicide—Congresses. 2. Suicide— 
revention——Congresses. I. Beck, Aaron T., 
ed. I. Resnik, H. L. P., ed. HI. Lettieri, 
Dan J, ed. IV. Pennsylvania, University. 
Dept. of Psychiatry. V. United States. 
ational Institute of Mental Health. 
Center for Studies of Suicide Prevention. 


WHITEHEAD, Paul C., comp. 362.29 
Alcohol and other drugs: perspectives on 
use, abuse, treatment and prevention. 
Edited by Paul C. Whitehead, Carl F. 
Grindstaff, Craig L. Boydell. Toronto, 
Holt, Rinehart and Winston of Canada, 
c1973. vi, 313 p. 26 cm. ISBN 0-03- 
$28176-0 Distributed in the U.S. by 
Winston Press, Minneapolis. Includes 
bibliographical references. [HV5035.W35] 
74-164513 5.25 

L Alcoholism—Addresses, essays, lectures. 
Z Alcoholism—Treatment—Addresses, 
essays, lectures. 3, Drug abuse—Addresses, 
essays, lectures. 4. Drug  abuse— 
Treatment—Addresses, essays, lectures. I. 
Grindstaff, Carl F., joint comp. II. Boydell, 
Craig L., joint comp. THI. Title. 


EARNES, Horace 
B., 1904- 


eup B 


JULY 31,1974 


The true life story of an alcoholic, by 
Horace B. (Barney) Barnes. Philadelphia, 
Dorrance [1974, ¢1973] 42 p. illus. 22 cm. 
ISBN 0-8059-1722-5  (HV5293.B37A37] 
72-81641 3.00 . 

1. Alcoholics—Personal narratives. I. Title. 


BLUMBERG, 
Leonard U., 1920- 
Skid Row and its alternatives; research and 
recommendations from. Philadelphia [by] 
Leonard Blumberg, Thomas E. Shipley, Jr., 
[aad] Irving W. Shandler. Philadelphia, 
Temple University Press [1973] xxv, 309 p. 
23 cm. ISBN 0-87722-055-7 Bibliography: 
p [2831-237 [HV4298.P5B58] 74-166212 


362.2°92'0974811 


i. Liquor problem-—Philadelphia. 2. 
Alcoholics—Philadelphia. 3. Alcoholism— 
reatment-—Philadelphia. 4. Slums— 
Philadelphia. I. Shipley, Thomas E., joint 
author. IE Shandler, Irving W., joint 
author. III. Title. 


CONNECTIONS; notes from 362.2°93 
-the heroin world [by] Leroy C. Gould [and 
others] New Haven, Yale University Press, 
1974, xxxii, 236 p. 22 cm. ISBN 0-300- 
01731-6 Bibliography: p. XXX-XXXi. 
[HV5822.H4C6] 73-86896 8.95 - 

1. Heroin habit. 2. Narcotics, Control of— 
United States. 3, Drug abuse-~-Treatment— 
United States. I. Gould, Leroy C. 


HARDY, Richard E. 362.2°93°0926 
Rehabilitation of the drug abuser with 
delinquent behavior; case studies and 
rehabilitation approaches in drug abuse and 
delinquency [by] Richard E. Hardy [and] 
John G. Cull. Springfield, Ill, Thomas 
[1974] x, 196 p. 24 cm. ISBN 0-398- 
02823-0 (American lecture series, 
publication no. 896. A publication in the 
Bannerstone division of American lectures 
in social and rehabilitation psychology) 
Includes bibliographies. [HV5825.H232] 
73-216 9.75 

L Drug abuse-—-Treatment——United 
States—Case studies. 2. Drug abuse— 
United States—Case studies. 3. Deviant 
behavior—Case studies. I. Cull, John G., 
joint author. IT. Title. 


INCIARDI, James A. 362.2°93°0973 
Drugs and the criminal justice system. 
James A. Inciardi and Carl D. Chambers, 
editors. Beverly Hills, Sage Publications 
[1974] 249 p. illus. 24 cm. ISBN 0-8039- 
0200-X (Sage criminal justice system 
annuals, v. 2) Includes bibliographies. 
[HV6791.155] 72-98036 15.00 

1. Drug abuse and crime—United States— 
Addresses, essays, lectures. 2. Narcotics, 
Control of—United States—Addresses, 
essays, lectures. 3. Drug  abuse— 
Treatment—United States—Addresses, 
essays, lectures. 4. Drug abuse—-United 
States—Addresses, essays, lectures. I. 
Chambers, Carl D., joint author. IL. Title. 
IIL, Series. 


LEVINE, Samuel F. 362.2°93’0973 
Narcotics and drug abuse, by Samuel F. 
Levine. Cincinnati, W. H. Anderson Co. 
[1973] ix, 438 p. illus. 25 cm. (Criminal 
justice text series) Bibliography: p. -423- 
428. [HV5825.L45] 73-80937 

i. Drug  abuse—United States. 2. 
Narcotics, Control of—United States. 3. 
Narcotic laws—United States. I. Title. 


SIMMONS} Luiz R. S. 362.2°93°0973 
Discrimination and the addict; notes 


toward a general theory of addict 
rehabilitation. Edited with an introd. by 
Luiz R. S. Simmons [and] Martin B. Gold. 
Beverly Hills [Calif.] Sage Publications 
[1974, c1973] 334 p. 24 cm. ISBN 0-8039- 
0203-4 (International yearbooks of drug 
addiction and society, v. 1) *Sponsored by 
the Institute for the Study of Health and 
Society.” Bibliography: p. 323-334. 
[HV5825.S53] 72-98048 15.00 

1 Narcotic addites—Rehabilitation— 
United States—Addresses, essays, lectures, 
2, Drug abuse—Treatment—United 
States—Addresses, essays, lectures. I. 
Gold, Martin B., joint author. Il. Title. HT. 
Series. 


MAY, Elizabeth Eckhardt. 362.4 
Independent living for the handicapped 
and the elderly [by] Elizabeth Eckhardt 
May, Neva R. Waggoner [and] Eleanor 
Boettke Hotte. Boston, Houghton Mifflin 
[1974] x, 271 p. illus. 26 cm. ISBN 0-395- 
18108-9 "Based on [the authors’} 
Homemaking for the handicapped.” 
Bibliography: p. 230-252. [HV1568.M3] 
73-11770 8.95 

1. Handicapped. 2. Architecture and the 
handicapped. 3. Aged. 4. Architecture and 
the aged. I. Waggoner, Neva R., joint 
author. If. Hotte, Eleanor Boettke, joint 
author. III. Title. 


HICKFORD, Jessie. 362.4°1°0924 B 

Eyes at my feet. Pref. by Lord Fraser of 

Lonsdale. Boston, G. K. Hall, 1974 

[c1973] p. cm. ISBN 0-8161-6216-6 Large 

print ed. [HV1947.H5A33 1974] 74-4365 
9 


I. Blind—Personal narratives. I. Title. 
Prepared from C.LP. 


ZOOK, Deborah, 362.4’1’0924 B 
1950 


Debby. Scottdale, Pa., Herald Press, 1974. 
p. cm. ISBN 0-8361-1742-5 
Autobiographical. [HV1792.Z66A33] 74- 
5415 3.95 

1. Blind—Personal narratives. I. Title. 
Prepared from C.I.P. 


PILISUK, Marc, comp. 362.5°0773 
How we lost the war on poverty, edited by 
Marc Pilisuk and Phyllis Pilisuk, New 
Brunswick, N.J., Transaction Books; 
distributed by Dutton [New York, ¢1973] 
338 p. 22 cm. ISBN  0-87855-079-8 
(Transaction/Society book series, TA/S- 
29) Originally appeared in 
transaction/Society magazine; 
supplemented in some cases by additional 
materials. Includes bibliographies. 
[HC110.P63P54] 72-91471 7.95 

1. Economic assistance, Domestic—United 
States—Addresses, essays, lectures. 2. 
Paraprofessionals in social service—United 
States—Addresses, essays, lectures. 3. 
United States—Social policy—Addresses, 
essays, lectures. I. Pilisuk, Phyllis, joint 
comp. IT. Title. 

Pbk. 2.95; ISBN 0-87855-574-9, 


eo Jane, 1860- 362.7°092°4 B 
My friend, Julia Lathrop. New York, Amo 
Press, 1974 [c1935] p. cm. ISBN 0-405- 
05942-6 (Children and youth: social 
problems and social policy) Reprint of the 
ed. published by Macmillan, New York. 
[HV28.L35A5 1974] 74-1660 14.00 

i. Lathrop, Julia Clifford, 1858-1932. I. 
Title. If. Series. 

Prepared from C.I.P. 


SCHORR, Alvin Louis, 
1921- 

Children and decent people, edited by 

Alvin L. Schorr. New York, Basic Books 


362.70973 
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[1974] xvii. 222 p. 22 cm. ISBN 0-465- 
01041-5 Includes bibliographical 
references. [HV741.S35] 73-82894 7.95... 
i. Child  welfare—United  States— 
Addresses, essays, lectures. 2. Children— 
Institutional care—United States— 
Addresses, essays, lectures. 3. Day care 
centers—United States—Addresses, essays, 
lectures. 4. Children—Care and hygiene— 
Addresses, essays, lectures. I. Title. 


*JORDE, Paula. 62.71 
Living and learning with children; a 
handbook of activities for children from 
three to six. Written by Paula Jorde, 
illustrations by Dennis Lee. [Washington 
D.C. Small Wonder Enterprises 1973] 63 
p., illus., 28 cm. [HV859] 2.25 (pbk.) - 
1. Education, Preschool. I. Title. 

Available from Paula Jorde, 217-B 10th st. 
S.E., Washington, D.C. 20003. 


SLINGERLAND, William 
Henry, 1854-1924, 
Child-placing in families; a manual for 
students and social workers. New York, 
Arno Press, 1974 [cl918] p. cm. ISBN 0- 
405-05982-5 (Children and youth: social 
problems and social policy) Reprint of the 
1919 ed. published by the Russell Sage 
Foundation, New York. Bibliography: p. 
[HV875.86 1974] 74-1705 16.00 
i. Adoption. 2. Foster home care. I. Title. 
IT, Series. 
Prepared from C.I.P. 


REISTROFFER, Mary. 362.7733 
Foster parents and social workers: on the 
job together. New York, Child Welfare 
League of America, 1974. 37 p. 28 cm. 
ISBN 0-87868-111-6 (Conversations, no. 
3) [HV875.R38] 73-93881 1.50 (pbk.) 

1, Foster home care. 2. Family social 
work. I. Child Welfare League of America. 
II. Title. TII. Series. 


STONE, Helen D. 362.7733 
Foster parent associations: designs for 
development [by] Helen D. Stone [and] 
Jeanne M. Hunzeker. New York, Foster 
Parent Project, Child Welfare League of 
America [1974] 30 p. 26 cm. ISBN O- 
87868-1190-8 Bibliography: p. 30. 
(HV875.874] 73-93882 1.95 (pbk.) 

i. Foster home care—United States— 
Societies, etc. 2. Foster home ‘care— 
Canada—Societies, etc. I  Hunzeker, 
Jeanne M., joint author. If, Child Welfare 
League of America. III. Title. 


GRACE, Helen K. 362.7'8°2 
The development of a child psychiatric 
treatment program, by Helen K. Grace. 
[Cambridge, Mass.] Schenkman Pub. Co.; 
[distributed by Halsted Press, New York, 
1974] p. ISBN 0-470-32084-2 [RJ111.G7] 
74-8752 11.25 

1. Child mental health services. I. Title. 
Prepared from C.I.P. 


WALSTON, Marie. 362.7°8'41 
To see the wind. Valley Forge, Pa., Judson 
Press [1974] p. cm. ISBN 0-8170-0622-2 
[HV 1792.C58W3] 74-3231 4.95 

1. Children, Blind. I. Title. 

Prepared from C.I.P. 


BURTON, Mary. 362.8°2 
An alcoholic in the family. Philadelphia, 
Lippincott [1974] p. ISBN 0-397-01016-8 - 
[HV5132.B87] 74-4366 6.95 

1. Alcoholism. 2. Family. I. Title. 

Prepared from C.I.P. 


362.7°3 


*D.C. policewomen 363.2 
evaluation. Washington, D.C., Urban 
Institute, 1973- -v., illus, 28 cm. (An 


Urban Institute paper) [HV8023] 
49 


a 
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1. Policewomen— Washington D.C. 
V. II, 2.50 (pbk); v. TII, 1.75 (pbk.) 


PETERSON, Barby. 363.2 
Let’s visit the policemen, by Barby and 
Glen Peterson. [New York, Golden Press, 
1974] [24] p. col. illus. 21 cm. Cover title. 
Four children learn about the varied duties 
of different policemen. [HV7922.P48] 73- 
84346 2.9 

L Pee ik fiterature. I Peterson, 
Glen, joint author. II. Title. 


ANDERSON, Arthur James. 363.371 
Problems in intellectual freedom and 
censorship, by A. J. Anderson. New York, 
R. R. Bowker Co. [1974] p. cm. ISBN 0- 
8352-0677-7 (Problem-centered approaches 
to librarianship) Includes bibliographical 
references. [Z711.4.A63] 74-4107 10.95 

1. Libraries—Censorship—Case studies. I. 
Title. 

Prepared from C.I.P. 


INTERNATIONAL Research 
Group on Drug 
Programs. 

Controlling drugs; [international handbook 

for psychoactive drug classification, by] 

Richard H. Blum, Daniel Bovet, James 

Moore & associates. [lst edj} San 

Francisco, Jossey-Bass, 1974. xx, 378 p. 27 

cm. ISBN 0-87589-203-5 (The Jossey-Bass 

behavioral science series) Bibliography: p. 

341-366. [RM315.157 1974] 73-9070 25.00 

d. Psychopharmacology. 2. Drugs— 

Classification. 3. Narcotic laws. I. Blum, 

Richard H. I. Title. 


BERDIN, Richard. 363.4'5’0924 B 

Code name Richard. Translated and edited 

by Jeannette and Richard Seaver. [lst ed.] 
ew York, Dutton, 1974. p. cm. ISBN 0- 

525-08240-9 ”A Merlin House book.” 

[HV5805.B47A3313] 74-8268 8.95 

I. Narcotics, Control  of—FPersonal 

narratives. [. Title. 

Prepared from C.I.P. 


FROST & Sullivan, Ltd., 
London. 

Water pollution control in Europe. London 

1973. 2 v. maps. 29 cm. Summaries in 

French and German. On spine: #E104. 

[TD255.F76 1973] 74-164326 

1. Water—Pollution—Europe. 2. Water 

quality management—Europe. I. Title. 

Distributed by Frost and Sullivan, New 

York, 475.00. 


SATELLITE Symposium on 363.6 
Statistical Aspects of Pollution Problems, 
Harvard Business School, 1971. 

Statistical and mathematical aspects of 

pollution problems; [papers] Edited by 

John W. Pratt. New York, M. Dekker, 

1974. xxvii, 392 p. illus. 24 cm. ISBN 0- 

8247-6132-4 (Statistics: textbooks and 

monographs, v. 6) Includes bibliographical 

reterences, [TD177.S22 1971] 73-90771 


363.45 
Legislation and 


363.6 


L Pollution—Statistical methods— 
Congresses. 2. Pollution—Mathematical 
models—Congresses. I. Pratt, John Winsor, 
1931- ed. II. Title. 


SEMINAR on the Design of 363.6 
Environmental Information Systems, 
Katowice, Poland, 1973. 

Design of environmental information 


systems. Rolf A. Deininger, editor. Ann 
Arbor, Mich, Ann Arbor Science 
Publishers [1974] xvi, 422 p. illus. 24 cm. 
ISBN 0-250-40033-2 Sponsored by the 
Regional Office for Europe of the World 
Health Organization in collaboration with 
the Government of the Polish Socialist 
Republic. Includes bibliographical 
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referenges [TD169.5845 1973] 73-82271 
24.50 

J. Environmental protection—Information 
services—Congresses. 2. Pollutton— 
Measurement—Congresses. $ World 
Health Organization. Regional Office for 
Europe. II. Title. 


WILLUMS, Jan-Olaf. 363.6 
New concepts in air pallution research; 
interdisciplinary contributions by an 
international group of 20 young scientists, 
edited by Jan-Olaf Willums. New York, 
Wiley, 1974. 184 p. illus. 25 cm. ISBN 0- 
470-94956-2 ”A Halsted Press book.” 
Includes bibliographies. [TD881.W54] 73- 
19210 11.95 

1. Air—Pollution—Congresses. I. Title. 


SUTHERLAND, Edwin Hardin, 364°.08 
1883-1950. 

On analyzing crime. Edited and with an 

introd. by Karl Schuessler. Chicago, 


University of Chicago Press [1973] xxxvi, 
284 p. port. 22 cm. ISBN 0-226-78055-4 
(The Heritage of sociology) "Much of this 
book was originally putlished in The 
Sutherland papers ... [published in] 1956.” 
Bibliography: p. 275-279 [HV6028.579 
1973] 72-94733 9.50 

1. Crime and criminals—Addresses, essays, 
lectures. I. Schuessler, Karl F., ed. Il. Title. 


INTERAMERICAN Congress of 
Criminology, 2d, Caracas, 1972. 
Images of crime: offenders and victims. 
Edited by Terence P. Thornberry [and] 
Edward Sagarin. New York, Praeger 
[1974] ISBN 0-275-08640-1 (Praeger 
special studies in U.S. economic, social, 
and political issues) Papers delivered at the 
2d Interamerican Congress of Criminology 


364.1 


held Nov. 1972 in Caracas, Venezuela. 
”Published in cooperation with the 
American Society of Criminology.” 


[HV7243.155 19726] 73-21450 12.50 

i. Crime and criminals—Congresses. 2. 
Victims of — crime—Congresses. L 
Thornberry, Terence P., ed. II. Sagarin, 
Edward, 1913- ed. III. American Society 
of Criminology. IV. Title. 

Prepared from C.I.P. 


PHILLIPSON, Michael. 364.1 
Understanding crime and delinquency; a 
sociological introduction. [Rev.  ed.] 
Chicago, Aldine Pub. Co. [1974] xviii, 210 
p. 22 cm. ISBN 0-202-23141-0 (Law in 
action) Edition for 1971 pnblished under 
title: Sociological aspects of crime and 
delinquency. Bibliography: p. 195-203. 
[HV6025.P49 1974] 73-84934 7.50 

i. Crime and criminals. 2. Juvenile 
delinquency. 3. Deviant behavior. I. Title. 
Pbk; 2.95, ISBN 0-202-23142-9. 


HOLLON, William 
Eugene, 1913- 
Frontier violence; another look [by] W. 
Eugene Hollon. New York, Oxford 
University Press,. 1974. xii, 279 p. illus. 22 
em. ISBN 0-19-501750-1 Bibliography: p. 

237-265. [E179.H82] 73-87617 7.95 

1. Frontier and pioneer life—United States. 

F F Violence—United States—History. I. 
ttle. 


OSBORN, Albert Sherman, 
1858-1946. 
Questioned documents. With an introd. by 
John Henry Wigmore. With citations of 
discussions of the facts and the law of 
questioned documents from many sources. 
2d ed., complete and urabridged. A 
facsim. reproduction with an introd. by 
Daniel Vander Werf, Jr. Chicago, Nelson- 
Hall Co. [1974] p. cm. ISBN 0-88225- 
190-4 (Professional/Technical series) 


364.1°0973 


364.12°2 
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Reprint of the 1929 ed. published by Boyd 
Print Co., Albany. [KF8947.083 1929a] 
74-78841 27.95 

1. Legal documents—Identification. 2. 
Forgery—United States. I. Title. 

Prepared from C.I.P. 


‘ 


NEW York (State). 364.12’8 
Legislature. Joint Committee on 
Ivestigations of Public Service 
Commissions. 


Wiretapping in New York City. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-06180-3 (Criminal justice in America) 
Excerpts reprinted from v. 5 of Minutes 
and testimony of the Joint Legislative 
Committee Appointed to Investigate the 
Public Service Commissions, originally 
published in 1916 by J. B. Lyons Co., 
Albany, [KFN6168.A2 1916b] 74-3843 


O yire-tappine—New York (City) I. Title. 

II. Series. 

Prepared from C.I.P. 

BERGE, George W., 1864- 364.1°32 
1925. 

The free pass bribery system. New York, 

Arno Press, 1974 [c1905] p. cm. ISBN 0- 

405-05853-5 (Politics and people: the 

ordeal of self-government in America) 

Reprint of the ed. published by 

Independent Pub. Co. of Lincoln, Neb. 

[HE1961.B49 1974] 73-19128 17.00 

1. Raitlroads—United States—Passes. I. 

Title. If. Series. 

Prepared from C.I.P. 


STANDARDS for suicide 364.1°522 
prevention and crisis centers [by] Jerome 
A. Motto [and others] New York, 


Behavioral Publications, 1974. xiv, 114 p. 
22 cm. ISBN 0-87705-105-4 At head of 
title: Official publication of the American 
Association of  Suicidology. Includes 
bibliographies. {HV6545.S75] 73-17029 


1. Suicide—Prevention. [ Motto, Jerome 
A. IL American Association of 
Suicidology. 


BEAVER, Ninette. 364.1°523°0924 B 
Caril, by Ninette Beaver, B. K. Ripley, and 
Patrick Trese. [lst ed.] Philadelphia, 
Lippincott [1974] p. cm. ISBN 0-397- 
20997-6 [HV6248.F83B43] 74-9843 8.95 

1. Fugate, Caril Ann. 2. Starkweather, 
Charles. 3. Crime and — criminals— 
Biography. I. Ripley, B. K., joint author. TI. 
Trese, Patrick, joint author. 

?repared from C.I.P. 


CSIDA, June Bundy. 364.1753 
Rape; how to avoid it and what to do 
about it if you can’t, by June Bundy Csida 
& Joseph Csida. Chatsworth, Calif., Books 
for Better Living [1974] 238 p. 18 cm. 
ISBN 0-87056-361-0 [HV6561.C74] 74- 
75574 1.50 (pbk.) 

.. Rape—United States. I Csida, Joseph, 
Joint author. HM. Title. 


MCKNIGHT, Gerald 364.1°6 
Computer crime. New York, Walker 
(1974, c1973] 221 p. 22 cm. ISBN 0-8027- 
6442-5 [HV6768. M3 1974] 73-93937 6.95 
i. White collar crimes—-Case studies. 2. 
Electronic data processing departments— 
Security measures. I. Title. 


LEPERA, Patsy 

Anthony, 1927- 
Afemoirs of a scam man; the life and deals 
o? Patsy Anthony Lepera, by Patsy 
Anthony Lepera and Walter Goodman. 
New oe Farrar, Straus nd Giroux 
[1974] p. cm. ISBN 0-874-20708-9 
[HV6248.L45A35] 74-5036 7.95 


364.1°6'0924 B 
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I. Lepera, Patsy Anthony, 1927- 2. Crime 
and criminals—Correspondence, 


reminiscences, etc. I. Goodman, Walter, 
joint author. If. Title. 
Prepared from C.I.P. 
CHAMBER of Commerce of 364.162 


the United States of America. 

A handbook on white collar crime; 
everyone’s problem, everyone’s loss. 
[Washington, 1974] i, 92 p. 22 cm. Cover 
title. Includes bibliographical references. 
[THV6695.C45 1974] 74-75321 2.50 (pbk.) 
1. White collar crimes—United States. 2. 
Fraud—United States. I. Title. II. Title: 
White Collar crime. 


SANDHU, Harjit S. 364.3 
Modern corrections: the offenders, 
therapies, and community reintegration, by 
Harjit S. Sandhu. Springfield, Ill., Thomas 
[1974] xv, 342 p. 24 cm. ISBN 0-398- 
03031-6 Includes bibliographical 
references. [HV6025. 5328] 73-15795 10.95 
1. Crime and criminals. 2. Corrections. 3. 
Prisons. I. Title. 


CHILDREN in 364.36'0973 
confinement. Introd. by Robert M. 


Mennel. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-05954-X (Children and 
youth: social problems and social policy) 
Reprint of Westboro State Reform School 
reminiscences, by J. A. Allen, first 
published in 1877; of Juvenile 
reformatories of the United States, by T. J. 
Charlton, first published in 1900; of The 
Federal courts and the delinquent child, by 
R. Bioodgood, first published in 1922; of 
The forgotten adolescent, by the New 
York Law Society, first published in 1940; 
and of Correctional treatment of youth 
offenders, by L. . Harrison, first 
published in 1944, [HV9104.C44] 74-1675 


1. Reformatories—United States— 
History—Addresses, essays, lectures. 2. 
Rehabilitation of juvenile delinquents— 
United States—History—Addresses, essays, 
lectures. I. Title. II. Series. 

Prepared from C.I.P. 


DEUTSCH, Albert, 
1905-1961. 

Our rejected children. New York, Arno 

Press, 1974 [c1950] p. cm. ISBN 0-405- 

05958-2 (Children and youth: social 

problems and social policy) Reprint of the 

ed. published by Little, Brown, Boston. 

[HV9104.D38 1974] 74-1680 18.00 

1. Juvenile delinqguency—-United States. I. 

Title. II. Series. 

Prepared from C.I.P. 


ELDEFONSO, Edward, 
comp. 

Issues in corrections; a book of readings. 

Beverly Hills [Calif.] Glencoe Press [1974] 

xii, 372 p. 24 cm. (Glencoe Press criminal 


364.36°0973 


364.6°0973 


justice series) Includes bibliographical 
references. [HV9304.E44] 73-7365 5.95 
(pbk.). 

1, Corrections—United States—-Addresses, 
essays, lectures. 2 Correctional 
institutions——United States—Addresses, 
eSSAYS, lectures. Correctional 


personnel—United States—A ddresses, 


essays, lectures. I. Title. 


WALLER, Irvin. 364.8 
Men released from prison. [Toronto] 
University of Toronto Press in association 
with the Centre of Criminology, University 
of Toronto [1974] xxvi, 273 p. 25 cm. 
ISBN 0-8020-2105-0 (Canadian studies in 
criminology) Bibliography: p. [254]-267. 
[HV9308. W34] 73-85690 15.00 

1. Parole—Canada. 2. Recidivists—Canada. 


3. Rehabilitation of criminals—Canada. I. 
Toronto. University. Centre of 
Criminology. IT. Title. III. Series. 


DENFELD, Duane. 364’.973 
Street-wise criminology. Cambridge, Mass., 
Schenkman Pub. Co; [distributed by 
General Learning Press, Morristown, N.J., 
1974] 393 p. 23 cm. Bibliography: p. 391- 
393. [HV8138.D38] 72-93990 5.95 (pbk.) 
1. Criminal justice, Administration of— 
United States—Addresses, essays, lectures. 
2. Crime and criminals—United States— 
Addresses, essays, lectures. I. Title. 


SMITH, Alexander B., 
1909- 

Treating the criminal offender; issues and 

problems [by] Alexander B. Smith [and] 

Louis Berlin. Dobbs Ferry, N.Y., Oceana 

Publications, 1974. p. ISBN 0-379-00182- 

9 Includes bibliographies. [HV8665.S58] 

74-11005 12.50 

1. Corrections. 2. Rehabilitation of 

criminals. I. Berlin, Louis, joint author. II. 

Title. 

Prepared from C.I.P. 


365’.66 


368.4°00973 
Michigan State 


SOCIAL Security 
Conference, 7th, 
University, 1972. 

Social security: policy for the seventies; 

proceedings. Philip Booth, editor. Ann 

Arbor, Institute of Labor and Industrial 

Relations, University of Michigan—Wayne 

State University, 1973. viii, 229 p. 24 cm. 

ISBN 0-87736-319-6 Includes 

bibliographical references. [HD7090.S59 

1972] 73-82218 8.00 

1. Insurance, Social—United  States— 

Congresses. 2. Insurance, Social—Great 

Britain—Congresses. I. Booth, Philip, 

1907- ed. II. Title. 


BROWN, Antony. 3687.9°42 
Lloyd's of London. New York, Stein and 
Day [1974, c1973} x, 197 p. illus. 24 cm. 
ISBN 0-8128-1671-4 First published in 
1973 under title: Hazard unlimited. 
[HG8039.B764 1974] 73-91848 8.95 

1. Lloyd's. I. Title. 


Education 370-379 


HAWKINS, David, 1913- 370 
The informed vision. New York, Agathon 
Press [1974] p. cm. ISBN 0-87586-041-9 
Includes bibliographical references. 
[LB41.H34] 73-81796 7.95 

1. Education—Addresses, essays, lectures. 
2 Science—Study and teaching— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. Contents omitted. 


BECK, Clive M. 370.1 
Educational philosophy and theory: an 
introduction [by] Clive Beck. Boston, 
Little, Brown [1974] viii, 328 p. 24 cm. 
Includes bibliographical references. 
[LB1025.2.B42] 73-19031 9.95 

A Education—Philosophy. 2. Teaching. I. 
ttle. 


WINGO, Glenn Max, 1913- 370.1 
Philosophies of education: an introduction 
[by] G. Max Wingo. Lexington, Mass., 
Heath [1974] 367 p. 25 cm. ISBN 0-669- 
84400-4 Edition for 1965 published under 
title: The philosophy of American 
education. Includes bibliographical 
references. [LA210.W54 1974] 73-7051 

1. Education—Philosophy. 2. Education— 
United States. I Title. 
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ASHBY, Eric, Sir, e 370.1°092°4 
1904- 

Portrait of Haldane at work on education 
[by] Eric Ashby and Mary Anderson. 
[Hamden, Conn.] Archon Books, 1974. p. 
cm. ISBN 0-208-01463-2 Bibliography: p. 
(LB775.H2827A84] 74-6316 10.00 

1. Haldane, Richard Burdon Haldane, Ist 
Viscount, 1856-1928. 2. Education 
Philosophy. I. Anderson, Mary, historian, 
joint author. IT. Title. 

Prepared from C.I.P. 


BLANSHARD, Brand, 1892- 370.11°2 
The uses of a liberal education, and other 
talks to students. Edited by Eugene 
Freeman. [lst ed.] La Salle, Ill, Cpen 
Court Pub. Co., 1973. xxi, 415 p. 24 cm. 
ISBN 0-87548-122-1 [LC1011.B55]) 73- 
76196 9.95 

1. Education, Humanistic. 2. Education— 
Philosophy. I. Title. 


*HEMP, Paul E. 370.113 
How to write and use behavioral objectives 
in vocational education programs, by Paul 
E. Hemp. Danville, Ill, the Interstate 
Printers & Publishers, [1973] iv, 72 p. 28 
cm. Bibliography: p. 71-72. [LC1045] 2.50 
(pbk.) 

d. Vocational education. 2. Vocational 
guidance. I. Title. 


BUSSE, Thomas V. 
Activities in child and adolescent 
development [by] Thomas V. Busse, 
Richard S. Mansfield, and Lee J. 
Messinger. New York, Harper & Row 
[1974] p. cm. ISBN  0-06-041098-1 
[LB1115.B84] 73-21851 3.95 (pbk.) 

1. Child study. 2. Adolescence. I. 
Mansfield, Richard S., joint author. IT. 
Messinger, Lee J., joint author. III. Title. 
Prepared from C.I.P. 


CLARIZIO, Harvey F., 
comp. 

Contemporary issues in educational 
psychology. Edited by Harvey F. Clarizio, 
Robert C. Craig [and] William A. 
Mehrens. 2d ed. ee Allyn and Bacon 
[1974] xiv, 727 p. 24 cm. Includes 
bibliographies. [LB1055.C556 1974] 73- 
87944 6.95 (pbk.) 

1. Educational —psychology-—Addresses, 
essays, lectures. I. Craig, Robert C, joint 
comp. II. Mehrens, William A., joint comp. 
HY. Title. 


370.15 


1934- 370.15 


*DE MILLE, Richard, 1922- 370.15 
Put your mother on the ceiling; children’s 
imagination games [by] Richard de Mille. 
New York, Viking Press [1973, c1967] 175 
p. 20 cm. ISBN 0-670-00381-6 (A Viking 
compass book) [LB1062.D4 1973] 72- 
11670 2.25 (pbk.) 

I. Play. 2. Imagination. I. Title. 


PERKINS, Hugh V. 370.15 
Human development and learning [by] 
Hugh V. Perkins. 2d ed. Belmont, Calif., 
Wadsworth Pub. Co. [1974] 753 p. illus. 25 


cm. ISBN 0-534-00345-1 — Includes 
bibliographies. [LB1117.P395 1974] 73- 
89878 10.50 


I. Child study. 2. Educational psychology. 
L Title. 


GORMAN, Richard M. 370.15°2 
The psychology of classroom learning; an 
inductive approach [by] Richard M. 
Gorman. Columbus, Ohio, Merrill [1974] 
ix, 463 p. illus. 26 cm. ISBN 0-675-08847- 
x Bibliography: p. 445-459. 
(LB1051.G626] 73-89606 

i. Learning, Psychology of. I. Title. 
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OBJECTIVES for 370.152 
instruction and evaluation [by] Robert J. 
Kibler fand others] Boston, Allyn and 
Bacon [1974] x, 203 p. illus. 22 cm. A 
revision of the 1970 ed. of Behavioral 
objectives and instruction, by R. J. Kibler, 
. L. Barker, and D. T. Miles. 
Bibliography: p. 152-162. [LB1065.024 
1974] 73-91251 8.50; 3.95 (pbk.). 

1. Learning, Psychology of. 2. Behaviorism 
(Psychology) I. Kibler, Robert J, 1934- 
Behavioral objectives and instructions. 


*BANFF International 370.153 
Conference on Behavior Modification, 
4th, 1972. 

Behavior change; methodology, concepts, 

and practice, edited and introduced by Leo 

A. Hamerlynck, Lee C. Handy [and] Eric 

J. Mash. Champaign, Ill., Research Press 

p373] xiv, 358 p. 21 cm. ISBN 0-87822- 
089-5 Includes bibliographies. 

[LB1117.B33 1972] 5.00 (pbk.) 

i. Behavior modification—Congresses. I. 

Hamerlynck, Leo A., 1929- ed. II. Handy, 

Lee C., ed. HI. Mash, Eric J, ed. IV. Title. 


TESCONI, Charles A. 370.19 
Education for whom? The question of 
equal educational opportunity [by] Charles 
A. Tesconi, Jr. [and] Emanuel Hurwitz, Jr. 
New York, Dodd, Mead, 1974. ix, 230 p. 
21 cm. ISBN 0-396-06904-5 Bibliography: 
p. 223-230. [LA210.T43] 73-15391 4.95 

1. Educational equalization—United States. 
I. Hurwitz, Emanuel, joint author. II. Title. 


CARNOY, Martin. 370.19°3 
Education as cultural imperialism. New 
York, D. McKay Co. [1974] 378 p. 22 cm. 
ISBN 0-679-30246-8 Includes 
bibliographies. [LA212.C34] 73-93964 8.95 
1. Education—United States—History. 2. 
col eaigaa sociology—United States. I. 


Titl 
Pbk. 3. 95; ISBN 0-679-30251-4 


EMMERIJ, Louis. 370.19°3 
Can the school build a new social order? 
Amsterdam, New York, Elsevier Scientific 
Pub. Co., 1974. viii, 220 p. 23 cm. ISBN 
0-444-41153-4 (Educational policy, 
planning and administration) Bibliography: 
p. 209-213. [LC189.E45] 73-85221 10.50 

1. Educational sociology. I. Title. 


LINTON, Thomas E. 370.1973 
Patterns of power; social foundations of 
education [by] Jack L. Nelson [and] 
Thomas E. Linton. 2d ed. New York, 
Pitman Pub. Corp. [1974] xx, 472 p. 25 
em. In earlier editions Linton’s name 
appeared first on the title page. Includes 
bibliographical references. [LA209.2.L5 
1974] 73-78497 9.25 

1, Education—United States—Addresses, 
essays, lectures. 2. Educational sociology— 
United States—Addresses, essays, lectures. 
I. Nelson, Jack L., joint author. If. Title. 


RAVITCH, Diane. 370.19°3’097471 
The great school wars, New York City, 
1805-1973, a history of the public schools 
as battlefield of social change. New York, 
Basic Books [1974] xviii, 449 p. illus. 25 
cm. ISBN 0-465-02702-4 Bibliography: p. 
427-430. [LA339.N5R38] 73-81136 12.95 

i Fe ee York (City)—RHistory. 

Tele. 


SEAY, Maurice Farris, 370.19°31 
1901- 

Community education: a developing 
concept [by] Maurice F. Seay and 


associates. [Midland, Mich.] Pendell Pub. 
Co. [1974] xiv, 424 p. illus. 24 em. ISBN 
0-87812-067-X Bibliography: p. 405-413. 
[LC215.S39] 73-89106 9.50 
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1. Community and school. I. Title. 


VENDITTI, Frederick P. 370.19°342 
School desegregation research: a survey of 
doctoral studies, College of Education, 
University of Tennessee, Knoxville. 
[Compiled by] Frederick P. Venditti and 
Burnis Hall, Jr. Knoxville, Bureau of 
Educational Research and Service, 
University of Tennessee [1973] vii, 69 p. 
23 cm. (College of Educazion monograph 
series, no. 1) Bibliography: p. 65-69. 
[LA367.V46] 74-620637 

1. School integration—Tennessee—Case 
studies. I. Hall, Burnis, joint author. H. 
Title. HI. Series: Tennessee. University. 
oe id of Education. Menograph series, 
no. I. 


GREER, Colin, 
comp. 

The solution as part of the problem; urban 
education reform in the 1960s. New York, 
Harper & Row [1973] 119 p. 18 cm. ISBN 
0-06-080292-8 (Perennial library, P292) 
Contents.—Schwartz, R., Pettigrew, T., 
and Smith, M. Fake panaceas for ghetto 
education. Alsop, J. Ghetto education: 
improving schools where the children 
are—Cohen, D. K. The price of 
community control.—Goldbloom, M. J. 
The New York school crisis—TIllich, I. 
After deschooling, what?—Fantini, M. D. 
Educational agenda for the 1970s and 
beyond: public schools of choice. Includes 
bibliographies. [LC5146.G73 1973] 73- 
9081 1.25 (pbk.). 

1. Education, Urban—United States— 
Addresses, essays, lectures. I. Title. 


INSTITUTE of 

International Education. 
U.S. college-sponsored programs. abroad; 
academic year. New York [1974] 89 p. 23 
cm. ISBN 0-87206-067-5 Ecition for 1956 
published under title: Undergraduate study 
abroad. [LB2376.153 1974] 74-166249 3.50 
1. Foreign study. I- Title. 


HORTON, Lowell, comp. 370.71 
Teacher education: trends, issues, 
innovations, edited by Lowell Horton and 
Phyllis Horton. Danville, Ill., Interstate 
Printers & Publishers [1974] xiii, 366 p. 24 
cm. Includes bibliographical references. 
(LB1715.H67] 73-90606 6.95 (pbk.). 

1. Teachers, Training of. I. Horton, Phyllis, 
joint comp. H. Title. 


*HANDBOOK of 370.732°64 
polytechnic courses. [London] Published 
for the Committee of Directors of 
Polytechnics by Lund Humphries [1972] 
255 p. 21 cm. [LB2350.5] 

1. Education-Directories 

Dist. by International Publications Service, 
6.50 (pbk.) 


SYLVESTER, David 
William. 

Robert Lowe and Education [by] D. W. 
Sylvester. [London, New York] Cambridge 
University Press [1974] 240 p. 22 cm. 
ISBN 0-521-20310-4 (Cambridge texts and 
studies in the ward o? education) 
Bibliography: (228]-236. 
(LB675. S482594] 73- 82446 

1. Sherbrooke, Robert Lowe, Ist viscount, 
1811-1892. 2. Education—Philosophy. 3. 
Education—Great Britain—History. L 
Title. : 
Distributed by Cambridge University Press, 
New York, 13.50. 


WARDLE, David. 370°.942 
The rise of the schooled society; the 
history of formal schooling in England. 
London and Boston, Routledge & Kegan 


370.19°348'0973 


370.19°6 


_370°.942 


AMERICAN BOOK PUBLISHING RECORD 


Paul [1974] vii, 182 p. 23 cm. ISBN 0- 
7100-7717-3 Bibliography: p. 172-177. 
{LA631.W37 1974] 73-86578 10.95 

1. Education—Great Britain—History. L 
Title. 


DAVIES, James Arthur. 370°.942974 
Education in a Welsh rural county, 1870- 
1973, by J. A. Davies. Cardiff, University 
of Wales Press, 1973. xviii, 278 p. 23 cm. 
ISBN 0-7083-0532- Includes index. 
Bibliography: 252-260. 
[LC5148. G72M62] 74- 164415 

1. Education, Rural—Montgomeryshire, 
Wales, I. Title. 

Distributed by Verry, 12.50. 


COHEN, Sheldon S. 370°.973 
A history of colonial education: 1607-1776 
[by] Sheldon S. Cohen. New York, Wiley 


[1974] p. cm. ISBN 0-471-16421-6 
(Studies in the history of American 
education series) Bibliography: p. 


[LA206.C63 1974] 74-754 8.95 

1. Education—United States—History. I. 
Title. 

Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
471-16422-4 


STOFF, Sheldon 370°973 
Ptaschevitch 

The human encounter: readings in 
education; [edited by] Sheldon 
Ptaschevitch Stoff [and] Herbert 


Schwartzberg. 2nd ed. New York, Harper 
& Row [1973] xiv, 463 p. 24 cm. ISBN 0- 
D6-046452-6 Includes bibliographical 
references: {LA210.S74}] 72-9406 5.95 


1. Education—U.S.—Addresses, essays, 
lectures. I. Schwartzberg, Herbert, joint 
author II. Title. 


JONES, Phillip E. 370.994 
Education in Australia [by] Phillip E. 
Jones. Newton Abbot, David & Charles; 
Hamden, Conn., Archon Books, 1974. 155 
p. maps. 23 cm. (World education series) 
Bibliography: p. 143-144. [LA2102.J66 
1974] 74-165470 8.00 

1. Education—Australia. I. Title. 


ESTY, John C. 371.02 
Choosing a private school [by] John C. 
Esty, Jr. New York, Dodd, Mead [1974] 
xvi, 267 p. 22 cm. ISBN 0-396-06861-8 
Bibliography: p. 257-260. [LC47.E77] 73- 
11550 6.95 

1. Private schools. I. Title. 


KAHN, Paul, 1916- 371.1°008 s 
What to teach in the open classroom; 
developing an integrated curriculum based 
an environmental theses. Brooklyn, 
Tanovative Educational Afairs [1974] 76 
p illus. 28 cm. ISBN 0-914394-01-0 
(Patterns of teacher competency series) 
(His open education, 2) [LB1029.06K34 
vol. 2] 375.001 74-75459 3.95 

I. Open plan schools. I. Title. II. Series. 


ANDERSON, Edna M.,  371.1°0092’4 B 
1907- 

From sunflowers to bluebonnets, by Edna 
M. Anderson. San Antonio, Naylor Co. 
[1974] p. cm. ISBN 0-8111-0524-5 
{LA2317.A546A34] 74-7494 4.95 

1. Anderson, Edna M., 1907- I. Title. 
P-epared from C.I.P. 


LEISSNER, Cleo 

Winslett Schiewits, 1898- 
Chalk dust mea San Antonio, Naylor 
Co. [1974] p. ISBN  0-8111-0531-8 
([LA2317.L56A33] 74-7492 5.95 
i. Leissner, Cleo Winslett Schikwits, 1898- 
I. Title. ‘ 
Prepared from C.I.P. 


371.1°009274 B 


JULY 31,1974 


MADSEN, Charles H., 
1933- 
Teaching/discipline; a positive approach 
for educational development [by] Charles 
H. Madsen, Jr. [and] Clifford K. Madsen. 
2d-ed. Boston, Allyn and Bacon [1974] ix, 
265 p. 22 cm. ”Portions of this book first 
appeared in Parents/children/ discipline: a 
positive approach.” Bibliography: p. 215- 
ae a -M25 1974] 73-89267 2.95 
bk. 
i. Classroom management. I. Madsen, 
Clifford K., joint author. I. Title. 


MANN, John Harvey. 371.1702 
Learning to be; the education of human 
potential [by] John Mann. New York, Free 
Press [1974, c1972] xii, 269 p. 21 cm. 
Includes bibliographical references. 
[LB1067.M35] 73-143524 3.95 (pbk.)} 

1. Teaching. 2. Perceptual motor learning. 
3. Behaviorism (Psychology) I. Title. 


WITTMER, Joe. 371.1702 
Facilitative teaching: theory and practice 
[by] Joe Wittmer [and] Robert D. Myrick. 
Pacific Palisades, Calif., Goodyear Pub. 
Co. [1974] xi, 169 p. illus. 21 cm. ISBN 0- 
87620-287-3 (Goodyear education series) 
Includes bibliographical references. 
(LB1025.2.W55] 73-80021 4.95 (pbk.) 

i. Teaching. 2. Interaction analysis in 
education. 3. Behaviorism (Psychology) I. 
Myrick, Robert D., joint author. II. Title. 


LOCKE, Michael. 371.2 
Power and politics in the school system: a 
guidebook. London, Boston, Routledge & 
K. Paul [1974] vii, 184 p. 22 cm. ISBN 0- 
7100-7732-7 Bibliography: p. 173-174. 
(LB2806.L56 1974] 73-89198 10.00 

T Tie nea, in school management. 
Pbk., 4.00, ISBN 0-7100-7733-S. 


AUKEE, Waino E. 371.2°009774'34 
Inside the management team, by Waino E. 
Aukee, John A. Beckwith, and Karl O. 
Buttenmiller. [Detroit] Metropolitan 
Detroit Bureau of School Studies [1973] ix, 
102 p. 23 cm. (Metropolitan Detroit 
Bureau of School Studies. Research 


371.1702 


monograph no. 1) Bibliography: p. 101- 
(pbk) (LB2802.D6A95] 73-159411 2.00 
(pbk. 


1. School management and organization— 
Michigan—Detroit metropolitan area. I. 
Beckwith, John Adam, 1942- joint author. 
if. Buttenmiller, Karl O., joint author. IH. 
Title. IV. Sertes. 


LIPHAM, James M. 371.2°012 
The  principalship: foundations and 
functions [by] James M. Lipham and 
James A. Hoeh, Jr. New York, Harper & 
Row [1974] p. cm. ISBN 0-06-044032-5 
(Exploration series in education) Includes 
bibliographies. [LB2831.9.L56] 73-20865 
12.9 


i. School superintendents and principals. 2. 
School management and organization. I. 
Hoeh, James A., joint author. II. Title. 
Prepared from C.LP. 


*SHANE, Harold G. 371.2°07 
The educational significance of the future. 
(Bloomington, Ind., Phi Delta Kappa, 
1973] XI, 116 p., 23 cm. [LB2805] 3.95 
(pbk.) 

1. Educational planning. I. Title. 


AMERICAN Psychological 
Association. 

Standards for educational & psychological 

tests. Prepared by a joint committee of the 


371.2°6 


American Psychological Association, 
American ° Educational Research 
Association [and] National Council on 


Measurement in Education. Washington 
[1974] 76 p. 22 cm. Published in 1954 
under title: Technical recommendations for 
psychological tests and diagnostic 
techniques; in 1955 by the American 
Educational Research Association 
Committee on Test Standards under title: 
Technical - recommendations for 
achievement tests; in 1966: Standards for 
educational and psychological tests and 
manuals. [LB3051.A693 1974] 74-75734 

1. Educational tests and measurements. I. 
American Educational Research 
Association. TI. National Council on 
Measurement in Education. IIT. Title. 


COOPER, John O. 371.26 
Measurement and analysis of behavioral 
techniques [by] John O. Cooper. 
Columbus, Ohio, C. E. Merrill Pub. Co. 
[1974] xii, 175 p. illus. 23 cm. ISBN 0- 
675-08808-9 (The Charles E. Merrill series 
on behavioral techniques in the classroom) 
Includes bibliographies. [LB3051.C635] 73- 
94053 4.95 (pbk.) 

1. Educational tests and measurements. 2. 
Learning, Psychology of. I. Title. 


TITTLE, Carol K., 1933- 371.2°6 
Women and educational testing; a selective 
review of the research literature and 
testing practices [by] Carol Kehr Tittle, 
Karen McCarthy [and] Jane Faggen 
Steckler. [Princeton, N.J.] Educational 
Testing Service [1974] 1 v. (various 
pagings) 28 cm. [LB3051.T58] 74-166360 
4.00 


1. Educational tests and measurements. 2. 
Education of women. I. McCarthy, Karen, 
Joint author. II. Steckler, Jane Faggen, 
Joint author. LHI. Title. 


ERIC Clearinghouse 371.2°6°0973 
on Tests, Measurement, and Evaluation. 
State testing programs, 1973 revision [by] 
Educational Resources Information Center 
Clearinghouse on Tests, Measurement, and 
Evaluation and Office of Field Surveys at 
Educational Testing Service in 
collaboration with Conference of Directors 
of State Testing Programs. [Princeton, 
N.J., Educational Testing Service, 1973] 
vii, 59 p. illus. 28 cm. [LB3051. E17 1973] 

73-90525 4.00 (pbk.) - 

1. Educational tests and measurements— 
United States. I. Educational Testing 
Service. Office of Field Surveys. I. Title. 
Publisher’s address: Rosedale . Rd., 
Princeton, N.J. 08540. 


VON HADEN, Herbert I. 371.3 
Educational innovator’s guide [by] Herbert 
I. Von Haden [fand] Jean Marie King. 
Worthington, Ohio, C. A. Jones Pub. Co. 
[1974] xii, 500 p. illus. 24 cm. ISBN 0- 
8396-0034-8 Includes bibliographies. 
[LB1027.V648] 72-93897 19.95 

J. Educational innovations. I. King, Jean 
Marie, joint author. I. Title. 


HANAU, Laia. 371.3°0281 
The study game; how to play and win with 
*statement-pie’”. 3d ed. New York, Barnes 
& Noble Books [1974] 218 p. illus. 21 cm. 
ISBN 0-06-463389-6 [LB1049.H28 1974] 
73-19948 2.25 (pbk.) 

1. Study, Method of. I. Title. 


RUSSELL, James D. ` 371.394 
Modular instruction; a guide to the design, 
selection, utilization, and evaluation of 
modular materials [by] James D. Russell. 
Foreword by S N.  Postlethwait. 
Minneapolis, Burgess Pub. Co. [1974] xiv, 
142 p. illus. 22 cm. ISBN 0-8087-1837-1 
(The Burgess educational psychology series 
for the teacher) Bibliography: p. 137-138. 
[LB1029.U6R87] 74-75755 2.95 
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I. Unit method of teaching.«2.°Curgiculum 
Planning. 3. Individualized instruction. L 
Title. 


MENACKER, Julius. 371.4 
Vitalizing guidance in urban schools. New 
York, Dodd, Mead, 1974. xiii, 258 p. 21 
cm. ISBN 0-396-06898-7 Bibliography: p. 
248-254. [LB1027.5.M435] 73-15384*5.95 
(pbk.) 

I. Personnel service in education. 2. 
Education, Urban. I. Title. 


POPPEN, William A. 371.4 
School counseling; theories and concepts, 
by William A. Poppen and Charles L. 
Thompson. Lincoln, Neb., Professional 
Educators Publications [1974] 133 p. illus. 
23 cm. ISBN  0-88224-070-6 (The 
Professional education series) Bibliography: 
p. 131-133. [LB1027.5.P65] 73-86632 1.75 
(pbk.). 

1. Personnel service in education. T. 
Thompson, Charles Lowell, joint author. IT. 
Title. II. Series. 


KEAT, Donald B. 371.4°019 
Fundamentals of child counseling [by] 
Donald B. Kent. Boston, Houghton Mifflin 
[1974] xi, 355 p. 24 cm. ISBN 0-395- 
17827-4 Includes bibliographies. 
[BF637.C6K39] 73-11774 9.50 

1. Counseling. 2. Child study. 3. Personnel 
service in education. I. Title. 


ARNOLD, Edmund C. 371.8°976 
The student journalist and editing the 
yearbook, by Edmund C. Arnold. [Ist ed.] 
New York, R. Rosen Press [1974] 121 p 
illus. 29 cm. ISBN 0-8239-0279-X (The 
Student journalist guide series) 
(LB3621.4715] 72-94929 9.66 

1. College and school journalism. 2. School 
yearbooks. I. Title. 


EXCEPTIONAL children in 371.9 
focus [by] James S. Payne [and others] 
Columbus, Ohio, Merrill [1974] v, 129 p. 
23 cm. ISBN 0-675-08828-3 Includes 
bibliographical references. [LC3965.E89] 
73-93273 2.95 (pbk.) 

1. Exceptional children—Education. 1. 
Payne, James S., 1931- 


GARDNER, William I. 371.9 
Children with learning and behavior 
problems: a behavior management 
approach [by] William I. Gardner. Boston, 
Allyn, and Bacon [1974] vi, 353 p. 24 cm. 
Bibliography: p. 331-339. [HQ773.G37] 
73-89264 10.50; 5.95 (pbk.). 

1. Problem children—United States. 2. 
Children—Management. I. Title. 


HARING, Norris Grover, 
1923- 

Behavior of exceptional children: an 
introduction to special education. Edited 
by Norris G. Haring. Columbus, Ohio, 
Merrill [1974] viii, 597 p. illus. 24 cm. 
ISBN 0-675-08809-3 Includes 
bibliographical references. [LC3965.H29] 
73-94052 12.95 

i. Exceptional children—Education— 
Addresses, essays, lectures. 2. Exceptional 


371.9 


children—Addresses, essays, lectures. I. 
Title. 
HEWETT, Frank M. 371.9 


Education of exceptional learners, by 
Frank M. Hewett with Steven R. Forness. 
Boston, Allyn and Bacon [1974] ix, 464 p. 
illus. 25 cm. Bibliography: p. 427-464. 
[LC3965.H47] 73-89262 10.95 j 

I. Exceptional children—Education. I 
Forness, Steven R., joint author. H. Title. 
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WILTON, K.M. 371.9 s 
Eye movements, surprise reactions and 
cognitive development. [By] K. M. Wilton 
and F. J. Boersma. With an introduction 
by H. Mackworth. [Rotterdam] Rotterdam 
University Press 1974. vii, 69 p. 23 cm. 
ISBN 9-02-374117-X (Modern approaches 
to the diagnosis and instructions of multi- 
handicapped children, v. 13) Bibliography: 
p. 64-69.  [LC4001.M63 vol. 13] 
371.9°2°019 73-593653 

i. Cognition (Child psychology) 2. 
Mentally handicapped children. 3. Eye— 
Movements. 4. Surprise. I. Boersma, F. J., 
Joint author. II. Title. IIL. Series. 


Distributed by International Scholarly 
Book Service; 14.00. 
EDWARDS, Eleanor M. 371.9°124 


Music education for the deaf, by Eleanor 
M. Edwards. [Ist ed.] South Waterford, 
Me., Merriam-Eddy Co. [1974] 248 p. 22 
cm. Bibliography: p. 221-245. 
[MT1.E345M9] 74-76260 3.75 (pbk.) 

1. Music-—instruction and study. 2. Deaf— 
Education. I. Title. 


BLAKE, Kathryn A. 371.9°28 
Teaching the retarded [by] Kathryn A. 
Blake. Englewood Cliffs, N.J., Prentice- 
Hall [1974] xii, 393 p. illus. 24 cm. ISBN 
0-13-895276-0 (Prentice-Hall series in 
special education) Bibliography: p. 334- 
337. [LC4601.B645] 73-13719 9.95 - 

1. Mentally handicapped — children— 
Education. I. Title. 


FLAXMAN, Erwin, 
comp. 

Educating the disadvantaged, 1971-1972; 
an AMS anthology. Edited, with an 
introd., by Erwin Flaxman. New York, 
AMS Press [1974, c1973] 498 p. illus. 24 
em. ISBN 0-404-10104-6 Includes 
Sey aaa [LC4091.F52 1973] 73-9242 


1. Socially handicapped children— 
Education--United States—Addresses, 
essays, lectures, I. Title. 

Pbk. 8.95; ISBN 0-404-10156-9. 


371.9°67°0973 


CLAYDON, Leslie F. 371.9672 
Renewing urban teaching [by] L. F. 
Claydon. With contributions from Marta 
Rado, Rod Nicholls [and] Nicholas 
Szorenyi-Reischl.: Cambridge [Eng.] 
University Press, 1973. xiv, 190 p. illus. 22 


cm. ISBN 0-521-20268-X Includes 
bibliographical references. [LC5146.C55}] 
7173-77266 


1. Education, Urban. 2. Teaching. I. Rado, 
Marta. II. Title. 

Distributed by Cambridge University Press, 
New York, 11.95; Pbk., 5.95, ISBN 0-521- 
09844-0. 


FOSTER, Herbert L. 371.9672 
Ribbin’, jivin’, and playin’ the dozens: the 
unrecognized dilemma of inner-city schools 
[by] Herbert L. Foster. Cambridge, Mass., 
Ballinger Pub., Co. [1974] p. cm. 
[LC5141.F67] 74-7393 9.50 

i. Education, Urban—United States. 2. 
Negroes—Education. 3. School discipline. 
I Tite. II. Title: The unrecognized 
dilemma of inner-city schools. 

Prepared from C.I.P. 


NERBOVIG, Marcella 
Hannah, 1919- 
Teaching in the elementary school [by] 
Marcella H. Nerbovig [and] Herbert J. 
Klausmeier. 4th ed. New York, Harper & 
Row [1974] p. cm. ISBN 0-06-044786-9 
Includes bibliographies. [LB1715.N46 
1974] 73-15417 10.00 
i. Elementary school 


372.0102 


teaching. L 
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Klausmeier, Herbert Join, 
author. IT. Title. 
Prepared from C.I.P. 


1915- foint 


KAHN, Paul, 1916- 372.1°102°08 s 
How to open your classroom; a systems 
approach to open education. Brooklyn, 
Innovative Educational Affairs [1974] 76 
p. illus. 29 cm. ISBN 0-914394-00-2 
(Patterns of teacher competency series) 
(His Open education, 1) [LB1029.06K34 
vol. 1] 372.1°3 73-93863 3.95 

1. Open plan schools. I. Title. IL Series. 


MORROW, Mary Lou, 1926- 372.1°3 
Help! For elementary school substitutes 
and beginning teachers. Text and illus. by 
Mary Lou Morrow. Philadelphia, 
Westminster Press [1974] 144 p. illus. 28 
cm. ISBN 0-664-24984-1 [LB1576.M8] 73- 
22029 3.95 (pbk.) 

Language arts (Elementary)— 
Handbooks, manuals, etc. 2. Educaticnal 
games—Handbooks, manuals, etc. 3. 
Arts—Study and teaching (Elementary)— 
Handbooks, manuals, ete, 4. 
Mathematics—Study and teaching 
(Elementary)—Handbooks, manuals, ete. I. 
Title. 


SABAROFF, Rose Epstein. , 372.173 
The open classroom; a practical guide for 
the teacher of the elementary grades, by 
Rose Sabaroff and Mary Ann Hanza. 
Metuchen, N.J., Scarecrow Press, 1974. p. 
em. ISBN  0-8108-0726-2 Includes 
bibliographical references. [LB1029.06S22] 
74-6442 6.00 (lib. bdg.) 

l. Open plan — schoois—Handbooks, 
manuals, etc. I. Hanna, Mary Ann, joint 
author. IT. Title. 

Prepared from C.I.P. 


CROSS, Frank R. 372.1°4°25 
Elementary school careers education; a 
humanistic model [by] Frank R. Cross. 
Columbus, Ohio, C. E. Merrill Pub. Co. 
[1974] xiv, 140 p. illus. 23 cm. ISBN 0- 


_ 675-08824-0 (The Merrill series in career 


programs) Includes bibliographies. 
[LB1027.5.C69] 73-92002 4.95 (pbk.) 

l. Personnel service in elementary 
education. 2. Vocational guidance. I. Title. 


*HARRIS, Beecher H. 372.19 
But what do we do instead? a breas- 
through in elementary education [by] 
Beecher H. Harris. [lst ed.] New York, 
Vantage Press [c1973] 165 p. 21 cm. ISBN 
0-533-00573-6 [LB1570] 5.95 i 

1. Education, Elementary—U.S. I. Title. 


PITCHER, Evelyn 
Goodenough. 

Helping young children learn [by] Evelyn 
Goodenough Pitcher [and others] 2d ed. 
Columbus, Ohio, Merrill [1974] xii, 189 p. 
illus. 28 cm. ISBN 0-675-08818-6 Includes 
bibliographies. [LB1140.P53 1974] 72- 
92244 5.50 Š 

1. Education, Preschool. 2. Child study. I. 
Title. 


372.21 


BUTTS, David P. 372.3 5044 
The teaching of science; a self-directed 
planning guide [by] David Butts. New 
York, Harper & Row [1974] p. ISBN © 
06-041102-3 [LB1585.B82] 73-14243 5.95 


(pbk.) 


AMERICAN BOOK PUBLISHING RECORD 


1. Science—Study and teaching 
(Elementary) I. Title. 
Prepared from C.I.P. 
PILTZ, Albert, 1915- 372.35044 


Creative teaching of science in the 
elementary school [by] Albert Piltz [and] 
Robert Sund. 2d ed. Boston, Allyn and 
Bacon [ci974] x, 310 p. illus. 22 cm. 
(Allyn and Bacon series in creative 
teaching in the elementary school) 
Bibliography: p. 297-304. ([LB1585.P5 
1974] 73-90255 8.95, 4.95 (pbk.) 

d: Science—Study and teaching 
(Elementary) 2. Learning by discovery. L 
Sund, Robert B., joint author. IT. Title. 


DURKIN, Dolores. 372.4'1 
Teaching them to read. 2d ed. Boston, 
Allyn and Bacon [1974] xiii, 526 p. illus. 
24 cm. Includes bibliographies. 
{LB1050.D84 1974] 73-88064 10.95 

1. Reading. I. Title. 


INTERNATIONAL Reading 
Association. 

Views on elementary reading instruction. 
Edited by Thomas C. Barrett [and] Dale 
D. Johnson. Newark, Del. [1973] viii, 97 
p. 23 cm. Eleven papers presented at the 
1972 convention of the association in 
Detroit. Includes bibliographies. 
[LB1573.1635 1973] 73-78986 3.00 (pbk.) 
1. Reading’ (Elementary)—Addresses, 
essays, lectures. I. Barrett, Thomas C., ed. 
II. Johnson, Dale D., ed. HI. Title. 


JOHNSON, Terry D. 372.414 
Reading: teaching and learning [by] Terry 
D. Johnson. (Basingstoke, Eng.] Macmillan 
[1973, i.e. 1974] 208 p. illus. 22 cm. ISBN 
3-333-14681-6 (Basic books in education) 
Imprint covered by label: Linnet Books. 
Bibliography: p. [189]-198. [LB1050.356] 
74-159824 5.50 

1. Reading. I. Title. 


STERBRANDT, Gary L. 372.6 
An idea book for acting out and writing 
Janguage, K-8 [by] Gary L. Gerbrandt. 
(Urbana, Ill., National Council of Teachers 
of English, 1974] ix, 68 p. 29 cm. ISBN 0- 
8141-0315-0 Bibliography: p. 67-68. 
[LB1576.G44] 73-93836 3.95 (pbk.} 

1. Language arts. 2. Group work in 
education. 3. English language-— 
Composition and exercises. I. Title. 


COPELAND, Richard W. 372.7 
Diagnostic and learning activities in 
mathematics for children [by] Richard W. 
Copeland. New York, Macmillan [1974] 
&1 p. illus. 26 cm. Includes bibliographical 


372.471 


references. [QA135.5.C573] 74-166196 
2.50 (pbk.) 

i. Mathematics--Study and teaching 
(Elementary) I. Title. 

MAERTENS, Norbert. 372.7 


Meeting individual needs in elementary 
mathematics [by] Norbert Maertens [and] 
William Dunlap. Hinsdale, Il., Dryden 
Press [c1973] iv, 98 p. illus. 28 cm. ISBN 
0-03-089208-2 [QA135.5.M28] 73-4854 
3 50 (pbk.) 

1 Mathematics—Study 
(Elementary) I. Dunlap, 
author. II. Title. 


RIEDESEL, C. Alan. 372.7 
Cuiding discovery in elementary school 
mathematics [by] C. Alan Riedesel. 2d ed. 
New York, Appleton-Century-Crofts 
[c1973] x, 657 p. illus. 25 cm. ISBN 0- 
390-74030-6 Includes bibliographies. 
[QA135.5.R5 1973] 73-14078 11.95 

I. Mathematics—Study an@ teaching 
(Elementary) I. Title. 


and teaching 
William, joint 


JULY 31,1974 


FLYNN, Elizabeth W. 373.019 
Designs in affective education; a teacher 
resource program for junior and senior 
high, by Elizabeth W. Flynn [and] John F. 
Lafaso. Edited by Richard J. Payne. New 
York, Paulist Press [1974] 358 p. illus. 28 
cm. ISBN 0-8091-1811-4 Includes 
bibliographical references. [BF77.F55] 73- 
90085 10.00 (pbk.) 

d. Psychology—Study and teaching 
(Secondary) I. La Faso, John F., joint 
author. II. Title. 


JAMES, Charity. 373.1 1°020924 
Beyond customs: an educator's journey. 
New York, Agathon Press; distributed by 
Shocken Books [1974] p. cm. ISBN 0- 
87586-042-7 Includes bibliographical 
references. [LB1025.2.J34] 73-81795 7.95 
d. Teaching. 2. Adolescence. I. Title. 
Prepared from C.LP. 


HENSON, E. Curtis, 
1925- 

The four-quarter high school in action [by] 

E. Curtis Henson. West Nyack, N.Y., 

Parker Pub. Co. [1974] p. cm. ISBN 0-13- 

330159-1 [LB3033.H45] 74-5173 8.95 

1. Schedules, School. I. Title. 

Prepared from C.I.P. 


POTELL, Herbert. 373.264 
Barron’s how to prepare for the high 
school equivalency examination (GED) 
English section: correctness and 
effectiveness of expression. Woodbury, 
N.Y., Barron’s Educational Series [1974] 
vii, 262 p. 28 cm. ISBN 0-8120-0464-7 
[LB1627.7.P67] 73-8161 2.95 (pbk.). 

1. High school equivalency examination. 2. 
General educational development tests. I. 
Title. II. Title: How to prepare for the high 
school equivalency examination (GED) 
English section. 


HUMANIZING instruction 373.2736 
in the junior high school Edited by 
Clifford H. Sweat, A. Kerby Tink [and] 
Lyle Reedy. Danville, 1i., Interstate 
Printers & Publishers [1974] ix, 117 p. 
illus. 28 cm. (Junior High School 
Association of Illinois. Study-report, 1974) 
Includes bibliographical references. 
{LB1623.H84] 74-76643 3.00 (pbk.) 

1. Junior high schools—tIllinois. I. Sweat, 
Clifford H., ed. II. Tink, A. Kirby, ed. IL. 
Reedy, Lyle, ed. IV. Series: Junior High 
School Association of Illinois. Annual 
study 1974. 


CROSS, Kathryn Patricia, 
1926- 


373.1236 


374 


Planning non-traditional programs [by] K. 
Patricia Cross, John R. Valley, and 
associates. [1st ed.] San Francisco, Jossey- 
Bass, 1974. xvi, 263 p. 24 cm. ISBN 0- 
87589-217-5 (The Jossey-Bass series in 
higher education) ”A publication of the 
Commission on Non-traditional Study.” 
Includes bibliographies. [LC5515.C76] 73- 
18505 9.50 

i. Evening and continuation schools. 2. 
Adult education. I. Valley, John R., joint 
author. IT, Commission on Non-traditional 
Study. HI. Title. 


WATSON, James, 1936- 374.014 
Liberal studies in further education; an 
informal survey. Windsor, NFER, 1973, 
[i.e. 1974] 159 p. 22 cm. ISBN 0-85633- 
023-X Distributed in the USA by Fernhill 
House, Humanities Press Inc., New York. 
Bibliography: p. [158]-159. [T107.W33 
1973] 74-164628 8.00 

1. Technical education—Great Britain. 2. 
Education, Humanistic—Great Britain. I. 
Title. 


~ 


[1974] xx, 


KELTNER, John W. 374.2°2 
Group discussion processes, by John W. 
Keltner. Westport, Conn., Greenwood 
Press [1974, c1957] p. cm. ISBN 0-8371- 
7493-7 Reprint of the ed. published by 


Longmans, Green, New York. 
(LC6519.K44 1974] 74-6112 15.75 

1. Discussion. I. Title. 

Prepared from C.I.P. 

MUSGRAVE, Peter William. 375 


Knowledge, curriculum and change [by] P. 
W. Musgrave. [Carlton] Melbourne 
University Press [1973] vii, 105 p. 22 cm. 
ISBN 0-522-84052-3 (The Second century 
in Australian education, 9) Includes 
bibliographical references. [LB1570.M85] 
74-164430 

1. Education—Curricula. I. Title. II. Series. 


Distributed by International Scholarly 
Book Service; 5.25 (pbk.) 
SMOKER, David S. 375 


Career education: current trends in school 
policies & programs [by David Smoker. 
Arlington, Va.]- National School Public 
Relations Association [1974] 72 p. 29 cm. 
(Education U.S.A. special report) 
[LC1044.86] 73-93293 6.75 

I. Vocational education. 2. Vocational 
guidance. I. Title. II. Series. 


HASS, Glen, comp. 375.001 
Curriculum planning; a new approach 
[compiled by] Glen Hass, Joseph Bondi 
[and] Jon Wiles. Boston, Allyn and Bacon 
505 p. 24 cm. Includes 
bibliographical references. [LB1570.H36] 
73-19582 6.95 (pbk.) 

1. Education—Curricula—Addresses, 
essays, lectures. I Bondi, Joseph, Joint 
comp. II. Wiles, Jon, joint comp. III. Title. 


BROWN, Richard Carl, 1919- 375.3 
Man in America [by} Richard C. Brown, 
Wilhelmena S. Robinson [and] John T. 
Cunningham. Teacher’s ed. author: Joseph 
H. Dempsey. Morristown, N.J., Silver 
Burdett [1974] 40, viii, 662 p. illus. 27 cm. 
”’Contemporary social science curriculum.” 
The main work, also issued separately, is 
preceded by the Teacher’s ed., with special 
t.p. [H83.B818] 74-163661 6.93 

i. Social sciences—Text books. I. 
Robinson, Wilhelmena S. 9 joint author. I. 
Cunningham, John T., joint author. IIT. 
Dempsey, Joseph H. I V. Title. 


CARSON, Sean 375’.30131'0947 
McBirney. 

Environmental studies; the construction of 
an ’A’-level syllabus, compiled by S. McB. 
Carson. New ed. Windsor, NFER, 1973, 
[i.e., 1974] 147 p. illus. 22 cm. ISBN 0- 
85633-029-9 Distributed in the U.S.A. by 
Humanities Press, Inc., New York. 
Includes bibliographical references. 
[GF28.G7C37 1973] 74-162573 4.00 

1. Human ecology—Study and teaching 
(Secondary)—Great Britain—Congresses. I. 
Title. 


*PETERSON, A. D. C. 378 
The international baccalaureate: an 
experiment in international education, [by] 
A. D. E. Peterson. London, George G. 
Harrap & Co. [1973, c1972] 181 p. illus., 
23 cm. ISBN 0-245-50521-0 [LB2330] 

1. Universities and colleges. I. Title. 
Distributed by Open Court Publishing Co., 
La Salle, Ill., for 6.95 


UNIVERSITIES and 378’.01°5 
transnational approaches to the solution of 
world problems; a report on the 1973 
Midwestern Conference for Visiting 
Fulbright-Hays Scholars at the Ohio State 
University, May 14-17, 1973. Osborn T. 
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Smallwood, editor. [Coluntbus] Office of 
International Programs, Ohio State 
University, 1973. 118 p. group port. 23 
cm. "Sponsored by the Committee on 
International Exchange of Persons, the 
Bureau of Educational and Cultural 
Affairs, U.S. Department of State, the 
Mershon Center, the Ohio State 
University.” Includes principal papers read 
at the conference. [LC1090.U72] 74- 
161893 2.00 

1. International education——Congresses. 2. 
Universities and colleges--Congresses. I. 
Smallwood, Osborn Tucker, 1911- ed. H. 
Midwestern Conference for Visiting 
Fulbright-Hays Scholars, Ohio State 
University, 1973. II. Conference Board of 
the Associated Research Councils. 
Committee on International Exchange of 
Persons. IV. United States. Bureau of 
Educational and Cultural Affairs. V. Ohio. 
State University, Columbus. Mershon 
Center fer Education in National Security. 


MILLER, Richard I. 378.1°2 
Developing programs for faculty evaluation 
[by] Richard I. Miller. [Ist ed.] San 
Francisco, Jossey-Bass, 1974. xi, 248 p. 24 
cm. ISBN 0-87589-208-6 (The Jossey-Bass 
series in higher education) Bibliography: p. 
106-238. [LB2333.M46] 73-12063 9.75 

í. College teachers, Rating of. I. Title. 


KNOELL, Dorothy M. 378.17543 
Planning colleges for the community [by] 
Dorothy Knoell [and] Charles McIntyre. 
[ist ed.} San Francisco, Jossey-Bass, 1974. 
xix, 149 p. 24 cm. ISBN 0-87589-209-4 
(The Jossey-Bass series in higher 
education) Bibliography: p. 139-143, 
[LB2328 K54] 73-10943 

4. Municipal junior colleges. 2. Educational 
Planning. I. McIntyre, Charles, 1938- joint 
author. IT. Title. 


CHAPMAN, Elwood N. 378.1°98 
College survival; find yourself ... find a 
career [by] Elwood N. Chapman. Chicago, 
Science Research Associates [1974] 156 p. 
ilus. 24 cm. ISBN 0-574-19108-9 
[LB2343.3.C47] 73-93239 

1. College student orientation. I. Title. 


BECKER, Howard 378.1°98'10973 
Saul, 1928- comp. 
Campus power struggle. Edited by Howard 
S. Becker. 2d ed. New Brunswick, N.J., 
Transaction Books; distributed by Dutton, 
New York, c1973. 236 p. 22 cm. ISBN 0- 
87855-059-3 (Transaction/Society book 
series, TA/S-1) Essays which were 
originally published in Trans-action and 
Society magazines. Includes bibliographical 
references. [LA229.B36 1973] 72-91466 
7.95 
1. Student movements—United States— 
Addresses, essays, lectures. I. Trans-action. 
U. Society. HI. Title. 
Contents omitted. 


PROIA, Nicholas C. 378.3°0973 
Barron’s handbook of American college 
financial aid [by] Nicholas C. Proia [and] 
Vincent M. DiGaspari. Rev. Woodbury, 
N.Y., Barron’s Educational Series, inc. 
[1974] 508 p. 28 cm. ISBN 0-8120-0406-X 
[LB2333.P72 1974] 74-165306 6.95 (pbk.). 
I, Student aid-—-United States. I Di 
Gaspar, Vincent M., joint author. If, Title. 
HI. Title: Handbook of American college 
financial aid. 


SUCHAR, Elizabeth W. 378.3°0973 
Student expenses at postsecondary 
institutions, 1974-75 [by] Elizabeth W. 
Suchar, William D. Van Dusen [and] 
Edmund C. Jacobson. New York, College 
Entrance Examination Board, 1974. x, 58 
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.28 cm. Data collected by the College 
Scholarship Service of the 
Entrance . Examination 
[LB2342.S88] 74-167315 2.50 (pbk.). 
. Universities and colleges—United 
States—Costs. I. Van Dusen, William D., 
Joint author. II. Jacobson, Edmund C., 
Joint author. HI College Entrance 
Exantination Board. College Scholarship 
Service. IV. Title. 


AMERICAN Schools 

Association. 
Director een of college transfer information. 
Prepare the American Schools 
ae P tader the direction of Carl M. 
Dye [and] Gerald B. Flora. [New York] 
Simon and Schuster [1974] 720 p. 29 cm. 
[L901.A54 1974] 74-168220 25.00 

. Universities and  colleges—United 
States—Directories. I. Dye, Carl M., ed. I. 
Flora, Gerald B., ed. HI. Title. 


HALL, Laurence. 378.73 
New colleges for new students [by] 
Laurence Hall and associates. Foreword by 
Frank Newman and Russell Edgerton. [lst 
ed.] San Francisco, Jossey-Bass, 1974. xxi, 
210 p. 24 cm. ISBN 0-87589-194-2 (The 
Jossey-Bass series in higher education) 
Includes bibliographical references. 
[LA227.3.H23] 73-10933 8.75 

i. Education, Higher--United States. 2. 
Toucanonal, innovations—United States. I. 

Ytle. 


Board. 


378.73 


re Charles Robert, 
912- 
The demise of diversity? A comparative 
profile of eight types of institutions, by C. 
Robert Pace. [Berkeley, Calif., Carnegie 
Commission on Higher Education, 1974] v, 
131 p. 23 cm. ”A technical report 
sponsored by the Carnegie Commission on 
igher Education.” {LA227.3.P32] 74- 
75158 5.00 
I, Universities and  colieges—United 
States—Statistics. I. Carnegie Commission 
on Higher Education. II. Title. 


PANEL on Alternate 378.73 
' Approaches to Graduate Education. 
Scholarship for society. Princeton, N.J., 
Educational Testing Service [c1973] 60 p. 
illus. 28 cm. Includes bibliographical 
references. [LA228.5.P36 1973] 73-93260 
2.00 (pbk.) 

d. Universities and colieges—United 
States—Graudate work. I. Title. 


WITMER, Lightner, 
1867- 


378.73 


378.748°11 


The Nearing case: the limitation of 
academic freedom at the University of 
Pennsylvania by act of the Board of 
Trustees, June 14, 1915; a brief of facts 
and opinions, prepared ty Lightner 
Witmer. New foreword by Stephen 
Whitfield. New York, Da Capo Press, 
1974. p. ISBN 0-306-71978-9 (Civil 
liberties in American history) Reprint of 
the 1915 ed. published by B. W. Huebsch, 
New York; with new foreword. 
[LD4526.N3W5 1974] 71-1272163 12.50 
(lib. bdg.) 

1. Nearing, Scott, 1883- 2. Pennsylvania. 
University—RHistory. 3. Teaching, Freedom 
of. L Title. IT. Series. 

Prepared from C.I.P. 


*MORE than a 378.76745 
century, text by Jim W. Corder. 
Photographs by Michael Chesser and 


Linda Kaye. [Fort Worth] Texas Christian 
University Press [1973] 66 p. photos. 27 
cm. [LD5311] 73-78069 8.00 

i. Texas Christian University. I Corder, 
Jim W. 
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PLANNING for 379°.12°0973 
educational reform; financial and social 
alternatives, by Charles S. Benson [and 
others] New York, Dodd, Mead, 1974. viii, 
150 p. illus. 21 cm. ISBN 0-396-06937-1 
Includes bibliographical references. 
[LB2825.P558] 73-21166 3.95 (pbk.). 

i. Education—United States—Finance. F. 
Benson, Charles Scott. 


CHAMBERS, Merritt 
Madison, 1899- 

Higher education and State governments, 
1970-1975 [by] M. M. Chambers. Danville, 
IL, Interstate Printers & Publishers [1974] 
x, 290 p. 25 cm. Includes bibliographical 
references. [LC173.C48] 73-91359 

1. Higher education and state—United 
States. 2. State governments. I. Title. 


BARBEE, David E. 379.15 
Accountability in education [by] David E. 
Barbee and Aubrey J. Bouck. Ist ed. New 
York, Petrocelli Books [1974] ISBN 0- 
88405-065-3 Includes bibliographical 
references. [LB2806.B29] 74-4481 9.95 

I. Educational accountability. I. Bouck, 
Aubrey J., 1914- joint author. IT. Title. 
Prepared from C.I.P. 


379°.122°0973 


*GRUNDY, Denis. 379.4945 
Secular, compulsory, and free; the 
Education Act of 1872. [Melbourne] 


Melbourne University Press [1972] vii, 193 
p. 22 cm. ISBN 0-522-84026-4 (The 
second century in Australian education, 5.) 
[LA410} 

1. Education—Australia. I. Title. IT. Series. 
Dist. by International Scholarly Book 
Service, 4.50 (pbk.) 


WRIGHT, John 
Sherman, 1920- comp. 
Fioneers in marketing; a collection of 
twenty-five biographies of men who 
contributed to the growth of marketing 
thought and action. Edited by John 5. 
Wright and Parks B. Dimsdale, Jr. Atlanta, 
Publishing Services Division, School of 
Business Administration, Georgia Staze 
University, 1974. 162 p. 22 cm. ISBN 0- 
88406-016-0 [HF5415.1.W74] 73-620235 
1.95 (pbk.). 

1. Marketing—United States—Biography. 
I. Dimsdale, Parks B., joint comp. IT. Title. 
Contents omitted. 


380.1°092’2 B 


a 380.1°45°0015534025 
anc 

Slide beets guide. [Edited by] Nancy 
DeLaurier. [Rev. ed. Kansas City; 


distributed by Nancy DeLaurier, Dept. of 
Art & Art History, University of Missouri- 
Kansas City, 1974] 105 p. 28 cm. 
"Published for The College Art 
Association of America.” Limited to 500 
copies. [N4040.C643D44 1974] 74-75721 
d. Art—Slides—Catalogs. I. College Art 
Association of America. IT. Title. 


PETERSEN'S 380.1’45°7710973 
Photographic magazine equipment buyer's 
guide. {Los Angeles, Petersen Pub. Co., 
1974] 192 p. illus. 28 cm. ISBN 0-8227- 
0052-2 [TR197.P45] 74-75067 2.95 

d. Photography—Apparatus and supplies— 
Catalogs. I. Petersen Publishing Company. 
il. Title: Photographic magazine equipment 
buyer’s guide. 


HILLE, Stanley J., comp. 380.5°08 
Transportation: principles and perspectives, 
edited by Stanley J. Hille and Richard F. 
Poist, Jr. Danville, IH., Interstate Printers 


AMERICAN BOOK PUBLISHING RECORD 


& Publishers [1974] 561 p. illus. 24 cm. 
Includes bibliographical Teferences. 
[HE151.H533] 73-93578 4.95 (pbk.). 

i. Transportation—Addresses, essays, 
lectures. I. Poist, Richard F., joint comp. 
IT. Title. d 


HUNTER, Holland. 380.52 
Chinese and Soviet transport for 
agriculture. [Pittsburgh] University Center 
for International Studies, University of 
Pittsburgh [1974] 22 p. 23 cm. Includes 
bibliographical references. 
(HE199.5.F3H85] 74-166302 

1. Farm produce—Russia—Transportation. 
2. Farm produce—China—Transportation. 
I. Title. 


DANIELS, George Emery, 1914- 381 
The getting game [by] George Daniels. 
Illus. by the author. [lst ed.] New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
210939-4 [HF5482.D35] 73-14251 6.95 

J. Secondhand trade. 2. Junk trade. L 
Title. 

Prepared from C.I.P. 


LOWERY, Lucie. 381 
Background treasure hunting; an 
uncommon guidebook to the strange world 
of auctions, swap meets, back yard and 
garage sales, Indian relic collecting, 
treasure hunting and metal locating, and a 
little bit more’... Los Angeles, Ward 
Ritchie Press [c1973] 94 p. illus. 18 cm. 
ISBN 0-378-03212-7 [HF5482.L68] 72- 
91492 1.95 (pbk.) 

I. Secondhand trade—United States. 2. 
Auctions—United States. 3. Collectors and 
collecting. I. Title. 


TESTING theories of economic 382 
imperialism, edited by Steven J. Rosen 
[and] James R. Kurth. Lexington, Mass., 
Lexington Books [1974] p. cm. ISBN 0- 
669-91314-6 "Papers .. given in a 1973 
symposium in installments at the 
International Studies Association 
Convention in New York, the International 
Political Science Association Ninth World 
Congress in Montreal, and the Peace 
Science Society North American 
Convention in Boston.” [HF1411.T4143] 
74-301 12.50 


i. International economic  relations— 
Addresses, essays, lectures. 2. 
Impertalism—Addresses, essays, lectures. 
2 United States--Foreign economic 
relations—Addresses, essays, lectures. 4. 
Russia—Foreign economic  relations— 
Addresses, essays, lectures. I. Rosen, 


Steven J., ed. II. Kurth, James R., ed. 
Prepared from C.I.P. 


KREININ, Mordechai 
Elihau, 1930- 

Trade relations of the EEC; an empirical 
investigation [by] Mordechai E. Kreinin. 
New York, Praeger [1974] p. cm. ISBN 0- 
275-08410-2 (Praeger special studies in 
irternational economics and development) 
Includes bibliographical references. 
(HF3499.5.Z5K73] 73-10957 13.50 


382.094 


i. European Economic Community 
countries—Commerce. 2. European 
Economic Community countries— 
Commercial policy. I. Title. 

Prepared from C.I.P. 

COOPER, Richard N., comp. 382.1 


A reordered world; emerging international 
economic problems. Edited by Richard N. 
Cooper. Washington, Potomac Associates 
[1973] xxiv, 260 p. illus. 21 cm. ISBN 0- 
913998-02-8 Includes bibliographical 
references. [HF1411.C5874] 73- -82986 3.50 

International economic ° relations— 
Addresses, essays, lectures. 2: International 
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finance—-Addresses, essays, fectures. 3. 
Commercial policy—-Addresses, essays, 
lectures. I. Title. 
Contents omitted 


JOHNSON, David 
Gale, 1916- 
The sugar program; large costs and small 
benefits [by] Gale Johnson. 
Washington, American Enterprise Institute 
for Public Policy Research [1974] 90 p. 23 
cm. ISBN  0-8447-3126-9 (Evaluative 
studies, 14) Includes bibliographical 
references. [HD9106.J64] 74-78952 3.00 
(pbk.). 

i. Sugar trade-—-United States. 2. Sugar 
Jaws and legislation—United States. I. 
Title. If. Series: American Enterprise 
Institute for Public Policy Research. 
Evaluative studies, 14. 


HALDI, John, 1931- 383.0973 
Postal monopoly: an assessment of the 
Private express statutes [by] John Haldi, in 
association with Joseph F. Johnston, Jr. 
Washington, American Enterprise Institute 
for Public Policy Research [1974] 70 p. 23 
cm. ISBN 0-8447-3123-4 (Evaluative 
studies, 13) Includes bibliographical 
eS [HE6375.H34] 73-93989 3.00 


382'.45°664 10973 


1. Postal service—United States. 2. Express 
service-—-United States. 3. Government 
monopolies-—United States—Case studies. 
I. Title. I Series: American Enterprise 
Institute for Public Policy Research. 
Evaluative studies, 13. 


PEERS, Frank W. 384.54°0971 
The politics of Canadian broadcasting, 
1920-1951, [by] Frank W. Peers. [Toronto] 
University of Toronto Press [1973] 466 p. 
23 cm. ISBN 0-8020-6210-5. (Canadian 
university paperbacks) Includes 
bibliographical references. [HE8699.C2P4] 
78-430275 6.50 (pbk.) 

1. Radio broadcasting—Canada. I. Title. 


WOODARD, Charles C. 384.59°47 
Cable television; acquisition and operation 
of CATV systems [by] Charles C. 
Woodard, Jr. New York, McGraw-Hill 
[1974] + ISBN 0-07-07 1635-9 
[HE8700.7.C6W66] 74-4008 27.50 

i. Community antenna television—United 
States. I. Title. 

Prepared from C.LP. 


CASSERLEY, H. C. 385.09415 
Outline of Irish railway history [by H. C. 
Casserley] Newton Abbot, North Pomfret 
[Vt.] David & Charles [1974] 303 p. illus., 
maps (incl. 1 fold.) 24 cm. ISBN 0-7153- 
6377-8 Bibliography: p. [292]-293. 
[HE3048.C37] 74-165716 20.00 

1. Railroads—Ireland—RHistory. I. Title. 


DUBIN, Arthur Detmers. 385.0973 
More classic trains, by Arthur D. Dubin. 
[Milwaukee] Kalmbach Books [1974] 512 
p. illus. 30 cm. [TF23.D79] 73-92249 
30.00 

I. Railroads—United States—Trains. I. 
Title. 


ZIEL, Ron, 1939- 385’.361°0973 
The twilight of steam locomotives. New 
York, Grosset & Dunlap [1973, c1970] 
208 p. illus., 28 cm. ISBN 0-448-11532-2 
“Recommended reading, recordings” p. 
208. [TJ603.Z5 1973] 76-120418 4.95 


Locomotives—Pictorial works. 2. 
Railroads—-U.S. I. Title. 
*ROGERS, Cedric. 387.2 


Sailing ships. [New York], Golden Press 
[1974] 79 p. illus. (part col.) 30 cm. ISBN 


Q0-307-43110-X (Golden highlights library) 
[VM71.] 73-81309 2.95 

Ll.’ Sailing ships—Juvenile literature. I. 
Title. 


SERLING, Robert J. 387.7°4 
Maverick: the story of Robert Six and 
Continental Airlines [by] Robert J. Serling. 
[ist ed.] Garden City, N.Y., Doubleday, 
1974. p cm. ISBN 0-385-04057-1 
[HE9803.C65S47] 73-18910 7.95 

i. Continental Air Lines, inc. 2. Six, 
Robert F. I. Title. 

Prepared from C.I.P. 


BRAYBROOKE, David. 388.3’1'0942 
Traffic congestion goes through the issue- 
machine; a case-study in issue processing, 
illustrating a new approach. London, 
Routledge & Kegan Paul [1974] xi, 62 p. 
(2 fold.) 23 cm. ISBN 0-7100-7749-1 
Includes bibliographical references. 
[HE243.B66] 73-87314 

i. Transportation and  state—Great 
Britain—Case studies. 2. Transportation, 
Automotive—-Great Britain—Case studies. 
3. Decision-making—Case studies. I. Title. 

pit, by Routledge & Kegan Paul, Boston, 
11.75. 


NATIONAL Research Council. 

Highway Research Board. 
Citizen participation in transportation 
planning. Washington, Highway Research 
Board, National Research Council, 1973. 
142 p. 25 cm. ISBN 0-309-02181-2 
(Highway Research Board. Special report 
142) ”Report of a conference held May 
29-31, 1973, and a conference session on 
the Boston Transportation Planning 
Review held January 24, 1973, during the 
fifty-second annual meeting of the 
Highway Research Board.” [HE193. N35 
1973] 73-13108 5.00 (pbk.) 


388.4 


1. Transportation planning—Citizen 
participation—Congresses. 2. Urban 
transportation policy—Citizen 


participation—Congresses. I. Title. II. 
Series: National Research Council. 
Highway Research Board. Special report 


WHEELER, James O. 388.4 
The urban circulation noose [by] James O. 
Wheeler. North Scituate, Mass., Duxbury 
Press [1974] x, 137 p. illus. 24 cm. ISBN 
0-87872-056-1 (The Man-environment 
system in the late twentieth century) 
Bibliography: p. [131]-133. [HE305.W47] 
73-89887 

I. Urban transportation. 2. Cities and 
towns—Planning—1945- I. Title. 


SELLERS, Robert C. 389°.152 
Reference handbook for the proper usage 
of metric-SI in science & engineering. 
Edited by Robert C. Sellers. [Floral Park, 
Ne R. C. Sellers & Associates, 1974] ii, 
p. 22 cm. (A Sellers management guide) 
1oe3, U54846] 74-76367 1.95 (pbk.). 
1. Metric system. 2. Weights and 
measures—United States. I. Title. 


COURTNEY, Margaret 390°.09423°7 
Ann, 1834-1920. 

Cornish feasts and folk-lore. With a new 
foreword by A. E. Green. Totowa, N.J., 
Rowman and Littlefield, 1973. xvii, viii, 
208 p. 23 cm. ISBN  0-87471-020-0 
Reprint of the 1890 ed. published by 
Beare, Penzance. [GR142.C7C6 1973] 74- 
166317 6.50 

i. Folk-lore—England—Cornwall. 2. 
Legends—England—Cornwall. 3. Fasts and 
feasts—England—Cornwail. I. Title. 


KONIG, Rene, 1906- 391 
A la mode; on the social psychology of 
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fashion. Translated by F. Bradley. .With an 
introd. by Tom Wolfe. New York, Seabury 
Press [1974, c1973] 239 p. illus. 22 cm. 
ISBN 0-8164-9163-1 (A Continuum book) 
Translation of Macht und Reiz der Mode. 
Bibliography: p. [227]-231. [GT521.K6213 
1974] 74-165229 8.95 

1. Fashion. L Title. 


SQUIRE, Geoffrey. 391.00903 
Dress and society, 1560-1970. New York, 
Viking Press [1974] 176 p. illus. (part col.) 
29 cm. ISBN 0-670-28484-X (A Studio 
book) ”Originally published in England 
under the title: Dress, art, and society, 
1560-1970.” Bibliography: p. 173. 
[GT720.86 1974] 73-11542 16.95 

1. Costume—Europe—History. I. Title. 


*SCHLEIFFER, Hedwig. comp. 391.4 
Sacred narcotic plants of the New World 
Indians an anthology of texts from the 
sixteenth century to date, compiled by 
Hedwig Schleiffer, introductory words by 
Richard Evans Shulter New York, Hafner 
Press, [1973] v. 156 p. illus., 24 cm. ISBN 
0-02-851780-6 [E98.C9] 73-91363 5.95 
(pbk.) 

1. Indians of North America—Culture. 2. 
Narcotics. I. Title. 


GOTTWALD, Laura, comp. 391.42 
Fredericks of Hollywood, 1947-1973; 26 
years of mail order seduction. Edited by 
Laura & Janusz Gottwald. New York, 
Drake Publishers [1973, i.e. 1974] 255 p. 
illus. 31 cm. ISBN 0-87749-582-3 "A 
Strawberry Hill book.” [TT555.G67] 73- 
17466 12.98; 7.95 (pbk.) 

1. Frederick’s of riggs 2. Clothing 
and dress—Catalogs. Gottwald, Janusz, 
Joint comp. I. Title. 


TANKA, Sen‘o, 1928- 394.172 
The tea ceremony. Foreword by Edwin O. 
Reischauver. Pref. by Yasushi Inoue. 
Photogrephy by Takeshi Nishikawa. [Ist 
ed.) Tokyo, New York, Kodansha 
International; [distributed in the U.S. by 
Harper & Row, New York, 1973] 214 p. 
illus. (part col.) 29 cm. ISBN 0-87011-207- 
4 [GT2910.T2978] 73-79766 22.50 (U.S.) 
1. Japanese tea ceremony. I. Title. 


LAVINE, Sigmund A. 3947.3 
The games the Indians played [by] 
Sigmund A. Lavine. Illustrated with 
photos. and old prints. New York, Dodd, 
Mead [1974] 93 p. illus. 24 cm. ISBN 0- 
396-06846-4 Discusses the wide variety of 
games engaged in by North and Central 
Americen Indians, including, lacrosse, 
cat’s-cradle, dice games, and horse racing. 
[E98.G2L38] 73-7093 4.25 

1. Indians of North America—Games— 
Juvenile literature. I. Title. 


HALLIDAY, William 398’.042 
Reginald, Sir, 1886-1966. 
Indo-European  folk-tales and Greek 


legend. {Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. Reprint of the 1933 ed. 
published by the University Press, 
Cambridge, Eng., which was issued as The 
Gray lectures, 1932, of Cambridge 
University. [GR95.H3 1974] 74-8748 
17.50 (lib. bdg.) 

1. Folk-lore, Aryan. 2. Folk-lore, Greek. I. 
Title. II, Series: Cambridge. University. 
The J. H. Gray lectures, 1932. 

Prepared from C.I.P. 


BREWER, John 
Mason, 1896- comp. 
American Negro folklore, by J. Mason 
Brewer. [New York] Quadrangle [1974, 
c1968] 386 p. illus. music. 21 cm. ISBN 0- 


398'.091.74°96 
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8129-0452-4. [GR103.B66] 68-10833 4.95 
(pbk.) 

1. Folk-lore, Negro. I. Title. 


LEXAU, Joan M. [398.2] E 
The tail of the mouse, retold by Joan M. 
Lexau. Illustrated by Roberta Langman. 
{Lexington, Mass.] Ginn [1974] 24 p. col. 
illus. +23 cm, ISBN 0-663-25474-4 (A 
Magic circle book) A cumulative tale in 
which a mouse must do an ever increasing 
series of tasks to get her tail back from the 
cat. [PZ8.1.L45Tai] 72-97340 

I. Langman, Roberta, illus. II. Title. 


WILSON, Beth P. [398.2] E 
The Great Minu [by] Beth P. Wilson. 
Ilustrated by Jerry Pinkney. Chicago, 
Follett Pub. Co. [1974] 32 p. illus. 23 cm. 
ISBN 0-695-80409-X "Based on ‘The 
honourable Minu,’ originally published in 
West African folk tales by George Harrap 
& Company Ltd., London.” Not 
understanding what he is told abéut the 
riches he sees in Accra, a poor country 
farmer decides his simple life is better. 
(PZ8.1.W6913Gr] 73-90047 4.95 

L Pinkney, Jerry, illus. If. Title. 

Library binding; 4.98, ISBN 0-695-40409- 


HYDE, Douglas, Pres. 398.209415 
Irish Free State, 1860-1949, comp. 
Legends of saints and sinners. Collected 
and translated from the Irish. New York, 
Barnes & Noble Books [1973, i.e. 1974] 
xv, 295, iii p. illus. 22 cm. ISBN 0-06- 
493110-2 Facsim. reprint of the 1915 ed. 
published by Talbot Press, Dublin, in 
series: Every Irishman’s library. 
[PB1383.H8 1915a] 74-164362 11.75 
i. Legends—lreland. 2. Folk-lore—Ireland. 
L Title. II. Series: Every Irishman’s library. 


ROLLESTON, Thomas 398.2°0942 
William Hazen, 1857-1920. 

Myths and legends of the Celtic race. New 

York, Lemma Pub. Corp., 1974. p. cm. 

ISBN 0-87696-054-9 Reprint of the 1934 

ed. published by Farrar & Rinehart, New 

York, issued in series: The myths series. 

[PB1096.R6 1974] 72-87988 22.50 

1. Celtic literature—History and criticism. 

2. Mythology, Celtic. 3. Celts. I. Title. II. 

Series: The myths series. 

Prepared from C.I.P. 


EBERHARD, Wolfram, 
1909- ed. 

Chinese fairy tales and folk tales, collected 

and translated by Wolfram Eberhard. 

([Folcroft, Pa.] Folcroft Library Editions, 
974. p. cm. Reprint of the 1937 ed. 

published by K. Paul, Trench, Trubner & 


398.270951 


Co., London. "Translation from the 
German by Desmond Parsons.” 
[GR335.E4 1974] 74-9676 25.00 (lib. 
bdg.). 


1. Fairy tales. 2. Tales, Chinese. I. Title. 
Prepared from C.I.P. 


LEVY, Howard 
Seymour, 1923- comp. 
China's dirtiest trickster; folklore about 
Hsu Wen-ch‘ang (1521-1593). Translated 
and described by Howard S. Levy. [ist 
ed.} Arlington, Va., Warm-Soft Village 
Press, 1974. xxii, 157 p. illus. 23 em. ISBN 
0-910878-00-X No. 23 of 300 signed 
copies. Includes bibliographical references. 
(GR335.L45] 73-88191 4.00 (pbk.) 
1. Hsu, Wei, 1521-1593. 2. Tales, Chinese. 
3. Chinese wit and humor. I. Title. 


398.2270951 


WOLF, Leonard. 398.2454 
Monsters: twenty terrible and wonderful 
beasts from the classic dragon and colossal 
minotaur to King Kong and the great 
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Godzilla. [San Francisco] Straight Arrow 
Books; [distributed by Quick Fox Inc., 
New York, 1974] 127 p. illus. 20 x 21 cm. 
ISBN 0-87932-074-5 Bibliography: p. 127. 
Brief description and history of twenty 
mythical beasts and other creatures such as 
the unicorp, centaur, griffin, Golem, 
Dracula, the Jabberwock, and Medusa. 
[GR825.W64] 73-90731 4.95 (pbk.) 

1. Monsters. I. Title. 


MORRIS, Ernest. 398’.356 
Legends o’ the bells; being a collection of 
legends; traditions; folk-tales, myths, etc., 
centred around the bells of all lands. 
[Foicroft, Pa.] Folcroft Litrary Editions, 
1974. p. cm. Reprint of the 1935 ed. 
published by S. Low, Marston, London. 
[CC205.M63 1974] 74-9742 30.00 (lib. 


bdg.). 
1. Bells. 2. Legends. I. Title. 
Prepared from C.I.P. 


VITALIANO, Dorothy B. 398’.36 
Legends of the earth; their geologic origins 
[by] Dorothy B. Vitaliano. Bloomingtan, 
Indiana University Press [c1973] xiii, 305 
p. illus. 25 cm. ISBN 9-253-14750-6 
Bibliography: p. 282-296. [GV650.V57 
1973] 72-85855 12.50 

1. Geology (in religion, folk-lore, etc.) I. 
Title. 


WALT Disney Productions 398.6 
presents Goofy’s gags. New York, Random 
House [1974] p; cm. ISBN 0-394-82558-6 
(Disney’s wonderful world of readin; 2) 
Goofy stars in an easy-to-read collection of 
riddles. [PZ8.7.W3] 74-2043 2.50 

I. Riddles. I. Disney (Walt; Productions. 
II. Title: Goofy’s ‘gags. 

Prepared from C.LP. 


THE Highlights book of 398.8 
nursery rhymes. Pictures by Anthony Rao. 
{Columbus, Ohio, Highlights for Children, 
inc., 1974. [32] p. col. illus. 16 x 22 cm. 
ISBN 0-87534-771-1 An illustrated 
collection of nursery rhymes. [PZ8.3.H539] 
73-10279 3.95 


1. Nursery rhymes. I. Rao, Anthony, illus. 


Il. Highlights for Children, inc. 
Pbk., 1.95; ISBN 0-87534-772-X. 


MOTHER Goose. 398.8 
Mother (Goose) in hierogtyphics. New 
York, Dover Publications [1973] 64 p. 
illus. 14 x 19 cm. ISBN 0-486-21455-9 A 
facsimile reprint, with a new postscript by 
E. F. Bleiler, of the 1860 ed. published by 
Brown and Taggard, Boston. Traditional 
nursery rhymes are presented as rebuses. 
[PZ8.3.M85 1860a] 73-75878 3.00 

1. Rebuses. 2. Nursery rhymes. I. Title. 
Pbk; 1.00, ISBN 0-486-20745-5. 


PROVERBS of Alfred. 398.9°21 
The proverbs of Alfred, re-edited from the 
manuscripts, by Walter W. Skeat. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. An anonymous poem of the thirteenth 
century containing maxims and proverbs 
attributed to Alfred the Great. The shorter 
text, as in the Jesus College (Oxford) Ms. 
and the longer text, as in the Trinity 
College (Cambridge) Ms. printed on 
opposite pages, with fragments of a third 
text, as formerly extant in Ms. Cotton, 
Galba A. XIX printed in the lower part of 
pages 2-13. Reprint of the 1907 ed. 
published by Clarendon Press, 1907. 
[PR2117.A17 1974] 74-9509 12.50 

I. Proverbs, English—Middle English. I. 
Alfred the Great, King of England, 849- 
901. Spurious and doubtful works. IL 
Skeat, Walter William, 1835-1912, ed. IIT. 
Title. 

Prepared from C.I.P. 
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ROSEN, Moishe. 398.9°21 
The sayings of Chairman Moishe: Carol 
Stream, Ill, Creation Press [1974] 107 p. 
illus. 18 cm. ISBN 0-88419-077-3 (New 
ae a [PN6271.R65] 73-92990 1.25 


1. Aphorisms and apothegms. I. Title. 


SKEAT, Walter William, 398.9°21 
1835-1912, ed. 
Early English proverbs, chiefly of the 


thirteenth and fourteenth centuries, with 
illustrative quotations. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the: 1910 ed. published by the 
Clarendon Press, Oxford. Includes 
bibliographical references. [PN6420.S5 
1974] 74-9532 20.00 

1. Proverbs, English—-Middle English 
1100-1500) I. Title. 

Prepared from C.I.P. 


KROEBER, Alfred Louis, 1876- 
1960. 

A Mohave war reminiscence, 1854-1880, 

by A. L. Kroeber and C. B. Kroeber. 

Berkeley, University of California Press, 

1973. x, 97 p. illus. 24 cm. ISBN 0-520- 
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09477-8 (University of California 
publications in anthropology, v. 10) 
Includes bibliographical references, 


[E99.M77K75 1973] 72-619640 7.00 (pbk.} 
2. Mohave Indians—Wars. 2. Indians of 
North America—Southwest, New— Wars. 
È Kroeber, Clifton B., joint author. IL 
Title. II. Series: California. University. 
University of California publications in 
anthropology, v. 10. 


WIESBAUER, Marcia. 399.2 E 
Jill  Milustrated by Ron Carreiro. 
[-exington, Mass.] Ginn [1974] 24 p. col. 
ilus. 23 cm. ISBN 0-663-25451-5 (A 
Magic circle book) “Reading 360.” A 
princess escapes from the castle tower 
where she is held prisoner by a determined 
dragon. [PZ8.W632Ji] 73-75067 

I. Carreiro, Ron, illus. II. Title. 
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NELSON, Katherine. 401.9 
Structure and strategy in learning to talk. 
[Chicago, Published by the University of 
Chicago Press for the Society for Research 
in Child Development] 1973. 135 p. illus. 
23 cm. (Monographs of the Society for 
Research in Child Development, serial no. 
149, v. 38, nos. 1-2) Bibliography: p. 132- 
135. [LB1139.L3N35] 74-164296 6.00 
1i. Children—Language. 2. Infants— 
Psychology. I. Title. If. Series: Society for 
esearch in Child Development. 
Monographs, v. 38, no. 1-2, serial no. 149. 
ALLEN, John Patrick 418’.008 s 
Brierley, comp. 
Readings for applied linguistics, edited by 
J. P. B. Allen and S. Pit Corder. London, 
Oxford University Press, 1973. x, 284 p. 
illus. 24 cm. ISBN 0-19-437122-0 (Their 
The Edinburgh course in applied 
linguistics, v. 1) (Language and language 
learning) Errata slip inserted. {P25.A54 
val. 1] 418 74-165228 
1. Linguistics—-Addresses, essays, lectures. 
I Corder, Stephen Pit, joint comp. II. 
Title. 
Distributed by Oxford University Press, 
New York, 9.00 (pbk.) 


ESCHHOLZ, Paul A., comp. 420°.1°9 
Language awareness. Editors, Paul A. 


Eszhholz, Alfred F. Rosa [and]*Virginia P. 
Clark. New York, St. Martin’s Press [1974] 


JULY 31,1974 


xvi, 270 p. illus. 23 cm. [BF455.E8] 74- 
75772 3.95 

I. Languages—Psychology. I. Rosa, Alfred 
F, joint comp. If. Clark, Virginia P., joint 
comp. IIT. Title. 


BROOK, George Leslie. 421.5 
English sound-changes, by G. L. Brook. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p cm. ISBN 0-8414-3199-X 
Published in 1935-1947 under title: Notes 
on some English sound-changes. Reprint of 
the 1957 ed. published by Manchester 
University Press, | Manchester, Eng. 
Bibliography: p. [PE1133.B7 1974] 74- 
9799 4.00 Gib. bdg.). . 

I. English language—Phonology. I. Title. 
Prepared from C.I.P. 


*EWING, John M. 421.52 
Word analysis for teachers, by John M. 
Ewing. Danville, Il., Interstate Printers & 
Publishers, [1973] 103 p. 28 cm. [PE1137] 
1. English language—Pronunciation—Study 
and teaching. I. Title. 


FLOWERS, Ann M. 4217.52 
The big book of sounds, by Ann M. 
Flowers. 2d ed. Danville, Ill, Interstate 
Printers & Publishers [1974] xiii, 278 p. 
illus. 28 cm. [PE1137.F55 1974] 74-76243 
a language—Pronunciation. I. 
Ttle. 


ADAMS, Valerie. 422 
An introduction to modern English word- 
formation. [London] Longman [1973] viii, 
230 p. 22 cm. ISBN 0-582-52194-7 
(English language series) Bibliography: p. 
[217]-222. [PE1175.A3] 74-164534 

T relish language-—Word formation. I. 
tile. 

Distributed by Longman, New York; 9.50. 


BROWN, Ivor John Carnegie, 
1891- 

Words in our time [by] Ivor Brown. 

Westport, Conn., Greenwood Press [1974, 

c1958] p cm. ISBN 0-8371-7488-0 

Reprint of the ed. published by J. Cape. 

London. [PE1574.B73 1974] 74-4840 8.25 

(lib. bdg.) 

i. English language-—Etymology—Popular 

works. I. Title. 

Prepared from C.I.P. 


COLLINS, Frederick Howard, 423 
1857-1910. 

Authors and printers dictionary. lith ed., 

rev. by Stanley Beale. London, New York, 

Oxford University Press, 1973. xx, 474 p. 

18 cm. ISBN 0-19-211542-1 First ed. 

published in 1905 under title: Author & 
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printer. [PE1628.C53 1973] 74-162256 
8.00 
I. English language—Dictionaries. 2. 


English language—Usage. I. Beale, Stanley. 
I. Title. 


VERSAND, Kenneth. 423 
Polyglot’s lexicon, 1943-1966. New York, 
Links [c1973] 468 p. 22 x 29 cm. ISBN 0- 
8256-3010-X ”[Portions] originally 
compiled by the Research Committee on 
New Words of the American Dialect 
Society and by G. & C. Merriam Company 
.. [and] published annually from 1943 
through 1966 in the Britannica book of the 
year.” [PE1630.V4] 72-94094 12.50 

i. New words, English. 2. Acronyms. 3. 


English language——Dictionaries. i 
American Dialect Society. Research 
Committee on New Words. If. Merriam 
(G & C) Company, publishers, 


Springfield, Mass. TII. Title. 


MEYERS, Walter Earl, 1939- 425 
Handbook of contemporary English [by] 


Walter E. Meyers. New York, Harcourt 
Brace Jovanovich [1974] xvii, 506 p. illus. 


21 cm. ISBN 0-15-530848-3 
(PE1112.M48] 73-15038 5.95 
ZL. English Janguage—Gramumatr, 


Generative. I. Title. 


DESTEFANO, Johanna S., 
comp. 

Language, society, and education: a profile 
of Black English. [Compiled by] Johanna 
S. DeStefano. Worthington, Ohio, C. A. 
Jones Pub. Co. [1973] ix, 326 p. illus. 24 
em. ISBN 0-8396-0020-8 (International 
series in education) Includes 
bibliographical references. [LB1576.D44] 
72-93895 11.95 

1. Language  arts—Addresses, essays, 
lectures. 2 Negroes—Language— 
Addresses, essays, lectures. 3. Minorities— 
Education—United States—Addresses, 
essays, lectures. 4. Applied linguistics— 
Addresses, essays, lectures. I. Title. 


427.973 


MATHEWS, Mitford 427.975 
McLeod, 1891- 

Some sources of Southernisms, by M. M. 

Mathews. Westport, Conn., Greenwood 


Press [1974, c1948] p. cm. ISBN 0-8371- 
7342-6 Reprint of the ed. published by the 
University of Alabama Press, University, 
and issued in series: Alabama College, 
Montevallo. Dancy lectures, 1947. 
[PE2926.M3 1974] 73-22638 9.00 

1. English language in the United States— 
Etymology. 2. English language in the 
United States—Provincialisms—Southern 
States. I. Title. II. Series: Alabama College, 
Montevallo. Dancy lectures, 1947. 
Prepared from C.I.P. 


*TURNER, C. W. 428 
Stylistics. Harmondsworth, Eng. Penguin 
Books [1973] 256 p. 18 cm. ISBN 0-14- 
021643-X. (A Pelican book) [PE1460] 

1. English language—Usage. I. Title. 
ao by Penguin, Baltimore for 2.15 
pbk. 


ESSAYS on teaching 428’.007 
English as a second language & as a 
second dialect. Edited by Robert P. Fox. 
[Urbana, Ill., National Council of Teachers 
of English, c1973] ix, 116 p. 23 cm. ISBN 
0-8141-1227-5 The edited papers of a 
series of institutes sponsored by the 
National Council of Teachers of English. 
Bibliography: p. [115]-116. [LC3731.E87] 
73-80964 2.50 (pbk) ; 

I. Education, Brlingual—United States— 
Addresses, essays, lectures. 2. English 
language—Study and  teaching—United 
States—Addresses, essays, lectures. 3. 
Negroes—Language—Adadresses, essays, 
lectures. I. Fox, Robert P., ed. II. National 
Council of Teachers of English. HI. Title: 
Teaching English as a second language & 
as a second dialect. 


MACKAY: Charles, 1814- 428.1 
889. 

The lost beauties of the English language: 
an appeal to authors, poets, clergymen, and 
public speakers. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. Reprint of the 
1879 ed. published by Chatto & Windus, 
London. [PE1667.M2 1974] 74-11123 
27.50 (lib. bdg.). 

1. English language—Obsolete words. 2. 
English language—Dictionaries. I. Title. 
Prepared from C.I.P: 
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MERSAND, Joseph E., 1907-"" . 4287.1 
Spelling your way to success [by] Joseph 
Mersand [and] Francis Griffith. Rev. ed. 
Woodbury, N.Y., Barron’s Educational 
Series, inc. [1974] ix, 214 p. 20 cm. ISBN 
0-8120-0163-X [PE1145.2.M4 1974] 73- 
16791 1.95 (pbk.). 

1. English language-—Orthography and 
spelling. I. Griffith, Francis J., joint atthor. 
i. Title. 


NORBACK, Peter G. 428°.1 
The misspeller’s dictionary [by] Peter and 
Craig Norback. [New York] Quadrangle 
{1974] 1 v. (unpaged) 22 cm. ISBN 0- 
8129-0327-7 [PE1146.N7] 72-90464 6.95 
1. Spellers. I. Norback, Craig T, joint 
author. IT. Title. 


KNAPPER, Arno F. 428°.2 
A style manual for written communication, 
by Arno F. Knapper and Loda I. 
Newcomb. [Columbus, Ohio, Grid, inc., 
1974] iv, 202 p. illus. 23 cm. ISBN 0- 
88244-053-5 [PE1408.K687] 74-167290 
4.95 (pbk.) 

I. English language—Rhetoric. 2. English 
Janguage—Usage. I. Newcomb, Loda I, 
Joint author. IT. Title. 


*PRICE, A. Rae. 428.2 
Developing your vocabulary [by] A. Rae 
Price. Dubuque, lowa. W. C. Brown Co. 
[1973] xiii, 254 p. 23 cm. ISBN 0-697- 
03805-X [PE1449] 3.95 (pbk.) 

1. Vocabulary. I. Title. 


MACGINITIE, Walter H. 428.407 
Assessment problems in reading. Walter H. 
MacGinitie, editor. Newark, Del., 
International Reading Association [1973] 
vi, 101 p. 23 cm. Includes bibliographies. 
{LB1050.M313] 73-84793 3.00 (pbk.) 

1. Reading—Ability testing. L Title. 


SARTAIN, Harry Wendell. 428.407 
Modular preparation for teaching reading; 
a professional program for preservice and 
continuing education, edited by Harry W. 
Sartain and Paul E. Stanton. Newark, Del., 
International Reading Association [1974] 
viii, 309 p. illus. 23 cm. ISBN 0-87207- 
716-0 Includes bibliographies. 
[LB1050.517] 73-84155 

I. Reading. [ Stanton, Paul E., joint 
author. H. International Reading 
Association. III. Title. 


WANAT, Stanley F. 428.4071173 
Graduate programs and faculty in reading. 
Stanley F. Wanat, editor. Newark, Del., 
International Reading Association [1973] 
iv, 220 p. 24 cm, [L901.W25] 73-159461 
5.00 

1. Reading—Directories. 2. Teachers, 
Training of—United States—Directories. I. 
International Reading Association. I. 
Title. 


SOCIAL perspectives on 428.408 s 
reading: social influences and reading 
achievement. Compiled and edited by 
James B. Macdonald. Newark, Del., 
International Reading Association [1973] 
vi, 76 p. 23 cm. (Perspectives in reading, 
no. 17) Includes bibliographical references. 
[LB1050.P4 no17]428.4 73-75106 3.50(pbk.) 
1. Reading—Addresses, essays, lectures. I. 
Macdonald, James Bradley, 1925- ed. II. 
International Reading Association. 


PAUK, Walter. 428.43 
Reading for facts [by] Walter Pauk [and] 
Josephine M. Wilson. New York, D, 
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McKay, C6. {1974] viii, 245 p. 26 cm. 
ISBN Yo 679-30243-3 [LB1050.P363] 73- 
92519 3.95 (pbk.) 

4. Reading comprehension. 2. Reading— 
Ability testing. I. Wilson, Josephine M., 
Joint author. Il, Title. 


PAUK, Walter. 428°.4°3 
Reading for ideas [by] Walter Pauk [and] 
Josephine M. Wilson. New ae D. 
McKay Co. [1974] xii, 161 p. 26 cm. 
ISBN 0-679-30244-1 [LB1050.P365] 73- 
92520 3.95 (pbk.) 

1. Reading comprehension. 2. Reading— 
Ability testing. I Wilson, Josephine M., 
joint author. IT. Title. 


KREITZ, Helmut. 438°,2°421 
Wir lernen Deutsch; German for the first 

year. Glenview, Ill, Scott, Foresman 

[1974] 500 p. illus. 25 cm. ISBN 0-673- 

05276-1 [PF3112.K7] 73-75248 9.50 

A ernan language—Grammar—1950- I 
itle. 


PFEFFER, Jay Alan, 
1907- 
Basic spoken German grammar [by] J. 
Alan Pfeffer [and] Hubert P. Heinen, with 
the assistance of Jakob Amstutz [and] 
Wiliam H. Snyder. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. ISBN 0-13- 
061994-9 (Prentice-Hall German series) 
[PF3112.P34] 73-8875 9.95 
1. German language—Grammar—1950- I. 
Heinen, Hubert, joint author. IL. Title. 
Prepared from C.LP. 


*PIEDMONT, Ferdinand. 438°.6°421 
Kurz belichtet: literarische texte mit 
dialogen und aufgaben [by] Ferdinand 
Piedmont [and] Hans Dieter Bohn. New 
York, Holt, Rinehart and Winston [1973] 
vii, 195 p. 21 cm. ISBN 0-03-080124-9 
[PT2611] 72-90210 4.95 (pbk.) 

i. German language—Readers. I. Bohn, 
Hans Dieter, joint author. II. Title. 


GREW, James H. 448'.3°421 
1001 pitfalls in French [by] James H. 
Grew [and] Daniel D. Olivier. Woodbury, 
N.Y., Barron’s Educational Series, inc. 
[1974] xx, 196 p. 22 cm. arn 0-8120- 
0471-X Bibliography: 192. 
[PC2460.G643] 73-7323 5, 95 (bk.). 

1. French language—Idioms, corrections, 
errors. T. Olivier, Daniel D., joint author. 
HI. Title. 


*DE NEBRIJA, Antonio. 4637.21 
Vocabulario de romance en latin, 
transcipcion critica de la edicion revisada 
por el autor (Sevilla, 1516) con una 
introduccion de Gerald J. MacDonald. 
Philadelphia, Temple University Press 
[1973] 200 p. 25 cm. ISBN 0-87722-018-2. 
[PC4640] 72-96003 18.00 

1. Spanish language—Dictionaries—Latin. 
I. Title. 


438°.2°421 


VELAZQUEZ de la Cadena, 463.21 
Mariano, 1778-1860. 
New revised Velazquez Spanish and 


English dictionary, by Mariano Velazquez 
de la Cadena, Edward Gray, and Juan L. 
Iribas. Newly rev. by Ida Navarro 
Hinojosa, Manuel Blanco-Gonzalez and 
Richard John Wiezell. Chicago, Follett 
Pub. Co. [1974] 698, 788 p. 25 cm. ISBN 
0-695-80472-3 Published in 1852 under 
title: A pronouncing dictionary of the 
Spanish and English languages. 
Contents.—Spanish-English.—Ingles- 

Espanol. [PC4640.V5 1974] 74-78935 

L Spanish language—Dictionaries— 
English. 2. English language— 
Dictionaries—Spanish. I. Gray, Edward, 
1849-1920, joint author. II. Iribas, Juan L., 
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joint author. III. Navarre Hinojosa, Ida. 
IV. Blanco-Gonzalez, Manuel, 1932- V. 
Wiezell, Richard John. VE. Title. 


*ANDERSON, Arthur J. O. 467.9 
Grammatical examples, exercises, & 
review. Salt Lake City, University of Utah 
Press [1973] 135 p. 28 cm. ISBN 0-87480- 
065-X. This manual is to be used with 
Rules of the Aztec Language by Arthur J. 
O. Anderson. [PM4061] 73-80997 

1. Languages of Mexico—Aztec. I. Title. 


*ALEGRIA, Fernando. 468°.6°421 
La prensa. Lexington, Mass., D. C. Heath 
& Co. [1973] 242 p. 24 cm. ISBN 0-669- 
73767-4. [PQ6635] 72-3830 

1. Spanish language—Readers. I. Title. 


*DURAN, Gloria, comp. 468’.6°44 
Vivir hoy [by] Gloria Duran [and] Manuel 
Duran. New York, Harcourt [1973] 209 p. 
illus. 23 cm. ISBN 0-15-594947-0 
Vocabulario: p. 199-209. [PC4117] 73- 
1865 3.95 (pbk.) 

1. Spanish language—Readers. I. Duran, 
Manuel, joint comp. Il. Title. 


CANTARINO, Vicente, 492’.7°5 
1925- 
Syntax of modern Arabic prose. 


Bloomington, Indiana University Press for 
the International Affairs Center [1974- v. 
25 cm. ISBN 0-253-39504-6 (Asian 
Studies Research Institute. Oriental series, 
no. 4) Contents—v. 1. The simple 
sentence. [PJ6151.C35] 69-16996 12.00 
1. Arabic language—Syntax. I. Title. I. 
Series. 


ABDEL-MASSIH, Ernest T. 492'.77 
Advanced Moroccan Arabic [by] Ernest T. 
Abdel-Massin. Ann Arbor, Center for Near 
Eastern and North Afzican Studies, 
Yniversity of Michigan, 1974 [cl973] xii, 
244 p. map. 26 cm. [PJ6776.M6A23 1974] 
74-161877 

1. Arabic language—Dialects—Morocco. I. 
Title. 


KRAFT, Charles H., 
comp. 

A Hausa reader; cultural materials with 
helps for use in teaching intermediate and 
advanced Hausa. Collected and edited by 
Charles H. Kraft. Berkeley, University of 
California Press, 1973. xiv, 510 p. illus. 28 
cm. ISBN 0-520-02067-7 [PL8232.K72] 
74-163573 15.00 (pbk.) 

1. Hausa language—Readers. I. Title. 


SEBEOK, Thomas 494’.541°82421 
Albert, 1920- 

Spoken Finnish, by Thomes A. Sebeok. 
[New York] Holt [19737 c1947] xv, 216, 
iv, 217-487. 14 x 21 cm. ISBN 0-87950- 
070-0 Imprint covered by label: Spoken 
Language Services. [PH135.S35 1973] 74- 
164345 12.00 

1. Finnish Janguage—Spoken Finnish. I. 
Title. 


DOBSON, W. A. C. H. 495.1°5 
A dictionary of the Chinese particles, with 
a prolegomenon in which the problems of 
the particles are considered and they are 
classified by the grammatical functions [by 
W. A. C. Dobson. [Toronto, Buffalo 
a ae of Toronto Press [1974] x, 907 
p 25 cm. ISBN 0-8020-2119-0 
[PL1237.D56] 73-91242 37.50 
1. Chinese language—FParticles. I. Title. 


*ANOZIE, Sunday O., ed. 496 
Language systems in Africa, edited with an 
introduction by Sunday O. Anozie. [New 
Paltz, N.Y., Conch Magazine Limited, 
1973] 114 p. 23 cm This is a special 


493°.72°86421 
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edition of The Conch, Volume IV, Number 
2-1972. Includes bibliographical references. 
[PL8005] 8.75 

1. African languages. I. The Conch. {I 
Title. 

Publisher’s address: Department of 
African Studies State University of New 
York New Paltz, N.Y. 12561 


WELMERS, William Everett, 
1916- 
Affican language structures [by] Wm. E. 
Welmers. Berkeley, University of 
California Press [1974, c1973] xi, 488 p. 
26 cm. ISBN 0-520-02210-6 Bibliography: 
p. 478-484. [PL8008.W4] 70-186108 20.00 
$ African languages—Grammar, 
Comparative. I. Title. 


496 


*SAWYER, Jesse, comp. 497 
Studies in American Indian languages, 
edited by Jesse Sawyer. Berkeley, 
University of California [1973, ci971] 317 
p. 27 cm. ISBN 0-520-02525-3. [PM108] 
73-87554 13.75 

1. Indians—Languages. I. Title. 


ANDERSON, Arthur J. O. 497'.4 
Rules of the Aztec language; classical 
Nahuatl grammar. A translation by Arthur 
J. O. Anderson, with modifications, of 
Francis Xavier Clavigero’s Reglas de la 
lengua mexicana. Salt Lake City, 
University of Utah Press [c1973] viii, 114 
pP. 23 cm. ISBN _ 0-87480-023-4 
Bibliography: p. 11. [PM4063.A6] 72- 
88553 

1. Aztec language-—Gramimar. I. Clavijero, 
Francisco Javier, 1731-1787. Reglas de la 
lengua mexicana. II. Title. 


DAY, Christopher. 497.4 
The Jacaltec language. Bloomington, , 
Indiana University [1973] 135 p. illus. 23 
cm. ISBN 0-87750-176-9 (Indiana 
University Publications. Language science 
monographs, v. 12) Bibliography: p. 7. 
[PM3889.D3] 72-619707 7.00 

1. Jacalteca language. I. Title. II. Series: 
Language science monographs, v. 12. 


LINDENFELD, Jacqueline. 497.4 
Yaqui syntax. Berkeley, University of 
California Press, 1973 [i.e. 1974] ix, 162 p. 
27 cm. ISBN 0-520-09470-0 (University of 
California publications in linguistics, v. 76) 
Revision of the author's thesis, 1969. 

Bibliography: p. 160-162. [PM4526.L5 
1973] 72-87673 6.50 (pbk.) 

i. Yaqui language—Syntax. IL Title. I. 
Series: California. University. University of 
California publications in linguistics, v. 76. 


500 PURE SCIENCE 


PAYNE, Charles A. 500 
Modern physical science [by] Charles A. 
Payne [and] William R. Falls. Dubuque, 
Lowa, W. C. Brown Co. [1974] xvii, 542 p. 
illus. (part col.) 24 cm. ISBN 0-697-05755- 
ü Bibliography: p. v-viii. [Q161.2.P39] 73- 
£6809 11.95 (text ed.) 

>. Science. 2.  Science—Study and 
teaching. I. Falls, William R., joint author. 
il. Title. 


MILES, Vaden Willis, 1911- $00.2 
College physical science [by] Vaden W. 
Miles [and others] 3d ed. New York, 
Harper & Row [1974] xi, 655 p. illus. 27 


em. ISBN  0-06-044443-6 Includes 
bibliographies. [Q160.2.M54 1974] 73- 
13200 12.95 ° 


L Science. I. Title. 
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WILSON, Jerry D. $00.2 
An environmental approach to physical 
science [by] Jerry D. Wilson. Lexington, 
Mass., Heath [1974] viii, 437 p. illus. 24 
em. ISBN  0-669-83386-X Includes 
bibliographies. [Q161.2.W54] 73-2170 7.95 
(pbk.) 


Í. Science. 2. Pollution. 3. Environmental 
policy. I. Title. 


MARC 2 Research (Firm) 500.2°01°6 
Index to all books on the physical sciences 
in English, 1967 through Cee g: 
Rockville, Md. [1974] ix, 457 

ISBN 0-914358-01-4 [Z7401. Mi 04} 
74-75515 27.00 

1. Science—Indexes. I. Title. 


WYLER, Rose. $00.2°028 
What happens if ...? Science experiments 
you can do by yourself. Pictures by Daniel 
Nevins. New York, Walker [1974] 48 p. 
col. illus. 24 cm. ISBN 0-8027-6167-4 
Experiments with such household objects 
as balloons, flashlights, and ice cubes 
explain various scientific principles. 
[Q163. W986 1974] 73-81788 4.95 
Science—Experiments—Juvenile 
sige I. Nevins, Daniel, illus. II. Title. 


ZAPPLER, Georg. 500.9 
Science in summer and fall [by] Georg and 
Lisbeth Zappler. [lst ed.] Garden City, 
N.Y., Doubleday, 1974. x, 177 p. illus. 24 
em. ISBN 0-385-04729-2 Instructions for 
observations of and experiments with 
animals, insects, plants, and natural 
phenomena during the summer and 
autumn. [QH48.Z36] 73-15371 5.95 

1. Natural history—Juvenile literature. 2. 
Summer—Juvenile literature. 3. Autumn— 
Juvenile literature. I. Zappler, Lisbeth, joint 
author. II. Title. 


VAURIE, Patricia. 500.9°08 s 
The weevil genera Homalinotus and 
Ozopherus of the neotropical Cholinae 
(Coleoptera, Curculionidae) New York, 
American Museum of Natural History, 
1973. 49 p. illus. 27 cm. (Bulletin of the 
American Museum of Natural History, v 
152, article 1) Bibliography: p. 47-48. 
(QH1.A4 vol. 152, art. 1] [QL596.C9] 
595.768 74-165210 2.05 

1. Homalinotus. 2. Ozopherus. 3. Insects— 
Latin America. I. Title. I. Series: 
American Museum of Natural History. 
Bulletin, v. 152, article 1. 


TANNER, Ogden. $00.9°74 

. New England wilds, by Ogden Tanner and 
the editors of Time-Life Books. New York, 
Time-Life Books [1974] 184 p. illus. (part 
col.) 27 cm. (The American wilderness) 
Bibliography: p. 180. [QH104.5.N4T36 
1974] 73-92887 7.95 


1. Natural  history—New  England— 
Pictorial works. I. Time-Life Books. IT. 
Title. 

DART, John Olney, $00.9°795'4 
1921- 


From Portland to the Pacific; an 
environmental-studies tour via the Wilson 
River Highway, by John O. Dart. Portland, 


Or., Dept. of Geography, Portland State 
University [1973] 83 p. illus. 28 cm. 
(Occasional papers in geography, 


publication no. .2) Bibliography: p. 81-83. 
[QH105.07D37] 74-162915 

i. Natural history—Oregon. I. Title. IL. 
Series: Occasional papers in geography 
(Portiand, Or.) publication no. 2. 


BERTRAND Russell Colloquium 501 
on Exact Philosophy, McGill University, 
1972-19738 

The methodological unity of science. Ed. 


by Mario Bunge. Dordrecht, Boston, 
Reidel, [1973] viii, 264 p. 23 cm. ISBN 9- 
02-770354-X (Theory and decision library, 
v. 3) Includes bibliographies. [Q174.B47 
1973] 73-83554 30.00 

i. Sctence—Philosophy—Congresses. 2 
Science—Methodology—Congresses. 
Bunge, Mario Augusto, ed. If. Title. 

Pbk. 18.00, ISBN 9-02-770404-X. 


GRUNBAUM, Adolf. 501 s 
Philosophical problems of space and time. 
2d, enlarged ed. Dordrecht, Boston, 
Reidel, [1973]. xxiii, 884 p. 23 cm. ISBN 
9-02-770357-4 (Synthese library) (Boston 
studies in the philosophy of science, v. 12) 
Includes bibliographical references. 
[Q175.B7312 vol. 12) [BD632] 115.4 73- 
75763 45.00 (lib. bdg.) 

1. Space and time. 2. Relativity (Physics) 
3. Science—Philosophy. I. Title. IH. Series. 
Pbk., 17.50, ISBN 9-02-770358-2. 


HESSE, Mary B. 501 
The structure of scientific inference [by] 
Mary Hesse. Berkeley, University of 
California Press, 1974. vii, 309 p. 25 cm. 
ISBN 0-520-02582-2 Includes 
bibliographical references. [Q175.H432] 
73-85373 15.00 

1. Science—Philosophy. 2. Knowledge, 
Theory of. I. Title. 


MICHALOS, Alex C., comp. 501 
Philosophical problems of science & 
technology, edited by Alex C. Michalos. 
Boston, Allyn & Bacon [1974] xii, 623 p. 
illus. . 25 cm. Includes bibliographies. 
[Q175.M587] 73-84907 12.95 

1. Science—Philosophy. 2. Technology— 
Philosophy. I Title. 


THE Structure of scientific 501 
theories, Edited with a critical introd. by 
Frederick Suppe. Urbana, University of 
Illinois Press [1974] xiv, 682 p. illus. 24 
cm. ISBN 0-252-00318-7 ”An outgrowth 
of a symposium on the structure of 
scientific theories held in Urbana, March 
26 to 29, 1969.” Contents.—Suppe, F. The 
search for philosophic understanding of 
scientific theories (p. [1]-241)— 
Proceedings of the symposium.— 
Bibliography, compiled by Rew A. Godow, 
Jr. £ [615}]-646)- [Q174.387] 72-89604 
22: 


1. Science—Philosophy—Congresses. I. 
Suppe, Frederick, ed. II. Suppe, Frederick. 
The search for philosophic understanding 
of scientific theories. 1974. 


MANDELL, Alan. 5017.4 
The language of science. Washington, 


National Science Teachers Association 
[1974] iv, 154 p. illus. 23 cm. Includes 
bibliographies. [Q179.M36] 74-164347 
5.25 

i. Science—Language. 2. Science— 
Terminology. I. Title. 

CONFERENCE on the 508’.1 s 


Mechanism of Energy Transduction in 

Biological Systems, New York, 1973. 

The mechanism of energy transduction in 
biological systems. Editor: David E. Green. 
[New York] New York Academy of 
Sciences, 1974. 680 p. illus. 23 cm. 
(Annals of the New York Academy of 
Sciences, v. 227) Cover title. “Sponsored 
by the Academy’s Section of Biological 
and Medical Sciences.” Includes 
bibliographical references. [Q1]1.N5 vol. 
227] {QH510] 574.1°9121 74-164291 40.00 
i. Broenergetics—Congresses. I. Green, 
David Ezra, 1910- ed. I New York 
Academy of Sciences. Section of Biological 
and Medical Sciences. III. Title. IV. Series: 


500 PURE SCIENCE 


New York Académy of Sciences. Annals, 
v. 227. 


DEMOCRATIC 5081. s 
representation and apportionment: 
quantitative methods, measures, and 


criteria. Editor: L. Papayanopoulos. [New 
York] New York Academy of Sciences, 
1973. 356 p. illus. 23 cm. (Annals of the 
New York Academy of Sciences, v. 219) 
Cover title. Papers of a conference held by 
the New York Academy of Sciences on 
Nov. 1-3, 1972. Inleudes bibliographical 
references. [Q11.N5 vol. 219] [JF1051] 
328°.334°0184 74-163586 28.00 


i. Representative government and 
representation—Mathematical models- 
Addresses, essays, lectures. L 


Papayanopoulos, L., ed. IL New York 
Academy of Sciences. II. Series: New 
York Academy of Sciences. Annals, v. 
219. 


HAMMOND, Allen L. 508’.1s 
Energy and the future [by] Allen L. 
Hammond, William D. Metz [and] Thomas 
H. Maugh II. Washington, American 
Association for the Advancement of 
Science, 1973. xii, 184 p. illus. 26 cm. 
ISBN 0-87168-211-7 (AAAS miscellaneous 
publication 73-7) ”Part of the material in 
this book originally appeared as a series in 
the Research news section of Science.” 
Includes bibliographical references. 
[Q181.A1A68 no. 73-7] [TJ153] 621 73- 
81510 7.95 

1. Power resources. 2. Energy 
conservation. 3. Energy policy. I. Metz, 
William D., joint author. II. Maugh, 
Thomas H., joint author. IT. Title. IV. 


Series: American Association for the 
Advancement of — Science. AAAS 
miscellaneous publication 73-7. 

INTERNATIONAL Conference 508’.1 s 


on Pulmonary Reactions to Organic 

Materials, New York, 1972. 
Pulmonary reactions to organic materials. 
Editor: Kaye H. Kilburn. [New York] New 
York Academy of Sciences, 1974. 390 p. 
illus. 23 cm. (Annals of the New York 
Academy of Sciences, v. 221) "ANYAA 
(221 1-390 (1974)).” Cover _ title. 
Sponsored by the Academy’s Section of 
Biological and Medical Sciences. Includes 
bibliographical references. [Q11.N5 vol. 
221] [RC774] 616.2’4 74-165302 28.00 
1. Lungs—Dust diseases—Congresses. 2. 
Respiratory allergy—Congresses. 3. Surface 
active agents—Congresses. I. Kilburn, 
Kaye H., ed. If. New York Academy of 
Sciences. Section of Biological and Medical 
Sciences. HI. Title. IV. Series: New York 
Academy of Sciences. Annals, v. 221. 


KUMAR, Naresh. 508’.1 s. 
Modern and ancient barrier sediments: 
new interpretation based on stratal 
sequence in inlet-filling sands and on 
recognition of nearshore storm déposits. 
New York [New York Academy of 
Sciences} 1973. 247-340 p. illus. 23 cm. 
(Annals of the New York Academy of 
Sciences, `v. 220, art. 5) Bibliography: p. 
333-337. [QLI.N5 vol. 220, art. 5] 
[GC383] 551.4°2 74-163639 11.50 

1. Marine sediments—Fire Island. 2. Coast 
changes—New York (State)—Fire Island. 
3. Barrier islands—New York (State) I. 
Title. I, Series: New York Academy of 
Sciences. Annals v. 220, art. 5. 


WIGHTMAN, William Persehouse 
Delisle. 

The growth of scientific ideas [by] William . 

P. D. Wightman. Wesport, Conn., 

Greenwood Press [1974, c1950] p. ISBN 

0-8371-7484-8 Reprint of the 1966 ed. 


6l 


509 


500 PURE SCIENCE 


published by ‘Oliver and Boyd, Edinburgh. 
Bibliography: p. [Q125.W66 1974] 74-4732 


i. Science—History. I. Title. 
Prepared from C.LP. 


*AMERICAN men and 
women of science. 

The’ Urban community sciences 1974 is 
available from Bowker, N.Y. for 22.50. 
ISBN. reer L.C. card number: 
- 7326. 


HACKERT, Adelbert F. 510 
Finite mathematics, from sets to game 
theory [by] Adelbert F. Hackert. 
Lexington, Mass., D. C. Heath [1974] 390 
p. illus. 24 cm. ISBN 0-669-81125-4 
[QA39.2.H26] 73-6084 10.95 

i. Mathematics—1961- I. Title. 
Instructon’s manual free. 


LIAL, Margaret L. 510 
Mathematics: with applications in the 
management, natural, and social sciences 
[by] Margaret L. Lial & Charles D. Miller. 
Glenview, Ill., Scott, Foresman [1974] 564 
p. illus. 25 cm. ISBN 0-673-07791-8 
Includes bibliographical references. 
({QA37.2.L5] 73-90593 10.95 

1. Mathematics—1961- I Miller, Charles 
David, 1942- joint author. II. Title. 


MCDONALD, Thomas Marll. 510 
Mathematical methods for social and 
management scientists [by] T. Maril 


509.22 [B] 


McDonald. Boston, Houghton Mifflin 
[1974] 553 p. illus. 25 cm. ISBN 0-395- 
17089-3 [QA37.2.M32] 73-9187 10.95 
(text ed.) 

1, Mathematics—1961- I. Title. 
WILLIAMS, Donald R. 510 


Modern mathematics for business decision- 
imaking [by] Donald R. Williams. Belmont, 
Calif., Wadsworth Pub. Co. [1974] xiv, 513 


p. illus. 25 cm. ISBN 0-534-00325-7 
[QA37.2.W54] 73-85882 

i. Mathematics—-1961- 2. Decision- 
making. I. Title. 

MASTERTON, William 510°.02°454 


L., 1927- 

Elementary mathematical preparation for 
general chemistry [by] Wiliam L. 
Masterton [and] Emil J. Slowinski. 
Philadelphia, Saunders, 1974. vii, 233 p. 
illus. 25 cm. ISBN 0-7216-6165-3 
(Saunders golden series) [QD42.M334] 73- 
89184 4.95 (pbk.) 

1. Chemistry—Mathematics. I. Slowinski, 
Emil J., joint author. II. Title. 


SOBEL, Max A. 510.712 
Teaching mathematics; a sourcebook of 
aids, activities, and strategies [by] Max A. 
Sobel [and] Evan M. Maletsky. Englewood 
Cliffs, N.J., Prentice-Hall [1974] p. cm. 
ISBN 0-13-894139-4 Includes 
Þibliographies, [QA11.8663] 74-10874 
1. 


1. Mathematics—Study and teaching 
(Secondary) I. Maletsky, Evan M. joint 
author. IT. Title. 

Prepared from C.I.P. 


INTERNATIONAL Conference 510.8 s 
on Infinite Dimensional Holomorphy, 
University of Kentucky, 1973. 

Proceedings on infinite dimensional 

fholomorphy, University of Kentucky 1973, 

edited by T. L. Hayden and T. J. Suffridge. 

Berlin, New York, Springer-Verlag, 1974. 

vi, 212 p 24 cm. (Lecture notes in 

mathematics, 364) Includes bibliographies. 

[QA3.L28 no. 364] [QA331] 515°.9 73- 

21202 7.70 

i. Analytic functions—Congresses. 2. 


62 


Holomorphic mappings—Congresses. 3. 
Locally convex spaces—Congresses. I. 
Hayden, Thomas Lee, ed. II. Suffridge, T. 
J, ed. IH. Series: Lecture notes in 
mathematics (Berlin), 364. 


STEINBERG, Robert, 1922- 510.8 s 
Conjugacy classes in algebraic groups. 
Berlin, New York, Springer-Verlag, 1974. 
vi, 159 p 25 cm. (Lecture notes in 
mathematics, 366) Bibliography: p. 159. 
[QA3.L28 no. 366] [QA564] 512’.2 73- 
21212 7.00 (pbk.) 

1. Group schemes (Mathematics) 2. Linear 
algebraic groups. I. Title. I. Series: Lecture 
notes in mathematics (Berlin) 366. 


STROUD, A. H. 510°.8 s 
Numerical quadrature and solution of 
ordinary differential equations; a textbook 
for a beginning course in numerical 
analysis [by] A. H. Stroud. New York, 


Springer-Verlag, 1974. (Applied 
mathematical sciences, v. 10) Includes 
bibliographies. [QA1.A647 vol. 10] 


[QA372] 515.352 74-9543 9.50 (pbk.)} 

1. Differential — equations—Numerical 
solutions. 2. Numerical integration. I. Title. 
II. Series. 

Prepared from C.I.P. 


*BHATTACHARYA, P. B. 511.3 
First course in group theory [by] P. B. 
Bhattacharya and S. K. Jain. New York, 
Halsted Press [1973] 97 p 22 cm. 
[QA248] 3.95 (pbk.) 

1. Set theory. I. Jain, S. K., joint author. 
JI. Title. 


FRAISSE, Roland. 511°.3 
Course of mathematical logic. [Trans]. and 
ed. by David Louvish]. Do-drecht, Boszon 
Reidel, 1973- v. 23 cm. ISBN 9-92- 
770268-3 (Synthese library) Translation of 
Cours de logique mathematique. 
Contents.—v. 1. Relation and logical 
formula. Bibliography: p. [178]-184. 
[QA9.F6513] 72-95893 24.00, 11.90 (pbk.) 
1. Logic, Symbolic and mathematical. I. 
Title. 


HALMOS, Paul Richard, 
1914- 
Lectures on Boolean algebras [by] Paul R. 
Halmos. New York, Springer-Verlag [1974, 
c1963] p. ISBN 0-387-90094-2 Reprint of 
the ed. published by Van Nostrand, New 
York, which was issued as no. 1 of Van 
Nostrand mathematical studies. 
[QA10.3.H34 1974] 74-10632 3.95 (pbk.) 
1. Algebra, Boolean. I. Title. 
Prepared from C.I.P. 


BJIERHAMMAR, Arne, 1917- $11°.43 
Theory of errors and generalized matrix 
inverses. Amsterdam, New York, Elsev:er 
Wetenschappelijke Uitgeverij, 1973. xii, 
420 p. 25 cm. ISBN 0-444-40981-5 
Revised English ed. of Felteori, published 
in 1955. -Bibliography: p. [407]-414. 
[QA275.B5213 1973] 72-179998 47.50 

1. Errors, Theory of. 2. Estimation theory. 
3. Matrix inversion. I. Title. 


511.32 


ANDERSON, Ian, Ph.D. 511°.6 
A first course in combinatorial 
mathematics. Oxford, Clarendon Press, 


1974. vii, 122 p. illus. 23 cm. ISBN 0-19- 
859616-2 (Oxford applied mathematics and 
computing science series) Includes 
bibliographical references. [QA164.A5] 74- 
164356 

1. Combinatorial analysis. I. Title. 
Distributed by Oxford University Press, 
New York, 13.50. 


ERDOS, P. 5117.6 
Probabilistic methods in combinatorics, by 


AMERICAN BOOK PUBLISHING RECORD 


Paul Erdos and Joel Spencer. New York, 
Academic Press, 1974. 106 p, 24 cm. 
ISBN 0-12-240960-4 (Probability and 
mathematical statistics, 17) Bibliography: 
p. [103]-106. [(QA164.E7] 72-9420 11.75 

1. Combinatorial analysis. 2. Probabilities. 
I. Spencer, Joel H., joint author. If. Title. 


BOURBAKI, Nicolas, pseud. 512 
Algebra. Paris, Hermann; Reading, Mass., 
Addison-Wesley Pub. Co. [1973- p. cm. 
ISBN 0-201-05504-1 (His Elements of 
mathematics, v. 5) (Actualites scientifiques 
et industrie industrielles) (ADIWES 
international series in mathematics) 
Contents.—1. Chapters 1-3. 
{QA155.B68213] 72-5558 

I. Algebra. I. Series: 
scientifiques et industrielles. 
Prepared from C.I.P. 


THOMPSON, Robert C., 1931- 512 
Elementary modern algebra [by] Robert C. 
Thompson. Glenview, IIL, Scott, Foresman 
[1974] 472 p. illus. 25 cm. ISBN 0-673- 
07829-9 [QA152.2.T48] 73-90592 11.95 

1. Algebra. I. Title. 


MILLER, Kenneth S. 512.02 
Elements of modern abstract algebra, by 
Kenneth S. Miller. Hungtington, N.Y., R. 
E. Krieger Pub. Co. [1974, c1958] p. 
ISBN 0-88275-178-6 Reprint of the ed. 
published by Harper & Row, New York, in 


Actualites 


series: Harpers mathematics series. 
[QA162.M54 1974] 74-6497 9.50 

i. Algebra, Abstract. I. Title: Modern 
abstract algebra. 

Prepared from C.I.P. 

PETERSON, Thurman 512.042 


Stewart, 1905- 
Intermediate algebra for college students 
[by] Thurman S. Peterson [and] Charles R. 
Hobby. 4th ed. New York, Harper & Row 
[1974] p. cm. ISBN 0-06-045182-3 First 
published in 1940 under title: Elements of 
algebra. [QA152.2.P47 1974] 74-8487 9.95 
1. Algebra. I. Hobby, Charles R., joint 
author. I. Title. 
Prepared from C.I.P. 


*SWOKOWSKI, Earl 512.077 
William, 1926- 
Precalculus mathematics; a functional 


approach [by] Earl Swokowski. Boston, 
Mass., Prindle, Weber & Schmidt [1973] 
viii, 514 p. illus. 24 cm. ISBN 0-87150- 
117-1 ”Chapters 1-10 first appeared in 
Fundamentals of Algebra and 
trigonometry, and part of Chapter 11 first 
appeared as chapter 7 of Elementary 
functions with coordinate geometry, both 
2y Earl Swolowski & published in 1971.” 
“QA154] 

i. Algebra. 2. Trigonometry.SMathematics. 
{. Title. 


DIXON, Lyle J. 5127.1 
Mathematics for elementary teachers [by] 
Lyle J. Dixon. Columbus, Ohio, Merrill 
[1974] xv, 296 p. illus. 24 cm. ISBN 0- 
075-08830-5 (Merrill mathematics series) 
[QA39.2.D59] 73-91306 9.95 

i. Mathematics—1961- I. Title. 


MARION, Jerry B. $127.1 
-Mathematical review for the physical 
sciences [by] Jerry B. Marion and Ronald 
C. Davidson. Philadelphia, Saunders, 1974. 
vi, 112 p. illus. 25 cm. ISBN 0-7216-6076- 
2 (Saunders golden series) [QA39.2.M36) 
7273-89183 3.95 (pbk.) 


*. Mathematics—1961- I Davidson, 
Ronald C., joint author. Il. Title. 
TAUNEM, Mustafa A. 5127.1 


Functional approach to preétalculus [by] 
Mustafa A. Munem [and] James P. Yizze. 


JULY 31,1974 


2d ed. {New York] Worth Publishers 
[1974] xi, 569 p. illus. 25 cm. ISBN 0- 
87901-030-4 [QA331.3.M86 1974] 73- 
85254 10.95 

i. Functions. I. Yizze, James P., joint 
author. IT. Title. 


PETER, Gilbert M. 5127.1 
Introduction to technical mathematics [by] 
Gilbert M. Peter [and] Daniel R. Peterson. 
Glenview, Il., Scott, Foresman [1974] 416 
p. illus. 24 cm. ISBN 0-673-07784-5 
[QA39.2.P476] 73-89419 8.95 

1. Mathematics—1961- I. Peterson, Daniel 
R., joint author. IT. Title. 


BAUMSLAG, Gilbert, 
comp. 

Reviews on infinite groups; as printed in 
Mathematical reviews 1940 through 1970, 
volumes 1-40 inclusive. Providence, 
American Mathematical Society, 1974. 2 v. 
(xii, 1062 p.) 25 cm. ISBN 0-8218-0201-1 
(QA171.B362] 73-21521 

l. Groups, Theory of—Abstracts. I. 
Mathematical reviews. II. Title. 


*LEADERMANN, W. 512’ e 
Introduction to group theory. [by] W 
Leadermann. New York, Barnes & Noble 
[1973] vii, 173 p. T cm. ISBN 0-06- 
494125-6 Bibliography: p. 173. [QA171] 
5.00 (pbk.) 

i. Groups, Theory of. I. Title. 


HALMOS; Paul Richard, 
Finite-dimensional vector spaces, by Paul 
R. Halmos. New York, Springer-Verlag 
New York [1974, c1958] p. cm. ISBN 0- 
387-90093-4 (Undergraduate texts in 
mathematics) Reprint of the 2d ed. 
published by Van Nostrand, Princeton, 
J., in series: The University series in 
undergraduate mathematics. Bibliography: 
p. [QA186.H34 1974] 74-10688 7.95 
1. Vector spaces. 2. Transformations 
(Mathematics) I. Title. 
Prepared from C.I.P. 


KAASHOEK, M. A. 512’.55 
Locally compact  seml-algebras. With 
applications to spectral theory of positive 
operators. [By] M. A. Kaashoek and T. T. 
_ West. Amsterdam, North-Holland Pub. 
Co.; New York, American Elsevier Pub. 
Co., 1974. vi, 106 p. 24 cm. (North- 
Holland mathematics studies, v. 9) 
Bibliography: p. [97]-99. [QA326.K24] 73- 
92553 7.50 
1. Banach algebras. 2. Spectral theory 
(Mathematics) 3. Linear operators. I. West, 
T. T., joint author. If. Title. 


SYMPOSIUM in Pure $127.55 
Mathematics, Williams College, 1972. 

Harmonic analysis on homogengous spaces. 
[Edited by Calvin C. Moore] Providence, 
American Mathematical Society, 1973. x, 
467 p. 26 cm. ISBN 0-8218-1426-5 
(Proceedings of symposia in pure 
mathematics, v. 26) "An outgrowth of the 
nineteenth summer research institute of the 
American Mathematical Society.” Includes 
bibliographies. (QA387.894 1972] 73- 
10456 32.60 

1. Locally compact groups. 2. Lie groups. 
3. Functions, Special. 4. Harmonic 
analysis. I. Moore, Calvin C., 1936- ed. IT. 
Williams College. Ai. American 
Mathematical Society. IV. Title. V. Series. 


BOSTECK, David. 512’.72 
Logic and arithmetic. Oxford, Clarendon 
Press, 1974. x, 219 p. 22 cm. ISBN 0-19- 


512.208 


512.523 


824366-9 Bibliography: p. [215]-216. 
[QA248.B725f 74-163856 
i. Arithmetic—Foundations. 2. Logic, 


Symbolic and mathematical. 3. Numbers, 
Natural. [. Title. 

Distributed by Oxford University Press, 
New York, 19.25. 


HILTON, Peter John. 512.9 
4 course in modern algebra [by] Peter 
Eilton [and] Yel-Chiang Wu. New York, 
Wiley [1974] p. cm. ISBN 0-471-39967-1 
(Pure and applied mathematics) "A Wiley- 
Interscience publication.” Bibliography: p. 
(QA155.H54] 73-18043 16.95 

i. Algebra. I Wu, Yel-Chiang, 1939- joint 
author. I. Title. 

Prepared from C.I.P. 


MUNEM, Mustafa A. 512.9 
College algebra [by] Mustafa A. Munem, 
William Tschirhart [and] James P. Yizze. 
[New York] Worth Publishers [1974] ix, 
518 p. illus. 25 cm. ISBN 0-87901-026-6 
[QA154.2.M86] 73-85130 9.95 

i. Algebra. I. Tschirhart, William, joint 
author. II. Yizze, James P., joint author. 
HI. Title. 


ALWIN, Robert H. 512.9042 
Algebra text: elementary [by] Robert H. 
Alwin, Robert D. Hackworth [and] Joseph 
W. Howland. Englewood Cliffs, N.J., 
Prentice-Hall [1974] xi, 700 p. illus. 24 cm. 
ISBN 0-13-022293-3 [QA152.2.A48] 73- 
17690 8.95 (pbk.) 

1. Algebra. I. Hackworth, Robert D., joint 
author. II. Howland, Joseph W., joint 
author. III. Title. 


MEERT, Paul J. 512.9°042 
Slementary algebra; a first course in the 
algebra of real numbers [by] Paul J. Meert. 
Encino, Calif., Dickenson Pub. Co. [1974] 
xiv, 251 p. 24 cm. ISBN 0-8221-0126-2 
{QA152.2.M43] 73-92478 

i. Algebra. I. Title. 


“GOURLAY, A. R. 512.9°43 
Computational methods for matrix eigen 
problems, [by] A. R. Gourlay [and] G. A. 
Watson. New York, Wiley [1973] xi, 132 
p. 24 cm. ISBN 0-471-31915-5 
pppoe Pay: p. 130. [QA188.] 73-2783 


1. Electronic data processing—Matrices. I. 
Watson, G. A., joint author. II. Title. 


FINANCIAL Publishing 
Company. 

Financial advance payments table, showing 
the effect of taking from 1 to 9 payments 
in advance, at time of closing. Boston 
[c1973] 283 p. 24 cm. (its Publication no. 
12) [HG1634.F479 1973] 74-165113 

1. Interest and usury——-Tables, etc. I Title. 
TI. Series. 


513°.93 


FINANCIAL Publishing 513°.93 
Company. 

Financial holdback tables; showing for 
holdbacks payable at maturity the 


equivalent actuarial yeilds and add-on 
charges; also discounts on unit notes. 
Boston [1973] 63, 63A, 319 p. 24 cm. (Its 
Publication no. 13) [HG1626.F54 1973] 
74-164403 

i. Interest and usury—Tables, etc. 2. 
Discount—Tables, etc. I. Title. I. Series. 


GREENBERG, Marvin J. 514.2 
Lectures on algebraic topology [by] Marvin 
J. Greenberg. Reading, Mass., W. A. 
Benjamin, 1967 [reprinted 1973] x, 235 p. 
illus. 23 cm. ISBN  0-8053-3554-4 
(Mathematics lecture note series) 
Bibliography: p. 229-232. [QA612.G73 
1973] 74-165261 7.95 (pbk.) 

i. Algebraic topology. I. Title. 


500 PURE SCIENCE 


SYMPOSIUM on Algebraic * 514.2 
Topology, Oxford, 1972. 
New developments in topology [by] J. F. 
Adams [and others] The edited and revised 
proceedings edited by Graeme Segal. 
Cambridge [Eng.] University Press, 1974. 
128 p. 23 cm. ISBN 0-521-20354-6 
(London Mathematical Society. Lecture 
note series, 11) Includes bibliograpħies. 
[QA612.S95 1972] 73-84323 
1. Algebraic topology—-Congresses. I. 
Adams, John Frank. I. Segal, Graeme, ed. 
HI. Title. IV. Series. 
Distributed by Cambridge University Press, 
New York, 7.95. 


FULKS, Watson. 515 
A short calculus for students of business, 
the social sciences, and biology. Boulder, 
Colo., Boulder Book Co. [1974] xiii, 242 p. 
illus. 25 cm. ISBN  0-88446-000-2 
[QA303.F955] 73-87050 

1. Calculus. I. Title. 


HAINES, Charles W. 515 
Analysis for engineers [by] Charles W. 
Haines. St. Paul, West Pub. Co. [1974] viii, 
355 p. illus. 27 cm. ISBN 0-8299-0011-X 
[QA300.H35] 74-866 

I. Mathematical analysis. I. Title. 


SAGAN, Eans. 515 
Advanced calculus of real-valued functions 
of a real variable and vector-valued 
functions of a vector variable. Boston, 
Houghton Mifflin Co. [1974] xv, 671 p. 
illus. 25 cm. ISBN 0-395-17090-7 Includes 


bibliographical references. [QA303.S15] 
73-9399 14.95 

1. Calculus. I. Title. 

JAEGER, John Conrad, 5157.14 


1907- 

An introduction to applied mathematics, 
by J. C. Jaeger and A. M. Starfield. 2nd 
ed. Oxford, Clarendon Press, 1974. xii, 504 
p. 22 cm. ISBN 0-19-853151-6 (QA37.2.J3 
1974] 74-155469 

1. Mathematics—1961- I. Starfield, A. M., 
joint author. IT. Title. 

Distributed by Oxford University Press, 
New York; 38.50 


CLARKE, Philip S. 515°.15 
Calculus and analytic geometry [by] Philip 
S. Clarke, Jr. Lexington, Mass., Heath 
[1974] xii, 930 p. illus. 27 cm. ISBN 0- 
669-75879-5 [QA303.C6] 73-7163 13.95 

1. Calculus. 2. Geometry, Analytic. I. 
Title. 

Student guide 6.95 (pbk.); ISBN 0-669- 
86207-X. 


KENDALL, Maurice George. 515’.243 
Time-series [by] M. G. Kendall. New 
York, Hafner Press, 1973, [i.e.1974] ix, 
197 p. illus. 24 cm. Bibliography: p. [167]- 
170. (QA280.K44] 74-167232 12.95 

1. Time-series analysis. I. Title. 


REISSIG, Rolf, 1922- 515’.35 
Non-linear differential equations of higher 
order. [By] R. Reissig, G. Sansone [and] R. 
Conti. Leyden, Noordhoff International 
Publishing. 1974. xiii, 669 p. 23 cm. ISBN 
9-00-175270-5 Translation of Nichtlineare 
Differentizlgleichungen hoherer Ordnung. 
Includes bibliographies. [QA372.R4313] 
72-97237 

I. Differential equations, Nonlinear. I. 
Sansone, Giovanni, 1888- joint author. II. 
Conti, Roderto, joint author. II. Title 


Distributed by International Scholarly 
Book Service; 62.00. 
NATO Advanced Study $15°.353 


Institute, Kjeller, Norway, 1973. 
Numerica! solution of partial differential 


63 


ented 
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equations; proceedings of the NATO 
Advanced Study Institute held at Kjeller, 
Norway, August 20-24, 1973. Edited by J. 
G. Gram. Dordrecht, Boston, D. Reidel 
Pub. Co., 1973. 271 p. illus. 25 cm. ISBN 
9-02-770413-9 (NATO advanced study 
institutes series. Series C: Mathematical 
and physical sciences, v. 2) ’Published in 
cooperation with NATO Scientific Affairs 
Division.” Includes bibliographical 
references. [QA374.N37 1973] 73-91204 
25.00 (lib. bdg.) 
1 Differential equations, Partial— 
Numerical solutions—Congresses. [. Gram, 
J. G, ed. H. North Atlantic Treaty 
Organization. Division of Scientific Affairs. 
UI. Title. IV. Series. 


FREMLIN, D. H. 5157.42 
Topological Riesz spaces and measure 
theory [by] D. H. Fremlin. Cambridge 
[Eng.] University Press, 1974. xiv, 266 p. 
24 cm. ISBN 0-521-20170-5 Bibliography: 
p. 258-260. [(QA312.F72] 72-95410 

1. Measure theory. 2. Riesz spaces. I. Title. 
Distributed by Cambridge University Press, 
New York; 17.50. 


TSOKOS, Chris P. 515°.45 
Random integral equations . with 
applications to life sciences and 


engineering, by Chris Tsokos and J. W. 
Padgett. New York, Academic Press, 1974. 
p. cm. ISBN 0-12-702150-7 (Mathematics 
in science and engineering, v. 107) 
Þibliography; p. [QA274.27.T76] 73-2079 
4. 


1. Stochastic integral equations. I. Padgett, 
W. J., joint author. IT. Title. II. Series. 
Prepared from C.I.P. 


DEM’IANOV, Vladimir 515°.7 
Fedorovich. 

Introduction to minimax, [by] V. F. 
Dem’yanov and V. Malozemov. 


Translated from Russian by D. Louvish. 
New York, Wiley [1974] p. cm. ISBN 0- 
470-20850-3 Translation of Vvedenie v 
minimaks. ”A Halsted Press book.” 
Bibliography: p. [QA402.5.D3913] 74-8156 


_d. Maxima and minima. 2. Mathematical 


optimization. I  Malozemov, Vasilit 
Nikolaevich, joint author. If, Title. 
Prepared from C.I.P. 

GLAZMAN, Izrail’ 515°.7 


Markovich. 

Finite-dimensional linear analysis: a 
systematic presentation in problem form 
[by] I. M. Glazman [and] Ju. I. Ljubic. 
Translated and edited by G. P. Barker 
[and] G. Kuerti. Cambridge, Mass., MIT 
Press [c1974] xiv, 520 p. 24 cm. ISBN 0- 


262-07058-8 Translation of . 
Konechnomernyi lineinyi analiz v 
zadachakh. Bibliography: p. 484-499. 


[QA320.G5513] 74-1603 18.50 

1. Functional analysis. 2. Algebras, Linear. 
I Liubich, IUrii Wich, joint author. II. 
Title. 


GUNNING, Robert Clifford, 
1931- 
Lectures on complex analytic varieties: 


515.9 


finite analytic mappings, by R. C. 
Gunning. Princeton, N.J., Princeton 


University Press, 1974. p. cm. ISBN 0- 
691-08150-6 (Mathematical notes, 14) 
[QA331.G783 1974] 74-2969 4.00 

1. Analytic mappings. 2. Analytic spaces. I. 
Title. If Series: Mathematical notes 
(Princeton, N.J.), 14. 

Prepared from C.I.P. 


SMITH, W. Allen. 515.9 
Elementary complex variables [by] W. 
Allen Smith. Columbus, Ohio, Merrill 
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[1974] x, 274 p. illus. 26 om. ISBN 0-675- 
08870-4 (Merrill mathematics series} 
Bibliography: p. 259-260. [QA331.862] 73- 
87526 12.95 

1. Functions of complex variables. I. Title. 


GRIFFITHS; Phillip, 1938- 516°.3 
Topics in algebraic and analytic geometry; 
notes from a course of Phillip Griffiths. 
Written and rev. by John Adams. 
Princeton, N.J., Princeton University Press, 
1974. p. cm. ISBN 0-691-08151-4 
(Mathematical notes, 13) "Revised version 
of the notes taken from a class taught at 
Princeton University in 1971-1972.” 
Bibliography; p. [QA564.G66] 74-2968 
00 


i. Geometry, Algebraic. 2. Geometry, 
Analytic. I. Adams, John, 1949- IT, Title. 
Ill, Series: Mathematical notes (Princeton, 
NJ), 13. 
Prepared from C.I.P. 
WOLF, Joseph Albert, 516’.373 
1936- 
Spaces of constant curvature [by] Joseph 
A. Wolf. [3d ed. Boston, Publish or Perish, 
inc., 1974] xv, 408 p. 23 cm. ISBN 0- 
914098-09-8 Bibliography: p. 392-398. 
[QA649.W64 1974] 73-91844 10.00 
1. Geometry, Riemannian. 2. Symmetric 
spaces. I. Title. 


CRAMER, Harald 1893- 519 
The elements of probability theory and 
some of its applications. [2nd ed.] 
Huntington, N.Y., Krieger [1973, c1955] 
281 p. illus., 21 cm. ISBN 0-88275-144-1 
Tr. of Sannolikhetskalkvien och nagra av. 
dess anvandningar Bibliography: p. 265. 
[QA273.C843] 73-90331 4.50 (pbk.) 

I. Probabilities. I. Title. 


MOORE, David S. 519 
Applicable finite mathematics [by] David 
S. Moore [and] James W. Yackel. Boston, 
Houghton Mifflin [1974] xi, 398 p. illus. 
25 cm. ISBN 0-395-17771-5 Bibliography: 
p. 371-372. [QA39.2.M65] 73-9397 10.95 
1. Mathematics—1961- I. Yackel, James, 
1936- joint author. I. Title. 


*JOHNSON, Robert R. $19.2 
Study guide for elementary statistics [by] 
Robert R. Johnson. North Scituate, Mass. 
Duxbury Press [1973] 218 p. illus. 24 cm. 
ISBN 0-87872-052-9 [HA29] 72-90582 

1. Statistics. I. Title. 


ROSENBLATT, Murray. 519.2 
Random processes [by] M. Rosenblatt. 2d 
ed. New York, Springer-Verlag [1974] p- 
cm. ISBN 0-387-90085-3 (Graduate texts 
in mathematics, 17) Bibliography: p. 
[QA274.R64 1974] 74-10956 

1. Stochastic processes. I. Title. If. Series. 
Prepared from C.I.P. 


STOCHASTIC geometry: 519.2 
a tribute to the memory of Rollo 
Davidson, edited’ by E. F. Harding and D. 
G. Kendall. London, New York, Wiley, 
1974. xiii, 400 p. ill., port. 24 cm. ISBN 0- 
471-35141-5 (Wiley series in probability 


and mathematical statistics) Includes 
bibliographies. [QA273.5.872] 72-8603 
29.95 


i. Geometric probabilities—Addresses, 
essays, lectures. 2. Stochastic processes— 
Addresses, essays, lectures. I. Davidson, 
Rollo, 1944-1970. I. Kendall, David 
George, 1918- ed. II. Harding, E. F, ed. 


DURLING, Allen E. 519.4 
Computational techniques: analog, digital, 
and hybrid systems. New York, Intext 
Educational Publishers [1974] x, 403 p. 
illus. 25 cm. ISBN 0-70€2-2454-8 (The 
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Intext series in circuits, systems, 
communications, and computers) 
Bibliography: p. 387. [QA297.D86] 73- 
21069 9.00 (pbk.) 

1. Electronic data processing—Numerical 
analysis. 2. Computer simulation. I. Title. 


HAMLET, Richard G. 519.4 
Introduction to computation theory [by] 
Richard G. Hamlet. New York, Intext 
Educational Publishers [1974] p. cm. 
ISBN 0-7002-2458-0 Bibliography: p. 
[QA267.H33] 74-6071 12.50 (lib. bdg.) 

1. Machine theory. I. Title. 

Prepared from C.I.P. 


ANDERSON, Theodore Wilbur. 519.5 
Introductory statistical analysis [by] T. W. 
Anderson [and] Stanley L. Sclove. Boston, 
Houghton Mifflin [1974] xv, 499 p. illus. 
25 cm. ISBN 0-395-14015-3 Includes 
bibliographies. [HA29.A66] 73-9407 11.95 
I. Statistics. I. Sclove, Stanley L., joint 
author. I. Title. 


HOPKINS, Charles D. 519.5 
Describing data statistically [by] Charles 
D. Hopkins. Columbus, Ohio, C. E. Merrill 
Pub. Co. [1974] vii, 119 p. illus. 25 cm. 
ISBN 0-675-08820-8 [HA29.H72] 73- 
92000 2.95 (pbk.) 

1. Statistics—Programmed instruction. I. 
Title. 


*KENDALL, M. G. 519.5 
Time-series, [by] M. G. Kendall. New 
York, Hafner Press, 1973. ix, 197 p. illus., 
tables, 24 cm. Bibliography: p. [167]-170. 
[QA276] 10.00 (pbk.) 

1. Time-series analysis. I. Title. 


sre aa Peter Gerald, 
28- 

Standard statistical calculations [by] P. G. 
Moore [and] D. E. Edwards. 2d ed. 
prepared by P. G. Moore and Eryl A. C. 
Shirley. New York, Wiley [1973, c1972] 
xi, 123 p. illus. 26 cm. ISBN 0-470-614439 
”A Halsted Press book.” [HA29.M785 
1972b] 72-13981 6.95 

I. Statistics. I. Shirley, Eryl A. C, joint 
author. IT. Edwards, Derek Ernest, joint 
author. HI. Title. 


TUFTE, Edward R., 
1942- 

Data analysis for politics and policy [by] 

Edward R. Tufte. Englewood Cliffs, N.J., 

Prentice-Hall [1974] p. cm. ISBN 0-13- 

197541-2 (Foundations of modern political 

science series) Includes bibliographical 

references. [HA29.T782] 74-9504 8.95 

1. Social sciences—Statistical methods. 2. 

Political statistics. I. Title. 

Prepared from C.I.P. Pbk. 3.95; ISBN 0- 

13-197525-0. 


MASON, Robert 
Deward, 1919- 
Statistical techniques in business and 
economics [by] Robert D. Mason. 3d ed. 
Homewood, Ill., R. D, Irwin, 1974. xvii, 
650 p. illus. 24 cm. ISBN 0-256-01572-4 
(Irwin series in quantitative analysis for 
business) Includes bibliographical 
references. [HA29.M268 1974] 73-89110 
12.95 
1. Statistics. I. Title. 


519.5°02°02 


519.5'02'432 | 


519.5°02°4658 


ARKIN, Herbert, 
1906- 

Handbook of sampling for auditing and 
accounting. 2d ed. New York, McGraw- 
Hill [1974] p. em. ISBN 0-07-002212-7 
(McGraw-Hill accounting series) 
(HF5657.A73 1974] 74-8221 16.50 

i. Sampling (Statistics) 2. Accounting. 3. 
Auditing. I. Title. 


519.5°2°024657 


JULY 31,1974 
Prepared from C.I.P. 


SONQUIST, John A. 519.5°3 
Searching for structure; an approach to 
analysis of substantial bodies of micro-data 
and documentation for a computer 
program [by] John A. Sonquist, Elizabeth 
Lauh Baker [and] James N. Morgan. Rev. 
ed. Ann Arbor, Survey Research Center, 
University of Michigan, 1973 [ie. 1974, 
c1971] viii, 236 p. illus. 26 cm. ISBN 0- 
oe 110-0 (QA278.S65 1974] 73-620236 


1. AID (Computer program) I. Baker, 
Elizabeth Lauh, joint author. H. Morgan, 
James N., joint author. II. Title. 
Pbk., 5.00, ISBN 0-87944-109-7. 


FINITE mathematics and 519.54 
calculus with applications to business and 
the social sciences [by] Robert V. Hogg 
[and others] Menlo Park, Calif., Cummings 
Pub. Co. [1974] xi, 402 p. illus. 25 cm. 
ISBN 0-8465-2642-5 [QA37.2.F57] 73- 
90826 10.95 


1. Mathematics—196l- 2. Decision- 
making. I. Hogg, Robert V. 
ZELENY, Milan, 1942- 519.72 


Lincar multiobjective programming [by] M. 
Zeleny. Berlin, New York, Springer-Verlag, 
1974. x, 220 p. illus. 25 cm. (Lecture notes 
in economics and mathematical systems, 
95) Bibliography: p. 183-185. [T57.74.Z44] 
73-22577 7.70 

1. Linear programming. I. Title. IT. Series. 


MACE, Arthur E. 519.93 
Sample-size determination [by] Arthur E. 
Mace. Huntington, N.Y., Robert E. 
Krieger, 1974 [c1964] 226 p. tables. 24 cm. 
ISBN 0-88275-112-3. [TA168.M22] 64- 
18673 15.00 

i. Sampling (Statistics) 2. Realiability 
(Engineering) I. Title. 


FREDRICK, Laurence W. 520 
An introduction to astronomy [by] 
Laurence W. Fredrick [and] Robert H. 
Baker. 8th ed. New York, Van Nostrand 
[1974] xii, 453 p. illus. 24 cm. ISBN 0- 
442-22436-2 First-7th ed., by R. H. Baker 
(7th ed, with L. W. Fredrick) 
Bibliography: p. [429]-430. [QB45.F82 
1973] 73-18624 11.95 (pbk.). 

i. Astronomy. I. Baker, Robert Horace, 
1883- An introduction to astronomy. II. 
Title. 


WYATT, Stanley P. 520 
Principles of astronomy: a short version 
y] Stanley P. Wyatt [and] James B. 
aler. Boston, Allyn and Bacon [1974] viii, 
487 p. illus. 24 cm. Bibliography: p. 473- 
477. [QB45.W832] 73-84910 10.95 (pbk.) 


i. Astronomy. L Kaler, James B., joint 

author. II. Title. 

VOIGT, Hans Heinrich, 520.202 
1921- 

Outline of astronomy. Translated by L. 

Plaut [and] Nancy Houk. Leyden, 


Noordhoff International Pub. [1974- v. 
illus. 23 cm. Translation of Abriss der 
Astronomie. Bibliography: v. 1, p. [xi] 
[QB62.V6513] 72-97241 

i. Astronomy—Outlines, syllabi, etc. I. 
Title. 


Distributed by International Scholarly 
Book Service, 13.00 
EUROPEAN Astronomical 520.8 s 


Meeting, Ist, Athens, 1972. 

Solar activity and related interplanetary 
and terrestrial phenomena, ed. by J. 
Xanthakis. Berlin, New York, Springer, 


1973. xv, 19% p. ill. 25 cm. (Proceedings of-, 


the First European Astronomical Meeting, 


v. 1) Sponsored by the International 
Astronomical Union. Includes 
bibliographical references. [QB1.E85 1972, 
vol. 1] [QB524] 523.7 74-163666 38.60 

I. Solar activity—Congresses. 2. Solar 
system—Congresses. 3. Geophysics— 
Congresses. I. Xanthakis, John N., 1904- 
ed. II. International Astronomical Union. 
TI. Title. IV. Series: European 
Astronomical Meeting, Ist, Athens, 1972. 
Proceedings, v. 1. 


NATO Advanced Study 
Institute in Dynamical 
Cortina d’Ampezzo, 1972. 

Recent advances in dynamical astronomy; 

proceedings. Held in Cortina d’Ampezzo, 

Italy, Aug. 9-21, 1972. Edited by B. D. 

Tapley and V. Szebehely. Dordrecht, 

Boston, Reidel [1973] xii, 468 p. port. 25 

cm. ISBN 9-02-770348-5 (Astrophysics 

and Space Science Library, v. 39) Includes 

bibliographies. [QB351.N37 1972] 73- 

83571 50.00 

1. Mechanics, Celestial—Congresses. I. 

Tapley, B. D., ed. I. Title. III. Series. 


LOVELL, Alfred 522’.19°4271 
Charles Bernard, Sir, 1913- 

Out of the zenith; Jodrell Bank, 1957-1970 
[by] Bernard Lovell. [lst U.S. ed.) New 
York, Harper & Row [1974, c1973] 255 p. 
illus. 25 cm. ISBN 0-06-012719-8 Includes 
bibliographical references. [QB82.G72J64 
1974] 73-14269 12.50 

1. Nuffield Radio Astronomy Laboratories, 
Jodrell Bank, Eng. I. Title. 


WORVILL, Roy. 522’.2 
Telescope making for beginners. Illus. by 
Stephen Weston. New York, Orbiting 
Book Service [1974] 79 p. illus. 23 cm. 
ISBN 0-914326-00-7 Bibliography: p. 77- 
79. [QB88.W67] 73-91740 5.95 

1. Telescope. I. Title. 


PLANETS, stars and 5227.65 
nebulae; studied with photopolarimetry. T. 
Gehrels, editor. Tucson, University of 
Arizona Press [1974] xvi, 1133 p. illus. 24 
cm. ISBN 0-8165-0428-8 Consists of 
papers from Colloquium 23 of the 
International Astronomical Union, held in 
Tucson, Ariz., Nov. 15-17, 1972. Includes 
bibliographies: [QB135.P62] 73-86446 
27. 

1, Photometry, Astronomical—Congresses. 
2. Polarization (Light)—Congresses. I. 
Gehrels, Thomas, 1925- ed. IL. 
International Astronomical Union. 


MUNDT, Carlos Samson. 523 
Stars and outer space made easy, by Carlos 
S. Mundt. Edited by Vinson Brown. Rev. 
ed. Healdsburg, Calif, Naturegraph 
Publishers [1974] p. 
EWA p. fOB63. M76 1974] 74- 
6491 2.50 (pbk.) 

J. Astronomy—Observers’ 
Title. 

Prepared from C.I.P. 


COOK, Alan H. 523.01 
The astronomer as natural philosopher; an 
inaugural lecture [by] A. H. Cook. London, 
Cambridge University Press, 1973, fi.e. 
1974] 36, [4] p. illus. 19 cm. ISBN 0-521- 
20410-0 Cover title. Bibliography: p. 35- 
[36] [QB51.C72] 73-89007 

1. Astronomy—Addresses, essays, lectures. 
I. Title. 

Distributed by Cambridge University Press, 
New York, 1.75 (pbk.). 


*KRUGER, Albrecht. 523°.01 
Physics of solar continueem radio bursts. 
Berlin, Skademie-Verlag, [19732 1972] 
206 p. illus. 25 cm. [QB461] 


521.1 
Astronomy, 


manuals. I. 


ISBN 0-911010-70-X . 
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L Astrophysics. 2. Radio ‘astrophysics. L 
Title. 

Distributed by Adler’s Foreign Books, 
N.Y. for 21.50 


RELATIVITY, astrophysics 523.01 
and cosmology. Proceedings of the summer 
school held, 14-26 August, 1972 qt the 
Banff Centre, Banff Alberta. Ed. by 
Werner Israel. Dordrecht, Boston, Reidel, 
[1973] xii, 329 p. port. 25 cm. ISBN 9-02- 
770369-8 (Astrophysics and space science 
library, v. 38) Includes bibliographies. 
[QB460.R44] 72-97957 35.00 

i. Astrophysics—Congresses. 2. Relativity 
(Physics)—Congresses. 3. Cosmology— 
Congresses £ Israel, W., ed. I. Title. HI. 
eres. 


SYMPOSIUM on 
Cosmochemistry, 
1972. 

Cosmochemistry; proceedings of the 

Symposium ... held at the Smithsonian 

Astrophysical Observatory, Cambridge, 

Mass., August 14-16, 1972. Edited by A. 

G. W. Cameron. Dordrecht, Boston, 

Reidel, [1973]. viii, 177 p. 25 em. ISBN 9- 

09-770394-9 (Astrophysics and space 

science library, v. 40) Includes 

bibliographiss. [QB450.S96 1972] 73-88588 

8.50 


523.01 


Cambridge, Mass., 


Cosmochemistry—Congresses. L 
Cameron, Alastair Graham Walter, 1925- 
ed. II. Title. III. Series. 


NATO Advanced Study 
Institute, Schliersee, Ger., 1973. 
The interstellar medium; proceedings of 
the NATO Advanced Study Institute held 
at Schliersee, Ger., Apr. 2-13, 1973. 
Edited by K. Pinkau. Dordrecht, Boston, 
D. Reidel Pub. Co., published in 
cooperation with NATO Scientific Affairs 
Division [1974] xi, 298 p. illus. 25 cm. 
ISBN 9-02-770417-1 (NATO advanced 
study institute series. Series C: 
Mathematical and physical sciences, v. 6) 
Includes bibliographies. [QB790.N37 1973] 
73-91208 26.00 
i. Interstellar _matter—Congresses. L 
Pinkau, K., ed. II. North Atlantic Treaty 
Organization. Division of Scientific Affairs. 
II. Title. IV. Series. 


INTERSTELLAR dust and $23.1°135 
related topics. Symposium no. 52, held at 
the State University of New York at 
Albany, Albany, N.Y., U.S.A. Ed. by J 
Mayo Greenberg and H. C. van de Hulst. 
Dordrecht, Boston, Reidel, 1973. xvii, 584 
p. with iilus. 25 cm. ISBN 9-02-770396-3 
(International Astronomical Union. 
Symposium, no. 52) Sponsored by 
Commission 34 of the International 
Astronomical Union. Includes 
bibliographies. [QB791.157] 74-165434 
40.50 


523.112 


i. Cosmic dust—Congresses. 2. Outer 
space—Congresses. 3 Interstellar 
reddening—Congresses. I. Greenberg, 
Jerome Mayo, 1922- ed. II. Hulst, Hendrik 
Christoffel van de, ed. ITI. International 
Astronomical Union. Commission 34. IV. 
Title. V. Series. 

Library, binding 56.00; ISBN 9-02-770396- 


CAIDIN, Martin, 1927- 523.4 
Planetfall. New York, Coward, McCann & 
Geoghegan [1974] 249 p. illus. 22 cm. 
ISBN 0-698-10536-2 [QB601.9.C34 1974] 
73-78752 7.95 3 

1. Planets—Exploration. 2. Space probes. I. 
Title. 


ASH, Russell. 523.6 
Comets [by Russell Ash and Ian Grant. 
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New York] Bounty Books [1973] 48 p. 
illus. 25 cm. ISBN 0-517-51554-7 
Discusses the origins and characteristics of 
comets, the history of their observation, 
and their appearance in lore and literature. 
Includes a table of the most spectacular 
comets. [QB721.5.A82] 73-92615 3.95 

1. Comets—Juvenile literature. I. Grant, 
. dan, joint author. II. Title. 

Pbk., 1.98, ISBN 0-517-51555-7. 


BRANLEY, Franklyn 
Mansfield, 1915- 
Sunshine makes the seasons, by Franklyn 
M. Branley. Illustrated by Shelley 
Freshman. New York, Crowell [1974] p. 
cm. ISBN 0-690-00437-0 (Let’s-read-and- 
find-out science book) Describes how 
sunshine and the tilt of the earth’s axis are 
responsible for the changing seasons. 

[QB631.B73 1974] 73-19694 3.95 

Te Seasons—Juvenile literature. I 
Freshman, Shelley, illus. If. Title. 

Prepared from C.I.P. 


WRIGHT, Frances Woodworth. 527 
Particularized navigation: how to prevent 
navigational emergencies. Part L. 
Emergency booklet. By Frances W. 
Wright. Cambridge, Md., Cornell Maritime 
Press, 1973. p. ISBN 0-87033-488-4 
”Pocket navigation; three sheets...” (p. ) 
and ”Part II. Emergency pamphlet” ( p.) 
in pocket. [VK200.W74] 73-10239 4.00 

1.  Navigation—Safety measures. 2. 
Navigation—Tables. I. Title. 

Prepared from C.I.P. 


BUTLER, Stuart Thomas. 530 
Introduction to physics [by] S. T. Butler 
and Robert Raymond. Foreword by 
Bentley Glass. Garden City, N.Y., Anchor 
Press, 1974, c1971. 63 p. illus. 26 cm. 
ISBN 0-385-08114-6 (Their Frontiers of 
science, 1) On cover: Illustrated popular 
aaa [QC24.5.B87] 73-81421 1.95 


525.5 


i. Physics. I. Raymond, Robert, joint 
author. IT. Title. 


CORAL Gables Conference on 530 
Unity in the Natural Sciences, University 
of Miami, 1973. 

Unity in the natural sciences: a volume 

dedicated to Lars Onsager on the occasion 

of his seventieth birthday; [proceedings] 

Conference chairman: Behram Kursunoglu. 

Editor: Stephan L. Mintz. New York, 

Plenum Press [1974] p. cm. ISBN 0-306- 

36904-4 (Studies in the natural sciences, v. 

4) Includes bibliographies. [QC174.7.C67 

1973] 74-9553 32.50 

I. Onsager, Lars, 1903- 2. Statistical 

mechanics—Congresses. 3. Molecular 

biology—Congresses. 4. Quantum theory— 

Congresses. 5. Low  temperatures— 

Congresses. I. Mintz, Stephan, ed. II. Title. 

TII. Series. 

Prepared from C.I.P. 


GIANCOLI, Douglas C. 530 
The ideas of physics [by] Douglas C. 
Giancoli. New York, Harcourt Brace 
Jovanovich [1974] vii, 453 p. illus. 25 cm. 
ISBN 0-15-540557-8 Includes 
bibliographies. [QC23.G398] 74-251 9.95 

I. Physics. I. Title. 


ORBIS Scientiae, University 530 
of Miami, 1974. 
Fundamental theories in physics; 


[proceedings] Orbis Scientiae moderators: 
Donald Glaser [and others] Editors: 
Stephan L. Mintz, Laurence Mittag [and] 
Susan M. Widmayer. Scientific secretaries: 
Chui-Shuan Hui [and] Joseph F. Malerba. 
New York, Plenum Press [1974] p. cm. 
ISBN 0-306-36905-2 (Studies in the 
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natural sciences, v. 5) Sponsored by Center 
for Theoretical Studies, University of 
Miami, Coral Gables, Fla. [QC793.9.072 
1974] 74-9659 22.50 

I. Nuclear reactions—Congresses. 2. 
Particles (Nuclear physics)—Congresses. 3. 
Space and time—Congresses. 4. Stars— 
Evolution—Congresses. I. Mintz, Stephan, 
ed. If Mittag, Laurence, ed. TIT. 
Widmayer, Susan M., ec. IV. Miami, 
University of, Coral Gables, Fla. Center for 
Theoretical Studies. V. Title. VI. Series. 
Prepared from C.I.P. 


PHYSICS for career 530 
education [by] Dale Ewer. [and others] 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. ISBN 0-13-672303-9 
[QC23.P58] 74-1244 12.95 

1. Physics. I. Ewen, Dale, 1940- 

Prepared from C.I.P. 


TILLEY, Donald E., 1925- 530 
Physics for college students, with 
applications to the life sciences [by] 


Donald E. Tilley [and] Walter Thumm. 
Menlo Park, Calif., Cummings Pub. Co. 
[1974] 741 p. illus. 25 cm. ISBN 0-8465- 
7538-8 ”Derived from our other texts, 
Physics: a modern approach and College 
physics.” Includes bibliographies. 
[QC21.2.T54] 72-89140 13.95 

1. Physics. I. Thumm, Walter, joint author. 
I. Title. 


BUNGE, Mario Augusto. 530.01 
Philosophy of physics. By Mario Bunge. 


Dordrecht, Boston, Reidel [1973] 258 p. 
23 cm. ISBN 9-02-770253-5 (Synthese 
library) Bibliography: p. [238]-242. 
[QC6.B87] 72-86103 18.50 

1. Physics—Philosophy. I. Title. 
NAMIAS, Victor. 530.076 


Study guide in physics. Boston, Allyn and 
Bacon [1974- v. 24 cm. Contents.—v. 1. 
Mechanics.—v. 2. Fluid mechanics, waves, 
thermodynamics. [QC23.N25] 74-164316 
4.50 (ea. pbk.) $ 
1. Physics. I. Title. 


PHOTOMESIC and 530.08 s 
photonuclear reactions anc investigation 
methods with synchrotrons. Edited by D. 
V. Skobel’tsyn. Translated from Russian by 
Joachim R. Buchner. New York, 
Consultants Bureau [1974] p. cm. ISBN 0- 
306-10883-6 (Proceedings (Trudy) of the 
P. N. Lebedev Physics Institute, v. 54) 


Translation of Fotomezonnye i 
fotoiadernye reaktsii i metodika 
issledovaniia na sinkhrotrone. Includes 


bibliographies. [QC1.A4114 vol. 54] 
[QC794.8.P4] 539.756 73-79424 37.50 

l. Photonuclear reactions—Addresses, 
essays, lectures. 2. Mesons—Addresses, 
essays, lectures. 3. Nuclear physics— 
Instruments—Addresses, esszys, lectures. I. 
Skobel’tsyn, Dmitrii Vladimirovich, 1892- 
ed. If. Series: Akademiia nauk SSSR. 
Fizicheskii institut, Proceedings, v. 54. 
Prepared from C.I.P. 


HEILBRON, J. L. 530°.092°4 B 
H. G. J. Moseley; the life and letters of an 
English physicist, 1887-1915 [by] J. L. 
Heilbron. Berkeley, University of 
California Press [1974] xiii, 212 p. illus. 24 
em. ISBN 0-520-02375-7 Bibliography: p. 
[283}-302. [QC16.M68H44] 72-9359 
00 


i. ` Moseley, Henry Gwyn seffreys, 1887- 
1915. I. Moseley, Henry Gwyn Jeffreys, 
1887-1915. Correspondence. 1974. 


CAUSALITY and physical 530.1 
theories (Wayne State University, 1973). 
Editor: William B. Rolnick. New York, 


AMERICAN BOOK PUBLISHING RECORD 


American Institute of Physics, 1974. 177 p. 
illus. 25 cm. ISBN 0-88318-115-0 (AIP 
conference proceedings, no. 16) Includes 
bibliographical references. [QC6.4.C3C38] 
73-93420 12.00 

i. Causality (Physics) —Congresses. I. 
Rolnick, William B., ed. II Series: 
American Institute of Physics. AIP 
conference proceedings, no. 16. 


MELEHY, Mahmoud A. 530.142 
Foundations of the thermodynamic theory 
of generalized fields; essays in natural 
philosophy [by] Mahmoud A. Melehy. 
Baltimore, Mono Book Corp., 1973, [i.e. 
1974] xxiii, 255 p. illus. 24 cm. Includes 


bibliographies. [QC173.75.T5M44] 72- 
91417 15.00 

1. Unified field theories. 2 
Thermodynamics. I. Title. 

ALDER, Francis A. $30.4 


Finding out about solids, liquids, and gases, 
by Francis A. Alder. Westchester, Ill, 
Benefic Press [1974] 47 p. illus. 23 cm. 


Suggests simple experiments and 
observations that demonstrate the 
properties of solids, liquids, and gases. 
[QC173.36.A42} 73-84107 

1. Matter—Juvenile literature. I. Title. 
HEAVENS, O. S. 530.4'1 


Thin film physics [by] O. S. Heavens. 
[London] Methuen [distributed in the 
U.S.A. by Halsted Press, a division of John 
Wiley & Sons, New York, «1973, c1970] 
vii, 152 p. illus. 22 cm. ISBN 0-470-36697- 
4 (Science paperbacks, no. 95) Includes 
ribliographical references. [QC176.83.H4 
1973] 74-161951 5.50 

1. Thin films. I. Title. 


CHEN, Franics F., 1929- 530.4°4 
Introduction to plasma physics [by] Francis 
F. Chen. New York, Plenum Press [1974 
2. cm. ISBN 0-306-30755-3 [QC718.C39 
74-9632 18.00 

1. Plasma đonized gases) I. Title. 

Prepared from C.I.P. 


*BARFORD, N. C. 531 
Mechanics [by] N. C. Barford. New York, 
Wiley [1973] xv, 391 p. illus., 24 cm. 
DEN 0-471-04840-2 [QC125.2] 72-2639 
19.50 

1. Mechanics. I. Title. 

>bk.10.95, ISBN 0-471-04841-0. 


THOMPSON, J. M. T. 531.3823 
A general theory of elastic stability by] J. 
M. T. Thompson and G. W. Hunt. 
Zońdon, New York, J. Wiley [1973] 322 p. 
ilus. 24 cm. ISBN O0- aJi- 85991-5 "A 
‘Wiley-Interscience publication.” 
See ea ap [307]-[317] [OA931. T46] 
73-8199 2 

1. Elasticity. G Stability. I. Hunt, G. W., 
yoint author. 


CROXTON, C. A. 532’.05 
Liquid state  physics—a statistical 
mechanical introduction [by] Clive A. 
Croxton. [London] Cambridge University 
Press [1974] x, 421 p. 23 cm. ISBN 0-521- 
20117-9 (Cambridge monographs on 
physics) Includes bibliographical 
references. [QC175.3.C76] 72-89803 

1, Liquids, Kinetic theory of. I. Title. 
Distributed by Cambridge University Press, 
New York, 28.50 


HECHT, Eugene. 535 
Optics [by] Eugene Hecht [and] Alfred 
Zajac. Reading, Mass., Addison-Wesley 
Pub. Co. [1974] viii, 565 p. .illus. 25 cm. 
ISBN 0-201-02835-2 (Addison-Wesley 
series in physics) Bibliograph?: p. 544-545. 
[QC355.2.H42] 79-184159 


JULY 31,1974 
i. Optics. I. Zajac, Alfred, joint author. 


THORNE, Anne P. 535.84 
Spectrophysics [by] Anne P. Thorne. 
London, Chapman and Hall; New York, 
Halsted Press Division, Wiley [1974] p. 
[QC451.T47} 74-1551 15.00 

i. Spectrum analysis. I. Title. 

Prepared from C.I.P. Pbk. ed; 8.95 


PROJECT Squid Laser 535°.846 
Raman Workshop on the Measurement 
Y Joa Properties, Schenectady, N.Y., 

Laser Raman gas diagnostics; [proceedings] 

Edited by Marshall Lapp and C. M. 

Penney. New York, Plenum [1974] p. 

ISBN 0-306-30800-2 Sponsored by Project 

Squid, the Air Force Aero Propulsion 

Laboratory, and the General Electric Co. 

Includes bibliographical references. 

(QC454.R36P76 1973] 74-8800 27.50 

i. Raman effect—Congresses. 2. Raman 

spectroscopy—Congresses. 3. Gases— 

Analysis—Congresses. 4. Laser 

sSpectroscopy—Congresses. L Lapp, 

Marshall, ed. II. Penney, C. M., ed. ith 

Project Squid. IV. Air Force Aero 

Propulsion Laboratory. V. General Electric 

Company. VI. Title. 

Prepared from C.I.P. 


AMERICAN Society for 530.5 
Testing and Materials. Committee E-20 
on Temperature Measurement. 

Manual on the use of thermocouples in 

temperature measurement. [2d ed] 

Philadelphia, American Society for Testing 

and Materiais [1974] ix, 252 p. illus. 24 

cm. (ASTM special technical publication 

470A) ”Sponsored by ASTM Committee 

E-20 on Temperature Measurement and 


Subcommittee IV on Thermocouples, 
American Society for Testing and 
Materials.” Bibliography: p. 229-246. 


[QC274.A46 1974] 53. 90277 17.50 
Thermocouples—Handbooks, manuals, 
ete. L American Society for Testing and 
Materials. Subcommittee IV on 
Thermocouples. I. Title. IH. Series: 
American Society for Testing and 
Materials, Special technical publication 


*SIMON, Albert, comp. 537.16 
Advances in plasma physics. 

Vol. 5 edited by Albert Simon and William 
B. Thompson is available from John Wiley 


for 24.95. ISBN 0-471-79196-2. L.C. 
card no.: 67-29541. 
LANG, Sidney B. 537.244 


Sourcebook of pyroelectricity [by] Sidney 
B. Lang. London, New York, Gordon and 
Breach Science Publishers [1974] xv, 562 
p. illus. 24 cm. ISBN 0-677-01580-1 
(Ferroelectrics and related phenomena, v. 
2) ”Pyroelectricity bibliography”: p. 167- 
375. [Z7144.P9L36] 73-82480 49.50 
1. Pyro- and piezo-electricity—Indexes. 2. 
Pyro- and piezo-electricity. I. Title. 


TALLAN, Norman M. 537.6°2 
Electrical conductivity in ceramics and 
glass. Edited by N. M. Tallan. New York, 
M. Dekker, 1974- v. illus. 24 om. ISBN 
0-8247-6087-5 (Ceramics and glass: science 
and technology) Includes bibliographical 
references. [QC610.4.T34] 73-82195 26.50 

1. Electric conductivity. 2. Ceramic 
imaterials—Electric properties. 3. Glass— 
Electric properties. I. Title. 


CARONA, Philip B. 538 
Finding out about magnets, by Philip B. 
Carona. Westchester, Ill, Benefic Press 
[1974] 47 p. illus. 23 cm. Discusses the 
characteristics of magnets, suggests 


experiments that demonstrate these 
properties, and discusses their -practical 
uses. [QC527.2.C37] 73-85125 

L Magnetism—Experiments—Juvenile 
literature. I. Title. 


RUSHWORTH, F. A. 538.3 
Nuclear magnetic resonance. Authors: F. 
A. Rushworth and D. P. Tunstall. New 
York, Gordon and Breach Science 
Publishers [c1973] xii, 253 p. illus. 24 cm. 
ISBN 0-677-04820-3 (Documents on 
modern physics) Errata slip inserted. 
Bibliography: p. 239-247. [QC762.R87] 72- 
89713 24.00 

1. Nuclear magnetic resonance. I. Tunstall, 
David Prestwich, 1939- joint author. 


INTERNATIONAL Conference on 539.7 
Nuclear Physics, Munich, 1973 

Proceedings of the International 
Conference on Nuclear Physics, Munich, 
August 27-September 1, 1973. Ed. by J. de 
Boer and H. J. Mang. Amsterdam, North 
Holland Pub. Co.; New York, American 
Elsevier Pub. Co., 1973 [i.e., 1974] 2 v. 25 
cm. Sponsored by the International Union 
of Pure and Applied Physics and others. 
Contents.—v. 1. Contributed papers.—v. 2. 
Invited papers. Includes bibliographical 
references. [QC770.1515 1973] 73-84872 
78.00 (2 Vols.) 

i. Nuclear physics—Congresses. I. Boer, 
Jan de, ed. I Mang, H. J, ed. UL 
International Union of Pure and Applied 
Physics. 


SHALIT, Amos de, 1926-1969. 539.7 
Theoretical nuclear physics [by] Amos de 
Shalit [and] Herman Feshbach. New York, 


Wiley [1974- cl973- p. ISBN 0-471- 
20385-8 Contents.—v. l. Nuclear 
structure. Bibliography: v. l, p 


[QC771.S48] 73-17165 27.50 

1. Nuclear physics—Collected works. 2. 
Nuclear reactions—Collected works. I. 
Feshbach, Herman, joint author. IT. Title. 
Prepared from C.I.P. 


*SETTI, Riccardo Levi 539.721 
Strongly interacting particles [by] Riccardo 
Levi Setti and Thomas Lasinski Chicago, 
University of Chicago Press [1973] vi, 322 
p. 21 cm. ISBN 0-226-47444-5 (Chicago 
lectures in physics) [QC793.2] 73-83750 

1. Particles (Nuclear physics) I. Lasinski, 
Thomas, joint author II. Title. III. Series. 


CHEMISTRY; 540 
a modern introduction [by] Frank Brescia 
[and others] Philadelphia, Saunders, 1974. 
xvii, 644, xxii p. illus. 27 cm. ISBN 0- 
7216-1983-5 (Saunders golden series) 
Includes bibliographical references. 
[QD31.2.C4] 73-80974 14.50 

1. Chemistry. I. Brescia, Frank, 1908- 
Instructor’s manual available. 


DRAGO, Russell S. 540 
Principles of chemistry with practical 
perspectives [by] Russell S. Drago. Boston, 
Allyn and Bacon [1974] xii, 755 p. illus. 
25 cm. Includes bibliographical references. 
[QD31.2.D7] 73-87540 13.95 

1. Chemistry. I. Title. 


GESSER, Hyman D., 1929- 540 
Descriptive principles of chemistry [by] 
Hyman D. Gesser. Saint Louis, C. V. 
Mosby, 1974. p. ISBN 0-8016-1804-5 
[QD31.2.G46] 73-11027 15.00 

i. Chemistry. I. Title. 

Prepared from C.LP. 


HUYSER, Earl S., 1927- 540 
General college chemistry [by] Earl S. 
Huyser. Lexington, Mass., Heath [1974] 
xix, 565 p. illus. 27 cm. ISBN 0-669- 
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86223-1 [QD31.2.H89] 73- 8023 11.95; 
instructor’s manual free. 

i. Chemistry. I. Title. 

PETERS, Edward I. 540 


Introduction to chemical principles [by] 
Edward I. Peters. Philadelphia, Saunders, 
1974. xi, 551, vii p. illus. 27 cm. ISBN 0- 


7216-7208-6 (Saunders golden series) 
[QD33.P44] 73-91277 12.50 

1. Chemistry. I. Title. 

LACINIO, Giano, ed. 540.1 


The new pearl of great price. A treatise 
concerning the treasure and most precious 


- stone of the philosophers. New York, Arno 


Press, 1974. p. cm. ISBN 0-405-05911-6 
(Gold: historical and economic aspects) 
Translation of Pretiosa margarita novella 
de thesauro ac pretiosissimo 
philosophorum lapide; translated and 
edited by A. E. Waite. Reprint of the 1894 
ed. published by J. Elliott, London. 
Original t.p. reads: The new pearl of great 
price. A treatise concerning the treasure 


and most precious stone of the 
philosophers. Or the method and 
procedure of this divine art; with 


observations drawn from the works of 
Arnoldus, Raymondus, Rhasis, Albertus, 
and Michael Scotus, first published by 
Janus Lacinius, the Calabrian, with a 
copious index. The original Aldine edition 
translated into English. "The new pearl of 
great price ... by Peter Bonus, of Ferrara”: 
p. [(QD25.L1713 1974] 74-349 24.00 

i. Alchemy. I. Waite, Arthur Edward, 
1857-1942, ed. II. Bonus, Petrus, fl. 1323- 


1330. Pretiosa margarita novella. English. 
1974. HIE Title. IV. Series. 

Prepared from C.I.P. 

BUTLER, Ian S. 540°.76 


Relevant problems for chemical principles 
[by] Ian S. Butler [and] Arthur E. Grosser. 
2d ed. Menlo Park, Calif., W. A. Benjamin 
[1974] 523 p. illus. 24 cm. [QD42.B848 
1974] 73-7110 4.95 (pbk.) 

I. Chemistry—FProblems, exercises, etc. I. 
Grossen Arthur E., 1934- joint author. H. 

itle. 


NEW concepts H. 540.8 s 
Berlin, New York, Springer-Verlag, 1973. 


170 p. illus. 24 cm. (Topics in current 
chemistry, 42) Includes bibliographical 
references. [QD1.F58 Bd. 42] [QD455] 


541’.3 74-164309 20.80 

1. Chemistry, Physical and theoretical— 
Addresses, essays, lectures. I. Series: 
Fortschritte der chemischen Forschung, 42. 


POLLUTION control and 540.8 s 
energy needs; a symposium. Robert M. 
Jimeson and Roderick S. Spindt, editors. 
Washington, American Chemical Society, 
1973. xiii, 249 p. illus. 24 cm. ISBN 0- 
8412-0190-0 (Advances in chemistry 
series, 127) Held at the American 
Chemical Society meeting in New York, 
Aug. 29-30, 1972; co-sponsored by the 
Division of Fuel Chemistry and the 
Division of Petroleum Chemistry. Includes 
bibliographical references. [QD1.A355 no. 
127] [TD885.5.885] 628.5 73-92108 13.95 
1. Atr—Pollution. 2. Desulphuration. 3. 
Flue  gases—Purification. [. Jimeson, 
Robert M., ed. I. Spindt, Roderick S., ed. 
TH. American Chemical Society. Division 
of Fuel Chemistry. IV. American Chemical 
Society. Division of Petroleum Chemistry. 
V. Title. VI. Sertes. 


SOLID state 541.0471 
chemistry. Edited by C. N. R. Rao. New 
York, M. Dekker, 1974. x, 918 p. illus. 24 
cm. ISBN 0-8247-6100-6 Based on lectures 
given at the Winter School in Solid State 


67 


500 PURE SCIENCE 


Chemistry ` conducted at the Indian 
Institute of Technology in Kanpur, India, 
during Dec., 1971. Includes bibliographical 
references. [QD478.S863] 73-82705 59.50 

1. Solid state chemistry. I Rao, 
Chintamani Nagesa Ramachandra, ed. II. 
Winter School in Solid State Chemistry. 
Indian Institute of Technology, Kanpur, 
1971. 


*SCHARF, Walter. 541.22 
Molecules in a test tube: an introduction to 
chemical experimentation. Ann Arbor, 


Mich., Edward Brothers [1973] 134 p. 
illus., 28 cm. [QD457] 3.50 (pbk.) 
1. Molecules—Laboratory manuals. I. Title. 


COOK, David B. 541°.224 
Ab initio valence calculations in chemistry 

y] D. B. Cook. New York, Wiley [1974] 
ix, 271 p. 25 cm. ISBN 0-470-17000-X "A 
Halsted Press book.” [QD462.C66 1974] 
73-15144 27.50 


1. Quantum chemistry. 2. Valence 
(Theoretical chemistry) I. Title. 
SHOEMAKER, David P. 541°.3°028 


Experiments in physical chemistry [by] 
David P. Shoemaker, Carl W. Garland 
[and] Jeffrey I. Steinfeld. 3d ed. .New 
York, McGraw-Hill [1974] p. cm. ISBN 
0.07-057003-5 [QD457.S56 1974] 74-4495 
12.95 

i. Chemistry, Physical and theoretical— 
Laboratory manuals. I. Garland, Carl W. 
joint author. IL Steinfeld, Jeffrey L, joint 
author. II. Title. 

Prepared from C.I.P. 


PERRIN, Douglas Dalzell. 541.34 
Buffers for pH and metal ion control [by] 
D. D. Perrin [and] Boyd Dempsey. 
London, Chapman and Hall; New York, 
Halsted Press Division, Wiley [1974] p. 
cm. ISBN 0-470-68067-9 Includes 
bibliographical references. [QD561.P44] 
74-2779 11.50 

1. Buffer solutions. 2.  Hydrogen-ion 
concentration. 3. Metal ions. I. Dempsey, 
Boyd, joint author. II. Title. 

Prepared from C.I.P. 


PAPAHADJOPOULOS, 
D 


Phospholipid vesicles (liposomes) as 
models for biological membranes: their 
properties and interactions with cholesterol 
and proteins, by D. Papahadjopoulos and 
H. K. Kimelberg. [lst ed.] Oxford, New 
York, Pergamon Press [1973 i.e. 1974] viii, 
141-232 p. illus. 21 cm. ISBN 0-08- 
017790-5 (Progress in surface science, v. 4, 
pt. 2) Includes ae ar ae) references. 
[QD506.P76 vol. 4, 2] [QH601] 
574.8°75 74-165134 8.84 Tbk) 

i. Liposomes. 2. Biological models. 3. 
Cholesterol. 4. Proteins. I. Kimelberg, H. 
K., joint author. II. Title. II. Series. 


KHYM, Joseph X. 541.3723 
Analytical ion-exchange procedures in 
chemistry and biology: theory, equipment, 
techniques [by] Joseph X. Khym. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN 0-13-034942-9 


541.345308 s 


Includes bibliographical references. 
[QD63.I55K48] 74-5343 10.95 

i. fon exchange. 2. Jon exchange 
chromatography. I. Title. 

Prepared from C.I.P. 

FRIED, Ilana. 541.3724 


The chemistry of electrode processes. 
London, New York, Academic Press, 
1973, fie. 1974] x, 225 p. illus. 24 cm. 
ISBN 0-12-267650-5 Bibliography: p. 217. 
[QD571.F84] 73-9458 13.75 

1. Electrodes. 2. Electrochemistry. I. Title. 
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KLOPMAN, Gilles, 1933- 541°.393 
Chemical reactivity and reaction paths. 
Edited by Gilles Klopman. New York, 


Wiley [1974, c1973] p. ISBN 0-471- 
49355-4 "A Wiley-Interscience 
publication.” Includes bibliographical 


references. [(QD505.5.K55 1974] 73-17325 
19.95 

1. Reactivity (Chemistry) I. Title. 

Prepared from C.I.P. 


WEINER, Susan A. 542 
Introduction to chemical principles; a 
laboratory approach [by] Susan A. Weiner 
[and] Edward I. Peters. Philadelphia, 
Saunders, 1974. ix, 253 p. illus. 25 cm. 
ISBN 0-7216-9159-5 (Saunders golden 
series) [QD45.W42] 73-89934 5.50 (pbk.) 
l. Chemistry—Laboratory manuals. I. 
Peters, Edward I, joint author. If. Title. 


X-RAY diffraction 544’.66 
[by] Leonid V. Azaroff [and others] New 
York, McGraw-Hill [1974, c1973] p. cm. 
ISBN 0-07-002672-6 (International series 
in pure and applied physics) Bibliography: 
p. [QC482.D5X7 1974] 73-21547 25.00 


1 X-rays—Diffraction. 2. X-ray 
crystallography. I. Azaroff, Leonid V. 
Prepared from C.I.P. 

WILSON, Larry E. 545 


Introductory quantitative analysis [by] 
Larry E. Wilson. Columbus, Ohio, Merrill 
[1974] viii, 391 p. illus. 24 cm. ISBN 0- 
675-08869-0 Bibliography: p. 364-366. 
(QD101.2.W54] 73-87528 12.95 

1. Chemistry, Analytic—Quantitative. I. 
Title. 


*ANNUAL reports in inorganic 546 
and general synthesis, 1972. Edited by 
Kurt Niedenzu [and] Hans Zimmer. New 
York, Academic Press, [1973- v. 26 cm. 


ISBN 0-12-040701-9 Includes 
a aaa [QD151] 72-9991 12.50 
bk. 


I. Chemistry, Inorganic. I. Niedenzu, Kurt, 
ed. IT. Zimmer, Hans, e 


PASS, Geoffrey. 546.028 
Practical inorganic chemistry: preparations, 
reactions, and instrumental methods [by] 
Geoffrey Pass and Haydn Sutcliffe. 2d ed. 
London, Chapman and Hall; [distributed 
by] Halsted Press, New York [1974] p. 
cm. ISBN 0-470-66896-2 Includes 
bibliographies. [QD155.P3 1974] 74-4163 
7.95 


L Chemistry, Inorganic—Laboratory 
manuals. I. Sutcliffe, Haydn, joint author. 
I. Title. 

Prepared from C.I.P. 


BEN-NAIM, Aryeh. 546’.22 
Water and aqueous solutions; a molecular 
theory [by] Arieh Ben-Na:m. New York, 
Plenum Press [1974] p. cm. ISBN 0-306- 
30774-X Bibliography: p. [QD541.B46] 74- 
7325 29.50 

J. Solution (Chemistry) 2. Water. 3. 
Molecular theory. I. Title. 

Prepared from C.I.P. 


SMITH, William Burton, 1927- 547 
Molecular orbital methods in organic 
chemistry HMO and PMO; an 


introduction [by] William B. Smith. New 
York, M. Dekker, 1974. xi, 161 p. illus. 24 
em. ISBN 0-8247-6127-8 (Studies in 
organic chemistry, v. 2) Bibliography: p. 
157-158. [QD476.S57] 73-90765 14.50 

dł. Chemistry, Physical organic. 2. 
Molecular orbitals. 3. Quantum chemistry. 
. Title. 


AMERICAN BOOK PUBLISHING RECORD 
SPREMULLI, Gertrude 547.002461 
Haspeslagh. 
Essentials of chemistry for the health 
sciences [by] Gertrude H. Spremulli. 
Columbus, Ohio, Merrill [1974] x, 260 p. 
illus. 24 cm. ISBN 0-675-08840-2 (Merrill 
chemistry series) [QD33.876] 73-91054 
9 


1. Chemistry. I. Title. 


CROMPTON, Thomas Roy. 547.05 
Chemical analysis of organometallic 
compounds [by] T. R. Crompton. London, 
New York, Academic Press, 1973, [i.e. 
1974] v. illus. 24 cm. (The Analysis of 
organic materials, 4-) Contents.—v. 1. 


Elements of groups I-II. Includes 
bibliographies. [QD411.C76] 73-9456 
16.25 


1. Organometallic compounds—Analysis. I. 
Title. 


SWAN, John Melvin. 547.05 
Organometallics in organic synthesis [by] 
J. M. Swan [and] D. St. C. Black. London, 
Chapman and Hall [Distributed in the 
U.S.A. by Halsted Press, New York, 1974] 
158 p. illus. 21 cm. ISBN 0-412-10870-4 
(Chapman and iar EREN textbook 
series) Bibliography: p. 139-145. 
[QD262.S89 1974]. FA 165116 7.25 (pbk.). 
1. Chemistry, Organic—Synthesis. 2. 
Organometallic compounds. I. Black, 
David St. Clair, joint author. IL. Title. 


HIRSCH, Jerry A. 547.13 
Concepts in theoretical organic chemistry 
[by] Jerry A. Hirsch. Boston, Allyn and 
Bacon [1974] xii, 292 p. illus. 24 cm. 
Includes bibliographical references. 
[QD476.H54] 73-88134 16.95 

1. Chemistry, Physical organic. I. Title. 


SHOSTAKOVSKII, Mikhail 547.413 
Fedorovich. 

The chemistry ór “ia aie py M. F. 

Shostakovskii V. Bogdanova. 

Translated from seen by N. Mandel. 

Translation edited by N. Lederman. New 

York, Wiley [1974] p. cm. ISBN 0-470- 


78854-2 Translation of Khimiia 
diatsetilena. ”A Halsted Press book.” 
Bibliography: p. [QD305.H8S5313] 74- 
8274 45.00 


1. Acetylene. 2. Acetylene compounds. I. 
Bogdanova, Anna Vasil’evna, joint author. 
II. Title. 

Prepared from C.I.P. 


NOZOE, Tetsuo, 1902- comp. 547.6 
Topics in  nonbenzenoid aromatic 
chemistry. Editors: Tetsuo Nozoe [and 
others} New York, Wiley [1974- c1973] p. 
cm. ISBN 0-470-65155-5 ”A Halsted Press 
book.” [QD330.N69] 74-4334 21.50 

1. Aromatic compounds—Collected works. 
I. Title. 

Prepared from C.I.P. 


HONEYMAN, John. 547.78 
Guthrie and Honeyman’s introduction to 
carbohydrate chemistry, by R. D. Guthrie. 
4th ed. Oxford, Clarendon Press, 1974. vii, 
120 p. 22 cm. ISBN 0-19-855142-8 First- 
3d ed. published under title: An 
introduction to the chemistry of 
carbohydrates. Bibliography: p. [112] - 114. 
[QD321.H7618 1974] 74-165115 

1. Carbohydrates. I. Guthrie, Roy David, 
joint author. H Tite. II Title: 
Introduction to carbohydrate chemistry. 
Distributed by Oxford University Press, 
New York, 13.00; 5.50 (pbk.), ISBN 0-19- 
855143-6 

*PRESCOTT, David, comp. 547.780 
Methods in cell biology.  * 

Vol. VIH is available from Academic Press 


JULY 31,1974 


for 35.00. ISBN 0-12-564108-7. L.C. 

card no.: 64-14220. 

pe EERNATIONAL review of 547.805 
cytology. 


ol. 37, 1974, edited by G. H. Burne, J. F. 
Danielli, with K. W. Jeon, is available from 
Academic, N.Y. for 29.50, ISBN 0-12- 
364337-6, L.C. card no: 52-5203. 


HANAUER, Elsie V. 549.075 
Rocks and minerals of the Western United 
States [by] Elsie Hanauer. South 
Brunswick, A. S. Barnes [1974] p. cm. 
ISBN 0-498-01273-5 Bibliography: p. 
[QE445.W47H36] 73-144 8.95 

1. Rocks—Collectors and collecting—-The 


West. 2. Mineralogy-—Collectors and 
collecting—The West. I. Title. 

Prepared from C.I.P. 

MILLIMAN, John D. 549.78 s 


Marine carbonates [by] J. D. Milliman. 
Berlin, Heidelberg, New York, Springer, 
1974. xiv, 375 p. several ill. 25 cm. (His 
Recent sedimentary Paine pt. 1) 
Bibliography: [319]-363. 
[QEA TI. 15.C3M54 pt. Pi) 549.78 73-82359 


A AA Carbonate. 2. Marine sediments. 
I. Title. II. Series. 


MILLIMAN, John D. 549.78 
Recent sedimentary carbonates, by J. D. 
Milliman, G. Muller [and] U. Forstner. 
Berlin, Heidelberg, New York, Springer, 


T illus. 25 cm. Bibliography: 
[319]- -363. [QE471.15. CMSA “g 

166333 25.50 

1. Rocks, Carbonate. 2. Geology, 


Stratigraphic—Recent. I. Muller, German. 
If, Forstner, Ulrich. Il. Title. 


BYRNE, Frank Edward, 1907- 550 
Earth and man [by] Frank Byrne. 
Dubuque, Iowa, W. C. Brown Co. [1974] 
xiii, 765 p. illus. (part col.) 24 cm. ISBN 0- 


697-05078-5 Bibliography: p. 755-757. 
[QE28.B97] 73-93841 10.95 

1. Earth sciences. I. Title. 

CORLISS, William R. 550 


Strange phenomena; a sourcebook of 
unusual natural phenomena. Compiled by 
William R. Corliss. Glen Arm, Md. [1974- 
v. (loose leaf) 23 cm. ISBN 0-9600712-1- 
0 [QE53.C67] 73-91248 6.95 (v. 1) 

I. Earth sciences—Miscellanea. 2. Man, 
Prehistoric—Miscellanea. 3. Astronomy— 
Miscellanea. I. Title. 


HESSE, Walter H. 550 
The earth and its environment [by] Walter 
H. Hesse [and] Robert L. McDonald. 
Encino, Calif., Dickenson Pub. Co. [1974] 
x, 486 p. illus. 25 cm. ISBN 0-8221-0115-7 
[QE26.2.H47] 73-76613 

L Earth sciences. 2, Astronomy. I. 
eee Robert L., joint author. H. 

Fte. 


MENARD, Henry W. 550 
Geology, resources, and society; an 
introduction to earth science [by] H. W. 
Menard. San Francisco, W. H. Freeman 
[1974] xi, 621 p. illus. 25 cm. ISBN 0- 
7167-0260-6 (A Series of books in 
geology) Includes bibliographies. 
fQE284 M48] 73-17151 12.95 

i. Earth sciences. I. Title. 


Li 

*DAVIS, Alan. 551 
Inside the earth. New York, Grosset & 
Dunlap [1973] 48 p. illus. (part col.), 29 
cm. ISBN 0-448-00729-0 (Visual books) 
[QB631] 72-12134 1.95 

Earth—Juvenile literature. I. Title. 
ie bdg. 2.74, ISBN 0-448-03532-4 


MATTHEWS; William Henry, 551.312 
1919- 

The story of glaciers and the ice age, by 
William H. Matthews, III. Irvington-on- 
Hudson, N.Y., Harvey House [1974] 142 
p. illus. 26 cm. ISBN 0-8178-5141-0 
Bibliography: p. 137. Describes the 
characteristics of various types of glaciers 
and examines their role in shaping the 
earth’s surface. [GB2403.M34 1974] 73- 
79452 5.79 (lib. bdg.) 

1. Glaciers—Juventie literature. 2. Glacial 
epoch—Juventile literature. I. Title. 


TRICART, Jean. 551.4 
Introduction to climatic geomorphology 
[by] J. Tricart and A. Cailleux. Translated 
from the French by Conrad J. Kiewiet de 
Jonge. New York, St. Martin’s Press 
[1973, c1972] xv, 295 p. illus. 25 cm. 
(Geographies for advanced study) 
Translation of Intraduction a la 
geomorphologie climatique. Includes 
bibliographies. [GB406.T7413 1973] 72- 
85828 17.95 

J. Climatic geomorphology. I. Cailleux, 
Andre, 1907- joint author. I. Title. 


TRICART, Jean. 551.4°0913 
The landforms of the humid tropics, 
forests, and savannas [by] J. Tricart. 
Translated by Conrad J. Kiewiet de Jonge. 
New York, St. Martin’s Press [1973, 
c1972] xvi, 306 p. illus. 24 cm. 
(Geographies for advanced study) 
Translation of Le modele des regions 
chaudes, forets et savanes. Bibliography: p. 
264- ee [GB399.T713 1973] 72-85829 
17.9 

1. Tropics. 2. Geomorphology. 3. Rain 


forests. 4. Grasslands. I. Title. 
DAVIES, John Lloyd. 551.45 
Geographical variation in coastal 


development [by] J. L. Davies. New York, 
Hafner Pub. Co., 1973. vii, 204 p. illus. 26 
cm. ISBN 0-02-843780-2 (Geomorphology 
texts, 4) Bibliography: p. 187-197. 
[GB451.D38 1973] 72-94632 14.95 

1. Coasts. I. Title. II. Series. 


*SOPER, Tony. 551.45 
The shell book of beachcombing, [by] 
Tony Soper. With illustrations by Robert 
Gillmore. New York, Taplinger Publishing 
Co., [1973, c1972] 128 p., illus, 21 cm. 


ISBN 0-8008-7177-4 Bibliography: 119- 
121. [GB451] 73-5276 5.50 

1. Beaches. 2. Coast. I. Title. 

WALLACE, William J. 551.4601 


The development of the chlorinity/salinity 
concept in oceanography. [By] William J. 
Wallace. Amsterdam, New York, Elsevier 
Scientific Pub. Co., 1974. xii, 227 p. 25 
em. ISBN 0-444-41118-6 (Elsevier 
oceanography series, v. 7) Bibliography: p. 
[209]-220. [GC111.W34] 72-97440 16.75 

i. Sea-water. 2. Chemical oceanography— 
History. I Title. 


CONFERENCE on 551.508 s 
Hydrology and Hydrometeorology in the 
Economic Development of Africa, Addis 
Ababa, 1971. 

The role of hydrology and 

hydrometeorology in the economic 

development of Africa. Le role de 

Vhydrologie et de ’hydrometeorologie dans 

le developpement economique de I’ Afrique. 

Geneva, World Meteorological 

Organization, 1972 v. 2. illus. 28 cm. 

(WMO, no. 301) English and French. Held 

13-23 September 1971; sponsored by the 

Economic Commission for Africa and the 

World Meteorological Organization. 

Contents— —v. 2. Technical papers. 


500 PURE SCIENCE . 


Includes bibliographies. [Qc8s1. “weads no. 
301 ete.] [GB800] 333.910096 74-161637 

1. Hydrology—Africa—Congresses. 2. 
Meteorology—Africa—Congresses. 3. 
Africa—Economic policy—Congresses. I. 
United Nations. Economic Commission for 
Africa. H. World Meteorological 
Organization. HI. Title. IV. Title: Le role 
de hydrologie et de l’hydrometeorologie 
dans le developpement economique de 
l’Afrique. V. Series: World Meteorological 
Organization. WMO publications, no. 301. 

Distributed by Unipub; 8.50 (pbk.). 


SYMPOSIUM on Energy 551.5°08 s 


Fluxes over Polar Surfaces, Moscow, 
1971. 

Energy fluxes over polar surfaces; 
proceedings of the 
TAMAP/TAPSO/SCAR/WMO 


symposium, Moscow, 3-5 August 1971. 
Edited by Svenn Orvig. Geneva, World 
Meteorological Organization, 1973. iv, 299 
p. illus. 28 cm. (WMO [publication] no. 
361) (World Meteorological Organization. 
Technical note no. 129) [QC851.W6445 
no. 361] [QC809.E6] 551.5’2 74-162661 . 
i. Energy budget (Geophysics)— 
Congresses. 2. Polar regions—Climate— 
Congresses. I. Orvig, Svenn, ed. I. 
International Association of Meteorology 
and Atmospheric Physics. Hf. Title. IV. 
Series. V. Series: World Meteorological 
Organization. WMO publication no. 361. 
Distributed by Unipub; 35.00 


ADVANCES in satellite $51.5°1 
meteorology. N. K. Vinnichenko and A. G. 
Gorelik, editors. Translated from Russian 
by M. Levi. Translation edited by P. 
Greenberg. New York, Wiley [1974] p. 
cm. ISBN 0-470-90836-X Translation of 
Sputnikovaia meteorologiia. “A Halsted 
Fress book.” [QC973.2.A3813] 74-8461 
1. Radio meteorology—Addresses, essays, 
lectures. 2. Astronautics in meteorology— 
Addresses, essays, lectures. 3. Radar 
meteorology—Addresses, essays, lectures. 
I. Vinnichenko, Nikolai Konstantinovich, 
ed. II, Gorelik, A. G., ed. 

Prepared from C.I.P. 


IRIBARNE, Julio Victor. 551.522 
Atmospheric thermodynamics. [By] J. V. 
Iribarne and W. L. Godson. Dordrecht, 
Boston, Reidel, [1973]. x, 222 p. illus. 25 
cm. ISBN 9-02-770370- A (Geophysics ae 


astrophysics monographs, vV. 
[Qc880. 4.T5174] 73- 38591 21.50 (lib. 
“Atmospheric thermodynamics. I, 


Gadion W. L., joint author. II. Title. II 
Series. ; 
Pbk., 11.50, ISBN 9-02-770371-X. 


UNITED States. Naval 551.6094 
Weather Service Command. 
Summary of synoptic meteorological 


observations: Western European coastal 
marine areas. (Ashville, N.C.; Obtainable 
from the National Technical Information 
Service, Springfield, Va., 1974] 2 v. map 
(p. [2] of cover) 22 x 28 cm. ”Prepared by 
. National Climatic Center.” On spine: 
Western European coastal marine areas. 
Contents.—v. 1. Area 1: Lisbon. Area 2: 
Aveiro. Area 3: Porto. Area 4: La Coruna. 
Area 5: Gijon. Area 6: Bordeaux.—v. 2. 
Area 7: Nantes. Area 8: Plymouth. Area 9: 
English Channel. Area 10: Dover Strait. 
Area 11: Bristol Channel. [QC994.1.U55 
1974] 74-600860 

i. Meteorology—Atlantic region— 
Observations. 2. Synoptic meteorology. I. 
National Climatic Center. I. Title. TII. 
Title: Western European coastal marine 
areas. 
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500 PURE SCIENCE Í 


HARBAUGH, John Warvelle, 
1926- 

Stratigraphy and the geologic time scale 
[by] John W. Harbaugh. 2d ed. Dubuque, 
Iowa, W. C. Brown Co. [1974] vii, 136 p. 
illus. 23 cm. ISBN 0-697-05011-4 (Brown 
foundations of earth science series) The 
1968 ed. published under title: Stratigraphy 
and geologic time. Includes bibliographies. 
[QE651.H3 1974] 73-93151 2.50 (pbk.) 

1. Geology, Stratigraphic. 2. Geological 
time. I. Title. 


FACIES and the 551.8°1 
reconstruction of environments; selected 
papers reprinted from AAPG bulletin. 
Tulsa, Okla., American Association of 
Petroleum Geologists, 1974. 223 p. illus. 
25 cm. (AAPG reprint series, no. 10) 
Includes bibliographies. [QE651.F27] 74- 
76996 

1. Facies (Geology) 2. Rocks, Sedimentary. 
£ American Association of Petroleum 
Geologists. Bulletin. Hf. Series:- American 
Association of Petroleum Geologists. 
AAPG reprint series, no. 10. 


CARMICHAEL, Ian S. E. 5527.1 
Igneous | petrology [by] Ian S E 
Carmichael, Francis J. Turner [and] John 
Verhoogen. New York, McGraw-Hill 
[1974] p. cm. ISBN 0-07-009987-1 
(McGraw-Hill international series in the 
earth and planetary sciences) ”Replaces 
and greatly amplifies much of the content 
of the first fifteen chapters of ... Igneous 
and metamorphic petrology [by F. J. 
Turner and J. Verhoogen] (McGraw-Hill, 
1960)” [QE461.C37] 74-5093 18.50 

I. Rocks, Igneous. I. Turner, Francis J, 
joint author. II. Verhoogen, John, 1912- 
joint author. IIT. Title. 

Prepared from C.I.P. 


RIEKA, Herman H. 5527.5 
Compaction of argillaceous sediments. [By] 
Herman H. Rieke and George V. 
Chilingarian. Amsterdam, New York, 
Elsevier Scientific Pub. Co., 1974. xiv, 424 
p. with illus. 25 cm. ISBN 0-444-41054-6 
(Developments in sedimentology, 16) 
Includes bibliographies. [QE471.3.R53] 74- 
190682 29.75 

1. Clays. 2. Silt. 3. Rocks, Sedimentary. I. 
Chilingar, George V., joint author. IT. Title. 
HI. Series. 


MCKELVIE, Martha Groves. 553.8 
Gems of the good earth. Philadelphia, 
Franklin Pub. Co. [c1973] xv, 91 p. illus. 
24 cm. [QE392.M26] 73-79748 6.95 

1. Precious stones. I. Title. 


TATSCH, J. H. 559.9°1 
The Moon: its past development and 
present behavior; an analysis of lunar 
origin and development during the 4.6 
billion years that the Moon is believed to 
have been in existence [by] J. H. Tatsch. 
Sudbury, Mass., Tatsch Associates, 1974. 
338 p. illus. 24 cm. ISBN 0-912890-05-3 
Bibliography: p. 270-320. [QB581.T38] 73- 
88554 10.00 

1. Moon. I. Title. 


DAILEY, Donald H. 563.1 
Early Cretaceous Foraminifera from the 
Budden Canyon Formation, northwestern 
Sacramento Valley, California, by Donald 
H. Dailey. Berkeley, University of 
California Press, 1973. vi, 111 p. illus. 26 
cm. ISBN 0-520-09486-7 (University of 
California publications in geological 
sciences, v. 106) (A Contribution of the 
Museum of Paleontology, University of 
California, Berkeley) Bibliography: p. 102- 
111. [QE772.D34] 72-619682 7.00 (pbk.) 

i. Foraminifera, Fossil. 2. Paleontology— 


551.7°01 
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Cretaceous. 3. Paleontoiogy—California— 
Sacramento Valley. I. Title. II. Series: 


California. University. University of 
California publications in geological 
sciences, v. 106. Ill, Series: California. 
University. Museum of Paleontology. 
Contributions 

BROWER, James C. 563°.91°097689 
Middle Ordovician crinoids from 
southwestern Virginia and eastern 
Tennessee, by James C. Brower and Julia 
Veinus. Ithaca, N.Y., Paleontological 


Research Institution, 1974. 125 p. illus. 23 
em. (Bulletins of American paleontology, 
v. 66, no, 283) Bibliography: p. 102-106. 
(QE782.B76] 74-75976 

1. Crinoidea, Fossil. 2. Paleontology— 
Ordovician. 3. Paleontology—Virginia. 4. 
Paleontology—Tennessee. I. Veinus, Julia, 
Joint author. IL. Title. III. Series. 


BLAKE, D. Bryan. 563°.93°0978 
Ossicle morphology of some recent 
asteroids and description of some west 
American fossil asteroids, by Daniel Bryan 
Blake. Berkeley, University of California 
Press, 1973. 59 p. illus, 19 plates. 26 cm. 
ISBN 0-520-09472-7 (University of 
California publications in geological 
sciences, v. 104) Bibliography: p. 57-59. 
[QE783.A7B55] 72-87674 6.25 (pbk.) 

1. Starfishes, Fossil. 2. Starfishes. 3. 
Paleontology-—The West F Title. HM. 
Series: California. University. University of 


California publications in geological 
sciences, v. 104. 
ANSTEY, Robert L. 564.7 


Eden Shale bryozoans: a numerical study 
(Ordovician, Ohio Valley), by Robert L. 
Anstey and T. G. Perry. East Lansing 
{Museum, Michigan State University] 1972 
[i.e. 1973] 80 p. illus. 27 om. (Publications 
of the Museum, Michigan State Ynivecsiy, 
Paleontological series, 1) 
Bibliography: p. 45-46. “oEtos. T. A57] 
73-622209 3.00 

1. Trepostomata. 2. Paleontolcgy— 
Ordovician. 3. Paleontology—Ohio Valley. 
I. Perry, Thomas Gregory, 1918- joint 
author. IT. Title. IIT. Series: Paleontological 
series, v. 1, no. 1. 


BORESKE, John R. 567.4 
A review of the North American fossil 
amiid fishes [by] John R. Boreske, Jr. 
Cambridge, Harvard University, 1974. 87 
p. illus. 26 cm. (Bulletin of the Museum of 
Comparative Zoology, v. 146, no. 1) Cover 
title. Bibliography: p. 81-83. 
[QE852.A4B67] 74-162891 

I. Amiidae, Fossil. 2. Paleontology—North 
America. I Title. If. Series: Harvard 
University. Museum cf Comparative 
Zoology. Bulletin, v. 146, no. 1 


COHEN, Yehudi A., comp. 573 
Man in ‘adaptation; the  biosocial 
background. Edited by Yehudi A. Cohen. 
2d ed. Chicago, Aldine Pub. Co. [1974] xi, 
522 p. 24 cm. ISBN 0-202-01111-9 
Includes bibliographical references. 
[GN29.C57 1974] 74-164363 15.00 

1. Anthropology—Addresses, essays, 
lectures. 2. Human evolution—Addresses, 
essays, lectures. I. Title. 

Pbk; 5.95, ISBN 0-202-24140-8. 


HOWELL, Francis Clark. 573.2 
Early man, by F. Clark Howell and the 
editors of Time-Life Books. New York, 
Time-Life Books [c1973] 200 p. illus. 29 
cm. (Life nature library} Bibliography: p. 
193. [GN281.H66 1973] 74-166315 7.95 

41. Human evolution. 2. Man, Prehistoric. I. 
Time-Life Books. II. Title. IH. Series. 


AMERICAN BOOK PUBLISHING RECORD 


ROSS, Herbert 
Holdsworth, 1908- 
Biological systematics [by] Herbert H. 
Ross. Reading, Mass., Addison-Wesley 
Pub. Co. [1974] 345 p. illus. 25 cm. ISBN 
0-201-06531-2 (Addison-Wesley series in 
biology) Bibliography: p. 316-332. 
[QH83.R67] 73-2141 
1. Biology—Classification. I. Title. 


BIOLOGY Colloquium, 574’.08 s 
33d, Oregon State University, 1972. 
The biology of the oceanic Pacific; 
proceedings. Edited by Charles B. Miller. 
Corvallis, Oregon State University Press 
[1974] p cm. ISBN 0-87071-172-5 
(Proceedings of the Annual Biology 
Colloquium, 33d) Includes bibliographies. 
[(QH301.B43 33d] [QH95] 574.925 74- 
4300 6.00 
1. Marine  biology—Facific Ocean— 
Congresses. I. Miller, Charles B., 1940- ed. 
H. Title. HE. Series: Biology Colloquium, 
Oregon State University. Annual Biology 
Colloquium proceedings, 33d. 
Prepared from C.I.P. 


WILSON, Samuel, comp. 574.08 
Biology anthology; readings in the life 
sciences. [Compiled by] Samuel Wilson 
and Richard L. Roe. St. Paul, West Pub. 
Co. [1974] x, 340 p. illus. 26 cm. ISBN 0- 
8299-0019-5 Includes bibliographical 
references. [QH311.W79] 74-2810 

I. Biology—Addresses, essays, lectures. 2. 
Life sciences—Addresses, essays, lectures. 
I. Roe, Richard L., joint comp. H. Title. 


574’.01°2 


GROSS, Joseph Francis, 574.1’028 
1932- 

Modern techniques in physiological 

sciences, edited by J. Gross, 

Kaufmann [and] E. Wetterer. London, 

New York, Academic Press, 1973, [i.e. 


1974] 536 p. illus. 24 cm. ISBN 0-12- 
304450-2 Includes bibliographical 
references. [QP54.G76] 73-9462 19.75 

1. Physiology—Technique. I. Kaufmann, 
Raimund, joint author. II. Wetterer, Erik, 
1909- joint author. III. Title. 


BURTON, Kenneth. 574.1°92°08 s 
Biochemistry of nucleic acids, edited by K. 
Burton. London, Butterworths; Baltimore, 
University Park Press [1974] p. cm. ISBN 
0-8391-1045-6 (Biochemistry, series one, v. 
6) [QP501.B527 vol. 6] [QP620] 574.8732 
74-4393 19.50 

1. Nucleic acids. I. Title. II. Series. MNT. 
MTP international review of science. 
Prepared from C.I.P. 


LEICESTER, Henry 
Marshall, 1906- 
Development of biochemical concepts from 
ancient to modern times [by] Henry M. 
Leicester. Cambridge, Mass., Harvard 
University Press, 1974. 286 p. 24 cm. 
ISBN 0-674-20018-7 (Harvard monographs 
in the history of science) Includes 
bibliographical references. [QP511.L44] 73- 

83965 15.00 
1. Biological chemistry—RHistory. I. Title. 
I. Series. 


TORCHINSKI, [Urii 
Moiseevich. 
Sulfhydryl and disulfide groups of proteins 


574.1°92’09 


574.19245 


[by] Yu. M. Torchinskii. Translated from 


Russian by H. B. F. dixon. New York, 
Consultants Bureau [1974] p. cm. ISBN 0- 
306-10888-7 (Studies in Soviet science) 
Translation of Sul’fgidril’nye i disul’fidnye 
gruppy belkov. [QP551.T§913] 73-83903 
29.50 


1. Proteins. 2. Thiols. 3. Sulphides. [. Title. 
II. Series. 
Prepared from C.I.P. 
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ANSELL, Gordon Brian. 574.1°9247 
Form and function of phospholipids. Ed. 
by G. B. Ansell, J. N. Hawthorne and R. 
M. C. Dawson. 2d. completely rev. and 
enl. ed. Amsterdam, New York, Elsevier 
Scientific Pub. Co., 1973. xiv, 494 p. with 
illus. 25 cm. ISBN 0-444-41055-4 (B.B.A. 
library, v. 3) First ed. published in 1964 


under title: Phospholipids: chemistry, 
metabolism and function. Includes 
bibliographical references. [QP752.P5A57 


1973] 72-87950 45.00 

1. Phosphatides. I. Hawthorne, John Nigel, 
joint author. II. Dawson, Rex Malcolm 
Chaplin, joint author. HI. Title. IV. Series. 


(PENSON, Frank Harris, 
The theory of rate processes in biology and 
medicine [by] Frank H. Johnson, Henry 
Eyring [and] Betsy Jones Stover. New 
York, Wiley [1974] xi, 703 p. illus. 23 cm. 
ISBN 0-471-44485-5 "A Wiley- 
Interscience publication.” Bibliography: p. 
one [QP517.R4J64 1974] 73-17228 
50 

l. Biological chemistry. 2. Chemical 
reaction, Rate of: I. Eyring, Henry, 1901- 
joint author. If. Stover, Betsy J, joint 
author. HI. Title. 


NATIONAL Research $74.2°4 
Council. Committee on Biologic Effects 
of Atmospheric Pollutants. 

Chromium. [Washington] National 

Academy of Sciences, 1974. p. cm. ISBN. 

0-309-02217-7 (Its Medical and biologic 

effects of environmental pollutants) 

Bibliography: p. [RA1231.C5N47 1974] 

74-3493 6.50 (pbk.) 

L Chromium—Toxicology. 2 

Environmental health. I. Title. 

Prepared from C.I.P. 


”NON-SPECIFIC” factors 574.79 
influencing host resistance, a 
reexamination. Editors: W. Braun and J. 
Ungar. With the assistance of A. Allison 
[and others] Basel, New York, S. Karger, 
1973. xiii, 471 p. illus. 25 cm. ISBN 3- 
8055-1598-7 Edited papers of an 
international conference held in Berne, 
Switzerland, from June 19-21, 1972. 
Includes bibliographies. [QR185.2.N66] 74- 
164321 

i. Natural immunity—Congresses. I. 
Braun, Werner, 1914-1972, ed. II. Ungar, 
J, ed. III. Allison, Anthony, 1925- 
Distributed by Phiebig, New York, 48.75. 


STEWARD, Michael W. 574.2°9 
Immunochemistry [by] M. W. Steward. 
London, Chapman and Hall; New York, 
Halsted Press [1974] p. cm. ISBN 0- 470- 
82470-0 (Outline studies in biology) 
Bibliography: p. [QR182.S73] 74-4104 2.95 
. Immunochemistry. I. Title. 
Prepared from C.I.P. 


PRESSMAN, David. 574.2°93 
The structural basis of antibody specificity 
[by] David Pressman [and] Allan L. 
Grossberg. [2d print., with corrections] 
Reading, Mass., W. . Benjamin, 
Advanced Book Program [1973] xvii, 279 
p. illus. 24 cm. ISBN 0-8053-8052-3 
(Microbial and molecular biology series} 
On spine: Antibody specificity. 
Bibliography: p. 259-273. [QR186.9.P73 
1973] 74-164361 17.50 

i. Immunospecificity. 2. Immunoglobulins. 
3. Haptens. I. Grossberg, Allan L., joint 


574.1°9283 


author. If. Title. IH. Title: Antibody 
specificity. IV. Series. 
LASH, Jay. 574.3 


Concepts of “development, edited by Jay 
Lash and J. R. Whittaker. [Ist ed.] 


Stamford, Conn., Sinauer Associates [1974] 
x, 469 p. illus. 26 em. ISBN 0-87893-450-2 
Includes bibliographies. [QH491.L37] 73- 
94061 14.50 

1. Developmental biology. I. Whittaker, J. 
Richard, joint author. II. Title. 


VANPEPERSTRAETE, 
Ferdinand. 

The cartilaginous skeleton of the bronchial 
tree. Berlin, Heidelberg, New York, 
Springer, 1973, [i.e. 1974] 80 p. 42 ill. 24 
em. (Advances in anatomy, embryology 
and cell biology, v. 48, fasc. 
Bibliography: p. 74-77. [QL801.E67 Bd. 
ace 3] [QL854} 611°.2.3 73-16932 


1. Bronchi. 2. Cartilage. I. Title. Il. Series: 


574.408 s 


Ergebnisse der Anatomie und 
Entwicklungsgeschichte, v. 48, fasc. 3. 
EDWARDS, Clive Arthur, 574.5 


1925- 

Persistent pesticides in the environment 
[by] C. A. Edwards. 2d ed. Cleveland, 
CRC Press [c1973, i.e. 1974] 170 p. illus. 
27 cm. ISBN 0-87819-101-1 At head of 
title: CRC. Bibliography: p. 141-158. 
[QH545.P4E3 1973] 74-164305 25.00 

1. Pesticides—Environmental aspects. I. 
Chemical Rubber Company, Cleveland. IT. 
Title. 


CLARK, John R., 1927- 574.5°26 
Coastal ecosystems, ecological 
considerations for management of the 
coastal zone, by John Clark. [Washington, 
Conservation Foundation [1974] xiii, 178 
p. illus. 26 cm. Includes bibliographical 
i ea [QH541.5.835C55] 74-77717 
4. 


1. Seashore ecology. 2. Shore protection. 3. 
fossis. I Conservation Foundation. II. 
Ytle. 


BEATON, Alice 
Thompson. 

Blue planet: man’s hopes for life in the sea. 
Text by Alice Thompson Beaton and Janet 
Viertel. Photos. in color by Janet Viertel. 
New York, Grosset & Dunlap [c1973] 150 
p. illus. (part col.) 28 cm. ISBN 0-448- 
01031-3 Bibliography: p. 149-150. 
Discusses the wide variety of marine life, 
how it is threatened by man’s carelessness, 
and what can be done to save it. 
[QH541.5.83B37] 73-5372 5.95 

1. Marine ecology—Juvenile literature. 2. 
Marine pollution—Juvenile literature. I. 
Viertel, Janet, joint author. IT. Title. 


MEDITERRANEAN type 574.5°42 
ecosystems; origin and structure. Edited by 
Francesco di Castri and Harold A. 
Mooney. Berlin, New York, Springer- 
Verlag, 1973, [i.e. 1974] xii, 405 p. illus. 
25 cm. (Ecological studies, v. 7) Includes 


574.5°2636 


bibliographies. [QH543.M46] 72-95688 
30.10 
1. Bioclimatology. 2. Mediterranean 


climate. I. Di Castri, Francesco, ed. II 
Mooney, Harold A., ed. IH. Title. IV. 
Series. 


DYSON, Robert D. 574.8°7 
Cell biology; a molecular approach [by] 
Robert D. Dyson. Boston, Allyn and 
Bacon [1974] xv, 701 p. illus. 25 cm. 
Includes bibliographies. [QH581.2.D95] 
73-87885 15.95 

1. Cytology. I. Title. 


*KASS, Edward H., comp. 574.8°7 
Bacterial lipopolysaccharides; the 
chemistry, biology, and clinical significance 
of endotoxins, edited by Edward H. Kass 
and Sheldon M. Wolff. Chicago, University 
of Chicago Press [1973] 304 p. illus. 29cm. 


- §00 PURE SCIENCE 


ISBN 0-226-42564-9. These’ papers were 
initially published as a supplement to 
volume 128, no. 1, of The Journal of 
Infectious Diseases, July, 1973. Includes 
bibliographical references. [QH582] 73- 
81482 10.95 

i. Cytology. I. Wolff Sheldon M., joint 
comp. I. Title. . 


CONFERENCE on 574.8°7°028 
Quantitative Fluorescence Techniques as 
Applied to Cell Biology Battelle Seattle 
Research Center, 1972. 

Fluorescence techniques in cell biology: 

[proceedings of the Conference on 

Quantitative Fluorescence Techniques as 

Applied to Cell Biology, held at Battelle 

Research Center, Seattle, Wash., March 

27- 31, 1972] ed. by A. A. Thaer and M. 

Sernetz. Berlin, Heidelberg, New York, 

Springer, 1973. viii, 420 p. ill, 26 cm. 

ISBN 0-387-06421-4 Includes 

bibliographies. [QH585.C66 1972] 73- 

11950 17.00 

I. Cytofluorometry—Congresses. I. Thaer, 


Andreas A., ed. II. Sernetz, Manfred, ed. 
IIL. Title. 
GESELLSCHAFT fur 574.8°732 


Biologische Chemie. 

Regulation of transcription and translation 
in eukaryotes. 24. Colloquium d. Ges. f. 
Biolog. Chemie, 26-28. April 1973 in 
Mosbach/Baden; ed. by E. K. F. Bautz, P. 
Karlson, and H. Kersten. Berlin, 
Heidelberg, New York, Springer, 1973, 
[i-e., 1974] vii, 349 p. 131 ill. 21 cm. ISBN 
0-387-06472-9 Includes bibliographies. 
[QH450.G47 1973] 73-13177 26.00 

i. Genetic transcription-—Congresses. 2. 
Genetic translation—-Congresses. 3. 
Genetic regulation—Congresses. 4. Gene 
expression—Congresses. I. Bautz, E. K. F., 
ed. If, Karlson, Peter, 1918- ed. NI 
Kersten, Helga, 1926- ed. IV. Title. 


HOUSE, Charles Randall. 574.875 
Water transport in cells and tissues [by] C. 
R. House. London, E. Arnold [1974] vi, 
562 p. illus. 23 cm. ISBN 0-7131-4215-4 
(Monographs of the Physiological Society, 
no. 24) Lebel mounted on t.p: Williams & 
Wilkins, Co., Baltimore. Errata slip 
inserted. Bibliography: p. [471]-526. 
[QH615.H68] 74-166191 39.75 

1I. Biological transport. 2. Water in the 
body. 3. Cell physiology. 4. Tissues. I. 


Title. I. Series: Physiological Society. 
Monographs, no. 24. 
MEMBRANE structure and 574.8°75 


mechanisms of biological energy 
transduction. Edited by J. Avery. London, 
New York, Plenum Press, 1973, [i.e.1974] 
vi, 602 p. illus. 24 cm. ISBN 0-306-30718- 
9 *Reprinted from Journal of bioenergetics 
volume 3 (numbers 1 and 2) and volume 4 
(numbers 1 and 2).”” Includes 
bibliographical references. [QH601.M47] 
72-95064 20.00 

1. Membranes (Biology) 2. Bioenergetics. I. 
Avery, J, ed. 


*JONES, Owen Arthur. 574.90942 
Biology and geology of coral reefs. 

Vol. 2, Biology 1 edited by O. A. Jones 
and R. Endean is available from Academic 
Press, N.Y. for 42.50. 


SHERWOOD, Arthur W., 
1927- 

Understanding the Chesapeake, a layman’s 
guide, by Arthur W. Sherwood. 
Cambridge, Md., Tidewater Publishers, 
1973. xiii, 114 p. illus. 23 cm. ISBN 0- 
87033-189-2 Bibliography: p. 110-111. 
[QH92.5.C47S47] 73-21691 3.50 


574.92’1°47 


71 
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i. Marine écology— Chesapeake Bay. 2. 
Chesapeake Bay. I. Title. 
RIPLEY, Sidney Dillon, 574.959 
The land and wildlife of tropical Asia, by 
S. Dillon Ripley and the editors of Time- 
Life, Books. New York, Time-Life Books 
[1974] 200 p. illus. (part col.) 29 cm. (Life 
nature library) Bibliography: p. 193. 
[QH193.S6R56 1974] 74-164372 4.95 

1. Natural history—Asia, Southeastern. 2. 
Natural history—South Asia. I Time-Life 
Books. If. Title. HI. Series. 


*THEORY and experiment in 
exobiology. 

Distributed by International Scholarly 
Book Service, Portland, Oregon, for 16.75 
(v.2) L.C. card number: 78-151039 


574.999 


PAI, Anna C., 1935- 575.1 
Foundations of genetics: a science for 
society [by] Anna C. Pai. New York, 
McGraw-Hill [1974] p. cm. ISBN 0-07- 
048093-1 Includes bibliographical 
references. [QH430.P34] 74-1372 13.95 

1. Genetics. I. Title. 

Prepared from C.I.P. Pbk. 10.50, ISBN 0- 
07-048092-3 


DOELLE, H. W., comp. 576’.1173308 
Microbial metabolism. Stroudsburg, Pa., 
Dowden, Hutchinson [1974, c1973] p. cm. 
ISBN 0-87933-063-5 (Benchmark papers in 
imicrobiology, v. 5) [QR88.D63] 73-16370 
25.00 


L Microbial metabolism—Addresses, 
essays, lectures. I. Title. 
Prepared from C.I.P. 


SMIIH, Kenneth Manley, 
Plant viruses [by] Kenneth M. Smith. 5th 
ed. London, Chapman and Hall; 
[distributed in the U.S.A. by Halsted Press, 
New York, 1974] vii, 211 p. illus. 22 cm. 
ISBN 0-412-12130-1 (Science paperbacks, 
no. 99) Includes bibliographies. 
{QR351.863 1974] 74-165269 10.00 

1. Plant viruses. 2. Virus diseases of plants. 


TREILER, Max, 1899- 576.6484 
2. 

The arthropod-borne viruses of vertebrates: 
an account of the Rockefeller Foundation 
Virus Program, 1951-1970 [by] Max 
Theiler and W. G. Downs. New Haven, 
Yale University Press, 1973. xxviii, 578 p 
port. 25 cm. ISBN  0-300-01508- 5 
Bibliography: p. 459-527. [QR398.T47 
1973] 72-91308 25.00 

i, Arthropod-borne viruses. 2. Virus 
diseases. I. Downs, Wilbur G., joint author. 
il, Title. 


576’.6483 


PRICE, Charles Coale, 1913- 
comp 

Synthesis of life, edited by Charles C. 

Price. Stroudsburg, Pa., Dowden, 

Hutchinson & Ross [1974] p. cm. ISBN 0- 

87933-131-3 (Benchmark papers in organic 

anne v. 1) [QH325.P74] 74-3026 

22.00 

1. Chemical evolution—Addresses, essays, 

lectures. 2, Biosynthesis—Addresses, 

essays, lectures. I. Title. 

Prepared from C.I.P. 


EMBODEN, William A. 381 
Bizarre plants: magical, monstrous, 
mythical [by] William A. Emboden. New 
York, Macmillan [1974] ix, 214 p. illus. 24 
em. Bibliography: p. 207-208. [QK83.E45] 
73-2749 10.95 

1. Plant lore. 2. Botany, Medical. I. Title. 
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WEIER, Thomas Elliot, 1903- 581 
Botany, an introduction to plant bielogy 
[by] T. Elliot Weier, C. Ralph Stocking 
[and] Michael G. Barbour. 5th ed. New 
York, Wiley [1974] ix, 693 p. illus..29 cm. 
ISBN 0-471-92468-7 First-3d ed. by W. 
W. Robbins and others. [QK47.W44 1974] 
73-18035 14.95 

J. Botany. I. Stocking, C. Ralph, 1913- 
Joint author. II. Barbour, Michael G., joint 
author. III. Robbins, Wilfred William, 
1884-1952. Botany, an introduction to 
plant science. IV. Title. 


INSTITUTE on the Plant Root 
and its Environment, 
Polytechnic Institute, 1971. 

The plant root and its environment; 

proceedings. Edited by E. W. Carson. 

Charlottesville, University Press of Virginia 

[1974] xii, 691 p. illus. 27 cm. ISBN 0- 

8139-0411-0 "Sponsored by the Southern 

Regional Education Board.” Includes 

bibliographies; [QK644.157 1971] 72-92877 
2.50 


581.1 
Virginia 


1. Roots (Botany)—Congresses. 2. Plant- 
soil relationships—Congresses. I. Carson, 
Eugene Watson, 1939- ed. If, Southern 
Regional Education Board. III. Title. 


HEWITT, Eric John. 581.17335 
Plant mineral nutrition {by} E. J. Hewitt 
fand] T. A. Smith. New York, Wiley 
[1974] p. cm. ISBN 0-470-38385-2 "A 
Halsted Press book.” [QK867.H48] 73- 
16544 18.95 

1. Plants—Nutrition. 2. Plants, Effect of 
minerals on. I. Smith, Terence Arthur, 
Joint author. II. Title. 

Prepared from C.I:P. 


SYMPOSIUM on the Impact 581.5°24 
of Oil Resource Development on 
Northern Plant Communities, University 
if Alaska, 1972. 

Proceedings. Fairbanks, Institute of Arctic 

Biology, University of Alaska [1973] ii, 95 

p. illus. 23 cm. (Occasional publications on 

northern life, no. 1) Cover title. ’Preserted 

as part of the 23rd AAAS Alaska Science 

Conference at the University of Alaska, 

Fairbanks, Alaska, August 17, 1972. Brent 

H. McCown and Donval R. Simpson, 

coordinators.” Includes bibliographies. 

[QK753.P4S95 1972] 73-77383 3.00 

i. Plants, Effect of petroleum on— 

Congresses. 2. Botany—Alaska-—Ecology— 

Congresses. 3. Pipe lines—Environmeztal 

aspects—Alaska—Congresses. 4. Petroleum 

pollution of water—Congresses. I. Alaska. 

University. Institute of Arctic Biology. IT. 

Alaska Science Conference, 23d, 

University of Alaska, 1972, III. Title. IV. 

Series. 


DENSMORE, Frances, 
1867-1957. 

How Indians use wild plants for food, 
medicine, and crafts. New York, Dover 
[1974] 279-397 p. illus. 24 cm. ISBN 0- 
486-23019-8 Reprint of Uses of plants by 
the Chippewa Indians from the 44th 
annual report (1926/27) of the U.S. Bureau 
of American Ethnology. Includes 
bibliographical references. [E99.C6D415 
1974] 73-92500 2.50 (pbk.). 

i. Chippewa Indians. 2. Ethnobotany— 
North America. 3. Indians of North 
America—Food. 4. Indians of North 
America—Medicine. I. Title. 


CLARKSON, David T. 581.8°75 
fon transport and cell structure in plants 
[by] David T. Clarkson. New York, Wiley 
[1974] p. ISBN 0-470-15985-5 "A Halszed 
Press book.” Includes bibliographies. 
(QK871.C53] 74-7132 22.50 


581.6°1°09701 


AMERICAN BOOK PUBLISHING RECORD 


I. Plant translocation. 2. Plant cells and 
tissues. I. Title. 
Prepared from C.LP. 


*ANNUAL review of plant 
physiology. 

Vol. 25 edited by Winslow R. Briggs, Paul 
B. Green and Russell L. Jones is available 
from Annual Reviews, Palo Alto, Calif. for 
12.50. ISBN 0-8243-0625-2. L.C. card 
no.: A51-1660. 


582.1058 


*DEAN, Blanche E. 582.13°’0976.1 
Wildflowers of Alabama and adjoining 
states, by Blanche E. Dean, Amy Mason, 
and Joab L. Thomas. University, Ala., 
University of Alabama Press [1973] xxii, 
230 p. illus., col ports., 23 cm. [QK145] 
73-10585 10.00. 

I. Wild fower—Alabama. L Mason, Amy, 
joint author. I Thomas, Joab L. joint 
author IIT. Title. 


THE Story of trees, 5827.16 
by the editors of Country beautiful and 
Dorothy Holmes Allen. New York, 
Putnam [1974] 62, [2] p. col. illus. 27 cm. 
ISBN 0-399-20309-5 (The World is nature) 
Bibliography: p. [64] Descriptions of 
various kinds of American trees and their 
A [QK475.8.876] 72-85626 4.97 (lib. 
dg. 

i. Trees—Juvenile literature. I Allen, 
Dorothy Elizabeth Holmes. H. Country 
beautiful. 


LAVINE, Sigmund A. 583'.47 
Wonders of the cactus world [by] Sigmund 
A. Lavine. New York, Dodd, Mead 
[c1974] 78 p. illus. 24 cm. ISBN 0-396- 
06830-8 (Dodd, Mead wonders books) 
Discusses many varieties of cacti, their use 
and importance to man, and methods of 
growing them as __ house plants. 
ie. C115L39] 73-6035 4.50 
1. Cactus—Juvenile literature. I. Title. 


COKER, William Chambers, 589.2 
1872-1953. 

The Boleti of North Carolina, by William 
Chambers Coker and Alma Holland Beers. 
New York, Dover Publications [1974, 
c1943] viii, 96 p. 65 plates. (part col.) 24 
em. ISBN 0-486-20377-8 Published in 
1943 under title: The Boletaceae of eer 
Carolina. Bibliography: p. 2-93. 
[QK629.B6C64 1974] 73-90299 3.50 tok) 
I. Boletaceae. 2. Fungi—North Carolina— 
Identification. JI. Beers, Alma Holland, 
joint author. IL Title. 


CHARLES, Vera Katherine. 589.222 
Introduction to mushroom hunting [by] 
Vera K. Charles. New York, Dover 
Publications [1974] 58 p. illus. 24 cm. 
ISBN 0-486-20667-X Reprint of the 1946 
ed. published by U.S. Govt. Print. Off. 
under title: Some common mushrooms and 
how to know them, which was issued as 
no. 143 of the U.S. Dept. of Agriculture 
Circular. Bibliography: p. 58. [QK617.C45 
1974] 73-85355 1.25 (pbk.) 
I. Mushrooms—Identification. [ Title. II 
Series: United States. Dept. of Agirculture. 
Circular no. 143. 
RAPER, Kenneth Bryan, 589.23 
1908- 
The genius Aspergillus [by] Kenneth B. 
Raper [and] Dorothy I. Fennell. With a 
chapter on pathogenicity by Peter K. C. 
Austwick. Huntington, N.Y., Robert E. 
Krieger., 1973 [c1965] 686 p. illus. 24 cm. 
ISBN 0-88275-1093. Bibliography: p. 602- 
656. [QK623.A9R3] 65-21117 24.50 
1. Aspergillus, I. Fennell, Dorothy L, joint 
author. IT, Title. 
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ROUND, Frank Eric. 5897.3 
The biology of the algae [by] F. E. Round. 
2d ed. New York, St. Martin’s Press 
[1973] vii, 278 p illus. 24 cm. 
Bibliography: p. [249]-261. [QK566.R7 
1973] 73-89991 19.95 , 8.95 (pbk.) 

1. Algae. I. Title. 


DODGE, John David. 5897.34 
The fine structure of algal cells [by] John 
D. Dodge. London, New York, Academic 
Press, 1973, i.e. [1974] xii, 261 p. illus. 24 
em. ISBN 0-12-219150-1 Bibliography: p. 
227-243. [QK565.D6] 73-15686 17.00 

i. Algae—Anatomy. 2. Ultrastructure 
(Biology) I. Title. 


*DIXON, Peter S. 589.41 
Biology of the Rhodophyta. New York, 
Hafner [1973] 285 p. 23 cm. ISBN 0-02- 
843950-3. (University reviews in Botany, 


vol. 4) Bibliography: p. 253-280. 
[OK569.R4] 14.95 

1. Rhodophyta (Botany) I. Title. 
YERSINIA, Pasteurella and 589.9°5 


Francisella, Editor: S. Winblad. Basel, New 
York, S. Karger [c1973] xiv, 241 p. illus. 
23 cm. ISBN 3-8055-1636-3 (Contributions 
to microbiology and immunology, v. 2) 
"Proceedings , of the international 
symposium, Malmo, April 10-12, 1972.” 
English, French or German. "Includes 
bibliographies. [QR82.B95Y47] 74-166224 
27. 


1. Yersinia—Congresses. 2. Pasteurella— 
Congresses. 3. Tularemia—Congresses. I. 
Winblad, Swen, ed. II. Title. TII. Series. 


YOUNG, William Caldwell, 591.14 
1899- ed 

Sex and internal secretions. Edited by 
William C. Young. Contributors: A. 
Albert [and others]. Foreward by George 
-W. Corner. 3rd ed. Huntington, N.Y., 
Krieger Pub. Co., 1973 [c1961] 2 v. illus. 
(part col.) 24 cm. ISBN 0-88275-111-5 
Previous editions edited by Edgar Allen. 
Includes bibliographies. [QP251.Y6 1973] 
60-12279 37.50 (set) 

1. Sex (Biography) 2. Endocrinology. I. 
Allen, Edgar, 1892-1943, ed. Sex and 
internal secretions. IT. Title. 


VAN DER KLOOT, William G., 591.5 
comp 
Readings in behavior. [Compiled by] 


William Van der Kloot, Charles Walcott 
[and] Benjamin Dane. New York, Holt, 
Rinehart and Winston [1973] p. ISBN 0- 
03-084077-5 Includes bibliographical 
fae [QP360.V36] 73-15700 7.50 


1. Psychology, Phystological—Addresses, 
essays, lectures. 2. Animals, Habits and 
behavior—Addresses, essays, lectures. I. 
Walcott, Charles, joint comp. I. Dane, 
Benjamin, joint comp. Ill. Title. 

Prepared from C.I.P. 


LEPETIT Colloquium, 

4th, Cocoyoc, Mexico, 1972. 
Possbile episomes in eukaryotes; 
proceedings of the fourth Lepetit 
Colloquium, held in Cocoyoc, Mexico, 
November 1972; editor Luiji G. Silvestri. 
Amsterdam, London, North-Holland 
Publishing Co., 1973. [11], 321 p. illus. 26 
em. Distributed in the Western 
Hemisphere by American Elsevier Pub. 
Co., New York. Includes bibliographies 
and index. [(QH452.5.L46 1972] 73-81534 
19.50 (pbk.) 
1. Episomes—Congresses. I. Silvestri, Luigi 
G., ed. II. Title. 


SLEIGH, M.A. 593’.1 
The biology of Protozoa [by] Michael A. 


591.8°732 


Sleigh. New York, American Elsevier Pub. 
Co. [c1973] viii, 315 p. illus, 23 cm. ISBN 
0-444-19553-K (A Series of student texts 
in contemporary biology) Bibliography: p. 
[289]-303. [QL366.S53 1973] 73-11765 
25.50 
1. Protozoa. I. Title. 
KEEN, Angeline Myra, 594.0979 
1905- 
Marine moiluscan genera of western North 
America; an illustrated key [by] A. Myra 
Keen & Eugene Coan. 2d ed. Stanford, 
Calif., Stanford University Presss, 1974. vi, 
208 p. illus. 24 cm. ISBN 0-8047-0839-8 
Bibliography: p. [185]-192. [QL415.P3K43 
1974] 73-80625 8.75 
L Mollusks—Pacific coast (North 
America)—Identification. I. Coan, Eugene 
V., joint author. II. Title. 


HESS, Lilo. 594’.3 
A snail’s pace. New York, Scribner [1974] 
48 p. illus. 24 cm. Discusses the 
characteristics and behavior of various 
kinds of snails and offers instructions for 
those interested in keeping a pet snail. 
[QL430.4.H38] 73-1384 4.95 

1. Snails—Juvenile literature. I. Title. 


THE Ecology of insect 595.70524 
populations in theory and practice [by] L. 
R. Clark [and others] London, Chapman 
and Hall; New York, Halsted Press 
Division, Wiley [1974, c1967] p. cm. 
ISBN 0-470-15897-2 Bibliography: p. 
[QL497.E25 1974] 74-4096 6.75 

i. Insect populations. 2. Insect control. I. 
Clark, L. R. 

Prepared from C.I.P. 


BRIN, Ruth Firestone. 595.789 
Butterflies are beautiful, by Ruth F. Brin. 
Illustrated by Sharon Lerner, Minneapolis, 
Lerner Publications Co. [1974] p. cm. 
ISBN 0-8225-0290-5 Watercolor 
illustrations, poems, tongue-twisters, and 
prose text introduce the characteristics of 
twelve butterflies and moths with 
suggestions for projects. [QL544.2.B74] 73- 
21359 3.95 (lib. bdg.) 

I. Lepidoptera—Juvenile literature. I. 
Lerner, Sharon, illus. II. Title. 

Prepared from C.I.P. 


GEORGE, Jean Craighead, 
1919- 

All upon a sidewalk. Illustrated by Don 
Bolognese. New York, Dutton [1974] p. 
cm. ISBN 0-525-25462-5 Relates the 
experiences of a city-dwelling ant as she 
seeks sugar for the ant community. 
[QL568.F7G37] 74-5229 5.95 

1. Lasius fMavus—Juvenile literature. I. 
Bolognese, Don, illus. I. Title. 

Prepared from C.I.P. 


*HEAD, J. J. 596 
Discovering biology: a book of problems in 
vertebrate zoology with special reference 
to man, [by] J. J. Head. [London], Oxford 
University Press, 1972 fie. 1973] 144 p. 
illus, 20 cm. ISBN  0-19-914004-9 
[QL605.A3] 

1. Vertebrates. I. Title. 

Dist. by Oxford University Press, N.Y., 
5.50 (pbk.) 


SWAN, Henry, 1913- 596’.01’912 
Thermoregulation and _ bioenergetics; 
patterns for vertebrate survival. New York, 
American Elsevier Pub. Co. [1974] p. cm. 
ISBN 0-444-00144-1 Bibliography: p. 
[QP135.S92] 73-19558 18.50 

1. Body  temperature—Regulation. 2. 
Bioenergetics. I. Title. 

Prepared from C.I.P. 


595.7°96 


500 PURE SCIENCE 


THOMPSON, 596’.01’9127028 s 
Richard Frederick, 1930- 
Electroencephalography and human brain 
potentials, edited by Richard F. Thompson 
[and] Michael M. Patterson. New York, 
Academic Press, 1974. xvii, 327 p. illus. 24 
cm. ISBN 0-12-689402-7 (Methods in 
physiological psychology, v. 1, pt. B).(His 
Bioelectric recording techniques, pt. B) 
Bibliography: p. 305-309. [QP341.T48 pt. 
B} [RC386.5] 612’.82°028 73-20365 17.50 
i. Electrcencephalography. I. Patterson, 
Michael M., joint author. If. Title. HI. 
Series. 
Prepared from C.I.P. 


STIVENS, Dallas, 1911- 596’.03°8 
The incredible egg; a billion year journey 
[by] Dal Stivens. Illustrated by Bob Hines. 
New York, Weybright and Talley [1974] 
vii, 373 p. illus. 22 cm. ISBN 0-679-40049- 
4 [(QH366.2.S73] 73-79961 9.95 

1. Evolution. 2. Sexual behavior in animals. 
3. Eggs. I. Title. 


DARBY, Gene. 597 
Finding out about fish. Westchester, Ill., 
Benefic Press, [1974] 47 p. illus. 23 cm. 
Explains, with the aid of several 
experiments, the physical characteristics 
and habits of fish. [QL617.2.D37] 73- 
85124 

1. Fishes—Juvenile literature. £ Title. 


BRANSON, Branley 
AÀ., 1929- 
Fishes of the Red River drainage, Eastern 
Kentucky [by] Branley A. Branson & 
Donald L. Batch. [Lexington] University 
Press of Kentucky [1974] 67 p. illus, 22 
cm. ISBN 0-8131-1295-8 Bibliography: p. 
peek -53. [QL628.K4B7] 73-80459 4.00 


L Fishes—Kentucky—Red River. I. Batch, 
Donald L., joint author. II. Title. 


EDDY, Samuel, 1897- 597°.0929°776 
Northern fishes; with special reference to 
the Upper Mississippi Valley [by] Samuel 
Eddy and James C. Underhill. 3d ed., rev. 
and expanded. Minneapolis, University of 
Minnesota Press [1974] xix, 414 p. illus. 
24 cm. ISBN 0-8166-0674-9 Bibliography: 
Po as [QL628.M6E3 1974] 73-83729 
i. Fishes——Minnesota. 2. Fishes— 
Mississippi Valley. 3. Fishes, Fresh-water. 
I. Underhill, James Campbell, joint author. 
I. Title. 


597’.0929°7695 


THE compleat brown 597.55 
trout [by] Cecil E. Heacox. Ilus. by 


Wayne Trimm. [New York] Winchester 
Press [1974] 182 p. illus. 27 cm. ISBN 0- 
87691-129-7 Bibliography: p. [169]-173. 
[QL638.S2H33] 73-88873 12.50 

1. Brown trout. 2. Brown trout fishing. I. 
Title. 


JOHNSON, Fred, 1908- 598.173 
Turtles and tortoises. | Washington, 
National Wildlife Federation [1974] c1973. 
29 p. col. illus. 27 cm. ISBN 0-912186-10- 
O (Ranger Rick’s best friends) Two stories 
in which Ranger Rick makes a plea for 
wildlife conservation accompany 
descriptions of different kinds of turtles 
and tortoises. [QL666.C5J63] 73-91357 
2.50 


1. Turtles—Juvenile literature. I. Title. 


SCOTT, Jack Denton, 1915- 598.173 
Loggerhead turtle; survivor from the sea. 
Words by Jack Denton Scott; photos. by 
Ozzie Sweet. New York, Putnam [c1974] 
[62] p. illus. 29 cm. ISBN 0-399-20379-6 
Introduces the loggerhead turtle focusing 
on a particular female as she returns to the 


73 
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beach* of her own birth to lay her eggs. 
[QL666.C536836 1974] 73-83993 6.95 

1. Loggerhead turtle—Juvenile literature. I. 
Sweet, Ozzie, illus. II. Title. 


FALLA, R. A. 598.2°9931 
A field guide to the birds of New Zealand 
and, outlying islands, by R. A. Falla, R. B. 
Sibson and E. G. Turbott. With 18 plates 
and 63 line-drawings by Chloe Talbot- 
Kelly. [2d ed.] Boston, Houghton Mifflin 
£1974, c1966] 256 p. illus. (part col.), maps 
(2 on lining papers) 19 cm. Bibliography: 
p. 246-247. [(QL693.5.F34] 74-165252 8.95 
1. Birds—New Zealand—Identification. I. 
Sibson, R. B., joint author. If Turbott, 
Evan Graham, joint author. Hi. Talbot- 
Kelly, Chioe, illus. IV. Title. 


HAY, John, 1915- 598.3°3 
Birds of rapid flight; a natural and personal 
history of terns. [lst ed.] [New York] 
Dutton [1974] p. cm. (A Sunrise book) 


Includes bibliographical references. 
[QL696.C46H39] 73-20402 6.95 

4. Terns. I. Title. 

Prepared from C.I.P. 

THOMPSON, David Hiram, 598.4’41 


1897- 

The penguin: its life cycle, by David H. 
Thompson. New York, Sterling Pub. Co. 
[1974] 64 p. col. illus. 24 cm. ISBN 0- 
8069-3474-3 (Colorful nature series) Text 
and illustrations reveal the habits of the 
Adelie penguin in feeding, mating, and 
caring for its young. [QL696.8473T47 
1974] 73-83440 4.95 

1. Adelie _penguin—Behavior—Juvenile 
literature. I. Title. 

Library binding; 4.89, ISBN 0-8069-3475- 


MAY, Julian. 598.6°1 
Wild turkeys. Pictures by John Hamberger. 
New York, Holiday House [1973] [32] p. 
col. illus., 21 x 24 cm. Discusses the 
history, habits, and characteristics of wild 
turkeys and the breeding of domestic 
turkeys. [QL696.G254M39] 72-92582 4.95 
1. Wild turkeys-——-Juvenile literature. I. 
Hamberger, John, illus. IT. Title. 


DURDEN, Kent. 598.971 

Flight to freedom. Illus. by Juan Barberis. 

New York, Simon and Schuster [1974] 155 
. illus. 21 cm. ISBN 0-671-21716-X 

[QL795.B57D86] 73-18113 5.95 

a olden cagle—Legends and stories. I. 
itle. 


EAST, Ben. 598.9°1 
The last eagle; the story of Khan. New 

York, Crown Publishers [1974] xii, 144 p. 

illus. 22 cm. ISBN 0-517-51484-2 

(QL795.B57E2 1974] 73-91511 5.95 

a eagle—Legends and stories. I. 
ttle. 


ANGELL, Tony. 598.9°7 
Owls. Seattle, University of Washington 
Press [1974] p. cm. ISBN 0-295-95325-X 
Bibliography: p. Drawings and text 
describe the characteristics and habitat of 
each of eighteen species of North 
gate owls. [QL696.88A54] 74-5447 
i. Owls—Pictorial works. I. Title. 

Prepared from C.I.P. 


ANGELL, Tony. 598.9°7 
Owls. Seattle, University of Washington 
Press [1974] p. cm. ISBN 0-295-95325-X 
Bibliography: p. Drawings and text 
describe the characteristics and habitat of 
each of eighteen species of North 
Pity as owls. [QL696.S8A54] 74-6005 
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i. Owls—Fictorial works. I. Title. 
Prepared from C.I.P. 


WOODS, Ralph Louis, 1904- 
comp. 

Wit and wonder of the animal world, 
compiled by Ralph L. Woods. Original 
illus. by John Hamberger. [Norwalk, 
Conn.] C. R. Gibson Co. [1974] 55 p. illus. 
22 cm. ISBN 0-8378-1762-5 On spine: 
Animal world. Twenty-five true anecdotes 
by well-known nature writers demonstrate 
various aspects of animal behavior. 
[QL791.W97] 73-86691 3.35 

l. Animals—Juvenile literature. L 
Hamberger, John, illus. H. Title. III. Title: 
Animal world. 


599 


SHREEVE, Walton W. 599’.01°9248 
Physiological chemistry of carbohydrates in 
mammals [by] Walton W. Shreeve. 
Philadelphia, Saunders, 1974. xiii, 330 p. 
illus. 24 cm. ISBN  0-7216-8255-0 


(Physiological chemistry, 6) Includes 
bibliographies. [QP701.$48] 73-88265 
11.00 

1. Carbohydrates. I. Title. 

GREAVES, Melvyn F. 5997.02°9 


T and B Iymphocytes: origins, properties 
and roles in immune responses [by] 
Melvyn F. Greaves, John J. T. Owen [and] 
Martin C. Raff. Amsterdam, Excerpta 
Medica; New York, American Elsevier 
Pub. Co., 1973, fie. 1974] vii, 316 p. illus. 
25 cm. Bibliography: p. 241-302. 
[QR185.8.L9G73] 73-79369 32.00 
1. Lymphocytes. I. Owen, John J. T., joint 
author. I. Raff; Martin C, joint author. 
TH. Title. 
MCCOY, Joseph J., 599.0524 
1917- 
Wild enemies [by] J. J. McCoy. New 
York, Hawthorn Books [1974] xii, 210 p. 
illus. 22 cm. Bibliography: p. 197-202. 
[QL758.M33 1974] 73-9307 6.95 
1. Predatory animals. 2. Predation 
(@Biology) L Title. 


KING, Roger John 

Benjamin. 
Steroid-cell interactions [by] R. J. B. King 
and W. I. P. Mainwaring. Baltimore, 
University Park Press [1974] 440 p. 23 cm. 
ISBN 0-8391-0678-5 Includes 
bibliographies. [QP752.S7K56}] 73-17152 
27.50 


599.0876 


I. Steroids. 2. Cytochemistry. 3. 
Mammals—Physiology. I. Mainwaring, W. 
I. P., joint author. II. Title. 


CRAWFORD, John S. 599’.09'78 
At home with the high ones; a portfolio of 
photos. and text, by John S. Crawford. 
Anchorage, Alaska Northwest Pub. Co. 
[1974] 1 portfolio (32 p., 32 col. plates) 34 
cm. ISBN 0-88240-028-2 [@L151.C67] 73- 
93156 9.95 (pbk.) 

1. Zoology—Rocky Mountain Region— 
Pictorial works. I. Title. 


GRIFFIN, Donald Redfield, 599.4 
1915- 
Listening in the dark; the acoustic 


orientation of bats and men, by Donald R. 
Griffin. New York, Dover Publicaticns 
[1974] xxvi, 413 p. illus. 22 cm. ISBN 0- 
486-21714-0 Reprint, with z new pref., of 
the 1958 ed. published by Yale University 
Press, New Haven. Includes bibliographies. 
{QL782.5.G74 1974] 73-84914 4.00 (pbk.) 
1. Echolocation (Physiology) 2. 
Bioaceustics. 3. Sound production by 
animals. 4. Bats. I. Title. 


AMERICAN BOOK PUBLISHING REGORD 


KAISER, Hans Elmar, 599’.55°0447 
1928- 
Morphology of the Sirenia; a macroscopic 
and X-ray atlas of the osteology of recent 
species [by] Hans E. Kaiser. Basel, New 
York, S. Karger, 1974. 75, [1] p. illus. 27 
cm. ISBN 3-8055-1609-6 Bibliography: p. 
(76) [QL737.S6K34] 72-85596 
Sirenia—Anatomy—Atlases. 2. 
i (Animals) I. Title. 
Distributed by Phiebig White Plains, New 
York, 34.25. 


COX, Victoria. 599°.74427 
The laughing garbage disposal, by Victoria 
Cox and Stan Applebaum. Illustrated by 
Dorothea Barlowe. New York, Golden 
Press [1974] [30] p. col. illus. 26 cm. 
(Nature’s sanitation corps) Describes the 
eating habits of the ugly African animal 
important for its role in cleaning up 
decaying animal remains and controlling 
animal population. [QL737.C24C69] 73- 
89406 2.50 

L Hyenas—Juvenile literature. I. 
Applebaum, Stan, 1922- joint author. II. 
Barlowe, Dorothea, illus. HI. Title. 


LABASTILLE, Anne. 599°.74428 
Wild bobcats. Washington, National 
Wildlife Federation, c1973. 32 p. col. illus. 
27 cm. ISBN 0-912186-07-0 (Ranger 
Rick’s best friends) Two stories in which 
Ranger Rick and his friends confront a 
bobcat and a lynx accompany factual 
information on the characteristics and 
habits of these two North American 
wildcats. [QL737.C23L3] 73-89875 2.50 

I. Bobcat—Juvenile literature. I. Title. 


VAN WORMER, Joe 599°.74446 
The black bear book. Caldwell, Idaho, 
Caxton Printers, 1974. [62] p. illus. 29 cm. 
ISBN 0-87004-231-9 Photographs and 
accompanying text portray the life of the 
black bear in the wilderness from cubhood 
to, maturity. [QL737.C27V36] 70-174464 
4 


1. Black bear—Juvenile Literature. I. Title. 


BAILEY, Jane H. 599°.74447 
The sea otter’s struggle [by] Jane H. 
Bailey. Foreword by Judson E. Vandevere. 
Chicago, Follett [c1973] 95 p. illus. 23 cm. 
ISBN 0-695-80373-5 Bibliography: p. 93- 
95. A study of the characteristics and 
habits of the sea otter with emphasis on its 
struggle escape extinction. 
RET. C2586} 72-85578 
1. Sea-otters—Juvenile literature. I. Title. 


GRUMLEY, Michael. 599'.8 
There are giants in the earth. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
ISBN 0-385-07583-9 Bibliography: p. 
[QL89.2.82G78] 73-81431 6.95 

Sasquatch. 2. Yeti. 3. Primates— 
Legends and stories. I. Title. 
Prepared from C.I.P. 


DAVIS, Roger T. 599°.8°05 
Monkeys as perceivers [by] Roger T. 
Davis. With the assistance of Douglas L. 
Medin [and] Mary L. Borkhuis. New York, 
Academic Press, 1974. xi, 263 p. illus. 24 
om. (Primate behavior, v. 3) Bibliography: 
p. 240-250. [QL737.P9P67 vol. 3] 74- 
165248 17.00 

1. Monkeys—Psychology. 2. Perception. 3. 
Animal Intelligence. I. Medin, Douglas L., 


Joint author. Ul. Borkhuis, Mary L., joint 


author. IH. Title. IV. Series. 


MACKINNON, John Ramsay. 599’ .884 
in search of the red ape [by] John 
MacKinnon. New York, Holt, Rinehart 


and Winston [1974] p. cm. ISBN 0-03- 
012496-4 [QL737.P96M32] 73-15457 8.95 


JULY 31,1974 


J. Orang-utans. 2. Zoology—Borneo. 3. 
Zoology—Sumatra. I. Title. 
Prepared from C.I.P. 
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FRENCH, Thomas Ewing, 1871- 
944. 

Mechanical drawing [by] Thomas E. 
French fand] Carl L. Svensen. [Edited by] 
Jay D. Helsel [and] Byron Urbanick. 8th 
ed. New York, McGraw-Hill [1974] p. 
ISBN  0-07-022310-6 First-3d editions 
published under title: Mechanical drawing 
for high schools. A textbook introducing 
the basic theory, techniques, and uses of 
drafting for industrial arts and vocational 
high school students. [T353.F87 1974] 73- 
8419 9.96; 1.50 teacher’s manual 

1. Mechanical drawing. I. Svensen, Carl 
Lars, 1884- joint author. IT. Helsel, Jay D., 
ed. II. Urbanick, Byron, 1929- ed. IV. 
Title. 

Prepared from C.I.P. 


*TURNER, David R. 604.2 
Draftsman; civil and mechanical 
engineering (all grades) [Second ed.] New 
York, Arco [1973] 256 p. illus. 26 cm. 
ISBN 0-668-01225-0. (Arco civil service 
test tutor series) [T353] 70-111595 6.00 
(pbk.) 

1. Mechanical drawing. I. Title. 


*RAFT, Tony. 604.25 
Basic quality control and inspection 
techniques. Tustin, Calif., Q C Publications 
[1974] 198 p. illus., forms. 28 cm. ISBN 0- 
914444-00-X [T739] 

1, Blue-prints. 2. Mechanical drawings— 
Interpretation. I. Title. 

Publisher’s address: 285 E. Main St. 
Tustin, CA 92680. 


TRAISTER, John E. 604’.2°6961 
Practical plumbing drafting, by John E. 
Traister. [1st ed.] Indianapolis, H. W. Sams 
[1974] 208 p. illus. 28 cm. ISBN 0-672- 
pee -7 [TH6231.T7] 73-90291 10.95 


6042 


1. Plumbing drafting. I. Title. 


WOLFE, James N. 
The economics of technical information 
systems [by] Wolfe, with the 
assistance of Thomas M. Aitchison [and 
others] New York, Praeger [1974] p. cm. 
ISBN 0-275-07520-1 (Praeger special 
studies in international economics and 
development) [T10.65.G7W64] 72-170278 
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1. Technology—lnformation seryices— 
Great Britain. 2. Communication of 
technical information. 3. Cost effectiveness. 
I, Aitchison, Thomas Morton. II. Title. 
Prepared from C.I.P. 


SAUNDERS, James H. 607.2 
Careers in industrial research & 
development [by] J. H. Saunders. New 
York, M. Dekker, 1974. xi, 254 p. 23 cm. 
ISBN 0-8247-6099-9 Includes 
bibliographical references. [T175.S29] 73- 
82193 11,75 (pbk.) 

I. Industrial research as a profession. I. 
Title. 


Medicine 610-619 


DRIVER, Robienetta. 610 
The revolution in medical technology 
education, by Robienetta Driver and Mary 
A. Feeley. Springfield, IIL, Thomas [1974] 
vii, 59 p. 24 cm. ISBN 0-398-02960-1 


Bibliography: p. 56. [R847.D74] 73-10256 
7.95 


i. Medical technology—Study and 
teaching. I. Feeley, Mary A., joint author. 
If, Title. 


*ANNUAL review of 610.58 
medicine. 
Vol 25, 1974, is now available from 


Annual Reviews, Palo Alto, Calif, for 
12.00, ISBN 0-8243-0525-6, L. C. card no. 
A51-1659. 


ROBINSON, Lisa. 610.696 
Liaison nursing; psychological approach to 
patient care. Philadelphia, F. A. Davis 
[1974] xiii, 238 p. 24 cm. ISBN 0-8036- 
7460-0 Includes bibliographies. 
[RC440.R618] 74-76076 8.95 

1. Psychiatric nursing. 2. Nurses and 
nursing. 3. Sick-—Psychology. I. Title. 


SYMPOSIUM on Medical 610.7204 
Research Systems in Europe, London, 


Medical research systems in Europe; a 
joint Wellcome Trust-Ciba Foundation 
symposium. Amsterdam, New York, 
Elsevier, 1973,[ie. 1974] viii, 335 p. 25 
cm. (Ciba Foundation symposium, new 
ser., 21) Held 14-16 March 1973. Includes 
bibliographies. [R854.E85S9 1973] 73- 
86342 17.50 

1. Medical research—Europe—Congresses. 
2. Medical education—Europe— 
Congresses. I. Wellcome Trust, London. IT. 
Ciba Foundation. IIT. Title. IV. Series: Ciba 
Foundation. Symposium, new ser., 21. 


*HANTON, E. Michael. 610.73 
The new nurse, by E. Michael Hanton. 
[First ed.] [Bangor, Maine, L. H. 
Thompson, 1973] 122 p. 22 cm. [RT41] 
73-87916 6.95 (pbk.) 

1. Nurses & nursing. I. Title. 

Order from: ”The New Nurse” P.O. Box 
803 Plattsburgh, N.Y. 12901 


LYSAUGHT, Jerome P., 
comp. 

Action in nursing; progress in professional 
purpose [by] Jerome P. Lysaught. New 
York, McGraw-Hill [1974] p. ISBN 0-07- 
039273-0 ”A Blakiston publication.” 
Includes bibliographies. [RT63.L97] 74- 
5277 6.95 (pbk.) 

1. Nurses and nursing—Addresses, essays, 
lectures. T. Title. 

Prepared from C.I.P. 


STOLTEN, Jane Henry. 610.73’65 

The geriatric aide. [1st ed.] Boston, Little, 

Brown [1973] xix, 345 p. illus. 28 cm. 

[RC954.876] 73-2030 7.50 (pbk.) 

L perati nursing. 2. Nurses’ aides. I. 
ytle. 


SMITH, Ann P. 610.73°677 
Orthopedic nursing, by Ann P. Smith. 
lusting, N.Y., Medical Examination Pub. 
1974] 107 p p. illus. 22 cm. ISBN 0- 
$7488. 381-4 (Nursing outline series) 
Bibliography: p. 103-104. [RD753.S64] 74- 
166234 4.00 (pbk.). 
1, Orthopedic nursing. 


PALLATZ, Harold, comp. 610.8 
The health anthology of medical facts and 
fallacies. [1st ed.] Melbourne, Fla., Ideal 
World Pub. Co. [1974- v. 21 cm. 
[R117.P22] 73-91100 6.50 (v. 1) 


610.7308 


I. Medicine—Miscellanea. 2. Medical 
delusions. I. Title. 
CLAPP, Patricia. 610’.92’4 B 


Dr. Elizabeth, the story of the first woman 
doctor. New York, Lothrop, Lee & 
Shepard Co. [1974] 156, [I] p. 22 cm. 
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ISBN 0-688-40052-3 Bibliography: p..[157] 
A biography of the first woman doctor 
written as if she herself were relating her 
struggles to become a physician and open 
the field of medicine to women. 
[R154.B623C55] 73-17702 4.95 

i. Blackwell, Elizabeth, 1821-1910— 
Juvenile literature. 2. Women physicians— 
Biography—Juvenile literature. I. Title. * 
Lib. bdg. 4.59, ISBN 0-688-50052-8 


SPRIGGE, Samuel 610’.92°4 B 
Squire, Sir, 1860-1937. 

The life and times of Thomas Wakley. 
With introd. by Charles G. Ronald. 
(Huntington, N.Y.] R. E. Krieger Pub. Co., 
1974. xv, xix, 509 p. port. 25 cm. ISBN 0- 
88275-134-4 Facsim. reprint of the 1899 
ed. published by Longmans, Green, . 
London; with new introd. Includes 
bibliographical references. [R489.W2S7 
1899a] 73-89696 17.50 

1. Wakley, Thomas, 1795-1862. 2. The 


Lancet, London. 3. Medicine—Great 
Butain-—~RHistory. I. Title. 

PHILLIPS, Eustace 610.938 
Dockray. 

Aspects of Greek medicine [by] E. D. 
Phillips. New York, St. Martin’s Press 
[1973] 240 p. illus. 23 cm. Bibliography: p. 
(2231233. [R135.P47 1973] 72-89956 
12.9 


1. Medicine, Greek and Roman. I. Title. 


ey Leslie Brainerd, 611’.018 
q < 

Human histology; a textbook in outline 
form. 4th ed. Philadelphia, Saunders, 1974. 
x, 338 p. illus. 27 cm. ISBN 0-7216-1392-6 
[QM553.A73 1974] 73-88256 11.00 

1. Histology—Outlines, syllabi, etc. I. Title. 


RHODIN, Johannes A. G. 611.018 
Histology; a text and atlas [by] Johannes 
A. G. Rhodin. New York, Oxford 
University Press, 1974. viii, 803 p. illus. 27 
cm. Includes bibliographies. [QM551.R48] 
73-90374 19.50 

J. Histology. 2. Histology—Atlases. I. 
Title. 


YAMADA, Hiroshi, 1912- 612°01441 
Strength of biological materials. Edited by 
F. Gaynor Evans. Huntington, N.Y., 
Robert E. Krieger 1973 [c1970] x, 297 p. 
illus., 26 cm. ISBN 0-88275-119-0 Includes 
bibliographical references. [QL805.Y34] 
75-110279 24.50 : 
i. Biomechanics. 2. Strength of materials. 
3, Anatomy. I Evans, Francis Gaynor, 
1907- ed. II. Title. 


EUROPEAN Conference on 612.13 s 
Microcirculation, 7th, Aberdeen, Scot., 
1972. 

Clinical aspects of microcirculation, edited 

by J. Ditzel and D. H. Lewis. Basel, New 

York, S. Karger, 1973 fie. 1974] xv, 547 

p. illus. 25 cm. ISBN 3-8055-1572-3 

{Bibliotheca anatomica, no. 12) (Its 7th 

European Conference on Microcirculation, 

pt. 2) Includes bibliographies. [QP106.6.E9 


1972 pe 2] [RC693] 616.1 74-163616 


Disorders of— 
Congresses. 5 Microcirculation— 
Congresses. 3. Blood—Coagulation, 
Disorders of—Congresses. I. Ditzel, Jorn, 
1924- ed. II. Lewis, David H., ed. II. 
Title. IV. Series. 

Distributed by Phiebig, New York; 104.50. 


EUROPEAN Conference on 6127.13 s 
Microcirculation, 7th, Aberdeen, Scot., 
1972. 


d—Circulation, 


Methodology in microcirculation, edited by 
J. Ditzel and D. H. Lewis. Basel, New 
York, S. Karger, 1973 [i.e. 1974] xv, 547 
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p. illus. (part col.) 25 cm. ISBN 3-8055- 
1571-3 (Bibliotheca anatomica, no. 11) Cts 
7th European Rs aa on 
Microcirculation, 1) Includes 
bibliographies. fOP1066. E9 1972 pt. 1] 
612.13 74-163615 

1. Microcirculation—Congresses. 2. 
Hemodynamics—Congresses. I. Ditzel, 
Jorn, 1924- ed. I, Lewis, David H., ed. 
HU. Title. IV. Series. 

Distributed by Phiebig, New York; 104.50. 


HARVEY, Robert James. 612.463 
The kidneys and the internal environment 
[by] R. J. Harvey. New York, Halsted 
Press Division, Wiley [1974] p. cm. ISBN 
0-470-35775-4 Bibliography: p. 
[QP249.H37] 74-2776 8.95 

1. Kidneys. I. Title. 

Prepared from C.I.P. 


QUAY, Wilbur Brooks, 
1927- 
Pineal chemistry in cellular and 
physiological mechanisms, by W. B. Quay. 
Springfield, Ill., Thomas [1974] xv, 430 p. 
illus. 24 cm. ISBN 0-398-02802-8 
(American lecture series, publication no. 
894. A publication in the Bannerstone 
division of American lectures in living 
chemistry) Bibliography: p. 333-405. 
[QP188.P55Q3] 73-195 

1. Pineal body. 2. Physiological chemistry. 
3. Cytochemistry. I. Title. 


HALL, Robert E. 612.6 
Sex: an advanced primer [by] Robert E. 
Hall. Illustrated by Eugene Karlin, with 
medical drawings by Robert J. Demarest. 
pist ed.] Garden City, N.Y., Doubleday, 
974. x, 113 p. illus. 22 cm. ISBN 0-385- 
02455-X [HQ31.H24] 72-92217 4.95 

1. Sex instruction. 2. Sexual ethics. I. Title. 


SWANSON, Harold D. 612.6 
Human reproduction; biology and social 
change [by] Harold D. Swanson. New 
York, Oxford University Press, 1974. 392 
p. illus. 23 cm. ISBN 0-19-501771-4 
Bibliography: p. 385-387. [QP251.S945] 
73-92868 4.95 

d. Human reproduction. 2. Biology—Social 
aspects. I. Title. 


ce ee Alice (Mulcahey) 

28- 

Nine months; an intelligent woman’s guide 

to pregnancy [by] Alice Fleming. New 

on Barnes & Noble [1974, c1972] 194 
"21. cm. ISBN  0-06-463390-X. 

Bibliography: p. 189-190. [RG525.F56 

1974] 1.95 (pbk.) 

i. Pregnancy. I. Title. 

L.C. card no. for hardbound ed.: 7l- 

187518. 


PSYCHOLOGICAL aspects 612.63’019 
of a first pregnancy and early postnatal 
adaptation. Editors: Pauline M. 
Shereshefsky [and] Leon J. Yarrow. New 
York, Raven Press [1974, c1973] xvi, 373 
p. 25 cm. ISBN 0-911216-65-0 Prepared 
and published under contract no. NIH-72- 
C-259 of the National Institute of Child 
Health and Human Development. Includes 
Þibographies: [RG560.P78] 73-87877 
2.50 


612.492 


612.63 


d. Pregnancy—Psychological aspects. 2. 
Puerpertum—Psychological aspects. L 
Shereshefsky, Pauline M., ed. II. Yarrow, 
Leon J, ed. IH. United States. National 
Institute of Child Health and Human 
Development. 


SAMSON, Joan, 1937- 612.654 
Watching the new baby. Photos. by Gary 
Gladstone. [Ist ed.] New York, Atheneum, 
1974. 65 p. illus. 24 cm. ISBN 0-689- 


76 


30119-7 Bibliography: p. 65. Explains what 
to watch for in the growth and 
development of a-baby for the first six to 
eight months. [RJ61.8279 1974] 73-84833 
5.9 


1. uk (Newborn)—Care and hygiene— 
Juvenile literature. 2. Intants—Growth— 
Juvenile literature. I. Title. 


*BROER, Marion R. 

Laboratory experiences: exploring 

efficiency of human movement [by] 

Marion R. Broer. Philacelphia, W. B. 

Saunders, 1973. 151 p. illus. 26 cm. ISBN 

ey {QP301] 72-82801 3.95 
bk. 


1. Human mechanics. L Title. 


DE VRIES, Herbert A. 612.76 
Physiology of exercise for physical 
education and athletics [by] Herbert A. 
deVries. 2d ed. Dubuque, Iowa, W. C. 
Brown Co. [1974] xii, 515 p. illus. 24 cm. 


612.76 


ISBN 0-697-07120-0 Includes 
bibliographies. [QP301.D33 1974] 73- 
84326 7.50 

1. Exercise. I. Title. 

GOTTLIEB, Gilbert, 1929- 612.8 


Aspects of neurogenesis. Edited by Gilbert 
Gottlieb. New York, Academic Press, 
1974. xv, 287 p. illus. 24 cm. ISBN 0-12- 
609302-4 (Studies on the development of 
behavior and the nervous system, v. 2) 
Includes bibliographies. [QP363.5.G67] 74- 
166459 22.50 

1. Neurogenesis. 2. Neuropsychology. I. 
Title. 


LEWIN, Roger. 6172.8 
The nervous system. [ist ed.] Garden City, 
N.Y., Anchor Press, 1974. 110 p. illus. 18 
cm. ISBN 0-385-00412-5 Bibliography: p. 
[104] [QP361.L45] 73-10979 1.95 (pbk.) 

1. Nervous system. I. Title. 


THOMPSON, Richard 
Frederick, 1930- 
Introduction to biopsychology [by] Richard 
F. Thompson. San Francisco. Albion Pub. 
Co. [c1973] vi, 184 p. illus. 24 cm. ISBN 


612.8 


0-87843-610-3 Bibliography: p. 158-162. 

[QP360.T47] 72-86236 4.95 (pbk.). 

1. Psychobiology. I. Title. 

BENNETT, Michael Vander 612.81 
Laan, 1931- 

Synaptic transmission and neuronal 


interaction. Editor: M. V. L. Bennett. New 
York, Raven Press [1974] xii, 388 p. illus. 
25 cm. ISBN 0-911216-56-1 (Society of 


General Physiologists series, v. 28) 
Includes bibliographies. [QP363. B46] 73- 
83886 19.75 


i. Synapses. 2. Neural transmission. T. 
Title. JIE. Series: Society of General 
Physiologists. Society of General 
Physiologists series, v. 28. 


INTERNATIONAL Symposium 612.82 
on Metabolic Regulation and Functional 
Activity in the Central Nervous System, 
Saint-Vincent, Italy, 1972. 

Central nervous system; studies on 

metabolic regulation and function. Edited 

by E. Genazzani and H. Herken. Berlin, 

New York, Springer-Verlag, 1974. viii, 249 

p. illus. 25 cm. Held September 16-17, 

1972; sponsored by the Accademia di 

Medicina di Torino. Includes 

bibliographies. [QP370.156 1972] 73-13178 

30.50 


i. Central nervous system—Cangresses. 2. 
Metabolic regulation. I. Genazzani, E., ed. 
IE Herken, H, ed. Hi Accademia di 
medicina, Turin. IV. Title. 


AMERICAN BOOK PUBLISHING RECORD 


LURIA, Aleksandr 

Romanovich, 1902- 
The working brain; an introduction to 
neuropsychology [by] . R- Luria. 
Translated by Basil Haigh. New York, 
Basic Books {c1973] 398 p. illus. 21 cm. 
ISBN 0-465-09207-1 Bibliography: p. 345- 
371. [QP360.L8713 1973] 72-95540 12.50 
I. Neuropsychology. I. Title. 


ORBIS Scientiae, 

University of Miami, 1974. 
Progress in the neurosciences and related 
fields. Chairman: Behram Kursunoglo. 
Editors: Stephan L. Mintz [and] Susan M. 
Widmayer. New York, Plenum Press 
[1974] p. cm. ISBN 0-306-36906-0 
{Studies in the natural sciences, v. 6) 
”Proceedings of Orbis Scientiae held by 
the Center for Theoretical Studies, 
University of Miami, January 7-11, 1974.” 
Includes bibliographical references. 
[QP351.07 1974] 74-10822 18.50 
{. Neurophysiology—Congresses. L 
Kursunoglu, Behram, 1922- IL Mintz, 
Stephan, ed. HI. Widmayer, Susan M., ed. 
IV. Miami, University of, Coral Gables, 
Fla. Center for Theoretical Studies. V. 
Title. VI. Series. 

Prepared from C.I.P. 


NATO Advanced Study 
Institute, Bruges, 1971. 
Basic sleep mechanisms. Edited by Olga J. 
Petre-Quadens [and] John D. Schlag. New 
York, Academic Press, 1973. p. ISBN 0- 
12-552950-3 Based on a symposium held 
June 24-30, 1971. Bibliography: p. 
[QP425.N3 1971] 73-2071 23.50 
1. Sleep—Congresses. I. Petre-Quadens, 
Olga J, ed. II. Schlag, John D., ed. HI. 
Title. 
Prepared from C.I.P. 


BACHELARD, H. S. 612.822 
Brain biochemistry [by] H. S Bachelard. 
London, Chapman and Hall; New York, 
Halsted Press Division, Wiley [1974] p. 
cm. ISBN 0-470-03981-7 (Outline studies 
in biology) Includes bibliographical 
references. [QP376.B2] 74-4105 2.95 

i. Brain chemistry. I. Title. 

Prepared from C.I.P. 


PALAY, Sanford L. 612.825 
Cerebellar cortex: cytology and 
organization [by] Sanford L. Palay [and] 
Victoria Chan-Palay. Berlin, Heidelberg, 
New York, Springer, 1974. xii, 348 p. 
several ill. 29 cm. Bibliography: p. 337- 
344. [QM575.P3] 73-77568 64.00 


6127.82 


6127.82 


612’.821 


I. Cerebellar cortex. I. Chan-Palay, 
Victoria, joint author. 
LEONARD, Jon N. 613 


Live longer now: the first one hundred 
years of your life: the 2100 program, by 
Jon N. Leonard, Jack L. Hofer, and 
Nathan Pritikin. New York, Grosset & 
Dunlap [1974] xix, 232 p. illus. 22 cm. 
ISBN 0-448-11504-2 Includes 
bibliographical [RA776.L57] 
73-11398 7.95 

1. Hygiene. 2. Longevity. 3. Nutrition. I 
Hofer, Jack L., joint author. II. Pritikin, 
Nathan, joint author. HI. Title. 


MAYER, Jean. 613 
Health. New York, D. Van Mostrand Co. 
[1974] xi, 532 p. illus. 24 cm. ISBN 0-442- 
25183-1 Includes bibliographies. 
[RA425.M383] 73-21368 8.95 (pbk.) 

1. Hygiene. 2. Hygiene, Public. 


references. 


613.7 
an Ananda Marga manual for teachers. [2d 
ed. Los Altos Hills, Calif., Ahanda Ma’rga 
Publications, 1973] 276 p. illus. 28 cm. 


TEACHING asanas; 


JULY 31,1974 


-ISBN 0-88476-000-6 Bibliography: p. 270. 
[RA781.7.T37 1973] 74-75330 4.95 

4. Yoga, Hatha. 

Publisher’s address: 27160 Moody Road, 
Los Altos Hills, Ca. 94022 


BRYANT, Rosalie. 613.7°042 
Physical education activities for every 
month of the school year [by] Rosalie 
Bryant [and] Eloise McLean Oliver. West 
Nyack, N.Y., Parker Pub. Co. [1974] p. 
cm. ISBN 0-13-667006-7 [GV443.B76] 74- 
5188 8.95 

1. Physical education for children. I. 
Oliver, Eloise McLean, joint author. II. 
Title. 

Prepared from C.I.P. 


WERNER, Peter H. 613.7°042 
Do it yourself; creative movement with 
innovative physical education equipment 
[by] Peter H. Werner [and] Richard A. 
Simmons. Dubuque, Iowa, Kendall/Hunt 
Pub. Co. [1973] vii, 104 p. illus. 23 cm. 
ISBN 0-8403-0774-8 Includes 
bibliographical references. [GV443.W43] 
73-83954 2.95 (pbk.) 

i. Physical education for children. 2. 
Athletics—Apparatus and equipment. I. 
te Richard A., joint author. ID. 
Title. 


HOWELL, Maxwell Leo, 
1927- 
People’s Republic of China 4-minute 
exercise plan, by Maxwell L. Howell. New 
York, Grosset & Dunlap Publishers [1973] 
63 p. illus. 21 cm. ISBN 0-448-11635-9 
First published under title: Chairman 
Mao’s 4 minute physical fitness plan. "A 
record by the Central China Philharmonic 
Society of the music to accompany the 4- 
minute exercise plan is available from 
Celestial Arts, Millbrae, California.” 
GV489.H62 1973b] 74-164318 1.25 


613.7'1 


bk.). 
1. Callisthenics. 2. Physical education and 
training—China. I. Title. 


MEIER, Walli. 613.71071 
Recreative movement in further education 
[by] W. Meier and M. Baranek. London, 
Macdonald and Evans, 1973, [i.e. 1974] 
xiv, 96 p. illus. 23 cm. ISBN 0-8238-0167- 
5 Imprint covered by label: Bee Inc., 
Boston. Bibliography: p. 92-93. 
(RA781.M394 1973] 74-159038 6.95 

I. Exercises—Physiological effect. 2. 
Motor ability. 3. Movement, Psychology 
of. I. Baranek, Madge, joint author. IT. 
Title. 


HUNT, Constance. 613.8 
Hey kid! San Francisco, Glide Publications 
[1974] p. ISBN 0-912078-28-6 A story of 
rhyme designed to help youngsters decide 
for themselves whether or not to take 
drugs. [HV5801.H8] 74-7345 1.95 (pbk.). 
1. Drugs and youth—Juvenile literature. 2. 
Drug abuse—Juvenile literature. I. Title. 
Prepared from C.I.P. 


RUDMAN, Jack. 613.8°3 
Q.A. on drug education; basic information 
for students, parents, schools, libraries, law 
enforcement & community agencies. 
Plainview, N.Y., National Learning Corp. 
[1973, c1972] 1 v. (various pagings) 29 cm. 
ISBN 0-8373-4051-9 (Passbook series) 
Information on drug origins, effects, use, 
abuse, and terminology is presented in the 
form of examination questions, with 
answers, and a glossary. [HV5801.R77] 78- 
187541 5.00 

1. Drugs—Jivenile literature. 2. Drugs— 
Miscellanea. T. Title. 


WORKSHOP on 613.9°42 
Hysteroscopic Sterilization, Minneapolis, 
1973. 


Hysteroscopic sterilization; proceedings. 
Edited by John J. Sciarra, Julius C. Butler 
[and] J. Joseph Speidel. [Miami, Fla.] 
Symposia Specialists; [distributed by] 
Intercontinental Medical Book Corp., New 
York [1974] xviii, 174 p. illus. 24 cm. 
ISBN 0-88372-056-6 (PARFR series on 
fertility regulation} “Sponsored by the 
Program for Applied Research on Fertility 
Regulation, University of Minnesota.” 
Includes bibliographical references. 
[RG138.W68 1973] 73-89916 14.95 

1. Hysteroscopic sterilization—Congresses. 
I. Sciarra, John J, 1927- ed. II. Butler, 
Julius C, ed. III. Speidel, John Joseph, 
1937- ed. IV. Minnesota. University. 
Program for Applied Research on Fertility 
Regulation. V. Title. VI. Series: Minnesota. 
University. Program for Applied Research 
on Fertility Regulation. PARFR series on 
fertility regulation. 


COULTON, George 614.5°73’2094 
Gordon, 1858-1947. 

The black death. [Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1929 ed. published by E. Benn, 

London, in seri¢s: Benn’s sixpenny library. 

Bibliography: p. [RC172.C6 1974] 74-9883 

10.00 (lib. bdg.). 

1. Black death. 

Prepared from C.I.P. 


*HAVENER, W. Michael. 614.599°7 
To make you see: Yank Ulmer’s crusade, 
by W. Michael Havener. [ist ed.] New 
York, Vantage Press, [c1973] xii, 95 p. 
ai 21 cm. ISBN 0-533-00654-6 [RE51] 


L Eye—Care and hygiene. I. Title. 


MONTAGU, Ashley, 1905- 
comp. 

The endangered environment. lst ed. New 

York, Mason & Lipscomb [1974, c1972] 

p. cm. ISBN 0-88405-027-0 Bibliography: 

p. [RA565.M66 1974] 74-4180 9.95 

1. Environmental health. I. Title. 

Prepared from C.I.P. 


MANUAL for sampling 614.771 
airborne pollen [by] Eugene C. Ogden [and 
others] New York, Hafner Press [1974] p. 
cm. ISBN 0-02-849820-8 Prepared under 
the auspices of the New York State 
Museum and ety Service and the U.S. 
Atomic Ene Commission. 
[RA577.P6M36] 74-4397 11.95 

i. Allergens—Measurement. 2. Pollen. 3. 
Air—Analysis. I. Ogden, Eugene Cecil. II. 
New York (State). State Museum and 
Science Service. III. United States. Atomic 
Energy Commission. 

Prepared from C.I.P. 


SOMAN, Shirley Camper. 614.8 
Let’s stop destroying our children. New 
York, Hawthorn Books [1974] xii, 274 p. 
illus. 24 cm. [HQ792.U5S65] 73-357 7.95 

i. Children in the United States. 2. 
Children’s accidents. 3. Product safety. 4. 
Children’s rights—United States. I. Title. 


*MCCOMBS, Chas. D., 614.88 
On insulting your ills (with instant cures), 
by Chas. D. McCombs. [Ist ed] New 
York, Vantage Press [1973] ix, 109 p. 21 
cm. ISBN 0-533-00844-1 [RC82] 9.00 

1. Medicine, Popular. I. Title. 


HUANG, Kee-chang, 
1917- 


614.7 


615°.1°0202 


Outline of pharmacology. Springfield, Ill., 
Thomas [1974] xi, 408 p. illus. 26 cm. 
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ISBN 0-398-02717-X [RM401.H83] 73- 
209 14.95 (pbk.) 
I. Pharmacology. I. Title. 


HOLROYD, Samuel 
V., 1931- 

Clinical pharmacology in dental practice. 
Edited by Sam V. Holroyd. Saint Louis, 
Mosby, 1974. xi, 384 p. illus. 24 cm. ISBN 
0-8016-2240-9 Includes bibliographical 
references. [RK701.H64] 73-11114 11.00 
J. Dental pharmacology. I. Title. 


615°.1'0246176 


` PAGE, Irvine Heinly, 615.1708 s 
1901- 
Angiotensin. Contributors: D. Allmann 


[and others]. Editors: Irvine H. Page [and] 
F. Merlin Bumpus. Berlin, New York, 
Springer-Verlag, 1974. xix, 591 p. illus. 25 
cm. (Handbook of experimental 
pharmacology, new series, 37) Includes 
bibliographies. [QP905.H3 Bd. 37] 
[QP552.A5] 612’.0151°6 73-78809 91.90 

I. Angiotensin. 2, Aldosterone. I. Allmann, 
D. II. Bumpus, F. Merlin, joint author. I. 
Series: Handbuch der experimentellen 
Pharmakologie, 37. 


BANES, Daniel. 615.1901 
A chemists guide to regulatory drug 
analysis. Washington, Association of 
Official Analytical Chemists [1974] vi, 133 
p- illus. 23 cm. Includes bibliographical 
references. [RS189.B29] 74-75346 

I. United States. Food and Drug 
Administration. 2. Drugs—Adulteration 


and analysis. 3. Drugs—Law and 
legislation—United States. I. Title. 
HARRIS, Lloyd J., 615'.324°324 


1947- 
The book of garlic, by Lioyd J. Harris, San 
Francisco, Panjandrum Press [1974] p. 
cm, [RM666.G15H37] 74-10950 4.95 
i. Garlic—Therapeutic use. 2. Garlic. I. 
Title. 
Prepared from C.I.P. 


STONE, Irwin. 615°.328 
The healing factor: "vitamin C” against 
disease. [With forewords by Dr. Linus 
Pauling and Dr. Albert Szent-Gyorgyi] 
New York, Grosset & Dunlap [1974, 
c1972] 258 p. 21 cm. ISBN 0-448-11693-6. 
Includes bibliographical references. 
[RM666.A79S76] 72-77105 1.95 (pbk.) 

1. Asorbic acid—Therapeutic use. I. Title. 


WAGMAN, Gerald H. 615’.329 
Chromatograph y of antibiotics. [By] Gerald 
H. Wagman and Marvin J. Weinstein. 
Amsterdam, New York, Elsevier Scientific 
Pub. Co., 1973. viii, 240 p. 27 cm. ISBN 
0-444-41106-2 (Journal of chromatography 


library, v. 1) Includes bibliographical 
references. [RS190.A5W33] 72-97439 
26.00 

1. Antibiotics--Analysis. 2. 


Chromatographic analysis. I. Weinstein, 
Marvin J, joint author. II. Title. ITI. Series. 


BERSON: Solomon A., 615.36 
1 

Peptide hormones. Editors: Solomon A. 
Berson and Rosalyn S. Yalow. Amsterdam, 
North Holland Pub. Co.; New York, 
American Elsevier Pub. Co., 1973. 2 v. 
illus. 25 cm. (Methods in investigative and 
diagnostic endocrinology v. 2A-B) 
Contents.—[1] General methodology. 
Pituitary hormones and hypothalamic 
releasing factors.—[2] Non-pituitary 
hormones. Includes bibliographies. 
{RM288.B47] 72-93088 97.50 

1. Peptide hormones. 2. Hormone therapy. 
I Yalow, Rosalyn Sussman, 1921- joint 
author. If. Title. III. Series. 


1918- 


77 


600 TECHNOLOGY 


SPROWLS, Joseph Barnett, 615.4 
ed. 
Sprowls’ American pharmacy; an 


introduction to .pharmaceutical techniques 
and dosage forms. Edited by Lewis W. 
Dittert. 7th ed. Philadelphia, Lippincott 
[1974] p. cm. ISBN 0-397-52058-1 
Previous editions edited by R. A. Lyman. 
Includts bibliographies. [RS91.S76 1974] 
73-20013 18.00 

i.. Pharmacy. I. Dittert, Lewis W., ed. II. 
+ Lyman, Rufus Ashley, 1875-1937, ed. 
American pharmacy. HI. Title. IV. Title: 
American pharmacy. 

Prepared from C.I.P. 


TOBE, John H. 615.535 
The golden treasury of natural health 
knowledge [by] John H. Tobe. (St. 
Catharines, Ont., Provoker Press; New 
York, P. S. Eriksson, 1973] 619 p. 26 cm. 
ISBN 0-8397-3015-2 [RZ440.T6] m3. 83219 
14 

1. Naturopathy. I. Title. 


PARENTERAL nutrition in 615’.63 
infancy and childhood. Edited by Hans 
Henning Bode and Joseph B. Warshaw. 
New York, Plenum Press [1974] p. cm. 
ISBN 0-306-39046-9 (Advances in 
experimental medicine and biology, v. 46) 
Based in part on the proceedings of the 
International Symposium on Parenteral 
Nutrition in Infancy and Childhood, held 
in Boston in 1972. Includes bibliographies. 
[RJ53.F5P37] 74-6060 22.50 

1. Parenteral therapy—Congresses. 2. 
Pediatrics—-Congresses. I. Bode, Hans 
Henning, ed. II. Warshaw, Joseph B. 
1936- ed. III. Title. IV. Series. 

Prepared from C.I.P. 


NEWTON, William T. 615’.7 
Radioassay in clinical medicine, edited by 
William T. Newton and Robert M. Donati. 
Springfield, Hi., Thomas [1974] p. ISBN 
Gee eee [RC78.7.R4N48] 73-14898 
1. Radioisotopes in medical diagnosis. 2. 
Radioimmunoassay. 3. Hormones— 
Analysis. I. Donati, Robert M., joint 
author. IT. Title. 

Prepared from C.LP. 


GARB, Solomon. 615.704 
Undesirable drug interactions. 1974-1975 
rev. ed. New York, Springer Pub. Co. 
[1974, c1973] xiii, 578 p. 21 cm. ISBN 0- 
8261-1183-1 Published in 1971 under title: 
Clinical guide to undesirable drug 
interactions and interferences. 
Bibliography: p. [505]-578. [RM301.G37 
1973] 74-164352 13.95 

1. Drug interactions. I. Title. 

Pbk, 9.50; ISBN 0-8261-1184-X. 


COSTA, Erminio. 615°.78°08 s 
Gas chromatograph ly-mass spectrometry in 
neurobiology. Editors: E. Costa [and] B. 
Holmstedt. New York, Raven Press 
{c1973] viii, 175 p. illus. 25 cm. ISBN 0- 
911216-48-0 (Advances in biochemical 
psychopharmacology, v. 7) Includes 
bibliographies. [RM315.A4 vo. 7] 
[QP356.3] 612’.8°042 74-163581 15.95 

1. Neurochemistry—Technique. 2. Gas 
chromatography. 3. Mass spectrometry. I. 
Holmstedt, Bo, joint author. If, Title. HL 
eries. 


SCHLEIFFER, Hedwig, 
1899- comp. 

Sacred narcotic plants of the new world 

Indians; an anthology of texts from the 

sixteenth century to date. Introductory 

words by Richard Evans Schultes. New 

York, Hafner Press [c1973] v, 156 p. illus. 
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615°.78°09701 


24 cm. ISBN 0-02-851780-6 [E59.N5S34] 
73-91363 5.95 (pbk.). 


1. Indians—Narcotics. 2. Ethnobotany— 
America. I. Title. 
GREENBLATT, David J. 615.782 


Benzodiazepines in clinical practice [by] 
David J. Greenblatt fand] Richard I. 
Shader. New York, Raven Press [1974] vii, 
305 p. illus. 25 cm. ee 0-911216-52-9 
Bibliography: 269-293. 
[RM666. B42G73] 73- 83887 14.50 

1. Benzodiazepines. I. Shader, Richard I, 
1935- joint author. If. Title. 


THIE, John F. 615.822 
Touch for health; a practizal guide to 
natural health using acupuncture, touch, 
and massage to improve postural balance 
and reduce physical and mental pain and 
tension. A new approach to restoring our 
natural energies, by John F. Thie, with 
Mary Marks. Santa Monicze, Calif, De 
Vorss, c1973. 108 p. illus. 28 x 29 cm. 
ISBN 0-87516-180-4 Bibliography: p. 105. 
[RM721.T44] 73-86019 

1. Massage. 2. Acupuncture. I Marks, 
Mary, joint author. IT. Title. 


*THE year book of 615.84 
radiology. 

The 1974 edition edited by Walter M. 
Whitehouse [and others] is available from 
Year Book Medical Pubs., Chicago, for 
EN ISBN 0-8151-9296-7, L.C. card no.: 
37-767. 


THE Varieties of healing 615°.851 
experience: exploring psychic phenomena 
in healing; transcript of the 
interdisciplinary symposium of October 30, 
1971. Los Altos, Calif., Academy of 
Parapsychology and Medicine (1973) 107 
p. illus. 28 cm. Includes bibliographical 
references. [BF1021.V37] 74-154475 5.00 
1. Psychical research—Congresses. 2. 
Mental. healing—Congresses. I, Academy 
of Parapsychology and Medicine. 


SCOTT, David Lindsay. 615.8512 
Modern hospital hypnosis, especially for 
anaesthetists [by] David L. Scott. Chicago, 
Distributed by Year Book Medical 
Publishers, 1974. xii, 203 p. ilus. 22 cm. 
ISBN 0-8151-7621-X "A _ Lloyd-Luke 
publication.” Includes bibliographies. 
[RC495.S44 1974] 73-86835 15.95 

I. Hypnotism—Therapeutic use. I. Title. 


*HENNESSY, T. Hartley. 615.853 
Sun, wind and rain; a history and an 
explanation of hydrotherapy. New York, 
Vantage Press, [1973] 161 p.1 illus. 21 cm. 
ISBN 0-533-00580-9 [RG53.H&] 5.95 


1. Water—Therapeutic use. 2. Water— 
Cure. I. Title. 

KORDEL, Lelord. 615’.882 
Natural folk remedies. New York, 


Putnam’s [1974] 284 p. 22 cm. ISBN 0- 
399-11205-7 [R133.K67 1974] 73-78591 
7.95 

1. Folk medicine. I. Title. 


DREISBACH, Robert 
Hastings, 1916- 

Handbook of poisoning: diagnosis & 
treatment [by] Robert H. Dreisbach. 8th 
ed. Los Altos, Calif, Lange Medical 
Publications, 1974. 517 p. 18 cm. ISBN 0- 
87041-074-1 (A Concise medical library 
for practitioner and student) On spine: 
Poisoning. First ed. published in 1955 
under title: Handbook of poisons. Includes 
bibliographies. [RA1211.D7 1974] 73- 
93132 6.50 

1. Toxicology—Handbooks, manuals, etc. 
L Title. II. Title: Poisoning. 


615.900202 


AMERICAN BOOK PUBLISHING RECORD 


MCDANIEL, Lucy V. 616 
Selected medical disabilities; a programmed 
text for allied health service trainees, 
edited by Lucy V. McDaniel. Contributors: | 
Eay Cerny, Kathy M. McIntosh [and] Jane 
D. Lightfoot. Illustrated by Ursula Wolf- 
Eottkay. Thorofare, N.J., C. B. Slack 
[1973] xiii, 102 p. illus. 28 cm. ISBN 0- 
913590-09-6 Bibliography: p. 93-94. 
[RC58.M32] 73-79322 4.95 (pbk.) 

L Diabetes—Programmed instruction. 2. 
Tuberculosis—Programmed instruction, 3. 
Heart—Diseases—Programmed instruction. 
4. Geriatrics—Programmed instruction. I. 
Cerny, Kay. IL.’ Mcintosh, Kathy M. LIT. 
Lightfoot, Jane D. IV. Title. 


WEISMAN, Avery D. 616 
The realization of death; a guide for the 
psychological autopsy [by] Avery D. 
Weisman. With a foreword by Edwin S. 
Saneidman. New York, J. Aronson [1974] 
p. cm. ISBN 0-87668-163-1 Bibliography: 
p. [BF789.D4W37] 74-8343 10.00 

1. Death—Psychology. 2. Suicide. I. Title. 
Prepared from C.I.P. 


*THE year book of nuclear 616 
medicine. 

Tne 1974 edition edited by James L. 
Quinn is available from Year Book 


Medical Publishers for 19.50. L.C. card 
no.: 66-5562. 


THURMON, T. F. 616.042 
Rare genetic diseases: a guidebook. 
Aathor: T. F. Thurmon, III. Cleveland, 
CRC Press [1974] 196 p. 26 cm. ISBN 0- 
87819-039-2 At head of title CRC. 
[RB155.T54] 73-88629 

1. Medical genetics—Outlines, syllabi, etc. 
I. Chemical Rubber Co, Cleveland. I. 


Tele. 

WHALEY, Lucille F., 616’.042 
1923- 

Understanding inherited disorders [by] 


Lucille F. Whaley. Saint Louis, Mosby, 
1974. p. cm. ISBN 0-8016-5418-1 


Includes bibliographical references. 
[RB155.W46] 74-1010 10.95 

I. Medical genetics. I. Title. 

Prepared from C.LP. 

LEHRKE, Robert 616’.043'08 s 

Gordon. 

X-linked mental retardation and verbal 
disability. Editor: Daniel Bergsma. 


Associate editor: Natalie W. Paul. [Miami, 
Fle.] Symposia Specialists; [distributed by 
International Medical Book Corp., 1974] 
ix, 100 p. illus. 24 cm. ISBN 0-88372-057- 
4 ‘Birth defects original article series, v. 
10, no. 1) ”A report to the Minnesota 
Association for Retarded Children 
published for the National Foundation - 
March of Dimes.” [RG626.B63 vol. 10, 
no. 1] [RC570] 616.8’588'042 73-89914 

1. Mental deficiency—Genetic aspects. I. 


Minnesota Association for Retarded 
Children. II. Title. III. Series. 
FREESE, Arthur S. 616.047 


Pam; the new help for your pain, by 
Arthur S. Freese. New York, Putnam 
[1974] 251 p. 22 cm. ISBN 0-399-11254-5 
Bibliography: p. 237-242. [RB127.F73] 73- 
87187 6.95 

1. Pain. 2. Analgesics. 


INTERNATIONAL Symposium 616.047 
on Pain, Issaquah, Wash., 1973. 
International Symposium on ` Pain; 
{praceedings] Editor: John J. Bonica. New 
York, Raven Press [1974] xxiv, 850 p. 
ilus. 25 cm. ISBN  0-981216-57-X 
(Advances in neurology, v. 4) Includes 


JULY 31,1974 


bibliographical references. 
1973] 74-166364 38.00 

i. Pain—Congresses. 2. Analgesics— 
Congresses. I. Bonica, John J, 1917- ed. 
I. Title. III. Series. 


*DIRECTORY of Medical 616.058 
Specialists. 

The 1974-75 ed. is available from Marquis, 
Chicago for 49.50. L.C. card no.: 40-9671 


*THE year book of 616.058 
pathology and clinical pathology. 
The 1974 edition is available from Year 
Book Medical Publishers, Chicago for 
20.00. L.C. card no.: 41-11729. 


ROBINSON, Morton J. 616.07°076 
Self-assessment of current knowledge in 
pathology; 1200 multiple choice questions 
and referenced answers, derived from 
current medical literature, by Morton J. 
Robinson. 2d ed. Flushing, N.Y., Medical 
Examination Pub. Co., [1974] 189 p. 22 


[RM319.157 


cm. ISBN = 0-87488-253-2 Includes 
bibliographical references. [RB119.R62 
1974] 74-167258 10.00 

1. Pathology—Examinations, questions, 
etc. I. Title. 

PIMAN Shamanism and 616.0709701 


staying sickness (Ka:cim Munkidag) 
Donald M. Bahr, anthropologist; Juan 
Gregorio, shaman; David I. Lopez, 
interpreter; Albert Alvarez, editor. Tucson, 
University of Arizona Press [1974] xi, 332 
p. illus. 23 cm. ISBN 0-8165-0303-6 
Bibliography: p. 321-322. [E99.P25P54] 
72-92103 17.95 (pbk.) 

1. Papago Indians—Health and hygiene. 2. 
Papago Indians—Medicine. 3. Indians of 
North America—Health and hygiene. 4. 
Indians of North America—Medicine. I. 
Bahr, Donald M. II. Gregorio, Juan. III. 
Lopez, David I, tr. IV. Alvarez, Albert, 
ed, 


*FORTNER, Frances. 616.075’B 
On such a full sea: a tragedy of ignorance. 
[ist ed.] New York, Exposition Press 
(1273) 104 p. 21 em. ISBN 0-682-47840-7 
4 


I. Title. 


HOLT, Stephen H, 1919- 616.07’5 
Laboratory aids in diagnosis [by] Stephen 
H. Holt. Huntington, N.Y., Robert E. 
Krieger 1973 [c1971] ix, 185 p. 24 cm. 
ISBN 0-88275-121-2 [RB37.H687] 77- 
136967 10.50 

1. Medicine, Clinical—Laboratory manuals. 
2. Diagnosis, Differential. I. Title. 


EP WARDS; Gabrielle 616.07°56'028 


Laboratory techniques for high schools; a 


work-text of bio-medical methods [by] 
Gabrielle I. Edwards [and] Marion 
Cimmino. Woodbury, N.Y., Barron’s 


Educational Series, inc. [1974] 219 p. illus. 
28 cm. ISBN 0-8120-0503-1 Bibliography: 
oe (QH317.E38] 73-88791 4.95 


i. “Biology—Laboratory manuals. 2. 
Medicine, Clintcal—Laboratory manuals. I. 
Cimmino, Marion, joint author. IT. Title. 


HOFFMANN, Robert 616.07°56°028 
Gilbert, 1919- 

New clinical laboratory standardization 
methods, by Robert G. Hoffmann. 
Foreword by Holger Begtrup. With 


chapters by P. M. G. Broughton, A. H. 
Gowenlock [and] P. I. A. Hendry. [ist ed.] 
New York, Exposition Press [1974] xiii, 
129 p. illug 27 cm. ISBN 0-682-47758-3 
(An Exposition-university book) 


Bibliography: p. 127-128. [RB40.H63 
1974] 73-82089 17.50 
1. Medicine, Clinical—Standards. 2. 


Medicine, Clinical—Quality control I. 

Title. 

KING, Maurice 616.07°56’028 
Henry. 


A medical laboratory for developing 
countries [by] Maurice King. London, 
Oxford University Press, 1973, [i.c.1974] 1 
v. (various pagings) illus. (part col.) 26 cm. 
ISBN 0-19-264916-7 (Oxford medical 
publications) Includes bibliography. 
[RB37.K53] 74-167270 

1. Medicine, Clinical—Laboratory manuals. 
I. Title. 

Distributed by Oxford University Press, 
New York, 11.25. 


AMERICAN College of 616.0757 
Radiology. Commission on Planning of 
Radiologic Installations. 

Planning guide for radiologic installations. 

Wendell G. Scott, ed. 2d. ed. [Huntington, 

N.Y.] Robert E. Krieger [1974, c1966] 297 

p. illus. 26 cm. ISBN 0-88275-140-9. 

Includes bibliographical references. 

[RM862.5C6] 66-24508 10.50 

1. Radiology, Medical. I. Scott, Wendell 


G., 1906-. ed. Il. Tite. Wf. Title: 
Radiologic installations. 
WATSON, John C. 616.0757 


Patient care and special procedures in 
radiologic technology [by] John C. Watson. 
4th ed. Saint Louis, C. V. Mosby Co., 
1974. p. cm. ISBN 0-8016-5358-4 
[RC79.W37 1974] 74-1115 10.00 

1. Radiology, Medical. I. Title. 

Prepared from C.I.P. 


CAHOON, John B. 616.07°572 
Formulating X-ray techniques [by] John B. 
Cahoon. 8th ed. Durham, N.C., Duke 
University Press, 1974. x, 381 p. illus. 25 
cm. ISBN  0-8223-0309-4 Previously 
published under title: Formulating X-ray 
technics. Bibliography: p. 363-368 
[RC78.C32 1974] 73-81713 12.50 

1. Radiography. I. Title. 


*MECHANISMS in allergy 616.079 
reagin-mediated hypersensitivity, ed. by 
Lawrence Goodfriend, Alec H. Sehon 
[and] Robert P. Orange. New York, M. 
Dekker, 1973. xviii, 578 p. 24 cm. ISBN 
0-8247-6074-3 (Immunology series, v. 1) 
a bibliographies. [QR181.] 73-82704 


L Immunology—Congresses. L 
Goodfriend, Lawrence, ed. II. Sehon, Alec 
H., ed. II. “Orange, Robert P., ed. 


INTERNATIONAL 616.07°9°3 
Symposium on the Immunoglobulin A 
System, Birmingham, Ala., 1973. 

The immunoglobulin A system; 

[proceedings] Edited by Jiri Mestecky and 

Alexander R. Lawton. New York, Plenum 

Press [1974] p. cm. ISBN 0-306-39045-0 

{Advances in experimental medicine and 

biology, v. 45) Includes bibliographical 

reterences, [QR186.8.A2157 1973] 74-8720 


i. Immunoglobulin A—Congresses. I. 


Mestecky, Jiri, 1941- ed. If Lawton, 
Alexander R., 1938- ed. III. Title. IV. 
Series. 

Prepared from C.I.P. 

ADVANCES in internal 616.08 
medicine 

Vol 19. 1974 ed. by Gene H. Stollerman 


{and others] is now available from Year 
Book medical Pubs, Chicago for 17.50. 
PEN 0-8151-8289-9, L. C. card no. 42- 
20729. 


600 TECHNOLOGY 


BALINT, Enid. * 616.08 
Six minutes for the patient; interactions in 
general practice consultation, edited by 
Enid Balint & J. 5. Norell. London, 
Tavistock Publications, 1973, [i.e. 1974] 
xxi, 182 p. 23 cm. ISBN 0-422-74270-8 
(Mind and medicine monographs, 23) 
Distributed in the U.S.A. by Harper & 
Row Publishers, Barnes & Noble Import 
Division. Includes index. Bibliography: p. 
176-177. [R727.3.B29] 74-165159 8.00 

i. Phyisican and patient. 2. Medicine and 
psychology. 3. Physicians (General 
practice) I. Norell, Jacob Solomon, joint 
author. II. Title. IIÍ. Series. 


COMPLEX 616.1008 s 
electrocardiography. Charles Fisch, guest 
editor. Philadelphia, F. A. Davis Co. 
[1973-74] 2 v. illus. 27 cm. (Cardiovascular 
clinics, v. 5, no. 3; v. 6, no. 1) Includes 
bibliographical teterenees. [RC681.A1C27 
vol. 5 etc.] [RC683.5.E5] 
616. 1280754 73- $2085 12.00 

1. Electrocardiography. I. Fisch, Charles, 
1921- ed. II. Series: Cardiovascular clinics, 
v. 5, no. 3 [ete.]. 


NEW York Heart 
Association. 

Nomenclature and criteria for diagnosis of 
diseases of the heart and great vessels [by] 
the Criteria Committee of the New York 
Heart Association. Rejane M. Harvey, 
chairman, Eugenie F. Doyle [and others] 
with the assistance of J. Thomas Bigger 
[and others] 7th ed. Boston, Little, Brown 
[c1973] xi, 347 p. illus. 22 cm. ISBN 0- 
316-60535-2 First-3d editions by the Heart 
Committee of the New York Tuberculosis 
and Health Association published under 
title: Criteria for the classification & 
diagnosis of heart disease. 4th ed. 
published under title: Nomenclature and 
criteria for diagnosis of diseases of the 
heart; Sth ed., Nomenclature and criteria 
for diagnosis of diseases of the heart and 
blood vessels; 6th ed., Diseases of the 
heart and blood vessels. [RC683.N37 
1973] 73-1425 

1. Cardiovascular — system—Diseases— 
Diagnosis. I. Harvey, Rejane M. I. Title. 


IFIP TC-4 Working 616.1°2’0754 
Conference on Computer Application on 
ECG and VCG Analysis, Hanover, 1971. 

Computer application on ECG and VCG 

analysis. Proceedings of the 2d. IFIP TC-4 

Working Conference on Computer 

Application on ECG and VCG Analysis, 

Hannover, 11-14 October 1971. Ed. by 

Chr. Zywietz and B. Schneider. 

Amsterdam, North-Holland Pub. Co., 

1973. xxiv, 583 p. with illus. 23 cm. 

Distributed in the U.S.A. by American 


616.1'075 


Elsevier, New York. Includes 
bibliographies. [RC683.5.E512 1971] 73- 
75544 43.00 

i. Electronic data processing-~~ 


Electrocardiography—Congresses. 
Zywietz, Chr., ed. Il. Schneider, Berthold, 
1932- ed. Hl. International Federation for 


Information , Processing. Technical 
Committee 4. IV. Title. 
LIPID metabolism and 616.1’ a 


atherosclerosis; proceedings of 

symposium organised by the Netherlands 
Society for Cardiology and ICI 
Pharmaceuticals Division. Editor: D. W. K. 
Cotton. Amsterdam, Excerpta Medica; 
New York, A Elsevier Pub. Co., 
1973. ix, 116 p 24 cm. Includes 
oa [RC692.L56] 73-88886 7.00 


i. Arteriosclerosis—Congresses. 2. Lipid 
mmetabolism—Congresses. I. Cotton, D. W. 
K., ed. H. Nederlandse Vereniging voor 
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Cardiologie. * II. Imperial Chemical 
Industries, ltd. Pharmaceuticals Division. 


VENOGRAPHY of the 616.174 
inferior vena cava and its branches [by] 
Ernest J. Ferris [and others]. Forward by 
Herbert L. Abrams. Huntington, N.Y., 
Robert E. Krieger Pub. Co., 1973 [c1969] 
ix, 229 p. illus (part col.) 26 cm. ISBN 0- 
88275-118-2 Includes bibliographies. 
[RC695.V45] 76-94447 17.50 

1l. Vena cava. 2. Veins—Radiography. L 
Ferris, Ernest J., 1932- 


*ACKERMAN, G. Adolph. 616.15 
Hematology: normal morphology; a visual 
approach [by] G. Adolph Ackerman [ist 
ed.] Philadelphia, F. A. Davis Co. [1973] 
v, 26 p. illus., 100 col. slides (35 mm), 30 
cm. ISBN 0-8036-0015-1 [QP92] 95.00 

I. Hematology. I. Title. 


INTERNATIONAL 616.1°5°008 s 
Symposium on Comparative Leukemia 
Research, 5th, Padua/Venice, 1971. 
Unifying concepts of leukemia. Editors: 
Ray M. Dutcher and L. Chieco-Bianchi. 
Basel, New York, S. Karger, 1973. xxvi, 
1265 p. illus. 25 cm. ISBN 3-8055-1383-6 
(Bibliotheca haematologica, no. 39)*’Held 
under the auspices of the World 
Committee for Comparative Leukemia 
Research; sponsored by the Special Virus 
Cancer Program, National Cancer 
Institute, NIH, and the Leukemia Society 
of America, Inc.” Includes bibliographies. 
[RC633.A1B5 no. 39] [RC643] 616.1°55 
74-166389 
1. Leukemia—Congresses. I. Dutcher, Ray 
M., ed. If Chieco-Bianchi, L., ed. HI 
World Committee for Comparative 
Leukemia Research. IV. United States. 
National Cancer Institute. Special Virus 
Cancer Program. V. Leukemia Society. VI. 
Title. VII. Series. 
Distributed by Phiebig, White Plains, 


CERAMI, Anthony, 1940- 616.1°52 
Sickle cell anemia, by Anthony Cerami 
and Elsie Washington. New York, The 
Third Press [1974] 111 p. illus. 21 cm. 
ISBN 0-89388-068-X [RC641.7.H4C4] 72- 
93681 7.95 | 

1. Sickle cell anemia. I. Washington, Elsie, 
1942- joint author. 


AUSBAND, John R. 616.271 
Ear, nose, and throat disorders; a 
practitioner’s guide, by John R. Ausband. 
Flushing, N.Y., Medical Examination Pub. 
Co. [1974] 192 p. illus. 22 cm. ISBN 0- 
i aa [RF46.487] 74-166236 10.00 
bk.). 

1. Otolaryngology—Handbooks, manuals, 
etc. I. Title. 


PAYNE, William Spencer, 
1926- 

The esophagus. [Edited by] W. Spencer 

Payne, Arthur M. Olsen, and members of 

the staff of the Mayo Clinic. Philadelphia, 

Lea & Febiger, 1974. p. ISBN 0-8121- 

0444-7 [RC815.7.P37] 73-11324 16.00 

1. Esophagus—Diseases. I. Olsen, Arthur 

Martin, 1909- joint author. 

Prepared from C.I.P. 


TREATMENT and management 616.3°98 
of obesity. Edited by George A. Bray and 
John E. Bethune. Hagerstown, Md., 
Medical Dept., Harper & Row [1974] x, 
149 p. illus. 21 cm. ISBN 0-06-140544-2 
Includes bibliographies. [RC628.T69] 73- 
22122 

i. Corpulence. 2. Reducing diets. I. Bray, 
George A., ed. I, Bethune, John E., ed. 


616.3°2 
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TYSON, Mary 616.3°98°0919 
Catherine. 

The psychology of successful weight 
control [by] Mary Catherine Tyson [and] 
Robert Tyson. Chicago, Nelson-Hall Co. 
[1974] viii, 192 p. 23 cm. ISBN 0-88229- 
103-3 [RC628.T9] 73-84207 7.95 

1. Corpulence—Psychological aspects. I. 
Tyson, Robert, joint author. I. Title. 


MAZZAFERRI, Ernest 616.4’002’02 
L., 1936- 

Endocrinology; a review of clinical 
endocrinology, by Ernest L. Mazzaferri. 
Flushing, N.Y., Medical Examination Pub. 


. [1974] 442 p. illus. 22 cm. ISBN 0- 
87488-614-7 [RC648.M38] 74-166337 
10.00 (pbk.) 

1. Endocrinology—-Outlines, syllabi, etc. 
*JAMES, V. H. T., comp. 616.402 
Current topics in experimental 
endocrinology. 


Vol. 2 edited by V. H. T. James and L. 
Martini is available from Academic Press 
for 22.50. ISBN 0-12-153202-X. L.C. 
card no.: 70-187922. 


BETHUNE, John E. 616.45 
The adrenal cortex: a Scope monograph 
[by] John E. Bethune. Kalamazoo, Mich., 

Upjohn Co. [1974] 68 p. illus. 29 cm. On 
spine: Scope monograph on the adrenal 
cortex. [RC659.B47] 72-79759 

1. Adrenal cortex—Diseases. 2. Adrenal 
cortex. I. Title. II. Title: Sccpe monograph 
on the adrenal cortex. 


INTERNATIONAL Diabetes 
Federation. 

Eighth Congress of the International 
Diabetes Federation, Brussels, Belgium, 
July 15-20, 1973; abstracts. [Editors: J. J. 
Hoet and others] Amsterdam, Princeton, 
Excerpta Medica [1973] 226 p. 25 cm. 
(International congress series, no. 28)) 
Imprint covered by label: Published and 
distributed in the cre by American 
Elsevier Pub New York. 
[RC660.A 1157 973)" 74164664 15.75 

1. Diabetes—Congresses. I. Hoet, J. J, ed. 
I, Title. II. Series. 


HARTMAN, William E., 1919- 616.6 
Treatment of sexual dysfunction: a bio- 
psycho-social approach, by William E. 
Hartman and Marilyn A. Fithian. New 
York, J. Aronson (1974, c1972] p. cm. 
ISBN 0-87668-166-6 Reprint of the ed. 
published by the Center for Marital and 
Sexual Studies, Long Beach, Calif. 
Bibliography: p. [RC556.H37 1974] 74- 
8314 10.00 

1. Sexual disorders. I. Fithian, Marilyn, 
joint author. II. Title. 

Prepared from C.I.P. 


GENITOURINARY 616.6'07°572076 
tract disease syllabus, by Milton Elkin [and 
others] Chicago, Committee on 
Professional Self-Evaluation and 
Continuing Diagnosis, Commission on 
Radiologic Diagnosis, American College of 
Radiology, 1973- v. illus. 27 cm. 
(Professional self-evaluation and continuing 
education program, set Includes 
bibliographies. [RC871.G46] 74-158464 

i. Genito-urinary organs—Diseases. L 
Elkin, Milton, 1916- H. American College 
of Radiology. Commission oa Diagnosis. 
Committee on Professional Self-Evaluation 
ana Continuing Education. II. Title. IV. 

eries. 


INTERNATIONAL Symposium 616.6'22 
on Renal Stone Research, Madrid, 1972. 
Urinary calculi recent advances in 
aetiology, stone structure and treatment 


616.4°62 


AMERICAN BOOK PUBLISHING RECORD 


proceedings of the International 
Symposium on Renal Stone Research, 
Fundacion Jimenez Diaz, Madrid, 
September 1972. Editors: L. Cifuentes 
Delatte, A. Rapado and A. Hodgkinson. 
Basel, New York, S. Karger, 1973. vii, 364 
p. illus. (1 col.) 24 cm. ISBN 3-8055-1618- 
5 [RC916.157 1972] 74-164303 

I. Calcul, Urinary—Congresses. I. 
Cifuentes Delatte, Luis, ed. II. Rapado, A., 
ed. Ill. Hodgkinson, Albert, ed. IV. Title. 
Distributed by Phiebig, New York; 34.25. 


RASMUSSEN, Howard. 616.71 
The physiological and cellular basis of 
metabolic bone disease, by Howard 
Rasmussen fand] Philippe Bordier. 
Baltimore, Williams & Wilkins Co. [1973, 
c1974] xii, 364 p. illus. 27 cm. ISBN 0- 
683-07184-X Microfiche inserted in 
pocket. Bibliography: p- 315-344, 
[RC930.R37] 73-4555 21.50 

1. Bones—Diseases. 2. Pathology, Cellular. 
3. Metabolism, Disorders of. I. Bordier, 
Philippe, joint author. IT. Title. 


INTERNATIONAL 616.7°47008 s 
Congress on Muscle Diseases, 2d, Perth, 
Australia, 1971. 

Basic research in myology. Editor: B. A. 

Kakulas. Amsterdam, Excerpta Medica; 

New York, American Elsevier, 1973. xii, 

598 p. illus. 25 cm. (International Congress 

series, no. 294) (Its Proceedings, part 1) 

Includes bibliographies. [RC925.A1158 

cae pt. 1] [QP321] 612.74 74-163523 

55. 


I. Muscles—Congresses. 2. Muscles— 


Diseases. I. Kakulas, B. A., ed. Il. Title. 
“I Series. IV. Series: International 
Congress series, no. 294. 

BIOLOGY of fibroblast; 616.7°7 
fourth Sigrid Juselius Foundation 


Symposium, Turku, Finland, August, 1972. 
Edited by E. Kulonen and J. Pikkarainen. 
London, New York, Academic Press, 
1973, [i.e. 1974] xiv, 689 p. illus. 24 cm. 
ISBN 0-12-428950-9 Includes 
bibliographies. [RC924.B5] 73-9467 35.00 
i. Fibroblasts—Congresses. 2. Connective 
tissues—Diseases—Congresses. I, Kulonen, 
E., ed. Il. Pikkarainen, Jarmo, ed. III. 
Sigrid Juselius stiftelse. 


VINKEN, P. J. 616.8 s 
Meuroretinal degenerations, edited by P. J. 
Vinken and G. W. Bruyn. Amsterdam, 
North-Holland Pub. Co.; New York, 
American Elsevier Pub. Co. [1972, i.e. 
1974] x, 493 p. illus. 27 cm. (Handbook of 
clinical neurology v. 13) Includes 
b:bliographies. [RC332.H3 vol. 13] 
[RE661.D3] 617.773 74-166194 67.50 

1 Retinal degeneration. I. Bruyn, G. W. 
Joint author. II. Title. IHI. Series. 


DEMYER, William, 616.80475 
1924- 
Technique of the neurologic examination, a 


programmed text. 2d ed. New York, 
McGraw-Hill [1974] p. ISBN 0-07- 
016351-0 ”A Blakiston publication.” 


Includes bibliographies. [RC348.D44 1974] 
74-4098 16.95 

I. Neurologic examination. I. Title. 
Prepared from C.I.P. 


CANADIAN-AMERICAN 616.8733 
onference on Parkinsons Disease, 2d, 
Princeton, N.J., 1973. 

Second Canadian-American conference on 

Perkinson’s Disease. Editors: Fletcher H. 

McDowell [and] Andre Barbeau. New 

York, Raven Press [1974] xvi; 511 p. illus. 

25 cm. ISBN 0-911216-63-4 (Advances in 

neurology v. 5) Proceedings of the 2d in a 

series of meetings; proceedings of the lst 
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are entered under title: L-Dopa and 
Parkinsonism. Includes bibliographical 
Saas (RC382.C37 1973] 74-166291 
26.00 

I. Paralysis agitans—Congresses. I. 
McDowell, Fletcher Hughes, ed. I. 
Barbeau, Andre, ed. lll. Title. IV. Series. 


GREENWALD, Jerry A. 616.85 
Be the person you were meant to be; 
antidotes to toxic living [by] Jerry A. 
Greenwald. New York, Simon and 
Schuster (1974, c1973] 264 p. 22 cm. 
ISBN 0-671-21629-5 [BF637.C5G73] 73- 
13389 6.95 

1. Conduct of life. 2. Gestalt therapy. I. 
Title. 

BOE en eAUM, Peter, 616.852 
Managing anxiety; the power of knowing 
who you are. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-13- 
550350-7 (Spectrum series in humanistic 
psychology) (A Spectrum book) 
{BF575.A6K6] 74-8555 7.95 

1. Consciousness. I. Title. 

Prepared from C.I.P. Pbk. 2.65, ISBN 0- 
13-553043-4 


RACHMAN, Stanley. 616.8°522 
The meanings of fear. Harmondsworth, 
Penguin, 1974. 119 p. illus. 18 cm. ISBN 
0-14-080570-2 (Penguin education) 
(Penguin modern psychology: motivation 
and emotion) Includes index. Bibliography: 
p. [109]-112. [BF575.F2R3] 74-166277 

1. Fear. I. Title. 

Distributed by Penguin, Baltimore, Md., 
1.75 (pbk.). 


LAHAYE, Tim F. 616.8°528 
How to win over depression [by] Tim 
LaHaye. Grand Rapids, Zondervan Pub. 
House [1974] 244 p. illus. 21 cm. 
Bibliography: p. 242-244. [RC537.L33] 73- 
22692 2.95 (pbk.) 

1. Depression, Mental. I. Title. 


DICKSON, Stanley, 1927- 616.8°55 
Communication disorders; remedial 
principles and practices. Stanley Dickson, 
general editor. Glenview, Ill., Scott, 
Foresman [1974] 519 p. illus. 23 cm. ISBN 
0-673-07742-X Includes bibliographies. 
[RC423.D53] 73-88131 9.95 

1. Communicative disorders. I. Title. 


GOLDBERGER, Jeanne M. 616.8°55 
Tongue thrust correction [by] Jeanne M. 
Goldberger. Danville, il, Interstate 
Printers & Publishers [cl1974] xi, 100 p. 
illus. 28 cm. Bibliography: p. 99-100. 
[RC429.G6] 73-88899 

1. Tongue thrust. 2. Speech therapy. I. 
Title. 


ee Earl Edward, 616.8588 
1918- 
The emotionally disturbed, mentally 


retarded: a historical and contemporary 
perspective [by] Earl E. Balthazar [and] 
Harvey A. Stevens. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-13- 
274969-6 Bibliography: p. [RC570.B23] 74- 
8866 8.95 

i. Mental deficiency. 2. Psychology, 
Pathological. I. Stevens, Harvey A., joint 
author. IT. Title. 

Prepared from C.I.P. 


BAYER-SYMPOSIUM, 4th, 
Grosse Ledder, 1972. 
Psychic dependence: definition, assessment 
in animals: and man; theoretical and 
clinical implications, ed. by L. Goldberg, 
F. Hoffmeistér. Bay ee Symposium IV, held 
at Grosse Ledder near Cologne, Germany, 


616.8'6 


Sept. 27, Oct. 1, 1972]. Berlin, Heidelberg, 
New York, Springer, [1973, ie. 1974] x, 
244 p 47 ill, 25 cm. Includes 
bibliographies. [RC566.A1B38 1972] 73- 
13497 22.40 

I. Narcotic habit—Congresses. 2. drug 
abuse—Congresses. 3. Dependency 
(Psychology)—Congresses. ï. Goldberg, 
Leonard, ed. Il. Hoffmeister, Friedrich, ed. 
II. Title. 


*DAVISON, Gerald C. 616.89 
Abnormal psychology: an experimental 
clinical approach 

Instructor’s manual and resource book 
prepared by Gloria H. Price and Kenneth 
P. Price is available from Wiley, N.Y. for 
7.50 (pbk.) 


*GROUP for the Advancement 616.89 
of Psychiatry. 

Symposium 

Vol. VIII, symposium no. 12, November 


1973, The right to die: decision and 
decision makers, is available from Mental 
Health Materials Center, New York, for 
3.50 (pbk.). ISBN 0-87318-123-9. L.C. 
card no.: 62-2872. L.C. card no. for other 
symposium varies. 
*KAHLBAUM, K. L., 616.89 
1899 
Catatonia; [by] K. L. Kahlbaum, with an 
introduction by George Mora Baltimore, 
Johns Hopkins University Press [1973] 
xviii, 102 p. 25 cm. ISBN 0-8018-1483-9 
Translation of ”Die Katatonie oder das 
Spannungsirresein”, by Y. Levij and T. 
Pridan from German. Bibliography: p. 
xvii-xviii. [RC340] 72-9960 7.50 
7 a ae ald works to 1900. I. 
Ttle. 


1828- 


WOODRUFF, Robert A. 616.89 
Psychiatric diagnosis [by] Robert A. 
Woodruff, Donald W. Goodwin [and] 
Samuel B. Guze. New York, Oxford 
University Press, 1974. xii, 221 p. 21 cm. 
ISBN 0-19-501799-4 Includes 
bibliographies. [RC455.2.C4W67] 73-90369 
4.95 (pbk) 

I. Psychology, Pathological—Classification. 
I. Goodwin, Donald W., joint author. IT. 
Guze, Samuel B., joint author. III. Title. 


*THE year book of 616.89005 
psychiatry and applied mental health. 

The 1974 edition is available from Year 
Book Medical Publishers, Chicago for 
19.50. L.C. card no: 73-82868. 


MENNINGER 616.89°007°1173 
Conference on Postdoctoral Education in 
Clinical Psychology, Topeka, Kan., 1972. 

Postdoctoral education in “clinical 

psychology; proceedings of the Menninger 

Conference, held at the Menninger 

Foundation, Topeka, Kansas, May 18-21, 

1972. Irving B. Weiner, editor. Topeka, 

Menninger Foundation, 1973. viii, 123 p. 

23 cm. (Menninger Clinic monograph 

series, no. 17) Includes bibliographies. 

[RC467.M44 1972] 73-81350 

I. Clinical  psychology—Study and 

teaching—Congresses. I. Weiner, Irving B., 

ed. II. Title. II. Series. 


KEMPF, Edward John, 
1885-1971. 

Selected papers. Edited by Dorothy Clarke 

Kempf & John C. Burnham. Bioomington, 

Indiana University Press [1974] p. 

ISBN 0-253-31940-4 [RC458.K45 1974] 

73-16529 15.00 

1. Psychiatry—Addresses, essays, lectures. 

Prepared from C.I.P. Contents omitted. 


616.8°9°008 


600 TECHNOLOGY 

CLARK, Robert Alfred, ¢ 616.8°9°009 
1908- 

Mental illness in perspective: history and 
schools of thought, by Robert A. Clark. 
Pacific Grove, Calif, Boxwood Press 
[c1973] vii, 106 p. illus. 23 cm. ISBN 0- 
910286-34-5. Includes bibliographies. 
[RC437.5.C55] 73-88484 3.75 
1. Psychiatry—Philosophy—History.* 2. 
Psychiatric hospital care—History. [. Title. 
Pbk., 2.95, ISBN 0-910286-29-9. 


FRIEDENBERG, Edgar 616.8900924 
Zodiag, 1921- 

R. D. Laing [by] Edgar Z. Friedenberg. 
New York, Viking Press [1974, c1973] 118 
p. 19 cm. ISBN 0-670-58984-1 (Modern 
masters) Bibliography: p.  [109]-111. 
(RC339.52.L34F74 1974] 72-9586 5.95 

1. Laing, Ronald David. 


FRAZIER, Shervert H. 616.8'9°07 
Introduction to psychopathology, by 
Shervert H. Frazier and Arthur C. Carr. 
New York, J. Aronson [1974] p. ISBN 0- 
hd [RC454.F7 1974] 74-4368 
7. 

1. Psychology, Pathological. I. Carr, Arthur 
C., joint author. IT, Title. 

Prepared from C.I.P. 


FROMM-REICHMANN, 616.89081 
Frieda. 
Psychoanalysis and psychotherapy: 


selected papers Edited by Dexter M. 

Bullard. Forward by Edith V. Weigert. 

Chicago, University of Chicago [1974, 

c1959] xiv, 349 p. 23 cm. Bibliography: p. 

rei a [RC480.F7 1974] 59-10746 3.95 

Ti Pi yehoanalyats. 2. Psychotheraphy. I. 
tle. 


PECK, Robert E., 1913- 616.8°912 
The miracle of shock treatment [by] 
Robert E. Peck. [lst ed.] Jericho, N.Y., 
Exposition Press [1974] 78 p. 21 cm. ISBN 
0-682-47988-8 (An Exposition-university 
book) Pibliography: p. 75. [RC485.P4] 74- 
79294 4.50 

1. Electric shock therapy. I. Title. 


BREITNER, I. Emery. 616.8914 
Philotherapy: a new approach to 
psychotherapy, by I. Emery Breitner. [Old 
Bethpage, N.Y.] Institute of Human 
Relations Press [1974] 104, [1] p. 23 cm. 
ISBN 0-914252-00-3 Bibliography: p. 101- 
[105] [RC480.5.B73] 73-90494 5.95 

1. Psychotherapy. I. Title. 


KIERNAN, Thomas. 616.8914 
Shrinks, ete: a consumer's guide to 
psychotherapies. New York, Dial Press, 
1974. p. cm. ISBN 0-8037-7986-0 
Bibliography: p. [RC480.K53] 74-6430 
8.95 


1. Psychotherapy. I. Title. 
Prepared from C.I.P. 


LISS, Jerome. 616.8914 
Free to feel; find your way through the 
new therapies. New York, Praeger 
Publishers [1974] p. cm. ISBN 0-275- 
51490-0 Bibliography: p. [RC480.L55] 73- 
18868 8.95 

1. Psychotherapy. 2. Group psychotherapy. 
T. Title. 

Prepared from C.I.P. 


STEIN, Robert, 
1924(Feb.12)- 
Incest and human love; the betrayal of the 
soul in psychotherapy. New York, Third 
Press [1973] xxi, 200 p. 22 cm. ISBN 0- 
89388-090-6 Includes bibliographical 
references. [RC480.5.867] 73-82641 7.95 
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1. Psychotherapy. 2. Incest. 3. Sex 

(Psychology) 4. Love. I. Title. 

THOMAS, Edwin John, 616.8°914 
1927- comp. 

Behavior modification procedure: a 


sourcebook, edited by Edwin J. Thomas. 
Chicago, Aldine Pub. Co. [1974] x, 323 p. 
illus. 24 cm. ISBN 0-202-36018-0 Includes 
bibliographies. [BF637.B4T47] 73-89513 

i. Behavior —modificetion—Addresses, 
essays, lectures. I. Title. 


CREATIVE 616.891408 
developments in psychotherapy. Edited by 
Alvin R. Mahrer and Leonard Pearson. 
New York, J. Aronson [cl973- v. 24 
cm. ISBN 0-87668-123-2 ”Developed 
under the auspices of the Division of 
Psychotherapy, American Psychological 
Association.” Includes bibliographical 
references. [RC480.C732] 73-17745 15.00 
1. Psychotherapy—Collected works. I. 
Mahrer, Alvin R., ed. II. Pearson, Leonard, 
1926- ed. II. American Psychological 
Association. Division of Psychotherapy. 


GROUP process today; 616.8°915 
evaluation and perspective, compiled and 
edited by Donald S. Milman and George 
D. Goldman. Springfield, Ill, Thomas 
[1974] p. cm. ISBN 0-398-03046-4 
(Adelphi University. Postdoctoral Program 
in Psychotherapy. Conference series) 
[RC488.G69] 73-19627 12.75 

1. Group psychotherapy—Congresses. I. 
Milman, Donald S, 1924- ed. IL 
Goldman, George David, 1923- ed. II. 
Series: Adelphi University, Garden City, 
N.Y. Postdoctoral Program in 
Psychotherapy. Conference series. 

Prepared from C.J.P. 


HALEY, Jay, comp. 616.8915 
Changing families: a family therapy reader. 
New York, Grune & Stratton [1973, 
c1971) xi, 353 p. 24 cm. ISBN 0-8089- 


0681-X Bibliography: p: 333-345 
[RC488.5H3] 72-118654 9.75 

1. Family psychotherapy. I. Title. 

SPECK, Ross V. 616.8°915 


Family networks, by Ross V. Speck [and] 
Carolyn L. Attneave. New York, Vintage 
Books [1974] p. em. ISBN 0-394-71131-9 
Reprint of the 1973 ed. published by 
Pantheon Books, New York, in series: 
World of man. [HV43. S64 1974] 74-4237 
1.95 (pbk.). 

l. Family social work. 2. Family 
psychotherapy. 3. Social group work. I. 
Attneave, Carolyn L., joint author. I. 
Title. 

Prepared from C.I.P. 


INTERNATIONAL Congress  616.8°917 

oe nes Psychology, Sth, London, 
Success and failure in analysis; 
proceedings. Gerhard Adler, editor. New 
York, Published by Putnam for the C. G. 
Jung Foundation for Analytical Psychology 
[1974] viii, 231 p. illus. 24 cm. ISBN 0- 
913430-21-8 Papers in English, French, 
and German, with English translations of 
the French and German. Includes 
open [RC500.153 1971] 73-76973 


l. Jung, Carl Gustav, 1875-1961. 2. 
Psychoanalysis—Congresses. I. Adler, 
Gerhard, 1904- ed. II. Title. 

THE Thyroid axis, drugs, 616.8795 


and behavior. Editor: Arthur J. Prange, Jr. 
New York, Raven Press [1974] viii, 205 p. 
illus. 25 em. ISBN 0-911216-34-0 "Based 
on a day-long colloquium that was part of 
the meeting of the American College of 


82 


Neuropsychopharmacology in December 
1972, in San Juan, Puerto Rico.” Includes 
bibliographies. [RC483.5.T45T48] 73- 
90468 15.95 

1. Psychopharmacology—Congresses. 2. 
Thyroid hormones—Therapeutic use— 
Congresses.\ 3. Thyroid gland—Diseases— 
Congresses. I. Prange, Arthur J, ed. H. 
American College of 
Neuropsychopharmacology. 


PERRY, John Weir. 616.893209 
The far side of madness. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. cm. ISBN 0- 
13-303032-6 (A Spectrum book) Includes 
bibliographical references. [RC514.P45] 74- 
2035 6.95 

1. Schizophrenia—Cases, clinical reports, 
statistics. L Title. 


Prepared from C.I.P. Pbk. 2.75; ISBN 0-’ 


13-303024-5. 


IMPERATO, Pascal James. 616.9 
The treatment and control of infectious 
diseases in man. Springfield, Ill, Thomas 
[1974] p. ISBN 0-398-02979-2 
[RC111.147] 73-12697 34.50 

1. Communicable diseases. 2. 
Communicabie  diseases—Prevention. I. 
Title. 

Prepared from C.I.P. 


DELACATO, Carl H. 616.9°28'982 
The ultimate stranger; the autistic child 
[by] Carl H. Delacato. [ist ed.] Garden 
City, N.Y., Doubleday, 1974. ix, 226 p. 22 
cm. ISBN 0-385-01074-5 Bibliography: p. 
[o8] -217. [RJ506.A9D44] 73-9019 6.95 

1. Autism. I Title. 


HELMER, Robert; 1927- 616.9°51 
The Venus dilemma. Los Angeles, Nash 
Pub. [1974] 172 p. illus. 23 cm» ISBN 0- 
8402-1328-X [RC200.H44] 73-83533 5.95 

1. Venereal diseases. I. Title. 


ABSTRACTS of free 616.9°7 
communications -and workshops; VII 
International Congress of Allergology, 
Tokyo, Japan, 14-20 October, 1973. 
Editors: D. Munro-Ashman [and] D. L. 
Pugh. Amsterdam, Princeton, Excerpta 
Medica, Distributed by American Elsevier 
Pub. Co., New York, 1973. 108 p. 25 cm. 
(International congress sezies, no. 300) 
English, French, German, or Spanish. 
[RC583.A19] 74-162929 10.50 

1. Allergy—Congresses. I. Munro-Ashman, 
D., ed. II. Pugh, David Leonard, ed. II. 
International Congress of Allergology, &th, 
Tokyo, 1973. IV. Title. V. Series. 


PILGRIM, Ira. 616.9°94 
The topic of cancer. New York, Crowell 


[1974] p. cm. ISBN 0-690-00516-4 

Includes bibliographical referencas. 

[RC263.P56 1974] 74-7500 6.95 

1. Cancer. I. Title. 

Prepared from C.I.P. 

WORLD Symposium on 616.9°94°071 
Model Studies in Chemical 


Carcinogenesis, Baltimore, 1972. 
Chemical carcinogenesis; selected papers. 
Edited by Paul O. P. Ts’o and Joseph A. 
DiPaolo. New York, M. Dekker, 1974- v 
illus. 24 cm. (The Biochemistry of disease 
v. 4) Includes bibliographical references. 
ue 6.W67 1972] 73-84816 29.75 

Carcinogenesis—Congresses. 2. 
Gui ope I. Ts'o, Paul On 
Pong, 1928- ed. If. DiPaolo, Joseph A., ed. 
IH. Title. 


MCKERNS, Kenneth W. 616.9°94"°4 
Hormones and cancer [edited by] Kenneth 
W. McKerns. New York, Academic Press, 
1974. p. ISBN 0-12-485350-1 Includes 
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bibliographies. [RC280.E55M32] 74-1634 
32.50 

1. Glands, Ductless—Cancer. 2. Hormones. 
3. Oncology, Experimental. I. Title. 
Prepared from C.I.P. 


BRODY, Saul 
Nathaniel. 
The disease of the soul; leprosy in 
medieval literature. Ithaca [N.Y.] Cornell 
University Press [1974] 223 p. illus. 23 cm. 
ISBN 0-8014-0804-0 Bibliography: p. [199] 

-213. [RC154.1.B76] 73-8407 9.50 


616.9°98°00902 


l1. Leprosy—History. 2.  Leprosy— 
Miscellanea. I. Title. 
THE Neurosurgical 617.008 s 


approach to the relief from pain [by] Peter 
J. Jannetta [and others. Chicago, Year 
Book Medical Publishers, 1973] 72 p. illus. 
23 cm. ISBN 0-8151-9903-1 (Current 
problems in surgery, Feb. 1973) [RD1.C9 
Feb., 1973] [RD593] 617°.483 73-161370 
i. Nervous system—Surgery. 2. Pain— 
Physiological aspects. I. Jannetta, Peter J. 
II. Title. IIT. Series. 


BROCK, Samuel, 1893- ed. 617.1 
Brock’s Injuries of the brain and spinal 
cord and their coverings. Edited by 
Emanuel H. Feiring. Contributors: Charles 
Abler fand others) 5th ed. New York, 
Springer Pub. Co. [1974] xii, 962 p. illus. 
24 cm. ISBN 0-8261-0395-2 First-2d 
editions published under title: Injuries of 
the skull, brain, and spinal cord. Includes 
bibliogranliies. [RD593.B7 1974] 72-81247 


1. Nervous system—Wounds and injuries. 
2. Skull—Wounds and injuries. 3, Brain— 
Wounds and injuries. 4. Spinal cord— 
Wounds and injuries. I. Feiring, Emanuel 
H., ed. Il. Abler, Charles. II. Title. IV. 
Title: Injuries of the brain and spinal cord 
and their coverings. 


KUNTSCHER, Gerhard. 6177.15 
The callus-problem. Translated by Peter C. 
Altner. St. Louis, W. H. Green [1974] viii, 
147 p. illus. 24 cm. Translation of Das 
Kallus-Problem. Bibliography: p. 106-143. 
[RD 101.K81913] 74-165234 9.50 

1. Callus. 2. Fractures. I. Title. 


ACUTE fluid replacement 617.21 
in the therapy of shock. Edited by 
Theodore I. Malinin [and others] New 
York, Intercontinental Medical Book 
Corp., 1974. p. cm. ISBN 0-913258-18-0 
”Proceedings of a conference held May 
31-June 2, 1973, in Key Biscayne, Florida. 
Sponsored by the Office’ of Naval Research 
and the Department of Surgery, University 
of Miami School of Medicine.” 
[RM170.A28] 73-22238 17.50 

1, Fluid therapy—Congresses. 2. Shock— 
Congresses. I. Malinin, Theodore l, 1933- 
ed. Il. United States. Office of Naval 
Research. III. Miami, University of, Coral 
Gables, Fla. Dept. of Surgery. 

Prepared from C.I.P. 


FORD, Jack R. 617.375 
Physical management for the quadriplegic 
patient [by] Jack R. Ford fand] Bridget 
Duckworth. Philadelphia, F. A. Davis Co. 
[1974] p- ISBN 0-8036-3675-X 
Bibliography: p. [RC406.T4F67] 74-3422 
PA Tetraplegia. 2. Paralytics— 
Rehabilitation. I. Duckworth, Bridget, joint 
éuthor. If. Title. 

Prepared from C.I.P. 


SYMPOSIUM on sex 617.463 
assignment and reassignemt: intersex and 
gender identity disorders. John K. Meyer, 
guest editor. Philadelphia, Saunders, 1974. 
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vii, 199-346 p. illus. 27 cm. (Clinics in 
plastic surgery, v. 1, no. 2) Cover title: 
Intersex and gender identity disorders. 
Includes bibliographies. [RC883.S9] 74- 
164371 

I. Hermaphroditism. 2. Change of sex. 1. 
Meyer, Jon K, ed. If Title. IHL Title: 
Intersex and gender identity disorders. IV. 
Title: Sex assignment and reassignment. V. 
Series. 


OTTINGER, Leslie W. 617.5547 
Fundamentals of colon surgery [by] Leslie 


W. Ottinger. [lst ed.] Boston, Little, 
Brown [1974] xi, 274 p. illus. 25 cm. 
Includes bibliographical references. 
[RD541.087] 73-2116 15.50 
i. Colon—Surgery. I. Title. 
HUGHES, Edward Stuart 617.555 


Reginald. 

Anorectal surgery, by E. S. R. Hughes and 
A. M. Cuthbertson. Philadelphia, 
Lippincott [1973] ix, 322 p. illus. 25 cm. 
ISBN 0-397- 58126- 2 Includes 
bibliographies. [RD544.H83] 72-11315 
17.00 

1. Anus—Surgery. 2. Rectum—Surgery. I. 
Cuthbertson, A. M., joint author. II. Title. 


SHARRY, John J., ed. 617.69 
Complete denture prosthodontics [by] John 
J. Sharry. 3d ed. New York, McGraw-Hill 
[1974] p. cm. ISBN 0-07-056496-5 "A 
Blakiston publication.” [RK656.S44 1974] 
74-5422 19.50 

1. Complete dentures. I. Title. 
Prepared from C.I.P. 
ene BERRETT, Marilyn 617.7°06 
De you really need eyeglasses? [by] 
Marilyn B. Rosanes-Berrett. New York, 
Hart Pub. Co. [1974] 126 p. illus. 22 cm. 
ee 0-08-055117-2 [RE51.R67] 73-90270 
J. Eye—Care and hygiene. 2. Therapeutics, 
Ophthalmological. I. Title. 


BERLAND, Theodore, 1929- 617.71 
Living with your eye operation [by] 
Theodore Berland and Richard Aloysius 
Perritt. Illus. by June Hill Pedigo. New 
York, St. Martin’s Press [1974] 134 p. 
illus. 22 cm. Includes bibliographical 
references. [RE80.B43] 73-87388 5.95 


1. Eye—Surgery. I. Perritt, Richard 
Aloysius, joint author. II. Tatie; 
ROY, Frederick Hampton. "617.71 


Ocular differential diagnosis. 2d ed. 
Philadelphia, Lea & Febiger, 1974. p. cm. 
ISBN 0-8121-0479-X [RE76.R68 1974] 
73-19625 15.00 

_ I. Eye—Diseases and defects—Diagnosis. 
2. Diagnosis, Differential. I. Title. 

Prepared from C.I.P. 


SYMPOSIUM on Ocular 617.7'1 
Inflammatory Disease, lowa City, 1971. 
Ocular inflammatory disease; [proceedings] 
Edited by Bruce Golden. Springfield, Ill., 
Thomas [1974] xvii, 339 p. illus, 27 cm. 
ISBN 0-398-02792-7 Includes 
bibliographical references. [RE96.S9 1971] 

72-11613 22.75 
i. Eye—Inflammation. I Golden, Bruce, 
ed. Il. Title. F 


EISNER, Georg, 1930- 617.74 
Biomicroscopy of the peripheral fundus: an 
atlas and textbook. Foreword by Hans 
Goldmann. Drawings by Willy Hess. 
Berlin, New York, Springer, 1973. xi, 191 
p. ill, (part col.) 25 cm. Bibliography: p. 
179-186. [RE545.E36] 73-83243 52.50 

I. Fundus oculi—Atlases. 2. Ocular 


biomicroscopy. 3. Eye—Diseases and 
defects. I. Title. 
SYMPOSIUM on the Human 617.7°42 


Lensin Relation to Cataract, London, 
1973. 

Tke human lens—in relation to cataract. 
Amsterdam, New York, Elsevier, 1973. x, 
324 p. illus. 25 cm. (Ciba Foundation 
symposium (new series) 19) ”Held at the 
Ciba Foundation, London, 30th January- 
ls: February 1973. Includes bibliographies. 
[RE451.S92 1973] 73-85703 17.75 

1. Crystalline lens—Congresses. 2. 
Cataract—-Congresses. I. Title. IT. Series: 
Ciba Foundation. Symposium, new ser., 19. 


ASHWORTH, Bryan. 617.7°62 
Clinical neuro-ophthalmology, including a 
chapter on neuroradiology with 
radiographic illustrations by Ian Isherwood, 
ard fundus illustrations by Emmanuel S. 
Rosen. Oxford, Blackwell Scientific, 1973. 
xiii, 307 p., 7 fold leaves. illus. (some col.) 
25 cm. ISBN 0-632-07960-6 Distributed in 
the U.S.A. by F. A. Davis, Philadelphia. 
Errata slip inserted. Includes index. 
Bibliography: p. 289-299. [RE731.A7] 73- 
593593 38.50 

1. Neuro-ophthalmology. I. Title. 


HOELLER, Mary Louise. 617°.9 
Surgical technology; basis for clinical 
practice. 3d ed. St. Louis, C. V. Mosby 
Co., 1974. p. em. ISBN 0-8016-4747-9 
First-2d ed. published under title: The 
operating room technician. Bibliography: p. 
[RD99.M32 1974] 74-2477 9.50 (pbk.) 

1. Operating room technicians. I. Title. 
Prepared from C.I.P. 


GRABB, William C. 617.95 
Plastic surgery; a concise guide to clinical 
practice, by 53 authors. Edited by William 
C. Grabb [and] James W. Smith. Foreword 
by Reed O. Dingman. 2d ed. Boston, 
Little, Brown [1973] xvii, 1085 p. illus. 25 
cm. Includes bibliographies. [RD118.G688 
1973] 72-10346 

i. Surgery, Plastic. I. Smith, James Walter, 
1926- joint author. 


LEWIS, John Ransom. 617°.95°00223 
Atlas of aesthetic plastic surgery [by] John 
Ransom Lewis, Jr. [lst ed.] Boston, Little, 
Brown [1973] ix, 314 p. illus. 29 cm. 
Bibliography: p. 305-306. [RD119.L44] 73- 
1423 32.50 

J. Surgery, Plastic—Atlases. I. Title. 


JENKINS, Leonard C. 617'.96 
General anesthesia and the central nervous 
system; a basic science and clinical 
consideration [by] Leonard C. Jenkins. 
Huntington, N.Y., Krieger Pub. Co., 1973 
[c1969] x, 544 p. illus., 24 cm. ISBN 0- 
88275-120-4 Includes bibliographies. 
([RD82.J4] 74-81839 19.25 

i. Anesthesiology. 2. Central nervous 
system. I. Title. 


LEE, John Alfred. 617’.96 
A synopsis of anaesthesia [by] J. Alfred 
Lee [and] R. Atkinson. 7th ed. 
Baltimore, Williams and Wilkins [1973, i.e. 
1974] 991 p. illus. 19 cm. ISBN 0-7236- 
0329-4 Includes bibliographical references. 
[RD81.L38 1973b] 74-164374 23.25 

1. Anesthesia. I. Atkinson, Richard Stuart, 
Joint author. IT. Title. 


OBSTETRICAL anesthesia; 617.96 
current concepts and practice. Edited by 
Sol M. Shnider with 14 contributors. 
Huntington, N.Y., Robert E. Krieger, 
1973. 256 p. 23 cm. ISBN 0-88275-110-7. 
Papers of a conference presented by the 
University of California, School of 
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Medicine, San Francisco «with | the 
cooperation of its continuing Education & 
Health Services, San Francisco, April, 
1969. [RG732.027] 76-113632 13.50 

1. Anesthesia in obstetrics. I. Shnider, Sol 


M., 1929- ed. IL California. University. 
Medical School. iit. California, 
University. Medical Center. San 
Francisco. Continuing Education «in 
Health Sciences. 

*PROGRESS in pediatric 617°.98 
surgery. 

Vol. 6 is available from University Park 


Press, Baltimore. ISBN 0-8391-0568-1. 
L.C. card number is 76-164432. 


*THE year book of 618.02 
pediatrics. 

The 1974 edition, edited by Sydney S. 
Gellis, is available from Year Book 
Medical Pubs, Chicago, for 15.00, ISBN 0- 
8151-3448-7, L.C. card no. CD 38-22. 


SHILLER, Jack G. 618.9'°2 
Childhood illness; a common approach [by] 
Jack G. Shiller. Illus. by Neil O. Hardy 
New York, Stein and Day [1974, c1972] 
320 p. illus., 18 cm. ISBN 0-8128-1701-X. 
{RJ101.S52 1974] 71-186817 1.95 (pbk.} 

I. Children—Diseases. 2. Children—Care 
and hygiene. I. Title. 


SMITH, David 
Stickney, 1921- 
Self-assessment of current knowledge in 
pediatrics: 800 multiple choice questions 
and referenced answers, by David S$. 
Smith. 2d ed. Flushing, N.Y., Medical 
Examination Pub. Co. [1974] 171 p. 22 
cm. ISBN  0-87488-256-7 Includes 
bibliographical references. [RJ48.S66 1974] 
74-163651 10.00 (pbk.) 
1. Pediatrics—Examinations, questions, etc. 
I. Title. 


BRUSILOFF, Phyllis. 618.9°28'°914 
The emerging child [by] Phyllis Brusiloff 
[and] Mary Jane Witenberg. With an 
introd. by Clarice Kestenbaum. [New 
York} J. Aronson [1974, 1973] xxxxiii, 
157 p. 24 cm. ISBN  0-87668-063-5 
Bibliography: p. 149-152. [RJ499.B724 
1974] 72-94352 7.95 

1. Child psychotherapy—Cases, clinical 
reports, statistics. I. Witenberg, Mary Jane, 
joint author. If. Title. 


618.9°2°00076 


Engineering 620-629 


GRAF, Rudolf F. 620 
How it works, illustrated: everyday devices 
and mechanisms, by Rudolf F. Graf and 
George J. Whalen, and the editors of 
Popular science. Illustrated by Farmlett, 
Parsanti, & Wood. New York, Popular 
science [1974] viii, 184 p. illus. 26 cm. 
ISBN 0-06-011589-0 [TX298.G68] 73- 
80716 10.95 

1. Household appliances. 2. Mechanical 
movements. I Whalen, George J, joint 
author. H. Title. 


SARKADI, Karoly. 620’.004’5 
Mathematical methods of statistical quality 
control, by K. Sarkadi and I. Vincze. New 
York, Academic Press, 1974. 415 p. illus. 
24 cm. ISBN 0-12-619250-5 ay 
and mathematical statistics, 
Bibliography: p. [401]-408. [TS156. 333 
73-5014 22.00 

1. Quality control—Statistical methods. I. 
Vincze, Istvan, joint author. I. Title. 


620.011 
and polymers; an 


83 


WYATT, Oliver H. 
Metals, ceramics, 
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introductionsto the structure and properties 
of engineering materials [by] Oliver H. 
Wyatt [and] David Dew-Hughes. [London] 
Cambridge University Press [1974] xiv, 
640 p. illus. 23 cm. ISBN 0-521-08238-2 
Includes bibliographies. [TA403.W9] 70- 
178286 

1. Materials. I Dew-Hughes, David, joint 
author. II. Title. 

Distributed by Cambridge University Press, 
New York; 35.00; 11.95 (pbk.), ISBN 0- 
§21-09834-3. 


*PASCOBE, K. J. 620.1 
Properties of materials for electrical 
engineers. New York, Wiley, 1973. xii, 324 
p., illus, 23 cm. ISBN 0-471-66910-5 
Bibliography: 314-315. [TA418] 72-8612 
15.95 

1. Materials. 2, Electrical engineering. I. 
Title. 


*HERMAN, Herbert. 
Treatise on materials 
technology. 

Vol. 4 is available from Academic Press for 


620.11 
science and 


29.50. ISBN 0-12-341804-6. L.C. card 
no.: 77-182672. 
METALLURGICAL Society of 620.1°1 


AIME. 

Composites: state of the art. Edited by J. 
W. Weeton [and] E. Scala. [New York, 
1974] 365 p. illus. 22 cm. ’Proceedings of 
sessions, 1971 fall meeting, the 
Metallurgical Society of AIME, Detroit, 
Michigan.” “Sponsored by Composite 
Materials Committee, Institute of Metals 
Division, the Metallurgical Society of 
AIME.” Includes bibliographical 
references. [TA418.9.C6M47 1974] 74- 
165255 20.00 

1. Fibrous composites—Congresses. 2. 
Metallic composites—Congresses. I 
Weeton, John W., ed. IE. Scala, Eraidus, 
ed. III. Metallurgical Society of AIME. 
Composite Materials Committee. IV. Title. 


NATIONAL Academy of 620.171 
Sciences, Washington, D.C. Committee 
on the Survey of Materials Science and 
Engineering. 

Materials and man’s needs: materials 

science and engineering; summary report. 

Washington, National Academy of 

Sciences, 1974. xxix, 217 p. illus. 28 cm. 

ISBN 0-309-02220-7 [TA403.6.N37 1974] 

74-2118 5.75 (pbk.) 

1. Materials. 2. Materials research. I. Title. 

FOSTER, John Farley, 620.1°108 s 
1910- 

Final report on interlaboratory cooperative 

study of the precision and accuracy of the 

measurement of sulfur dioxide content in 
the atmosphere using ASTM method 

D2914 [by] J. F. Foster and G. H. Beatty. 

Philadelphia, American Society for Testing 

and Materials [1974] iv, 78 p. illus. 28 cm. 

(ASTM data series publication DS55-S1) 

Cover title: Interlaboratory cooperative 

study of the precision and accuracy of the 

measurement of sulfur dioxide content in 
the atmosphere using ASTM method 

D2914. ”Threshold ASTM.” Includes 

bibliographical references. [TA401.A18 no. 

Pees [TD885.5.S8] 628.5°3 73-94363 
.00 

1. Air—Pollution—Measurement. 2. 

Sulphur dioxide. I. Beatty, Glenn H. joint 

author. If. Title. IIH. Title: Interlaboratory 

cooperative study of the precision and 
accuracy of the measurement of sulfur 
dioxide content in the atmosphere using 

ASTM method D2914. IV. Series. 
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AMERICAN Society for 620.171223 
Testing and Materials. Committee G-1 
on Corrosion of Metals. 

Manual of industrial corrosion standards 

and control F. H. Cocks, editor. 

Philadelphia, American Society for Testing 

and Materials [1973] 302 p. illus. 24 cm. 

(ASTM Special technical publication 534) 

Includes bibliographical references. 

[TA418.75.A47 1973] 73-75375 16.75 

1. Corrosion and anti-corrosives. 2. 

Corrosion resistant materiais—Standards. 

3. Materials—Standards. I. Cocks, Franklin 

H, ed. If. Title. II Series: American 

Society for Testing and Materiais. Special 

technical publication 334. 


KUSKE, Albrecht. 620.1123 
Photoelastic stress analysts [by] Albrecht 
Kuske and George Robertson. London, 
New York, Wiley [1974] xiv, 519 p. illus. 
24 cm. ”A Wiley-Interscieace publication.” 
Bibliography: p. 508-512. [TA418.12.K85] 
73-2788 37.50 


1. Photoelasticity. I. Robertson, George 
Stewart, joint author. IL. Title. 
BORESI, Arthur Peter, 620.171232 


1924- 

Elasticity in engineering mechanics [by] 
Arthur P. Boresi [and] Paul P. Lynn. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN 0-13-247080-2 (Civil 
engineering and engineering mecharics) 
Includes bibliographica- references. 
[TA405.B67 1974] 74-601 19.50 

1. Elasticity. 2. Strength of materials. I. 
Lynn, Paul P., 1934- joint author. I. Title. 
Prepared from C.I.P. 


WRANGLEN, Gosta. 620.1623 
An introduction to  sorrosion and 
protection of metals. Stockholm, Institut 
for metallskydd [1972] 287 p. illus. 22 sm. 
Bibliography: p. 270-271. [TA462.W68] 
72-170279 

1. Corrosion and anti-corrosives. I. Title. 
Distributed by Halsted Press; 9.00. 


SILVESTER, Richard. 620’.414’6 
Coastal engineering. Amsterdam, New 
York, Elsevier Scientific Pus. Co., 1974- v. 
25 cm. (Developments in geotechn:cal 
engineering, v. 4A) Ccntents—v. 1. 
Generation, propagation ard influence of 
waves. Includes bibliographical references. 
[TC330.S54] 72-97435 29.00 

1. Shore protection. 2. Osean waves. I. 
Title. IT. Series. 


MOORE, Gary T., ed. 629.8 
Emerging methods in envircnmental design 
and planning; proceedings of the Des:gn 
Methods Group Ist intl. conf., Cambridge, 
Mass., June 1968. Ed. by Gary T. Moore. 
Cambridge, Mass, MIT Pr. [1973, c1970] 
xv, [410 p.] illus. 25 cm. ISBN 0-262- 
63048-6.. Bibliography: p. 375-[398] 
[TA170.E46] 71-87290 3.95 (pbk.) 

1. Environmental engineering—Congresses. 
2. Architectural design—Congresses. 3. 
Cities and towns—Planning—Congresses. I. 
Design Methods Group. IT. Title. 


PEFLEY, Richard K. 621.076 
Mechanical engineering license review; 
review for the national! mechanical 
engineering exam used by 44 States [edited 
by] Richard K. Pefley [and] Donald G. 
Newnan. 2d ed. [San Jose, Calif., 
Engineering Press, 1974] 1 v. (various 
pagings) illus, 23 cm. ISBN 0-910554-14-5 
oo 1974] 73-85245 13.95; 9.95 


i. Mechanical _ engineering—Problems, 
exercises, etc. 2. Mechanical engineering— 
Examinations, questions, etc. I Newnan, 
Donald G., joint author. IT. Title. 


AMERICAN BOOK PUBLISHING RECORD 


BLITZER, Richard. 621.3 
Basic electricity for electronics. New York, 
Wiley [1974] xiv, 727 p. illus. 23 cm. 
ISBN 0-471-08160-4 [TK7816.B55} 73- 
20102 14.95 

I. Electronics. 2. Electric engineering. I. 
Title. 


*EDWARDS, J. D. 621.301 
Electrical machines: an introduction to 
principles and characteristics. [Aylesbury, 
Eng.] Intertext Books [1973] xiii, 194 p. 
illus, 23 cm. ISBN  0-7002-0200-5 
Bibliography: p.[178] [TJ1191] 
I. Electric engineering. 2. 
machines. I. Title. 

Distributed by Intext, N.Y. for 7.50 (pbk.) 


LIEBERS, Arthur, 1913- 621.3023 
You can be an electrician. Ilustrated with 
photos. New York, Lothrop, Lee & 
Shepard Co. [1974] p. cm. ISBN 0-688- 
41656-X (His Vocations in trades) 
Describes electrical work as a career, 
including apprenticeship and training, 
aptitude tests, opportunities for women, 
and where to obtain further information. 
([TK159.L53] 74-8756 4.95; 4.59 (lib. bdg.) 
1. Electric industries—Vocational 
guidance—Juvenile literature. I. Title. 
Prepared from C.I.P. 


Electric 


VAN VALKENBURG, Mac 621.319'2 
Elwyn, 1921- 
Network analysis [by] M. E. Van 


Valkenburg. 3d ed. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. ISBN 0-13- 
611095-9 Bibliography: p. [TK454.2.V36 
1974] 73-12705 16.95 

1. Electric networks. I. Title. 

Prepared from C.I.P. 


UNDERGROUND 
Transmission and 
Conference, Dallas, 1974. 

IEEE conference record. New York, 

Available from Single Publication Sales 

Dept., Institute of Electrical and 

Electronics Engineers [1974] 668 p. illus. 

28 cm. ”74 CHO832-6-PWR.” "Sponsored 

by the IEEE Power Engineering Society.” 

Conference held Apr. 1-5, 1974. Includes 

bibliographical references. [TK3251.U62 

1974] 74-166412 16.00 

i. Electric lines—Underground— 

Congresses. 2 Electric power 

distribution—Congresses. I. IEEE Power 

Engineering Society. 


IEEE Industry 621.319°24 
Applications Society. Industrial and 
Commercial Power Systems Committee. 

Protection fundamentals for low-voltage 

electrical distribution systems in 

commercial buildings. (New York, 1974] 

127 p. illus. 30 cm. "IEEE JH 2112-1” 

Includes bibliographical references. 

[TK4035.M37133 1974] 73-92533 10.00 

i. Mercantile buildings—Electric 

equipment—Protection. I. Title. 


KORDESCH, Karl, 1922- 621.35 
Batteries, edited by Karl V. Kordesch. 
New York, M. Dekker, 1974- v. illus. 24 
em. Contents.—v. i. Manganese dioxide. 
-ncludes bibliographical references. 
(TK2901.K67] 73-82702 47.50 

i. Aa batteries. 2. Manganese dioxide. 
T, Title. 


BURROUGHS, Lou. 
Microphones: design and application. 
Edited and with an introd. by John 
Woram. Ist ed. Plainview, N.Y., Sagamore 
Pub. Co. [1974] 260 p. illus.-24 cm. ISBN 
ry uae [TK5986.B87] 73-87056 
20.0 
1. Microphone. I. Title. 


621.319°23 
Distribution 


621.38'0282 


JULY 31,1974 


Publisher’s address: 980 Old Country 
Road, Plainview, N.Y. 11803 


HERRICK, Clyde N. 621.38°0412 
Audio systems [by] Clyde N. Herrick. 
Reston, Va., Reston Pub. Co. [1974] p. 
ISBN 0-87909-049-9 [TK7881.4.H47] 74- 
9696 14.95 

1. Sound—Recording and reproducing. 2. 
Electronic apparatus and  appliances— 
Maintenance and repair. I. Title. 

Prepared from C.I.P. 


MCGILLEM, Clare D. 621.38°0433 
Discrete and continuous signal and system 
analysis [by] Clare D. McGillem [and] 
George R. Cooper. New York, Hoit, 
Rinehart and Winston [1974] p. cm. ISBN 
0-03-084293-X (HRW series in electrical 
engineering, electronics, and systems) 
Includes bibliographies. [TK5102.5.M22] 
74-5059 16.00 

1. Signal theory (Telecommunication) 2. 
System analysis. 3. Electric engineering— 
Mathematics. I. Cooper, George R., joint 
author. IT. Title. 

Prepared from C.I.P. 


ROBINSON, Vester. 621.381°028 
Handbook of electronic instrumentation, 
testing, and troubleshooting. Reston, Va., 
Reston Pub. Co. [1974] p. ISBN 0-87909- 
327-7 Bibliography: p. [TK7878.4.R6] 74- 
9657 14.95 

d. Electronic instruments. 2. Electronic 
measurements. 3. Electronic apparatus and 
es eee and repair. I. 
Title. 

Prepared from C.I. P. 


OPTIMIZATION of 621.381°04’308 s 
electronic measurements [by] Howard V. 
Malmstadt [and others] Menlo Park, Calif., 
W. A. Benjamin [1974] 203 p. illus. 28 cm. 
ISBN 0-8053-6906-6 (The Malmstadt-Enke 
instrumentation for scientists series) 
(Electronic measurements for scientists, 
module 4) Bibliography: p. 191-192. 
[TK7878.E43 vol. 4] 621.381043 73- 
17766 

1, Electronic measurements. 2. Electronic 
instruments. 3. Mathematical optimization. 
I Malmstadt, Howard V., 1922- II, Title. 
I, Series. 


CARROLL, John E. 621.3815°2 
Physical models for semiconductor devices 
{by] John E. Carroll. London, E. Arnold; 
New York, Crane, Russak, 1974. xiv, 253 
p. illus, 24 cm. Includes bibliographies and 
index. [TK7871.85.C28] 73-92764 11.25 

1. Semiconductors. I. Title. 


NANAVATI, Rajendra P. 621.3815°2 
Semiconductor devices: BJTS, FETS, 
MOSFETS, and integrated circuits [by] 
Rajendra P. Nanavati. New York, Intext 
Educational Publishers [1974] p. cm. 
ISBN 0-7002-2463-7 (The Intext series in 
circuits, systems, communications, and 
computers) Companion vol. to the author’s 
Network theory, models, integrated 
circuits, and electronics. Includes 
bibliographies. [TK7871.85.N32] 74-10863 
18.95 


1. Semiconductors. I. Title. 
Prepared from C.I.P. 


*UNDERSTANDING solid- 621.38152 
state electronics: a self-teaching course in 
basic semiconductor theory, developed by 
Texas Instruments Learning Center. 2nd 
ed. Dallas, Texas, Texas Instruments 
Learning Center, [1973, cl1972] v, 242 p. 
illus., 21 cm, [TK7871.85] 2.95 (pbk.) 

I, Semiconductors. I. Texas Instruments 
Learning Center. 


TURNER, Rufus P. 621.3815°22 
ABC's of zener diodes, by Rufus P. 
Turner. [lst ed.] Indianapolis, H. W. Sams 
[1974] 96 p. illus. 22 cm. ISBN 0-672- 
21045-2 [TK7871.89.Z46T87] 74-75282 
3.95 (pbk.) 

i. Zener diodes. I. Title. 


HOENIG, Stuart A. 621.3815°3 
How to build and use electronic devices 
without frustration, panic, mountains of 
money, or an engineering degree [by] 
Stuart A. Hoenig [and] F. Leland Payne. 
[lst ed.] Boston, Little, Brown [1973] xi, 
360 p. illus. 23 cm. Bibliography: p. 325- 
327. [TK7867.H63] 73-1421 9.95 

i. Electronic circuits. 2. Opèrstional 
amplifiers. I. Payne, F. Leland, joint 
author. I. Title. 


LANCASTER, Donald E. 621.381°73 
TTL cookbook, by Donald E. Lancaster. 
[lst ed.] Indianapolis, H. W. Sams [1974] 
335 p. illus. 22 cm. ISBN 0-672-21035-5 
[TK7868.L6L36] 73-90295 8.95 (pbk.). 

i. Logic circuits. 2. Transistor circuits. 3. 
Integrated circuits. I. Title. 


*MARGOLIS, Art 621.38174 
10-minute techniques for PC servicing. 
Blue Ridge Summit, Pa., G L Tab Books 
[1973] 216 p. illus., 23 cm. ISBN 0-8306- 
3698-6 (Tab books no. 698) [TK7872.P65] 
73-86292 7.95 

I. Printed circuits. I. Title. 

Pbk. 4.95; ISBN 0-8306-2698-0 


BUTTERWORTH and 621.38 19°58°35 
Chebyshev digital filters. Tables for their 
design. By R. Genesio [and others] 
Amsterdam, New York, Elsevier Scientific 
Pub. Co., 1973, [i.e. 1974] 598 p. 18 x 25 
cm. ISBN 0-444-41178-X [TK7872.F5B87] 
73-89154 35.00 

I. Digital filters (Marhematjos) = tubles: I 
Genesio, R. 


AUERBACH Publishers. 621.3819°598 
Auerbach guide to OCR and mark sense 
readers. Philadelphia [1973, c1974] i, 172 
p. illus. 28 cm. ISBN 0-87769-167-3 This 
material will be included in Auerbach 
computer technology reports. 
[TK7887.8.R4A78] 73-17047 

I. Reading machines (Data processing 
equipment) I. Title. 


SCHWARTZ, Martin, 1923- 621.3841 
Amateur radio theory course. Williston 
Park, N.Y., AMECO Pub. Corp. [1974] 
315 p. illus. 23 cm. “Cat. #102-01.” 
[TK9956.S36 1974] 73-91927 4.95 (pbk.) 

1. Radio—Amateurs’ manuals. 2. Radio— 
Examinations, questions, etc. I. Title. 


SWEARER, Harvey F. 621.3845°076 
Commercial FCC license handbook, by 
Harvey F. Swearer. [2d ed.] Blue Ridge 
Summit, Pa., G/L Tab Books [1974] 444 
p. illus. 23 cm. ISBN 0-8306-4582-9 First 
ed. published in 1971 under title: 
Commercial FCC license study guide. 
[TK6554.5.S9 1974] 73-93692 
1. Radio—Examinations, questions, ete. 2. 
Radio operators—United States. I. Title. 
MIDDLETON, Robert 621.389°33 
Gordon, 1908- 
Hi-fi stereo servicing guide, by Robert G. 
Middleton. [2d ed.] Indianapolis, H.- W. 
Sams [1974] 104 p. illus. 28 cm. ISBN 0- 
672-21075-4 [TK7881.8.M53 1974] 74- 
75280 4.50 
1. Stereophonic sound systems—Repairing. 
T. Title. 
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SAMS (Howard W.) and + 621,389°33 
Company, inc., Indianapolis. 

Sams modular hi-fi components, MHF-45. 
[ist ed.] Indianapolis [1974] 128 p. illus. 
28 cm. [TK7881.7.8234 1974] 74-155397 
4.25 
1. High-fidelity sound systems—Repairing. 
L Title. U Tite Modular hi-fi 
components, MHF-45. ` s . 


COMBUSTION technology: 621.4°02 
some modern developments, edited by 
Howard B. Palmer [and] J. M. Beer. New 
York, Academic Press, 1973, [i.c.1974] p. 


ISBN 0-12-544750-7 Includes 
bibliographies. [TJ254.5.C65] 73-2066 
32.50 


I. Combustion engineering. I. Palmer, 
Howard Benedict, 1925- ed. II. Beer, Janos 
Miklos, 1923- ed. 

Prepared from C.I.P. 


TAYLOR, Calton E. 621.43°4 

Forest H. Belt’s easi-guide to small 
gasoline engines. Text by Calton E. Taylor. 

Photography by Forest H. Belt. [lst ed.] . 
Indianapolis, H. W. Sams [1974] 144 p. 

illus. 22 cm. ISBN 0-672-21095-9 On 

spine: Easi-guide to small gasoline engines. 

(T3789.T39] 74-77714 3.50 (pbk.). 

1. Gas and oil engines. I. Belt, Forest H. 


I. Title. HY. Title: Easi-guide to small 
gasoline engines. 
MEYER, Leo A. 621.48 


Nuclear power in industry; a guide for 
tradesmen and technicians [by] Leo A. 
Meyer. 2d ed. Chicago, American 
Technical Society [1974] 137 p. illus. 23 
cm. ISBN 0-8269-3402-1 Published in 
1963 under title: Atomic energy in 
industry. [TK9146.M46 1974] 73-91914 

1. Atomic energy—Popular works. 2. 
Kedioisotopes=-Industrial applications. I. 
Tele. 


*HARRER, Joseph M. 621.483 
Nuclear power reactor instrumentation 
systems handbook, editors: Joseph M. 
Harrer and James G. Beckerley. [Oak 
Ridge, Tenn.] Published by the Office of 
Information Services, U.S. Atomic Energy 
Commission, 1973- v. illus., 28 cm. ISBN 
0-87079-005-6 ”Prepared for the Division 
of Reactor Development and Technology, 
U.S. Atomic Energy Commission” 
[TK9202] 72-600355 7.60 (pbk.) 

1. US. Atomic Energy Commission. 
Division of Reactor Development and 
Technology. 2. Nuclear  reactors-~ 
Handbooks, manuals, ete. T Beckerley, 
James G., joint author. IZ. Title. 


COCHRAN, Thomas B. 621.4834 
The liquid metal fast breeder reactor; an 
environmental and economic critique [by] 
Thomas B. Cochran. [Washington] 
Resources for the Future; distributed by 
the Johns Hopkins University Press, 
Baltimore [1974] xiv, 271 p. illus. 23 cm. 
ISBN 0-8018-1532-0 Includes 
bibliographical references. [TK9203.B7C6] 
73-19349 6.95 (pbk.) 

i. Breeder reactors. 2. Atomic power- 
plants~-Environmental aspects. I, Title. IL 
Title: Fast breeder reactor. 


STEPHENSON, Revis L. 621.5°1 
Centrifugal compressor engineering; a 
handbook on the selection and application 
of multistage centrifugal compressors 
operating in the intermediate pressure 
range of one to twenty pounds per square 
inch, by Revis L. Stephenson and Harold 
E. Nixon. 2d ed. New York, Hoffman Air 
& Filtration Division, Clarkson Industries 
{c1973] 295 p. illus. 23 cm. Includes 
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bibliographical references. 
1973] 74-161991 7.00 ` 

1. Compressors—Handbooks, manuals, ete. 
I. Nixon, Harold E., joint author. II. Title. 
Publisher’s address: 103 4th Avenue, New 
York N.Y. 10003 


WEAVER, Michael K. 621.5°6 
Environment control: air conditioning and 
refrigeration, theory and application [by] 
Michael K. Weaver [and] James 
Kirkpatrick. New York, Harper & Row 
[1974] x, 582 p. illus. 27 cm. ISBN 0-06- 
046968-4 [TP492.W37] 73-15834 12.95; 
answer manual gratis. 

L Refrigeration and refrigerating 
machinery. 2 Air conditioning L 
Kirkpatrick, James M., joint author. IL 
ttle. 


[TJ990.S76 


ECK, Bruno, 1899- 621.6 
Fans; design and operation of centrifugal, 
axial-flow, and cross-flow fans. \st English 
ed. Translated and edited by Ram S. Azad 
and David R. Scott. Oxford, New York, 
Pergamon Press [1973,ie. 1974] xi, 592 p. 
illus. 25 cm. ISBN  0-08-015872-2 
Translation of Ventilatoren. [TJ960.E3213] 
72-137613 45.00 

1. Fans (Machinery) I. Title. 


PRENTING, Theodore O. 621.7'5 
Humanism and technology in assembly line 
systems [by] Theodore O. Prenting [and] 
Nicholas T. Thomopoulos. [New York] 
Spartan Books; [distributed by] Hayden 
Book Co., Rochelle Park, N.J. [1974] 404 
p. illus. 24 cm. ISBN 0-87671-753-9 
Bibliography: p. . 368-381. [TS178.4.P73] 
76-176221 19.95 

1. Assembly-line methods. I. Thomopoulos, 
Nicholas T., joint author. IT. Title. 


LONG, J. E. 621.8722 
Bearings in structural engineering [by] J. E. 
Long. New York, Wiley [1974] p. cm. 
ISBN 0-470-54456-2 “A Halsted Press 
book” [TA660.B45L66 1974] 74-8088 


L Bearings (Machinery) 2. Nonmetallic 
bearings. 3. Elastomers. I. Title. 
Prepared from C.I.P. 


DRAKE, George R, 1938- 621.9 
Everyone’s book of hand and small power 
tools [by] George R. Drake. Reston, Va., 
Reston Pub. Co. [1974] p. cm. ISBN 0- 
87909-260-2 [TJ1195.D64] 74-10554 9.95 
4. Tools. I. Title. 

Prepared from C.I.P. 


INTERNATIONAL IFIP/IFAC 621.902 
PROLAMAT Conference, 2d, Budapest, 
1973. 

Computer languages for numerical control. 

Proceedings of the second IFIP/IFAC 

International Conference on Programming 

Languages for Machine Tools, Prolamat 

°73, Budapest, April 10-13, 1973. Edited 

by J. Hatvany. Amsterdam, North-Holland 

Pub. Co.; New York, American Elsevier 

Pub., 1973, [i.c.1974] xxi, 758 p. 23 cm. 

Includes bibliographies. [TJ1189.156 1973] 

73-83688 47.50 

1. Machine-tools—Numerical 

Congresses. 2. Programming languages 

(Electronic _computers)—-Congresses. I. 

Hatvany, J, ed. International 

Federation for Information Processing. II. 

International Federation of Automatic 

Control. IV. Title. 

NUMERICAL Control 621.902 
Society. 

NC/CAM profits for the 70's; proceedings 

of the tenth annual meeting & technical 

conference, Numerical Control Society, 

April 15-18, 1973, New York City. Edited 
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control— 


by M. A. De Vries. [Spring Lake, N.J., 
1973] 406 p. illus. 23 cm. Includes 
bibliographies. [TJ1189.N7678] 73-75207 

1. Machine-tools—Numerical control— 
laa L De Vries, Mary Ann, ed. IT. 
ytle. 


DWYER, John N. 622’.18°41 
Summer gold; a camper’s guide to amateur 
prospecting [by] John N. Dwyer. New 
York, Scribner [1974, c1971] 72 p. illus. 
24 cm. ISBN 0-684-13706-2 Reprint of the 
ed. published by North Star Press, St. 
Cloud, Minn., in series: A Polaris 
paperbook. Bibliography: p.  [68]-72. 
[TN423.A5D9 1974] 73-19267 5.95 

1. Gold mines and mining—United States. 
2. Prospecting. I. Title. 


HERRESHOFF, Lewis 
Francis, 1890-1972. 
Sensible cruising designs, by L. Francis 
Herreshoff. Camden, Me., International 
Marine Pub. Co. [1973] 393 p. illus. 19 x 
26 cm. ISBN 0-87742-035-. [VM331.H43 

1973] 73-88019 20.00 
1. Yacht-building. 2. Boat-building. F. Title. 


DOHERTY, Steve. 623.8712'2 
20 designs from the board of John G. 
Hanna. [Text by Steve Doherty] 2d ed. 
with new designs and photos. [New York, 
Seven Seas Press, 1974] 26 p. illus. 28 cm. 
Cover title. [VM321.D63 1974] 74-165249 
3.00 


623.8712 


L Boat-building. 2. Yacat-building. T. 
Hanna, John G., 1889-1948. H. Title. 


LEAVENS, John M. 623.822 
The catboat book. Edited by John M. 
Leavens. Written’ by Howard I. Chapelle 
{and others] Camden, Me., Published for 
the Catboat Association, by the 
International Marine Pub. Co. [1973] viii, 
160 p. illus. 29 cm. ISBN 0-87742-034-3 
[VM311.C33L4] 73-88648 12.50 

1. Catboats. I. Chapelle, Howard Irving. I. 
Catboat Association. III. Title. 


MILLER, Conrad. 623.85°03 
Your boat's electrical system. New York, 
Motor Boating & Sailing Books [c1973] 
350 p. illus. 24 cm. ISBN 0-910990-17-4 
(Motor boating & sailing guide series) 
Includes bibliographical references. 
[VM325.M54] 73-88057 7.50 

I. Electronics on  boats—Amateurs’ 
manuals. I, Title. 


DRUMMOND, A. H. 623.88°2°2 
Sailboarding; a beginners guide to 
boardboat sailing [by] A. H. Drummond, 
Jr. Illustrated by Sean Morrison. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. 152 
. illus. 24 cm. ISBN 0-385-00453-2 
[GV811.D72} 73-83627 4.95 

1. Sailing. I. Title. 


FERGUSON, Harry 624'.151°08 s 
Francis, 1921- 
Geologic mapping for environmental 


purposes. Edited by. H. F. Ferguson. With 
contributions by Robert G. Font [and 
others. Boulder, Colo.] Geological Society 
of America [1974] v, 40 p. :llus. 28 cm. 
ISBN 0-8137-4010-X (Engineering geology 
case histories, no. 10) “Prepared for the 
Engineering Geology Division of the 
Geological Society of America.” Includes 
bibliographies. [TA705.E55 no. 10] [QE36] 
333.7'2 73-90839 

1. Geological mapping. 2. Eavironmental 
protection. I. Font, R. G. If Geological 
Society of America. Division on 
Engineering Geology. HI. Title. IV. Series. 


MASLOW, Philip. 624’.183 
Chemical materials for construction; 
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handbook of chemicals for concrete, 
flooring, caulks and sealants, epoxies, latex 
emulsions, adhesives, roofing, 
waterproofing, technical coatings, and 
heavy construction specialties. Farmington, 
Mich., Structures Pub. Co., 1974. xx, 570 
p. illus. 24 cm. ISBN 0-912336-07-2 
Includes bibliographies. [TA403.6.M35} 
73-85217 32.50 

1. Materials. 2. Concrete. 3. Coatings. I. 
Title. 


BUS use of highways; 625.7°08 s 
state of the art [by] Herbert S. Levinson 
{and others} Washington, Highway 
Research Board, National Research 
Council, 1973. 406 p. 28 cm. ISBN 0-309- 
02133-2 (National Cooperative Highway 
Research Program. Report 143) "Project 
8-10 FY ‘72.” "Research sponsored by the 
American Association of State Highway 
Officials in cooperation with the Federal 
Highway Administration.” Bibliography: p. 
366-406. [TE7.N25 no. 143] [HE336.B8] 
388.3°14 73-13161 16.00 

1. Bus lanes. I. Levinson, Herbert S. I 
Title. ITT. Series. 


FRYE, Frederick F. 625.708 s 
Alternative multimodal passenger 
transportation systems; comparative 


economic analysis [by] Frederick F. Frye. 
Washington] Highway Research Board, 
National Research Council, 1973. 68 p. 
dlus. 28 cm. ISBN 0-309-02203-7 
(National Cooperative Highway Research 
Program. Report 146) “Research 
sponsored by the American Association of 
State Highway Officials in cooperation 
with the Federal Highway 
Administration.” "NCHRP project 8-9 FY 
72.” Bibliography: p. 63-65. [TE7.N25 no. 
146] [HE196.5] 380.5’1 73-22642 4.00 
(pbk.). 
". Transportation—Finance. I. Title. I. 
Series. 


EUGLER, B. Andrew. 625.708 s 
Highway noise; a field evaluation of traffic 
noise reduction measures [by] B. Andrew 
Eugler and Allan G. Piersol. [Washington] 
Highway Research Board, National 
Fesearch Council, 1973. 80 p. illus. 28 cm. 
ISBN 0-309-02134-0 (National 
Cooperative Highway Research Program. 
Report 144) “Project 3-7 FY 72” 
”Research sponsored by the American 
Association of State Highway Officials in 
cooperation with the Federal Highway 
Administration.” Includes bibliographical 
references. [TE7.N25 no. 144] [TE175] 
625.7°2 73-13162 4.40 (pbk.). 

I. Roads—Design. 2. Traffic noise. L 
Fiersol, Allan G., joint author. I. 
American Association of State Highway 


Cfiicials. Ii. United States. Federal 
Highway Administration. IV. Title. V. 
Series. 

NATIONAL Research 625.708 s 


Zouncil. Highway Research Board. 
Application of Interactive graphics to 
transportation systems planning; 4 reports 
prepared for the 52nd annual meeting. 
Washington, 1973. v, 49 p. illus. 25 cm. 
ISBN 0-309-02188-X (Highway research 
rezord no. 455) Includes bibliographical 
rezerences. [TE7.H5 no. 455] [HE333] 
388’.01'84 73-15104 2.00 (pbk.) 
1i. Electronic data  processing-—Traffic 
engineering—Addresses, essays, lectures. I 
Title. II. Series. 


NATIONAL Research 625.708 s 
Council. Highway Research Board. 
Freeway operational improvements; 6 


reports prepared for the Send annual 
meeting. Washington, 1973. iv, 75 p. illus. 


JULY 31,1974 


25 cm. ISBN 0-309-02255-X (Highway 
research record, no. 469) Includes 
bibliographical references. [TE7.H5 no. 
469] [HE5614] 388.3°14 73-22748 2.40 

1. Traffic  safety—Addresses, essays, 
lectures. 2. Express highways-—Addresses, 
essays, lectures. L Title. If. Series. 


NATIONAL Research 625.708 s 
Council. Highway Research Board. 

Highway and bridge maintenance: 
operations, costs, and modeling; 6 reports 
prepared for the 52nd annual meeting. 
Washington, 1973. v, 62 p. illus. 25 cm. 
ISBN 0-309-02183-9 (Highway research 
record, no. 451) Includes bibliographical 
references. [TE7.HS no. 451] [TE220] 
625.76 73-13460 2.20 (pbk.) 

i. Roads—Maintenance and repair— 
Addresses, essays, lectures. 2. Bridges, 
Concrete-—Floors—Maintenance and 
repair—Addresses, essays, lectures. I. Title. 
I. Series. 


NATIONAL Research 625.708 s 
Council. Highway Research Board. 
Traffic safety barriers and lighting 
supports; 14 reports prepared for the 52nd 
annual meeting. Washington, 1973. vi, 141 


p. illus. 25 cm. ISBN 0-309-02193-6 
(Highway research record no. 460) 
Includes bibliographical references. 


[TE7.H5 no. 460] [TE228] 625.7°95 73- 
17671 4.60 (pbk.) 

1. Roads—Guard fences—Addresses, 
essays, lectures. 2. Roads—Lighting— 
Break-away supports—Addresses, essays, 
lectures. 3. Median strips—Addresses, 
essays, lectures. I. Title. If. Series. 


TAYLOR, James I. 625.708 s 
Improving traffic operations and safety at 
exit gore areas [by] James I. Taylor and 
Hugh W. McGee. [Washington] Highway 
Research Board, National Research 
Council, 1973. 120 p. illus. 28 cm. ISBN 
0-309-02201-0 (National Cooperative 
Highway Research Program. Report 145) 
"Research sponsored by the American 
Association of State Highway Officials in 
cooperation with the Federal Highway 
Administration.” "NCHRP project 3-17 
FY 71.” Bibliography: p. 113-119. 
[TE7.N25 no. 145] [HE355] 388.314 73- 
13163 6.00 

i. Traffic engineering—United States. 2. 
Highway research-—United States. 3. 
Roads—United States—Interchanges and 
intersections. I. McGee, Hugh W., joint 
author. II. Title. IH. Series. 


SIMON, Seymour. 628.1 
Water on your street. Pictures by Sonia O. 
Lisker. New York, Holiday House [1974] 
[48] p. col. illus. 22 cm. ISBN 0-8234- 
0236-3 An introduction to the properties 
of water, its sources, uses, and importance 
to living creatures. Includes basic plumbing 
information. [TD348.S55] 73-17044 3.95 
(lib. bdg.) 

di. Waterworks—Juvenile literature. 2. 
Water—Juvenile literature. I. Lisker, Sonia 
O., illus. IT. Title. 


INTERNATIONAL Pollution 628.1°68 
Engineering Congress, 2d, Philadelphia, 
1973. 


Pollution engineering techniques; an 
overview introduction to the problem. Ann 
Arbor, Mich, Ann Arbor Science 
Publishers [1974] 227 p. illus. 24 cm. 
ISBN 0-250-40057-X [TD172.5.155 1973] 
74-75701 

1. Pollution—Congresses. È. Title. 


AMERICAN Concrete Pipe 
Association. 
Concrete pipe design manual. [ist ed., rev.] 


6287.24 


Arlington, Va. [1974] xvi, 415 p. illus. 24 
cm. Cover title: Design eae concrete 
pipe. Bibliography: p. 414-415. 
frD682. AAT 1974) 73-92885 15.00 
1. Sewerage—Tables, calculations, etc. 2. 
Pipe, Concrete—Tables, calculations, etc. I. 
Title. H. Title: Design manual, concrete 


pipe. 


APPLICATIONS of 628°.354 
commercial oxygen to water and 
wastewater systems. Edited by Richard E. 
Speece [and] Joseph F. Malina, Jr. [Austin, 
Tex.] Center for Research in Water 
Resources [c1973] xiii, 368 p. illus. 26 cm. 
(Water resources symposium, no. 6) 
Proceedings of a conference held at the 
University of Texas at Austin, Nov. 1972. 
Includes bibliographical references. 
[TD758.A66] 73-91598 12.50 

1 Sewage—Purification—Oxidation— 
Congresses. 2. Sewage—Purification— 
Activated sludge process—Congresses. I. 
Speece, Richard E., ed. II. Malina, Joseph 
F, 1935- ed. MI. Texas. University at 
Austin. Center for Research in Water 
Resources. IV. Title. V. Series. 


LINDNER, Gosta. 628.5 
Environmental engineering. A chemical 
engineering discipline. Edited by G. 
Lindner and K. Nyberg. Dordrecht, 
Boston, Reidel, [1973] xii, 449 p. with 
illus. 25 cm. ISBN 9-02-770347-7 Includes 
bibliographies. [TD153.L54] 73-75764 
52.00 (lib. bdg.) 

L Environmental engineering: 2. 
Environmental chemistry. I. Nyberg, Klas, 
joint author. 


MORIBER, George. 628.5 
Environmental science. Boston, Allyn and 
Bacon [1974] viii, 549 p. illus. 24 cm. 
Includes bibliographies. [TD146.M57] 73- 
85143 12.95 

1. Environmental engineering. 2. Pollution. 
T. Title. 


RECYCLING and disposal of 628.5 
solid wastes; industrial, agricultural, 
domestic. T. F. Yen, editor. Ann Arbor, 
Mich., Ann Arbor Science Publishers 
[1974] viii, 372 p. illus. 24 cm. ISBN 0- 
250-40015-4 Outgrowth of the Symposium 
on Polymers and Ecology, 10th SAS 
Pacific Meeting and 7th Western ACS 
Regional Meeting at Anaheim, Calif., Oct. 
1971. Includes bibliographical references. 
[TD794.5.R42] 72-96910 20.00 

1. Refuse and refuse disposal—Congresses. 
2. Recycling (Waste, etc.)—Congresses. I. 
Yen, Teh Fu, 1927- ed. 


JACKSON, Frederick R. 628.574 
Energy from solid waste [by] Frederick R. 
Jackson. Park Ridge, N.J., Noyes Data 
Corp., 1974. ix, 163 p. illus. 25 cm. ISBN 
0-8 155-0528-0 (Pollution technology 
review no. 8) [TD796.2.J3] 74-75004 24.00 
1. Refuse as fuel. I. Title. If Series. IH. 
Energy technology review no. 1. 


JONES, H. R. 628.54 
Pollution control in the dairy industry [by] 
Harold R. Jones. Park Ridge, N.J., Noyes 
Data Corp., 1974. ix, 277 p. illus. 25 cm. 
ISBN 0-8155-0522-1 (Pollution technology 
review no. 7) Includes bibliographical 
references. [TD899.D3J66] 74-75003 24.00 
I. Dairy waste. I. Title. IL Series. 


NATIONAL Fire 628.9208 s 
Protection Association. 

Fire protection guide on hazardous 

materials. Sth ed. [Boston, c1973] 1 v. 

(various pagings) illus. 20 cm. (Its NFPA 

no. SPP-1B) Contains new editions of 5 

publications of the association, previously 
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published in its NFPA seriés 2s numbers 
325A, 325M, 49, 491M, and 704M. 
Contents.——Flashpoint index of trade name 
liquids—Fire hazard properties of 
flammable liquids, gases, and volatile 
solids.—Hazardous chemicals data— 
Manual of hazardous chemical reactions.— 


Recommended system for the 
identification of the fire hazard of 
materials. Includes bibliographies. 


[TH9115.N28 no. SPP-1B] [T55.3.H3} 
614.8°312°0202 74-161967 6.75 
1. Hazardous substances—Handbooks, 
manuals, etc. I. Title. II. Series. 


ERVEN, Lawrence W. 628.925 
Fire company apparatus and procedures 
[by] Lawrence W. Erven. 2d ed. Beverly 
Hills [Calif.] Glencoe Press [1974] xxii, 


358 p. illus. 25 cm. (Glencoe Press fire 
science series) [TH9360.E7 1974] 73- 
11736 9.95 

L. Fire- >-departments—Equipment and 
supplies. 2. Fire extinction, 1. Title. 
GODSON, John. 629.13 
Runway. New York, Scribner [1974, 


c1973] xii, 192 p. illus. 22 cm. ISBN 0- 
684-13526-4 [HE9784.5.U52A43 1974] 73- 
5185 6.95 

1. Aeronautics-——Accidents—1970. I. Title. 


SYMPOSIUM on 629.134°353 
Instrumentation for Airbreathing 
Propulsion, U.S. Naval Postgraduate 
School, 1972. 

Instrumentation for airbreathing 

propulsion; technical papers. Edited by 


Allen E. Fuhs [and] Marshall Kingery. 
Cambridge, Mass., MIT Press [1974] xvi, 
547 p. illus. 24 cm. ISBN 0-262-06056-6 
(Progress in astronautics and aeronautics, 
v. 34) Includes bibliographical references. 
edie vol. 34] [TL589.6] 73-16168 
2 

1. Aeronautical instruments—-Congresses. 
2. Jet propulsion—~Congresses. I. Fuhs, 
Allen E., ed. I. Kingery, Marshall, ed. Il. 
United States. Naval Postgraduate School, 
Monterey, Calif. IV. Title. V. Series. 


*WORLD car catalogue. 
Published annually by 
Club of Italy. 

The 1974 edition, entitled World Cars, 
edited by L’editrice dell’Automobile Lea, is 
available from Herald Books, Pelham, N.Y. 
for 21.00. ISBN 0-910714-06-1. 


629.22 
the Automobile 


BUTTERWORTH, William E. 629.22°2 
Tires & other things; some heroes of 
automotive evolution, by W. E. 


Butterworth. [Ist ed.] Garden City, N.Y., 
Doubleday [1974] 180 p. illus. 25 cm. 
ISBN 0-385-03499-7  [TL139.B87] 73- 
13953 4.95 


1. Automobile industry and trade— 
Biography. I. Title. 
BOTTOMLEY, Tom. 629.226 


The complete book of boat trailering; a 
boatman’s guide to trailer selection, use, 
and maintenance. New York, Association 
Press [1974] p. cm. ISBN 0-8096-1886-9 
[GV775.B59] 74-9622 5.95 

1. Boat trailers. I. Title. 

Prepared from C.I.P. Pbk., 2.95, ISBN 0- 
8096-1887-7. 


SULLIVAN, George, 1927- 629.2772 
Better bicycling for boys and girls. New 
York, Dodd, Mead [1974] 64 p. illus. 19 x 
24 cm. ISBN 0-396-06845-6 A guide to 
successful cycling, including tips on 
choosing the right bike, buying accessory 
equipment, cycling safety, bike 
maintenance, and touring and racing. 
[GV1059.S9] 73-7092 4.50 
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i Cycling —Juvenile literature. I. Title. 
PRITCHARD, Anthony. 629.22’8 


Grand Prix Ferrari. (lst American ed.] 
New York, Norton [1974] 382 p. illus. 25 


em. [TL215.F47P74 1974] 74-164297 
13.95 
d. Ferrari automobile. 2. Grand Prix 


raciig. [ Title. 


LEVINE, Gary, 1938- 629.229209 
The car solution: the steam engine comes 
a age. New York, Horizon Press [1974] 
p. cm. ISBN 0-8180-1707-4 Includes 
bibliographical references. [TL200.L48] 73- 
77641 7.50 
i. Automobiles, Steam—History. I. Title. 
Prepared from C.I.P. 


SOLVING problems in 629.2’31 
automotive safety engineering and bio- 
mechanics with optical instrumentation; 
Seminar-in-depth. Editors: Paul Brown 
[and] Lawrence M. Patrick. [Redondo 
Beach, Calif. Society of Photo-optical 
Instrumentation Engineers, c1973] x, 139 
p. illus. 29 cm. (Proceedings of the Society 
of Photo-optical Instrumentation 
Engineers, v. 34) Seminar held Nov. 20- 
22, 1972, Dearborn, Mich., and co- 
sponsored by the Safety Systems 
Laboratory, National Highway Traffic 
Safety Administration, the Institute of 
Transportation and Traffic Engineering, 
U.C.L.A., and the National Safety Council. 
Includes bibliographical references. 
[TL158.S64] 74-163619 

d. Automobile engineering research 
Congresses. 2. Human  engineering— 
Congresses. 3. Cinematography, High- 
speed—Congresses. I. Brown, Paul Burton, 
1942- ed. I. Patrick, Lawrence M., ed. LIT. 


National Highway Traffic Safety 
Administration. Safety Systems 
Laboratory. IV. California. University. 


Institute of Transportation and Traffic 
Engineering. V. National Safety Council 
VI. Series: Society of Photo-optical 
strumentaton Engineers. Proceedings, v. 


GRAF, Rudolf F. 629.2754 
Solid-state ignition systems, by Rudolf F. 
Graf [and] George J. Whalen. [Ist ed.] 
Indianapolis, H. W. Sams [1974] 136 p. 
illus. 22 cm. ISBN 0-672-21049-5 
{TJ787.G69] 74-75277 4.50 (pbk.). 

l. Gas and oil engines—Ignition. 2. 
Transistor circuits. I. Whalen, George J, 
Joint author. H. Title. 


DORWEILER, Paul. 629.2°77 
Auto stereo service & installation, by Paul 
Dorweiler & Harry Hansen. [1st ed.] Blue 
Ridge Summit, Pa., G/L Tab Books [1974] 
252 p. illus. 23 cm. ISBN 0-8306-4694-9 
[TK7881.6.D67] 73-93999 8.95 

1. Magnetic recorders and recording— 
Installation in automobiles. 2. Stereophonic 
sound systems—Repairing. I. Hansen, 
Harry, joint author. IT. Title. 

Pbk., 5.95, ISBN 0-8306-3694-3. 


PETERSEN, Paul. 629.2873’2 
High-performance driving; how to use the 
techniques of the world’s great racing 
drivers for better, faster, safer driving. 
Illustrated by F. Michael Morris. Photos. 
by Barry Tenin. New York, Simon and 
Schuster [1974] 123 p. illus. 25 cm. ISBN 
cee eel {TL152.5.P43] 73-15487 
1. Automobile driving. I. Title. 


ROTH, Bernhard A. 629.287°4°75 
The complete beginner’s guide to 
motorcycling [by] Bernhard A. Roth. [Ist 
ed.] Garden City, N.Y., Doubleday, 1974. 
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174 p. illus. 25 cm. ISBN 0-385-06382-2 
[TL440.5.R67] 73-11719 4.95 

1. Motorcycling. 2. Motorcycles. I. Title. 
Library binding; 5.70, ISBN 0-385-03537- 
3. 


SHIPMAN, \Carl. 629.28°4°75 
The boonte book; how to ride the dirt, take 
care of your bike, and yourself. 2d ed. 
[Tucson, Ariz.] H. P. Booxs [1974] 190 p. 
illus. 28 cm. ISBN 0-912656-17-4 Cover 
title. [TL440.S4658 1974] 73-93781 5.00 

1. Motorcycles. 2. Motorcycling. I. Titie. 


STANTON-BEVAN, William 629.287 
Norman, 1912- 
Automobile fault-tracing; 2 practical hand- 
book for service mechanics and cver- 
drivers, by Staton Abbey. 3rd ed. [London] 
, Pitman [1973, c1966] viii, 264 p. ilus., 
20 cm. ISBN 0-273-40233-1 (Pitman’s 
automobile maintenance series.) 
(TL152.8687 1973] 
1. Automobiles—Maintenance and repeir— 
Handbooks, manuals, etc. I. Title. 
Distributed by Sportshelf, New Rochelle, 
N.Y. for 8.50. L.C. card number: 67- 
81373 


CHILTON Book Company. 
Automotive Editorial Dept. 
Chilton’s repair & tune-up guide for the 
Jaguar 2. [lst ed.] Radnor, Pa., Chilton 
Book Co. [1974] p. cm. ISBN 0-8019- 
5997-7 Issued in 1969 by the department 
under its earlier name: Automotive Book 
Dept. [TL215.J3C5 1974] 74-10545 8.95 
1. Jaguar automobile. I. Title. II. Title: 
Repair & tune-up guide for the Jaguar 2. 
Prepared from GI.P. Pbk. 7.95; ISBN 0- 
8019-5998-5 


629.23'7°22 


CHILTON Book Company. 629.2873 
Automotive Editorial Dept. 

Chilton’s repair & tune-up guide for 

Dodge/Plymouth vans. [lst ed.} Radnor, 


Pa., Chilton Book Co. [1974] p. cm. ISBN 
0-8019-6005-3 [TL230.5.D63C46 1974] 
74-8087 8.95 

1. Dodge trucks. 2. Plymouth trucks. I. 
Title. 

Prepared from C.I.P. 


O’KANE, Dick. 629.28°8°22 
Repairing the inscrutable Toyota. 
Illustrated by Jennifer O’Kane. [ist ed] 
Garden City, N.Y., Doubleday, 1974. 142 
. illus. 26 cm. ISBN 0-385-02113-6 
[TL215.T64055] 73-10824 5.00 (pbk.). 

1. Toyota automobile. I. Titie. 


CLARK, Larry. 629.28°8°75 
Glenn’s Yamaha Enduro Series one- 
cylinder repair and tune-up guide; models: 
90cc, 100cc, 125cc, 175ce, 250cc, 360cc, 
500cc, by Larry Clark and Harold T. 
Glenn. New York, Crown Publishers 
[1974] 163 p. illus. 29 cm. [TL448.Y3C52 
1974] 73-82950 7.95 

1. Yamaha motorcyle. I. Glenn, Harold T., 
joint author. I Title. III. Title: Yamaha 
Enduro Series one-cylinder repair and 
tune-up guide. 


INTERNATIONAL 

Astronautical Federation. 
Astronautical research, 1972; proceedings 
of the 23d congress of the International 
Astronautical Federation. Vienna, 8-15 
October 1972. Editor-in-chief: L. G. 
Napolitano. Editors: P. Contznsou and W. 
F. Hilton. Dordrecht, Boston, Reidel, 
[1973]. viii, 374 p. with illus. 25 cm. ISBN 
9-02-770333-7 (Proceedings of the 23d 
congress of the International Astronautical 
Federation) Includes bibliographical 
references. [TL787.144 23d., 1972] 
[TL787] 629.4 72-97959 31.60 


629.408 s 


AMERICAN BOOK PUBLISHING RECORD 


i. Astronautics—Congresses. 2 
Technology transfer—Congresses. ‘A 
Napolitano, Luigi G., ed. II. Contensou, P., 
ed. III. Hilton, William F., ed. IV. Title. V. 
Series: International Astronautical 
Congress. Proceedings, 23d, 1972. 


COLLINS, Michael, 629.4’0924 B 
1930- 

Carrying the fire. With an introd. by 

Charles A. Lindbergh. New York, Farrar, 

Straus and Giroux [1974] p. cm. ISBN 0- 

374-11917-1 [TL789.85.C64A33] 74-7211 

10.00 

1. Collins, Michael, 1930- 2. Apollo IT 

(Spacecratt) 3. Project Apollo. I. Title. 

Prepared from C.I.P. 


IRWIN, James 
Benson. 
To rule the night; the discovery voyage of 
astronaut Jim Irwin, by James B. Irwin, 
with William A. Emerson, Jr. Boston, G. 
K. Hall, 1974 [cl973] p. ISBN 0-8161- 
6219-0 Large print ed. [TL789.85.178A3 
1974}°74-4364 12.95 (lib. bdg.) 
1, Irwin, James Benson. 2. Project Apollo. 
Religion and astronautics. I. Emerson, 
William A., 1923- joint author. II. Title. 
Prepared from C.I.P. 


HENDRICKSON, Walter 629.47°5S’09 
B. 
Who really invented the rocket? [By] 


629.4'092'4 B 


Walter B. Hendrickson, Jr. New York, 
Putnam [1974] 128 p. illus. 22 cm. 
[TL781.H326] 73-189238 4.29 
1. Rocketry —History. I. Title. 
DORF, Richard C. 629.873 


Modern control systems [by] Richard C. 
Dorf. 2d ed. Reading, Mass., Addison- 
Wesley Pub. Co. [1974] xiii, 413 p. illus. 
25 cm. ISBN 0-201-01606-0 (Addison- 
Wesley series in electrical engineering) 
Includes bibliographical references. 
[TJ216.D67 1974] 74-165250 

1. Feedback control systems. I. Title. 


Agriculture 630-639 


AGRICULTURAL, forestry, 630.203 
and oceanographic technicians. Edited by 
Howard Sidney. Rev. ed. Chicago, J. G. 
Ferguson Pub. Co.; distributed to the book 
trade by Doubleday, New York [1974] 375 
p. illus. 27 cm. ISBN 0-385-03236-6 
(Career opportunities for technicians and 
specialists) [S494.5.A4A34 1974] 74- 
167305 11.95 

1. Agriculture as a profession. 2. Forestry 
as a profession. 3. Fisheries as a profession. 
4. Oceanography as a profession. 3. 
Conservation of natural resources— 
peal guidance. I Sidney, Howard, 
ed. 


MICKE, A. 630.724 
Isotopes and radiation in agricultural 
research in the Soviet Union; report of 
study tours conducted 2-10 September 
1971 and 3 July-4 August 1972, prepared 
by A. Micke, D. Nethsinge and B. 
Sigurbjornsson. Vienna, International 
Atomic Energy Agency, 1973. 108 p. 24 
zm. (Study tour report, STR/5) 
Bibliography: p. 101-108. [S589.5.M52] 74- 
165688 

1. Radioisotopes in agriculture—Russia. 2. 
Agricultural research—Russia. 
Nethsinge, D, joint author. I 
Sigurbjornsson, B., joint author. III. Title. 
"V. Series: International Atomic Energy 
Agency. Study tour report. STR/95. 
Distributed by Unipub; 4.50 (pbk.). 


JULY 31,1974 


RANGE resources of the 630°.8 s 
Southeastern United States; [papers 
presented at] a symposium jointly arranged 
by ASA, CSSA, and Society for Range 
Management, held in Miami Beach, 
Florida. Editors: Robert S. Campbell [and] 
Wesley Keller. Madison, Wis., American 
Society of Agronomy, 1973. xvi, 78 p. 
illus. 23 cm. (ASA special publication no. 
21) Includes bibliographies. [S1.A453 no. 
21} (SB208.U5] 636.084 73-86224 

1. Range management—Southern States— 
Congresses. 2. Forest management— 
Southern States-—-Congresses. 3. Forage 
plants—Southern States—Congresses. I. 
Campbell, Robert Samuel, 1904- ed. II. 
Keller, Wesley, 1905- ed. IHI. American 
Society of Agronomy. IV. Crop Science 
Society of America. V. Society for Range 
Management. VI. Series: American Society 
a Agronomy. ASA special publication no. 


LAVINE, Sigmund A. 630’.9701 
Indian corn and other gifts [by] Sigmund 
A. Lavine. New York, Dodd, Mead [1974] 
80 p. illus. 24 cm. ISBN 0-396-06777-8 
Bibliography: p. 79. Facts, myths, legends 
and superstitions about corn, peppers, 
peanuts, potatoes, pumpkins, and other 
foods given to the world by the Indians of 
North and South America. [E59.F63L38] 
72-12541 3.95 

1. Indians—Food—Juvenile literature. 2. 


Indians—Agriculture—Juvenile literature. 
I Title. 
HUNT, Donnell. 631.3 


Farm power and machinery management, 
laboratory manual and workbook. 6th ed. 
on Iowa State Univ. Press. [1973] vii, 
p. 28 cm. ISBN  0-8138-0580-5 
{S675.H34] 72-2086 7.50 (pbk.) 
1. Agricultural machinery. I. Title. 
WRIGHT, Philip Arthur, 631.372 
Old farm tractors, by Philip A. Wright. 
Newton Abbot, David & Charles [1972] x, 
77 p. illus. 23 cm. [TL233.W74 1972] 73- 
168335 . 
1. Tractors—HĦHistory. I. Title. 
Distributed by Mortorbooks International, 
Minneapolis, 7.95 


PANEL on the Use of 631.4°32 
Nuclear Techniques in Soil Physics and 
Irrigation Studies, Vienna, 1970. 

Soil-moisture and irrigation studies I; 

proceedings. Organized by the Joint 

FAO/IAEA Division of Atomic Energy 

in Food and Agriculture. Vienna, 

International Atomic Energy Agency 

[Distributed in U.S. by UNIPUB, Inc., 

New York] 1973. 189 p. illus. 24 cm. 

(Panel proceedings series) "STI/PUB/327” 

English, French, or Russian; summaries in 

English. Panel held 2 to 6 Nov., 1970. 

Includes bibliographies. [S594.P293 1970] 

74-164096 7.50 (U.S.) 

I Soil moisture—Congresses. 2: 

Radioisotopes in soil physics—Congresses. 

3. Irrigation—Congresses. 4. Water balance 

(Hydrology)—Congresses. £ Joint 

FAO/IAEA Division of Atomic Energy in 

Food and Agriculture. II. Title. IHI. Series: 

International Atomic Energy Agency. 

Panel proceedings series. 

LORD, Russell, 1895- 631.4°973 
1964. 

Behold our land. New York, Da Capo 

Press, 1974. p. cm. ISBN 0-306-70593-1 

(Franklin D. Roosevelt and the era of the 

New Deal). Reprint of the 1938 ed. 

published by Houghton Mifflin, Boston. 

Bibliography:* p. [S624.A1L66 1974] 74- 

2395 12.95 


1, Soil conservation—United States. 2. Soil 
erosion—United States. I. Title. I. Series. 
Prepared from C.I.P. 


PANEL on Mutation 631.5°3 
Breeding of Vegetatively Propagated and 
Perennial Crops, Vienna, 1972. 

Induced mutations in vegetatively 

propagated plants. Proceedings of a Panel 
. organized by the Joint FAO/IAEA 

Division of Atomic Energy in Food and 

Agriculture, and held in Vienna, 11-15 

Sept. 1972. Vienna, International Atomic 

Energy Agency, 1973. 222 p. illus. 24 cm. 

(Proceedings series) "STL/PUB/339” 

Bibliography: p. 203-220. [SB123.P33 

1972] 74-164895 

1. Plant mutation breeding—Congresses. I. 

Joint FAO/IAEA Division of Atomic 

Energy in Food and Agriculture. I. Title. 

JI. Series: International Atomic Energy 

Agency. Proceedings series. 

Distributed by Unipub; 10.00. 


DEBACH, Paul. 632’.96 
Biological control by natural enemies. 
[London, New York] Cambridge 
University Press [1974] xiv, 307 p. 22 cm. 
ISBN 0-521-20380-5 LC copy imperfect: p. 
308-324 missing; illustrations blank. 
Bibliography: p. 299-307. [SB975.D39] 73- 
90812 14.95 

1. Pest control—Biological control. I. Title. 
Pbk. 5.95; ISBN 0-521-09835-1. 


FORAGE fertilization. 633.2 
Editor D. A. Mays. Program and editorial 
committee: William K. Griffith [and 


others] Madison, Wis., American Society 
of Agronomy, 1974. xv, 621 p. illus. 24 
cm. Papers presented at a symposium held 
at Muscle Shoals, Ala., July 19-21, 1972, 
and sponsored by the p enneesge Valley 
Authority, and oth Includes 
bibliographies. [S5667. F6F67] . 73-86620 

I. Forage plants—Fertilizers and 
manures—Congresses. I. Mays, David A., 
ed. II. Tennessee Valley Authority. 


ROBBINS, Ann Brokaw 635’.0973 
Roe, 1905- 

25 vegetables anyone can grow, by Ann 
Roe Robbins. Illustrated by Leonard J. 
Robbins. New York, Dover Publications 
{1974] viii, 216 p. illus. 22 cm. ISBN 0- 
486-23029-5 Reprint of the 1942 ed. 
published by Crowell, New York. 
[SB321.R58 1974] 73-93783 2.00 (pbk.) 

a p oe gardening—United States. I. 
itle. 


SCHWARTZ, Randall. 635.933121 
Carnivorous plants. Edited by Deborah 
Leary. New York, Praeger Publishers 
[1974] p. cm. ISBN 0-275-51580-X 
Bibliography: p. [SB432.7.S36] 73-19438 


J. Insectivorous plants. 2. House plants. I. 
Title. 

Prepared from C.I.P. 
CASTELLANO, Carmine 635.964028 

Ç: 

You fix it: lawn mowers [by] Carmine C. 
Castellano & Clifford B. Seitz. New York, 
ARCO [1974] 252 p. illus. 27 cm. ISBN 0- 
a [SB454.8.C37] 72-86424 4.95 


1. Power lawn mowers—Maintenance and 
repair. 2. Gas and oil engines— 
Maintenance and repair. I. Seitz, Clifford 
B., joint author. If. Title. 


GORHAM, Wes, 1908- 635.965 
Down to earth; a guide to successful 
indoor gardening. Illustrated by Walter 
Brooks. Baltimore, Penguin Books [1974] 


600 TECHNOLOGY 


109 p. illus. 23 cm. ISBN 0-134046207-4 
(Penguin handbooks) i ae living 
crafts) Bibliography: 104-105. 
[SB419.G62] 73- 38047. 2.95 (pbk.) 

1. House plants. I. Title. 


WOODHOUSE, Barbara, 
1910- 

Talking to animals. [New ed.] New York, 

Stein and Day [1974, c1970] 208 p. illus. 

22 cm. ISBN 0-8128- 1660-9 

Autobiographical. [SF426.2.W66 1974] 73- 

90700 6.95 

I. Woodhouse, Barbara, 1910- 2. Dogs-— 

Legends and stories. 3. Horses—Legends 

ana stories. 4. Animals, Training of I. 
itle. 


CARSON, Gerald. 636’.083°09 

Men, beasts, and gods; a history of cruelty 

and kindness to animals. New York, 

Scribner [1974, c1972] x, 268 p. illus. 21 

cm. ISBN 0-684-13716-X. Bibliography: 

p. 254-256. [HV4764C35] 72-1216 2.95 
bk. 


636’.009274 B 


1. Animals, Treatment of—United States—— 
History. 2. Animals, Treatment of— 
History. I. Title. 


NATIONAL 636.089759'°2573124 
Research Council. Committee on Animal 
Nutrition. Subcommittee on Fluorosis. 

Effects of fluorides in animals, 

Washington, National Academy of 

Sciences, 1974. p. cm. ISBN 0-309-02219- 

3 Bibliography: p. [SF757.5.N27 1974] 74- 

4061 4.25 (pbk.) 

1. Fluorine—Toxicology. 2. Fluorides— 


Physiological effect. 3. Veterinary 
physiology. I. Title. 

Prepared from C.I.P. 

GOODALL, Daphne Machin. 636.1 


Horses of the world; an illustrated survey 
with over 320 photographs of breeds of 
horses and ponies. Pref. by C. W. 
Anderson. New and rev. ed. New York, 
Macmillan [1974, c1973] 272 p. illus. (part 


col.) 25 cm. Bibliography: p. 265. 
[SF291.G6 1974] 73-7480 9.95 

1. Horse breeds. I. Title. 

PRICE, Steven D. 636.1 


Get a horse! Basies of back-yard 
horsekeeping, by Steven D. Price. Illus. by 
Reginald Pollack. New York, Viking Press 
[1974] xiii, 144 p. illus. 24 cm. ISBN 0- 
670-33749-8 Bibliography: p. 126-127. 
[SF285.3.P74 1974] 73-10554 8.95 

1. Horses. I. Title. 


WHEATLEY, George, 
riding instructor. 

Stable management for the owner-groom. 

1974 ed. No. Hollywood, Calif., Wilshire 

Book Co. [1974, c1973] 262 p. illus. 21 

cm. ISBN 0-87980-258-8. (Horse lovers 

library) [SF285.3W47 1974] 75-37954 3.00 
bk. 


1. Horses. I. Title. 


INTERNATIONAL 
Conference on Equine 
Diseases, 3d, Paris, 1972. 

Equine infectious diseases III; proceedings. 

Editors: J. T. Bryans and H. Gerber. Basel, 

New York, S. Karger, 1973. xviii, 558 p. 

illus. 25 cm. ISBN  3-8055-1392-5 

Sponsored by the Societe d’encouragement 

pour l’amelioration des races de chevaux 

en France and the Grayson Foundation. 

Includes bibliographies. [SF955.155 1972] 

74-164333 


636.1083 


636.1°08°969 
Infectious 


1. Horses—Diseases—Congresses. I. 
Bryans, J. T, ed. Il. Gerber, H., ed. II. 
Societe d'encouragement pour 


lamelioration des races de chevaux en 
France. IV. Grayson Foundation. V. Title. 
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Distrihutet by Phiebig, White Plains, New 
York, 38.45. 


BERRY, Barbara J. 636.1°3 
The thoroughbreds [by] Barbara J. Berry. 
Indianapolis, Bobbs-Merrill Co. [1974] xv, 
149 p. illus. 22 cm. ISBN 0-672-51829-5 
Bibliography: p. [148]-149. [SF293.T5B39] 
73-16809 5.95 

1. Thoroughbred horse. 2. Race horses. 3. 
Horse-racing. [. Title. 


PRESTON, Thomas 
Reginald. 

intensive beef production, by T. R. Preston 
and M. B. Willis. [2d ed.] Oxford, New 
York, Pergamon Press [1974] p. ISBN 0- 
98 01738 [SF207.P78 1974] 74-5276 
23.2. 

1. Beef cattle. I. Willis, Malcolm Beverley, 
joint author. II. Title. 

Prepared from C.I.P. 


636.2713 


SCHMIDT, Glen Henry, 
1931- 

Principles of dairy science [by] G. H. 
Schmidt [and] L. D. Van Vleck. San 
Francisco, W. H. Freeman [1974] xii, 558 
p. illus. 24 cm. ISBN 0-7167-0830-2 (A 
Series of books in agricultural seience. 
Animal science) Includes bibliographies. 
[SF239.S37] 73-2860 15.00 

1. Dairying. I. Van Vleck, L. D., 1933- 
Joint author. H. Title. 


DAVIS, Louis Wilson. 636.7°08°86 
Go find! Training your dog to track, by L. 
Wilson Davis. New York, Howell Book 
House, 1974. 159 p. illus. 24 cm. ISBN 0- 
87605-550-1 [SF431.D42] 72-88977 7.95 


636.2 F4 


1. Dogs—Training. 2. Tracking and 
trailing. I. Title. 
KESSOPULOS, Gust. 636.7°08'87 


Dog obedience training. South Brunswick, 
A. S. Barnes [1974] p. cm. ISBN 0-498- 
01415-0 [SF431.K47] 73-10524 6.95 

1. Dogs-—Training. I. Title. 

Prepared from C.I.P. 


FARRALL, Arthur William, 
1899- 

Engineering for dairy and food products 
[by] Arthur W. Farrall. Huntington, N.Y., 
R. E. Krieger Pub. Co. [1973, c1963] xix, 
674 p. illus. 24 cm. ISBN 0-88275-135-2 
”Reprint with corrections.” Includes 
bibliographies. [SF247.F33 1973] 74- 
166246 21.50 

1. Dairy plants. 2. Dairy products. 3. 
Dairying—Apparatus and supplies. 4. Food 
industry and trade. I. Title. 


BROWN ING, Robert 


637.028 


639°.22°091643 


Fisheries of the North Pacific: history, 
species, gear & processes, by Robert J. 
Browning. With editorial assistance and 
review by Dayton L. Alverson [and others. 
Anchorage, Alaska Northwest Pub. Co., 
1974] vi, 408 p. illus. 32 cm. ISBN 0- 
88240-008-8 Includes bibliographical 
references. [SH214.2.B76] 73-81977 24.95 
1. Fisheries—North Pacific Ocean. 2. 
Fisheries—Equipment and supplies. 3. 
Fishery products—Preservation. I. Title. 


COX, Graham F. 639.34 
Tropical marine aquaria, by Graham F. 
Cox. Illustrated by George Thompson. 
Rev. ed. New York, Grosset & Dunlap 
[1974] 160 p. illus. 24 cm. ISBN 0-448- 
11718-5 Bibliography: p. [156] 
[SF457.1.C68 1974] 73- 30789 5.95 

i. Marine aquariums. 2. Marine aquarium 
fishes. I Thompson, George William, 
1925- illus. If. Title. 
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NATIONAL Research 639.34 
Council. Institute of Laboratory Animal 
Resources. Subcommittee on Fish 
Standards. 

Fishes: guidelines for the breeding, care, 

and management of laboratory animals; a 

report. Washington, National Academy of 

Sciences, 1974. v, 85 p. illus. 22 cm. ISBN 

0-309-02213-4 Bibliography: p. 79-35. 

[SF407.F5N37 1974] 74-34€2 5.00 (pbk.) 

1. Fish as laboratory animals. I. Title. I. 

Title: Guidelines for the breeding, care, 

and management of laboratory animals. 

RET Rosemary K., 639.9 
1931- 

My orphans of the wild: rescue and home 

care of native wildlife, by Rosemary K. 

Collett, with Charlie Briggs. [ist ed.] 

Philadelphia, Lippincott [1974] p. cm. 

ISBN 0-397-01021-4 Bitliography: p. 

[QL83.2.C64] 74-1111 7.95 

1. Wildlife rescue. 2. Naturalists— 

Correspondence, reminiscences, etc. I. 

Briggs, Charlie, 1927- joint author. If, 

Title. 

Prepared from C.I.P. 


*HARRIS, Anne. 639.9 
The land and conservation [by] Anne 
Harris, Carolyn Harrison [and] Peter 
Smithson. New York, Grosset & Dunlap 
[1973] 48 p. illus. (part col.), 29 cm. ISBN 
0-448-00734-7 (Visual books) [S942] 72- 
11640 1.95 

1. Conservation of natural resources— 
Juvenile literature. I. Harrison, Carolyn., 
joint author. II. Smithson, Peter., joint 
author. HI. Title. 

Lib. bdg. 2.74, ISBN 0-448-03539-1 


*ABCS of the consumer 640.73 

product safety act. Prepared by the 

Editorial Staff of The Bureau of National 

Affairs Washington, Bureau of National 

pana [1973] 57 p. 23 cm. [TX335] 2.C0 
bk. 


1. Consumer education. 


[NEWMAN, Joseph] 640.73 
How to live with inflation; a guide to 
saving money when buying. Washington, 
Books by U.S. News & World Report 
[1974] 316 p. illus. 24 cm. (U.S. news & 
world report. Money management library) 
(TX335.N48] 73-91387 6.95 

i. Consumer education. 2. Shopping. I. 
United States news & world report. II 
Title. 


NATIONAL Research Council. 
Food and Nutrition Board. 
Recommended dietary allowances. 8th rev. 
ed. Washington, National Academy cf 
Sciences, 1974. p. ISBN 0-309-02216-3 
Prepared with the Committee on Dietary 
Allowances and the Committee on 
Interpretation of the Recommended 
Dietary Allowances. Bibliography: p. 
[TX551.N39 1974] 74-5170 2.25 (pbk.) 
i. Diet. I. National Research Council. 
Committee on Dietary Allowances. I. 
National Research Council. Committee on 
Interpretation of the Recommended 
Dietary Allowances. TII. Title. 
Prepared from C.I.P. 


*PIKE, Arnold. 641.. 
Viewpoint on nuitrition [by] Dr. Arnold 
Pike. With an introduction by Gayelord 
Hauser. Hollywood, Calif, Newcastle 
Publishing Co. [1973] 149 p. illus. 21 cm. 
ISBN 0-87877-021-6 {A Newcastle self- 
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enrichment book) Includes bibliographical 
references. [TX354] 2.95 (pbk.) 
i. Nutrition. I. Title. 


READ, Jan. 641.220946 
The wines of Spain and Portugal. New 
York, Hippocrene Books [1974, ¢1973] 
280 p. illus. 23 cm. ISBN 0-88254-225-7 
Bibliography: p. 265-268. [TP559.S8R4 
1974} 73-90858 12.95 

1. Wine and wine making—Spain. 2. Wine 
and wine making-—Portugal. T. Title. 


*SZEKELY, Edmond 641.3°03 
Bordeaux. 

The book of living foods, natural-organic- 

ecological. San Diego, Calif., Academy 

Books [1973] 52 p. illus., 23 cm. [TX392.] 

2.95 (pbk.} 

I. Food, Natural. I. Title. 


*THE organic directory. 641.3°4 
By the editors of Organic Gardening and 
Farming and Prevention Magazines. 
Edited by Carol Stoner. Emmaus, Pa., 
Rodale [1974] 229 p. 22 cm. ISBN 0- 
37857-074-8. (Organic living paperbacks. 
[$605.5] 73-5160 2.95 (pbx.) 

f. Organiculture—Directories. I. Stoner, 
Carol, comp. 


FIRTH, Grace. 641.4 
Living the natural life. New York, Simon 
and Schuster [1974] 192 p. 25 cm. ISBN 
0-671-21705-4 Bibliography: p. 183-184. 
[TX601.F57] 73-17620 6.9 

1, Food—Preservation. 2. Cookery. I. Title. 


HERTZBERG, Ruth. 641.4 
Putting food by [by] Ruth Hertzberg, 
Beatrice Vaughan [and] Janet Greene. 
Brattleboro, Vt., S. Greene Press [1974] 
viii, 360, [11] p. illus. 22 cm. Bibliography: 
ea [TX601.H54 1974] 74-165212 


<.  Food—Preservation. I Vau ghan, 
Beatrice, joint author. If. Greene, Janet C 
Jint author. HI. Title. 


ANDERSON, Joe, 1928- 641.5 
Two in the kitchen, by Joe & Jeanne 
Anderson. Washington, Acropolis Books 
[1974, c1973] p. cm. ISBN 0-87491-388-8 
[TX715.A5665 1974] 74-5696 7.50 

L Cookery. I. Anderson, Jeanne, 1934- 
joint author. IT. Title. 

Frepared from C.I.P. 


FARMER, Fannie Merritt, 
1857-1915. 

The Boston Cooking-School cook book. 
New York, Gordon Press, 1973. xxx, 567 
p- illus. 24 cm. ISBN 0-87968-092-X 
Reprint of the 1896 ed. published by 
Little, Brown, Boston. [TX715.F234 1973] 
72-98091 25.00 

1 Cookery, American. f. Title. 


MURTAUGH, Janet. 641.5 

Be a supercook: Gourmet food without 
zef. Millbrae [Calif.] Celestial Arts [1974] 
126 p. illus. 22 cm. ISBN 0-912310-58-8 
[TX715.M958] 73-89892 3.95 (pbk.) 

1. Cookery. I. Title. 


ae Virginia Schmitz, 
1905- 

ir celebration of food, by Virginia Pasley. 
New York, Simon and Schuster [1974] p. 
cm. ISBN 0-671-21826-3 [TX715.P313] 
7&-11283 8.95 

I. Cookery. 2. Menus. I. Title. 

Prepared from C.I.P. 


PEARSON, Leonard, 1926- - 641.5 
Tae psychologist’s sensational cookbook 
[by] Leonard Pearson, Lillia R. Pearson, 
ard Karola Saekel. New York, P. H. 
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Wyden [1974] ix, 208 p. 22 cm. ISBN 0- 

88326-067-0 [TX715.P35] 73-90680 6.95 

1. Cookery. I. Pearson, Lillian R., joint 

aithor If, Saekel, Karola, joint author. LT. 
ttle. 


PRIZE-WINNING recipes from 641.5 
the Golden Harvest Kitchens. With an 
introd. and valuable household and 
cooking hints by Beatrice Trum Hunter. 
New Canaan, Conn., Keats Pub. [1974] 96 
p. 18 cm. (A Pivot original health book) 
[TX715.P9423] 74-75105 1.25 (pbk.) 

1. Cookery. I. Hunter, Beatrice Trum. 


STURGES, Lena E. 641.5 
Inflation cookbook: good food ‘for hard 
times, by Lena E. Sturges. [Birmingham, 
Ala., Oxmoor House, 1973] 80 p. illus. 28 
cm. At head of title: Southern living. 
[TX715.8926] 73-86155 1.95 (pbk.) 

1. Cookery. I. Southern living. II. Title. 


WILLAN, Anne. 641.5 
Entertaining menus. Drawings by Sarah 
Kensington. New York, Coward, McCann 
& Geoghegan [1974] 319 p. illus. 24 cm. 
ISBN 0-698-10552-4 [TXK731.W48 1974] 
73-78755 8.95 

1. Menus. 2. Entertaining. I. Title. 


FORSMAN, John. 641.5016 
Recipe index, 1971; the eater’s guide to 
periodical literature, edited by John 
Forsman. Compiled by Barbara Wisdom. 
Detroit, Gale Research Co. [c1973] viii, 
764 P- 23 cm. [TX651.F633] 74-164317 


L Cookery indexes 2. Periodicals— 
Indexes. I. Wisdom, Barbara. II. Title. 


THE Complete cookery . 641.5’03 
encyclopedia. New York, Tudor, Pub. Co. 
(1973, i.e. 1974] 480 p. illus. 26 cm. ISBN 


0-8148-0564-7 [TX349.C65 1973] 74- 
165123 4.98 

i. Cookery—Dictionaries. 

BRUYERE, Toni Marsh. 641’.5°63 


For gourmets with ulcers [by] Toni Marsh 

Bruyere & Sidney Jean Robey. With 

introductions by Eric G. Sciveiger and 

Robert L. Rowan. New York, Barnes & 

Noble [1974, c1971] 226 p. 21 cm. ISBN 

0-06-463395-0 [RM221.P4B78 1974] 1.95 

(pbk.) 

i. Diet in disease. 2. Peptic ulcer. I. 

Robey, Sidney Jean, joint author. I. Title. 

-L.C. card number for original ed.: 78- 

152655. 

PELTON, Robert W., 641.5°636 
1934- 

Meatless cooking the natural way. South 

Brunswick, A. S. Barnes [1974, c1973] p. 

ISBN 0-498-01275-1 [TX837.P45 1974] 

73-111 6.95 

1. Vegetarianism. 2. Cookery, American. I. 

Title. ` 

Prepared from C.I.P. 


LINDEMAN, Joanne 
Waring. 
Low carbohydrate cookbook. Ilustrated by 
Mike Neison. [Concord, Calif, Nitty 
Gritty Productions, 1974] p. cm. ISBN 0- 
911954-30-9 [RM237.9.L55] 74-5249 3.95 
1. Low-carbohydrate diet. I Title. 
Prepared from C.I.P. 


CHRISTMAS book: ideas 641.568 
for food, entertaining, decorating, crafts, 
gifts, holiday events in the South, by the 
editors of Southern living. [Birmingham, 
Ala., Oxmoor House, 1973] 88 p. illus. 28 
cm. At head of title: Southern living. 
[TX739.C48] 73-86151 3.95 (pbk.) 

i. Christmas cookery. 2. Christmas 


641.55638 


decorations. 3. Christmas—Southern 
States. I. Southern living. 
Publisher’s address: Book Division of The 
Progressive Former Co., P.O. Box 2463, 
Birmingham, Ala. 35202 


NEW Haven. Culinary 

Institute of America. 
The professional chef. Prepared by the 
Culinary Institute of America and the 
editors of Institutions magazine. Edited by 
LeRoi A. Folsom. 4th ed. [Chicago] 
Institutions/Volume feeding magazine; 
distributed by Cahners Books, Boston 
[1974] 470 p. illus. 32 cm. ISBN 0-8486- 
0571-5 Errata slip inserted. Bibliography: 
p. 458. [TX820.N46 1974] 73-19070 18.50 
1. Cookery for institutions, etc. I. Folsom, 
Le Rot A., ed. IL Institutions (Chicago) 
HI. Title. 
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AXLER, Bruce H. 641.572 
Breakfast cookery, by Bruce H. Axler. 
Indianapolis, ITT Educational Pub. [1974] 


' vii, 134 p. 18 cm. ISBN 0-672-26120-0 


(His Focus on ... the hospitality industry) 
At head of title: Focus on ... [TX820.A94] 
73-85983 3.25 (pbk.) 
Ii. Cookery for 
Breakfasts. I. Title. 


LES Diners de gala. 641.5944 
[Salvador Domenech Philippe Hyacinthe 
Dali conceived and materialized this work] 
Translated by J. Peter Moore. New York, 
Felicie [c1973] 322 p. illus. (part col.) 31 
cm. ISBN 0-9600692-1-6 Text in English. 
[TX725.A1D4613] 73-84981 50.00 

ia ie International. I. Dali, Salvador, 

4- 


DON'T lick the 641.5951 
chopsticks; the creative, harmonious Ma 
family Chinese cookbook [by] Nancy Chih 
Ma [and others] Photos. by Yoshiya 
Fukuda. Tokyo, New York, Kodansha 
International; [distributor: U.S., Harper & 
Row Publishers, New York, 1973] 152 p. 
illus. (part col.) 21 x 22 cm. ISBN 0- 
87011-201-5 [TX724.5.C6D66 1973] 73- 
79770 8.95 (U.S.) 

1. Cookery, Chinese. I. Ma, Po-ch‘ang 
(Ch th). 


BELOTE, Julianne. 641.5°973 
The compleat American housewife 1776; 
being a collection of the most approv’d 
recipes of the American Colonies. 
Illustrated by Craig Torlucci. [Concord, 
Calif., Nitty Gritty Productions, 1974] p. 
cm. ISBN 0-911954-02-3 [TX715.B463] 
74-7257 3.95 (pbk.) 

i. Cookery, American. 2. Home 
economics—United States—History. 3. 
United States—Social life and customs— 
Colonial period, ca. 1600-1775. I. Title. 
Prepared from C.I.P. 


institutions, etc. 2. 


BERQUIST, Edna Smith, 
1906- 

The Hugh Maples Farm cookbook; favorite 
recipes and reminescences of farm life. 
Illus. by Bonny W. Smith. New York, 
Collier Books [1974, c1971} 436 p. illus. 
24 cm. [TX715.B4853] 79-135642 4.95 
(pbk.) 

1. Cookery, American—New Hampshire. 
2. Farm life—New Hampshire. I. Title. 


BOXER, Arabella, Lady. 641.6°5 
Nature’s harvest: the vegetable cookbook. 
Chicago, H. Regnery Co. [1974] p. cm. 
ISBN  0-8092-8911-3  [TX801.B69} 73- 
20672 10.00 

J. Cookery (Vegetables) I. Title. 

Prepared from C.I.P. 


6417.59742 


600 TECHNOLOGY 


oe 
ROJAS-LOMBARDI, Felipe. °641.7°9 
The A-to-Z no-cook cookbook. Illustrated 
by Dorothy Ivens. New York, Golden 
Press [1974] 61 p. illus. 32 cm. 
Alphabetically arranged recipes for such 
things as desserts, sandwiches, and other 
dishes that require no cooking. 
[TX652.5.R63 1974] 74-166239 3.95. 

1. Cookery—Juvenile literature. I. Ivens, 
Dorothy, illus. If. Title. 


EARL, Johnrae. 641.8723 
The stew cookbook, by Johnrae Earl and 
James McCormick. Los Angeles, 
Price/Stern/Sloan [1974] 158 p. 18 cm. 
ISBN 0-8431-0183-0 [TX693.E17] 73- 
87329 3.95 

1. Stews. I McCormick, James, joint 
author. IT. Title. 


KUMM, Patsy. 641.8653 
Your book of cake making and decorating. 
Illustrated by Juliet Renny. London, Faber 
and Faber [1973] 96 p. illus. 22 cm. ISBN 
0-571-10264-6 (The Your book series) 
Label mounted on t.p.: Transatlantic Arts, 
Levittown, N.Y., sole distributor for the 
USA. Recipes and decorating ideas for all 
kinds of cakes including Yule log, jiffy 
brownies, strawberry shortcake, 
gingerbread men, and chocolate fudge 
cake. [TX771.K85 1973] 74-166266 5.50 
(U.S.) 

1. Cake—Juvenile literature. 2, Cake 
decorating—Juvenile literature. I. Title. 


SMITH, Laura Lee W. 642 
Food service science. Edited by Laura Lee 
W. Smith and Lewis J. Minor, in 
collaboration with specialists. Westport, 
Conn., AVI Pub. Co., 1974. viii, 632 p. 
illus. 24 cm. ISBN  0-87055-146-9 
Bibliography: p. 573-576. [TX943.S56] 73- 
94094 20.00 

I. Food service. I. Minor, Lewis Jọ, joint 
author. IT, Title. 


JERNIGAN, Anna 642’.5°028 
Katherine. 
Food service equipment: selection, 


arrangement, and use [by] Anna Katherine 
Jernigan [and] Lynne Nannen Ross. [Ist 
ed.] Ames, Iowa State University Press, 
1974. vii, 122 p. illus. 23 cm. ISBN 0- 
8138-0550-3 Bibliography: p. 116-118. 
[TX912.J47] 73-15497 3.95 (pbk.) 

1. Food service—Equipment and supplies. 
I. Ross, Lynne Nannen, joint author. I. 
Title. 


HASKINS, Ann. 642’.56'02579494 
Eat: a toothsome tour of Los Angeles’ 
specialty restaurants, by Ann Haskins and 
Evelyn Renold. Los Angeles, Ward Rifchie 
Press [1974] 111 p. illus. 18 cm. ISBN 0- 
378-03662-9 [TX907.H33] 72-95152 1.95 
(pbk.). 

1. Los Angeles—Restaurants, lunch rooms, 
ete.—Directories. I. Renold, Evelyn, joint 
author. II. Title. 


GILMORE, Louis, 1940- 643 
For saie by owner. [New York] Simon and 
Schuster [c1973] 169 p. illus. 21 cm. ISBN 
0-671-21690-2 (A Fireside book) 
[HD1379.G54] 74-163587 3.95 (pbk.) 

1. House selling. L Title. 


PLANNING & remodeling 643.3 
kitchens, by the editors of Sunset books 
and Sunset magazine. [Edited by Kathryn 
Arthurs. 4th ed.] Menlo Park, Calif., Lane 
Books [1974] 96 p. illus. 28 cm. ISBN 0- 
376-01334-6 (A Sunset book) [TX655.P57 
1974] 73-89582 1.95 (pbk.) 
I. Kitchens—Remodeling. 
Kathryn, ed. If. Sunset. 


L Arthurs, 
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ANDERSON, Edwin P., 1895-  643'.6 
Home appliance servicing, by Edwin P. 
Anderson. [3d ed.] Indianapolis, T. Audel 
[1974] 597 p. illus. 22 cm. ISBN 0-672- 
23214-6 Previous editions published under 
title: Audels home appliance service guide. 
[TK7018.4A43 1974] 73-93416 7.95 

1. Household appliances, Electric— 
Maintenance and repair. I. Title. 


DARR, Jack. 643°.6 
Fix your small appliances. [lst ed.] 
Indianapolis, H. W. Sams [1974] 2 v. illus. 
22 cm. [TK9901.D37] 74-75275 3.95 per. 
vol. (pbk.). 


1. Household appliances, — Electric— 
Maintenance and repair. I. Title. 
SMITH, Robert Paul. 643.6 


Lost and found; an illustrated compendium 
of things no longer in general use. Boston, 
G. K. Hall, 1974 [c1973] p. cm. ISBN 0- 
8161-6204-2 Large print ed. [TX298.S64 
1974] 74-5242 6.95 

1. Implements, utensils, etc. 2. Household 
appliances. 3. Sight-saving books. I. Title. 
Prepared from C.I.P. 


KAWASHIMA, Masaaki. 646.4702 
Fundamentals of men’s fashion design; a 
guide to tailored clothes. Foreword by 
Robert L. Green. New York, Fairchild 
Publications [1974] 213 p. illus. 31 cm. 


ISBN 0-87005-105-9  [TT590.K29] 73- 
91066 12.50 

` 1. Tailoring—Pattern design. I. Title. 
TIME-LIFE Books. 646.4304 


Traditional favorites, by the editors of 
Time-Life Books. New York [1974] 200 p. 
illus. 30 cm. (The Art of sewing) 
[TT515.T55 1974] 73-94381 6.95 

1. Dressmaking. 2. Needlework. I. Title. 


BERGEN, Polly, 1930- 646.7°2 
Polly’s principles; Polly Bergen tells you 
how you can feel and look as young as she 
does. New York, P. H. Wyden [1974] 147 
p. illus. 26 cm. ISBN  0-88326-073-5 
[RA778.B49] 74-76236 8.95 

d. Beauty, Personal. I. Title. 


HICKIN, Norman Ernest. 648.7 
Household insect pests; an outline of the 
identification, biology, and control of the 
common insect pests found in the home 
[by] Norman E. Hickin. New York, St. 
Martin’s Press [1974] 176 p. illus. 24 cm. 
(The Rentokil library) Bibliography: p. 171. 
[TX325.H48 1974] 72-95358 10.00 

1. Household pests. 2. Insects, Injurious 
and beneficial. I. Title. 


*BARTHOLOMEW, Robert. 649 
Child care centers, indoor lighting, outdoor 
playspace. [by] Robert Bartholomew [and 
others] [New York] [Child Welfare League 
of America] [1973] [52] p. illus. 13 x 18 
em. ISBN 0-87868-099-3 [HV854] 72- 
90516 1.00 (pbk.) 

1. Day nurseries. I. Title. 


DODSON, Fitzhugh, 1923- 649.1 
How to father. Edited by Jeanne Harris. 
With a foreword by Richard A. Gardner. 
Cartoons h Al Lowenheim. Los Angeles, 


Nash Pub. [1974] xviii, 535 p. illus. 24 cm. 
ISBN 0-8402-1301-8 Includes 
bibliographical references. [HQ769.D587] 


73-83527 8.95 
1. Children—Management. 2. Father and 
child. I. Title. 


CLARKE-STEWART, 
Alison, 1943- 

Interactions between mothers and their 
young children: characteristics and 
consequences [by] K. Alison Clarke- 


649°. r019 
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Stewart. [Chicago, Published by the 
University of Chicago Press for the Society 
for Research in Child Development] 1973. 
109 p. illus. 23 cm. (Monographs of the 
Society for Research in Child 
Development, serial no. 153, v. 38, nc. 6- 
7) Bibliography: p. 101-108. [RJ131.C57] 
74-168210 6.00 

1. Developmental psychobiology. 2. 
Mother and child. L Title. If. Series: 
Society for Research in Child 
Development. Monographs, v. 38, no. 6-7, 
serial no. 153. 


ELKIND, David, 1931- 649°.1°019 
A sympathetic understanding of the child: 
birth to sixteen. Boston, Allyn and Bacon 
[1974] xv, 206 p. 22 cm. ”Portions of this 
book first appeared in A sympathetic 
understanding of the child: six to sixteen.” 
Bibliography: p. 197-202. [BF721.E366] 
73-89543 8.95; 4.95 (pbk.). 

1. Child study. 2. Adolescent psychology. 
L Title. 


RIVERS, Joan. 649°, 102420207 
Having a baby can be a scream. Introd. by 
Morrison S. Levbarg. Illustrated by Frank 
Page. Los Angeles, Tarcher; 
distributed by Hawthorn Books, New York 
[1974] 139 p. illus. 20 cm. ISBN 0-87477- 
019-X [RG525.R56 1974] 73-92095 4.95 

Í. Prenatal care. 2. Childbirth. I. Title. 


BRAZELTON, T. Berry, 649.122 
918- 

Toddlers and parents: a declaration of 
tadepéndeneg [by] T. Berry Brazelton. 
[New York] Delacorte Press [1974] p. 
ISBN 0-440-08750-X ”A  Merloyd 
Lawrence book.” Bibliography: p. 
EO) eres] 74-2342 10.00 


Children—Management. 2, Infant 
psychology. I. Title. 
Prepared from C.I.P. 
GREY, Loren. 649°.124 
Discipline without fear; child training 


during the early school years. New York, 
Hawthorn Books [1974] xii, 191 p. 22 cm. 
[HQ769.G758] 73-367 5.95 


i. Discipline of children. 2. School 
discipline. I. Title. 
CLEPPER, Irene. 649’.55 


Growing up with toys. Minneapolis, 

Augsburg Pub. House [1974] 160 p. illus. 
cm. ISBN 0-8066-1410-2 

(LB1029. T6C55] 73-88607 3.50 

1. Toys. 2. Educational games. I. Title. 


AZRIN, Nathan, 1930- 649".6 
Toilet training in less than a day [by] 
Nathan H. Azrin and Richard M. Foxx. 
New York, Simon and Schuster [1974] 160 
p. illus. 22 cm. ISBN 0-671-21701-1 
Bibliography: p. 154. [HQ784.T6A97] 73- 
17618 4.95 

i. Toilet training. I. Foxx, Richard M., 
Joint author. I. Title. 


NARRAMORE, Bruce. 649'.7 
An ounce of prevention; a parent’s guide 
to moral and spiritual growth of children. 
Illustrated by Diane Head. Grand Rapids, 
Zondervan Pub. House [ci973] 142 p. 


illus. 24 cm. Includes bibliographical 
oo [LC268.N23] 73-8360 2.95 
pbk. 


1. Moral education. I. Title. 


ELLISON, Virginia H. 649.8 
The Pooh get-well book [by] Virginia H. 
Ellison. Illus. by Ernest H. Shepard. [First 
ed.] New York, E. P. Dutton [1973] 81 p. 
illus. 24 cm. ISBN  0-525-37440-X. 
“Inspired by the four Pooh books by A. A. 
Milne.” Includes puzzles and word-fun, 
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“recipes for food and drink, and quiet 


activities for children sick or well. 
[RJ61.E537] 73-80203 4.95 

I. Sick children—Recreation—Juvenile 
literature. 2. Cookery (Honey)—Juvenile 
literature. 3. Bird  watching—Juvenile 
literature. I. Shepard, Ernest Howard, 


1879- illus. TI. Title. 


RIEHL, Carmella Luise. 649.8 
Family nursing [by] C. Luise Riehl. 3d ed. 
Peoria, Ill, C. A. Bennett Co. [1974] 464 
p. illus. 24 cm. ISBN 0-87002-154-0 
Published in 1961 and 1966 under title: 
Family nursing and child care. 
Bibliography: p. 453-454. [RT61.R52 1974] 
73-93532 6.40 

J. Home nursing. 2. Children—Care and 
hygiene. I. Title. 


Business 650-659 


RAHE, Harves, 1914- 650°.07'2 
Index to research in business and office 
education [by] Harves Rahe. New York, 
Gregg and Community College Division, 
McGraw-Hill [1974] viii, 177 p. 22 cm. 
ISBN 0-07-051138-1 [HF1121.R33] 74- 
2347 7.50 (pbk.) 

i. Business education—Research—lIndexes. 
I. Title. 

Prepared from C.I.P. 


KARRASS, Chester Louis. 650.1 
Give & take; the complete guide to 
negotiating strategies and tactics, by 
Chester L. Karrass. New York, Crowell 
[1974] p. cm. ISBN 0-690-00566-0 
[BF637.N4K27 1974] 74-4360 8.95 

1. Negotiation. I. Title. 

Prepared from C.I.P. 


JAMESON, Robert, 1938- 650.14 
The professional job changing system; 
world’s fastest way to get a better job, by 
Robert J. Jameson. Edited by the staff of 
Performance Dynamics. [3d ed. Verona, 
N.J., Performance Dynamics, 1974] 280 p. 
29 cm. ISBN 0-912940-03-4 First ed., 
issued by Performance Dynamics, inc., and 
2d ed. by R. Jameson, published under 
title: The professional job hunting system. 
Bibliography: p. 268-275. [HF5383.J28 
1974] 73-92380 12.00 

1I. Applications for positions. L 
Performance Dynamics, ine. II. Title. 


MICALLEF, Benjamin A. 651.5°9 
Keypunching; a basic office skill [by] 
Benjamin A. Micallef. Menlo Park, Calif., 
Cummings Pub. Co. [1974] xiv, 143 p. 
illus. 28 cm. ISBN  0-8465-4734-1 
[THF5548.M46 1974] 74-75692 4.95 (pbk.). 
1. Punched card systems. I. Title. 


DOCK, V. Thomas. 651.8 
Principles of business data processing. Rev. 
by V. Thomas Dock [and] Edward Essick. 
2d ed. Chicago, Science Research 
Associates [1974] xvii, 395 p. illus. 25 cm. 
“SBN 0-574-19140-2 Previous ed. by SRA 
Data-Processing Curriculum Group. 
[HF5548.2.D58 1974] 73-39601 

i. Electronic data processing—Business. I. 
Essick, Edward L., joint author. Il. SRA 
Data-Processing Curriculum Group. 
Principles of business data processing. HI. 
Title. 


BALSLEY, Irol Verneth 
Whitmore, 1912- 
Century 21 shorthand [by] iroli Whitmore 
Balsley [and] Edward L: Christensen. 
Shorthand plates written by Stanford D. 
Demille. Cincinnati, South®Western Pub. 
Co. [1974] 246, iv p. 28 cm. ISBN 0-538- 


653.426 


JULY 31,1974 


18700-X (Theory and practice, book 1) 
[Z56.B178] 72-81798 

1. Shorthand—Century 21. I. Christensen, 
Edward L., joint author. If. Title. 


*LITERARY market place, 655.473 
with Names and Numbers. 

The 1974/1975 edition is available from 
Bowker, N.Y. for 19.95 (pbk.) ISBN 0- 
8352-0712-9. L.C. card number 41-51571. 


ANTHONY, Robert Newton, 1916- 657 
Fundamentals of management accounting 
py] Robert N. Anthony and Glenn A. 

Welsch. Homewood, Il, R. D. Irwin, 
1974. xvii, 558 p. illus. 25 cm. ISBN 0- 
256-01541-4 (The Willard J. Graham series 
in accounting) [HF5635.A688] 73-91788 


i. Accounting. 2. Cost accounting. I 
Welsch, Glenn A., joint author. IL Title. 


WELSCH, Glenn A. 657 
Fundamentals of financial accounting [by] 
Glenn A. Welsch and Robert N. Anthony. 
Homewood, Ill, R. D. Irwin [1974] xvi, 
625 p. 25 cm. ISBN 0-256-01544-9 (The 
Willard J. Graham series in accounting) 
[HF5635.W458] 73-91787 10.95 

i. Accounting. I. Anthony, Robert 
Newton, 1916- joint author. II. Title. 


HOWE, Warren Asquith, 657.044 


Intermediate accounting [by] W. Asquith 
Howe. New York, Barnes & Noble Books 
[1974] vii, 316 p. 21 cm. (Barnes & Noble 
college outline series, COS 143) Includes 


bibliographical references. [HF5635.H86 
1974] 72-9912 2.95 (pbk.). 

1. Accounting. I. Title. 

*KIESO, Donald E. 657.044 


Intermediate accounting. 
Solution’s manual is available from Wiley, 
N.Y. for 14.95 (pbk.) 


RAGAN, Robert C. 657.2 
Step by step bookkeeping; a complete 
handbook for the small businessman, by 
Robert C. Ragan. New York, Drake 
Publishers [1974] p. cm. ISBN 0-87749- 
713-3 First published in 1966 under title: 
Financial recordkeeping for small stores. 
Bibliography: p. [HF5635.R14 1974] 74- 
7814 3.95 (pbk.) 

1. Bookkeeping. 2. Accounting. I. Title. 
Prepared from C.I.P. 


CROWNINGSHIELD, Gerald R. 657.42. 
Cost accounting: principles and managerial 
applications [by] Gerald R. Crowningshield 
[and] Kenneth A. Gorman. 3d ed. Boston, 
Houghton Mifflin [1974] 735 p. illus. 24 
cm. ISBN 0-395-17837-1 [HF5686.C8C75 
1974] 73-11776 12.50 

I. Cost accounting. I. Gorman, Kenneth 
A., joint author. IT. Title. 


AMERICAN Institute 657’ .835°045 
of Certified Public Accountants. 
Committee on Governmental Accounting 
and Auditing. 

Audits of state and local goveramental 

units. New York [1974] x, 160 p. 23 em. 

(AICPA industry audit guide) Includes 

bibliographical references. [HJ9816.A53 

1974] 74-166259 4.50 (pbk.) 

i. Finance, Public--United States— 

States—Accounting. 2. Local finance— 

United States—Accounting. 3. Auditing. I. 

Title. IL Series: American Institute of 

Certified Public Accountants. AICPA 

Industry audit guide. 


BANKI, Ivan S. 658.003 
Dictionary of Supervision and management; 
authoritative, comprehensive [by] Ivan S. 


Banki. [Los Angeles, Calif.] Systems 
Research [1974] 208 p. 24 cm. ISBN 0- 
912352-02-7 Bibliography: p. 203-208. 
{HD19.B33] 73-87439 7.99 

i. Management—Dictionaries. 2. 
Supervision of employees—Dictionaries. 3. 


Employees, Training of—Dictionaries. 1 

Title. 

LOOMBA, Narendra Paul, 658’.05’42 
1927- 


Applied programming for management [by] 
Narendra Paul Loomba [and] Efraim 
Turban. New York, Holt, Rinehart and 
Winston [1974] xiii, 475 p. illus. 23 cm. 
ISBN 0-03-078240-6 Includes 
bibliographies. [T57.7.L66] 73-3052 15.00 
1. Programming (Mathematics) I. Turban, 
Efraim, joint author. IT. Title. 


JOHNSON, Robert Willard. 658.15 
Canadian financial management [by] 


Robert W. Johnson [and] John D. Forsyth. 
Boston, Allyn and Bacon [1974] vi, 569 p. 
illus. 25 cm. First-4th ed. published under 
title: Financial management. Includes 
bibliographies. [HF5550.J56] 73-91250 
13.50 


1. Business enterprises—Finance. I. 
Forsyth, John D., joint author. IT. Title. 


RAY, Marvin E. 658.1'5 
The environmental crisis and corporate 
debt policy; the impact of pollution 
abatement expenditures on return, risk, 
debt capacity, and stock prices [by] Marvin 
E. Ray. Lexington, Mass., Lexington 
Books [1974] p. cm. ISBN 0-669-94557-9 
Pibliography: p. [HG4063.R38] 74-8084 
12.50 


J. Corporations—United States—Finance. 
2. Pollution—Economic aspects—United 
States. 3. Environmental policy—United 
States. I. Title. 

Prepared from C.I.P. 


SIZER, John, 1938- 658.1’5 
Case studies in management accounting 
[by] John Sizer. [London] Longman [1974] 
248 p 24 cm. ISBN 0-582-45033-0 
Bibliography; p. [248] [HF5661.S48 1974] 
73-8610. 


Li: PEA studies. 2, 
Accounting—Froblems, exercises, etc. I. 
Title. 
Distributed by Longman, New York, 
11.00. 
SMITH, Keith V., comp. 658.1°52 


Management of working capital; a reader 
[compiled by] Keith V. Smith. St. Paul, 
West Pub. Co. [1974] vi, 422 p. illus. 26 
em. ISBN — 0-8299-0018-7 Includes 
bibliographies. [HF5550.8623] 74-2811 


1. Working capital—Addresses, essays, 
lectures. I. Title. 
AXLER, Bruce H. 658.1755 


Increasing lodging revenues and restaurant 
checks, by Bruce H. Axler. Indianapolis, 
ITT Educational Pub. [1974] vi, 104 p. 
illus. 18 cm. ISBN 0-672-26121-9 (His 
Focus on ... the hospitality industry) At 
head of title: Focus on ... [TX911.3.M3A9] 
73-85977 3.25 (pbk.). 

i. Hotel management. 2. Restaurant 
management. 3. Marketing management. I. 
Title. 


BERMAN, Howard J. 658.1°5932 
The financial management of hospitals, by 
Howard J. Berman and Lewis E. Weeks. 
2d ed. Ann Arbor [Mich] Health 
Administration Press, 1974. xi, 443 p. illus. 
24 cm. Bibliography: p. 355-430. 
[RA971.3.B48 1974] 73-83754 12.50 

i Hospitals—Administration. 2. 
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Heospitals—Finance. I. Weeks, "Lewis E, 
joint author. I. Title. 


MEETH, Louis Richard. 658.15932 
Quality education for less money [by] L. 
Richard Meeth. Foreword by Roger J. 
Voskuyl. [ist ed.] San Francisco, Jossey- 
Bass, 1974. xvi, 206 p. 24 cm. ISBN 0- 
87589-211-6 (The Jossey-Bass series’ in 
higher education) Bibliography: p. 175-202. 
[LB2342.M39] 73-18502 8.75 

5 Universities and colleges—-Finance. F. 
ttle. 


VIGNOLA, Leonard. 658.16 
Strategic divestment. oe York] 
AMACOM [1974] vii, 147 p. 22 cm. 


ISBN 0-8144-5347-3 [HD2741.V54] 73- 
85193 9.95 
d. Corporate divestiture. I Title. 


MANAGEMENT of the 658.18 
multinationals: policies, operations, and 
research. Edited by S. Prakash Sethi and 
Richard H. Holton. New York, The Free 
Press [1974] p. cm. ISBN 0-02-928410-4 
Selected, modified papers from a 
symposium sponsored by the Schools of 
Business Administration and Institute of 
{International Studies, University of 
California, Berkeley, in July 1972. Includes 
bibliographical references. [HD69.I7M315] 
73-17644 13.95 

i. International business enterprises— 
Addresses, essays, lectures. I. Sethi, S. 
Prakash, ed. II. Holton, Richard Henry, 
1926- ed. 

Prepared from C.LP. 


PHATAK, Arvind V. 658.18 
Managing multinational corporations [by] 
Arvind V. Phatak. New York, Praeger 
[1974] p. cm. ISBN 0-275-08600-9 
(Praeger special studies in international 
economics and development) Includes 
bibliographical references. [HD69.I7P49} 
73-18134 20.00 

i. International business enterprises. I. 
Title. 


PHATAK, Arvind V. 658.18 
Managing multinational corporations [by] 
Arvind V. Phatak. New York, Praeger 
[1974] p. cm. ISBN 0-275-08800-9 
(Praeger special studies in international 
economics and development) Includes 
bibliographical references. [HD69.17P49] 
73-18134 20.00 

i. International business enterprises. I. 
Title. 

Prepared from C.I.P. 


MOFFAT, Donald W. 658.2°0021°2 
Plant engineer’s handbook of formulas, 
charts, and tables, by Donald W. Moffat. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p cm. ISBN  0-13-680280-X 
Includes bibliographical references. 
[TS184.M63] 74-1016 24.95 

i. Plant engineering—Handbooks, manuals, 
ete. I. Title. 

Prepared from C.I.P. 


VERVALIN, Charles H., ed. 658.28 
Fire protection manual for hydrocarbon 
processing plants. Edited by Charles H. 
Vervalin. 2d ed. Houston, Tex., Gulf Pub. 
Co. [1973] x, 488 p. illus. 29 cm. ISBN 0- 
87201-286-7 Includes bibliographical 
zeterences. [TH9445.P4V4 1973] 72-94065 
27.9 

J. Petroleum refineries—Fires and fire 
prevention. I. Title. 


BORCHER, Sidney D. 658.3 
Business data processing occupational 
performance survey; interim report [by] 
Sidney D. Borcher [and] John W. Joyner. 
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Columbus,* Center for Vocational and 
Technical Education, Ohio State 
University, 1973. vii, 84 p. 28 cm. (Ohio 
State University. Center for Vocational and 
Technical Education. Research and 
development series, no. 88) 
(HF5548.2.B663] 74-163465 

1, Electronic data processing personnel— 
Job descriptions. I. Joyner, John W., joint 


author. II. Title. Ill. Series: Ohio. State 
University, Columbus. Center for 
Vocational and Technical Education. 


Research and development series, no. 88. 


HUNT, Raymond George, 1928- 658.3 
Interpersonal strategies for system 
management: applications of counseling 


and participative principles [by] Raymond 
G. Hunt. Monterey, Calif., Brooks/Cole 
Pub. Co. [c1974] ix, 182 p. 22 cm. ISBN 
0-8185-0099-9 (Behavioral science in 
industry series II) Includes bibliographies. 
[HF5548.8.H95] 73-85594 3.50 

1. Psychology, Industrial. 2. Counseling. 3. 
Interpersonal relations. 4. Organization. I. 
Title. 


WHYTE, William Foote, 1914- 658.3 
Action research for management; [a case 
report on research and action in industry] 
by William Foote Whyte [and] Edith Lentz 
Hamilton [with the collaboration of 
Meredith C. Wiley] [Columbus, Ohio, 
Grid, Inc., 1973, c.1965] vi, 282 p. 24 cm. 
ISBN 0-88244-027-6 Originally published 
in the Irwin-Dorsey series in behavioral 
science in business. Bibliographical 
footnotes. [HD8039.H82U78] 

d. Hotels, taverns, etc.—Employees—U.S. 
2. Personnel management—Case studies. I. 
Hamilton, Edith Lentz, joint author. H. 
Title. 

L.C. card no. for the hardbound edition: 
65-12421. 


MCANIFF EDWARD P. 658.3°02 
Leadership in the fire service; a question 
and answer approach, by Edward P. 
McAniff and John J. Cunningham. [lst 
ed.] Bayside, N.Y., McAniff Associates 
[1974- v. 24 cm. [TH9151.M19] 73- 
89725 10.00 

L. Firemen’s manuals. 2 Fire- 
departments—Miscellanea. I. Cunningham, 
John J., joint author. Il. Title. 

Publisher’s address: 209-22 27th Ave. 
Bayside, New York 11360. 


KOYL, Leon F. 658.3112 
Employing the older worker: matching the 
employee to the job, by Leon F. Koyl, in 
association with Mary Hackney and R. D. 
Holloway. 2d ed. [Washington, National 
Council on the Aging, 1974] xix, 312 p. 28 
cm. Bibliography: š 309-312. 
[HD6279.K69 1974] 74-168188 
1. Age and employment. 2. Age factors in 
disease. 3. Geriatrics. I. Hackney, Mary, 


joint author. I. Holloway, R. D., joint 
author. HI. Title. 
SAINT, Avice Marion. 658.31°243 


Learning at work; human resources and 
organizational development [by] Avice 
Saint. Chicago, Nelson-Hall Co. [1974] xiv, 
332 p. illus. 23 cm. ISBN 0-911012-22-2 
(Professional-technical series) Includes 
bibliographical references. 
{HF5549.5.T7S22] 73-81275 10.00 

1. Employees, Training of. 2. Supervision 
of employees—Study and teaching. I. Title. 


STEWART, Nathaniel, 658.3715 
1912- 

Help your boss & help yourself. Drawings 

by Henry Martin. [New York] AMACOM 

[1974] 148 p. illus. 22 cm. ISBN 0-8144- 
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5351-1 Includes bibliogrephical references. 
[HF5386.S873] 73-87547 9.95 
1. Success. 2. Supervisors. I. Title. 


LUNDBERG, Donald E. 658.3764794 
The management of people in hotels, 
restaurants, ‘and clubs [by] Donald E. 
Lundberg [and] James P. Armatas. 3d ed. 
Dubuque, Iowa, W. C. Brown Co. [1974] 
viii, 316 p. illus. 29 cm. ISBN 0-697- 
08404-3 Includes bibliographical 
references. [TX911.3.P4L86 1974] 73- 
77823 11.95 

1 Hotels, taverns, étc.—Personnel 
management. 2. Restaurants, lunch rooms, 
etc.—Personnel management. I. Armatas, 
James P., joint author. II. Title. 


ARMSTRONG, Frank Alexander, 
1921- 

Memos to management; a declaration of 
independence for people in big business 
[by] Frank A. Armstrong. New York, Stein 
and Day [1974] 156 p. 25 cm. ISBN 0- 
8128-1691-9 [HD70.U5A77] 73-92188 
8.95 

1. Industrial management—United States. 
2. Big business—United States. I. Title. 


COX, Allan J. 658.4 
Work, love, and friendship; reflections on 
executive lifestyle [by] Allan J. Cox. New 
york: Simon and Schuster [1974] 180 p. 
ISBN 0-671-27121-0 
fir sso0. 2; 2.068) 73-20697 5.95 
Executives—Correspondence, 
ee er etc. I. Title. 


HAKE, Bruno. 658.4 
Hazards of growth; how to succeed 
through company planning. English version 
by Peter Gray Lucas. [London] Longman 
[1974] viii, 156 p. illus. 24 cm. ISBN 0- 
582-45020-9 (Business strategy and 
planning) Translation with revisions of 
Wachstum sinnvoll planen. [HD31.H225] 
73-86112 

1. Industrial management. 2. Marketing 
management. I. Title. 


658.4 


Distributed by Longman, New York; 
10.00. 
JACOBS, Herman S. 658.4 


Executive productivity [sy] Herman S. 
Jacobs, with Katherine Jillson. [New York] 
AMACOM [1974] p. cm. ISBN 0-8144- 
3120-8 (American Management 
Associations. AMA survey report) 
Bibliography: p. [HF5500.3.U54J33] 74- 
4897 

1. Executives—United States. 2. Labor 
productivity—United States. I Jillson, 
Katherine, joint author. If, Title. IH. 
Series. 

Prepared from C.I.P. 


KIRKPATRICK, Charles 658.4 
Atkinson. 

Business [by] Charles A. Kirkpatrick [and] 
Frederick A. Russ. Chicago, Science 
Research Associates [1974] viii, 465 p. 
illus. 24 cm. ISBN 0-574-18491-0 
[HF5500.K58" 73-89381 

i. Business. I. Russ, Frederick A., joint 
author. 


LETOURNEAJU, Richard. 658.4 
Management plus: the spizitual dimension 
in leadership. Grand Rapids, Mich., 
Zondervan [c1973] 127 p. 22 cm. 
[HD38.L396] 73-8361 3.95 

1. Management. 2. Leadership. I. Title. 


MCALPINE, Thomas 658.4 
Somerville. 

The process of management; major arura 

of management performance ([by} T. S. 


McAlpine. London, Business Books, 1973. 


. Title. 


AMERICAN BOOK PUBLISHING RECORD 


23 cm. ISBN 0-220- 
index. [HD31.M1348 


xiii, 166 p. illus. 
66213-4 Includes 
1973] 74-165830 
1. Industrial management. I. Title. 
Distributed by Cahners; 13.00 


PARKER, Treadway C., 1932- 658.4 
The formation and management of new 
business ventures [by] Treadway C. Parker. 
New York, Presidents Association [c1973] 
56 p. 23 cm. (Presidents Association. 
Special study no. 54) Includes 
bibliographical references. [HD69.N3P37] 
74-158489 20.00 

1. New business enterprises. I. Title. II. 
Series: Presidents Association. PA special 
study no. 54, 
Publisher’s address: 135 West 50th Street, 
New York N.Y. 10020 


SHRODE, William A. 658.4 
Organization and management: basic 
systems concepts [by] William A. Shrode 
[and] Don Voich, Jr. Homewood, IIL, R. 
D. Irwin, 1974. xv, 543 p. illus. 24 cm. 
ISBN 0-256-01522-8 (The Irwin series in 
management and the behavioral sciences) 
Includes bibliographies. [HD38.S536] 73- 
85666 

1. Management. 2. Organization. 3. System 
theory. I. Voich, Dan, joint author. IT. 


VANCE, Charles C. 658.4 
Manager today, executive tomorrow [by] 
Charles C. Vance. New York, McGraw- 
Hill [1974] p. cm. ISBN 0-07-066870-1 
[HF5500.2.V33] 74-8170 10.50 

i. Executive ability. 2. Psychology, 
Industrial. I. Title. 

Prepared from C.I.P. 


BENNETT, Earl Dean, 
1923- 

Administrative policy: cases in managerial 
decision making [by] Earl D. Bennett, 
Floyd S. Brandt [and] Charles R. Klasson. 
[2d ed.] Columbus, Ohio, Merrill [1974] ix, 
766 p. illus. 24 cm. ISBN 0-675-08836-4 
First ed. published in 1970 under title: 
Business policy: cases in managerial 
decision making. Includes bibliographical 
references; [HD69.D4B43 1974] 73-93537 
12.9 

1. Decision-making—-Case studies. 2. 
Industrial management—United States-— 
Case studies. I. Brandt, Floyd S., joint 
author. IT. Klasson, Charles R., joint 
author. TI. Title. 


BROWN, Rex V. 658.403 
Decision analysis for the manager [by] Rex 
V. Brown, Andrew S. Kahr [and] Cameron 
Peterson. New York, Holt, Rinehart and 
Winston [1974] p. cm. ISBN 0-03- 
086118-7 (Series in quantitative methods 
for decision-making) [HD69.D4B763] 74- 
5219 15.00 

1. Decision-making—Mathematical models. 
2. Statistical decision. I. Kahr, Andrew S. 
joint author. IE Peterson, Cameron, joint 
author. HI. Title. 

Prepared from C.I.P. 


MOCKLER, Robert J. 658.403 
Information systems for managament [by] 
Robert J.  Mockler. Columbus, Ohio, 
Merrill [1974] xi, 516 p. illus. 24 cm. 
ISBN 0-675-08844-5 Includes 
bibliographical references. 
[THF5548.2.M582] 73-89660 11.95 

ai sta information systems. T. 
itle. 


RICKARDS, Tudor. 658.403 
Problem-solving through creative analysis. 
New York, Wiley [1974]°p. ISBN 0-470- 
72045-K "A Halsted Press book.” 
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Bibliography: p. [HD38.R475 1974] 73- 
21326 12.50 


1. Problem  solving—Case studies. 2. 


Decision-making—Case studies. 3. 
Management games. I. Title. 

Prepared from C.I.P. 

ARGYRIS, Chris, 1923- 658.406 


On organizations of the future. Beverly 
Hills [Calif.] Sage Publications [1973] 48 p. 
22 cm. ISBN  0-8039-0265-4 (Sage 
professional papers in administrative and 
policy studies, ser./no. 03-006) 
Bibliography: p. 46-48. [HD38.A6822] 73- 


i. Organizational change. 2. Organizational 
research, I. Title. 


COUNCIL on Religion and 658.408 
International Affairs Consultation on 
Corporation Responsibility, Airlie House, 
1972. 

The multinational corporation and social 

policy; special reference to General Motors 

in South Africa. Edited by Richard A. 

Jackson. Introd. by Charles W. Powers. 

New York, Published in cooperation with 

the Council on Religion and International 

Affairs [by] Praeger [1974] p. cm. ISBN 

0-275-08280-2 (Praeger special studies in 

international economics and development) 

Includes bibliographical references. 

[HD9710.U54G385 1972] 73-18872 12.50 

1. General Motors Corporation. 2. 

Corporations, American—Africa, South. 3. 

Industry--Social aspects—Case studies. I. 

Jackson, Richard A., ed. II. Title. 

Prepared from C.I.P. 


MANAGING the socially 658.4708 
responsible corporation; the 1972-1973 
Paul Garrett lectures. Edited with 


commentaries by Melvin Anshen. New 
York, Macmillan [1974] 256 p. 25 cm. 
(Studies of the modern corporation) ”An 
Arkville Press book.” Includes 
bibliographical references. 
[HD60.5.U5M34] 73-13364 10.95 

1. Industry—Social aspects—United States. 
2. Industrial management—United States. 
I. Anshen, Melvin, ed. IT. Title. III. Series. 


NICHOLSON, Edward A. 658.408 
Business responsibility and social issues 
[by] Edward A. Nicholson, Robert J. 
Litschert [and] William P. Anthony. 
Columbus, Ohio, Merrill [1974] ix, 394 p. 
23 cm. ISBN 0-675-08826-7 Includes 
bibliographies, [HD60.5.U5N5] 73-93538 


1 Industry—Social aspects—United 
States—Addresses, essays, lectures. I. 
Litschert, Robert J, joint author. II. 
Anthony, William P., joint author. HI. 
Title. 


COPULSKY, William, 1922- 658.4°2 
Entrepreneurship and the corporation [by] 
William Copulsky [and] Herbert 3 
McNulty. [New York] AMACOM [1974] 
viii, 152 p. illus. 22 cm. ISBN 0-8144- 
5348-1 Bibliography: p- 145-147. 
[HF5500.2.C64] 73-85191 11.95 

I. Executive ability. 2. Entrepreneur. I. 
McNulty, Herbert W., joint author. HI. 
Title. 


WOODRUFF, Ronald S. 658.4°7 
Industrial security techniques [by] Ronald 
S. Woodruff. Columbus, Ohio, Merrill 
[1974] ix, 166 p. illus. 23 cm. ISBN 0-675- 
08842-9 Bibliography: p. 159-161. 
[HV8290.W65] 73-89490 4.95 (pbk.) 

1. Police, Private. 2. Industry—Security 
measures. I. Title. 


CORMAN, Jodi. 
Managing the 


658.5 


productive process, 


(Morristown, N.J.] General Learning Press 
[1974] xi, 318 p. illus. 24 cm. Includes 

piploemeniee (TS155.C645] 73-80436 
50 


I. Production management. I. Title. 


TERSINE, Richard J. 658.5°4 
Problems and models in operations 
management [by] Richard J. Tersine and 
Cyrus A. Altimus. [Columbus, Ohio, Grid, 
inc., 1974] i, 413 p. 29 cm. ISBN 0-88244- 
048-9 [T56.T47] 74-166281 6.95 (pbk.). 

d. Industrial engineering. 2. Operations 
research. I. Altimus, Cyrus A., Joint 
author. JI. Title. 


VAUGHN, Richard C. 658.562 
Quality control [by] Richard C. Vaughn. 
[ist ed.] Ames,” Iowa State University 
Press, 1974. p. cm. ISBN 0-8138-1275-5 
Includes bibliographical references. 
(TS156.V365] 74-3039 8.95 

1. Quality control—Statistical methods. I. 
Title. 

Prepared from C.I.P. 


BUSINESS and technical 658.5°75 
determinants of product change. Edited by 
John Ullmann. [Hempstead, N.Y., Hofstra 
University] 1974. xii, 509 p. 28 cm. 
(Hofstra University yearbook of business, 
ser. 9, v. 4) Includes bibliographies. 
[HC79.T4B87] 72-96596 12.00 

1. Technological innovations—Case 
studies. 2. New products—Case studies. I. 
Ullmann, John E., ed. H. Series: Hofstra 
University, Hempstead, N.Y. Yearbook of 
business, ser. 9, v. 4. 


AMMER, Dean S. 

Materials management [by] 
Ammer. 3d ed. Homewood, Ill, R. D. 
Irwin, 1974. xvi, 736 p. 24 cm. ISBN 0- 
256-01556-2 (Irwin series in management 
and the behavioral sciences) Bibliography: 
p, 413719. [TS161.A42 1974] 73-89114 
1. Materials management. 


ORLICKY, Joseph. 658.7 
Material requirements planning; the new 
way of life in production and inventory 
management. New York, McGraw-Hill 
[1974] p. cm. ISBN 0-07-047708-6 
[TS155.8.074] 74-10904 

i. Electronic data processing—Production 
control. 2. Electronic data processing— 
Inventory control. I. Title. 

Prepared from C.I.P. 


DOMINGUEZ, George S. 658.8 
Marketing in a shortage economy; an 
AMA management briefing [by] George S. 
Dominguez. [New York] AMACOM 
[1974] . cm. ISBN 0-8144-2169-5 
[HF5415.13.D54] 74-4602 7.50 

1. Marketing management. I. Title. 
Prepared from C.I.P. ¢ 


GREEN, Paul E. 658.8 
Multiattribute decisions in marketing: a 
measurement approach [by] Paul E. Green 
[and] Yoram Wind. With contributions by 
J. Douglas Carroll. Hinsdale, Il., Dryden 
Press [c1973] xvii, 396 p. illus. 24 cm. 
ISBN 0-03-091915-0 (Editors’ series in 
marketing) Bibliography: p. 374-387. 
(HF5415.3.G697] 72-85902 13.50 

1. Decision-making. 2. Motivation research 
(Marketing) 3. Marketing research. I. 
Wind, Yoram, joint author. IT. Title. 


DUNTON, 658.8'09'0705730924 B 
John, 1659-1733. 

The Dublin scuffle. New York, Garland 

Pub., 1974. p. cm. ISBN 0-8240-0954-1 

(The English book trade 1660-1853) 

Reprint of the 1699 ed. printed for the 
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author, London. [PR3430.D7A? 1974] 74- 
8117 22.00 

I. Dunton, John, 1659-1733. I. Title. I. 
Series. 

Prepared from C.I.P. 


WEST, 658.8'09'0705730924 B 
William, 1770-1854. 
Fifty years’ recollections of an old 


bookseller. New York, Garland Pub. Inc., 
1974. p. cm. ISBN 0-8240-0985-1 (The 
English book trade, 1660-1853) Reprint of 
the 1835 ed. printed by and for the author, 
Cork, Ire. Includes “some extraordinary 
circumstances relative to the Letters of 
Junius, and a chain of corroborative 
evidence respecting their author.” 
(Z325.W45A34 1974] 74-8031 22.00 

1. West, William, 1770-1854. 2. Junius, 


pseud, author of the “Letters.” 3. 
Bookseller's and bookselling—Great 
Britain—Correspondence, reminiscences, 
etc. I. Title. I. Series. 

Prepared from C.I.P. 

FARLEY, John U. 658.8°34 


Consumer behavior; theory and application 
[by] John U. Farley, John A. Howard 
[and] L. Winston Ring. Boston, Allyn & 
Bacon [1974] xiii, 274 p. illus. 24 cm. 
(Marketing Science Institute series) 
Bibliography: p. 263-271. [HC79.C6F37] 
73-87820 

1. Consumers—Addresses, essays, lectures. 
2.  Consumers—Mathematical _models— 
Addresses, essays, lectures. 3. Motivation 
research (Marketing)—Addresses, essays, 
lectures. I. Howard, John A., joint author. 
11 Ri L. Winston, joint author. II. 
itle. 


HAAS, Kenneth Brooks, 658.85 
1898- 
Creative salesmanship: understanding 


essentials [by] Kenneth B. Haas [and] John 
W. Ernest. 2d ed. Beverly Hills, Glencoe 
Press [1974] viii, 492 p 24 cm. 
(HF5438.H133 1974] 73-7357 10.95 
1. Salesmen and salesmanship. I. Ernest, 
John W., 1914- joint author. If. Title. 


FELDMAN, Ben, 1912- 658.89°3683'2 
Creative selling for the seventies; the 
world’s greatest life insurance salesman 
answers your questions Rockville 
Centre, N.Y., Farnsworth Pub. Co., [1974] 
xiv, 226 p. illus. 24 cm. ISBN 0-87863- 
054-6 [HG8877.F44] 73-92260 9.95 

i. Insurance—Agents. 2. Salesmen and 
a ee 3. Insurance, Life--—Agents. 
. Title. 


DURBIN, Richard L. 658’.91°36211 
Organization and administration of health 
care; theory, practice, environment [by] 
Richard L. Durbin [and] W. Herbert 
Springall. 2d ed. Saint Louis, Mosby, 1974. 
p. cm. ISBN 0-8016-1472-4 Bibliography: 
p. [RA972.D86 1974] 74-1114 11.75 

I. Hospitals—Administration. 2. Public 
health administration. I. Springall, W. 
Herbert, joint author. IL. Title. 

Prepared from C.I.P. 


KRATZ, Richard L., 
comp. 

Hospital pharmacy journal articles; a 
collection of current published articles 
related to the practice of hospital 
pharmacy in its many emerging roles. 
Edited by Richard L. Kratz. 2d ed. 
Flushing, N.Y., Medical Examination Pub. 
Co. [1974] 251 p. illus. 28 cm. ISBN 0- 
87488-799-2 Includes bibliographical 
references. [RA975.5.P5K7 1974] 74- 
166410 10.00 

i. Hospital pharmacies—Addresses, essays, 
lectures. I. Title. 


658’.9 13621 
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BOUTIN; Gtto J. 658’.91°6862 
Otto’s night watch, by Otto Boutin. 
Philadelphia, North American Pub. Co. 
{1973] viii, 187 p. illus. 27 cm. ISBN 0- 
912920-03-3 (The Heritage of the printer 
series) Stories. [Z123.B78] 72-85048 


i. Printing—Anecdotes, facetize, satire, 
ete. I. Title. 
MILTON, Shirley F. 659.1 


Advertising for modern retailers; making it 
work in a consumer world [by] Shirley F. 
Milton. New York, Fairchild Publications 
[1974] xvi, 239 p. illus. 24 cm. ISBN 0- 


87005-100-8 Bibliography: p. 228-229. 
[HF5823.M456] 72-97758 10.00 

1. Advertising. I. Title. 

*STANDARD directory 659.10°5873 


of advertising agencies; the Agency Red 
Book. 

The Feb. 1974 edition is available from 
National Register Pub. Co., Skokie, IIL, 


ISBN 0-87217-003-9. L.C. catfd no.: 66- 
6149, 
BURTON, Philip Ward, 659.13'22 


1910- 
Advertising copywriting. 3d ed. [Columbus, 
Ohio, Grid, inc., 1974] ix, 446 p. illus. 29 
cm. ISBN 0-88244-042-X [HF5825.B8 
1974] 74-166483 
1. Advertising copy. I. Title. 


FOCHS, Arnold. 659.1’9°32900973 
Advertising that won elections, compiled 
and edited by Arnold Fochs. Duluth, A. J. 
Pub. Co. [1974] 272 p. illus. 30 cm. ISBN 
0-914190-03-2 ”A collection of unusual 
political ads used by candidates for city, 
county, and state offices.” [JF2112.A4F63] 
74-166347 14.50 

1. Advertising, Political. I. Title. 


COOK, Harvey R. 659.1°9’658022 


More profits through advertising; a 
complete handbook for the small 


businessman, by Harvey R. Cook. New 
York, Drake Publishers [1974] p. cm. 
ISBN 0-87749-712-5 Based on the author’s 
Selecting advertising media, published in 
1969. [HF5823.C596] 74-7815 3.95 (pbk.) 

1. Advertising—Handbooks, manuals, etc. 
I Cook, Harvey R. Selecting advertising 
media. IT, Title. 

Prepared from C.I.P. 


ROALMAN, Arthur R. 659.2°8'5 
Investor relations handbook. Prepared 
under the auspices of the National Investor 
Relations Institute. Arthur R. Roalman, 
editor. [New York] AMACOM [1974] vi, 
234 p. 22 cm. ISBN 0-8144-5349-X 
[HD59.R58] 73-85192 14.95 

I. Public — relations—Corporations. I. 
eee Investor Relations Institute. II. 
tle. 


KIES, Cosette. 659.2'9'021 
Problems in library public relations. New 
York, R. R. Bowker Co., 1974. p. cm. 
ISBN 0-8352-0678-5 (Bowker series in 
problem-centered approaches 
librarlanghip, no. 7) [Z716.3.K53] 74- 4062 
1 


L Public 
studies. I. Title. 
Prepared from C.I.P. 


HALE, Charles D. 659.2°9°3632 
Police-community relations [by] Charles D. 
Hale. A. C. Germann, consulting editor. 
Albany, Delmar [1974] iv, 193 p. illus. 27 
cm. (Delmar law enforcement series) 
Includes bibliographical references. 
(HV7936.P8H25] 73-11827 

1. Public relations—Police. I. Title. 


relations—Libraries—Case 
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ANDREW, William G. 660.2781 
Applied instrumentation in the process 
industries [by] W. G. Andrew. Houston, 
Gulf Pub. Co. [1974- v. illus. 29 cm. 
Contents.—v. 1. A survey. [TS156.8.A534] 
72-94067 24.95 

1. Process control. 2, Automatic control. 3. 
Engineering instruments. I. Title. 


EVANS, Lee S. 660.2782 
Selecting engineering materials for 
chemical and process plant, by L. S. 
Evans. New York, Wiley [1974] p. cm. 
ISBN 0-470-24790-8 "A Halsted Fress 
book.” Includes bibliographies. [TP157.E9] 
73-10894 14.95 


i. Chemical  plants—Equipment and 
supplies. I. Title. 

Prepared from C.I.P. 

*PROGRESS in separation 660°.284 
and purification. 

Vol. 2, Separation and purification 


methods edited by Edmond S. Perry, Carol 
J. van Oss and Eli Grusika is available 
from M. Dekker for 25.50. ISBN 0-8247- 
6191-X. L.C. card no.: 73-77000. 


*INDUSTRIAL Waste 660.288 
Conference, Purdue University, 
Lafayette, Ind. 

Proceedings. 


The proceedings of the 26th Conference, 
held May 4-6, 1971, is available from The 


University (Engineerir.g Bulletin, 
Engineering Extension series, no. 140). 
L.C. card no.: 45-37409 rev. 

IMMOBILIZED enzymes in 661.894 


food and microbial processes. Edited by 
Alfred C. Olson and Charles L. Cooney. 
New York, Plenum Press [1974] p. ISBN 
0-306-30789-8 "Proceedings of a 
symposium on immobilizeé enzymes keld 
at the 166th national meeting of the 
American Chemical Society, Chicago, 
Illinois, 1973.” Includes bibliographical 
references. [TP248.E5147] 74-9866 18.50 

1. Immobilized — enzymes—Industrial 
applications—Congresses. I. Olson, Alfred 
C, ed. If Cooney, Charles L., 1944- ed. 
II. American Chemical Society. 

Prepared from C.I.P. 


JACOBS, Morris Boris, 

1905-1965. 
The chemical analysis of ‘oods and food 
products, 3d ed. [Huntington, N.Y.] R. E. 
Krieger Pub. Co. [1973, ie. 1974] xziv, 
970 p. illus. 24 cm. ISBN 0-88275-131-X 
Reprint of the ed. pubkshed by Van 
Nostrand, Princeton, N.J. Includes 
bibliographies. [TX545.J3 1973] 73-87979 
27.50 


664.07 


1. Food—Analysis. 2. Chemistry, Analytic. 
I. Title. 


*MELOAN, Clifton E. 664’.07 
Food analysis laboratory experiments, by 
Clifton ŒE.  Meloan ard Yeshajehu 
Pomeranz. Westport, Conn., The Avi 
Publishing Co., 1973. 143 p. illus. 28 cm. 
ISBN 0-87055-149-3. Includes 
bibliographical references. [TX541] 8.00 
(pbk.) 


1. Food—Analysis-—Laboratory manuals. T. 


Pomeranz, Yeshajahu, joint author. I. 
Title. 

SYMPOSIUM: sweeteners. 664°.1 
Edited by George E. Ing.ett. Westport, 


Conn., AVI Pub. Co., 1974. ix, 240 p. illus. 
24 cm. ISBN 0-87055-153-1 ”Selected 
papers from a symposium on sweeteners 
held at the American Chemical Society 


AMERICAN BOOK PUBLISHING RECORD 


meeting in Dallas, Texas, on April 9-13, 
1973.” Includes bibliographies. 
[TP421.S96}] 73-94092 20.00 

1. Sweeteners—Congresses. I. Inglett, G. 
E, 1928- ed. if. American Chemical 
Society. 


SCHWARTZ, M. E. 664°.15°0272 
Confections and candy technology [by] M. 
E. Schwartz. Park Ridge, N.J., Noyes Data 
Corp., 1974. xii, 338 p. 25 cm. ISBN 0- 
8155-0524-8 (Food technology review, no. 
12) [TX783.S4] 73-94374 36.00 


I. Confectionery—Patents. [ Title. II. 
Series. 
NATIONAL Research 664°.756 


Council. Food and Nutrition Board. 
Proposed fortification policy for cereal- 
grain products. Washington, National 
Academy of Sciences, 1974. p. cm. a 
0-309-02232-0 Bibliography: 
[TX557.N37 1974] 74-10542 2. 7 (pbk.) > 
1. Cereal products, Enriched. I. Title. 
Prepared from C.I.P. 


PINTAUROS, 
Nicholas. 
Breakfast cereal technology [by] Roger 
Daniels. Park Ridge, N.J., Noyes Data 
Corp., 1974. ix, 290 p. illus. 25 cm. ISBN 
0-8155-0519-1 (Food technology review 

no. 11) [TP435.C4P56] 73-90002 36.00 
1. Cereals, Prepared—Patents. I, Title. IT. 
Series. 


MEMILCAN,; Franklin R., 

882- 

Concrete primer, by F. R. McMillan and 

Lewis H. Tuthill. 3d ed. Detroit, American 

Conciete Institute [1973] 88 p. illus. 19 
(American Concrete Institute. 

Publication SP-1) [TA439.M238 1973] 73- 

8123 

I. Concrete. I Tuthill, Lewis H., joint 

author. II. Title. 


WEIGLE, Palmy, 1920- 667°.3 
Ancient dye for modern weavers. New 
York, Watson-Guptill Publications [1974] 
p. ISBN 0-8230-0223-3 Bibliography: p. 
[TP909.W44] 74-6342 9.95 

I. Dyes and dyeing, Domestic. 2. Dye 
plants. I. Title. 

Prepared from C.I.P. 


MCDERMOTT, John, 1918- 668.4'1 
Plating of plastics with metals. Park Ridge, 
N.J., Noyes Data Corp., 1974. x, 278 p. 
illus. 25 cm. ISBN  0-8155-0526-4 
(Chemical technology review no. 27) 
[TP1175.M4M3} 74-75006 36.00 

i. Plastic coatings—Patents. 2. Metal 
coating—Patents. I. Title. II. Series. 


BERNHARDT, Ernest C. 668’.41082 
Processing of thermoplastic materials, 
edited by Ernest C. Bernhardt. Huntington, 
N.Y., Robert E. Krieger [1974 c.1959] 690 
p. illus. 24 cm. ISBN 0-88275-145-X. 
(Plastics engineering series) Includes 
bibliographical notes. [TP156.P6B4] 58- 
59747 28.50 

1. Polymers and polmerization. I. Title. IT. 
Title: Thermoplastic materials. 


MARSH, Anne. 668.55 
Beauty recipes from natural foods. New 
York, Sterling Pub. Co. [1974] 48 p. illus. 
20 cm. ISBN 0-8069-5278-4 (Little craft 
book series) [TP983.M43] 73-83448 3.50 

I. Cosmetics. 2. Toilet preparations. [. 
Title. 

Library binding, 3.29; ISBN 0-8069-5279-2 


AGGLOMERATION of iron 669.14 
ores [by] D. F. Bał [and others] 
Foreword by E. W. Voice. New York, 


664’.756'0272 


666°.8 


JULY 31,1974 


American Elsevier Pub. Co., 1973. x, 388 
p. illus. 26 cm. ISBN 0-444-19557-2 
Includes bibliographical teferences, 


[TN707.A34 1973] 73-3978 39.00 
I. Agglomeration. 2, Iron ores. I. Ball, 
Derrick Frank. 


AMERICAN Institute of 669.94 
Mining, Metallurgical, and Petroleum 
Engineers. 


Physical chemistry of production or use of 
alloy additives; proceedings of sessions 
from the 103rd AIME annual meeting. 
Edited by John Farrell, [New York, 
Metallurgical Society of the American 
Institute of Mining, Metallurgical and 
Petroleum Engineers, 1974] iv, 162 p. illus. 
28 cm. "Sponsored by the Process 
Technology Committee of the Iron and 
Steel Division of The Metallurgical Society 
of the American Institute of Mining, 
Metallurgical, and Petroleum Engineers.” 
[TN689.2.A45 1974] 74-166195 20.00 

i. Alloys—Congresses. 2. Chemistry, 
Physical and theoretical—Congresses. I. 
Farrell, John W., ed. If. Metallurgical 
Society of AIME. Iron and Steel Division. 
Process Technology Committee. IH. Title. 


METALLOGRAPHIC 669.95028 
specimen preparation: optical and electron 
microscopy. Edited by James L. McCall 
and Wiliam M. Mueller. New York, 
Plenum Press [1974] p. cm. ISBN 0-306- 
30791-X Proceedings of a conference 
sponsored by the International 
Metallographic Society and the American 
Society for Metals and held in Beverly 
Hills, Calif., Sept. 23-24, 1973. Includes 
bibliographical references. [TN690.7.M47] 
74-8391 26.00 

I. Metallographic specimens—Congresses. 
2. Electron metallography—Congresses. I. 
McCall, James L., ed. I. Mueller, William 
M., ed. IH. International Metallographic 
Society. IV. American Society for Metals. 
Prepared from C.I.P. 


*WALKER, John R. 671.52 
Arc welding: basic fundamentals by John 
R. Walker. South Holland, Ill., Goodhart- 
Willcox Co. [1973] 128 p. illus, 28 cm. 
ISBN 0-87006-171-2 (G-W career series) 
[TS227] 73-87590 

1. Welding. I. Title. 


MOSLEMI, A. A., 
Particleboard [by] 


1935- 674.8 
A. A. Moslemi. 

Carbondale, Southern Illinois University 

Press [1974- p. cm. ISBN 0-8093-0655-7 

Contents.—v. 1. Materials. Bibliography: v. 

1, p. [TS875.M63] 74-2071 12.50 ea. 

1. Particle board. I. Title. 

Prepared from C.I.P. 


LINTON, George Edward, 
1896- 

The modern textile and apparel dictionary 
[by] George E. Linton. 4th rev., enl. ed. 
[Plainfield, N.J.1 Textile Book Service 
(1973, ie. 1974] xvii, 716 p. 
illus. 29 cm. ISBN 0-87245-500-9 Previous 
editions published under title: The modern 
textile dictionary. Bibliography: p. 680-684. 
[TS1309.L743 1973] 72-96456 24.00 

i. Textile industry and  fabrics— 
Dictionaries. 2. Clothing and dress— 
Dictionaries. I. Title. 


SYMPOSIUM on the Physics 678.32 
of Tire Traction, Warren, Mich., 1973. 
The physics of tire traction, theory and 
experiment; proceedings. Edited by Donald 
F. Hays and Alan L. Browne. New York, 
Plenum Press, 1974. p. cm. ISBN 0-306- 


677.003 


30806-1 ”Presented by the [General 
Motors rporation] Research 
Laboratories.” Includes bibliographical 


references. 
39.50 

I. Tires, Rubber—Traction—Congresses. I. 
Hays, Donald F, 1929- ed. If. Browne, 
Alan L., 1944- ed. HI. General Motors 
Corporation. Research Laboratories. IV. 
Title. 

Prepared from C.I.P. 


HUNTER, William L. 681.14 
Getting the most out of your electronic 
calculator, by William L. Hunter. [1st ed.] 
Blue Ridge Summit, Pa., G/L Tab Books 
[1974] 204 p. iHus. 23 cm. ISBN 0-8306- 
4724-4 [HPS688. H85] 74-75209 7.95 

1 Calculating-machines—Handbooks, 
manuals, etc. I. Title. I. Title: Electronic 
calculator. 


GUNS & ammo guidebook to 683 
knives & edged weapons. [Los Angeles, 
Petersen Pub. Co., 1974] 192 p. illus. 28 
em. ISBN 0-8227-0054-9 Bibliography: p. 
192. [TS380.G86] 74-77029 4.95 

1. Knives—United States. 2. Knifesmiths— 
United States. I. Title: Guidebook to 
knives & edged weapons. 


MURTZ, Harold A., 
comp. 

The Gun digest book of exploded firearms 
drawings. Edited by Harold A. Murtz. 
Chicago, Follett [1974] 288 p. illus. 28 cm. 
ISBN 0-695-80462-6 [1S534.5.M87] 73- 
91584 5.95 

I. Firearms—Drawings. I. Gun digest. IT. 


(TS1912.89 1973] 74-10536 


683’.4’00223 


Title. HI Title: Exploded firearms 
drawings. 

*HAVENS, David. 683.88 
The woodburners handbook. (Portland, 


Maine], Media House [1973] 107 p. illus., 
23 cm. [TH7439] 2.50 (pbk.) 
1. Stoves. 2. Fireplaces. I. Title. 


BAKER, Glen E. 

Wood technology [by] G. E. Baker fare 
L. Dayle Yeager. [Ist ed.] Indianapolis, H. 
W. Sams [1974] xi, 516 p. illus. 27 cm. 
ISBN 0-672-20917-9 [TS843.B35] 7 
83817 12.95. 

1. Woodwork. I. Yeager, L. Dayle, joint 
author. UI. Title. 


BRUMBAUGH, James E. 684.1043 
Wood furniture, finishing, refinishing, 


repairing, by James E. Brumbaugh. [lst 
ed.] Indianapolis, T. Audel [1974] 343 p. 
illus. 22 cm. ISBN 0-672-23216-2 
[TT199.4.B76] 73-91640 6.95 

J. Furniture finishing. 2.  Furniture— 
Repairing. I. Title. 


MEYERS, L. Donald, 
1929- 
Furniture repair and refinishing [by] L. 
Donald Meyers [and] Richard Demske. 
Reston, Va., Reston Pub. Co. [1974] p. 
cm. ISBN 0-87909-273-4 [TT199.M45] 74- 
8485 9.95 
1. Furniture—Repairing. 2. Furniture 
finishing. I. Demske, Richard, 1930- joint 
author. II, Title. 
Prepared from C.I.P. 
CHALMERS, George, 686.2’092'4 B 
1742-1825. 
The life of Thomas Ruddiman. New York, 
Garland Pub. Inc., 1974. p. cm. ISBN 0- 
8240-0981-9 (The English book trade, 
1660-1853) Reprint of the 1794 ed. printed 
for J. Stockdale, London. Includes 
"anecdotes of Buchanan.” ?, 
chronological list of news papers [1640- 
1793]”: p. ”A list of the books, which were 
printed by Thomas Ruddiman”: p. 
(Z720.R9C4 1974] 74-7446 22.00 
1. Ruddiman, Thomas, 1674-1757. 2. 


684.1044 
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Buchanan, George, 1506-1582. ~ 3. English 
newspapers—Bibliography. I. Title. U1. 
Series. 

Prepared from C.I.P. 


GENT, Thomas, 1693- 
1778. 

The life of Mr. Thomas Gent, printer, of 
York, written by Himself. New York, 
Garland Pub. Inc., 1974. p. cm. ISBN 0- 
8240-0984-3 (The English book trade, 
1660-1853) Reprint of the 1832 ed. printed 
for T. Thorpe, London. [Z232.G33G46 
1974] 74-7445 22.00 

i. Gent, Thomas, 1693-1778. I. Title. IU. 
Series. 

Prepared from C.LP. 


LACKINGTON, James, 
1746-1815. 
The confessions of J. Lackington. New 
York, Garland Pub. Inc., 1974. p. cm. 
ISBN 0-8240-0980-0 (The English book 
trade, 1660-1853) Reprint of the 1804 ed. 
printed for the author by R. Edwards, 
London. [Z325.L23A33 1974] 74-7468 
22.00 
1. Lackington, James, 1746-1815. 2. 
Booksellers and  bookselling—London— 
Correspondence, reminiscences, etc. I. 
Title. IT. Series. 
Prepared from C.I.P. 


PRICE, Jeanne. 687’.102 
Grading techniques for modern design, by 
Jeanne Price and Bernard Zamkoff. New 
York, Fairchild Publications [1974] ix, 132 
p. illus. 31 cm. ISBN 0-87005-102-4 Errata 
slip inserted. [TT520.P93] 74-165121 12.50 
Dressmaking—Pattern design. I. 
Zamkoff, Bernard, joint author. II. Title. 


686.2°092°4 B 


686.2’092’4 B 


CETIUS Faventinus, Marcus. 690 
Vitruvius and later Roman building 
manuals, by Hugh Plommer. London, 


Cambridge University Press, 1973. vii, 117 
p- illus. 23 cm. ISBN 0-521-20141-1 
(Cambridge classical studies) ”An edition 
and translation of Faventinus’ compendium 
of Vitruvius’ De architectura.”—Dust 
jacket. Translation of De diversis fabricis 
architectonicae. Parallel Latin text and 
English translation; English introd., notes 
and commentary. Includes bibliographical 
references and index. [NA2515.C4213] 72- 
90487 

Ll. Architecture—Early works to 1800. I. 


Plommer, William Hugh. If. Vitruvius 
Pollio. De architectura. HI. Title. IV. 
Series. 


Distributed by Cambridge University Press, 
New York, 11.50. 


COLLIER, Keith, 1927- 692.5 
Fundamentals of construction estimating 
and cost accounting. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. ISBN 0-13- 
335604-3 Bibliography: [TH435.C72] 73- 
10378 18.00 

4. Building—Estimates. 2. Construction 
industry—Accounting. I. Title. 


THOMASON, Harry E., 1923- 697.78 
Solar house heating and air- -conditioning 
systems: comparisons and limitations; an 
overview of the world’s most successful 
solar heating and air-conditioning systems, 
by Harry E. Thomason and Harry Jack 
Lee Thomason, Jr. [Ist ed. Barrington, 
N.J., Edmund Scientific Co., 1974] 61, [2] 
p. illus. 28 cm. “Supplement ’A’ for "Solar 
house plans’ and ‘Solar houses and solar 
house models.” Bibliography: p. [63] 
(TH7413.T44] 74-77370 5.00 

I. Solar heating. 2. Solar houses. 1. 
Thomason, Harry E., 1923- Solar house 
plans. If. Thomason, Harry E, 1923- Solar 
houses and solar house models. HI 
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700 THE ARTS 


Thomason, Harry Jack Lee, joint author. 
IV. Title. 


700 THE ARTS 


EGAN, Rose Frances. 700.1 
The genesis of the theory of "art for art’s 
sake” in Germany and in England. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1921 ed. 
published by Smith College, Northampton, 
Mass., which was issued as v. 2, no. 4 of 
Smith College studies in modern languages. 
Includes bibliographical references. 
pa 1974] 74-11067 8.50 (lib. 
dg. 

I. Art for arts sake (Movement) 2. 
Aesthetics, German. 3. Aesthetics, British. 
i. Title. II. Series: Smith College studies in 
modern languages, v. 2, no. 4. 

Prepared from C.I.P. 


PANOFSKY, Erwin, 1892- 
1968. 

Idea; a concept in art theory. tr. by Joseph 

J. S. Peake. [Ist ed.] New York, Harper & 

Row, [1974, c1968] xii, 268 p, facsims. 22 

cm. ISBN 0-06-430049-8 (Icon editions) 


701.17 


Tr. of Idea: Ein Beitrag zur 
Begriffsgeschichte der alteren 
Kunsttbeorie.(Studien der Bibliothek 


Warbug, Nr. 5) Bibliography references 
included in Notes (p. 181-253) [N68.P313] 
4.95 (pbk.) 

1. Aesthetics, Ancient. 2. Idealism. 3. 
Art—History. I. Title. 

L.C. card no. for hardcover: 67-29380. 


PRIMITIVE art & 709.0171 
society, edited by Anthony Forge. London, 
New York, Oxford University Press, for 
Wenner-Gren Foundation for 
Anthropological Research, 1973; fie. 1974] 
xxii, 286 p. illus. (part col.) 26 cm. ISBN 
0-19-212953-8 Papers delivered at a 
symposium sponsored by the Wenner-Gren 
Foundation for Anthropological Research, 
held in Burg Wartenstein from 27 June to 
5 July 1967. Includes bibliographies, 
(N5312.P74] 74-165271 21.00 

i. Art, Primitive—Congresses. 2. Art and 
society-~Congresses. I. Forge, Anthony, 
ed. If. Wenner-Gren Foundation for 
Anthropological Research, New York. 


TRADITION and creativity 709.0171 
in tribal art, edited and with an 
introduction by Daniel P. Biekuyck. 


Berkeley, University of California [1974, 
c1969] 236 p. illus. 23 cm. ISBN 0-520- 
02487-7 gBased on a lecture series and 
symposium entitled Individual creativity 
and tribal norms in non-Western arts, 
given at the University of California, Los 
Angeles, December 1965-May 1966. 
Bibliography: p. 215-224. [N5311.T7] 69- 
12457 4.95 (pbk.) 

i. Art,  Primitive—Addresses, essays, 
lectures. I. Biebuyck, Daniel P., 1925- ed. 


ADAMS, Robert Martin, 709.034 

1915- 

The Roman stamp: frame and facade in 

some forms of neo-classicism [by] Robert 
Adams. Berkeley, University of 

California Press, 1974. 254 p. illus. 24 cm. 

ISBN 0-520-02345-5 Bibliography: p. [239} 

-246. [NX600.C5A42] 72-89794 12.50 

i. ee in art. 2. Neoclassicism (Art) 

T. Title. 


BANN, Steven, comp. 709.04 
The tradition of constructivism. Edited and 
with an introd. by Steven Bann. New 
York, Viking Press [1974] xlix, 334 p. illus. 
22 cm. ISBN 0-670-72301-0 (The 
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Documents of 20th-century art) 
Bibliography: p. 303-334. [N6494.C64B36 


1974] 72-75748 16.50 . 

i Constructivism (Art)—Addresses, 
essays, lectures. 2. Art, Modern—20th 
century—Addresses, essays, lectures. I. 
Title. II. Sertes. 


Pbk; 4.95, ISBN 0-670-01956-9. 


HENRI, Adrian. 709°.04 
Environments and happenings. New York, 
Praeger [1974] p. cm. ISBN 0-275-43540- 
4 (World of art) Bibliography: 
[PN3203.H4] 72-79509 10.90 
1. Happening (Art) I. Title. 
Prepared from C.I.P. , 
*CAMDEN Arts 709’.04’0740147 
Centre-London. 
The Aesthetic movement, 1869-1890; 
catalogue of an exhibition at the Camden 
Arts Centre, London, 15 August - 7 
October 1973, edited by Charles Spencer. 
London, Academy Editiors [1973] New 
York, St. Martin’s Press [1973] 94 p. illus. 
29 cm. Bibliography: p. 93-94. [NC6447] 
4.95 (pbk.) 
1. Art, Modern—19th century— 
Exhibitions. I. Spencer, Charles, comp. IT. 
Title. 


RAY, Man, 1890- | 709.24 
Man Ray. Conceived by Jean Saucet. Text 
by Sarane Alexandrian. Translated from 
the French by Eleanor Levieux. Chicago, 
J. P. O'Hara, c1973. 72 p. illus. (part col.) 
31 cm. ISBN 0-87955-603-X ”A Howard 
Greenfeld book.” Bibliography: p. 71-72. 
[N6537.R3A7913] 73-4747 15.00 

1. Ray, Man, 1890- I. Alexandrian, Saraze. 


HOLLOWAY, R. Ross. 709.38 
A view of Greek art [by] R. Ross 
Holloway. New York, Harper & Rew, 
1974 [c 1973] xxii, 213 p. illus., 24 cm. 
ISBN 0-06-430046-3 (Icon editions) 
Includes bibliographical references. 
[N5630.H64] 4.95 (pbk.) 

1. Art, Greek—History. 1. Title. 

L.C. card no. for hardcover: 72-187947. 


KELLER, Harald, 1903- 709.45 
The Renaissance in {Ttaly: painting, 
sculpture, architecture. ‘Translated >y 
Robert E. Wolf. New York, H. N. Abrams 
[1974, cl1969] 394 p. illus. (part col.) 32 
cm. ISBN 0-8109-0205-2 Translation of Il 
Rinascimento italiano. Bitliography: p. 
375-379. [N6915.K4413] 69-12485 25.00 
I. Art, Italian. 2. Art, Renatssance—italy. 
I. Title. 
ROSENFIELD, John 708’.52’07401444 
M. 
The courtly tradition in Japanese art and 
literature: selections from Hofer and Hyde 
collections [by] John M Rosenfield, 
Fumiko E. Cranston fand] Edwin A. 
Cranston. [Cambridge] Fogg Art Museum, 
Harvard University, 1973. 316 p. illus. 
(part col.) 22 x 28 cm. [NX584.A1R67} 
73-85473 
1. Hofer, Philip, 1898- —Art collections. 2. 
Hyde, Donald Frizell, 1909-1966—Art 
collections. 3. Hyde, Mary Morley 
Crapo—Art collections. 4. Arts, Japanese. 
I. Cranston, Fumiko E., joiat author. I. 
Cranston, Edwin A., joint author. HI 
Harvard University. William Hayes Fogg 
Art Museum. IV. Title. 


PARRY, Ellwood. 709’.73 
The image of the Indian and the Black 
man in American art, 1599-1900. New 
York, G. Braziller [1974] xiv, 191 p. illus. 
26 cm. ISBN 0-8076-0706-1 Bibliography: 
p. ag [N6505.P29 1974] 73-79605 
12.50 


AMERICAN BOOK PUBLISHING RECORD 


I. Art, American. 2. Indians of North 
America—FPictorial works. 3. Negroes in 
art. I. Title. 


*THE containment of urban 711.2 
England by Peter Hall [et al] London, 
P.E.P. [1973] 2 v. illus., maps, tables, 25 
cm. [TD57] 73-77182 

1. Cities and towns—Planning. 2. Regional 
planning—Great Britain-1945- Ù. Hall, 
Peter. 

Distributed by Sage Pubns, Beverly Hills, 
Calif., Vol. I for 35.00, ISBN 0-8039-0245- 
X; Vol. II for 25.00, ISBN 0-8039-0246-8. 


SPECTER, David Kenneth. 711.74 
Urban spaces. Photos. by the author. 
[Greenwich, Conn., New York Graphic 
Society, 1974] 1 v. (chiefly illus.) 27 cm. 
ISBN 0-8212-0463-7 [NA2543.P4S79] 72- 
93858 15.00 

J. Pedestrian facilities design. 2. Space 
(Architecture) 3. Architecture— 
Psychological aspects. I. Title. 


LOW maintenance 712.6 
gardening, by the editors of Sunset books 
and Sunset magazine. Menlo Park, Calif., 
Lane Books [1974] 96 p. illus. 28 cm. 
ISBN 0-376-03511-0 (A Sunset book) 
[SB473.L68] 73-89585 1.95 (pbk.) 


i. Landscape gardening. 2. Plants, 
Ornamental. I. Sunset. 
*BRYAN, James, comp. 720 


Structures implicit and explicit, edited by 
James Bryan and Rolf Sauer. [Philadelphia, 
Graduate School of Fine Arts, University 
of Pennsylvania, 1973] 203 p. illus. 30 cm. 
ISBN 0-8150-0169-X. (VIA, vol. 2) 
[NA2520] 73-96896 6.00 (pbk.) 

i. Architecture. I. Sauer, Rolf, joint comp. 
JI. Title. 

Distributed by George Wittenborn, N.Y. 


WITTKOWER, Rudolf. 720 
Palladio and Palladianism. New York, G. 
Braziller [1974] 224 p. illus. 26 cm. ISBN 
3-8076-0735-5 Includes bibliographical 
zeferences. [NA1123.P2W57 1974] 73- 
30463 22.50 

1. Palladio, Andrea, 1508-1580. 2. 
Palladio, Andrea, 1508-1580—Influence. 3. 
Architecture—England. I. Title. 


WEIDHAAS, Ernest R. 720’.28 
Architectural drafting and construction 
[by] Ernest R. Weidhaas. Boston, Allyn 
and Bacon [1974] viii, 550 p. illus. 29 cm. 
Bibliography: p. 525-528. [NA2700.W39] 
73-88065 14.95 

1. Architectural drawing. 2. Architecture— 
Designs and plans. 3, Building materials. I. 
Title. 


AURENHAMMER, Hans. 720.924 
= B. Fischer von Erlach. Cambridge, 
Mass., Harvard University Press, 1973. 193 
p. illus. 26 cm. ISBN 0-674-46988-7 
Includes bibliographical references. 
[JA1011.3E37A94 1973b] 73-83421 
9 

i. Fischer von Erlach, Johann Bernhard, 
1656-1723. I. Fischer von Erlach, Johann 
Pernhard, 1656-1723, 


YARWOOD, Doreen. 720°.94 
The architecture of Europe. New York, 
Eastings House Publishers [1974] p. ISBN 
0-8038-0364-8 Bibliography: p. 
[NA950.Y37] 73-11105 18.95 

I Architecture—Europe—AHistory. I. Title. 
Prepared from C.LP. 


BRUCE, Curt. ` 720.979461 
The great houses of San Frapeisco. Photos. 
by Curt Bruce. Text by Thomas Aidala. 
[Íst ed.] New York, Knopf, 1974. 200, iii 


JULY 31,1974 


p- illus. (part col.) 24 cm. ISBN 0-394- 
48380-4 [NA735.S35B78 1974] 73-7287 
12.95 

I. Architecture—San Francisco. 2. San 
Francisco—Buildings. 3. Decoration and 
ornament, Architectural—San Francisco. I. 
Aidala, Thomas. IT. Title. 


TIME-SAVER standards 721.0202 
for architectural design data, John 
Hancock Callender, editor-in-chief. 5th ed. 
New York, McGraw-Hill [1974] xiii, 1042 
p. illus. 28 cm. Previous editions are 
entered under: Architectural record. Time- 
saver standards. Companion vol. to Time- 
saver standards for building types. Includes 
bibliographical references. [TH151.T55 
1974] 73-17383 32.50 

1. Building—Tables, calculations, etc. 2. 
Building—-Handbooks, manuals, etc. I. 


Callender, John Hancock, ed. M 
Architectural record. Time-saver standards. 
MANUAL of tropical 721°.0913 
housing and building [by] O. H. 
Koenigsberger [and others. London] 
Longman [1974- 1973] v. illus. 25 
cm. Vol. has protractor in pocket. 


Contents.—pt. 1. Climatic design. Includes 
bibliographies. [TH153.M35] 74-165187 

i.  Building—Tropics. 2. Dwellings— 
Tropics. L Koenigsberger, Otto H. 


Distributed by Longman, New York, 
15.00. 
ITO, Teiji, 1922- 725°.35°0952 


Kura; design and tradition of the Japanese 
storehouse [by] Teiji Itoh. Adapted by 
Charles S. Terry; photographs by Kiyoshi 
Takai. [Ist ed.] Tokyo, New York, 
Kodansha International in cooperation with 
Tankosha, Kyoto [distributors: Harper & 
Row, New York; Japan Publications 
Trading Co., Tokyo, 1973] 251 p. illus. 
(part col.). 34 cm. ISBN 0-87011-217-1 
Translation with revisions of Nihon no 
kura. [NA6340.18613] 73-81112 50.00 


1. Warehouses—Japan. 2. Architecture, 
Industrial—Designs and plans. 
Decoration and ornament, Architectural— 
Japan. I. Terry, Charles S. II Takai, 
_ Kiyoshi, 1938- illus. Hl. Title. 


GRINNELL, Isabel 
Hoopes. 

Greek temples. New York, 1943. [New 
York] Arno Press, 1974. xxi, 59 p. illus. 32 
em. ISBN 0-405-02258-1 At head of title: 
The Metropolitan Museum of Art. 
Includes bibliographies. [NA275.G7 1974] 
79-168420 20.00 

1. New York (City). Metropolitan Museum 
of Art. 2. Temples, Greek. I New York 
(City). Metropolitan Museum of Art. 


MOORE, Charles, 1925- 728.3 
The place of houses, by Charles Moore, 
Donlyn Lyndon, and Gerald Allen. [Ist 
ed] New York, Holt, Rinehart and 
Winston [1974] p. cm. ISBN 0-03- 
007726-5 [NA7125.M66] 70-182776 10.00 
i. Architecture, Domestic. 2. Architecture 
and climate. 3. Architecture and society. I. 
Lyndon, Donlyn, joint author. If Allen, 
Gerald, joint author. III. Title. 

Prepared from C.I.P. 


726.1208 


LEE, Kaiman, comp. 729.02854 
Computer aided architectural design; 16 
ARK-2 articles. Boston, Center for 
Environmental Research, c1973. 1 v. 
(various pagings) 29 cm. Consists of 
articles, chiefly by C. D. Stewart and K. 
Lee, compiled from journals and 
conference , proceedings. Includes 
bibliographical references. [NA2728.L43] 
74-160961 


L. Electronic data processing— 
Architectural design. I. Stewart, Clifford 
D. H Title. 


DEKAY, Charles, 1848- 
1935. 
Barye: life and works of Antoine Louis 
Bayre, sculptor; with eighty-six wood cuts, 
artotypes, and prints, in memory of an 
exhibition of his bronzes, paintings, and 
water-colors, held at New York in aid of 
the fund for his monument at Paris. New 
York, Barye Monument Association, 1899. 
[New York, AMS Press, 1974] p. ISBN 0- 
404-02068-2 [NB553.B4D3 1974] 73- 
163696 6.00 
d. Barye, Antoine Louis, 1796-1875. 
Prepared from C.I.P. 


GARDNER, Arthur, 1878- 730.942 
English medieval sculpture. The original 
handbook rev. and enl., with 683 photos. 
New York, Hacker Art Books [1973, i.e. 
1974] viii, 351 p. 29 cm. ISBN 0-87817- 
110-X Reprint of the 1951 ed. published 
by Cambridge University Press, 
Cambridge, Eng. First ed. published in 
1935 under title: A handbook of English 
medieval sculpture. Bibliography: p. 345- 
346. [NB463.G27 1973] 78-171421 40.00 
I. Sculpture, English. 2. Sculpture, 
Medieval—England. I. Title. 


730°.92°4 


*PAYNE, G. C. 731.4 
Adventures with sculpture by G. C. Payne. 
New York, Frederick Warne and Co. 
[1973, c1971] 64 p. illus., 26 cm. ISBN 0- 
7232-6035-4 (Adventures in learning 
series) London ed. (Kaye & Ward) has 
title: Fun with sculpture. [NB1170] 72- 
94536 4.50 

J. Sculpture—Technique. I. Title. 


REED, Carl. 731.4 
Sculpture from found objects [by] Carl 
Reed [and] Burt Towne. Worcester, Mass., 
Davis Publications [1974] 96 p. illus. 26 
cm. ISBN 0-87192-056-5 [NB1271.R43] 
73-93382 8.95 

1. Found objects (Art) 2. Sculpture. I. 
Towne, Burt, joint author. I. Title. 


HAUSER, Christian. 731.45 
Art foundry. {English version by Julian 
Snelling and Claude Namy] New York, 
Van Nostrand Reinhold Co. [1974, c1972] 
127 p. illus. (part col.) 18 x 21 cm. ISBN 
0-442-29990-7 (Craft and art) Translation 
of La fonte d’art. Bibliography: p. 123. 
[NB1180.H3613 1974] 73-8467 7.95 

1. Models (Clay, plaster, etc.) 2. Foundry. 
T. Title. 


BRAVMANN, Rene A. 732’.2°0967 
Islam and tribal art in West Africa [by] 
Rene A. Bravmann. [London, New York] 
Cambridge University Press [1974] xii, 189 
p. illus. 23 cm. ISBN 0-521-20192-6 
(African studies series no. 11) 
Bibliography: p. 178-185. [N7398.B72] 73- 
77262 13.95 

1. Art—Africa, West. 2. Art, Primitive— 
Africa, West. 3. Islam and art. I. Title. HI. 
Series. 


MORI, Hisashi, 1916- 732’.7 
Sculpture of the Kamakura period. 
Translated by Katherine Eickmann. [ist 
English ed.] New York, Weatherhill [1974] 
174 p. illus. (part col.) 23 cm. ISBN 0- 
8348-1017-4 (The Heibonsha survey of 
Japanese art, v. 11) Translation of Unkei 
to Kamakura chokoku. [NB1053.4.M6713 
1974] 73-88470 10.00 

1. Sculpture, Japanese—Kamakura- 
Momoyama periods, 1185-1600. I. Title. 
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LEHMANN, Phyllis Lourene * © 733’,3 
Williams, 1912- 
Skopas in Samothrace [by] Phyllis 


Williams Lehmann. Northampton, Mass., 
Smith College, 1973. 85 p. illus. 23 cm. 
(The Katharine Asher Engel lectures, 
1972) Includes bibliographical references. 
[NB104.L43] 73-88453 5.00 . 

1. Scopas, 4. 4th century B.C. 2. Propylon, 
Samothrace. I Title. Il. Series. 


BUSCH, Julia M., 1940- 735°.29 
A decade of sculpture: the 1960s [by] Julia 
M. Busch. Philadelphia, Art Alliance Press 
[1974] p. cm. ISBN  0-87982-007-1 
Bibliography: p- [NB198.B86] 72-7855 
25.00 


1. Sculpture, Modern——20th century. 2. 
Form (Aesthetics) 3. Art and technology. 
L. Title. 

Prepared from C.I.P. 


RITCHIE, Carson I. A. 736’.6 
Shell carving; history and techniques [by] 
Carson I. A. Ritchie. South Brunswick, A. 
S. Barnes [1974] p. ISBN 0-498-07928-7 
Includes bibliographical references. 
(NK8643.R57] 73-120 10.00 

1. Shellcraft. I. Title. 

Prepared from C.I.P. 


ZIMMERMAN, Walter J., 

1910- 

The coin collector's fact book, by Walter J. 

Zimmerman. New York, Arco [1974] 135 

p. illus. 25 cm. ISBN 0-668-02991-9 

Bibliography: p. 9-11, [CJ81.Z55] 73-77839 
9 


737.4075 


1. Numismatics—Collectors and collecting. 
I. Title. 


NOE, Sydney Philip. 737.49744 
The silver coinage of Massachusetts. 
Lawrence, Mass., Quarterman Publications 
[1974, c1973] xiv, 246 p. illus. 24 cm. 
ISBN 0-88000-005-8 Includes 
bibliographical references. [CJ1848.M4N66 
1974] 72-77024 20.00 

1. Coins, American--Massachusetts. 2. 
Silver coins. I. Title. 


COTTIER-ANGELT, Fiorella. 738 
Ceramics. [English version by Julian 
Snelling and Claude Namy] New York, 
Van Nostrand Reinhold [1974, ¢1972] 143 
p. illus. (part col.) 18 x 21 cm. ISBN 0- 
442-30005-0 (Craft and art) Bibliography: 
p. Pi [TT920.C6713 1974] 73-13438 
9 

1. Pottery craft. I. Title. 


LANE, Arthur, 1909-1963. 738 
Style in pottery. Park Ridge, N.J., Noyes 
Press [1974] 80 p. illus. 21 cm. ISBN 0- 
ree ([NK4225.L3 1974] 73-85181 
a) 

1. Pottery. I. Title. 


RAY, Marcia. 738°.03 
Collectible ceramics; an encyclopedia of 
pottery and porcelain for the American 
collector. New York, Crown Publishers 
[1974] 256 p. illus. (part col.) 26 cm. 
[NK3770.R38] 73-92104 9.95 

1. Pottery—Dictionaries, 2. Porcelain— 
Dictionaries. 3. Pottery—Collectors and 
collecting—-United States. 4. Porcelain— 
Se and collecting—United States. I. 
ttle. 


FARNWORTH, Warren. 738.1 
Beginning pottery. New York, Van 
Nostrand Reinhold [1974, c1973] 128 p. 
illus. 21 cm. ISBN 0-442-22374-9 
Bibliography: p. 127. [TT290.F37 1974] 
73-10654 5.95 

I. Pottery craft—Study and teaching 
(Primary) I. Title. 
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. 
RUSCOE, William. 738.1 
A manual for the potter. [3d rev., enl. ed.] 
London, Academy Editions; New York, St. 
Martins Press [1973] 141 p. illus. 23 cm. 
ISBN 0-85670-195-5 (A Scopas handbook) 
[TT920.R87 1973] 73-77765 5.95 (U.S.) 
1. Pottery craft. I. Title. 
Pbk., 3.95, ISBN 0-85-670-101-7. 


THORP, Harold E. 738.1 
Basic pottery for the student [by] Harold 
E. Thorp. London, Academy Editions; 
New York, St. Martin's Press [1973] 102 
p. illus. (1 col.) 22 cm. [TT920.T48 1973] 
74-166225 5.95; 3.95 (pbk.). 

1. Pottery craft. I. Title. 


WETHERBEE, Jean. 738.3 
A handbook on white ironstone, with text 
and drawings b Jean Wetherbee. 
Canajoharie, N.Y. (1974) 100 p. illus. 23 
em. Cover title: White ironstone. 
Bibliography: p. 86. [NK4367.1I7W47] 74- 
166330 5.00 

I. Ironstone china. I. Title. II. Title: White 
tronstones. 


HAWKINS, Leslie V. 739.1 
Art metal and enameling [by] Leslie V. 
Hawkins. Rev. Peoria, Ill, C. A. Bennett 
[1974] 236 p. illus. (part col.) 24 cms ISBN 
0-87002-157-5 Bibliography: p. 227. 
[TT205.H28 1974] 74-164328 8.00 

l. Art metalwork. 2. Enamel and 
enameling. I. Title. 


COHEN, Hal L. 739.2'3'075 
Official guide to silver & silverplate, by 
Hal L. Cohen. Ist ed. New York, House of 
Collectibles [1974] 264 p. illus. 18 cm. 
ISBN 0-87637-328-7 [NK7104.C63] 73- 
93244 5.00 

1. Silver articles—Collectors 
collecting. 2. Silverware—Collectors 
collecting. I. Title. 


NEW York (City). 
Metropolitan Museum of Art. 
Catalogue of an exhibition of silver used in 
New York, New Jersey, and the South. 
With a note on early New York 
silversmiths by R. T. Haines Halsey, New 
York, November 6 to December 31, 1911. 
[New York] Arno Press, 1974. xxxvi, 97 p. 
illus. 23 cm. ISBN 0-405-02259-X Cover 
title: Exhibition of silver used in New 
York, New Jersey, and the South. Reprint 
of the 1911 ed. published by the Gillis 
Press, New York. [NK7112.N4 1974] 72- 
168421 14.00 
1. Silverware—Exhibitions. 2. 
Silversmithing—New York (State) 3. 
Silversmithing—New Jersey. 4. 
Silversmithing—Southern States. I. Halsey, 
Richard Townley Haines, 1865-1942. II. 
Title. TII. Title: Exhibition of silver used in 
New York, New Jersey, and the South. 


GINNETT, Elsie B. 739.27 
Make your own rings & other things: 
working with silver, by Elsie B. Ginnett. 
Photos. by Jacqueline A. Rose. New York, 
Sterling Pub. Co. [1974] 88 p. illus. 29 cm. 
ISBN 0-8069-5270-9 (Little craft book 
series) Silver-working for the beginner 
includes basic techniques, advice on tools 
-> and materials, and instructions for making 
rings, pendants, key chains, buckles, and 
buttons. [TT212.G53 1974] 73-83443 6.95 

1. Jewelry craft. 2. Silversmithing. I. Rose, 
Jacqueline A., illus. II. Title. 


ALKEMA, Chester Jay. 739.511 
Aluminum & copper tooling. Photos. by 
the authar. New York, Sterling Pub. Co. 
[1974] 48 p. illus. 20 cm. ISBN 0-8069- 
5272-5 (Little craft book series} Ideas for 
making decorative items such as wall 


and 
and 


739.23773 


100 


hangings, mobiles, and jewelry from tooled 
copper and aluminum. [TT242.A44 1974] 
78-83444 3.50 

1. Aluminum work. 2. Coppersmithing. I 
Title. 

Library bdg. 3.29, ISBN 0-8069-5273-3 


PARRISH, Maxfield, 741.0924 
1870-1966. 
The Maxfield Parrish poster book. With an 
introd. by Maurice Sendak. New York, 
Harmony Books [1974] 47 p. col. illus. 41 
cm. ISBN 0-517-51402-8 
[NC1850.P37A53] 73-88217 5.95 (pbk). 
1. Parrish, Maxfield, 1870-1966. I. Titie. 


CAPON, Robin. . 741.2 
Introducing drawing techniques. New 
York, Taplinger Pub. Co. [1974] 95 p. 
illus. 21 cm. ISBN __ 0-8008-4174-3 
Bibliography: p. 93-94. [NC730.C27 1974] 
73-14367 7.50 

1. Drawing—TInstruction. I. Title. 


MUGNAINI, Joseph A. 741.2 
The hidden elements of drawing [by] 
Joseph Mugnaini. [New York] Van 
Nostrand Reinhold Co. [1974] p. ISBN 0- 
442-25720-1 [NC735.M82] 73-3944 13.50 


1. Drawing—Instruction. 2. Form 
(Aesthetics) T. Title. 
Prepared from C.I.P. 
GRUERIO, Anthony. 741.2°6 


Drawing with dry markers [by] Anthony 

Gruerio. Text by Margaret Mettert. New 

York, Pitman Ppb. Corp. [cl1973] 32 p. 

illus. (part coL) 20 x 27 cm. (The Pitman 

a ie 80) [NC878.G78] 73-75288 1.25 
bk. 


I. Dry marker drawing. I. Mettert, 
Margaret. II. Title. 


LARIAR, Lawrenee, 1908- 741.5 
comp. 
You’ve got me in stiches, edited by 


Lawrence Lariar. [Rev. ed.] New York, 
Dodd, Mead [1973, c1954] lv. (chiefly 
illus.) 29 cm. ISBN 0-396-06821-9 
[NC1427.L35] 73-3905 5.95 

i. ea = Caricatures & cartoons. T. 
Title. 


HENNINGER, Joseph M., 
1906- 

Drawing of the hand, and its anatomy, by 
Joseph M. Henninger. [lst ed.] Alhambra, 
Calif., Borden Pub. Co., 1973. 132 p. illus. 
(part col.) 24 x 32 cm. [NC774.H46] 73- 
78839 6.50 

1. Hand in art. 2. Anatomy, Artistic. I. 
Title. 


743°.49 


BROOKS, Walter, 1921- 743.6 
Creative ways with drawing dogs and cats. 
Designed and edited by Walter Brooks. 
[Artist: Lorence Bjorklund] New York, 
Golden Press [1974] 32 p. illus. 29 cm. 
(The Golden Press art instruction series) 
[NC780.B67] 73-88431 1.25 (pbk.) 


‘L Animal painting and illustration, 2. 


Dogs in art. 3. Cats in art. I. Bjorklund, 
Lorence F, illus. II. Title. 


*KUHN, Bob. 743°.6 
The animal art of Bob Kuhn; a lifetime of 
drawing and painting. [Westport, Conn. 
North Light Publishers, dist. by Watson- 
Guptill Publications, 1973] 128 p. illus. 
(part col.) 27 x 33 cm. [NC780.] 73-82102 


AMERICAN BOOK PUBLISHING RECORD 


16.00 
i. Animal painting and illustration. L Title. 


a ea Henry Cecil, 744.42 
Technical drawing problems [by] Henry 
Cecil Spencer [and] Ivan Leroy Hill. Series 
3; 2d. ed. New York, MacMillan [1974, 
c1960] lv. (chiefly illus) 28 cm. [T353 
6.25 (pbk.) ) [1353] 
I. Mechanical drawing. I. Hill, Ivan Leroy, 
Joint author. II. Title. 


CREATIVE cratts, 745.5 
by the editors of Southern living. 
[Birmingham, Ala., Oxmoor House, 1973} 
95 p. illus. 28 cm. [TT157.C72] 73-86153 
1.95 (pbk.) 

1. Handicraft. I. Southern living. 


PLUMMER, Beverly. 745.5 
Earth presents. [lst ed.] New York, 
Atheneum, 1974. viii, 206 p. illus. 21 cm. 
ISBN 0-689-10582-7 Bibliography: p. [197] 
-200. Instructions for making a variety of 
decorative and useful objects from such 
natural materials as stones, bones, shells, 
flowers, and seeds. [TT157.P556 1974] 73- 
81708 8.95 

1. Handicraft. I. Title. 


VERMEER, Jackie. 745.5 
The little kid’s craft book [by] Jackie 
Vermeer and Marian Lariviere. [Ist ed.] 
New York, Taplinger Pub. Co. [1973] 128 
p. illus. (part col.) 25 cm. ISB 0-8008- 
4459-8 Ideas and instructions for craft 
activities involving clay, mosaics, mobiles, 
puppets, nature study, and much more. 
(TT160.V47} 72-8324 8.95 
1. Handicraft—Juvenile literature. L 
Lariviere, Marian, joint author. II. Title. 


*YOUNG, Jean. 745.5 
Woodstock craftman’s manual 2. New 
York, Praeger Publishers [1973] 288 p. 
illus., 28 cm. [TT157] 72-92472 10.00; 
4.95 (pbk.) 


1. Handicraft—Handbooks, manuals— 
Woodstock, N.Y. I. Title. : 
THE Family creative 745.5’03 


workshop. New York, Plenary Publications 
International [1974- v. illus. (part col.) 
28 cm. ISBN 0-88459-021-6 Contents.—v. 
1. Acrylics, afghan stitch, airplanes, of 
paper, American Indian crafts, animal 
dolls, ant farms, antiquing furniture, 
applique, astronomy, baby foods, basketry, 
batik. [TT9.F35] 73-89331 4.95 

1. Handicraft—Dictionaries. 

Available from Time-Life Books 


KINNEY, Jean Brown. 745.5°0973 
How to make 19 kinds of American foik 
art from masks to TV commercials [by] 
Jean and Cle Kinney. [ist ed.] New York, 
Atheneum, 1974. 121 p. illus. 26 cm. 
“TT23.K53] 73-91014 7.95 

1. Handicraft—United States. I. Kinney, 
Cle, joint author. H. Title. 
YATES, Raymond 745.3°0973 

Francis, 1895- 

Early American crafts & hobbies; a 
treasury of skills, avocations, handicrafts, 
and forgotten pastimes and pursuits from 
the golden age of the American home, by 
Raymond F. & Marguerite W. Yates. 
Edited by Mary Lyon. New York, Funk & 
Wagnalls (1974, c1954] 221 p. illus. 23 cm. 
ISBN 0-308-10097-2 [TT23.Y37 1974] 74- 
166238 2.95 


SULY 31,1974 


- |. Handicratt—United States. 2. Hobbies. 
I. Yates, Marguerite W., joint author. II. 
Title. 


FORGIONE, Joseph. 745.51 
Wood inlay; art and craft [by] Joseph 
Forgione [and] Sterling © Mclihany. 
Demonstration photos. by Alfred Russo. 
New York, Van Nostrand Reinhold Co. 
[1973] 102 p. illus. 21 cm. ISBN 0-442- 
22423-0 (An Art horizons book) 
(NK9920.F67] 72-9723 8.95 

1. Marquetry. T. Mclihany, Sterling, joint 
author. IT, Title. 


*BENJAMIN, Ranana. 745.54 
Origami for everyone; paper folding step 
by step in photographs plus O-Ronni-Gami 
games. Blauvelt, N.Y., Biograf Books, 
1973. 128 p., illus., 28 cm. ISBN 0-8334- 
4006-3 [TT870] 72-86343 4.95 (pbk.) 

1. Paper work—Juvenile literature. [ Title. 


SMITH, Eric W. 745.56 
Horseshoe-nail crafting, by Hans Carlbom. 
{Translated by Kenneth T. Dutfield. 
Adapted by Eric W. Smith] New York, 
Sterling Pub. Co. [1973] 48 p. illus. 20 cm. 
ISBN 0-8069-5280-6 (Little craft book 
series) Adaptation of Carlbom’s 
Hobbyarbeten med hastskosom 
Instructions for making functional and 
decorative items from horseshoe nails with 
explanations of soldering, wire bending, 
and associated techniques. [TT213.6.S86413 
1973] 73-83450 3.50 

i. Nail craft I Carlbom, Hans. 
Hobbyarbeten med hastskosom. I. Title. 
Library binding; 3.29, ISBN 0-8069-5281- 


EDWARDS, Lauton. 745.57 
Industrial arts plastics. 2d ed. Peoria, IIL, 
C. A. Bennett Co. [1973, c1974] 288 p. 
illus. 24 cm. ISBN 0-87002-146-X A 
textbook describing the properties of 
different types of plastics with instructions 
for making a variety of items from these 
materials. [TT297.E26] 73-81458 8.68 

1. Plastics craft. I. Title. 


MORTON, Brenda. 745.5924 
Do-it-yourself dinosaurs; imaginative 
toycraft for beginners. With drawings by 
Juliet Renny and photos. by Stephen 
Moreton-Prichard. New York, Taplinger 
Pub. Co. [1974, c1973] 149 p. illus, 22 cm. 
ISBN  0-8008-2263-3 Instructions for 
making many kinds of dinosaurs and other 
prehistoric creatures from such materials as 
thread, pipe cleaners, and felt. 
(TT174.3.M66 1974] 73-1765 6.95 

i. Soft toy making. I. Renny, Juliet, illus. 
IQ, Moreton-Prichard, Stephen, illus. Il. 
Title. 


MORTON, Brenda. 745.59°24 
Your book of knitted toys. With drawings 
by Juliet Renny. New York, Taplinger 
Pub. Co. [1973] 78 p. illus. 22 cm. ISBN 
0-8008-8757-3 Instructions for creating a 
variety of toys with simple knitting 
stitches: [TT174.3.M68 1973b] 72-11090 
4, 

1. Soft toy making. 2. Knitting—Patterns. 
I. Renny, Juliet, illus. II. Title. 


GUY, Gary V. 745.593 
Tall book of candle crafting, by Gary V. 
Guy, with photos. by Dave Pedegana. New 
York, Sterling Pub. Co. [1974] 108 p. illus. 
29 x 15 cm. ISBN 0-8069-5268-7 (Little 
craft book series) Directions for making 
block, sand-cast, moulded, hand-formed, 
tapes, and appligue candles. [TT896.5. G89) 
73-83458 7 

1. Coidisunting t. Title. 


BARTON, Peggy Ann. 745.5941 
Step-by-step sugar artistry. Foreword by 
Richard V. Snyder. Photos. by John Barton 
and Leonard Shaffer. [Ist ed.] Jericho, 
N.Y., Exposition Press [1974] 80 p. illus. 
22 cm. ISBN 0-682-47741-9 (An 
Exposition-banner book) [TX799.B37] 74- 
75055 6.00 

1. Confectionery. I Title. 


CREATIVE Educational 
Society, Mankato, Minn. 
How to have fun making Christmas 
decorations, by editors of Creative 
[Educational Society] Illustrated by Nancy 
Inderieden. [Chicago, Distributed by 
Childrens Press, 1974] 31 p. illus. (part 
col.) 25 cm. ISBN 0-87191-292-9 (Creative 
craft book) Simple instructions for making 
Christmas ornaments with easily available 


745.5941 


materials. [TT900.C4C73 1974] 73-20197, 


4.95 (lib. bdg.). 

L Christmas decorations—Juvenile 
literature. I. Inderieden, Nancy, illus. I. 
Title. 


HITOMI, Junco. , 745.59°43 
Luna flora: sculpture in bread. San 
Francisco, Japan Publications [1974] 79 p. 
illus. (part col.) 27 cm. ISBN 0-87040-255- 


2. Translation of Pan no hana. 
[TT890.3.H5713] 73-90496 6.95 

1. Bread flowers. I. Title. 

WOODS, Pamela. 745.59°43 


Flowers from feathers. Illustrated by 
Michael Woods. New York, Drake [1974, 
c1973] 128 p. illus. 25 cm. ISBN 0-87749- 
557-2 [TT891.W66 1974] 73-6842 7.95 

d. Feather flowers. I. Title. 


*LAI, T. C. 745.6°19°951 
Chi Pat Shih, by T. C. Lai. Seattle and 
London, eae of Washington Press [1973] 
xi, 209 p. illus. (part col.) 23 cm. 
[NK3634] 73-76338 12.50 
i. Chi, Pat-shih, 1861-1957. 2. Calligraphy, 
Chinese. 3. Art, Chinese. I. Title. 


ASCHER, Amalie Adler. 745.9224 
The complete flower arranger. New York, 
Simon and Schuster [1974] 288 p. illus. 25 
cm. ISBN 0-671-21666-X ”A Helen Van 
Pelt Wilson book.” [SB449.A66] 73-17695 
3.95 

1. Flower arrangement. f. Title. 


CASTINO, Ruth, 1929- 746.1°2 
Spinning and dyeing the natural way. 
Photos. by Marjorie Pickens. New York, 
Van Nostrand Reinhold [1974] p. cm. 
ISBN 0-442-21482-0 Includes information 
about spinning with spindles and spinning 
wheels, yarn preparation, dyeing with 
plants, various fibers, and weaving. 
Bibliography: p. [TT847.C37] 73-11758 
8.95 


1. Hand spinning. 2. Dyes and dyeing, 
Domestic. I. Pickens, Marjorie, 1931- illus. 
JL Title. 

Prepared from C.I.P. 


PIANZOLA, Maurice. 746.3 
Tapestry [by] Maurice Pianzola [and] 
Julien Coffinet [English version by Julian 
Snelling and Claude Namy] New York, 
Van Nostrand Reinhold Co. [1974, c1971] 
127 p. illus. (part col.) 18 x 21 cm. ISBN 
0-442-29993-1 (Craft and art) 
Bibliography: p. 121. [NK3000. P5313 
1974] 74-165253 7.95 

1. Tapestry—History. IL Coffinet, Julien, 
joint author. II Title. 


*BENGTSSON, Gerda. 746.44 
Flower designs in cross-stitch [by] Gerda 
Bengtsson [and] Else Thordur-Hansen.. 
[Translated from Swedish by P. Palmer] 
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New York, Van Nostrand Reinhold [1973, 
c1972] 79 p. illus. 21 cm. ISBN 0-442- 
29988-5. [TT778.] 73-3937 3.50 (pbk.) 

I. Cross-stitch—Patterns. 2. Embroidery— 
Patterns. I. Thordur-Hansen, Else. joint 
author. IT, Title. 


BOYLES, Margaret. 746.474 
Bargello: an explosion in color. New York, 
Macmillan [1974] 149 p. col. illus. 29 cm. 
(TT778.C3B67] 73-2753 12.95 

1. Canvas ermbroidery—Patterns. I. Title. 


KATZENBERG, Gloria. 746.44 
Art and stitchery: new directions. New 
York, Scribner [1974] p. ISBN 0-684- 
13765-8 Bibliography: p. [TT770.K23] 73- 
19284 12.50 

1. Embroidery. I. Title. 

Prepared from C.I.P. 


MAREIN, Shirley. 746.44 
Stitchery, needlepoint, applique, and 
patchwork; a complete guide. Renderings 
by Eleanor Bello. Photos. by Alan 
Sweetman. New York, Viking Press [1974] 
207 p. illus. (part col.) 27 cm. ISBN 0-670- 
67055-3 (A Studio book) Bibliography: p. 
202. [TT750.M28 1974] 73-20664 12.95 

1. Needlework. I. Title. 


NEEDLEPOINT.: design your 746.44 
own [by] Muriel Baker [and others] 
New York, Scribner [1974] p. cm. ISBN 
0-634-13851-4 Bibliography: p. 
[TT778.C3N44] 73-19291 12.50 

J. Canvas embroidery. I. Baker, Muriel L. 
Prepared from C.I.P. 


PICKEN, Mary (Brooks), 746.44 
1886- 
Needlepoint made easy; classic and 


modern, by Mary Brooks Picken and 
DorisWhite. Drawings and layout 
Claire Valentine. New York, e 
Noble books [1974, c1955] 149 p. illus. 21 
cm. ISBN 0-06-463398-5 [TT771.P5} 0-06 
1.95 (pbk.) 

1. Needlepoint. I White, Doris Wilson, 
joint author. I. Title. 

L.C. card number for hardbound ed.: 55- 
8059. 


ERICKSON, Janet Doub. 746.6 
Block printing on textiles, by Janet 
Erickson. New ed. [New York] Watson- 
Guptill Publications, 1974 [c1961] 168 p. 
illus. 26 cm. ISBN  0-8230-0501-1 
[TT852.E74 1974] 74-165122 10.95 

i. Textile printing. 2. Textile design. 3. 
Linoleum Slock-printing. T. Title. 


CUYLER, Susanna. 746.74 
The high-pile rug book. [ist ed.] New 
York, Harper & Row [1974] p. cm. ISBN 
0-06-010936-K Bibliography: p. 
{TT850.C&8 1974] 73-4074 10.00 

1. Hooking. 2. Rugs, Hooked. 3. Rya rugs. 
I. Title. 

Prepared from C.I.P. 


NEW York (City). 
Metropalitan Museum of Art. 
Costumes from the Forbidden City, by 
Alan Priest, curator of Far Eastern Art. 
New York, Metropolitan Museum of Art, 
1945, [New York] Arno Press, 1974. 16 p., 
56 p. of illus. 29 cm. ISBN 0-405-02265-4 
Catalog of an exhibition held Mar.-May 
1945. [NX4783.P44N48 1974] 74-168427 
16.00 
I. Costume, Chinese-—Exhibitions. 2. 
Costume, Chinese—Peking. 3. Embroidery, 
Chinese—Exhibitions. 4. Textile industry 
and fabrics, Chinese—Exhibitions. I. Priest, 
Alan, 1898-1969. II. Title. 


746.92 
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FLAVELL’ Ray. 748.2 
Studio glassmaking [by] Ray Flavell & 
Claude Smale. New York, Van Nostrand 
Reinhold Co. [1974] 108 p. illus. 21 x 22 
em. ISBN 0-442-30021-2 [TT298.F55] 79- 
39889 7.50 

d. Glass craft. I. Smale, 
author. If. Title. 


HARRIS, Eileen. 749.22 
The furniture of Robert Adam. London, 
Academy Editions; New York, St. Martin’s 
Press (1973, i.e.1974] viii, 110 p. illus. 19 
cm. Reprint of the 1963 ‘ed. Bibliography: 
p. 45-46. [NK2542.A3H3 1973] 74168294 
10.00 

L Adams Robert, 1728-1792. 2. Furniture, 
English. I. Title. 


WATSON, Francis John 749.24 
Bagott, 1907- 

Louis XVI furniture [by] F. J. B. Watson. 
London, Academy Editions; New York, St. 
Martin’s. Press [1973, i.e.1974} vi, 162 p. 
illus., plates. 19 cm. Bibliography: p. 95. 
S wS 1973] 714-168219 10.00 
(U.S. 

1. Furniture, French. 2. Decoration and 
ornament—Louts XVI style. I. Title. 


NEWMAN, Thelma R., 1925- 749.7 
The frame book; contemporary design with 
traditional and modern methods and 
materials [by] Thelma R. Newman, Jay 
Hartley Newman [and] Lee Scott 
Newman. New York, Crown Publishers 
[1974] 144 p. illus. 29 cm. Bibliography: p. 
132. [N8550.N48] 73-85858 5.95 

1. Picture frames and framing. L Newman, 
Jay Hartley, joint author. II. Newman, Lee 
Scott, joint author. II. Title. 


ERONARDO da Vinci, 1452- 


Claude, joint 


751.4 


Leonardo da Vinci's advice to artists. 
Edited by Emery Kelen. [Ist ed. 
Nashville, Y. Nelson [1974] p. cm. ISB 
0-8407-6377-8 Compiled from Leonardo’s 
notebooks and his Treatise on painting. 
Bibliography: p. Some of Leonardo da 
Vinci’s thoughts on anatomy, motions and 
emotions, historical compositions, 
draperies, color, and landscapes are 
presented from his notebooks. Da Vinci’s 
illustrations accompany text. [ND1475.L46 
1974] 74-5144 6.95 

J. Painting—Technique. 2. Composition 
(Art) I. Kelen, Emery, 1896- ed. II. Title. 
UI. Title: Advice to artists. 

Prepared from C.I.P. 


BROOKS, Walter, 1921- 751.4°22 
Creative ways with watercolor painting. 
Designed and edited by Walter Brooks. 
{Demonstrations by Attilio Sinagra and 
Walter Brooks] New York, Golden Press 
[1974] 32 p. illus. (part col.) 29 cm. (The 
Golden Press Art instruction series) 
[ND2420.B76] 73-88430 1.25 (pbk.). 

f. Water-color painting—-Technique. I. 
Sinagra, Attilio, illus. II. Title. 


MCCARTHY, Frank C., 1924- 759.13 
The western paintings of Frank C. 
McCarthy. Edited by Frank Storz. New 
York, Ballantine Books [1974] 1 v. (chiefly 
45 col. plates) 24 x 29 cm. ISBN 0-345- 
23844-3 [ND237.M16A57] 74-164377 
4.95 (pbk.) 

I. McCarthy, Frank C., 1924- 2. The West 
in art. I. Title. 


NEW York. Metropolitan 
Museum of Art. 

Life in America. A special loan exhibition 

of paintings held during the period of the 

New York World’s Fair, April 24 to 

October 29. New York, 1939. [New York] 
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759.13 


Arno Press, 1974. xxix, 230 p. illus. 24 cm. 
ISBN 0-405-02261-1 [ND203.N4 1974] 
70-168423 19.00 

i. Paintings, American—Exhibitions. 2. 
Portraits, American—Exhibitions. 3. 
United States in art. I. T:tle. 


RUBIN, William Stanley. 759.13 
The paintings of Gerald Murphy [by] 
William Rubin with the collaboration of 
Carolyn Lanchmer. Foreword by Archibald 
MacLeish. New York, Museum of Modern 
Art [1974] 48 p. illus. 28 cm. ISBN 0- 
87070-466-4 Catalog of an exhibition held 
in 1974 at the Museum of Modern Art, 


New York. Includes bibliographical 
references. [ND237.M895R82] 74-75076 
2.95 (pbk.) 


1. Murphy, Gerald, 1888-1964. I. Murphy, 
Gerald, 1888-1964. II. Lanchmer, Carolyn, 
joint author. II. New York (City). 
Museum of Modern Art. IV. Title. 


COGNIAT, Raymond, 1896- 759.4 
Soutine. [Translated by Eileen B. 
Hennessy] New York, Crown [1974, 
c1973] 87 p. illus. (part col.) 29 cm. ISBN 
0-517-51136-3 Bibliography: p. 83. 
[ND553.S7C6213] 73-84255 3.95 

J. Soutine, Haim, 1894-1943. 


OTERO, Roberto. 759.4 
Forever Picasso: an intimate look at his 
last years. Translated by Elaine Kerrigan. 
New York, Abrams [1974] p. cm. ISBN 
0-8109-0369-5 [ND553.P507413] 74-2304 
17.50 

1. Picasso, Pablo, 1881-1973. I. Title. 
Prepared from C.I.P. 


BAXANDALL, Michael. 759.5 
Painting and experience in fifteenth 
century Italy; a primer in the social history 
of pictorial style. London, Oxford 
University Press, [1974, c1972] 165 p. 
illus., (part. col), 20 cm. ISBN 0-19- 
881329-5 Bibliography: p. 155-161. 
{ND615.B32] 

1. Italy—History—15th century—Pictorial 
works. 2. Painting, Renaissance—Iitaly. 3. 
Painting, Italian—History. 4. Paintng— 
Psychological aspects. f. Title. 
L.C. card no. for hardcover: 73-156125. 
Distributed by Oxford University Press, 
N.Y. for 3.50 (pbk.) 


SCHNEIDER, Laurie, comp. 759.5 
Giotto in perspective. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. cm. ISBN 0- 
13-356717-6 (Artists in perspective series) 
(A Spectrum book) Eibliography: p. 
[ND623.G6837 1974] 74-8016 7.95 j 
I. Giotto di Bondone, 1266?-1337. I. Title. 
Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
13-356709-5. 


NEW York (City). 759.5°31 
Metropolitan Museum of Art. 
{talian paintings: Venetian school a 


catalogue of the collection of the 
Metropolitan Museum of Art [by] Federico 
Zeri, with the assistance of Elizabeth E. 
Gardner. [New York]; Distributed by New 
York Graphic Society, Greenwich, Conn., 
1973. 114 p. 107 plates. 25 cm. ISBN 0- 
87099-079-9 Includes bibliographical 
references. [ND621.V5N49 1973] 73-9831 
16.00 

i. Paintings. Venetian—Catalogs. 2. 
Paintings—New York (City)—Catalogs. I. 
Zeri, an WI, Gardner, Elizabeth E. 
II. Tith 

Pbk 4. 95; ISBN 0-87099-080-2. 


*KLEE, Paul, 1879-1940. 759°.9494 
Paul Klee notebooks: volume 2: The 
nature of nature. Transleted by Heinz 
Norden. New York, George Wittenborn 


AMERICAN BOOK PUBLISHING RECORD 


[1973 c1970] 454 p. illus. 23 cm. ISBN 0- 
8150-0040-5 (Documents of Modern Art 
Series, vol. 17) Originally published under 
title: Unendliche Naturgeschichte. 
[ND588] 73-8077! 37.50 

1. Klee, Paul, 1879-1940 2. Composition 
(Art) I. Spiller, Jurg, 1913- ed. II. Title. 


ARCHER, William George, 759.954 
1907- 
Indian paintings from the Punjab Hills; a 
survey and history of Pahari miniature 
painting, by W. G. Archer. Foreword by 
Sherman E. Lee. London, New York, 
Sotheby Parke Bernet, 1973. 2 v. illus. 
(part col.) 31 cm. ISBN 0-85667-002-2 


Contents.—v. 1. Text—v. 2. Plates. 
Bibliography: v. 1, p. 427-431. 
[ND1337. 13A72] 74-157913 84.00 (2 


Vols.) 

1. Miniature painting—Punjab—History. I. 
Title. 

Publisher’s address: 980 Madison Ave; 
New York, N.Y. 10021 


*ESSICK, Robert N., 
comp. 

The visionary hand; essays for the study of 

William Blake’s art and aesthetics, edited 

and with an introduction by Robert N. 

Essick. Los Angeles, Hennessey & Ingalls, 

1973. 558 p. 23 cm. ISBN 0-912158-22-0. 

Includes bibliographical references 

[ND497] 72-96392 7.95 (pbk.) 

1. Blake, William, 1757-1827. I. Title. 


MELLOR, Anne 760°.092°4 
Kostelanetz. 

Blake's human form divine, Berkeley, 

University of California Press [1974] xxiti, 

354 p. illus. 25 em. ISBN 0-520-02065-0 


760°.0924 


Includes bibliographical references. 

[PR4147.M4] 72-161995 15.00 

1. Blake, William, . 1757-1827-——Criticism 

and interpretation. I. Title. 

MURRY, John Middleton, 760’.092°4 
1889-1957. 

William Blake. [(Folcroft, Pa.] Folcroft 


Library Editions, 1974. p. Reprint of the 
1936 ed. published by J. Cape, London, 
which was issued as no. 76 of the Life and 
letters series. [PR4147.M8 1974] 74-9888 
17.50 

1. Blake, William, 1757-1827—Criticism 
and interpretation. I. Series: The Life and 
letters series (London), no. 76. 

Prepared from C.I.P. 


ERICKSON, Janet Doub. 760’.28 
Print making without a press [by] Janet 
Doub Erickson [fand] Adelaide Sproul. 
New York, Van Nostrand Reinhold Co. 
[1974, c1966] 95 p. illus. 21 cm. ISBN 0- 
442-78590-9 (A Reinhold craft paperback) 
([NE860.E7 1974] 74-166293 2.95 (pbk.). 
1. Prints—Technique. I. Sproul, Adelaide, 
joint author. IT. Title. 


RUMPEL, Heinrich, 1912- 761.2 
Wood engraving. [English version by 
Frank Jellinek] New York, Van Nostrand 
Reinhold Co. [1974, c1972] 127 p. illus. 18 
x 21 cm. ISBN 0-442- ares (Craft and 
art) Bibliography: 123-124. 
Te ee R8513 1974] 73- 8468 7.95 
. Wood-engraving. 


LOCHE, Renee. 763. 
Lithography. [English version by Julian 

Snelling and Claude Namy] New York, 

Van Nostrand Reinhold Co. [1974, c1971] 

127 p. illus. (part col.) 18 x 21 cm. ISBN 

0-442-29991-5 (Craft" and art) 

Bibliography: p. 121-122., [NE2425.L5813 

1974] 73-8466 7.95 

1. Lithography—Technique. I. Title. 


JULY 31,1974 


CAZA, Michel. 764’.8 
Silk screen printing. [English version by 
Julian Snelling and Claude Namy] New 
York, Van Nostrand Reinhold Co. [1974, 
c1973] 123 p. illus. (part col.) 18 x 21 cm. 
ISBN 0-442-29992-3 (Craft and art) 
Translation of La serigraphie. Bibliography: 
p- Ses (NE2236.C2913 1974] 73-8469 
9 

i: Serigraphy. 


SHAFER, Neil. 769.559599 
Philippine emergency and guerrilla 
currency of World War IT, by Neil Shafer, 
with special support of Maurice M. Gould. 
MA Wis., Western Pub. Co. [1974] 464 
p. illus. 24 cm. Bibliography: p. 455-456. 
[HG1267.852] 73-83702 15.00 
1. Paper money—Philippine Islands. 2. 
Money—Philippine Islands. 3. Paper 
money—Catalogs. I. Gould, Maurice M., 
joint author. IL. Title. 


SEPPA, Dale Allan. 769.559892 
Paraguayan paper money, by Dale A. 
Seppa. [Chicago, I] Obol International 
[1973, c1974] 50 p. ilus. 21 cm. 
[HG887.S46] 73-90434 10.00; 3.00 (pbk.) 
i. Paper money—Paraguay. 2. Paper 
money—Catalogs. I. Title. 

Publisher’s address: 8 South Michigan 
Avenue Chicago, Ill. 60603 


STANLEY, Willard 
Francis, 1901- 
Birds of the world on stamps, by Willard 
F. Stanley, Beverly S. Ridgely [and] 
Gustavs E. Eglajs. [Milwaukee] American 
Topical Association [1974] 101 p. illus. 23 
cm. (American Topical Association. 
Handbook no. 82) Cover title. Revision of 
the 1954 ed. by Sidney R. Esten. 
[HE6187.A635 no. 82] [HE6183.B53] 

769.564 74-165206 6.00 

L Postage-stamps—-Topics—Birds. L 
Ridgely, Beverly S., joint author. If, Eglajs, 
Gustavs E., joint author. HI. Esten, Sidney, 
R. Birds of the world on stamps. IV. Title. 
V. Series: American Topical Association. 
Topical handbook no, 82. 


SOLOMON, Bernard A., 
1946- 

The Zaddick Christ; a suite of wood 
engravings, by Bernard A. Solomon. 
Greenwood, S.C., Attic Press [c1973] [85] 
p. illus. 34 cm. ISBN 0-87921-022-2 
Includes selections from the Gospels. 
(NE1112.864A58] 73-88438 16.95 

1. Solomon, Bernard A., 1946- 2. Jesus 
Christ—Art. I. Bible. N.T. Gospels. 
English. Selections. 1973. I. Title. 


WEISBERG, Gabriel P. 769.944 
Social concern and the worker; French 
prints from 1838-1910, by Gabriel P. 
Weisberg. [Salt Lake City, Utah Museum 
of Fine Arts, c1973] 138 p. illus. 22 x 27 
cm. Catalog of the exhibition held Jan. 13- 
Feb. 17, 1974 at the Utah Museum of Fine 
Arts, Salt Lake City, Mar. 12-May 12, 
1974 at the Cleveland Museum of Art, 
Cleveland, and June 11-July 28, 1974 at 
the Indianapolis Museum of Art, 
Indianapolis. Bibliography: p. 133-138. 
[NE647,3.W44] 73-90715 

1. Prints, French—Exhibitions. 2. Labor 
and laboring classes in art. 3. Peasants in 
art. I Utah Museum of Fine Arts. IM. 
Cleveland Museum of Art. HI. Indianapolis 
Museum of Art. IV. Title. 


EBERT, Katherine. 769.973 
Old American’ prints for the collector. 
New York, Scripner [1974] p. cm. ISBN 
0-684-13635-X Bibliography: p. 
[NE505.E23] 73-19685 9.95 


769.56°08 s 


769.924 


1. Prints, American. 2. Prints—Collectors 
and collecting. I. Title. 
Prepared from C.I.P. 


HATTERSLEY, Ralph. 770.28 
Beginner’s guide to photography. [1st ed.J 
Garden City, N.Y., Doubleday, 1974. ix, 
149 p. illus. 26 cm. ISBN 0-385-02083-X 
[TR146.H36 1974] 72-84964 3.95 

1. Photography. [. Title. 


JACOBSON, R. E. 770.28 
The photoguide to home processing [by] R. 
E. Jacobson. Garden City, N.Y., Amphoto 
[c1973] 197 p. illus. 19 cm. ISBN 0-8174- 
0767-7 [TR287.J3] 73-89744 5.95 (pbk.). 

1. Photography—Processing. I. Title. 


SPITZING, Gunter. 770.28 
The photoguide to enlarging. [Translated 
by Fred Bradley] Garden City, N.Y., 
Amphoto [1974] 184 p. illus. 19 em. ISBN 
0-8174-0770-7 ”Translation from 
Vergrossern, schwarzweiss & farbig.” 
[TR475.S75613] 73-89736 5.95 

1. Photography—Enlarging. I. Title. 


GAUNT, Leonard. 770.282 
The photoguide to the 35mm single lens 
reflex. Garden City, N.Y., Amphoto 
[c1973] 234 p. illus. 19 cm. ISBN 0-8174- 
0768-5 [TR261.G38] 73-89746 5.95 

1. Single-lens reflex cameras. 2. 
Photography- Handbooks, manuals, etc. I. 

itle. 


JONES, Edgar Yoxall. 770.974 B 
Father of art photography, O. G. 
Rejlander, 1813-1875. Greenwich, Conn., 
New York Graphic Society [1973] 112 p. 
illus. 25 cm. ISBN 0-8212-0598-6 Includes 
bibliographical references. [TR140.R43J66 
1973b] 73-89945 

I. Rejlander, Oscar Gustav, 1813-1875. 2. 
Photography, Artistic. I. Rejlander, Oscar 
Gustay, 1813-1875. II. Title. 


CRAWLEY, Geoffrey. 7711.31 
Canon F-1 system. Critically reviewed by 
Geoffrey Crawley. Garden City, N.Y., 
Amphoto [1974, c1973] 87 p. ius 22 cm. 
ISBN 0-8174-0921-1 [TR263.C3C7 1974] 
73-86190 5.95 

4. Canon camera. 2. Photography— 
Handbooks, manuals, etc. I. Title. 


SMITH, Robb. 771.71 
Mamiya professional systems handbook. 
Garden City, N.Y., American 
Photographic Book Pub. Co. [1974] 256 p. 
illus. (part col.) 27 cm. ISBN 0-87140-557- 
7 [TR263.M3S55] 72-91031 15.00 

1. Mamiya camera. 2. Photography— 
Handbooks, manuals, etc. L Title. 

WOLF, John C. 771.371 
Minolta SR-T 102/101/100 guide, by John 
C. Wolf. Garden City, N.Y., Amphoto 
[1974] 127 p. illus. 21 cm. ISBN 0-8174- 
0169-5 Published in 1972 under title: 
Minolta SR-T 101/100 guide. 
[TR263.M47W64 1974] 74-166233 3.95 

1. Minolta camera, ‘2. Photography— 
Handbooks, manuals, etc. I. Title. 


ANGEL, Heather. 778.3 
Nature photography; its art and 
techniques. London, Fountain Press, 1972, 
[i.e. 1973] [16], 222, [24] p. illus. (some 
col) 26 cm. ISBN 0-85242-015-2 Includes 
bibliographies and index. [TR721.A53] 74- 
164991 

1. Nature photography. I. Title. 

Distributed by International Publications 
Service, 15.00. 


SPITZING, Gunter. 778.3°7 
The photoguide to flash. [Translated by E. 


` 
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F. Linssen} Garden City, N.Y., Amphoto 
[1974] 202 p.'illus. 19 cm. ISBN 0-8174- 
0771-5 Translation of Blitzbuch. 
[TR605.S66B] 73-89737 5.95 

1. Photography, Flash-light. I. Title. 


GLENN, George D. 778.5°3 
Super 8 handbook [by] George D. Glenn 
[and] Charles B. Scholz. [list ed.] 
Indianapolis, H. W. Sams [1974] vi, 240 p. 
illus. 22 cm. ISBN 0-672-21001-0 
Bibliography: p. 219-221. [TR850.G55] 73- 
82279 


1. Cinematography. I. Scholz, Charles B., 
joint author. IT. Title. 


COYNIK, David, 1946- 778.5°349 
Moviemaking; a worktext for Super 8 film 
production. Chicago, Loyola University 
Press [1974] p. cm. (ComEd) 
Bibliography: p. A text on movie 
production containing units in photo 
composition, equipment, planning, 
shooting, lighting, editing, sound, and 
special effects. Also includes exercises and 
projects. [PN1995.8.C6] 74-4454 3.50 
(pbk.) 

1. Amateur moving-pictures. I. Title. 
Prepared from C.I.P. 


ASH, Rene L. 7178.535 
The motion picture film editor, by Rene L. 
Ash. Metuchen, N.J., Scarecrow Press, 
1974. p. cm. ISBN  0-8108-0718-1 
(TR899.A83] 74-4072 5.00 (Lib. bdg.) 

1. Moving-pictures—Editing. I. Title. 
Prepared from C.I.P. 


*CRAIG, Walt. 7178.6 
Concepts in color photography: color 
temperature and filters. Columbus, Ohio, 
[Grid] [1973] iv, 51 p. 22 cm. ISBN 0- 
88244-050-0 [TR510] 3.45 (pbk.) 

1. Color photography. I. Title. 


SPITZING, Gunter. 778.8 
The photoguide to effects and tricks. 
[Translated by Fred Bradley] Garden City, 
N.Y., Amphoto [1974] 174 p. illus. (part 
col) 19 cm. ISBN 0-8174-0769-3 
Translation of Das verruckte Fotobuch. 
[TR148.86513] 73-89735 5.95 

1. Photography, Trick. 2. Photography— 
Special effects. T. Title. 


SPITZING, Gunter. 778.92 
The photoguide to portraits. [Translated by 
Frank Dash] Garden City, N.Y., Amphoto 
[1974] 179 p. illus. (part col.) 19 cm. ISBN 
0-8174-0772-3 Translation 
Portratfotos—gewusst wie. [TR575. $6613] 
73-89745 5.95 

1. Photography—Portratts. I. Title. 


WARHAM, John. 778.932 
The technique of bird photography. {3d ed. 
rev.] Garden City, N.Y., Amphoto [1973] 
218 p. illus. 23 cm. ISBN 0-8174-0684-0 
First published in 1956 under title: The 
technique of photographing birds. 
[TR729.B5W37 1973b] 73-84538 12.95 

1. Photography of birds. I. Title. If. Title: 
Bird photography. 


FOSTON: Museum of Fine 779.0922 
Arts. 
Private realities: recent American 


photography [by] Emmet Gowin [and 
others} Boston [1974] [96] p. 40 illus. 31 
cm. ISBN 0-87846-077-2 Catalog of an 
exhibition. [TR646.U6B672 1974] 73- 
90126 

1. Photography, Artistic—Exhibitions. L 
Gowin, Emmet, 1941- II. Title. 

Publisher’s address: 465 Huntington Ave., 
Boston, Mass. 02115 
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SZARKOWSKI, John. 779° .092’2 
New Japanese photography, edited by 
John Szarkowski and Shoji Yamagishi. 
New York, Museum of Modern Art; 
distributed by New York Graphic Society, 
Greenwich, Conn. [1974] 111 p. chiefly 
illus. 27 cm. ISBN 0-87070-503-2 Introd. 
in, English and Japanese. Based on an 
exhibition held at Museum of Modern Art, 
Bee York. [TR646.U6N488] 73-91048 


1. Photography, Artistic—Exhibitions. 2. 
Photographers, Japanese. I. Yamagishi, 
Shoji, joint author. If. New York. Museum 
of Modern Art. II. Title. 

Pbk. 5.95, ISBN 0-87070-502-4 


BRUCE, David, 1939- 
comp. 
Sun pictures; the Hill-Adamson calotypes. 
Greenwich, Conn., New York Graphic 
Society (1974, c1973] 247 p. illus. 30 cm. 
ISBN 0-8212-0588-9 Bibliography: p. 243. 
[TR651.B78 1974] 73-87361 17.50 
i. Hill, David Octavius, 1802-1870. 2. 
Adamson, Robert, 1821-1848. F 
Photography, Artistic. 4. Calotype. I. Hill, 
David Octavius, 1802-1870. II. Adamson, 
Robert, 1821-1848. III. Title. 


HIGGINS, 779.9°91730696073 
Chester. 
Drums of life; a photographic essay on the 
Black man in America. Photos. by Chester 
Higgins, Jr. Text by Orde Coombs. [lst 
ed.] Garden City, N.Y., Anchor Press, 
1974. 131 p. illus. 28 cm. ISBN 0-385- 
07134-5 [E185.H53] 73-11728 5.95 (pbk.). 
CER IRE lero el works. I. Coombs, 
rde. 


779.20922 


Music 780-789 


THOMSON, Virgil, 1896- 780.023 
The state of music. Westport, Conn., 
Greenwood Press [1974] p. ISBN 0-8371- 
7258-6 Reprint of the 1939 ed. published 
oy ` Morrow, New York. 
[ML3795.T46S8 1974] 73-17658 12.00 

1. Music as a profession. I. Title. 

Prepared from C.I.P. 


APICELLA, Anthony J. 780°.15 
Simplicity in music appreciation. 2d ed. By 
Anthony J. Apicella, Attilio J. Giampa 
[and] Margarita B. Apicella. West Nyack, 
N.Y., Parker Pub. Co. [1974] p. cm. ISBN 
0-13-810150-7 Includes discographies. 
(MT6.A65S5 1974] 74-3295 9.95 

d. Music—Analysis, appreciation. I. 
Giampa, Attilio J, joint author. TI. 
Apicella, Margarita B., joint author. HI 
Title. 

Prepared from C.I.P. 


HOFFER, Charles R. 780.15 
A concise introduction to music listening 
[by], Charles R. Hoffer. Belmont, Calif., 
Wadsworth Pub. Co. [c1974]. xii, 306 p. 
illus. and phonodiscs (2 s. 6 in. 33 1/3 
rpm.) 26 cm. ISBN 0-534-00343-5 
(Wadsworth music series) [MT6.H565C6] 
73-89879 i 

1. Music--Analysis, appreciation. I. Title. 


ee” Roger D., 
16- 

The complete encyclopedia of popular 
music and jazz, 1900-1950. New Rochelle, 
N.Y., Arlington House [1974] p. cm. 
ISBN 0-87000-229-5 Includes 
discographies, [ML102.P66K55] 74-7109 


1. Music, Popular (Songs, etc.}— 
Dictionaries. 2. Jazz music—Dictionaries. 


780.420973 
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3. Musicians, Americen—Biography. 4. 
Jazz musicians—Biography. [. Title. 
Prepared from C.I.P. 


STRUNK William Oliver, 780.8 
Essays on music in the Western World, by 
Oliver Strunk. [Ist ed. New York] W. W. 
Norton [1974] p. ISBN 0-393-02178-5 
”The majority of the essays in this volume 
were written between the late 1920s ... and 
1950.” Includes bibliographical references. 
([ML60.S862E8] 74-5414 8.95 

Z „usie ee essays, lectures. I. 

tte. 


Prepared from C.I.P. Contents omitted. 


WELLESZ, Egon, 1885- 780°.9 s 
The age of enlightenment, 1745-1790; 
edited by Egon Wellesz and Frederick 
Sternfeld. London, New York, Oxford 
University Press, 1973. xx, 724 p. illus. 26 
em. ISBN 9-19-316307-1 (New Oxford 
history of music, v. 7) Bibliography: p. 
[637]-691. [ML160.N44 vol. 7] [ML195] 
780.9033 74-164312 27.50 

1. Sternfeld, Frederick William, 1914- joint 
author. 2. Music—History and criticism— 
z 8th century. 3. Enlightenment. I Title. II. 
eries. 


FISHER, Renee B. 780’.92’2 B 
Heroes of music, by Renee Fisher. New 
York, Fleet Press Corp. [c1974] 157 p. 
ports. 24 cm. (Heroes series) Bibliography: 
p. 151-152. Brief biographies of composers 
from Monteverdi, and Bach to Ives and 
Gershwin. [ML390.F54] 79-161375 5.95 

1. Composers—Biography. I. Title. 


BERS Hector, 1803- 
Hector Berlioz: a selection from his letters; 
selected, edited,, and translated by 
Humphrey Seale. New York, Vienna 
House, 1973 224 p. illus., 21 cm. ISBN 0- 
8443-0114-0 Bibliography: p. [217]-218. 
[ML410.B5A517] 73-8755 2.95 (pbk.) 

L Musicians—Correspondence, 
reminiscences, etc. I. Seale, Humphrey, ed. 
and tr. II. Title. 


780.924 


MUSIC yearbook 1973-4. 780°.942 
[New York, St. Martin’s, 1974] v. 21 cm. 
”A survey and directory with statistics and 
reference articles.” [ML21.1489483] 15.00 
1. Music—Almanacs, yearbooks, ete. 2. 
Musiec—Great  Britain—Directories. I. 
Jacobs, Arthur, ed. 

L.C. card number for 1972-3 ed.: 72- 
626963. 


NKETIA, J. H. Kwabena. 780.96 
The music- of Africa [by] Joseph H. 
Kwabena Nketid. [Ist ed.] New York, W. 
W. Norton [1974] p. cm. ISBN, 0-292- 
02177-7 "Selected discography”: p. 
[ML350.N595M9] 74-4178 10.00 

i. Music, African—History and criticism. 
2. Musie—Africa—RHistory and criticism. I. 
Title. 

Prepared from C.I.P. 


me Alvin Derald, 1913- 781 
Making music; an introduction to theory. 
New York, Harcourt Brace Jovanovich 
[1974] viii, 216 p. music. 24 cm. ISBN 0- 
15-554635-X [MT40.E885M3] 73-8589 

F Musie Theory, 2. Composition (Music) 
» Litle. 


AMERICAN BOOK PUBLISHING RECORD 
WOOD, Alexander, 1879- 78P.1 
1950. ; 
The physics of music; rev. by J. M. 
Bowsher. 7th ed. New York, Halstead 
Press [1974] p. cm. ISBN 0-470-95978-9 
Bibliography: p. [ML3805.W665 1974] 74- 

4025 6.50 (pbk.). 

1. Music—Acoustics 
Bowsher, J. M. IT. Title. 
Prepared from C.LP. 


and physics. I. 


REGENER, Eric. 781.22 
Pitch notation and equal temperament: a 
formal study. Berkeley, University of 
California Press, 1973. x, 229 p. illus. 24 
cm. ISBN 0-520-09453-0 (University of 
California publications: occasional papers, 
no. 6: music) Bibliography: p. 180-183. 
[ML3809.R353P6] 72-82223 7.50 (pbk.) 

1. Musical temperament. 2. Musical pitch. 
I. Title. If. Series: California. University. 
University of California publications. 
Occasional papers, no. 6: music. 


JACKSON, Bruce, ed. 781.7 
Folklore & society; essays in honor of 
Benj. A. Botkin. Norwood, Pa., Norwood 
Editions, 1974 [cl1966] p. ISBN 0-88305- 
300-4. Includes unacc. melodies. Reprint of 
the ed. published by Folklore Associates, 
Hatboro, Pa. Includes bibliographical 
references. [GR70.J3 1974] 74-5355 15.00 
(lib. bdg.) 

1. Botkin, Benjamin Albert, 1901- 2. Folk- 
lore—Addresses, essays, lectures. 3. Folk 
music-——Addresses, essays, lectures. I. 
Botkin, Benjamin Albert, 1901- I. Title. 
Prepared from C.I.P. Contents omitted. 


BESMER, Fremont E. 781.76695 
Kidan daran salla: music for the eve of the 
Muslim festivals of Id al-fitr and Id al- 
kabir in Kano, Nigeria, by Fremont E. 
Besmer. Bloomington, African Studies 
Program, Indiana University, 1974. 84 p. 
illus. 23 cm. [ML350.B48] 74-164366 

1. Music—Kano, Nigeria (State) 2. Music, 
Islamic—History and criticism. l. Title. 


oe Maud (Cuney) 1874- 781.7°73 
Negro musicians and their music; by Maud 
Cuney-Hare. New York, Da Capo Press, 
1974. p. cm. ISBN 0-306-70652-0 (Da 
Capo Press music reprint series) Reprint of 
the Ist ed. published in 1936 by 
Associated Publishers, Washington, D.C. 
Bibliography: p. [ML3556.H3N4 1974] 74- 
4108 22.50 


I. Negro musicians. 2, Music—Negroes. 3. 
Negro music—History and criticism. 4. 
Music, African. I. Title. 

Prepared from C.I.P. 


EATON, Quaintance 782.07 
Opera production II; a handbook With 
production problems in Handel’s operas by 
Randolph Mickelson Minneapolis, 
University of Minnesota (1974, c1961] 347 
P. 24 om BN 0-8166-0689-7 
[MT955.E25] 61-16843 12.50 (pbk.) 

I. Opera—Production and direction. 2. 
Operas—Stories, plots, ete. I Title. 


MOORE, Frank Ledlie. 782.1°03 
Crowell’s handbook of world opera. Introd. 
5y Darius Milhaud. Westport, Conn., 


JULY 31,1974 


Greenwood Press [1974] p. ISBN 0-8371- 
6822-8 Reprint of the 1961 ed. published 
by Crowell, New York, in, series: A 
Crowell reference book. “Recordings of 
complete operas”: p. [ML102.06M6 1974] 
73-3025 27.50 

i. Opera—Dictionaries. 2. Operas-—Stories, 
plots, etc. 3. Operas—Discography. I. Title. 
Prepared from C.LP. 


JACKSON, Stanley, 
Monsieur Butterfly; the story of Giacomo 
Puccini. New York, Stein and Day [1974] 
x, 267 p. illus. 25 cm. ISBN 0-8128-1651- 
X Bibliography: p. 263-264. [ML410.P89J2 
1974b] 73-90692 10.00 

1. Puccini, Giacomo, 1858-1924, I. Title. 


NEWMAN, Ernest, 1868- 782.1°092'4 
1959. 

A study of Wagner. New York, Vienna 
House [1974] xx, 401 p. music. 21 cm. 
ISBN 0-8443-0065-9 Reprint of the 1899 
ed. published by B. Dobell, London. 
Includes bibliographical references. 
ey .WI3NS 1974] 74-75337 4.95 

bk 
I. Wagner, Richard, 1813-1883. I. Title. 


RUBSAMEN, Walter 782.871°208 s 
Howard, 1911-1973, comp. 

Scottish ballad operas III: Farce and satire. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-0925-8 (The Ballad opera, v. 
26) Facsims. Contents.—Drury, R. The 
devil of a duke; or, Trapolin’s vagaries; a 
farcical ballad opera. 1733.—Thomson, A. 
The disappointed gallant; or, Buckram in 
armour; a new ballad opera. 1738.— 
MacLaurin, J. The philosopher’s opera. 
[1757]—-Stuart, C. Gretna Green; a comic 
opera. [1783]—Songs, airs, etc., in the 
musical farce called Gretna Green. 2d ed. 
1784: [ML48.B18 vol. 26] 782.8°1’208 74- 
4 

1. Ballad operas—To 1800—Librettos. I. 
Title. II. Series. 

Prepared from C.I.P. Available only in a 
set of 28 vol., 700.00. 


SHAW, Arnold. 784 
The rockin’ ’50s; {the decade that 
transformed the pop music scene. New 
York, Hawthorn Books [c1974] xv, 296 p. 
illus. 25 cm. Discography: p. 282-288. 
[ML3561.R62S52] 73-332 8.95 

1. Rock music—United States—History 
and criticism. I. Title. 


PLEASANTS, Henry. 784’.092’2 B 
The great American popular singers. New 
York, Simon and Schuster [1974] 384 p. 
ports. 24 cm. ISBN 0-671-21681-3 
PML400. P647] 73-16878 9.95 
i. Singers, American—Biography. 2. 
Music, Popular (Songs, etc,)—United 
States-—History and criticism. I. Title. 


KNIGHT, Curtis. 784.0924 B 
Jimi. New York, Praeger, 1974. p. cm. 
ISBN 0-275-19880-0 [ML410.H476K6] 73- 
9394 7.95 

1. Hendrix, Jimi. I. Title. 

Prepared from C.LP. 


*MCCURRY, John G. 784.4°973 
The social harp, by John G. McCurry. 
Edited by Daniel W. Patterson and John 
F. Gorst. Athens, University of Georgia 
Press, 1973. 268 p. 15 cm. ISBN 0-8203- 
0296-1 This is a facsimile reprint of the 
1855 ed. [M1629] 72-78046 9.00 

1. Folk-songs, American. I. Title. 


MCINTOSH, David 
Seneff, 1897+ comp. 
Folk songs and singing games of the 


782.1’092"4 B 


784.4°9773 


Illinois Ozarks [by] David S. Mcintosh. 
Edited by Dale Whiteside. Illustrations by 
Greg Trafidlo. Carbondale, Southern 
Iiinois University Press [1974] p. ISBN 0- 
8093-0585-2 Bibliography: p. 
[M1629.M1515F6] 72-75329 8.95 

1. Folk-songs, | American—lIllinois. 2. 
Singing games, American. I. Title. 
Prepared from C.I.P. 


AMERICAN war songs. 784.71973 
Published under supervision of National 
Committee for the Preservation of Existing 
Records of the National Society of the 
Colonial Dames of America. Philadelphia, 
1925. Detroit, Gale Research Co., 1974. 
xxvii, 202 p. illus. 22 cm. Without the 
music. [M1628.A6W4 1974] 73-19660 

1. War-songs, American. I. National 
Society of the Colonial Dames of America. 


*CARUSO, Enrico. 784.9 
How to sing. (Brooklyn, N.Y., Opera Box, 
1973] 61 p. illus., 21 cm. ISBN 0-913670- 
01-4 [MT835] 73-76972 5.00. 

1. Singing—-Methods. I. Title. 

Publisher’s address: 1801 East 26th St., 
Brooklyn, N.Y. 11229 


GALL, Herbert J. 785.0671 
Perfecting the marching band: techniques 
and procedures for marching musical units 
of all sizes. Edited by George S. Howard. 
New York, Abelard-Schuman [1974] p. 
cm. ISBN 0-200-04002-2 [MT1T733.4.G3] 
72-9548 15.00 

1. Marching bands. I. Title. 

Prepared from C.I.P. 


NEWMAN, William S. 786.3°04'1 
The pianist’s problems; a modern approach 
to efficient practice and musicianly 
performance. 3d expanded ed. With a pref. 
by Arthur Loesser; illustrated by John V. 
Allcott. New York, Harper & Row [1974] 
p. cm. ISBN 0-06-013181-0 Bibliography: 
p. [MT220.N5 1974] 73-14275 7.95 

1. Piano-—Practicing. I. Title. 

Prepared from C.I.P. 


KENNESON, Claude. 787.30712 
A cellist’s guide to the new approach. With 
a foreword by Kato Havas. [Ist ed.] New 
York, Exposition Press [1974] 95 p. illus. 
21 cm. ISBN 0-682-47819-9 (An 
Exposition-university book) Bibliography: 
p. 94-95. [MT300.K45] 73-86546 4.50 

1. Violoncello—Instruction and study. I. 
Title. 


BENFIELD, Warren. 787'.41°0712 
The art of double bass playing, [by] 
Warren A. Benfield [and] James Seay 
Dean, Jr. Evanston, IL, Summy-Birchard 
Co. [1973] 36 p. illus. 28 cm. ISBN 0- 
87487-081-X [MT320.B45] 73-15788 4.95 
(pbk.) , 

1. Double bass—Instruction and study. T. 
pean, James Seay, 1938- joint author. IL 
tie. 


BAXTER, Robert E. 787°.61°071 
Baxter's guitar workshop [by Bob Baxter] 
New York, Amsco Music Pub. Co., c1974. 
146 p. illus. 28 cm. ISBN 0-8256-2608-0 
Based on the television program of the 
same name. Includes songs (unacc, 
melodies with chord symbols) and guitar 
music in conventional notation and 
tablature. [MT580.B393B4] 73-92394 3.95 
1. Guitar—ZInstruction and study. 2. Music, 
Pópular (Songs, etc.)—United States. I 
rtie. 


HOWELL, Thomas. 788.51 
The avant-garde flute; a handbook for 
composers and flutists. Berkeley, 
University of California Press, 1974. ix, 
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290 p. and phonodisc (2 s. 7*in.°33 1/3 
rpm.) in pocket. 28 cm. ISBN 0-520- 
02305-6 (The New instrumentation, v. 2) 
Bibliography: p. 37-38. [ML935.H795A9] 
72-85532 10.95 

1. Flute. I. Title. II. Series. 


COCKETT, Mary. 789.5 
Bells in our lives; drawings by Janet 
Duchesne. Newton Abbot, David & 
Charles, 1973. 80 p. ilius. 22 cm. ISBN 0- 
7153-6229-1 [CC207.C6] 74-160353 

1. Bells—Juvenile literature. I. Title. 

Dist. by David & Charles, Vermont, 4.95. 


DOUGLAS, Alan Lockhart 
Monteith, 1899- 

Electronic music production [by] Alan 
Douglas. [1st ed.] Blue Ridge Summit, Pa., 
G/L Tab Books [1974, c1973] 148 p. illus. 
23 cm. ISBN 0-8306-4718-X Bibliography: 
p. [143]-144. [ML1092.D59 1974] 74- 
75216 7.95 

1. Musical instruments,’ Electronic. 2. 
Electronic music—RHistory and criticism. I. 
Title. 


789.9 


Sports 790-799 


OLSEN, James T. 790.2’092’4 B 
Bill Cosby: look back in laughter, by James 
T. Olsen. Illustrated by Harold Henriksen. 
Mankato, Minn., Creative Education 
[1974] p. cm. ISBN 0-87191-356-9 
(Personal close-ups) A biography of the 
black comedian famous for anecdotes 
about his childhood. [PN2287.C63204] 
74-6454 4.95 (lib. bdg.) 

i. Cosby, William H.—Juvenile literature. 
I. Henriksen, Harold, illus. I. Title. 
Prepared from C.I.P. 


ROGERS, Will, 1879- 
1935. 

The writings of Will Rogers. Stillwater, 
Oklahoma pute University Press, 1973- v. 
illus. cm, (PN6161.R6644] 
[PN6231. Ma] 73-163424 

1. American wit and humor. I. Title. 


WILLIAMS, Emlyn, 
1905- 

Emlyn, an early autobiography, 1927-1933. 

New York, Viking Press [1974, c1973] viii, 

424 p. 22 cm. ISBN 0- 510a 8 A. 

sequel to his Georg an earl 

autobiography. [PR6045. 1537498 1974] 73- 

19324 10.00 

1. Williams, Emlyn, 1905-—Biography. I. 

Title. 


791.0924 


791'.092’4 B 


*ENEVIG, Anders. 791.3 
Lets start a circus. New York, Van 
Nostrand Reinhold Co. [1973] 93 p. illus. 


23 cm. ISBN 0-442-29975-3 (A Van 
Nostrand Reinhold book) Originally 
published in Danish has title: Vi Leger 


Cirkus. [[GV1838]] 72-9722 4.95 
I. Circus—Juvenile literature. I. Title. 


JINKS, William. 791.43 
The celluloid literature: film in the 
humanities. 2d ed. Beverly Hills [Calif.] 
Glencoe Press [1974] xiv, 220 p. illus. 24 
em. Bibliography: p. 202-211. [PN1994.J5 
1974] 73-7361 3.95 (pbk.) 

i. Moving-pictures. 2. Moving-pictures and 
literature. I. Title. 


METZ, Christian. 791.4301 
Film language; a semiotics of the cinema. 
Translated by Michael Taylor. New York, 
Oxford University Press, 1974. xiv, 268 p. 
22 cm. Translation of Essais sur la 
signification au cinema. Includes 


105 
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bibliographical references. 
[PN1995.M4513] 73-90363 10.95 


1. Moving-pictures—Addresses, essays, 
lectures. I. Title. 
TUDOR, Andrew, 1942- 791.43°01 


Theories of film. New York, Viking Press - 


[1974, c1973] 168 p. illus. 20 cm. ISBN 0- 
670-69811-3 (Cinema one, 23) 
Bibliography: p. 165-168. [PN 1995.T78 
1974] 73-8380 6.95 

i. Moving-pictures. I. Title. 

Pbk., 3.25, ISBN 0-670-01965-89 


HALLIWELL, Leslie, 791.43'02°07 
comp. 
The filmgoer’s book of quotes. New 


Rochelle, N.Y., Arlington House [1974, 
cl973] p. cm. ISBN  0-87000-285-6 
[PN1994.9.H3 1974] 72-6224 6.95 

1. Moving-pictures—Anecdotes, facetiae, 
satire, etc. 2, Moving-pictures—Quotations, 
maxims, etc. 3. Moving-pictures— 
Miscellanea. I. Title. 

Prepared from C.I.P. 


ALLEN, Don. 791.43°0233°0924 
Francois Truffaut. New York, Viking Press 
[1974] 176 p. illus. 20 cm. ISBN 0-670- 
32707-7 (Cinema one, 24) Filmography: p. 
163-176. [PN1998.A3T728] 73-14080 6.95 
1. Truffaut, Francois. 


FRISCHAUER, 
Willi, 1906- 
Behind the scenes of Otto Preminger; an 
unauthorized biography. New York, 
Morrow, 1974 [c1973] 278 p. illus. 21 cm. 
ISBN 0-688-00262-5 ”The plays and films 
of Otto Preminger”: . [249]-268. 
([PN1998.A3P674 1974] 73-22614 7.95 

1. Preminger, Otto. I. Title. 


791.43'0233'0924 B 


791.43°0233'0924 B 


LEROY, Mervyn, 
1900- 

Mervyn Le Roy: take one, by Mervyn 
LeRoy, as told to Dick Kleiner. Foreword 
by Jack L. Warner. New York, Hawthorn 
Books [1974] xii, 244 p. illus. 24 cm. 
[PN1998.A3L478 1974] 73-370 10.00 

i. LeRoy, Mervyn, 1900- I. Kleiner, Dick, 
1921- II. Title. 


MINNELLI, 
Vincente. 
f remember it well [by] Vincente Minnelli 
with Hector Arce. Foreword by Alan Jay 
Lerner. [Ist ed.] Garden City, N.Y., 
Doubleday, 1974. p. ISBN 0-385-09522-8 

[PN1998.A3M467 1974] 73-14052 10.95 
1. Minnelli, Vincente. I. Arce, Hector. I. 
Title. 

Prepared from C.I.P. 


NOWELL-SMITH, 
Geoffrey. 

Luchino Visconti. New York, Viking Press 

[1973,i.e. 1974] 220 p. illus. 20 cm. ISBN 

0-670-44426-X Sera one, 3) 

Filmography: 207-220. 

[PN1998. "”A3V5855 1973] 73-17729 6.95 

1. Visconti, Luchino, 1906- 

Pbk. 3.95; ISBN 0-670-01979-8. 


791.43'0233°0924 B 


791.43'0233'0924 


Ere: Gene 791.43'0233'0922 
The movie makers: artists in an industry 
[by] Gene D. Phillips. Chicago, Nelson- 
Hall Co. [1973] xv, 249 p. illus. 21 x 27 
em. ISBN 0-911012-43-5 Bibliography: p. 
241-244. [PN1998.A2P48] 73-75524 15.00 
L. Mořing-picture producers and 
directors—United States. 2. Moving-picture 
producėrs and directors—Great Britain. I. 
ttle. 
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tc ada Peter, 791.43°028'0924 B 
Clint Eastwood: movin’ on. Chicago, H 
Regnery Co. [1974] p. cm. ISBN 0-8092- 
9014-6 ”Filmography”™: p- 
[PN2287.E37D6] 73-20675 7.95 

1. Eastwood,‘Clint, 1930- 

Prepared from C.I.P. 


ARMES, Roy. 7191.430904 
Film and reality; an historical survey. 
Harmondsworth, Penguin, 1974. 3-254 p. 
18 cm. ISBN 0-14-021701-0 (Pelican 
books) Includes index. Bibliography: p. 
[229]-244. [PN1993.5.A1A74] 74-166369 

1. Moving-pictures—History. I. Title. 
Distributed by Penguin. Baltimore; 1.95 


(pbk.). 


KNIGHT, Arthur. 791.43'0909°353 
Playboy’s sex in cinema 4. [lst ed. 
Chicago] Playboy Press [1974] 144 p. illus. 
18 cm. [PN1995.9.S45K64] 74-163641 
1.75 (pbk.) 

1. Sex in moving-pictures. I Playboy. II. 
Title. 


LOW, Rachael. 791.43'092’4 
The history of the Britisk film, by Rachael 
Low and Roger Manvell. [New York] 
Distributed in the United States by Bowker 
{1973- v. illus. 25 cm. Vol. by R. Low. 
Vol. 1: Based upon research of the History 
Committee of the Britisa Film Institute. 
Vol. 3: Published under the joint auspices 
of the British Film Instituce and the British 
Film Academy. Contents.—[1] 1896-1906. 
—{[3] 1914-1918. Includes bibliographies. 
[PN1993.5.G7L6 1973] 74-162852 11.50 
1. Moving-pictutes-—Great Britain. I. 
Manvell, Roger, 1909- joint author. II. 
Title. III. Title: The British film. 

Volume two, 13.50; volume three, 14.75. 


FELL, John L., 1927- 791.43°0973 
Film and the narrative tradition, by John 
L. Fell. [lst ed.] Norman, University of 
Oklahoma Press [1974, cl1973] p. cm. 
ISBN 0-8061-1127-5 Eibliography: p. 
[PN1993.5.U6F4 1974] 73-7428 9.95 


L Moving-pictures—United  States— 
History. I. Title. 

Prepared from C.I.P. 

FRENCH, Philip. 791.437 


Westerns: aspects of a movie genre. New 
York, Viking Press [1974, c1973] 176 p. 
illus. 20 cm. ISBN 0-670-75727-6 (Cinema 
one, 25) Filmography and bibliography: p. 
198-176 [PN1995.9.W4F7 1974] 73-8480 
9 

1. Western films—RHistory and criticism. I. 
Title. 


SONTAG, Susan, 1933- -791.437 

Brother Carl; a filmscript. New York, 

igo Straus and Giroux [1974, ¢c1973] 
cm, ISBN 0-374-11700-4 

fPN1997. B764S6 1974] 72-32949 7.95 

I. Brother Carl. [Motion picture] 

Prepared from C.I.P. Pbk. 2.95 

BAIN, Donald, 791.44°092’4 B 

1935- 

Nebel; the biography of Long John 

Nebel—salesman, king of talk radio, and 

magnificent charlatan. New York, 

Macmillan, 1974. p. cm ISBN 0-02- 

505950-5 [HF5438.B223] 74-1077 7.95 

1. Nebel, Long John. 

Prepared from C.I.P. 


HALL, Monty. 791.45'092’4 B 
Emcee Monty Hall [by] Monty Hall and 
Bill Libby. New York, Grosset & Dunlap 
[c1973] 279 p. illus. 22 cm. ISBN 0-448- 
eo -X [PN1992.4.H35A32] 72-79970 


AMERICAN BOOK PUBLISHING RECORD 


i. Hall, Monty. I. Libby, Bill, joint author. 
H. Title. 


KAYE, Evelyn, 1937- 791.45°5 
The family guide to children’s television: 
what to watch, what to miss, what to 
change, and how to do it. With illus. by 
Edward Frascino. [Ist ed.] New York, 
Pantheon Books [1974] p. cm. ISBN 0- 
394-49157-2. "Under the guidance of 
Action for Children's Television with the 
cooperation of the American Academy of 
Pediatrics.” Bibliography: p. 
[HQ784.T4K38] 73-18726 8.95 

I. Television and children. 2. Television 
programs—United States. I Action for 
Children’s Television. Il. ' American 
Academy of Pediatrics. HI. Title. 

Prepared from C.I.P. Pbk. 1.95, ISBN 0- 
394-70637-4 


sept Adolphe Clarence, 
1 


791.53 


The puppet theatre of Japan, by A. C. 

Scott. Rutland, Vt, C. E. Tuttle [1973, 

c1963] 163 p. illus., 19 cm. ISBN 0-8048- 

1116-4 (Tut books ed.) [PN1978.J3S3] 63- 

21179 3.50 (pbk.) 

A Loe and puppet-plays—Japan. I. 
itle. 


DOBREE, Bonamy, 1891- 792 
Timotheus; or, The future of the theatre. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974 [c1925] p. cm. Reprint of the ed. 
published by Dutton, New York, in series: 
Today and tomorrow series. [PN2093.D6 
1974] 74-8981 7.50 (lib. bdg.) 

1. Theater-—Miscellanea. I. Title. II. Title: 
The future of the theatre. III. Series: 
Today and tomorrow series. 

Prepared from C.I.P. 


COUNSELL, John. 792’.0233 

Play direction; a practical viewpoint. New 

York, St. Martin’s Press [1974, c1973] 141 

p. illus. 23 cm. Bibliography: p. 131. 

[PN2053.C65 1974] 73-86657 5.95 

i ad a and direction. I. 
Ytle. 


MOORE, Sonia. 792’.028 
The 'Stanislavski system; the professional 
training of an actor. Digested from the 
teachings of Konstantin S. Stanislavski. 
New rev. ed. New York, Viking Press 
[1974] xxi, 106 p. 21 cm. ISBN 0-670- 
66694-7 "Originally published as The 
Stanislavski method.” [PN2065.M6 1974] 
73-13290 5.95 

1. Stanislavsky method. I. Title. 

Pbk., 2.25, ISBN 0-670-00410-3. 


LE GALLIENNE, 792’.028°0924 B 
Eva, 1899- 

With a quiet heart; an autobiography. 

Westport, Conn., Greenwood Press [1974, 

c1953] p. ISBN 0-8371-7470-8 Reprint of 

the ed. published by Viking Press, New 

York: [PN2287.L3A35 1974] 74-3745 

15.0 

1. Le Gallienne, Eva, 1899- 2. Actresses-— 

Correspondence, reminiscences, ete. 

Title. 

Prepared from C.I.P. 


ELSOM, John. 792.0909353 
Erotic theatre. Introd. by John Trevelyan. 
New York, Taplinger [1974, c1973] xv, 
269 p. illus. 23 cm. ISBN 0-8008-2465-2 
[PN2049.E5 1974] 73-15277 10.00 

I. Sex in the theater. L Title. 


HAYMAN, Ronald, 1932- 792.0922 
Playback. New York, Horizon Press [1974] 
2. cm. ISBN 0- 8180-0506- 8 [PN2189.H3 
1973b] 74-4373 6.95 ; 

4. Theater. I. Title. 


JULY 31,1974 
Prepared from C.I.P. 


SMITH, Dane Farnsworth, 
1895- 

The critics in the audience of the London 
theatres from Buckingham to Sheridan; a 
study of neoclassicism in the playhouse, 
1671-1779. [Norwood, Pa] Norwood 
Editions, 1974. p. cm. Reprint of the 1953 
ed. published by the University of New 
Mexico Press, Albuquerque, which was 
issued as no. 12 of the University of New 
Mexico publications in language and 
literature. Includes bibliographical 
references. [PN2592.865 1974] 74-10513 
20.00 

1. Theater—England—History. 2. English 
drama—Restoration, _1660-1700-—History 
and criticism. 3. English drama—18th 
century—History and criticism. I. Title. I. 
Series: New Mexico. University. University 
of New Mexico publications in language 
and literature, no. 12. 

Prepared from C.I.P. 


792.0942 


SCHLEGEL, August William 792.1 
von, 1767-1845. 
Course of lectures on dramatic art and 
literature, by Augustus William Schlegel. 
Translated by John Black. Rev., according 
to the last German ed., by A. J. W. 
Morrison. New York, AMS Press, 1973, 
[i.e. 1974] viii, 535 p. 19 cm. ISBN 0-404- 
05605-9 Translation of Ueber die 
dramatische Kunst und Litteratur. Reprint 
of the 1846 ed. published by H. G. Bohn, 
rondon. [PN1664.S35 1973] 74-164395 
.00 
1. Drama—History and criticism. 2. 
Drama—Technique. I. Morrison, 
Alexander James William, 1806-1865, ed. 
U. Title. 


MANDER, Raymond. 792.30942 
Pantomime; a story in pictures [by] 
Raymond Mander & Joe Mitchenson. 
Foreword by Danny La Rue. New York, 
Taplinger Pub. Co. [c1973] 56 p., [112] p. 
of illus. 26 cm. ISBN 0-8008-6233-3 ”The 
story of pantomime”, by G. B. Shaw, p. 1- 
47. [PN1985.M25 1973] 73-6176 14.95 

I. Pantomime——Great Britain—Pictorial 
works. I. Mitchenson, Joe, joint author. I. 
Shaw, George Bernard, 1856-1950. The 
story of pantomime. 1973. IIL Title. 


COHEN, Selma Jeanne, 
1920- comp. 

Dance as a theatre art; source readings in 
dance history from 1581 to the present. 
New York, Dodd, Mead, 1974. viii, 224 p. 
illus. 23 cm. ISBN 0-396-06894-4 
Bibliography: p. [217]-224. [GV1781.C63}] 
73-15380 4.95 (pbk.) 

I. Dancing—History—Sources. I. Title. 


793.3209 


INTERNATIONAL Dance 
Teachers’ Association. 

Ballroom dancing for beginners and bronze 
medallists. 5th ed. Brighton [Eng 1973] 40 
p. 19 cm. Stamped on t.p.: Distributed by 
Sportshelf, New Rochelle, N.Y. Previous 
ed. published under title: Ballroom dancing 
to bronze medal standard. [GV1751.157 
1973] 74-164325 2.00 (pbk.) 

1, Ballroom dancing. I. Title. 


LAVELLE, Doris. 793.33 
Latin and American dances. [London] 
Pitman [1973 cl1972] 194 p. photos 19 cm. 
(Leisure time books) Stamped on tip.; 
Distributed by Sportshelf, New Rochelle, 
N.Y. (GV1621,L3] 10.00 

1. Dancing—America. I. Title. 

eve card number for original ed.: 
1460. 


793.373 


66- 


*LAKE, Antony. 793’.7°3 
A plentitude of word games. New York, 
Hart Publishing Co. [1973] 192 p. 21 cm. 
[GV1507] 72-96626 1.95 (pbk.) 

1. Word games. J. Title. 


*HALL, Frederick. 793.732 
Know your Bible better; a thousand and 
one Bible questions with their answers. 
Grand Rapids, Mich., Baker Book House 
[1973, c1947] 138 p. 18 cm. ISBN 0-8010- 
4081-7 (Quiz and puzzle books) Title on 
spine: Know your Bible better quiz book. 
Py 50 (pte) 

I. Title. If. Title: Know your Bible better 
quiz book. 


*PRESTON, Charles, comp. 

Crossword puzzles in large type. 
Book 2 is now available from Grosset & 
Pune for 1.95 (pbk.) ISBN 0-448-11648- 


793.732 


DOTY, Roy, 1922- 793.7735 
Puns, gags, guips, and riddles; a collection 
of dreadful jokes. [Ist ed.] Garden City, 
N.Y., Doubleday [1974] [64] p. illus. 25 
cm. ISBN 0-385-06051-3 A collection of 
riddles giving answers to such questions as 
“If hamburgers grew on trees what would 
they be called?” or ”How come all hippies 
iS together?” [PN6371.D67] 73-13116 
f. Riddles. 2. American wit and humor. I. 
Title. 

Library binding; 4.70, ISBN 0-385-06057- 
2: 


WIESNER, William. 793.8 
Magic tales and magic tricks. New York, 
Scribner [1974] 64 p. col. illus. 21 cm. 
ISBN 0-684-13721-6 Includes three magic 
tales adapted from folklore and instructions 
for magic tricks using inexpensive props. 
[GV1548.W53] 73-19269 4.95 

i. Conjuring—Juvenile literature. 2. 
Tricks—Juvenile literature. I. Title. 


ALEXANDER, Conel Hugh 794.1 
O’Donel. 

A book of chess, by C. H. O’D. Alexander. 
Edited and designed by Derek Birdsall. 
[lst U.S. ed. New York] Harper & Row 
11973, ie.1974] 154, [10] p. illus. 23 cm. 
ISBN 0-06-010048-6 Bibliography: p. [157] 
[GV1446.A39 1973] 73-11894 10.00 

L. Chess. I. Title. 


HOROWITZ, Israel Albert, 
1907- 

How to win in the middle game of chess, 

by I. A. Horowitz. New York, Cornerstone 

Library [1974, c1955] 190 p. diags. 20 cm. 

[GV 1450.7H6] 1.50 (pbk.) 

1. Chess—Middle games. I. Title. 


794.1 


L.C. card no: for hardbound ed.: 55- 
2547. 
*SARNOFF, Jane 794.1 


The chess book by Jane Sarnoff and 
Reynold Ruffins New York, Scribner 
[1973] 39, [1] p. illus. 27 cm. ISBN 0-684- 
13494-2 [GV 1446] 73-1385 5.95. 

1. Chess—Juvenile literature. I Ruffins, 
Reynold, joint author If. Title. 


FREEBOROUGH, E. 794.1°22 
Chess openings ancient and modern; 
tevised and corrected up to the present 
time from the best authorities, by E. 
Freeborough and C. E. Ranken. With 
numerous original variations and ` 
suggestions by Geo. B. Fraser, W. Wayte, 
and other eminent players and analysts. 
With an introd. to the Hippocrene ed. by 
Frank Brady. [New York] Hippocrene 
Books [distributed by Optimum Book 
Marketing Co., 1974] 292 p. illus. 21 cm. 
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ISBN 0-88254-179-X (Hippoorené chess 
series) Facsimile reprint of the ed. 
published by New Amsterdam Book Co., 
New York. [GV1450.F73 1974] 73-83321 
2.95 (pbk.). 

I. Chess—Openings. I. Ranken, Charles 
Edward, joint author. IT. Title. 


BYRNE, Robert, 1928- 794.1357 
Both sides of the chessboard; an analysis of 
the Fischer/Spassky chess match [by] 
Robert Byrne and Ivo Nei. Introd. by Max 
Euwe. [New York] Quadrangle [1974] xiv, 
211 p. illus. 22 cm. [GV1455.B95 1974] 
73-79908 7.95 

1. Fischer, Bobby, 1943- 2. Spasskii, Boris 
Vasilevich, 1937- 3. Chess—Tournaments, 
1972. I. Nei, Iwo, joint author. II, Title. 


GIBSON, Walter Brown, 1897- 795.4 
Hoyle’s modern encyclopedia of card 
games; rules of all the basic games and 
popular variations, by Walter B. Gibson. 
{lst ed.] Garden City, N.Y., Dolphin 
Books [1974] 398 p. illus. 21 cm. ISBN 0- 
385-07680-0 (A Dolphin handbook) 
[GV1243.G49] 73-163085 3.95 (pbk.) 

1. Cards—Dictionaries. I. Title. 


BUKATA, Jim. 796 
ABC’s wide world of sports record book. 
[New York] Stadia Sports Pub. [1973] 222 
p. illus. 20 cm. [GV741.B84] 73-84461 
1.95 (pbk.) 

1. Sports-—Statistics. I. Title. 


STURGEON, Kelso. 796 
Guide to sports betting, by Kelso Sturgeon 
and the editors of Sports action. [lst ed.] 
New York, Harper & Row [1974] p. cm. 
ISBN 0-06-014172-7 [GYV717.S78] 73- 
18622 8.95 

1. Sports betting. I. Sports action. I. Title. 
Prepared from C.I.P. 


MCCALL, Virginia, 1909- 796’.023 
Your career in parks and recreation {by] 
Virginia & Joseph R. McCall. New York, 
J. Messner [1974] p. cm. ISBN 0- 671- 
32236-2 Bibliography: p. Describes the 
responsibilities of and the training required 
for a career in park service and outdoor 
recreation: [SB482.A4M29 1974] 74-8191 
2 

1. Parks—Vocational guidance. 2. Outdoor 
recreation-~ Vocational guidance. L 
McCall, Joseph R., joint author. I. Title. 
Prepared from C.I.P. Library binding; 5.79, 
ISBN 0-671-32688-0. 


BORTSTEIN, Larry. 796'.076 
ABC's wide world of sports quiz book. 
[New York] Stadia Sports Pub. [1973] 223 
p. illus. 20 cm. [GV1189.B67] 74-166289 
1.95 (pbk.) 

I. Sports—Miscelianea. I. Title. 


LIBBY, Bill. 796’.09 
Classic contests of sports. New York, 
Hawthorn Books [1974] xi, 189 p. illus. 22 
cm. [GV576.L52 1974] 73-375 6.95 

1. Sports—History. 


ROBINSON, William 
Wheeler, 1918- 

The sa. life, and how to enjoy it, by 

Bi jom~New York, Scribner [1974] 

millts. 26 cm. ISBN 0-684- 

fix BIR 5.R6A3 1974] 73-14403 


KA Robinson, - William Wheeler, 1918- 2. 
Yachts and- yachting. 3. Sailboat racing. Í 
Title. 


LAI, William T.. 796.3232 
Winning, a by William T. (Buck) 
Lai. New-York, Stadia Sports Pub. [1973] 
159 p. illus. 20 cm. (Sport-spectrum 


796.1°24°0924 B 









í 
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classic)’ On spine: How to play winning 
basketball. Text and illustrations introduce 
basic individual skills and team strategy in 
oo [GV885.L252] 73-85839 1.50 
(pbk. 

1. Basketball I. Title. I. Title: How to play 
winning basketball. 


LIBBY, Biil. 796.32°363'0979494 
The Walton gang. New York, Coward, 
McCann & Geoghegan [1974] 286 p. illus. 
22 cm. ISBN 0-698-10565-6 
[GV884.W3L52 1974] 73-78769 8.95 

d. Walton, Bill, 1952- 2. California. 
University. University at Los Angeles— 
Basketball. I. Title. 


JANOFF, Murray. 796.32°364'0973 
Inside pro basketball. [New York] Stadia 
Sports Pub. [1973] 159 p. illus. 20 cm. 
(Sports-spectrum classic) A behind-the- 
scenes look at the building and 
administration of a professional basketball 
team, [GV885.5.J36] 73-85840 1.50 (pbk.). 
1. Basketball. I. Title. 


THIGPEN, Janet. 796.325 
Power volleyball for girls and women. 2d 
ed. Dubuque, Iowa, W. C. Brown Co. 
[1974] xiii, 144 p. illus. 23 cm. Distusses 
the evolution of volleyball, analyzes 
offensive and defensive techniques, 
presents warm-up drills, and offers 
coaching psychology with emphasis on the 
sport’s applications to women. 
[GV1017.V6T47 1974] 73-84328 

1. Volleyball for women. I. Title. 


BLAIK, Earl H., 796.3320924 B 
897- 

The Red Blaik story. New Rochelle, N.Y., 
Arlington House [1974] p. cm. ISBN 0- 
87000-267-8 Part 1, You have to pay the 
price, written by E. H. Blaik and T. 
Cohane, was first published separately in 
1960. [GV939.B53A37] 74-7266 9.95 

1. Blaik, Earl H, 1897- 2. Football. I. 
Title. 

Prepared from C.I.P. 


LIBBY, Bill. 796.33°2°0924 B 
O. J.: the story of football’s fabulous O. J. 
Simpson. New York, Putnam [1974] 192 p. 
22 cm. ISBN 0-399-20384-2 (Putnam 
sports shelf) Traces the football career of 
the winner of the Heisman Trophy and 
college and professional Player of the Year 
awards who has set many rushing records. 
[GV939.847L42 1974] 92 73-88519 4.89 

1. Simpson, O. J—Juvenile literature. 2. 
Football—Juvenile literature. I. Title. 


MORSE, Charles. 796.33'2'0924 B 
Bob Griese, by Charles and Ann Morse. 
Illustrated by Harold Henriksen. Mankato, 
Minn., A. Street; [distributed by Children 
Press, Chicago, 1974]. p. cm. ISBN 0- 
87191-345-3 (Superstars) A brief biography 
of the Miami Dolphin quarterback 
emphasizing his plays in various football 
games. [GV939.G76M67] 92 74-4426 4.95 
(lib. bdg.) 

i. Griese, Bob—Juvenile literature. 2. 
Football—Juvenile literature. I. Morse, 
Ann, joint author. II. Henriksen, Harold, 
illus. HE. Title. 
Prepared from C.LP. 
BAKAN, Richard T., 796.33°212 
Coaching football's polypotent offense [by] 
Richard T. Baran. West Nyack, N.Y., 
Parker Pub. Co. [1974] p. cm. ISBN 0- 
13-139055-4 [GB951.8.B37] 74-4074 7.95 
1. Footballi—Offense. 2. Football coaching. 
T. Title. 

Prepared from C.I.P. 


108 


7 


OLCOTT, Jack. 796.33°22 
Football’s ‘fabulous forty defense. ve 
Nyack, N.Y., Parker Pub. Co. [1974] p. 
cm. ISBN 0-13-324095-9 [GV951.1.043}] 
74-8847 8.95 

1. Football—Defense. I. Title. 

Prepared from C.I.P. 


MAY, Julian. 796.33'264'097642812 
The Dallas Cowboys. Mankato, Minn., 
Creative Education; distributed by 
Childrens Press, Chicago [1974] p. cm. 
ISBN  0-87191-327-5 (His Superbowl 
champions) A brief history of the 
championship football team, winners of the 
Super Bowl VI against the Miami 
Dolphins. [GV956.D3M39] 74-3241 4.95. 
1. Dallas Cowboys—Juvenile literature. 
Prepared from C.I.P. 


HARMAN, Bob, 1918- 796.34201 
Use your head in tennis [by] Bob Harman 
with Keith Monroe. Rev. ed. New York, 
Crowell [1974] p. cm. ISBN 0-690-00584- 
9 [GV1002.9.P75H37 1974] 74-10715 6.95 
I. Tennis—Psychological aspects. I. 
Monroe, Keith. IT. Title. 

Prepared from C.I.P. 


*OFFICIAL baseball 
register. 

The 1974 ed. is availabie from Sporting 
News for 5.00 (pbk.) 


PERRY, Gaylord, 
19 


796. 357 


796.357°092'4 B 
Me and the spitter; an autobiographical 
confession [by] Gaylord Perry with Bob 
Sudyk. [Ist ed] New York, Saturday 
Review Press [1974] 222 p. 22 cm. ISBN 
0-8415-0299-4 [GV865.P47A35 1974] 74- 
245 6.95 

1. Perry, Gaylord, 1938- 2. Pitching 
(Baseball) I Sudyk, Bob, joint author. H. 
itle. 


RUBIN, Robert, 
1941- 

Satchel Paige: all-time baseball great. New 
York, Putnam [1974] 157 p. 22 cm. ISBN 
0-399-20386-9 (Putnam sports shelf) A 
biography of the black pitcher who might 
have been the greatest pitcher of major 
league history had his color not barred him 
from the majors until the last eight years 
of his career. [GV865.P3R82 1974] 73- 
87215 4.89 (lib. bdg.). 

1. Paige, Leroy, 1906-——Juvenile literature. 
2. Pitching (Baseball)—Juvenile literature. 
I. Title. 


WOLF, Harold H. 796.3572 
Inside baseball [by] Harold H. *Hal” Wolf. 
[Ist ed.] New York, Exposition Press 
[1974] 217 p. 21 cm. ISBN 0-682-47851-2 
(An Exposition-banner book) 
[GV867.W64] 73-91104 8.00 

1. Baseball. 2. Baseball coaching. I. Title. 


AARON, Henry, 1934- 796.35726 
Hitting the Aaron way, by Hank Aaron 
and Joel Cohen. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-470- 
72045-X The most effective techniques in 
hitting a baseball are described, by Hank 


` 796.3570924 B 


_ Aaron who is expected te surpass Babe 


Ruth's home run record in 1974. 
[GV869.A27] 73-21326 5.95 
1. Aaron, Henry, 1934- —Juvenile 


literature. 2. Batting (Baseball)—Juvenile 
literature. I. Cohen, Joel H, joint author. 
IT, Title. 

Prepared from C.I.P. 


BALEY, James A. 796.407 
Handbook of gymnastics in the schools: 
instructional, exhibitional, and competitive 
gymnastics for men and women [by] James 


AMERICAN BOOK PUBLISHING RECORD 


A. Baley. Boston, Allyn and Bacon [1974] 
x, 340 p. illus. 26 cm. "Portions of this 
book were published previously in 
Gymnastics in the schools,” in 1965. 
Includes bibliographical references. 
[GV461.B32] 73-84244 11.95, 6.50 (pbk.) 
i. Gymmnastics—Study and teaching. I. 
Baley, James A. Gymnastics in the 
schools. II. Title. III. Title: Gymnastics in 
the schools. 


MILDER, Kenneth Dayton, 
4- 

Track and field for giris [by] Kenneth D. 
Miller [and] Billie J. Jones. 2d ed. New 
York, Ronald Press [1974] viii, d p. illus. 
26 em. Bibliography: p- 157. 
[GV 1060.8.M54 1974] 73-77861 6.50 

1. Track-athletics for women. I. Jones, 
Billie Jo, joint author. IT. Title. 


BAUER, Erwin A. 796.54 
Camper’s digest, edited by Erwin and 
Peggy Bauer. Chicago, Follett Pub. Co. 
[1974] 288 p. illus. 28 cm. ISBN 0-695- 
80452-9 First ed. by C. Coffey published 
n gm: [SK601.B335 1974] 74-166312 
9 
I. Camping. I. Coffey, Cecil. Camper's 
digest. II. Bauer, Peggy, joint author. HI. 
ytle. 


PAUL, Aileen. 796.54 
Kids camping. Illustrated by John Delulio. 
{Ist ed.] Garden City, N.Y., Doubleday 
[1973] 128 p. illus. 24 cm. ISBN 0-385- 
02937-3 Gives advice on choosing a 
campsite, proper equipment, foods and 
menus, setting up camp, and other 
necessary information for prospective 
campers. [SK601.15.P38] 72-92236 4.95 

I. Camping—Juvenile literature. I. Delulio, 
John, illus. I. Title. 


LYTTLE, Richard B. 796.6 
The. complete beginner’s guide to bicycling 
[by] Richard B. Lyttle. [1st ed.] Garden 
City, N.Y., Doubleday, 1974. 127 p. illus. 


796.4°2 


-25 cm. ISBN 0-385-04939-0 Bibliography: 


p. [119]-120. A guide to bicycle fun, 
equipment, safety, travel, and care. 
[GV1041.L96 1974] 73-80947 4.95 

1. Cycling. I. Title. 

Library binding; 5.70, ISBN 0-385-06259- 
1. 


SHERMAN, Steve, 1938- 796.6 
Bike hiking. [1st ed.] Garden City, N.Y., 
Dolphin Books, 1974. 160 p. 18 cm. ISBN 
0-385-01805-3 ”A Doubleday Dolphin 
book.” Includes bibliographical references. 
([(GV1041.849] 73-11731 1.45 (pbk.) 

1. Cycling. I. Title. 


CALVIN, Jean. 796.72 
Rallying to win; a complete guide to North 
American rallying. [Newport Beach, Calif.] 
Bond/Parkhurst Books [1974] 173 p. illus. 
24 cm. ISBN 0-87880-017-4 
[GY 1029.2.C27] 73-86002 8.95 
Automobile rallies. 2. Automobile 
rallies—North America. I. Title. 


SETRIGHT, L, J. K. 796.7°2'0904 
The Grand Prix, 1906 to 1972 [by] L. J. 
K. Setright. Ist American ed.] New York, 
Norton [1973] 320 p. illus. 26 em. ISBN 
0-393-08680-1 [TL236.846 1973b] 74- 
163640 19.95 

J. Automobiles, Racing. 2. Grand Prix 
Tacing—History. I. Title. 


HUNTER, Jim, 1939- 796.720922 B 
Racing to win, Wood Brothers style 
[produced by] Lyle Kenyan Engel. [Text 
by Jim Hunter] New York, ARCO [1974] 
158 p. illus. 25 cm. ISBN 0-668-02886-6 
1GV1029.H84] 72-91065 5.95 
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1. Wood family. 2. Automobile racing. I- 


Engel, Lyle Kenyon. If Title. HE. Title: 
Wood Brothers. 


DORSON, Ron. 796.7°2°0977252 
The Indy 500: an American institution 
under fire. [Newport Beach, Calif] 
Bond/Parkhurst Books [1974] 229 p. illus. 
24 cm. ISBN 0-87880-025-5 Bibliography: 
p. Pza [GY1033.5.155D67] 74-76608 
9.9 

1. Indianapolis Speedway Race. I. Title. 


TAMURA, Vince. 796.8'152 
Common sense self-defense, by Vince 
Tamura and Gene Shelton. Los Angeles, 
Ohara Publications [1974] 152 p. illus. 23 
cm. [GV1112.T34] 74-75227 3.95 (pbk.) 

1. Self-defense. 2. Hand-to-hand fighting, 
Oriental. I. Shelton, Gene. IT. Title. 


LIEBERS, Arthur, 1913- 796.9°3 
The complete book of cross-country skiing 
and ski touring. New York, Coward, 
MeCann & Geoghegan [1974] 285 p. illus. 
22 cm. ISBN 0-698-10533-8 Bibliography: 
p. 275-276. [GV854.9.C7L53 1974] 73- 
78759 8.95 

I. Cross-country skiing. 2. Cross-country 
skting—United  States—Directories. 3. 
Cross-country skiing—Canada— 
Directories. I. Title. 


ROSS, Frank, 1942- 796.962 
Inside pro hockey. [New York] Stadia 
Sports Pub. [1973] 159 p. illus. 20 cm. 
(Sport-spectrum classic) A look behind the 
scenes at such aspects of professional 
hockey as the training camp, hockey 
officials, the attitudes of wives, hockey 
schools, and the Halls of Fame. 
TONT: 2.R67] 73-88795 1. 50 (pbk.) 
1. Hockey. I. Title. 


SMITH, Don, 1926- 796.962 
Face-off! [New York] Stadia Sports Pub. 
[1973] 159 p. illus. 20 cm. (Sport-spectrum 
classic) On spine: Winning hockey for 
young skaters. An introduction to the basic 
skills, techniques, and equipment of 
hockey. [GV847.S64] 73-85841 1.50 (pbk.) 
1. Hockey—Juvenile literature. I. Title. II. 
Title: Winning hockey for young skaters. 


FISCHLER, Stan. 796.9620922 B 
Fire on ice; hockey’s superstars. 
Photography [by] Melchior Di Giacomo. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] 143 p. illus. 28 cm. ISBN 0-13- 
317552-9 (Reward books) “A Stuart L. 
Daniels book.” [GV848.5.A1F47] 73-7236 
3.95 (pbk.). 

I. Hockey—Biography. I. Di Giacomo, 
Melchior, illus. II. Title. 


MOLONEY, John I. T. 197 
Aquatic safety and lifesaving program. 
John I. T. Moloney, editor. Contributors: 
Lloyd C. Carnold [and others] Illus. by 
Daniel Silvestri. New York, Association 
Press [1974] p. cm. ISBN 0-8096-0475-2 
(YMCA swimming and diving series) 
[GV775.M34] 74-3195 4.95 (pbk.) 

i. Aquatic sports—Safety measures. I. 
Carnold, Lloyd C. If. Title. 

Prepared from C.I.P. 


bio aaa Thomas Joseph, 
1900- 

Sailboat racing rules; the law of yacht 
racing explained and illustrated, including 
digests from all NAYRU appeals and 
TYRU cases with appendix, tables, index 
and model kit for study and protests, by 
Thomas J. McDermott. Completely rev. 
[New York] Quadrangle, 1973. xii, 195 p. 
illus. 22 cm. ISBN 0-8129-0391-9 Model 


797.14 


kit inserted in pocket. 
1973] 73-81190 8.95 

I North American Yacht Racing Union. 
2. International Yacht Racing Union. 3. 
Yacht racing—Rules. I. Title. 


COLLIS, Martin. 197.271 
Swimming [by] Martin Collis [and] Bill 
Kirchhoff. Illustrations by Bill Kirchhoff. 
Boston, Allyn and Bacon [1974] 83 p. illus. 
24 cm. (Allyn and Bacon series in basic 
concepts and skills of physical activity) 
Bibliography: p. 82-83. A swimming 
handbook for both the beginning and 
advanced swimmer with chapters on 
safety, floating, and the various strokes. 
(GV837.C773] 73-84850 1.95 (pbk.). 

i. Swimming. I Kirchhoff, Bill, joint 
author. IT. Title. 


[GV826.7.M24 


MACKENZIE, Marlin M. 797.271 
Beginning swimming [by] M. M. 
Mackenzie [and] Betty Spears. Rev. ed. 
Belmont, Calif., Wadsworth Pub. Co. 
11974] 78 p. illus. 21 cm. ISBN 0-534- 
00350-8 (Wadsworth sports skills series) 
Bibliography: p. 77-78. Describes various 
swimming techniques, including a section 
on the importance of psychological factors 
in learning to swim. [GV837.M16 1974] 
73-92628 1.35 (pbk.) 

J. Swimming. I. Spears, Betty Mary, joint 
author. IT. Title. 


FROUD, Bill. 798.23 
Better riding; photographs by Peter 
Roberts New York Scribner [1973, c1971] 
90, [5] p. illus., 20 cm. ISBN 0-684-13561- 
2 [SF309.F89] 73-5148 6.95 

1. Horsemanship. I, Title. 


FINNEY, Humphrey 
S., 1902- 

Fair exchange; recollections of a life with 
horses, by Humphrey S. Finney, with 
Raleigh Burroughs. New York, Scribner 
[1974] p. cm. ISBN 0-684-13707-0 
Fenty: (SF33.F56A33] 73-1339 


798.4’092’4 B 


I. Finney, Humphrey S, 1902- 2. 
Horsemen—-Correspondence, 

reminiscences, etc. 3. Horse buying. I. 
Burroughs, Raleigh, joint author. I. Title. 


Prepared from C.I.P. 


ALLEN, Durward Leonard, 1910- 799 
Our wildlife legacy [by] Durward L. Allen. 
Revised edition. New York, Funk & 
Wagnalls [1974, cl1962] 422 p. illus. 21 cm. 
ISBN 0-308-10096-4 [SK361.A66] 62-7980 
3.95 (pbk.) 

i. Wild life, Conservation of —U.S. I. Title. 


FALLON, Jack. 799.1 
Teaching your children to fish. [New 
York] Winchester Press [1974] ix, 243 p. 
illus. 24 cm. ISBN  0-87691-130-0 
[SH441.F3] 73-78834 6.95 

1. Fishing. 2. Fishing—Study and teaching. 
T. Title. 


*FREEMAN, Jim. 799.1 
Fishing with small fry. San Francisco, 
Chronicle Books [1973] 118, [4] p. illus., 
23 cm. ISBN 0-87701-035-8 [SH441] 73- 
77333 2.95 (pbk.) 
1. Fishing. I. Title. 


CAIRNS, Bill. 799.12 
Fly casting with Bill Cairns. Photography 
by Hanson Carroll. Lexington, Mass., 
Stone Wall Press [1974] 107 p. illus. 28 
em. ISBN 0-913276-15-4 [SH454.2.C34] 
73-94160 7.95 

1. Fly-casting. I. Carroll, Hanson, illus. U. 
Title. * 
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TALLEUR, Richard W. * 799.12 
Fly-fishing for trout; a guide‘ for adult 
beginners, by Richard W.  Talleur. 
Drawings by Roberta Sullivan. Photos. by 
Matt Vinciguerra. [New York] Winchester 
Press [1974] 260 p. illus. 25 cm. ISBN 0- 
87691-133-5 [SH456.T34] 73-88876 10.00 
1. Fly fishing. 2. Trout fishing. I. Title. 


FARRINGTON, Selwyn 799.1758079 
Kip, 1904- 

The trail of the Sharp Cup; the story of the 

fifth oldest trophy in international sports 

[by] S. Kip Farrington, Jr. New York, 

Dodd, Mead [1974] xvi, 176 p. illus. 24 

cm. ISBN 0-396-06922-3 [SH691.T8F37] 

73-19089 7.95 

I. Tuna fishing. 2. Tournament fishing— 

Nova Scotia—Wedgeport. I. Title. 


STRUNG, Norman. 799.244 
Misty mornings and moonless nights; a 
waterfowler’s guide. Illus. by C. W. 
”Wally” Hansen. New York, Macmillan 
[1974] p. cm. ISBN  0-02-615100-6 
Bibliography: p. [SK331.S78] 74-8226 8.95 
i. Waterfowl shooting. f. Title. 

Prepared from C.I.P. 


HANENKRAT, William 
Frank. 

The education of a turkey hunter. Edited 
and with an introd. by Frank T. 
Hanenkrat. Illus. by J. M. Roever. [New 
York] Winchester Press [1974] 216 p. illus. 
25 cm. ISBN 0-87691-132-7 
[SK325.T8H36] 73-88875 8.95 

I. Turkey hunting. I Title. IL Title: 
Turkey hunter. 


799.2°48°61 


800 LITERATURE 


*ENRIGHT, D. J. 801 
Man is an onion; reviews and essays, by 
D. J. Enright. [La Salle, Ill] Library Press 
[1973] 222 p. 22 cm. ISBN 0-912050-31-4 
[PN511] 72-5280 7.95 

1. Literature—Addresses, essays, lectures. 
L Title. 

Distributed by Open Court Publishing Co., 
La Salle, Ill. 


CALVERTON, Victor 
Francis, 1900- 

The newer spirit; a sociological criticism of 

literature [by] V. F. Calverton. Introd. by 

Ernest Boyd. New York, Octagon Books, 

1974 [c1925] p. cm. ISBN 0-374-91246-7 

Reprint of the ed. published by Boni & 

Liveright, New York. [PN81.C25 1974] 

74-6230 12.50 

I. Criticism. 2. Literature—History and 

criticism. I. Title. 

Prepared from C.I.P. 


*WEISSTEIN, Ulrich. 802 
Comparative literature and literary theory: 
survey and introduction. Translated by 
Wiliam Riggan in collaboration with the 
author. Bloomington, Indiana University 
Press [1974, c1973] xii, 339 p. 21 cm. 
ISBN 0-253-31388-0 (A midland book) 
Translation of Einfuhrung in die 


8017.95 







vergleichnde literaturwissenschaftm, 1968. 
Bibliography: p. 265- 299." LPNS: 

81716 10.95 UNE IR 

1. Literature, Compaistive 


William. tr. If. Title. . 8 
Pbk. 2.95, ISBN 0-253-20171-3. <. 


BUCK, Gertrude, 1871-1922. i 
The metaphor: a study in the psychology 
or rhetoric. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1899 
ed. published by the Inland Press, Ann 
Arbor, Mich., which was issued as no. 5 of 
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Tero ma 


800 LITERATURE 


Contributions to rhetorical 
Bibliography: p. [PN228.M4B8 1974] 74- 
9847 10.00 (lib. bdg.). 

1. Metaphor L Title. If, Series: 
Contributions to rhetorical theory, no. 5. 
Prepared from C.I.P. 


HULME, Thomas Ernest, 1883- 
19 

Notes on language and style. Edited by 
Herbert Read. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1929 ed. published by University of 
Washington Book Store, Seattle, which was 
issued as no. 25 of University of 
Washington chapbooks. [PN203.H75 
1974b] 74-10997 7.75 

I. Style, Literary. I. Title. II. Series: 
Washington (State). University. University 
of Washington chapbooks, no. 25. 

Prepared from C.I.P. 


LANHAM, Richard A. 808 
Style; an anti-textbook [by] Richard A. 
Lanham. New Haven, Yale University 
Press, 1974, x, 142 p. 21 cm. ISBN 0-300- 
01720-0 Includes bibliographical 
references. [PE1421.L3] 73-86906 6.95 


_ 808 


1. English Jlanguage—Style. 2. Prose 
literature—Technique. I. Title. 
CASTY, Alan. 808.042 


Staircase to writing and reading; a rhetoric 
and anthology [by] Alan Casty [and] 
Donald Tighe. Alternate 2d ed. Englewood 
Cliffs, N.J., Prentice-Hall [1974] p. cm. 
ISBN 0-13-840355-4 [PE1408.C392 
1974b] 74-11257 5.95 

i. English language—Rhetoric. 2. College 
readers. I. Tighe, Donald J, joint author. 
H. Title. 

Prepared from C.I.P. 


*GUTH, Hans P. 808.042 
Say it now: activities for college writing. 
Belmont, Calif., Wadsworth Publishing Co. 
[1973] 206 p. illus. 28 cm. ISBN 0-534- 
00278-1 [PE1421.] 72-92056 4.95 (pbk.) 

1. English language—Style. 2. College 
readers. I. Title. 


MCCRIMMON, James McNab. 808°.042 
Writing with a purpose [by] James M. 
McCrimmon. 5th ed. Boston, Houghton 
Mifflin, 1974 [c1973] xii, 481 p. 25 cm. 
ISBN 0-395-17740-5 Includes 
bibliographical references. [PE1408.M23 
1974] 74-164358 7.50 

I. English language—Rhetoric. 2. English 
language—Grammar—I1950- T. Title. 


*PRESCOTT, D. M. 8087.042 
A new day; daily readings for our time, 
comp. by D. M. Prescott. New York, 
Morehouse-Barlow Co. [1973] 378 p. 18 
em. ISBN 0-8192-1157-5 [PE1121.] 3.95 

1. Readers. I. Title. 
Publisher’s address: 
York, N.Y. 10017. 


SMITH, William Frank. 808.042 
From thought to theme; a thetoric and 
reader for college English [by] William F. 
Smith [and] Raymond D. Liedlich. 4th ed. 
New York, Harcourt Brace Jovanovich 
[1974] xi, 413 p. 24 cm. ISBN 0-15- 
529211-0 [PE1417.S86 1974] 73-17753 5.95 
(pbk.). 

i. English language—Rhetoric. 2. College 
readers. I. Liedlich, Raymond D., joint 
author. IT. Title. 


WINKLER, Anthony C. 808°.042 
Rhetoric made plain [by] Anthony C. 
Winkler [and] Jo Ray McCuen. New York, 
Harcourt Brace Jovanovich [1974] xii, 324 
p. 24 cm. ISBN 0-15-577073-X Includes 
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theory. . 


bibliographical references. 
[PE1408.W6197] 74-1500 3.95 (pbk) 


i. English language—Rhetoric. I. McCuen, 
Jo Ray, joint author. If. Title. 
COMPRONE, Josef. 808.04275 


From expelience to expression; a college 
rhetoric. Dubuque, Iowa, W. C. Brown Co. 
[1974] xvii, 422 p. illus. 24 cm. ISBN 0- 
697-03710-X [PE1417.C64] 73-92542 5.95 
(pbk.) 

i. English language—Rhetoric. 2. College 
readers. I. Title. 


COURTS, Patrick L. 808’.04275 
The creative word 4, by Patrick L. Courts 
[and] Stephen N. Judy. New York, 
Random House [1974] p. cm. ISBN 0- 
394-02727-2 (The Random House English 
series) "Material developed in association 
with Paideia, Inc.” A high school textbook 
using examples of different kinds of writing 
and related problems, activities, and 
exercises to stimulate creative thinking and 
writing. [PE1121.C687] 74-1424 4.64 

1. Readers—1950- I. Judy, Stephen N., 
joint author. IT, Title. 

Prepared from C.I.P. 


MCCUEN, Jo Ray, comp 808".04275 
Readings for writers [by] Jo Ray McCuen 
{and] Anthony C. Winkler. New York, 
Harcourt Brace Jovanovich [c1974] xiv, 
530 p. 24 cm. ISBN 0-15-575824-1 
Includes bibliographical references. 
{PE1122.M24] 73-21184 5.95 

1. College readers. I. Winkier, Anthony C., 
joint comp. IT. Title. 


MCQUADE, Donald, comp. 808’.04275 
Popular writing in America; the interaction 
of style and audience [by] Donald 
McQuade [and] Robert Atwan. New York, 
Oxford University Press, 1974. xxxi, 647 p. 
rales cm. [PS659.M34] 73-90361 5.95 


i. American prose _ Jiterature—20th 
century. I. Atwan, Robert, joint comp. IT. 
Title. 
MESSNER, Nancy 808°.04275 
Shingler. 
Patterns of thinking [by] Gerald M. 
Messner [and] Nancy S. Messner. 2d ed. 
Belmont, Calif., Wadsworth Pub. Co. 
[1974] xii, 349 p. illus. 24 cm. ISBN 0- 
534-00340-0 Authors’ names in reverse 
order in Ist ed. [PE1417.M48 1974] 73- 
90790 4.95 
1. College readers. 2. English language— 
Rhetoric. I. Messner, Gerald, joint author. 
II. Title. 


ROLOFF, Joan G., comp. 808’.04275 
Encounter; readings for thinking, talking, 
writing [by] Joan G. Roloff. Section illus. 
by Kay S. Kutch. 2d ed. Beverly Hills, 
Glencoe Press [1974] xii, 328 p. illus. 26 
em. [PE1122.R58 1974] 73-7356 4.95 
(pbk.) 

1. College readers. I. Title. 

Teacher’s manual gratis 


WHITE, James B., 
1938- 

The legal imagination; studies in the nature 

of legal thought and expression [by] James 

B. White. Boston, Little, Brown, 1973. 


808’.066°34 


xxxv, 986 p 25 cm. Includes 
bibliographical references. [KF250.W45] 
7172-13324 : 


1. Law—Language. 2. Legai composition. 
L. Title. 


FIELD, Stanley. 808°.066’79144 
Professional broadcast writer’s handbook. 
[1st a, Blue Ridge Summit, Pa., G/L Tab 
Books [1974] 396 p. illus. 23 cm. ISBN 0- 


AMERICAN BOOK PUBLISHING RECORD 
393-394, 


8306-3635-8 Bibliography: p. 
[PN1992.7.F48] 72-97215 14.95 

I. Television authorship. 2. Radio 
authorship. I Title. 

BEACHAM, Walton. 808.1 


The meaning of poetry; a guide to 
explication. Boston, Allyn and Bacon 
[1974] 308 p. 24 cm. [PN1101.B38] 73- 
22874 4.95 (pbk.) 

1, Poetry—Explication. 2. Poetics. I. Title. 


BRAZELTON, Ethel! Maude 808.1 
Colson. 

How to read poetry, by Ethel M. Colson. 

(Folcroft, Pa.] Folcroft Library Editions, 

1974 [c1918] p. cm. Reprint of the ed. 

published by A. C. McClurg, Chicago. 

([PN1031.B74 1974] 74-11276 10.00 (lib. 

bdg.). 

1. Poetry. I. Title. 

Prepared from C.I.P. 


FELKIN, Frederick William, 
1869- 

The poet’s craft; an outline of English 
verse composition for schools [by] F. W. 
Felkin. ([Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1919 
ed. published by G. Allen & Unwin, 
London. [PE1505.F4 1974] 74-8936 5.50 
(lib. bdg.). 

i. English language—Versification. I. Title. 
Prepared from C.I.P. 


KENNEDY, X. J. 808.1 
An introduction to poetry [by] X. J. 
Kennedy. 3d ed. Boston, Little, Brown 
[1974] xxxv, 439 p. 23 cm. [PN1042.K39 
1974] 73-21450 5.50 (pbk.) 

1. Poetics. I. Title. 

Instructor’s manual free. 


SEWELL, Elizabeth, 1919- 808.1 
The structure of poetry. {Folcroft, Pa.] 
Folcroft Library Editions, 1974. p., cm. 
Reprint of the i eo Dice by 
Routledge & London. 
Bibliography: p. PNIL Saš 1974] 74- 
9584 20.00 

i. Poetry. I. Title. 

Prepared from C.I.P. 


*YARDBIRD reader: vol 808.1 
l [First ed.] Berkeley, Calif., Yardbird 
Publishing Cooperative [1973] 224 p. illus. 
21 cm. [PE1122] 73-75226 

I. College readers. 
Publisher’s address: 
Berkeley, Calif. 94701 


DEUTSCH, Babette, 1895- 808.1°03 
Poetry handbook; a dictionary of terms. 
3d. ed., rev. and enl. New York [Minerva 
Press, 1974, cl1969] xviii, 202 p. 21 cm. 
(PN44.5.D4 1974] 74-166346 2.95 

a res mee 2. Poetics. I. 
ttle 


TOLIVER, Harold E. 808.3 
Animate illusions; explorations of narrative 
structure, by Harold Toliver. Lincoln, 
University of Nebraska Press [1974] ix, 
412 p. 24 cm. ISBN  0-8032-0831-6 
Bibliography: p. 393-402. [PN3355.T6] 72- 
£7975 10.00 

a> Narration (Rhetoric) 2. Prose 
fiterature—History and criticism. I. Title. 


EOSS, Raymond Samuel, 1925- 808.4 
Persuasion: communication and 
interpersonal relations [by] Raymond S. 
Eoss. Englewood Cliffs, N.J., Prentice-Hall 
[1974] ix, 277 p. illus. 24 cm. ISBN 0-13- 
661074-9 Includes bibliographical 
references. [PN4121.R687] 73-10465 8.50 
i. Persuasion (Rhetoric) I. Title. 


808.1 


Box 2370 Station A 


JULY 31,1974 


ARNOLD, Carroll C. 808.571 
Criticism of oral rhetorie [by] Carroll C. 
Arnold. [Columbus, Ohio, C. E. Merrill 
Pub. Co., 1974] x, 401 p. 24 cm. ISBN 0- 
675-08812-7 Includes bibliographical 
references. [PN4121.A72] 73-93006 10.95 
1. Oratory. I. Title. 


BEVERIDGE, Albert 
Jeremiah, 1862-1927. 
The art of public speaking. Introd. by D. 
N. Diedrich. Los Angeles, Nash Pub. 
(1974, c1924] xii, 68 p. 22 cm. ISBN 0- 
8402-8078-5 Reprint of the ed. published 
by Houghton Mifflin, Boston. 
[PNsia1. B45. 1974] 73-92961 1.95 (pbk.) 
1. Oratory. I. Title. 


EMMERT, Roger A. 808.5'1 
A competition course in speech [by] Roger 
A. Emmert. [ist ed] New York, 
Exposition Press [1974] 63 p. 22 cm. ISBN 
0-682-47850-4 (An Exposition-University 
book) [PN4121.E49] 73-91095 3.50 

1. Public speaking. I. Title. 


808.571 


MONROE, Alan Houston, 808.51 
1903- 
Principles and types of speech 


communication [by] Alan H. Monroe [and] 
Douglas Ehninger. 7th ed. Glenview, IH., 
Scott, Foresman [1974] xiii, 625 p. illus. 24 
cm. ISBN 0-673-07830-2 Previous editions 
published under title: Principles and types 
of speech. Includes bibliographies. 
[PN4121.M578 1974] 73-90591 9.95 

1. Public speaking. 2. Oral communication. 
I. Ehninger, Douglas, joint author. II. Title. 


BRILHART, John K. 808.53 
Effective group discussion [by] John K. 
Brilhart. 2d ed. Dubuque, Iowa, W. C. 
Brown Co. [1974] x, 192 p. illus. 23 cm. 
ISBN 0-697-04144-1 Includes 
bibliographies. [LC6519.B7 1974] 73-90674 
1.95 (pbk.) 

1. Forums (Discussion and debate) I. Title. 


POVENMIRE, E. Kingsley. 808.5°5 

Choral speaking and the verse choir [by] 

E. Kingsley Povenmire. Graphics by Dale 

Burnett Mann. South Brunswick, A. S. 

Barnes [1974] p. cm. ISBN 0-498-01191-7 

Pibliography: p. [PN4193.C5P6] 73-116 
9.9 


1. Choral speaking. I. Title. 
Prepared from C.I.P. 


*THE Floating Bear, 808.8 
a newsletter. Numbers 1-37, 1961-1969. 
Edited by Diane di Prima & LeRoi Jones. 
La Joilla, Calif., Laurence McGilvery, 1973. 
578 p. 28 cm. ISBN 0-910938-54-7 
{[PN6011] 72-79790 20.00 (pbk.)} 

i Literature—Collections—Serial. Zi. 
DiPrima, Diane, comp. If. Jones, LeRoi, 
joint comp. 
Publisher’s address: P. O. Box 852 La 
Jolla, Calif. 92037 


OHLSEN, Woodrow, comp. 808.8 
Frames of reference: an introduction to 
literature [compiled by] Woodrow Ohlsen 
[and] Frank L. Hammond. Belmont, Calif., 
Wadsworth Pub. Co. [1974] 399 p. illus. 24 
Soca 0-534-00320-6 [PN6014.04] 73- 
1. Literature—Collections. I Hammond, 
Frank L., joint comp. IT. Title. 


*SOMETHING Else Yearbook, 808.8 
1974, West Glover, Vt., Something Else 
Press, 1974 235 p. 20 cm. ISBN 0-87110- 
091-6. [PN6014] 72-90050 3.95 (pbk.) 

1. Literature—Collections. 


INSIGHTS; , 808.8'0352 
a selection of creative literature about 


childhood. Selected and edited by the 
Child Study Association of America. With 
an introd. and comment by Anna W. M. 
Wolf. New York, J. Aronson [c1973] 462 
do. 24 cm. ISBN  0-87668-116-X 
-PN6071.C5I5] 74-164399 12.50 

4. Children—Literary collections. I. Child 
Study Association of America. 


LEEMING, David Adams, 808.8°037 
1937- comp. 
Flights: readings in magic, mysticism, 


fantasy, and myth. New York, Harcourt 
Brace Jovanovich [1974] xii, 388 p. illus. 
21 em. ISBN 0-15-527556-9 Includes 
bibliographical references. [PN6071.S9L4] 
73-13029 4.95 (pbk.). 
i. Supernatural—Literary collections. 2. 
Supernatural. I. Title. 
WEISS, Samuel Abba, 1922- 808.82 
ed. 
Drama in the modern world; plays and 
essays [edited by] Samuel A. Weiss. 
Alternate ed. Lexington, Mass., Heath 
[1974] 614 p. 24 cm. ISBN 0-669-83121-2 
Bibliography: p. 609-614. [PN6112.W414] 
73-9350 5.95 
I. Drama, Modern—19th century. 2. 
Drama, Modern—20th century. 3. Drama, 
Modern—19th century—Addresses, essays, 
lectures. 4. Drama, Modern—20th 


century—Addresses, essays, lectures. I. 

Title. 

WILSON, John Fletcher, 808.851 
1923- 


Public speaking as a liberal art [by] John 
F. Wilson [and] Carroll C. Arnold. 3d ed. 
Boston, Allyn and Bacon [1974] viii, 350 
p. 24 cm. Includes bibliographical 
SW aes [PN4121.W46 1974] 73-88387 
7 

I. Public speaking. I. Arnold, Carroll C., 
Joint author. II. Title. 


ADAMS, William 
Davenport, 1851-1904, ed. 
Quips and quiddities; a quintessence of 
quirks, quaint, quizzical, and quotable. 
Selected and edited by W. Davenport 
Adams. [Folcroft, Pa.} Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1881 
ed. published by Chatto and Windus, 
London, in series: The Mayfair library. 
Le oi 1974] 74-9687 20.00 (lib. 
bdg. 

1. Commonplace-books. 
English. I. Title. 
Prepared from C.I.P. 


808.88°2 


2. Quotations, 


PORTEL, Marian, comp. 808.882 
Sounds that break the silence. With an 
introd. by James X. Williams. [Hollywood, 
Calif.] Stanyan Books [c1973] 60 p. illus. 
20 cm. ISBN 0-394-48599-8 (Stanyan 
books, 49) [PN6081.P6] 73-8009 3.00 

1. Quotations, English. I. Title. 


*SPIEGELMAN, Art, comp. 808.88°2 
Whole grains; a book of quotations, edited 
by Art Spiegelman and Bob Schneider. 
New York, Douglaslinks [1973] 159 p. 26 
cm. ISBN 0-8256-3401-6. [PN6081] 3.95 
(pbk.) 

1. Quotations, English. I. Schneider, Bob, 
joint comp. IT. Title. 

Dist. by Quick Fox, New York, 


SERA TT; Talmadge. 
comp 
Black light: 


808.8°98°96 


selected writings from 
American Negro literature, edited by 
Talmadge Spratt. [Kansas City, Mo.], 
Hallmark [1973] 61 p. col. illus., 20 cm. 
ISEN 0-87529-303-4 [PN6068] 72-82858 
I. Negro literature. £ Title. 


800 LITERATURE 


ROSE, Henry, f1.1911-1913.« ¢° 809 
Maeterlinck’s symbolism: the blue bird, 
and other essays. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1910 ed. published by A. C. Fifield, 


London. Contents.—-Maeterlinck’s 
symbolism: “The blue  bird.”—”Pippa 
passes”: the optimism of Robert 


Browning.—The musical mind: a study in 
social harmonies. [PQ2625.A61R6 1974] 
74-10729 12.50 (lib. bdg.) 

i. Maeterlinck, Maurice, 1862-1949. The 
blue bird. 2. Browning, Robert, 1812-1889. 
Pippa passes. I. Title. 

Prepared from C.I.P. 


LECHNER, Joan Marie. 809.03 
Renaissance concepts of the 
commonplaces; an historical investigation 
of the general and universal ideas used in 
all argumentation and persuasion with 
special emphasis on the educational and 
literary tradition of the sixteenth and 
seventeenth centuries. Westport, Conn., 
Greenwood Press [1974, ¢c1962] p. ISBN 
0-8371-7491-0 Reprint of the ed. published 
by Pageant Press, New York. Bibliography: 
p. [PN173.L4 1974] 74-6153 12.75 

1. Rhetoric—1500-1800. 2. Commonplace- 
books—History and criticism. 3. Exempla. 
I. Title. 

Prepared from C.I.P. 


RENAISSANCE studies; 809°.031 
six essays. Edited by I. D. McFarlane, A. 
H. Ashe [and] D. D. R. Owen. Totowa, 
N.J., Rowman and Littlefield, 1972 fi 
1973, c1971] vii, 114 p. 25 cm. ISBN 0- 
87471-106-1 ”Reprinted from Forum for 
modern language studies, volume VII, no. 
4.” Includes bibliographical references. 
[PQ233.R4 1973] 74-164346 6.00 


1. French — literature—l6th century— 
Addresses, essays, lectures. 2. Latin 
literature, Medieval and  modern— 


Addresses, essays, lectures. I. McFarlane, 
Jan Dalrymple, ed. II. Ashe, A. H., ed. II. 
Owen, David Douglas Roy, ed. 


RODMAN, Selden, 1909- 809.04 B 
Tongues of fallen angels; conversations 
with Jorge Luis Borges [and others, by] 
Selden Rodman. [New York, New 
Directions Pub. Corp., 1974] 271 p. illus. 
21 cm. ISBN 0-8112-0528-2 (A New 
Directions book) [PN452.R6] 73-89485 
2. 

1. Authors—Interviews. I. Borges, Jorge 
Luis, 1899- IT. Title. 

Pbk. 3.75; ISBN 0-8112-0529-0. 


PAZ, Octavic, 1914- 809.1 
Children of the mire; modern poetry from 
Romanticism to the avant-garde. 
Translated by Rachel Phillips. Cambridge, 
Mass., Harvard University Press, 1974. ix, 
186 p. 21 cm. ISBN 0-674-11625-9 (The 
Charles Eliot Norton lectures, 1971-1972.) 
Includes bibliographical references. 
(PN1161.P3] 73-88498 7.95 

1. Poetry, Modern—History and criticism. 
I. Title. If. Series. 


SWANGER, David, comp. 809.1 
The poem as process. New York, Harcourt 
Brace Jovanovich [1974] xvi, 256 p. 22 
em. ISBN 0-15-570747-7 Includes 
bibliographical references. [PN 1042.885] 
73-16729 4.95 

1. Poetics. 2. English poetry (Collections) 
3. American poetry (Collections) 


mW 


BOO LITERATURE 


SMITH, ‘Jgmes L. 809.2752 
Melodrama [by] James L. Smith. [London] 
Methuen; {distributed in the U.S. by 
Harper & Row, Barnes & Noble impon 
Division, New York, 1973] 96 p. 19 cm. 
ISBN 0-416-79330-4 (The Critical idiom, 
no. 28) Bibliography: p. [78]-81. 
[PN1912.86] 74-614331 4.50 

1. Melodrama—History and criticism. I. 
Title. 

Pbk. 2.00, ISBN 0-416-79340-1 


SMITH, James L. 809,252 
Melodrama [by] James L. Smith. [London] 
Methuen; [distributed in the U.S.A. by 
Harper & Row, Barnes & Noble Import 
Division, New York, 1973, [i.e. 1974] 96 p. 
19 cm. ISBN 0-416-79330-4 (The Critical 
idiom, no. 28) Bibliography: p. [78]-81. 
[PN1912. S6] 74-164331 4.50 

1. Melodrama—History and criticism. L 
Title. 

Pbk. 2.00; ISBN 0-416-79340-1. 


HICKS, Granville, 1901- 809°.933 
Granville Hicks in the New masses. Edited 
by Jack Alan Robbins. Port Washington, 
N Y., Kennikat Press [1974] xviii, 437 p. 
cm. ISBN 0-8046-9042-1 

fPNOO. U52H5] 73-83265 17.50 

Ll. Criticism—United States—Addresses, 
essays, lectures. 2. Literature, Modern— 
20th century—Addresses, essays, lectures. 
3. Communism and literature—Addresses, 
essays, lectures. I. New masses. II. Title. 


"RAHV, Philip, 1908- 810.800.54 
e 

Modern occasions. 

No. 2 is available from Kennikat Press for 
9.95. ISBN 0-8046-9068-5. L.C. card no.: 
66-18863. 


MACY, John Albert, 1877- 
1932, ed. 

American writers on American literature, 
by 37 contemporary writers. Westport, 
Conn., Greenwood Press [1974, c1931] p. 
cm. ISBN 0-8371-7350-7 Reprint of the 
ed. published by H. Liveright, New York. 
[PS88.M3 1974] 73-22753 24.50 


810.9 


l American literature—History and 

criticism. Ñ. Title. 

Prepared from C.I.P. 

MANLY, John Matthews, 810’.9°0052 
1865-1940. 

Contemporary American literature; 


bibliographies and study outlines, by John 
Matthews Manly and Edith Rickert. New 
York, Haskell House Publishers [1974] p. 
ISBN 0-8383-2048-1 Reprint of the 1921 
ed. published by G. C. Harrap, London. 
01681019003 [PS221.M3 1974] 74-4436 
IL. 

1. American literature—20th century—Bio- 
bibliography. 2. American literature— 
Outlines, syllabi, etc. I. Rickert, Edith, 
1871-1935, joint author. I. Title. 

Prepared from C.I.P. 


WILSON, Edmund, 
1972, ed. 
The shock of recognition; the development 
of literature in the United States recorded 
by the men who made it. New York, 
Octagon Books, 1974 [c1955] p. ISBN 0- 
574-98668-1 Reprint of the ed. published 
by Farrar, Straus and Cudahy, New York. 
[PS55.W5 1974] 74-6363 36.00 
1. American  literature—History and 
criticism. 2. American literature. I. Title. 
Prepared from C.I.P. 


HOBSON, Fred C., 1943- 810°.9°975 
The serpent in Eden: H. L. Mencken and 
the South, 1920-1935 [by] Fred C. 
Hobson. Chapel Hill, University of North 


1895- 810’.9°0052 
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Carolina Press [1974] p. ISBN 0-8078- 
1224-2 Bibliography: p. [PS3525.E43Z583] 
73-15674 8.95 

J. Mencken, Henry Louis, 1880-1956. 2. 
American literature—Southern States— 
History and criticism. I. Title. 

Prepared from C.I.P. 


BECKETT, Lucy. 811.52 
Wallace Stevens. [Loncon] Cambridge 
University Press [1974] 222 p. 22 cm. 
ISBN 0-521-20278-7 Bibliography: p. 217- 
218. [PS3537.T4753Z593] 73-80485 

i. Stevens, Wallace, 1879-1955—Criticism 
and interpretation. 

Distributed by Cambridge University Press, 
New York, 10.95. 


BENET, Laura. 811°.5°2 
Bridge of a single hair; a book of poems. 
Boston, Branden Press [1974] 45 p. 22 cm. 
ISBN 0-8283-1533-7 {PS3£03.E528B7] 73- 
89759 3.75 

I. Title. 


CIARDI, John, 1916- 8117.5'2 
The little that is all. New Brunswick, N.J., 
Rutgers University Press [1974] p. cm. 


ISBN 0-8135-0776-6 Poems. 
[PS3505.I27L47] 74-6238 5.00 

I. Title. 

Prepared from C.I.P. 

CRANE, Hart, 1899- 811°.5°2 B 


1932 

pie of Hart Crane and his family. 
Edited by Thomas S. W. Lewis. New 
York, Columbia University Press, 1974. p. 
cm. ISBN 0-231-03740-6 Includes 
bibliographical references. 
[PS3505.R272Z54 1974] 73-21675 20.00 

J. Crane, Hart, 1899-1932—Biography. 2. 
Crane family. I. Title. 

Prepared from C.I.P. 


EVERSON, William, 1912- 811’.5°2 
Man-fate; the swan song of Brother 
Antoninus [by] William Everson. [New 
York, New Directions, 1974] ix, 80 p. 21 
em. ISBN 0-8112-0520-7 (A New 
Directions book) ([PS350¢.V65M3] 73- 
89480 6.95 

I. Title. 

Pbk., 2.75, ISBN 0-8112-0521-5. 


GIOVANNINI, Giovanni, 
1906- 
Ezra Pound and Dante [by] G. Giovannini. 
New York, Haskell House [1974] p. cm. 
ISBN 0-8383-1952-1 ”Rede, uitgesproken 
ter gelegenheid van de aanvang der 
werkzaamheden aan de Katholieke 
Universiteit te Nijmegen als Fulbrigkt- 
hoogleraar in de amerikaanse letterkunde 
voor het studiejaar 1961-1962, op vrijdag 1 
december 1961.” Reprint of the 1961 ed. 
published by Dekker, Nijmegen. 
[PS3531.082Z635] 74-7249 7.95 
d. Pound, Ezra Loomis, 1885-1972— 
Criticism and interpretation. 2. Dante 
Alighieri, 1265-1321—Influence—Ezra 
Pound. I. Title. 
Prepared from C.I.P. 


MILES, Josephine, 1911- 811.52 
To all appearances; poems new and 
selected. Urbana, University of Illinois 
Press [1974] p. cm. ISBN Č-252-00439-6 
[PS3525.14835T6] 74-9000 8.50 

£ Title. 

Prepared from C.I.P. Pbk., 3.95, ISBN C- 
252-0044-3. 


REZNIKOEFF, Charles, 
1894- 

By the well of living and seeing; new and 

selected poems, 1918-1973. Edited and 

with an introd. by Seamus Cooney. Los 


811.52 


811.52 
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Angeles, Black Sparrow Press, 1974. p. 
cm. ISBN 0-87685-182-0 [PS3535. E98B85] 
74-9559 15.00 

Í. Title. 

Prepared from C.I.P. Pbk. 4.00; ISBN 0- 
87685-181-2. 


ROBERTS, Charles George 

Douglas, Sir, 1860-1943. 
Selected poetry and critical prose. Edited 
with an intro. and notes by W. J. Keith. 
(Toronto, Buffalo] University of Toronto 
Press [1974] xxxix, 326 p. 23 cm. ISBN 0- 
8020-2076-3 (Literature of Canada: poetry 
and prose in reprint) Bibliography: p. [317] 
-318. [PR5231.A6 1974] 73-91558 17.50 
Pbk. 5.95; ISBN 0-8020-2606-7. 


TIPPETT, James Sterling, 
1885-1958. 

Crickety cricket! The best-loved poems of 
James S. Tippett. Pictures by Mary 
Chalmers. Introd. by Donald J. Bissett. 
[1st ed.] New York, Harper & Row [1973] 
x, 83 p. illus. 19 cm. ISBN 0-06-0261 18-8 
More than fifty poems dealing with things 
children care about: animals, 
transportation, playing, the city, and 
nature. [PZ8.3.T499Cr] 73-5498 3.95 

I. Title. 


811.52 


811.52 


UROFF, Margaret Dickie. 811.52 
Hart Crane: the patterns of his poetry [by] 
M. D. Uroff. Urbana, University of Illinois 
Press [1974] p. cm. ISBN 0-252-00393-4 
Includes bibliographical references. 
[PS3505.R272Z798] 74-8906 6.95 

1. Crane, Hart, 1899-1932-~-Criticism and 
interpretation. I. Title. 

Prepared from C.I.P. 


WESLEYAN University, 
Middletown, Conn. Library. 
Robert Frost, a chronological survey, 
compiled in connection with an exhibit of 
his work at the Olin Memorial Library, 
Wesleyan University, April 1936 [b 
Lawrence R. Thompson. Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1936 ed. published by the 


811'.5°2 


Library, Middletown, Conn. 
[PS3511.R94Z987 1974] 74-9991 10.00 
‘lib. bdg.) 


i. Frost, Robert, 1874-1963—Exhibitions. 
d. Thompson, Lawrance Roger, 1906- II. 
Title. 

Prepared from C.I.P. 


ACQUANETTA. 811.54 
The audible silence. Illustrated by Emilie 


Touraine. [Ist ed. Flagstaff, Ariz.] 

Rorthland Press [1274] 169 p. illus. 24 cm. 
BN 7358-119-9 Poems. 

53551. C65A94] 73-82975 8.75 

a. Title. 

APPEL, Allan. 811.54 


New listings. New York, Inwood Press; 
cistributed by Horizon Press [1974] 63 p. 
18 cm. Poems. [PS3551.P55N4] 74-958 
1.95 

I Title. 


*ATHIE, Belen. 811.54 
Objetany. New York, Vantage Press [1973] 
68 p. illus. 21 cm. ISBN 0-533-004-68-3 
Poems. 3.75 

I. Title. 


BEALE, Harvey D., 1927- 811.5°4 
Shadows of white doves, by Harvey D. 
Beale. Philadelphia, Franklin Pub. Co. 
[c1973] 42 p. 20 cm. [PS3552.E137S5] 73- 
99354 3.95 

L Title. 


*THE Broadside annual, . 811.574 
13973, introducing new Black poets. 


SULY 31,1974 


Detroit, Broadside Press [1973] 24 p. 22 
cm. ISBN 0-910296-91-X. 72-624192 1.50 


(pbk.) 
I. Boyer, Jill Witherspoon, comp. 


CULVER, Chuck. ‘811.574 
I’m like you. Millbrae, Calif., Celestial Arts 
[1974] [95] p. illus. 22 cm. ISBN 0- 
912310-48-0 Poems. [PS3553.U35915] 73- 
86638 2.95 (pbk.) 


L Title. 
CUMMING, Patricia. 811.54 
Afterwards. [Cambridge, Mass., Alice 


James Books, 1974} 63 p. 21 cm. ISBN 0- 
914086-02-2 Poems. [PS3553.U445A7] 73- 
94068 3.00 

L Title. 

Publisher’s address: 46 Battle Street, 
Cambridge, Mass. 02138. 


CUNNINGHAM, Edward, 
1939- 
Before and ever after; love poems, by Ed 
Cunningham. [Illustrated by. David R. 
. Miles. [Kansas City, Mo., Hallmark Cards, 
1973] 45 p. illus. 25 cm. ISBN 0-87529- 


81.54 


338-7 (Hallmark crown . editions) 
[PS3553. U47B4) 72-94959 4.00 

Í Title. 

DAIUTOLO, Olympia. 811'.5°4 


Poetry nosegay and leaves of wisdom. 
Philadelphia, Dorrance [1974] 66 p. 22 cm. 
ISBN 0-8059-1985-6 [PS3554.A34P6] 73- 
93148 3.50 

I. Title. 


*DANA, Roger W: 811.54 
. Laughing with life, humorous verses by 
Roger W. Dana. [ist ed.] New York, 
Exposition Press [1973] 64 p. 21 cm. ISBN 
0-682-47768-0 3.50 

I. Title. 


*DECHTER, Sydell. 811.5°4 
Black lava-crimson sand, poems, by Sydell 
Dechter. [First ed.] New York, Exposition 
Press [1973] [48 p.] 21 cm. ISBN 0682- 
47810-5 3.50 

L Title. 


DELPHINE, Freda. 811.54 
` I promise you tomorrow. : Photos. by 
Robert Proler. (Houston, Tex., Pacesetter 
Press, 1974} [98] p. illus. 29 cm. ISBN 0- 
88417-660-5 Poems. [PS3554.E4445118] 
73-91782 8.95 

T. Title. 


DRAFTS, C. Gene, 1946- .  81r.54 
Bloodwhispers/Blacksongs [by] C. Gene 
Drafts. [lst ed.] Detroit, Broadside Press 
[1974] 14 p. 22 cm. ISBN 0-910296-09-X 
Poems. [PS3554.R18B5] 73-91267 1.50 
(pbk.) 

T. Title. 


*DURAND, Robert. 811.54 
The ages of J. [Santa Barbara, Calif.] 
Christopher’s Books [1973] Iv. 18 cm. 
ISBN 0-87922-020-1 (Christopher’s hip- 
pocket series) Poems 73-76636 2.50'(pbk.) 
£ Title. 


FREEMAN, James Dillet. 811.54 
Love, loved, loving! The principal parts of 
life. [ist ed] TSEN City, Y., 
Doubleday, 1974. ISBN 0-385-01858-4 
Poems. [PS3556.R388L6] 73-20511 8.95 

L. Title. 

Prepared from C.I.P. 


*GOGOL, John M. 

Native American words, 
Gogol. Portland, Oregon, 
Publishers [1973] [24 p.] 17 cm. Poems. 
T. Title. 


811.5°4 
by John M. 


Tahmahnawis - 


Publisher’s address: 1329 S.W. 14th St., 
Portland, Oregon 97201. 


GREGORY, Violet L. 811.54 
Full circle, by Violet L. Gregory. Boston, 
Branden Press [1974] 80 p. 22 cm. ISBN 
0-8283-1532-9 Poems. [PR9199.G7F8] 73- 
86959 3.75 

L Title. 


*GRENACS, Gyula. 811.54 
The orphan, book one. Houston, Texas, 
Orphan [1973] xvi, 69 p. 23 cm. ”Poems. m 
Z. Title. 

Publisher’s address: 
Houston, Texas. 77042., 


HACKER, Marilyn, 1942- 811°.5°4 
Presentation piece. New York, Viking 
Press [1974] 115 p. 23 cm. ISBN 0-670- 
57399-X Poems. [P83558.A28P7] 73- 
12054 6.95 


P.O. Box 42389, 


` L Title. 


Pbk; 2.95, ISBN 0-670-00419-7. 


HACKETT, Buddy. 811°.5"4 
The naked mind of Buddy Hackett. Los 
Angeles, Nash Pub. [1974] 78 p. 22 cm. 


ISBN 0-8402-1340-9 Poems. 
[PS3558.A294N3] 73-92963 4.95 

T. Title. 

*HAMILL, Sam. 811.54 


Heroes of the Teton Mythos. [Denver, 
Colo.] [Copper Canyon Press] [1973] 65 
p., illus., 21 cm. Poems. ”500 copies.” 73- 
89673 2.50 (pbk.) 

T. Title. 

Publishers address: 19 South Utica St., 
Denver, Colorado. 80219. 


*HAMPTON, George D. 811.54 


Just outside of Eden and other paradises, 


poems by George D. Hampton, illus. by 
Ann Robinson Hampton. [lst ed.] New 
York, Exposition Press [1973] 63 p. illus., 
21 cm. ISBN 0-682-47799-0 4.00 

I. Title. 


HOFFS, Tamar. 811.54 
The liberated Mother Goose. Milibrae, 
Caflif.] Celestial Arts [1974] 127 p. illus. 
22 cm. ISBN 0-912310-57-X Poems. 


[PS3558.03472L5] 73-89894 3.95 (pbk.) 


I. Title. If. Title: Mother Goose. 


*JOHNSON, Lemuel. 811.54 
Highlife for Caliban. [Afterword by Sylvia 
Wynter] [Ann Arbor] Ardis [1973] 156 p. 
22 cm. ISBN 0-88233-058-6 (Ardis new 
poets in America series) Poems. 5.95 

I. Title. 

Pbk. 1.95, ISBN 0-88233-059-4.. 


JONES, Abigail Roberts, 811.54 
19 


Where I have walked. Philadelphia, 
Dorrance [1974] 71 p. 22 cm. ISBN 0- 


8059-1979-1 Poems. [PS3560.0455W48] 
73-94033 3.50 

f Title. 

*KRUGER, Mollee. 811.54 
More unholy Writ. [Bethesda, Md.], 


[Maryben Books] [1973] 98 p. 18 cm. (A 
Maryben book) Poems. 
(pbk.) 

I Title. 

Publisher’s address: Box 30035, Bethesda, 
Md 20014 


*LABR, Georgiana Lieder. 811.54 
Wings ‘of song. [ist ed] New York, 
Vantage Press [1973] 112 p. 21 em. ISBN 
0-533-00625-2 Poems. 3.75 

T. Title. 


0-913184 2.25 ` 


800 LITERATURE 


LAMANTIA, Philip, 1927- . , ° 811.54 
Touch of the marvelous. New ed. Bolinas 
[Calif.] Four Seasons Foundation; 
[distributed by Book People, Berkeley, 
Calif.] 1974. 47 p. 21 cm. ISBN 0-87704- 


020-6 - (Writing, 32) Poems. 
(PS3562.A42T6 1974] 70-176241 2.50 
(pbk.) 

I. Title. . 
*LEE, Don L. 81154 


Book of dife [oy] Mwalimu Haki R. 
Madhubuti [Don L. Lee] Detroit, 
Broadside Press [1973] 80 p. illus. 23 cm. 
ISBN 0-910296-06-5 Poems. [PS3562E34] 
73-88842 6.00. 


I. Title. 
Pbk. 2.50, ISBN 0-910296-05-7 i 


*LEE, Jo Anne. 811.54 
First hunger. [Santa Barbara, Calif.] 
Christopher’s Books [1973] lv. 18 cm. 
ISBN 0-87922-017-1 (Christopher’s’ hip- 
pocket series) Poems. 73-76638 2.50 (pbk.) 
I Title. 


*LEEUW, Doris Y. de 811.54 
The goldfish couldn't care less [by] Doris 
Y. de Leeuw. [lst ed.] New York, Vantage 
Press [1973] 47 p. 21 cm. ISBN 0-533- 
00791-7 Poems. 3.50 

L Title. 


MCWILLIAMS, Peter 811.54 
This longing may shorten my life; poems. 
{Allen Park, Mich., Versemonger Press; 
distributed by  Price/ er oa 
Angeles, 1974] [60] 
[PS3563. A3385TS5] 74- 166387 l. 95 oy” 
L Title. 

| 


*MAXWELL, M. H. 811.54 
A Christmas song of oid Boston; a string 
of pearls.” by M. H. Maxwell. [Franklin] 
Mass., Gauntlet Books [1973] 31 p. illus. 
22 cm. ”Poems.”. 3.25 

I. Title. 


MILLS, William, 1935- 811.54 
Watch for the fox; poems. Baton Rouge, 
Louisiana State University Press, 1974. vii, 
61 p 22 cm. ISBN 0-8071-0071-4 


(Louisiana paperbacks, L-67) 
[PS3563.14234W3] 73-90863 2.95 

I. Title. 

*NELSON, Vera Joyce. 811.54 


The scent of water. [1st ed.] Lake Oswego, 
Oregon, Smith, Smith and Smith Pub Co., 
piy 103, [1] p. 22 cm. Poems. 2.50 
(pbk. 


f. Title. 


NEWTON, Violette. <- BILS4 
The proxy; poems. [Quanah, Tex.] Nortex 
Offset Publications [c1973] v, 66 p. 24 cm. 
[PS3564.E97P7} 73-88942 

ł{. Title. 


NOLAN, James, 1947- 811°.5°4 

Why I live in the forest. Middletown, 

Conn., Wesleyan University Press [1974] 

p. cm. ISBN 0- 3195: oe 8 dhe Wesleyan 
poetry progra 74) Poems. 

PS35364. O36W5] ” 74- 5967 6.00 

I. Title. 

Prepared from C.I.P. Pbk. 3.45; ISBN 0- 

8195-1074-2. 


NORMAN, George, 1923- 
Passing through. Detroit, 


811.54 
Lamplighter 


Press [1974] 64 p. 22 cm. Poems. 
Eero O565P3] 73-91462 
Í. Title. 


*PENDLETON, Conrad. 
Oregon odyssey of wheels. 


811.54 
Fort Smith, 
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Ark., South and West [1973] 44 p. 23 cm. 
“Poems” 
I. Title. 
Publisher’s address: 
Smith, Ark. 72901. 


RHINESMITH, J. P. 811.574 
Retrospect [by] J. P. Rhinesmith. 
Charleston, Ill., Prairie Poet Books [1974] 
v, 22 p. 22 cm. ISBN 0-913996-67-X 
Poems. [PS3568.H53R4] 74-166253 2.00 

E Title. 

Distributed by American Poets Fellowship 
Society, Inc; 219 6th Avenue, Box 35, 
Charleston, Hl. 61920. 


ROOK, Pearl Newton. 811.574 
Hidden universe, by Pearl N. Rook. 
Philadelphia, Dorrance [1974] 29 p. 22 cm. 


1520 South 26th, Fort 


ISBN 0-8059-1987-2 Poems. 
[PS3568.0594H5] 73-93510 2.95 

E Title. 

RYAN, Michael, 1946- 811.54 


Threats instead of trees. Foreword by 
Stanley Kunitz. New Haven, Yale 
University Press, 1974. xviii, 66 p. 21 cm. 
ISBN 0-300-01738-3 (Yale series of 
younger poets, v. 69) [PS3568.Y39T48] 
73-87737 6.00 

I. Title. II. Series. 


SANCHEZ, George. 
Whisperings. Millbrae, Caflif.] Celestial 
Arts [1974] [64] p. illus. 22 cm. Poem. 
espera ee) 73-82534 2.95 (pbk.) 

. Title. 


811.54 


SESKIN, Jane. 811.54 
Living sing: OS Angeles, 
Prcef Stern (Soan [1974] pal p. illus. 21 

SBN 0-8431-0339-6 Poems. 


[PS3569. E75L5] 74-166382 2.00 (pbk.) 
I. Title. 


SIMIC, Charles, 1938- 811.54 
Return to a place lit by a glass of milk; 
poems. New York, G. Braziller [1974] x, 
70 p. 23 cm. ISBN 0-8076-0732-0 (The 


Braziller series of poetry) 
[PS3569.14725R4] 73-92763 5.95 

I Title. + 

Pbk. 2.95; ISBN 0-8076-0733-9 

SIMON, Tishia, 1955- 811.54 


The essence of nothing. Philadelphia, 
Franklin Pub. Co. [¢1973] vi, 39 p. 20 cm. 
Poems. [P$3569.1486E8] 73-78178 2.95 

I. Title. 


*SMITH, Harriet L. 811.54 
Academic sketches by Harriet L. Smith, 
Helen K. Smith [and] Leslie C. Smith. [1st 
ed.] Lake Oswego, Oregon Smith, Smith 
and Smith Pub. Co. [1973] 103 p. illus., 22 
cm. ISBN 0-913626-090-0 Poems’ 4.95 

I. Smith, Helen K., joint author. H. Smith, 
Leslie C., joint author. II. Title. 

Pbk. 2.00, ISBN 0-913626-03-1. 


TASCHLER, Alois Charles. 81P.574 
The fire in the rose; in memoriam: a ballad 
of JFK, and other poems. [Ist ed.] New 
York, Exposition Press [1973] 124 p. 22 
cm. ISBN 0-682-47778-8 [PS3570.A7F5] 
74-165263 5.00 

i Title. 


THATCHER, Maurice 
Hudson, 1870-1973. 

Autobiography in poetry. New York, R. 

Speller [1974] p. cm. ISBN 0-8315-0145-6 

(PS3539.H149A9] 74-11010 6.00 

i Title. 

Prepared from C.I.P. 


WILSON, Alton H. 811.574 
So ... help me, Lord [by] Alton H. Wilson. 


114 


811.54 


[ist in Garden City, N.Y., Doubleday, 
1974. p. cm. ISBN 0-385-02967-5 Poems. 

[PS3573.14567586] 73-20537 3.95 

I. Title. 

Prepared from C.I.P. 


WORDEN, Alfred Merriil. 811.54 
Hello Earth; greetings from Endeavour 
[by] Alfred M. Worden. Los Angeles, 
Nash Pub. [1974] 80 p. illus. 22 cm. ISBN 
0-8402-1343-3 Poems. [PS3573.069H4] 
73-92966 4.95 

i. Space flight to the moon—Poetry. I. 
Title. 


YOUNG, Allen. 811.54 B 
Gay sunshine interview: Allen Ginsberg 
with Allen Young. Bolinas [Calif.] Grey 
Fox Press, 1974. 42 p. 21 cm. ISBN 0- 
912516-05-4 [PS3513.174Z95] 74-75457 
1.95 (pbk.). 

1. Ginsberg, Allen, 192&-—Interviews. I. 
Ginsberg, Allen, 1926- IT. Title. 


POETS and Writers, 811°.5°40025 
inc. 

A directory of American poets, including 

names and addresses of 1300 poets and 

contemporary writers whose work has been 

published in the United States. New York, 

1973. xi, 119 p. map. 28 cm. Bibliography: 

p. 110-118. [PS323.5.P6 1973] 72-96830 

4.00 

1. Poets, American—Directories. I. Titie. 


LOURIE, Dick, comp. 811'.5°408 
Come to power; elever: contemporary 
American Indian poets. With an introd. by 
Joseph Bruchac. Trumansburg, N.Y., 
Crossing Press [1974] 127 p. 21 cm. ISBN 
0-912278-45-5 che. Sore Press series 
of contempo: anthologies) 
(PS591.155L6] 73. 86673 3.95 (pbk.) 
A , american poetry—Indian authors. I. 
ttle. 


KAMINSKY, Marc, 1943- 8117.5°409 
What’s inside of you it shines out of you. 
New York, Horizén Press [1974] p. cm. 
ISBN 0-8180-1568-3 Includes 
bibliographical references. [PN1101.K25] 
74-8779 7.95 

1. Poetry—Study and teaching. 2. Poetry— 
Authorship. 3. Poetry—Therapeutic use. 4. 
Aged—Recreation. I. Title. 

Prepared from C.I.P. 


*DUNSTER, Mark. 812 
Rin: skip New York, Linden Publisher 
[1973] 113 p. 22 cm. 3.00 (pbk.) 


L Title. 

*THE best short 812.5082 
plays. 

The 1974 edition, edited & with an 


introduction by Stanley Richards, is 
available from Chilton Book Co., Radnor, 


Pa. for 8.95. L.C. card no.: 0-8019-5887- 
3. L.C. card no: 38-8006. 
O'NEILL, Eugene 812’.5°2 


Gladstone, 1888-1953. 
A moon for the misbegotten; a play in four 


acts. New ia Vintage Books [1974, 
1952} p. ISBN 0-394-71236-6 
i N5M68 1974] 74-5218 1.95 
I Pde. 

Prepared from C.I.P. 

GOLDSTEIN, Malcolm. 812’.5’2093 


The political stage: American drama and 
theater of the great depression. New York, 
Oxford University Press, 1974. x, 482 p. 
illus. 24 cm. Includes bibliographical 
gay [PS338.P6G6] 73-87609 13.95 

I. American drama-—~20th century— 
History and criticism. 2. Political plays, 
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American—History and criticism. 3. 
Theater—United States. I. Title. 


*ALICE in wonderland; 812.5°4 
the forming of a company and the making 
of a play. [New York] Merlin House, dist. 
by E. P. Dutton [1973] 165 p. illus. 23 cm. 
ISBN 0-88306-002-7 72-98394 5.95 (pbk.) 
Cloth ed. 15.00, ISBN 0-88306-001-9. 


CARLSON, Bernice (Wells) 812.54 
Funny-bone dramatics. Nashville, 
Abingdon [1974] p. ISBN 0-687-13867-1 
Bibliography: p. A selection of humorous 
riddles, plays, and puppet jokes with 
directions for presenting them to an 
audience. [PN6120.H8C3] 73-21515 4.95 
1. Children’s plays. 2. Wit and humor, 
Juvenile, I. Title. 

Prepared from C.I.P. 


CHILDRESS, Alice. 812°.5'4 
Wedding band; a love/hate story in black 
and white. New York, French [c1973] 73 
p. 19 cm. A play. [P83505.H76W4] 74- 
166345 1.75 (pbk.). 

L Title. 


*DUNSTER, Mark. 812’.5°4 
New York, a play. New York, Linden 
Publishers [1973] 98 p. 22 cm. 3.00 (pbk.) 
I. Title. 


KERR, Jean Collins. 8127.5°4 
Finishing touches [by] Jean Kerr. [1st ed.] 
Garden City, N.Y., Doubleday, 1974 
[c1972] p. cm. ISBN 0-385-02713-3 A 
play. [PS3521.E744F5 1974] 74-3474 6.95 
L Title. 

Prepared from C.I.P. 


KERR, Jean Collins. 812.54 
Finishing touches, by Jean Kerr. [New 
York] Dramatists Play Service [1973] 84 p. 


illus. 20 cm. A play. [PS3521. E744F5 
1973] 74-165219 1.75 sbk.) 
I. Title. 


MCNALLY, Terrence 812.54 
Whiskey; a one-act play. [New York] 
Dramatists Play Service [c1973] 60 p. illus. 
20 cm. [PS3563.A323W54] 74-165221 
1.00 (pbk.) 

I. Title. 


OWENS, Rochelle. 812.54 
The Karl Marx play and others. [lst ed.) 
New York, Dutton, 1974. 226 p. 21 cm. 
ISBN 0-525-47366-1 [PS3565.W57K3] 74- 
166206 5.95 (pbk.). 

I. Title. 

Contents omitted. 


ZINDEL, Paul. 812.54 
Let me hear you whisper; a play. Drawings 
by Stephen Gammell. New York, Harper 
& Row [1974] 44 p. illus. 22 cm. ISBN 0- 
00-02683376 [PS3576.1518L4] 73-13440 
4. 

I. Title. 


ALDRIDGE, John W. 813.03 
In search of heresy; American literature in 
an age of conformity, by John W. 
Aldridge. Westport, Conn., Greenwood 
Press [1974, ci956] p. cm. ISBN 0-8371- 
7452-X% Reprint of the ed. published by 
McGraw-Hill, New York. [PS221.A64 
1974] 74-3618 10.50 (lib. bdg.) 

1. American literature—20th century— 
History and criticism. 2. Criticism—United 
States. 3. Conformity. I. Title. 

Prepared from C.LP. 


DEKKER, George, comp. , 813.2 
Fenimore Cooper—the critical heritage, 
edited by George Dekker and John P. 
McWilliams. London, Boston, Routledge 


SULY 31,1974 


and Kegan Paul, 1973. xi, 306 p. 23 cm. 
ISBN 0-7100-7635-5 (Critical heritage 
series) Includes index. Bibliography: p. 
296-297. [PS1438.D38] 73-77039 15.50 

1. Cooper, James Fenimore, 1789-1851— 
Criticism and interpretation. i 
MeWilliams, John P., joint comp. I, Title. 


FICK, Leonard J. 8137.3 
The light beyond; a study of Hawthorne’s 
theology, by Leonard J. Fick. [Folecroft, 
Pa] Folcroft Library Editions, 1974 
[c1955] p. cm. Includes bibliographical 
references. [PS1892.R4F5 1974] 74-8995 
15.00 (lib. bdg.). 

1. Hawthorne, Nathaniel, 1804-1864— 
Religion and ethics. I. Title. 

Prepared from C.I.P. 


FIELDS, Annie (Adams) 813.3 B 
1834-1915. 
Nathaniel Hawthorne. New York, Haskell 
House [1974, c1899] p. cm. ISBN 0-8383- 
1859-2 Reprint of the ed. published by 
Small, Maynard, Boston, issued in series: 
Bacon biographies of eminent Americans. 
Bibliography: p. [PS1881.F5 1974] 74-7223 
10.95 (lib. bdg.). 
1. Hawthorne, Nathaniel, 1804-1864— 
Biography. I. Series: Beacon biographies of 
eminent Americans. (Boston) 
Prepared from C.I.P. 
METER, Roy Willard, 813.5093 
925- 
The middle western farm novel in the 
twentieth century, by Roy W, Meyer. 
Lincoln, University of Nebraska Press 
ee 1964] vii, 265 p. 21 cm. ISBN 0- 
032-5798-8. (A Bison book) Based on 
thesis, University of Iowa. an annotated 
bibliography of middle western farm 
fiction, 1891-1962. 2 200-242. 
Bibliography: p. 243-252. [PS374.F3M4 
1974] 64-17221 2.45 (pbk.) 
I. American fiction—Middle West— 
History & criticism. 2. American fiction— 
20th century—History & criticism. 3, Farm 
life in America. I. Title. 


ASTRO, Richard. 813.52 B 
John Steinbeck and Edward F. Ricketts: 
the shaping of a novelist. Minneapolis, 
University of Minnesota Press [1973, i.e. 
1974] xii, 259 p. illus. 23 cm. ISBN 0- 
8166-0704-4 Includes bibliographical 
references. [PS3537.T3234Z58] 73-87252 
12.95 

i. Steinbeck, John, 1902-1968—Friends 


and associates. 2. Ricketts, Edward 
Flanders, 1896-1948. I. Title. 

HAYCOX, Ernest, 1899- 813.52 
1950. 

Trail e Boston, G. K. Hall, 1974 
[c1936] cm. Large print ed. 


(PZ. 13237117] [PS3515. 49327] 74-5107 


i coe books. I. Title. 
Prepared from C.I.P. 


LUNDQUIST, James. 813.52 
Theodore Dreiser. New York, Ungar 
[1974] ix, 150 p. 20 cm. ISBN 0-8044- 
2563-9 (Modern rae monographs) 
Bibliography: 135-141. 
(PS3507. R55Z668] 73- $4600 6.00 

1. Dreiser, Theodore, 1871-1945. 


MORRIS, Ann R. 813.52 
Winesburg, Ohio, notes; including: life and 
background, an introduction to the work, 
list of characters, critical commentaries, 
the setting, Anderson’s style, review 
questions, [and] selected bibliography, by 
Ann R. Morris. Consulting editor: James 
L. Roberts. Lincoln, Neb., Cliffs Notes 
[1974] 61 p. 21 cm. ISBN 0-8220-1382-7 


Bibliography: p. 59-61. [PS3501.N4W575] 
74-165233 1.25 (pbk.) 


1. Anderson, Sherwood, 1876-1941. 
Winesburg, Ohio. I. Title. 

RAY, David, 1932- comp. 813.52 
Richard Wright: impressions and 


perspectives. Edited by David Ray and 
Robert M. Farnsworth. Introd. by Charles 
T. Davis. Ann Arbor, University of 
Michigan Press [1973] xi, 207 p. illus. 22 
cm. ISBN 0-472-09189-1 ”Material 
reprinted in this book first appeared in the 
December, 1971, issue of New letters, 
volume 38, number 2.” ”A bibliography of 


Richard Wrights works”: p. 191-205. 
[PS3545.R815Z8] 74-163565 7.95 
I. Wright, Richard, 1908-1960. I 


Tarsworth, Robert M., joint comp. ILI. 
Title. 
Pbk, 2.45; ISBN 0-472-06189-5. 


RIDEOUT, Walter Bates, 
comp. 
Sherwood Anderson; a collection of critical 
essays, edited by Walter B. Rideout. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN  0-13-036558-0 
{Twentieth century views) 
[PS3501.N4Z77] 74-3397 6.95 
1. Anderson, Sherwood, 1876-1941. 
Prepared from C.I.P. Contents omitted. 
Pbk. 2.45, ISBN 0-13-036533-5. 


VOLPE, Edmond Loris. 813.52 
A reader's guide to William Faulkner, by 
Edmond L. Volpe. New York, Octagon 
Books, 1974 [cl964] x, 427 p. 22 cm. 
ISBN 0-374-98086-1 Reprint of the ed. 
published by Farrar, Straus, New York. 
Bibliography: p. [413]-422. 
[PS351 1. ‘A85Z983 1974] 73-21109 14.50 

1. Faulkner, William,  1897-1962— 
Criticism and interpretation. I. Title. 


ADAMS, Laura, comp. 813.54 
Will the real Norman Mailer please stand 
up. Port Washington, N.Y., Kennikat 
Press, 1974. 274 p. 21 cm. ISBN 0-8046- 
9066-9 (Kennikat Press national university 
publications. Series in literary criticism) 
[PS3525.A4152Z57] 73-83259 9.95 


813.52 


1. Mailer, Norman—Addresses, essays, 
lectures. I. Title. 

Contents omitted. 

AUCHINCLOSS, Louis. 813.54 B 


A writer’s capital. Minneapolis, University 
of Minnesota Press [1974] 160 p. illus. 23 
cm. ISBN 0-8166-0707-9 Autobiographical. 
[PS3501.U25Z52] 73-90568 7.95 

1. Auchincloss, Louis I. Title. 


BOYLE, Harry J. 813.54 
Memories of a Catholic boyhood [by] 
Harry J. Boyle. Toronto, Doubleday 
Canada; Garden City, N.Y., Doubleday, 
1973. 192 p. 22 cm. ISBN 0-385-08003-4 
[PR9199.3.B65Z52] 73-79648 6.95 

1. Boyle, Harry J. I. Title. 


BRADBROOK, Muriel Clara. 813.54 
Malcolm Lowry: his art & early life; a 
study in transformation [by] M. C. 
Bradbrook. [London] Cambridge University 
Press [1974] xiii, 170 p. maps. 21 cm. 
ISBN 0-521-20473-9 Bibliography: p. 164- 
166. [PR6023.096Z57] 74-76945 

1. Lowry, Malcolm, 1909-1957. I. Title. 
Distributed by Cambridge University Press, 
New York; 6.95 


COMPARATIVE Literature 813.54 


Symposium, 6th, Texas Tech University,’ 
1973. 


William Faulkner: prevailing verities and 
world literature; proceedings. Editors: 
Wolodymyr T. Zyla [and] Wendell M. 


800 LITERATURE 


Aycock. ` Lubbock, Interdepdrtmental 
Committee on Comparative Literature, 
Texas Tech University, 1973. 166 p. illus. 
23 cm. Includes bibliographical references. 
[PS3511.A86Z489 1973] 74-157882 5.00 

1. Faulkner, William, 1897-1962— 
Congresses. I. Zyla, Wolodymyr T., 1919- 
ed. IT. Aycock, Wendell M., ed. Il. Title. 

Publisher’s address: Lubbock, Texas 79409 


LEVERENCE, John. 813'.5'4 B 
Irving Wallace; a writer’s profile. With an 
introd. by Jerome Weidman, an interview 
by Sam L. Grogg, Jr., and an afterward by 
Ray B. Browne. Bowling Green, Ohio, 
Popular Press, 1974. 454 p. illus. 24 cm. 
ISBN 0-87972-063-8 (Profiles in popular 
culture, no. 1) [PS3573.A426Z76] 73- 
93855 6.95 

1. Wallace, Irving, 1916- —Biography. 2. 
Wallace, Irving, 1916- —Correspondence. 
I. Grogg, Sam L. If. Title. III. Series. 


MCDANIEL, John N., 1941- 813°.5°4 
The fiction of Philip Roth [by] John N. 
McDaniel. Haddonfield, N.J., Haddonfield 
House [1974] p. cm. ISBN 0-88366-002-4 


*Philip Roth: a bibliography’: p. 
[PS3568.0855Z8] 74-8804 10.00 

1. Roth, Philip—Criticism and 
interpretation. I. Title. 

Prepared from C.I.P. 

SOLOTAROFF, Robert. 813.54 


Down Mailer’s way. Urbana, University of 
Illinois Press [1974] x, 289 p. 24 cm. ISBN 
0-252-00398-5 Includes bibliographical 
references. [PS3525.A4152Z88] 73-5406 
10.00 

I. Mailer, Norman—Criticism and 
interpretation. 2. Mailer, Norman— 
Political and social views. I. Title. 


COOKE, George Willis, 
1848-1923. 
Ralph Waldo Emerson: his life, writings, 
and philosophy. {Folcroft, Pa.] Folcroft 
Library Editions, 1974 [c1881] p. cm. 
Reprint of the 1882 ed. published by J. R. 
Osgood, Boston. Includes bibliographical 
references. [PS1631.C65 1974] 74-8996. 
25.00 
I. Emerson, Ralph Waldo, 1803-1882. 
Prepared from C.I.P. 


814.3 B 


*CLARK, George. 817 
Bro. Goodbody and the red brick church. 
Nashville, Tenn., Broadman Press [1973] 
64 p. illus. 14 cm. ISBN 0-8054-5541-8 
[PS430] 1.50 (pbk.) 

1. American wit and humor. I. Title. 


*CUMMINS, Roger W. 817 B 
Humorous but wholesome: a history of 
Palmer Cox and the Brownies, [by] Roger 
W. Cummins. Watkins Glen, N.Y., 
Century House Americana Publishers 
[c1973] 254 p. illus, port. 26 cm. 
Bibliography: p. 235-250. [CT217] 72- 
97477 15.00. 

1. Cox, Palmer, 1840-1924 I Title. 


RUSH, James, 1786- 
1869. 

Brief outline of an analysis of the human 
intellect. Edited by Melvin H. Bernstein. 
Weston, Mass., M & S Press, 1974. 2 v. 24 
cm. (The collected works of James Rush, 
v. 2-3) (Series: Rush, James, 1786-1869. 
The collected works of James Rush, v. 2- 
3.) Includes bibliographical references. 
[AC8.R75 vol. 2-3] [BF121] 150 74- 
165103 

I. Psychology. 2. Mind and body. I Title. 
I. Series. 


818.2709 s 


115 


800 LITERATURE 


RUSH, James, 1786- 818°.2°09 s 
1869. 
Hamlet. Rhymes of contrast. Edited by 


Melvin H. Bernstein. Weston, Mass., M & 
S Press, 1974. 1 v. (various pagings) 24 
em. (The collected works of James Rush, 
v. 4) (Series: Rush, James, 1786-1869. 
The collected works of James Rush, v. 4.) 
Prelude to Shakespeare’s Hamlet. Includes 
bibliography. [AC8.R75 vol. - 4] 
[PS2737.R6] 812.2 74-165104 

I Shakespeare, William, 1564-1616. 
Hamle. If. Rush, James, 1786-1869. 
Rhymes of Contrast. 1974. I. Title. IV. 
Title: Rhymes of contrast. V. Series. 


RUSH, James, 1786- 
1869. 

The philosophy of the human voice. Edited 
by Melvin H. Bernstein. Weston, Mass., M 
& S Press, 1974. iv, 4, 634 p. port. 24 cm. 
(The collected works of James Rush, v. 1) 
(Series: Rush, James, 1786-1869. The 
collected works of James Rush, v. 1.) 
Includes bibliographical references. 
[AC8.R75 vol. 1] [PN4162] 808.5 74- 
164409 

1. Voice. 2. Elocution. I. Title. If. Series. 


HAINES, Charles. 818’.3°09 B 
Edgar A. Poe: his writings and influence. 
New York, Franklin Watts, 1974. p. cm. 
ISBN 0-531-02737-6 "The writings of 
Edgar Allan Poe:* A biography of the 
troubled nineteenth-century author with an 
analysis of his prose and poetry which 
greatly influenced prominent artists and 
writers throughout the world. 
(PS2631.H27] 92 74-3352 4.95 

I. Poe, Edgar Allan, 1809-1849. I. Title. 
Prepared from C.I.P. 


CLEMENS, Samuel 
Langhorne, 1835-1910. 
The curious republic of Gondour, and 
other whimsical sketches. [Folcroft, Pa.] 
Folcroft Library Editions, 1974 [c1919] p 
Reprint of the ed. published by Boni and 
Liveright, New York. "Most of the 
sketches in this volume were taken from a 
series the author wrote for the Galaxy 
from May, 1870, to April, 1871. The rest 
appeared in the Buffalo express.” 
[PS1322.C9 1974b] 74-10998 10.75 (lib. 


818'.2°09 s 


818.409 


bdg.). 

I. Title. 

Prepared from C.I.P. 

HENDERSON, Archibald, 8187.4’°09 
1877-1963. 

Mark Twain. With photos. by Alvin 


Langdon Coburn. New York, F. A. Stokes 
Co., 1912. New York, Haskell House 
Publishers [1974] p. cm. ISBN 0-8383- 
1742-1 Bibliography: p. [PS1331.H4 
1974b] 74-10996 13.95 (lib. bdg.) 
1. Clemens, Samuel Langhorne, 1835-1910. 
Prepared from C.LP. 
KESTERSON, David B., 818'.4’09 
1938- 
Josh Billings (Henry Wheeler Shaw) by 
David B. Kesterson. New York, Twayne 
(1974, c1973] 157 p. 21 cm. ISBN 0-8057- 
0058-7 (Twayne’s United States authors 
series, TUSAS 229) Bibliography: p. 147- 
153. [PS2808.K4] 73-1985 5.50 


1. Shaw, Henry Wheeler, 1818-1885— 
Criticism and interpretation. 
WEATHERFORD, Richard 818’.4°09 


M,, comp. 
Stephen Crane, the critical heritage, edited 
by Richard M. Weatherford. London, 
Boston, Routledge and Kegan Paul, 1973. 
xviii, 343 p. 23 cm. ISBN 0-7100-7636-3 
(The Critical heritage series) Includes 


116 


. master, Mr. 


index. Bibliography: 337. 
[PS1449.C85Z98] 73-77042 17. bo 

i. Crane, Stephen, 1871-1900—Criticism 
and interpretation., 


BULOSAN, Carlos. 818°.5'209 B 
America is 10 the heart; a personal history. 
Introd. by Carey McWilliams. Seattle, 
University of Washington Press [1973, 
c1946] xxiv, 327 p. 21 cm. ISBN 0-295- 
95289-X (Washington paperbacks, WP-68) 
[PR9550.9.B8A8 1973] 73-13007 3.45 
(pbk.). 

i. Bulosan, Carlos. 1. Title. 


STEGNER, Wallace 
Earle, 1909- 

The uneasy chair; a biography of Bernard 
DeVoto [by] Wallace Stegner. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. xi, 
464 p. illus. 24 cm. ISBN 0-385-07884-6 
Includes bibliographical references. 
[PS3507.E867Z9] 73-81985 12.50 


818°.5'209 B 


l. De Voto, Bernard Augustine, 1897- 
1955—Biography. I. Title. 
CAHN, Victor L. 818.5407 


The disrespectful dictionary, by Victor 'L. 
Cahn. Los Angeles, Price/Stern/Sloan 
1974] 1 v. (unpaged) illus. 22 cm. ISBN 
0-8431-0337-X “A Price/Stern/Sloan 
humor special.” [PN6162.C24] 74-76760 
2.50 

1. American wit and humor. I. Title. 


GREEN, Ben K. 818°.5°407 B 
Ben Green tales. [lst ed.] Flagstaff, Ariz., 
Northland Press [1974] 4 v. illus. 22 cm. 
ISBN _0-87358-115-6 Contents—v. 1. 
When I was just a colt.—v. 2. Up fool's 
hill ahorsebacx.—v. 3. Beauty.—v. 4. How 
come I wrote a book. [SF336.G74A35] 73- 
85179 50.00 

1. Green, Ben K. 2. Ranch life—Texas. 3. 
Horses—Legends and stories. 


GREEN, Ben K. . 818’.5’407 s 
How come I wrote a book, by Ben K. 
Green. Illustrated by James Boren. [ist 
ed.) Flagstaff, Ariz., Northland Press 
[1974] 51 p. illus. 22 cm. (Ben Green tales, 


4) [SF336.G74A35 vol. 4] 818.5407 B- 


74-166297 
i. Green, Ben K. I. Title. 


GREEN, Ben K. 818.5407 s 
When I was just a colt, by Ben K. Green. 
Illustrated by William Moyers. [lst ed.] 
ae Ariz., Northland Press [1974] 57 
p. illus. 22 cm. (Ben Green tales, 1) 
{SF336.G74A35 vol. 1] 818.5407 B 74- 
166296 

1. Green, Ben K. 2. Ranch life—Texas. 3. 
Horses—Legends and stories. I. Title. 


GROSSINGER, Richard, 818.5407 
1944- 

Book of the Cranberry Islands. 
Angeles, Black Sparrow Press, 1974. p. 
cm. ISBN 0-87685-211-8 [GT5904. G76 
1974] 74-4046 10.00 

il. Fishermen—Maine—Mount Desert 
Island region. 2. Mount Desert Island 
region, Me.—Social life and customs. I. 
Title. 

Prepared from CLP. 


WIDDER, Robert B. 818°.5'407 
Jennie has a birthday. Text and photos. by 
Robert B. Widder. Minneapolis, Minn., 
Carolrhoda Books [1974] [32] p. illus. 2C x 
19 cm. ISBN 9-87614-039-8 A one-year- 
old sheltie describes her first year with ker 
Bobby. [SF426.5.W52 1974] 
Fic 72-7661 4.50 (lib. bdg.). 

i. Dogs—Juvenile literature. 2. Shetland 
sheep-dogs—Juvenile literature. 


Los 


AMERICAN BOOK PUBLISHING RECORD 

WILLIAMS, John Alfred, 818°.5°407 

1925- 
Flashbacks; a treny year diary of article 
writing [by] John A. Williams. Garden 
City, N.Y., Anchor Books, 1974 [c1973] 
viii, 440 p. 21 cm. ISBN 0-385-08441-2. 
[PS3573.14495F5 1974] 3.95 (pbk.) 
i, Title. 
L.C. card number for hardbound ed.: 72- 
84954 


WILLIAMS, Paul, 1948- 818°.5°407 
Pushing upward. Pictures by Dale Lewis. 
New York, Hinks [c1973] 319 p. illus. 22 
cm. ISBN 0-8256-3012-6 
[PS3573.14553P8] 77-108897 3.95 (pbk.) 

I Title. 


BARNET, Sylvan, comp. 820°.8 
An introduction to literature: fiction, 


poetry, drama. Edited by Sylvan Barnet, 
Morton Berman [and] William Burto. 5th 
ed. Boston, Little, Brown [1974, c1973] 
xxvi, 963 p. 21 cm. [PN6014.B383 1973] 
73-18861 6.95 (pbk.) 


i. Literature—Collections. I. Berman, 


Morton, joint comp. I. Burto, William, 
joint comp. HI. Title. 

Instructor’s manual free. 

FORD, Boris. 820.9 s 


The modern age, edited by Boris Ford. 3d 
ed. [Harmondsworth] Penguin Books 
[1973] 621 p. 19 cm. ISBN 0-14-020465-2 
(His The Pelican guide to English 
literature, v. 7) (Pelican books, A465) 
Bibliography: p. 549-[606] [PR83.F62 vol. 
7] [PR471] 820°.9°00912 74-166229 

I. English  literature—20th century— 
History and criticism. I. Title. 

Distributed by Penguin, Baltimore, Md., 
3.35 (pbk.). i 


FORD, Boris, ed. 820.9 
The Pelican guide to English literature. 3d 


- ed. [Harmondsworth] Penguin Books [19, - 


ie. 1974] v. 19 cm. (Pelican books, 
A465) Contents.— —v. 7. The modern 
age. Bibliography: v. z p- 549-[606] 
[PR83.F62] 74-166228 

1. English literature—History 
criticism. I. Title. 

Distributed by Penguin, Baltimore; 3.35 
(pbk.). 


GARNETT, Richard, 1835- 
1906. 
English literature; an illustrated record. 
New York, Macmillan, 1903. Detroit, Gale 
Research Co., 1974. p. cm. ISBN 0-8103- 
3989-7 Contents.——I. v. 1. Garnett, R. 
From the beginnings to the age of Henry 
VIII. v. 2. Garnett, R. and Gosse, E. From 
the age of Henry VIII to the age of 
Milton.—II. v. 3. Gosse, E. From Milton 
to Johnson. v. 4. Gosse, E. From the age 
of Johnson to the age of Tennyson. 
[PR83.G3 1974] 78-164287 84.00 (set) 
il. English  literature—History and 
criticism. I Gosse, Edmund William, Sir, 
1849-1928, joint author. IT. Title. 
Prepared from C.I.P. 


LEHMANN, John, 1907- 
d 


ed. 
The craft of letters in England, a 
symposium. Westport, Conn., Greenwood 
Press [1974] p. cm. ISBN 0-8371-7410-4 
Reprint of the 1957 ed. published by 


and 


820.9: 


820’.9°0091 


Houghton-Mifflin, Boston. [PR473.L38 
1974] 74-2588 12.00 

J. English lterature—20th century— 
History and criticism. I. Title. 

Prepared from C.LP. 

CARROLL, William 820°.9°36 

Meredith, 1910- . 
Animal conventions in English 


JULY 31,1974 


Renaissance non-religious prose, 1550- 
1600. Westport, Conn., Greenwood Press 
(1974, c1954] p. cm. ISBN 0-8371-6186- 
X Originally presented as the author’s 
thesis, Indiana University. Reprint of the 
ed. published by Bookman Associates, 
New York. Bibliography: p. [PR756.A5C3 
1974] 73-21340 9.25 

1. English prose literature—Early modern 
(to 1700)—History and criticism. 2. 
Animals in literature. I. Title. 

Prepared from C.I.P. 


GREEN, Roger 
Lancelyn. 
Tellers of tales; an account of children’s 
favourite authors from 1839 to the present 
day, their books and how they came to 
write them, together with an appendix 
giving the titles and dates of these books. 
New, enl. ed. (Folcroft, Pa} Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1953 ed. published by E. Ward, 
Leicester, Eng. Bibliography: 
[PN1009.A1G7 1974] 74-9964 17.50 
1. Children’s literature, English—History 
and criticism. 2. Children’s literature, 
English—Bibliography. I. Title. 
Prepared from C.I.P. 


820°.9°9282 


KENNY, Herbert A. 820°.9°94183 
Literary Dublin; a history [by] Herbert A. 
Kenny. With illus. by Charles Carroll. [lst 
ed.] New York, Taplinger Pub. Co. [1974] 
336 p. ports. 22 cm. ISBN 0-8008-4921-3 
Bibliography: p. 325-328. [PR8727.K4] 72- 
6626 12.00 

i. Authors, Irish-—Biography. 2. English 
Mtera eo PO TAREE: and criticism. 
. Litle. 


ARVIDSON, K. O. 
Riding the pendulum: poems 1961-69 tov 
K. Arvidson. Wellington, New York, 
aoe University Press, 1973. 57 p. 23 
ISBN 0-19- 640014- 7 
[PR9639. .3.A7R5] 74-164340 8.50 (U.S.) 
itle. 


MCMAHON, Bob 821 
Let singing be my song; the story of 
Thrushuska. Written and illustrated by Bob 
McMahon. St. Meinrad, Ind., Abbey Press, 
1974 [c1973] [68} p. illus. 18 cm. ISBN 0- 
87029-021-5 (A Priority edition) First ed. 
published under title: Thrushuska, the song 
bird. [PR9619.3.M26TS 1974] 73-94167 
1.95 (pbk.) 

T. Title. 


BRADY, Frank. 821.008 
Poetry: past and present [by] Frank Brady 
[and] Martin Price. New York, Harcourt 
Brace Jovanovich [1974] xxvi, 527 p. 24 
em. ISBN 0-15-570682-9 [PR1175.B723] 
73-18759 4.95 (pbk.) 

1. English poetry. 2. American poetry. I. 
Price, Martin, 1920- joint author. IT. Title. 


QUILLER-COUCH, Arthur 821.008 
Thomas, Sir, 1863-1944, ed. 

English sonnets, edited, with introd. and 

notes, by A. T. Quiller-Couch. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. Reprint of the 1897 ed. published by 

Chapman & Hall, London. [PR1195.85Q5 

1974] 74-9768 8.50 (lib. bdg.). 

i. Sonnets, English. 1. Title. 

Prepared from C.I.P. 


PARKER, Elinor 
Milnor, 1906- comp. 
Four seasons five senses; poems, selected 
by Elinor Parker. Illustrated by Diane 
DeGroat. New York, Scribner [1974] 132 
p. illus. 22 ecm. ISBN 0-684-13661-9 
[PR1195.S42P3] 73-14402 5.95 


821.00933 


í. English pocty., 2. American poetry. 3. 
Seasons—Poetry. L Title. 


WALKER, John 8217.009°351 
William, 1859- 
The true history of Robin Hood, by J. W. 
Walker. With illus. by Ethel W. Walker. 
(Yorkshire, Eng.] EP Pub., 1973. xxi, 142 
p. illus. 25 cm. ISBN 0-85409-889-5 
"Reprint of the 1952 ed. published by 
West Yorkshire Print. Co., Wakefield; with 
a new index.” Includes bibliographical 
references. [PR2129.W3 1973] 74-165310 
1. Robin Hood—Legends—History and 
criticism. I. Title. 
Distributed by Rowman and Littlefield; 
8.00. 


DIXON, James Henry, 1803- 
1876, ed. 
Ancient poems, ballads, and songs of the 
peasantry of England, taken down from 
oral recitation, and transcribed from 
private manuscripts, rare broadsides and 
scarce publications, collected and edited by 
James Henry Dixon. [East Ardsley, Eng.] 
EP Publishing, 1973. xv, 250 p. 19 cm. 
ISBN 0-85409-871-2 Original ed. published 
in 1846 as v. 17 of Early English poetry, 
ballads, and popular literature of the 
middle ages, issued by the Percy Society. 
[PR1181.D56 1973] 74-166478 
1. English ballads and songs. 2. Folk-songs, 
English. I. Title. 
Distributed by Rowman and Littlefield; 
8.50. 


8217.04 


ERSKINE, John, 1879-1951. 8217.04 
The Elizabethan lyric; a study. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1905 ed. published by 
Columbia University Press, New York, 
which was issued as v. 2 of the Columbia 
University studies in English. Originally 
presented as the author’s thesis, Columbia, 
1903. Bibliography: p. [PR539.L8E8 1974] 
74-9506 15.00 

1. English poetry—Early modern, 1500- 
1700—History and criticism. 2. Lyric 
poetry—RHistory and criticism. I. Title. II. 
Series: Columbia University studies in 
English, v. 2. 

Prepared from C.I.P. 


WHITLEY, Ben W., comp. 821.05 
How great Thou art! Favorite religious 
verses of faith and inspiration. Selected by 
Benjamin Whitley. Illustrated by Don 
Dubowski. [Kansas City, Mo., Hallmark 
Cards, c1973] 69 p. illus. 27 cm. ISBN 0- 
87529-330-1 (Hallmark crown editions) 
[PN6110.R4W47] 72-94958 5.00 

1. Christian poetry. I. Title. 


FIFIELD, Merle. 8217.1 
Theoretical techniques for the analysis of 
variety in Chaucers metrical stress. 
Muncie, Ind., Ball State University, 1973. 
vi, 41 p. 23 cm. (Ball State University. 
Publications in English, no. 17) (Ball State 
monograph no. 23) Bibliography: p. 41. 
[PR1951.F5] 79-168735 

i. Chaucer, Geoffrey, d. 1400— 
Versification. 2. English language—Middle 
English (1100-1500)—Accents and 
accentuation. I. Title. If. Series: Indiana. 
Ball State University, Muncie. Publications 
in English, no. 17. II. Series: Indiana. Ball 
State University, Muncie. Ball State 
monograph no. 23. 

GODWIN, William, 1756- 821.1 B 

1836. 

Life of Geoffrey Chaucer, the early 
English poet: including memoirs of his 
near friend and kinsman, John of Gaunt, 
Duke of Lancaster: with sketches of the 
manners, opinions, arts, and literature of 
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England in’ the fourteerth * century. 
London, R. Phillips, 1804. [New York, 
AMS Press, 1974] p. cm. ISBN 0-404- 
SD [PR1905.G6 1974] 71-168173 
36. 

I. Chaucer, Geoffrey, d. 1400—Biography. 
2. John of Gaunt, duke of Lancaster, 3. 


England—Civilization—Medieval period, 
1066-1485. I. Title. : 
Prepared from C.I.P. 

ELTON, Oliver, 1861-1945. 821.3 


An introduction to Michael Drayton. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1895 ed. 
printed for the Spenser Society by C. E. 
Simms, Manchester, which was issued as 
no. 6A of the Publications of the Spenser 
Society, new series. Bibliography: p. 
[PR2258.E5 1974} 74-10782 10.00 (lib. 


bdg.) 
1. Drayton, Michael, 1563-1631. 2. 
Drayton, Michael, 1563-1631—~ 


Bibliography. I. Title. If. Series: Spenser 


Society, Manchester. Publications, new 
ser, no. 6A. 

Prepared from C.I.P. 

LLOYD, Julius, 1830- 821’°3 B 


1892. 
The life of Sir Philip Sidney. [Folcroft, Pa.] 
Foleroft Library Editions, 1974. p. cm. 
Reprint of the 1862 ed. published by 
Longman, Green, Longman, Roberts, and 
Green, London. [.DA358.S5L7 1974] 74- 
10802 24.00 
1. Sidney, Philip, Sir, 1554-1586. I. Title. 
Prepared from C.I.P. 


SHAKESPEARE, William, 
1564-1616. 
The narrative poems, and poems of 
doubtful authenticity. Edited by Richard 
Wilbur and Alfred Harbage. [Rev. sd] 
Baltimore, Penguin Books [1974] 182 p. 1 
cm. ISBN 0-14-071437-5 (The Pelican 
Shakespeare) First ed. published in 1966 
under title: Poems. Contents.—Venus and 
Adonis.—The rape of Lucrece.—The 
phoenix and turtle—Poems of doubtful 
authenticity: A lover's complaint.—The 
passionate pilgrim. [PR2842.W5 1974] 75- 
98380 1.95 (pbk.) 
L Wilbur, Eea 1921- ed. IH. Harbage, 
Alfred, 1901- ed. Hl. Title. 


BoGHOLM, Niels, 1873-1957. 8217.4 
Milton and Paradise lost. New York, 
Haskell House [1974] p. cm. ISBN O- 
8383-1968-8 Reprint of the 1932 ed. 
published by Levin & Munksgaard, 
Copenhagen [PR3562.B6 1974] 74-7116 


1. Milton, John, 1608-1674. Paradise lost. 
i. Title. 
Prepared from C.I.P. 


FOY, Thomas. 821.4 
Richard Crashaw, "poet and saint” 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1933 ed. 
published by Powell Press, Dublin. 
Bibliography: p. [PR3386.F6 1974] 74- 
9797 8.50 (lib. bdg.). 

L Crashaw, Richard, 1613?-1649-— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. 


HARTMANN, Cyril Hughes, 
The Cavalier spirit and its influence on 
the life and work of Richard Lovelace 
(1618-1658). [Folcroft, Pa] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1925 ed. published by G. Routledge, 
London. Includes bibliographical 
references. [PR3542.L2H3 1974] 74-11254 
12.75 (lib. bdg.). 


821’.3 


821.4 


n7 
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1. Lovelact, Richard, 1618-1658. 2. Great 
Britain—History—Charles [, 1625-1649. I. 
Title. 

Prepared from C.I.P. 


MILTON, John, 1608-1674. 8217.4 
Asimoy’s annotated Paradise lost. Text by 
John, Milton, notes by Isaac Asimov. [Ist 
ed.] New York, Doubleday, 1974. 761 p. 
24 cm. ISBN 0-385-07992-3 [PR3560 
1974b] 73-81424 16.95 

I. Asimov, Isaac, 1920- ed. II. Title. III. 
Title: Paradise lost. 


WHEELER, Thomas, 1926- 821°.4 
Paradise lost and the modern reader. 
Athens, University of Georgia Press [1974] 
xi, 132 p. 22 cm. ISBN 0-8203-0336-4 
Bibliography: p. 131-132. [PR3562.W43] 
73-76786 7.50 

1. Milton, John, 1608-1674. Paradise lost. 
L Title. 


KEENER, Frederick M., 
1937- ; 
An essay on Pope [by] Frederick M. 
Keener. New York, Columbia University 
Press, 1974. p. cm. ISBN 0-231-03827-5 
Includes bibliographical references. 
[PR3636.K4] 74-1260 9.00 
1. Pope, Alexander, 1688-1744. I. Title. 
Prepared from C.I.P. 


WINCHILSEA, Anne Kingsmill 
Finch, Countess of, 1661-1720. 
The poems of Anne, Countess of 
Winchilsea. From the original ed. of 1713 
and from unpublished mss. edited with an 
introd. and notes, by Myra Reynolds. 
Chicago, University of Chicago Press, 
1903. [New York, AMS Press, 1974] p. 
em. ISBN 0-404-56856-4 Original ed. 
issued as v. 5, 2d series of The decennial 
publications. [PR3765.W57 1974] 75- 
37729 28.00 
I Series: Chicago. University. The 
decennial publications. Second series, v. 5. 
Prepared from C.I.P. 


GUTHRIE, David Kelley, 
1831-1896. 
Burns from various aspects; the address to 
the Laurencekirk and District Burns Club 
at their annual supper, in the Masonic 
Hall, Laurencekirk, on Wednesday, 5th 
February, 1936. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1936 ed. published by Grant 
Educational Co., London. [PR4331.G8 
1974] 74-9967 4.50 (lib. bdg.) 
1. Burns, Robert, 1759-1796. I. Title. 
Prepared from C.I.P. 


LOW, Donald, comp. 821.6 
Robert Burns; the critical heritage, edited 
by Donald A. Low. London, Boston, 
Routledge & K. Paul [1974] xvi, 447 p. 23 
cm. ISBN 0-7100-7797-1 (The Critical 
heritage series) Bibliography: p. 441-442. 
[PR4338.L6] 73-91033 

i. Burns, Robert, 1759-1796—Criticism 
and interpretation. I. Title. 


821°.5 B 


821°.5 


821.6 


THOMAS Grey Bicentenary 821.6 
Conference, Carleton University, 1971. 
Fearful joy; papers from the Thomas Gray 
Bicentenary Conference at Carleton 
University. Edited by James Downey and 
Ben Jones. Montreal, McGill-Queen’s 
University Press, 1974. xvii, 266 p. illus. 
25 cm. ISBN 0-7735-0132-0 Includes 
bibliographical references. [PR3503.TS 

1971] 73-79499 

1. Gray, Thomas, 1716-1771—Addresses, 

essays, lectures. 2. English poetry—18th 

century—Addresses, essays, lectures. T. 

Chis James, ed. IT. Jones, Ben, ed. II. 
itle. 
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Distributed by McGill Queens University 
Press, New York, 11.50. 


BROUGHTON, Leslie Nathan, 
1877-1952. 
The Theocritean element in the works of 
William Wordsworth. ([Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. 
Thesis—Cornell University. Reprint of the 
1920 ed. published by M. Niemeyer. 
Includes bibliographical references. 
[PR5886.B7 1974] 74-8708 20.00 
1. Wordsworth, William, 1770-18350— 
Sources. 2. Theocritus—Influence— 
Wordsworth. 3. Pastoral poetry. I. Title. 
Prepared from C.I.P. 


CHAMBERS, Raymond Wilson, 
1874-1942. 
Ruskin (and others) on Eyron. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
Reprint of the 1925 ed. published by 
Oxford University Press, Oxford, which 
was issued as Pamphlet no. 62 of the 
English Association. [PR4388.C35 1974] 
74-9900 4.00 (lib. bdg.). 
1. Byron, George Gordoa Noel Byron, 
Baron, 1788-1824—Appreciation. 2. 
Ruskin, John, 1819-1900. I. Title. II 
sones: English Association. Pamphlet no. 
2. 


821°.7 


821.7 


Prepared from C.LP. 


FIELDS, James Thomas, 
1816-1881. 
Old acquaintance. Barry Cornwall end 
some of his friends. [Folcro:t, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1876 ed. published by J. R. Osgood 
and Co., Boston, in series: Vest-pocxet 
series of standard and popular authors. 
i gaa 1974] 74-9254 10.00 Cib. 


g-). 
1. Procter, Bryan Waller, 1787-1874— 


821’.7 B 


Friends and associates. 2. Authors, 
English—Correspondence, reminiscences, 
etc. I. Title. 

Prepared from C.I.P. 

MAGNUSON, Paul. 821°.7 
Coleridge’s nightmare poetry. 


Charlottesville, University Press of Virginia 
[1974] p. cm. ISBN 0-8139-0534-6 
[PR4484.M3] 74-4422 9.50 

1. Coleridge, Samuel Taylor, 1772-1834— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. 


MURPHY, John V. 821°.7 
The dark angel: gothic elements in 
Shelley’s works [by] John V. Murphy. 
Lewisburg [Pa.] Bucknell University Press 
[1974] p. cm. ISBN  0-8387-1407-2 
pibliography: p. [PR5438.M8] 73-8304 
1 


1. Shelley, Percy Bysshe, 1792-1822— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. 


SHELLEY, Percy Bysshe, 
1792-1822. : 
Shelley’s lost letters to Harriet. Edited 
with an introd. by Leslie Hotson. New 
York, Haskell House [1974] p. cm. ISBN 
0-8383-1925-4 Reprint of the 1930 ed. 
published by Faber & Faber, London. 
{PR5431.A366 1974] 74-7113 9.95 (lib. 


bdg.) 

1. Shelley, Percy Bysshe, 1792-1822— 
Correspondence. 2. Sheiley, Harriet 
Westbrook, d. 1816. I. Shelley, Harriet 
Westbrook, d. 1816. II. Title. 

Prepared from C.I.P. 


821.7 B 


SHELLEY, Percy Bysshe, 821.7 B 
1792-1822. 
Shelley’s lost letters to Harriet. Edited 


with an introd. by Leslie Hotson. New 


AMERICAN BOOK PUBLISHING RECORD 


York, Haskell House [1974] p. cm. ISBN 
0-8383-1925-4 Reprint of the 1930 ed. 
published by Faber & Faber, London. 
[PR5431.A366 1974] 74-7113 9.95 

I. Shelley, Perey Bysshe, 1792-1822— 
Correspondence. 2. Shelley, Harriet 
Westbrook, d. 1816. I. Shelley, Harriet 
Westbrook, d. 1816. IT. Title. 

Prepared from C.I.P. 


{SMITH, James] 1775-1839. 821.7 
Rejected addresses; or, The new Theatrum 
poetarum, with an introd., notes, and a 
bibliography by Andrew Boyle. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
Parodies of contemporary poets by James 
and Horace Smith; text is that of the 18th 


ed., 1833. Reprint of the 1929 ed. 
published by Constable, London. 
Bibliography: p. [PR5453.88 1974] 74- 


11000 25.00 (lib. bdg.) 

1. Parodies. I. Smith, Horatio, 1779-1849. 
I. Boyle, Andrew, ed. HI. Title. IV. Title: 
The new Theatrum poetarum. 

Prepared from C.I.P. 


VULLIAMY, Colwyn Edward, 
1886- 

Byron; with a view of the kingdom of cant 

and a dissection of the Byronic ego [by] C. 

E. Vulliamy. ([Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1948 ed. published by M. Joseph, 

London. [PR4381.V8 1974b] 74-11128 

15.75 (lib. bdg.). 

1. Byron, George Gordon Noel Byron, 

Baron, 1788-1824. 

Prepared from C.I.P. 


ALEXANDER, William John, 
1855-1944, 

An introduction to the poetry of Robert 

Browning. [Folcroft, Pa.] Folcroft Library 

Editions, 1974. p. cm. Reprint of the 1899 

ed. published by Ginn, Boston. 

ayaa 1974] 74-8047 20.00 (lib. 

bdg. 

1. Browning, Robert, 1812-1889-—Criticism 

and interpretation. I. Title. 

Prepared from C.I.P. 


*BROWNING Institute. 821.8 
Browning Institute studies, ed. by William 
5. Peterson. (Princeton, N.J.] Browning 
“nstitute, 1973- v. illus. 24 cm. Includes 
bibliographical references. [PR4200] 73- 
30684 

i. Browning, Robert, 1812-1889--Criticism 
and interpretation. I. Peterson, William S., 
ed. IT. Title. 


821.7 B 


821.8 


Publishers address: P.O. Box 2011, 
Princeton, N.J. 08540. 
ELTON, Oliver, 1861-1945. 821°.8 


Tennyson; an inaugural lecture given in the 
Arts Theatre of University College, 
Liverpool, November 1, 1901. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. ISBN 0-8414-3942-7 Reprint of the 
1901 ed. published by the University Press, 
Liverpool. [PR5581.E5 1974] 74-8903 4.50 


(ib. bdg.). 

i. Tennyson, Alfred Tennyson, baron, 
4809-1892. 

Frepared from C.I.P. 

JACK, Ian Robert James. 821°.8 


Browning's major poetry, by lan Jack. 
Oxford,'Clarendon Press, 1973. xiv, 308 p. 
23 cm. ISBN 0-19-812048-6 Includes 
bibliographical references. [PR4238.J3] 74- 
155507 

1. Browning, Robert, 1812-1889—Criticism 
and interpretation. I. Title. 

[istributed by Oxford University Press, 
N.Y., 17.75 
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JACOBS, Joseph, 1854-1916. 821.8 
Tennyson and In memoriam; an 
appreciation and a study. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1892 ed. published by D. 
Nutt, London. [PR5562.J3 1974] 74-9726 
15.00 (lib. bdg.) 


I. Tennyson, Alfred Tennyson, Baron, 
1809-1892. In memoriam. I. Title. 
Prepared from C.I.P. 

SNITSLAAR, Louise. 821.8 


Sidelights on Robert Browning’s The ring 
and the book. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. 
Proefschrift—Groningen. Reprint of the 
1934 ed. published by Pronto, Amsterdam. 
Bibliography: p. [PR4219.S6 1974] 74-9803 
15.00 (lib. bdg.). 

1. Browning, Robert, 1812-1889. The ring 
and the book. I. Title. 
TAYLOR, Henry, Sir, 821.8 B 

1800-1886. 

Correspondence of Henry Taylor. Edited 
by Edward Dowden. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1888 ed. published by 
Longmans, Green, London, New York. 
[PR5548.T8Z53 1974] 74-10771 50.00 (lib. 


bdg.) 

1. Taylor, Henry, Sir, 1800-1886— 
Correspondence. 2. Authors, English— 
Correspondence, reminiscences, etc. 


Prepared from C.I.P. 


ZIETLOW, Paul. 821.8 
Moments of vision; the poetry of Thomas 
Hardy. Cambridge, Harvard University 
Press, 1974. xi, 263 p. illus. 24 cm. ISBN 
0-674-58215-2 Includes bibliographical 
references. [PR4754.Z54] 73-85184 9.50 

1. Hardy, Thomas, 1840-1928—Criticism 
and interpretation. I. Title. 


ACKLAND, Valentine. 821°.9°12 
The nature of the moment. [New York, 
New Directions Pub. Corp., 1974, c1973] 
62 p. 23 cm. ISBN 0-8112-0517-7 (A New 
Directions book) [PR6051.C6N3 1974] 73- 
84871 5.00 

I Title. 


LASCELLES, Kendrew. 8217.9°14 
The box. Los Angeles, Nash Pub. [1974] 


40 p. illus. 18 cm. ISBN 0-8402-8079-3 
Poem. [PR6062.A73B6] 73-92960 2.95 
(pbk.). 
I. Title. 


TIMMS, David. 821’.9°14 B 
Philip Larkin. New York, Barnes & Noble, 
[1973] 138 p. 20 cm. ISBN 0-06-496915-0 
(Modern writers) Bibliography: p. 132-138. 
PRM. A66Z9 1973b] 74-164388 5.75 

1. Larkin, Philip. 


TRYPANES, 
Konstantinos Athanasiou. 
The glass Adonis [by] C. A. Trypanes. 

New York, Chilmark Press [1973, c1972] 

48 p. 21 cm. ISBN 0-394-48571-8 Poems. 

[PR9115.9.T7G5 1973] 72-96919 5.95 

T. Title. 


821.914 


*MEDIEVAL drama. 822 
Associate editor: Neville Denny. London, 
Edward Arnold New York, Crane, Russak 
[1973] 254 p. illus., plates, 23 cm. ISBN 0- 
8448-0212-3 (Stratford-Upon-Avon 
Studies, 16) Bibliography: p. [9]-11 
[PR11260] 73-80200 14.00 

i. English drama—Medieval—History and 


criticism. I. Denny, Neville, comp. HII. 
Series. 
COX, James E. 822’.052 


The rise of sentimental comedy, by James 


E. Cox. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1926 
ed. published by the author. Includes 
bibliographical references. [PR635.S4C6 
1974] 74-9974 12.50 

1. English drama (Comedy)—History and 
criticism. 2. Sentimentalism in literature. 3. 
English drama—18th century—History and 
criticism. I. Title. II Title: Sentimental 
comedy. 

Prepared from C.I.P. 


BUCKNILL, John Charles, 822.3°3 
Sir, 1817-1897. 
The mad folk of Shakespeare; 


psychological essays. 2d ed., rev. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

Reprint of the 1867 ed. published by 

Macmillan, London. [PR2992.M3B8 1974] 

74-8816 20.00 (lib. bdg.) 

1. Shakespeare, William, 1564-1616— 
Shakespeare, 


Characters—Madmen. 2. 

William, 1564-1616—Knowledge— 
Insanity. I. Title. 
Prepared from C.I.P. 
CHAMBERS, Edmund 

Kerchever, Sir, 1866-1954. 
Shakespearean gleanings. [London] Oxford 
University Press, 1944. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-01444-5 
[PR2899.C4 1974] 74-153312 7.50 
i. Shakespeare, William, 1564-1616. I. 
Title. 
Prepared from C.I.P. 
CHARLTON, Henry Buckley, 822.3°3 
The dark comedies, by H. B. Charlton. 
[Folcroft, Pa.] Folcroft Library Editions, 
19 p. cm. Reprinted from the Bulletin 


of John Rylands Library, v. 21, 1937. 
[PR2981.C49 1974] 74-9597 5.00 (lib. 


822.33 


bdg.) 

1. Shakespeare, William, 1564-1616— 

Comedies. I. Title. 

Prepared from C.I.P. 

FLATTER, Richard, 1891- 822.33 
1960. 

The Moor of Venice. [Folcroft, Pa.] 


Folcroft Library Editions, 1974 [c1950] p. 
cm. Reprint of the ed. published by 
Heinemann, London. [PR2829.F5 1974] 
74-10586 20.00 (lib. bdg.) 


1. Shakespeare, William, 1564-1616. 
Othello. I. Title. 

Prepared from C.I.P. 

FOX, C. A. O. 822.3’3 


Notes on William Shakespeare and Robert 
Tofte, by C. A. O. Fox. [Folcroft, Pa.] 
Folcroft Library Editions, 1974 [c1957] p 
cm. Reprint of the ed. printed for the 
author, Swansea, Eng. [PR2899.F6 1974] 
74-10779 6.50 (lib. bdg.) 

1. Shakespeare, William, 1564-1616. 2. 
Tofte, Robert, d. 1620. I. Title. 

Prepared from C.I.P. 


FRISWELL, James Hain, 
1825-1878. 
Life portraits of William Shakespeare: a 
history of the various representations of 
the poet, with an examination into their 
authenticity. Illustrated by photographs of 
the most authentic portraits, and with 
views, &c., by Crendall, Downes, & Co. 
London, S. Low & Marston, 1864. [New 
York, AMS Press, 1974] p. ISBN 0-404- 
02624-9 [PR2929.F73 1974] 76-168063 


822.373 


10.00 

1. Shakespeare, William, 1564-1616— 
Portraits, etc. I. Title. 

Prepared from C.I.P. 

GOLDBERG, Samuel Louis. 822.3°3 


An essay on King Lear [by] S. L. 
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Goldberg. [London, New York] Cambridge 
University Press [1974] 192 p. 20 cm. 
ISBN 0-521-20200-0 Includes 
bibliographical references. [PR2819.G6 
1974] 73-84318 10.95 

1. Shakespeare, William, 1564-1616. King 
Lear. I. Title. 


HALLIWELL-PHILLIPPS, 
James Orchard, 1820-1889. 
Discursive notes on Shakespeare's tragedy 
of Romeo and Juliet. London, Printed by 
J. E. Adlard, 1880. [New York, AMS 
Press, 1974] . ISBN 0-404-03056-4 
(PR2831.H3 1974] 77-144628 9.50 


822.3°3 


1. Shakespeare, William, 1564-1616. 
Romeo and Juliet. I. Title. 

Prepared from C.I.P. 
HALLIWELL-PHILLIPPS, 822.33 


James Orchard, 1820-1889. 
Memoranda on Shakespeare’s tragedy of 
Troilus and Cressida. London, 1880. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-03069-6 [PR2836.H3 1974] 78-168227 
9.50 
1. Shakespeare, William, 1564-1616. 
Troilus and Cressida. I. Title. 
Prepared from C.I.P. 


HALLIWELL-PHILLIP PS, James 822.3°3 
Orchard, 1820-1889. 
Cursory memoranda on Shakespeare’s 
Tragedy of Macbeth, with early notices of 
the moving wood strategem. Brighton, 
Eng.; printed by J. G. Bishop, 1880. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-03054-8 [PR2823.H3 1974] 70-144629 


9.50 

1. Shakespeare, William, 1564-1616. 

Macbeth. I. Title. 

Prepared from C.I.P. 

JOHNSON, Charles 822.33 
Frederick, 1836-1931. 

Shakespeare and his critics. Boston, 


Houghton Mifflin, 1909. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-03569-8 
[PR2965.J6 1974] 70-170816 15.00 

I. Shakespeare, William, 1564-1616— 
Criticism and interpretation—History. 2. 


Shakespeare, William, 1564-1616— 
Appreciation. I. Title. 
Prepared from C.I.P. 
KETTLE, Arnold, ed. 822.3°3 


Shakespeare in a changing world; essays. 
[Norwood, Pa.] Norwood Editions, 1974. 
p. cm. ISBN 0-88305-358-6. "First printed 
1964.” Includes bibliographical references. 
[PR2976.K5 1974] 74-5265 15.00 (lib. 
bdg.) 

1. Shakespeare, William, 1564-1616— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. Contents omitted. 


SEMPER, Isidore Joseph, 822.3°3 
1883- 

A Shakspere study guide, by I. J. Semper. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. Reprint of the 1931 ed. published 
by Century Co., New York, in series: The 
Century Catholic college texts. 
Bibliography: p. [PR2987.S842 1974] 74- 
8732 20.00 (lib. bdg.). 

1. Shakespeare, William, 1564-1616— 
Study—Outlines, syllabi, etc. T. Title. 
Prepared from C.I.P. 


*SHAKESPEARE survey; 8227.33 
an annual survey of Shakespearian study 
and production. 

Vol. 26, entitled: Shakespeare’s Jacobean 
tragedies, edited by Kenneth Muir is 
available from Cambridge University Press, 
N.Y. for 12.50. ISBN 0-521-20216-7. L.C. 
card no. 49-16391. 
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SIMMORS: Joseph Larry, 822.3°3 
Shakespeare’s pagan world: the Roman 
tragedies [by] I. L. Simmons. 
Charlottesville, University Press of Virginia 
[1973] viii, 202 p. 25 cm. ISBN 0-8139- 
0488-9 Includes bibliographical references. 
[PR2983.S55] 73-80126 8.75 

i Shakespeare, William, 1564-1616-— 
Tragedies. 2. Shakespeare, William, 1564- 


1616——Knowledge—Roman history. 3. 
Shakespeare, William, 1564-1616— 
Religion and ethics. I. Title. 

SMITH, James, 1904-1972. 822.3°3 


Shakespearian and other essays. [London, 
New York] Cambridge University Press 
[1974] vii, 351 p. 22 cm. ISBN 0-521- 
20373-2 Includes bibliographical 
references; [PR2981.S57 1974] 73-83110 


1. Shakespeare, William, 1564-1616— 
Comedies. 2. Smith, James, 1904-1972— 
Bio-bibliography. 3. Poetry—Addresses, 
essays, lectures. I. Title. 


STOLL, Elmer Edgar, 
1959. 


Falstaff. {Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1914 
ed., which was issued as v. 12, no? 4 of 
Modern philology. Includes bibliographical 
references. [PR2993.F2S78 1974] 74-10585 
4.50 (lib. bdg.). 
I. Shakespeare, William, 1564-1616— 
Characters—Falstaff. I. Title. II. Series: 
Modern philology, v. 12, no. 4. 

Prepared from C.I.P. 


1874- 822.373 


SWINBURNE, Algernon 822.3°3 
Charles, 1837-1909. 
Shakespeare. ([Folcroft, Pa.) Folcroft 


Library Editions, 1974. p. cm. Reprint of 
the 1909 ed. published by H. Frowde, 
London. [PR2976. $82 1974] 4: 9582 5.50 
1. Shakespeare, William, 1564-1616— 
Criticism and interpretation. 

Prepared from C.LP. 


THORNDIKE, Ashley Horace, 822.3°3 
1871-1933. 
Shakespeare in America. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the ed. issued in vol. 13 of the 
Proceedings of the British Academy, 
London, as the Academy’s Annual 
Shakespeare lecture, 1927. [PR2971.U6T5 
1974] 74-10807 4.50 (lib. bdg.) 
1. Shakespeare, William, 1564-1616— 
Appreciation—United States. I. Title. I. 
Series: British Academy, London (Founded 
1901) Annual Shakespeare lecture, 1927. 
Prepared from C.I.P. 


SPEVACK, Marvin. 822.3°3'016 
The Harvard concordance to Shakespeare. 
Cambridge, Mass., Belknap Press of 
Harvard University Press, 1973. ix, 1600 p. 
35 cm. ISBN 0-674-37475-4 [PR2892.S62] 
73-76385 45.00 

1564-1616— 


1. Shakespeare, William, 


Concordances. 2. Shakespeare, William, 
1564-1616—-Quotations. I. Title. 
PHILLIPS, Gene D. 822’.9°12 


Graham Greene: the films of his fiction 
[by] Gene D. Phillips. New York, Teachers 
College Press [1974] xxiii, 203 p. illus. 23 
em. ISBN 0-8077-2376-2. (Studies in 
culture & communication) Filmography”: 
Pa [321194 [PR6013.R44Z66] 73-85352 


i. Greene, Graham, 1904- —Film 
adaptations. I. Title. If. Series. 

Pbk. 5.95; ISBN 0-8077-2435-1. 
BUCKLEY, Jerome Hamilton. 823 


Season of youth: the Bildungsroman from 
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Dickens to Golding. Cambridge, Mass., 
Harvard University Press, 1974. x, 336 p. 
22 cm. ISBN 0-674-79640-3 Includes 
bibliographical references. [PR830.A8B8] 
73-85887 12.00 

1. English fiction—History and criticism. 
2. Fiction, Autobiographic. I. Title. 


BLOOR, Robert Henry 
Underwood. 

The English novel from Chaucer to 

Galsworthy, by R. H. U. Bloor. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

em. Reprint of the 1935 ed. published by I. 

Nicholson and Watson, London, in series: 

The Universit: extension library. 

[PR821.B6 1974] 74-9556 12.50 

1. English fiction—History and criticism. I. 

Title. If. Series: The University extension 

library. 

Prepared from C.I.P. 


FORSELH, William, 1812- 
899. 

The novels and novelists of the eighteenth 
century, in illustration of the manners and 
morals of the age. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1871 ed. published by J. Murray, 
London. Includes bibliographical 
references. [PR851.F6 1974] 74-9784 
20.00 (lib. bdg.). 

1. English fiction—18th century—RHistory 
and criticism. 2. England—Social life end 
customs—1 8th century. I. Title. 

Prepared from C.].P. 


PAGE, Norman. 823’.03 
Speech in the English novel. [London] 
Longman [1973] x, 172 p. 23 cm. ISBN 0- 
582-55036-X (Ehglish language series. 
Title no. 8) Label mounted on t.p.: 
Distributed in the U.S.A. by Longman, 
New York. Includes _ bibliographies. 
[PR830.L35P3] 74-166355 8.50 

1. English fiction—History and criticism. 
2. English language—Style. I. Title. 
ee John Boynton, 8237.03 
The English novel [by] J. B. Priestley. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1931 ed. 
published by E. Benn, London, in series: 
Benn’s Essex library; first published 1927. 
Bibliography: p. [PR821.P7 1974] 74- 
10510 10.00 (lib. bdg.) 

1. English fiction—RHistory and criticism. I. 
Title. 

Prepared from C.I.P. 


ALLEN, Richard Stanley, 
comp. 

Detective fiction: crime and compromise. 
Edited by Dick Allen and David Chacko. 
New York, Harcourt Brace Jovanovich 
[1974] xiv, 481 p. 22 cm. ISBN 0-15- 
517408-8 Bibliography: p. 471-480. 
[PS509.C7A5] 73-17632 4.95 (pbk.) 

J. Crime and  criminals—Literary 
collections. 2. Detective and mystery 
stories. 3. Detective and mystery stories— 
Addresses, essays, lectures. I. Chacko, 
David, joint comp. II. Title. 


REEVES, Robert Nicholas. 823'.3 
The ridiculous to the delightful; comic 
characters in Sidney’s new Arcadia [by] 
Robert Nicholas Reeves III. Cambridge, 
Harvard University Press, 1974. 53 p. 19 
em. ISBN 0-674-76890-6 (The LeBaron 
Russell Briggs prize honors essays in 
English, 1973) Bibliography: p. 43-45. 
[PR2342.A6R4] 73-91641 2.50 (pbk) 

1, Sidney, Philip, Sir, 1554-1586. Countess 
of Pembroke’s Arcadia. 2. Sidney, Philip, 
gin. 1554-1586-—Humor. I Tite. D. 
eries. 


823.03 


823.03 


8237.0872 


AMERICAN BOOK PUBLISHING RECORD 

JENKINS, Elizabeth, 823.5 B 
1907- 
Henry Fielding. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1948 ed. published by A. Swallow, 
Denver, in series: The English novelists. 
Bibliography: p. [PR3456.J3 1974] 74-8471 
10.00 (lib. bdg.). 
1. Fielding, Henry, 1707-1754—Biography. 
I Title. I. Series: The English novelists 
(Denver) 
Prepared from C.I.P. 
PALTOCK, Robert, 1697- 823'.6 
1767. 

The life and adventures of Peter Wilkins. 
Edited with an introd. by Christopher 
Bentley. London, New York, Oxford 
University Press, 1973. xviii, [6], 388 p. 
illus. 21 cm. ISBN 0-19-255329-1 (Oxford 
English novels) Reprint of the 1751 ed. 
published by J. ree and K Dodsley, 


London. Bibliography: [xxi] 
[PZ3.P188L30] (PR3615.P5] 1 4-163872 


I. Title. If. Title: Peter Wilkins. 


PORTER, Anna Maria, 
1832. 
Walsh Colville; or, A young man’s first 
entrance into life. With an introd. for the 
Garland ed. by Gina Luria. New York, 
Garland Pub., 1974. 7, 218 p. 18 cm. 
ISBN 0-8240-0876-6 (The Feminist 
controversy in England, 1788-1810) 
Reprint of the 1797 ed. printed for Lee 
and Hurst, London. Bibliography: p. 7 (Ist 
group) [PZ3.P828Wal6] [PR5189.P4] 73- 
22074 22.00 
I. Title. IL Title: A young man’s first 
entrance into life. III. Series. 


SMITH, Charlotte (Turner) 
1749-1806. 

The young philosopher; a novel. With an 

ntrod. for the Garland ed. by Gina Luria. 

New York, Garland Pub., 1974. p. cm. 

“SBN = 0-8240-0881-2 (The Feminist 

controversy in England, 1788-1810) 

Reprint of the 1798 ed. printed for T. 

Cadell and ua Davies, London. 

Bibliography: [PZ3. '$6445Yo15] 

[PR3688.S4] 73- 27132 88.00 (4 vols.) 

1. Title. II. Series, 

Prepared from C.I.P. 


WEST, Jane, 1758-1852. 823.6 
A tale of the times. With an introd. for the 
Garland ed. by Gina Luria. New York, 
Garland Pub., 1974. p. cm. ISBN 0-8240- 
0886-3 (The Feminist controversy in 
England, 1788-1810) Reprint of the 1799 
ed. printed for T. N. Longman, London. 
Bibliography: p. [PZ3.W519Tal25] 
[PR5779.W18] 74-8110 22.00 

i. Title. IL. Series. 

Frepared from C.I.P. 


YEARSLEY, Ann, 1756-1806. 823.6 
The royal captives; a fragment of secret 
history copied from an old manuscript. 
With an introd. for the Garland ed. by 
Gina Luria. New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-0892-8 (The 
Feminist controversy in England, 1788- 
1310) aay of the 1795 ed. printed for 


1780- 823’.6 


823°.6 


C. G. and J. Robinson, London. 
[PZ3.Y323Ro05] [PR3779.Y4] 73-22211 
22.00 (ea. 4 vols.) 

I Title. H. Series. 

Prepared from C.I.P. 

EDGEWORTH, Maria, 1767- 823.7 


1849. 
Letters for literary ladies. With an introd. 
fcr the Garland ed. by Gina Luria. New 
York, Garland Pub., 1974. "p. cm. ISBN 0- 
8240-0855-3 (The Feminist controversy in 


JULY 31,1974 


England, 1788-1810) Reprint of the 1795 
ed. printed for J. Johnson, London. 
Bibliography: p. [PR4644.L4 1974] 74- 
$322 22.00 

I. Title. Hf. Series. 

Prepared from C.I.P. 


JOHNSON, Reginald 823.7 B 
Brimley, 1867-1932. 
Jane Austen. {Folcroft, Pa]  Folcroft 


Library Editions, 1974. p. cm, Reprint of 
the 1927 ed. published by Sheed & Ward, 
London. [PR4036.J6 1974b] 74-11252 
15.00 (lib. bdg.). 

1. Austen, Jane, 1775-1817. 

Prepared from C.I.P. 


ELLIOTT, Albert Pettigrew, 
1893- 

Fatalism in the works of Thomas Hardy. 

[Folcroft, Pa.] Folcroft Library Editions, 

1974 [c1935] p. cm. Reprint of the 

author’s thesis, University of Pennsylvania, 

1932. Bibliography: p. [PR4757.P5E5 

1974] 74-10791 15.00 (lib. bdg.) 

L Hardy, Thomas, 1840-1928— 

Philosophy. 2. Fate and fatalism in 

literature. I, Title. 

Prepared from C.I.P. 


823.8 


FERGUSON, Walter Dewey, 
898- 

The influence of Flaubert on George 
Moore, by Walter D. Ferguson. [Folcroft, 
Pa.) Folcroft Library Editions, 1974 
[c1934] p. Originally presented as the 
author’s thesis, University of Pennsylvania, 
1932. Reprint of the ed. published by the 
University of | Pennsylvania Press, 
Philadelphia. Bibliography: p. 95-102. 
Es 1974] 74-10999 12.50 (lib. 

B 


1. Moore, George, 1852-1933—Criticism 
and interpretation. 2. Flaubert, Gustave, 
1821-1880—Influence—Moore. I. Title. 
Prepared from C.I.P. 


GARWOOD, Helen, 1876- 823.8 
Thomas Hardy, an illustration of the 
philosophy of Schopenhauer. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Thesis—University of Pennsylvania, 1909. 
Reprint of the 1911 ed. published by J. C. 
Winston Co., Philadelphia. Bibliography: p. 
[PR4757.P5G3 1974] 74-10776 12.50 (lib. 
bdg.) 

L Hardy, 


823,8 


Thomas, 1840-1928— 


Philosophy. 2. Schopenhauer, Arthur, 
1788-1860. I. Title. 

Prepared from C.LP. 

MASEFIELD, Muriel Agnes 823°.8 
Bussell. 

Peacocks and primroses; a survey of 
Disraeli’s novels [by] Muriel Masefield. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1953 ed. 


published by G. Bles, London. 
a 1974] 74-10973 22.50 (lib. 
bdg. 

1. Beaconsfield, Benjamin Disraeli, Ist earl 


of 1804-1881—Criticism and 

interpretation. I. Title. 

Prepared from C.I.P. 

MOORE, George, 1852- 823.8 B 
1933. 

A communication to my friends. New 


York, Haskell House [1974] p. cm. ISBN 
0-8383-1910-6 Reprint of the 1933 ed. 
published by Nonesuch Press, London. 
T RAIG 1974] 74-8663 9.95 (lib. 
8 

1. Moore, George, 1852-1933—Biography. 
2. London—lIntellectual life. L Title. 
Prepared from C.I.P. 


"MORRIS, William, 1834- 823°8 
1896. 

The story of the glittering plain, which has 
been also called the land of living men or 
the acre of the undying. Hollywood, Calif., 
Newcastle Pub. Co., 1973. xvi, 173, [1] p. 
illus., 22 cm. ISBN 0-87877-100-X (The 
Newcastle forgotten fantasy library) 
[PR5072] 2.45 (pbk.) 

1. English fiction—I9th century. I. Title. 


MOTTRAM, William. 823.8 
The true story of George Eliot in relation 
to ”Adam Bede,” giving the real life 
history of more prominent characters. With 
eighty-six illus., mainly from photos. by 
Allan P. Mottram and Vernon H. 
Mottram. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. Reprint of the 1905 ed. 
published by F. Griffiths, London. 
[PR4656.M6 1974] 74-9899 17.75 

1. Eliot, George, pseud, i.e. Marion Evans, 
afterwards Cross, 1819-1880-—Biography. 
2. Eliot, George, pseud, i.e. Marion Evans, 
afterwards Cross, 1819-1880. Adam Bede. 
L Title. 

Prepared from C.LP. 
RIDEAL, Charles Frederick, 823.8 
Charles Dickens’ heroines and womenfolk: 
some thoughts concerning them; a lecture.. 
2d and rev. ed. New York, Haskell House 
[1974] p. cm. ISBN 0-8383-1987-4 
Reprint of the 4596 ed. published by 


Roxburghe Press, Westminster. 
[PR4589. RS 1974] 74-7273 7.95 
1. Dickens, Charles, £812-1870— 


Characters—Women. I. Title. 

Prepared from C.I.P. 

SIME, Jessie Georgina, 823’.8 B 
1880- 

Thomas Hardy of the Wessex novels; an 

essay & bibliographical note, by J. G. 

Sime. [Folcroft, Pa.] Folcroft Library 

Editions, 1974. p. cm. Reprint of the 1928 

ed. published by L. Carrier, Montreal, New 

York. [PR4753.S5 1974] 74-10581 6.50 

1. Hardy, Thomas, 1840-1928. I. Title. 

Prepared from C.I.P. 


GARDNER, Philip, comp. 823.912 
E. M. Forster, the critical heritage; edited 
by Philip Gardner. London, Boston, 
Routledge and Kegan Paul, 1973. 498 p. 
23 cm. ISBN 0-7100-7641-X (The Critical 
heritage series) Includes index. 
Bibliography: p. 491. [PR6011.058Z657] 
73-77562 25.25 
1. Forster, Edward Morgan, 1879-1970— 
Criticism and interpretation. 
LEWIS, Wyndham, 1882- 823.912 
1957. 
Tarn. New York, Jubilee Books, 1973. ix, 
341 p. 21 cm. ISBN 0-914300-00-8 
Originally published in 1918. 
[PZ3.L5894Tal3] [PR6023.E97] 73-89681 
12.50 
L Title. 


PORIS: Norah (Robinson) 
Crown of aloes [by] Norah Lofts. Boston, 
G. = ‘eee 1974. p. ISBN 0-8161-6207-7 
Lar rint ed. [PS3.L825Cr4] 
[PR6023. 035] 74-5019 13.95 

i. Sight-saving books. I. Title. 

Prepared from C.I.P. 


THORBURN, David. 823’.9°12 
Conrad’s romanticism. New Haven, Yale 
University Press, 1974. xvi, 201 p. 22 cm. 
ISBN 0-300-01690-5 Includes 
bibliographical references. 
[PR6005.04Z883] 73-86919 8.95 

i. Conrad, Joseph, 1857-1924. I. Title. 


823’.9°12 
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LIEB, Michael, 1940- 824°.4 
Achievements of the left hand: essays on 
the prose of John Milton. Edited by 
Michael Lieb and John T. Shawcross. 
Amherst, University of Massachusetts 
Press [1974] viii, 396 p. 25 cm. ISBN 0- 
87023-125-1 Bibliography: _ p. [393]-394. 
[PR3581.L47] 73-79506 12.50 
1. Milton, John, 1608-1674. 2. Milton, 
John, 1608-1674—Prose. I. Shawcross, 
Join T., joint author. II, Title. 
DANIEL George, 1789- 824.7 B 

4. 

Recollections of Charles Lamb. [Folcroft, 
Pa.] Foleroft Library Editions, 1974. p. 
em. Reprint of the 1927 ed. published by 
E. Mathews & Marrot, London, in series: 
The Baskerville series. Bibliography: p. 
[PR4863.D3 1974] 74-9598 7.50 (lib. 


bdg.). 

1. Lamb, Charles, 1775-1834—Biography. 
I. Title. If. Series: The Baskerville series. 
Prepared from C.I.P. 


ROSENBERG, Philip, 1942- 824’.8 
The seventh hero; Thomas Carlyle and the 
theory of radical activism. Cambridge, 
Mass., Harvard University Press, 1974. xi, 
235 p. port. 24 cm. ISBN 0-674-80260-8 
Includes bibliographical references. 
(PR4434.R67] 73-87659 10.00 

1. Carlyle, Thomas, 1795-1881—Criticism 
and interpretation. 2. Carlyle, Thomas, 
1795-1881—Political and social views. I. 
Title. 


SZLADITS, Lola L., comp. 826’.008 
Other people’s mail; letters of men and 
women of letters. Selected from the Henry 
W. and Albert A. Berg Collection of 
English and American Literature, by Lola 
L. Szladits. [New York] New York Public 
Library [1973] 96 p. illus. 27 cm. ISBN 0- 
87104-246-0 [PR107.S9] 73-88373 11.00 
i. Authors, English—-Correspondence, 
reminiscences, etc. 2. Authors, American— 
Correspondence, reminiscences, etc. 3. 
English letters—Facsimiles. 4. American 
letters—Facsimiles. I. New York (City). 
Public Library. Berg Collection. IT. Title. 
Pbk 7.00; ISBN 0-87104-245-2 
FORSTER, John, 1812- 828.509 B 
1876. 
The life of Jonathan Swift. Volume the 
first, 1667-1711. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1875 ed. published by J. Murray, 
London. No more published. [PR3726.F7 
1974] 74-9746 4.00 (lib. bdg.). 
1. Swift, Jonathan, 1667-1745—Biography. 
I. Title. 
Prepared from C.I.P. 


[VANHOMRIGH, Esther] 
1690-1723. 
Vanessa and her correspondence with 
Jonathan Swift. The letters edited for the 
first time from the originals, with an 
introd. by A. Martin Freeman. [Foicroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1921 ed. published by 
Selwyn & Blount, London. Contents—The 
correspondence of Swift and Vanessa.— 


828.509 B 


Cadenus and Vanessa, and other 
documents.—Miscellaneous letters. 
[PR3726.A48 1974] 74-9722 15.00 . 

L Swift, Jonathan, 1667-1745—- 


Correspondence. 2. Vanhomrigh, Esther, 
1690-1723. I. Swift, Jonathan, 1667-1745. 
il. Title. 

Prepared from C.I.P. 


GWYNN, Stephen 828’.6°09 B 
Lucius, 1864-1950. 

Oliver Goldsmith. {Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 
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the 1935 ed. ‘published by T. Butterworth, 
ltd., London. [PR3493.G8 1974] 74- 9728 
25.00 (lib. bdg.) 

. 1. Goldsmith, Oliver, 1728-1774. 

Prepared from C.I.P. 


KER, William Paton, 
1855-1923. 

Sir Walter Scott; a lecture at the Sorbonne, 

May 22, 1919, in the series of Conferences 

Louis Liard. New York, Haskell House 

Publishers [1974] p. cm. ISBN 0-8383- 

1937-8 Reprint of the 1919 ed. published 

by — Maclehose, Jackson, Glasgow. 

[PR5333.K4 1974] 74-7282 7.95 

i. Scott, Walter, Sir, bart, 1771-1832-—— 

Influence. 

Prepared from C.I.P. 


CROSBY, Ernest 

Howard, 1856-1907. 
Edward Carpenter: poet and prophet. 
[Folcroft, Pa.] Folcroft Library Editions, 


828°.7°09 


828°.8'09 B 


1974. p. cm. Reprint of the 2d. ed. 
published in 1905 by A. C. Fifield, 
London. [PR4451.Z5C7 1974] 74-8994 
7.50 

i. Carpenter, Edward, 1844-1929— 
Biography. I. Title. 

Prepared from C.I.P. 

MILLGATE, Jane. 828°.8'09 


Macaulay. London, Boston, Routledge & 

‘Kegan Paul [1973] xvii, 224 p. 23 cm. 
ISBN 0-7100-7663-0 (Routledge author 
guides) Bibliography: p. 212-218. 
[DA3.M3M5}] 73- 230373 10.00 

1. Macaulay, Thomas Babington Macaulay, 
Baron, 1800-1859. 


WHITEHOUSE, John 828’.8'09 
Howard, 1873- 

John Ruskin. New York, Haskell House 
[1974] p. cm. ISBN  0-8383-1914-9 
Reprint of the 1953 ed. printed at the 
University Press, Oxford, for the Ruskin 
Society and Friends of Brantwood. 
(PR5263.W45 1974] 74-8083 7.95 

1. Ruskin, John, 1819-1900—Appreciation. 
Prepared from C.I.P. 


WILDE, Oscar, 1854- 
1900. 

De Profundis and other writings: With an 
introduction by Hesketh Pearson. 
Harmondsworth, Penguin, 1973. 252 p. 19 
cm. ISBN 0-14-043089-X (Penguin English 
library) First published in 1954 under title: 
Selected essays and poems. Contents.—The 
soul of man under socialism.—The decay 
of lying—De Profundis [epistola: in 
carcere et vinculis].—Poems.—The ballad 
of Reading Gaol. [PR5811.P4 1973] 74- 
165179 

L Title. 

Distributed by Penguin, Baltimore, Md., 
1.25 (pbk.). 


WILDE, Oscar, 

1900. 
Epigrams & aphorisms. New York, Gordon 
Press, 1973. 126 p. 24 cm. ISBN 0-87968- 
064-4 Reprint of the 1905 ed. published by 
T W, nes Boston. [PR5812.83 1973] 73- 
1. Wilde, Oscar, 1854-1900—Quotations. L 
Title. 


828’. oo 


1854- 828.809 


PURTILL, Richard L., 828.9°1209 
1931- 

Lord of the elves and eldiis; fantasy and 
Philosophy in C. S. Lewis and J. R. R. 
Tolkien, by Richard Purtill. Grand Rapids, 
Zondervan Pub. House eee 211 p. 18 
cm. Bibliography: p. 197-201. 
[PR6023. 926784} B- 13065 1.50 (pbk.) 

i. Lewis, Clive Staples, 1898-1963— 
Criticism and interpretation. 2. Tolkien, 
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John Ronald Reuel, 1892-1973—Criticism 
and interpretation. I. Title. 


NEWTON, Cosette Faust, 829°.1 
1889- tr. 

Old English poems, translated into the 

original meter, together with short 


selections from Old English prose, by 
Cosette Faust and Stith Thompson. 
[Folcroft, ‘Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1918 ed. 
published by Scott, Foresman, Chicago. 
[PR1508.N4 1974] 74-8993 15.00 

1. Anglo-Saxon poetry—Tzransiations into 
English. 2. English poetry—Trans/ations 
from Anglo-Saxon. I. Thompson, Stith, 
1885- joint tr. I. Title. 

Prepared from C.I.P. 


COHN, Hans W. 831.912 
Else Lasker-Schuler, the broken world [by] 
Hans W. Cohn. [London] Cambridge 
University Press [1974] xi, 162 p. 23 cm. 
ISBN 0-521-20292-2 (Anglica Germanica. 


Series 2) Bibliography:. p. 156-158. 
[PT2623.A76Z68] 73-80481 
1. Lasker-Schuler, Else, 1869-1945. I. 


Title. IT. Series. 
Distributed by Cambridge eae Press, 
New York; 12.50. 


KNIGHT, Eric Mowbray, 
1897-1943. d 
The dedicated life and Rainer Maria Rilke. 
New York, Haskell House Publishers 
{1974] p. ISBN 0-8383-1920-3 Reprint of 
the 1949 ed. published by Ridgeway 
House, Shorne, Eng., which was issued as 
no. 19 of the ‘Burning glass papers. 
(PT2635.165Z754 1974] 74-7280 7.95 
1. Rilke, Rainer Maria, 1875-1926. I. Title. 
Prepared from C.LP. 


YATES, Douglas. 832’.6 B 
Franz Grillparzer; a critical biography. Vol. 
1. [Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1946 ed. 
published by Blackwell, Oxford, in series: 


831'.9°12 B 


Modern language studies. No more 
published. [PT2265.Y3 1974] 74-9599 
20.00 

L Grillparzer, Franz, 1791-1872— 
Biography. 

Prepared from C.I.P. 

KRAUS, Karl, 1874-1936. 832’.9°12 


The last days of mankind; a tragedy in five 
acts [by] Karl Kraus. Abridged and edited 
by Frederick Ungar. Introd. by the editar. 
Critical analysis by Franz H. Mautner. 
New York, F. Ungar Pub. Co. [1974] xxii, 
263 p. port. 22 cm. ISBN 0-8044-2484-5 
Translation of Die letzten Tage der 
Menschheit. [PT2621.R27L4213] 73-91749 
3.50 

I. Ungar, Frederick, ed. I. Title. 


*MCLEAN, Sammy K. 832’.9°12 
The Bankelsang and the wark of Bertolt 
Brecht, by Sammy K. McLean. [The 
Hague] Mouton, 1972. 339 p. 24 cm. (De 
proprietatibus litterarum, series practica, 
29) Bibliography: [p. 317]-324. [PT2603] 
75-169991 

1. Brecht, Bertolt, 1898-1956. I. Title. 
Distributed by Humanities for 18.50 (pbk.} 


HESSE, Hermann, 1877- 8337.912 
1962. 
Gertrude. Translated by Hilda Rosner. 


Boston, G. K. Hall, 1974 [c1969] 335 p. 
24 cm. ISBN 0-8161-6183-6 Large print 
ed. [PZ3.H4525G8] [PT2617.E85] 73- 
22196 9.95 

i. Sight-saving books. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 

HIRSCHBACH, Frank 833'.9°12 
Donald. 
The arrow and the lyre; a study of the role 
of love in the works of Thomas Mann. 
{Folcroft, Pa.] Folcroft Library Editions, 
1974 [cl1955] p. cm. Reprint of the ed. 
published by M. Nijhoff, The Hague, 
which was issued as no. 1 of International 
scholars forum, a series of books by 
American scholars. Bibliography: p. 
[PT2625.A44Z615 1974] 74-9560 22.50 
(lib. bdg.). 
I. Mann, Thomas, 1875-1955—Criticism 
and interpretation. 2. Love in literature. I. 
Title. I. Series: International scholars 
forum; a series of books by American 
scholars, 1. 
Prepared from C.I.P. 
ROTH, Joseph, 1894- 833’.9°12 
1939. 

The Radetzky march. Translated by Eva 
Tucker, based on an earlier translation by 
Geoffrey Dunlop. Woodstock, N.Y., 
be look Press [1974] 318 p. 23 cm. ISBN 


87951-015-3 [PZ3.R7428Rad6] 
[PTZ635. O84] 72-97581 8.95 
I. Title. 
VRUGT, Johanna P., 839.31362 


1905-1960. 

A matter of life and death [by] Anna 
Blaman. Translated from the Dutch by 
Adrienne Dixon. New York, Twayne 
Publishers [1974] 235 p. 22 cm. ISBN 0- 
3057-3441-4 (The Library 'of Netherlandic 
ïterature, v. 3) Translation of Op leven en 
dood. [PZ4.V985Mat3] [PT5878.V85] 73- 
3955 6.95 

Í. Title. 


3JoRNSON, 

Bjornstjerne, 1832-1910. 
Three dramas: The editor—The bankrupt— 
The king. Westport, Conn., Greenwood 
Press [1974] p. cm. ISBN 0-8371-7260-8 
"Originally published in 1914.” Reprint of 
the 1924 ed. published by Dent, London 
and Dutton, New York, which was issued 
2s no. 696 of Everyman’s library: Poetry & 
the drama. [PT8816.A3S5 1974] 73-17654 


839.82°26 


Prepared from C.I.P. 


BOJER, Johan, 1872- 839.8°2°372 
1959. 
“he emigrants. Translated from the 


Norwegian by „A. G. Jayne. Westport, 
Conn., Greenwood Press [1974, c1925] p. 
cm. ISBN 0-8371-6194-0 Reprint of the 
ed. published by Grosset & Dunlap, New 
York. Translation of Vor egen stamme. 
[?Z3.B6365Em5] [PT8950.B6] 73-21338 
15.00 

I Title. 

Frepared from C.I.P. 


CHRISTIANSEN, Sigurd 
Wesley, 1891-1947. 
Chaff before the wind. Translated from the 
Norwegian by Isaac Anderson. Westport, 
Conn., Greenwood Press [1974, c1934] p. 
ISBN 0-8371-7349-3 Translation of Agner 
i stormen. Reprint of the ed. published by 
Liveright Pub. Corp, New York. 
[PZ3.C4629Ch5] [PT8950.C55] 73-22750 
13.75 
L Title. 
Prepared from C.I.P. 


839.8'27372 


LEE, Jennette Barbour 839.9°2'26 
“Percy, 1860- 

The Ibsen secret; a key ‘to the prose 
dramas of Henrik Ibsen. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 


Reprint of the 1907 ed. published by 


JULY 31,1974 


Putnam, New York. [PT8895.L4 1974] 74- 
9747 15.00 (ib. bdg.). 

J. Ibsen, Henrik, 1828-1906—Criticism 
and interpretation. I. Title. 

Prepared from C.LP. 


*CHANSON de Roland. 84171 
The song of Roland. Translated with an 
introduction and notes by Howard S. 
Robertson. London, J. M. Dent [1972] xvi, 
140 p. 20 cm. ISBN 0-460-00777-7 
Bibliography: p. xi-xii. [PQ1520] 

d. Chanson de Roland. I. Robertson, 
Howard S., tr. I. Title. 

Dist. by Rowman and Littlefield, 5.75; 
2.75 (pbk.), ISBN 0-460-01777-2. 


TYLER, J. Allen. 841.1 
A concordance to the Fables and Tales of 
Jean de la Fontaine. Edited by J. Allen 
Tyler. Ithaca [N.Y.] Cornell University 
Press [1974] xxiv, 1074 p. 25 cm. ISBN 0- 
8014-0811-3 (The Cornell concordances) 
A concordance to the text of the Fables 
and Tales as found in the Oeuvres de J. de 
La Fontaine edited by Henri Regnier and 
published by Hachette from 1883 to 1897. 
[PQ1808.T9] 73-8388 25.00 

. La Fontaine, Jean de, 1621-1695. 
Fables—-Concordances. 2. La Fontaine, 
Jean de, 1621-1695. Contes— 
Concordances. I. La Fontaine, Jean de, 
1621-1695. Fables. II. La Fontaine, Jean 
d : 1621-1695. Contes. II. Title. IV. 

eries. 


HARRISON, Robert, 
comp. 

Gallic salt; eighteen fabliaux translated 
from the Old French. Berkeley, University 
of California Press [1974] vi, 427 p. 24 cm. 
ISBN 0-520-02418-4 [PQ1319.H3] 72- 
97748 15.00 

I. French poetry—To 1500. 2. French 
poetry—-To 1500—-Translations into 
English. 3. English poetry—Translations 
from French. 4. Tales, French. I. Title. 


RICE, Richard Ashley, 841.50936 
1878- 


1932- 841.108 


Rousseau and the poetry of nature in 
eighteenth century France. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1925 ed. published by the 
Departments of Modern Languages of 
Smith College, Northampton, Mass., which 
was issued as v. 6, no. 3-4 of Smith 
College studies in modern languages. 
Includes bibliographical > references. 
[PQ2056.N3R5 1974] 74-9920 12.50 

1. Rousseau, Jean Jacques, 1712-1778. 2. 
French poetry—-18th century—History and 
criticism. 3. Nature in literature. I. Title. 
H. Series: Smith College studies in modern 
languages, v. 6, no. 3-4. 

Prepared from C.I.P. 


PUGH, Anthony R. 843.7 
Balzac’s recurring characters [by] Anthony 
R. Pugh. ([Toronto, Buffalo, N-Y-] 
University of Toronto Press [1974] xxviii, 

p. 24 cm. ISBN  0-8020-5275-4 
(University of Toronto romance series, no. 


24) Bibliography: p. [479]- -484. 
[PQ2184. C5PS] io 100348 25.00 
d. Balzac, Honore de, 1799-1850— 


Characters. 2. Balzac, Honore de, 1799- 
1850—Plots. I Title. If, Series: Toronto. 
University. University of Toronto romance 
series, no. 24. 


JACKSON, Stanley, 1910- 843°.8 
Guy de Maupassant. ([Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. 


Reprint of the 1938 ed. published F 
Duckworth, London. Bibliography: 
[PQ2353.J3 1974] 74-8739 20.00 Gib. 
bdg.) 


1. Maupassant, Guy de, 1850-1893. 
Prepared from C.I.P. 


TOLSTOI, Lev Nikolaevich, 
graf, 1828-1910. 
Guy de Maupassant, by Leo Tolstoy. 
Translated from the Russian. Conformed to 
the original by V. Tchertkoff. New York, 
Haskell House [1974] p. cm. ISBN 0- 
8383-1898-3 Reprint of the 1898 ed. 
published by Brotherhood Pub., London. 
[PQ2356.T6 1974] 74-7281 13.95 


843.8 


1. Maupassant, Guy de, 1850-1893— 
Criticism and interpretation. 

Prepared from C.I.P. 

SPEAIGHT, Robert, 843°.9°12 B 


1904- 
Georges Bernanos; a study of the man and 
the writer. New York, Liveright [1974] 
285 p. illus, 24 cm. a 0-87140-583-0 
Bibliography: [275]-276. 
[PQ2603. 387528 1994] 73-93126 8.95 


I. Bernanos, Georges, 1888-1948— 
Biography. 

THOMAS, Edward, 1878- 848.809 
1917. 

Maurice Maeterlinck. ([Folcroft, Pa.] 


Folcroft Library Editions, 1974. p. cm. 
Reprint of the 2d ed., 1911, published by 
Methuen, London. [PQ2625.A6T5 1974] 
74-11151 17.50 (lib. bdg.). 

1. Maeterlinck, Maurice, 1862-1949. 
Prepared from C.I.P. 


BOAK, Denis. 848.91209 
Jules Romains. New York, Twayne 
Publishers [1974] 188 p. 21 cm. ISBN 0- 
8057-2775-2 (Twayne’s world authors 
series, TWAS 280. France) Bibliography: 
Daie 183. [PQ2635.052Z594] 73-2365 
i. Romains, Jules, 1885-1972—Criticism 
and interpretation. 


COTTRELL, Robert D. 848°.9°1209 
Colette [by] Robert D. Cottrell. New York, 
F. Ungar Pub. Co. [1974] ix, 150 p. 21 cm. 
ISBN 0-8044-2130-7 (Modern literature 
monographs) Bibliography: p. 135-141. 
[PQ2605.028Z638] 73-84598 6.00 

1. Colette, Sidonie Gabrielle, 1873-1954. 


RRAS Alighieri, 1265- 
21. 

Literary criticism of Dante Alighieri. 
Translated and edited by Robert S. Haller. 
Lincoln, University of Nebraska Press 
[1974, c1973] xlix, 192 p. 22 cm. ISBN 0- 
8032-0467-1 (Regents critics series) 
Bibliography: p. xlix. [PQ4315.5.H3] 72- 
85402 11.00 

i. Italian as S cation—Early 
works to 1800. 2. Poetics. T. Haller, Robert 
S., 1933- ed. II. Title. 


DEMARAY, John G. 8517.1 
The invention of Dante’s Commedia [by] 
John G. Demaray. New Haven, Yale 
University Press, 1974. xvi, 195 p. illus. 25 
em. ISBN 0-300-01664-6 Includes 
bibliographical references. [PQ4394.D4 
1974] 73-86888 12.50 

1. Dante Alighieri, 1265-1321—Sources. 2. 
Dante Alighieri, 1265-1321—Allegory and 
symbolism. 3. Pilgrims and pilgrimages in 
literature. I. Title. 


THE Earliest lives of 8517.1 
Dante. Translated from the Italian of 
Giovanni Boccaccio and Lionardo Bruni 
Aretino, by James Robinson Smith. New 
York, Haskell House [1974, cl901] p. cm 
ISBN 0-8383-1974-2 Reprint of the ed. 
published by Holt, New York, which was 
issued as no. 10 of Yale studies in English. 
[PQ4338.A2E37 1974] 74-7168 9.95 


851.1 


800 LITERATURE 


1. Dante Alighieri, 1265-1321—Biography. 
I Villani, Filippo, d. 1405? If. Smith, 
Robinson, 1876- tr. HI. Boccaccio, 
Giovanni. La vita di Dante. English. 1974. 
IV. Brunt, Leonardo Aretino, 1369-1444, 
La vita di Dante. English. 1974. V. Series: 
Yale studies in English, 10. 

Prepared from C.I.P. Contents omitted. 


*THE satires of Horace and 857 
Persius a verse translation with an 
introduction and notes by Niall Rudd. 
[Harmondsworth, Eng.] Penguin Books 
[1973] vi, 193 p. illus., map. 18 cm. ISBN 
0-014044-279-0 (Peng uin classics) 
Bibliography: p. 186-189. [PA6056] 

1. Satire. 


for 2.45 (pbk) 


PEERS, Edgar Allison. 860°.9 
Spanish golden age poetry and drama. 
Edited by E. Allison Peers. New York, 
Phaeton Press, 1974. ISBN 0-87753-060-2 
(Liverpool studies in Spanish literature, 2d 
ser.) Reprint of the 1946 ed. published by 
Institute of Hispanic Studies, Liverpool, 
Eng. [PQ6065.P43 1974] 74-5001 9.00 

I. Spanish poetry——Classical period, 1500- 
1700-—Addresses, essays, lectures. 2. 
Spanish drama-~Classical period, 1500- 
1700—Addresses, essays, lectures. I. Title. 
II. Series. III. Studies in Hispanic literature 
Prepared from C.I.P. 


BORGES, Jorge Luis, 1899- 861 
In praise of darkness [by] Jorge Luis 
Borges. Translated by Norman Thomas di 
Giovanni. A bilingual edition. New York, 
E. P. Dutton, 1974 [c.1969] 142 p. 24 cm. 
ISBN 0-525-13225-2. Originally published 
under title: Elogio de la sombra. 
aoe 1974] 73-79553 3.95 


L. Title. 


VALLINI, Alfredo, 1914- 861 
Romances to the Argentine children. 
English translation by Edith Rusconi 
Kaltovich. Illus. by Zulema Guastavino, 
Charleston, Ill, Prairie Poet Books [1974] 
26 p. illus. 22 cm. ISBN 0-913996-69-6 
Poems. [PQ7797.V238A28] 73-89373 2.00 
. Title. 


*VEGA CARPIO, Lope Felix 
de, 1562-1635. 

La prueba de los amigos [by] Lope de 
Vega. Edited with notes and an 
introduction by Henry K. Ziomek. Athens, 
University of Georgia Press [1973] 173 p. 
18 cm. ISBN 0-8203-0292-9 Bibliography: 
p. 171-173. [PQ6439] 72-78047 4.50 (pbk.) 
I. Ziomek, Henry K, comp. IT. Title. 


COOK, John Alfred, 862’.4°09 
1898- 


. Distributed by Penguin Books,Baltimore 


8627.3 


Neo-classic drama in Spain; theory and 
practice [by] John A. Cook. Westport, 
Conn., Greenwood Press [1974, c1959] p. 
em. ISBN 0-8371-7518-6 Reprint of the 
ed. published by Southern Methodist 
University Press, Dallas. _ Includes 
bibliographical references. [PQ6111.C6 
1974] 74-5771 25.50 

I. Spanish drama—18th century—History 
and criticism. I. Title. 

Prepared from C.I.P. 


*CERVANTES SAAVEDERA, 863.3 
Miguel de, 1547-1616. 
El hidalgo de la Mancha: Aventuras de 
don Quijote, by Miguel de Cervantes. 
Edited by Daniel Quilter. Boston, 
Houghton [1973] 235 p. illus. 24 cm. ISBN 
0-395-13390-4. Vocabulario: p. 219-235. 
[PQ6329] 72-11249 2.88 (pbk.) 
£ Quilter, Daniel, ed. IT. Title. 
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es 
pat ta 


800 LITERATURE 


STUDIES in Latin 870’.9 s 
language and literature. Edited for the 
Dept. of Classics by Thomas Cole and 
David Ross. Cambridge [Eng.] University 
Press, 1973. ix, 241 p. 24 cm. ISBN 0-521- 
08683-3 (Yale classical studies, v. 23) 
Includes bibliographical references. 
[PA25.Y3 vol. 23] [PA2025] 470 72-80595 
1. Latin philology—Addresses, essays, 
lectures. I. Cole, Andrew Thomas, ed. II. 
Ross, David O., ed. III. Title. IV. Series. 
Distributed by Cambridge University Press, 
New York, 13.50. 


DANE, Nathan, 1916- 
comp. 

Greek attitudes. Editors: Nathan Dane II 

[and] John W. Ambrose, Jr. New York, 

Scribner [1974] xiv, 622 p. map. 23 cm. (A 

ae book) [PA3621.D3] 73-5179 6.95 
bk. 


880’.3’001 


1. Greek literature—Translations into 
English. 2. English literature—Translations 
from Greek. I. Ambrose, John William, 
1931- joint comp. II. Title. 


SOLOMOS, Alexes, 1918- 8827.01 
The living Aristophanes [by] Alexis 
Solomos. Translation and adaptation by 
Alexis Solomos and Marvin Felheim. Ann 
Arbor, University of Michigan Press [1974] 
vii, 320 p. 22 cm. ISBN 0-472-08798-3 
Translation of Ho zontanos Aristophanes. 
Includes bibliographical references. 
[PA3879.S6513] 73-80576 10.00 

1. Aristophanes. I. Felheim, Marvin, 1914- 
II. Title. 


*WENDER, Dorothea. 883 
Hesiod and Theognis, translated and with 
introductions by Dorothea Wender. 
foe is Eng.] Penguin Books 
1973] 170 p. 19 cm. ISBN 0-14-044283-9 
(Penguin Classics) [PA4009] 

I Title. 

Distributed by Penguin, Baltimore for 1.95 
(pbk.) 


PATTINSON, J. S. 891.5511 
The symbolism of the Rubaiyat of Omar 
Khayyam, by J. S. Pattinson. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1921 ed. published by 
Orpheus Pub. House, Edinburgh. 
[PK6525.P3 1974] 74-9970 6.50 

1. Omar Khayyam. Rubaʻyat. I. Title. 
Prepared from C.I.P. 


BIGHAMI, Muhammad 
ibn Ahmad. 
Love and war; adventures from the Firuz 
shah nama of Sheikh Bighami. Translated 
from the Persian by William L. Hanaway, 
Jr. Delmar, N.Y., Scholars’ Facsimiles & 
Reprints, 1974. p. cm. ISBN 0-8201-1126- 
O (Persian heritage series no. 19) 
Selections from Darab namah. 
[PK6451.B53D3213 1974] 74-6039 15.00 
I. Title. II. Title: Firuz shah nama. II. 
Series: UNESCO collection of 
representative works: Persian heritage 
series, no. 19. 
Prepared from C.I.P. 


8917.55’31 


JACKSON, Kenneth 
Hurlstone, 1909- 
Studies in early Celtic nature poetry, by 
Kenneth Jackson. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1935 ed. published by University Press, 
Cambridge, Eng. Bibliography: P- 

[PB1097.J3 1974] 74-9574 20.00 

1. Celtic poetry—History and criticism. 2. 
Nature in literature. 3. Celtic poetry— 
Translations into English. 4. English 
poetry—Translations from Celtic. I. Title. 
Prepared from C.I.P. 


891.6’271008036 
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HULL, Eleanor, 1860- 891.6°2°31 
1935. 

Cuchulain, the hound of Ulster. By 
Eleanor Hull. With 16 illus. by Stephen 
Reid. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1911 
ed. published by G. G. Harrap, London. 
Bibliography: p. [PB1423.C8H84 1974] 74- 
9981 20.00 

I. Cuchulain—Legends. © Cuchulain. II. 
Titie. 

Prepared from C.I.P. 


AISLINGE Meic 
Conglinne. English & Irish. 
The Vision of MacCongiinne; a Middle- 
Irish wonder tale. Edited with a translation 
(based on W. M. Hennessw’s), notes, and a 
glossary, by Kuno Meyer, with an introd. 
by Wilhelm Wollner. New York, Lemma 
Pub. Co., 1974. p. cm. ISBN 0-87696- 
051-4 Reprint of the 1892 ed. published by 
D. Nutt, London. Text in Trish and English 
on opposite pages. Contents.—Text and 
translation of the Leabher breac version 
(Royal Irish Academy, Dublin. Library. 
MSS. (23 P 16 (pp. 213-219)).—Text and 
translation of the version in Dublin. 
University. Library. MSS. (H. 3. 18 (pp. 
732142). [PB1397.A37 1974] 72-87984 


I. Meyer, Kuno, 1856-1919, ed. I. 
Hennessy, William Maunsell, 1829-1889. 
Prepared from C.I.P. 


THOMSON, Derick S. 891.6°371009 

An introduction to Gaelic poetry [by] 

Derick Thomson. [New York] St. Martin’s 

Press [1974] 335 p. 23 cm. Bibliography: p. 

[297]-304. [PB1607.T5] 73-86601 10.00 

A aoe poetry—History and criticism. I. 
itle. 


GARNETT, Edward, 
1868-1937. 

Tolstoy; his life and writings. New York, 
Haskell House [1974] p- cm. ISBN 0- 
8383-1970-X Reprint of the 1914 ed. 
published by Constable, London, and 
Houghton Mifflin, Boston, in series: 
Modern biographies. B-bliography: p. 
[PG3385.G3 1974] 74-703 9.95 

1. Tolstoi, Lev Nikolaevsch, graf, 1828- 


891.6'2°32 


891.7°3°3 B 


1910. I Title. If Series: Modern 
biographies. 

Prepared from C.I.P. 

MAUDE, Aylmer, 1858- 891.733 


1938. 
Tolstoy and his problems; essays. 2d ed. 
New York, Haskell House [1974] p. cm. 
ISBN 0-8383-1999-8 Reprint of the 1902 
ed. published by G. Richards, London. 
[PG3410.M3 1974] 74-7137 12.95 
1. Tolstoi, Lev Nikolaevich, graf, 1828- 
1910—Criticisnr and inierpretation. I. 
Title. 
Prepared from C.I.P. Contents omitted. 


TURGENEV, Ivan 
Sergeevich, 1818-1883. 
Letters to an actress; the story of Ivan 
Turgenev and Marya Gavrilovna Savina. 
Translated and edited by Nora Gottlieb 
and Raymond Chapman. Athens, Ohio, 
Ohio University Press [1974, c1973] 155 p. 
23 cm. ISBN 0-8214-0146-7 Translation of 
Turgenev i Savina. Includes letters and 
reminiscences of Mariia Gavrilovna Savina. 
me 1973b] 73-92898 7.50 (lib. 
bdg. 
i. Turgenev, Ivan Sergeevich, 1818-1883— 
Correspondence. 2. Savina, Mariia 
Gavrilovna, 1854-1915. I. Savina, Mariia 
Gavrilovna, 1854-1915. II. Title. 


KUPER, IUrii. 891.7°3°44 
Holy fools in Moscow [by] Yuri Kuper. 


891.73°3 B 


“AMERICAN BOOK PUBLISHING RECORD 


Translated from the Russian by Antonina 
W. Bouis. [New York] Quadrangle [1974] 
x, 230 p. 22 cm. ISBN 0-8129-0450-8 


(PZ4.K96493Ho] [PG3482.8.U59] 73- 
93829 7.95 

I. Title. 

SOLZHENTTSYN, 891.7°8'4409 B 


Aleksandr Isaevich, 1918- 
Solzhenitsyn: a pictorial autobiography. 
New York, Farrar, Straus & Giroux [1974] 
p. cm. Translation of a French collection 
entitled Soljenitsyne; includes complete 
text of the author’s brief autobiography 
written for the Nobel Committee, and 
excerpts from his other writings. 
[PG3488.04A24 1974] 74-7070 8.95 
1. Solzhenitsyn, Aleksandr Isaevich, 1918- 
I. Title. 
Prepared from C.I.P. 


KHOURI, Mounah 
Abdallah, comp. 
An anthology of modern Arabic poetry. 
Selected, edited, and translated by Mounah 
A. Khouri and Hamid Algar. Berkeley, 
University of California Press [1974] xii, 
252 p. 24 cm. ISBN 0-520-02234-3 
English and Arabic. Bibliography: p. 249- 
252. [PJ7695.E3K48] 77-189220 12.00 
i. Arabic  poetry—20th century— 
Translation into English. 2. English 
poetry—Translations from Arabic. 3. 
Arabic poetry—20th century. I. Algar, 
Hamid, joint comp. II. Title. 


892’.7°1608 


FOSTER, John L., comp. 893.1 
Love songs of the New Kingdom, by John 
L. Foster. New York, Scribner [1974] p. 
ISBN  0-684-13781-X Contents.—Some 
rather lively lines (Papyrus Chester Beatty 
I)—Songs inscribed on a broken vase 
(Cairo ostracon 25218)—Songs of the 
garden (Papyrus Harris 500)—Songs of 
great heart’s ease (Papyrus Chester Beatty 
I)—Songs from a faded papyrus (Papyrus 
Harris 500)—Stanzaic love song (Papyrus 
Chester Beatty I)—Songs of the orchard 
(Papyrus Turin 1966}—Songs of the 
birdcatcher’s daughter (Papyrus Harris 
500) [PJ1945.F6] 73-19274 10.00 

1. Egyptian  poetry—Translations into 
English. 2. English poetry—Translations 
from Egyptian. 3. Love poetry. I. Title. 
Prepared from C.I.P. 


HART, Henry Hersch, 
1886- comp. 

The charcoal burner, and other poems. 
Translated from the Chinese by Henry H. 
Hart. [lst ed.] Norman, University of 
Oklahoma Press [1974] p. cm. ISBN 0- 
8061-1185-2 Bibliography: p. 
[PL2658.E3H28] 73-19388 6.95 

1. English poetry—Translations from 
Chinese. 2. Chinese poetry—Translations 
into English. I. Title. 

Prepared from C.I.P. 


895.1” 1008 


TS‘AO Chan, 1717(ca.)- 895.34 
1763. 

The story of the stone; a Chinese novel in 
five volumes, translated by David Hawkes. 
Harmondsworth, Penguin, 1973-, [i.e.1974- 
] v. geneal. tables. 19 cm. (Penguin 
classics) Translation of Hung lou meng. 
Contents.—v. 1l. e golden days. 
[PZ3.T783St] [PL2727.S2] 74-165360 

I. Hawkes, David, tr. II. Title. 

Distributed by Penguin, “Baltimore, 4.95 


(pbk.). 


JULY 31,1974 


VOHRA, Ranbir. 895.1°3'5 B 
Lao She and the Chinese Revolution. 
Cambridge, Mass., East Asian Research 
Center, Harvard University; distributed by 
Harvard University Press, 1974. 199 p. 26 
cm. ISBN 0-674-51075-5 (Harvard East 
Asian monographs, 55) Bibliography: p. 
187-192. [PL2804.C5Z94] 73-82346 4.50 

1. Shu, Ching-ch‘un, 1898-1966. I. Title. 
IT. Series. 


BELTING, Natalia Maree, 1915- 
comp. 

Whirlwind is a ghost dancing, by Natalia 
Belting. Ilustrated by Leo and Diane 
Dillon. New York, Dutton [1974] p. cm. 
ISBN  0-525-42625- 6 A collection of 
poems, explaining the elements of nature, 
from various American Indian tribes 
including Iroquois, Micmac, and Shoshoni. 
[PM197.E3B43] 73-77464 7.50 

i. Indian poetry—Translations into 
English. 2. American poetry—Translations 
from Indian languages. I. Dillon, Leo, illus. 
If. Dillon, Diane, illus. HI. Title. 

Prepared from C.LP. 
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*DONNELLY, Ignatius, 1831- 901 
1901 


Atlantis, the antediluvian world. Intro. by 


Paul M. Allen. 2d ed. Blauvelt, New York, ` 


R. Steiner Publications, [1973] 490 p. illus. 

19 cm. [D16.9] 72-159503 8.95 

1. History—Philosophy. 2. Religion— 

Philosophy, 3. Atlantis. 4. Mythology. I. 
itle. 


BELL, Clive, 1881-1964. 901.9 
Civilization and Old friends. Chicago, 
University of Chicago Press [1974, c1974] 


189, 199 p. illus. 23 cm. ISBN 0-226- 
04206-5 Includes bibliographical 
references. [CB19.B4 1973] 73-85850 
12.50 : 


1. Civilization—Philosophy—Addresses, 
essays, lectures. I. Bell, Clive, 1881-1964. 
Old friends. 1973. II. Title. 


READER’S Digest 
Association, ltd. 
Reader’s Digest history of man; the last 
two million years. London, New York 
[1973] 488 p. illus. (part col.) 32 cm. 

[CB59.R36 1973] 74-162945 

1. Civilization—History. I. Title. If. Title: 
The last two million years. 

Available from Readers Digest Press, New 
York; 11.97 


STRAYER, Joseph Reese, 
1904- 
The mainstream of civilization [by] Joseph 
R. Strayer, Hans W. Gatzke [and] E. 
Harris Harbison. 2d ed. New York, 
Harcourt Brace Jovanovich [1974] xxxi, 
838, xxvi p. illus. 27 cm. ISBN 0-15- 
551554-3 Previous ed. by J. R. Strayer and 
others entered under title. Includes 
bibliographies; [CB59.S83 1974] 73-19410 


901.9 


901.9 


1. Civilization—RHistory. I. Gatzke, Hans 
Wilhelm, 1915- joint author. II. Harbison, 
Elmore Harris, 1907-1964, joint author. 
HIL Title. 


KIRBAN, Salem. 901.947 
What in the world will happen next? 
Huntingdon Valley, Pa., [1974] 64 p. illus. 
18 cm. ISBN 0-921582-15-4 [CB161.K573] 
73-93696 1.50 (pbk.). 


I. Bible—Prophecies. 2. Twentieth 
century—Forecasts. I. Title. 
THOMPSON, William Irwin. 901.947 


Passages about earth; an exploration of the 
new planetary culture. [lst ed.] New York, 
Harper & Row [1974] 206 p. 22 cm. ISBN 
0-06-014272-3 ”A Lindisfarne book.” 
Includes bibliographical references. 
[CB428.T47 1974] 73-14298 6.95 

i. Civilization, | Modern—1950-  — 
Addresses, essays, lectures. I. Title. 


STEPHENS, Lester D. 907.12 
Probing the past; a guide to the study and 
teaching of history [by] Lester D. 
Stephens. Boston, Allyn and Bacon [1974] 
xii, 307 p. illus. 24 cm. Bibliography: p. 
279-299. [D16.2.S7] 73-80550 
i. History—Study and 
(Secondary) L Title. 


THOMAS, Gordon. 909’.04’92400823 
Voyage of the damned [by] Gordon 
Thomas and Max Morgan Witts. New 
York, Stein and Day [1974] 317 p. illus. 
25 cm. ISBN 0-8128-1694-3 Bibliography: 
p. 313-317. [DS126.T45] 73-91845 8.95 

1. St. Louis (Ship) 2. Refugees, Jewish. I. 
Morgan Witts, Max, joint author. IL. Title. 


*THE Islamic world, 909.09 
ed. by William H. McNeill and Marilyn 
Robinson Waldman. New York, Oxford 
University Press, 1973. xvii, 468 p. maps. 
21 cm. (Readings in world history, v. 6) 
[DS39] 72-91011 3.95 (pbk.) 

i. Arab countries—History. I. McNeill, 


teaching 


William H If, Waldman, Marilyn 

Robinson. 

bah ea Thomas Walter, 909.82 
01- 


Twentieth century world [by] T. Walter 
Wallbank fand] Arnold Schrier. [Glenview, 
Iil.] Scott, Foresman [1974] 286 p. illus. 23 
cm. ISBN 0-673-04318-5 (Scott Foresman 
world studies program) Bibliography: p. 
268-272. A history of the world in the 
twentieth century, includes the national 
rivalries, world wars, rise of communism, 
and the effects of technology. 
[D422.W274] 74-164364 4.12 (pbk.) 

i. History, Modern—20th century. I. 
Schrier, Arnold, joint author. IT. Title. 


Travel 910-919 


HALL, Fred L. 910s 
Location criteria for high schools: student 
transportation and racial integration [by] 
Fred L. Hall. [Chicago] University of 
Chicago, Dept. of Geography, 1973. xii, 
156 p. illus. 23 cm. (University of Chicago. 
Dept. of Geography. ari paper no. 

150) Bibliography: 150-156. 

[HC31.C514 no. 150] {LB2864] 370.19°342 
73-86443 5.00 (pbk.) 

1. School integration. 2. School children— 
Transportation. 3. School sites. I. Title. IT. 
Series: Chicago. University. Dept. of 
Geography. Research paper no. 150. . 


ROSENBERG, Terry J. 910s 
Residence, employment, and mobility of 
Puerto Ricans in New York City [by] 
Terry J. Rosenberg. [Chicago] University 
of Chicago, Dept. of Geography, 1974. xi, 
230 p. illus. 23 cm. (University of Chicago. 
Dept. of Geography. Research paper no. 
151) Bibliography: p. 223-230. [H31.C514 


. MacFadden 
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151] (F128. 9.P85] 
301. 45°16’8729507471 73-87828 5.00 
1. Puerto Ricans in New York (City) I. 
Title. II. Series: Chicago. University. Dept. 
of Geography. Research paper no. 151. 


DAVIS, Peter, 1947- 910°.01’8 s 
Data description and presentation. London, 
Oxford University Press, 1974. [6], 119 p. 
illus., maps, plans. 21 cm. ISBN’ 0-19- 
913067-1 (Science in geography, 3) 
Bibliography: p. [114] [G70.S34 vol. 3] 
[G70.3] 910.01°8 74-163635 

1. Geography—Statistical methods. I. Title. 
IT. Series. 

Distributed by Oxford University Press, 
N.Y., 1.80 (pbk.) 


FITZGERALD, Brian 910°.01'8 s 
Patrick. . 
Developments in geographical methods 


[by] Brian P. Fitzgerald. London, Oxford 
University Press, 1974. [6], 88 p. illus., 
maps. 21 cm. ISBN  0-19-913065-5 
(Science in geography, 1) Bibliography: p. 
[81]-82. [G70.S34 vol. 1] 910.08 74- 
163633 

1, Geography—Methodology. 1. Title. I. 
Series. 

Distributed by Oxford University Press, 
N.Y., 1.80 (pbk.) 


MCCULLAGH, Patrick. 910.018 s 
Data use and interpretation. [London] 
Oxford University Press, 1974. 119 p. 21 
cm. ISBN 0-19-913068-X (Science in 
geography no. 4) Bibliography: p. [114] 
[G70.S34 vol. 4) [G70.3] 910.018 74- 
164292 

I. Geography—Statistical methods. I. Title. 
II. Series. 

Distributed by Oxford University Press, 
N.Y., 1.80 (pbk.) 


INTRODUCTION to physical 910.02 
geography [by] Henry M. Kendall [and 
others] in association with George 
Thambyahpillay and H. Craig MacFadden. 
2d ed. New York, Harcourt Brace 
Jovanovich [1974] xv, 423 p. illus. 25 cm. 
ISBN 0-15-544004-7 Previous ed. by H. 
M. Kendall, R. M. Glendinning, and C. H. 
entered under Kendall. 
[GB56.157 1974] 73-13028 11.95 

1. Physical geography—Text-books—1945- 
I. Kendall, Henry Madison, 1901-1966. 
Introduction to physical geography. 


*GIBSON, Michael. 910.03’395 
The Vikings. London, Wayland Publishers 
(1973, c1972] 128 p. illus., map. 24 cm. 
ISBN 0-399-11052-6 (The documentary 
history series) Bibliography: p. 124-126 
[DL65] 72-87615 

1. Vikings-8th century. I. Title. 

Distributed by G. P. Putnam’s Sons, New 
York, for 5.95 


SANCHEZ-PEREZ, J. M. 910.036 
The Hispanico; a new concept of Pan- 
Americanism [by] J. M. Sanchez-Perez. 
[ist ed.] New York, Exposition Press 
[1974] 98 p. 21 cm. ISBN 0-682-47818-0 
”Parts of this book originally appeared in 
Spanish and in different form in Lo 
hispanico.” [CB226.S24] 73-86548 5.00 

1. Civilization, Hispanic. T. Title. 


THE Illustrated 910’.039'24 
history of the Jewish people. New York, 
Third Press [1973] 32 (ie. 64) p. illus. 
(part col.) 22 x 29 cm. ISBN 0-89388-078- 
7 “An Odarkai book.” Presents a brief 
history of the Jewish people from the time 
of Abraham to the present state of Israel. 
[DS118.164] 72-94297 5.95 

i. Jews—History—Fictorial 
Juvenile literature. d 


works— 
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SZAJKOWSKI, Zosa, 
1911- 
The impact of the 1919-20 Red scare on 
American Jewish life. New York, Ktav 
Pub. House, 1974. p. cm. ISBN 0-87068- 
239-3 (His Jews, wars, and communism, 
v. 2) Bibliography: p. [E184.J5S94 vol. 2] 
ae .J5] 323.4’0973 74-7029 20.00 (vol. 
2 
J. Jews in the United States—Political and 
social conditions. 2. Communism—Jews. 3. 
Public opinion—Jews. 4. Communism— 
United States—1917- 5. Radicalism—Jews. 
L Title. I. Series. 
Prepared from C.I.P. 


910’.039°2408 s 


BENARDE, Melvin A. 910’.09°1822 
Beach holidays from Portugal to Israel, by 
Melvin and Anita Benarde. New York, 
Dodd, Mead [1974] x, 272 p. illus. 24 cm. 
ISBN 0-396-06891-X [D973.B456] 73- 
17867 7.95 

i. Mediterranean region—Description and 
travel—Gutde-books. 2. Seaside resorts— 
Mediterranean region. I. Benarde, Anita, 
joint author. II. Title. 


WARREN, Malcolm. 910°.202 
Which way do you go? [San Frangisco?] 
RIO-SFO Press, 1974 [c1973] 262 p. illus. 
18 cm. [G464.W27 1974] 73-89691 7.50 

I. Voyages and travels—1951- —Guide- 
books. 2. Homosexuality. I. Title. 


BAKER, Trudy. 910.4 B 
The coffee tea or me girls get away from it 
all [by] Trudy Baker and Rachel Jones. 
i York, Grosset & Dunlap [1974] 229 
22 cm. ISBN 0-448-11560-3 
[ED6073. A5B32] 73-15125 6.95 
1. Air lines—Hostesses—Correspondence, 
reminiscences, etc. I. Jones, Rachel, joint 
author. II. Title. 


*BOISCLAIR, Roger. 1921- 910.41 
My adventures around the world in 75 
countries. [ist ed.} New York, Vantage 
Press [1973] 159 p. 21 cm. ISBN 0-533- 
00800-X Translation of Mes experience 
autour du monde dans 75 pays” [G440] 
4.75 

1. Voyages around the world. I. Title. 


JACKSON, John N. 910°.7°12 
Practical geography; strategies for study. 
Editors: John N. Jackson [and] James 
Forrester. Toronto, New York, McGraw- 
Hill Ryerson [1974] xi, 190 p. illus. 24 cm. 
ISBN 0-07-092965-3 Includes 
bibliographical references. [G74.J23] 72- 
9528 8.95 


i. Geography—Study and teaching 
(Secondary) I Forrester, James, joint 
author. II. Title. 

910.9 s 


PEARD, George, 1783- 
1837. 
To the Pacific and Arctic with Beechey; 
the journal of Lieutenant George Peard of 
H.M.S. Blossom, 1825-1828. Edited by 
Barry M. Gough. Cambridge, Published for 
the Hakluyt Society at the University 
Press, 1973. x, 272 p. illus. 23 cm. ISBN 
0-521-20079-2 (Works issued by the 
Hakluyt Society, 2d ser, no. 143) 
Bibliography: p. 258-263. [G161.H23 2d 
ser., no. 143] [G650 1825] 910.09164 72- 
88616 
I. Beechey, Frederick William, 1796-1856. 
2. Blossom (Ship) 3. Oceanica. 4. Arctic 
regions. I. Gough, Barry M, ed. IL. 
Hakluyt “Society. Hi. Title. IV. Series: 
Hakluyt Society. Works, 2d ser., no. 143. 
Distributed by Cambridge University Press, 
New York, 32.50. 
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BEAGLEHOLE, John 
Cawte. 

The life of Captain James Cook. Stanford, 
Calif., Stanford University Press [1974] xi, 
760 p. illus. 25 cm. ISBN 0-8047-0348-7 
Bibliography: p. 715-734. [G246.C7B38] 
73-87124 1850 

1. Cook, James, 1728-1779. I. Title. 


MAY, Julian. 910.924 
Thor Heyerdahl; modern Viking 
adventurer. Illustrated by Phero Thomas. 
Mankato, Minn., Creative Educational 
Society; distributed exclusively by 
Childrens Press, Chicago [c1973] [39] p. 
illus. 24 cm. ISBN 0-87191-220-1 A brief 
biography of the Norwegian explorer who 
attempted to prove several theories about 
migration of peoples through his voyages. 
sa A 92 72-85046 4.95 (lib. 
g- 

1. Heyerdahl, Thor—Juvenile literature. T. 
Thomas, Phero, illus. 


HAMMOND Incorporated. 912 
The first book atlas, by the editors and 
cartographers of Hammond Incorporated 
3rd ed. New York, Franklin Watts, 1973. 
96 p. illus., col. maps, 23 cm. ISBN 0-531- 
Sen [[G1019.H2835 1973]] 3.95 (lib. 
g- 

1. Hammond (C. S.) and Company, inc. 
The first book atlas. 2. Atlases—Juvenile 
literature. I. Title. 

L.C. card number Map 68-201. 


MERIT atlas; man’s earth and 912 
universe. A Rand McNally world atlas. 
With a foreword by Sir Julian Huxley. 
Chicago, Rand McNally [1973] 150, 158, 
100 p. col. illus., col. maps. 38 cm. The 
Good Earth pages 1-148, inclusive,’ have 
copyright statement by Mitchell Beazley 
Ltd. [G1019.M397 1973] 72-95374 

I. Atlases. 2. Man—Influence of 
environment. I. Rand McNally and 
company; I. Mitchell Beazley Ltd. III. 
ttle. 


910°.92’4 B 


*RAND McNally and Company. 912 
World atlas. [Desk ed.] Chicago, Rand 
McNally [1973] 46 A, 201 p. maps, 31 
cm. ISBN 0-528-83042-2 Title on spine: 
ae world atlas. [G1019.] 73-3377 4.95 
bk.) 
1. Atlases. I. Title. II. Title: Popular world 
atlas. 


FAGAN, Brian M. 913°.03 
Men of the earth; an introduction to world 
prehistory [by] Brian M. Fagan. Boston, 
Little, Brown [1974] xxv, 417 p. illus. 22 
cm. Includes bibliographical references. 
[GN739.F33] 73-21223 7.95 (pbk.) 

1. Man, Prehistoric. 2. Civilization, 
Ancient. J. Title. 


FAGAN, Brian M., comp. 913.031 
Corridors in time; a reader in introductory 
archaeology. Edited by Brian M. Fagan. 
Boston, Little, Brown [1974] xi, 362 p. 
illus. 23 cm. Sequel to Introductory 
readings in archaeology. Bibliography: p. 
343-362. [GN766.F32 1974] 73-21224 
5.95 (pbk.). 

1. Man, Prehistoric-—Addresses, essays, 
lectures. 2. Anthropology, Prehistoric— 
Addresses, essays, lectures. 3: 
Archaeology —Addresses, essays, lectures. 
£ Title. 


*THE archaeologists’ 913.031’025 
year book 1973: an international directory 
of archaeology and anthropology [Park 
Ridge, N.J.] Noyes Press [1973] 229 p. 
illus., 23 cm. ISBN  0-8155-5024-3 
Bibliography: p. 219-229. [CC15] 73- 
78778 12.50 


AMERICAN BOOK PUBLISHING RECORD 


1. . Archaeology —Yearbooks. 2. 
Anthropology—Yearbeoks. 


CUNLIFFE, Barry W. 913.362’03 
fron age communities in Britain; an 
account of England, Scotland and Wales 
from the seventh century BC until the 
Roman conquest [by] Barry Cunliffe. 
London, Boston, Routledge & K. Paul 
[1974] xviii, 389, [28] p. illus., maps. 25 
cm. ISBN 0-7100-7492-1 (Archaeology of 
Britain) Bibliography: p. [365]-379. 
[GN780.22.G7C86] 74-165099 31.75 


i. Iron age—Great Britain. 2. Great 
Britain—Antiquities. I. Title. 
MELAS, Evi, 1930- 913.38 


The Greek experience; a companion guide 
to the major architectural sites and an 
introduction to ancient history and myth. 
Edited by Evi Melas. [Translated from the 
German by F. Maxwell Brownjohn] New 
York, Dutton, 1974 [c1973] 216 p. illus. 
22 cm. ISBN 0-525-11810-1 Translation of 


Tempel und Statten der Gotter 
Griechenlands. [NA275.M413 1974] 73- 
10484 9.50 


1. Temples, Greek. 2. Gods in art. I. Title. 
EDEY, Maitland 913.39°44'03 
Armstrong, 1910- 

The sea traders, by Maitland A. Edey and 
the editors of Time-Life Books. New York, 
Time-Life Books [1974] 166 p. illus. 27 
cm. (The Emergence of man) Bibliography: 
p. 163. [DS81.E33 1974] 73-92665 7.95 

1. Phenicians. I. Time-Life Books. If. Title. 


FASEL, George W. 914’.03 
Modern Europe in the making; from the 
French Revolution to the Common Market 
[by] George Fasel. New York, Dodd, 
Mead, 1974. xii, 300 p. illus. 23 cm. ISBN 
0-396-06895-2 Bibliography: p. 280-287. 
[D299.F28] 73-15381 5.95 (pbk.) 

1. Europe—History—1789-1900. 2. 
Europe—History—20th century. I. Title. 


CAIRNS, Trevor. 914.031 
The Middle Ages. Minneapolis, Lerner 
Publications Co. [1974, cl972] p. cm. 
ISBN 0-8225-0804-4 (Cambridge 
introduction to history, book 4) ”Published 
in cooperation with Cambridge University 
Press.” Considers the most important 
aspects of European history between 1000 
and 1450 including the power of the 
guilds, the Church, the feudal lords, and 
ne Crusades. [CB351.C23 1974] 74-10976 
95 

L. Civilization, 

literature. I. Title. 

Prepared from C.I.P. 


Medieval—Juvenile 


STRAYER, Joseph Reese, 914’.0371 
1904- 

Western Europe in the Middle Ages; a 
short history [by] Joseph R. Strayer. 2d ed. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] viii, 245 p. illus. 22 cm. ISBN 0-13- 
950659-4 Bibliography: p. 233-238. 
[D117.S87 1974] 73-16784 7.95 

1. Middle Ages—History. 2. Europe— 
History—476-1492, I. Title. 

Pbk., 4.95, ISBN 0-13-950675-6. 


MARSHALL, Rosalind 
Kay. 

The days of Duchess Anne; life in the 
household of the Duchess of Hamilton, 
1656-1716 [by] Rosalind K. Marshall. New 
York, St. Martin’s Press [1974, c1973] 256 
p. illus. 24 cm. Bibliography: p. 233-235. 
[DA802.H35M37 1974] 73-86558 12.50 

1. Hamilton, Anne, Duchess of 1632- 
1716. 2. Hamilton family. 3. Scotland— 
Social life and customs—I7th century. I. 
Title. 


914.1°03°6 
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GIBBONS, Gavin, 1922- 914.1704°81 
Scotland touring guide; get to know it—get 
to like it. New York, Drake Publishers 
[1974] p. cm. ISBN 0-87749-655-2 (Drake 
(ue) guides) [DA870.G513] 74-3336 2.50 
bk.). 

1. Scotland—.Description and travel— 
1951- —Tours. I. Title. 

Prepared from C.I.P. 


GRANT, Donald, 1911- 914.195039 
White goats and black bees. [ist ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
em. ISBN 0-385-06522-1 Personal 
reminiscences of life ìn rural Ireland. 
[S522.173G7] 73-18776 7.95 

i. Farm life—Ireland—Cork (County) I. 
Title. 
. Prepared from C.I.P. 


SORRELL, Alan. 914.2703 
British castles. New York, Hastings House 
Publishers [1973] 80 p. illus. 23 x 30 cm. 
ISBN 0-8038-0751-1 Bibliography: p. [4] 
[DA660.S65] 73-10468 7.95 
1. Castles—England. I. Title. 


SAINLIENS, Claude de, 
16thcent. 
The Elizabethan home, discovered in two 
dialogues by Claudius Hollyband and Peter 
Erondell. Edited by M. St. Clare Byrne. 
[Foleroft, Pa.] Folcroft Library Editions, 
1974. p. Reprint of the 1930 ed. published 
by Cobden-Sanderson, London. 
Contents.—Dialogues from  Hollyband: 
School and schoolboys. The citizen at 
home.—Erondell’s rench garden.— 
Bibliographical and textual notes (p 
[DA320.824 1974] 74-9894 12.50 
i. Shakespeare, William, 1564-1616-— 
Contemporary England 2. LEngland— 
Social life and customs—I16th century. I. 
Erondelle, Pierre, ff. 1586-1609. II. Title. 
Prepared from C.I.P. 


BRANDER, Michael. 914,2°03'7 
The Georgian gentleman. Farnborough, 
Saxon House, 1973. xii, 223 p., [4] p. of 
plates. illus. (some col.), map, ports. 24 
em. ISBN 0-347-00020-7 Illus. on lining 
papers. Includes index. Bibliography: p. 
215-217. [DA485.B7] 73-10622 

1. England—Social life and customs—18th 
century. I. Title. 

Distributed by Atheneum Publishers, New 
York; 8.95. 


* AUTOMOBILE 
Association. 

A A Britain’s heritage. 

The 1974 edition is available from Harper, 

New York for 2.95 (pbk.) 


*FETTERS, Jessie A. 914.20485 
Two Yanks in Britain in the midlands, 
1960-1961. [Ist ed.] New York, Vantage 

Press [c1973] 94 p. 21 cm. ISBN 0-533- 

00733-X [DA631] 4.50 

i eer Britain—Description and pe vel. I. 
Tele. 


BETTEY, J. H. 914.23°3°03 
Dorset [by] J. H. Bettey. Newton Abbott, 
David & Charles [1974] 156 p. illus., maps. 
22 cm. ISBN 0-7153-6371.9 (City and 
county histories) Bibliography: p. 149. 
[DA670.D7B47 1974] 74-163840 

i. Dorset, Eng.—History. 
Distributed by David 
Vermont, 7.95. 


TULLY, Gerie. 914.4°04’83 
France especially, for women. New York, 
Abelard-Schuman maga p. cm. ISBN 0- 
200-04020-0 [DC16.T84] 73-18544 6.95 

1. France—Description and travel—1945- 
—Guide-books. I. Title. 


914.2°03’55 


914.2°04’85 


and Charles, 


Prepared from C.I.P. 


*BAZAK guide to Spain, 914.6 
produced by Avraham Levi. 
The 1974-75 edition is available from 


Herper & Row for 4.95 (pbk.) 


CHEJNE, Anwar G. 914.6°03’2 
Muslim Spain, its history and culture [by] 
Anwar G. Chejne. Minneapolis, University 
of Minnesota Press [1974] xvi, 559 p. illus. 
24 cm. ISBN 0-8166-0688-9 Bibliography: 
p. 485-530. [DP103.035] 73-87254 24.75 
i Spain—Civilization—711-1492. 2. 
Muslims in Spain. I. Title. 


WESTBURG, Charles. 914.6°8°0482 
South of Spain touring guide; get to know 
it—get to like it. New York, Drake 
Publishers [1974} p. cm. ISBN 0-87749- 
656-0 (Drake travel guides) Translation of 
Sudspanien kennen und lieben. 
[DP295.W4613] 74-4034 2.50 (pbk.). 


i. Spain, Southern—Description and 
travel—Gutde-books. I. Title. 

Prepared from C.I.P. 

FEIFER, George. 914.7°03°85 


Our motherland and other ventures in 
Russian reportage, by George Feifer. New 
York, Viking Press [1974, c1973] 235 p. 
22 cm. ISBN 0-670-53152-9 Contents.— 
Reporting in Russia—Maya Plisetskaya.— 
Afternoon in a People’s Court.—The 
Rossiya Hotel.— Demimonde.—Our 
Motherland. [DK274.F36] 73-7433 7.95 

1. Plisetskaia, Maiia Mikhailovna, 1926- 2. 
Russia—Social conditions—1945- 3. 
Russia—Description and travel—1945- 4. 
Journalism—Russia. I. Title. 


KLIMENKO, Galina. 914.7°03’85 
Russia in pictures. New York, Sterling 
Pub. Co. [1974] 64 p. illus. 26 cm. ISBN 
0-8069-1072-0 (Visual geography series) 
[DK18.K58 1974] 74-166220 1.50 (pbk.); 
2.99 (lib. bdg.). 

1. Russia. 2, Russia—Description and 
travel—Views. I. Title. 


SPENCER, Arthur. 914.86 
Gotland. Newton Abbot [Eng.] David & 
Charles [1974] 175 p. illus. 23 cm. ISBN 
0-7153-6373-5 (The Islands series) 
Bibliography: p. 163-165. [DL971.G7S655] 
74-165363 

1. Gotland. 

Distributed by 
Vermont; 12.00. 


COWIE, Donald. 914.92047 
Holland; the land and the people. South 
Brunswick, A. S. Barnes [1974] p. ISBN 
ee [DJ40.C66 1974] 73-10515 
10.00 

i. Netherlands—Description and travel— 
1945- I. Title. 

Prepared from C.I.P. 


David and Charles, 


INSTITUTE for 915.03 
Contemporary Curriculum Development. 
Patterns of civilization: Asia. Contributing 
authors from the institute: Peter G. Kontos 
[and others} Consultants: Prosanta K. Saha, 
Morris Rossabi fand] D. Nicholas Ranson. 
New York, Cambridge Book Co. [1974] 
viii, 501 p. illus. 25 cm. ISBN 0-8428- 
4107-5 Bibliography: p. 481-484. Examines 
the history of the various civilizations on 
the Asian continent from prehistory to the 

present. [DS12.I57 1974] 73-84790 9.90 

1. Asia—Civilization—Juvenile literature. 
2. Asia—History—Juvenile literature. I. 
Kontos, Peter G. IT. Title. 

ce ed; 1.08 (pbk.), ISBN 0-8428- 
4118-0. 


900 HiSTORY 


*SOUTH-EAST Asia: an 915.03 
introduction. Essays on the geography, 
history and economy of the region, 
reprinted from the Far East and 
Australasia 1973. London, Europa Pubns. 
[1973] viii, 144 p. maps, tables, 25 cm. 


ISBN 0-900-36265-0 Includes 
bibliographies. [DS1] 73-81054 ` 
1. Asia—Addresses, essays, lectures. 2. 


Oceania—Addresses, essays, lectures. 
Distributed by Translantic Arts, Levittown, 
N.Y., for 5.95 (pbk.) 


DOWSEY-MAGOG, Paul. 915°.04°42 
Overland through Asia; an underground 
guide. San Francisco, Glide Publications 
[1974] p. cm. ISBN 0-912078-39-1 
PPL T p. [DS4.D66] 74-7291 3.95 
(pbk. 


1. Asia—Description and travel—195]- — 
Guide-books. I. Title. 
Prepared from C.I.P. 


HENTHORN, William E. 915.190 
A history of Korea [by] William E. 
Henthorn. New York, Free Pr [1974, 
cl971] xiv, 256 p. illus, 21 cm. 
Bibliography: p. 241-250. [DS907.H45] 
75-143511 3.95 (pbk.) 

I. Korea—History. I. Title. 


GIBNEY, Frank. 915.2 
Five gentlemen of Japan, the ‘portrait of a 
nation’s character. Rutland, Vt. C. E. 
Tuttle [1973] x, 373 p. illus., map, 19 cm. 
ISBN 0-8048-1108-3 (Tut books ed.) Full 
name: Frank Bray Gibney. [DS821.G5] 
3.50 (pbk.) 

1. National characteristics, Japanese. I. 
Title. 

L.C. card number for original edition: 53- 
7052. 


*BADEN-POWELL, B. H. 
The Indian vilage community. With 
special reference to the physical, 
ethnographic and historical conditions of 
India. Delhi, India, Cosmo Publications, 
1972 xl, 456 p., 22 cm. ISBN 0-8426- 
0498-7 (Studies in Indian History No. 3) 
[DS425] 

ł. India—Social conditions. 2. India— 
Civilization—-ĦHistory. I. Title. II. Series. 
Distributed by Verry, 18.50. 


MILLS, James 915.4'165'06954 
Philip, 1890-1960. 
The Ao Nagas. With a foreword by Henry 
Balfour and supplementary notes and 
bibliography by J. H. Hutton. [2d ed.] 
Bombay, Oxford University Press, 1973. 
xxiv, 510 p. illus. 23 cm. ”Published by 
direction of aE Government of Nagaland.” 
Bibliography: 431-450. [DS432.N3M48 
1973] 74-1 3658 
1. Nagas. 2. Ao language. I. Hutton, John 
Henry, 1885-1968. II. Title. 
Distributed by Oxford University Press, 
N.Y., 8.00 


MALCOLM, John, Sir, 
1769-1833. 

A memoir of Central India, including 
Malwa and adjoining provinces. Shannon, 
Irish University Press; New York, Barnes 
& Noble [1972, i.e., 1973] 2 v. maps. 23 
em. ISBN 0-06-494515-4 Reprint of the 
1832 ed. published by Parbury, Allen, 
London. [DS485.C29M34 1932a] 74- 
161977 55.00 

1. Central India—RHistory. 2. Central India. 
3. Malwa, India—History. I. Title. 


SAMINA Quraeshi. 915.49°1'03 
Legacy of the Indus; a discovery of 
Pakistan. [1st ed.] New York, Weatherhill 
[1974] 223 p. illus. 31 cm. ISBN 0-8348- 
0093-4 [DS379.S27] 73-88465 27.50 


915.403 


915.4°3’0331 
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1, Pakistan—Civilization. 2. Indus Valley— 
Civilization. I. Title. 
ABOOD, Doris 915.692044 
Massoud. 

Lebanon: bridge between East & West. 
Foreword by Danny Thomas. [lst ed.] 
Cleveland, Dillon/Liederback, 1973. 30 p. 
illus. 22 cm. ISBN 0-913228-07-0 
[DS80.A716] 73-84565 4.50 

4. Lebanon—Juvenile Literature. I. Title. 


Publisher’s address: 14591 Madison 
Avenue, Cleveland, Ohio 44107 
NEWMAN, Paul S. 915.694045 


Land of the Bible, by Paul S. Newman. 

Photos. by Adrian Williams. Norwalk, 

Conn., C. R. Gibson Co. [1974] 57 p. illus. 

21 cm. ISBN 0-8378-1753-6 (C. R. Gibson 

gift books) [DS107.4.N45] 73-88090 3.95 

L Bible—Geography. 2. Palestine— 
- Description and travel. I. Title. 


INDONESIA. 915.98°04°3 
{Supervising editor: Frederic M. Rea. 
Research and text: Lawrence A. Clancy] 
Menlo Park, Calif., Lane Books [1974] 31 
p. illus. 28 cm. (A Sunset travel book) 
(1DS6 14.152] 73-89581 2.95 (pbk.) 

i. Indonesia—Description and travel— 
1945- —Guide-books. I. Rea, Frederic M., 
ed. II. Clancy, Lawrence A. 


*NGUGI, Wa Thiong’o, 1938- 916 
Homecoming: essays on African and 
Caribbean literature, culture and politics, 
[by] Ngugi Wa Thiongo Games Ngugi) 
New York, Lawrence Hill & Co., [1973, 
01972] xix, 155 p. 21 cm. ISBN 0-88208- 
035-0 Includes bibliographical references. 
[DT14] 72-96592 6.50 

1. Culture—Affica. 2. Politics, Practical— 
Africa. 3. Fiction—History and criticism— 
West Indies. I. Title. 


Pbk. 2.95, ISBN 0-88208-036-9. 
Distributed by Independent Publishers 
Group, N.Y. 

KILLINGRAY, David. 916°.03 


A plague of Europeans; Westerners in 
Africa since the fifteenth century. 
Harmondsworth, Penguin Education, 1973. 
128 p. illus. facsims., maps, ports. 22 cm. 
ISBN 0-14-080671-7 (Topics in history) 
(Penguin education) Includes index. 
Bibliography: p. 122-126. [DT22.K5] 74- 
166244 

I. Africa—History—Juvenile literature. 2. 
Aftica—Colonization—Juvenile literature. 
3. Europeans in Africa—Juvenile literature. 
I. Title. 

Distributed by Penguin, Baltimore, Md; 
3.65 (pbk.). 


SALTMAN, David, 1946- 916.4045 
The Marrakech express; a train of thought. 
Photos by Paul Hyman. New York, Links 
[c1973] 179 p. illus. 22 cm. ISBN 0-8256- 
3006-1 [DT310.2.83] 72-94091 3.95 

J; Re OPE and travel. I 
Title. 


ECKERT, Gerhard, 
1912- 
Gran Canaria touring guide; get to know 
it—get to like it. New York, Drake 
Publishers [1974] p. cm. ISBN 0-87749- 
658-7 (Drake travel guides) Translation of 
Gran Canaria kennen und lieben. 
[DP302.C45E2513] 74-3359 2.50 (pbk.). 
i. Gran Canaria, Canary Islands— 
Description and travel—Guide-books. 2. 
Lanzarote (Island)—Description and 
travel—Guide-books. 3. Fuerteventura 
(Usland)—Description and travel—Guide- 
books. I. Title. 
Prepared from C.I.P. 


916.490482 
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FAX, Elton C. 916.7 
Through Black eyes; journeys of a Black 
artist to East Africa and Russia [by] Elton 
C. Fax. Illustrated with drawings by the 
author. New York, Dodd, Mead [1974] xi, 
203 p. illus. 25 cm. ISBN 0-396-06842-1 
[G490.F35] 73-9270 6.95 

1. Africa, East-—Description and travel. 2. 
Uzbekistan- Description and travel L 
ytle. 


*KRAUSS, Ferdinand. 916.8044 
Travel journal/Cape to Zululand; 
observations by a collector and naturalist 
1838-40, edited by Dr. O. H. Spohr. Cape 
Town, Published for the friends of the 
South African Library by A. A.. Balkema, 
1973. 90 p. illus. 25 cm. ISBN 0-86961- 
046-5 Bibliography: p. 84-85. [DT756] 

1. Africa, South—Description and travel- 
1801-1900. I. Title. 

Distributed by Verry, Mystic, Conn. for 
15.00. 


BARNARD, Anne 916.8°7°0430924 
Lindsay, Lady, 1750-1825. 
The letters of Lady Anne Barnard to 
Henry Dundas, from the Cape and 
elsewhere, 1793-1803, together with her 
Journal of a tour into the interior, and 
certain other letters. Newly edited with an 
introduction and notes by A. M. Lewin 
Robinson. Cape; Town, A. A. Balkema, 
1973, [i.e. 1974] xv, 303 p. illus. 26 cm. 
ISBN 0-86961-024-4 Includes 
bibliographical references. 
(DT844.2.B37A46] 74-162139 
1. Barnard, Anne Lindsay, Lady, 1750- 
1825. 2. Melville, Henry Dundas, Ist 
Viscount, 1742-1811. 3. Cape of Good 
Hope—Description and travel. I. Melville, 
Henry Dundas, Ist Viscount, 1742-1811. 
I. Title. 
Distributed by Verry, 25.00 (text ed.) 


RANNEY, Edward. 917.203 
Stonework of the Maya. [lst ed] 
Albuquerque, University of New Mexico 
Press [1974] xiv, 119 p. illus. 26 cm. ISBN 
0-8263-0277-7 Bibliography: p. 115-117. 
{F1435.3.A7R36] 73-82769 9.95 (pbk.). 

i. Mayas—Sculpture. 2. Mayas— 
Architecture. 3 Indians of Mexico— 
Sculpture. 4. Indians of Central America— 
Sculpture. 5. Indians of Mexico— 
Architecture. 6. Indians of Central 
America—Architecture. I. Title. 


COOMBS, Orde, comp. 917.29°06'96 
Its Massa Day dead? Black moods in the 
Carribean, edited, and with an introd., by 
Orde Coombs. [1st ed.] Garden City, N.Y., 
Anchor Books, 1974. p. cm. ISBN 0-385- 


07947-8 Includes bibliographical 
ae [F2131.C73] 73-16501 2.95 
bk.) 


1. Negores in the British West Indies. 2. 
West Indies, British—Social conditions. 1. 
Title. 

Prepared from C.I.P. Contents omitted. 


HAVERSTOGK, Nathan 917.2910364 
Cuba in pictures, by Nathan A. Haverstock 
and John P. Hoover. New York, Sterling 
Pub. Co. [1974] 64 p. illus. 27 cm. ISBN 
0-8069-1172-7 (Visual geography series) 
Text and photographs introduce the land, 
history, government, people, and economy 
of the island country ninety miles off the 
Florida coast. [F1758.H4] 73-83437 1.50 


AMERICAN BOOK PUBLISHING RECORD 


(pbk) 
Í. Cuba. L Hoover, John P., joint author. 
II. Title. 

Library binding 2.89; ISBN 0-8069-1173-5. 


EGAN, Anne. 917.292 
Jamaica in pictures. [Rev. ed.) New York, 
Sterling Pub. Co. [1974] 64 p. illus. 26 cm. 
ISBN 0-8069-1084-4 (Visual geography 
series) Text and photographs present 
Jamaica’s history, government, land, 
economy, and people. [F1868.E34 1974] 
74-165164 1.50 (pbk.); 2.99 (lib. bdg.). 

1. Jamaica. I. Title. 


GURNEE, Russell H. 917.295°09'44 
Discovery at the Rio Camuy, by Russell 
and Jeanne Gurnee. New York, Crown 
Publishers [1974] viii, 183 p. illus. 24 cm. 
ISBN 0-517-50594-0 [GB608.28.G87 
1974] 73-82938 6.95 

1. Rio Camuy Cave, P.R. I Gurnee, 
Jeanne, joint author. II. Title. 


EGGLESTON, George 917.297204 
Teeple, 1906- 

Virgin Islands, by George T. Eggleston. 
[Rev. ed.] Huntington, N.Y., R. E. Krieger 
Pub. Co., 1973. xii, 210 p. illus. 23 cm. 
ISBN 0-88275-087-9 [F2136.2.E33 1973] 
74-165316 5.95 (pbk.) i 

1. Virgin Islands of the United States— 
Description and travel. 2. British Virgin 
Islands—Description and travel. I. Title. 


RASKIN, Joseph. 917.3°03'2 
The newcomers; ten tales of American 
immigrants, by Joseph and Edith Raskin. 
Illustrated by Kurt Werth. New York, 
Lothrop, Lee & Shepard [1974] p. cm. 
ISBN 0-688-41590-3 Ten true stories of 
emigrants from different countries and 
cultures who settled in colonial America. 
[E184.A1R35 1974] 920 74-2117 4.50, 

1. United States—Foreign population— 
Juvenile literature. 2. United States— 
Emigration and  immigration—Juvenile 
literature. 3. United States--Biography— 
Juvenile literature. I. Raskin, Edith, joint 
author. I. Werth, Kurt, illus. II. Title. 
Prepared from C.I.P. 


STURGES, Clark. 917.3°03'920922 
Witnesses. Berkeley, Glendessary Press 
[1974] 139 p. illus. 22 cm. ISBN 0-87709- 
321-4 [CT220.585] 73-88640 3.50, (pbk.). 
1. United States—Biography. I. Title. 


BERMAN, Jay. 917.3°03°921 
The fifties book, by Jay Berman [with 
fifties rock n’ roll essays by Aaron Johnny 
Fuchs. New York] Berkley Pub. Corp. 
[1974] 176 p. illus. 37 cm. ISBN 0-425- 
02483-0 (A Berkley medallion book) 
[E169.12.B393] 74-168212 3.95 (pbk.). 

1. United States—Civilization—1945- I. 
Fuchs, Aaron Johnny. II. Title. 


THE Be-cause look 917.303924 
book. London, New York, Links [c1973] 
1 v. (chiefly illus.) 31 cm. ISBN 0-8256- 
3007-X Prepared by Shiva Queeney and 
others. Includes bibliography. [CB430.B39] 
72-94090 2.95 

1. Civilization, | Modern—-1950- — 
Miscellanea. 2. Dissenters. I Queeney, 
Shiva. 


BENNE, Robert. z 917.3037924 
Defining America; a Christian critique of 
the American dream, by Robert Benne 


SULY 31,1974 


American Elsevier Pub. Co., 1973. x, 388 
p. illus. 26 cm. ISBN 0-444-19557-2 
Includes bibliographical references. 


[TN707.A34 1973] 73-3978 39.00 
1. Agglomeration. 2. Iron ores. I. Ball, 
Derrick Frank. 


AMERICAN Institute of 669.94 
Mining, Metallurgical, and Petroleum 
Engineers. 


Physical chemistry of production or use of 
alloy additives; proceedings of sessions 
from the 103rd AIME annual meeting. 
Edited by John Farrell. [New York, 
Metallurgical Society of the American 
Institute of Mining, Metallurgical and 
Petroleum Engineers, 1974] iv, 162 p. illus. 
28 cm. "Sponsored by the Process 
Technology Committee of the Iron and 
Steel Division of The Metallurgical Society 
of the American Institute of Mining, 
Metallurgical, and Petroleum Engineers.” 
(TN689.2.A45 1974] 74-166195 20.00 

i. Allays—Congresses. 2. Chemistry, 
Physical and theoretical—Congresses. I. 
Farrell, John W., ed. If. Metallurgical 
Society of AIME. Iron and Steel Division. 
Process Technology Committee. Ill. Title. 


METALLOGRAPHIC 669°.95°028 
specimen preparation: optical and electron 
microscopy. Edited by James L. McCall 
and William M. Mueller. New York, 
Plenum Press [1974] p. cm. ISBN 0-306- 
30791-K Proceedings of a conference 
sponsored the International 
Metallographic Society and the American 
Society for Metals and held in Beverly 
Hills, Calif., Sept. 23-24, 1973. Includes 
bibliographical references. [TN690.7.M47] 
74-8391 26.00 

1. Metallographic specimens—Congresses. 
2. Electron metallography—Congresses. I. 
McCall, James L., ed. IT. Mueller, William 
M., ed. II. International Metallographic 
Society. IV. American Society for Metals. 
Prepared from C.I.P. 


*WALKER, John R. 671.52 
Arc welding: basic fundamentals by John 
R. Walker. South Holland, 1il., Goodhart- 
Willcox Co. [1973] 128 p. illus, 28 cm. 
ISBN 0-87006-171-2 (G-W career series) 
[T8227] 73-87590 

1. Welding. I. Title. 


MOSLEMY, A. A„ 1935- 674.8 
Particleboard [by] A. A. Moslemi. 
Carbondale, Southern Illinois University 
Press [1974- p. cm. ISBN 0-8093-0655-7 
Contents.—v. 1. Materials. Bibliography: v. 
1, p. [TS875.M63] 74-2071 12.50 ea. 

1. Particle board. I. Title. 

Prepared from C.I.P. 


grrr sia George Edward, 
896- 

The modern textile and apparel dictionary 
[by] George E. Linton. 4th rev., enl. ed. 
[Plainfield, N.J.1 Textile Book Service 
(1973, i.e. 1974] xvii, 716 p. 
illus. 29 cm. ISBN 0-87245-500-9 Previous 
editions published under title: The modern 
textile dictionary. Bibliography: p. 680-684. 
[T81309.L743 1973] 72-96456 24.00 

i. Textile industry and  fabrics— 
Dictionaries. 2. Clothing and dress— 
Dictionaries. I. Title. 


SYMPOSIUM on the Physics 678°.32 
of Tire Traction, Warren, Mich., 1973. 
The physics of tire traction, theory and 
experiment; proceedings. Edited by Donald 
F. Hays and Alan L. Browne. New York, 
Plenum Press, 1974. p. cm. ISBN 0-306- 


677.003 


30806-1 Presented by the [General 
Motors Corporation] Research 
Laboratories.” Includes bibliographical 





references. 
39.50 , 
1. Tires, Rubber—Traction—Congresses. I. 
Hays, Donald F, 1929- ed. II. Browne, 
Alan L., 1944- ed. III. General Motors 
Corporation. Research Laboratories. IV. 


Title. 
Prepared from C.I.P. 


HUNTER, William L. 681°.14 
Getting the most out of your electronic 
calculator, by William L. Hunter. [1st ed.] 
Blue Ridge Summit, Pa., G/L Tab Books 
[1974] 204 p. illus. 23 cm. ISBN 0-8306- 
4724-4 [HF5688.H85] 74-75209 7.95 

L Calculating-machines—Handbooks, 
manuals, etc. IL Title. If. Title: Electronic 
calculator. 


GUNS & ammo guidebook to 683 
knives & edged weapons. [Los Angeles, 
Petersen Pub. Co., 1974] 192 p. illus. 28 
cm. ISBN 0-8227-0054-9 Bibliography: p. 
192. [TS380.G86] 74-77029 4.95 

i, Knives—United States. 2. Knifesmiths— 
United States. I. Title: Guidebook to 
knives & edged weapons. 


MURTZ, Harold A., 
comp. 

The Gun digest book of exploded firearms 
drawings. Edited by Harold A. Murtz. 
Chicago, Follett [1974] 288 p. illus. 28 cm. 
ISBN 0-695-80462-6 [TS534.5.M87] 73- 
91584 5.95 

J. Firearms—Drawings. I. Gun digest. II. 
Title. HI. Title: Exploded firearms 
drawings. > 


*HAVENS, David. 683.88 
The woodburners handbook. [Portland, 
Maine], Media House [1973] 107 p. illus., 
23 cm. [TH7439] 2.50 (pbk.) 

1. Stoves. 2. Fireplaces, I, Title. 


BAKER, Glen E. 

Wood technology [by] G. E. Baker tal 
L. Dayle Yeager. [1st ed.] Indianapolis, H. 
W. Sams [1974] xi, 516 p. illus. 27 cm. 
ISBN 0-672-20917-9 [TS843.B35] 72- 
83817 12.95. 

1. Woodwork. I. Yeager, L. Dayle, joint 
author. II. Title. 


683.400223 


BRUMBAUGH, James E. 684.1043 
Wood furniture, finishing, refinishing, 


repairing, by James E. Brumbaugh. fist 
ed.] Indianapolis, T. Audel [1974] 343 p. 
illus. 22 cm. ISBN 0-672-23216-2 
[TT199.4.B76] 73-91640 6.95 

i. Furniture finishing. 2. Furniture— 
Repairing. I. Title. 


MEYERS, L. Donald, 
1929- 
Furniture repair and refinishing [by] L. 
Donald Meyers [and] Richard Demske. 
Reston, Va., Reston Pub. Co. [1974] p. 
om. ISBN 0-87909-273-4 [TT199.M45] 74- 
8485 9.95 
1. Furniture—Repatring. 2. Furniture 
finishing. I. Demske, Richard, 1930- joint 
author. IT. Title. 
Prepared from C.LP. 
CHALMERS, George, 686.20924 B 
1742-1825. 
The life of Thomas Ruddiman. New York, 
Garland Pub. Inc., 1974. p. cm. ISBN 0- 
8240-0981-9 (The English book trade, 
1660-1853) Reprint of the 1794 ed. printed 
for J. Stockdale, London. Includes 
“anecdotes of Buchanan.” "A 
chronological list of news papers [1640- 
1793]: p. ”A list of the books, which were 
printed by Thomas Ruddiman”: p. 
[Z720.R9C4 1974] 74-7446 22.00 
1. Ruddiman, Thomas, 1674-1757. 2. 


684.1°044 





[TS1912.89. 1973] 74-10536-"" 


600 ees 


Potanin, ‘George, 1506- 1582. 3 English 
newspapers—Bibliography. Jf. Title. IL. 
Series. 

Prepared from C.I.P. 


GENT, Thomas, 1693- 
1778. 

The life of Mr. Thomas Gent, printer, of 
York, written by Himself. New York, 
Garland Pub. Inc., 1974. p. cm. ISBN 0- 
8240-0984-3 (The English book trade, 
1660-1853) Reprint of the 1832 ed. printed 
for T. Thorpe, London. [Z232.G33G46 
1974] 74-7445 22.00 

1. Gent, Thomas, 1693-1778. I. Title. IL. 
Series. 

Prepared from C.I.P. 


LACKINGTON, James, 
1746-1815. 

The confessions of J. Lackington. New 
York, Garland Pub. Inc., 1974. p. cm. 
ISBN 0-8240-0980-0 (The English book 
trade, 1660-1853) Reprint of the 1804 ed. 
printed for the author by R. Edwards, 
London. [2325.L23A33 1974] 74-7468 
22.00 

I. Lackington, James, 1746-1815. 2. 
Booksellers and bookselling—London— 


686.2'092'4 B 


686.2'092’4 B 


Correspondence, reminiscences, ete. I. 
Title. IT. Series. 

Prepared from C.I.P. 

PRICE, Jeanne. 687°.102 


Grading techniques for modern design, by 
Jeanne Price and Bernard Zamkoff. New 
York, Fairchild Publications [1974] ix, 132 
p. illus. 31 cm. ISBN 0-87005-102-4 Errata 
slip inserted. [TT520.P93] 74-165121 12.50 
Dressmaking—Pattern design. L 
Zamkoff, Bernard, joint author. Il. Title. 


CETIUS Faventinus, Marcus. 690 
Vitruvius and later Roman building 
manuals, by Hugh Plommer. London, 


Cambridge University Press, 1973. vii, 117 
p. illus. 23 cm. ISBN 0-521-20141-1 
(Cambridge classical studies) ”An edition 
and translation of Faventinus’ compendium 
of Vitruvius’ De  architectura.”--Dust 
jacket. Translation of De diversis fabricis 
architectonicae. Parallel Latin text and 
English translation; English introd., notes 
and commentary. Includes bibliographical 
references and index. [NA2515.C4213] 72- 
90487 

I. Architecture-—Early works to 1800. I. 
Plommer, William Hugh. If. Vitruvius 
Pollio. De architectura. HI. Title. IV. 
Series. 

Distributed by Cambridge University Press, 
New York, 11.50. 


COLLIER, Keith, 1927- 6927.5 
Fundamentals of construction estimating 
and cost accounting. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. ISBN 0-13- 
335604-3 Bibliography: [TH435.C72] 73- 
10378 18.00 

1. Building—Estimates. 2. Construction 
industry—Accounting. I. Title. 


THOMASON, Harry E., 1923- 697.78 
Solar house heating and air-conditioning 
systems: comparisons and limitations; an 
overview of the world’s most successful 
solar heating and air-conditioning systems, 
by Harry E. Thomason and Harry Jack 
Lee Thomason, Jr. [ist ed. Barrington, 
N.J., Edmund Scientific Co., 1974] 61, [2] 
p. illus. 28 cm. ”Supplement ’A’ for ‘Solar 
house plans’ and Solar houses and solar 
house models.”” Bibliography: p. [63] 
(TH7413.T44] 74-77370 5.00 

i. Solar heating. 2. Solar houses. l. 
Thomason, Harry E., 1923- Solar house 
plans. If. Thomason, Harry E., 1923- Solar 
houses and solar house models. TII. 


97 
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Thomason, Harry Jack Lee, joint author. 
IV. Title. 


700 THE ARTS 


EGAN, Rose Frances. 700.1 
The genesis of the theory of “art for art's 
sake” in Germany and in England. 
[Foicroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1921 ed. 
published by Smith College, Northampton, 
Mass., which was issued as v. 2, no. 4 of 
Smith College studies in modern languages. 
Includes bibliographical references. 
peor ATE36 1974p 74-11067 8.50 (lib. 
dg 

i. Art for arts sake (Movement) 2. 
Aesthetics, German. 3. Aesthetics, British. 
Ł Title. II. Series: Smith College studies in 
modern languages, v. 2, no. 4. 

Prepared from C.I.P. 


PANOFSKY, Erwin, 1892- 
1968. 

Idea; a concept in art theory. tr. by Joseph 

J. S. Peake. [lst ed.] New York, Harper & 

Row, [1974, c1968] xii, 268 p, facsims. 22 

cm. ISBN 0-06-430049-8 (Icon editions) 


701.17 


Tr. of Idea: Ein Beitrag zur 
Begriffsgeschichte der alteren 
Kunsttbeorie.(Studien der Bibliothek 


Warbug, Nr. 5) Bibliography references 

included in Notes (p. 181-253) [N68.P313] 

4.95 (pbk.) 

I. Aesthetics, Ancient. 2. Idealism. 3. 

Art—History. I. Title. 

L.C. card no. for hardcover: 67-29380. 
709°.0171 


PRIMITIVE art & 
society, edited by Anthony Forge. London, 
New York, Oxford University Press, for 
Wenner-Gren Foundation for 
Anthropological Research, 1973; [i.e. 1974 
xxii, 286 p. illus. (part col.) 26 cm. ISB 
0-19-212953-8 Papers delivered at a 
symposium sponsored by the Wenner-Gren 
Foundation for Anthropological Research, 
held in Burg Wartenstein from 27 June to 
5 July 1967. Includes bibliographies. 
(N5312.P74] 74-165271 21.00 

i. Art, Primitive—Congresses. 2. Art and 
society—Congresses. J. Forge, Anthony, 
ed. IL Wenner-Gren Foundation for 
Anthropological Research, New York. 


TRADITION and creativity 709.0171 
in tribal art, edited and with an 
introduction by Daniel P. Biekuyck. 


Berkeley, University of California [1974, 
c1969] 236 p. illus. 23 cm. ISBN 0-520- 
02487-7 gBased on a lecture series and 
symposium entitled Individual creativity 
and tribal norms in non-Western arts, 
given at the University of California, Los 
Angeles, December 1965-May 1966. 
Bibliography: p. 215-224. [N5311.T7] 69- 
12457 4.95 (pbk.) 

1. Art, Primitive—Addresses, essays, 
lectures. I. Biebuyck, Daniel P., 1925- ed. 


ADAMS, Robert Martin, 709.034 
15- 

The Roman stamp: frame and facade in 
some forms of neo-classicism [by] Robert 
M. Adams. Berkeley, University of 
California Press, 1974. 254 p. illus. 24 cm. 
ISBN 0-520-02345-5 Bibliography: p. [239] 
-246. [NX600.C5A42] 72-89794 12.50 

4 Classicism in art. 2. Neoclassicism (Art) 
. Title. 


BANN, Steven, comp. 709.04 
The tradition of constructivism. Edited and 
with an introd. by Steven Bann. New 
zok Viking Press [1974] xlix, 334 p. illus. 

cm. ISBN 0-670-72301-0 (The 
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s: Constructivism 


Documents of 20ta-century art) 
Bibliography: p. 303-334. [N6494.C64B36 
1974] 72-75748 16.50 

‘Art)—Addresses, 


Ari, Modern—20th 
essays, lectures. L 


essays, lectures. 2. 
century—Addresses, 
Title. If. Sertes. 

Pbk; 4.95, ISBN 0-670-01356-9. 


HENRI, Adrian. 709°.04 
Environments and happenings. New York, 
Praeger [1974] p. cm. ISBN 0-275-43540- 
4 (World of art} Bibliography: 
[PN3203.H4] 72-79509 16.00 
i. Happening (Art) L Title. 
Prepared from C.I.P. 
*CAMDEN Arts 709'.04°0740147 

Centre-London. 
The Aesthetic movement, 1869-1890; 
catalogue of an exhibitior at the Camden 
Arts Centre, London, 25 August - 7 
October 1973, edited by Charles Spencer. 
London, Academy Editions [1973] New 
York, St. Martin’s Press [1973] 94 p. illus. 
29 cm. Bibliography: p. 93-94. [NC6447] 
t 95 (pbk.) 

1. Art, Modern—13th century— 
pea I Spencer, Charles, comp. If. 

ttle. 


RAY, Man, 1890- 709.24 
Man Ray. Conceived by Jean Saucet. Text 
by Sarane Alexandrian. Translated from 
the French by Eleanor Levieux. Chicago, 
J. P. O'Hara, c1973. 72 p. illus. (part col.) 
31 cm. ISBN 0-87955-603-X ”A Howard 
Greenfeld book.” Bibliography: p. 71-72. 
(N6557: R3A7913] 73-4747 15.00 

i. Ray, Man, 1890- I. Alexandrian, Sarane. 


HOLLOWAY, R. Ross. 709.38 
A view of Greek art [by] R. Ross 
Holloway. New York, Harper & Row, 
1974 [c 1973] xxii, 213 >. illus., 24 cm. 
ISBN 0-06-430046-3 {Icon editions) 
Includes bibliographical references. 
[N5630.H64] 4.95 {pbk.) 

1. Art, Greek—History. I. Title. 

L.C. card no. for hardcover: 72-187947. 


KELLER, Harald, 1903- 709.45 
The Renaissance in Italy: painting, 
sculpture, architecture. Translated by 
Robert E. Wolf. New York, H. N. Abrams 
(1974, c1969] 394 p. illus. (part col.} 32 
cm. ISBN 0-8109-0205-2 Translation of Il 
Rinascimento italiano. Bibliography: p. 
375-379. [N6915.K4413] 63-12485 25.00 
i. Art, Italian. 2. Art, Renaissance—tItaly. 
f, Title. 
ROSENFIELD, John 709°.52’07401444 
M. 
The courtly tradition in Japanese art and 
literature: selections from Hofer and Hyde 
collections [by] John M. Rosenfield, 
Fumiko E. Cranston [aad] Edwin A. 
Cranston. [Cambridge] Fogg Art Museum, 
Harvard University, 1973. 316 p. illus. 
(part col.) 22 x 28 cm. [NX584.A1R67] 
73-85473 
1. Hofer, Philip, 1898- —Art collections. 2. 
Hyde, Donald Frizell, 1909-1966—Art 
collections. 3. Hyde, Mary Morley 
Crapo—Art collections. 4. Arts, Japanese. 
I. Cranston, Fumiko E., joint author. II. 
Cranston, Edwin A., joat author. II. 
Harvard University. Willizm Hayes Fogg 
Art Museum. IV. Title. 


PARRY, Ellwood. 709.73 
The image of the Indian and the Black 
man in American art, 1590-1900. New 
York, G. Braziller [1974] siv, 191 p. illus. 
26 cm. ISBN 0-8076-0706-1 Bibliography: 
p. saree [N6505.P29 1974] 73-79606 
12.50 


AMERICAN BOOK PUBLISHING RECORD 


J. Art, American. 2. Indians of North 
America—FPictorial works. 3. Negroes in 
art. I. Title. 


*THE containment of urban 711.2 
England by Peter Hall [et al] London, 
P.E.P. [1973] 2 v. illus., maps, tables, 25 
em. [TD57] 73-77182 

I. Cities and towns—Planning. 2. Regional 
planning—Great Britain-1945- I Hall, 
Peter. 

Distributed by Sage Pubns, Beverly Hills, 
Calif., Vol. I for 35.00, ISBN 0-8039-0245- 
X; Vol. II for 25.00, ISBN 0-8039-0246-8. 


SPECTER, David Kenneth. TAV74 
Urban spaces, Photos. by the author. 
(Greenwich, Conn, New York Graphic 
Society, 1974] 1 v. (chiefly illus.) 27 cm. 
ISBN 0-8212-0463-7 [NA2543.P4879] 72- 
93858 15.00 

1. Pedestrian facilities design. 2. Space 
(Architecture) 3. Architecture— 
Psychological aspects. I. Title. 


LOW maintenance 712.6 
gardening, by the editors of Sunset books 
and Sunset magazine. Menlo Park, Calif., 
Lane Books [1974] 96 p. illus. 28 cm. 
ISBN 0-376-03511-0 (A Sunset book) 
[SB473.L68] 73-89585 1.95 (pbk.) 

1. Landscape gardening. 2. Plants, 
Ornamental. I. Sunset. 


*BRYAN, James, comp. 720 
Structures implicit and explicit, edited by 
James Bryan and Rolf Sauer. [Philadelphia, 
Graduate School of Fine Arts, University 
of Pennsylvania, 1973] 203 p. illus. 30 cm. 
ISBN  0-8150-0169-X. (VIA, vol. 2) 
(NA2520] 73-96896 6.00 (pbk.) 

1. Architecture. I. Sauer, Rolf, joint comp. 
Il. Title. 

Distributed by George Wittenborn, N.Y. 


WITTKOWER, Rudolf. 720 
Palladio and Palladianism. New York, G. 
Braziller [1974] 224 p. illus. 26 cm. ISBN 
0-8076-0735-5 Includes bibliographical 
references. [NA1123.P2W57 1974] 73- 
90463 22.50 

1. Palladio, Andrea, 1508-1580. 2. 
Palladio, Andrea, 1508-1580-——Influence. 3. 
Architecture—England. I. Title. 


WEIDHAAS, Ernest R. 720°.28 
Architectural drafting and construction 
[by] Ernest R. Weidhaas. Boston, Allyn 
and Bacon [1974] viii, 550 p. illus. 29 cm. 
Bibliography: p. 525-528. [NA2700.W39] 
73-88065 14.95 

1. Architectural drawing. 2. Architecture— 
Designs and plans. 3. Building materials. 1. 
Title. 


AURENHAMMER, Hans. 720.924 
J. B. Fischer von Erlach. Cambridge, 
Mass., Harvard University Press, 1973. 193 
p. illus. 26 cm. ISBN 0-674-46988-7 


Includes bibliographical . references, 
[NA1011.5.F57A94 1973b) 73-83421 
15.95 


1. Fischer von Erlach, Johann Bernhard, 
1656-1723. I. Fischer von Erlach, Johann 
Bernhard, 1656-1723. 


YARWOOD, Doreen. 720°.94 
The architecture of Europe. New York, 
Hastings House Publishers [1974] p. ISBN 
0-8038-0364-8 Bibliography: p. 
[NA950.Y37] 73-11105 18.95 

1. Architecture—Europe—RHistory. I. Title. 
Prepared from C.I.P. 


BRUCE, Curt. 720°.9794'61 
The great houses of San Francisco. Photos. 
by Curt Bruce. Text by Thomas Aidala. 
[Ist ed.] New York, Knopf, 1974. 200, iii 


JULY 31,1974 


p. illus. (part col.) 24 cm. ISBN 0-394- 
a (NA735.S35B78 1974] 73-7287 
12. 

i. Architecture—San Francisco. 2. San 
Francisco—Buildings. 3. Decoration and 
ornament, Architectural—San Francisco. I. 
Aidala, Thomas. II. Title. 


TIME-SAVER standards 721.0202 
for architectural design data. John 
Hancock Callender, editor-in-chief. 5th ed. 
New York, McGraw-Hill [1974] xiii, 1042 
p. illus. 28 cm. Previous editions are 
entered under: Architectural record. Time- 
saver standards. Companion vol. to Time- 
saver standards for building types. Includes 
bibliographical references. [TH151.T55 
1974] 73-17383 32.50 

d. Butlding—Tables, calculations, etc. 2. 
Building—Handbooks, manuals, etc. L 
Callender, John Hancock, ed. I. 
Architectural record. Time-saver standards. 


MANUAL of tropical 721.0913 
housing and building [by] O. H. 
Koenigsberger [and others. London] 
Longman [1974- 1973] v. illus. 25 
em. Vol. 1 has protractor in pocket. 
Contents.—pt. 1. Climatic design. Includes 
bibliographies. [TH153.M35] 74-165187 

J. Building—Tropics. 2. Dwellings— 
Tropics. I. Koenigsberger, Otto H. 


Distributed by Longman, New York, 
15.00. 
ITO, Teiji, 1922- 725°.35°0952 


Kura; design and tradition of the Japanese 
storehouse [by] Teiji Itoh. Adapted by 
Charles S. Terry; photographs by Kiyoshi 
Takai. [lst ed] Tokyo, New York, 
Kodansha International in cooperation with 
Tankosha, Kyoto [distributors: Harper & 
Row, New York; Japan Publications 
Trading Co., Tokyo, 1973] 251 p. illus. 
(part col.). 34 om. ISBN 0-87011-217-1 
Translation with revisions of Nihon no 
pura. [NA6340.18613] 73-81112 50.00 


1. Warehouses—Japan. 2. Architecture, 
Industrial—Designs and plans. 
Decoration and ornament, Architectural— 
Japan. I Terry, Charles $. IL Takai, 
Kiyoshi, 1938- illus. II. Title. 


GRINNELL, Isabel 
Hoopes. 

Greek temples. New York, 1943. [New 
York] Arno Press, 1974. xxi, 59 p. illus. 32 
cm. ISBN 0-405-02258-1 At head of title: 
The Metropolitan Museum of Art. 
Includes bibliographies. [NA275.G7 1974] 
79-168420 20.00 

1. New York (City). Metropolitan Museum 
of Art. 2. Temples, Greek. I New York 
(City). Metropolitan Museum of Art. 


MOORE, Charles, 1925- 728.3 
The place of houses, by Charles Moore, 
Donlyn Lyndon, and Gerald Allen. [1st 
ed] New York, Holt, Rinehart and 
Winston [1974] p. cm. ISBN 0-03- 
007726-5 [NA7125.M66] 70-182776 10.00 
4. Architecture, Domestic. 2. Architecture 
and climate. 3. Architecture and society. I. 
Lyndon, Donlyn, joint author. I]. Allen, 
Gerald, joint author. HI. Title. 

Prepared from C.I.P. 


726’.1°208 


LEE, Kaiman, comp. 729°.028'54 
Computer aided architectural design; 16 
ARK-2 articles. Boston, Center for 
Environmental Research, cl973. 1 v. 
(various pagings) 29 cm. Consists of 
articles, chiefly by C. D. Stewart and K. 
Lee, compiled from journals and 
conference proceedings. Includes 
bibliographical Teferences. [NA2728.L43] 
74-160961 


d. Electronic data processing-— 
Architectural design. I. Stewart, Clifford 
D. IT. Title. 


DEKAY, Charles, 1848- 
1935. 
Barye: life and works of Antoine Louts 
Bayre, sculptor; with eighty-six wood cuts, 
artotypes, and prints, in memory of an 
exhibition of his bronzes, paintings, and 
water-colors, held at New York in aid of 
the fund for his monument at Paris. New 
York, Barye Monument Association, 1899. 
{New York, AMS Press, 1974] p. ISBN 0- 
404-02068-2 [NB553.B4D3 1974] 73- 
163696 6.00 
1. Barye, Antoine Louts, 1796-1875. 
Prepared from C.I.P. 


GARDNER, Arthur, 1878- 730.942 
English medieval sculpture. The original 
handbook rev. and enl., with 683 photos. 
New York, Hacker Art Books [1973, i.e. 
1974] viii, 351 p. 29 cm. ISBN 0-87817- 
110-X Reprint of the 1951 ed. published 
by Cambridge University Press, 
Cambridge, Eng. First ed. published in 
1935 under title: A handbook of English 
medieval sculpture. Bibliography: p. 345- 
346. [NB463.G27 1973] 78-171421 40.00 


730.924 


dt. Sculpture, English. 2. Sculpture, 
Medieval—England. I. Title. 
*PAYNE, G. C. 731.4 


Adventures with sculpture by G. C. Payne. 
New York, Frederick Warne and Co. 
[1973, c1971] 64 p. illus., 26 cm. ISBN 0- 
7232-6035-4 (Adventures in learning 
series) London ed. (Kaye & Ward) has 
title: Fun with sculpture. [NB1170] 72- 
94536 4.50 

1. Sculpture--Technique. I. Title. 


REED, Carl. 731.4 
Sculpture from found objects [by] Carl 
Reed [and] Burt Towne. Worcester, Mass., 
Davis Publications [1974] 96 p. illus. 26 
cm. ISBN 0-87192-056-5 [NB1271.R43] 
73-93382 8.95 

I. Found objects (Art) 2. Sculpture. I. 
Towne, Burt, joint author. H. Title. 


HAUSER, Christian. 731.45 
Art foundry. [English version by Julian 
Snelling and Claude Namy] New York, 
Van Nostrand Reinhold Co. [1974, ¢1972]} 
127 p. illus. (part col.) 18 x 21 cm. ISBN 
0-442-29990-7 (Craft and art) Translation 
of La fonte d'art. Bibliography: p. 123. 
[NB1180.H3613 1974] 73-8467 7.95 

1. Models (Clay, plaster, etc.) 2. Foundry. 
I. Title. 


BRAVMANN, Rene A. 732.20967 
Islam and tribal art in West Africa [by] 
Rene A. Bravmann. [London, New York] 
Cambridge University Press [1974] xii, 189 
p. illus. 23 cm. ISBN es 20192-6 
(African studies series 11) 
Bibliography: p. 178-185. [N7398. 372] 73- 
77262 13.95 

1. Art—Africa, West. 2. Art, Primitive— 
Africa, West. 3. Islam and art. I. Title. H. 
Series. 


MORI, Hisashi, 1916- 732.7 
Sculpture of the Kamakura period. 
Translated by Katherine Eickmann. [lst 
English ed.] New York, Weatherhill [1974] 
174 p. illus. (part col.) 23 cm. ISBN 0- 
8348-1017-4 (The Heibonsha survey of 
Japanese art, v. 11) Translation of Unkei 
to Kamakura chokoku. [NB1053.4.M6713 
1974] 73-88470 10.00 

rx Sculpture, Japanese—Kamakura- 
Momoyama periods, 1185-1600. I. Title. 
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LEHMANN, Phyllis Lourene 737,3 
Williams, 1912- 

Skopas in Samothrace [by] Phyllis 
Williams Lehmann. Northampton, Mass., 
Smith College, 1973. 85 p. illus. 23 cm. 
(The Katharine Asher Engel lectures, 
1972) Includes bibliographical references. 
[NB104.L43] 73-88453 5.00 

1. Scopas, fl. 4th century B.C. 2. Pròpylon, 
Samothrace. I. Title. II. Series. 


BUSCH, Julia M., 1940- 735.29 
A decade of sculpture: the 1960s [by] Julia 
M. Busch. Philadelphia, Art Alliance Press 
[1974] p cm. ISBN 0-87982-007-1 
Bibiiogräphy: p. [NB198.B86] 72-7855 
25. 


i. Sculpture, Modern—20th century. 2. 
Form (Aesthetics) 3. Art and technology. 
I. Title. 

Prepared from C.I.P. 


RITCHIE, Carson I. A. 736’.6 
Shell carving; history and techniques [by] 
Carson I. A. Ritchie. South Brunswick, A. 
S. Barnes [1974] p. ISBN 0-498-07928-7 


Includes bibliographical references. 
[NK8643.R57] 73-120 10.00 

1. Shellcraft. I. Title. 

Prepared from C.I.P. 

ZIMMERMAN, Walter J., 737.4075 


1910- 
The coin collector’s fact book, by Walter J. 
Zimmerman. New York, Arco [1974] 135 
p. illus. 25 cm. ISBN 0-668-02991-9 
Pibliography: p. 9-11. [CJ81.Z55] 73-77839 


i. Numismatics—Collectors and collecting. 
L Title. 


NOE, Sydney Philip. 737.49744 
The silver coinage of Massachusetts. 
Lawrence, Mass., Quarterman Publications 
[1974, c1973] xiv, 246 p. illus. 24 cm. 
ISBN 0-88000-005-8 Includes 
bibliographical references. [CJ1848.M4N66 
1974] 72-77024 20.00 

J. Coins, American—Massachusetts. 2. 
Silver coins. I. Title. 


COTTIER-ANGELI, Fiorella. 738 
Ceramics. [English version by Julian 
Snelling and Claude Namy] New York, 
Van Nostrand Reinhold [1974, c1972] 143 
p. illus. (part col.) 18 x 21 cm. ISBN 0- 
442-30005-0 (Craft and art) Bibliography: 
p. aoe (TT920.C6713 1974] 73-13438 
7.9 

i. Pottery craft. I. Title. 


LANE, Arthur, 1909-1963. 738 
Style in pottery. Park Ridge, N.J., Noyes 
Press [1974] 80 p. illus. 21 cm. ISBN 0- 
8155-5025-1 [NK4225.L3 197417 73-85181 
8.95 

1. Pottery. I. Title. 


RAY, Marcia. 738.03 
Collectible ceramics; an encyclopedia of 
pottery and porcelain for the American 
collector. New York, Crown Publishers 
[1974] 256 p. illus. (part col.) 26 cm. 
[NK3770.R38] 73-92104 9.95 

i. Pottery—Dictionaries. 2. Porcelain— 
Dictionaries. 3. Pottery—Collectors and 
collecting—United States. 4. Porcelain— 
Collectors and collecting—United States. I. 
Title. 


FARNWORTH, Warren. 738.1 
Beginning pottery. New York, Van 
Nostrand Reinhold [1974, c1973] 128 p. 
illus. 21 cm. ISBN 0-442-22374-9 
Bibliography: p. 127. [TT290.F37 1974] 
3-10654 5.95 

1. Pottery craft--Study and teaching 
(Primary) I. Title. 
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RUSCOE, William. 738.1 
A manual for the potter. [3d rev., enl. ed.] 
London, Academy Editions; New York, St. 
Martins Press [1973] 141 p. illus. 23 cm. 
ISBN 0-85670-195-5 (A Scopas handbook) 
[TT920.R87 1973] 73-77765 5.95 (U.S.) 

1. Pottery craft. I. Title. 

Pbk., 3.95, ISBN 0-85-670-101-7. 


THORP, Harold E. 738.1 
Basic pottery for the student [by] Harold 
E. Thorp. London, Academy Editions; 
New York, St. Martin’s Press [1973] 102 
p.-illus. (1 col.) 22 cm. [TT920.T48 1973] 
74-166225 5.95; 3.95 (pbk.). 

i. Pottery craft. I. Title. 


WETHERBEE, Jean. 738.3 
A handbook on white ironstone, with text 
and drawings b Jean Wetherbee. 
Canajoharie, N.Y. [1974] 100 p. illus. 23 
cm. Cover title: White ironstone. 
Bibliography: p. 86. [NK4367.17W47] 74- 
166330 5.00 

I. Ironstone china. I. Title. Il. Title: White 
fronstones.° 


HAWKINS, Leslie V. 739.1 
Art metal and enameling [by] Leslie V. 
Hawkins, Rev. Peoria, Ill, C. A. Bennett 
[1974] 236 p. illus. (part col.) 24 cm- ISBN 
0-87002-157-5 Bibliography: p. 227. 
(TT205.H28 1974] 74-164328 8.00 

i. Art metal-work. 2. Enamel and 
enameling. I. Title. 


COHEN, Hal L. 739,2°3°075 
Official guide to silver & silverplate, by 
Hal L. Cohen. Ist ed. New York, House of 
Collectibles [1974] 264 p. illus. 18 cm. 
ISBN 0-87637-328-7 [NK7104.C63] 73- 
93244 5.00 

i. Silver articles—Collectors and 
collecting. 2. Silverware—Collectors and 
collecting. T. Title. 


NEW York (City). 
Metropolitan Museum of Art. 
Catalogue of an exhibition of silver used in 
New York, New Jersey, and the South. 
With a note on early New York 
silversmiths by R. T. Haines Halsey, New 
York, November 6 to December 31, 1911. 
[New York] Arno Press, 1974. xxxvi, 97 p. 
illus. 23 cm. ISBN 0-405-02259-X Cover 
title: Exhibition of silver used in New 
York, New Jersey, and the South. Reprint 
of the 1911 ed. published by the Gillis 
Press, New York. [NK7112.N4 1974] 72- 
168421 14.00 
1. Silverware—Exhibitions. 2. 
Silversmithing—New York (State) 3. 
Silversmithing—New Jersey. 4. 
Silversmithing—Southern States. I. Halsey, 
Richard Townley Haines, 1865-1942. I. 
Title. III Title: Exhibition of silver used in 
New York, New Jersey, and the South. 


GINNETT, Elsie B. 739.27 
Make your own rings & other things: 
working with silver, by Elsie B. Ginnett. 
Photos. by Jacqueline A. Rose. New York, 
Sterling Pub. Co. [1974] 88 p. illus. 29 cm. 
ISBN 0-8069-5270-9 (Little craft book 
series) Silver-working for the beginner 
includes basic techniques, advice on tools 
and materials, and instructions for making 
rings, pendants, key chains, buckles, and 
buttons. [TT212.G53 1974] 73-83443 6.95 

1. Jewelry craft. 2. Silversmithing. I Rose, 
Jacqueline A., illus. II. Title. 


ALKEMA, Chester Jay. 739.511 
Aluminum & copper tooling. Photos. by 
the authar. New York, Sterling Pub. Co. 
[1974] 48 p. illus. 20 cm. ISBN 0-8069- 
5272-5 (Little craft book series) Ideas for 
making decorative items such as wall 


139.23773 
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hangings, mobiles, and jewelry from tooled 
copper and aluminum. [TT242.A44 1974] 
78-83444 3.50 

i. Aluminum work. 2. Coppersmithing. I. 
Title. 

Library bdg. 3.29, ISBN C-8069-5273-3 


PARRISH, Maxfield, 741.9924 
1870-1966. 
The Maxfield Parrish poster book. With an 
introd. by Maurice Sendak. New York, 
Harmony Books [1974] 47 p. col. illus. 41 
cm. ISBN 0-517-51402-8 
[NC1850.P37A53] 73-88217 5.95 (pbE.). 
1. Parrish, Maxfield, 1870-1966. I. Title. 


CAPON, Robin. . 741.2 
Introducing drawing techniques. New 
York, Taplinger Pub. Co. [1974] $6 p. 
illus. 21 cm. ISBN  0-8008-4174-3 
Bibliography: p. 93-94. [NC730.C27 1974] 
73-14367 7.50 

1. Drawing—lInstruction. !. Title. 


MUGNAINI, Joseph A. 741.2 
The hidden elements of drawing [by] 
Joseph Mugnaini. [New York] Van 
Nostrand Reinhold Co. [1974] p. ISBN 0- 
442-25720-1 [NC735.M82] 73-3944 13.50 
d. Drawing—Instructian. 2. Form 
(Aesthetics) I. Title. 

Prepared from C.I.P. 


GRUERIO, Anthony. 741.26 
Drawing with dry markers [by] Anthony 
Gruerio. Text by Margaret Mettert. New 
York, Pitman Pub. Corp. [c1973] 32 p. 
illus. (part col.) 20 x 27 om. e Pitman 
a <ii 80) [NC878.G78] 73-75288 1.25 
bk. 

I. Dry marker drawiag. I Mettert, 
Margaret. II. Title. 


LARIAR, Lawrenee, 1908- 741.5 
comp. 
You’ve got me in stiches, edited by 


Lawrence Lariar. [Rev. ed.] New York, 
Dodd, Mead [1973, cl¢54] Iv. (chiefly 
illus.) 29 cm. ISBN 0-396-06821-9 
[NC1427.L35] 73-3905 5.95 

1. Hospitals—Caricatures & cartoons. I. 


Title. 


HENNINGER, Joseph M., 743.49 
1906- 

Drawing of the hand, and its anatomy, by 
Joseph M. Henninger. [ist ed.] Alhambra, 
Calif., Borden Pub. Co., 1973. 132 p. illus. 
(part col.) 24 x 32 cm. [NC774.H46] 73- 
78839 6.50 

1. Hand in art. 2, Anatomy, Artistic. I. 
Title. 


BROOKS, Walter, 1921- 743.6 
Creative ways with drawing dogs and cats. 
Designed and edited by Walter Brooks. 
{Artist: Lorence Bjorklund] New York, 
Golden Press [1974] 32 p. illus. 29 cm. 
(The Golden Press art irstruction series) 
(NC780.B67] 73-88431 1.25 (pbk.) 

i. Animal painting and illustration. 2. 
Dogs in art. 3. Cats in art. I. Bjorklund, 
Lorence F., illus. H. Title. 


*KUHN, Bob. 743.6 
The animal art of Bob Kuhn; a lifetime of 
drawing and painting. [Westport, Conn. 
North Light Publishers, dist. by Watson- 
Guptill Publications, 1973] 128 p. illus. 
(part col.) 27 x 33 cm. [N0780.] 73-82102 


AMERICAN BOOK PUBLISHING RECORD 


16.00 
J. Animal painting and illustration. I. Title. 


*SPENCER, Henry Cecil, 
1903- f 

Technical drawing problems [by] Henry 
Cecil Spencer [and] Ivan Leroy Hill. Series 
3; 2d. ed. New York, MacMillan [1974, 
c1960] Iv. (chiefly illus) 28 cm. [T353 
6.25 (pbk.) 7 ) [T353] 
1. Mechanical drawing. I. Hill, Ivan Leroy, 
Joint author. IT. Title. 


744.42 


CREATIVE cratts, 745.5 
by the editors of Southern living. 
(Birmingham, Ala., Oxmoor House, 1973] 
95 p. illus. 28 cm. [TT157.C72] 73-86153 
1.95 (pbk.) 

1. Handicraft. I. Southern living. 


PLUMMER, Beverly. 745.5 
Earth presents. [ist ed] New York, 
Atheneum, 1974. viii, 206 p. illus. 21 cm. 
ISBN 0-689-10582-7 Bibliography: p. [197] 
-200. Instructions for making a variety of 
decorative and useful objects from such 
natural materials as stones, bones, shells, 
flowers, and seeds. [TT157.P556 1974] 73- 
81708 8.95 

1. Handicraft. I. Title. 


VERMEER, Jackie. 745.5 
The little kid’s craft book [by] Jackie 
Vermeer and Marian Lariviere. [1st ed.] 
New York, Taplinger Pub. Co. [1973] 128 
p. illus. (part col.) 25 cm. ISB 0-8008- 
4459-8 Ideas and instructions for craft 
activities involving clay, mosaics, mobiles, 
puppets, nature study, and much more. 
[TT160.V47] 72-8324 895 
1. Handicraft—Juvenile literature. I. 
Lariviere, Marian, joint author. If. Title. 


*YOUNG, Jean. 745.5 
Woodstock craftman’s manual 2. New 
York, ‘Praeger Publishers [1973] 288 p. 
illus, 28 cm. [TT157] 72-92472 10.00; 
4.95 (pbk.) 


1. Handicraft—Handbooks, manuals— 
Woodstock, N.Y. I. Titie. 
THE Family creative 745.5°03 


workshop. New York, Plenary Publications 
International [1974- v. illus. (part col.) 
28 cm. ISBN 0-88459-021-6 Contents.—v. 
1. Acrylics, afghan stitch, airplanes, of 
paper, American Indian crafts, animal 
dolls, ant farms, antiquing furniture, 
applique, astronomy, baby foods, basketry, 
batik. [TT9.F35] 73-89331 4.95 

1. Handicraft—Dictionaries. 

Available from Time-Life Books 


KINNEY, Jean Brown. 745.5°0973 
How to make 19 kinds of American folk 
art from masks to TV commercials [by] 
Jean and Cle Kinney. [ist ed.] New York, 
Atheneum, 1974. 121 p. illus. 26 cm. 
[TT23.K53] 73-91014 7.95 

1. Handicraft—United States. I. Kinney, 
Cle, joint author. If. Titie. 


YATES, Raymond 
Francis, 1895- 
Early American crafts & hobbies; a 
treasury of skills, avocations, handicrafts, 
and forgotten pastimes and pursuits from 
the golden age of the American home, by 
Raymond F. & Marguerite W. Yates. 
Edited by Mary Lyon. New York, Funk & 
Wagnalls [1974, c1954] 221 p. illus. 23 cm. 
ISBN 0-308-10097-2 [[T23.Y37 1974] 74- 

166238 2.95 


745.5°0973 


JULY 31,1974 


1. Handicraft—United States. 2. Hobbies. 
I. Yates, Marguerite W., joint author. IL. 
Title. 


FORGIONE, Joseph. 745.51 
Wood inlay; art and craft [by] Joseph 
Forgione and] Sterling MclIlhany. 
Demonstration photos. by Alfred Russo. 
New York, Van Nostrand Reinhold Co. 
[1973] 102 p. illus. 21 cm. ISBN 0-442- 
22423-0 (An Art horizons book) 
[NK9920.F67] 72-9723 8.95 

1. Marquetry. I. Mclihany, Sterling, joint 
author. IT. Title. 


*BENJAMIN, Ranana. 745.54 
Origami for everyone; paper folding step 
by step in photographs plus O-Ronni-Gami 
games. Blauvelt, N.Y., Biograf Books, 
1973. 128 p., illus., 28 cm. ISBN 0-8334- 
4006-3 [TT870] 72-86343 4.95 (pbk.) 

i. Paper work—Juvenile literature. I. Title. 


SMITH, Eric W. 745.56 
Horseshoe-nail crafting, by Hans Carlbom. 
(Translated by Kenneth T. Dutfield. 
Adapted by Eric W. Smith] New York, 
Sterling Pub. Co. [1973] 48 p. illus. 20 cm. 
ISBN 0-8069-5280-6 (Little craft book 
series) Adaptation of Carlbom’s 
Hobbyarbeten med hastskosom 
Instructions for making functional and 
decorative items from horseshoe nails with 
explanations of soldering, wire bending, 
and associated techniques. [TT213.6.86413 
1973] 73-83450 3.50 

I. Nail craft. I. Carlbom, Hans. 
Hobbyarbeten med hastskosom. If. Title. 
Library binding; 3.29, ISBN 0-8069-5281- 


EDWARDS, Lauton. 745.57 
Industrial arts plastics. 2d ed. Peoria, Ill., 
C. A. Bennett Co. [1973, c1974] 288 p. 
illus. 24 cm. ISBN 0-87002-146-X A 
textbook describing the properties of 
different types of plastics with instructions 
for making a variety of items from these 
materials. [TT297.E26] 73-81458 8.68 

1. Plastics craft. I. Title. 


MORTON, Brenda. 745.59°24 
Do-it-yourself dinosaurs; imaginative 
toycraft for beginners. With drawings by 
Juliet Renny and photos. by Stephen 
Moreton-Prichard. New York, Taplinger 
Pub. Co. [1974, c1973] 149 p. illus. 22 cm. 
ISBN 0-8008-2263-3 Instructions for 
making many kinds of dinosaurs and other 
prehistoric creatures from such materials as 
thread, pipe cleaners, and felt. 
[TT174.3.M66 1974] 73-1765 6.95 

1. Soft toy making. I. Renny, Juliet, illus. 
U. Moreton-Prichard, Stephen, illus. II. 
Title. 


MORTON, Brenda. 745.59°24 
Your book of knitted toys. With drawings 
by Juliet Renny. New York, Taplinger 
Pub. Co. [1973] 78 p. illus. 22 cm. ISBN 
0-8008-8757-3 Instructions for creating a 


variety of toys with simple knitting 
stitches. [TT174.3.M68 1973b] 72-11090 
4.95 


i. Soft toy making. 2. Knitting—Patterns. 
L Renny, Juliet, illus. If. Title. 


GUY, Gary V. 745.59°3 
Tall book of candle crafting, by Gary V. 
Guy, with photos. by Dave Pedegana. New 
York, Sterling Pub. Co. [1974] 108 p. illus. 
29 x 15 cm. ISBN 0-8069-5268-7 (Little 
craft book series) Directions for making 
block, sand-casf, moulded, hand-formed, 
tapes, and applique candles. [TT896.5. G89] 
73-83458 7.95 

i. Candlemaking. I. Title. 


BARTON, Peggy Ann. 745.59°41 
Step-by-step sugar artistry. Foreword by 
Richard V. Snyder. Photos. by John Barton 
and Leonard Shaffer. [lst ed.] Jericho, 
N.Y., Exposition Press [1974] 80 p. illus. 
22 cm. ISBN 0-682-47741-9 (An 
Exposition-banner book) [TX799.B37] 74- 
75055 6.00 

1. Confectionery. I. Title. 


CREATIVE Educational 
Society, Mankato, Minn. 
How to have fun making Christmas 
decorations, by editors of Creative 
[Educational Society] Illustrated by Nancy 
Inderieden. [Chicago, Distributed by 
Childrens Press, 1974] 31 p. illus. (part 
col.) 25 cm. ISBN 0-87191-292-9 (Creative 
craft book) Simple instructions for making 
Christmas ornaments with easily available 
materials. [TT900.C4C73 1974] 73-20197 
4.95 (lib. bdg.). 
1, Christmas decorations—Juvenile 
teen. I. Inderteden, Nancy, illus. H. 
itle. 


HITOMI, Junco. 745.59°43 
Luna flora: sculpture in bread. San 
Francisco, Japan Publications [1974] 79 p. 
illus. (part col.) 27 em, ISBN 0-87040-255- 


745.59°41 


2 Translation Pan no hana. 
(TT890.3.H5713] 7S 00486 6.95 

1. Bread flowers. I. Title. 

WOODS, Pamela. 745.5943 


Flowers from feathers. Illustrated by 
Michael Woods. New York, Drake [1974, 
1973] 128 p. illus. 25 cm. ISBN 0-87749- 
$57-2 [TT891.W66 1974] 73-6842 7.95 

tł. Feather flowers. I. Title. 


*LAI, T. C 745.6°19°951 
Chi Pai Shih, by T. C. Lai. Seattle and 
London, Univ. of Washington Press [1973] 
xi, 209 p. illus. (part col.) 23 cm. 
[NK3634] 73-76338 12.50 

1. Chi, Pat-shih, 1861-1957. 2. Calligraphy, 
Chinese. 3. Art, Chinese. I. Title. 


ASCHER, Amalie Adler. 745.9224 
The complete flower arranger. New York, 

Simon and Schuster [1974] 288 p. illus. 25 

em. ISBN 0-671-21666-X ”A Helen Van 

see Wilson book.” [SB449.A66] 73-17695 
9 

1. Flower arrangement. I. Title. 


CASTINO, Ruth, 1929- 746.12 
Spinning and dyeing the natural way. 
Photos. by Marjorie Pickens. New York, 
Van Nostrand Reinhold [1974] p. cm. 
ISBN 0-442-21482-0 Includes information 
about spinning with spindles and spinning 
wheels, yarn preparation, dyeing with 
plants, various fibers, and weaving. 
hc aama p. [TT847.C37] 73-11758 
9 


1. Hand spinning. 2. Dyes and dyeing, 
Domestic. I. Pickens, Marjorie, 1931- illus. 
IT. Title. 

Prepared from C.I.P. 


PIANZOLA, Maurice. 746.3 
Tapestry [by] Maurice Pianzola [and] 
Julien Coffinet [English version by Julian 
Snelling and Claude Namy] New York, 
Van Nostrand Reinhold Co. [1974, c1971] 
127 p. illus. (part col.) 18 x 21 cm. ISBN 
0-442-29993-1 (Craft and art) 
Bibliography: p. 121. [NK3000. P5313 
1974] 74-165253 7.95 
1. Tapestry—History. I. Coffinet, Julien, 
Joint author. If. Title. 


*BENGTSSON, Gerda. 746.44 
Flower designs in cross-stitch [by] Gerda 
Bengtsson [and] Else Thordur-Hansen.. 
[Translated from Swedish by P. Palmer] 
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New York, Van Nostrand Reinhold [1973, 
c1972] 79 p. illus. 21 cm. ISBN 0-442- 
29988-5. [TT778.] 73-3937 3.50 (pbk.) 

1. Cross-stitch—Patterns. 2. Embroidery— 
Patterns. I. Thordur-Hansen, Else. joint 
author. If. Title. 


BOYLES, Margaret. 746:4'4 
Bargello: an explosion in color. New York, 
Macmillan [1974] 149 p. col. illus. 29 cm. 
[TT778.C3B67] 73-2753 12.95 

1. Canvas embroidery—Fatterns. I. Title. 


KATZENBERG, Gloria. 746.4°4 
Art and stitchery: new directions. New 
York, Scribner [1974] p. ISBN 0-684- 
13765-8 Bibliography: p. [TT770.K23] 73- 
19284 12.50 

1. Embroidery. I. Title. 

Prepared from C.I.P. 


MAREIN, Shirley. 746.44 
Stitchery, needlepoint, applique, and 
patchwork; a complete guide. Renderings 
by Eleanor Bello. Photos. by Alan 
Sweetman. New York, Viking Press [1974] 
207 p. illus. (part col.) 27 cm. ISBN 0-670- 
67055-3 (A Studio book) Bibliography: p. 
202. [TT750.M28 1974] 73-20664 12.95 

1. Needlework. I. Title. 


NEEDLEPOINT: design your 746.44 
own [by] Muriel Baker [and others] 
New York, Scribner [1974] p. cm. ISBN 
0-684-13851-4 Bibliography: p. 
[TT778.C3N44] 73-19291 12.50 

1. Canvas embroidery. I. Baker, Muriel L. 
Prepared from C.I.P. 


PICKEN, Mary (Brooks), 746.44 
1886- 


Needlepoint made easy; classic and 
modern, by Mary Brooks Picken and 
DorisWhite. Drawings and layout by 
Claire Valentine. New York, Barnes& 
Noble books [1974, c1955] 149 p. illus, 21 
cm. ISBN 0-06-463398-5 [TT771.P5] 0-06 
1.95 (pbk.) 

1. Needlepoint. I. White, Doris Wilson, 
Joint author. IT. Title. 

L.C. card number for hardbound ed.: 55- 
8059. 


ERICKSON, Janet Doub. 746.6 
Block printing on textiles, by Janet 
Erickson. New ed. [New York] Watson- 
Guptill Publications, 1974 [c1961] 168 p. 
illus. 26 cm. ISBN  0-8230-0501-1 
(TT852.E74 1974] 74-165122 10.95 

1. Textile printing. 2. Textile design. 3. 
Linoleum block-printing. I. Title. 


CUYLER, Susanna. 746.774 
Tke high-pile rug book. [ist ed.) New 
York, Harper & Row [1974] p. cm. ISBN 
0-06-010936-X Bibliography: p. 
[TT850.C8&8 1974] 73-4074 10.00 
1. Hooking. 2. Rugs, Hooked. 3. Rya rugs. 
I. Title. 
Prepared from C.I.P. 
NEW York (City). 746.92 
Metropolitan Museum of Art. 
Costumes from the Forbidden City, by 
Alan Priest, curator of Far Eastern Art. 
New York, Metropolitan Museum of Art, 
1945. [New York] Arno Press, 1974. 16 p., 
56 p. of ilus. 29 cm. ISBN 0-405-02265-4 
Catalog of an exhibition held Mar.-May 
1945. [NK4783.P44N48 1974] 74-168427 
16.00 
i. Costume, Chinese—Exhibitions. 2 
Costume, Chinese—Peking. 3. Embroidery, 
Chinese—Exhibitions. 4. Textile industry 
and fabrics, Chinese—Exhibitions. I. Priest, 
Alan, 1898-1969. If. Title. 
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FLAVELL, Ray. 748.2 
Studio glassmaking [by] Ray Flavell & 
Claude Smale. New York, Van Nostrand 
Reinhold Co. [1974] 108 p. illus. 21 x 22 
cm. ISBN 0-442-30021-2 [TT298.F55] 79- 
39889 7.50 

i. Glass craft. I. Smale, 
author. IT. Title. 


HARRIS, Eileen. 749.2’2 
The furniture of Robert Adam. London, 
Academy Editions; New York, St. Martin’s 
Press [1973, i.e.1974] viii, 110 p. illus. 19 
cm. Reprint of the 1963 ed. Bibliography: 
p. 45-46. [NK2542.A3H3 1973] 74-168294 
10.00 

1. Adams, Robert, 1728-1792. 2. Furniture, 
English. I. Title. 


WATSON, Francis John 
Bagott, 1907- 

Louis XVI furniture [by] F. J. B. Watson. 

London, Academy Editions; New York, St. 

Martin’s Press [1973, ie.1974] vi, 162 p. 

illus., plates. 19 cm. Bibliography: p. 95. 

ee a 1973] 74-168219 10.00 


Claude, joint 


749.274 


1. “Furniture, French. 2. Decoration and 
ornament—Louts XVI style. I. Title. 


NEWMAN, Thelma R., 1925- 749.7 
The frame book; contemporary design with 
traditional and modern methods and 
materials [by] Thelma R. Newman, Jay 
Hartley Newman [and] Lee Scott 
Newman. New York, Crown Publishers 
[1974] 144 p. illus. 29 cm. Bibliography: p. 
132. [N8550.N48] 73-85858 5.95 

1. Picture frames and framing. I. Newman, 
Jay Hartley, joint author. II. Newman, Lee 
Scott, joint author. IT. Title. 


LRONARDO da Vinci, 1452- 
519. 
Leonardo da 


751.4 


Vincis advice to artists. 
Edited by Emery Kelen. [lst ed. 

Nashville, T. Nelson [1974] p. cm. ISB 

0-8407-6377- 8 Compiled from Leonardo’s 
notebooks and his Treatise on painting. 
Bibliography: p. Some of Leonardo da 
Vinci’s thoughts on anatomy, motions and 
emotions, historical compositions, 
draperies, color, and landscapes are 
presented from his notebooks. Da Vinci’s 
illustrations accompany text. [ND1475.L46 
1974] 74-5144 6.95 

i. Painting—Technique. 2. Composition 
(Art) I. Kelen, Emery, 1896- ed. Il. Title. 
UI. Title: Advice to artists. 

Prepared from C.I.P. 


BROOKS, Walter, 1921- 751.4°22 
Creative ways with watercolor painting. 
Designed and edited by Walter Brooks. 
[Demonstrations by Attilio Sinagra and 
Walter Brooks] New York, Golden Press 
[1974] 32 p. illus. (part col.) 29 cm. (The 
Golden Press Art instruction series) 
[ND2420.B76] 73-88430 1.25 (pbk.). 

i. Water-color painting—Technique. I. 
Sinagra, Attilio, illus. IT. Title. 


MCCARTHY, Frank C., 1924- 759.13 
The western paintings of Frank C. 
McCarthy. Edited by Frank Storz. New 
York, Ballantine Books [1974] 1 v. (chiefly 
45 col. plates) 24 x 29 cm. ISBN 0-345- 
23844-3 [ND237.M16A57] 74-164377 
4.95 (pbk.) 

i. McCarthy, Frank C., 1924- 2. The West 
in art. I. Title. 


NEW York. Metropolitan 
Museum of Art. 

Life in America. A special loan exhibition 

of paintings held during the period of the 

New York World’s Fair, April 24 to 

October 29. New York, 1939. [New York] 


759.13 
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Arno Press, 1974. xxix, 230 p. illus. 24 cm. 
ISBN 0-405-02261-1 [ND203.N4 1974] 
70-168423 19.00 

I. Paintings, American—Exhibitions. 2. 
Portraits, American—Exhibitions. 3. 
United States in art. I. Title. 


RUBIN, William Stanley. 759.13 
The paintings of Gerald Murphy [by] 
William Rubin with the collaboration of 
Carolyn Lanchmer. Foreword by Archibald 
MacLeish. New York, Museum of Modern 
Art [1974] 48 p. illus. 28 cm. ISBN 0- 
87070-466-4 Catalog of an exhibition held 
in 1974 at the Museum of Modern Art, 


New York. Includes bibliographical 
references. [ND237.M895R82] 74-75076 
2.95 (pbk.) 


1. Murphy, Gerald, 1888-1964. I. Murphy, 
Gerald, 1888-1964. If. Lanchmer, Carolyn, 
joint author. II New York (City). 
Museum of Modern Art. IV. Title. 


COGNIAT, Raymond, 1896- 
Soutine. [Translated by Eileen B. 
Hennessy] New York, Crown [1974, 
c1973] 87 p. illus. (part col.) 29 cm. ISBN 
0-517-51136-3 Bibliography: p. 83. 
[ND553.S7C6213] 73-84255 3.95 

1. Soutine, Haim, 1894-1943. 


OTERO, Roberto. 759.4 
Forever Picasso: an intimate look at his 
last years. Translated by Elaine Kerrigan. 
New York, Abrams [1974] p. cm. ISBN 
0-8109-0369-5 [ND553.P507413] 74-2304 
17.50 


1. Picasso, Pablo, IESI 1973. I. Title. 
Prepared from C.I. 


BAXANDALL, Michael. 759.5 
Painting and experience in fifteenth 
century Italy; a primer in the social history 
of pictorial style. London, Oxford 
University Press, [1974, c1972] 165 p. 
illus., (part. col.), 20 cm. ISBN 0-19- 
881329-5 Bibliography: p. 155-161. 
[ND615.B32] 

1. Italy—History—15th century—Piciorial 
works. 2. Painting, Renaissance—Italy. 3. 
Painting, Italian—History. 4. Painting— 
Psychological aspects. I. Title. 

L.C. card no. for hardcover: 73-156125. 
Distributed by Oxford University Press, 
N.Y. for 3.50 (pbk.) 


SCHNEIDER, Laurie, comp. 759.5 
Giotto in perspective. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. cm. ISBN 0- 
13-356717-6 (Artists in perspective series) 
(A Spectrum book) Bibliography: p. 
[ND623.G6S37 1974] 74-8016 7.95 

I. Giotto di Bondone, 12662-1337. I. Title. 
Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
13-356709-5. 


759.4 


NEW York (City). 759.5°31 
Metropolitan Museum of Art. 
Italian paintings: Venetian school; a 


catalogue of the collection of the 
Metropolitan Museum of Art [by] Federico 
Zeri, with the assistance of Elizabeth E. 
Gardner. [New York]; Distributed by New 
York Graphic Society, Greenwich, Conn., 
1973. 114 p. 107 plates. 25 cm. ISBN 0- 
87099-079-9 Includes __ bibliograpkical 
cao [ND621.V5N49 1973] 73-9831 
16.00 

I. Paintings, Venetian—Catalogs. 2. 
Paintings—New York (City)—Catalogs. I. 
Zeri Federico. I. Gardner, Elizabeth E. 
III. Title. 

Pbk 4.95; ISBN 0-87099-080-2. 


*KLEE, Paul, 1879-1940. 759.9494 
Paul Klee notebooks: volume 2: The 
nature of nature. Translated by Heinz 
Norden. New York, George Wittenborn 


AMERICAN BOOK PUBLISHING RECORD 


[1973 c1970] 454 p. illus. 23 cm. ISBN 0- 
8150-0040-5 (Documents of Modern Art 
Series, vol. 17) Originally published under 
title: Unendliche Naturgeschichte. 
[ND588] 73-80771 37.50 

I. Klee, Paul, 1879-1940 2. Composition 
(Art) I. Spiller, Jurg, 1913- ed. IT. Title. 


ARCHER, William George, 
1907- 
Indian paintings from the Punjab Hills; a 
survey and history of Pahari miniature 
painting, by W. G. Archer. Foreword by 
Sherman E. Lee. London, New York, 
Sotheby Parke Bernet, 1973. 2 v. illus. 
(part col.) 31 cm. ISBN 0-85667-002-2 
Contents—v. 1. Text-——v. 2. Plates. 


759.954 


Bibliography: v. l, p. 427-431. 
(ND1337.ISA72] 74-157913 84.00 (2 
Vols.) 


1. Miniature painting—Punjab—History. I. 
Title. 

Publisher’s address: 980 Madison Ave; 
New York, N.Y. 10021 


*ESSICK, Robert N., 
comp. 

The visionary hand; essays for the study of 

William Biake’s art and aesthetics, edited 

and with an introduction by Robert N. 

Essick. Los Angeles, Hennessey & Ingalls, 

1973. 558 p. 23 cm. ISBN 0-912158-22-0. 

Includes bibliographical references 

[ND497] 72-96392 7.95 (pbk.) 

1. Blake, William, 1757-1827. I. Title. 


760°.0924 


MELLOR, Anne 760.0924 
Kostelanetz. 
Blake’s human form divine. Berkeley, 


University of California Press [1974] xxiii, 
354 p. illus. 25 cm. ISBN 0-520-02065-0 


Includes bibliographical references. 
[PR4147.M4] 72-161995 15.00 
1. Blake, William, 1757-1827—Criticism 


and interpretation. I. Title. 


MURRY, John Middleton, 760.0924 
1889-1957. 

William Blake. [Folcroft, Pa.) Folcroft 

Library Editions, 1974. p. Reprint of the 

1936 ed. published by J. Cape, London, 

which was issued as no. 76 of the Life and 

letters series. [PR4147.M8 1974] 74-9888 

17.50 

I. Blake, William, 1757-1827—Criticism 

and interpretation. I. Series: The Life and 

letters series (London), no. 76. 

Prepared from C.I.P. 


ERICKSON, Janet Doub. 760’.28 
Print making without a press [by] Janet 
Doub Erickson [and] Adelaide Sproul. 
New York, Van Nostrand Reinhold Co. 
[1974, c1966] 95 p. illus. 21 cm. ISBN 0- 
442-78590-9 (A Reinhold craft paperback) 
[NE860.E7 1974] 74-166293 2.95 (pbk.). 
1. Prints—Technique. I. Sproul, Adelaide, 
joint author. IT. Title. 


RUMPEL, Heinrich, 1912- 761’.2 
Wood engraving. [English version by 
Frank Jellinek] New York, Van Nostrand 
Reinhold Co. [1974, c1972] 127 p. illus. 18 
x 21 cm. ISBN 0-442- R 8 (Craft and 
art) Bibliography: 123-124. 
[NE1225.R8513 1974] 73- 8468 7.95 

1. Wood-engraving. 


LOCHE, Renee. 763 
Lithography. [English version by Julian 
Snelling and Claude Namy] New York, 
Van Nostrand Reinhold Co. [1974, c1971] 
127 p. illus. (part col.) 18 x 21 cm. ISBN 
0-442-29991-5 (Craft and art) 
Bibliography: p. 121- 122. [NE2425.L5813 
1974] 73-8466 7.95 

1. Lithography —Technique. I. Title. 


JULY 31,1974 


CAZA, Michel. 764.8 
Silk screen printing. [English version by 
Julian Snelling and Claude Namy] New 
York, Van Nostrand Reinhold Co. [1974, 
c1973] 123 p. illus. (part col.) 18 x 21 cm. 
ISBN 0-442-29992-3 (Craft and art) 
Translation of La serigraphie. Bibliography: 
p. 118. [NE2236.C2913 1974] 73-8469 
7.95 

i. Serigraphy. 


SHAFER, Neil. 769°.559599 
Philippine emergency and guerrilla 
currency of World War II, by Neil Shafer, 
with special support of Maurice M. Gould. 
Racine, Wis., Western Pub. Co. [1974] 464 
p. illus. 24 cm. Bibliography: p. 455-456. 
(HG1267.852] 73-83702 15.00 

. Paper money—Philippine Islands. 2. 
Money—-Philippine Islands. 3. Paper 
money—Catalogs. I. Gould, Maurice M., 
joint author. IT. Title. 


SEPPA, Dale Allan. 769.559892 
Paraguayan paper money, by Dale A. 
Seppa. [Chicago, Il] Obol International 
[1973, ¢1974] 50 p. ilus. 21 cm. 
[HG887.846] 73-90434 10.00; 3.00 (pbk.) 
i. Paper money—Paraguay. 2. Paper 
imoney—Catalogs. I. Title. 

Publisher’s address: 8 South Michigan 
Avenue Chicago, Ill. 60603 


STANLEY, Willard 
Francis, 1901- 
Birds of the world on stamps, by Willard 
F. Stanley, Beverly S. Ridgely [and] 
Gustavs E. Eglajs. [Milwaukee] American 
Topical Association [1974] 101 p. illus. 23 
em. (American Topical Association. 
Handbook no. 82) Cover title. Revision of 
the 1954 ed. by Sidney R. Esten. 
[HE6187.A635 no. 82] [HE6183.B53] 

769.564 74-165206 6.00 ` 

1.  Postage-stamps-—Topics—Birds. vA 
Ridgely, Beverly S., joint author. II. Eglajs, 
Gustavs E., joint author. III. Esten, Sidney, 
R. Birds of the world on stamps. IV. Title. 
V. Series: American Topical Association. 
Topical handbook no. 82. 


SOLOMON, Bernard A., 
1946- 

The Zaddick Christ; a suite of wood 
engravings, by Bernard A. Solomon. 
Greenwood, S.C., Attic Press [c1973] [85] 
p. illus. 34 cm. ISBN 0-87921-022-2 
Includes selections from the Gospels. 
[NE1112.864A58] 73-88438 16.95 

J. Solomon, Bernard A., 1946- 2. Jesus 
Christ—Art. I. Bible. N.T. Gospels. 
English. Selections. 1973. II. Title. 


WEISBERG, Gabriel P. 769.944 
Social concern and the worker; French 
prints from 1838-1910, by Gabriel P. 
Weisberg. [Salt Lake City, Utah Museum 
of Fine Arts, c1973] 138 p. illus. 22 x 27 
cm. Catalog of the exhibition held Jan. 13- 
Feb. 17, 1974 at the Utah Museum of Fine 
Arts, Salt Lake City, Mar. 12-May 12, 
1974 at the Cleveland Museum of Art, 
Cleveland, and June 11-July 28, 1974 at 
the Indianapolis Museum of Art, 
Indianapolis. Bibliography: p. 133-138. 
[NE647.3.W44] 73-90715 

i. Prints, French-—Exhibitions. 2. Labor 
and laboring classes in art. 3. Peasants in 
art. J. Utah Museum of Fine Arts. IT. 
Cleveland Museum of Art. III. Indianapolis 
Museum of Art. IV. Title. 


EBERT, Katherine. 769.973 
Old American prints for the collector. 
New York, Scribner [1974] p. cm. ISBN 
0-684-13635-X Bibliography: p. 
[NE505.E23] 73-19685 9.95 


769.5608 s 


769.924 


1. Prints, American. 2. Prints—Collectors 
ard collecting. T. Title. 
Prepared from C.LP. 


HATTERSLEY, Ralph. 770.28 
Beginner’s guide to photography. [1st ed.] 
Garden City, N.Y., Doubleday, 1974. ix, 
149 p. illus. 26 cm. ISBN 0-385-02083-X 
[TR146.H36 1974] 72-84964 3.95 

1. Photography. I. Title. 


JACOBSON, R. E. 770.28 
The photoguide to home processing [by] R. 
E Jacobson. Garden City, N.Y., Amphoto 
[c1973] 197 p. illus. 19 cm. ISBN 0-8174- 
0767-7 [TR287.J3] 73-89744 5.95 (pbk.). 

1. Photography—Processing. I. Title. 


SPITZING, Gunter. 770°.28 
The photoguide to enlarging. [Translated 
by Fred Bradley] Garden City, N.Y., 
Amphoto [1974] 184 p. illus. 19 cm. ISBN 
0-8174-0770-7 » Translation from 
Vergrossern, schwarzweiss & farbig.” 
[£R475.S75613] 73-89736 5.95 

1. Photography—Enlarging. I. Title. 


GAUNT, Leonard. 770.282 
The photoguide to the 35mm single lens 
reflex. Garden City, N.Y., Amphoto 
{c1973] 234 p. illus. 19 cm. ISBN 0-8174- 
0768-5 [TR261.G38] 73-89746 5.95 

I SŞingle-lens reflex cameras. 2. 
Photograph y—Handbooks, manuals, etc. I. 
Title. 


JONES, Edgar Yoxall. 770.924 B 
Father of art photography, O. , 
Rejlander, 1813-1875. Greenwich, Conn., 
New York Graphic Society [1973] 112 p. 
illus. 25 cm. ISBN 0-8212-0598-6 Includes 
bibliographical references. [TR140.R43J66 
1973b] 73-89945 

i. Rejlander, Oscar Gustav, 1813-1875. 2. 
Photography, Artistic. I. Rejlander, Oscar 
Gustav, 1813-18795. II. Title. 


CRAWLEY, Geoffrey. 771.71 
Canon F-1 system. Critically reviewed by 
Geoffrey Crawley. Garden City, N.Y., 
Amphoto [1974, c1973] 87 p. illus. 22 cm. 
ISBN 0-8174-0921-1 [TR263.C3C7 1974] 
73-86190 5.95 

1. Canon camera. 2. Photography— 
Handbooks, manuals, etc. I. Title. 


SMITH, Robb. 771.371 
Mamiya professional systems handbook. 
Garden City, N.Y., American 
Photographic Book Pub. Co. [1974] 256 p. 
illus. (part col.) 27 cm. ISBN 0-87140-557- 
7 [TR263.M3S55] 72-91031 15.00 

1. Mamiya camera. 2. Photography— 
Handbooks, manuals, etc. I. Title. 


WOLF, John C. 711.31 
Minolta SR-T 102/101/100 guide, by John 
©. Wolf. Garden City, N.Y., Amphoto 
[1974] 127 p. illus. 21 cm. ISBN 0-8174- 
3169-5 Published in 1972 under title: 
Minolta SR-T 101/100 guide. 
[TR263.M47W64 1974] 74-166233 3.95 

i. Minolta camera. 2. Photography— 
Handbooks, manuals, etc. I. Title. 


ANGEL, Heather. 778.3 
Nature photography; its art and 
techniques. London, Fountain Press, 1972, 
[i.e. 1973] [16], 222, [24] p. illus. (some 
col.) 26 cm. ISBN 0-85242-015-2 Includes 
bibliographies and index. [TR721.A53] 74- 
164991 

1. Nature photography. I. Title. 

Distributed by International Publications 
Service, 15.00. 


SPITZING, Gunter. 718.37 
The photoguide to flash. [Translated by E. 
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F. Linssen] Garden. City, N.Y., Amphoto 
[1974] 202 p. illus. 19 cm. ISBN 0-8174- 
0771-5 Translation of Blitzbuch. 
[TR605.566B] 73-89737 5.95 

I. Photography, Flash-light. I. Title. 


GLENN, George D. 773.5°3 
Super 8 handbook [by] George D. Glenn 
[and] Charles B. Scholz. [Ist ed] 
Indianapolis, H. W. Sams [1974] vi, 240 p. 
illus. 22 cm. ISBN 0-672-21001-0 
Bibliography: p. 219-221. [TR850.G55] 73- 
82279 

1. Cinematography. I. Scholz, Charles B., 
Joint author. IT. Title. 


COYNIK, David, 1946- 778.5°349 
Moviemaking; a worktext for Super 8 film 


production. Chicago, Loyola University 
Press [1974] p. cm. (ComEd) 
Bibliography: p. A text on movie 
production containing units in photo 
composition, equipment, planning, 
shooting, lighting, editing, sound, and 


special effects. Also includes exercises and 
projects. [PN1995.8.C6] 74-4454 3.50 
(pbk.) 

J. Amateur moving-pictures. I. Title. 
Prepared from C.I.P. 


ASH, Rene L. 778.5°35 
The motion picture film editor, by Rene L. 
Ash. Metuchen, N.J., Scarecrow Press, 
1974. p. em. ISBN  0-8108-0718-1 
[TR899.A83] 74-4072 5.00 (Lib. bdg.) 

1. Moving-pictures—Editing. I. Title. 
Prepared from C.I.P. 


*CRAIG, Walt. 778.6 
Concepts in color photography: color 
temperature and filters. Columbus, Ohio, 
[Grid] [1973] iv, 51 p. 22 cm. ISBN 0- 
88244-050-0 [TR510] 3.45 (pbk.) 

1. Color photography. I. Title. 


SPITZING, Gunter. 778.8 
The photoguide to effects and tricks. 
(Translated by Fred Bradley] Garden City, 
N.Y., Amphoto [1974] 174 p. illus. (part 
col) 19 cm. ISBN  0-8174-0769-3 
Translation of Das verruckte Fotobuch. 
[TR148.86513] 73-89735 5.95 

1. Photography, Trick. 2. Photography— 
Special effects. I. Title. 


SPITZING, Gunter. 778.92 
The photoguide to portraits. [Translated by 
Frank Dash] Garden City, N.Y., Amphoto 
[1974] 179 p. illus. (part col.) 19 cm. ISBN 
0-8174-0772-3 Translation of 
Portratfotos—gewusst wie. [TR575.S6613] 
73-89745 5.95 

I. Photography—Portraits. I. Title. 


WARHAM, John. 778.932 
The technique of bird photography. [3d ed. 
rev.] Garden City, N.Y., Amphoto [1973] 
218 p. illus. 23 cm. ISBN 0-8174-0684-0 
First published in 1956 under title: The 
technique of photographing birds. 
[TR729.B5W37 1973b] 73-84538 12.95 

1. Photography of birds. I. Title. If. Title: 
Bird photography. 


BOSTON. Museum of Fine 779.0922 
Arts. 

Private realities: recent American 

Photography [by] Emmet Gowin [and 


others] Boston [1974] [96] p. 40 illus. 31 
cm. ISBN 0-87846-077-2 Catalog of an 
exhibition. [TR646.U6B672 1974] 73- 
90126 

1. Photography, Artistic—Exhibitions. F 
Gowin, Emmet, 1941- II. Title. 

Publisher’s address: 465 Huntington Ave., 
Boston, Mass. 02115 
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SZARKOWSKI, John. 779.0922 
New Japanese photography, edited by 
John Szarkowski and Shoji Yamagishi. 
New York, Museum of Modern Art; 
distributed by New York Graphic Society, 
Greenwich, Conn. [1974] 111 p. chiefly 
illus. 27 cm. ISBN 0-87070-503-2 Introd. 
in ‘English and Japanese. Based on an 
exhibition held at Museum of Modern Art, 
aia York. [TR646.U6N488] 73-91048 
& 

i. Photography, Artistic—Exhibitions. 2. 
Photographers, Japanese. I. Yamagishi, 
Shoji, joint author. I. New York. Museum 
of Modern Art. III. Title. 

Pbk. 5.95, ISBN 0-87070-502-4 


BRUCE, David, 1939- 
comp. 
Sun pictures; the Hill-Adamson calotypes. 
Greenwich, Conn., New York Graphic 
Society [1974, c1973] 247 p. illus. 30 cm. 
ISBN 0-8212-0588-9 Bibliography: p. 243. 
[TR651.B78 1974] 73-87361 17.50 
1. Hill, David Octavius, 1802-1870. 2. 
Adamson, Robert, 1821-1848. 3. 
Photography, Artistic. 4. Calotype. f. Hill, 
David Octavius, 1802-1870. II. Adamson, 
Robert, 1821-1848. II. Title. 


HIGGINS, 779 .9°91730696073 
Chester. 
Drums of life; a photographic essay on the 
Black man in America. Photos. by Chester 
Higgins, Jr. Text by Orde Coombs. [Ist 
ed.] Garden City, N.Y., Anchor Press, 
1974. 131 p. illus. 28 cm. ISBN 0-385- 
07134-5 [E185.H53] 73-11728 5.95 (pbk.). 
L ee ictoria] works. I. Coombs, 
rde. 


719.20922 


Music 780-789 


THOMSON, Virgil, 1896- 780.023 
The state of music. Westport, Conn., 
Greenwood Press [1974] p. ISBN 0-8371- 
7258-6 Reprint of the 1939 ed. published 
by W. Morrow, New York. 
[ML3795.T46S8 1974] 73-17658 12.00 

1. Music as a profession. I. Title. 

Prepared from C.I.P. 


APICELLA, Anthony J. 780.15 
Simplicity in music appreciation. 2d ed. By 
Anthony J. Apicella, Attilio J. Giampa 
[and] Margarita B. Apicella. West Nyack, 
N.Y., Parker Pub. Co. [1974] p. cm. ISBN 
0-13-810150-7 Includes discographies. 
[MT6.A65S5 1974] 74-3295 9.95 

1. Music—Analysis, appreciation. T. 
Giampa, Attilio J, joint author. IL. 
Apicella, Margarita B., joint author. III. 
Title. 

Prepared from C.I.P. 


HOFFER, Charles R. : 780.15 
A concise introduction to music listening 
[by] Charles R. Hoffer. Belmont, Calif., 
Wadsworth Pub. Co. [c1974] xii, 306 p. 
illus. and phonodiscs (2 s. 6 in. 33 1/3 
rpm.) 26 cm. ISBN 0-534-00343-5 
(Wadsworth music series) [MT6.H565C6] 
73-89879 

1. Music—Analysis, appreciation. I. Title. 


KINKLE, Roger D., 780’.42°0973 
1916- 

The complete encyclopedia of popular 
music and jazz, 1900-1950. New Rochelle, 
N.Y., Arlington House [1974] p. cm. 
ISBN 0-87000-229-5 Includes 
discographies. [ML102.P66K55] 74-7109 
75.00 


1. Music, Popular (Songs, _ etc.)— 
Dictionaries. 2. Jazz music—Dictionaries. 
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3. Musicians, American—Biography. 4. 
Jazz musicians—Biography. I. Title. 
Prepared from C.I.P. 


STRUNK, William Oliver, 
Essays on music in the Western World, by 
Oliver Strunk. [Ist ed. New York] W. W. 
Norton [1974] p. ISBN 0-393-02178-5 
"The majority of the essays in this volume 
were written between the late 1920s ... and 
1950.” Includes bibliographical references. 
[ML60.8862E8] 74-5414 8.95 

1. Music—Addresses, essays, lectures. I. 
Title. 

Prepared from C.LP. Contents omitted. 


780°.8 


WELLESZ, Egon, 1885- 780°.9 s 
The age of enlightenment, 1745-1790; 
edited by Egon Wellesz and Frederick 
Sternfeld. London, New York, Oxford 
University Press, 1973. xx, 724 p. illus. 26 
em. ISBN 0-19-316307-1 (New Oxford 
history of music, v. 7) Bibliography: p. 
[637]-691. [ML160.N44 vol. 7] [ML195] 
780’.9033 74-164312 27.50 

1. Sternfeld, Frederick William, 1914- joint 
author. 2. Music—History and criticism— 
18th century. 3. Enlightenment. I. Title. IL. 
Series. 


FISHER, Renee B. 780’.92°2 B 
Heroes of music, by Renee Fisher. New 
York, Fleet Press Corp. {c1974] 157 p. 
ports. 24 cm. (Heroes series) Bibliography: 
p. 151-152. Brief biographies of composers 
from Monteverdi and Bach to Ives and 
Gershwin. [ML390.F54] 79-161375 5.95 

1. Composers—Biography. I. Title. 


ae Hector, 1803- 
Hector Berlioz: a selection from his letters; 
selected, edited, and translated by 
Humphrey Seale. New York, Vienna 
House, 1973 224 p. illus., 21 cm. ISBN 0- 
8443-0114-0 Bibliography: p. [217]-218. 
[ML410.B5A517] 73-87555 2.95 (pbk.) 

L. Musicians—Correspondence, 
reminiscences, etc. I. Seale, Humphrey, ed. 
and tr. IT. Title. 


780.924 


MUSIC yearbook 1973-4. 780.942 
[New York, St. Martin’s, 1974] v. 21 cm. 
”A survey and directory with statistics and 
reference articles.” [ML21.M89483] 15.00 
1., Music—Almanacs, yearbooks, ete. 2. 
Music—Great Britain—Directories. I. 
Jacobs, Arthur, ed. 

L.C. card number for 1972-3 ed.: 72- 
626963. 


NKETIA, J. H. Kwabena. 7807.96 
The music of Africa [by] Joseph H. 
Kwabena Nketia. [lst ed.] New York, W. 
W. Norton [1974] p. cm. ISBN 0-292- 
02177-7 "Selected discography”: p. 
[ML350.N595M9] 74-4178 10.00 

4. Music, African—History and criticism. 
2. Music—Africa—History and criticism. 1. 
Title. 

Prepared from C.I.P. 


ae Alvin Derald, 1913- 
Making music; an introduction to theory. 
New York, Harcourt Brace Jovanovich 
[1974] viii, 216 p. music. 24 cm. ISBN 0- 
15-554635-X [MT40.E885M3] 73-8589 

A Mesic Theory 2. Composition (Music) 
. Title. 


781 


AMERICAN BOOK PUBLISHING RECORD 
WOOD, Alexander, 1879- 781.1 
1950. 

The physics of music; rev. by J. M. 
Bowsher. 7th ed. New York, Halstead 
Press [1974] p. cm. ISBN 0-470-95978-9 
Bibliography: p. [ML3805.W665 1974] 74- 
4025 6.50 (pbk.). 

1. Music—Acoustics 
Bowsher, J. M. IT. Title. 
Prepared from C.I.P. 


and physics. I. 


REGENER, Eric. 781.22 
Pitch notation and equal temperament: a 
formal study. Berkeley, University of 
California Press, 1973. x, 229 p. illus. 24 
em. ISBN 0-520-09453-0 (University of 
California publications: occasional papers, 
no. 6: music) Bibliography: p. 180-183. 
[ML3809.R353P6] 72-82223 7.50 (pbk.) 

1. Musical temperament. 2. Musical pitch. 
I. Title. If. Series: California. University. 
University of California publications. 
Occasional papers, no. 6: music. 


JACKSON, Bruce, ed. 781.7 
Foiklore & society; essays in honor of 
Benj. A. Botkin. Norwood, Pa., Norwood 
Editions, 1974 [c1966] p. ISBN 0-88305- 
300-4. Includes unacc. melodies. Reprint of 
the ed. published by Folklore Associates, * 
Hatboro, Pa. Includes bibliographical 
references. [GR70.J3 1974] 74-5355 15.00 
(lib. bdg.) 

1. Botkin, Benjamin Albert, 1901- 2. Folk- 
lore—Addresses, essays, lectures. 3. Folk 
music—Addresses, essays, lectures. I. 
Botkin, Benjamin Albert, 1901- IT. Title. 
Prepared from C.I.P. Contents omitted. 


BESMER, Fremont E. 781.76695 
Kidan daran salla: music for the eve of the 
Muslim festivals of Id al-fitr and Id al- 
kabir in Kano, Nigeria, by Fremont E. 
Besmer. Bloomington, African Studies 
Program, Indiana University, 1974. 84 p. 
illus. 23 cm. [ML350.B48] 74-164366 

1. Music—Kano, Nigeria (State) 2. Music, 
Islamic—History and criticism. I. Title. 


tits Maud (Cuney) 1874- 781.773 
Negro musicians and their music; by Maud 
Cuney-Hare. New York, Da Capo Press, 
1974. p. cm. ISBN 0-306-70652-0 (Da 
Capo Press music reprint series) Reprint of 
the lst ed. published in 1936 by 
Associated Publishers, Washington, D.C. 
Bibliography: p. [ML3556.H3N4 1974] 74- 
4108 22.50 

i. Negro musicians. 2. Music—Negroes. 3. 
Negro music—History and criticism. 4. 
Music, African. I. Title. 

Prepared from C.I.P. 


EATON, Quaintance 782.07 
Opera Production H; a handbook With 
production problems in Handel’s operas by 
Randolph Mickelson Minneapolis, 
University of Minnesota [1974, c1961] 347 
p. 24 cm ISBN 0-8 166-0689-7 
[MT955.E25] 61-16843 12.50 (pbk.) 

4. Opera—Froduction and direction. 2. 
Operas—Stories, plots, ete. L Title. 


MOORE, Frank Ledlie. | 782.1’03 
Crowell’s handbook of worid opera. Introd. 
by Darius Milhaud. Westport, Conn., 


JULY 31,1974 


Greenwood Press [1974] p. ISBN 0-8371- 
6822-8 Reprint of the 1961 ed. published 
by Crowell, New York, in series: A 
Crowell reference book. "Recordings of 
complete operas”: p. [ML102.06M6 1974] 
73-3025 27.50 

1. Opera-——Dictionaries. 2, Operas—Stories, 
plots, etc. 3. Operas—Discography. I. Title. 
Prepared from C.I.P. 


JACKSON, Stanley, 
1910- 

Monsieur Butterfly; the story of Giacomo 
Puccini. New York, Stein and Day [1974] 
x, 267 p. illus. 25 cm. ISBN 0-8128-1651- 
X Bibliography: p. 263-264. [ML410.P89J2 
1974b] 73-90692 10.00 

1. Puccini, Giacomo, 1858-1924. I. Title. 


NEWMAN, Ernest, 1868- 782.1°09274 
1959 


782.1°092’4 B 


A study of Wagner. New York, Vienna 
House [1974] xx, 401 p. music. 21 cm. 
ISBN 0-8443-0065-9 Reprint of the 1899 
ed. published by B. Dobel, London. 
Includes bibliographical references. 
P TTAN 1974] 74-75337 4.95 
i. Wagner, Richard, 1813-1883. I. Title. 


RUBSAMEN, Walter 
Howard, 1911-1973, comp. 
Scottish ballad operas HI: Farce and satire. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-0925-8 (The Ballad opera, v 
26) Facsims. Contents——Drury, R. The 
devil of a duke; or, Trapolin’s vagaries; a 
farcical ballad opera. 1733.—Thomson, A. 
The disappointed gallant; or, Buckram in 
armour; a new ballad opera. 1738.— 
MacLaurin, J. The philosopher’s opera. 
[1757]—Stuart, C. Gretna Green; a comic 
opera. [1783]—-Songs, airs, etc., in the 
musical farce called Gretna Green. 2d ed. 
F [ML48.B18 vol. 26] 782.871°208 74- 
I. Ballad operas—To 1800—Librettos. I. 
Title. IL. Series. 
Prepared from C.I.P. Available only in a 
set of 28 vol., 700.00. 


SHAW, Arnold. 784 
The rockin’ °50s; [the decade that 
transformed the pop music scene. New 
York, Hawthorn Books [c1974] xv, 296 p. 
illus. 25 om. Discography: p. 282-288. 
[ML3561.R62852] 73-332 8.95 

1. Rock music—-United States—History 
and criticism. I. Title. 


PLEASANTS, Henry. 784’.092’2 B 
The great American popular singers. New 
York, Simon and Schuster [1974] 384 p. 
ports. 24 cm. ISBN 0-671-21681-3 
[ML400. P647] 73-16878 9.95 
Singers, 
Music, Popular (Songs,  etc.j—United 
States-—History and criticism. I. Title. 


KNIGHT, Curtis. 784’.092’4 B 
Jimi. New York, Praeger, 1974. p. cm. 
ISBN 0-275-19880-0 [ML410.H476K6] 73- 
9394 7.95 

1. Hendrix, Jimi. I. Title. 

Prepared from C.I.P. 


*MCCURRY, John G. 784.4973 
The social harp, by John G. McCurry. 
Edited by Daniel W. Patterson and John 
F. Gorst. Athens, University of Georgia 
Press, 1973. 268 p. 15 cm. ISBN 0-8203- 
0296-1 This is a facsimile reprint of the 
1855 ed. [M1629] 72-78046 9.00 

1. Folk-songs, American. I. Title. 


MCINTOSH, David 784.49773 
Seneff, 1897- comp. 
Folk songs and singing games of the 


782.81208 s 


American—Biography. 2. 


Illinois Ozarks [by] David S. McIntosh. 
Edited by Dale Whiteside. Illustrations by 
Greg Trafidlo. Carbondale, Southern 
Illinois University Press [1974] p. ISBN 0- 
8093-0585-2 Bibliography: p. 
[41629.M1515F6] 72-75329 8.95 

dł. Folk-songs, American—lllinois. 2. 
Singing games, American. I Title. 
Prepared from C.I.P. 


AMERICAN war songs. 784.71973 
Published under supervision of National 
Committee for the Preservation of Existing 
Records of the National Society of the 
Colonial Dames of America. Philadelphia, 
1925. Detroit, Gale Research Co., 1974. 
xxvii, 202 p. illus. 22 cm. Without the 
music. [M1628.A6W4 1974] 73-19660 

i. War-songs, American. I. National 
Society of the Colonial Dames of America. 


*CARUSO, Enrico. 784.9 
How to sing. [Brooklyn, N.Y., Opera Box, 
1973] 61 p. illus., 21 cm. ISBN 0-913670- 
01-4 [MT835] 73-76972 5.00. 

1. Singing—Methods. I. Title. 

Publisher’s address: 1801 East 26th St., 
Brooklyn, N.Y. 11229 


GALL, Herbert J. 785°.06'71 
Perfecting the marching band: techniques 
and procedures for marching musical units 
of all sizes. Edited by George S. Howard. 
New York, Abelard-Schuman [1974] p. 
cm. ISBN 0-200-04002-2 [MT733.4.G3] 
72-9548 15.00 

1. Marching bands. I. Title. 

Prepared from C.I.P. 


NEWMAN, William S. 786.3°04'1 
The pianist’s problems; a modern approach 
to efficient practice and musicianly 
performance. 3d expanded ed. With a pref. 
by Arthur Loesser; illustrated by John V. 
Allcott. New York, Harper & Row [1974] 
p. cm. ISBN 0-06-013181-0 Bibliography: 
p. [MT220.N5 1974] 73-14275 7.95 

1. Piano—Practicing. I. Title. 

Prepared from C.I.P. 


KENNESON, Claude. 787.30712 
A cellist’s guide to the new approach. With 
a foreword by Kato Havas. [ist ed.] New 
York, Exposition Press [1974] 95 p. illus. 
21 cm. ISBN 0-682-47819-9 (An 
Exposition-university book) Bibliography: 
p. 94-95. [MT300.K45] 73-86546 4.50 

1. Violoncello—Instruction and study. I. 
Title. 


BENFIELD, Warren. 787°.41'0712 
The art of double bass playing, [by] 

Warren A. Benfield [and] James Seay 

Dean, Jr. Evanston, Ill., Summy-Birchard 

Co. [1973] 36 p. illus. 28 cm. ISBN 0- 

87487-081-X [MT320.B45] 73-15788 4.95 
bk 


) 
1. Double bass—Instruction and study. L 
Dean, James Seay, 1938- joint author. IL 
Title. 


BAXTER, Robert E. 787'.6V071 
Baxter's guitar workshop [by Bob Baxter] 
New York, Amsco Music Pub. Co., c1974. 
146 p. illus. 28 cm. ISBN 0-8256-2608-0 
Based on the television program of the 
same name. Includes songs (unacc. 
melodies with chord symbols) and guitar 
music in conventional notation and 
tablature. [MT580.B393B4] 73-92394 3.95 
1. Guittar—Instruction and study. 2. Music, 
ad (Songs, etc.)—United States. I. 
Ytle. 


HOWELL, Thomas. 788'.51 
The avant-garde flute; a handbook for 
composers and flutists. Berkeley, 
University of California Press, 1974. ix, 
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290 p. and phonodisc (2 s. > in? 33 1/3 
rpm.) in pocket. 28 cm. ISBN 0-520- 
02305-6 (The New instrumentation, v. 2) 
Bibliography: p. 37-38. [ML935.H795A9] 
72-85532 10.95 

1. Flute. I. Title. II. Series. 


COCKETT, Mary. 789.5 
Belis in our lives; drawings by Janet 
Duchesne. Newton Abbot, David & 
Charles, 1973. 80 p. illus. 22 cm. ISBN 0- 
7153-6229-1 [CC207.C6] 74-160353 

1. Bells—Juventle literature. I. Title. 

Disi. by David & Charles, Vermont, 4.95. 


DOUGLAS, Alan Lockhart 
Monteith, 1899- 

Electronic music production [by] Alan 
Douglas. [Ist ed.] Blue Ridge Summit, Pa., 
G/L Tab Books [1974, c1973] 148 p. illus. 
23 cm. ISBN 0-8306-4718-X Bibliography: 
p. [143]-144. [ML1092.D59 1974] 74- 
75216 7.95 

1. Musical instruments, Electronic. 2. 
Electronic music—History and criticism. I. 
Title. 


789.9 


Sports 790-799 


OLSEN, James T. 790.2°092’4 B 
Bill Cosby: look back in laughter, by James 
T. Olsen. Illustrated by Harold Henriksen. 
Mankato, Minn., Creative Education 
[1974] p. cm. ISBN  0-87191-356-9 
(Personal close-ups) A biography of the 
black comedian famous for anecdotes 
about his childhood. [PN2287.C63204] 
74-6454 4.95 (lib. bdg.) 

I. Cosby, William H.—Juvenile literature. 
I. Henriksen, Harold, illus. If. Title. 
Prepared from C.I.P. 


ROGERS, Will, 1879- 
1935. 

The writings of Will Rogers. Stillwater, 

aroman orite University Press, 1973- v. 

illus. [PN6161.R6644] 

[PN6231. Ma] 73- 163424 

1. American wit and humor. I. Title. 


ween Emlyn, 791'.092'4 B 
Emlyn, an early autobiography, 1927-1933. 
New York, Viking Press [1974, c1973} viii, 
424 p. 22 cm. ISBN 0-670-29295-8 A 
sequel to his George, an early 
autobiography. [PR6045. 1527498 1974] 73- 
19324 10.00 

I. Williams, Emlyn, 1905-—Biography. I. 
Title. 


*ENEVIG, Anders. 791.3 
Let’s start a circus. New York, Van 
Nostrand Reinhold Co. [1973] 93 p. illus. 


791.0924 


23 cm. ISBN 0-442-29975-3 (A Van 
Nostrand Reinhold book) Originally 
published in Danish has title: Vi Leger 


Cirkus. [{GV1838]] 72-9722 4.95 
I. Circus—Juvenile literature. I. Title. 


JINKS, William. 791.43 
The celluloid literature: film in the 
humanities. 2d ed. Beverly Hills [Calif.] 
Glencoe Press [1974] xiv, 220 p. illus. 24 
cm. Bibliography: p. 202-211. [PN1994.J5 
1974] 73-7361 3.95 qbk) 

1. Moving-pictures. 2. Moving-pictures and 
literature. I. Title. 


METZ, Christian. 791.4301 
Film language; a semiotics of the cinema. 
Translated by Michael Taylor. New York, 
Oxford University Press, 1974. xiv, 268 p. 
22 cm. Translation of Essais sur la 
signification au cinema. Includes 


105 
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bibliographical references. 
[PN1995.M4513] 73-90363 10.95 


d.  Moving-pictures—Addresses, essays, 
lectures. I. Title. 
TUDOR, Andrew, 1942- 791.4701 


Theories of film. New York, Viking Press 

{[1974, c1973) 168 p. illus. 20 cm. ISBN 0- 

670-69811-3 (Cinema one, 23) 

Bibliography: p. 165-168. [PN1995.T78 

1974] 73-8380 6.95 

1. Moving-pictures. I. Title. 

Pbk., 3.25, ISBN 0-670-01965-89 

HALLIWELL, Leslie, 791.430207 
comp. 

The filmgoer’s book of quotes. New 

Rochelle, N.Y., Arlington House [1974, 

c1973] p. cm. ISBN  0-87000-285-6 

[PN1994.9.H3 1974] 72-6224 6.95 

i. Moving-pictures—Anecdotes, facetiae, 

satire, etc. 2. Moving-pictures—Quotations, 

maxims, etc. 3. Moving-pictures— 

Miscellanea. I. Title. 

Prepared from C.I.P. 


ALLEN, Don. 791.43°0233'0924 
Francois Truffaut. New York, Viking Press 
[1974] 176 p. illus. 20 cm. ISBN 0-670- 
32707-7 (Cinema one, 24) Filmography: p. 
163-176. [PN1998.A3T728] 73-14080 6.95 
1. Truffaut, Francois. 
FRISCHAUER, 791.43°0233'0924 B 
Willi, 1906- 

Behind the scenes of Otto Preminger; an 
unauthorized biography. New York, 
Morrow, 1974 [c1973] 278 p. illus. 21 cm. 
ISBN 0-688-00262-5 ”The plays and films 
of Otto Preminger”: p. [249]-268. 
(PN1998.A3P674 1974] 73-22614 7.95 

i. Preminger, Otto. 1. Title. 


LEROY, Mervyn, 791.43’0233°0924 B 
1900- 

Mervyn Le Roy: take one, by Mervyn 
LeRoy, as told to Dick Kleiner. Foreword 
by Jack L. Warner. New York, Hawthorn 
Books [1974] xii, 244 p. illus. 24 cm. 
{PN1998.43L478 1974] 73-370 10.00 

I. LeRoy, Mervyn, 1900- I. Kleiner, Dick, 
1921- II. Title. 


MINNELLI, 
Vincente. 
I remember it well [by] Vincente Minnelli 
with Hector Arce. Foreword by Alan Jay 
Lerner. [lst ed.] Garden City, N.Y., 
Doubleday, 1974. p. ISBN 0-385-09522-8 

[PN1998.A3M467 1974] 73-14052 10.95 
1. Minnelli, Vincente. I. Arce, Hector. I. 
Title. 

Prepared from C.I.P. 


NOWELL-SMITH, 
Geoffrey. 

Luchino Visconti. New York, Viking Press 

[1973,i.c. 1974] 220 p. illus. 20 cm. ISBN 

0-670-44426-X baa one, 3) 

Filmography: 207-220. 

[PN 1998. A3V5855 1973] 73-17729 6.95 

1. Visconti, Luchino, 1906- 

Pbk. 3.95; ISBN 0-670-01979-8. 


791.43°0233'0924 B 


791.43'0233'0924 


eo Gene 791.43°0233'0922 
The movie makers: artists in an industry 
[by] Gene D. Phillips. Chicago, Nelson- 
Hall Co. [1973] xv, 249 p. illus. 21 x 27 
cm. ISBN 0-911012-43-5 Bibliography: p. 
241-244. [PN1998.A2P48] 73-75524 15.00 
L Movíng-picture producers and 
directors—United States. 2. Moving-picture 
producers and directors—Great Britain. I. 
Title. 
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DOUGLAS, Peter, 
1936- 

Clint Eastwood: movin’ on. Chicago, H. 

Regnery Co. [1974] p. cm. ISBN 0-8092- 

9014-6 Filmography”: p. 

[PN2287.E37D6] 73-20675 7.95 

1. Eastwood,‘Clint, 1930- 

Prepared from C.I.P. 


ARMES, Roy. 791.430904 
Film and reality; an historical survey. 
Harmondsworth, Penguin, 1974. 3-254 p. 
18 cm. ISBN 0-14-021701-0 (Pelican 
books) Includes index. Bibliography: p. 
[229]-244. [PN1993.5.A1A74] 74-166369 
1. Moving-pictures—History. I. Title. 
ao by Penguin, Baltimore; 1.95 
bk.). 


KNIGHT, Arthur. 791.43'0909°353 
Playboy’s sex in cinema 4. [lst ed. 
Chicago] Playboy Press [1974] 144 p. illus. 
18 cm. [PN1995.9.S45K64] 74-163641 
1.75 (pbk.) 

1. Sex in moving-pictures. I. Playboy. IT. 
Title. 


LOW, Rachael. 791.430924 
The history of the British flm, by Rachael 
Low and Roger Manvell. [New_York] 
Distributed in the United States by Bowker 
[1973- v. illus. 25 cm. Vol. by R. Low. 
Vol. 1: Based upon research of the History 
Committee of the British Film Institute. 
Vol. 3: Published under the joint auspices 
of the British Film Institute and the British 
Film Academy. Contents.——-[1] 1896-1906. 
—[3] 1914-1918. Includes bibliographies. 
[PN1993.5.G7L6 1973] 74-162852 11.50 
1. Moving-pictutes—Great Britain. L 
Manvell, Roger, 1909- joint author. H. 
Title. IH. Title: The British film. 

Volume two, 13.50; volume three, 14.75. 


FELL, John L., 1927- 791.43’0973 
Film and the narrative tradition, by John 
L. Fell. [lst ed.] Norman, University of 
Oklahoma Press [1974, c1973] p. cm. 
ISBN  0-8061-1127-5 Bibliography: p. 
[PN1993.5.U6F4 1974] 73-7428 9.95 


791.43°028'0924 B 


1. Moving-pictures—United  States— 
History. I. Title. 

Prepared from C.I.P. 

FRENCH, Philip. 791.43°7 


Westerns: aspects of a movie genre. New 
York, Viking Press [1974, c1973] 176 p. 
illus. 20 cm. ISBN 0-670-75727-6 (Cinema 
one, 25) Filmography and bibliography: p. 
168-176. [PN1995.9.W4F7 1974] 73-8480 
6.95 

1. Western films—History and criticism. I. 
Title. 


SONTAG, Susan, 1933- 791.43°7 

Brother Carl; a filmscript. New York, 

coon Straus and Giroux [1974, c1973] 
cm. ISBN 0-374-11700-4 

{PN1997, B764S86 1974] 72-82949 7.95 

£. Brother Carl. [Motion picture] 

Prepared from C.I.P. Pbk. 2.95 

BAIN, Donald, 791.44°092’4 B 

1935- 

Nebel; the biography of Long John 

Nebel—salesman, king of talk radio, and 

magnificent charlatan. New York, 

Macmillan, 1974. p. cm. ISBN 0-02- 

505950-5 [HF5438.B223] 74-1077 7.95 

1. Nebel, Long John. 

Prepared from C.I.P. 


HALL, Monty. 791.45°092'4 B 
Emcee Monty Hall [by] Monty Hall and 
Bill Libby. New York, Grosset & Dunlap 
[c1973] 279 p. illus. 22 cm. ISBN 0-448- 
OPEX [PN1992.4.H35A32] 72-79970 
-9 
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1. Hall, Monty. I Libby, Bill, joint author. 
IE. Title. 


KAYE, Evelyn, 1937- 791.45°5 
The family guide to children’s television: 
what to watch, what to miss, what to 
change, and how to do it. With illus. by 
Edward Frascino. [lst ed.}] New York, 
Pantheon Books [1974] p. cm. ISBN 0- 
394-49157-2 "Under the guidance of 
Action for Children’s Television with the 
cooperation of the American Academy of 
Pediatrics.” Bibliography: p- 
[HQ784.T4K38] 73-18726 8.95 

1. Television and children. 2. Television 
programs—United States. I Action for 
Children’s Television. If American 
Academy of Pediatrics. III. Title. 

Prepared from C.I.P. Pbk. 1.95, ISBN 0- 
394-70637-4 


SCOTI, Adolphe Clarence, 
1909- 

The puppet theatre of Japan, by A. C. 
Scott. Rutland, Vt., C. E. Tuttle [1973, 
c1963] 163 p. illus., 19 cm. ISBN 0-8048- 
1116-4 (Tut books ed.) [PN1978.13S83] 63- 
21179 3.50 (pbk.) 

i. Puppets and puppet-plays—Japan. I. 
Title. 


DOBREE, Bonamy, 1891- 792 
Timotheus; or, The future of the theatre. 
[Folcroft, ‘Pa Folcroft Library Editions, 
1974 [c1925] p. cm. Reprint of the ed. 
published by Dutton, New York, in series: 
Today and tomorrow series, [PN2093.D6 
1974] 74-8981 7.50 (lib. bdg.) 

I. Theater—Miscellanea. I. Title. II. Title: 
The future of the theatre. III. Series: 
Today and tomorrow series. 

Prepared from C.I.P. 


COUNSELL, John. 792.0233 
Play direction; a practical viewpoint. New 

York, St. Martin’s Press [1974, c1973] 141 

p- illus. 23 cm. Bibliography: p. 131. 
[PN2053.C65 1974] 73-86657 5.95 

7 Theater—Production and direction. I. 
itle. 


MOORE, Sonia. 792.028 
The Stanislavski system; the professional 
training of an actor. Digested from the 
teachings of Konstantin S. Stanislavski. 
New rev. ed. New York, Viking Press 
[1974] xxi, 106 p. 21 cm. ISBN 0-670- 
66694-7 "Originally published as The 
Stanislavski method.” [PN2065.M6 1974] 
73-13290 5.95 

I. Stanislavsky method. I. Title. 

Pbk., 2.25, ISBN 0-670-00410-3. 


LE GALLIENNE, 792’.028°0924 B 
Eva, 1899- 

With a quiet heart; an autobiography. 

Westport, Conn., Greenwood Press [1974, 

1953] p. ISBN 0-8371-7470-8 Reprint of 

the ed. published by Viking Press, New 


791.53 


< York. [PN2287.L3A35 1974] 74-3745 
15.00 
1. Le Gallienne, Eva, 1899- 2. Actresses— 
Correspondence, reminiscences, etc. 
Title. 
Prepared from C.I.P. 
ELSOM, John. 792.0909353 


Erotic theatre. Introd. by John Trevelyan. 
New York, Taplinger [1974, c1973] xv, 
269 p. illus. 23 cm. ISBN 0-8008-2465-2 
“PN2049.E5 1974] 73-15277 10.00 

i. Sex in the theater. I. Title. 


HAYMAN, Ronald, 1932- 792.0922 
Playback. New York, Horizon Press [1974] 
p. cm. ISBN 0-8180-0506-8 [PN2189.H3 
1973b] 74-4373 6.95 

J. Theater. I. Title. 


JULY 31,1974 
Prepared from C.I.P. 


SMITH, Dane Farnsworth, 
1895- 

The critics in the audience of the London 
theatres from Buckingham to Sheridan; a 
study of neoclassicism in the playhouse, 
1671-1779. [Norwood, Pa.] Norwood 
Editions, 1974. p. cm. Reprint of the 1953 
ed. published by the University of New 
Mexico Press, Albuquerque, which was 
issued as no. 12 of the University of New 
Mexico publications in language and 
literature. Includes bibliographical 
references, [PN2592.S65 1974] 74-10513 
20.00 

1. Theater—England—History. 2. English 
drama—Restoration, 1660-1700—History 
and criticism. 3. English drama—t18th 
century——History and criticism. I. Title. IT. 
Series: New Mexico. University. University 
of New Mexico publications in language 
and literature, no. 12. 

Prepared from C.I.P. 


SCHLEGEL, August William 
von, 1767-1845. 

Course of lectures on dramatic art and 
literature, by Augustus William Schlegel. 
Translated by John Black. Rev., according 
to the last German ed., by A. J. W. 
Morrison. New York, AMS Press, 1973, 
[i.e. 1974] viii, 535 p. 19 cm. ISBN 0-404- 
05605-9 Translation of Ueber die 
dramatische Kunst und Litteratur. Reprint 
of the 1846 ed. published by H. G. Bohn, 
London. [PN1664.835 1973] 74-164395 
15.00 

1. Drama—History and criticism. 2. 
Drama—Technique. L Morrison, 
Alexander James William, 1806-1865, ed. 
IT. Title. 


MANDER, Raymond. 792.3°0942 
Pantomime; a story in pictures [by] 
Raymond Mander & Joe Mitchenson. 
Foreword by Danny La Rue. New York, 
Taplinger Pub. Co. [c1973] 56 p., [112] p. 
of illus. 26 cm. ISBN 0-8008-6233-3 ”The 
story of pantomime”, by G. B. Shaw, p. 1- 
47. [PN1985.M25 1973] 73-6176 14.95 

I. Pantomime—Great  Britain—Pictorial 
works. I. Mitchenson, Joe, joint author. IT. 
Shaw, George Bernard, 1856-1950. The 
story of pantomime. 1973. III. Title. 


792.0942 


792.1 


COHEN, Selma Jeanne, 
1920- comp. 

Dance as a theatre art; source readings in 
dance history from 1581 to the present. 
New York, Dodd, Mead, 1974. viii, 224 p. 
illus. 23 cm. ISBN 0-396-06894-4 
Bibliography: p. [217]-224. [GV1781.C63] 
73-15380 4.95 (pbk.) 

1. Dancing—RHistory—Sources. I. Title. 


INTERNATIONAL Dance 
Teachers’ Association. 

Ballroom dancing for beginners and bronze 
medallists. 5th ed. Brighton [Eng 1973] 40 
p. 19 cm. Stamped on t.p.: Distributed by 
Sportshelf, New Rochelle, N.Y. Previous 
ed. published under title: Ballroom dancing 
to bronze medal standard. [GV1751.157 
1973] 74-164325 2.00 (pbk.) 

1. Ballroom dancing. I. Title. 


LAVELLE, Doris. 793.33 
Latin and American dances. [London] 
Pitman [1973 c1972] 194 p. photos 19 cm. 
(Leisure time books) Stamped on tip.; 
Distributed by Sportshelf, New Rochelle, 
N.Y. [GV1621.L3] 10.00 

1. Dancing—America. L Title. 

ere card number for original ed: 66- 
1460. 


793.309 


793.3’3 


*LAKE, Antony. 793.73 
A plentitude of word games. New York, 
Hart Publishing Co. [1973] 192 p. 21 cm. 
[GV1507] 72-96626 1.95 (pbk.) 

i. Ward games. I. Title. 


*HALL, Frederick. 793.732 
Know your Bible better; a thousand and 
one Bible questions with their answers. 
Grand Rapids, Mich., Baker Book House 
[1973, 1947] 138 p. 18 cm. ISBN 0-8010- 
4081-7 (Quiz and puzzle books) Title on 
spine: Know your Bible better quiz book. 
(oviso7 1.50 (pbk.) 

Title. If. Title: Know your Bible better 
quiz book. 


*PRESTON, Charles, comp. 

Crossword puzzles in large type. 
Book 2 is now available from Grosset & 
Dunlap for 1.95 (pbk.) ISBN 0-448-11648- 


793.732 


DOTY, Roy, 1922- 793.7735 
Puns, gags, guips, and riddles; a collection 
of dreadful jokes. [1st ed.] Garden City, 
N.Y., Doubleday [1974] [64] p. illus. 25 
em. ISBN 0-385-06051-3 A collection of 
riddles giving answers to such questions as 
"If hamburgers grew on trees what would 
they be called?” or ”How come all hippies 
sick together?” [PN6371.D67] 73-13116 
3.9 

L Riddles. 2. American wit and humor. I. 
Title. 

Library binding; 4.70, ISBN 0-385-06057- 
2. 


WIESNER, William. 793.8 
Magic tales and magic tricks. New York, 
Scribner [1974] 64 p. col. illus. 21 cm. 
ISBN 0-684-13721-6 Includes three magic 
tales adapted from folklore and instructions 
for magic tricks using inexpensive props. 
[GV1548.W53] 73-19269 4.95 

1. Conjuring—Juvenile 
Tricks—Juvenile literature. I. Title. 


ALEXANDER, Conel Hugh 794.1 
O’Donel. 

A book of chess, by C. H. O’D. Alexander. 
Edited and designed by Derek Birdsall. 
{Ist U.S. ed. New York] Harper & Row 
[1973, i.e.1974] 154, [10] p. illus. 23 cm. 
ISBN 0-06-010048-6 Bibliography: p. [157] 
[GV1446.A39 1973] 73-11894 10.00 

1. Chess. I. Title. 


HOROWITZ, Israel Albert, 
1907- 

How to win in the middle game of chess, 

by I. A. Horowitz. New York, Cornerstone 

Library [1974, c1955] 190 p. diags. 20 cm. 

[GV1450.7H6] 1.50 (pbk.) 

1. Chess—Middle games. I. Title. 

L.C. card no.: for hardbound ed.: 55- 

2547. 


794.1 


*SARNOFF, Jane 794.1 
The chess book by Jane Sarnoff and 
Reynold Ruffins New York, Scribner 
[1973] 39, [1] p. illus. 27 cm. ISBN 0-684- 
13494-2 [GV1446] 73-1385 5.95. 

1. Chess—Juvenile literature. I. Ruffins, 
Reynold, joint author II. Title. 


FREEBOROUGH, E. 794.1°22 
Chess openings ancient and modern; 
revised and corrected up to the present 
time from the best authorities, by E. 
Freeborough and C. E. Ranken. With 
numerous original variations and 
suggestions by Geo. B. Fraser, W. Wayte, 
and other eminent players and analysts. 
With an introd. to the Hippocrene ed. by 
Frank Brady. [New York] Hippocrene 
Books [distributed by Optimum Book 
Marketing Co., 1974} 292 p. illus. 21 cm. 


literature. 2. . 
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ISBN 0-88254- 179-X (Hippoerene chess 
series) Facsimile reprint of the ed. 
published by New Amsterdam Book Co., 
New York. [GV1450.F73 1974] 73-83321 
2.95 (pbk.). 

I. Chess—Openings. I. Ranken, Charles 
Edward, joint author. II. Title. 


BYRNE, Robert, 1928- 794.257 
Both sides of the chessboard; an analysis of 
the Fischer/Spassky chess match [by] 
Robert Byrne and Ivo Nei. Introd. by Max 
Euwe. [New York] Quadrangle [1974] xiv, 
211 p. illus. 22 cm. [GV1455.B95 1974] 
73-79908 7.95 

L. Fischer, Bobby, 1943- 2. Spasskii, Boris 
Vasilevich, 1937- 3. Chess—Tournaments, 
1972. I. Nei, Iwo, joint author. II. Title. 


GIBSON, Walter Brown, 1897- 795.4 
Hoyle’s modern encyclopedia of card 
games; rules of all the basic games and 
opular variations, by Walter B. Gibson. 
lst ed.] Garden City, N.Y., Dolphin 
Books [1974] 398 p. illus. 21 cm. ISBN 0- 
385-07680-0 (A Dolphin handbook) 
{GV 1243.G49] 73-163085 3.95 (pbk.)} 

i. Cards—Dictionaries. I. Title. 


BUKATA, Jim. 796 
ABC's wide world of sports record book. 
[New York] Stadia Sports Pub. [1973] 222 
p. illus. 20 cm. [GV741.B84] 73-84461 
1.95 (pbk.) 

1. Sports—Statistics. I. Title. 


STURGEON, Kelso. 796 
Guide to sports betting, by Kelso Sturgeon 
and the editors of Sports action. fist ed.] 
New York, Harper & Row [1974] p. cm. 
ISBN 0-06-014172-7 [GV717.S78] 73- 
18622 8.95 

1. Sports betting. I. Sports action. I. Title. 
Prepared from C.I.P. 


MCCALL, Virginia, 1909- 796’ .023 
Your career in parks and recreation {by] 
Virginia & Joseph R. McCall. New York, 
J. Messner [1974] p. cm. ISBN O- 671- 
32236-2 Bibliography: p. Describes the 
responsibilities of and the training required 
for a career in park service and outdoor 
recreation: [SB482.A4M29 1974] 74-8191 
25 

1. Parks—Vocational guidance. 2, Outdoor 
recreation— Vocational guidance. I 
McCall, Joseph R., joint author. II. Title. 
Prepared from C.I.P. Library binding; 5.79, 
ISBN 0-671-32688-0. 


BORTSTEIN, Larry. 796.076 
ABC's wide world of sports quiz book. 
[New York] Stadia Sports Pub. [1973] 223 
p. illus. 20 cm. [GV1189.B67] 74-166289 
1.95 (pbk.) 

1. Sports—Miscellanea. I. Title. 


LIBBY, Bill. 796°.09 
Classic contests of sports. New York, 
Hawthorn Books [1974] xi, 189 p. illus. 22 
cm. [GV576.L52 1974] 73-375 6.95 

1. Sports—History. 


ROBINSON, William 
Wheeler, 1918- 
The sailing life, and how to enjoy it, by 
Bill Robinson. New York, Scribner [1974] 
xvii, 316 p. illus. 26 cm. ISBN 0-684- 
13642-2 {[GV812.5.R6A3 1974] 73-14403 
12.50 
1. Robinson, William Wheeler, 1918- 2. 
od and yachting. 3. Sailboat racing. I. 
ttle. 


LAI, William T. 796.3232 
Winning basketball, by William T. (Buck) 
Lai. New York, Stadia Sports Pub. [1973] 
159 p. illus. 20 cm. (Sport-spectrum 


796.1'24'0924 B 
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classic) ‘One spine: How to play winning 
basketball. Text and illustrations introduce 
basic individual skills and team strategy in 
basketball. [GV885.L252] 73-85839 1.50 
(pbk.) 

1. Basketball I. Title. II. Title: How to play 
winning basketball. 


LIBBY, Biil. 796.32°363'0979494 
The Walton gang. New York, Coward, 
McCann & Geoghegan [1974] 286 p. illus. 
22 cm. ISBN 0-698-10565-6 
(GV884.W3L52 1974] 73-78769 8.95 

1. Walton, Bill, 1952- 2. California. 
University. University at Los Angeles— 
Basketball. I. Title. 


JANOFF, Murray. 796.32°364'0973 
Inside pro basketball. [New York] Stadia 
Sports Pub. [1973] 159 p. illus. 20 cm. 
(Sports-spectrum classic) A behind-the- 
scenes look at the building and 
administration of a professional basketball 
team. [GV885.5.]36] 73-85840 1.50 (pbk.). 
1. Basketball. I. Title. 


THIGPEN; Janet. 796.325 
Power volleyball for girls and women. 2d 
ed. Dubuque, Iowa, W. C. Brown Co. 
[1974] xiii, 144 p. illus. 23 cm. Dis¢usses 
the evolution of volleyball, analyzes 
offensive and defensive techniques, 
presents warm-up drills, and offers 
coaching psychology with emphasis on the 
sport’s applications to women. 
[GV1017.V6T47 1974] 73-84328 

1. Volleyball for women. I. Title. 

BLAIK, Earl H., 


796.33°2’0924 B 
1897- 


The Red Blaik story. New Rochelle, N.Y., 
Arlington House [1974] p. cm. ISBN 0- 
87000-267-8 Part 1, You have to pay the 
price, written by E. H. Blaik and T. 
Cohane, was first published separately in 
1960. [GV939.B53A37] 74-7266 9.95 

1. Blaik, Earl H, 1897- 2. Football. I. 
Title. 

Prepared from CLP. 


LIBBY, Bill. 796.33°2°0924 B 
O. J.: the story of football’s fabulous O. J. 
Simpson. New York, Putnam [1974] 192 p. 
22 cm. ISBN 0-399-20384-2 (Putnam 
sports shelf) Traces the football career of 
the winner of the Heisman Trophy and 
college and professional Player of the Year 
awards who has set many rushing records. 
[GV939.8S47L42 1974] 92 73-88519 4.89 

I. Simpson, O. J.—Juvenile literature. 2. 
Football—Juvenile literature. I. Title. 


MORSE, Charles. 796.33'2°0924 B 
Bob Griese, by Charles and Ann Morse. 
Illustrated by Harold Henriksen. Mankato, 
Minn., A. Street; [distributed by Children 
Press, Chicago, 1974] p. cm. ISBN 0- 
87191-345-3 (Superstars) A brief biography 
of the Miami Dolphin quarterback 
emphasizing his plays in various football 
games. [GV939.G76M67] 92 74-4426 4.95 
(lib. bdg.) 

1. Griese, Bob—Juvenile literature. 2. 
Football—Juvenile literature. I. Morse, 
Ann, joint author. II. Henriksen, Harold, 
illus. TII. Title. 

Prepared from C.I.P. 


BARAN, Richard T., 
1938- 

Coaching football’s polypotent offense [by] 

Richard T. Baran. West Nyack, N.Y., 

Parker Pub. Co. [1974] p. cm. ISBN o- 

13-139055-4 [GB951.8.B37] 74-4074 7.95 

1. Football—Offense. 2. Football coaching. 

I. Title. 

Prepared from C.I.P. 
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OLCOTT, Jack. 796.3322 
Football’s fabulous forty defense. West 
Nyack, N.Y., Parker Pub. Co. [1974] p. 
cm. ISBN 0-13-324095-9 [GV951.1.043] 
74-8847 8.95 

1. Football—Defense. I. Title. 


Prepared fromm C.I.P. 


MAY, Julian. 796.33°264'097642812 
The Dallas Cowboys. Mankato, Minn., 
Creative Education; distributed by 
Childrens Press, Chicage [1974] p. cm. 
ISBN 0-87191-327-5 (His Superbowl 
champions) A brief history of the 
championship football team, winners of the 
Super Bowl VI against the Miami 
Dolphins. [GV956.D3M39] 74-3241 4.95. 
1. Dallas Cowboys—Juvenile literature. 
Prepared from C.I.P. 


HARMAN, Bob, 1918- 796.34'2’01 
Use your head in tennis [by] Bob Harman 
with Keith Monroe. Rev. ed. New York, 
Crowell [1974] p. cm. ISBN 0-690-00584- 
9 [GV1002.9.P75H37 1974] 74-10715 6.95 


1. Tennis—Psychological aspects. TI. 
Monroe, Keith. IT. Title. 

Prepared from C.I.P. 

*OFFICIAL baseball 796.357 
register. 

The 1974 ed. is available from Sporting 


News for 5.00 (pbk.) 


PERRY, Gaylord, 
1938- 

Me and the spitter; an autobiographical 
confession [by] Gaylord Perry with Bob 
Sudyk. [lst ed.] Nov, GA Saturday 
Review Press [1974] 2 22 cm. ISBN 
0-8415-0299-4 [ovi6s1 PaB A35 1974] 74- 
245 6.95 

1. Perry, Gaylord, 1938- 2. Pitching 
(Baseball I. Sudyk, Bob, joint author. II. 
ttle. 


RUBIN, Robert, 
1941- 

Satchel Paige: all-time baseball great. New 

York, Putnam [1974] 157 p. 22 cm. ISBN 

0-399-20386-9 (Putnam sports shelf) A 

biography of the black pitcher who might 

have been the greatest pitcher of major 


796.357°092'4 B 


` 796.357°092'4 B 


. league history had his color not barred him 


from the majors until the last eight years 
of his career. [GV865.P3R82 1974] 73- 
87215 4.89 (lib. bdg.). 

1. Paige, Leroy, 1906-—Juvenile literature. 
2. Pitching (Baseball)—Juvenile literature. 
I. Title. 


WOLF, Harold H. 796.357°2 
Inside baseball [by] Harold H. ”Hal” Wolf. 
[Ist ed.] New York, Exposition Press 
[1974] 217 p. 21 cm. ISBN 0-682-47851-2 
(An Exposition-banner book) 
[GV867.W64] 73-91104 8.00 

1. Baseball. 2. Baseball coaching. I. Title. 


AARON, Henry, 1934- 796.357°26 
Hitting the Aaron way, by Hank Aaron 
and Joel Cohen. Englewcod Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-470- 
72045-XK The most effective techniques in 
hitting a baseball are described by Hank 
Aaron who is expected to surpass Babe 


Ruths home frun record in 1974. 
[GV869.A27] 73-21326 5.95 
i. Aaron, Henry, 1934- —Juvenile 


literature. 2. Batting (Baseball)—Juvenile 
literature. I. Cohen, Joel ñi, joint author. 
IT. Title. : 
Prepared from C.I.P. 


BALEY, James A. . 796.4°07 
Handbook of gymnastics in the schools: 
instructional, exhibitional, and competitive 
gymnastics for men and women [by] James 
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A. Baley. Boston, Allyn and Bacon [1974] 
x, 340 p. illus. 26 cm. Portions of this 
book were published previously in 
Gymnastics in the schools,” in 1965. 
Includes bibliographical references. 
[GV461.B32] 73-84244 11.95, 6.50 (pbk.) 
1. Gymnastics—Study and teaching. I. 
Baley, James A. Gymnastics in the 
schools. If. Title. IIT. Title: Gymnastics in 
the schools. 
MILLER, Kenneth Dayton, 796.4°2 
1914- 
Track and field for girls [by] Kenneth D. 
Miller [and] Billie J. Jones. 2d ed. New 
York, Ronald Press [1974] viii, oe p. illus. 
26 cm. Bibliography: p- 157. 
[GV1060.8.M54 1974] 73- 77861 6.50 
1. Track-athletics for women. I. Jones, 
Billie Jo, joint author. I. Title. 


BAUER, Erwin A. 796.54 
Camper’s digest, edited by Erwin and 
Peggy Bauer. Chicago, Follett Pub. Co. 
[1974] 288 p. illus. 28 cm. ISBN 0-695- 
80452-9 First ed. by C. Coffey published 
in 1979: [SK601.B335 1974] 74-166312 
9 

I. Camping. I. Coffey, Cecil. Camper's 
digest II, Bauer, Peggy, joint author. III. 
ttle. 


PAUL, Aileen. 796.54 
Kids camping. Illustrated by John Delulio. 
[Ist ed.] Garden City, N.Y., Doubleday 
[1973] 128 p. illus. 24 cm. ISBN 0-385- 
02937-3 Gives advice on choosing a 
campsite, proper equipment, foods and 
menus, setting «up camp, and other 
necessary information for prospective 
campers. [SK601.15.P38] 72-92236 4.95 

1. Camping—Juvenile literature. I. Delulio, 
John, illus. II. Title. 


LYTTLE, Richard B. 796.6 
The complete beginner's guide to bicycling 
[by] Richard B. Lyttle. [lst ed.] Garden 
City, N.Y., Doubleday, 1974. 127 p. illus. 
25 cm. ISBN 0-385- 94939- 0 Bibliography: 
p. [119}]-120. A guide to bicycle fun, 
equipment, safety, travel, and care. 
[GV1041.L96 1974] 73-80947 4.95 

1. Cycling. I. Title. 

Library binding; 5.70, ISBN 0-385-06259- 
1. 


SHERMAN, Steve, 1938- 796.6 
Bike hiking. [lst ed.] Garden City, N.Y., 
Dolphin Books, 1974. 160 p. 18 cm. ISBN 
0-385-01805-3 "A Doubleday Dolphin 
book.” Includes bibliographical references. 
(GV 1041.S49] 73-11731 1.45 (pbk.) 

1. Cycling. I. Title. 


CALVIN, Jean. 796.72 
Rallying to win; a complete guide to North 
American rallying. [Newport Beach, Calif.] 
Bond/Parkhurst Books [1974] 173 p. illus. 
24 cm. ISBN 0-87880-017-4 
[GV1029.2.C27] 73-86002 8.95 

1. Automobile rallies. 2. Automobile 
rallies—North America. I. Title. 


SETRIGHT, L. J. K. 796.7°2’0904 
The Grand Prix, 1906 to 1972 [by] L. J. 
K. Setright. lst American ed.] New York, 
Norton [1973] 320 p. illus. 26 cm. ISBN 
0-393-08680-1 [TL236.846 1973b] 74- 
163640 19.95 

I. Automobiles, Racing. 2. Grand Prix 
racing—History. I. Title. 


HUNTER, Jim, 1939- 796.720922 B 
Racing to win Wood Brothers style 
[produced by] Lyle Kenyon Engel. [Text 
by Jim Hunter] New York, ARCO [1974] 
158 p. illus. 25 cm. ISBN’ 0-668-02886-6 
[GV1029.H84] 72-91065 3.95 
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1. Wood family. 2. Automobile racing. I 
Engel, Lyle Kenyon. JI. Title. Hl. Title: 
Wood Brothers. 


DORSON, Ron. 796.7°2°0977252 
The Indy 500: an American institution 
under fire. [Newport Beach, Calif] 
Bond/Parkhurst Books [1974] 229 p. illus. 
24 cm. ISBN 0-87880-025-5 Bibliography: 
Di Z23221, [GV1033.5.155D67] 74-76608 


L indianapolis Speedway Race. F. Title. 


TAMURA, Vince. 796.87 152 
Common sense self-defense, by Vince 
Tamura and Gene Shelton. Los Angeles, 
Ohara Publications [1974] 152 p. illus. 23 
cm. [GV1112.T34] 74-75227 3.95 (pbk.) 

1. Self-defense. 2. Hand-to-hand fighting, 
Oriental. I. Shelton, Gene. II. Title. 


LIEBERS, Arthur, 1913- 796.9°3 
The complete book of cross-country skiing 
and ski touring. New York, Coward, 
McCann & Geoghegan [1974] 285 p. illus. 
22 cm. ISBN 0-698-10533-8 Bibliography: 
p. 275-276. [GV854.9.C7L53 1974] 73- 
78759 8.95 

1. Cross-country skiing. 2. Cross-country 
skiing—United  States—Directories. 3. 
Cross-country skiing—Canada— 
Directories. I. Title. 


ROSS, Frank, 1942- 796.962 
Inside pro hockey. [New York] Stadia 
Sports Pub. [1973] 159 p. illus. 20 cm. 
(Sport-spectrum classic) A look behind the 
scenes at such aspects of professional 
hockey as the training camp, hockey 
officials, the attitudes of wives, hockey 
schools, and the Halls of Fame. 
[GV847.2.R67] 73-88795 1.50 (pbk.) 

1. Hockey. I. Title. 


SMITH, Don, 1926- ` 796.962 
Face-off! [New York] Stadia Sports Pub. 
[1973] 159 p. illus. 20 cm. (Sport-spectrum 
classic) On spine: Winning hockey for 
young skaters. An introduction to the basic 
skills, techniques, and equipment of 
hockey. [GV847.S64] 73-85841 1.50 (pbk.) 
1. Hockey—Juvenile literature. I. Title. I. 
Title: Winning hockey for young skaters. 


FISCHLER, Stan. 796.9620922 B 
Fire on ice; hockey’s superstars. 
Photography [by] Melchior Di Giacomo. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] 143 p. illus. 28 cm. ISBN 0-13- 
317552-9 (Reward books) "A Stuart L. 
Daniels book.” [GV848.5.A1F47] 73-7236 
3.95 (pbk.). 

1. Hockey—Biography. }. Di Giacomo, 
Melchior, illus. IL. Title. 


MOLONEY, John I. T. 797 
Aquatic safety and lifesaving program. 
John I. T. Moloney, editor. Contributors: 
Lloyd C. Carnold [and others] Illus. by 
Daniel Silvestri. New York, Association 
Press [1974] p. cm. ISBN 0-8096-0475-2 
(YMCA swimming and diving series) 
[GV775.M34] 74-3195 4.95 (pbk.) ` 
i. Aquatic sports—Safety measures. I. 
Carnold, Lloyd C. II. Title. 

Prepared from C.I.P. 


. Sr MOTI Thomas Joseph, 
900- 
Sailboat racing rules; the law of yacht 
racing explained and illustrated, including 
digests from all NAYRU appeals and 
TYRU cases with appendix, tables, index 
and model kit for study and protests, by 
Thomas J. McDermott. Completely rev. 
[New York] Quadrangle, 1973. xii, 195 p. 
illus. 22 cm. ISBN 0-8129-0391-9 Model 


797.174 


kit inserted in pocket. 
1973] 73-81190 8.95 

1. North American Yacht Racing Union. 
2. International Yacht Racing Union. 3. 
Yacht racing—Rules. I. Title. 


COLLIS, Martin. 797.271 
Swimming [by] Martin Collis [and] Bill 
Kirchhoff. Illustrations by Bill Kirchhoff. 
Boston, Allyn and Bacon [1974] 83 p. illus. 
24 cm. (Allyn and Bacon series in basic 
concepts and skills of physical activity) 
Bibliography: p. 82-83. A swimming 
handbook for both the beginning and 
advanced swimmer with chapters on 
safety, floating, and the various strokes. 
[GV837.C773] 73-84850 1.95 (pbk.). 

i. Swimming. I Kirchhoff, Bill, joint 
author. IT. Title. 


MACKENZIE, Marlin M. 797.2'1 
Beginning swimming [by] M. M. 
Mackenzie [and] Betty Spears. Rev. ed. 
Belmont, Calif., Wadsworth Pub. Co. 
[1974] 78 p. illus. 21 cm. ISBN 0-534- 
00350-8 (Wadsworth sports skills series) 
Bibliography: p. 77-78. Describes various 
swimming techniques, including a section 
on the importance of psychological factors 
in learning to swim. [GV837.M16 1974] 
73-92628 1.35 (pbk.) 

1. Swimming. I. Spears, Betty Mary, joint 
author. I. Title. 


FROUD, Bill. 798’.23 
Better riding; photographs by Peter 
Roberts New York Scribner (1973, c1971] 
90, [5] p. illus., 20 cm. ISBN 0-684-13561- 
2 [SF309.F89] 73-5148 6.95 

1. Horsemanship. I. Title. 


FINNEY, Humphrey 
S., 1902- 

Fair exchange; recollections of a life with 
horses, by Humphrey S. Finney, with 
Raleigh Burroughs. New York, Scribner 
[1974] p. cm. ISBN 0-684-13707-0 
Autobiography; [SF33.F56A33} 73-1339 
10. 


1902- 2. 


[GV826.7.M24 
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i. Finney, Humphrey S., 
Horsemen—Correspondence, 
reminiscences, etc. 3. Horse buying. I. 
Burroughs, Raleigh, joint author. IT, Title. 
Prepared from C.I.P. 


ALLEN, Durward Leonard, 1910- 799 
Our wildlife legacy [by] Durward L. Allen. 
Revised edition. New York, Funk ’ & 
Wagnalls [1974, c1962] 422 p. illus. 21 cm. 
ISBN 0-308-10096-4 [SK361.A66] 62-7980 
3.95 (pbk.) 

1. Wild life, Conservation of—U.S. I. Title. 


FALLON, Jack. 799.1 
Teaching your children to fish. [New 
York] Winchester Press [1974] ix, 243 p. 
illus. 24 cm. ISBN  0-87691-130-0 
[SH441.F3] 73-78834 6.95 

1. Fishing. 2. Fishing-—Study and teaching. 
L Title. 


*FREEMAN, Jim. 799.1 
Fishing with small fry. San Francisco, 
Chronicle Books [1973] 118, [4] p. illus., 
23 cm. ISBN 0-87701-035-8 [SH441] 73- 
77333 2.95 (pbk.) 
1. Fishing. 1. Title. 


CAIRNS, Bill. 799.12 
Fly casting with Bill Cairns. Photography 
by Hanson Carroll. Lexington, Mass., 
Stone Wall Press [1974] 107 p. illus. 28 
em. ISBN 0-913276-15-4 [SH454.2.C34] 
73-94160 7.95 

1. Fly-casting. I. Carroll, Hanson, illus. IT. 
Title. 
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TALLEUR, Richard W, . > 799.12 
Fly-fishing for trout; a guide for adult 
beginners, by Richard W. Talleur. 
Drawings by Roberta Sullivan. Photos. by 
Matt Vinciguerra. [New York] Winchester 
Press [1974] 260 p. illus. 25 cm. ISBN 0- 
87691-133-5 [SH456.T34] 73-88876 10.00 
1. Fly fishing. 2. Trout fishing. L Title. 


FARRINGTON, Selwyn 799.1°7'58079 
Kip, 1904- 

The trail of the Sharp Cup; the story of the 

fifth oldest trophy in international sports 

[by] S. Kip Farrington, Jr. New York, 

Dodd, Mead [1974] xvi, 176 p. illus. 24 

cm. ISBN 0-396-06922-3 (SH691.T8F37] 

73-19089 7.95 

I. Tuna fishing. 2. Tournament fishing— 

Nova Scotia—Wedgeport. I. Title. 


STRUNG, Norman. 799.244 
Misty mornings and moonless nights; a 
waterfowler’s guide. Illus. by C. W. 
”Wally” Hansen. New York, Macmillan 
[1974] p. cm. ISBN 0-02-615100-6 
Bibliography: p. [SK331.878] 74-8226 8.95 
1. Waterfowl shooting. I. Title. 

Prepared from C.I.P. 


HANENKRAT, William 
Frank. 

The education of a turkey hunter. Edited 
and with an introd. by Frank T. 
Hanenkrat. Illus. by J. M. Roever. [New 
York] Winchester Press [1974] 216 p. illus. 
25 cm. ISBN 0-87691-132-7 
[SK325.T8H36] 73-88875 8.95 

I. Turkey hunting. [I Title. IL Title: 
Turkey hunter. 


799.2'48°61 
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*ENRIGHT, D. J. 801 
Man is an onion; reviews and essays, by 
D. J. Enright. [La Salle, Ill.] Library Press 
[1973] 222 p. 22 cm. ISBN 0-912050-31-4 
[PN511] 72-5280 7.95 

1. Literature—Addresses, essays, lectures. 
I. Title. 

Distributed by Open Court Publishing Co., 
La Salle, Ill. 


CALVERTON, Victor 
Francis, 1900- 

The newer spirit; a sociological criticism of 

literature [by] V. F. Calverton. Introd. by 

Ernest Boyd. New York, Octagon Books, 

1974 [c1925] p. cm. ISBN 0-374-91246-7 

Reprint of the ed. published by Boni & 

Liveright, New York. [PN81.C25 1974] 

74-6230 12.50 

I. Criticism. 2. Literature--History and 

criticism. I. Title. 

Prepared from C.I.P. 


*WEISSTEIN, Ulrich. 802 
Comparative literature and literary theory: 
survey and introduction, Translated by 
William Riggan in collaboration with the 
author. Bloomington, Indiana University 
Press [1974, c1973] xii, 339 p. 21 cm. 
ISBN 0-253-31388-0 (A midland book) 


801.95 


Translation of Einfuhrung in ie 
vergleichnde literaturwissenschaft, 1968. 
Bibliography: p. 265-299. [PN867] 73- 
81716 10.95 


i. Literature, Comparative. I Riggan, 
William. tr. IT. Title. 
Pbk. 2.95, ISBN 0-253-20171-3. 


BUCK, Gertrude, 1871-1922. 808 
The metaphor: a study in the psychology 
or rhetoric. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1899 
ed. published by the Inland Press, Ann 
Arbor, Mich., which was issued as no. 5 of 
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a 


800 LITERATURE 


Contributions to rhetorical theory. 
Bibliography: p. [PN228.M4B8 1974] 74- 
„9847 10.00 (lib. bdg.). 
1. Metaphor, L Title. IL Series: 
Contributions to rhetorical theory, no. 5. 
Prepared from C.I.P. 
HULME, Thomas Ernest, 1883- 808 
1917. 
Notes on language and style. Edited by 
Herbert Read. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 


the 1929 ed. published by University of . 


Washington Book Store, Seattle, which was 
issued as no. 25 of University of 
Washington chapbooks. [PN203.H75 
1974b] 74-10997 7.75 - 
1. ‘Style, Literary. I. Title. II. Series: 
Washington (State). University. University 
of Washington chapbooks, no. 25. 

Prepared from C.I.P. 


LANHAM, Richard A. 808 
Style; an anti-textbook [by] Richard A. 
Lanham. New Haven, Yale University 
Press, 1974. x, 142 p. 21 cm. ISBN 0-300- 
01720-0 Includes bibliographical 
references. [PE1421.L3] 73-86906 6.95 


d. English language—Style. 2. Prose 
literature—Technique. I. Title. 
CASTY, Alan. 808’.042 


Staircase to writing and reading; a rhetoric 
and anthology [by] Alan Casty [and] 
Donald Tighe. Alternate 2d ed. Englewood 
Cliffs, N.J., Prentice-Hall [1974] p. cm. 
ISBN 0-13-840355-4 [PE1408.C392 
1974b] 74-11257 5.95 

1. English language—Rhetoric. 2. College 
readers. I, Tighe, Donald J, joint author. 
I. Title. 

Prepared from C.I.P. 


*GUTH, Hans P. ; 808.042 
Say it now: activities for college writing. 
Belmont, Calif., Wadsworth Publishing Co. 
[1973] 206 p. illus. 28 cm. ISBN 0-534- 
00278-1 [PE1421.] 72-92056 4.95 (pbk.) 

1. English language—Style. 2. College 
readers. I. Title. 


MCCRIMMON, James McNab. 808’.042 
Writing with a purpose [by] James M. 
McCrimmon. 5th ed. Boston, Houghton 
Mifflin, 1974 [c1973] xii, 481 p. 25 cm. 
ISBN 0-395-17740-5 Includes 
bibliographical references. [PE1408.M23 
1974] 74-164358 7.50 > 

1. English language—Rhetoric. 2. English 
Janguage—Grammar—I1950- I. Title. 


*PRESCOTT, D. M. 808’.042 
A new day; daily readings for our time, 
comp. by D. M. Prescott. New York, 
Morehouse-Barlow Co. [1973] 378 p. 18 
cm. ISBN 0-8192-1157-5 [PE1121.] 3.95 
1. Readers. I. Title. 
Publisher’s address: 
- York, N.Y. 10017. 


14 East 41st St, New 


SMITH, William Frank. 808’.042 
From thought to theme; a rhetoric and 
reader for college English [by] William F. 
Smith [and] Raymond D. Liedlich. 4th ed. 
New York, Harcourt Brace Jovanovich 
[1974] xi, 413 p. 24 em. ISBN 0-15- 
529211-0 [PE1417.S6 1974] 73-17753 5.95 
(pbk.). 

i. English language—Rhetoric. 2. College 
readers. I. Liedlich, Raymond D. joint 
author. IT. Title. 


WINKLER, Anthony C. 808.042 
Rhetoric made plain [by] Anthony C. 
Winkler [and] Jo Ray McCuen. New York, 
Harcourt Brace Jovanovich [1974] xii, 324 
p. 24 cm. ISBN 0-15-577073-X Includes 
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bibliographical references. 
[PE1408.W6197] 74-1500 3.95 (pbk.) 

1. English language—Rheioric. I. MeCuen, 
Jo Ray, joint author. II. Title. 


COMPRONE, Josef. 808.04275 


` From expebience to expression; a college 


rhetoric. Dubuque, Iowa, W. C. Brown Co. 

[1974] xvii, 422 p. illus. 24 cm. ISBN 0- 

6 OER [PE1417.C6¢] 73-92542 5.95 
bk.) 

J. English language—Rhetoric. 2. College 

readers. I. Title. 


COURTS, Patrick L. 808°.04275 
The creative word 4, by Fatrick L. Courts 
[and] Stephen N. Judv. New York, 
Random House [1974] p. cm. ISBN 0- 
394-02727-2 (The Random House English 
series) "Material developed in association 
with Paideia, Inc.” A high school textbook 
using examples of different kinds of writing 
and related problems, activities, and 
exercises to stimulate creative thinking and 
writing. [PE1121.C687] 74-1424 4.64 

1. Readers—1950- I. Judy, Stephen N. 
joint author. I. Title. 

Prepared from C.LP. 


MCCUEN, Jo Ray, comp 808’.04275 
Readings for writers [by] Jo Ray McCuen 
[and] Anthony C. Winkler. New York, 
Harcourt Brace Jovanovich [c1974] xiv, 
530 p. 24 cm. ISBN  0-15-575824-1 
Includes bibliographical references. 
(PE1122.M24] 73-21184 5.95 

1. College readers. I. Winker, Anthony C. 
Joint comp. IT. Title. 


MCQUADE, Donald, comp. 808.04275 
Popular writing in Ameriéa: the interaction 
of style and audience [by] Donald 
McQuade [and] Robert Atwan. New York, 
Oxford University Press, 1974. xxxi, 647 p. 
Gee) cm. [PS659.M34] 73-90361 5.95 


I. American prose _ literature—ZOth 
century. I. Atwan, Robert, joint comp. IT. 
Title. 
MESSNER, Nancy 808.04275 
Shingler. 
Patterns of thinking [by] Gerald M. 
Messner [and] Nancy S. Messner. 2d ed. 
Belmont, Calif., Wadsworth Pub. Co. 
[1974] xii, 349 p. illus. 24 cm. ISBN 0- 
534-00340-0 Authors’ names in reverse 
order in Ist ed. [PE1417.M48 1974] 73- 
90790 4.95 
1. College readers. 2. English language— 
Rhetoric. I. Messner, Gerald, joint author. 
Il. Title. 


ROLOFF, Joan G., comp. 808.04275 
Encounter; readings for thinking, talking, 
writing [by] Joan G. Roloff. Section illus. 
by Kay S. Kutch. 2d ed. Beverly Hils, 
Glencoe Press [1974] xii, 328 p. illus. 26 
cm. [PE1122.R58 1974] 73-7356 4.95 
(pbk.) 

1. College readers. I. Title. 

Teacher’s manual gratis 


WHITE, James B., 
1938- 
The legal imagination; studies in the nature 


808’.066'34 


- of legal thought and expression [by] James 


B. White. Boston, Little, Brown, 1973. 


xxxv, 986 p 25 cm. Includes 
bibliographical references. [KF250.W45] 
72-13324 : 


1. Law—Language. 2. Legal composition. 
L Title. 


FIELD, Stanley. 808’.066’79144 
Professional broadcast writer’s handbook. 
[lst ed.] Blue Ridge Summit, Pa., G/L Tab 
Books [1974]. 396 p. illus. 23 cm. ISBN 0- 


AMERICAN BOOK PUBLISHING RECORD 


$306-3635-8 Bibliography: p. 393-394. 


[PN1992.7.F48] 72-97215 14.95 


l. Television authorship. 2. Radio 
authorship. I. Title. ` 
BEACHAM, Walton. 808.1 


The meaning of postry; a guide to 
explication. Boston, Allyn and Bacon 
[1974] 308 p. 24 cm. [PN1101.B38] 73- 
22874 4.95 (pbk.) 

1. Poetry—Explication. 2. Poetics. I. Title. 


BRAZELTON, Ethel Mau. 808.1 
Colson. 

How to read poetry, by Ethel M. Colson. 

[Folcroft, Pa.] Folcroft Library Editions, 

1974 [c1918] p. cm. Reprint of the ed. 

published by A. C. McClurg, Chicago. 

[PN1031.B74 1974] 74-11276 10.00 (lib. - 

bdg.). 

4. Poetry. I. Title. 

Prepared from C.I.P. 


FELKIN, Frederick William, 
1869- 

The poet’s craft; an outline of English 
verse composition for schools [by] F. W. 
Felkin. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1919 
ed. published by G. Allen & Unwin, 
London. [PE1505.F4 1974] 74-8936 5.50 
(lib. bdg.). 

1. English language—Versification. I. Title. 
Prepared from C.I.P. 


KENNEDY, X. J. 808.1 
An introduction to poetry [by] X. J. 
Kennedy. 3d ed. Boston, Little, Brown 
(1974] xxxv, 439 p. 23 cm. [PN1042.K39 
1974] 73-21450 5.50 (pbk.) 

1. Poetics. I. Title. 

Instructor’s manual free. 


SEWELL, Elizabeth, 1919- 808.1 
The structure of poetry. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1951 ed. published by 
Routledge & K. Paul, London. 
Bibliography: p. [PN1031.848 1974] 74- 
9584 20.00 

1. Poetry. I. Title. 

Prepared from C.I.P. 


*YARDBIRD reader: vol. 808.1 
if [First ed.] Berkeley, Calif., Yardbird 
Publishing Cooperative [1973] 224 p. illus. 
21 cm. [PE1122] 73-75226 

1. College readers. 
Publisher’s address: Box 2370 Station A 
Berkeley, Calif. 94701 


DEUTSCH, Babette, 1895- 808.1’03 
Poetry handbook; a dictionary of terms. 
3d. ed., rev. and enl. New York [Minerva 
Press, 1974, c1969] xviii, 202 p. 21 cm. 
[PN44.5.D4 1974] 74-166346 2.95 

1. Literature—Terminology. 2. Poetics. I. 
Title. 


808.1 


TOLIVER, Harold E. 808.3 - 
Animate illusions; explorations of narrative 
structure, by Harold Toliver. Lincoln, 
University of Nebraska Press [1974] ix, 
412 p. 24 cm. ISBN  0-8032-0831-6 
Bibliography: p. 393-402. [PN3355.T6] 72- 
37975 10.00 

I. Narration (Rhetoric) 2. Prose 
Jiterature—History and criticism. I. Title. 


ROSS, Raymond Samuel, 1925- 808.4 
Persuasion: communication and 
interpersonal relations [by] Raymond S. 
Ross. Englewood Cliffs, N.J., Prentice-Hall 
[1974] ix, 277 p. illus. 24 çm. ISBN 0-13- 
561074-9 Includes bibliographical 
references. [PN4121.R687] 73-10465 8.50 
1. Persuasion (Rhetoric) I’ Title. 


JULY 31,1974 


ARNOLD, Carroll C. 808.571 
Criticism of oral rhetorie [by] Carroll C. 


Arnold. [Columbus, Ohio, C. E. Merrill 
Pub. Co., 1974] x, 401 p. 24 cm. ISBN 0- 
675-08812-7 Includes bibliographical 


references. [PN4121.A72] 73-93006 10.95 
i. Oratory. I. Title. 


BEVERIDGE, Albert 

Jeremiah, 1862-1927. 
The art of public speaking. Introd. by D. 
N. Diedrich. Los Angeles, Nash Pub. 
[1974, c1924] xii, 68 p. 22 cm. ISBN 0- 
8402-8078-5 Reprint of the ed. published 
by Houghton Mifflin, Boston. 
[PN4121.B45 1974} 73-92961 1.95 (pbk.) 
1. Oratory. I. Title. 


EMMERT, Roger A. 808.5'1 

A competition course in speech [by] Roger 
Emmert. [lst ed] New York, 

Exposition Press [1974] 63 p. 22 cm. ISBN 

0-682-47850-4 (An Exposition-University 

book) [PN4121.E49] 73-91095 3.50 

1. Public speaking. I. Title. 


808.571 


MONROE, Alan Houston, 808.571 
1903- 
Principles and types of speech 


communication [by] Alan H. Monroe [and] 
Douglas Ehninger. 7th ed. Glenview, Ill., 
Scott, Foresman [1974] xiii, 625 p. illus. 24 
cm. ISBN 0-673-07830-2 Previous editions 
published under title: Principles and types 
of speech. Includes bibliographies. 
[PN4121.M578 1974] 73-90591 9.95 

1. Public speaking. 2. Oral communication. 
I. Ehninger, Douglas, joint author. II. Title. 


BRILHART, John K. 808.53 
Effective group discussion [by] John K. 
Brilhart. 2d ed. Dubuque, Iowa, W. C. 
Brown Co. [1974] x, 192 p. illus. 23 cm. 
ISBN 0-697-04144-1 Includes 
bibliographies. [LC6519.B7 1974] 73-90674 
1.95 (pbk.) 


I. Forums (Discussion and debate) I. Title. 


POVENMIRE, E. Kingsley. 808.55 
Choral speaking and the verse choir [by] 
E. Kingsley Povenmire. Graphics by Dale 
Burnett Mann. South Brunswick, A. S. 
Barnes [1974] p. cm. ISBN 0-498-01191-7 
g piography; p. [PN4193.C5P6] 73-116 


a "Choral speaking. I. Title. 
Prepared from C.I.P. 


*THE Floating Bear, 808.8 
a newsletter. Numbers 1-37, 1961-1969. 
Edited by Diane di Prima & LeRoi Jones. 
La Jolla, Calif., Laurence McGilvery, 1973. 
578 p. 28 cm. ISBN 0- 910938- 54-7 
[PN6011] 72-79790 20.00 (pbk.) 

I: Literature—Collections—Serial. I. 
DiPrima, Diane, comp. II. Jones, LeRoi, 
joint comp. 
Publisher’s address: 
Jolla, Calif. 92037 


P. O. Box 852 La 


OHLSEN, Woodrow, comp. 808.8 
Frames of reference: an introduction to 
literature [compiled by] Woodrow Ohlsen 
[and] Frank L. Hammond. Belmont, Calif., 
Wadsworth Pub. Co. [1974] 399 p. illus. 24 
cm. ISBN 0-534-00320-6 [PN6014.04] 73- 
89981 

i. Literature—Collections. I. Hammond, 
Frank L., joint comp. IT. Title. 


*SOMETHING Else Yearbook, 808.8 
1974. West Glover, Vt., Something Else 
Press, 1974 235 p. 20 cm. ISBN 0-87110- 
091-6. [PN6014] 72-90050 3.95 (pbk.) 

1. Literature—Collections. 


INSIGHTS; 808.8°0352 
a selection of* creative literature about 


P 
z 


childhood. Selected and edited by the 
Child Study Association of America. With 
an introd. and comment by Anna W. M. 
oe aew York, J. Aronson [c1973] 462 
cm. ISBN 0-87668-116-X 
PoN6071. CSI5] 74-164399 12.50 
1. Children—Literary collections. I. Child 
Study Association of America. ` 


LEEMING, David Adams, 808.8°037 
1937- comp. 
Flights: readings in magic, mysticism, 


fantasy, and myth. New York, Harcourt 
Brace Jovanovich [1974] xii, 388 p. illus. 
21 cm. ISBN 0-15-527556-9 Includes 
bibliographical references. [PN6071.S9L4] 
73-13029 4.95 (pbk.). 

I. Supernatural—Literary collections. 2. 
Supernatural. I. Title. 


WEISS, Samuel Abba, 1922- 
ed. 

Drama in the modern world; plays and 
essays [edited by] Samuel A. Weiss. 
Alternate ed. Lexington, Mass., Heath 
[1974] 614 p. 24 cm. ISBN 0-669-83121-2 
Bibliography: p. 609-614. [PN6112.W414] 
73-9350 5.95 

i. Drama, Modern—19th century. 2. 
Drama, Modern—20th century. 3. Drama, 
Modern—19th century—Addresses, essays, 
dectures. 4. Drama, Modern—20th 


808.82 


century—Addresses, essays, lectures. I. 

Title. 

WILSON, John Fletcher, 808.85°1 
1923- 


Public speaking as a liberal art [by] John 
F. Wilson [and] Carroll C. Arnold. 3d ed. 
Boston, Allyn and Bacon [1974] viii, 350 
p. 24 cm. Includes bibliographical 
references. [PN4121.W46 1974] 73-88387 
7.9 

1. Public speaking. I. Arnold, Carroll C., 
joint author. II. Title. 


ADAMS, William 

Davenport, 1851-1904, ed. 
Quips and quiddities; a quintessence of 
quirks, quaint, quizzical, and quotable. 
Selected and edited by W. Davenport 
Adams. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1881 
ed. published by Chatto and Windus, 
London, in series: The Mayfair library. 


808.88°2 


[PN6245.A4 1974] 74-9687 20.00 (lib.. 


bdg.). 

1. Commonplace-books. 
English. I. Title. 
Prepared from C.I.P. 


PORTEL, Marian, comp. 808.8872 
Sounds that break the silence. With an 
introd. by James X. Williams. [Hollywood, 
Calif.] Stanyan Books [c1973] 60 p. illus. 
20 cm. ISBN 0-394-48599-8 (Stanyan 
books, 49) [PN6081.P6] 73-8009 3.00 

1. Quotations, English. I. Title. 


2. Quotations, 


*SPIEGELMAN, Art, comp. 808.8872 
Whole grains; a book of quotations, edited 
by Art Spiegelman and Bob Schneider. 
New York, Douglaslinks [1973] 159 p. 26 
cm. ISBN 0-8256-3401-6. [PN6081] 3.95 
(pbk.) 

I. Quotations, English. I. Schneider, Bob, 
joint comp. II. Title. 

Dist. by Quick Fox, New York. 


*SPRATT, Talmadge. 
comp. 

Black light: selected writings from 
American Negro literature, edited b 
Talmadge Spratt. [Kansas City, MoT, 
Hallmark [1973] 61 p. col. illus., 20 cm. 
ISEN 0-87529-303-4 [PN6068] 72-82858 
2. 

1. Negro literature. I. Title. 


808.8°98°96 


800 LITERATURE 


ROSE, Henry, f1.1911-1913.. . ` 809 
Maeterlinck’s symbolism: the blue bird, 
and other essays. [Folcroft, Pa.] Folcroft, 
Library Editions, 1974. p. cm. Reprint of 
the 1910 ed. published by A. C. Fifield, 


London. Contents.—Maeterlinck’s 
symbolism: "The blue  bird.”—’Pippa 
passes’: the optimism of Robert 


Browning.—The musical mind: a study in 
social harmonies. [PQ2625. A61R6 1974] 
74-10729 12.50 (lib. bdg.) 

1. Maeterlinck, Maurice, 1862-1949. The 
blue bird. 2. Browning, Robert, 1812-1889. 
Pippa passes. I. Title. 

Prepared from C.I.P. 


LECHNER, Joan Marie. 809’.03 
Renaissance concepts of the 
commonplaces; an historical investigation 
of the general and universal ideas used in 
all argumentation and persuasion with 
special emphasis on the educational and 
literary tradition of the sixteenth and 
seventeenth centuries. Westport, Conn., 
Greenwood Press [1974, c1962] p. ISBN 
0-8371-7491-0 Reprint of the ed. published 
by Pageant Press, New York. Bibliography: 
p. [PN173.L4 1974] 74-6153 12.75 

1. Rhetoric—1500-1800. 2. Commonplace- 
books—History and criticism. 3. Exempla. 
L Title. 

Prepared from C.I.P. 


RENAISSANCE studies; 809.031 
six essays. Edited by I. D. McFarlane, A, 
H. Ashe [and] D. D. R. Owen. Totowa, 
N.J., Rowman and Littlefield, 1972 [i.e. 
1973, c1971] vii, 114 p. 25 cm. ISBN 0- 
87471-106-1 ”Reprinted from Forum for 
modern language studies, volume VIII, no. 
4.” Includes bibliographical references. 
[PQ233.R4 1973] 74-164346 6.00 

1. French literature—lóth century— 
Addresses, essays, lectures. 2. Latin 
literature, Medieval and modern— 
Addresses, essays, lectures. I. McFarlane, 
Tan Dalrymple, ed. II. Ashe, A. H., ed. II. 
Owen, David Douglas Roy, ed. 


RODMAN, Selden, 1909- 809.04 B 
Tongues of fallen angels; conversations 
with Jorge Luis Borges [and others, by] 
Selden Rodman. [New York, New 
Directions Pub. Corp., 1974] 271 p. illus. 
21 cm. ISBN 0-8112-0528-2 (A New 
Directions book) [PN452.R6] 73-89485 
2.00 : 
1. Authors—Interviews. I. Borges, Jorge 
Luis, 1899- IT. Title. 

Pbk. 3.75; ISBN 0-8112-0529-0. 


PAZ, Octavic, 1914- 809.1 
Children of the mire; modern poetry from 
Romanticism to the avant-garde. 
Translated by Rachel Phillips. Cambridge, 
Mass., Harvard University Press, 1974. ix, 
186 p. 21 cm. ISBN 0-674-11625-9 (The 
Charles Eliot Norton lectures, 1971-1972.) 
Includes bibliographical references. 
[PN1161.P3] 73-88498 7.95 

1. Poetry, Modern—History and criticism. 
I. Title. If. Series. 


SWANGER, David, comp. 809.1 
The poem as process. New York, Harcourt 
Brace Jovanovich [1974] xvi, 256 p. 22 
cm. ISBN 0-15-570747-7 Includes 
bibliographical [PN1042.S85] 
73-16729 4.95 

I. Poetics. 2. English poetry (Collections) 
3. American poetry (Collections) 


references. 
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800 LITERATURE 


SMITH, James L. 809.2752 
Melodrama [by] James L. Smith. [London] 
Methuen; [distributed in the U.S. by 
Harper & Row, Barnes & Noble Import 
Division, New York, 1973] 96 p. 19 cm. 
ISBN 0-416-79330-4 (The Critical idiom, 
no. 28) Bibliography: p.  [78]-81. 
` [PN1912.S6] 74-614331 4.50 

d. Melodrama—History and criticism. 1. 
Title. 

Pbk. 2.00, ISBN 0-416-79340-1 


SMITH, James L. 809.2°52 
Melodrama [by] James L. Smith. [London] 
Methuen; [distributed in the U.S.A. by 
Harper & Row, Barnes & Noble Import 
Division, New York, 1973,[i.e. 1974] 96 p. 
19 cm. ISBN 0-416-79330-4 (The Critical 
idiom, no. 28) Bibliography: p. [78]-81. 
[PN 1912.86] 74-164331 4.50 

1. Melodrama—History and criticism. I. 
Title. 

Pbk. 2.00; ISBN 0-416-79340-1. 


HICKS, Granville, 1901- 809’.933 
Granville Hicks in the New masses. Edited 
by Jack Alan Robbins. Port Washington, 
NY, Kennikat Press [1974] xviii, 437 p. 
em. ISBN 0-8046-9042- ii 
IENS. U52H5] 73-83265 17.50 
Ll. Criticism—United States—Addresses, 
essays, lectures. 2. Literature, Modern— 
20th century-—Addresses, essays, lectures. 
3. Communism and literature—Addresses, 
essays, lectures. I. New masses. IT. Title. 


TRONY: Philip, 1908- 810.800.54 
e 

Modern occasions. 

No. 2 is available from Kennikat Press for 
9.95. ISBN 0-8046-9068-5. L.C. card no.: 
66-18863. 


MACY, John Albert, 

1932, ed. 
American writers on American literature, 
by 37 contemporary writers. Westport, 
Conn., Greenwood Press [1974, c1931] p. 
cm. ISBN 0-8371-7350-7 Reprint of the 
ed. published by H. Liveright, New York. 
[PS88.M3 1974] 73-22753 24.50 


1877- 810.9 


i. American literature—History and 

criticism. I. Title. 

Prepared from C.I.P. 

MANLY, John Matthews, 810”.9°0052 
1865-1940. 

Contemporary American literature; 


bibliographies and study outlines, by John 
Matthews Manly and Edith Rickert. New 
York, Haskell House Publishers [1974] p. 
ISBN 0-8383-2048-1 Reprint of the 1921 
ed. published by G. C. Harrap, London. 
0188109/003 tps221. M3 1974] 74-4436 
1 

1. American literature—20th century—Bio- 
bibliography. 2. American literature— 
Outlines, syllabi, etc. I Rickert, Edith, 
1871-1935, joint author. Il. Title. 

Prepared from C.I.P. 


WILSON, Edmund, 
1972, ed. 
The shock of recognition; the development 
of literature in the United States recorded 
by the men who made it. New York, 
Octagon Books, 1974 [c1955] p. ISBN 0- 
574-98668-1 Reprint of the ed. published 
by Farrar, Straus and Cudahy, New York. 
[PS55.W5 1974] 74-6363 36.00 
1. American  literature—History and 
criticism. 2. American literature. I. Title. 
Prepared from C.I.P. 


HOBSON, Fred C., 1943- 810.9975 
The serpent in Eden: H. L. Mencken and 
the South, 1920-1935 [by] Fred C. 
Hobson. Chapel Hill, University of North 


1895- 810.90052 
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Carolina Press [1974] p. ISBN 0-8078- 
1224-2 Bibliography: p. [PS3525.E43Z583] 
73-15674 8.95 

i. Mencken, Henry Louis, 1880-1956. 2. 
American  Iiterature—Southern States— 
History and criticism. I. Title. 

Prepared from C.LP. 


BECKETT, Lucy. 
Wallace Stevens. [London} Cambridge 
University Press [1974] 222 p. 22 cm. 
ISBN 0-521-20278-7 Bibliography: p. 217- 
218. [PS3537.T4753Z593] 73-80485 

1. Stevens, Wallace, 1879-1955—Criticism 
and interpretation. 

Distributed by Cambridge University Press, 
New York, 10.95. 


BENET, Laura. 811.52 
Bridge of a single hair; a book of poems. 
Boston, Branden Press [1974] 45 p. 22 cm. 
ISBN 0-8283-1533-7 [PS3503.E528B7] 73- 
89759 3.75 

I. Title. 


CIARDI, John, 1916- 811.52 
The little that is all. New Brunswick, N.J., 
Rutgers University Press [1974] p. cm. 


811.52 


SBN 0-8135-0776-6 Poems. 
E3505. 127L47] 74-6238 5.00 
Í. Title. 
Prepared from C.I.P. 
CRANE, Hart, 1899- 811.52 B 


1932 

Letters of Hart Crane and his family. 
Edited by Thomas S. W. Lewis. New 
York, Columbia University Press, 1974. p. 
cm. ISBN 0-231-03740-6 Includes 
bibliographical references. 
[PS3505.R272Z54 1974} 73-21675 20.00 

1. Crane, Hart, 1899-1932—Biography. 2. 
Crane family. L Title. 

Prepared from C.I.P. 


EVERSON, William, 1912- 811.52 
Man-fate; the swan song of Brother 
Antoninus [by] Wiliam Everson. [New 
York, New Directions, 1974] ix, 80 p. 21 
em. ISBN 0-8112-0520-7 (A New 
Directions book) [PS3509.V65M3] 73- 
89480 6.95 

I. Title. 

Pbk., 2.75, ISBN 0-8112-0521-5. 


See NAIN Giovanni, 
1906- 

Ezra Pound and Dante [by] G. Giovannini. 
New York, Haskell House [1974] p. cm. 
ISBN 0-8383-1952-1 "Rede, uitgesproken 
ter gelegenheid van de aanvang der 
werkzaamheden aan de Katholieke 
Universiteit te Nijmegen als Fulbright- 
hoogleraar in de amerikaanse letterkunde 
voor het studisjaar 1961-1962, op vrijdag 1 
december 1961.” Reprint of the 1961 ed. 
published by Dekker, Nijmegen. 
[PS3531.082Z635] 74-7249 7.95 

1. Pound, Ezra Loomis, 1885-1972— 
Criticism and interpretation. 2. Dante 
Alighieri, 1265-1321—Influence—Ezra 
Pound. I. Title. 

Prepared from C.LP. 


MILES, Josephine, 1911- 811.52 
To all appearances; poems new and 
selected. Urbana, University of Illinois 
Press [1974] p. cm. ISBN 0-252-00439-6 
[PS3525.14835T6] 74-9000 8.50 

L Title. 5 

Prepared from C.I.P. Pbk., 3.95, ISBN 0- 
252-0044-3. 


REZNIKOFF, Charles, 
1894- 

By the weil of living and seeing; new and 

selected poems, 1918-1973. Edited and 

with an introd. by Seamus Cooney. Los 


811.52 


811.52 
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Angeles, Black Sparrow Press, 1974. p. 
cm. ISBN 0-87685-182-0 [PS3535. E98B85] 
74-9559 15.00 

L Title. 

Prepared from C.I.P. Pbk. 4.00; ISBN 0- 
87685-181-2. 


ROBERTS, Charles George 

Douglas, Sir, 1860-1943. 
Selected poetry and critical prose. Edited 
with an intro. and notes by W. J. Keith. 
[Toronto, Buffalo] University of Toronto 
Press [1974] xxxix, 326 p. 23 cm. ISBN 0- 
8020-2076-3 (Literature of Canada: poetry 
and prose in reprint) Bibliography: p. [317] 
-318. [PR5231.A6 1974] 73-91558 17.50 
Pbk. 5.95; ISBN 0-8020-2606-7. 


811.52 


TIPPETT, James Sterling, 811.52 
1885-1958. 

Crickety cricket! The best-loved poems of 

James S. Tippett. Pictures by Mary 


Chalmers. Introd. by Donald J. Bissett. 
[Ist ed.] New York, Harper & Row [1973] 
x, 83 p. illus. 19 cm. ISBN 0-06-026118-8 
More than fifty poems dealing with things 
children care about: animals, 
transportation, playing, the city, and 
nature. [PZ8.3.T499Cr] 73-5498 3.95 

Í. Title. 


UROFF, Margaret Dickie. 811.52 
Hart Crane: the patterns of his poetry [by] 
M. D. Uroff. Urbana, University of Illinois 
Press [1974] p. cm, ISBN 0-252-00393-4 
Includes bibliographical references. 
[PS3505.R272Z798] 74-8906 6.95 

1. Crane, Hart, 1899-1932—Criticism and 
interpretation. I. Title. 

Prepared from C.I.P. 


WESLEYAN University, 
Middletown, Conn. Library. 
Robert Frost, a chronological survey, 
compiled in connection with an exhibit of 
his work at the Olin Memorial Library, 
Wesleyan University, April 1936 [by 
Lawrence R. Thompson. Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1936 ed. published by the 


811.52 


Library, Middletown, onn. 
[PS35]11.R94Z987 1974] 74-9991 10.00 
(lib. bdg.) 


I. Frost, Robert, 1874-1963—Exhibitions. 
I. Thompson, Lawrance Roger, 1906- I. 
Title. 

Prepared from C.I.P. 


ACQUANETTA. 811.54 

The audible silence. Illustrated by Emilie 

Touraine. [lst ed. Flagstaff, Ariz.] 

Northland Press DTA] 169 p. illus. 24 cm. 
ISBN 0-87358-119-9 Poems. 

[PS3551.C65A94] 73-82975 8.75 

L. Title. 

APPEL, Allan. 811.54 


New listings. New York, Inwood Press; 
distributed by Horizon Press [1974] 63 p. 
18 cm. Poems. [PS3551.P55N4] 74-958 
1.95 

L. Title. 


*ATHIE, Belen. 811.54 
Objetany. New York, Vantage Press [1973] 
68 p. illus. 21 cm. ISBN 0-533-004-68-3 
Poems. 3.75 

I Title. 


BEALE, Harvey D., 1927- 811'.5°4 
Shadows of white doves, by Harvey D. 
Beale. Philadelphia, Franklin Pub. Co. 
[e1973], 42 p. 20 cm. [PS3552.E137S5] 73- 
90354 3.95 


I. Title. 
*THE Broadside annual, 811.54 
1973, introducing new Black poets. 


JULY 31,1974 


Detroit, Broadside Press [1973] 24 p. 22 
em. ISBN 0-910296-91-X. 72-624192 1.50 


(pbk.) 
L Boyer, Jill Witherspoon, comp. 


CULVER, Chuck. 811.54 
Im like you. Millbrae, Calif., Celestial Arts 
[1974] [95] p. illus. 22 cm. ISBN 0- 
§12310-48-0 Poems. [PS3553.U35915] 73- 
86638 2.95 (pbk.) 


L Title. 
CUMMING, Patricia. 811.54 
Afterwards. [Cambridge, Mass., Alice 


James Books, 1974] 63 p. 21 cm. ISBN 0- 
914086-02-2 Poems. [PS3553.U445A7] 73- 
94068 3.00 

I Title. 

Publisher’s address: 46 Battle Street, 
Cambridge, Mass. 02138. 
CUNNINGHAM, Edward, 811.54 
Before and ever after; love poems, by Ed 
Cunningham. Illustrated by David R. 
Miles. [Kansas City, Mo., Hallmark Cards, 
1973] 45 p. illus. 25 cm. ISBN 0-87529- 


338-7 ` (Hallmark crown editions) 
(PS3553.U47B4] 72-94959 4.00 

T. Title. 

DAIUTOLO, Olympia. 811.54 


Poetry nosegay and leaves of wisdom. 
Philadelphia, Dorrance [1974] 66 p. 22 cm. 
ISBN 0-8059-1985-6 [PS3554.A34P6] 73- 
93148 3.50 

i. Title. 


*DANA, Roger W. 811.54 
Laughing with life, humorous verses by 
Roger W. Dana. [ist ed.. New York, 
Exposition Press [1973] 64 p. 21 cm. ISBN 
0-682-47768-0 3.50 

I. Title. 


*DECHTER, Sydell. 811.574 
Black lava-crimson sand, poems, by Sydell 
Dechter. [First ed.] New York, Exposition 
Press [1973] [48 p.] 21 cm. ISBN 0682- 
47810-5 3.5 

I. Title. 


DELPHINE, Freda. 811.54 
I promise you tomorrow. Photos. by 
Robert Proler. [Houston, Tex., Pacesetter 
Press, 1974] [98] p. illus. 29 cm. ISBN 0- 
88417-660-5 Poems. [PS3554.£4445118] 
73-91782 8.95 

T. Title. 


DRAFTS, C. Gene, 1946- 811.574 
Bloodwhispers/Blacksongs [by] C. Gene 
Drafts. [ist ed.] Detroit, Broadside Press 
[1974] 14 p. 22 cm. ISBN 0-910296-09-X 
Poems. [PS3554.R18B5] 73-91267 1.50 


I. Title. 


*DURAND, Robert. 811.5°4 
The ages of J. (Santa Barbara, Calif.] 
Christopher’s Books [1973] Iv. 18 cm. 
ISBN 0-87922-020-1 (Christopher’s hip- 
pocket series) Poems 73-76636 2.50-(pbk.) 
. Title. 


FREEMAN, James Dillet. 
Love, loved, loving! The principal parts of 
life. [lst ed] Garden City, N.Y. 
Doubleday, 1974. p. ISBN 0-385-01858-4 
Poems. [PS3556.R388L6] 73-20511 8.95 

T. Title. 

Prepared from C.I. P. 


*GOGOL, John M. 811.54 

Native American words, by John M. 

Gogol. Portland, Oregon, Tahmahnawis 

ene fi 973] [24 p.] 17 cm. Poems. 
Ytle. 


811.54 ` 


Publisher’s address: 1329 S.W. 14th St., 
Portland, Oregon 97201. 


GREGORY, Violet L. 811.54 
Full circle, by Violet L. Gregory. Boston, 
Branden Press [1974] 80 p. 22 cm. ISBN 
0-8283-1532-9 Poems. [PR9199.G7F8] 73- 
86959 3.75 

Í. Title. 


*GRENACS, Gyula. 811.974 
The orphan, book one. Houston, Texas, 
Orphan [1973] xvi, 69 p. 23 cm. Poems.” 
L Title. 

Publisher’s address: 
Houston, Texas. 77042. 


P.O. Box 42389, 


HACKER, Marilyn, 1942- 811.54 
Presentation piece. New York, Viking 
Press [1974] 115 p. 23 cm. ISBN 0-670- 
57399-X Poems. [P83558.A28P7] .73- 
12054 6.95 

1 Title. 

Pbk; 2.95, ISBN 0-670-00419-7. 


HACKETT, Buddy. 811.54 
The naked mind of Buddy Hackett. Los 
Angeles, Nash Pub. [1974] 78 p. 22 cm. 


ISBN 0-8402-1340-9 Poems. 
[PS3558.A294N3] 73-92963 4.95 

L. Title. 

*HAMILL, Sam. 811.54 


Heroes -of the Teton Mythos. [Denver, 
Colo.] [Copper Canyon Press] [1973] 65 
p., illus., 21 cm. Poems. ”500 copies.” 73- 
89673 2.50 (pbk.) 

I. Title. 

Publisher’s address: 19 South Utica St., 
Denver, Colorado. 80219. 


*HAMPTON, George D. 811.54 
Just outside of Eden and other paradises, 
poems by George D. Hampton, illus. by 
Ann Robinson Hampton. [Ist ed.] New 
York, Exposition Press [1973] 63 p. illus., 
21 cm. ISBN 0-682-47799-0 4.00 

Lf. Title. 


HOFFS, Tamar. 811.54 
The liberated Mother Goose. Millbrae, 
Caflif.] Celestial Arts [1974] 127 p. illus. 
22 cm. ISBN 0-912310-57-X Poems. 


‘[PS3558.03472L5] 73-89894 3.95 (pbk.) 


T. Title. IT. Title: Mother Goose. 


*JOHNSON, Lemuel. 811.54 
Highlife for Caliban. [Afterword by Sylvia 
Wynter] [Ann Arbor] Ardis [1973] 156 p. 
22 cm. ISBN 0-88233-058-6 (Ardis new 
poets in America series) Poems. 5.95 

I. Title. 


- Pbk. 1.95, ISBN 0-88233-059-4. 


JONES, Abigail Roberts, 811.54 
1932- 
Where I ` have walked. Philadelphia, 


Dorrance [1974] 71 p. 22 cm. ISBN 0- 


8059-1979-1. Poems. [PS3560.0455W48] 
73-94033 3.50 

I. Title. 

*KRUGER, Mollee. 811.54 
More unholy Writ. [Bethesda, Md.], 


[Maryben Books] [1973] 98 p. 18 cm. (A 
Maryben pook) Poems. 0-913184 2.25 
(pbk.) 

L Title. 

Publisher’s address: Box 30035, Bethesda, 
Md 20014 


*LAHR, Georgiana Lieder. 811.54 
Wings of song. [lst ed.] New York, 
Vantage Press [1973] 112 p. 21 cm. ISBN 
0-533-00625-2 Poems. 3.75 


L. Title. 
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LAMANTIA, Philip, 1927- 811.54 
Touch of the marvelous. New éd. Bolinas 
[Calif] Four Seasons Foundation; 
{distributed by Book People, Berkeley, 
Calif.] 1974. 47 p. 21 cm. ISBN 0-87704- 


020-6 (Writing, 32) Poems. 
1ES3362, A42T6 1974] 70-176241 2.50 
(pbk.) 

I. Title. . 
*LEE, Don L. 811754 


Book of life [by] Mwalimu Haki R. 
Madhubuti [Don L. Lee] Detroit, 
Broadside Press. [1973] 80 p. illus. 23 cm. 
ISBN 0-910296-06-5 Poems. [PS3562E34] 
73-88842 6.00. 

I. Title. 

Pbk. 2.50, ISBN 0-910296-05-7 


*LEE, Jo Anne. 811.54 
First hunger. [Santa Barbara, Calif.) 
Christopher’s Books [1973]. lv. 18 cm. 


ISBN 0-87922-017-1 (Christopher’s hip- 
pocket series) Poems. 73-76638 2.50 (pbk.) 
T. Title. 


*LEEUW, Doris Y. de 811.54 
The goldfish couldn't care less [by] Doris 
Y. de Leeuw. [Ist ed.] New York, Vantage 
Press [1973] 47 p. 21 cm, ISBN 0-533- 
00791-7 Poems. 3. 50 

L Title. 


MCWILLIAMS, Peter 811.54 

This longing may shorten my life; poems. 

[Allen Park, Mich., Versemonger Press; 

distributed by PricefStern/Sloan, Los 

Angeles, 1974] [60] p. 

(PS3563, .A3385T5] 74-166387 1. 95 es 
T. Title. 


*MAXWELL, M. H. 811.54 
A Christmas song of old Boston; a string 
of pearls.” by M. H. Maxwell. [Franklin] 
Mass., Gauntlet Books [1973] 31 p. illus. 
22 cm. ”Poems.” 3.25 

I. Title. 


MILLS, William, 1935- 811.54 
Watch for the fox; poems. Baton Rouge, 
Louisiana State University Press, 1974. vii, 
6} p. 22 cm. ISBN 0-8071-0071-4 


(Louisiana paperbacks, L-67) 
[PS3563.14234W3] 73-90863 2.95 

f Title. 

*NELSON, Vera Joyce. 811.54 


The scent of water. [1st ed.] Lake Oswego, 

Oregon, Smith, Smith and Smith Pub Co., 

loo 103, [1] p. 22 cm. Poems. 2.50 
bk. 


L Title. 


NEWTON, Violette. 811.54 
The proxy; poems. [Quanah, Tex.] Nortex 
Offset Publications [c1973] v, 66 p. 24 cm. 
[PS3564.E97P7] 73-88942 

Í. Title. 


NOLAN, James, 1947- 811.54 
Why I live in the forest. Middletown, 
Conn., Wesleyan University Press [1974] 
p. cm. ISBN 0-8195-2074-8 (The Wesleyan 
poetry program: v. 14) Poems. 
[PS3564.036W5] 74-5967 6.00 

I. Title. 

Prepared from C.I.P. Pbk. 3.45; ISBN 0- 
8195-1074-2. 


NORMAN, George, 1923- 811.54 
Passing through. Detroit, Lamplighter 
Press [1974] 64 p. 22 cm. Poems. 


[PS3564.0565P3] 73-91462 
L Title. 


*PENDLETON, Conrad. 
Oregon odyssey of wheels. 


BILSA 
Fort Smith, 
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Ark., South, and West [1973] 44 p. 23 cm. 
Poems” 

£ Title. 
Publisher’s address: 
Smith, Ark. 72901. 


RHINESMITH, J. P. 811.54 
Retrospect [by] J. P. | Rhinesmith. 
Charleston, Il., Prairie Poet Books [1974] 
v, 22 p. 22 cm. ISBN 0-913996-67-X 
Poems. [PS3568.H53R4] 74-166253 2.00 
Title. 

Distributed by American Poets Fellowship 
Society, Inc; 219 6th Avenue, Box 35, 
Charleston, Ii. 61920. 


ROOK, Pearl Newton. 811.54 
Hidden universe, by Pearl N. Rook. 
Philadelphia, Dorrance [1974] 29 p. 22 cm. 


1520 South 26th, Fort 


ISBN 0-8059-1987-2 Poems. 
[PS3568.0594H5] 73-93510 2.95 

I. Title. 

RYAN, Michael, 1946- 811.54 


Threats instead of trees. Foreword by 
Stanley Kunitz. New Haven, Yale 
University Press, 1974. xviii, 66 p. 21 cm. 
ISBN 0-300-01738-3 (Yale series of 
younger poets, v. 69) [PS83568.Y39T48] 
73-87737 6.00 

L Title. If. Series. ` 


SANCHEZ, George. 811.54 
Whisperings. Millbrae, Caflif.] Celestial 
Arts [1974] [64] p. illus. 22 cm. Poem. 
[PS3369.A4676 W3] 73-82534 2.95 (pbk.) 

. Title. 


SESKIN, Jane. 811.54 
Living single. Los Angeles, 
Price/Stern/Sloan [1974] [62] p. illus. 21 
cm. ISBN _ 0-8431-0339-6 Poems. 
(PS3569. E75L5] 74-166382 2.00 (pbk.) 

I. Title. 


SIMIC, Charles, 1938- 811.54 
Return to a place lit by a glass of milk; 
poems. New York, G. Bfaziller [1974] x, 
70 p. 23 cm. ISBN 0- 30760742 0 (The 


Braziller poetry) 
[PS3569. 14725R4] F3- 92763 5, 95 

I. Title. 

Pbk. 2.95; ISBN 0-8076-0733-9 

SIMON, Tishia, 1955- 811.54 


The essence of nothing. Philadelphia, 
Franklin Pub. Co. [c1973] vi, 39 p. 20 cm. 
Poems. [PS3569.1486E8] 73-78178 2.95 

I. Title. 


*SMITH, Harriet L. 811.54 
Academic sketches by Harriet L. Smith, 
Helen K. Smith [and] Leslie C. Smith. [1st 
ed.] Lake Oswego, Oregon Smith, Smith 
and Smith Pub. Co. [1973] 103 p. illus., 22 
cm. ISBN 0-913626-090-0 Poems 4.95 

I. Smith, Helen K., joint author. II. Smith, 
Leslie C., joint author. IIT, Title. 

Pbk. 2.00, ISBN 0-913626-03-1. 


TASCHLER, Alois Charles. 8117.5°4 
The fire in the rose; In memoriam: a ballad 
of JFK, and other poems. [ist ed.] New 
York, Exposition Press [1973] 124 p. 22 
em. ISBN 0-682-47778-8 [PS3570.A7F5] 
74-165263 5.00 

£ Title. 


THATCHER, Maurice 
Hudson, 1870-1973. 

Autobiography in poetry. New York, R. 

Speller [1974] p. cm. ISBN 0-8315-0145-6 

[PS3539.H149A9] 74-11010 6.00 

1. Title. 

Prepared from C.I.P. 


WILSON, Alton H. 811.54 
So... help me, Lord [by] Alton H. Wilson. 
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811.54 


[Ist ed.] Garden City, N.Y., Doublečay, 
1974. p. cm. ISBN 0-385-02967-5 Poems. 
[PS3573.145675S6] 73-20537 3.95 

L Title. 

Prepared from C.I.P. 


WORDEN, Alfred Merrill. 8117.5°4 
Hello Earth; greetings from Endeavour 
[by] Alfred M. Worden. Los Angeles, 
Nash Pub. [1974] 80 p. illus. 22 cm. ISBN 
0-8402-1343-3 Poems. [PS3573.069H4] 
73-92966 4.95 

1. Space flight to the moon—Poetry. I. 
Title. 


YOUNG, Allen. 811.54 B 
Gay sunshine interview: Allen Ginsterg 
with Allen Young. Bolinas [Calif.] Grey 
Fox Press, 1974. 42 p. 21 cm. ISBN 0- 
912516-05-4 [PS3513.174Z95] 74-75457 
1.95 (pbk.). 

1. Ginsberg, Allen, 1926-—Interviews. I. 
Ginsberg, Allen, 1926- II. Title. 


POETS and Writers, 811'.5°40025 
inc. 

A directory of American poets, inclucing 

names and addresses of 1300 poets and 

contemporary writers whose work has been 

published in the United States. New York, 

1973. xi, 119 p. map. 28 cm. Bibliography: 

p. 110-118. [PS323.5.P6 1973] 72-96330 

4.00 

1. Poets, American—Directories. I. Title. 


LOURIE, Dick, comp. 811'.5’°408 
Come to power; eleven contemporary 
American Indian poets. With an introd. by 
Joseph Bruchac. Trumansburg, N.Y., 
Crossing Press [1974] 127 p. 21 cm. ISBN 
0-912278-45-5 (The Crossing Press series 
of contemporary anthologies) 
[PS591.155L6] 73-86673 3.95 (pbk.) 
L Americar poetry—Indian authors. I. 
itle. 


KAMINSKY, Marc, 1943- 811°.5°409 
What’s inside of you it shines out of you. 
New York, Horizén Press [1974] p. cm. 
ISBN 0-8180-1568-3 Includes 
bibliographical references. [PN1101.K25] 
74-8779 7.95 

1. Poetry—Study and teaching. 2. Poetry— 
Authorship. 3. Poetry—-Therapeutic use. 4. 
Aged—Recreation. I. Title. 

Prepared from C.I.P. 


*DUNSTER, Mark. 812 


Rin: skip New York, Linden Publisher 
[1973] 113 p. 22 cm. 3.00 (pbk.) 

I. Title. 

*THE best short 812’.5082 
plays. ` 

The 1974 edition, edited & with an 
introduction by Stanley Richards, is 


available from Chilton Book Co., Radnor, 


Pa. for 8.95. L.C. card no.: 0-8019-5887- 

3. L.C. card no.: 38-8006. 

O’NEILL, Eugene 812.52 
Gladstone, 1888-1953. 


A moon for the misbegotten; a play in four 


acts. New tad Vintage Books [1974, 
¢1952] ISBN 0-394-71236-6 
[PS3529. N5 M68 1974] 74-5218 1.95' 
(pbk.) 

L. Title. 

Prepared from C.I.P. 

GOLDSTEIN, Malcolm. 812.52093 


The political stage: American drama and 
theater of the great depression. New York, 
Oxford University Press, 1974. x, 482 p. 
illus. 24 cm. Includes bibliographical 
references. [PS338.P6G6] 73-87609 13.95 

l1. American drama—ZOth century— 
History and criticism. 2. Political piays, 
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American—History and criticism. 3. 
Theater—United States. I. Title. 


*ALICE in wonderland; 812.54 
the forming of a company and the making 
of a play. [New York] Merlin House, dist. 
by E. P. Dutton [1973] 165 p. illus. 23 cm. 
ISBN 0-88306-002-7 72-98394 5.95 (pbk.) 
Cloth ed. 15.00, ISBN 0-88306-001-9. 


CARLSON, Bernice (Wells) 812.54 
Funny-bone dramatics. Nashville, 
Abingdon [1974] p. ISBN 0-687-13867-1 
Bibliography: p. A selection of humorous 
riddles, plays, and puppet jokes with 
directions for presenting them to an 
audience. [PN6120.H8C3] 73-21515 4.95 
1. Children’s plays. 2. Wit and humor, 
Juvenile. I. Title. 

Prepared from C.I.P. 


CHILDRESS, Alice. 8127.5'4 
Wedding band; a love/hate story in black 
si white. New York, French [c1973] 73 
p. 19 cm. A play. [PS3505.H76W4] 74- 
166345 1.75 (pbk.). 

I Title. 


*DUNSTER, Mark. 812.54 
New York, a play. New York, Linden 
Publishers [1973] 98 p. 22 cm. 3.00 (pbk.) 
T. Title. 


KERR, Jean Collins. 812.54 
Finishing touches [by] Jean Kerr. [1st ed.] 
Garden City, N.Y., Doubleday, 1974 
[c1972] p. cm. ISBN 0-385-02713-3 A 
play. [PS3521.E744F5 1974] 74-3474 6.95 

L Title. 

Prepared from C.I.P. 


KERR, Jean Collins. 812.54 
Finishing touches, by Jean Kerr. [New 
York) Dramatists Play Service [1973] 84 p. 
illus. 20 cm. A play. [PS3521.E744F5 
1973] 74-165219 1.75 (pbk.) 

, Title. 


MCNALLY, Terrence 812.54 
Whiskey; a one-act play. ew York] 
Dramatists Play Service [c1973] 60 p. illus. 
20 cm. [PS3563.A323W54] 74-165221 
1.00 (pbk.) 

I. Title. 


OWENS, Rochelle. 812.54 
The Karl Marx play and others.'[lst ed.] 
New York, Dutton, 1974. 226 p. 21 cm. 
ISBN 0-525-47366-1 [PS3565.W57K3] 74- 
166206 5.95 (pbk.). 

L Title. i 
Contents omitted. 


ZINDEL, Paul. 812.54 
Let me hear you whisper; a play. Drawings 
by Stephen Gammell. New York, Harper 
& Row [1974] 44 p. illus. 22 cm. ISBN 0- 
06 026834-6 [PS3576.1518L4] 73-13440 
4. 

L Title. 


ALDRIDGE, John W. 813.03 
In search of heresy; American literature in 
an age of conformity, by John W. 
Aldridge. Westport, Conn., Greenwood 
Press [1974, cl1956] p. cm. ISBN 0-8371- 
7452-X Reprint of the ed, published by 
McGraw-Hill, New York. [PS221.A64 
1974] 74-3618 10.50 (lib. bdg.) 

i. American literature—20th century— 
History and criticism. 2. Criticism—United 
States. 3. Conformity. I. Title. 

Prepared from C.I.P. 


DEKKER, George, comp. 813.2 
Fenimore Cooper—the critical heritage, 
edited by George Dekker and John P. 
MeWilliams. London, Boston, Routledge 


JULY 31,1974 


and Kegan Paul, 1973. xi, 306 p. 23 cm. 
ISBN 0-7100-7635-5 (Critical heritage 
series) Includes index. Bibliography: p. 
296-297. [PS1438.D38] 73-77039 15.50 

1. Cooper, James Fenimore, 1789-185] — 
Criticism and interpretation. L 
MeWilliams, John P., joint comp. II. Title. 


FICK, Leonard J. 813.3 
The light beyond; a study of Hawthorne’s 
theology, by Leonard J. Fick. [Folcroft, 

Pa.] Folcroft Library Editions, 1974 
[c1955] p. cm. Includes bibliographical 
references. [PS1892.R4F5 1974] 74-8995 
15.00 (lib. bdg.). 


1. Hawthorne, Nathaniel, 1804-1864— 
Religion and ethics. I. Title. 

Prepared from C.I.P. 

FIELDS, Annie (Adams) 813°.3B 


1834-1915. 
Nathaniel Hawthorne. New York, Haskell 
House [1974, c1899] p. cm. ISBN 0-8383- 
1859-2 Reprint of the ed. published by 
Small, Maynard, Boston, issued in series: 
Bacon biographies of eminent Americans. 
Bibliography: p. [PS1881.F5 1974] 74-7223 
10.95 (lib. bdg.). 
i. Hawthorne, Nathaniel, 1804-1864— 
Biography. I. Series: Beacon biographies of 
eminent Americans. (Boston) 
Prepared from C.I.P. 


MEYER, Roy Willard, 
1925- 

The middle western farm novel in the 
twentieth century, by Roy W. Meyer. 
Lincoln, University of Nebraska Press 
ae c1964] vii, 265 p. 21 cm. ISBN 0- 
032-5798-8. (A Bison book) Based on 
thesis, University of Iowa. 
bibliography of middle western farm 
fiction, 1891-1962. p. 200-242. 
Bibliography: p. 243-252. [PS374.F3M4 
1974] re 17221 2.45 (pbk.) 

l. American fi SM adle West— 
History & criticism. 2, American fiction— 
20th century—History & criticism. 3. Farm 
dife in America. I. Title. 


ASTRO, Richard. 813.52 B 
John Steinbeck and Edward F. Ricketts: 
the shaping. of a novelist. Minneapolis, 
University of Minnesota Press [1973, ie. 
1974] xii, 259 p. illus. 23 cm. ISBN 0- 


813.5093 


an annotated 


8166-0704-4 Includes bibliographical 
references. [PS3537.T3234Z58] 73-87252 
12.95 

1. Steinbeck, John, 1902-1968—Friends 
and associates. 2. Ricketts, Edward 
Flanders, 1896-1948. I. Title. 

HAYCOX, Ernest, 1899- 813.52 


1950. 


He smoke Boston, G. a oe 1974 


[c1936] Lar. ed. 
[PZ3. ¥13237 147] “TPS3515. 189327] 14-5107 


. Saksi ving books. I. Title. 
Prepared from C.I.P. 


LUNDQUIST, James. 813.52 
Theodore Dreiser. New York, Ungar 
[1974] ix, 150 p. 20 cm. ISBN 0-8044- 
2563-9 (Modern ae monographs) 


Bibliography: 135-141. 
[PS3507 RS5Z668] 73- $4600 6.00 

1. Dreiser, Theodore, 1871-1945. 
MORRIS, Ann R. 813.52 


Winesburg, Ohio, notes; including: life and 

background, an introduction to the work, 

list of characters, critical commentaries, 

the oe Anderson’s style, review 
an 


questions; I d] selected bibliography, by 
Ann R. Morris. Consulting editor: James 
L. Roberts. Lincoln, Neb., Cliffs Notes 


[1974] 61 p. 2f cm. ISBN 0-8220-1382-7 


Bibliography: p. 59-61. [PS3501.N4W575] 
74-165233 1.25 (pbk.) 


I. Anderson, Sherwood, 1876-1941. 
Winesburg, Ohio. I. Title. 

RAY, David, 1932- comp. 813.52 
Richard Wright: impressions and 


perspectives. Edited by David Ray and 
Robert M. Farnsworth. Introd. by Charles 
T. Davis. Ann Arbor, University of 
Michigan Press [1973] xi, 207 p. illus. 22 
cm. ISBN 0-472-09189-1 Material 
reprinted in this book first appeared in the 
December, 1971, issue of New letters, 
volume 38, number 2.” ”A bibliography of 
Richard Wrights works”: p. 191-205. 
[PS3545.R815Z8] 74-163565 7.95 

I. Wright, Richard, 1908-1960. L 
Farnsworth, Robert M., joint comp. TI. 
Title. 

Pbk. 2.45; ISBN 0-472-06189-5. 


RIDEOUT, Walter Bates, 
comp. 
Sherwood Anderson; a collection of critical 
essays, edited by Walter B. Rideout. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p cm. ISBN  0-13-036558-0 
(Twentieth century views) 
[PS3501.N4Z77] 74-3397 6.95 
1. Anderson, Sherwood, 1876-1941. 
Prepared from C.I.P. Contents omitted. 
Pbk. 2.45, ISBN 0-13-036533-5. 


VOLPE, Edmond Loris. 8137.5°2 
A reader’s guide to William Faulkner, by 
Edmond L. Volpe. New York, Octagon 
Books, 1974 [cl964] x, 427 p. 22 cm. 
ISBN 0-374-98086-1 Reprint of the ed. 
published by Farrar, a New York. 
Bibliography: [413]-422. 
[PS3511. A85Z983 1974] 73-21109 14.50 

i. Faulkner, William, 1897-1962— 
Criticism and interpretation. I, Title. 


ADAMS, Laura, comp. 813.54 
Wili the real Norman Mailer please stand 
up. Port Washington, N.Y., Kennikat 
Press, 1974. 274 p. 21 cm. ISBN 0-8046- 
9066-9 (Kennikat Press national university 
publications. Series in literary criticism) 
[PS3525.A4152Z57] 73-83259 9.95 


813.52 


1. Mailer, Norman—Addresses, essays, 
lectures. I, Title. 

Contents omitted. 

AUCHINCLOSS, Louis. 813’.5°4 B 


A writer’s capital. Minneapolis, University 
of Minnesota Press [1974] 160 p. illus. 23 
cm. ISBN 0-8166-0707-9 Autobiographical. 
[PS3501.U25Z52] 73-90568 7.95 

1. Auchincloss, Louis I. Title. 


BOYLE, Harry J. 813.54 
Memories of a Catholic boyhood [by] 
Harry J. Boyle. Toronto, Doubleday 
Canada; Garden City, N.Y., Doubleday, 
1973. 192 p. 22 cm. ISBN 0-385-08003-4 
[PR9199.3.B65Z52] 73-79648 6.95 

1. Boyle, Harry J. I. Title. 


BRADBROOK, Muriel Clara. 817.54 
Maicolm Lowry: his art & early life; a 
study in transformation [by] M. C. 
Bradbrook. [London] Cambridge University 
Press [1974] xiii, 170 p. maps. 21 cm. 
ISBN 0-521-20473-9 Bibliography: p. 164- 
166. [PR6023.096Z57] 74-76945 

i. Lowry, Malcolm, 1909-19357. I. Title. 
Distributed by Cambridge University Press, 
New York; 6.95 


COMPARATIVE Literature 813.54 


Symposium, 6th, Texas Tech University,’ 
1973 


William Faulkner: prevailing verities and 
world literature; proceedings. Editors: 
Woledymyr T. Zyla [and] Wendell M. 


800 LITERATURE 


Aycock. Lubbock, —_Interdepartmental 
Committee on Comparative Literature, 
Texas Tech University, 1973. 166 p. illus. 
23 cm. Includes bibliographical references. 
[PS3511.A86Z489 1973] 74-157882 5.00 

1. Faulkner, William, 1897-196 2—~ 
Congresses. T. Zyla, Wolodymyr T., 1919- 
ed. II. Aycock, Wendell M., ed. III. Title. 

Publisher’s address: Lubbock, Texas 79409 


LEVERENCE, John. 813.54 B 
Irving Wallace; a writer's profile. With an 
introd. by Jerome Weidman, an interview 
by Sam L. Grogg, Jr., and an afterward by 
Ray B. Browne. Bowling Green, Ohio, 
Popular Press, 1974. 454 p. illus. 24 cm. 
ISBN 0-87972-063-8 (Profiles in popular 
culture, no. 1) [PS3573.A426Z76] 73- 
93855 6.95 

I. Wallace, Irving, 1916- -—Biography. 2. 
Wallace, Irving, 1916- —-Correspondence. 
L Grogg, Sam L. IT. Title. IIL. Series. 


MCDANIEL, John N., 1941- 813.54 
The fiction of Philip Roth [by] John N. 
McDaniel. Haddonfield, N.J., Haddonfield 
House [1974] p. cm. ISBN 0-88366-002-4 


”Philip Roth: a bibliography”: p. 
[PS3568.0855Z8] 74-8804 10.00 

I: Roth, Philip—-Criticism and 
interpretation. I. Title. 

Prepared from C.I.P. 

SOLOTAROFF, Robert. 813.54 


Down Mailer’s way. Urbana, University of 
Illinois Press [1974] x, 289 p. 24 cm. ISBN 
0-252-00398-5 Includes bibliographical 
a (PS3525.A4152Z88] 73-5406 
10.0 

1. Mailer, Norman—Criticism and 
interpretation. 2. Mailer, Norman— 
Political and social views. I. Title. 


COOKE, George Willis, 
1848-1923. 
Ralph Waldo Emerson: his life, writings, 
and philosophy. [Folcroft, Pa.] Folcroft 
Library Editions, 1974 [c1881] p. cm. 
Reprint of the 1882 ed. published by J. R. 
Osgood, Boston. Includes bibliographical 
references. [PS1631.C65 1974] 74-8996 
25.00 
1. Emerson, Ralph Waldo, 1803-1882. 
Prepared from C.I.P. 


814.3 B 


*CLARK, George. 817 
Bro. Goodbody and the red brick church. 
Nashville, Tenn., Broadman Press [1973] 
64 p. illus. 14 cm. ISBN 0-8054-5541-8 
[PS430] 1.50 (pbk.) 

i. American wit and humor. I. Title. 


*CUMMINS, Roger W. 817 B 
Humorous but wholesome: a history of 
Palmer Cox and the Brownies, [by] Roger 
W. Cummins. Watkins Glen, N.Y., 
Century House Americana Publishers 
[c1973] 254 p. illus, port. 26 cm. 


Bibliography: p. 235-250. [CT217] 72- 

97477 15.00. 

1. Cox, Palmer, 1840-1924 I. Title. 

RUSH, James, 1786- 818.209 s 
1869 


Brief outline of an analysis of the human 
intellect. Edited by Melvin H. Bernstein. 
Weston, Mass., M & S Press, 1974. 2 v. 24 
cm. (The collected works of James Rush,’ 
v. 2-3) (Series: Rush, James, 1786-1869. 
The collected works of James Rush, v. 2- 
3.) Includes bibliographical references. 
{[AC8.R75 vol. 2-3] [BF121] 150 74- 
165103 

I. Psychology. 2. Mind and body. I. Title. 
H. Series. 


145 


800 LITERATURE 
RUSH, James, 1786- 818.209 s 
1869. 

Hamlet. Rhymes of contrast. Edited by 
Melvin H. Bernstein. Weston, Mass., M & 
S Press, 1974. 1 v. (various pagings) 24 
cm. (The collected works of James Rush, 
v. 4) (Series: Rush, James, 1786-1869. 
The collected works of James Rush, v. 4.) 
Prelude to Shakespeare’s Hamlet. Includes 
bibliography. [AC8.R75 vol. 4] 
{PS2737.R6] 812’.2 74-165104 

I Shakespeare, William, 1564-1616. 
Hamlet Il. Rush, James, 1786-1869. 
Rhymes of Contrast. 1974. Ill. Title. IV. 
Title: Rhymes of contrast. V. Series. 


RUSH, James, 1786- 8187.2°09 s 
869 


The philosophy of the human voice. Edited 
by Melvin H. Bernstein. Weston, Mass., M 
& S Press, 1974. iv, 4, 634 p. port. 24 cm. 
(The collected works of James Rush, v. 1) 
(Series: Rush, James, 1786-1869. The 
collected works of James Rush, v. 1.) 


Includes bibliographical references. 
[AC8.R75 vol. 1] [PN4162] 808.5 74- 
164409 


1. Voice. 2. Elocution. I. Title. II Series. 


HAINES, Charles. 818.309 B 
Edgar A. Poe: his writings and influence. 
New York, Franklin Watts, 1974. p. cm. 
ISBN 0-531-02737-6 ”The writings of 
Edgar Allan Poe:” A biography of the 
troubled nineteenth-century author with an 
analysis of his prose and poetry which 
greatly influenced prominent artists and 
writers throughout the world. 
[PS2631.H27] 92 74-3352 4.95 

1. Poe, Edgar Allan, 1809-1849. I. Title. 
Prepared from C.I.P, 


CLEMENS, Samuel 
Langhorne, 1835-1910. 
The curious republic of Gondour, and 
other whimsical sketches. (Folcroft, Pa.) 
Folcroft Library Editions, 1974 [c1919] p. 
Reprint of the ed. published by Boni and 
Liveright, New York. “Most of the 
sketches in this volume were taken from a 
series the author wrote for the Galaxy 
from May, 1870, to April, 1871. The rest 
appeared in the Buffalo express.’ 
[PS1322.C9 1974b] 74-10998 10.75 (lib. 


818.409 


bdg.). 

I. Title. 

Prepared from C.I.P. 

HENDERSON, Archibald, 8187.4°09 
1877-1963. 

Mark Twain. With photos. by Alvin 


Langdon Coburn. New York, F. A. Stokes 
Co., 1912. New York, Haskell House 
Publishers [1974] p. cm. ISBN 0-8383- 
1742-1 Bibliography: p. [PS1331.H4 
1974b] 74-10996 13.95 (lib. bdg.) 
1. Clemens, Samuel Langhorne, 1835-1910. 
Prepared from C.I.P. 
or aaa David B., 818.409 
938- 
Josh Billings (Henry Wheeler Shaw) by 
David B. Kesterson. New York, Twayne 
[1974, ¢1973] 157 p. 21 cm. ISBN 0-8057- 
0058-7 (Twayne’s United States authors 
series, TUSAS 229) Bibliography: p. 147- 
153. [PS2808.K4] 73-1985 5.50 


1. Shaw, Henry Wheeler, 1818-1885— 
_ Criticism and interpretation. 
WEATHERFORD, Richard 818.409 


M,, comp. 
Stephen Crane, the critical heritage, edited 
by Richard M. Weatherford. London, 
Boston, Routledge and Kegan Paul, 1973. 
xviii, 343 p. 23 cm. ISBN 0-7100-7636-3 
(The Critical heritage series) Includes 


116 


index. Bibliography: 337. 
[PS1449.C85Z98] 2377042 17.00 
I. Crane, Stephen, 1871-!900—Criticism 


and interpretation. 


BULOSAN, Carlos. 8187.5°209 B 
America is in the heart; a personal histcry. 
Introd. by Carey McWilliams. Seattle, 
University of Washington Press [1973, 
c1946] xxiv, 327 p. 21 cm. ISBN 0-235- 
95289-X (Washington pape-backs, WP-58) 
[PR9550.9.B8A8 1973] 73-13007 3.45 
(pbk.). 

1, Bulosan, Carlos. I. Title. 


STEGNER, Wallace 
Earle, 1909- 

The uneasy chair; a biography of Bernard 
DeVoto [by] Wallace Stegner. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. xi, 
464 p. illus. 24 cm. ISBN 0-385-07884-6 
Includes bibliographical references. 
[PS3507.E867Z9] 73-81985 12.50 


818’.5°209 B 


I. De Voto, Bernard Augustine, 1897- 
1955—Biography. I. Title. 
CAHN, Victor L. 818.5407 


The disrespectful dictionary, by Victor L. 
Cahn. Los Angeles, Price/Stern/Sloan 
[1974] 1 v. (unpaged) illus. 22 cm. ISBN 
0-8431-0337-X  ”A Price/Stern/Sloan 
humor special.” [PN6162.C24] 74-76760 
2.50 


1. American wit and humor. I. Title. 


GREEN, Ben K. 818.5407 B 
Ben Green tales. [lst ed.] Flagstaff, Ariz., 
Northland Press [1974] 4 v. illus. 22 cm. 
ISBN 0-87358-115-6 Cantents—v. 1. 
When I was just a colt.—v. 2. Up fool’s 
hill ahorseback.—v. 3. Beatty.—v. 4. How 
come I wrote a book. [SF336.G74A35] 73- 
85179 50.00 

1. Green, Ben K. 2. Ranch life—Texas. 3. 
Horses—Legends and stories. 


GREEN, Ben K. . 818°.5°407 s 
How come I wrote a book, by Ben K. 
Green. Illustrated by James Boren. [lst 
ed.} Flagstaff. Ariz, Northland Press 
[1974] 51 p. illus. 22 cm. (Ben Green tales, 
4) [SF336.G74A35 vol. 4] 818.5407 B 
74-166297 

1. Green, Ben K. I. Title. 


GREEN, Ben K. 818°.5’407 s 
When I was just a colt, by Ben K. Green. 
Illustrated by William Mcyers. [lst ed.] 
Flagstaff, Ariz., Northland Press [1974] 57 
p. illus. 22 cm. (Ben Green tales, 1) 
[SF336.G74A35 vol. 1] 818’.5°407 B 74- 
166296 

1. Green, Ben K. 2. Ranch lite--Texas. 3. 
Horses—Legends and stories. I. Title. 


GROSSINGER, Richard, 818°.5°407 
1944- 
Book of the Cranberry Islands. Los 


Angeles, Black Sparrow Press, 1974. p. 
em. ISBN 0-87685- 211-8 [GT5904.G76 
1974] 74-4046 10.00 

i. Fishermen—Maine—Mount Desert 
Island region. 2. Mount Desert Island 
region, Me.—Social life and customs. I. 
Title. 

Prepared from C.I.P. 


WIDDER, Robert B. 818’.5°407 
Jennie has a birthday. Text and photos. by 
Robert B. Widder. Minneapolis, Minn., 
Carolrhoda Books [1974] [32] p. illus. 29 x 
19 cm. ISBN 0-87614-039-8 A one-year- 
old sheltie describes her first year with her 
master, Mr. Bobby. [SF426.5.W52 1974] 
Fic 72-7661 4.50 (lib. bdg.). 

I. Dogs-—Juvenile literature. 2. Shetland 
sheep-dogs—Juvenile literature. 


AMERICAN BOOK PUBLISHING RECORD 

WILLIAMS: John Alfred, 818.5407 

925- 
Flashbacks; a twenty-year diary of article 
writing [by] John A. Williams. Garden 
City, N.Y., Anchor Books, 1974 [c1973] 
viii, 440 p. 21 cm. ISBN 0-385-08441-2. 
[PS3573.14495F5 1974] 3.95 (pbk.) 
I. Title. 
L.C. card number for hardbound ed.: 72- 
84954 


WILLIAMS, Paul, 1948- 8187.5°407 

Pushing upward. Pictures by Dale Lewis. 

New York, Links [c1973] 319 p. illus. 22 
ISBN 0-8256-3012-6 

[PS3573. 14553P8] 77-108897 3.95 (pbk.) 

Í. Title. 


BARNET, Sylvan, comp. 820.8 
An introduction to literature: fiction, 


poetry, drama. Edited by Sylvan Barnet, 
Morton Berman [and] William Burto. 5th 
ed. Boston, Little, Brown [1974, c1973] 
xxvi, 963 p. 21 cm. [PN6014.B383 1973] 
73-18861 6.95 (pbk.) 

1. Literature—Collections. I. Berman, 


Morton, joint comp. H. Burto, William, 
Joint comp. lif. Title. 

Instructor’s manual free. 

FORD, Boris. 820°.9 s 


The modern age, edited by Boris Ford. 3d 
ed. [Harmondsworth] Penguin Books 
[1973] 621 p. 19 cm. ISBN 0-14-020465-2 
(His The Pelican guide to English 
literature, v. 7) (Pelican books, A465) 
Bibliography: p. 549-[606} [PR83.F62 vol. 
7] [PR471] 820°.9°00912 74-166229 

1l. English  fiterature—20th century— 
History and criticism. I. Title. 

Distributed by Penguin, Baltimore, Md., 

3.35 (pbk.). 


FORD, Boris, ed. 820’.9 
The Pelican guide to English literature. 3d 
ed. [Harmondsworth] Penguin Books [19, 
ie. 1974] v. 19 cm. (Pelican books, 
A465) Contents— —v. 7. The modern 
age. Bibliography: v. 7, p. 549-[606] 
[PR83.F62] 74-166228 

I English _ literature—History and 
criticism. I. Title. 

Distributed by Penguin, Baltimore; 3.35 
(pbk.). 


GARNETT, Richard, 1835- 
1906. 
English literature; an illustrated record. 
New York, Macmillan, 1903. Detroit, Gale 
Research Co., 1974. p. cm. ISBN 0-8103- 
3989-7 Contents—I. v. 1. Garnett, R. 
From the beginnings to the age of Henry 
VIII. v. 2. Garnett, R. and Gosse, E. From 
the age of Henry VIH to the age of 
Milton.—II. v. 3. Gosse, E. From Milton 
to Johnson. v. 4. Gosse, E. From the age 
of Johnson to the age of Tennyson. 
[PRSI G3 1974] 78-1642837 84.00 (set) 
English _ literature—History and 
ea I. Gosse, Edmund William, Str, 
1849-1928, joint author. H. Title. 
Prepared from C.I.P. 


LEHMANN, John, 1907- 
d. 


ed. 
The craft of letters in England, a 
symposium. Westport, Conn., Greenwood 
Press [1974] p. cm. ISBN 0-8371-7410-4 
Reprint of the 1957 ed. published by 


820°.9 


820’.9’0091 


Houghton-Mifflin, Boston. [PR473.L38 
1974] 74-2588 12.00 

i. English  iliterature—20th century— 
History and criticism. I. Title. 

Prepared from C.I.P. 

CARROLL, William 820°.9°36 

Meredith, 1910- i 
Animal conventions in English 


SULY 31,1974 


Renaissance non-religious prose, 1550- 
1600. Westport, Conn., Greenwood Press 
[1974, c1954] p. cm. ISBN 0-8371-6186- 
X Originally presented as the author’s 
thesis, Indiana University. Reprint of the 
ed. published by Bookman Associates, 
New York. Bibliography: p. [PR756.A5C3 
1974] 73-21340 9.25 

i. English prose literature—Early modern 
(to 1700)--History and criticism. 2. 
Animals in literature. T. Title. 

Prepared from C.LP. 


GREEN, Roger 
Lancelyn. 
Tellers of tales; an account of children’s 
favourite authors from 1839 to the present 
day, their books and how they came to 


820’.9°9282 


write them, together with an appendix - 


giving the titles and dates of these books. 
New, enl., ed. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1953 ed. published by E. Ward, 
Leicester, Eng. Bibliography: 

(PN 1009.A1G7 1974] 74-9964 17.50 

1. Children’s literature, English—History 
and criticism. 2. Children’s literature, 
English—Bibliography. J. Title. 

Prepared from C.I.P. 


KENNY, Herbert A. 820°.9°94183 
Literary Dublin; a history [by] Herbert A. 
Kenny. With illus. by Charles Carroll. [ist 
ed.] New York, Taplinger Pub. Co. [1974] 
336 p. ports. 22 cm. ISBN 0-8008-4921-3 
Bibliography: p. 325-328. [PR8727.K4] 72- 
6626 12.00 

1. Authors, Irish—Biography. 2. English 
fees re ean —History and criticism. 
I Title. 


ARVIDSON, K. O. 821 
Riding the pendulum: poems 1961-69 [by] 
K. O. Arvidson. Wellington, New York, 
a University Press, 1973. 57 p. 23 
ISBN 0-19-640014-7 
[PR9639. .3.A7R5] 74-164340 8.50 (U.S.) 
itle. 


MCMAHON, Bob 821 
Let singing be my song; the story of 
Thrushuska. Written and illustrated by Bob 
McMahon. St. Meinrad, Ind., Abbey Press, 
1974 [c1973] [68] p. illus. 18 cm. ISBN 0- 
87029-021-5 (A Priority edition) First ed. 
published under title: Thrushuska, the song 
bird. [PR9619.3.M26T5 1974] 73-94167 
1.95 (pbk.) 

I. Title. 


BRADY, Frank. 8217.008 
Poetry: past and present [by] Frank Brady 
[and] Martin Price. New York, Harcourt 
Brace Jovanovich [1974] xxvi, 527 p. 24 
cm. ISBN 0-15-570682-9 [PR1175.B723] 
73-18759 4.95 (pbk.) 

1. English poetry. 2. American poetry. I. 
Price, Martin, 1920- joint author. II. Title. 


QUILLER-COUCH, Arthur 821.008 
Thomas, Sir, 1863-1944, ed. 

English sonnets, edited, with introd. and 

notes, by A. T. Quiller-Couch. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. Reprint of the 1897 ed. published by 

Chapman & Hall, London. [PR1195.S5Q5 

1974] 74-9768 8.50 (lib. bdg.). 

1. Sonnets, English. I. Title. 

Prepared from C.I.P. 


PARKER, Elinor 
Milnor, 1906- comp. 
Four seasons five senses; poems, selected 
by Elinor Parker. Illustrated by Diane 
DeGroat. New York, Scribner [1974] 132 
. illus. 22 çm. ISBN 0-684-13661-9 
[PR1195.S42P3] 73-14402 5.95 


821’.009°33 


English poetry. 2. American poetry. 3. 
Seasons —Poetry. L Title. 


“VALKER, John 821°.009°351 
William, 1859- 
“he true history of Robin Hood, by J. W. 
Valker. With illus. by Ethel W. Walker. 
fYorkshire, Eng.] EP Pub., 1973. xxi, 142 
r. illus. 25 cm. ISBN’ 0-85409-889-5 
“Reprint of the 1952 ed. published by 
“Vest Yorkshire Print. Co., Wakefield; with 
= new index.” Includes bibliographical 
neferences. [PR2129.W3 1973] 74-165310 
` Robin Hood—Legends—RHistory and 
criticism. I. Title. 
Distributed by Rowman and Littlefield; 
-.00. 


DIXON, James Henry, 1803- 
1876, ed. 
Ancient poems, ballads, and songs of the 
zeasantry of England, taken down from 
əral recitation, and transcribed from 
arivate manuscripts, rare broadsides and 
_carce publications, collected and edited by 
“ames Henry Dixon. [East Ardsley, Eng.] 
=P Publishing, 1973. xv, 250 p. 19 cm. 
SBN 0-85409-871-2 Original ed. published 
m 1846 as v. 17 of Early English poetry, 
>allads, and popular literature of the 
middle ages, issued by the Percy Society. 
-PR1181.D56 1973] 74-166478 
i. English ballads and songs. 2. Folk-songs, 
English. I. Title. 
Sus by Rowman and Littlefield; 
3.50. 


8217.04 


ERSKINE, John, 1879-1951. 821.04 
The Elizabethan lyric; a study. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
zm. Reprint of the 1905 ed. published by 
Zolumbia University Press, New York, 
which was issued as v. 2 of the Columbia 
University studies in English. Originally 
presented as the author’s thesis, Columbia, 
1903. Bibliography: p. [PR539.L8E8 1974] 
74-9506 15.00 

1. English poetry—Early modern, 1500- 
1700—History and criticism. 2. Lyric 
poetry—History and criticism. I. Title. I. 
Series: Columbia University studies in 
English, v. 2. 

Prepared from C.I.P. 


WHITLEY, Ben W., comp. 821.05 
How great Thou art! Favorite religious 
-verses of faith and inspiration. Selected by 
Benjamin Whitley. Illustrated by Don 
‘Dubowski. [Kansas City, Mo., Hallmark 
Cards, c1973] 69 p. illus. 27 cm. ISBN 0- 
87529-330-1 (Hallmark crown editions) 
[PN6110.R4W47] 72-94958 5.00 

1. Christian poetry. I. Title. 


FIFIELD, Merle. 8217.1 
Theoretical techniques for the analysis of 
variety in Chaucer’s metrical stress. 
Muncie, Ind., Ball State University, 1973. 
vi, 41 p. 23 cm. (Ball State University. 
Publications in English, no. 17) (Ball State 
monograph no. 23) Bibliography: p. 41. 
(PR1951.F5] 79-168735 

1. Chaucer, Geoffrey, d 1400— 
Versification. 2. English language—Middle 
English (1100-1500)—Accents and 
accentuation. I, Title. II. Series: Indiana. 
Ball State University, Muncie. Publications 
in English, no. 17. TIT. Series: Indiana. Ball 


State University, Muncie. Ball State 
monograph no. 23. 

GODWIN, William, 1756- 821°.1 B 
1836. 

Life of Geoffrey Chaucer, the early 


English poet: including memoirs of his 
near friend and kinsman, John of Gaunt, 
Duke of Lancaster: with sketches of the 
manners, opinions, arts, and literature of 


800 LITERATURE 


England in the fourteenth. century. 
London, R. Phillips, 1804. [New York, 
AMS Press, 1974] p. em. ISBN 0-404- 
eee [PR1905.G6 1974] 71-168173 
36.50 

1. Chaucer, Geoffrey, d. 1400—Biography. 
2. John of Gaunt, duke of Lancaster, 3. 


England—Civilization—Medieval period, 
1066-1485. I. Title. : 
Prepared from C.I.P. 

ELTON, Oliver, 1861-1945. 821°.3 


An introduction to Michael Drayton. 
[Folcroft, Pa.] Folcroft Library Editions, 
19 p. cm. Reprint of the 1895 ed. 
printed for the Spenser Society by C. E. 
Simms, Manchester, which was issued as 
no. 6A of the Publications of the Spenser 
Society, new series. Bibliography: p. 
[PR2258.E5 1974] 74-10782 10.00 (lib. 


bdg.) 
I. Drayton, Michael, 1563-1631. 2. 
Drayton, Michael, 1563-163 1— 


Bibliography. I. Title. II. Series: Spenser 


Society, Manchester. Publications, new 
ser., no. 6A. 

Prepared from C.I.P. 

LLOYD, Julius, 1830- $21°.3B 


1892. 
The life of Sir Philip Sidney. {Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1862 ed. published by 
Longman, Green, Longman, Roberts, and 
Green, London. [DA358.S5L7 1974] 74- 
10802 24.00 
I. Sidney, Philip, Sir, 1554-1586. I. Title. 
Prepared from C.I.P. 


SHAKESPEARE, William, 
1564-1616. 
The narrative poems, and poems of 
doubtful authenticity. Edited by Richard 
Wilbur and Alfred Harbage. [Rev. ed] 
Baltimore, Penguin Books [1974] 182 p. 1 
cm. ISBN 0-14-071437-5 (The Pelican 
Shakespeare) First ed. published in 1966 
under title: Poems. Contents.—Venus and 
Adonis—The rape of Lucrece.—The 
phoenix and turtle—Poems of doubtful 
authenticity: A lovers complaint—The 
passionate pilgrim. [PR2842.W5 1974] 75- 
98380 1.95 (pbk.) 
I, Wilbur, Richard, 1921- ed. Il. Harbage, 
Alfred, 1901- ed. HI. Title. 


BoGHOLM, Niels, 1873-1957. 821.4 
Milton and Paradise fost. New York, 
Haskell House [1974] p. cm. ISBN 0- 
8383-1968-8 Reprint of the 1932 ed. 
published by Levin & Munksgaard, 
Copenhagen: [PR3562.B6 1974] 74-7116 
10.9 


I. Milton, John, 1608-1674. Paradise lost. 
I. Title. 
Prepared from C.I.P. 


FOY, Thomas. 
Richard Crashaw, "poet and saint.” 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1933 ed. 
published by Powell Press, Dublin. 
Bibliography: p. [PR3386.F6 1974] 74- 
9797 8.50 (lib. bdg.). 

4. Crashaw, Richard, 1613?-1649-— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. 


HARTMANN, Cyril Hughes, 
1896- 

The Cavalier spirit, and its influence on 
the life and work of Richard Lovelace 
(1618-1658). [Folcroft, Pa.]} Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1925 ed. published by G. Routledge, 
London. Includes bibliographical 
references. [PR3542.L2H3 1974] 74-11254 
12.75 (lib. bdg.). 


8217.3 


8217.4 


8217.4 
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1. Lovelace, Richard, 1618-1658. 2. Great 
Britain—History—Charles I, 1625-1649. I. 
Title. 

Prepared from C.I.P. 


MILTON, John, 1608-1674. 821.4 
Asimov’s annotated Paradise lost. Text by 
John Milton, notes by Isaac Asimov. [Ist 
ed.]’New York, Doubleday, 1974. 761 p. 
24 cm. ISBN 0-385-07992-3 [PR3560 
1974b] 73-81424 16.95 

I. Asimov, Isaac, 1920- ed. II. Title. II. 
Title: Paradise lost. 


WHEELER, Thomas, 1926- 821.4 
Paradise lost and the modern reader. 
Athens, University of Georgia Press [1974] 
xi, 132 p. 22 cm. ISBN 0-8203-0336-4 
Bibliography: p. 131-132. [PR3562.W43] 
73-76786 7.50 

1. Milton, John, 1608-1674. Paradise lost. 
I. Title. 


KEENER, Frederick M., 
1937- 

An essay on Pope [by] Frederick M. 

Keener. New York, Columbia University 

Press, 1974. p. cm. ISBN 0-231-03827-5 

Includes bibliographical references. 

(PR3636.K4] 74-1260 9.00 

1. Pope, Alexander, 1688-1744. I. Title. 

Prepared from C.I.P. 


WINCHILSEA, Anne Kingsmill 
Finch, Countess of, 1661-1720. 
The poems of Anne, Countess of 
Winchilsea. From the original ed. of 1713 
and from unpublished mss. edited with an 
introd. and notes, by Myra Reynolds. 
Chicago, University of Chicago Press, 
1903. [New York, AMS Press, 1974] p. 
cm. ISBN 0-404-56856-4 Original ed. 
issued as v. 5, 2d series of The decennial 
publications. [PR3765.W57 1974] 75- 
37729 28.00 
I Series: Chicago. University. The 
decennial publications. Second series, v. 5. 
Prepared from C.I.P. 


GUTHRIE, David Kelley, 
1831-1896. 
Burns from various aspects; the address to 
the Laurencekirk and District Burns Ciub 
at their annual supper, in the Masonic 
Hall, Laurencekirk, on Wednesday, Sth 
February, 1936. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1936 ed. published by Grant 
Educational Co., London. [PR4331.G8 
1974] 74-9967 4.50 (lib. bdg.) 
I, Burns, Robert, 1759-1796. I. Title. 
Prepared from C.I.P. 


LOW, Donald, comp. 8217.6 
Robert Burns; the critical heritage, edited 
by Donald A. Low. London, Boston, 
Routledge & K., Paul [1974] xvi, 447 p. 23 
em. ISBN 0-7100-7797-1 (The Critical 
heritage series) Bibliography’ p. 441-442. 
{PR4338.L6] 73-91033 

l. Burns, Robert, 1759-1796—Criticism 
and interpretation. I. Title. 


THOMAS Grey Bicentenary 8217.6 
Conference, Carleton University, 1971. 
Fearful joy; papers from the Thomas Gray 
Bicentenary Conference at Carleton 
University. Edited by James Downey and 
Ben Jones. Montreal, McGill-Queen’s 
University Press, 1974. xvii, 266 p. illus. 
25 cm. ISBN 0-7735-0132-0 Includes 
bibliographical references. [PR3503.T5 
1971] 73-79499 
f. Gray, Thomas, 1716-177i1—Addresses, 
essays, lectures. 2. English poetry—18th 
century—Addresses, essays, lectures. T. 
Pee James, ed. II. Jones, Ben, ed. II. 
itle. 
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8217.5 


8217.6 


Distributed by McGill Queens University 
Press, New York, 11.50. 


BROUGHTON, Leslie Nathan, 
1877-1952. 
The Theocritean element in the works of 
William Wordsworth. ([Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. 
Thesis—Cornell University. Reprint of the 
1920 ed. published by M. Niemeyer. 
Includes bibliographical references. 
[PR5886.B7 1974] 74-8708 20.00 
1. Wordsworth, William, 1770-1850— 
Sources. 2. Theocritus—Influence— 
Wordsworth. 3. Pastoral poetry. I. Title. 
Prepared from C.LP. 


CHAMBERS, Raymond Wilson, 
1874-1942. 
Ruskin (and others) on Byron. {Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
Reprint of the 1925 ed. published by 
Oxford University Press, Oxford, which 
was issued as Pamphlet no. 62 of che 
English Association. [PR4388.C35 1974] 
74-9900 4.00 (lib. bdg.). 
i. Byron, George Gordor Noel Byron, 
Baron, 1788-1824—App-reciation. 2. 
Ruskin, John, 1819-1900. I Title. I. 
Series English Association. Pamphlet no. 
2. 


821.7 


821.7 


Prepared from C.I.P. 


FIELDS, James Thomas, 
1816-1881. 
Old acquaintanoe. Barry Cornwall and 
some of his friends. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1876 ed. published by J. R. Osgood 
and Co, Boston, in series: Vest-pocket 
series of standard and popular authcrs. 
oo 1974] 74-9254 10.00 (lib. 
g.). 


821.7 B 


1. Procter, Bryan Waller, 1787-1874— 
Friends and associates. 2. Authors, 
English—Correspondence, reminiscences, 
etc. I. Title. 

Prepared from C.I.P. 

MAGNUSON, Paul. 821.7 
Coleridge's nightmare poetry. 


Charlottesville, University Press of Virginia 
[1974] p. cm. ISBN  0-8139-053¢-6 
[PR4484.M3] 74-4422 9.50 

1. Coleridge, Samuel Tayloz, 1772-1834— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. 


MURPHY, John V. 821°.7 
The dark angel: gothic elements in 
Shelley’s works [by] John V. Murphy. 
Lewisburg [Pa.] Bucknell University Press 
[1974] p. cm. ISBN  0-8387-1407-2 
Pibliogranliy: p. [PR5438.M8] 73-8304 


I. Shelley, Percy Bysshe, 1792-1822— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. 


SHELLEY, Percy Bysshe, 
1792-1822. 3 
Shelley’s lost letters to Farriet. Edited 
with an introd. by Leslie Hotson. New 
York, Haskell House [1974] p. cm. ISHN 
0-8383-1925-4 Reprint of the 1930 ed. 
published by Faber & Faber, Londen. 
foo 1974] 74-7113 9.95 (kb. 
dg. 
1. Shelley, Percy Bysshe, 1792-1822— 
Correspondence. 2. Shelley, Harriet 
Westbrook, d. 1816. I. Shelley, Harriet 
Westbrook, d. 1816. H. Title. 
Prepared from C.I.P. 


SHELLEY, Percy Bysshe, 
1792-1822. 

Shelley's lost letters to Harriet. Edited 

with an introd. by Leslie Hotson. New 


821.7 B 


821°.7 B 
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York, Haskell House [1974] p. cm. ISBN 
0-8383-1925-4 Reprint of the 1930 ed. 
published by Faber & Faber, London. 
[PR5431.A366 1974] 74-7113 9.95 

1. Shelley, Perey Bysshe, 1792-1822— 
Correspondence. 2. Shelley, Harriet 
Westbrook, d. 1816. I. Shelley, Harriet 
Westbrook, d. 1816. If. Title. 

Prepared from C.I.P. 


[SMITH, James] 1775-1839. 821.7 
Rejected addresses; or, The new Theatrum 
poetarum, with an introd., notes, and a 
bibliography by Andrew Boyle. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
Parodies of contemporary poets by James 
and Horace Smith; text is that of the 18th 
ed., 1833. Reprint of the 1929 ed. 
published by Constable, London. 
Bibliography: p. [PR5453.S8 1974} 74- 
11000 25.00 (lib. bdg.) 

1. Parodies. I. Smith, Horatio, 1779-1849. 
Il. Boyle, Andrew, ed. III. Title. IV. Title: 
The new Theatrum poetarum. 

Prepared from C.I.P. 


VULLIAMY, Colwyn Edward, 
1886- 

Byron; with a view of the kingdom of cant 

and a dissection of the Byronic ego [by] C. 

E. Vulliamy. ([Folcroft, Pa.]  Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1948 ed. published by M. Joseph, 

London. [PR4381.V8 1974b] 74-11128 

15.75 (lib. bdg.). 

l. Byron, George Gordon Noel Byron, 

Baron, 1788-1824. 

Prepared from C.I.P. 


821.7 B 


ALEXANDER, William John, 
1855-1944. 

An introduction to the poetry of Robert 

Browning. {Folcroft, Pa.] Folcroft Library 

Editions, 1974. p. cm. Reprint of the 1899 

ed. published by Ginn, Boston. 

i 1974] 74-8047 20.00 (lib. 

bdg. 

1. Browning, Robert, 1812-1889-—Criticism 

and interpretation. I. Title. 

Prepared from C.I.P. 


821.8 


*BROWNING Institute. 821.8 
Browning Institute studies, ed. by William 
5. Peterson. [Princeton, N.J.] Browning 
Institute, 1973- v. illus. 24 cm. Includes 
nibliographical references. [PR4200] 73- 
30684 

i. Browning, Robert, 1812-1889-——-Criticism 
and interpretation. I. Peterson, William S., 
ed. II. Title. 
Publisher’s address: 
Princeton, N.J. 08540. 


ELTON, Oliver, 1861-1945. 821.8 
Tennyson; an inaugural lecture given in the 
Arts Theatre of University College, 
Liverpool, November 1, 1901. [Folcroft, 
2a.) Folcroft Library Editions, 1974. p. 
em. ISBN 0-8414-3942-7 Reprint of the 
1901 ed. published by the University Press, 
Liverpool. [PR5581.E5 1974] 74-8903 4.50 
‘lib. bdg.). 


P.O. Box 2011, 


i. Tennyson, Alfred Tennyson, baron, 
1809-1892. 

Prepared from C.I.P. 

JACK, Jan Robert James. 821.8 


Browning's major poetry, by lan Jack. 
Oxford, Clarendon Press, 1973. xiv, 308 p. 
23 cm. ISBN 0-19-812048-6 Includes 
bibliographical references. [PR4238.J3] 74- 
255507 

i. Browning, Robert, 1812-1889-—Criticism 
and interpretation. I. Title. 

Distributed by Oxford University Press, 
N.Y., 17.75 


JULY 31,1974 


JACOBS, Joseph, 1854-1916. 8217.8 
Tennyson and In memoriam; an 
appreciation and a study. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1892 ed. published by D. 
Nutt, London. [PR5562.J3 1974] 74-9726 
15.00 (lib. bdg.) 


. Tennyson, Alfred Tennyson, Baron, 
1809-1892, In memoriam. I. Title. 
Prepared from C.I.P. 

SNITSLAAR, Louise. 8217.8 


Sidelights on Robert Browning’s The ring 
and the book. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. 
Proefschrift—Groningen. Reprint of the 
1934 ed. published by Pronto, Amsterdam. 
Bibliography: p. [PR4219.S6 1974] 74-9803 
15.00 (ib. bdg.}. 

1. Browning, Robert, 1812-1889. The ring 
and the book. I. Title. 


TAYLOR, Henry, Sir, 
1800-1886. 
Correspondence of Henry Taylor. Edited 
by Edward Dowden. ([Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1888 ed. published by 
Longmans, Green, London, New York. 
[PR5548.T8Z53 1974] 74-10771 50.00 (lib. 


821°.8 B 


bdg.) i 
il. Taylor, Henry, Sir 1800-1886— 
Correspondence. 2. Authors, English— 


Correspondence, reminiscences, etc. 
Prepared from C.I.P. 


ZIETLOW, Paul. 821’.8 
Moments of vision; the poetry of Thomas 
Hardy. Cambridge, Harvard University 
Press, 1974. xi, 263 p. illus. 24 cm. ISBN 
0-674-58215-2 Includes bibliographical 
references. [PR4754.Z54] 73-85184 9.50 

1. Hardy, Thomas, 1840-1928—Criticism 
and interpretation. I. Title. 


ACKLAND, Valentine. 821’.9°12 
The nature of the moment. [New York, 
New Directions Pub. Corp., 1974, c1973] 
62 p. 23 cm. ISBN 0-8112-0517-7 (A New 
Directions book) [PR6051.C6N3 1974] 73- 
84871 5.00 

1. Title. 


LASCELLES, Kendrew. 821.9714 
The box. Los Angeles, Nash Pub. [1974] 
40 p. illus. 18 cm. ISBN 0-8402-8079-3 
Poem. [PR6062.A73B6] 73-92960 2.95 


I. Title. 


TIMMS, David. 821'.9°14 B 
Philip Larkin. New York, Barnes & Noble, 
[1973] 138 p. 20 cm. ISBN 0-06-496915-0 
(Modern writers) Bibliography: p. 132-138. 
[PR6023.A66Z9 1973b] 74-164388 5.75 

i. Larkin, Philip. 


TRYPANES, 
Konstantinos Athanasiou. 

The glass Adonis {by} C. A. Trypanes. 

New York, Chilmark Press [1973, ¢1972] 

48 p. 21 cm. ISBN 0-394-48571-8 Poems. 

[PR9115.9.T7G5 1973] 72-96919 5.95 

£ Title. 


*MEDIEVAL drama. 822 
Associate editor: Neville Denny. London, 
Edward Arnold New York, Crane, Russak 
[1973] 254 p. illus., plates, 23 cm. ISBN 0- 
8448-0212-3 (Stratford-Upon-Avon 
Studies, 16) Bibliography: p. [9]-11 
[PR1260] 73-80200 14.00 

1. English drama—Medieval—History and 


821’.9°14 


criticism. I. Denny, Neville, comp. II. 
Series. 7 
COX, James E., 822.052 


The rise of sentimental comedy, by James 


E. Cox. [Folcroft, Pa. Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1926 
ed. published by the author. Includes 
bibliographical references. [PR635.S4C6 
1974] 74-9974 12.50 

1. English drama (Comedy)—History and 
criticism. 2. Sentimentalism in literature. 3. 
English drama—18th century—History and 
criticism. I Title. II. Title: Sentimental 
comedy. 

Prepared from C.LP. 


BUCKNILL, John Charles, 822.3°3 
Sir, 1817-1897. 
The mad folk of Shakespeare; 


psychological essays. 2d ed., rev. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
Reprint of the 1867 ed. published by 
Macmillan, London. [PR2992.M3B8 1974] 
74-8816 20.00 (lib. bdg.) 

1. Shakespeare, William, 1564-1616— 
Characters—-Madmen. 2. Shakespeare, 
William, 1564-1616—Knowledge— 
Insanity. I. Title. 

Prepared from C.I.P. 


CHAMBERS, Edmund 
Kerchever, Sir, 1866-1954. 
Shakespearean gleanings. [London] Oxford 
University Press, 1944. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-01444-5 
[PR2899.C4 1974] 74-153312 7.50 
i. Shakespeare, William, 1564-1616. I. 
Title. 
Prepared from C.I.P. 
2 haemo Henry Buckley, 822.373 
The dark comedies, by H. B. Charlton. 
iEoleroft, Pa.] Folcroft Library Editions, 
974. p. cm. Reprinted from the Bulletin 
of John Rylands Library, v. 21, 1937. 
[PR2981.C49 1974] 74-9597 5.00 (lib. 


822.33 


bdg.) 
I. Shakespeare, 


William, 1564-1616— 
Comedies. T. Title. 
Prepared from C.I.P. 
FLATTER, Richard, 1891- 822.3°3 


1960. 

The Moor of Venice. [Folcroft, Pa.] 
Folcroft Library Editions, 1974 [c1950] p. 
cm. Reprint of the ed. published by 
Heinemann, London. [PR2829.F5 1974] 
74-10586 20.00 (lib. bdg.) 


I. Shakespeare, William, 1564-1616. 
Othello. I. Title. 

Prepared from C.I.P. 

FOX, C. A. O. 822.3°3 


Notes on William Shakespeare and Robert 
Tofte, by C. A. O. Fox. [Folcroft, Pa.] 
Folcroft Library Editions, 1974 [c1957] p. 
cm. Reprint of the ed. printed for the 
author, Swansea, Eng. [PR2899.F6 1974] 
74-10779 6.50 (lib. bdg.) 
1. Shakespeare, William, 1564-1616. 2. 
Totte, Robert, d. 1620. I. Title. 

Prepared from C.I.P. 


FRISWELL, James Hain, 
1825-1878. 
Life portraits of William Shakespeare: a 
history of the various representations of 
the poet, with an examination into their 
authenticity. Illustrated by photographs of 
the most authentic portraits, and with 
views, &c., by Crendall, Downes, & Co. 
London, S. Low & Marston, 1864. [New 
York, AMS Press, 1974] p. ISBN 0-404- 
02624-9 [PR2929.F73 1974] 76-168063 


822.3°3 


10.00 

1. Shakespeare, William, 1564-1616— 
Portraits, etc. I. Title. 

Prepared from C.I.P. 

GOLDBERG, Samuel Louis. 822.3°3 


An essay on King Lear [by] S. L. 
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Goldberg. [London, New York] ‘Cambridge 
University Press [1974] 192 p. 20 cm. 
ISBN 0-521-20200-0 Includes 
bibliographical references. [PR2819.G6 
1974] 73-84318 10.95 

i. Shakespeare, William, 1564-1616. King 
Lear. I. Title. 


HALLIWELL-PHILLIPPS, 
James Orchard, 1820-1889. 
Discursive notes on Shakespeare’s tragedy 
of Romeo and Juliet. London, Printed by 
J. E. Adlard, 1880. [New York, AMS 
Press, 1974] . ISBN 0-404-03056-4 
[PR2831.H3 1974] 77-144628 9.50 


822.33 


i. Shakespeare, William, 1564-1616. 
Romeo and Juliet. I. Title. 

Prepared from C.LP. 
HALLIWELL-PHILLIPPS, 822.373 


James Orchard, 1820-1889. 

Memoranda on Shakespeare’s tragedy of 
Troilus and Cressida. London, 1880. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
pee (PR2836.H3 1974] 78-168227 
9.50 

1. Shakespeare, William, 1564-1616. 
Troilus and Cressida. I. Title. 

Prepared from C.I.P. 


HALLIWELL-PHILLIP PS, James 822.3°3 
Orchard, 1820-1889. 

Cursory memoranda on Shakespeare’s 
Tragedy of Macbeth, with early notices of 
the moving wood strategem. Brighton, 
Eng.; printed by J. G. Bishop, 1880. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-03054-8 [PR2823.H3 1974] 70-144629 
9.50 


I, Shakespeare, William, 1564-1616. 

Macbeth. I. Title. 

Prepared from C.I.P. 

JOHNSON, Charles 822.3°3 
Frederick, 1836-1931. 

Shakespeare and his critics. Boston, 


Houghton Mifflin, 1909. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-03569-8 
[PR2965.J6 1974] 70-170816 15.00 

I. Shakespeare, William, 1564-1616— 
Criticism and interpretation—History. 2. 


Shakespeare, William, 1564-1616— 
Appreciation. I. Title. 
Prepared from C.I.P. 
KETTLE, Arnold, ed. 822.3°3 


Shakespeare in a changing world; essays. 


[Norwood, Pa.] Norwood Editions, 1974. 


p. cm. ISBN 0-88305-358-6. First printed 
1964.” Includes bibliographical references. 
{PR2976.K5 1974] 74-5265 15.00 (lib. 
bdg.) 

i. Shakespeare, William, 1564-1616— 
Criticism and interpretation. I, Title. 
Prepared from C.I.P. Contents omitted. 


aa Isidore Joseph, 822.33 
1883- 

A Shakspere study guide, by I. J. Semper. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. Reprint of the 1931 ed. published 
by Century Co., New York, in series: The 
Century Catholic college texts. 
Bibliography: p. [PR2987.S42 1974] 74- 
8732 20.00 (lib. bdg.). 

I. Shakespeare, William, 1564-1616— 
Study—Outlines, syllabi, etc. T. Title. 
Prepared from C.I.P. 


*SHAKESPEARE survey; 8227.33 
an annual survey of Shakespearian study 
and production. 

Vol. 26, entitled: Shakespeare’s Jacobean 
tragedies, edited by Kenneth Muir is 
available from Cambridge University Press, 
N.Y. for 12.50. ISBN 0-521-20216-7. L.C. 
card no. 49-16391. 
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SIMMONS,’ Joseph Larry, 822.33 
1935- 

Shakespeare's pagan world: the Roman 
tragedies [by] J. L. Simmons. 


Charlottesville, University Press of Virginia 
[1973] viii, 202 p. 25 cm. ISBN 0-8139- 
0488-9 Includes bibliographical references. 
(PR2983.S55] 73-80126 8.75 

d. “Shakespeare, William, 1564-1616— 
Tragedies. 2. Shakespeare, William, 1564- 


1616—Knowledge—Roman history. 3. 
Shakespeare, William, 1564-1616— 
Religion and ethics. I. Title. 

SMITH, James, 1904-1972. 822.3°3 


Shakespearian and other essays. (London, 
New York] Cambridge University Press 
[1974] vii, 351 p. 22 cm. ISBN 0-521- 
20373-2 Includes bibliographical 
roterenecs [PR2981.857 1974] 73-83110 
dł. Shakespeare, William, 1564-1616— 
Comedies. 2. Smith, James, 1904-1972— 
Bio-bibliography. 3. Poetry—Addresses, 
essays, lectures. I. Title. 


STOR Elmer Edgar, 1874- 
Falstaff. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1914 
ed., which was issued as v. 12, no? 4 of 
Modern philology. Includes bibliographical 
references. [PR2993.F2878 1974] 74-10585 
4.50 (lib. bdg.). 

. Shakespeare, William, 1564-1616— 
Characters—Falstaffi I. Title. II. Series: 
Modern philology, v. 12, no. 4. 

Prepared from C.I.P. 


822.373 


SWINBURNE, Algernon 822,3'3 
Charles, 1837-1909. 
Shakespeare. [Folcroft, Pa.]  Folcroft 


Library Editions, 1974. p. cm. Reprint of 
the 1909 ed. published by H. Frowde, 
London. [PR2976.882 1974] Y4- 9582 5.50 
I. Shakespeare, William, 1564-1616— 
Criticism and interpretation. 

Prepared from C.I.P. 


THORNDIKE, Ashley Horace, 
1871-1933. 
Shakespeare in America. [{Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the ed. issued in vol. 13 of the 
Proceedings of the British Academy, 
London, as the Academy’s Annual 
Shakespeare lecture, 1927. [PR2971.U6TS 
1974] 74-10807 4.50 (lib. bdg.) 
1. Shakespeare, William, 1564-1616— 
Appreciation—United States. I. Title. T. 
Series: British Academy, London (Founded 
1901) Annual Shakespeare lecture, 1927. 
Prepared from C.I.P. 


SPEVACK, Marvin. 822.33016 
The Harvard concordance to Shakespeare. 
Cambridge, Mass., Belknap Press of 
Harvard University Press, 1973. ix, 1600 p. 
35 cm. ISBN 0-674-37475-4 [PR2892.S62] 
73-76385 45.00 

I. Shakespeare, 1564-1616— 


822.373 


William, 


Cancordances. 2. Shakespeare, William, 
1564-1616—Quotations. I. Title. 
PHILLIPS, Gene D. 822°.9°12 


Graham Greene: the films of his fiction 
[by] Gene D. Phillips. New York, Teachers 
College Press [1974] xxiii, 203 p. illus. 23 
cm. ISBN 0-8077-2376-2. (Studies in 
culture & communication) Filmography”: 
P [192}-194. [PR6013.R44Z66] 73-85352 


l. Greene, Graham, 1904- —Film 
adaptations. I. Title. IT. Series. 

Pbk. 5.95; ISBN 0-8077-2435-1. 
BUCKLEY, Jerome Hamilton. 823 


Season of youth: the Bildungsroman from 
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Dickens to Golding. Cambridge, Mass., 
Harvard University Press, 1974. x, 33€ p. 
22 cm. ISBN 0-674-79640-3 Includes 
bibliographical references. [PR830.A8B8] 
73-85887 12.00 

1. English fi cron -History and criticism. 
2. Fiction, Autobiographic. I. Title. 


BLOOR, Robert Henry 823°.03 
Underwood. 

The English novel from Chaucer to 

Galsworthy, by R. H. U. Bloor. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. Reprint of the 1935 ed. published by I. 

Nicholson and Watson, London, in series: 

The University extension library. 

[PR821.B6 1974] 74-9556 12.50 

1. English fiction—History and criticism. I. 

Title. If. Series: The University extension 

library. 

Prepared from C.I.P. 


FORSYTH, William, 1812- 
1899. 
The novels and novelists of the eighteenth 
century, in illustration of the manners and 
morals of the age. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1871 ed. published by J. Murray, 
London. Includes bibliographical 
references. [PR851.F6 1974] 74-9784 
20.00 (lib. bdg.). 
i. English fiction—18th century—History 
and criticism. 2. England—Social life and 
customs—18th century. I. Title. 
Prepered from C.J.P. 


PAGE, Norman. 8237.03 
Speech in the English novel. [London] 
Longman [1973] x, 172 p. 23 cm. ISBN 0-. 
582-55036-X (Ehglish language series. 
Title no. 8) Label mounted on t.p: 
Distributed in the U.S.A. by Longman, 
New York. Includes bibliographies. 
[PR830.L35P3] 74-166355 8.50 

1. English fiction—History and criticism. 
2. English language—Style. I. Title. 


FRIES TEE Y John Boynton, 823.03 
4- 

The English novel [by] J. B. Priestley. 
{Folcroft, Pa.] Foicroft Library Editions, 
1974. p. cm. Reprint of the 1931 ed. 
published by E. Benn, London, in series: 
Benn’s Essex library; first published 1927. 
Bibliography: p. [PR821.P7 1974] 74- 
10510 10.00 (lib. bdg.) 

1. English fiction—RHistory and criticism. I. 
Title. 

Prepared from C.I.P. 


ALLEN, Richard Stanley, 
comp. 

Detective fiction: crime and compromise. 
Edited by Dick Allen and David Chacko. 
New York, Harcourt Brace Jovanovich 
[1974] xiv, 481 p. 22 cm. ISBN 0-15- 
517408-8 Bibliography: . 471-480. 
[PS509.C7A5]}] 73-17632 4.95 (pbk.) 

i. Crime and — criminals—Literary 
collections. 2. Detective and mystery 
stories. 3. Detective and mystery stories— 
Addresses, essays, lectures. I. Chacko, 
David, joint comp. IL. Title. 


REEVES, Robert Nicholas. 823°.3 
The ridiculous to the delightful; comic 
characters in Sidney’s new Arcadia [by] 
Robert Nicholas Reeves III. Cambridge, 
Harvard University Press, 1974. 53 p. 19 
cm. ISBN 0-674-76890-6 (The LeBaron 
Russell Briggs prize honors essays in 
English, 1973) Bibliography: p. 43-45. 
(PR2342.A6R4] 73-91641 2.50 (pbk) 

1. Sidney, Philip, Str, 1554-1586. Countess 
of Pembroke’s Arcadia. 2. Sidney, Philip, 
Sir, 1554-1586-—Humor. T. Title. I. 
Series. 


823.03 


823.0872 


AMERICAN BOOK PUBLISHING RECORD 

JENKINS, Elizabeth, 823.5 B 

1907- a’ 
Henry Fielding. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1948 ed. published by A. Swallow, 
Denver, in series: The English novelists. 
Bibliography: p. [PR3456.J3 1974] 74-8471 
10.00 (lib. bdg.). 
1. Fielding, Henry, 1707-1754—Biography. 
I. Title. If, Series: The English novelists 
(Denver) 
Prepared from C.I.P. 


PAITOCK, Robert, 
The life and adventures of Peter Wilkins. 
Edited with an introd. by Christopher 
Bentley. London, New York, Oxford 
University Press, 1973. xviii, [6], 388 p. 
illus. 21 cm. ISBN 0-19-255329-1 (Oxford 
English novels) Reprint of the 1751 ed. 
published by J. Robinson and e Dodsley, 
London. Bibliography: [xxi] 
[PZ3.P188L30] (PR3615. P5] P 4.163872 


L Title. IL Title: Peter Wilkins. 


PORTER, Anna Maria, 1780- 
2. 

Walsh Colville; or, A young man’s first 
entrance into life. With an introd. for the 
Garland ed. by Gina Luria. New York, 
Garland Pub., 1974. 7, 218 p. 18 cm. 
ISBN 0-8240-0876-6 (The Feminist 
controversy in England, 1788-1810) 
Reprint of the 1797 ed. printed for Lee 
and Hurst, London. Bibliography: p. 7 (1st 
group) [PZ3.P828Wal6] [PR5189.P4] 73- 
22074 22.00 

I. Title. II. Title: A young man’s first 
entrance into life. III. Series. 


SKA H sotie (Turner) 
The young philosopher; a novel. With an 
introd. for the Garland ed. by Gina Luria. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-0881-2 (The Feminist 
controversy in England, 1788-1810) 
Reprint of the 1798 ed. printed for T. 
Cadeli and it Davies, London. 
Bibliography: [PZ3.8S6445Y015] 
[PR3688.S4] 73- 27132 88.00 (4 vols.) 

I. Title. If. Series. 

Prepared from C.I.P. 


WEST, Jane, 1758-1852. 823’.6 
A tale of the times. With an introd. for the 
Garland ed. by Gina Luria. New York, 
Garland Pub., 1974. p. cm. ISBN 0-8240- 
0886-3 (The Feminist controversy in 
England, 1788-1810) Reprint of the 1799 
ed. printed for ee N. Longman, London. 
Bibliography: [PZ3.W519Tal25] 
[PR5779. W18] 74- 8110 22.00 

T. Title. IE Series. 

Prepared from C.I.P. 


YEARSLEY, Ann, 1756-1806. 8237.6 
The royal captives; a fragment of secret 
history copied from an old manuscript. 
With an introd. for the Garland ed. by 
Gina Luria. New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-0892-8 (The 
Feminist controversy in England, 1788- 
1810) Reprint of the 1795 ed. printed for 


1697- 8237.6 


823’.6 


823°.6 


G. and J. Robinson, London. 
*PZ3. Y323Ro5] [PR3779.Y4] 73-22211 
22.00 (ea. 4 vols.) 
Í. Title. IT. Series. 
Prepared from C.I.P. 
EDGEWORTH, Maria, 1767- 823.7 


1849. 
Letters for literary ladies..With an introd. 
Zor the Garland ed. by Gina Luria. New 
York, Garland Pub., 1974, p. cm. ISBN 0- 
3240-0855-3 (The Feminist controversy in 
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England, 1788-1810) Reprint of the 1795 
ed. printed for J. Johnson, London. 
Bibliography: p. [PR4644.L4 1974] 74- 
8322 22.00 

1. Title. I. Series. 

Prepared from C.I.P. 


JOHNSON, Reginald 823°.7 B 
Brimley, 1867-1932. 
Jane Austen. [Folcroft, Pa.]} Folcroft 


Library Editions, 1974. p. cm. Reprint of 
the 1927 ed. published by Sheed & Ward, 
London. [PR4036.J6 1974b] 74-11252 
15.00 Qib. bdg.). 

1. Austen, Jane, 1775-1817. 

Prepared from C.I.P. 


ELLIOTT, Albert Pettigrew, 
1893- 

Fatalism in the works of Thomas Hardy. 

[Folcroft, Pa.] Folcroft Library Editions, 

1974 [cl935] p. cm. Reprint of the 

author’s thesis, University of Pennsylvania, 

1932. Bibliography: p. [PR4757.P5E5 

1974] 74-10791 15.00 (lib. bdg.) 

L Hardy, Thomas, 1840-1928— 

Philosophy. 2, Fate and fatalism in 

fiterature. I. Title. 

Prepared from C.LP. 


FERGUSON, Walter Dewey, 
1898- 
The influence of Flaubert on George 
Moore, by Walter D. Ferguson. [Folcroft, 
Pa.] Folcroft Library Editions, 1974 
[c1934] p. Originally presented as the 
author’s thesis, University of Pennsylvania, 
1932. Reprint of the ed. published by the 
University of | Pennsylvania Press, 
Philadelphia. Bibliography: p. 95-102. 
TERA 1974] 74-10999 12.50 (lib. 
B 


1. Moore, George, 1852-1933—Criticism 
and interpretation. 2. Flaubert, Gustave, 
1821-1880-—Influence—Moore. I. Title. 
Prepared from C.I.P. 


GARWOOD, Helen, 1876- 823°.8 
Thomas Hardy, an illustration of the 
philosophy of Schopenhauer. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Thesis—-University of Pennsylvania, 1909. 
Reprint of the 1911 ed. published by J. C. 
Winston Co., Philadelphia. Bibliography: p. 
[PR4757.P5G3 1974] 74-10776 12.50 (lib. 


8237.8 


8237.8 


bdg.) 

i. Hardy, Thomas, 1840-1928— 
Philosophy. 2. Schopenhauer, Arthur, 
1788-1860. I. Title. 

Prepared from C.I.P. 

MASEFIELD, Muriel Agnes 823°.8 


Bussell. 


Peacocks and primroses; a survey of 
Disraeli’s novels [by] Muriel Masefield. 
(Foicroft, Pa.] Folcroft Library Editions, 
1974. p. cm. ae of the 1953 ed. 
published by Bles, London. 
eo .M3 1974] Ss 107 22.50 (lib. 
ág 
I. Beaconsfield, Benjamin Disraeli, Ist earl 
of, 1804-188 1—Criticism and 
interpretation. I. Title. 
Prepared from C.I.P. 

823’.8 B 


MOORE, George, 1852- 
1933. 
A communication to my friends. New 
York, Haskell House [1974] p. cm. ISBN 
0-8383-1910-6 Reprint of the 1933 ed. 
published by Nonesuch Press, London. 
aN 1974] 74-8663 9.95 (lib. 
bdg.). 
1. Moore, George, 1852-1933—Biography. 
2. London—ZIntellectual life. I. Title. 
Prepared from C.I.P. 


MORRIS, William, 1834- 
The story of the glittering plain, which has 
been also called the land of living men or 
the acre of the undying. Hollywood, Calif., 
Newcastle Pub. Co., 1973. xvi, 173, [1] p. 
ilus., 22 cm. ISBN 0-87877-100-X (The 
Newcastle forgotten fantasy library) 
[PR5072] 2.45 (pbk.) 

1. English fiction—19th century. I. Title. 


MOTTRAM, William. 8237.8 
The true story of George Eliot in relation 
to "Adam Bede,” giving the real life 
history of more prominent characters. With 
eighty-six illus., mainly from photos. by 
Allan P. Mottram and Vernon H. 
Mottram. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. Reprint of the 1905 ed. 
published by F. Griffiths, London. 
[PR4656.M6 1974] 74-9899 17.75 

1. Eliot, George, pseud, ie. Marion Evans, 
afterwards Cross, 1819-1880—Biography. 
2. Eliot, George, pseud, ie. Marion Evans, 
afterwards Cross, 1819-1880. Adam Bede. 
L. Title. 

Prepared from C.LP. 


RIDEAL, Charles Frederick, 
Charles Dickens’ heroines and womenfolk: 
some thoughts concerning them; a lecture.. 
2d and rev. ed. New York, Haskell House 
[1974] p. cm. ISBN 0-8383-1987-4 
Reprint of the A ed ed. published by 


823°8 


823°.8 


Roxburghe Westminster. 
[PR4589. R5 1974] 74-7273 7.95 
1 Dickens, Charles, 1812-1870— 


Characters—Women. I. Title. 

Prepared from C.I.P. 

SIME, Jessie Georgina, 823.8 B 
1880- 

Thomas Hardy of the Wessex novels; an 

essay & bibliographical note, by J. G. 

Sime. ([Folcroft, Pa.] Folcroft Library 

Editions, 1974. p. cm. Reprint of the 1928 

ed. published by L. Carrier, Montreal, New 

York. [PR4753.S5 1974] 74-10581 6.50 

1. Hardy, Thomas, 1840-1928. I. Title. 

Prepared from C.I.P. 


GARDNER, Philip, comp. 823.9712 
E. M. Forster, the critical heritage; edited 
by Philip Gardner. London, Boston, 
Routledge and Kegan Paul, 1973. 498 p. 
23 cm. ISBN 0-7100-7641-X (The Critical 
heritage series) Includes index. 
Bibliography: p. 491. [PR6011.058Z657] 
73-77562 25.25 
1. Forster, Edward Morgan, 1879-1970— 
Criticism and interpretation. 
LEWIS, Wyndham, 1882- 823°.9°12 
957. 
Tarn. New York, Jubilee Books, 1973. ix, 
341 p. 21 cm. ISBN 0-914300-00-8 
Originall published in 1918. 
{[PZ3.L5894Tal3] [PR6023.E97] 73-89681 
12.50 
I. Title. 


LOFTS, Norah (Robinson) 
1904- 


Crown of aloes [by] Norah Lofts. Boston, 

z K. Hall, 1974. p. ISBN 0-8161-6207-7 
arge print ed. [PS3.L825Cr4] 

[PRE023. 035] 74-5019 13.95 

1. Sight-saving books. I. Title. 

Prepared from C.I.P. 


THORBURN, David. 823’.9°12 
Conrad’s romanticism. New Haven, Yale 
University Press, 1974. xvi, 201 p. 22 cm. 
ISBN 0-300-01690-5 Includes 
bibliographical references. 
[PR6005.04Z883] 73-86919 8.95 

1. Conrad, Joseph, 1857-1924. I. Title. 


823’.9°12 
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LIEB, Michael, 1940- 8247.4 
Achievements of the left hand: essays on 
the prose of John Milton. Edited by 
Michael Lieb and John T. Shawcross. 
Amherst, University of Massachusetts 
Press [1974] viii, 396 p. 25 cm. ISBN 0- 
87023-125-1 Bibliography: p. [393]-394. 
[PR3581.L47] 73-79506 12.50 

1. Milton, John, 1608-1674. 2. Milton, 
John, 1608-1674—Prose. I. Shawcross, 
John T., joint author. IL Title. 
ear NIBI George, 1789- 824.7 B 
Recollections of Charles Lamb. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1927 ed. published by 
E. Mathews & Marrot, London, in series: 
The Baskerville series. Bibliography: p. 
[PR4863.D3 1974] 74-9598 7.50 (lib. 


bdg.). 

1. Lamb, Charles, 1775-1834—Biography. 
L Title. If. Series: The Baskerville series. 
Prepared from C.I.P. 


ROSENBERG, Philip, 1942- 824’.8 
The seventh hero; Thomas Carlyle and the 
theory of radical activism. Cambridge, 
Mass., Harvard University Press, 1974. xi, 
235 p. port. 24 cm. ISBN 0-674-80260-8 
Includes bibliographical references. 
[PR4434.R67] 73-87659 10.00 

1. Carlyle, Thomas, 1795-1881—Criticism 
and interpretation. 2. Carlyle, Thomas, 
$ 793-1581—-Political and social views. I. 

ttle. 


SZLADITS, Lola L., comp. 826’.008 
Other people’s mail; \etters of men and 
women of letters. Selected from the Henry 
W. and Albert A. Berg Collection of 
English and American Literature, by Lola 
L. Szladits. [New York] New York Public 
Library [1973] 96 p. illus. 27 cm. ISBN 0- 
87104-246-0 [PR107.S9] 73-88373 11.00 
i. Authors, — English—Correspondence, 
reminiscences, etc. 2. Authors, American— 
Correspondence, reminiscences, etc. 3. 
English letters—Facsimiles. 4. American 
letters-—Facsimiles. I. New York (City). 
Public Library. Berg Collection. II. Title. 
Pbk 7.00; ISBN 0-87104-245-2 
FORSTER, John, 1812- 828.509 B 
1876. 
The life of Jonathan Swift. Volume the 
first, 1667-1711. [Folcroft, Pa.] Folçroft 
Library Editions, 1974. p. cm. Reprint of 
the 1875 ed. published by J. Murray, 
‘London. No more published. [PR3726.F7 
1974] 74-9746 4.00 (lib. bdg.). 
1. Swift, Jonathan, 1667-1 745—Biography. 
I. Title. 
Prepared from C.I.P. 


[VANHOMRIGH, Esther] 
1690-1723. 
Vanessa and her correspondence with 
Jonathan Swift. The letters edited for the 
first time from the originals, with an 
introd. by A. Martin Freeman. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1921 ed. published by 
Selwyn & Blount, London. Contents.—The 
correspondence of Swift and Vanessa.— 


828'.5°09 B 


Cadenus and Vanessa, and other 
documents.—Miscellaneous letters. 
[PR3726.A48 1974] 74-9722 15.00 

L Swift, Jonathan, 1667-1745— 


Correspondence. 2. Vanhomrigh, Esther, 
1690-1723. I. Swift, Jonathan, 1667-1745. 
IL Title. 

Prepared from C.I.P. 


GWYNN, Stephen 828’.6°09 B 
Lucius, 1864-1950. 

Oliver Goldsmith. [Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 


121 


800 LITERATURE 


the 1935 ed. published by T. Butterworth, 
ltd., London. [PR3493.G8 1974] 74-9728 
25.00 (lib. bdg.) ‘ 

1. Goldsmith, Oliver, 1728-1774. } 

Prepared from C.I.P. 
KER, William Paton, 828’.7°09 

1855-1923. 

Sir Walter Scott; a lecture at the Sorbonne, 
May 22, 1919, in the series of Conferences 
Louis Liard. New York, Haskell House 
Publishers [1974] p. cm. ISBN 0-8383- 
1937-8 Reprint of the 1919 ed. published 


by Maclehose, Jackson, Glasgow. 
TPR5333. K4 1974] 74-7282 7.95 

1. Scott, Walter, Sir, bart, 1771-1832-— 
Influence. 

Prepared from C.I.P. 

CROSBY, Ernest 828°.8°09 B 


Howard, 1856-1907. 
Edward Carpenter: poet and prophet. 
[Folcroft, Pa.] Folcroft Library Editions, 


1974. p. cm. Reprint of the 2d ed. 
published in 1905 by A. C. Fifield, 
London. [PR4451.Z5C7 1974] 74-8994 
7.50 

1. Carpenter, Edward, 1844-1929— 
Biography. I. Title. 

Prepared from C.I.P. 

MILLGATE, Jane. 828”.8°09 


Macaulay. London, Boston, Routledge & 
Kegan Paul [1973] xvii, 224 p. 23 cm. 
ISBN 0-7100-7663-0 (Routledge author 
guides) Bibliography: p. 212-218. 
[DA3.M3M5] 73-80373 10.00 

1. Macaulay, Thomas Babington Macaulay, 
Baron, 1800-1859. 


WHITEHOUSE, John 828.809 
Howard, 1873- 

John Ruskin. New York, Haskell House 
[1974] p. cm. ISBN  0-8383-1914-9 
Reprint of the 1953 ed. printed at the 
University Press, Oxford, for the Ruskin 
Society and Friends of Brantwood. 
[PR5263.W45 1974] 74-8083 7.95 

1. Ruskin, John, 1819-1900—Appreciation. 
Prepared from C.I.P. 


WILDE, Oscar, 1854- 
1900. 

De Profundis and other writings. With an 
introduction by Hesketh Pearson. 
Harmondsworth, Penguin, 1973. 252 p. 19 
cm. ISBN 0-14-043089-X (Penguin English 
library) First published in 1954 under title: 
Selected essays and poems. Contents.—The 
soul of man under socialism.—The decay 
of lying.—De Profundis [epistola: in 
carcere et vinculis]—Poems.—The ballad 
of Reading Gaol. [PR5811.P4 1973] 74- 
165179 

I. Title. 

Distributed by Penguin, Baltimore, Md., 
1.25 (pbk.). 


WILDE, Oscar, 
1900. 

Epigrams & aphorisms. New York, Gordon 
Press, 1973. 126 p. 24 cm. ISBN 0-87968- 
064-4 Reprint of the 1905 ed. published by 
J. W. Luce, Boston. [PR5812.S3 1973] 73- 
10995 

1. Wilde, Oscar, 1854-1900—Quotations. I. 
Title. 


PURTILL, Richard L., 
1931- 

Lord of the elves and eldils; fantasy and 
philosophy in C. S. Lewis and J. R. R. 
Tolkien, by Richard Purtill. Grand Rapids, 
Zondervan Pub. House [1974] 211 p. 18 
cm. Bibliography: p. 197-201. 
[PR6023.E926784] 73-13065 1.50 (pbk.) 

i. Lewis, Clive Staples, 1898-1963— 
Criticism and interpretation. 2. Tolkien, 


8287.8°09 


1854- 828.809 


828’.9°1209 
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John Ronald Reuel, 1892-1973—Cniticism 
and interpretation. I. Title. 
NEWTON, Cosette Faust, 8297.1 
1889- tr. 
Old English poems, translated into the 
original meter, together with short 
selections from Old English prose, by 
Cosette Faust and Stith Thompson. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1918 ed. 
published by Scott, Foresman, Chicago. 
[PR1508.N4 1974] 74-8993 15.00 
1. Anglo-Saxon poetry—Translations into 
English. 2. English poetry—Translations 
from Anglo-Saxon. I. Thompson, Stith, 
1885- joint tr. II. Title. 
Prepared from C.I.P. 


COHN, Hans W. 831.912 
Else Lasker-Schuler, the broken world [by] 
Hans W. Cohn. [London] Cambridge 
University Press [1974] xi, 162 p. 23 cm. 
ISBN 0-521-20292-2 (Anglica Germanica. 


Series 2) Bibliography: p. 156-158. 
[PT2623.A76Z68] 73-80481 
1. Lasker-Schuler, Else, 1869-1945. I. 


Title. II. Series. 
Distributed by Cambridge University Press, 
New York; 12.50. 


KNIGHT, Eric Mowbray, 
1897-1943. 

The dedicated life and Rainer Maria Rilke. 
New York, Haskell House Publishers 
[1974] p. ISBN 0-8383-1920-3 Reprint of 
the 1949 ed. published by Ridgeway 
House, Shorne, Eng., which was issued as 
no. 19 of the ‘Burning glass papers. 
[PT2635.165Z754 1974] 74-7280 7.95 

1. Rilke, Rainer Maria, 1875-1926. I. Title. 
Prepared from C.I.P. 


831.912 B 


YATES, Douglas. 832’.6 B 
Franz Grillparzer; a critical biography. Vol. 
1. [Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1946 ed. 
published by Blackwell, Oxford, in series: 


Modern language studies. No more 
published. [PT2265.Y3 1974] 74-9599 
20.00 

T, Grillparzer, Franz, 1791-1872— 
Biography. 

Prepared from C.I.P. 

KRAUS, Karl, 1874-1936. 832.912 


The last days of mankind; a tragedy in five 
acts [by] Karl Kraus. Abridged and edited 
by Frederick Ungar. Introd. by.the editor. 
Critical analysis by Franz H. Mautner. 
New York, F. Ungar Pub. Co. [1974] xxii, 
263 p. port. 22 cm. ISBN 0-8044-2484-5 
Translation of Die letzten Tage der 
Menschheit. [PT2621.R27L4313] 73-91749 
8.50 

I. Ungar, Frederick, ed. II. Title. 


*MCLEAN, Sammy K. 832.912 
The Bankelsang and the work of Bertolt 
Brecht, by Sammy K. McLean. [The 
Hague] Mouton, 1972. 339 p. 24 cm. (De 
proprietatibus litterarum, series practica, 
29) Bibliography: [p. 317]-324. [PT2603] 
75-169991 

1. Brecht, Bertolt, 1898-1956. I. Title. 
Distributed by Humanities for 18.50 (pbk.) 


HESSE, Hermann, 1877- 833’.9°12 
1962. 
Gertrude. Translated by Hilda Rosner. 


Boston, G. K. Hall, 1974 [c1969] 335 p. 
24 cm. ISBN 0-8161-6183-6 Large print 
ed. [PZ3.H4525G8] [PT2617.E85] 73- 
22196 9.95 

1. Sight-saving books. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


HIRSCHBACH, Frank 
Donald. 

The arrow and the lyre; a study of the role 
of love in the works of Thomas Mann. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974 [c1955] p. cm. Reprint of the ed. 
published by M. Nijhoff, The Hague, 
which was issued as no. 1 of International 
scholars forum, a series of books by 
American scholars. Bibliography: p. 
[PT2625.A44Z615 1974] tae 9560 22.50 
(lib. bdg.). 

1. Mann, Thomas, 1875-1955—Ctiticism 
and interpretation. 2. Love in literature. I. 
Title. II. Series: International scholars 
forum; a series of books by American 
scholars, 1. 

Prepared from C.I.P. 


ROTH, Joseph, 1894- 
1939. 

The Radetzky march. Translated by Eva 

Tucker, based on an earlier translation by 

Geoffrey Dunlop. Woodstock, N.Y., 

Overlook Press [1974] 318 p. 23 cm. ISBN 

0-87951-015-3 [PZ3.R7428Rad6] 

[PT2635.084] 72-97581 8.95 

I. Title. 


833.912 


833.912 


VRUGT, Johanna P., 
1905-1960. 

A matter of life and death [by] Anna 
Blaman. Translated from the Dutch by 
Adrienne Dixon. New York, Twayne 
Publishers [1974] 235 p. 22 cm. ISBN 0- 
8057-3441-4 (The Library of Netherlandic 
literature, v. 3) Translation of Op leven en 
dood. [PZ4.V985Mat3] [PT5878.V85] 73- 
3955 6.95 

J. Title. 


BJoRNSON, 

Bjornstjerne, 1832- 1910. 
Three dramas: The editor—The bankrupt— 
The king. Westport, Conn., Greenwood 
Press [1974] p. cm. ISBN 0-8371-7260-8 
“Originally published in 1914.” Reprint of 
the 1924 ed. published by Dent, London 
and Dutton, New York, which was issued 
as no. 696 of Everyman’s library: Poetry & 
zhe drama. [PT8816.A3S5 1974] 73-17654 
13.50 
L Title. 

Prepared from C.I.P. 


839.3'1°362 


839.8°2°26 


BOJER, Johan, 1872- 839.8'2°372 
1959. 
The emigrants. Translated from the 


Norwegian by A. G. Jayne. Westport, 
Zonn., Greenwood Press [1974, c1925] p. 
om. ISBN 0-8371-6194-0 Reprint of the 
2d. published by Grosset & Dunlap, New 
York. Translation of Vor egen stamme. 
“PZ3.B6365Em5] [PT8950.B6] 73-21338 
15.00 

T. Title. 

>repared from C.I.P. 


CHRISTIANSEN, Sigurd 
Wesley, 1891-1947. 
Chaff before the wind. Translated from the 
Norwegian by Isaac Anderson. Westport, 
Tonn., Greenwood Press [1974, c1934] p. 
-SBN 0-8371-7349-3 Translation of Agner 
i stormen. Reprint of the ed. published by 
Liveright Pub. Corp., New York. 
wer 4629Ch5] [PT8950.C55] 73-22750 
75 


7 Title. 
Prepared from C.I.P. 


839.8°2°372 


LEE, Jennette Barbour 839.9°2’26 
Percy, 1860- 

The Ibsen secret; a key to the prose 
dramas of Henrik Ibsen, [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1907 ed. published by 


JULY 31,1974 


Putnam, New York. [PT8895.L4 1974] 74- 
9747 15.00 (lib. bdg.). 

I. Ibsen, Henrik, 1828-1906—~Criticism 
and interpretation. I. Title. 

Prepared from C.LP. 


*CHANSON de Roland. 841°1 
The .song of Roland. Translated with an 
introduction and notes by Howard S. 
Robertson. London, J. M. Dent [1972] xvi, 
140 p. 20 cm. ISBN 0-460-00777-7 
Bibliography: p. xi-xii. [PQ1520] 

. Chanson de Roland. I. Robertson, 
Howard S., tr. I. Title. 

Dist. by Rowman and Littlefield, 5.75; 
2.75 (pbk.), ISBN 0-460-01777-2. 


TYLER, J. Allen. 8417.1 
A concordance to the Fables and Tales of 
Jean de la Fontaine. Edited by J. Allen 
Tyler. Ithaca [N.Y.] Cornell University 
Press [1974] xxiv, 1074 p. 25 cm. ISBN 0- ® 
8014-0811-3 (The Cornell concordances) 
A concordance to the text of the Fables 
and Tales as found in the Oeuvres de J. de 
La Fontaine edited by Henri Regnier and 
published by Hachette from 1883 to 1897. 
[PQ1808.T9] 73-8388 25.00 


1. La Fontaine, Jean de, 1621-1695. 
Fables—Concordances. 2. La Fontaine, 
Jean de, 1621-1695. Contes— 


Concordances. I. La Fontaine, Jean de, 
1621-1695. Fables. II. La Fontaine, Jean 
de, 1621-1695. Contes. III. Title. IV. 
Series. 


HARRISON, Robert, 
comp. 

Gallic salt; eighteen fabliaux translated 
from the Old French. Berkeley, University 
of California Press [1974] vi, 427 p. 24 cm. 
ISBN 0-520-02418-4 [PQ1319.H3] 72- 
97748 15.00 

I. French poetry—To 1500. 2. French 
poetry—To 1500—Translations into 
English. 3. English poetry--Translations 
from French. 4. Tales, French. I. Title. 


RICE Richard Ashley, 841.50936 
Rousseau and the poetry of nature in 
eighteenth century France. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1925 ed. published by the 
Departments of Modern Languages of 
Smith College, Northampton, Mass., which 
was issued as v. 6, no. 3-4 of Smith 
College studies in modern languages. 
Includes bibliographical references. 
[PQ2056.N3R5 1974] 74-9920 12.50 

1. Rousseau, Jean Jacques, 1712-1778. 2. 
French poetry—18th century—History and 
criticism. 3. Nature in literature. [ Title. 
If. Series: Smith College studies in modern 
languages, v. 6, no. 3-4. 

Prepared from C.LP. 


1932- 841.108 


PUGH, Anthony R. 843.7 
Balzac’s recurring characters’ [by} Anthony 
R. Pugh. ([Toronto, Buffalo, 
University of Toronto Press [1974] xxviii, 
510 p. 24 cm. ISBN 0-8020-5275-4 
(University of Toronto its series, no. 
Bibliography: [479]-484. 
Posa C5P8] 72190348 25.00 
i. Balzac, Honore de, 1799-1850— 
Characters. 2. Balzac, Honore de, 1799- 
1850-—Plots. I. Title. II. Series: Toronto. 
University. University of Toronto romance 
series, no. 24. 


JACKSON, Stanley, 1910- 843.8 
Guy de Maupassant. ([Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. 


Reprint of the 1938 ed. published by 
Duckworth, Landon. Bibliography: p. 
[PQ2353.J3 1974] 74-8739 20.00 (lib. 
bdg.) 


1. Maupassant, Guy de, 1850-1893. 
Prepared from C.I.P. 


TOLSTOI, Lev Nikolaevich, 
graf, 1828-1910. 
Guy de Maupassant, by Leo Tolstoy. 
Translated from the Russian. Conformed to 
the original by V. Tchertkoff. New York, 
Haskell House [1974] p. cm. ISBN 0- 
8383-1898-3 Reprint of the 1898 ed., 
published by Brotherhood Pub., London. 
[PQ2356.T6 1974] 74-7281 13.95 


843°.8 


i. Maupassant, Guy de, 1850-1893— 
Criticism and interpretation. 

Prepared from C.I.P. 

SPEAIGHT, Robert, 843°.9°12 B 


1904- 
Georges Bernanos; a study of the man and 
the writer. New York, Liveright [1974] 
285 p. illus. 24 cm. ISBN 0-87140-583-0 
Bibliography: p. [275]-276. 
{PQ2603. E5875Z8 1974] 73-93126 8.95 


i. Bernanos, Georges,  1888-1948— 
Biography. 

THOMAS, Edward, 1878- 848°.8°09 
1917. 

Maurice Maeterlinck. ([Folcroft, Pa.] 


Folcroft Library Editions, 1974. p. em. 
Reprint of the 2d ed., 1911, published by 
Methuen, London. [PQ2625.A6T5 1974] 
74-11151 17.50 (lib. bdg.). 

1. Maeterlinck, Maurice, 1862-1949. 
Prepared from C.I.P. 


BOAK, Denis. 848’.9°1209 
Jules Romains. New York, Twayne 
Publishers [1974] 188 p. 21 cm. ISBN 0- 
8057-2775-2 (Twayne’s world authors 
series, TWAS 280. France) Bibliography: 
p. Pe 183. [PQ2635.052Z594] 73-23 5 
5.9 


1. Romains, Jules, 
and interpretation. 


COTTRELL, Robert D. 848’.9°1209 
Colette [by] Robert D. Cottrell. New York, 
F. Ungar Pub. Co. [1974] ix, 150 p. 21 cm. 
ISBN 0-8044-2130-7 (Modern literature 
monographs) Bibliography: p. 135-141. 
[PQ2605.028Z638] 73-84598 6.00 

1. Colette, Sidonie Gabrielle, 1873-1954. 


DANTE Alighieri, 1265- 851.1 
1321. 

Literary criticism of Dante Alighieri. 
Translated and edited by Robert S. Haller. 
Lincoln, University of Nebraska Press 
[1974, ¢1973] xlix, 192 p. 22 cm. ISBN 0- 
8032-0467-1 (Regents critics series) 
Bibliography: p. xlix. [PQ4315.5.H3] 72- 
85402 11.00 

i. Italian ie ae aa fication——Early 
works to 1800. 2. Poetics. I. Haller, Robert 
S, 1933- ed. IL. Title. 


DEMARAY, John G. 8517.1 
The invention of Dante’s Commedia [by] 
John G. Demaray. New Haven, Yale 
University Press, 1974. xvi, 195 p. illus. 25 
cm. ISBN 0-300-01664-6 Includes 
bibliographical references. [PQ4394.D4 
1974] 73-86888 12.50 

1. Dante Alighieri, 1265-1321—Sources. 2. 
Dante Alighieri, 1265-1321—Allegory and 
symbolism. 3. Pilgrims and pilgrimages in 
literature. I. Title. 


THE Earliest lives of 851.1 
Dante. Translated from the Italian of 
Giovanni Boccaccio and Lionardo Bruni 
Aretino, by James Robinson Smith. New 
York, Haskell House [1974, c1901] p. cm. 
ISBN 0-8383-1974-2 Reprint of the ed. 
published by Holt, New York, which was 
issued as no. 10 of Yale studies in English. 
[PQ4338.A2E37 1974] 74-7168 9.95 


1885-1972—Criticism 


800 LITERATURE 


i. Dante Alighieri, 1265-1321—Biography. 
I Villani, Filippo, d. 1405? If Smith, 
Robinson, 1876- tr. IH. Boccaccio, 
Giovanni. La vita di Dante. English. 1974. 
IV. Bruni, Leonardo Aretino, 1369-1444, 
La vita di Dante. English. 1974. V. Series: 
Yale studies in English, 10. 

Prepared from C.I.P. Contents omitted? 


*THE satires of Horace and 857 
Persius; a verse translation with an 
introduction and notes by Niall Rudd. 
(Harmondsworth, Eng] Penguin ‘Books 
[1973] vi, 193 p. illus., map. 18 cm. ISBN 
-014044-279-0 (Penguin classics) 
Bibliography: p. 186-189. [PA6056] 

I. Satire. 

Distributed by Penguin Books,Baltimore 
for 2.45 (pbk) 


PEERS, Edgar Allison. 860.9 
Spanish golden age poetry and drama. 
Edited by E. Allison Peers. New York, 
Phaeton Press, 1974. ISBN 0-87753-060-2 
(Liverpool studies in Spanish literature, 2d 
ser.) Reprint of the 1946 ed. published by 
Institute of Hispanic Studies, Liverpool, 
Eng. [PQ5065.P43 1974] 74-5001 9.00 

I. Spanish poetry—Classical period, 1500- 
1700—Addresses, essays, lectures. 2 
Spanish drama—Classical period, 1500- 
1700—Addresses, essays, lectures. I. Title. 
If, Series. HI. Studies in Hispanic literature 
Prepared from C.I.P. 


BORGES, Jorge Luis, 1899- 861 
In praise of darkness [by] Jorge Luis 
Borges. Translated by Norman Thomas di 
Giovanni. A bilingual edition. New York, 
E. P. Dutton, 1974 [c.1969] 142 p. 24 cm. 
ISBN 0-525-13225-2. Originally published 


under title: Elogio de la sombra. 
[PQ7797.B635E4 1974] 73-79553 3.95 
(pbk.) 
I. Title. 


VALLINI, Alfredo, 1914- 861 
Romances to the Argentine children. 
English translation by Edith Rusconi 
Kaltovich. Illus. by Zulema Guastavino. 
Charleston, Ill., Prairie Poet Books [1974] 
26 p. illus. 22 cm. ISBN 0-913996-69-6 
Poems. [PQ7797.V238A28] 73-89373 2.00 
L Title. 


*VEGA CARPIO, Lope Felix 
de, 1562-1635. 

La prueba de los amigos [by] Lope de 
Vega. Edited with notes and an 
introduction by Henry K. Ziomek. Athens, 
University of Georgia Press [1973] 173 p. 
18 cm. ISBN 0-8203-0292-9 Bibliography: 
p. 171-173. [PQ6439] 72-78047 4.50 (pbk.) 
I. Ziomek, Henry K, comp. I. Title. 


COOK, John Alfred, 862’.4’09 
1898- 
Neo-classic drama in Spain; theory and 
practice [by] John A. Cook. Westport, 
Conn., Greenwood Press [1974, c1959] p. 
cm. ISBN 0-8371-7518-6 Reprint of the 
ed. published by Southern Methodist 
University Press, Dallas. Includes 
bibliographical references. [PQ6111.C6 
1974] 74-5771 25.50 
I. Spanish drama--18th century—History 
and criticism. I. Title. 
Prepared from C.LP. 


*CERVANTES SAAVEDERA, 
Miguel de, 1547-1616. 
El hidalgo de la Mancha: Aventuras de 
don Quijote, by Miguel de Cervantes. 
Edited by Daniel Quilter. Boston, 
Houghton [1973] 235 p. illus. 24 cm. ISBN 
0-395-13390-4. Vocabulario: p. 219-235. 
[PQ6329] 72-11249 2.88 (pbk.) 
£ Quilter, Daniel, ed. IL. Title. 


862’.3 


863.3 
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800 LITERATURE 


STUDIES in Latin 870°.9 s 
language and literature. Edited for the 
Dept. of Classics by Thomas Cole and 
David Ross. Cambridge [Eng.] University 
Press, 1973. ix, 241 p. 24 cm. ISBN 0-521- 
08683-3 (Yale classical studies, v. 23) 
Includes bibliographical references. 
[PA25.Y3 vol. 23] [PA2025] 470 72-80595 
i. Latin philology—Addresses, essays, 
lectures. I. Cole, Andrew Thomas, ed. IT. 
Ross, David O., ed. TII. Title. IV. Series. 
Distributed by Cambridge University Press, 
New York, 13.50. 


DANE, Nathan, 1916- 
comp. 

Greek attitudes. Editors: Nathan Dane II 

[and] John W. Ambrose, Jr. New York, 

Scribner [1974] xiv, 622 p. map. 23 cm. (A 

oe book) [PA3621.D3] 73-5179 6.95 


880’.8°001 


d. Greek literature—Translations into 
English. 2. English literature—Translations 
from Greek. I Ambrose, John William, 
1931- joint comp. II. Title. 


SOLOMOS, Alexes, 1918- 
The living Aristophanes [by] Alexis 
Solomos. Translation and adaptation by 
Alexis Solomos and Marvin Felheim. Ann 
Arbor, University of Michigan Press [1974] 
vii, 320 p. 22 cm. ISBN 0-472-08798-3 
Translation of Ho zontanos Aristophanes. 
Includes bibliographical references. 
{[PA3879.S6513] 73-80576 10.00 

1. Aristophanes. I. Felheim, Marvin, 1914- 
I. Title. 


*WENDER, Dorothea. 883 
Hesiod and Theognis, translated and with 
introductions by Dorothea Wender. 
[Harmondsworth, Eng.] Penguin Books 
[1973] 170 p. 19 cm. ISBN 0-14-044283-9 
(Penguin Classics) [PA4009} 

L Title. 

Distributed by Penguin, Baltimore for 1.95 
(pbk.) 


PATTINSON, J. S. 891.5511 
The symbolism of the Rubaiyat of Omar 
Khayyam, by J. S. Pattinson. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1921 ed. published by 
Orpheus Pub. House, Edinburgh. 
[PK6525.P3 1974] 74-9970 6.50 

1. Omar Khayyam. Ruba‘iyat. I. Title. 
Prepared from C.I.P. 


BIGHAMI, Muhammad 
ibn Ahmad. 

Love and war; adventures from the Firuz 
shah nama of Sheikh Bighami. Translated 
from the Persian by William L. Hanaway, 
Jr. Delmar, N.Y., Scholars’ Facsimiles & 
Reprints, 1974. p. cm. ISBN 0-8201-1126- 
O (Persian heritage series no. 19) 
Selections from Darab namah. 
[PK6451.B53D3213 1974] 74-6039 15.00 


882’.01 


891°.55'31 


I. Title. II Title: Firuz shah nama. III. 
Series: UNESCO collection of 
representative works: Persian heritage 


series, no. 19. 
Prepared from C.I.P. 


JACKSON, Kenneth 
Hurlstone, 1909- 
Studies in early Celtic nature poetry, by 
Kenneth Jackson. [Folcroft,- Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1935 ed. published by University Press, 
Cambridge, Eng. Bibliography: p- 

[PB1097.J3 1974] 74-9574 20.00 

i. Celtic poetry—History and criticism. 2. 
Nature in literature. 3. Celtic poetry— 
Translations into English. 4. English 
poetry—Translations from Celtic. I Title. 
Prepared from C.LP. 


891. 6221003036 
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HULL, Eleanor, 1860- 891.6°2731 


Cuchulain, the hound of Ulster. By 
Eleanor Hull. With 16 illus. by Stephen 
Reid. ([Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1911 
ed. published by G. G. Harrap, London. 
Bibliography: p. [PB1423.C8H84 1974] 74- 
9981 20.00 

1. Cuchulain—Legends. I. Cuchulain. I. 
Title. 

Prepared from C.I.P. 


AISLINGE Meic 891.6232 
Conglinne. English & Irish. 
The Vision of MacConglinne; a Middle- 
Irish wonder tale. Edited with a translation 
(based on W. M. Hennessy’s), notes, and a 
glossary, by Kuno Meyer, with an introd. 
by Wilhelm Wollner. New York, Lemma 
Pub. Co., 1974. p. cm. ISBN ’0-87696- 


051-4 Reprint of the 1892 ed. published by ' 


D. Nutt, London. Text in Irish and English 
on opposite pages. Contents.—Text and 
translation of the Leabhar breac version 
(Royal Irish Academy, Dublin. Library. 
MSS. (23 P 16 (pp. 213-219)).—Text and 
translation of the version in Dublin. 
University. Library. MSS. (H. 3. 18 (pp. 


732;742)) [PB1397.A37 1974] 72-87984. 
00 


I. Meyer, Kuno, 1858-1919, ed. I. 
Hennessy, William Maunsell, 1829-1889. 
Prepared from C.I.P. 


THOMSON, Derick S. 891.63’ 1009 

An introduction to Gaelic poetry [by] 

Derick Thomson. [New York] St. Martin’s 

Press [1974] 335 p. 23 cm. Bibliography: p. 

277 304. pete): T5] 73-86601 10.00 
oe aelic poetry—History and criticism. I. 
ttle. 


GARNETT, Edward, 
1868-1937, 

Tolstoy; his life and writings. New York, 
Haskell House [1974] p. cm. ISBN 0- 
8383-1970-X Reprint of the 1914 ed. 
published by Constable, London, and 
Houghton Mifflin, Boston, in series: 
Modern biographies. Bibliography: p. 
[PG3385.G3 1974] 74-7035 9.95 

1. Tolstoi Lev Nikolaevich, graf, 1828- 


891.7°3’3 B 


1910. L Title. II. Series: Modern 
biographies. 
Prepared from C.I.P. 

891.733 


MAUDE, Aylmer, 1858- 
1938. 


Tolstoy and his problems; essays. 2d ed. 
New York, Haskell House [1974] p. cm. 
ISBN 0-8383-1999-8 Reprint of the 1902 
ed. published by G. Richards, London. 
[PG3410.M3 1974] 74-7137 12.95 

1. Tolstoi Lev Nikolaevich, graf; 1828- 
1910—Criticism and interpretation. I. 
Title. ; 

Prepared from C.I.P. Contents omitted. 


TURGENEY, Ivan 891.7°3°3 B 
Sergeevich, 1818-1883. 

Letters to an actress; the story of Ivan 
Turgenev and Marya Gavrilovna Savina. 
Translated and edited by Nora Gottlieb 
and Raymond Chapman. Athens, Ohio, 
Ohio University Press [1974, c1973] 155 p. 
23 cm. ISBN 0-8214-0146-7 Translation of 
Turgenev i Savina. Includes letters and 
reminiscences of Mariia Gavrilovna Savina. 
A 1973b] 73-92898 7.50 (ib. 
bdg. 

1. Turgenev, Ivan Sergeevich, 1818-1883— 
Correspondence. 2. Savina, Mariia 
Gavrilovna, 1854-1915. I. Savina, Mariia 
Gavrilovna, 1854-1915. II. Title. 


KUPER, IUrii. 891.7344 
Holy fools in Moscow [by] Yuri Kuper. 


AMERICAN BOOK PUBLISHING RECORD 


Translated from the Russian by Antonina 
W. Bouis. [New York] Quadrangle [1974] 


x, 230 p. 22 cm. ISBN 0-8129-0450-8 

[PZ4.K96493Ho] [PG3482.8.U59] 73- 

93829 7.95 

I. Title. 

SOLZHENITSYN, 891.7'8°4409 B 
Aleksandr Isaevich, 1918- 

Solzhenitsyn: a pictorial autobiography. 


New York, Farrar, Straus & Giroux [1974] 
p. cm. Translation of a French collection 
entitled Soljenitsyne; includes complete 
text of the author’s brief autobiography 
written for the Nobel Committee, and 
excerpts from his other writings. 
[PG3488.04A24 1974] 74-7070 8.95 

1. Solzhenitsyn, Aleksandr Isaevich, 1918- 
T. Title. 

Prepared from C.I.P. 


KHOURI, Mounah 
Abdallah, comp. 
An anthology of modern Arabic poetry. 
Selected, edited, and translated by Mounah 
A. Khouri and Hamid Algar. Berkeley, 
University of California Press [1974] xi, 
252 p. 24 cm. ISBN 0-520-02234-3 
English and Arabic. Bibliography: p. 249- 
252, [PJ7695.E3K48] 77-189220 12.00 
1. Arabic  poetry—20th — century— 
Translation into English, 2. English 
poetry—Translations from Arabic. 3 
Arabic poetry—20th century. I. Algar, 
Hamid, joint comp. H. Title. 


892”.7°1608 


FOSTER, John L., comp. 8937.1 
Love songs of the New Kingdom, by John 
L. Foster. New York, Scribner [1974] p. 
ISBN- 0-684-13781-X Contents.—Some 
rather lively lines (Papyrus Chester Beatty 
I)—Songs inscribed on a broken vase 
(Cairo ostracon 25218)—Songs of the 
garden (Papyrus Harris 500)—Songs of 
great heart's ease (Papyrus Chester Beatty 
owe from a faded papyrus (Papyrus 
Harris 500)—Stanzaic love song (Papyrus 
Chester Beatty I)—Songs of the orchard 
(Papyrus Turin 1966)—Songs of the 
birdcatcher’s daughter (Papyrus Harris 
500) [PJ1945.F6] 73-19274 10.00 

1. Egyptian poetry—Trans/ations into 
English. 2. English poetry—Translations 
from Egyptian. 3. Love poetry. I. Title, 
Prepared from C.I.P. 


HART, Henry Hersch, 
1886- comp. 

The charcoal burner, and other poems. 
Translated from the Chinese by Henry H. 
Hart. [lst ed.} Norman, University of 
Oklahoma Press [1974] p. cm. ISBN 0- 
8061-1185-2 . Bibliography: p. 
[PL2658.E3H28] 73-19388 6.95 

I. English poetry—Translations from 
Chinese. 2. Chinese poetry—Translations 
into English. I. Title. 

Prepared from C.I.P. 


895.1°1’008 


TS'AO Chan, 1717(ca.)- 895.134 
1763. 

The story of the stone; a Chinese novel in 
five volumes, translated by David Hawkes. 
Harmondsworth, Penguin, 1973-, [i.e.1974- 
] y. geneal. tables. 19 cm. (Penguin 
classics) Translation of Hung lou meng. 
Contents—v. 1. The, golden days. 
[PZ3.T783St] [PL2727. $2] 74-165360 

I. Hawkes, David, tr. Hf. Title. 

Distributed by Penguin, Baltimore, 4.95 


(pbk.). 


JULY 31,1974 


VOHRA, Ranbir. 895.1°3°5 B 
Lao She and the Chinese Revolution. 
Cambridge, Mass., East Asian Research 
Center, Harvard University; distributed by 
Harvard University Press, 1974. 199 p. 26 
cm. ISBN 0-674-51075-5 (Harvard East 
Asian monographs, 55) Bibliography: p- 
187-192. [PL2804.C5Z94] 73-82346 4.50 
I. Shu, Ching-ch‘un, 1898-1966. I. Title. 
IT. Series. 


BELTING, Natalia Maree, 1915- 897 
comp. ~- 

Whirlwind is a ghost dancing, by Natalia 
Belting. Ilustrated by Leo and Diane 
Dillon. New York, Dutton [1974] p. cm. 
ISBN 0-525-42625-6 A collection of 
poems, explaining the elements of nature, 
from various American Indian tribes 
including Iroquois, Micmac, and Shoshoni. 
[PM197.E3B43]}] 73-77464 7.50 

l. Indian poetty—Translations into 
English. 2. American poetry—Translations 
from Indian languages. I. Dillon, Leo, illus. 
II. Dillon, Diane, illus. III. Title. 

Prepared from C.I.P. 


900 HISTORY 


ir acai Ignatius, 1831- 
901. 

Atlantis, the antediluvian world. Intro. by 
Paul M. Allen. 2d ed. Blauvelt, New York, 
R. Steiner Publications, [1973] 490 p. illus. 
19 cm. [D16.9] 72-159503 8.95 

1l. History—Philosophy. 2.  Religion— 
Philosophy, 3, Atlantis. 4. Mythology. I. 

itle. 


BELL, Clive, 1881-1964. 901.9 
Civilization and Old friends. Chicago, 
University of Chicago Press [1974, c1974] 
189, 199 p. illus. 23 cm. ISBN 0-226- 


901 


04206-5 Includes bibliographical 
references. [CB19.B4 1973] 73-85850 
12.50 


L Civilization——Philosophy—Addresses, 
essays, lectures. I. Bell, Clive, 1881-1964. 
Old friends. 1973. II. Title. 


READER’S Digest 
Association, ltd. 
Reader’s Digest history of man; the last 
two million years. London, New York 
[1973] 488 p. illus. (part col) 32 cm. 

{CB59.R36 1973] 74-162945 

1. Civilization—History. I. Title. II. Title: 
The last two million years. 

Available from Readers Digest Press, New 
York; 11.97 


STRAYER, Joseph Reese, 

1904- 
The mainstream of civilization [by] Joseph 
R. Strayer, Hans W. Gatzke [and] E. 
Harris Harbison. 2d ed. New York, 
Harcourt Brace Jovanovich [1974] xxxi, 
838, xxvi p. illus. 27 cm. ISBN 0-15- 
551554-3 Previous ed. by J. R. Strayer and 
others entered under title. Includes 
bibliographies. (CB59.883 1974] 73-19410 
13. 


901.9 


901.9 


1. Civilization——History. I Gatzke, Hans 
Wilhelm, 1915- joint author. If. Harbison, 
Elmore Harris, 1907-1964, joint author. 
IM. Title. 


KIRBAN, Salem. 901.947 
What in the world will happen next? 
Huntingdon Valley, Pa., [1974] 64 p. illus. 
18 cm. ISBN 0-921582-15-4 [CB161.K573] 
73-93696 1.50 (pbk.). 


di.  Bible—Prophecies. 2 Twentieth 
century—Forecasts. I. Title. 
THOMPSON, William Irwin. 901.94°7 


Passages about earth; an exploration of the 
new planetary culture. [1st ed.] New York, 
Harper & Row [1974] 206 p. 22 cm. ISBN 
0-06-014272-3 ”A Lindisfarne book.” 
Includes bibliographical references. 
[CB428.T47 1974] 73-14298 6.95 

i. Civilization, Modern—1950-  — 
Addresses, essays, lectures. I. Title. 


STEPHENS, Lester D. 907.12 
Probing the past; a guide to the study and 
teaching of history [by] Lester D. 
Stephens. Boston, Allyn and Bacon [1974] 
xii, 307 p. illus. 24 cm. Bibliography: p. 
279-299. [D16.2.87] 73-80550 
i. History—Study and 
(Secondary) I. Title. 


THOMAS, Gordon. 909’.04°92400823 
Voyage of the damned [by] Gordon 
Thomas and Max Morgan Witts. New 
York, Stein and Day [1974] 317 p. illus. 
25 cm. ISBN 0-8128-1694-3 Bibliography: 
p. 313-317. [DS126.T45] 73-91845 8.95 

1. St. Louis (Ship) 2. Refugees, Jewish. I. 
Morgan Witts, Max, joint author. IL. Title. 


*THE Islamic world, 909.09 
ed. by William H. McNeill and Marilyn 
Robinson Waldman. New York, Oxford 
University Press, 1973. xvii, 468 p. maps. 
1 cm. (Readings in world history, v. 6) 
[DS39] 72-91011 3.95 (pbk.} 

1. Arab countries—History. I. McNeill, 
William H II. Waldman, Marilyn 
Robinson. 


WALLBANK, Thomas Walter, 
1901- 


teaching 


909.82 


Twentieth century world [by] T. Walter 
Wallbank [and] Arnold Schrier. [Glenview, 
HL] Scott, Foresman [1974] 286 p. illus. 23 
cm. ISBN 0-673-04318-5 (Scott Foresman 
world studies program) Bibliography: p. 
268-272. A history of the world in the 
twentieth century includes the national 
rivalries, world wars, rise of communism, 
and the effects of technology. 
[D422.W274] 74-164364 4.12 (pbk.) 

1. History, Modern—20th century. T. 
Schrier, Arnold, joint author. IT. Title. 


Travel 910-919 


HALL, Fred L. `. 910s 
Location criteria for high schools: student 
transportation and racial integration [by] 
Fred L. Hall. [Chicago] University of 
Chicago, Dept. of Geography, 1973. xii, 
156 p. illus. 23 cm. (University of Chicago. 
Dept. of Geography. Research paper no. 
150) Bibliography: p. 150-156. 
[HC31.C514 no. 150] [LB2864] 370.19°342 
73-86443 5.00 (pbk.) 

1. School integration. 2. School children— 
Transportation. 3. School sites. I. Title. II. 
Series: Chicago. University. Dept. of 
Geography. Research paper no. 150. 


ROSENBERG, Terry J. 910s 
Residence, employment, and mobility of 
Puerto Ricans in New York City [by] 
Terry J. Rosenberg. [Chicago] University 
of Chicago, Dept. of Geography, 1974. xi, 
230 p. illus. 23 cm. (University of Chicago. 
Dept. of Geography. Research paper no. 
151) Bibliography: p. 223-230. [H31.C514 
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no. 151} [F128.9.P85] 
301.4516°3729507471 73-87828 5.00 

1. Puerto Ricans in New York (City) I 
Title. II. Series: Chicago. University. Dept. 
of Geography. Research paper no. 151. 


DAVIS, Peter, 1947- 910°.01°8 5 
Data description and presentation. London, 
Oxford University Press, 1974. [6], 119 p. 
illus., maps, plans. 21 cm. ISBN 0-19- 
913067-1 (Science in geography, 3) 
Bibliography: p. [114] [G70.834 vol. 3] 
[G70.3] 910’.01°8 74-163635 

1. Geography—Statistical methods. I. Title. 
I. Series. 

Distributed by Oxford University Press, 
N.Y., 1.80 (pbk.) 


FITZGERALD, Brian 
Patrick. 
Developments in geographical methods 
[by] Brian P. Fitzgerald. London, Oxford 
University Press, 1974. [6], 88 p. illus., 
maps. 21 cm. ISBN  0-19-913065-5 
(Science in geography, 1) Bibliography: p. 
[81]-82. [G70.S34 vol. 1] 910°01'8 74- 
163633 

1. Geography—Methodology. I. Title. II. 
Series. 

Distributed by Oxford University Press, 
N.Y., 1.80 (pbk.) 


MCCULLAGH, Patrick. 910°.01’8 s 
Data use and interpretation. [London] 
Oxford University Press, 1974. 119 p. 21 
cm. ISBN 0-19-913068-K (Science in 
geography no. 4) Bibliography: p. [114] 
[G70.S34 vol. 4] [G70.3] 910°.01°8 74- 
164292 

1. Geography—Statistical methods. I. Title. 
IT. Series. 

Distributed by Oxford University Press, 
N.Y., 1.80 (pbk.) 


INTRODUCTION to physical 910.02 
geography [by] Henry M. Kendall [and 
others} in association with George 
Thambyahpillay and H. Craig MacFadden. 
2d ed. New York, Harcourt Brace 
Jovanovich [1974] xv, 423 p. illus. 25 cm. 
ISBN 0-15-544004-7 Previous ed. by H. 
M. Kendall, R. M. Glendinning, and C. H. 
MacFadden entered under Kendall. 
[GB56.I57 1974] 73-13028 11.95 

1. Physical geography—Text-books—1945- 
I. Kendal, Henry Madison, 1901-1966. 
Introduction to physical geography. 


*GIBSON, Michael. 910.03°395 
The Vikings. London, Wayland Publishers 
[1973, c1972] 128 p. illus., map. 24 cm. 
ISBN 0-399-11052-6 (The documentary 
history series) Bibliography: p. 124-126 
[DL65] 72-87615 

1. Vikings-8th century. 1. Title. 

Distributed by G. P. Putnam’s Sons, New 
York, for 5.95 


SANCHEZ-PEREZ, J. M. 910.036 
The Hispanico; a new concept of Pan- 
Americanism [by] J. M. Sanchez-Perez. 
[iat ed.] New York, Exposition Press 
1974] 98 p. 21 cm. ISBN 0-682-47818-0 
”Parts of this book originally appeared in 
Spanish and in different form in Lo 
hispanico.” [CB226.S24] 73-86548 5.00 

1. Civilization, Hispanic. I. Title. 


THE Illustrated 910°.039°24 
history of the Jewish people. New York, 
Third Press [1973] 32 (i.e. 64) p. illus. 
{part col.) 22 x 29 cm. ISBN 0-89388-078- 
7 ”An Odarkai book.” Presents a brief 
history of the Jewish people from the time 
of Abraham to the present state of Israel. 
[DS118.164] 72-94297 5.95 

L Jews—History—Pictorial 
Juvenile Hterature. 


910.08 s 


works— 
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SZAJKOWSKI, Zosa, 
1911- 
The impact of the 1919-20 Red scare on 
American Jewish life. New York, Ktav 
Pub. House, 1974. p. cm. ISBN 0-87068- 
239-3 (His Jews, wars, and communism, 
v. 2) Bibliography: p. [E184.J5S94 vol. 2] 
[E184, J5] 323.4’0973 74-7029 20.00 (vol. 


910°.039°2408 s 


Fi Jews in the United States—Political and 
social conditions. 2. Communism—Jews. 3. 
Public opinion—Jews. 4. Communism— 
United States—1917- 5. Radicalism—Jews. 
I. Title. II. Series. 

Prepared from C.I.P. 


BENARDE, Melvin A. 910°.0971822 
Beach holidays from Portugal to Israel, by 
Melvin and Anita Benarde. New York, 
Dodd, Mead [1974] x, 272 p. illus. 24 cm. 
ISBN 0-396-06891-X [D973.B456] 73- 
17867 7.95 

1. Mediterranean region—Description and 
travel—Guide-books. 2. Seaside resorts— 
Mediterranean region. I. Benarde, Anita, 
joint author. II. Title. 


WARREN, Malcolm. 910.202 
Which way do you go? [San Frangisco?] 
RIO-SFO Press, 1974 [c1973] 262 p. illus. 
18 cm. [G464.W27 1974] 73-89691 7.50 

1. Voyages and travels—1951- —Guide- 
books. 2. Homosexuality. I. Title. 


BAKER, Trudy. 910°.4 B 
The coffee tea or me girls get away from it 
all [by] Trudy Baker and Rachel Jones. 
New York, Grosset & Dunlap [1974] 229 
pP. 22 cm. ISBN 0-448-11560-3 
[HD6073.A5B32] 73-15125 6.95 

1. Air lines—Hostesses—Correspondence, 
reminiscences, etc. I. Jones, Rachel, joint 
author. II. Title. 


*BOISCLAIR, Roger. 1921- 910.41 
My adventures around the world in 75 
countries. [lst ed.] New York, Vantage 
Press [1973] 159 p. 21 cm. ISBN 0-533- 
00800-X Translation of ”Mes experience 
autour du monde dans 75 pays” [G440] 
4.75 

1. Voyages around the world. I. Title. 


JACKSON, John N. 910.712 
Practical geography; strategies for study. 
Editors: John N. Jackson [and] James 
Forrester. Toronto, New York, McGraw- 
Hill Ryerson [1974] xi, 190 p. illus. 24 cm. 
ISBN 0-07-092965-3 Includes 
bibliographical references. [G74.J23] 72- 
9528 8.95 


1. Geography—Study and teaching 
(Secondary) I. Forrester, James, joint 
author. II. Title. 

1783- 910.9 s 


PEARD, George, 
1837. 
To the Pacific and Arctic with Beechey; 
the journal of Lieutenant George Peard of 
H.M.S. Blossom, 1825-1828. Edited by 
Barry M. Gough. Cambridge, Published for 
the Hakluyt Society at the University 
Press, 1973. x, 272 p. illus. 23 cm. ISBN 
0-521-20079-2 (Works issued by the 
Hakluyt Society, 2d ser. no. 143) 
Bibliography: p. 258-263. [G161.H23 2d 
ser., no. 143] [G650 1825] 910.09164 72- 
88616 
1. Beechey, Frederick William, 1796-1856. 
2. Blossom (Ship) 3. Oceanica. 4. Arctic 
regions. [. Gough, Barry M, ed. II 
Hakluyt “Society. III. Title. IV. Series: 
Hakluyt Society. Works, 2d ser., no. 143. 
Distributed by Cambridge University Press, 
New York, 32.50. 
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BEAGLEHOLE, John 910°.92°4 B 
Cawte. 

The life of Captain James Cook. Stanford, 
Calif., Stanford University Press [1974] xi, 
760 p. illus. 25 cm. ISBN 0-8047-0848-7 
Bibliography: p. 715-734. [G246.C7B38} 
73-87124 18150 

1. Cook, James, 1728-1779. I. Title. 


MAY, Julian. 910.924 
Thor Heyerdahl; modern Viking 
adventurer. Illustrated by Phero Thomas. 
Mankato, Minn., Creative Educational 
Society; distributed exclusively by 
Childrens Press, Chicago [c1973] [39] p. 
illus. 24 cm. ISBN 0-87191-220-1 A brief 
biography of the Norwegian explorer who 
attempted to prove several theories about 
migration of peoples through his voyages. 
eis uaa 92 72-85046 4.95 (lib. 
g. 

1. Heyerdahl, Thor—Juvenile literature. I. 
Thomas, Phero, illus. 


HAMMOND Incorporated. 912 
The first book atlas, by the editors and 
cartographers of Hammond Incorporated 
3rd ed. New York, Franklin Watts, 1973. 
96 p. illus., col. maps, 23 cm. ISBN 0-531- 
a [[G1019.H2835 1973]] 3.95 (lib. 
g. 

1. Hammond (C. S.) and Company, inc. 
The first book atlas. 2. Atlases—Juvenile 
literature. I. Title. 

L.C. card number Map 68-201. 


MERIT atlas; man’s earth and 912 
universe. A Rand McNally world atlas. 
With a foreword by Sir Julian Huxley. 
Chicago, Rand McNally [1973] 150, 158, 
100 p. col. illus., col. maps. 38 cm. ”The 
Good Earth pages 1-148, inclusive,” have 
copyright statement by Mitchell Beazley 
Ltd. [G1019.M397 1973] 72-95374 

1. Atlases. 2. Man—Influence of 
environment. I. Rand McNally and 
Company. II. Mitchell Beazley Ltd. IM. 
ttle. 


*RAND McNally and Company. 912 

World atlas. [Desk ed.] Chicago, Rand 

McNally [1973] 46 A, 201 p. maps, 31 

cm. ISBN 0-528-83042-2 Title on spine: 

ia world atlas. [G1019.] 73-3377 4.95 
bk 


1. Atlases. I. Title. II. Title: Popular world 
atlas. 


FAGAN, Brian M. 913°.03 
Men of the earth; an introduction to world 
prehistory [by] Brian M. Fagan. Boston, 
Little, Brown [1974] xxv, 417 p. illus. 22 
cm. Includes bibliographical references. 
[GN739.F33]} 73-21223 7.95 (pbk.) 


1. Man, Prehistoric. 2. Civilization, 
Ancient. I. Title. 
FAGAN, Brian M., comp. 913.031 


Corridors in time; a reader in introductory 
archaeology. Edited by Brian M. Fagan. 
Boston, Little, Brown [1974] xi, 362 p. 
illus. 23 cm. Sequel to Introductory 
readings in archaeology. Bibliography: p. 
343-362. [GN766.F32 1974] 73-21224 
5.95 (pbk.). 

1. Man, PFrehistoric—Addresses, essays, 
lectures. 2. Anthropology, Prehistoric— 
Addresses, essays, lectures. 3. 
Archacology—Addresses, essays, lectures. 
I. Title. 


*THE archaeologists’ 913.031°025 
year book 1973: an international directory 
of archaeology and anthropology [Park 
Ridge, N.J.] Noyes Press [1973] 229 p. 
illus, 23 cm. ISBN 0-8155-5024-3 
Bibliography: p. 219-229. [CC15] 73- 
78778 12.50 
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1. Archaeology—Yearbooks. 2. 
Anthropology— Yearbooks. 


CUNLIFFE, Barry W. 913.36203 
Iron age communities in Britain; an 
account of England, Scotland and Wales 
from the seventh century BC until the 
Roman conquest [by] Barry Cunliffe. 
London, Boston, Routledge & K. Paul 
[1974] xviii, 389, [28] p. illus. maps. 25 
cm. ISBN 0-7100-7492-1 (Archaeology of 
Britain) Bibliography: p. [365]-379. 
[GN780.22.G7C86] 74-165099 31.75 


1. Iron age-—Great Britain. 2. Great 
Britain—Antiquities. I. Title. 
MELAS, Evi, 1930- " 913.38 


The Greek experience; a companion guide 
to the major architectural sites and an 
introduction to ancient history and myth. 
Edited by Evi Melas. [Translated from the 
German by F. Maxwell Brownjohn] New 
York, Dutton, 1974 [c1973] 216 p. illus. 
22 cm. ISBN 0-525-11810-1 Translation of 


Tempel und Statten der Gotter 
Griechenlands. [NA275.M413 1974] 73- 
10484 9.50 


1. Temples, Greek. 2. Gods in art. I, Title. 
EDEY, Maitland 


913.39°44’03 
Armstrong, 1910- 

The sea traders, by Maitland A. Edey and 
the editors of Time-Life Books. New York, 
Time-Life Books [1974] 166 p. illus. 27 
cm. (The Emergence of man) Bibliography: 
p. 163. [DS81.E33 1974] 73-92665 7.95 
1. Phenicians. I. Time-Life Books. II. Title. 


FASEL, George W. 914.03 
Modern Europe in the making; from the 
French Revolution to the Common Market 
[by] George Fasel. New York, Dodd, 
Mead, 1974. xii, 300 p. illus. 23 cm. ISBN 
0-396-06895-2 Bibliography: p. 280-287. 
[D299.F28] 73-15381 5.95 (pbk.) 
Europe—History—1789-1900. 2. 
Europe—History—20th century. I. Title. 


CAIRNS, Trevor. 914’.03'1 
The Middle Ages. Minneapolis, Lerner 
Publications Co. [1974, cl972] p. cm. 
ISBN 0-8225-0804-4 (Cambridge 
introduction to history, book 4) ”Published 
in cooperation with Cambridge University 
Press.” Considers the most important 
aspects of European history between 1000 
and 1450 including the power of the 
guilds, the Church, the feudal lords, and 
the Crusades. [CB351.C23 1974] 74-10976 
6.95 

1 Civilization, 
literature. I. Title. 
Prepared from C.I.P. 


STRAYER, Joseph Reese, 
1904- 

Western Europe in the Middle Ages; a 
short history [by] Joseph R. Strayer. 2d ed. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] viii, 245 p. illus. 22 cm. ISBN 0-13- 
950659-4 Bibliography: p. 233-238. 
[D117.S87 1974] 73-16784 7.95 

1. Middle Ages—ĦHistory. 2. Europe— 
History —476-1492. I. Title. 

Pbk., 4.95, ISBN 0-13-950675-6. 


Medieval—Juvenile 


914.0371 


MARSHALL, Rosalind 914.1°03’6 
Kay. 
The days of Duchess Anne; life in the 
household of the Duckess of Hamilton, 
1656-1716 [by] Rosalind K. Marshall. New 
York, St. Martin’s Press [1974, c1973] 256 
p. illus. 24 cm. Bibliography: p. 233-235. 
[DA802.H35M37 1974] 7273-86558 12.50 
1. Hamilton, Anne, Duchess of 1632- 
1716. 2. Hamilton famjly. 3. Scotland— 
Social life and customs—17th century. I. 
Title. 
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GIBBONS, Gavin, 1922- 914.1’04'81 
Scotland touring guide; get to know it—get 
to like it. New York, Drake Publishers 
[1974] p. cm. ISBN 0-87749-655-2 (Drake 
rai guides) [DA870.G513] 74-3336 2.50 


1. Scotland—Description and travel 
1951- —Tours. I. Title. 
Prepared from C.I.P. 


GRANT, Donald, 1911- 914.19°5’039 
White goats and black bees. [ist ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
em. ISBN 0-385-06522-1 Personal 
reminiscences of life in rural Ireland. 
(S522.173G7] 73-18776 7.95 

1. Farm lite—Ireland—Cork (County) I. 
Title. 

Prepared from C.I.P. 


SORRELL, Alan. 914.2°03 
British castles. New York, Hastings House 
Publishers [1973] 80 p. illus. 23 x 30 cm. 
ISBN 0-8038-0751-1 Bibliography: p. [4] 
[DA660.S65] 73-10468 7.95 
1. Castles—England. I. Title. 


SAINLIENS, Claude de, 
16thcent. 
The Elizabethan home, discovered in two 
dialogues by Claudius Hollyband and Peter 
Erondell. Edited by M. St. Clare Byrne. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. Reprint of the 1930 ed. published 
by Cobden-Sanderson, London. 
Contents.—Dialogues from  Hollyband: 
School and schoolboys. The citizen at 
home.—Erondell’s French garden.— 
Bibliographical and textual notes (p. ) 
[DA320.S24 1974] 74-9894 12.50 
i. Shakespeare, William, 1564-1616— 
Contemporary England. 2. England— 
Social life and customs-—1l6th century. I. 
Erondelle, Pierre, ff. 1586-1609. II. Title. 
Prepared from C.I.P. 


BRANDER, Michael. 914.2037 
The Georgian gentleman. Farnborough, 
Saxon House, 1973. xii, 223 p., [4] p. of 
plates. illus. (some col.), map, ports. 24 
cm. ISBN 0-347-00020-7 Illus. on lining 
papers. Includes index. Bibliography: p. 
215-217. [DA485.B7] 73-10622 

1. England—Social life and customs—I18th 
century. I. Title. 

Distributed by Atheneum Publishers, New 
York; 8.95. 


* AUTOMOBILE 
Association. 

AA Britain’s heritage. 

The 1974 edition is available from Harper, 

New York for 2.95 (pbk.) 


*FETTERS, Jessie A. 914.20485 
Two Yanks in Britain in the midlands, 

1960-1961. [lst ed] New York, Vantage 

Press [c1973] 94 p. 21 cm. ISBN 0-533- 

00733-X [DA631] 4.50 

is : wrest Britain—Description and travel. I. 
itle. 


BETTEY, J. H. 914.23303 
Dorset [by] J. H. Bettey. Newton Abbott, 
David & Charles [1974] 156 p. illus., maps. 
22 cm. ISBN 0-7153-6371-9 (City and 
county histories) Bibliography: p. 149. 
[DA670.D7B47 1974] 74-163840 

i. Dorset, Eng.—History. 
Distributed by David 
Vermont, 7.95. 


TULLY, Gerie. 914.4°04’83 
France especially- for women. New York, 
Abelard-Schuman [1974] p. cm. ISBN 0- 
200-04020-0 [DC16.T84] 73-18544 6.95 

1. France—Description and travel—1945- 
-—-Guide-books. I. Title. 


914.2703°55 


914.2°04°85 


and Charles, 


Frepared from C.I.P. 


“JAZAK guide to Spain, 
p-oduced by Avraham Levi. 
Tre 1974-75 edition is available from 
Earper & Row for 4.95 (pbk.) 


CHEINE, Anwar G. 914.6’03'2 
Muslim Spain, its history and culture [by] 
Amwar G. Chejne. Minneapolis, University 
o- Minnesota Press [1974] xvi, 559 p. illus. 
23 cm. ISBN 0-8166-0688-9 Bibliography: 
p- 485-530. [DP103.035] 73-87254 24.75 
I Spain—Crivilization—711-1492. 2. 
Muslims in Spain. I. Title. 


914.6 


¥ESTBURG, Charles. 914.6°8°0482 
South of Spain touring guide; get to know 
it—get to like it. New York, Drake 
Publishers [1974] p. cm. ISBN 0-87749- 
636-0 (Drake travel guides) Translation of 
Sadspanien kennen und liefjen. 
[DP295.W4613] 74-4034 2.50 (pbk.). 

I Spain, Southern—Description nd 
teavel—Guide-books. I. Title. 

Fepared from C.I.P. 


FEIFER, George. 914.7°03’85 
Cur motherland and other ventures in 
Fussian reportage, by George Feifer. New 
York, Viking Press [1974, c1973] 235 p. 
22 cm. ISBN 0-670-53152-9 Contents.— 
Reporting in Russia—Maya Plisctskaya.— 
Afternoon in a People’s Court.—The 
Kossiya Hotel—Demimonde.—Our 
Xotherland. [DK274.F36] 73-7433 7.95 

I Plisetskaia, Maiia Mikhailovna, 1926- 2. 
Fussia—Social conditions—1945- 3. 
Fussia—Description and travel—1945- 4. 
Journalism—Russia. I. Title. 


KELIMENKO, Galina. 914.7°0385 
Fussia in pictures. New York, Sterling 
Fab. Co. [1974] 64 p. illus. 26 cm. ISBN 
O 8069-1072-0 (Visual geography series) 
[2K18.K58 1974] 74-166220 1.50 (pbk.); 
299 (lib. bdg.). 

F Russia. 2. Russia—Description and 
tavel—Views. I. Title. 


SSENCER, Arthur. 914.86 
Gotland. Newton Abbot [Eng.] David & 
Charles [1974] 175 p. illus. 23 cm. ISBN 
0-7153-6373-5 (The Islands series) 
Eibliography: p. 163-165. [DL971.G7S655] 
TA-165363 

£ Gotland. 

Cistributed by David 
\Wermont; 12.00. 


and Charles, 


COWIE, Donald. 914.92047 
Folland; the land and the people. South 
Erunswick, A. S. Barnes [1974] p. ISBN 
0-498-01414-2 [DJ40.C66 1974] 73-10515 
13.00 

i Netherlands—Description and travel— 
#945- I. Title. 

Frepared from C.I.P. 


INSTITUTE for 915.03 
Contemporary Curriculum Development. 
Fatterns of civilization: Asia. Contributing 
authors from the institute: Peter G. Kontos 
[~nd others] Consultants: Prosanta K. Saha, 
Morris Rossabi [and] D. Nicholas Ranson. 
Few York, Cambridge Book Co. [1974] 
vii, 501 p. illus. 25 cm. ISBN 0-8428- 
4407-5 Bibliography: p. 481-484. Examines 
tae history of the various civilizations on 
tie Asian continent from prehistory to the 

present. [DS12.157 1974] 73-84790 9.90 

i Asia—Civilization—Juvenile literature. 
4 Asia—History—Juvenile literature. I. 
Fontos, Peter G. Il. Title. 

rare ed; 1.08 (pbk.), ISBN 0-8428- 
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*SOUTH-EAST Asia: an 915°.03 
introduction. Essays on the geography, 
history and economy of the region, 
reprinted from the Far East and 
Australasia 1973. London, Europa Pubns. 
[1973] viii, 144 p. maps, tables, 25 cm. 
ISBN 0-900-36265-0 Includes 
bibliographies. [DS1] 73-81054 

Asia—Addresses, essays, lectures. 2. 
Oceanta—Addresses, essays, lectures. 
Distributed by Translantic Arts, Levittown, 
N.Y., for 5.95 (pbk.) 


DOWSEY-MAGOG, Paul. 915°.04°42 
Overland through Asia; an underground 
guide. San Francisco, Glide Publications 
[1974] p cm. ISBN  0-912078-39-1 
Bibliography: p. [DS4.D66] 74-7291 3.95 
(pbk.) 


I. Asia—Description and travel—1951- — 
Guide-books. I. Title. 
Prepared from C.I.P. 


HENTHORN, William E. 915.190 
A history of Korea [by] Wiliam E. 
Henthorn. New York, Free Pr [1974, 


cl971] xiv, 256 p. illus, 21 cm. 
Bibliography: p. 241-250. [DS907.H45] 
75-143511 3.95 (pbk.) 

i. Korea—History. I. Title. 

GIBNEY, Frank. 915.2 


Five gentlemen of Japan, the portrait of a 
nation’s character. Rutland, Vt. C. E. 
Tuttle [1973] x, 373 p. illus., map, 19 cm. 
ISBN 0-8048-1108-3 (Tut books ed.) Full 
name: Frank Bray Gibney. [DS821.G5] 
3.50 (pbk.) 

1. National characteristics, Japanese. I. 
Title. 

L.C. card number for original edition: 53- 
7052. 


*BADEN-POWELL, B. H. 
The Indian village community. With 
special reference to the physical, 
ethnographic and historical conditions of 
India. Delhi, India, Cosmo Publications, 
1972 xl, 456 p., 22 cm. ISBN 0-8426- 
0498-7 (Studies in Indian History No. 3) 
{DS425] 

1. Indta—Social conditions. 2. India—~ 
Civilization—RHistory. I. Title. H. Series. 
Distributed by Verry, 18.50. 


MILLS, James 
Philip, 1890-1960. 
The Ao Nagas. With a foreword by Henry 
Balfour and supplementary notes and 
bibliography by J. H. Hutton. [2d ed.] 
Bombay, Oxford University Press, 1973. 
xxiv, 510 p. illus. 23 cm. ”Published by 
direction of the Government of Nagaland.” 
Bibliography: p. 431-450. [DS432.N3M48 
1973] 74-163658 
1. Nagas. 2. Ao language. I. Hutton, John 
Henry, 1885-1968. If. Title. 
Distributed by Oxford University Press, 
N.Y., 8.00 


MALCOLM, John, Sir, 
1769-1833. 

A memoir of Central India, including 
Malwa and adjoining provinces. Shannon, 
Irish University Press; New York, Barnes 
& Noble [1972, i.e., 1973] 2 v. maps. 23 
cm. ISBN 0-06-494515-4 Reprint of the 
1832 ed. published by Parbury, Allen, 
London. [DS485.C29M34 1932a] 74- 
161977 55.00 

1. Central India—History. 2. Central India. 
3. Malwa, India—History. L Title. 


SAMINA Quraeshi. 915.49 103 
Legacy of the Indus; a discovery of 
Pakistan. [1st ed.] New York, Weatherhill 
[1974] 223 p. illus. 31 cm. ISBN 0-8348- 
0093-4 [DS379.$27] 73-88465 27.50 


915.403 


915.4°165'06954 


915.473'0331 
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1. Pakistan—Civilization. 2. Indus Valley— 
Civilization. I. Title. 


ABOOD, Doris 
Massoud. 

Lebanon: bridge between East & West. 
Foreword by Danny Thomas. [lst ed.] 
Cleveland, Dillon/Liederback, 1973. 30 p. 
illus. 22 cm. ISBN  0-913228-07-0 
(DS80.A716] 73-84565 4.50 

L. Lebanon—Juvenile Literature. I. Title. 


915.692044 


Publishers address: 14591 Madison 
Avenue, Cleveland, Ohio 44107 
NEWMAN, Paul S. 915.694045 


Lhd of the Bible, by Paul S. Newman. 
Photos. by Adrian Williams. Norwalk, 
Conn., C. R. Gibson Co. [1974] 57 p. illus. 
21 cm. ISBN 0-8378-1753-6 (C. R. Gibson 
gift books) [DS107.4.N45] 73-88090 3.95 


1l. Bible—Geography. 2.  Palestine— 
Description and travel. I. Title. 
INDONESIA. d 915.98043 


[Super¥izing editor: Frederic M. Rea. 
Research and text: Lawrence A. Clancy] 
Menlo Park, Calif., Lane Books [1974] 31 
p. illus. 28 cm. (A Sunset travel book) 
[DS614.152] 73-89581 2.95 (pbk.) 

1. Indonesia—Description and travel— 
1945- —Guide-books. I. Rea, Frederic M., 
ed. II. Clancy, Lawrence A. 


*NGUGI, Wa Thiong’o, 1938- 916 
Homecoming: essays on African and 
Caribbean literature, culture and politics, 
[by} Ngugi Wa Thiong’o (James Ngugi) 
New York, Lawrence Hill & Co., [1973, 
c1972] xix, 155 p. 21 cm. ISBN 0-88208- 
035-0 Includes bibliographical references. 
[DT 14] 72-96592 6.50 

1. Culture—Africa. 2. Politics, Practical— 
Africa. 3. Fiction—History and criticism— 
West Indies. I. Title. 
Pbk. 2.95, ISBN 0-88208-036-9. 
Distributed by Independent Publishers 
Group, N.Y. . 


KILLINGRAY, David. 916.03 
A plague of Europeans; Westerners in 
Africa since the fifteenth century. 
Harmondsworth, Penguin Education, 1973. 
128 p. illus. facsims., maps, ports. 22 cm. 
ISBN 0-14-080671-7 (Topics in history) 
(Penguin education) Includes index. 
Bibliography: p. 122-126. [DT22.K5] 74- 
166244 

1. Africa—History—Juvenile literature. 2. 
Africa—Colonization—Juvenile literature. 
3. Europeans in Africa—Juvenile literature. 
I. Title. 

Distributed by Penguin, Baltimore, Md; 
3.65 (pbk.). 


SALTMAN, David, 1946- 916.4°04’5 
The Marrakech express; a train of thought. 
Photos by Paul Hyman. New York, Links 
[c1973] 179 p. illus. 22 cm. ISBN 0-8256- 
3006-1 [DT310.2.S3] 72-94091 3.95 

1. Morocco—Description and travel. I. 
Title. 


ECKERT, Gerhard, 
1912- 
Gran Canaria touring guide; get to know 
it—get to like it. New York, Drake 
Publishers [1974] p. cm. ISBN 0-87749- 
658-7 (Drake travel guides) Translation of 
Gran Canaria kennen und lieben. 
[DP302.C45E2513] 74-3359 2.50 (pbk.). 
l. Gran Canaria, Canary Islands— 
Description and travel—Guide-books. 2. 
Lanzarote (Usland)—Description and 
travel—Guide-books. 3. Fuerteventura 
(Iisland)—Description and travel—Gutde- 
books. I. Title. 
Prepared from C.I.P. 


916.4°9°0482 
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FAX, Elton C. 916.7 
Through Black eyes; journeys of a Black 
artist to East Africa and Russia [by] Elton 
C. Fax. Illustrated with drawings by the 
author. New York, Dodd, Mead [1974] xi, 
203 p. illus. 25 cm. ISBN 0-396-06842-1 
[G490.F35] 173-9270 6.95 

1. Africa, East—Description and travel. 2. 
Uzbekistan—Description and travel. I. 
Title. 


*KRAUSS, Ferdinand. 916.8044 
Travel journal/Cape to Zululand; 
observations by a collector and naturalist 
1838-40, edited by Dr. O. H. Spohr. Cape 
Town, Published for the friends of the 
South African Library by A. A. Balkema, 
1973. 90 p. illus. 25 cm. ISBN 0-86961- 
046-5 Bibliography: p. 84-85. [DT756] 

1. Africa, South—Description and travel- 
1801-1900. I. Title. 

Distibuted by Verry, Mystic, Conn. for 

.00. 


BARNARD, Anne 916.8'7'0430924 
Lindsay, Lady, 1750-1825. 
The letters of Lady Anne Barnard to 
Henry Dundas, from the Cape and 
elsewhere, 1793-1803, together with her 
Journal of a tour into the interior, and 
certain other letters. Newly edited with an 
introduction and notes by A. M. Lewin 
Robinson. Cape, Town, A. A. Balkema, 
1973, [i.e. 1974] xv, 303 p. illus. 26 cm. 
ISBN 0-86961-024-4 Includes 
bibliographical ~ references. 
[DT844.2.B37A46] 74-162139 $ 
1. Barnard, Anne Lindsay, Lady, 1750- 
1825. 2. Melville, Henry Dundas, Ist 
Viscount, 1742-1811. 3. Cape of Good 
Hope—Description and travel. I. Melville, 
Henry Dundas; Ist Viscount, 1742-1811. 
IT. Title. 
Distributed by Verry, 25.00 (text ed.) 


RANNEY, Edward. 917.2703 
Stonework of the Maya. [lst ed.) 
Albuquerque, University of New Mexico 
Press [1974] xiv, 119 p. illus. 26 cm. ISBN 
0-8263-0277-7 Bibliography: p. 115-117. 
[F1435.3.A7R36] 73-82769 9.95 (pbk.). 

L. Mayas—Sculpture. 2. Mayas— 
Architecture. 3. Indians of Mexico— 
Sculpture. 4. Indians of Central America— 
Sculpture. 5. Indians of Mexico— 
Architecture. 6. Indians of Central 
America—Architecture. I. Title. 


COOMBS, Orde, comp. 917.29°06°96 
Its Massa Day dead? Black moods in the 
Carribean, edited, and with an introd., by 
Orde Coombs. [1st ed.] Garden City, N.Y., 
Anchor Books, 1974. p. cm. ISBN 0-385- 


07947-8 Includes bibliographical 
references. [F2131.C73] 73-16 2.95 
(pbk.) 


1. Negores in the British West Indies. 2. 
West Indies, British—Social conditions. I. 
Title. 

Prepared from C.I.P. Contents omitted. 


ss acacia: Nathan 917.291'03°64 
Cuba in pictures, by Nathan A. Haverstock 
and John P. Hoover. New York, Sterling 
Pub. Co. [1974] 64 p. illus. 27 cm. ISBN 
0-8069-1172-7 (Visual geography series) 
Text and photographs introduce the land, 
history, government, people, and economy 
of the island country ninety miles off the 
Florida coast. [F1758.H4] 73-83437 1.50 


kid 


AMERICAN BOOK PUBLISHING RECORD 


(pbk.) O 

1. Cuba. L Hoover, John P., joint author. 
II. Title. 

Library binding 2.89; ISBN 0-8069-1173-5. 


EGAN, Anne. 917.292 
Jamaica in pictures. [Rev. ed.] New York, 
Sterling Pub. Co. [1974] 64 p. illus. 26 cm. 
ISBN 0-8069-1084-4 (Visual geography 
series) Text and photographs present 
Jamaica’s history, government, land, 
economy, and people. [F1868.E34 1974] 
74-165164 1.50 (pbk.); 2.99 (lib. bdg.). 

1. Jamaica. I. Title. 


GURNEE, Russell H. 917.295'09°44 
Discovery at the Rio Camuy, by Russell 


_and Jeanne Gurnee. New York, Crown 


Publishers [1974] viii, 183 p. illus. 24 cm. 
ISBN 0-517-50594-0 [GB608.28.G87 
1974] 73-82938 6.95 

1. Rio Camuy Cave, P.R. I Gurnee, 
Jeanne, joint author. I. Title. 


EGGLESTON, George 917.29°72'04 
Teeple, 1906- 

Virgin Islands, by George T. Eggleston. 
[Rev. ed.] Huntington, N.Y., R. E. Krieger 
Pub. Co., 1973. xii, 210 p. illus. 23 cm. 
ISBN 0-88275-087-9 [F2136.2.E33 1973] 
74-165316 5.95 (pbk.) i 

1. Virgin Islands of the United States— 
Description and travel. 2. British Virgin 
Islands—Description and travel. I. Title. 


RASKIN, Joseph. 917.3032 
The newcomers; ten tales of American 
immigrants, by Joseph and Edith Raskin. 
Illustrated by Kurt Werth. New York, 
Lothrop, Lee & Shepard [1974] p. cm. 
ISBN 0-688-41590-3 Ten true stories of 
emigrants from different countries and 
cultures who settled in colonial America. 
[E184.A1R35 1974] 920 74-2117 4.50. 

1. United States—Foreign population— 
Juvenile literature. 2.: United States— 
Emigration and immigration—Juvenile 
literature. 3. United States—Biography— 
Juvenile literature. I. Raskin, Edith, joint 
author. II. Werth, Kurt, illus. III. Title. 
Prepared from C.I.P. 


STURGES, Clark. 917.3’03’920922 
Witnesses. Berkeley, Glendessary Press 
[1974] 139 p. illus. 22 cm. ISBN 0-87709- 
321-4 [CT220.S85] 73-88640 3.50. (pbk.). 
1. United States—Biography. I. Title. 


BERMAN, Jay.: 917.3°03°921 
The fifties book, by Jay Berman_ [with 
fifties rock m roll essays by Aaron Johnny 
Fuchs. New York] Berkley Pub. Corp. 
[1974] 176 p. illus. 37 cm. ISBN 0-425- 
02483-0 (A Berkley medallion book) 
[E169.12.B393] 74-168212 3.95 (pbk.). : 
1. United States—Civilization—1945- I. 
Fuchs, Aaron Johnny. If. Title. 


THE Be-cause look 917.3°03°924 
book. London, New York, Links [c1973] 
1 v. (chiefly illus.) 31 em. ISBN 0-8256- 
3007-X Prepared by Shiva Queeney and, ' 
others. Includes bibliography. [CB430.B39] 

72-94090 2.95 


1. Civilization, Moderna—1950- — 
Miscellanea. 2. Dissenters. I. Queeney, 
Shiva. 

BENNE, Robert. X 917.303924 


Defining America; a Christian critique of 
the American dream, by Robert Benne 
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Cantarino, Vicente. 492.75 f 

Cantril, Hadley. 301.242 

Capon, Robin. 741.2 

Card, Claudia F. 200.8 

Cardiff, Sara. FIC 

Carison, Bernice (Wells) 812.54 

Carmichael, Ian S. E. 552.1 

Carney, William. PBK 

Carnoy, Martin., 370.193 

Carona, Philip B. 538 

Carpenter, Jack. FIC 

Carretto, Carlo. 242 

Carroll, John E. 621.38152 

Carroll, William Meredith. 820.936 

Carson, Gerald. 636.08309 

Carson, Kelton. 001.6424 

Carson, Sean McBirney. 375.301310 

Carter, Dorothy Sharp. JUV 

Carter, Mary Ellen. PBK 

Cartland, Barbara. PBK 

Cartwright, William Holman. - 973.072 . 

Carus, Paul. 294.363 

Caruso, Enrico. 784.9 

Carver, James. PBK 

Cashman, Thomas J. 001.6 

Cassels, Louis. 917.5775 

Casserley, H. C. 385.09415 

Castellano, Carmine C. „635.964028 

Castino, Ruth. 746.12 

Castlehaven, James Touchet. 941.560922 

Casty, Alan. 808.042 

Catan, Omero C. PBK. 

Caza, Michel. 764.8 

Cerami, Anthony. 616.152 

Cervantes Saavedera, Miguel de. 863.3 

Cetius Faventinus, Marcus. 690 

Chafer, Lewis Sperry. 230 

Chafetz, Gary. PBK 

Chalmers, George. 686.20924 

Chamber of Commerce of the United States of 
America. 364.162 

Chamberlain, William Henry. 917.943403 

Chambers, Edmund Kerchever. 822.33 

Chambers, Merritt Madison. 379.122097 

Chambers, Raymond Wilson. 821.7 

Chanson de Roland. 841.1 

Chapman, Elwood N. 378.198 

Charles, Vera Katherine. 589.222 

Charlton, Henry Buckley. 822.33 

Chase, James Hadley. PBK 

Chase, James S. 329.022109 

Chaudhuri, Haridas. 181.4 

Chayes, Abram. 972.91064 

Cheever, John. PBK 

Chejne, Anwar G. 914.6032 

Chen, Franics F. aa 44 

Ch‘en, Ta. 301.3 

Chilcote, Ronald it kos. 18003; 329.981 

Childress, Alice. 812.54 

Chilton Book Company. Automotive Editorial 
Dept. 629.28722; 629.2873 

China (People’s Republic of China, 1949- ). 
Kuo chia t‘ung chi chu. 315.1 

Chitambar, J. B.. 301.35 ! 

Chorao, Kay. JUV 

Christiansen, Sigurd Wesley. 839.82372 

Christianson, Christopher J. 284.10924 

Christie, Agatha (Miller) PBK 

Chung, Joseph Sang-hoon. 330.95193 

Churchill, Winston Leonard Spencer. 920.02 

Ciardi, John. 811.52 

Ciechanowski, Jan M. 940.534384 

Cistercian Studies Conference, 2d, Kalamazoo, 
Mich., 1972. 271.12 

Clapp, Patricia. 610.924 

Clarfield, Gerard Howard. 327.73 

Clarizio, Harvey F. 370.15 

Clark, Frank James. 001.642 

Clark. George. 817 

> Clark, Hugh. 929.603 

_ Clark, John Grahame Douglas. PBK 

Clark, John R. 574.526 

Clark, Larry. 629.28875 

Clark, Robert Alfred. 616.89009 

Clark, Robert P. 320.91724 

Clark, William Leslie. 970.4775 

Clarke, Arthur Charles. PBK 

Clarke, Peter. 001.5 

Clarke, Philip S. 515.15 

" Clarke-Stewart, Alison, 1943. 649.1019 

Clarkson, David T. 581.875 

Clausner, Marlin D. 972.93 

Claydon, Leslie F- 371.9672 

Clemens, Samuel Langhorne. 818.409 

‘Clement! Henry. PBK 

Clepper, Irene. 649.55 

Clotfelter, Cecil F. 016.799 


Clough, Emma Rauschenbusch. 301.412092 

€lutterbuck, Richard L. 301.633 

Cochran, Thomas B. 621.4834 

Cochrane, James L. 339 

ochrane, Willard Wesley. 338.109172 

Sockett, Mary. 789.5 

Codevilla, Angelo. 321.804209 

Cogniat, Raymond. 759.4 

‘ohen, Hal L. 739.23075 

ohen, Lenard J. 320.309171 

ohen, Richard G. 343.7304 

Zohen, Richard M. 973.924092 

Zohen, Selma Jeanne. 793.3209 _ 

Cohen, Sheldon S. 370.973 
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Wetherbee, Jean. 738.3 

Wexler, Paul N. 301.21 

Whaley, Lucille F. 616.042 

Wheatcroft, Eric O. 331.2592 

Wheatley, George. 636.1083 

Whedon, Julia. PBK 

Wheeler, James O. 388.4 

‘Wheeler, Richard Shaw. 261.8 

Wheeler, Thomas. 821.4 

Whipple, Chandler. 970.444 

White, James. PBK 

“White, James B. 808.06634 

“White, John. 154.08 

‘White, Thomas. 230.2 

"Whitehead, Donald Henry. 331.2101 

‘Whitehead, Paul C. 362.29 

Whitehouse, John Howard. 828.809 

Whitley, Ben W. 821.05 

Whitney, Phyllis A. PBK * 

Whyte, William Foote. 658.3 

Wichmann, B. A. 001.6424 
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Widder, Robert B. 818.5407 

Wiesbauer, Marcia. 399.2 

Wiesner, William. 793.8 

Wightman, William Persehouse Delisle. 509 

Wilde, Oscar. 828.809 

Willan, Anne. 641.5 

Williams, Donald R. 510 

Williams, Emlyn. 791.0924 

Williams, John Alfred. PBK; 818.5407 

Williams, Paul. 818.5407 

Williams, Rheinalit Nantlais. 234.2 

Williams, Robert E. 344.730187 

Willmott, Phyllis. 360.942 

Willums, Jan-Olaf. 363.6 

Wilson, Alan Geoffrey. 309.262018 

Wilson, Alton H. 811.54 

Wilson, Beth P, 398.2 

Wilson, Edmund. 810.90052 

Wilson, Ernest Charles. 230.99 

Wilson, Jerry D. 500.2 

Wilson, Joan Hoff. 327.73047 

Wilson, John Fletcher. 808.851 

Wilson, Larry E. 545 

Wilson, Samuel. 574.08 

Wilson, William Croft. 248.3 

Wilson, William K. 301.31025 

Wilton, K. M. 371.9 

Winchilsea, Anne Kingsmill Finch. 821.5 

Wingo, Glenn Max. 370.1 

Winkler, Anthony C. 808.042 

Winslow, Ellen Goode Rawlings. 929.375614 

Winsor, Roy. PBK 

Winter, Ralph K. 342.7307 

Winter Simulation Conference, Washington, 
D.C., 1974. 001.424 

Witheridge, Elizabeth P. JUV 

Witmer, Lightner. 378.74811 

Wittkower, Rudolf. 720 

Wittmann, Alfred. 001.603 

Wittmer, Joe, 371.102 

Wolf, Harold H. 796.3572 

Wolf, John C. 771.31 

Wolf, Joseph Albert. 516.373 


Wolf, Leonard. 398.2454 

Wolfe, James N. 607 

Wolff, Garwood R. 301.3107 

Wolfskill, George. 320.973091 

Wolitzer, Hilma. FIC f 

Wollaston, Nicholas. FIC 

Wollaston, William. 170 

Wollstonecraft, Mary. 301.412 

Wonnacott, Paul. 339 

Wood, Alexander. 781.1 

Wood, Gordon. 150.18 

Wood, Leon J. 221.924 

Wood, William Alfred Rae. 959.302 

Woodard, Charles C. 384.5547 

Wooddy, Carroll Hill. 320.977304 

Woodhouse, Barbara. 636.00924 

Woodruff, Robert A. 616.89 

Woodruff, Ronald S. 658.47 

Woods, Pamela. 745.5943 

Woods, Ralph Louis. 599 

Worden, Alfred Merrill. 811.54 

Workshop on Hysteroscopic Sterilization, 
Minneapolis, 1973. 613.942 

World Symposium on Model Studies in 


Chemical Carcinogenesis, Baltimore, 1972. 


616.994071 
Worvill, Roy. 522.2 
Wranglen, Gosta. 620.1623 
Wren, Thomas E. 170 
Wright, Frances Woodworth. 527 
Wright, John Sherman. 380.10922 
Wright, Philip Arthur. 631.372 
Wright, Winthrop R. 338.982 
Wrighton, R. F. 001.539 
Wrightson, Patricia. JUV 
Wrobel, Syivia. 976.903092 
Wyatt, Clair L. 289.373 
Wyatt, Oliver H. 620.011 
Wyatt, Stanley P. 520 
Wyler, Rose. 500.2028 


Wyoming. University. Division of Business and 


Economics Research. 317.87 


ZUBROW, EZRA 


Wyse, Lois. FIC 
Y 


Yamada, Hiroshi. 612.01441 
Yamamura, Kozo. 330.952025 
Yancy, Robert J. 338.040973 
Yarwood, Doreen. 720.94 

Yates, Douglas. 832.6 

Yates, Raymond Francis. 745; 745.50973 
Yearsley, Ann. 823.6 

Yolen, Jane H. JUV 

Yonge, Charlotte Mary. 266.00922 
York, Thomas. FIC 

Yoshitake, Kiyohiko. 338.4 
Young, Allen. 811.54 

Young, Jean. 745.5 

Young, Samuel H. 346.773066 
Young, William Caldwell. 591.14 
Youree, Gary. FIC 


Z 


Zaffuto, Anthony A. 158.1 
Zappler, Georg. 500.9 

Zea, Leopeldo. 199,72 

Zeleny, Milan. 519.72 

Ziegler, Philip. 962.6203 

Ziel, Ron. 385.361097 

Zietlow, Paul. 821.8 

Zimelman, Nathan. JUV 
Zimmerman, Walter J. 737.4075 
Zimmermann, Arnold E. JUV 
Zindel, Paul. 812.54 

Zolotow, Charlotte Chapiro, JUV 
Zoltan, Anne. PBK 

Zook, Deborah. 362.410924 
Zubrow, Ezra B. W. 301.31 
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A 


La mode. 391 

A-to-Z no-cook cookbook. 641.79 

Ab initio valence calculations in chemistry. 
541.224 

ABC’s of successful living. 131.3 

ABCs of the city of man. 301.36 

ABCs of the consumer product safety act. 
640.73 

ABC’s of zener diodes. 621.381522 

ABC’s wide world of sports quiz book. 796.076 

ABC's wide world of sports record book. ‘796 

Abnormal psychology. 616.89 

Aboriginal and historical groups of the Ute 
Indians of Utah. 970.3 

Abortion bibliography for 1972. 016.301 

About Paterson. 320.974924 

Abstracts and indexes in science and 
technology. 016.5 

Abstracts of free communications and 
workshops. 616.97 

Abyssinian crisis. 963.056 

Academic sketches. 811.54 

Accountability in education. 379.15 

Accounting for social goals: budgeting and 
analysis of nonmarket projects. 309.212 

Achievements of the left hand: essays on the 
prose of John Milton: 824.4 

Achievers. 158. 

Action in Tin: 610.7308 

Action research for management; [a case report 
on research and action in industry]. 658.3 

Activities in child and adolescent development. 
370.15 

Acts of love (Berge) PBK 

Acupuncture and your health (DuBrin) PBK 


Acute fluid replacement in the therapy of shock. 


617.21 


Administrative coordination in general hospitals. 


362.11 

Administrative policy: cases in managerial 
decision making. 658.400722 

Adrenal cortex: a Scope monograph. 616.45 

Advanced calculus. 515 

Advanced Moroccan Arabic. 492.77 

Advances in internal medicine. 616.08 

Advances in plasma physics. 537.16 

Advances in satellite meteorology. 551.51 

Adventures with sculpture. 731.4 

Advertising copywriting. 659.1322 

Advertising for modern retailers. 659.1 

Advertising that won elections. 659.193290 

Aesthetic movement, 1869-1890. 709.040740 

Affair at Santo Escombro (Oakes} PBK 

Afghanistan’s foreign affairs to the mid- 
twentieth century: relations with the USSR, 
Germany, and Britain. 327.581 

African culture and the’Christian church. 
261.8096 

African language structures. 496 

Afro-Asian dimension of Brazilian foreign 
policy, 1956-1972. 301.298105 

After Candlemas (Arthur) JUV 

Afterwards. 811.54 

Age of communication. 301.161 

Agency and urgency. 170 

Age of enlightenment 1745-1790. 780.9 

Ages of J, 811.54 
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TITLE INDEX 


Agglomeration of iron ores. 669.14 

Aging and the aged. 301.435097 

Agricultural development planning. 338.109172 

Agricultural, forestry, and oceanographic 
technicians. 630.203 

Agriculture and the industrial revolution. 
330.94207 

Aimez-vous Brahms (Quoirez) PBK 

Air cage (Wastberg) PBK 

Alabama practice. 347.76105 

Alaskan summer (Cornett) PBK 


“Alcohol and other drugs: perspectives on use, 


abuse, treatment and prevention. 362.29 

Alcoholic in the family. 362.82 

Alexander the Great. 938.070924 

Algebra. 512 

Algebra text: elementary. 512.9042 

ALGOL 60 compilation and assessment. 
001.6424 

ALI-ABA Course of Study: Real Estate: 
Debtors’ and Creditors’ Rights—III: , 
preventive, protective, and rehabilitative 
approaches. 346.73077 

Alice in wonderland. 812.54 

All times possible (Eklund) PBK 

All upon a sidewalk. 595.796 

Alpha 5 (Silverberg) PBK 

Alpha 4 (Silverberg) PBK 

Alpha genics. 158.1 

Alphabetical Africa (Abish) FIC 

Alternative multimodal passenger transportation 
systems. 625.708 

Alternative realities. 335.942 

Aluminum & copper tooling. 739.511 

Amateur radio theory course. 621.3841 

Ambulance call (Harrison) PBK 

Amelie in love (Troyat) PBK 

America is in the heart. 818.5209 

American gothic (Bloch) FIC 

American Government today. 320.473 

American judicial process. 347.731 

American made tragedy. 320.959904 

American men and women of science. 509.22 

American Negro folklore. 398.091749 

American reference books annual. 011.02 

American symbols. 929.60973 

American war songs. 784.71973 

American writers on American literature. 810.9 

America’s changing population. 301.32973 

America’s need to know. 323.445097 

America’s thousand bishops: from 1513 to 1974. 
282.0922 

Analysis for engineers. 515 

Analysis of groups. 301.185072 

Analysis of information systems. 029.7 

Analytical ion-exchange procedures in chemistry 
and biology: theory, equipment, techniques. 
541.3723 

Anasazi; ancient people of the rock. 970.3 

Anatomy lesson (Goldberg) FIC 

Ancient dye for modern weavers. 667.3 

Ancient poems, ballads, and songs. 821.04 

And the land provides. 970.498 

Ane with her tongue sticking out (Trulen) 

Angels and man. 133.93 

Angiotensin. 615.108 

Animal art of Bob Kuhn. 743.6 

Animal conventions in English Renaissance non- 
religious prose, 1550-1600. 820.936 

ae and man in historical perspective. 
301.31 


Animals of Maple Hill (Provensen) JUV 

Animate illusions; explorations of narrative 
structure. 808.3 

Annie: the female experience (Zoltan) PBK 

Annotated bibliography of Chinese painting 
catalogues and related texts. 016.759951 

Annual reports in inorganic and general 
synthesis, 1972. 546 

Annual review of medicine. 610.58 

Annual review of plant physiology. 582.1058 

Anorectal surgery. 617.555 

Another spring (Maxfield) FIC 

Anthology of modern Arabic poetry. 892.71608 

Anthropological report on the Miami, Wea, and 
Eel-River Indians. 970.472 

Ao Nagas. 915.416506 

APL—-an interactive approach. 001.6424 

Appeal to the men of Great Britain in behalf of 
women. 301.412094 

Appleby’s other story (Stewart) FIC 

Applicable finite mathematics. 519 

Application of interactive graphics to 
transportation systems planning. 625.708 

Applications of commercial oxygen to water and 
wastewater systems. 628.354 

Applied historical studies. 300.722 

Applied instrumentation in the process 
industries. 660.281 

Applied programming for management. 
658.0542 


Apprentices in love. 248.482 

Aquatic safety and lifesaving program. 797 

Arab (Ruesch) PBK 

Arc welding: basic fundamentals. 671.52 

Archaeologists’ year book 1973. 913.031025 

Architectural drafting and construction. 720.28 

Architecture of Europe. 720.94 

Arkansas: colony and state. 917.6703 

Arms in the Persian Gulf. 355.033053 

Arrow and the lyre. 833.912 

Art and stitchery: new directions. 746.44 

Art foundry. 731.45 

Art metal and enameling. 739.1 

Art of double bass playing. 787.410712 

Art of public speaking. 808.51 

Arthropod-borne viruses of vertebrates. 
576.6484 

As tali as my heart. 242.643 

As they were: Bayonne and Jersey City. 
917.4926 

Asimov’s annotated Paradise lost. 821.4 

Aspects of Greek medicine. 610.938 

Aspects of neurogenesis. 612.8 

Aspects of prehistory (Clark) PBK 

Assessment problems in reading. 428.407 

Astrology reveals life and love. 133.5 

Astronautical research, 1972. 629.408 - 

Astronomer as natural philosopher. 523.01 

Asutra (Vance) PBK 

At home with the high ones. 599.0978 

At the point of a .38 (Halliday) PBK 

Athletics. 340.08 

Atlanta deathwatch (Dennis) PBK 

Atlantis, the antediluvian world. 901 

Atlas of aesthetic plastic surgery. 617.950022 

Atmospheric thermodynamics. -522 

Attack from the unseen (Darlton, Clark.) PBK 

Audible silence. 811.54 . 

Audio systems. 621.380412 

Audio tapes in Syracuse University Libraries. 
016.789912 

Audiovisual idea book for churches. 254 
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Audits of state and local governmental units. 
657.835045 

Auerbach guide to OCR and mark sense 
readers. 621.381959 

Authors and printers dictionary. 423 

Auto stereo service & installation. 629.277 

Autobiography in poetry. 811.54 

Autobiography of Richard Baxter. 285.90924 

Autobiography of St. Ignatius Loyola. 282.0924 

Autocracy at work. 320.95103 

Autograph hound (Lahr) PBK 

Automobile fault-tracing. 629.287 

Avant-garde flute. 788.51 

Aviation law, fundamental cases. 343.73097 


B 


Baba’s grace; discourses of Shrii Shrii 
Anandamurti. 294 

Baby boy (Gregg) PBK 

Background treasure hunting. 381 

Backpacking guide to the southern mountains 
(Blankenship) PBK 

Bacterial lipopolysaccharides. 574.87 

Baker's dozen; thirteen unusual Americans. 
920.073 

Ballroom dancing for beginners and bronze 
medallists. 793.33 

Balzac’s recurring characters. 843.7 

Banda. 968.970409 

Bankelsang and the work of Bertolt Brecht. 
832.912 

Bankruptcy: practice and procedure. 346.73078 

Bargain with death (Philips) FIC 

Bargello. 746.44 

Barron’s handbook of American college financial 
aid. 378.30973 

Barron’s how to prepare for college board 
achievement tests: social studies, American’ 
history. 973.076 

Barron’s how to prepare for the high school 
equivalency examination (GED) English 
section. 373.1264 

Barye: life and works of Antoine Louis Bayre, 
sculptor. 730.924 

Bases of economic geography. 330.9 

Basic electricity for electronics. 621.3 

Basic pottery for the student. 738.1 

Basic quality control and inspection techniques. 
604.25 

Basic research in myology. a. cee 

Basic sleep mechanisms. 612.8 

Basic spoken German aE, "438. 2421 

Batteries. 621.35 

Battle over the Reich. 940.5421 

Baxter’s guitar workshop, 787.61071 

Baxter’s USA bus travel guide. 917.304924 

Bayou guns (Cole) PBK 

Bazak guide to Spain. 914.6 

ie a supercook: Gourmet food without beef. 

41.5° 


Be-cause look book. 917.303924 
Be the person you were meant to be. 616.85 
Beach holidays from Portugal to Israel. 


910.091822 ° 


Bearings in structural engineering. 621.822 

Beauty recipes from natural foods. 668.55 

Beelzebub's tales to his grandson. 197 

Before and ever after. 811.54 

Before the Golden Age (Asimov) FIC 

Beginner’s guide to photography. 770.28 

Beginning pottery. 738.1 

Beginning swimming. 797.21 

Begone, Satan! 248.2 

Behavior change. 370.153 

Behavior modification procedure. 616.8914 

Behavior of exceptional children. 371.9 

Behavioral study of locational changes in upper 
class residential areas: the Detroit example. 
301.326097 

Behind the scenes of Otto Preminger. 
791.430233 

Behold our land. 631.4973 

Being, evolution, and immortality. 181.4 

Bells in our lives. 789.5 

Ben Green tales. 818.5407 

Benzodiazepines in clinical practice. 615.782 

Berlin: the divided city. 943.155087 

Berserkers (Elwood) PBK 

Best of Stanley G. Weinbaum (Weinbaum) PBK 

Best short plays. 812.5082 

Better bicycling for boys and girls. 629.2272 


Better riding. 798.23 
Between sovereignty and integration. 320.157 


Soe the 16th and 17th floors (Leadabrand) 


Bewitching grace (Maxwell) PBK 
Beyond containment. 327.73 


Beyond customs: an educator’s journey. 
373.110209 


Beyond masculinity; liberating men and their 
relationships with women. 301.411 
Beyond the Himalayas. 133.0924 


Beyond this horizon (Heinlein) PBK 

Bible as history (Keller) PBK 

Bibliography of Eric Gill. 016.730924 

Bibliography of selected statistical soucces of the 
American nations. 016.317 

Bibliography of the Diegueno Indians. 016.9703 

Bibliography of the published works of J. V. 
Cunningham. 013 

Bibliography of theoretical population genetics. 
016.5751 

Bibliography on divorce. 016.301428 

Big book of sounds. 421.52 

Big Cy (Youree) FIC 

Big Thicket (Talbot) FIC 

Big trail (Faust) PBK 

Bike hiking. 796.6 

Bill Cosby: look back in laughter. 79C.20924 

Billion dollar sure thing (Erdman) PEK 

Biochemistry of nucleic acids. 574.19208 

Biographical dictionary of World War II. 
920.94053 

Biological contro! by natural enemies. 632.96 

Biological systematics. 574.012 

Biology and geology of coral reefs. 574.90942 

Biology and social behavior. 155.7 

Biology anthology; readings in the life sciences. 

74.08 


Biology of fibroblast. 616.77 

Biology of Protozoa. 593.1 

Biology of the algae. 589.3 

Biology of the oceanic Pacific. 574.03 

Biology of the Rhodophyta. 589.41 

Biomicroscopy of the peripheral fundas. 617.74 

Birds of rapid flight. 598.33 

Birds of the world on stamps. 769.5€08 

Birdwatcher (Gordon) FIC 

Birth (Meltzer) PBK 

Bit of Christmas whimsy (Edman) FC 

Bizare plants: magical, monstrous, mythical. 
8 


Black Americans in autobiography. €16.917306 

Black bear book. 599.74446 

Black city politics. 320.973092 

Black death. 614.573209 

Black death and peasants’ revolt. 942.037 

Black defenders of America, 1775-1973. 355.1 

Black experience in children’s audiovisual 
materials. 016.910039 

Black experience in religion. 200 

Black families and the struggle for survival. 
301.421 

Black lava-crimson sand. 811.54 

Black light. 808.89896 

Black magic (Larkin) PBK 

Black moon (Graham) FIC 

Black New Orleans, 1860-1880. 917.633506 

Black samurai (Olden) PBK 

Black woman (Cade) PBK 

Blackstone (Falkirk) PBK 

Biake’s human form divine. 760.0924 

Blank book (Popham) FIC 

Blazing story of Washington County 
917.642450 

Blind miller (Cookson) PBK 

Block printing on textiles. 746.6 

Bloodwhispers/Blacksongs. 811.54 

Blue china pitcher (Meyer) JUV 

Blue-eyed gypsy (Ratcliffe) PBK 

Blue planet: man’s hopes for life in the sea. 
574.52636 

Blue skies magic (Green) JUV 

Bob Griese. 796.332092 

Body proportions, white and Negro children, 6- 
11 years, United States. 312.0973 

Boleti of North Carolina. 589.2 

Bollo caper (Buchwald) JUV 

Book of changes (Dillard) FIC 

Book of chess. 794.1 

Book of Eve (Beresford-Howe, Constance.) FIC 

Book of garlic. 615.324324 

Book of life. 811.54 

Book s living foods, natural-organic-ecological. 

.303 


Book of Mormon: lands and times. 289.322 
Book of the Cranberry Islands. 818.5407 
Book of United States Navy ships. 359.83 


CALCULUS AND ANALYTIC GEOMETRY. 


Book you always meant to read: the Old 
Testament. 221.95 

Books in Print Supplement. 015.73 

Boonie book. 629.28475 

Born with the dead (Silverberg) FIC 

Bosses (Steinberg) PBK 

Boston Cooking-School cook book. 641,5 , . 

Bostonians ames) FIC, 

Eotany, an introduction to plant biology. 581 

Both sides of the chessboard. 794.157 

Botswana; short political history. 320.9681 

Bowker arnual of library and trade information. 
020 


Box. 821.914 

Boy called Plum (Rolerson) JUV 

Boy of Tache (Blades) JUV 

Brain biochemistry. 612.822 

Brave men. 940.548173 

Brazilian Communist Party: conflict and 
integration 1922-1972. 329.981 

Breakdown of the old politics. 320.97309 

Breakfast cereal technology. 664.756027 

Breakfast cookery. 641.572 

Breakheart Pass (MacLean) FIC 

Briarcliff Manor (Salvato) FIC 

Bridge of a single hair. 811.52 

Brief outline of an analysis of the human 
intellect. 818.209 

Britain: commonwealth and empire, 1901-1955. 
942.082 

A Britain's heritage. 914.20485 

British at the gates. 973.5239 

British castles. 914.203 

British-owned railways in Argentina: their effect 
on the growth of economic nationalism, 1854- 
1948. 338.982 

British policy and the nationalist movement in 
Burma, 1917-1937. 320.959104 

British relations with China: 1931-1939. 
327.42051 

British “ee anthropologists and language. 
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British traveller in America, 1836-1860. 
917.3046 

Broadside annual, 1973. 811.54 

Brock’s Injuries of the brain and spinal cord and 
their coverings. 617.1 

Broken bread. 242.2 

Broken key (Roby) PBK 

Brookings papers on economic activity 2: 1973. 


330 
Brother Carl. 791.437 
Bro. Goodbody and the red brick church. 817 
Browning Institute studies. 821.8 
Browning’s major poetry. 821.8 
Brute brasada (Owen) PBK 
Buck and the cats of evergreen acres (Jenson) 


Buffers for pH and metal ion control. 541.34 

Building positive self-concepts. 155.418 

Building the Atlantic world. 320.91821 

Bumbershoot (Hammond) JUV 

Burial in Portugal (Knox) FIC 

Burns from various aspects. 821.6 

Bury me deep (Lappin) FIC 

Bus use of highways. 625.708 

Business. 658.4 

Business and society 74-75. 301.55 

Business and technical determinants of product 
change. 658.575 

Business books in Print. 015.13 

Business data processing occupational 
performance survey. 658.3 

Business experience with value added taxation. 
336.271 

Business law text. 346.7307 

Business problems of the seventies. 330.973092 

Business responsibility and social issues. 

58.408 

But what do we do instead? 372.19 

Butcherknife killings (Harkins) PBK 

Butcher’s moon (Westlake) FIC 

Butterflies are beautiful. 595.789 

Butterworth and Chebyshev digital filters. 


621.331958 
By the well of wees BghhsB1 1.52 


Byron; with oin-of cant and a 
a E ape ie og onic FER. vor 7 





Cable television; spequisition tnd april of 
CATY systems. 384,5547; 

Cage a man (Busby) PBE ` 

Calculus and analytic tomey: 515.15 


CALIFORNIA GHOST TOWN TRAILS. 


. @ 


California ghost town trails. 917.9487 

California Indians. 970.494 

California real estate law. 346.794043 

California real estate law & practice. 
346.794043 

Call-girls (Koestler) PBK 

Gallus-problem. 617.15 

Campaigning for the Massachusetts Senate. 
329.010974 

Camper's digest. 796.54 

Campers’ favorite campgrounds. 917.4044 

Camping and backpacking equipment test 
reports. PBK 

Campus power struggle. 378.198109 

Can Congress control spending? 336.73 

Can the school build a new social order? 
370,193 

Canada before Confederation. 330.971 

Canadian financial management. 658.15 

Candle in the wind (Richardson) PBK 

Canon F-1 system. 771.31 

Cape Hatteras seashore. 917.56175 

Captain Scott and the Antarctic tragedy, 
919.890409 

Captivity (Harbert) PBK 

Car solution: the steam engine comes of age. 
629.229209 

Career education: current trends in school 
policies & programs. 375 

Careers in industrial research & development. 


607.2 

Caril. 364.152309 

Carnivorous plants. 635.933121 

Carrying the fire. 629.40924 

Cartilaginous skeleton of the bronchial tree. 
574.408 $ 

Case of Frank L. Smith. 320.977304 

Case of need (Hudson) PBK 

Case studies in management accounting. 658.15 

Cases in collective bargaining and industrial 
relations. 344.730189 

Casino nurse (Douglas) PBK 

Castaways on Long Ago (Ormondroyd) JUV 

Castle (Kafka) FIC 

Castle of Kudora (Hyatt) PBK 

Castlemore (MacKinnon) PBK 

Cat (Colette) PBK . 

Catalogue of an exhibition of silver used in New 
York, New Jersey, and the South. 739.23773 

Catatonia. 616.89 

Catboat book. 623.822 

Catholic prayer book, for every Catholic, for 
every day. 242.802 

Cats and other people (Hohoff) PBK 

Sanl Mountains and the region around. 
974. 


Causality and physical theories (Wayne State 
University, 1973) 530.1 

Cavalier spirit, and its influence on the life and 
work of Richard Lovelace (1618-1658) 821.4 

Celebrate the temporary. 248.4 

Celery wine. 301.220973 

Cell biology. 574.87 

Cellist’s guide to the new approach. 787.30712 

Celluloid literature: film in the humanities. 
791.43 

Centerfield rival (Archibald) JUV 

Central nervous system. 612.82 

Centrifugal compressor engineering. 621.51 

Century of world communism. 335.409 

Century 21 shorthand. 653.426 

Ceramics. 738 

Cerebellar cortex: cytology and organization. 
612.825 

Chaff before the wind. 839.82372 

Chairman Mao talks to the people. 335.434 

Chalk dust dreams. 371.100924 

Challenge of Black theology in South Africa. 
230.0968 

Changing families. 616.8915 

Changing the medical care system. 362.10973 

Chaperone (Gordon) PBK 

Charcoal burner, and other poems. 895.11008 

Charismatic church. 262.001 


Charles Dickens’ heroines and womenfolk: some - 


thoughts concerning them. 823.8 

Charles Round Low Cloud. 970.4775 

Charles the Bold. 944.025092 

Charrette at York, Pa. April 1970. 309.1748 

Chateau (Coulter) FIC 

Chemical analysis of foods and food products. 
664.07 

Chemical analysis of organometallic compounds. 
547.05 


Chemical carcinogenesis. 616.994071 


Chemical economy. 338.4766 
Chemical materials for construction. 624.183 
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Chemical reactivity and reaction paths. 541.393 

Chemistry. 540 

Chemistry of diacetylenes. 547.413 

Chemistry of electrode processes. 541.3724 

wears s guide to regulatory drug analysis. 

190 

Cheri, oui the last of Cheri (Cclette) PBK 

Cherishable: love and marriage. 301.42 

Chess book. 794.1 

Chess openings ancient and modern. 794.122 

Chi Pai Shih. 745.619951 

Child care centers. 649 

Child-placing in families. 362.73 

Childhood iliness. 618.92 

Children and decent people. 3€2.70973 

Children in confinement. 364.360973 

Children in fear. 152.432 

Children of God. 248.4 

Children of the mire. 809.1 

Children with learning and behavior problems. 
371.9 

Children’s book of animal stories (Gonzalez) 
JUV 

Chilton’s repair & tune-up guide for 
Dodge/Plymouth vans. 629.2873 

Chilton’s repair & tune-up guide for the Jaguar 
2. 629.28722 

China and the great powers: reletions with the 
United States. 327.51 

China enters the United Nations. 341.2351 

China joins the United Nations. 341.2351 

China perceived; images and policies in Chinese- 
American relations. 327.51073 

China: The People’s Republic of China and 
Richard Nixon. 327.51073 

China’s dirtiest trickster. 398.220951 

Chinese and Soviet transport for agriculture. 
380.52 

Chinese fairy tales and folk tales 398.20951 

Chinese parrot (Biggers) PBK 

Chinese revolution, 1900-1950. 320.95104 

Choosing a private school. 371.02 

Choral speaking and the verse choir. 808.55 

Christian home in the 70's. 248.4 

Christian Science. 291.08 

Christianity and evolution. 201 

Christmas book: ideas for food, entertaining, 
decorating, crafts, gifts, holiday events in the 
South. 641.568 

Christmas song of old Boston. 811.54 

Christopher Cale’s family of Preston County, 
West Virginia, 1741-1973. 929.20973 

Chromatography of antibiotics. 615.329 

Chromium. 574.24 

Chronicle of colonial Lima. 985.03 

Chronological list of prose fiction in English 
printed in England and other countries, 1475- 
1640. 016.82303 

Church and the tribulation. 236 

Church Christ approves. 260 

Churches & church membership in the United 
States. 280.0973 

Cities in translation: from the ancient world to 
urban America. 301.363 

Cities, regions and public policy. 301.361 

Citizen participation in transportetion planning. 
388.4 

Civil disobedience and civil deviance. 322.01 

Civil procedure. 347.735 

Civilization and Old friends. 901.9 

Class actions primer. 347.7372 

Classic contests of sports. 796.09 

Classical gods and heroes. 292.08 

Classics in Chinese philosophy. 181.11 

Clemente! (Wagenheim) PBK 

Cleo (Lutyens) FIC 

Cliffs of night (Brandon) FIC 

Clinical aspects of microcirculation. 612.13 

Clinical neuro-ophthalmology. 617.762 

Clinical pharmacology in dental practice. 
615.102461 

Clint Eastwood: movin’ on. 791.430280 

Clues to the riddle of man: readings in modern 
psychology. 150.8 

Coaching football’s polypotent offense. 
796.33212 

Coast of fear (Waller) FIC 

Coastal ecosystems; ecological considerations for 
management of the coastal zone. 574.526 

Coastal engineering. 620.4146 

Cockcrow at night (Lee) FIC 

Code name Richard. 363.450924 

Coffee tea or me girls get away from it all. 


910.4 
Coffin break (Hitchcock) PBK 
Cognition. 153.4 
Coin collector’s fact book. 737.4075 
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Cold fire burning (Herd) FIC 

Cold War. 327.09044 

Cold warriors. 327.73 

Coleridge’s nightmare poetry. 821 7 

Colette. 848.91209 

Collected ghost stories (Freeman) FIC 

Collected stories of Bertrand Russell (Russell) 
PBK 

Collectible ceramics. 738.03 

Collective behavior. 301.182 

College algebra. 512.9 

College physical science. 500.2 

College survival. 378.198 

Color seems. 152.145 

Colorado gold rush: contemporary letters and 
reports, 1858-1859. 917.9032 

Combined chronology for use with The 
Mahatma letters to A. P. Sinnett and The 
letters of H. P. Blavatsky to A. P. Sinnett. 
212.52 

Combustion technology: some modern 
developments. 621.402 

Come to power. 811.5408 

Comedy of Senator Kopenhouser (Faretra) FIC 

Comets. 523.6 

Coming antichrist. 236 

Coming credit collapse. 332.70973 

Coming of the King. 236.3 

Comintern in Mexico. 329.078 

Commandos in action. 940.5421 

Commentary on Daniel. 221.924 

Commentary on the Second Epistle to the 
Corinthians. 227.3077 

Commercial banking, 1974. 346.73082 

Commercial FCC license handbook. 6al, 384507 

Commercial laser market, 338.476213 

Commission findings. 970.3 

Commodity prices. 338.520973 

Common sense self-defense. 796.8152 

Communication, conflict, and marriage. 301.427 

Communication disorders. 616.855 

Communication to my frìends. 823.8 

Communist systems in comparative perspective, 
320.309171 

Community development strategies. 309.262097 

Community education. 370.1931 

Community of the spirit. 262 

Community service and related specialists. 
331.702097 

Compaction of argillaceous sediments. 552.5 

Comparative literature and literary theory. 802 

Comparative urban structure. 301.363 

Compass of philosophy. 100 

Competition course in speech. 808.51 

Compleat American housewife 1776. 641.5973 

Compleat brown trout. 597.55 

Complete beginner’s guide to bicycling. 796.6 

Complete beginner's guide to motorcycling. 
629.28475 

Zomplete book of boat trailering. 629.226 

Zomplete book of cross-country skiing and ski 
touring. 796.93 

Complete cookery encyclopedia. 641.503 

Complete denture prosthodontics. 617.69 

Complete encyclopedia of popular music and 
jazz, 1900-1950. 780.420973 

(Complete flower arranger. 745.9224 

Complete layman’s guide to the law. 340.0973 

Complex electrocardiography. 616.1008 

Comporation law: cases and materials. 
346.73066 

Composites: state of the art. 620.11 

Computational methods for matrix eigen 
problems. 512.943 

Computational techniques: analog, digital, and 
hybrid systems. 519.4 

Computer aided architectural design. 729.02854 

Computer application on ECG and VCG 
analysis. 616.120754 

Computer crime. 364.16 

Computer dating game (Summers) PBK 

Computer languages for numerical control. 
621.902 

Computers in perspective. 001.64 

Concepts in color photography. 778.6 

Concepts in psychology: introductory readings. 
150. 

Concepts in theoretical organic chemistry. 
547.13 

Concepts of development. 574.3 

Concise introduction to music listening. 780.15 

Concordance to the Fables and Tales of Jean de 
la Fontaine. 841.1 

Concrete pipe design manual.* 

Concrete primer. 666.8 

Confections and candy technology. 664.150272 


628.24 
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Confessions of a corporate headhunter (Cox) 
PBK 

Confessions of J. Lackington. 686.20924 

Conflict and stability in Southeast Asia. 
320.959 

Conflict in Vietnam. 959.7043 

Conflicts in a nutshell. 342.73042 

Conformity and conflict. 301.208 

Confucius, ancient Chinese philosopher. 
299.51264 

Conjugacy classes in algebraic groups. 510.8 

Connections; notes from the heroin world. 
362.293 

Conrad’s romanticism. 823.912 

Considerations on France. 320.94404 

Consolidated roster for psychology in the United 
States and Canada. 150.2573 

Consolidated tax return manual. 343.73067 

Constitutional history of the United States, from 
their Declaration of Independence to the close 
of their Civil War. 342.73029 

Construction industry labor relations, 1974. 
344.730189 

Consumer behavior; theory and application. 
658.834 

Containment of urban England. 711.2 

Contemplative life. 255 

Contemporary American literature. 810.90052 

Contemporary concept of piracy in international 
law. 341.77 

Contemporary economics. 330 

Contemporary issues in educational psychology. 
370.15 

Contemporary moral issues. 170 

Contemporary thought and politics. 320.5 

Contract litigation—-2d. 346.730202 

Contradictions among the people, 1956-1957. 
951.05 

Controlled foreign corporations-section 962. 
343.7304 

Controlling drugs; [international handbook for 
psychoactive drug classification. 363.45 

Coontail Lagoon: a celebration of life. 917.5775 

Coping with the crises in your life. 158.1 

Cornish feasts and folk-lore. 390.094237 

Corporate liquidations—section 331 and related 
problems. 343.73045 

Corporate organization for environmental 
policymaking. 301.31 

Corporate separations—-general requirements. 
343.7304 g 

Corporate stock redemptions—special problems. 
343.7304 

Corpse that walked (Winsor) PBK 

Correspondence of Henry Taylor. 821.8 

* Corridors in time. 913.031 

Corruption, conflict, and power in the works and 
times of Niccolo Machiavelli. 320.1 

Cosmochemistry. 523.01 

Cosmos in man. 133 

Cost accounting: principles and managerial 
applications. 657.42 

Costs of administering American elections. 
329.025097 

Costumes from the Forbidden City. 746.92 

Country boys and merchant princes. 
301.444209 

Courage to be married. 301.42 

Course in modern algebra. 512.9 

Course of lectures on dramatic art and literature. 
792.1 

Course of mathematical logic. 511.3 

Courtly tradition in Japanese art and literature: 
selections from Hofer and Hyde collections. 
709.520740 

Courts and the political process in England. 
347.4201 

Covered bridges of West Virginia, past and 
present. 917.54044 

Cowboy Matt and Belleza (Haynes) JUV 

Craft of letters in England. 820.90091 

Cranes of Ibycus (Shura) FIC 

Created equal. 324.30924 

Creation vs. evolution. 213.5 

Creative aggression. 152.4 

Creative crafts. 745.5 

Creative developments in psychotherapy. 
616.891408 

Creative salesmanship: understanding essentials. 
658.85 


Creative selling for the seventies. 658.893683 

Creative teaching of science in the elementary 
school. 372.35044 

Creative tension. 300.924 

ae ways with drawing dogs and cats. 


Dreative ways with watercolor painting. 
751.422 

Creative word 4. 808.04275 

credit and security in Thailand. 346.59307 

Drescent carnival (Keyes) PBK 

Crickety cricket! 811.52 

<rime file (Linington) FIC 

Criminal justice in America. 345.7305 

<riticism of oral rhetoric. 808.51 

Critics in the audience of the London theatres 
from Buckingham to Sheridan. 792.0942 

Cronica de la Guerra Hispano Americana en 
Puerto Rico. 973.89 

Crossing (Fisher) PBK 

Crossword puzzles in large type. 793.732 

Crowell’s handbook of world opera. 782.103 

Crown of aloes. 823.912 

Cry of angels (Fields) FIC 

Cry the soft rain (Dwyer-Joyce, Alice.) FIC 

Cuba in pictures. 917.291036 

Cuban missile crisis. 972.91064 

Cuchulain, the hound of Ulster. 891.6231 

Cult of Tara. 294.3438 

Culture and personality. 155.234 

Cure (Ferris) FIC 

Curious George takes a job (Roy) PBK 

Curious republic of Gondour, and other 
whimsical sketches. 818.409 

Current topics in experimental endocrinology. 
616.402 

Current trends in domestic and international 
licensing: patents, know-how, and industrial 
property. 341.758 

Curriculum planning. 375.001 

Cursory memoranda on Shakespeare’s Tragedy 
of Macbeth. 822.33 

Cyprus, 1958-1967. 956.4503 


D 


D.C. policewomen evaluation. 363.2 

Daddy pig (Arrighi) FIC 

Daisy Miller (James) PBK 

Dallas Cowboys. 796.332640 

Dance as a theatre art. 793.3209 t 

Dangerous dandy (Cartland) PBK 

Dangerous memory (Olmsted) FIC 

Danziger transcript (Fick) PBK 

Dark angel: gothic elements in Shelley’s works. 
821.7 

Dark beneath the pines (Cole) FIC 

Dark comedies. 822.33 

Dark dreams (Rinaldo) JUV 

Dark is my destiny (Hurst) PBK 

Darker star (Doner) FIC 

Darling, I am growing old (Stone) FIC 

Data analysis for politics and policy. 
519.502432 

Data description and presentation. 910.018 

Data recorder. 001.642 

Data use and interpretation. 910.018 

Daughter of darkness (McGerr) PBK 

David Lipscomb: journalist in Texas, 1872. 
917.64 

David Starr, space ranger (Asimov) PBK 

Day the hurricane happened (Anderson) JUV 

Days of Duchess Anne. 914.1036 

De Profundis and other writings. 828.809 

Dead city (Stevens) PBK 

Dead live (Darlton) PBK 

Deadly is the diamond (Eberhart) PBK 

Dear colleague (Murray) PBK 

Death beads (Hagman) PBK 

Death of kings (Johnson) FIC 

Debby. 362.410924 

Decade of sculpture. 735.29 

Decision analysis for the manager. 658.403 

Decline or renewal? France since the 1930s. 
320.94408 

Decolonization and conflict in the United 
Nations. 341.23881 

Dedicated life and Rainer Maria Rilke. 831.912 

Defending against the drunk driving charge. 
345.794024 

Defining America. 917.303924 

Defining America’s social problems. 301.0973 

Delaware archives. 975.102 

Dell encyclopedia of birds (Bruun) PBK 

Dell encyclopedia of dogs (Ashworth) PBK 

Demise of diversity? 378.73 

Democracy for the few. 320.973092 

Democratic representation and apportionment: 
quantitative methods, measures, and criteria. 
508.1 
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Dental equipment and supplies market. 
338.476817 

Depreciation: class life system for pre-1971 
property. 343.7304 

Describing data statistically. 519.5 

Descriptive catalogue of the first editions in 
book form of the writings of Percy Bysshe . 
Shelley. 016.8217 

Descriptive principles of chemistry. 540 

Desert Bible: nomadic tribal culture and Old 
Testament interpretation. 221.6 

piim of environmental information systems. 

3.6 t 

Design your own needlepoint (Watstein) PBK 

Designs in affective education. 373.019 

Destiny of a king. 294.513 

Destruction of California Indians. 970.494 

Detective fiction: crime and compromise. 
823.0872 

Developing competency in teaching secondary 
social studies. 300.712 

Developing programs for faculty evaluation. 

8.12 


Developing your vocabulary. 428.2 

Development and financing of condominiums. 
346.730433 

Development and instability: political change in 
the non-western world. 320.91724 

Development of a child psychiatric treatment 
program. 362.782 

Development of biochemical concepts from 
ancient to modern times. 574.19209 

Development of the chlorinity/salinity concept 
in oceanography. 551.4601 

Developments in geographical methods. 
910.018 

Deviance and social control. 301.62 

Deviant behavior and social control. 301.62 

Devil and Mrs. Devine (Leslie) PBK 

Devil, demonology, and witchcraft. 235.4 

Devils. 235.4 

Devon at work: past and present. 338.094235 

Diagnostic and learning activities in 
mathematics for children. 372.7 

Diary of a food addict. 362.196398 

Diary of Clarissa Adger Bowen, Ashtabula 
plantation, 1865. 975.704 

Dice of war (Giovene) FIC 

Dictionary of data processing. 001.603 

Dictionary of modern revolution. 320.03 

Dictionary of supervision and management. 
658.003 

Dictionary of the Chinese particles. 495.15 

Digger's game (Higgins) PBK 

Dimensions of broadcast editorializing. 070.412 

Diplomacy in a whirlpool. 327.439 

Diplomatic history of the American people. 
327.73 

Directory of American poets. 811.540025 

Directory of college transfer information. 
378.73 

Directory of Medical Specialists. 616.058 

Disability days, United States, 1971. 312.0973 

Discipline without fear. 649.124 

Discography of Hispanic music. 016.780946 

Discourse on statesmanship. 320.973 

Discovering biology. 596 

Discovery at the Rio Camuy. 917.295094 

Discrete and continuous signal and system 
analysis. 621.380433 

Discrimination and the addict. 362.293097 

Discursive notes on Shakespeare’s tragedy of 
Romeo and Juliet. 822.33 

Disease of the soul. 616.998009 

Display use for man-machine dialog. 001.55 

Disrespectful dictionary. 818.5407 

Dissertations in English and American literature. 
016.82 

Distant neighbours. 327.549 

Do it yourself. 613.7042 

Do-it-yourself dinosaurs. 745.5924 

Do you really need eyeglasses? 617.706 

Do you see mouse? (Crume) JUV 

Dr. Elizabeth. 610.924 

Doctor who made house calls (Bass) PBK 

Doctors’ women (Gray) PBK 

Dog obedience training. 636.70887 

Dog who thought he was a boy (Annett) PBK 

Donoso Cortes; utopian romanticist and political 
realist. 946.070924 

Don't lick the chopsticks. 641.5951 

Doodletown Dodger (McMahon) JUV 

Doom campaign (McMullen) FIC 

Doorway to meditation. 248.3 

Dorp dead (Cunningham) PBK 

Dorset. 914.23303 

Down Mailer's way. 813.54 


+ 17K 
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Down to earth, 635.965 

Draft and its enemies. 355.2234 

Draftsman. 604.2 

Dragon's quest (Manning) JUV 

Drama in the modern world. 808.82 

Dramas, fields, and metaphors. 301.21 

Drawjng of the hand, and its anatomy. 743.49 

Drawing with dry markers. 741.26 

Dream millenium (White) PBK 

Dreamer’s dictionary. 135.3 

Dress and society, 1560-1970. 391.00903 

Dreyer in double reflection (Dreyer) PBK 

Drifting home. 917.986045 

Drugs and the criminal justice system. 
362.293097 

Drums of life. 779.991730 

Dublin scuffle. 658.809070 

Duffy's Rocks (Fenton) JUV 

Dying of money. 332.410943 

Dynamic personal adjustment. 158.1 

Dynamics of right-wing protest. 329.9714 

Dynamics of the nuclear balance. 355.0217 


E 


E. M. Forster. 823.912 

Eagle and Brooklyn. 071.4723 

Ear, nose, and throat disorders. 616.21 

Earl of Castlehaven’s Memoirs of the Irish Wars 
(1684) 941.560922 

Earliest lives of Dante. 851.1 

Early American crafts & hobbies. 745; 
745.50973 

Early Churchills. 929.20942 

Early Cretaceous Foraminifera from the Budden 
Canyon Formation, northwestern Sacramento 
Valley, California. 563.1 

Early English proverbs, chiefly of the thirteenth 
and fourteenth centuries. 398.921 

Early man. 573.2 

Earth and its environment. 550 

Earth and man. 550 

Earth enslaved (Kern) PBK 

Earth presents. 745.5 

Earthenild; glories of the asphyxiated spectrum. 

Al 


East Africa; its peoples and resources. 333 

Eat: a toothsome tour of Los Angeles’ specialty 
restaurants. 642.560257 

Eater of worlds (Kern) PBK 

Eclipse of Biblical narrative. 220.63 

Eclipse (Wollaston) FIC 

Ecology encyclopedia. 301.3103 

Ecology of insect populations in theory and 
practice. 595.70524 

Economic and social aspects of Delaware’s 
coastal zone. 330.975104 

Economic development of the United States. 
330.973 

Economic essays on value, competition and 
utility. 338.521 

Economie structure and development. 338.9 

Economic systems and society. 330.1 

Economic theory of natural resources. 333.7 

Economics. 330 

Economics of social issues. 330 

Benois of technical information systems. 


Ecumenism in the age of the Reformation. 
274.4 

Eden Shale bryozoans: a numerical study 
(Ordovician, Ohio Valley) 564.7 

Edgar A. Poe: his writings and influence. 
818.309 

Here A the world: Ross Island, Antarctica. 

9.8 


Editor in politics. 070.40924 

Educating the disadvantaged, 1971-1972. 
371.967097 

Education as cultural imperialism. 370.193 

Education for whom? 370.19 

Education in a Welsh rural county, 1870-1973. 
370.94294 

Education in Australia. 370.994 

Education of a turkey hunter. 799.24861 

Education of exceptional learners. 371.9 

Educational innovator’s guide. 371.3 

Educational philosophy and theory. 370.1 

Educational significance of the future. 371.207 

Edward Carpenter: poet and prophet. 828.809 

Effective group discussion. 808.53 

Effective litigation; trails, problems, and 
materials. 347.737 

Effects of fluorides in animals. 636.089592 

Ego analysis in the helping professions. 361.06 


Eight dime novels (Bleiler) FIC 

Eighth Congress of the Internat:onal Diabetes 
Federation. 616.462 

Einstein and Beckett. 128.2 

Elasticity in engineering mechanics. 620.11232 

Eleanor Roosevelt: her day. 973.917092 

Electrical conductivity in ceramics and glass. 
537.62 

Electrical machines. 621.301 

Electroencephalography and human brain 
potentials. 596.019127 

Electronic music production. 789.9 

Elementary algebra. 512.9042 

Elementary complex variables. 515.9 

Elementary mathematical preparation for general 
chemistry. 510.02454 

Elementary modern algebra. 512 

Elementary principles of probabi ity and 
information. 001.539 

Elementary school careers education. 372.1425 

Elements of fiction (Carpenter) FIC 

Elements of modern abstract algebra. 512.02 

Elements of probability theory and some of its 
applications. 519 

Elephant and his secret (Dana) JUV 

Elijah Muhammad the false prophet. 297.87092 

Elizabeth alone (Trevor) FIC 

Elizabeth and Catherine: empresses of all the 
Russias. 947.060922 

Elizabethan home. 914.20355 

Elizabethan lyric. 821.04 

Elliot Carter. 780.92 

Else Lasker-Schuler. 831.912 

Emcee Monty Hall. 791.450924 

Emergence of the presidential nominating 
convention, 1789-1832. 329.022109 

Emergency call (Harrison) PBK 

Emerging child. 618.928914 

Emerging methods in environmer tal design and 
planning. 620.8 

Emigrants. 839.82372 

Emigration and agriculture in the Mediterranean 
Basin. 338.109182 

Emlyn, an early autobiography, 1327-1933. 
791.0924 

Emotionally disturbed, mentally retarded. 
616.8588 

Employing the older worker: matching the 
employee to the job. 658.3112 

Encounter; readings for thinking, talking, 
writing. 808.04275 

Encyclopedia of science fiction ard fantasy 
through 1968. 016.808838 

Endangered environment. 614.7 

Ending (Wolitzer) FIC 

Endocrinology. 616.400202 

Energy and environment. 333.70973 

Energy and the future. 508.1 

Energy consumption in manufactcring. 338.4 

Energy fluxes over polar surfaces. 551.508 

Energy from solid waste. 628.54 

Energy regulation by the Federal Power 
Commission. 353.00872 

Energy rip-off: cause and cure. 338.272820 

Enforcement of foreign country judgments. 
341.78 

Engineering for dairy and food products. 
637.028 

England expects. 942.073 

English industries of the Middle Ages. 
338.0942 

English letter book. 942 

English literature. 820.9 

English medieval sculpture. 730.942 

English novel. 823.03 

English novel from Chaucer to Galsworthy. 
823.03 

English sonnets. 821.008 

English sound-changes. 421.5 

Enquiry into the existence of vampires (Lovell) 
FIC 

Entertaining menus. 641.5 

Entrepreneurship and the corporation. 658.42 

Environment control; air conditioning and 
refrigeration. 621.56 

Environmental approach to physiczl science. 
500.2 

Environmental crisis and corporate debt policy. 
658.15 

Environmental engineering. 628.5 

Environmental information sources handbook. 
301.3107 

Environmental pollution and mentel health. 
301.31 

Environmental pollution: awareness and control. 

01.31 
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Environmental quality and social behavior. 
301.31072 

Environmental quality and social justice in urban 
America. 301.310973 

Environmental science. 628.5 

Environmental studies. 375.301310 

Environments and happenings. 709.04 

Environments: notes and selections on objects, 
spaces, and behavior. 301 

Epigrams & aphorisms. 828.809 

Equine aren “diseases HI. 636.108969 

Erasmus. 199.4 

Erotic theatre. 362.090935 

Escape from childhood. 301.4315 

Esophagus. 616.32 

Esoteric mind-power. 131.32 

ESP, your latent talent. 133 

Esperanza. 301.2 

Essay on King Lear. 822.33 

Essay on Pope. 821.5 

Essays on music in the Western World. 780.8 

Essays on some unsettled questions of political 
economy. 330.153 

Essays on taxation. 336.200973 

Essays on teaching English as a second language 
& as a second dialect. 428.007 

Essays on the early republic: 1789-1815. 
320.97304 

Essence of nothing. 811.54 

Essene code of life. 128 

Essene gospel of peace. 209 

Essential estate planning, Sth. 346.73052 

Essential Rousseau (Rousseau) PBK 

Essentials of chemistry for the health sciences. 
547.002461 

Essentials of information processing. 001.6 

3ssentials of PL/I. 001.6424 

Zssentials of political parties. 329.02 

3ternal bliss machine (Seligson) PBK 

Bthics. 171.09 

Sthnicity and nation-building: comparative, 
international, and historical perspectives. 
301.451042 

Ethnography and cognition. 301.21 

Ethnohistorical report. 970.474 

Ethnohistorical report on the Florida Indians. 
970.459 

Eugene O'Neill. 016.81252 

Europe. 320.940282 

Evening in Byzantium (Shaw) PBK 

Every good desire. 230.99 

Byeryone's book of hand and small power tools. 

21.9 


Everything under a mushroom (Krauss) JUV 

Evolutionary foundations of psychology. 150.19 

Ewe lamb (Erskine) PBK 

Exaltation of stars (Silverberg) PBK 

Exceptional children in focus. 371.9 

Executive privilege (Perrett) FIC 

Executive productivity. 658.4 

Exercises in sociology. 301.076 

Exhibition of American literature. 081 

Existential sexuality; choosing to love. 301.41 

Expansion through acquisition. 338.83 

Experiences in communication. 001.5 

Experiences in inquiry: HSGP and SRSS. 
300.71273 

Experiments in physical chemistry. 541.3028 

Exploring the inner world. 154 

Explosion of people evangelism. 289.9 

Expressway (Trevor) PBK 

Expropriation of U.S. property in South 
America. 338.476655 

Eye movements, surprise reactions and cognitive 
development. 371.9 

Eyes at my feet. 362.410924 

Ezra Pound and Dante. 811.52 


F 


Face-off! 796.962 

Facies and the reconstruction of environments. 
551.81 

Facilitative teaching: theory and practice. 
371.102 

Fafnerl the ice dragon (Zimmermann) JUV 

Failure of democracy in South Korea. 
320.951950 

Feir exchange; recollections of a life with horses. 
798.40924 

Feith, facts, history, science, and how they fit 
zogether. 234.2 

Feith has need of all the truth: 194 

Fell of Chronopolis (Bayley) PBK 

Fell of Colossus (Jones) FIC 
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Falling (Schaeffer) PBK 

Falstaff. 822.33 

Familiar Bible verses. 223.2 

Families are like that! JUV 

Family affairs (L'Heureux) FIC 

Family creative workshop. 745.503 

Family guide to children’s television: what to 
watch, what to miss, what to change, and how 
to do it. 791.455 

Family networks. 616.8915 

Family nursing. 649.8 

Fan Club (Wallace) FIC 

Fans; design and operation of centrifugal, axial- 
flow, and cross-flow fans. 621.6 

Far side of madness. 616.898209 

Farewell party (Drummond) PBK 

Farm and nation in modern Japan. 338.10952 

Farm power and machinery management. 631.3 

Farms and farmers in an urban age. 338.10973 

Fatalism in the works of Thomas Hardy. 823.8 

Fateful promise (Olmsted) PBK 

Father Coughlin on money and gold. 332.4973 

Father of art photography, O. G. Rejlander, 
1813-1875. 770.924 

Father's legacy to his daughters. 301.412 

Favorite recipes for all occasions (Heublein, inc. 
Foods Group.) PBK 

Fear dealers (Nicole) FIC 

Fearful joy; papers from the Thomas Gray 
Bicentenary Conference at Carleton 
University. 821.6 

Feature films and 8 mm and 16 mm. 016.79143 

Federal Government and Black business 
enterprise. 338.040973 

Federal-provincial diplomacy. 320.471 

Feel free (Viscott) PBK 

Feet first; cityside & countryside walking tours 
in Los Angeles. 917.949404 

Fenimore Cooper—the critical heritage. 813.2 

Fiction of Philip Roth. 813.54 

Fiddlestrings (De Angeli} JUV 

Field guide to the birds of New Zealand and 
outlying islands. 598.29931 

Fifth Avenue store only (Glass) FIC 

~ Fifties book. 917.303921 

Fifty years’ recollections of an old bookseller. 
658.809070 

Fight for the forests. 338.174909 

Fill-in puzzles (Andrew) PBK 

Film and reality. 791.430904 

Film and the narrative tradition. 791.430973 

Film language. 791.4301 

Filmgoer’s book of quotes. 791.430207 

Final report on interlaboratory cooperative study 
of the precision and accuracy of the 
measurement of sulfur dioxide content in the 
atmosphere using ASTM method D2914. 
620.1108 

Final verdict (St. Johns) PBK 

Financial advance payments table, showing the 
effect of taking from | to 9 payments in 
advance, at time of closing. 513.93 

Financial holdback tables. 513.93 

Financial management of hospitals. 658.15932 

Find happiness in your name. 133.335 

Finding God’s best. 248.4861 

Finding out about fish. 597 

Finding out about magnets. 538 

Fincing out about solids, liquids, and gases. 

.4 

Finding the law. 340.072073 

Fine structure of algal cells. 589.34 

Finishing touches. 812.54 

Finite-dimensional linear analysis. 515.7 

Finite-dimensional vector spaces. 512.523 

Finite mathematics and calculus with 
applications to business and the social 
sciences. 519.54 

Rae mathematics, from sets to game theory. 


Fire company apparatus and procedures. 
628.925 

Fire flares anew. 234.1 

Fire in the rose. 811.54 

Fire in the streets (Messmann) PBK 

Fire on ice. 796.962092 

Fire protection guide on hazardous materials. 
628.9208 

Fire protection manual for hydrocarbon 
processing plants. 658.28 

First book atlas. 912 

Ha course in combinatorial mathematics. 
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First course in group theory. 511.3 

First encounter: the Indian and whiteman in 
Massachusetts and Rhode Island. 970.444 

First hunger. 811.54 


First summer year (Kellam) JUV 

Fisheries of the North Pacific: history, species, 
gear & processes. 639.220916 

Fishes: guidelines for the breeding, care, and 
management of laboratory animals. 639.34 

Fishes of the Red River drainage, Eastern 
Kentucky. 597.092976 

Fishing with small fry. 799.1 

Five gentlemen of Japan. 915.2 

555 families; a social-psychological study of 
young families in transition. 301.420974 

Five in the forest (Wahl) JUV 

Fix your small appliances. 643.6 

Flashbacks. 818.5407 

Flat on my face (First) JUV; 

Flats fixed-among other things (Tracy) PBK 

Flight 13. 972.9063 

Flight to freedom. 598.91 

Flights: readings in magic, mysticism, fantasy, 
and myth. 808,8037 

Floating Bear. 808.8 

Flowcharting and Basic. 001.6423 

Flower designs in cross-stitch. 746.44 

Flowering (Turnbull) PBK 

Flowers from feathers. 745.5943 

Fluorescence techniques in cell biology. 
574.87028 

Flux (Goulart) PBK 

Fly casting with Bill Cairns. 799.12 

Fly-fishing for trout. 799.12 

Focus on CC-73. 342.76302 

Focusing on global poverty and development. 
301.441 

Folk songs and singing games of the Illinois 
Ozarks. 784.49773 

Folklore & society. 781.7 

Folly of pride (Maguire) FIC 

Food analysis laboratory experiments. 664.07 

Food service equipment: selection, arrangement, 
and use. 642.5028 

Food service science. 642 

Fool of love. 189.4 

Fool's gold (Marawille) FIC 

Foot and feet (Ramirez) JUV 

Football’s fabulous forty defense. 796.3322 

For all that I found there (Blackwood) FIC 

For gourmets with ulcers. 641.563 

For men only; cartoon sexhibit (Straubling) 


For preachers only. 242.692 

For sale by owner, 643 

Forage fertilization. 633.2 

Foreign commerce and the antitrust laws. 
343.73072 

Foreign dollar balances and the international 
role of the dollar. 332.45 

Forest H. Belt’s easi-guide to small gasoline 
engines. 621.434 

Forever Picasso. 759.4 

Forgiveness in action. 248.4 

Form and function of phospholipids. 574.19247 

Formation and management of new business 
ventures. 658.4 

Formulating X-ray techniques. 616.07572 

Formulation and administration of United States 
foreign policy. 353.00892 

FORTRAN for humans. 001.6424 

Fortunate madness (Shreve) FIC 

Fortune hunter (Morris) PBK 

Foster parent associations: designs for 
development. 362.733 

Foster parents and social workers: on the job 
together. 362.733 

Foundations of freedom: United States history to 
1877. 309.173 

Foundations of genetics. 575.1 

Foundations of the public library. 027.474 

Foundations of the thermodynamic theory of 
generalized fields. 530.142 

Four-quarter high school in action. 373.1236 

Four reforms—a guide for the seventies. 300 

Four seasons five senses. 821.00933 

Four tracts on copyright, 1817-1818. 
346.420482 

Fourteenth amendment and the states. 
342.7304 

Fragments of autobiography. 301.412097 

Frame book. 749.7 

Frames of reference: an introduction to 
literature. 808.8 

France especially for women. 914.40483 

Francois Truffaut. 791.430233 

Franz Grillparzer. 832.6 

Frederic Chopin. 927.8 

Fredericks of Hollywood, 1947-1973. 391.42 

Free men all. 342.73085 

Free pass bribery system. 364.132 
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_ Free to feel. 616.8914 


Freeway operational improvements. 625.708 

French communism, 1920-1972. 329.944 

French Fifth Republic: continuity and change, 
1966-1970. 016.320944 

Freud and religious belief. 150.1952 

From experience to expression. 808.04275¢ 

From Portland to the Pacific. 500.97954 

From poverty to dignity. 301.441 

From prescription to persuasion. 330.975502 

From sunflowers to bluebonnets. 371.100924 

From thought to theme. 808.042 i 

Frontier regulars; the United States Army and 
the Indian, 1866-1891. 973.8 

Frontier violence; another look. 364.10973 

Frontiers of consciousness. 154.08 

Frontiers of planned unit development: a 
synthesis of expert opinion. 309.262097 

Frosty, a raccoon to remember (Weaver) PBK 

Full blessing of Pentecost. 234.1 

Full circle. 811.54 

Fun trips in southern California. 917.949045 

Functional approach to precalculus. 512.1 

Fundamental theories in physics. 530 

Fundamentals of child counseling. 371.4019 

Fundamentals of colon surgery. 617.5547 

Fundamentals of construction estimating and 
cost accounting. 692.5 

Fundamentals of financial accounting. 657 

Fundamentals of management accounting. 657 

Fundamentals of men’s fashion design. 646.402 

Fundamentals of psychological research. 150.18 

Fundamentals of yoga (Mishra) PBK 

Funny-bone dramatics. 812.54 

Furniture of Robert Adam. 749.22 

Furniture repair and refinishing. 684.1044 

Future of catalog marketing and production, 
1973-1980. 338.470705 

Future of religion. 296.3872 

Future of treason (Dreyer) PBK 


G 


capac Renville, young Sioux warrior (Parker) 

JU 

Gallant gray trotter (Foster) JUV 

Gallic salt; eighteen fabliaux translated from the 
Old French. 841.108 

Game for demons (Shecter) FIC 

Games the Indians played. 394.3 

Gas chromatography-mass spectrometry in 
neurobiology. ` 615.7808 

Gasp (Gary) PBK 

Gay sunshine interview. 811.54 

Gems of the good earth. 553.8 

Genealogical records of Utah. 016.929379 

General anesthesia and the central nervous 
system. 617.96 

General censuses and vital statistics’in the 
Americas. 016.312 

General college chemistry. 540 

General equilibrium with price-making firms. 
338.001 

General theory of elastic stability. 531.3823 

Generalised data management systems. 001.64 

Genesis of the theory of ”art for art’s sake” in 
Germany and in England. 700.1 

Genitourinary tract disease syllabus. 
616.607572 

Genius Aspergillus. 589.23 

Gente importante. 920 

Geographical variation in coastal development. 
551.45 

Geography of economic activity. 330.9 

Geologic mapping for environmental purposes. 
624.15108 

Geology. resources, and society. 550 

Georges Bernanos. 843.912 

Georgian gentleman. 914.2037 

Geriatric aide. 610.7365 

Gertrude. 833.912 

Gestalt psychology (Kohler) PBK 

Get a horse! 636.1 

Getting game. 381 

Getting the most out of your electronic 
calculator. 681.14 

Getting to know the Connecticut River. 917.4 

Ghost and Mrs. Muir (Leslie) PBK 

Gift is dlready yours. 284.10924 

Gift of self. 248.4893 

Ginger star (Brackett) PBK 

Giotto in perspective. 759.5 

Girl of the golden West; a novel (Whedon) 
PBK 


Girl who passed for normal (Fleetwood) PBK 


GIRLS IN FASHION (WEST) 
l’ 


Girls in fashion (West) PBK 

Give & take. 650.1 

Give up the ghost (Erskine) PBK 

Glass Adonis. 821.914 

Glenn’s Yamaha Enduro Series one-cylinder 
repair and tune-up guide. 629.28875 

Glory.in the flower (Johnston) JUV 

Go find! Training your dog to track. 636.70886 

God and the universe of faiths. 200.1 

God did not ordain silence. 284.10924 

God, Marx, and the future. 335.4382 

God who comes. 242 

God, you've got to be kidding. 241.52 

God’s inerrant Word. 220.1 

God's spirit in you. 231.3 

God’s tribesman. 266.022092 

Golden girl & all (Dennis) PBK 

Golden kill (Olden) PBK 

Golden treasury of natural health knowledge. 
615.535 

Goldfish couldn’t care less. 811.54 

Gone to be snakes now (Bell) PBK 

Gooberland memories, 917.645470 

Good cheap food (Ungerer) PBK. 

Good thief (Rosenblum) FIC 

Good tree grew in the valley. 929.20973 

Gospel according to Mother Goose. 226.8 

Gospel of Buddha. 294.363 

Gospel truth; discourses and writings of 
president George Q. Canngn. 230.93 

Gotland. 914.86 

Governing passion. 320.942081 

Government and politics of Wyoming. 
320.4787 

Government of Vichy. 320.944081 

Governments and politics in today’s world. 
320.94 

Grading techniques for modern design. 687.102 

Graduate programs and faculty in reading. 
428.407117 

Graham Greene: the films of his fiction. 
822.912 


Grammatical examples, exercises, & review, 467.9 


Gran Canaria touring guide. 916.490482 

Grand Prix Ferrari. 629.228 

Grand Prix, 1906 to 1972. 796.720904 

Grandmother's pictures (Cornish) JUV 

Granville Hicks in the New masses. 809.933 

Grasslands of the United States: their economic 
and ecologic importance. 333.740973 

Great American popular singers. 784.0922 

Great bicycle expedition (Anderson) FIC 

Great contemporaries. 920.02 

Great family fun guide to San Francisco! 
(Hansell) PBK 

Great houses of San Francisco. 720.979461 

Great issues of international politics. 327 

Great man. 942.082092 

Great Minu. 398.2 

Great oldtime recipes (Prada) PBK 

Great price conspiracy. 338.826213 

Great school wars, New York City, 1805-1973. 
370.193097 

Great universe. 294 

Greatest adventure. 301.243 

Greedy institutions; patterns of undivided 
commitment. 301.5 

Greedy Mariani and other folktales of the 
Antilles (Carter) JUV 

Greek attitudes. 880.8001 

Greek experience. 913.38 

Greek (Rey) FIC 

Greek temples. 726.1208 

Green Olive Branch. 271.13073 

Gremlins, go home! (Dickson) JUV 

te for divorce in hindu and english law. 
347. 

Group discussion processes. 374.22 

Group process today. 616.8915 

Group relations: group therapy therapy with 
mentally ill offenders. 362.210973 

Grow or die (Land) PBK 

Growing older. 301.435 

Growing up with toys. 649.55 

Growth and development of mothers. 155.6463 

Growth of scientific ideas. 509 

Grundrisse. 335.412 

Guide for the Christian assembly. 282 

Guide to America’s Indians. 970.1 

Guide to corporations. 301.55 

Guide to Japanese drama. 016.895620 

Guide to Russian reprints and microforms. 
015.47 

Guide to sports betting. 796 

Guide to venture capital sources. 332.102573 
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Guiding discovery in elementary school 
matkematics. 372.7 

Guinea, Ivory Coast, and Senegzl. 016.309208 

Guinness game book. PBK 

Gun digest book of expioded firearms drawings. 
683.400223 

Gunlock (Overholser) PBK 

Guns & ammo guidebook to knives & edged 
weapons. 683 

Guns at sea. 359.8209 

Guns of darkness (Schlee) JUV 

Gunsmoke trail (Raine) PBK 

Gurdjieff: making a new world. 133.0924 

Guthrie and. Honeyman’s introduction to 
carbohydrate chemistry. 547.78 

Guy de Maupassant. 843.8 

Gypsy grove (Simmons) PBK 


H 


H. G. J. Moseley. 530.0924 

Halsey (Frank) PBK 

Hamilton Duck’s springtime story (Getz) JUV 

Hamlet. 818.209 

Handbook for the humanistic astrologer. 133.5 

Handbook of contemporary Engl.sh. 425 

Handbook of electronic instrumeatation, testing, 
and troubleshooting. 621.381028 

Handbook of gymnastics in the sshools: 
instructional, exhibitional, and competitive 
gymnastics for men and women. 796.407 

Handbook of poisoning: diagnosis & treatment. 
615.900202 

Handbook of polytechnic courses. 370.73264 

Handbook of sampling for auditing and 
accounting. 519.520246 

Handbook of savings and loan law. 346.73073 

Handbook of the United Nations. 341.23 

Handbook on white collar crime. 364.162 

Handbook on white ironstone. 738.3 

Harleth; a history of broken dreams. 917.471 

Harmonic analysis on homogenecus spaces. 


Hart Crane: the patterns of his poetry. 811.52 

Harvard concordance to Shakespeare. 
822.33016 

Harvest home (Tryon) PBK 

Haunted (Bennett) PBK 

Haunted Hollywood. 133.129794 

Hausa řeader. 493.728642 

Having a baby can be a scream. 549.102420 

Hazards of growth. 658.4 

He bear, she bear (Berenstain) JUV 

Healing factor: "vitamin C” against disease. 
615.328 

Health. 613 

Health anthology of medica! facts and fallacies. 

0. 


Health services research and R & D in 
perspective. 362.107207 

Hearing, speech, and communication disorders. 
016.616855 

Heartbeat away. 973.924092 

Hector Berlioz. 780.924 

Hegel on the soul: a speculative anthropology. 
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Hell with Elaine (Van Siller) FIC 

Hellenistic magic and the synoptic tradition. 
226.066 

Hello, Aurora (Vestly) JUV 

Hello Earth; greetings from Endeevour. 811.54 

Help! For elementary school substitutes and 
beginning teachers. 372.13 

Help your boss & help yourself. €58.315 

Helping young children learn, 372.21 

Hematology. 616.15 

Henry Fielding. 823.5 

Herbert Hoover and the crisis of American 
capitalism. 330.973091 

Here comes Herb’s hurricane! (Stevenson) JUV 

Heroes of conservation. 333.720922 

Heroes of music. 780.922 

Heroes of the Teton Mythos. 811.54 

Hesiod end Theognis. 883 

Hey kid! 613.8 

Heyday of a wizard (Burton) PBE 

Hi-fi stereo servicing guide. 621.38933 

Hi Fly (Ross) JUV 

El hidalgo de la Mancha. 863.3 

Hidden creek (Burt) PBK 

Hidden elements of drawing. 7412 

Hidden universe. 811.54 

Hidden words (Andrew) PBK 

High bid for murder (O'Neill) PBK 

High country (Dawson) PBK 
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High-performance driving. 629.2832 

High-pile rug book. 746.74 

High tide at Gettysburg. 973.7349 

High valley (North) PBK 

Higher education and State governments, 1970- 
1975. 379.122097 

Higher education of blacks in the United States 
(Pifer} PBK 

Highlife for Caliban. 811.54 

Highlights book of nursery rhymes. 398.8 

Highway and bridge maintenance: operations, 
costs, and modeling. 625.708 

Highway noise. 625.708 

Hiking the Yellowstone backcountry. 
917.875204 

Hinduism; its historical development. 294.509 

Hip kids’ letters from camp (Adler) PBK 

His brother's keeper (Meter) FIC 

Hispanico. 910.036 

Histology. 611.018 

Historians of nature and man’s nature. 973.2 

Historical report on the Niagara River and the 
Niagara River strip to 1759. 970.3 

History, land ownership, and laws, including a 
survey of maps prior to 1840. 333.709749 

History of anti-Semitism. 301.451924 

History of colonial education: 1607-1776. 
370.973 

History of Korea. 915.190 

History of Perquimans County. 929.375614 

History of Russian and Soviet sea power. 
359.00947 

History of Siam, from the earliest times to the 
year A.D. 1781. 959.302 

History of the Academy Award Winners. PBK 

History of the British film. 791.430924 

History of the Hopedale Community, from its 
inception to its virtual submergence in the 
Hopedale Parish. 335.97443 

Hit #29 (Joey.) FIC 

Hitchhiker’s field manual. 917.30492 

Hitler and his generals. 943.086092 

Hitler's daughter (Goss) FIC 

Hitler's free city. 320.943820 

Hitler’s rise to power (Pridham) PBK 

Hitting the Aaron way. 796.35726 

Hole in space (Niven) PBK 

Holland. 914.92047 

Holy fools in Moscow. 891.7344 

Home appliance servicing. 643.6 

Homecoming. 916 

Hooker (Hinkel) PBK 

Hoosier moppets (Shelton-Cammack,) JUV 

Horace Walpole’s political tracts, 1747-1748. 
323.445094 

Hormones and cancer. 616.9944 

Horse comes first (Calhoun) JUV 

Horses of the world. 636.1 

Horseshoe-nail crafting. 745.56 

Hospital pharmacy journal articles. 658.913621 

Hot day in heaven (Turidu) F. 

Hounds of the moon (Allen) PBK 

House of a Thousand Lanterns (Hibbert) FIC 

Hause of gold (Anderson) PBK 

House of stairs Gleator) JUV 

Household insect pests. 648.7 

Housing and related services for exceptional 
persons: a source book. 016.309208 

How behavior means. 153 

How can you hide an elephant? (Martin) JUV 

How come I wrote a book. 818.5407 

How did sex begin? (Brasch) PBK 

How do we know there is a god? 231 

How great Thou art! 821.05 

How Indians use wild plants for food, medicine, 
and crafts. 581.610970 

How it works & how to fix it (Consumer 
Guide.) PBK 

How it works, illustrated: everyday devices and 
mechanisms. 620 

Eow to build and use electronic devices without 
frustration, panic, mountains of money, or an 
engineering degree. 621.38153 

Eow to commit revolution American style. 
320.973 

Eow to father. 649.1 

Eow to get bigger T & E deductions under the 
latest tax-law rules. 343.73052 

Eow to get control of your time and your life 
(Lakein) PBK 

Eow to get more out of sex—than you ever 
thought you could. 301.418" 

How to have fun making Christmas decorations. 
745.5941 z 

How to legally beat the bill collector. 332.024 

How to live with inflation. 640.73 
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How to make 19 kinds of American folk art 
from masks to TV commercials. 745.50973 

How to open your classroom. 372.110208 

How to read poetry. 808.1 

How to really live it up. 248.4851 

How to sing. 784.9 

How to win in the middle game of ee 794.1 

How to win over depression. 616.8 

How to write and use behavioral ives in 
vocational education programs. 370.113 

How we lost the war on poverty. 362.50773 

How will we meet the energy crisis? 333.7 

Hoye) s modern encyclopedia of card games. 
795.4 

Hugh Maples Farm cookbook. 641.59742 

Human behavior. 150 

Human behavior and the environment: 
interactions between man and his physical 
world. 301.3108 

Human development and learning. 370.15 

Human encounter. 370.973 

Human geography: spatial design in world 
society. 301.361 

Human histology. 611.018 

Human lens—in relation to cataract. 617.742 

Human potential. 001.2 

Honea reproduction; biology and social change. 

2. 


Human service organizations. 361.008 

Human sexuality and the mentally retarded 
(Conference on Human Sexuality and the 
Mentally Retarded, Hot Springs, Ark. 1971.) 
PBK 

Human side of economics, and its significance 
for enterprise management. 331.01 

Humanism and technology in assembly line 
systems. 621.75 

Humanist alternative. 309.104 

Humanizing instruction in the junior high 
school. 373.236 

Humorous but wholesome. 817 

Hundred million dollar payoff. 324.273097 

Hunt-a-work puzzle book (Preston) PBK 

Hunted riders (Faust) PBK 

Hunters of the northern forest: designs for 
survival among Alaskan Kutchin. 970.3 

Hunting and fishing. 016.799 

Husserlian meditations; how words present 
things. 

Hysteroscopic sterilization. 613.942 


I 


I called Jesus and He came leaping over 
mountains and skipping over hills. 248.2 

I heard the owl call my name (Craven) FIC 

"I managed good, but boy did they play bad.” 
(Bouton) PBK 

I promise you tomorrow. 811.54 

I remember it well. 791.430233 

I, weapon (Runyon) FIC 

I will go barefoot all summer for you (Lyle) 
PBK 

Ibsen secret. 839.9226 

Idea. 701.17 


Idea book for acting out and writing language, 
K-8. 372.6 

Ideas of physics. 530 

ie cass and system parameter estimation. 
00. 

Identity. 248.4 

Ideology. 301.1543 

Ideology and economics. 327.73047 

Ideology and participation. 320.019 

Ides of Mad (Feldstein) PBK 

IEEE conference record. 621.31923 

If I could find God. 223.1077 

Tf I love you, am I trapped forever? (Kerr) JUV 

Igneous petrology. 552.1 

Illinois. 917.73044 

Tllinois revised statutes, 1973. 348.773022 

Illinois transaction guide. 346.773066 

Illustrated history of the Jewish people. 

10.03924 


I’m human-—thank God! 248.4861 

Tm like you. 811.54 

Pm no hero. 221.922 

Tm nobody! Who are you? (Anderson) JUV 

Pm not the same person I was yesterday. 
170.202 

Image of the Indian and the Black man in 
American art, 1590-1900. 709.73 

Images of crime: offenders and victims. 364.1 

Imagination Greene (Ormondroyd) JUV 


Imagine that! (Fife) JUV 

Immobilized enzymes in food and microbial 
processes. 661.894 

Immunochemistry. 574.29 

Immunoglobulin A system. 616.0793 

Impact approach to project selection. 338.9 

Impact of the 1919-20 Red scare on American 
Jewish life. 910.039240 

Imperial Russia. 947 

Imperial Venus. 944.050924 

Imprisoned in the brotherhood. 248.4 

Improving traffic operations and safety at exit 
gore areas. 625.708- 

In behalf of children. 268.6 

In celebration of food. 641.5 

In praise of darkness. 861 

In pursuit of moral value. 170 

In search of American foreign policy. 327.73 

In search of Eden. 261.8 

In search of heresy. 813.03 

In search of the red ape. 599.884 

In the life; versions of the criminal experience 
(Jackson) PBK 

In the light of history PBK 

In the presence of mine enemies, 1965-1973; a 
prisoner of war. 959.70437 

In the shadow of man (Lawick-Goodall) PBK 


Incest and human love. 616.8914 

Incident at La Junta (Lange) PBK 

Income distribution. 339.2 

Income, employment, and economic growth. 
339.373 

Income tax regulations as of July 1, 1973. 
343.73052 

Incomes policy and inflation. 332.41 

Increasing lodging revenues and restaurant 
checks. 658.155 

Incredible egg. 596.038 

Independent living for the handicapped and the 
elderly. 362.4 

Index to all books on the physical sciences in 
English, 1967 through January 1974. 
500.2016 

Index to research in business and office 
education. 650.072 

Index to the 1830 census of Georgia. 
016.929375 

Index to the Geneological Magazine of New 
Jersey. 016.05 

Indian Books in Print. 015.54 

Indian corn and other gifts. 630.9701 

Indian land use and occupancy in California. 
970.494 

Indian paintings from the Punjab Hills. 759.954 

Indian softball summer (Bliss) JUV 

Indian village community. 915.403 

Individualism (Lukes) PBK 

Individuals in society. 301 

Indo-European folk-tales and Greek legend. 
398.042 

Indonesia. 915.98043 

Indonesia revival; focus on Timor. 269.209598 

Induced mutations in vegetatively propagated 
plants. 631.53 

Industrial arts plastics. 745.57 

Industrial security techniques. 658.47 

Indy 500. 796.720977 

Inequality; social stratification reconsidered. 
301.44096 

Infernal grove. 070.924 

Inflation cookbook: good food for hard times. 
641.5 


Influence of Flaubert on George Moore. 823.8 

Information revolution. 001.5 

Information systems. 029.7 

Information systems for managament. 658.403 

Informed vision. 370 

Injunctions in a nutshell. 347.7377 

Inpatient utilization of short-stay hospitals, by 
diagnosis, United States, 1971. 362.110973 

Inside baseball. 796.3572 

Inside pro basketball. 796.323640 

Inside pro hockey. 796.962 

Inside the earth. 551 

Inside the management team. 371.200977 

Insights. 808.80352 

Inspiration three. FIC 

INSTRAT. 332.6 

Instrumentation for airbreathing propulsion. 
629.134353 

Integrated transits. 133.508 

Intensive beef production. 636.213 

Interactions between mothers and their young 
children: characteristics and consequences. 
649.1019 

Intermediate accounting. 657.044 


JAMAICA, 1830-1930., 330.972920 


Intermediate algebra for college students. 
512.042 

International baccalaureate. 378 

International organization; law in movement, 
essays in honour of John McMahon. 341.2 

International register of current team research į in 
the social sciences, 1950-1952. 300.72 

International review of cytology. 547.805 

International Symposium on Pain. 616.047 

Interorganizational activation in urban 
communties [sic]. 301.361 

Interpersonal strategies for system management: 
applications of counseling and participative 
principles. 658.3 

Interrupted passage (Stigen) FIC 

Interstellar dust and related topics. 523.1135 

Interstellar medium. 523.112 

Interviewing: principles and practices. 158.3: 

Interwoven. 917.64035 

Intimacy, family, and society. 301.41 

Into the cauldron. 355.426 

Intrinsic values of gold coins. 332.452 

Introducing drawing techniques. 741.2 

Introduction to applied mathematics. 515.14 

Introduction to astronomy. 520 

Introduction to behavior modification. 150.8 

Introduction to biopsychology. 612.8 


_ Introduction to business law. 346.73066 


Introduction to chemical principles. 540; 542 

Introduction to climatic geomorphology. 551.4 

Introduction to computation theory. 519.4 

Introduction to computer science and 
technology. 001.64 

Introduction to corrosion and protection of 
metals. 620.1623 

Introduction to Gaelic poetry. 891.631009 

Introduction to group theory. 512.22 

Introduction to heraldry. 929.603 

Tntrođuetin to literature: fiction, poetry, drama. 
820. 

Introduction to Michael Drayton. 821.3 

Introduction to minimax. 515.7 

Introduction to modern English word-formation. 
422 

Introduction to mushroom hunting. 589.222 

Introduction to physical geography. 910.02 

Introduction to physics. 530 

Introduction to plasma physics. 530.44 

Introduction to poetry. 808.1 

Introduction to psychopathology. 616.8907 

Introduction to public enterprise in Japan. 
338.4 

Introduction to sociology. 301 

Introduction to technical mathematics. 512.1 

Introduction to the poetry of Robert Browning. 

21. 

Introductory quantitative analysis. 545 

Introductory rural sociology. 301.35 

Introductory statistical analysis. 519.5 

Invention of Dante’s Commedia. 851.1 

Inventory of county records of Kentucky. 
016.929376 

Investment company act of 1940. 346.73092 

Investor relations handbook. 659.285 

Ion transport and cell structure in plants. 
581.875 

Tron age communities in Britain. 913.36203 

Irregular serials and annuals; an international 
directory. 016.05 

Irving Wallace. 813.54 

Isaac Shelby: Kentucky’s first Governor and 
hero of three wars. 976.903092 

Islam and tribal art in West Africa. 732.20967 

Islamic world. 909.09 

Island of the skog (Kellogg) JUV 

Isle of the seventh sentry (Kent) PBK 

Isotopes and radiation in agricultural research in 
the Soviet Union. 630.724 

Israel in Egypt. 222.1095 

Israel in the period of the judges. 222.095 

Issues in corrections. 364.60973 

Issues in monetary economics. 332.4 

Italian paintings: Venetian school. 759.531 

Its Masse Day dead? 917.290696 

It’s me and I’m here! 158.2 


J 


J. Alberione: thoughts. 242 

J. B. Fischer von Erlach. 720.924 

J. M. Synge: a bibliography of published 
criticism. 016.822912 

Jacaltec language. 497.4 

Jack the Bear (McCall) FIC 

Jamaica, 1830-1930. 330.972920 


JAMAICA AND VOLUNTARY LABORERS 


Jamaica and voluntary laborers from Africa, 
1840-1865. 331.626072 

Jamaica in pictures. 917.292 

Jane Austen. 823.7 

Japan in crisis. 309.152032 

Japan: the facts of modern business and social 
lifé. 338.0952 

Japan’s technological challenge to the West, 
1950-1970: motivation and accomplishments. 
301.243095 

Jefferson and his times. 923.173 

Jennie has a birthday. 818.5407 

Jenny’s journey (Saitom) JUV ‘ 

Jewish community in America. 301.451924 

Jews in their land. 956.94 

Jin. 399.2 

Jimi. 784.0924 

Joan-—the reluctant Kennedy. 973.920924 

John Dough and the cherub (Baum) JUV 

John Frum he come. 322.440993 

John Marshall. 347.732634 

John Ruskin. 828.809 

John Steinbeck and Edward F. Ricketts: the 
shaping of a novelist. 813.52 

Josh Billings (Henry' Wheeler Shaw) 818.409 

Journey for three (Holland) JUV 

Journey into fullness. 248.4 

Joy of camping (Langer) PBK 

Joy of cooking (Rombauer) PBK 

Joys of open marriage (Heck) PBK 

Judge for yourself; a workbook on contemporary 
challenges to Christian faith. 230 

Jules Romains. 848.91209 

Jump cut (Irvine) PBK 

Jurors (Siegel) PBK 

Just one Indian boy (Witheridge) JUV 

Just outside of Eden and other paradises. 

11.54 

Juvenile justice philosophy: readings, cases, and 

comments. 345.7308 


K 


Kabbalah for the modern world. 296.16 

Kant’s Dialectic. 193 

Karl Marx play and others. 812.54 

Katmandu (Chafetz) PBK 

Katy and the big snow (Burton) PBK 

Kennedy case (Dallas) PBK 

Kentucky revival. 289.809769 

Kerkorian: an American success story. 
338.00924 

Key papers in the development of information 
theory. 001.539 y 

Keypunching. 651.59 

Kidan daran salla: music for the eve of the 
Muslim festivals of Id al-fitr and Id al-kabir in 
Kano, Nigeria. 781.76695 

Kidneys and the internal environment. 612.463 

Kids camping. 796.54 

Kilgaren (Holland) FIC 

Kill with style (Gulliver) FIC 

Killer's payoff (McBain) PBK 

Kind of rape (Kane) FIC 

King and you. 248.4 

King Henry VIPs Mary Rose. 942.052 

Kingdom and the cave (Aiken) JUV 

King’s grey mare Jarman) FIC 

Kip Van Wrinkle (Hoff) JUV 

Kissinger: portrait of a mind. 973.924092 

Kits & plans. 338.476702 

Kleber’s convoy (Trew) FIC 

Knocking on Dylan’s door. PBK 

Know your Bible better. 793.732 

Knowledge, curriculum and change. 375 

Kura; design and tradition of the Japanese 
storehouse. 725.350952 

Kurz belichtet. 438.6421 

Kuyo Chico. 301.20985 


L 


Labor relations law in the public sector. 
344.730189 

Laboratory aids in diagnosis. 616.075 

Laboratory experiences. 612.76 

Laboratory techniques for high schools. 
616.075602 

Lady Scatterly’s lovers (Fowler) FIC 

Lakeside, Ohio: first 100 years. 917.71212 

Land and conservation. 639.9 

Land and wildlife of tropical Asia. 574.959 


WAN 


Land baron (Reese) FIC 

Land beyond the mountains (Giles) FIC 

Land leviathan (Moorcock) FIC 

Land of the Bible. 915.694045 

Landforms of the humid tropics, forests, and 

\savannas. 551.40913 

Language attitudes. 301.21 

Language awareness. 420.19 

Language of business. 330.03 

Language of science. 501.4 

Language, society, and education: a profile of 
Black English. 427.973 


Language systems in Africa. 496 


Lao She and the Chinese Revolution. 895.135 

Laotian fragments (Pratt) FIC 

L’arbre au grand coeur (Silverstein) FIC 

Las Vegas (Moore) PBK 

Laser Raman gas diagnostics. 535.846 

Last Catholic in America (Powers) PBK 

Last days of mankind. 832.912 

Last eagle. 598.91 

Last letters from Stalingrad. 940.548243 

Last of the bush pilots (Helmericks) PBK 

Last series (Higdon) JUV 

Last Western (Klise) FIC 

Late Harvey Grosbeck (Millstein) FIC 

Late show (Calmer) ‘FIC 

Latin America. 309.18003 

Latin and American dances. 793.33 

Laughing garbage disposal. 599.74427 

Laughing widow (Warren) PBK 

Laughing with life. 811.54 

Laughter in darkness (Bristow) FIC 

Launching of Barbara Fabrikant (Rose) FIC 

Laurie's legacy (Aeby) PBK 

Law of advertising. 343.73082 

Laws of the kings of England from Edmund to 
Henry I. Edited and translated by A. J. 
Robertson. 340.0942 

Lawyers for the people. 340.0922 

Leadership in the fire service. €58.302 

Leallership training for teenagers. 301.1553 

Leading gtoups in personal growth. 248.42 

Learning and memory. 153.1 

Learning at work. 658.31243 

Learning to be. 371.102 

Leavenworth irregulars (Blankenship) FIC 

Lebanon: bridge between East & West. 
915.692044 ` 

Lectures on algebraic topology. 514.2 

Lecttires on Boolean algebras. £11.32 

Lectures on complex analytic varieties: finite 
analytic mappings. 515.9 

Legacy of the Indus. 915.49103 

Legal first aid. 340.0973 

Legal imagination. 808.06634 

Legal rights of the convicted. 344.730356 

Legal services corporation bill. 344.730325 

Legend of the green man (Hely) PBK 

Legends o’ the bells, 398.356 

Legends of saints and sinners. 398.209415 

Legends of the earth. 398.36 

Legislative-executive policy-making. 350.00372 

Legislative performance in the States. 328.365 

Leonardo da Vinci's advice to artists. 751.4 

Les Diners de gala. 641.5944 

Let me hear you whisper. 812.54 

Let singing be my song. 821 

Let’s fall in lové (Hill) FIC 

Let's start a circus. 791.3 

Let’s stop destroying our children. 614.8 

Let’s visit the policemen. 363.2 

Letters addressed to the daughters of a 
nobleman, on the formation of the religious 
and the moral principle. 248.4 

Letters for literary ladies. 823.7 

Letters of Hart Crane and his family. 811.52 

Letters of Lady Anne Barnard ta Henry 
Dundas, from the Cape and elsewhere, 1793- 
1803, together with her Journal of a tour into 
the interior, and certain other letters. 
916.870430 

Letters to an actress (Turgenev, Ivan 
Sergeevich) 891.733 

Lewi Pethrus: a spiritual memoir. 270.826 

Liaison nursing; psychological approach to 
patient care. 610.696 

Libels, warrants, and seizures: three tracts, 1764- 
1771. 345.420256 

Liberal studies in further education. 374.014 

Liberated Mother Goose. 811.54 


‘Liberated parents/liberated childzen. 301.427 


Librarianship. 020.23 

Library power. 020.1 

Library science dissertations, 1925-1972. 020.8 
Life and adventures of Peter Wilkins. 823.6 
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Life and adventures of Sir Launcelot Greaves °? 
(Smolfett) FIC 

Life and times of Eamon de Valera. 941.590924 

Life and times of Thomas Wakley. 610.924 

Life in America. 759.13 

Life is forever. 133.9013 . 

Life of Captain James Cook. 910.924 

Life of Geoffrey Chaucer. &21.1 

Life of Jonathan Swift. 828.509- 

Life of Mr. Thomas Gent, printer, of York. 
686.20924 

Life of Sir Philip Sidney. 821.3 

Life of Thomas Ruddiman. 686.20924 

Life portraits of William Shakespeare. 822.33 

Light beyond. 813.3 

Light of day (Ambler) PBK 

Limits of the city. 301.363 

Lincoln Steffens. 070.40924 

Linear multiobjective programming. 519.72 

Lions in the street;the inside story of the great 
Wall Street law firms (Hoffman) PBK 

Lipid metabolism and atherosclerosis. 616.136 

Liquid metal fast breeder reactor. 621.4834 

Liquid state physics—a statistical mechanical 
introduction. 532.05 

Listen to the spirit as He speaks to youth. 
231.3 

Listening in the dark. 599.4 

Literary criticism of Dante Alighieri. 851.1 

Literary Dublin. 820.994183 

Literary market place, with Names and 
Numbers. 655.473 

Literature and the other arts, 016.7 

Literature of education. 016.37 

Lithography. 763 . 

Little book of many colors. 170 

Little kid’s craft book. 745.5 

Little LISPer. 001.6424 

Little novels (Schnitzler) FIC 

Little that is all. 811.52 

Live longer now. 613 

Lives to remember. 301.412097 

Living and learning with children. 362.71 

Living Aristophanes. 882.01 

Living issues in philosophy. 100 

Living single. 811.54 

Living the natural life. 641.4 

Living with your eye operation. 617.71 

Lloyd’s of London. 368.942 

Localization of,federal manpower planning. 
331.110973 

Locally compact semi-algebras. 512.55 

Location criteria for high schools: student 
transportation and racial integration. 910 

Locked in a room with open doors. 261.8 

Loggerhead turtle; survivor from the sea. 

98.13 


Logic and arithmetic. 512.72 

Logical design of coperating systems. 001.642 

Longest mile. 309.1769 

Look and laugh (Pierce) JUV 

Look for words (Webster) PBK 

Look, Hiroshi! (Zimelman) JUV 

Look with May Ling (Maxwell) JUV 

Loose in the world. 248.92 

Lord of the elves and eldils. 828.91209 

Lord William Bentinck. 954.031092 

Lost and found. 643.6 

Lost beauties of the English language. 428.1 

Lost farm (Curry) JUV 

Louis XVI furniture. 749.24 

Love and war. 891.5531 

Love, loved, loving! 811.54 

Love merchants (Lewis) PBK 

pove songs of the New Kingdom. 893.1 
overs’ astrology cookbook. 133.586415 

Low carbohydrate cookbook. 641.5638 

Low maintenance gardening. 712.6 

Luchino Visconti. 791.430233 

Luna flora: sculpture in bread. 745.5943 

Lynching at Broken Butte (Patten) FIC 

Lysbet and the fire kittens (Moskin) JUV 


M 


MacArthur and Wainwright. 940.5426 

Macaulay. 828.809 

Mackinaws down the Missouri. 
917.804209 

MacQuaid (Rifkin) FIC A 

Macroeconomics. 339 

Macroeconomics: analysis and policy. 339 

Macromancy. 339.31; 339.5 

Mad folk of Shakespeare. 822.33 

Mad’s talking stamps {Jacobs} PBK 
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Maeterlinck’s symbolism. 809 

Magic camera (Pinkwater) JUV 

Magic tales and magic tricks. 793.8 

Magnolia journey: a Union veteran revisits the 
former Confederate States. 917.5044 

Mainstream of civilization. 901.9 

Major Bible themes. 230 

Major European governments. 320.3094 

Major themes in modern philosophies of 
Judaism. 3 

Make your own rings & other things: working 
with silver. 739.27 

Making music. 781 

Making the world safe for pornography and 
other intellectual fashions. 301.31 

Malaysia and Ceylon. 320.91724 

Malcolm Lowry: his art & early life. 813.54 

Male survival; masculinity without myth. 
301.411 

Mamiya professional systems handbook. 771.31 

Man and society (Deming) PBK 

Man and the future of organizations. 301.55 

Man and the social sciences. 300 : 

Man & woman, boy & girl (Money) PBK 

Man-fate. 811.52 

Man from Atlantis (Robeson) PBK ' 

Man in adaptation. 301.2; 573 

Man in America. 375.3 

Man is an onion. 801 

Man Ray. 709.24 

Man who cried I am (Williams) PBK 

Men aith the black worrybeads (Rumanes) 


Man without a gun (Evarts) PBK 

Management of people in hotels, restaurants, 
and clubs.. 658.376479 

Management of the multinationals: policies, 
operations, and research. 658.18 

Management of working capital. 658.152 

Management plus. 658.4 

Manager today, executive tomorrow. 658.4 

Managing anxiety. 616.852 

Managing multinational corporations. 658.18 

Managing the productive process. 658.5 

Managing the socially responsible corporation. 
658.408 k 

Manpower placement: service delivery for the 
hard-to-employ. 331.128 

Mansion on the Moors (Ross) PBK 

Manual for sampling airborne pollen. 614.71 

Manual for the potter. 738.1 

Manual of industrial corrosion standards and 
control. 620.11223 

Manual of i tropical housing and building. 
721.0913 

Manual on the use of thermocouples in 
temperature measurement. 536.5 

Marcadia (Ashby) PBK 

Margaret Sanger (Lader) PBK 

Marine carbonates. 549.78 

Marine molluscan genera of western North 
America. 594.0979 

Mark Twain. 818.409 

Marketing economics guide, 1973-74. 330 

Marketing in a shortage economy. 658.8, 

Marrakech express. 916.4045 

Marriage counseling. 301.42 

Martha (Schiff) FIC 

Mary Wollstonecraft Godwin. 301.412092 

-Master craft of living. 248.4899 

Masters tournament (Liss) PBK 

Material requirements planning. 658.7 

Materials and man’s needs. 620.11 

Materials management. 658.7 

Mathematical methods for social and 
management scientists. 510 

Mathematical methods of statistical quality 
control. 620.0045 

ete review for the physical sciences. 

2. 


Mathematics for elementary teachers. 512.1 

Mathematics: with applications in the 
management, natural, and social sciences. 510 

Matlock paper (Ludlum) PBK : 

Matrimonial litigation: strategy and techniques, 
1974. 346.730166 

Matter of life and death. 839.31362 

Maurice Maeterlinck. 848.809 

Maverick. 387.74- 

Mavericks (Schaefer} PBK 

Maxfield Parrish poster book. 741.0924 

Maya cities: placemaking and urbanization. 
301.363097 

Mayor’s mandate. 352.008309 

Me and the spitter. * 796.357092 

Meaning of Czech history. 943.7 

Meaning of poetry. 808.1 


Meaning of Teilhard de Chardin. 194 

Meanings of fear. 616.8522 

Measure for measure (Shakespeare) PBK 

Measurement and analysis of behavioral 
techniques. 371.26 

Meatless cooking the natural way. 641.5636 

Mechanical drawing. 604.2 

Mechanical engineering license review, 621.076 

Mechanics. 1 

Mechanism of energy transduction i in biological 
systems. 508.1 

Mechanisms in allergy reagin-mediated 
hypersensitivity. 616.079 

Medical laboratory for developing countries. 
616.075602 

Medical research systems in Europe. 610.7204 

Medicine and man (Poynter) PBK 

Medicine and society in China. 362.10951 

Medicine Creek (Tumer) FIC 

Medieval drama. 822 

Mediterranean type ecosystems. 574.542 

Meeting individual needs in elementary 
mathematics. 372.7 

Melodrama. 809.252 

Membrane structure and mechanisms of 
biological energy transduction. 574.875 

Memoir of Central India, including Malwa and 
adjoining provinces. 915.430331 

Memoirs of a female thief (Maraini} FIC 

Memoirs of a scam man. 364.160924 

Memoirs, official and personal. 920.073 

Memoranda on Shakespeare’s tragedy of Troilus 
and Cressida. 822.33 

Memories of a Catholic boyhood. 

Memos to management. 658.4 

Men, beasts, and gods. 636.08309 

Men of old Miami, 1809-1873. 920.073 

Men of the earth. 913.03 

Men of the harem (Hudson) PBK 

Men on the move. 331.544097 . 

Men released from prison. 364.8 

Mental illness in perspective: history and schools 
of thought. 616.89009 

Merit atlas; man’s earth and universe. 912 

Merlin’s ring (Munn) PBK 

Mervyn Le Roy: take one. 791.430233 

Mesoamerican Southwest. 970.49 ` 

Metallic muse (Biggle) PBK 

Metallographic specimen preparation: optical 
and electron microscopy. 669.95028 

Metals, ceramics, and polymers. 620.011 

Metaphor. 808 

Methodological unity of science. 501 

Methodology in microcirculation. 612.13 

Methodology in the study of international 
relations. 327.018 

Methods in cell biology. 547.780 

Methods of basic business and economic 
education. 330.07 f 

Methods of psychic development. 133 

Michigan on mendammas (Lyke) JUV 

Microbial metabolism. 576.113308 

Micronesia at the crossroads. 320.9965 

Microphones: design and application. 
621.380282 

Middle Ages. 914.031 

Middle East: U.S. policy, Israel, oil, and the 
Arabs. 327.73056 . 

Middle Ordovician crinoids from southwestern 
Virginia and eastern Tennessee. 563.910976 

Middle western farm novel in the twentieth 
century. 813.5093 

Miernik dossier (McCarry) PBK 

Milestones in cataloging. 020.8 

Military foundling (Mauborgne) FIC 

Milton and Paradise lost. 821.4 

Mind and the soul. 128.2 

Mind’s eye: readings in sociology. 301.08 

Minolta SR-T 102/101/100 guide. 771.31 

Minstrel knight (Hieatt) JUV 

Miracle of shock treatment. 616.8912 

Miracle of the Bible. 220.6 

Mishmash and the sauerkraut mystery (Cone) 
PBK 


Miss Bianca (Sharp) PBK 

Misspeller’s dictionary. 428.1 

Mr. Elephant’s birthday party (Kent) PBK 

Mr. Majestyk (Leonard) PBK 

Mistress of priory manor (Hyatt) PBK 

Misty mornings and moonless nights. 799.244 

Models of doom. 339.5 

Modern age. 820.9 

Modern and ancient barrier sediments: new 
interpretation based on stratal sequence in 
inlet-filling sands and on recognition of 
nearshore storm deposits. 508.1 

Modern control systems. 629.83 


813.54 


MYTHS, MODELS, AND PARADIGMS. — 


Modern corrections. 364.3 

Modern Europe in the making. 914.03 

Modern France. 321.804209 

Modern kospital hypnosis, especially for 
anaesthetists. 615.8512 

Modern mathematics for business decision, .» 
making. 

Modern cccasions. 810.80054 

Modern physical science. 500 

Modern techniques in physiological sciences. 
574.1028 

Modern təxtile and apparel dictionary. 677.003 

Modes of individualism and collectivism. 
300.18 

Modular instruction. 371.394 

Ben preparation for teaching reading. | 

28.407 


Mohave war reminiscence, 1854-1880. 399 

Molecular orbital methods in organic chemistry 
HMO and PMO. 547 

Molecules in a test tube. 541.22 

Mollie Make-Believe (Bach) JUV 

Moments of vision. 821.8 

Monastic world, 1000-1300. 271.00902 

Monetary process. 332.4 

Monkeys as perceivers. 599.805 

Monks, merit, and motivation: Buddhism and 
national development in Thailand. 

- 294.337830 

Monsieur Butterfly. 782.10924 

Monsters: twenty terrible and wonderful beasts 
from the classic dragon and colossal minotaur 
to King Kong and the great Godzilla. 
398.2454 

Montana: the gold frontier. 917.86032 

Moon for the misbegotten. 812.52 

Moon: its past development and present 
behavior. 559.91 

Moon over Moncrieff (Rowland) FIC 

Moor of Venice. 822.33 

More classic trains. 385.0973 

More effective programs for a cleaner 
environment. 301.310973 

More letters from camp (Adler) PBK 

More money in your pocket. 332.024 

More profits through advertising. 659.196580 

More than a century. 378.76745 

More unholy Writ. 811.54 

Morphology of the Sirenia. 599.550447 

Morris Brookside is missing (Sharmat) JUV 

Morrison era. 320.976335 

Moses; where it all began. 222. 1209 

Most-of-the-time Maxie (Holl) JUV 

Mother (Goose) in hieroglyphics. 398.8 

Motion picture film editor. 778.535 

Movie makers: artists in an industry. 
791.430233 

Moviemaking. 778.5349 

Mrs. October was here (Dowell) FIC 

Mud and money (Ellyson) FIC 

Muhammad: prophet and statesman. 297.63 

Multiattribute decisions in marketing. 658,8 

Multinational corporation and social policy. 
658.408 

Mundome (Mojtabai) FIC 

Municipal bonds workshop, 10th. 346.73092 

Murder in the Calais coach (Christie) PBK 

Murder cn the links (Christie) PBK 

Mushroom center disaster (Bodecker) JUV 

Music education for the deaf. 371.9124 

Music of Africa. 780.96 

Music yearbook 1973-4. 780.942 

Muslim Spain, its history and culture. 914.6032 

Must history repeat itself? 338.9 

Mutt (Bradbury) PBK 

My adveatures around the world in 75 
countrizs. 910.4 

My friend, Julia Lathrop. 362.70924 

My grandson Lew (Zolotow) JUV 

My orphans of the wild: rescue and home care 
of native wildlife. 639.9 

My own woman (Mitchell) PBK 

My secret garden (Friday) PBK 

My war with God. 248.2 j 

My years with Edgar Cayce (Carter) PBK 

Mystery of the black diamonds (Whitney) PBK 

Mystery of the gulls (Whitney) PBK 

Mystery of the missing red mitten (Kellogg) 
JUV 

Mystery of the strange traveler (Whitney) PBK 

Mystery of the whispering voice (Heide) JUV 

Mystery on the Isle of Skye (Whitney) PBK 

Mystics. 294.542 

Myth in Indo-European antiquity. 291.13 

Myths and legends of the Celtic race. 
398.20942 

Myths, models, and paradigms. 200.1 


NAKED MIN OF BUDDY 


N 


Naked mind of Buddy Hackett. 811.54 

Nakéd teacher (Kenyon) PBK 

Narcotics and drug abuse. 362.293097 

Nargun and the stars (Wrightson) JUV 

Narrative poems, and poems of doubtful 
authenticity. 821.3 

Narratives of captivity among the Indians of 
North America. 016.9701 

Nasser. 962.050924 i 

Nathaniel Hawthorne. 813.3 

National income of Western Samoa. 
339.209961 

National party Platforms, 1840-1972. 
329.021309 

Nationalism in India. 320.954 

Native American words. 811,54 

Natural folk remedies. 615.882 

Natural gas deregulation legislation. 343.73092 

Natural superiority of women. 301.412 

Nature and growth of modern mathematics 
(Kramer) PBK 

Nature of the moment. 821.912 

Nature photography; its art and techniques, 

Nature’s harvest. 641.65 

Navies of the world. 359.009034 

Nazi party courts: Hitltr’s management of 
conflict in his movement, 1921-1945. 329.943 

NC/CAM profits for the 70’s. 621.902 

Nearing case. 378.74811 

Nebel. 791.440924 


` Needlepoint: design your own. 746.44 


Needlepoint made easy. 746.44 
Negro musicians and their music. 781.773 


' Nelson. 359.331092 


Neo-classic drama in Spain. 862.409 

Nervous system. 612.8 

Nessie the monster (Hughes) JUV 

Network analysis. 621.3192 

Neuroretinal degenerations. 616.8 
Neurosurgical approach to the relief from pain. 


New approaches in psychological measurement. 


New assault on equality. 153.93 


New clinical l laboratory standardization methods. 


616.075602 

New colleges for new students. 378.73 

New concepts II. 540.8 

New concepts in air pollution research. 363.6 

New consciousness in science and religion. 215 

New criminology (Taylor) PBK 

New day. 808.042 

New developments in topology. 514.2 

New dictionary of economics. 330.03 

New dictionary of statistics. 310.3 

New dimensions of peace. 327.09045 

New England wilds. 500.974 

New Haven laboratory. 309.250974 

New hebridean mobility. 301.326099 

New Hungarian agriculture. 338.109439 

New Japanese photography. 779.0922 

New Jews. 248.246 

New joy. 248.843 

New light of hope. 362.196836 

New listings. 811.54 

New models for mass communication research. 

New nurse. 610.73 

New pearl of great price. 540.1 

New revised Velazquez Spanish and English 
dictionary. 463.21 

New Testament, an introduction. 225.07 

New York, a play. 812.54 

New York criminal practice. 345.74705 

New York times book of money. 332.024 

Newcomers. 917.3032 

Newer spirit. 801.95 

Next 50 years on the moon. 999.1 

Night stands at the door (Blake) FIC 

Night wind (Allan) JUV 

Nightmare in Eden (Asher) PBK 

Nine billion names of god (Clarke) PBK 

Nine months. 612.63 

NLRB regulation of election conduct. 
344.730187 

No bail for Dalton (Borgenicht) FIC 

No-growth society. 301.32 

Noblesse oblige. 301.442 

Nomenclature and criteria for diagnosis of 
diseases of the heart and great vessels. 
616.1075 


18? 


Non-linear differential equations of higher order. 


515.35 

”Non-specific” factors influencing host 
resistance, a reexamination. 574.29 

Nonresident individuals—U.S. income taxation 
and withholding. 343.7304 

Nonverbal communication. 153; 156.3 

North Korean economy. 330. 95193 

Northern fishes; with special reference to the 
Upper Mississippi Valley. 597.092977 

Nose knows (Hildick} JUV 

Notes on language and style. 808 

Notes on William Shakespeare and Robert 
Tofte. 822.33 

Novels and novelists of the eighteenth century, 
in illustration of the manners and morals of 
the age. 823.03 

Nuclear magnetic resonance. 538.3 

Nuclear power in industry. 621.48 

Nuclear power reactor instrumentation systems 
handbook. 621.483 

Numerical quadrature and solution of ordinary 
differential equations. . 510.8 

Numerical solution of partial differential 
equations. 515.353 

Nuplex Red (Quinn) PBK 

Nurse and the talisman (Burnett) FIC 

Nurse in the Caribbean (Francis) FIC 


O 


O. J.: the story of football’s fabulous O. J. 
Simpson. 796.332092 

Obituary for a hometown: urban renewal in 
Trenton, New Jersey. 309.262097 

Objectives for instruction and evaluation. 
370.152 

Objetany. 811.54 

Obstetrical anesthesia. 617.96 

Occult Reich (Brennan) PBK 

Occupational safety and health act. 344.730465 

October men (Price) FIC 

Ocular differential diagnosis. 617.71 

Ocular inflammatory disease. 617.71 

Of cabbages & kings. 242 

Of course I love you, but. 301.427 

Office guide to real estate appraisal reporting, 
with model specimens. 333.332 

Official Arrow street guide of greater Brockton 
and the south shore, including Avon, 
Braintree, Brockton, Bridgewater, Canton, 
Cohasset, Duxbury, E. Bridgewater, Easton, 
Hanover, Hanson, Hingham, Holbrook, Hull, 
Kingston, Marshfield, Middleborough, 
Norwell, Quincy, Pembroke, Randolph, 
Rockland, Scituate, Sharon, Stoughton, W. 
Bridgewater, Weymouth, Whitman. 917.4482 

Official Associated Press sports Almanac 1974. 
PBK 

Official baseball dope book. PBK 

Official baseball register. 796.357 

Official guide to silver & silverplate. 739.23075 

Oh, Eden! (Rogers) PBK 

Ohio government, State and local. 320.4771 

Oil and the congressional process. 338.272820 

Old acquaintance. 821.7 

Old American prints for the collector. 769.973 

Old English poems. 829.1 

Old farm tractors. 631.372 

Oliver Goldsmith. 828.609 

Olympic rain forest (Kirk) PBK 

Omdurman. 962.6203 

On analyzing crime. 364.08 

On caring. 241.699 

On communication: listening, reading, speaking 
and writing. 001.5 

On community, family, and delinquency; 
selected writings. 301 

On insulting your ills (with instant cures) 
614.88 

On machine intelligence. 001.535 

On organizations of the future. 658.406 

On society and social change. 301 

On such a full sea. 616.075 

On the track of Bigfoot. 001.94 

Once upon a pond (Guthrie) JUV 

One and indivisible French Republic. 354.44 

One bright summer morning (Raymond) PBK 

One-day adventures by car. 917.471044 

One home under God. 248.4 

100 biografias de Puertorriquenos ilustres. 
920.073 

One o’clock at the Gotham (Denniston) FIC 

1001 pitfalls in French. 448.3421 


AMERICAN BOOK PUBLISHING RECORD 


One thousand and one thoughts from my 
library. 242 

One white crocodile smile (Hefter) JUV 

Only couples need apply (Disney) PBK 

Only with a bargepole (Porter) FIC ‘ 

Opal pendant (Barr) PBK 

Open classroom. 372.13 

Open education. 372.110208 

Open house (Beggs) PBK 

Opera production II. 782.07 

Operation hammerlock (Marlowe) PBK 

Optics. 

Optimization of electronic measurements. 
621.381043 

Oregon odyssey of wheels. 811.54 

Organic directory. 641.34 

Organization and administration of health care. 
658.913621 

Organization and management: basic systems 
concepts. 

Organizations of the future. 301.1832 

Organometallics in organic synthesis. 547.05 

Oriental ideas in recent religious thought. 
291.095 

Origami for everyone. 745.54 

Origins and growth of sociology. 301.09 

Origins of English feudalism. 321.30942 

Origins of Greek religion. 292 

Orphan. 811.54 

Orthopedic nursing. 610.73677 

Oscar C. Howard, master of challenges. 
338.761642 

Oscar Lobster’s fair exchange (Thompson) PBK 

Ossicle morphology of some recent asteroids 
and description of some west American fossil 
asteroids. 563.930978 

Other people's mail. 826.008 

Other voices: Black, Chicano and American 
Indian press. 070.484097 

Otto’s night watch. 658.916862 

Ounce of prevention. 649.7 

Our motherland and other ventures in Russian 
reportage. 914.70385 

Our portion of hell: Fayette County, Tennessee. 
323.119607 

Our rejected children. 364.350973 

Our visited planet. 232.5 

Our way: their way. 301.2 

Our wildlife legacy. 799 

Out of the zenith. 522.194271 

Outer Mongolia and its international positions. 
327.5173 

Outlaws of Lost River (Evan) FIC 

Outlaws three (Field) PBK 

Outline of astronomy. 520.202 

Outline of Irish railway history. 385.09415 

Outline of pharmacology. 615.10202 

Overland through Asia. 915.0442 

Owls. 598.97 

Owl’s song (Hale) JUV 

Oxford dictionary of the Christian Church. 203 


P 


Pagan place (O’Brien) PBK 

Pagans in the pulpit. 261.8 

Pain. 616.047 

Painting and experience in fifteenth century 
Italy. 759.5 

Paintings of Gerald Murphy. 759.13 

Pale but ... splendid morning. 242 

Palladio and Palladianism. 720 

Pan-African movement. 320.54096 

Panjamon: I was a headhunter (Domalain) 
PBK 

Pantomime. 792.30942 

Paradise lost and the modern reader. 821.4 

Paraguayan paper money. 769.559892 

Parallax view (Singer) PBK 

Parenteral nutrition in infancy and childhood. 
615.63 

Park, the park (Freschet) JUV 

Particleboard. 674.8 

Particularized navigation: how to prevent 
navigational emergencies. 527 

Passage of power. 301.592 

Passages about earth. 901.947 

Passing stranger (Hoffman) FIC 

Passing through. 811.54 

Pastoral prayers. 248.3 

Pat Loud: a woman’s story. $17.303924 

Patient care and special procedures in radiologic 
technology. 616.0757 ` 

Patient charges in short-stay hospitals, United 
States, 1968-1970. 362.110973 


JULY 31,1974 


Patterns and processes. 301.24 + 

Patterns of civilization: Asia. 915.03 

Patterns of power. 370.193 

Patterns of thinking. 808.04275 

Paul and his teachings. 227.066 

Paul Klee notebooks: volume 2. 759.9494 

Peacocks and primroses. 823.8 

Peanuts in Penang (Richards) FIC 

Peasants’ revolt, 1381. 942.038 

Peking incident (Atcheson) PBK 

Pelican guide to English literature. 820.9 

Penelope's zoo (James) PBK 

Penguin. 598.441 

Peninsular War, 1807-1814. 940.27 

Pennsylvania crimes code, annotated. 
345.748002 

Penny crossword puzzles (Webster) PBK 

Pentallion (Blake) PBK 

People at war, 1939-1945. 940.548 

Peoples (Downs) FIC 

Peoples of Philadelphia. 973.091748 

People’s Republic of China 4-minute exercise 
plan. 613.71 

Peptide hormones. 615.36 

Perfect stranger (Haring) PBK 

Perfecting the marching band: techniques and 
procedures for marching musical units of all 
sizes. 785.0671 

Perfection and progress: two modes of Utopian 
thought. 335.0209 

Periodontal disease among youth 12-17 years, 
United States. 312.0973 

Persistent pesticides in the environment. 574.5 

Fefsonal communication in human relations. 

22 


Personal finance; consuming, saving, and 
investing. 332.024 
Personality and politics. 320.019 
Personality theories: guides to living. 
2 


Perspectives in zoosemiotics. 
156.23 


Perspectives on environment. 301.31 

Persuasion: communication and interpersonal 
relations. 808.4 y 

Petersen's photographic magazine equipment 
buyer’s guide. 380.145771 

Peyote hunt. 299.7 

Phaedrus. 184 

Phaeton ride. 330.973 

Phantom empire (Sears) FIC 

Phenomenon of obedience. 221.922 

Phenomenon of revolution. 301.6333 

Philately. 016.76956 

Philip Larkin. 821.914 

Philippine emergency and guerrilla currency of 
World War IL 769.559599 


Philosophical problems of science & technology. 


501 

Philosophical problems of space and time. 501 

Philosophies of education. 370.1 

Philosophy and the arts. 111.85 

Philosophy, morality, and international affairs. 

2.4 

Philosophy of physics. 530.01 

Philosophy of the human voice. 818.209 

Philotherapy. 616.8914 

Phospholipid vesicles (liposomes) as models for 
biological membranes: their properties and: 
interactions with cholesterol and proteins. 
541.345308 

Photoelastic stress analysis. 620.1123 

Photoguide to effects and tricks. 778.8 

Photoguide to enlarging. 770.28 

Photoguide to flash. 778.37 

Photoguide to home processing. 770.28 

Photoguide to portraits. 778.92 

Photoguide to the 35mm single lens reflex. 
770.282 

Photomesic and photonuclear reactions and 
investigation methods with synchrotrons. 
530.08 

Physical chemistry of production or use of alloy 
additives. 669.94 

Physical education activities for every month of 
the school year. 613.7042 

Physical management for the quadriplegic 
patient. 617.375 

Physical models for semiconductor devices. 
621.38152 

Physics for career education. 530 

Physics for colleg&\students. 530 

Physics of music. 781.1 

Physics of solar contjnueem radio bursts. 
523.01 

Physics of tire traction, theory and experiment. 
678.32 


PROFESSIONAL CORPORATIONS—197A., 346.73066 


Physiological and cellular basis of metabolic 
bone disease. 616.71 

Physiological chemistry of carbohydrates in 
mammals. 599.019248 

Physiology of exercise for physical education 
and athletics. 612.76 

Pianist’s problems. 786.3041 

Piman Shamanism and staying sickness (Ka:cim 
Munkidag) 616.070970 

Pin to see the peepshow (Jesse) FIC 

Pine Park Team (Seymour) JUV 

Pineal chemistry in cellular and physiological 
mechanisms. 612.492 

Pioneer agricultural journalists. 070.449630 

Pioneering in the faith. 286.10924 

Pioneers and founders. 266.00922 

Pioneers in marketing. 380.10922 

Pitch notation and equal temperament. 781.22 

Place of honor (Kelly) FIC 

Place of houses. 728.3 

Plague of Europeans. 916.03 

Plain speaking. 973.918092 

Planetfall. 523.4 

Planets, stars and nebulae. 522.65 

Planning & remodeling kitchens. 643.3 

Planning colleges for the community. 378.1543 


Planning for development in sub-Saharan Africa. 


338.967 

Planning for educational reform. 379.120973 

Planning guide for radiologic installations. 
616.0757 

Planning non-traditional programs. 374 

Plant engineer's handbook of formulas, charts, 
and tables. 658.200212 

Plant mineral nutrition. 581.1335 

Plant root and its environment. 581.1 

Plant viruses. 576.6483 

Plastic surgery. 617.95 

Plating of plastics with metals. 668.41 

Play direction. 792.0233 

Playback. 792.0922 

Playboy’s sex in cinema 4. 791.430909 

Please give a devotion for active teens. 242 

Pleasures of Cloris (Colleton) PBK 

Plentitude of word games. 793.73 

Ploesti: oil strike (Sweetman) PBK 

Poem as process. 809.1 

Poems of Anne, Countess of Winchilsea. 821.5 

Poetry handbook. 808.103 

Poetry nosegay and leaves of wisdom. 811.54 

Poetry: past and present. 821.008 

Poet’s craft. 808.1 

Police-community relations. 659.293632 

Political behavior and public opinion. 301.592 

Political integration of urban squatters. 301.36 

Political parties and political issues: patterns in 
differentiation since the New Deal. 329.02 

Political parties in American history. 329.02 


Political representation in metropolitan agencies. 


328.730734 

Political stage: American drama and theater of 
the great depression. 812.52093 

Politics and government. 320 

Politics and land use planning. 333.770942 

Politics and law in health care policy. 
362.10973 

Politics and oil: Moscow in the Middle East. 
327.47 

Politics for evangelicals. 261.7 

Politics of Canadian broadcasting, 1920-1951. 
384.540971 

Politics of commitment. 329.554 

Politics of development. 333.709713 

Politics of representation. 329.30221 

Pollution control and energy needs. 540.8 

Pollution control: corporate responses. 
301.310973 

Pollution control in the dairy industry. 628.54 

Pollution engineering techniques. 628.168 

Polly’s principles; Polly Bergen tells you how 
you can feel and look as young as she does. 
646.72 

Polyglot’s lexicon, 1943-1966. 423 

Polynesian peasants and proletarians. 
309.196211 

Pooh get-well book. 649.8 

Popular writing in America. 808.04275 

Population, contact, and climate in the New 
Mexican pueblos. 301.31 

Population, environment, and the quality of life. 
301.32973 

Population in modern China. 301.32951 

Portals (Mann) FIC 

Portrait of Haldane at work on education. 
370.10924 

Positivism in Mexico, 199.72 

Possbile episomes in eukaryotes. 591.8732 


Postal monopoly: an assessment of the Private 
express statutes. 383.0973 

Postdoctoral education in clinical psychology. 
616.890071 

Posthumous works. 301.412 

Poverty establishment. 301.441 . 

Power and community in world politics. 327 

Power and politics in America. 320.473 

Power and polities in the school system. 371.2 

Power struggle. 296.30924 

Power volleyball for girls and women. 796.325 

Powerful stories from the lives of Latter-day 
Saint men. 289.30922 

Practical geography; strategies for study. 
910.712 


Practical inorganic chemistry: preparations, 
reactions, and instrumental methods. 546.028 

Practical merger techniques for buying and 
selling a business. 346.730662 

Practical plumbing drafting. 604.26961 

Prayer can change your life. 248 

Prayer can change your life (Parker) PBK 

Prayer for each day. 242.2 

Prayer-God and the devil. 264.1 

Prayer—or pretense? 248.3 

Precalculus mathematics. 512.077 

Precolonial African history. 960.20072 

Prediction of suicide. 362.22 

Prediction techniques synthesized. 133.508 

La prensa. 468.6421 

Preparation for childbirth (Ewy) PBK 

Presentation piece, 811.54 

Presidential transactions. 353.0313 

Presidents of the United States of America. 
973.0992 

Price of prosperity; lessons from Japan. 
330.95204 

Primitive art & society. 709.011 

Principalship: foundations and functions. 
371.2012 

Principles and types of speech communication. 


Principles of astronomy. 520 

Principles of business data processing. 651.8 

Principles of chemistry with practical 
perspectives. 540 

Principles of dairy science. 636.214 

Principles of general psychology. 150 

Principles of international law concerning 
friendly relations and cooperation. 341.01 

Principles of macroeconomics and money. 330 

Print making without a press. 760.28 

Printing and the mind of man. 081 

Prisoner of war. 940.547252 

Private realities: recent American photography. 
779.0922 

Prize-winning recipes from the Golden Harvest 
Kitchens. 641.5 

Probabilistic methods in combinatorics. 511.6 

Probing the past. 907.12 

Problem-solving through creative analysis. 
658.403 

Probiems and models in operations management. 
658.54 

Problems in developing academic library 
collections. 025.21 

Problems in intellectual freedom and censorship. 
363.31 

Problems in library public relations. 659.29021 

Problems of a world monetary order. 332.45 

Proceedings (Symposium on the Impact of Oil 
Resource Development on Northern Plant 
Communities, University if Alaska) 581.524 

Proceedings. 001.424 

Proceedings (Industrial Waste Conference, 
Purdue University, Lafayette, Ind) 660.288 

Proceedings (International Joint Conference on 
Pattern Recognition, Ist, Washington, D.C.) 
001.534 

Proceedings of the International Conference on 
Nuclear Physics, Munich, August 27- 
September 1, 1973. 539.7 

Proceedings of the Larc Institute on automated 
circulation systems. Held January 27-28, 
1972, at the Sahara Tahoe Hotel, Stateline, 
Nevada. 025.020285 

Proceedings on infinite dimensional holomorphy, 
University of Kentucky 1973. 510.8 

Process of group communication. 301.185 

Process of management. 658.4 

Process server and other stories (LaPell) FIC 

Processing of thermoplastic materials. 
668.41082 

Professional broadcast writer's handbook. 
808.066791 

Professional chef. 641.57 

Professional corporations—-1974. 346.73066 


PROFESSION JOB CHANGING SYSTEM. 


Professional job changing system. 650.14 
Progress in pediatric surgery. 617.98 
Progress in separation and purification. 660.284 
ee in the neurosciences and related fields. 

12.82 
Pregrassives and the slums. 309.262097 
Prolegomena to all future metaeconomics. 

0.09 


Prologue to modernity: early modern Europe. 


940.2 
Pronatalism. 301.427 
Properties of materials for electrical engineers. 
20.1 


Proposed fortification policy for cereal-grain 
products. 664.756 

Protection fundamentals for low-voltage 
electrical distribution systems in commercial 
buildings. 621.31924 

Protest and the urban guerrilla. 301.633 

Protest movements in rural Java. 322.440959 

Proud flesh (Humphrey) PBK 

Proverbs of Alfred, re-edited from the 
manuscripts. 398.921 

Proxy; poems. 811.54 

La prueba de los amigos. 862.3 

Psychiatric diagnosis. 616.89 

Psychic dependence: definition, assessment in 
animals and man. 616.86 

Psychic scene (Ebon) PBK 

Psychoanalysis and psychotherapy: selected 
papers. 616.89081 

Psychological aspects of a first pregnancy and 
early postnatal adaptation. 612.63019 

Psychologist’s sensational cookbook. 641.5 

Psychology. 150 

Psychology and race. 301.451042 

Psychology as a behavioral science. 150 

Psychology of classroom learning. 370.152 

Psychology of picture perception. 152.1423 

Psychology of social movements. 301.242 

Psychology of successful weight control. 
616.398001 

Public goods and voluntary associations. 
331.880977 

Public international law of money. 341.751 

eee libratie as culture and social centers. 


Public social services. 360.942 

Public speaking as a liberal art. 808.851 
Publicly held subsidiary. 346.730668 
Pulmonary reactions to organic materials. 508.1 
Puns, gags, guips, and riddles. 793.735 
Puppet theatre of Japan. 791.53 

Pure gamble (Metcalf) FIC 

Purism and language. 301.21 

Pushing upward. 818.5407 

Put money in your pocket. 332.6327 
Put your mother on the ceiling. 370.15 
Putting food by. 641.4 


Q 


Q.A. on drug education. 613.83 

Quaker by convincement. 289.6 

Quality control. 658.562 

Quality education for less money. 658.15932 
Questioned documents. 364.122 
Questionnaires: design and use. 001.4222 
Quick and the dead (L’Amour) FIC 

Quiet birdman (Klappich) FIC 

Quips and quiddities. 808.882 


R 


R. D. Laing. 616.890092 

Rabbinic anthology. 296.142 

Race to power. 320.96806 

Racial and ethnic relations. 301.450973 

Racing to win, Wood Brothers style. 
796.720922 

Radetzky march. 833.912 

Radioassay in clinical medicine. 615.7 

Ragin’ Cajun. 282.0924 

Rainbow for a dying old man (Haley) FIC 

Rainbow Rider (Yolen) JUV 

Rallying to win. 796.72 

Ralph and the Queen’s Bathtub (Chorao) JUV 

Ralph Nader: voice of the people. 340.0924 

Ralph Waldo Emerson: his life, writings, and 
philosophy. 814.3 

Rand MeNally road atlas of Europe (Rand 
MeNally and Company) PBK 

Randall Jarrell. 016.81152 


Random integral equations with applications to 
life sciences and engineering. 515.45 

Random processes. 519.2 

Range resources of the Southeastern United 
States. 630.8 

Rape; kow to avoid it and what to do about it if 
you can’t. 364.153 ` 

Rapping about the Spirit. 231.3 

Rare genetic diseases. 616.042 

Rascal, oh, no! (Jones) FIC 

Rat-catcher’s daughter (Housman) JUV 

Rattlesnake cave (Lampman) JUV 

Reader's Digest history of man. 901.9 

Reader's guide to William Faulkner. 813.52 

Reading for facts. 428.43 

Reading for ideas. 428.43 

Reading: teaching and learning. 372.414 

Readings for applied linguistics. 418.008 

Readings for the eighteenth and nineteenth 
centuries. 327.73 

Readings for the twentieth century. 327.73 

Readings for writers. 808.04275 

Readings in behavior. 591.5 

Readings in modern political analysis. 320.08 

Readings in psychology and human experience. 
150.8 


Readings in psychology today. 150.8 

Readings in the essentials of abnormal 
psychology. 157 

Real estate closings—5th. 346.730437 

Real estate law. 346.73043 

Real estate: tax and financial considerations. 
346.730436 

Real founders of New England. 917.4 

Realization of death. 616 

Realm of essence. 111.1 

Recent advances in dynamical astronomy. 521.1 

Recent sedimentary carbonates. 549.78 

Recipe index, 1971. 641.5016 

Recollections of Charles Lamb. 824.7 

Recommended dietary allowances. 641.1 

Recreational land development: the second 
home bonanza. 346.730432 

Recreative movement in further education. 
613.71071 

Recycling and disposal of solid wastes. 628.5 

Red Blaik story. 796.332092 

Red jaguar (McFather) PBK 

Rediscovery of ethnicity (TeSelle) PBK 

Reference handbook for the proper usage of 
metric-SI in science & engineering. 389.152 

Reform movement in China, 1898-1912. 951.03 

Refugees in America. 301.328407 

Regulation of transcription and translation in 
eukaryotes. 574.8732 

Rehabilitation of the drug abuser with 
delinquent behavior. 362.293092 

Reich Marshal. 943.086092 

Reigning with Christ. 248.4 

Reinterpretation of American history and 
culture. 973.072 

Rejected addresses. 821.7 

Relation of the executive power to legislation. 
353.0372 

Relativity, astrophysics and cosmology. 523.01 

Relevant problems for chemical principles. 
540.76 

Religion and society in England, 1790-1850. 
942.07 

Religion of nature delineated (1724) 170 

Religious commitment and salvation. 200.8 

Rembrandt’s hat (Malamud) PBK 

Removal and return. 323.119560 

Renaissance concepts of the commonplaces. 
809.03 

Renaissance in Italy: painting, sculpture, 
architecture. 709.45 

Renaissance studies. 809.031 

Renewal of faith. 230.2 

Renewing urban teaching. 371.9672 

Reordered world. 382.1 


Repairing the inscrutable Toyota. 629.28822 
Report. 353.001324 


Reproduction of Thompson and West's History 
of Sutter County, California. 917.943403 


Republican. 330.15 


Research methods in health care. 362.10723 

Researches into the physical history of man. 
301.2 

Residence, employment, and mobility of Puerto 
Ricans in New York City. 910 

Restful in music. 016.789912 

Restless nations. 338.91 

Restless spurs (Joscelyn) FIC 
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Restructuring proposals: measuring competition 
in numerical grids. 338.80973 

Rethinking modernization; anthropological 
perspectives. 301.24 

Retirement handbook. 301.435 

Retirement rehearsal guidebook. 301.435 

Retrospect. 811.54 

Return from no-return (Rudhyar) FIC 

Return to a place lit by a glass of milk. 811.54 

Return to secret party funds. 329.025097 

Reuben, Reuben (De Vries) PBK 

Revenger (Messmann) PBK 

Review of the North American fossil amiid 
fishes, 567.4 


Reviews on infinite groups. 512.208 


Revolt of the conservatives. 320.973091 

Revolution in medical technology education. 
610 

Revolution of love. 248.4 

Rhetoric made plain. 808.042 

Ribbin’, jivin’, and playin’ the dozens. 371.9672 

Rich get it all (Huston) FIC 

Richard Crashaw, “poet and saint.” 821.4 

Richard Wright: impressions and perspectives. 
813.52 

Al-Riddah and the Muslim conquest of Arabia. 
939.4 É 

Ridiculous to the delightful. 823.3 

Riding the pendulum: poems 1961-69. 821 

Right to privacy. 323.44 

Rin: skip. 812 

Rise of sentimental comedy. 822.052 

Rise of the schooled society. 370.942 

Rivers run together (Sherburne) FIC 

Road to yesterday (Montgomery) JUV 

Robert Burns; the critical heritage. 821.6 

Robert E. Lee. 973.730924 

Robert Frost, a chronological survey. 811.52 

Robert Lowe and Education. 370.942 

Rockin’ "50s. 784 

Rocks and minerals of the Western United 
States. 549.075 

Rod-and-reel trouble (Katz) JUV 

Role of hydrology and hydrometeorology in the 
economic development of Africa. 551.508 

Roman stamp: frame and facade in some forms 
of neo-classicism. 709.034 

Romances to the Argentine children. 861 

Roots of religious doubt and the search for 
security. 248 

Rosemary Touch (Wyse) FIC 

Rousseau and the poetry of nature in eighteenth 
century France. 841.50936 

Royal captives. 823.6 

Royal intrigue (Anthony) PBK 

Royal proclamations of King James I, 1603- 
1625. 348.4202 

Ruler of the nativity. 133.53 

Rules of civil procedure annotated. 347.76105 

Rules of the Aztec language. 497.4 

Ruling minority, 1974. 322.30973 

Runaways (Canning) JUV 

Runway. 629.13 

Rural discontent in nineteenth century Britain. 
309.14208 

Rural Santo Domingo. 972.95 

Ruskin (and others) on Byron. 821.7 

Russia in pictures. 914.70385 

Russian private law in the XIV-XVII centuries. 
016.340094 

S 


Sacred narcotic plants of the New World 
Indians. 391.4; 615.780970 

Sailboarding. 623.8822 

Sailboat racing rules. 797.14 

Sailing life, and how to enjoy it. 796.124092 

Sailing ships. 387.2 

St. Leon (Godwin) FIC 

St. pichal the Archangel and the holy terror. 
268. 

Saint of the impossible. 282.0924 

Sale-leaseback financing—1974. 346.730436 

Samizdat; voices of the Soviet opposition. 
322.440947 

Sample-size determination. 519.93 

Sams modular hi-fi components, MHF-45. 
621.38933 

Zand castle (Browder) JUV 

Satchel Paige: all-time basebali“great. 
796.357092 

Eatires of Horace and Persius. 857 

Saving face (Coles) PBK 

Say it now. 808.042 

Sayings of Chairman Moishe. 398.921 
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Scent of water. 811.54 

Scholarship for society. 378.73 

School counseling. 371.4 

School desegregation research: a survey of 
doctoral studies, College of Education, 
University of Tennessee, Knoxville. 
370.19342 

Science fiction emphasis: 1 (Gerrold) PBK 

Science in summer and fall. 500.9 

Science of computing. 001.64 

Scorpion killers (Hogan) PBK 

Scotland touring guide. 914.10481 

Scottish ballad operas III: Farce and satire. 
782.81208 

Scottish migration to Ulster in the reign of 
James I. 301.328410 

Sculpture from found objects. 731.4 

Sculpture of the Kamakura period. 732.7 

Sea otter’s struggle. 599.74447 

Sea stranger (Crossley-Holland, Kevin.) JUV 

Sea traders. 913.394403 

Seafarer; pre-Columbian voyages to America. 

1 

Search for Anna Fisher (Fisher) PBK 

Search for the perfect orgasm (Lawrence) PBK 

Searching for structure. 519.53 

Season of youth. 823 

Second Canadian-American conference on 
Parkinson’s Disease. 616.833 

Second coming Bible. 220.07 

Second sex. 301.412 

Second stone (Brown) JUV 

Secrecy and foreign policy. 323.445 

Secret army. 941.59 

Secretary (Ringer) FIC 

Secrets of shuffleboard strategy (Catan) PBK 

Secular, compulsory, and free. 379.4945 

Securing the revolution. 329.02 

Securities regulation. 346.73092 

Security Council. 341.232 

Seducer’s apprentice (La Fleur) PBK 

Seed and the Fruit (Troyat) PBK 

Selected medical disabilities. 616 

Selected papers (Kempf, Edward John) 
616.89008 

Selected poetry and critical prose. 811.52 

Selected tracts. 973.3 

Selecting engineering materials for chemical and 
process plant. 660.282 

Selection of securities. 332.632209 

Self-assessment of current knowledge in 
pathology. 616.07076 

Self-assessment of current knowledge in 
pediatrics: 800 multiple choice questions and 
referenced answers. 618.920007 

Self discovery and social awareness. 155.2 

Semiconductor devices: BJTS, FETS, 
MOSFETS, and integrated circuits. 
621.38152 

Send-off (Leach) FIC 

Sensible cruising designs. 623.812 

a aia journal of a marriage (Baguedor) 
PB 

Serpent in Eden: H. L. Mencken -and the South, 
1920-1935. 810.9975 

Set my spirit free. 234.1 

Seven-per-cent solution (Meyer) FIC 

Seven stairs. 920.4 

Seventh hero. 824.8 

Severing line (Cardiff) FIC 

Sex: an advanced primer. 612.6 

Sex and internal secretions. 591.14 

Sex and the adult woman (Birchall) PBK 

Sex and the single tourist (Stanton) PBK 

Sex in the Bible. 220.830141 

ae oe of the American family (Alexander) 


Sexual behavior—current issues. 155.3 
Sexual behavior in the 1970s. 301.417973 
Sexual revolution. 241.66 

Sexual scene. 301.417973 ‘ 
Shadow of the mutant master (Brand) PBK 
Shadows of summers past (Ames) FIC 
Shadows of white doves.- 811.54 
Shakespeare. 822.33 

Shakespeare and his critics. 822.33 
Shakespeare in a changing world. 822.33 
Shakespeare in America. 822.33 
Shakespeare survey. 822.33 
Shakespearean gleanings. 822.33 
Shakespeare’s pagan world. 822.33 
Shakespearian anq other essays. 822.33 
Shakspere study guide. 822.33 

Shalom my beloved (Mullins) FIC 
Shamp of the city-sélo (Gordon) FIC 
Shape of European history. 940.072 
Shawn goes to school (Breinburg) JUV 


Shell book of beachcombing. 551.45 

Shell carving; history and techniques. 736.6 

Shelley’s lost letters to Harriet. 821.7 

Sherwood Anderson. 813.52 

Shifting gears; finding security in a changing 
world. 158.1 

Shining years (Loring) PBK 

Shock of recognition. 810.90052 

Shoot-out at Sioux Wells (Farrell) PBK 

Shopping centers: recent problems and 
developing trends, 343.73088 

Short calculus for students of business, the social 
sciences, and biology. 515 

Short walks on Long Island. 917.472104 

Shrinking pond (Osborne) FIC 

Shrinks, etc.: a consumer’s guide to 
psychotherapies. 616.8914 

Shuddering fair one (Cooper) PBK 

Sickle cell anemia. 616.152 

Sidelights on Robert Browning’s The ring and 
the book. 821.8 

Sight and mind. 152.14 

Signaling. 081 

Silk screen printing. 764.8 

Silver coinage of Massachusetts. 737.49744 

Silver strand (Hall) PBK 

Simplicity in music appreciation. 780.15 

Simplified computer programing—the easy RPG 
way. 001.6424 

Simulators for skill. 331.2592 

Sinking of the Sarah Diamond (Jennings) JUV 

Sino-Indian border in Ladakh. 341.420954 

Sir Walter Scott. 828.709 

Six minutes for the patient. 616.08 

Sixth Annual Immigration and Naturalization 
Institute. 342.73082 

Sixth jar (Langsdale) FIC 

Skating. 081 

Skid row and its alternatives. 
362.292097 

Skopas in Samothrace. 733.3 

Sky girls (Lynch) PBK 

Slavery through the ages. 301.449309 

Slaves of heaven (Cooper) FIC 

Slick revenge (Nazel) PBK 

Slide buyer’s guide. 380.145001 

Small book of grave humor. 929.5 

Smith’s gazelle (Davidson) PBK 

Snail’s pace. 594.3 

Snowbound (Pronzini) FIC 

So ... help me, Lord. 811.54 

So you want to be a ham (Hertzberg) PBK 

Social basis of American communism. 329.82 

Social concern and the worker. 769.944 

Social harp. 784.4973 

Social perspectives on reading: social influences 
and reading achievement. 428.408 

Social problems and public policy: inequality and 
justice. 309.173092 

Social psychology; understanding human 
interaction. 301.1 

Social reality of ethnic America. 301.450973 

Social science and national policy. 309.173 

Social security: policy for the seventies. 
368.400973 

Social service delivery. 361 

Social work treatment: interlocking theoretical 
approaches. 361 

Society without the father. 301.1 

Sociological experience. 301 

Sociological perspective. 301.08 

Sociology of the Black experience. 301.451960 

Soil-moisture and irrigation studies II. 631.432 

Sojourner Truth: freedom-fighter. 301.449309 

Solar activity and related interplanetary and 
terrestrial phenomena. 520.8 

Solar assassins (Mahr) PBK 

Solar house heating and air-conditioning 
systems: comparisons and limitations. 697.78 

Solid state chemistry. 541.0421 

Solid-state ignition systems. 629.254 

Solidarity in a slum. 301.18028 

Solitary star. 976.030924 

Solution as part of the problem. 370.193480 

Solving problems in automotive safety 
engineering and bio-mechanics with optical 
instrumentation. 629.231 

Solzhenitsyn: a pictorial autobiography. 
891.784409 

Some dreams are nightmares (Gunn) FIC 

Some sources of Southernisms. 427.975 

” . some that trouble you ...” 289.373 

Some things dark and dangerous (Kahn) PBK 

Something Else Yearbook, 1974. 808.8 

Son of the leopard (Courlander) JUV 

Song of Roland. 841.1 


STRANGE PEOP (EDWARDS) 


Sonoran strongman: Ignacio Pesqueira and his 
times. 972.106092 

Soul of the robot (Bayley) FIC 

Sounds that break the silence. 808.882 

Sourcebook of pyroelectricity. 537.244 

Sources and uses of social and economic data, 
001.43 ° 

South Carolina Baptists, 1670-1805. 285.1757 

South Carolina Negro legislators: a glorious 
success. 353.975700 

South-East Asia: an introduction. 915.03 

South of Spain touring guide. 914.680482 

Southern Baptist Convention and its people, 
1607-1972. 286.13209 

Southern Paiute and Chemehuevi. 970.3 

Soutine. 759.4 

Soviet economic structure and performance. 
330.947085 

Soviet Government. 342.47 

Spaces of constant curvature. 516.373 

Spanish golden age poetry and drama. 860.9 

Spatial organization of society. 301 

Speaking frankly. 940.5314 

Specter af the dunes (Ostrander) PBK ` ' 

Spectrophysics. 535.84 

Speech in the English novel. 823.03 

Speeches of the Hon. Thomas Erskine (now 
Lord Erskine), when at the bar, on subjects 
conneczed with the liberty of the press. 
342.42085 

Spelling your way to success. 428.1 

Spindrift: spray from a psychic sea. 133.10924 

Spinning and dyeing the natural way. 746.12 

Spirit of modern India. 181.4 

Spoken Finnish. 494.541824 

Spokesmen of the French Revolution: historic 
issues, 1790-1794. 320.94404 

Spotted Tail’s folk. 970.3 

Spray from an inland sea. 133.93 

Springtime of life (Dutourd) FIC 

Sprowls’ American pharmacy. 615.4 

Spy/counterspy. 940.548642 

Stable management for the owner-groom. 
636.1083 : 

Stage stop (Kelly) FIC 

Stagflation and wages policy in Australia. 
331.2101 

Staircase to writing and reading. 808.042 

Stand ye in holy places. 230.93 

Standard directory of advertising agencies; the 
Agency Red Book. 659.105873 

Standard statistical calculations. 519.50202 

Standards for educational & psychological tests. 

1.2 


Standards for suicide prevention and crisis 
centers. 364.1522 

Standards relating to court organization. 
347.7313 

Standard dreaming (Calisher) PBK 

Stanislavski system. 792.028 

Star-crossed lover (Brown) PBK 

Star trek; log one (Foster) PBK 

Stardust (Bayer) PBK 

Stars and outer space made easy. 523 

Stars in the water. 917.712 

State anc society. 320.01 

State as entrepreneur. 322.30945 

State of music. 780.023 

State testing programs, 1973 revision. 
371.260973 

State’s servants. 354.420010 

Statistical and mathematical aspects of pollution 
problems. 363.6 

Statistical techniques in business and economics. 
519.502465 

Statistics sources. 016.31 

Stay hungry (Gaines) PBK 

Step by step bookkeeping. 657.2 

Step-by-step sugar artistry. 745.5941 

Stephen Crane. 818.409 

Steroid-cell interactions. 599.0876 

Stew cockbook. 641.823 

Stitchery, needlepoint, applique, and patchwork. 
746.44 

Stochastic geometry. 519.2 

Stockbroker’s guide to put and call option 
strategies. 332.645 

Stonehaven (St. Clair) PBK 

Stonework of the Maya. 917.203 

Stories of Old Gloucester. 917.553203 

Story and structure (Perrine) FIC 

Story of Andrea Fields (Seifert) PBK 

Story of glaciers and the ice age. 551.312 

Story of the glittering plain. 823.8 

Story of the stone. 895.134 

Story of trees. 582.16 

Strange people (Edwards) PBK 


STRANGE PHENOMENA; A SOURCEBOOK 


Strange phenomena; a sourcebook of unusual 
natural phenomena. 550 

Strange schemes of Randolph Mason (Post) 
FIC 


Strangely enough! (Colby) PBK 
Strangers in my body (Lancaster) PBK 
Strangest of all (Edwards) PBK 
Strategic divestment. 658.16 
Strategies for the harassed bill payer. 332.024 
Stratigraphy and the geologic time scale. 
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Street-wise criminology. 364.973 

Strength of biological materials. 612.01441 

Strike deep (North) FIC 

Strike force 7 (MacAlister) PBK 

String and list processing in SNOBOL4. 
001.6424 

Strongly interacting particles. 539.721 

Structural basis of antibody specificity. 574.293 

Structure and strategy in learning to talk. 401.9 

Structure of poetry. 808.1 

Structure of scientific inference, 501 

Structure of scientific theories. 501 

Structures implicit and explicit. 720 

Stuart and Cromwellian foreign policy. 327.42 

Stuart royal proclamations. 348.4202 

Student expenses at postsecondary institutions, 
1974-75. 378.30973 

Student journalist and editing the yearbook. 
371.8976 

Studies in American Indian languages. 497 

Studies in early Celtic nature poetry. 
891.621008 

Studies in Judaica. 296 

Studies in Latin language and literature. 870.9 

Studies in medieval Cistercian history, II. 
271.12 

Studies in modern Indian history, 954.03 

Studio glassmaking. 748.2 

Study game. 371.30281 

Study guide for elementary statistics. 519.2 

Study guide in physics. 530.076 

Study of. Mary Wollstonecraft and the rights of 
women. 301.412092 

Study of of samurái income and entrepreneurship. 


Study A Wagner. 782.10924 

Style. 808 

Style in pottery. 738 

Style manual for written communication. 428.2 

Stylistics. 428 

Substantial justice on campus: individual rights 
v. institutional needs. 344.730973 

a a of the inimitable Mulla Nasrudin. 
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Success and failure in analysis. 616.8917 

Success through transactional analysis 
(Meininger) PBK 

Successful aging. 155.67 

Successful Bible teaching. 220.837 

Sudden sky (Michelaard) FIC 

Suffer and be still. 301.412094 

Sugar and slavery. 330.9729 

Sugar industry in Pernambuco. 338.173609 

Sugar program. 382.456641 

Sugarland express (Clement) PBK 

Sulfhydry] and disulfide groups of proteins. 
574.19245 

Summary of synoptic meteorological 
observations: Western European coastal 
marine areas. 551.694 

Summer gold. 622.1841 

Sun and daughter signs. 133.586491 

Sun mountain slaughter (Reno) PBK 

Sun pictures. 779.20922 

Sun, wind and rain. 615.853 

Sunshine makes the seasons. 525.5 

Super 8 handbook. 778.53 

Supercity/hometown, U.S.A. 352.009409 

Supertalk. 920.073 

Supreme Court on elections. 342.5407 

Supreme Court under Warren. 347.7326 

Surgical operations in short-stay hospitals, 
United States, 1971. 362.110973 

Surgical technology; basis for clinical practice. 

17.9 

Surrealist revolution in France. 111.85 

Swarm (Herzog) FIC 

Sweet and low (Lathen) FIC 

Swimming. 797.21 

Swimming pool (Rinehart) PBK 

Sword of gnosis: metaphysics, cosmology, 
tradition, symbolism. 200.8 

Sword of light, from the Four masters to 
Douglas Hyde, 1636-1938. 941.5 

Sybil Leek’s zodiac of love. 133.583014 


Symbolism of the Rubaiyat of Omar Khayyam. 
891.5511 

Sympathetic oe of the child: birth to 
sixteen. 649.1019 

Symposium (Group for the Advencement of 
Psychiatry. 616.89 

Symposium on sex assignment ar.d reassignemt: 
intersex and gender identity disorders. 
617.463 

Symposium: sweeteners. 664.1 

Synaptic transmission and neuronal interaction. 
612.81 

Synchronicity. 133.015 

Synergic power beyond domination and 
permissiveness. 301.15 

Synopsis of anaesthesia. 617.96 

Syntax of modern Arabic prose. 492.75 

Synthesis of life. 577 

Syracuse Black community, 1970. 301.360974 

Systems theory. 301.31 


t and B lymphocytes: origins, properties and 
roles in immune responses. 599.029 

T.H.E.M (Edmondson) FIC 

Tail of the mouse. 398.2 

Tailor made teaching in the churzh school. 
268 

Take a golden spoon (Marr Johnson, Diana 
Julia.) FIC 

Taking sides (Klein) JUV 

Tale of the reed pipe. 297.4 

Tale of the times. 823.6 

Talking 'to animals. 636.00924 

Tall bcok of candle crafting. 745.593 

Taming the last frontier. 301.363092 

Taoist tales (Over) PBK 

Tapestzy. 746.3 

Tarn. 823.912 

Tasmania. 919.46 

Tatlin (Davenport) FIC 


‘Taxation and welfare. 330.155 


Tea ceremony. 394.12 

Teacher education: trends, issues, innovations. 
370.71 

Teaching asanas. 613.7 

Teaching/discipline; a positive approach for 
educational development. 371.102 

Teaching in the elementary school. 372.1102 

Teaching mathematics. 510.712 

Teaching of science. 372.35044 

Teaching the retarded. 371.928 

Teaching them to read. 372.41 

Teaching your children to fish. 799.1 

Technical advice on policy issues. 353 

Technical drawing problems. 744.42 

Technique of bird photography. 778.932 

Technique of the neurologic examination. 
616.80475 

Techniques of due diligence. 346.73092 

Technology and civic life: making and 
implementing development decisions. 301. 243 

Technology and social change in America. 
301.243097 

Teen-ager & his family. 301.42 

Tejera secrets (Orr) FIC 

Telescope making for beginners. 522.2 

Tellers. of tales. 820.99282 

10 contemporary Polish stories (Ordon) FIC 

Ten Coptic legal texts. 340.532 

10 fastest-growing Southern Baptist Sunday 
Schools. 268.0973 

Ten great years. 315.1 

10-minute techniques for PC servicing. 
621.38174 

Tender victory (Caldwell) PBK 

Tennyson. 821.8 

Tennyson and In memoriam. 821.8 

Teotihuacan, 970.42 

Terrible temptation (Arundel) PBK 

Terror on the ice (Neigoff) JUV 

Test: De Gaulle and Algeria. 944.083092 

Testing theories of economic imperialism. 382 

Texas business corporation act aad 
Miscellaneous corporation laws act. 
343.764066 

Texas epic. 976.404 

Text, cases, and materials on sex-based 
discrimination. 342.73085 
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Theaetetus. 121 

Theatre in search of a fix (Corrigan) PBK 

Theocritean element in the works of William 
Wordsworth. 821.7 

Theodore Dreiser. 813.52 

Theoretical nuclear physics. $39.7 

Theoretical techniques for the analysis of variety 
in Chaucer’s metrical stress. 821.1 

Theories and paradigms in contemporary 
sociology. 301.01 

Theories of film. 791.4301 

Theories of learning. 153.15 

Theory and experiment in exobiology. 574.999 

Theory of errors and generalized matrix 
inverses. 511.43 

Theory of political coalitions in simple and 
policymaking situations. 301.155401 

Theory of rate processes in biology and 
medicine. 574.19283 

There are giants in the earth. 599.8 

Thermoregulation and bioenergetics. 596.01912 

They knew the prophet. 289.30924 

They lived on human flesh (Lopez) PBK 

they ye shot the president’s daughter! (Stewart) 

BK 

Thin film physics. 530.41 

Things go better with peace. 233.2 

30 tons a days (Veeck) PBK 

This is our world. 327.09045 

This Iand is mine (Kerns) FIC 

This longing may shorten my life. 811.54 

Thomas Hardy. 823.8 

Thomas Hardy of the Wessex novels. 823.8 

Thor Heyerdahl; modern Viking adventurer. 
910.924 

Thoroughbreds. 636.13 

Those subtle weeds (Lordahl) PBK 

Thoughts on the education of daughters: with 
reflections on female conduct, in the more 
important duties of life. 301.412 

Threats instead of trees. 811.54 

Three dramas: The editor-——-The bankrupt—The 
king. 839.8226 

Three faces of love (Baldwin) PBK 

300 of the most asked questions about organic 
gardening. PBK 

Three musketeers (Dumas) PBK 

Three treatises on man. 233.5 

Three trials: John Peter Zenger, H. S. Woodfall 
and John Lambert, 1765-1794. 345.420231 

Thrift industry, 1973. 332.210973 

Through Black eyes. 916.7 

Thunderbird range (Tuttle) FIC 

Thunderstorm in church (Vernon) JUV 

Thyroid axis, drugs, and behavior. 616.895 

Time-saver standards for architectural design 
data. 721.0202 

Time-series. 515.243; 519.5 

Time-shared computer languages. 001.6425 

Time to run. 248.4 

Timotheus. 792 

Tiny, et al (Henderson) JUV 

Tires & other things. 629.222 

To all appearances. 811.52 

To conquer a peace. 973.62 

To make you see. 614.5997 

To rule the night. 629.40924 

To see the wind. 362.7841 

To the Pacific and Arctic with Beechey. 910.9 

Toddlers and parents: a declaration of 
independence. 649.122 

Toilet training in less than a day. 649.6 

Tolstoy and his problems. 891.733 

Tolstoy; his life and writings. 891.733 

Tongue thrust correction. 616.855 

Tongues of fallen angels. 809.04 

Too many people, too little love. 301.321 

Too near the throne (Haycroft) PBK 

Toolmaker (Walsh) JU 

Top sail joins the pwy gond) FIC 

Topic of cancer. 616.9 

Topios i in algebraic and AA geometry. 
516.3 


Topics in nonbenzenoid aromatic chemistry. 
547.6 


Topological methods in Walrasian economics. 
330.157 

Topological Riesz spaces and measure theory. 
515.42 

Touch for health. 615.822 

Touch of the marvelous. 811.54 

Touch system for better golf oski) PBK 

Toward a national power poHcy. 333.70973 

Toward effective instruction in secondary social 
studies. 300.712 ` 

Toward the one. 297.4 

Track and field for giris. 796.42 
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Trade relations of the EEC, 382.094 

Tradedy of Quebec. 971.4 

Tradition and creativity in tribal art. 709.011 

Tradition of constructivism. 709.04 

Traditional favorites. 646.4304 ; 

Traffic congestion goes through the issue- 
machine. 388.310942 

Traffic safety barriers and lighting supports. 
625.708 

Tragedy of Tenaya. 970.486 

Trail of the Sharp So: 799.175807. 

Trail smoke. 813.5 

Transistor radio sails made easy (Lemons) 

Translation of culture. 301.2 

Transportation: principles and perspectives. 
380.508 


Travel journal/Cape to Zululand. 916.8044 

Treasure for treasure (Scott) FI 

Treasure keepers. 069.53 

Treasure of the muleteer, and other Spanish 
tales (Jimenez-Landi, Antonio.) JUV 

Treating the criminal offender. 365.66 

Treatise on materials science and technology. 
620.11 

Treatment and control of infectious diseases in 
man. 616.9 

Treatment and management of obesity. 
6 

Treatment of sexual dysfunction. 616.6 

Tree that always said no! (Price) JUV 

Trial judge. 347.74707 

Trojan horse. 338.911724 

Tropical hardwood trade in'the Asia-Pacific 
region. 338.476740 

Tropical marine aquaria. 639.34 

Trouble at second (Gault) JUV 

True history of Robin Hood. 821.009351 

True life story of an alcoholic. 362.292092 

True story of George Eliot in relation to "Adam 
Bede,” giving the real life history of more 
prominent characters. 823.8 

Truth about Mary Rose (Sachs) PBK 

Truth about stone hollow (Snyder) JUV 

TTL cookbook. 621.38173 

Tudor agent (Farrington) FIC 

Tunisia of Ahmad Bey, 1837-1855. 961.103 

Turpentine. 016.665332 

Turtles and tortoises. 598.13 

Twelfth night (Shakespeare) PBK 

Twelve baskets full. 254.8 

Twentieth century world. 909.82 

20 designs from the board of John G. Hanna. 
623.8122 

25 vegetables anyone can grow. 635.0973 

Twilight of steam locomotives. 385.361097 

Two concepts of the rule of law, 340.11 

Two for the price of one (Kenrick) FIC 

Two good friends (Delton) JUV 

Two in the kitchen. 641.5 

Two Renaissance book hunters. 020,75 

Two saints: St. Bernard & St. Francis. 282.0922 

Two Yanks in Britain in the midlands, 1960- 
1961. 914.20485 

Two years of French foreign policy: Vichy, 
1940-1942. 327.44 


U 


UFO experience (Hynek) PBK 

Ultimate stranger. 616.928982 

Uncertain search for environmental quality. 
333.916209 

Undefeated (Laumer) PBK 

Underground man. 321.07 

Understanding complex organizations. 301.1832 

Understanding crime and delinquency. 364.1 

Understanding inherited disorders. 616.042 

Understanding philosophy. 100 

Understanding psychology. 150 

Understanding sociology. 301 

Understanding solid-state electronics. 
621.38152 

Understanding the Chesapeake. 574.92147 

Understanding the IBM 360 and 370 computers. 
001.64044 

Undesirable drug interactions. 615.704 

Uneasy chair. 818.5209 

Unfolding the mystery of religious life. 248.894 

Unifying concepts ef leukemia. 616.15008 

Unique world of women. 220.830141 

United Nations and dependent peoples. 341.27 

United Nations and population: major 
resolutions and instruments. 301.32 

United Nations in a changing world. 341.23 


United States and Indochina, from FDR to 
Nixon. 327.730597 

U.S. college-sponsored programs abroad. 
370.196 

United States life tables by dentulous or 
endentulous condition, 1971 & 1957-58. 
312.0182 

Unity in the natural sciences: a volume 
dedicated to Lars Onsager on the occasion of 
his seventieth birthday. 530 

Universities and transnational approaches to the 
solution of world problems. 378.015 

Unknown (Steiger) PBK 

Unofficial history. 355.331092 

Unpopular government in the United States. 
320.973 

Unsecular man (Greeley) PBK 

Unsex’d females. 301.412094 

‘Unsleeping eye (Compton) PBK 

Up the mainstream. 320.50973 

Upheaval and continuity. 943.08 

Urban and regional models in geography and 
planning.’ 309.262018 

Urban circulation noose. 388.4 

Urban commune experiments in Communist 
China. 352.008095 

Urban ethnicity. 301.451091 

Urban spaces. 711.74 

Urbane view. 301.360973 

Urbanisation and the government of migration. 
301.360968 

Urinary calculi: recent advances in aetiology, 
stone structure and treatment. 616.622 

US neocolonialism in Africa. 301.297306 

Use your head in tennis. 796.34201 

Uses of a liberal education, and other talks to 
students. 370.112 

Ute Indians. 970.3 


Vv 


Vaisesika sutras of Kanada. 181.44 

Valley of guns (Overholser) PBK 

Vanessa and her correspondence with Jonathan 
Swift. 828.509 

Vanya. 286.10924 

Varieties of healing experience: exploring 
psychic phenomena in healing. 615.851 

Venography of the inferior vena cava and its 
branches. 616.14 

Venus dilemma. 616.951 

Verrier Elwin. 301.20924 

Viennese novelettes (Schnitzler) FIC 

View of Greek art. 709.38 

Viewpoint on nuitrition. 641.1 

Views on elementary reading instruction. 
372.41 

Vikings. 910.03395 

Village of fear (Cowen) PBK 

Vilyatpur, 1848-1968. 301.29545 

Violence at sundown (O’Rourke) PBK 

Virgin Islands. 917.297204 

Virginie (Majault) FIC 

Vision of MacConglinne. 891.6232 

Vision of Thady Quinlan (Mc Namara) FIC 

Visionary hand. 760.0924 

Visitors from other planets. 133.93 

Visual approach to British and American 
government. 320.473 

Vitalizing guidance in urban schools. 371.4 

Vitruvius and later Roman building manuals. 
690 

Vivir hoy. 468.644 

Vocabulario de romance en latin. 463.21 

Voice of Armageddon (Lippincott) FIC 

Voice of Latin America. 309.18003 

Voices of Aztlan (Harth) PBK 

Volunteerism. 361 

Voyage of the damned. 909.049240 


WwW 


W. C. Fiids by himself (Fields) PBK 
Wait Gabriel wait. 301.435092 
Walk safe through the jungle (Matchette) JUV 
Wallace Stevens. 811.52 
Walsh Colville. 823.6 
Walt Disney Productions presents Goofy’s gags. 
398.6 
Walt Disney’s The sorcerer’s apprentice. JUV 
Walton gang. 796.323630 
War oF peace in the Sudan, 1955- 1972. 
962. 
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War and peace (Tolstoi) PBK 

War between the Tates (Lurie) FIC 
Warlock of Westfall (Fisher) JUV 

Warsaw Rising of 1944. 940.534384 
Wasted on the young (Schoenstein) FIC 
Watch for the fox. 811.54 . 
Watching the new baby. 612.654 

Water and aqueous solutions. 546.22 

Water on your street. 628.1 

Water pollution. 333.91 

Water pollution control in Europe. 363.6 
Water transport in cells and tissues. 574.875 
Watergate and the law. 342.7307 


. Watergate: its effects on the American political 


system. 320.973092 

Way the cookie crumbles (Chase) PBK 

We are not alone (Sullivan) PBK 

We, the wilderness (York) FIC 

Weathermonger (Dickinson) PBK 

Weatherwise and otherwise. 031.02 

Wedding band. 812.54 

Weevil genera Homalinotus and Ozopherus of 
the neotropical Cholinae (Coleoptera, 
Curculionidae) 500,908 

West Indian migration. 301.325097 

West Indian nations. 972.9 

West New Guinea. 327.951 

Western Europe in the Middle Ages. 914.031 

Western odyssey of John Simpson Smith, 
frontiersman, trapper, trader, and interpreter. 
917.803209 

Western paintings of Frank C. McCarthy. 759,13 

Westerns: aspects of a movie genre. 791.437 

West’s California rules of court, 1974. 
347.79405 

”Wetback” labor in the lower Rio Grande 
Valley. 331.544 

Whale for the killing (Mowat) PBK 

What happens if ...? 500.2028 

What in the world will happen next? 901.947 

What the President of the United States does. 
353.0313 

What to teach in the open classroom. 371.1008 

What will Simon say? (McGinnis) FIC 

What women should know about the breast 
cancer controversy (Crile), PBK 

Whatever words you want to hear (Pfeffer) JUV 

What’ll we do on Sunday? (Dubov) FIC 

What’s inside of you it shines out of you. 
811.5409 

When I was just a colt. 818.5407 

When it rains (Kwitz) JUV 

When Navajos had too many sheep. 970.3 

Where are we heading? 327.09044 

Where are you, Jason? (Matus) JUV 

Where do I go from here with my life? 331.702 

Where have all the dollars gone? 352.120974 

Where have all the robots gone? 331.2596 

Where I have walked. 811.54 

Where the road ends (Ellis) JUV 

Where’s Gomer? (Farber) JUV 

Which way do you go? 910.202 

Whirlwind is a ghost dancing. 897 

Whiskey. 812.54 

Whisperings. 811.54 

Whitaker's 5-year cumulative book list. 015.42 

White Africans. 301.451042 

White eagle, dark skies (Karsavina) FIC 

White goats and black bees. 914.195039 

White pavilion (Johnston) FIC 

Who does what at the Consumer Product Safety 
Commission. 353.00829 

Who owns the moon? (Levitin) JUV 

Who really invented the rocket? 629.47509 

Who really runs America? 320.973092 

Whole grains. 808.882 

Whole praceedings on the trial of John 
Stockdale. 345.420231 

Who's been sitting in my chair? (Armstrong) 

PBK 


Why I live in the forest. 811.54 

Why Noah chose the dove (Singer) JUV 

Why they call it politics. 320.973092 

Why were the gospels written? 211.7 

Wild bobcats. 599.74428 

Wild card (Hawkey) FIC 

Wild enemies. 599.0524 

Wild turkeys. 598.61 

Wildflowers of Alabama and adjoining states, by 
Blanche E. Dean, Amy Mason, and Joab L. 
Thomas. 582.130976 

Will of Magda Townsend‘(Banning) FIC 

Will the real Norman Mailer please stand up. 
813.54 

William Biake. 760.0924 

William Faulkner: prevailing verities and world 
literature. 813.54 


rar 


WILLIE widgn's WONDERFUL WATERMELON 


Willie Wilson’s wonderful watermelon (Leaf) 
JUV 


Willow Cabin (Fiandt) FIC 

Willow pattern (Van Gulik} PBK 

Wilmington town book a 975.602 

Sm of the Wind (Vinck) JU 

Wind blows free on Cupcake Fit 286.70924 

Wind in the door (L’Engle) PBK 

Winds of time (Corcoran) JUV 

Wines of Spain and Portugal. 641.220946 

Winesburg, Ohio, notes. 813.52 

Wings of song. 811.54 

Winnapock confectioner (Miller) FIC 

Winning basketball. 796.3232 

Winter, friendship, and guilt; the sources of self- 
inquiry. 126 

Winter rose (Carver) PBK 

Wir lernen Deutsch. 438.2421 

Wiretapping in New York City. 364.128 

Wit and wonder of the animal world. 599 

Witchfinder (Hilliard) FIC 

With a quiet heart. 792.028092 

Without parallel; the American-Korean 
relationship since 1945. 327.730519 

Witnesses. 917.303920 

Woman: her position and influence in ancient 
Greece and Rome, and among the early 
Christians. 301.412093 

Woman's consciousness, man’s world. 301.412 

Woman’s reach, 248.843 

Women and educational testing. 371.26 

Wonderful clouds (Sagan) PBK 

Wonders of the cactus world, 583.47 

Wood engraving. 761.2 

Wood furniture, finishing, refinishing, repairing. 
684.1043 

Wood inlay; art and craft. 745.51 

Wood technology. 684 

Woodburners handbook. 683.88 

Wooden crates & gallant pilots. 940. ape 

Woodstock craftman’s manual 2. 745. 

Woodwind ensemble music guide. O16 788055 

Word analysis for teachers. 421.52 

Word search puzzles (Rafferty) PBK 


188 


Words in our time. 422 

Work, love, and friendship. 658.4 

Workbook in basic computer programming 
(FORTRAN IV) 001.6424 

Workers and commissars. 331.880095 

Working brain. 612.82 

Working friendship; the correspondence between 
aa Strauss and Hugo von Hofmannsthal. 
927. 

World atlas. 912 

World car catalogue. 629.22 

World directory of environmental research 
centers. 301.31025 

World of apples (Cheever) PBK 

World of Philip Potter. 262.001 

World of the child from birth to adclescence. 
155.408 

World of the unexplained (Spraggett) PBK 

World petroleum market. 338.2728 

World poverty and development. ook 154330 

World, the flesh, and the devil. 241 

World without borders. 330.9046 

World’s Best SF. PBK 

Wrath of God (Graham) PBK 

Writer’s capital. 813.54 

Writer’s handbook. 026.6 

Writing with a purpose. 808.042 

Writings of Will Rogers. 791.0924 

Wyoming data book, 1972. 317.87 


X 


X-linked mental retardation and verbal 
disability. 616.04308 
X-ray diffraction. 544.66 


Y 


Yaqui $yntax. 497.4 
Yardbird reader: vol. 11. 808.1 
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Year book of nuclear medicine. 616 

Year book of pathology and clinical pathology. 
616.058 

Year book of pediatrics. 618.02 

Year book of psychiatry and applied mental 
health. 616.89005 

Year book of radiology. 615.84 

Year in the closet (Carney) PBK 

Yearbook of American churches. 280.5873 

”Yellowstone Kelley” 973.8 

Yerba Buena: land grab and community 
resistance in San Francisco. 309.262097 

Yersinia, Pasteurella and Francisella. 589.95 

Yoga-system of Patanjali. 181.452 

You can be an electrician. 621.3023 

You can if you think you can. 170.202 

You fix it: lawn mowers. 635.964028 

Young grizzly (Dixon) JUV 

Young philosopher. 823.6 

Young widow (Cameron) PBK 

Your battle for stock market profits (Loeb) 
PBK 

Your boat’s electrical system. 623.8503 

Your book of cake making and decorating. 
641.8653 

Your book of knitted toys. 745.5924 

Your career in parks and recreation. 796.023 

Youth, marriage, and the seductive society. 
301.41 

Youth work programs. 331.340973 

You've been working too hard, so I brought you 
this book. 301.55 

You've got me in stiches. 741.5 


Zz 


Zaddick Christ. 769.924 

Zaleski’s percentage (MacKenzie) FIC 
Zany word search-and-find puzzles. PBK 
Zapotec deviance. 301.62 

Zeebrugge and Ostend (Stock) PBK 
Zend Avesta of Zarathustra. 181.05 
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at the end of the text. 


000 GENERALITIES 


LEEDY, Paul D. 001.43 
Practical research: planning and design 

y] Paul D. Leedy. New York, Macmillan 
1974] x, 246 p. illus. 28 cm. ISBN 0-02- 


369240-5 Bibliography: p. 179-185. 
[Q180.A1L43] 73-7347 4.95 

1. Research. I. Title. 

HYBELS, Saundra. 001.5 


Speech/communication [by] Saundra 
Hybels [and] Richard L. Weaver II. New 
York, Van Nostrand [1974] xi, 289 p. illus. 
23 cm. ISBN 0-442-23623-9 Includes 
bibliographies. [P90.H9] 74-2 5.50 

I. Communication, I. Weaver, Richard L., 
1941- joint author. If. Title. 


U.S.-JAPAN Seminar on . 001.53°5 
Learning Control and Intelligent Control, 
2d, Gainesville, Fla., 1973. 

Learning systems and intelligent robots. 

Edited by K. S. Fu and Julius T. Tou. New 

York, Plenum Press [1974] p. cm. ISBN 


0-306-30801-0 Includes bibliographical 
Or ee (Q334.U54 1973] 74-11212 
29.5 


1. Artificial intelligence--Congresses. 2. 
Information theory--Congresses. I. Fu, 
King Sun, 1930- ed. II. Tou, Tsu-lieh, ed. 
I. Title. 

Prepared from C.I.P. 


RINKOFF, Barbara. 001.5"6 
Red light says stop! V\lustrated by Judith 
Hoffman Corwin. New York, Lothrop, Lee 
& Shepard Co., 1974. p. cm. ISBN 0-688- 


41588-1 Discusses ways people 
communicate without talking, such as body 
language, Morse code, maps, smoke 


signals, and pantomime. [P91.R54] 74-737 
4.75 

1. Communication—Juvenile literature. 2. 
Signs and symbols-——Juvenile literature. I. 
Corwin, Judith Hoffman, illus. TI. Title. 
Prepared from C.I.P. Library binding; 4.32, 
ISBN 0-688-51588-6. 


HOWERTON , Paul William, 
1916- 

Management of information handling 
systems. Edited by Paul W. Howerton. 
[New York] Spartan Books; [distributed 
by] Hayden Book Co., Rochelle Park, N.J. 
[1974] 224 p. 24 cm. ISBN 0-87671-176-X 
Includes bibliographical references. 
[Z674.4.H68] 72-75717 12.95 

1. Information services—Management— 
Addresses, essays, lectures. 2. Information 
storage and retrieval systems—Addresses, 
essays, lectures. I. Title. 


001.6°4 


MARXER, Ellen. 001.6°4 
Elements of data processing. Albany, 
Delmar Publishers [1974] viii, 210 p. illus. 
27 cm. Includes bibliographies. 
[QA76.M328 1974] 74-6299 5.00 (pbk.) 
4. Electronic data processing. 2. Electronic 
digital computers. L Title. 


MADER, Chris. 001.64044 
Information systems: technology, 
economics, applications [by] Chris Mader 
with Robert Hagin. Chicago, Science 
Research Associates [1974] ix, 405 p. illus. 
24 cm. ISBN 0-574-18550-X Includes 
bibliographical references. [QA76.M234] 
73-89600 9.55 

i, Electronic data processing. 2. Electronic 
digital computers. I. Hagin, Robert, joint 
author. II. Title. 


WEITZMAN, Cay. 001.6°4'044 
Minicomputer systems: structure, 
implementation, and applications. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN  0-13-584227-1 


Includes bibliographies. 
74-9516 15.95 
1, Miniature computers. I. Title. 
Prepared from C.I.P. 


MONTALBANO, Michael. 001.6°42 
Decision tables. Chicago, Science Research 
Associates [1974] 191 p. illus. 24 cm. 
ISBN 0-574-19040-6 Bibliography: p. 163. 
({QA76.6.M66] 73-92630 6.00 (pbk.) 

1. Electronic digital —computers-~ 
Programming. 2. Decision logic tables. L 
Title. 


[TK7888.3.W43] 


HANNULA, Reino. 001.6°424 
Computers and programming; aà system 
360-370 assembler language approach. 
Boston, Houghton Mifflin [1974] xii, 476 
p. illus. 25 cm. ISBN 0-395-16796-5 
[QA76.8.112H27] 73-9192 11.95 

1. IBM 360 (Computer)—-Programming. 2. 
IBM 370 (Computer)—Programming. 3. 
Assembler language (Computer program 
Janguage) I. Title. 


MYSRS. Stanley E., 
1926- 


RPG: with business and accounting 
applications [by] Stanley E. Myers. Reston, 
Va., Reston Pub. Co. [1974] p. cm. ISBN 
3-87909-736-1 Bibliography: p- 
[HF5548.5.R2M93] 74-5143 11.95, 9.9 

(pbk.) 

I. RPG (Computer program language) 2. 
Electronic data processing—Business. 3. 
Electronie data processing---Accounting. I. 
Title. 

Prepared from C.I.P. 


001.6°424 


PRITSKER, A. Alan B., 
1933- 

The GASP 1V simulation language [by] A. 

Alan B. Pritsker. New York, Wiley [1974] 

p. em. ISBN 0-471-70045-2 “A Wiley- 

Interscience publication.” Bibliography: p. 

[QA76.73.G15P74] 74-3281 17.50 

1. GASP (Computer program language) I. 

Title. 

Prepared from C.I.P. 


STEIGER, Brad. 001.94 
Mysteries of time and space. Special 
archeological research by Ron Calais. 
Englewood Cliffs, N.J., Prentice-Hall 


001.6°424 


000 Generalities 
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200 Religion 

300 Sccial Science 
400 Language 
500 Pure Science 
600 Technology 
700 The Arts 

800 Literature 
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000 GEN§RALITIES 


[1974] p cm. 
Bibliography: p. 
7.95 


ISBN  0-13-609040-0 
[GN741.883] 74-7288 


1. Man, Prehistoric. 2. Supernatural. 3. 
Poltergeists. 4. Flying saucers. I. Calais, 
Ron. If. Title. 


swebrepared from C.I.P, 


FOWLER, Raymond E., 001.9°42 
1933- 
UFOs: interplanetary visitors; a UFO 


investigator reports on the facts, fables, 
and fantasies of the flying saucer 
conspiracy [by] Raymond E. Fowler. 
Foreword by J. Allen Hynek. [lst ed.] 
Jericho, N.Y., Exposition Press [1974] xvii, 
365 p. illus. 31 em. ISBN 0-682-47979-9 
{An Exposition-banner book) Includes 
bibliographical references. [TL789.F64] 74- 
76026 8.50 . 

i. Flying saucers. I. Title. 


.KAGIWADA, H., 1937- 003 
System identification: methods and 
applications [by] Harriet H. Kagiwada. 
Reading, Mass., Addison-Wesley Pub. Co., 
1974. xix, 293 p. 25 cm. ISBN 0-201- 
04108-1 (Applied mathematics and 
computation, no. 4) Includes 
bibliographical references. [QA402.K29] 
73-19785 16.00, 8.50 (pbk.) 

i. System analysis. 2. Inverse problems 
(Differential equations) I. Title. 


PADULO, Louis. 
System theory; a unified state-space 
approach to continuous and discrete 
systems [by] Louis Padulo [and] Michael 
A. Arbib. Philadelphia, Saunders, 1974. 
xvii, 779 p. illus. 25 cm. ISBN 0-7216- 
7035-0 [QA402.P24] 73-77941 17.50 

1. System analysis. I. Arbib, Michael A., 
joint author. IT. Title. 
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A FORECAST 
OF BOOKS 
TO COME 


Your monthly issues of American 
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VEANER, Allen B., 1929-_ O11 
International microforms in print, 
1974/1975; a guide to microforms of non- 
United States micropublishers, edited by 
Allen B. Veaner and Alan M. Meckler. 
Weston, Conn., Microform Review [1974] 
p. cm. ISBN 0-913672-01-7 [Z1033.M5V4] 
74-4810 18.00 (pbk.). 

1. Microforms—Catalogs. I. Meckler, Alan 
M., 1945- joint author. IT, Tide. 

Prepared from C.I.P. 


KOSTKA, Stefan M. 016.029°9°78 
A bibliography of computer applications in 
music, by Stefan M. Kostka. Hackensack, 
N.J., J. Boonin [1974] iii, 58 p. 28 cm. 
ISBN 0-913574-07-4 (Music indexes and 
bibliographies, no. 7) [ML113.K685B5] 74- 
169159 4.50 

i. Information storage end retrieval 
systems—Music-—Bibliography. T. Title. I. 
Series. 


CHICOREL, Marietta. 016.05 
Chicorel index to abstracting and indexing 
services: periodicals in humanities and the 
social sciences. 1st ed. New York, Chicorel 
Library Pub.Corp. [1974] 2 v. (920 p.) 26 
em. ISBN 0-87729-027-3 (Her Chicorel 
index series, v. 11-11A) [Z6293.C54] 74- 
170434 49.50 

1. Periodicals—Indexes—Bibliography. 2 
Periodicals—Abstracts—Indexes. 
Abstracting and indexing 
Directories. I. Title. II. Title: 
abstracting and indexing services. 


Servic ais 
Index to 


MACKECHNIE, John, 1897- 016.091 
Catalogue of Gaelic manuscripts in 
selected libraries in Great Britain and 
Ireland. Boston, G. K. Hall, 1973- v. 37 
cm. ISBN 0-8161-0832-3 Contents.—v. 1. 


Notes to the manuscripts. Index of 
initia—v. 2. Index to notes on 
manuscripts. [L6605.17M3]  73-171129 
215.00 

1. Manuscripts, — Irish—Catalogs. 2. 
Manuscripts, Gaelic-——Catalogs. 3. 


Manuscripts—Great Britain—Catalogs. 4. 
Manuscripts—Ireland—Catalogs. I. Title. 


FABES, Gilbert Henry, 
1894- 

Modern first editions: paints and values, 
by Gilbert H. Fabes. ([Folcroft, Pa.] 
Folcroft Library Editions, 1574. p. cm. 
Reprint of the 1929 ed. published by W. 
and G. Foyle, London. [Z2014.F55F29 
1974} 74-11337 12.50 

1. English lhterature—Bibliography—First 
editions. I. Title. 

Prepared from C.I.P. 


016.0944 


FABES, Gilbert Henry, 
1894- 

Modern first editions: paints and values 

(third series), by Gilbert H. Fabes. 

[Folcroft, Pa.] Folcroft Library Editions, 

1974. p. cm. Reprint of the 1932 ed., 

published by W. and G. Foyle, London. 

[Z2014.F55F32 1974] 74-11338 12.50 

1. English literature—Bitdiography—First 

editions. I. Title. 

Prepared from C.I.P. 


016.094°4 


Br Wilbur Morehead, 
894- 

A treasury of books for Bible study [by] 
Wilbur M. Smith. Grand Rapids, Mich, 
Baker Book House [1974, c1960] 289 p. 20 
cm. ISBN 0-8010-8021-5. (Source books 
for ministers) Includes bibliographical 
references. [Z7770.S56] 60-9755 2.95 
(pbk.) 

1. Bible—Study—Bibliography. f. Title. 


016.22007 


. BURNETT, Jacquetta H. 


AMERICAN BOOK PUBLISHING RECORD 
IPARRAGUIRRE, 016.255°53’02 
Ignacio. 
Contemporary trends in studies on the 
Constitutions of the Soctety of Jesus: 
annotated bibliographical orientations. 
Translated by Daniel F. K. Meenan. St. 
Louis, Institute of Jesuit Sources, 1974. xx, 
74 p. 23 cm. ISBN 0-912422-10-6 (Study 
aids on Jesuit topics, no. 1) Translation of 
Constituciones de la Compania de Jesus: 
orientaciones bibliograficas. [Z7840.J51513] 
74-77120 1.60 (pbk.) 
1. Jesuits. Constitutiones—Bibliography. 2. 
Loyola, Ignacio de, Saint, 1491-1556— 
Bibliography. 3. Jesuits—Bibliography, I 
Jesuits: Constitutiones. English. II. Title. 
HTI. Series. 


WHITE, Caroline 
Louisa, 1849-1905. 
Alfric: A new study of his life and 
writings. With a supplementary classified 
bibliography, prepared by Malcolm R. 
Godden. [Hamden, Conn.] Archon Books, 
1974 [c1898] 244 p. 22 cm. ISBN 0-208- 
01438-1 Reprint of the ed. published by 
Lamson, Wolffe, London, which was issued 
as v. 2 of Yale studies in English. 
Bibliography: p. [199]-237. [PR1534.W5 
1974] 73-20339 9.50 
1. Aelfric, Abbot of Eynsham. 2. Aeltric, 
Abbot of Eynsham—Bibliography. I. Title. 
IT. Series: Yale studies in English, v. 2. 


BYERS, David M. 016.30135°0973 
Readings for town & country church 
workers; an annotated bibliography [by] 
David M. Byers and Bernard Quinn. 
Washington, Glenmary Research Center 
[1974] v, 121 p. 28 em. ISBN 0-914422- 
00-6. (Z7164.866B93] 74-77445 2.00 (pbk.) 

.s United States—Rural conditions— 
Bibliography. 2. Community—Bibliography. 
L> Country  life—United  States— 
Bibliography. I. Quinn, Bernard, 1928- 
joint author. Il. Title. 


KAID, Lynda Lee. 016.329°01'0973 
Political campaign communication: a 
bibliography and guide to the literature, by 
Lynda Lee Kaid, Keith R. Sanders [and] 
Robert O. Hirsch. Metuchen, N.J. 
Scarecrow ‘Press, 1974. v, 206 p. 22 cm. 
ISBN 0-8108-0704-1 [Z7165.USK34] 73- 
22492 6.50 (pbk.) 

1. Electioneering—United States— 
Bibliography. 2. Communication—Social 
aspects—United States—Bibliography. 3. 
United States—Politics and government— 
1945- —Bibliography. I. Sanders, Keith R., 
joint author. If. Hirsch, Robert O., joint 
author. IH. Title. 


016.271°1°024 


016.37019°3 
Anthropology and education; an annotated 
bibliographic guide, by Jacquetta H. 
Burnett. With collaboration of Sally W. 
Gordon and Carol J. Gormley. New 
Haven [Conn.] HRAF Press for the 
Council on Anthropology and Education, 
1974. vii, 159 p. 23 cm. ISBN 0-87536- 
232-X [Z5811.B867] 73-94324 3.50 (pbk.). 
I. Education—Bibliography. 2. Educational 
anthropology-—Bibliography. I. Council on 
Anthropology and Education. I, Title. 
Cloth edition; 8.00, ISBN 0-87536-231-1. 


NATIONAL Association 016.3731'°8'9 
of Secondary-School Principals. 

Student activities in secondary schools; a 

bibliography. [Reston, Va., 1974] 86 p. 28 

ak acne! 1974] 74-167243 2.00 
bk.). 

1. Student activities—Bjbliography. I. Title. 


GABRIEL, Astrik 016.37842 
Ladislas, 1907- 
Summary bibliography of the history of the _ 


AUGUST 31,1974 


universities of Great Britain and Ireland up 
to 1800, covering publications between 
1900 and 1968 [by] Astrik L. Gabriel. 
Notre Dame, Ind., Mediaeval Institute, 
University of Notre Dame, 1974. xii, 154 
p. 26 cm. (Texts and studies in the history 
of mediaeval education, no. 14) Prepared 
in collaboration with the International 
Commission for the History of 
Universities, and presented to the XIIIth 
International Congress of Historical 
Sciences, Moscow, August 16-23, 1970. 
{Z5815.G5G3] 73-79105 18.95 

1. Universities and colleges—Great 
Britain—History—Bibliography. I. Notre 
Dame, Ind. University. Mediaeval 
Institute. II. International Commission for 
the History of Universities. III. 
International Congress of Historical 
Sciences, Moscow, 1970. IV. Title. V. 
Series. 


POTEET, G. Howard. 016.4207 
Tom Swift and his electric English teacher; 
a media catalogue created by G. Howard 
Poteet. [Dayton, Ohio] Pflaum Pub. [1974] 


96 p. illus. 39 cm. ISBN 0-8278-0224-2 
Cover title. [LB1043.Z9P67] 74-75226 
4.95 (pbk.) 


1. Teaching—Atds and devices—Catalogs. 
2. Language arts. I. Title. 


WEINER, Jack, 1910- 016.676°23 
Energy production and consumption in the 
paper industry [by] Jack Weiner and 
Lillian Roth. Appleton, Wisc., Institute of 
Paper Chemistry, 1974. xix, 279 p. 28 cm, 


(Institute of Paper Chemistry. 
Bibliographic series, no. _ 259) 
(Z7914.P2W343] 74-77236 35.00 


1. Paper making and trade—Bibliography. 
2. Power (Mechanics)-—Bibliography. I. 
Roth, Lillian, joint author. I. Title. MI. 
Series: Appleton, Wis. Institute of Paper 
Chemistry. Bibliographic series, no. 259. 


SENKEVITCH, Anatole. 016.72°0947 
Soviet architecture, 1917-1962; a 
bibliographical guide to source material. 
Charlottesville, University Press of Virginia 
[1974] xxxii, 284 p. 24 cm. ISBN 0-8139- 
0415-3 [Z5944.R9S45] 73-75335 13.50 

I. Architecture—Russta—Bibliography— 
Catalogs. 2. Architecture, Modern—20th 
century—Russia—Catalogs. I. Title. 


MATHIESEN, Thomas J. 016.7817°38 
A bibliography of sources for the study of 
ancient Greek music [by] Thomas J. 
Mathiesen. Hackensack, N.J., J. Boonin 
[1974] iv, 59 p. 28 cm. ISBN 0-913574-10- 
4 (Music indexes and bibliographies, no. 

10) [ML114.M3] 74-169157 4.50 

1. Music, Greek and Roman— 
Bibliography. I. Title. II. Series. 


RIPIN, Edwin M. 016.78191 
The instrument catalogs of Leopoldo 
Fřanciolin, by Edwin M. Ripin. 
Hackensack, N.J., J. Boonin [1974] xix, 
201 p. illus., facsims. 28 cm. ISBN 0- 
913574-09-0 (Music indexes and 
bibliographies, no. 9) [ML427.F68R6] 74- 
168317 15.00 

1. Franciolini, Leopoldo, 1844-1920. 2. 
Musical instruments—Catalogs and 
collections. I. Franciolini, Leopoldo, 1844- 
1920. IT. Title. TII. Series. 


CHUSID, Martin. 016.7821°092"4 
A catalog of Verdi's operas. Hackensack, 
N.J., J. Boonin (1974] xi, 201 p. illus. 28 
, cm. ISBN 0-913574-05-8 (Music indexes 
and bibliographies, no. 5) Bibliography: p. 
184-195. [ML134.V47C5] 74-169169 15.00 
L. Verdi, Giuseppe,  1813-1901— 
Bibliography. I. Title. II. Series. 


PROPES, Steve. 016.789912 
Golden oldies; a guidé to 60's record 
collecting. Radnor, Pa., Chilton Book Co. 
[1974] p. cm. ISBN 0-8019-6062-2 ”The 
recordings discussed are ... rhythm and 
blues and rock and roll 45 RPM singles.” 
[ML156.4.P6P75] 74-4102 6.95 

J. Music, Popular (Songs, etc.)—United 
States—Discography. 2.  Phonorecord 
collecting. I. Title. 

Prepared from C.LP. 


ROBERTSON, Jean. 016.8086 
The art of letter writing; an essay on the 
handbooks published in England during the 
sixteenth and seventeenth centuries. 
[Folcroft, Pa.] Folcroft Library Editions, 
1973. 80 p. 26 cm. Reprint of the 1942 ed. 
published by University Press, Liverpool. 
“A bibliography of complete letter-writers, 
1568-1700": p. 67-80. [Z2015.L4R6 1973] 
74-543 12.50 

1. Letter-writing—Bibliography. I. Title. 


DAMERON, J. Lasley. 016.818°3’09 
Edgar Allan Poe; a bibliography of 
criticism, 1827-1967 [by] J. Lasley 
Dameron and Irby B. Cauthen, Jr. 
Charlottesville, Published for the 
Bibliographical Society of the University of 
Virginia by the University Press of Virginia 
[1974] xvi, 386 p. 25 cm. ISBN 0-8139- 
0498-6 "A John Cook Wyllie memorial 
publication.” [Z8699.D34] 73-89824 20.00 
I. Poe, Edgar Allan, 1809-1849— 
Bibliography. I. Cauthen, Irby B., 1919- 
Joint author. 


HOWARTH, William L., 
1940- 


016.81873’09 


The literary manuscripts of Henry David 


Thoreau, by William L. Howarth. 
[Columbus] Ohio State University Press 
[1974] xxxvii, 408 p. illus. 23 cm. ISBN 0- 
8142-0179-2 (Calendars of American 
literary manuscripts, no. 3) Includes 
bibliographical references. [Z8873.H6] 73- 
8476 17.50 

1. Thoreau, Henry David, 1817-1862— 
Manuscripts—Bibliography. T. Title. IZ. 
Series. 


VITALE, Philip H. 016.82708 
Basic tools of research; an annotated guide 
for students of English [by] Philip H. 
Vitale. 2d rev. ed. Woodbury, N.Y., 
Barron’s Educational Series [1974] p. 
ISBN 0-8120-0030-7 [Z2011.V48 1974] 
74-8827 2.25/(pbk.). 

i. English  literature—Bibliography. 2. 
American _ literature—Bibliography. 
Reference books—Bibliography. I. Title. 
Prepared from C.I.P. . 


ROLPH, John 016.821°9°12 
Alexander. 

Dylan Thomas: a bibliography, by J. 
Alexander Rolph. Foreword by Edith 


Sitwell. Westport, Conn., Greenwood Press 
[1974] p. cm. ISBN 0-8371-7294-2 
Reprint of the 1956 ed. published by J. M. 
Dent, London, and New Directions, New 
York. [Z8870.5.R6 1974} 73-19568 9.00 

4. Thomas, Dylan, 1914-1953— 
Bibliography. 

Prepared from C.I.P. 


BROCK, Dewey Heyward. 016.8223 
Ben Jonson: a quadricentennial 
bibliography, 1947-1972, by D. Heyward 
Brock and James M. Welsh. Metuchen, 
N.J., Scarecrow Press, 1974. 166 p. 22 cm. 
ISBN 0-8108-0710-6 (The Scarecrow 
author bibliographies, no. 
[Z8456.6.B75] 74-2424 6.00 

1. Jonson, Ben, 1573?-1637—Bibliography. 
I. Welsh, James M., joint author. 


000 cepleraumes 
SCOTT, Temple, 1864- Sf 828'609 
Oliver Goldsmith bibliographically and 
biographically considered; based on ‘the 
collection of material in the library of W. 
M. Elkins, Esq. With an introd. by A. 
Edward Newton. [Folcroft, Pa.] Folcroft | 
Library Editions, 1974 {c1928] xix, 368%." 
illus, 26 cm. Reprint of the ed. published 
by Bowling Green Press, New York. 
[28353.8543 1974] 74-2487 50.00 
1. Goidsmith, Oliver, 1728-1774——, 
Bibliography. 2. Goldsmith, Oliver, 1728- 


1774—Biography. I. Elkins, William 
McIntire, 1882-1947. II. Title. 
“SUIT your spirit;” 016.910°202 


travel guide books in review. [lst ed.] Ann 
Arbor, University of Michigan, 
International Center [1974] 102 p. 23 cm. 
[Z6016.T7S9] 74-171870 

1. Voyages and travels—1951- —Guide- 
books—Bibliography. I. Title. 


BROMLEY, John Selwyn. 016.914 
A select list of works oa Europe and 
Europe overseas, 1715-1815. Edited for . 
the Oxford Eighteenth Century Group by 
J. S. Bromley and A. Godwin. Westport, 
Conn., Greenwood Press [1974] p. ISBN 
0-8371-7102-4 Reprint of the 1956 ed. 
published by Clarendon Press, Oxford, 
Eng. [Z2000.B7 1974] 73-13036 8.75 

L Europe—History—18th  century— 
Bibliography. 2. Europe—History—1789- 
1815—Bibliography. 3. Colonies—~ 
Bibliography. I. Goodwin, Albert, joint 
author. II. Oxford Eighteenth Century 
Group. ff. Title. IV. Title: Europe and 
Europe overseas, 1715-1815. 

Prepared from C.I.P. 


*TOMO SANZ, Leandro. 016.9159 
1872 documents compiled and annotated 
by Leandro Tormo Sanz, translated by 
Antonio Molina. Mariaa [Historical 
Conservation Society] [1973] xvi, 171 p. 
23 cm. (Historical Conservation Society, 
no. 23) [Z3001.] 3.00 (pbk.) 

I. Asia, Southeastern—History—Sources. I. 


Title. 

Dist. by Cellar Book Shop, Detroit, 
Michigan. 

THOMPSON, Lawrence 016.917303 


Sidney, 1916- 
The new Sabin; books described by Joseph 
Sabin and his successors, now described 
again on the basis of examination of 
originals, and fully indexed by title, 
subject, joint authors, and institutions and 
agencies, by Lawrence S. Thompson. 
Troy, N.Y., Whitston Pub. Co., 1974- v 
24 cm. [Z1201.T45] 73-85960 
1. America—Bibliography. I. Sabin, Joseph, 
1821-1888. A dictionary of books relating 
to America. IT. Title. 
Volume i, pt. 1, 25.00, ISBN 0-87875-049- 
5; vol. 1, pt. 2, 10.00, ISBN 0-87875-050- 
9. 


KINTON, Jack F. 016.9173°06 
American ethnic groups and the revival of 
cultural pluralism; evaluative sourcebook 
for the 1970's, by Jack F. Kinton. 4th ed. 
[Aurora, Hl, Social Science . Sociological 
Resources] 1974. 206 p. 23 cm. 

[Z1361.E4K55 1974] 74-171031 9.95; 7.25 


(pbk .). 
Mtnorities—United States— 
Bibliography. 2. Negroes—Bibliography. 3. 


United States—Race question— 
Bibliography. T. Title. 
WARD, Robert Edward. 016.95204 


The Allied occupation of Japan, 1945- 
1952: an annotated bibliography of 
Western-language materials. Compiled and 


3 


JEANI T 


x 000: GEN RALITIES 


edited ior the Joint Committee on 
Japanese studies of the Social Science 
Research Council American Council of 
Learned Societies ‘and the center for 
Japanese studies of the University of 
Michigan by Robert E. Ward and Frank J. 
Shulman, with the assistance of Masashi 
Seslihara and Mary Tobin Espey. Chicago, 
American Library Association 1974. xx, 
867 p. 26 cm. ISBN 0-8389-0127-1 
[Z3308.A5W35] 74-8772 50.00 
1. Japan—History—Allied occupation, 
1945-1952 Bibliography. I. Shulman, Frank 
. Joseph, 1943- joint author. H. Joint 
committee on Japanese studies. TII. 
Michigan University, Center for Japanese 
studies. [V. Title. 
KHAN, Shafa‘at Ahmad, 016.95403 
Sir, 1893-1947. 
Sources of the history of British India in 
the seventeenth century. London, Curzon 
Press; Totowa, N.J., Rowman & Littlefield 
[1974] p. cm. ISBN  0-87471-562-8 
Reprint of the 1926 ed. published by H. 
Milford, Oxford University Press, London, 
New York, which was issued as v. 4 of 
Allahabad University studies in history. 
[CD1042.A2K47 1974] 74-8129 13.50 
i. India—History—1500-1765—Sources— 
Bibliography. 2. Archives—Great Britain— 
Inventories, calendars, ete. I. Title. I. 
Series: Allahabad University studies in 
hustory, V. 4. 
Prepared from C.I.P. 


*PAPERBOUND books in 
print. 

The Summer 1974 edition is available from 
Bowker for 19.50. ISBN 0-8352-0750-1. 
L.C. card no.: 55-9561. 


FUSSLER, Herman 
Howe, 1914- 
Research libraries and technology; a report 
to the Sloan Foundation [by] Herman H. 
Fussler. Chicago, University of Chicago 
Press [1973, i.e.1974] xi, 91 p. 24 cm. 
ISBN 0-226-27558-2 (The University of 
Chicago studies in library science) 
Bibliography: p. 81-84. [Z678.9.F87] 73- 
81481 5.95 

l. Libraries—Automation. I. Alfred P: 
Sloan Foundation, inc, New York. If. 
Title. HI Series: Chicago. University. The 
University of Chicago studies in library 
science. 


THOMPSON, James. 025.1 
An introduction to university library 
administration. 2d ed. rev. [Hamden, 
Conn.] Linnet Books [1974] p. cm. ISBN 
0-208-01352-0 Bibliography: p. 
[Z675.U5T46 1974] 73-22337 7.50 

i. Libraries, University and college— 
Administration. I. Title. 

Prepared from C.I.P. 


017.4 


021.002854 


CARTER, Mary (Duncan) 025.271 
1896- 
Building library collections, by Mary 


Duncan Carter, Wallace John Bonk [and] 
Rose Mary Magrill. 4th ed. Metuchen, 
N.J., Scarecrow Press, 1974. p. cm. ISBN 
0-8108-0730-0 Includes bibliographies. 
[Z689.C29 1974] 74-7359 9.00 

i. Book selection. 2. Acquisitions 
(Libraries) I. Bonk, Wallace John, 1923- 
Joint author. IT. Magrill, Rose Mary, joint 
author. TII. Title. 

Prepared from C.I.P. 


ROGERS, Frances. 027.474734 
The story of a small town library; the 
development of the Woodstock, N.Y., 
Library. With an introd. and notes by Alf 
Evers. Woodstock, Overlook Press [1974] 


4 


xiv, 236 p. 22 cm. ISBN 0-87951-019-6 
[Z733.W88R63 1974] 73-87135 8.95 
1. Woodstock Library. I. Title. 
PITTSBURGH. Carnegie 028.5 
Library. 
Stories to- tell to children; a selected list. 
8th ed., rev. and edited by Laura E. 
Cathon, Marion McC. Haushalter [and] 
Virginia A. Russell. Margaret Hodges, 
consultant. [Pittsburgh] Published for 
Carnegie Library of Pittsburgh Children’s 
Services by the University of Pittsburgh 
Press [1974] xi, 145 p. illus. 21 cm. ISBN 
0-8229-3280-6 [Z1037.P693 1974] 73- 
13317 5.95 2 
1. Children’s stories—Bibliography. 2. 
Holidays—Bibliography. I. Cathon, Laura 
E., ed. Hf. Haushalter, Marion McC., 1911- 
ed. HI. Russell, Virginia A., 1914- ed. IV. 
Pittsburgh. Carnegie Library. Children’s 
Services. V. Title. 
Pbk. 3.50, ISBN 0-8229-5246-7. 


CAREY, R. J. P. 028.7 
Library guiding; a program for exploiting 
library resources [by] R. J. P. Carey. 
(Hamden, Conn.] Linnet Books [1974] 186 
p. illus. 23 cm. ISBN 0-208-01359-4 
Includes bibliographical references. 
(Z711.2.C36] 73-18477 10.00 

J. Libraries, University and college. 2. 
Library orientation. I. Title. 


THE New book of knowledge. 031 
New York, Grolier [1974] 20 v. illus. (part 
col.) 27 cm. ISBN 0-7172-0505-3 First 
published in 1912 under title: The Book of 
knowledge. A twenty-volume edition 
illustrated with maps, pictograms, and 
photographs in color and black and white. 
Entries are written on a range of reading 
levels and are the work of qualified 
specialists. Every volume is separately 
indexed with cross references to pertinent 
information found in the other volumes. 
[AG5.B64 1974] 73-8984 260.00 (set) 


1. Children’s encyclopedias and 
dictionaries. 

THE New Encyclopaedia 031 
Britannica. 15th ed. Chicago, 


Encyclopaedia Britannica [1974] 30 v. 
illus. (part col.) 29 cm. ISBN 0-85229-290- 
2 The Micropaedia and Macropaedia are 
numbered by the publisher v. 1-10 and v. 
1-19 respectively. Contents.—[1] 
Propaedia: outline of knowledge and guide 
to the Britannica.—[2]-[11] Micropaedia: 
ready reference and  index.—[12]-[30] 
Macropaedia: knowledge in depth. Includes 
bibliographies. [AE5.E363 1974] 73-81025 
348.00 (set to schools and libraries.) 

1. Encyclopedias and dictionaries. I. Title: 
Encyclopaedia Britannica. 

Standard binding 548.00 


ASSOCIATED Press. 051 
The official Associated Press almanac. 
1974 ed. New York, Quadrangle. [1974, 
c1973] v. illus. 25 cm. Continues the New 


York times encyclopedic almanac. 
[AY67.N5T55] 70-106948 5.95 
1. Almanacs, American. I. Title. 
KELLY, R. Gordon. 051 


Mother was a lady; self and society in 
selected American childrer’s periodicals, 
1865-1890 [by] R. Gordon Kelly. 
Westport, Conn., Greenwood Press [1974] 
p. cm. ISBN 0-8371-6451-6 (Contributions 
in American studies, no. 12) Bibliography: 
p. [PN4878.K4] 72-5451 12.50 

1. Children’s periodicals, © American— 
History. 2. Children’s stories, American— 
History and criticism. I. Title. 

Prepared from C.I.P. 


AMERICAN BOOK PUBLISHING RECORD 


VAN ALLEN, Rodger. 051 
The Commonweal and American 
Catholicism: the magazine, the movement, 
the meaning. Philadelphia, Fortress Press 
[1974] v, 218 p. 22 cm. ISBN 0-8006- 
1076-8 Based on the author's thesis, 
Temple University. Includes bibliographical 


references. [PN4900.C64V3]  73-89063 
4.50 (pbk.) 

1. The Commonweal. I. Title. 

BROCE, Thomas E., 060°.25°766 


1935- 
Directory of Oklahoma foundations [by] 
Thomas E. Broce. [ist ed.] Norman, 
University of Oklahoma Press [1974] vii, 
304 p. 21 cm. ISBN 0-8061-1123-2 
Includes bibliographical references. 
[AS911.A2B76] 73-7430 9.95 

1. Endowments—Oklaboma—Directories. 
I Title. 


DIRECTORY of associations 061.1 
in Canada; Repertoire des associations du 
Canada. Prepared under the direction of 
Brian Land. [Toronto, Buffalo] University 
of Toronto Press [c1974] xlii, 393 p. 26 
cm. ISBN  0-8020-4503-0 English and 
French. [AS40.A7D57] 73-85085 35.00 

1I. Associations, institutions, — ete.— 
Canada—Directories. I. Land, Brian, 1927- 
il. Title: Repertoire des associations du 


_ Canada. 


ROSS, Ishbel, 1897- 070.4’092’2 
Ladies of the press. New York, Arno 
Press, 1974 [c1936] p. cm. ISBN 0-405- 
06120-X (Women in America: from - 
colonial times to the 20th century) Reprint 
of the ed. published by Harper, New York. 
[PN4872.R7 1974] 74-3972 33.00 

1, Women journalists—United States. 2. 
Journalism—United States. I. Title. I. 
Series. : 
Prepared from CLP. 


HAYS, Robert G. 070.4°092'4 B 
Country editor: ‘influence of a weekly 
newspaper, by Robert G. Hays. Danville, 
Ill., Interstate Printers & Publishers [1974] 
x, 83 p. port. 23 cm. Based on the author's 
master’s thesis, Southern ee 
University, Carbondale. Bibliography: 
77-78. [PN4874.8423H3 1974]73- 87423 3. o 
1. Seil Noland Blair, 1894-1968. 2: 
Mercury-Independent. Í Grayville, [H1.— 
Biography. I. Title. 


PRESCOTT, Peter S. 070.4°092'4 B 
A darkening green; notes from the silent 
generation [by] Peter S. Prescott. New 
York, Coward, McCann & Geoghegan 
[1974] 222 p. 22 cm. ISBN 0-698- laoi. 9 
[PN4874.P74A3] 72-87591 6.95 

1. Prescott, Peter S. I. Title. 


OF the press, by the 070.40973 
press, for the press (and others, too); a 
critical study of the inside workings of the 
news business, from the news pages, 
editorials, columns, and internal staff 
memos of The Washington post. Edited by 
Laura Longley Babb, Washington Post 
Writers Group. [Washington, Washington 
post, 1974] vi, 246 p. 23 cm. ISBN 0- 
88475-003-5 "Dell 6083.” [PN4867.04] 
74-76514 3.95 

i. Journalism—United States. I. Babb, 
Laura Longley, ed. I. Washington Post 
Writers Group. LIT. The Washington post. 


*NEWS dictionary. 070.43. 
The 1973 edition is available from Facts 
on File for 6.75 (pbk.) ISBN 0-87196-098- 
2. L.C. card no.: 65-17649. 


KOBRE, Sidney, 1907- 070.4731 
Backgrounding the news; the newspaper 


AUGUST 31,1974 


and the social sciences. Westport, Conn., 
Greenwood Press [1974] p. ISBN 0-8371- 
5526-6 Reprint of the 1939 ed. published 
by the author and printed by Twentieth 


Century Press, Baltimore. Includes 
bibliographies. [PN4731.K65 1974] 70- 
137063 13.50 

1. Journalism. I. Title. 

Prepared from C.I.P. 

JOSIAH Macy, Jr., 070.44961 


Foundation, New York. 

When doctors meet reporters; a frank 
discussion by science writers and 
physicians of the controversy between the 
press and the medical profession. Compiled 
by Hillier Krieghbaum from the record of 
a series of conferences sponsored by the 
Josiah Macy, Jr. Foundation. Westport, 
Conn., Greenwood Press [1974, c1957] p. 
cm. ISBN 0-8371-7249-7 Reprint of the 
ed. published by New York University 
Press, New York. [PN4781.J83 1974] 73- 
16949 8.25 

1. Reporters and reporting. 2. Public 


relations—Physicians. I.  Krieghbaum, 
Hillier, comp. IT, Title. 

Prepared from C.I.P. 

STAPLER, Harry. 070.4°49°796 


The student journalist and sportswriting. 
[Ist ed.] New York, Richards Rosen Press 
[1974] p. cm. ISBN 0-8239-0295-1 (The 
Student journalist guide series) 
Bibliography: p. A guide to the special 
problems and techniques of sportswriting 
covering such aspects as what makes a 
good sports page and the reporting, 
writing, and revising of various kinds of 
sports stories. [PN4784.S6S86] 73-91272 


i, Sports journalism. I. Title. 
Prepared from C.I.P. 


FINLEY, Ruth 070.4°8347'°0924 
Ebright, 1884-1955, 
The lady of Godey’s: Sarah Josepha Hale. 
New York, Arno Press, 1974 [c1931] p. 
cm. ISBN 0-405-06095-5 (Women in 
America: from colonial times to the 20th 
century) Reprint of the ed. published by 
Lippincott, Philadelphia. [PN4900.G6F5 
1974] 74-3949 21.00 
1. Hale, Sarah Josepha Buell, 1788-1879. 
2. Godey’s magazine. I. Title. II. Series. 
Prepared from C.I.P. 


BUNI, Andrew. 070.50924 B 
Robert L. Vann of the Pittsburgh courier: 
politics and Black journalism. [Pittsburgh] 
University of Pittsburgh Press [1974] xv, 
410 p. illus. 24 cm. ISBN 0-8229-3274-1 
Includes bibliographical references. 
[PN4874.V35B8] 73-7700 12.95 

1. Vann, Robert L., 1887-1940. I. Title. 


OLIPHANT, Margaret 070.5'0941 
Oliphant Wilson, 1828-1897. 
Annals of a publishing house: William 
Blackwood and his sons, their magazine 
and friends. 2d ed. Edinburgh, W. 
Blackwood, 1897-98. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-07730-7 
Vol. 3 has title: Annals of a publishing 
house; John Blackwood, by his daughter 
Mrs. Gerald Porter. [Z325.B6305 1974] 
70-148282 75.00 
1. Blackwood, William, 1776-1834. 2. 
Blackwood, John, 1818-1879. 3. 
Blackwood (William) and Sons Limited. I. 
Porter, Mary Blackwood. II. Title. 
Prepared from C.LP. 


REES, Thomas, 1777- 
1864. 

Reminiscences of literary London from 
1779 to 1853. The rise and progress of the 

Gentleman’s magazine, by John Nichols. 


070.5°09421 


New York, Garland Pub., 1974. p. cm. 
ISEN 0-8240-0987-8 (The English book 
trade, 1660-1853) Reprint of the 1896 ed. 
of T. Rees’s Reminiscences published by 
Harper, New York; and of the 1821 ed. of 
J. Nichols’ The rise and progress of the 
Geatleman’s magazine published by the 
autaor, London. [Z330.6.L6R43 1974] 74- 
11426 22.00 

1. The Gentleman’s magazine (London) 2. 
Book industries and trade—London. 3. 
London—Intellectual life. I. Nichols, John, 
1745-1826. The rise and progress of the 
Gentleman’s magazine. 1974. II. Title. HI. 
Series. 

Prepared from C.I.P. 


VEANER, Allen B., 1929- 070.5°7 
Microform market place, 1974/1975; an 
intsrnational directory of micropublishers, 
edited by Allen B. Veaner and Alan M. 
Meckler. Weston, Conn., Microform 
Review [1974] p. cm. ISBN 0-913672-02- 
5 Bibliography: p. [Z286.M5V43] 74-4811 
7.CO (pbk.). 

í: Micropublishing—Directories. I. 
Meckler, Alan M., 1945- joint author. IL 
Tizle. 

Prepared from C.I.P. 


WATTS, Alaric Alfred, 
1825-1901. . 

Akaric Watts; a narrative of his life. With 

poztraits. London, R. Bentley, 1884. [New 

Ycrk, AMS Press, 1974] 

[PR5759.W4Z9 1974] 79-148326 27.00 

1. Watts, Alaric Alexander, 1797-1864— 

Biography. 

Prepared from C.I.P. 


DENNIS, Everette E. 071'.3 
Ozher voices: the new journalism in 
America [by] Everette E. Dennis [and] 
William L. Rivers. San Francisco, Canfield 
Press [1974] vi, 218 p. 21 ee ISBN 0-06- 
382562-7 Bibliography: 209-214. 
[PN4867.D4] 73- 10610 5.95 (bk) 


070°.92'4 B 


1. Journalism—United States. I. Rivers, 
William L., joint author. II. Title. 
SMITH, Anthony, 1938- comp. 072 


Tae British press since the war. Totowa, 
NJ., Rowman and Littlefield [1974] p. 
ISBN  0-87471-550-4 Bibliography: p. 
[PN5118.S5] 74-7178 15.00 

1. English newspapers. I. Title. 

Prepared from C.I.P. 


SENECA, Lucius Annaeus, 
“rhetor.” 
Tae elder Seneca declamations. Translated 
by M. Winterbottom. Cambridge, Mass., 
Harvard University Press, 1974- v. 17 
cra. (The Loeb classical library, 463-) Latin 
ard English on opposite pages. Translation 
of Oratorum et rhetorum sententiis, 
divisiones, colores. Contents.—v. f 
Controversiae, books 1-6. Bibliograph PAN 
1, p. XXV. [PA6156. 8407 1974] [PA 659] 
320.5°4 74-166313 5.00 (ea.) (2 vols.) 
L Winterbottom, Michael, tr. If. Title. ITT. 
Series: The Loeb classical library. Latin 
authors, 463- 


FLAHERTY, Joe. 081 
Chez Joey; the world of Joe Flaherty. 
Introd. by Wilfrid Sheed. New York, 
Coward, McCann, & Geoghegan [1974] 
xavi, 229 p. 22 cm. ISBN 0-698-10573-7 
[AC8.F646] 73-88540 7.95 

i. Title. 


CHARTIER, Alain, 
15thcentury. 
Fifteenth-century English translations of 
“dain Chartier’s Le traite de lesperance 
aid Le quadrilogue invectif, edited by 
Margaret S. Blayney. London, New York, 


080 s 


082 s 


100 pHubsopHy: 


Published . for the Early Engk Text 
Society by the Oxford University Press, 
1974- v. 23 cm. ISBN 0-19-722272-2 
(Early English Text Society. [Publications. 
Original series] no. 270) Contents.—v. 1. 
Text. [PR1119.A2 no. 270] [PQ1557.E5] ` 
848’.2°07 74-168191 8.00 i 
I. Blayney, Margaret S, ed. II. Chartièr, 
Alain, 15th 
invectif. English. 1974. HI. Title. IV. Title: 
Le traite de esperance. V. Title: Le , 
guacrilogue invectif. VI. Series. 


100 PHILOSOPHY 


BLOCKER, H. Gene. 100 
Introduction to philosophy [by] H. Gene 
Blocker [and] William Hannaford. New 
York, Van Nostrand [1974] xi, 334 p. 23 
em. ISBN 0-442-20827-8 Includes 
bibliographies. [BD21.B5] 73-14372 8.95 

L Philosophy—Introductions, 
Hannaford, William, joint author. I. Title. 


KUHNS, Richard Francis, 1924- 100 
Structures of experience; essays on the 
affinity between philosophy and literature 
[by] Richard Kuhns. New York, Harper 
Torchbooks [1974, c1970] xii, 274 p. 21 


em. ISBN  0-06-131773-X (Harper 
Torchbooks, 1TB1773) Includes 
bibliographical references. [B66.K84} 3.50 
(pbk.) 


1. Philosophy. 2. Literature—Philosophy. 
3. Experience. I. Title. 

L.C. card number for hardbound ed.: 73- 
135559 


PORTER, Burton Frederick, 108 
comp. 
Philosophy; a literary and conceptual 


approach [by] Burton F. Porter. New 
York, Harcourt Brace Jovanovich [1974] x, 
514 p. 24 cm. ISBN 0-15-570552-0 
Includes bibliographical references. 
[B21.P67] 74-2560 5.95 (pbk.) 

1. Philosophy—Collected works. 2. Self 
(Philosophy)—Collected works. 3. Good 
and evil—-Collected works. 4. Reality— 
Collected works. I. Title. 


BAHM, Archie J. 110 
Metaphysics; an introduction [by] Archie 
J. Bahm. New York, Barnes & Noble 
Books [1974] 259 p. 21 cm. ISBN 0-06- 


463338-1 Includes bibliographical 
references. [BD111.B15 1974] 73-7469 
2.95 (pbk.) 


1. Metaphysics. 2. Causation. 3. Dialectic. 


ISENBERG, Arnold. 111.85 
Aesthetics and the theory of criticism; 
selected essays of Arnold Isenberg. Edited 
by William Callaghan [and others} With an 
introd. by Mary Mothersill and a 
biographical sketch by William Callaghan. 
Chicago, University of Chicago Press 


. [1973 i.e.1974] xxxix, 322 p. port. 24 cm. 


ISBN 0-226-38511-6 Includes 
bibliographical references. [BH39.183] 73- 
77133 12.50 
J. Isenberg, 
Collected works. 
works. I. Title. 

Contents omitted. 


SKLAR, Lawrence. 114 
Space, time, and spacetime. Berkeley, 
University of California [1974] xii, 423 p. 
illus. 24 cm. ISBN 0-520-02433-8 Includes 
bibliographical references. 
{QC173.59.865855] 73-76096 15.00 

1. Space and time. I. Title. 


MELNICK, Arthur. 121 
Kant’s analogies of experience. Chicago, 


Arnold. 2.  Aesthetics— 
3. Criticism—Collected 


5 


century. Le quadrilogue .- 


100 puhosopny. 


University of Chicago Press  [1973, 
ie.1974] viii, 178 p. 23 cm. ISBN 0-226- 
51964-3 Based on the author's thesis, 
University of Chicago. Bibliography: p. 
[171]-174. [B2779.M59] 73-77138 10.95 

1. Kant, Immanuel, 1724-1804, Kritik der 
reinen Vernunft. 2. Experience. 3. 
Analogy. 4. Ding an sich. I. Title. 


GHOSE, Aurobindo, 1872-1950. 
The future evolution of man., the divine 
life upon earth [by] Sri Aurobindo. 
Compiled: with summary and notes by P, 
B. Saint-Hilaire. Wheaton, Til. 
Theosophical Pub. House [1974] 157 p. 
port 22 cm. ISBN 0-8356-0441-1 (A Quest 
book) Bibliography: p.  [153]-157. 
[BL1270.G385 $974) 73-7645 2.25 (pbk.) 
Í. Title. ` 


LANDMANN, Michael, 1913- 128 
Philosophical anthropology. Translated by 
David J. Parent. Philadelphia, Westminster 
Press [1974] 256 p. 21 cm, ISBN 0-664- 
20995-5 Bibliography: p. [241]-246. 
1BD1450. L24813] 73-20484 7.50 

1. Philosophical anthropology. I. Title. 


ROBB, James Harry, 1918- 128 
Man as infinite spirit, by James H. Robb. 
Milwaukee, Marquette University 
Publications [1974] 57 p. 19 cm. ISBN 0- 
87462-139-9 (The Aquinas lecture, 1974) 
Bibliography: p. 52-57. [B765.T54R57] 74- 
76084 2.50 (pbk.) 

1. Thomas Aquinas, Saint, 12257-1274. 2. 
Man. I. Title. IL. Series. 


THE Limits of human 1287.3 
nature; essays based on a course of lectures 
given at the Institute of Contemporary 
Arts, London. Edited with an introd. by 
Jonathan Benthall. [lst ed.] New York, 
Dutton, 1974 [c1973] xvi, 282 p. illus. 22 


128 


cm. ISBN 0-525-47359-9 Includes 
bibliographies. [BD450.L517 1974] 74- 
170448 10.00 

i. Man—Addresses, essays, lectures. I. 
Benthall, Jonathan, ed. Jl. London. 
Institute of Contemporary Arts. 

OLD, Water Gorn, 1864- 133.335 


The kabala of numbers, 
Hollywood, Calif., Newcastle Pub. Co. 
[1974] p. cm. ISBN 0-87877-027-5 
(Newcastle occult book P-27) Reprint of 
the 1928 ed. published by D. McKay Co., 
Philadelphia. [BF1623.P906 1974] 74- 
6128 3.95 (pbk.) 

1. Symbolism of numbers. I. Title. 
Prepared from C.I.P. 


by Sepharial. 


CHAPPELL, Helen. 133.4 
The waxing moon; a gentle guide to 
magick. Text and illus. by Helen Chappell. 
New York, Links [1974] 214 p. illus. 23 
cm. ISBN 0-8256-3032-0 Bibliography: p. 
211-214. [BF1611.C46] 73-89670 3.95 
(pbk.). 

1. Magic. I. Title. 


RUSH, John A. 133.4 
Witchcraft and sorcery; an anthropological 
perspective of the occult, by John A. Rush. 
Springfield, 1l., Thomas (1074, c1973] p. 
ISBN 0-398- 02981- 4 Bibliography: p. 
[BF1411.R85 1974] 73-16066 10.50 

1. Occult sciences. I. Title. 

Pbk. 7.95, ISBN 0-398-03019-7 Prepared 
from C.I.P. . 


HOYT, Olga. 133.42 
Demons, deviis, and djinn. New York, 
Abelard-Schuman [1974] 160 p. ilius. 22 
cm. ISBN 0-200-00110-8 Bibliography: p 
154-156. Examines the many forms and 
appearances of demons throughout history 
and the world, the charms which call them 


6 


forth, and the spells that banish them. 
(BL480.H69] 73-6190 5.95 

1. Demonology—Suverile literature. 2. 
Spirits—Juvenile literature. I. Title. 


GRENDON, Felix, 1882- 133.474 
1965, comp. 

Anglo-Saxon-charms. [Folcroft, Pa.] 

Folcroft Library Editions, 1974. 133 p. 26 

cm. Anglo-Saxon and English. Originally 


presented as the compilers thesis, 
Columbia University, 1909. Includes 
bibliographical references. [GR600.G73 


1974] 74-3177 20.00 

1. Charms. 2. Magic, Anglo-Saxon. 3. 
Medicine, Magic, mystic, and spagiric. I. 
Title. 


JONES, Marc Edmund, 1888- 133.5°4 
The guide to horoscope interpretation. 
Wheaton, Ill., Theosophical Pub. House 
[1974, c1941] xi, 195 p. iIlus. 20 cm. ISBN 
0-8356-0442-X (A Quest book) Reprint of 
the ed. published by McKay, Philadelphia. 
(BF1728.A2J6i4 1974] 73-12102 2.45 
(pbk.) 

1. Horoscopes. I. Title. 


SCHMIDT, Steven. 133.54 
The astrology 14 horoscope; how to cast 
and interpret it. Illustrated by Mitzi 
Schmidt. Indianapolis, Bobbs-Merrill 
[1974] xviii, 394 p. illus. 24 cm. ISBN 0- 


672-51647-0 Bibliograpky: p. [386]-387. 
[BF1708.1.S35] 73-1743 12.95 

1. Astrology. I. Title. 

ANDREAE, Christine. 133.9 
Seances & spiritualists. [lst ed.] 


Philadelphia, Lippincott :[1974] p. cm. 
ISBN 0-397-31555-4 (The Weird and 
horrible library) Bibliography: p. Describes 
the various aspects of spiritualism and 
some of its more famous practitioners. 
(BF 1261.2.A5] 74-8044 5.15; 1.95 (pbk.) 

I. Spiritualism—Juvenile literature. I. Title. 
Prepared from C.I.P. 


KURTH, Hanns, 1904- 133.9013 
Glimpses of the beyond by] Jean-Baptiste 
Delacour. Translated from the German by 
E. B. Garside. [New York} Delacorte Press 
[1974] p. cm. ISBN 0-440-03287-3 
Translation of Aus dem Jenseits zuruck, 
published in 1973. [BF1263.K8713] 74- 
8054 5.95 

1. Spiritualism. I. Title. 

Prepared from C.I.P. 


SPRAGGETT, Allen. 133.9013 
The case for immortality. [New York] 
New American Library; ale a by 
Norton, 1974] 154 22 cm. 
[BEIS F8S65 1974} 73- 31565 6.95 

i. Future life. 1. Title. 


FODOR, Nandor. 133.903 
An encyclopaedia of psychic science. 
Secaucus, N.J., Citadel Press [1974, c1966] 
[416 p] 25 cm. ISBN 0-8065-0429-5. 
[BF1025.F6 1974] 66-16316 5.95 (pbk.) 

i. Psychical _research—Dictionaries. 2. 
Spiritualism—Dictionaries. I. Title. 


CROWLEY, Aleister, 1875- 
1947. 
777; vel, 


135.4 


prolegomena symbolica ad 
systeman sceptico-mysticae viae 
explicandae, fundamentcem 
lierogloyphicum  sanctissimorum  sciential 
sunmac. New York, Gordon Press, 1974. 
xxvii, 154 p. illus. 24 cm. ISBN 0-87968- 


105-5 "First published, 1909.” 
[BF1999.C745 1974] 73-2.397 

I. Title. 

BRENNECKE, John H. 150 


Psychology and human experience [by] 


AMERICAN BOOK PUBLISHING RECORD 


John H. Brennecke [and] Robert G. 
Amick. Photos. by Claire Steinberg. Illus. 
by Robert Ronketti. Beverly Hills, Glencoe 
Press [1974] 320 p. illus. 26 cm. Includes 
bibliographies. [BF131.B764] 73-7373 6.95 
(pbk.); 2.95 (workbook). 

1. Psychology. I Amick, Robert G., joint 
author. IT. Title. 


GARDINER, W. Lambert. 150 
Psychology: a story of a search [by] W. 
Lambert Gardiner. 2d ed. Monterey, Calif., 
Brooks/Cole Pub. Co. [1974] xx, 343 p 


illus. 22 cm. ISBN 0-8185-0118-9 
(Brooks/Cole introductory books in 
psychology} Bibliography: 325-331. 


[BF121.G38 1974] 73-89595 8.50; 4.95 
(pbk.) 


1. Psychology. I. Title. 


HABER, Audrey. 150 
Fundamentals’ of psychology [by] Audrey 
Haber [and] Richard P. Runyon. Reading, 
Mass., Addison-Wesley Pub. Co. [1974] 
608, R17, [14 p. illus. 24 cm. ISBN 0-201- 
02674-0 Bibliography: p.  R41-R17. 
[BF131.H13] 73-16552 10.95 

1. Psychology. I. Runyon, Richard P., joint 
author. IT. Title. 


*KEMPLER, Walter 150 
Principles of gestalt family therapy; a 
gestalt-experiential handbook. {Los 
Angeles, The Kempler Institute, 1974, 
c1973] 129 p. 21 cm. [BF121] 8.50 (pbk.) 
1. Psychology. I. Title. 

Publisher’s address: P.O. Box 1186 Los 
Angeles, Calif. 90028. 


LEFRANCOIS, Guy R. 150 
Of humans: introductory psychology by 
Kongor [by] Guy R. Lefrancois. Monterey, 
Calif., Brooks/Cole Pub. Co. [1974] xvi, 


391 p. illus. 19 x 27 cm. ISBN 0-8185- 
0120-0 Bibliography: p. 369-381. 
[BF131.L37} 73-91422 8.95 

1. Psychology. I. Title. 

VERNON, Walter M. 150 
Introductory psychology; a mastery 


coursebook with performance objectives 
[by] Walter M. Vernon. Chicago, Rand 
McNally College Pub. Co. [1974] xii, 519 
p. illus. 26 cm. ISBN  0-528-62007-X 
Bibliography: p. 507-514. [BF121.V43] 73- 
20706 7.95 (pbk.). 

1. Psychology. I. Title. 


SEGAL, Hanna. 150°.19°50924 
Introduction to the work of Melanie Klein. 
New enl. ed. New York, Basic Books 
[1974, 1973] x, 144 p. 22 cm. ISBN 0- 
465-03581-7 Bibliography of Melanie 
Klein: p. 129-131. Some significant 
discussions of Melanie Klein’s work: p. 
ae [BF173.K4984 1974] 73-91077 
9 

1. Klein, Melanie. 2. Psychoanalysis. I. 
Title. 


WOLLHEIM, Richard, 
1923- comp. 

Freud: a collection of critical essays. [1st 
ed.] Garden City, N.Y., Anchor Books, 
1974. p. cm. ISBN 0-385-07970-2 
(Modern studies in philosophy) 
[BF173.F85W54] 73-16516 4.95 (pbk.) 

i. Freud, Sigmund, 1856-1939. 2. 
Psychoanalysis—Addresses, ESSAYS, 
lectures. 

Prepared from C.I.P. Contents omitted. 


EKSTRAND, Bruce R., tomp. 150.8 
Principles and meanipgs of psychology; 
readings [compiled by] Bruce R. Ekstrand 
[and] Lyle E. Bourne, Jr. Hinsdale, IIL, 
Dryden Press [1974] ix, 511 p. illus. 28 
cm. ISBN 0-03-089078-0 Includes 


150°.19°5208 


AUGUST 31,1974 
ao [BF149.E4} 73-14287 4.95 
(pbk 


I. Psychology—-Addresses, essays, lectures. 
i. Bourne, Lyle Eugene, 1932- joint comp. 
H. Title. 


HILLIX, William Allen, 
1929- comp. 
Systems and theories in psychology: a 
reader [compiled by] William A. Hillix 
[and] Melvin H. Marx. St. Paul, West Pub. 
Co. [1974] viii, 437 p. illus. 25 cm. ISBN 
0-8299-0010-1 "The readings are organized 
in parallel with the 13 chapters of [the 
authors] systematic text, Systems and 
theories in psychology (New York: 
McGraw-Hill, second edition, 1973)” 
Includes bibliographies. [BF21.H54] 74- 
1203 6.95 (pbk.) 
i. Psychology—Addresses, essays, lectures. 
T Marx, Melvin Herman, joint comp. II. 
itle. 


KATZ, Harvey A., comp. 150.8 
Introductory psychology through science 
fiction [by] Harvey A. Katz, Patricia 
Warrick [and] Martin Harry Greenberg. 
Chicago, Rand McNally College Pub. Co. 
[1974] viii, 510 p. 23 cm. ISBN 0-528- 
62001-6 Bibliography: p. 503-510. 
[BF149.K38] 73-14356 5.50 (pbk.). 

1. Psychology—Addresses, essays, lectures. 
2. Science fiction. I. Warrick, Patricia, joint 
comp. II. Greenberg, Martin Harry, joint 
comp. HI. Title. 


ATKINSON, John William, 
1923- 


150.8 


152.5 


Motivation and achievement, by John W. 
Atkinson and Joel O. Raynor, in 
collaboration with David Birch [and 
others] Washington, Winston; [distributed 
by Halsted Press Division, New York] 
1974. xi, 479 p. illus. 24 cm. ISBN 0-470- 
03626-5 “A Halsted Press book.” 
Bibliography: p. 439-454. [BF683.A85] 73- 
21754 19.95 

1. Achievement motivation. I. Raynor, Joel 
O. II. Title. 


WECHSLER, David, 1896- 153.08 
Selected papers of David Wechsler. With 
introductory material by Allen J. Edwards. 
New York, Academic Press, 1974. x, 438 
p. illus. 23 cm. ISBN 0-12-741250-6 
”Bibliography of David Wechsler from 
1917 through 1974”: p.  [437]-438. 
[BF431.W374] 73-9450 16.50 

1. Intellect—Addresses, essays, lectures. 2. 
Mental tests—Addresses, essays, lectures. 
3. Emotions—Addresses, essays, lectures. 
I. Edwards, Allen Jack, 1926- II. Title. 


LORAYNE, Harry. 153.1°4 
The memory book, by Harry Lorayne and 
Jerry Lucas. New York, Stein and Day 
[1974] 237 p. 24 cm. ISBN 0-8128-1664-1 
[BF385.L755] 73-90705 7.95 
1. Mnemonics. I. Lucas, 
author. If. Title. 


REED, Graham F. 153.3 
The psychology of anomalous experience: a 
cognitive approach [by] Graham Reed. 
Boston, Houghton-Mifflin, 1974 [cl972] 
p. cm. ISBN 0-395-19844-5 (Sentry edition 
81) Bibliography: p. [BF491.R43 1974] 74- 
12054 2.95 (pbk.) 

1. Hallucinations and illusions. I. Title. 
Prepared from C.I.P. 


THOUGHT and feeling; 153.4 
cognitive alteration of feeling states. Edited 
by Harvey Ldndon [and] Richard E. 
Nisbett. Chicago, Aldine Pub. Co. [1974] 
239 p. 25 ent. ISBN 0-202-25095-4 
Includes bibliographies. [BF311.T486] 71- 
182913 8.95 


Jerry; joint 


i. Heider, Fritz, 1896- 
Stanley, 1922- 3. Cognition. 4. Emotions. 
L London, Harvey, ed. IT. Nisbett, Richard 
E., ed. 


MAHONEY, Michael J. 153.8 
Selt-control: power to the person [by] 
Michael J. Mahoney [andj Carl E. 
Thoresen. Monterey, Calif, Brooks/Cole 
Pub. Co. [1974] 368 p. illus. 23 cm. ISBN 
0-8185-0121-9 Bibliography: p. 323-358. 
[BF632.M22] 73-89411 5.95 (pbk.) 

d. Self-control. 2. Behavior modification. I. 
Thoresen, Carl E., joint author. 


THE Development of adaptive 153.9 
intelligence; [a cross-cultural study] by 
Carol Fleisher Feldman [and others. lst 
ed.] San Francisco, Jossey-Bass, 1974. xiv, 
142 p. 24 cm. ISBN 0-87589-224-8 (The 
Jossey-Bass behavioral science series) 
Bibliography: p. 121-137. [BF723.C5D48] 


73-22557 8.75 

1. Cognition (Child psychology) 2. 
Personality and culture. 3. Eskimos— 
Children. I. Feldman, Carol Fleisher. 
CARTWRIGHT, Desmond S., 155.2 

1924- 

Introduction to personality [by] Desmond 
S. Cartwright. Chicago, Rand McNally 


* College Pub. Co. [1974] x, 559 p. illus. 25 


cm. ISBN 0-528-62952-2 Bibliography: p. 
521-539. [BF698.C196] 73-19563 10.95 
1. Personality. I. Title. 


GILMORE, John V. 155.2 
The productive personality [by] John V. 
Gilmore. San Francisco, Albion Pub. Co. 
[1974] xiii, 291 p. 23 cm. ISBN 0-87843- 
612-X Bibliography: p. 257-[276} 
[BF710.G53] 73-88382 5.95 (pbk.) 

i. Emotional maturity. 2. Achievement 
motivation. 3. Creative ability. 4. 
Leadership. I. Title. 

Cloth edition; 10.95, ISBN 0-87843-613-8. 


LIEBERT, Robert M., 1942- 155.2 
Personality, strategies for the study of man 
[by] Robert M. Liebert [and] Michael D. 
Spiegler. Rev. ed. Homewood, Ill., Dorsey 
Press, 1974. xvi, 454 p. illus. 24 cm. ISBN 
0-256-01536-3 (The Dorsey series in 
psychology) Bibliography: p. 421-440. 
[BF698.L465 1974] 73-93359 11.00 

i. Personality. I Spiegler, Michael D., 
joint author. 


WEBSTER, Murray, 1941- 155.2°5 
Sources of self-evaluation; a formal theory 
of significant others and social influence 
[by] Murray Webster, Jr. [and] Barbara 
Sobieszek. New York, Wiley [1974] p. 
cm. ISBN 0-471-92440-7 "A Wiley- 
Interscience publication.” Bibliography: p. 
[BF697.W36] 74-5066 12.95 

i. Self-evaluation. 2. Interpersonal 
relations. 3. Influence (Psychology) I. 
Sobieszek, Barbara, joint author. H. Title. 
Prepared from C.I.P. 


LONGSTRETH, Langdon 
Ewert, 1931- 

Psychological development of the child 
[by] Langdon E. Longstreth. 2d ed. New 
York, Ronald Press Co. [1974] x, 574 p. 
illus. 25 cm. Includes bibliographies. 
(BF721.L58 1974] 74-75046 10.95 

1. Child study. I. Title. 


*JONES, N. Blurton, 
comp. 

Ethological studies of child behaviour, 
edited by N. Blurton Jones. [London] 
Cambridge University Press [1974, c1972] 
400 p. 23 cm. ISBN 0-521-09855-6. 
Includes bibliographical references. 
{LB1140.2.] 70-160102 


155.41 


155.4718 


2. Schachter, . 


one emg: 


100 ae 
r 


1, Nursing schools. 2.. Beha viorism 
(Psychology) I. Title. ` i 
Available from Cambridge University 
Press, N.Y. for 7.95 (pbk.} 

BUHLER, Charlotte 155.422 


Malachowski, 1893- 
The first year of life, by Charlotte Buhler. 
Translated by Pearl Greenberg & Rowena 
Ripin. Westport, Conn., Greenwood Press 
[1974] p. cm. ISBN 0-8371-7214-4 Pt. 1, 
The first year of life, published in German 
under title: Inventar der Verhaltungsweisen , 
des ersten Lebensjahres, by C. Buhler and 
H. Hetzer; pt. 2, The tests for the first and 
second year of life, two articles published 
in German under title: (1) Babytests, by H. 
Hetzer and K. Wolf; and (2) Eine 
Testreihe fur das zweite Lebensjahr, by H. 
Hetzer and L. Koller. Reprint of the 1930 
ed. published by J. Day Co., New York. 
Bibliography: p. [BF721.B7313 1974] 73- 
16646 13.00 
1. Infant psychology. 2. Mental tests. I. 
Title. 
Prepared from C.I.P. 


ZELIGS, Rose. 155.9°37 
Children’s experience with death, 
Springfield, Ill, Thomas [1974, c1973] p. 
ISBN 0-398-02984-9 [BF723.D3Z44] 73- 
12698 10.75 

1. Children and death. I. Title. 

Prepared from C.I.P. 


COHEN, Daniel. 156 
Human nature—animal! nature: the biology 
of human behavior. New York, McGraw- 
Hill [1974] p. cm. Explores the evolution 
of and the parallels between human and 
animal behavior. [QL751.5.C57] 74-11410 
4.72 (lib. bdg.). 

i. Animals, Habits and behavior of— 
Juvenile literature. 2. Human behavior— 
Juvenile literature. I. Title. 

Prepared from C.I.P. 


HILTS, Philip. 158 
Behavior mod. [ist ed.) New York, 
Harper’s Magazine Press [1974] p. cm. 
ISBN 0-06-122700-5 Includes 
bibliographical references. [BF637.B4H54] 
73-18664 8.95 

1. Behavior modification. I. Title. 

Prepared from C.I.P. 


KOTTLER, Dorothy. 158 
I really like myself [by Dorothy Kottler 
and Eleanor Willis. Illustrated by J. 
William Myers] Nashville, Aurora 
Publishers [1974] [24] p. col. illus. 23 cm. 
ISBN 0-87695-153-1 Boys and giris 
analyze their various feelings about 
themselves and some of the things they do. 
[BF697.K66] 79-187954 2.95 

i. Self-acceptance—Juvenile literature. J. 
Willis, Eleanor, joint author. II. Myers, 
James William, illus. Hl. Title. 


RAYNER, Claire. 158.1 
The shy person’s book. {ist American ed.] 
New Pee D. McKay Co. [1974, c1973] 
178 p. 21 cm. ISBN 0-679-50448-6 
BPS B3R38 1974] 74-77371 6.95 

1. Bashfulness. 2. Success. I. Title. 


SELYE, Hans, 1907- 158°.1 
Stress without distress.. [lst ed.] 
Philadelphia, Lippincott [1974] p. cm. 


ISBN 0-397-01026-5 Bibliography: p. 
[BF575.S75S844] 74-1314 6.95 

1. Stress (Physiology) 2. Success. I. Title. 
Prepared from C.I.P. 


WAGNER, Maurice E. 1587.1 
Put it all together: developing inner 
security [by] Maurice E. Wagner. Grand 


7 
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~ 
Rapids, Zondervan [1974] 162 p. 23 cm. 
{BF575.835W33] 73-13071 4.95 
1. Security (Psychology) 2. Emotions. 3. 
Self-respect. I. Title. 


WARGA, Richard G. 158°.1 
Personal awareness; a psychology of 
adjustment [by] Richard G. Warga. Boston, 
Houghton Mifflin [1974] xi, 546 p. illus. 
24 cm. ISBN 0-395-17319-2 Includes 
bibliographical references. [BF335.W35] 
73-11946 10.95 

1. Adjustment (Psychology; I. Title. 


JAMES, Muriel. 158’.2 
What do you do with them now that 
you've got them? Transactional analysis for 
moms and dads. Reading, Mass., Addison- 
Wesley [1974] ix, 146 p. illus. 22 cm. 
ISBN 0-201-03358-5 Includes 
bibliographical references. “BF723.P25J35] 
73-18783 5.95 

1. Parent and 
analysis. I. Title. 


ODEN, Thomas C. 158.2 
Game free; a guide to the meaning of 
intimacy [by] Thomas C. Oden. [lst ed.] 
New York, Harper & Row [1974] xi, 163 
p. 20 cm. ISBN 0-06-066343-X Includes 
bibliographical references. [BF575.15033] 
73-18687 5.95 

l. Intimacy (Psychology) 2 
analysis. I. Title. 


OTTO, Herbert Arthur. 158.2 
Fantasy encounter games [by] Herbert A. 
Otto. New York, Harper & Row [1974, 
61972] 161 p. 18 cm. ISBN 0-06-465003-0 
(GV1471.064] 1.25 (pbk.) 

1, Games. I. Title. 


child. 2. Transactional 


Transactional 


L.C. card number for hardbound ed.: 74- 
186902 
SIEGEL, Laurence. 158.7 


Psychology in industrial organizations [by] 
Laurence Siegel [and] Irving M. Lane. 3d 
ed. Homewood, Il., R. D. Irwin, 1974. xvi, 
556 p. illus. 24 cm. ISBN 0-256-01563-5 
(The Irwin series in management and the 


behavioral sciences) Firs:-2d editions 
published under title: Industrial 
psychology. Bibliography: p. 519-540. 


(HF5548.8.S5 1974] 73-91791 12.50 
1. Psychology, Industrial. I. Lane, Irving 
M., joint author. Il. Title. 


FEINBERG, Joel, 1926- 170 
Doing & deserving; essays in the theory of 
responsibility. Princeton, N.J., Princeton 
University Press [1974, cl1970] 299 p. 22 
cm. ISBN 0-691-01981-9. Includes 
bibliographical references [BJ1451.F43] 78- 
113000 2.95 (pbk.) 


L. Responsibility- -Addresses, Essays, 
lectures. I. Title. 

Contents omitted. 

RYAN, Paul, 1943- 170°.202 


Cybernetics of the sacred. Garden City, 
N.Y., Anchor Books, 1974. p. cm. ISBN 


0-385-06580-9 First publisted in 1973 
under title: Birth and death E 
cybernation. Bibliography: 


[BF637.C5R92 1974] 73- 16512 5, 50 (bk) 
I. Conduct of life. 2. Videotape recorders 
and recording. I. Title. 

Prepared from C.I.P. 


FRANKENA, William K., 
comp. 

Introductory readings in ethics, edited by 
William K. Frankena and John T. 
Granrose. Englewood Cliffs, M.J., Prentice- 
Hall [1974] viii, 504 p. 24 cm. Includes 
bibliographies. [BJ21.F68] 73-20488 10.95 
1. Ethics—Collected works. I. Granrose, 
John T., 1939- joint comp. HH. Title. 


8 


170°.8 


DEEKEN, Alfons. 171.2 
Process and permanence in ethics; Max 
Scheler’s moral philosophy. New York, 
Paulist Press [1974] ix, 282 p. 23 cm. 
ISBN 0-8091-0179-3 Bibliography: p. 259- 
273. [B3329.8484D36] 73-87476 7.95 

1. Scheler, Max Ferdinand, 1874-1928— 
Ethics. I. Title. 

Pbk. 5.95, ISBN 0-8091-1800-9. 


SIVANANDA, Swami. 181°.45 
Gyana yoga. [lst ed.] Delhi, Motilal 
Banarsidass [1973, ie. 1974] ii, 267 p. (p. 
241-267 advertisements) 19 cm. ISBN 0- 
8426-0539-8. Reprint of the 1944 ed. 
published by the Sivananda Publication 
League, Rishikesh. [B132.Y6S52195 1973] 
73-905191 

1. Yoga, Jnana. 2. Knowledge, Theory of 
(Hinduism) I. Title. 

Distributed by Verry, 3.75 


HUSSEY, Edward. 182 
The presocratics. New York, Scribner 
[1974, c1972] 168 p. maps. 20 cm. ISBN 
0-684-13687-2. (Classical life and letters) 
Includes bibliographical references 
[B188.H87 1974] 72-4126 2.95 (pbk.) 

1. Philosophy, Ancient. I. Title. 


ADAM, Adela Marion 
Kensington. 

Plato; moral and political ideals, by Adela 

Marion Adam. [Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1913 ed. published by University Press, 

Cambridge, Eng. in series: The Cambridge 

manuals of science and literature. 

Bibliography: p. [B398.E8A3 1974] 74- 

11418 10.00 

1. Plato—Ethics. 2. 

science. 

Prepared from C.I.P. 


ARISTOTELES. 185 
Introduction to Aristotle. With a new 
general introd. and new introductions to 
the particular works, by Richard McKeon. 
2d ed., rev. and eni. Chicago, University of 
Chicago Press [1973] lii, 759 p. 20 cm. 
ISBN 0-226-56032-5 [B407.M22 1973] 73- 
87305 3.45 (pbk.) 

1. Philosophy—Collected 


184 


Plato—Political 


works. L 


McKeon, Richard Peter, 1900- ed. II. 
Title. 

Contents omitted. 

DOOLEY, Patrick Kiaran. 191 


Pragmatism as humanism; the philosophy 
of William James. Chicago, Nelson-Hall 
[1974] xii, 220 p. 23 cm. ISBN 0-88229- 
125-4 (Professional /technical series) 
Bibliography: p. 203-214. [B945.J24D66] 
73-86935 9.95 

1. James, William, 1842-1910. I. Title. 


KURTZ, Paul W., 1925- 191 
The fuliness of life [by] Paul Kurtz. New 
York, Horizon Press [1974] p. cm. ISBN 
0-8180-1318-4 [B821.K84] 74-11176 10.00 
L. Humanism—20th century. 2. 
Humanistic ethics. 3. World politics— 
1945- I. Title. 

Prepared from C.I.P. 


MONTAGUE, Richard, 1930-1971. 191 
Formal philosophy; selected papers of 
Richard Montague. Edited and with an 
introd. by Richmond H. Thomason. New 
Haven, Yale University Press, 1974. 369 p. 
illus. 23 cm. ISBN 0-300-01527-5 Hoey 
of Richard Montague, a bibliography”: 
[360]-364. [B945.M491T5] 73-77159 12. 50 
1. Montague, Richard, 1930-1971. 2. 
Philosophy—Collected works. 3. 
a uaa i Collected works. 
I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


KANT, Immanuel, 1724-1804. 193 
On the old saw: that may be right in 
theory but it won't work in practice. 
Translated by E. B. Ashton. Introd. by 
George Miller. Philadelphia, University of 
Pennsylvania Press [1974] 81 p. 21 cm. 
ISBN 0-8122-7677-9 (Works of continental 
philosophy) Translation of Uber den 
Gemeinspruch: Das mag in der Theorie 
richtig sein, taugt aber nicht fur die Praxis. 
[B2794.U33E52 1974] 73-83291 6.50 

Il. Theory (Philosophy) 2. Practice 


(Philosophy) 3. Ethics. 4 Law— 
Philosophy. I. Title. 

Pbk., 2.95, ISBN 0-8122-1058-1. 
NIETZSCHE, Friedrich Wilhelm, 193 


1844-1900. 

The gay science; with a prelude in rhymes 
and an appendix of songs. Translated, with 
commentary, by Walter Kaufmann. [lst 
ed.} New York, Vintage Books [1974] 
xviii, 396 p. 20 cm. ISBN 0-394-71985-9 
”This translation is based on the second 
edition of Die frohliche Wissenschaft, 
published in 1887.” Includes 
bibliographical references. [B3313.F72E5 
1974b] 73-10479 2.45 (pbk.) 

1. Philosophy. 2. Man. 3. Religion-— 
Philosophy. 4. Power (Philosophy) 5. 
Ethics. I. Kaufmann, Walter Arnold, tr. IL 
Title. 


SUTTON, Claud, 1898-1972. 193 
The German tradition in philosophy. New 
York, Crane, Russak [1974] ix, 205 p. 23 
cm. ISBN 0-8448-0257-3 Bibliography: p. 
1335138; [B3181.588 1974b] 73-90539 
1. Philosophy, German—19th century. 2. 
Philosophy, German—20th century. 3. 
Enlightenment. I. Title. 


O'CONNOR, Catherine R. 194 
Woman and cosmos; the feminine in the 
thought of Pierre Teilhard de Chardin, by 
Catherine R. O’Connor. Englewood Cliffs, 
N.J., Prentice-Hall [1974, c1971] xiii, 188 
p. 24 cm. Bibliography: p. 183-188. 
{B2430.T374025 1974] 73-84202 8.95 

i: Teilhard de Chardin, Pierrce. 2. Woman. 
. Title. 


MALANTSCHUK, Gregor. 198.9 
Kierkegaard’s thought. Edited and 
translated by Howard V. Hong and Edna 
H. Hong. ([Princeton, N.J.) Princeton 
University Press [1974, £1971] x, 388 p. 
22 cm. ISBN 0-691-01982-7. Translation 
of Dialektik of Eksistens hos Soren 
Kierkegaard. Bibliography: fp. 373]-376. 
[B4377.M3213] 77-155000 3.45 (pbk.) 

1. Kieklegaard, Soren Aabye, 1813-1855. 
2, Dialectic. I. Title. 


MOUTSOPOULOS, E., 1930- 199.495 
Petros Brailas-Armenis, by Evanghelos A. 
Moutsopoulos. New York, Twayne [1974] 
154 p 22 cm. ISBN 0-8057-2170-3 
“Twayne’s world authors series, TWAS 
261. Greece) Bibliography: p. 143-146. 
(B35 15.B74M68] 72-4657 5.95 

1. Brailas-Armenes, Petros, 1813-1884. 2. 
Cousin, Victor, 1792-1867. 
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WESTERHOFF, John H. 200.1 
Generation to generation; conversations on 
religious education and culture, by John H, 
Westerhoff, WI and Gwen Kennedy 
Weville. Philadelphia, United Church Press 
[1974] 192 p. 22 cm. ISBN 0-8298-0274-6 


>A Pilgrim Press ‘book.” Includes 
tibliographical references. [BV147.W47] 
74-508 5.95 


AUGUST 31,1974 


1. Religious education—Addresses, essays, 
lectures. 2. Religion and culture— 
Addresses, essays, lectures. I. Neville, 
owen Kennedy, 1938- joint author IL 
itle. 


KILLINGER, John. 209 
The second coming of the church. 
Nashville, Abingdon [1974]: 112 p. 19 cm. 
ISBN 0-687-37280-1 [BR121.2.K49] 73- 
22118 3.95 

1. Christinaity—20th century. I. Title. 


SCHONFIELD, Hugh Joseph, 209 
l- : 

The Jesus party [oy] Hugh J. Schonfield. 
[First Amer. ed.] New York, Macmillan 
[1974] p. ISBN 0-02-607280-2 British ed. 
published under title: The Pentecost 
revolution. Includes bibliographical 
references. [BR129.S36 1974] 74-9666 6.95 
1. Christianity—Origin. 2. Christianity and 
other religions—Judaism. 3. Judaism— 
Relations—Christianity. I. Title. 

Prepared from C.I.P. 


CONTEMPORARY reflections 209.02 
on the medieval Christian tradition; essays 
in honor of Ray C. Petry. Edited by 
George H. Shriver. Durham, N.C., Duke 
University Press, 1974. xv, 279 p. 25 cm. 
ISBN 0-8223-0304-3 Includes 
bibliographical references. [BR252.C58] 73- 
77639 9.75 

1l. Petry, Ray C. 2. Petry, Ray C.— 
Bibliography. 3. Christianity—Middle 
Ages, 600-1500—Addresses, essays, 
lectures. I. Petry, Ray C, 1903- II. Shriver, 
George H., ed. 

Contents omitted. 


EWING, Alfred Cyril, 1899- 211.3 
Value and reality, the philosophical'-case 
for theism, by A. C. Ewing. London, Allen 
and Unwin; New York, Humanities Press, 
1973, 3-292 p. 23 cm. (Muirhead library of 
philosophy) Includes bibliographical 
references and index. [BD555.E93 1973] 
74-166919 13.50 

1. Theism. 2. Religion—Philosophy. I. 
Title. 


TAN, Paul Lee. 220.6°3 
The interpretation of prophecy. Foreword 
by John C. Whitcomb, Jr. Winona Lake, 
Ind., BMH Books [1974] 435 p. 23 cm. 
ISBN 0-88469-000-8 Originally presented 
as the author's thesis, Grace Theological 
Seminary, Winona Lake, Ind. Bibliography: 

p B71- -390. [BS647.2.T27 1974] 73-85613 


; P Bible—Prophecies I. Title. 


BIBLE. O. T. Apocrypha. 

1 Esdras. English. Myers. 1974 
I and I Esdras. Introd., translation and 
commentary by Jacob M. Myers. [Ist ed.] 
Garden City, N.Y., Doubleday, 1974. xxiv, 
383 p. illus. 25 cm. ISBN 0-385-00426-5 
(The Anchor Bible, 42) Bibliography: p. 
20-22. [BS192.2.Al 1964.G3 vol. 42] 
[BS1713] 222'.7°066 72-84935 8.00 
i. Myers, Jacob Martin, 1904- ed. IT. Bible. 
O.T. Apocrypha. 2 Esdras. English. Myers. 
1974. TII. Title. IV. Series. 


*DORT, Stanley W. 220.8'07 
The Bible and sex: what many ministers 
believe about sex-but are afraid to teach by 
Stanley W. Dort. [lst ed.] New York, 
Vantage Press [c1973] ix, 95 p. 21 cm. 
ISBN 0-533-00582-5 [BS680.85] 4.50 

1. Sex in the Bible. I. Title. 


220.6'6 s 


GREAT people of the Bible ` 220.9°2 
and how they Jived. Pleasantville, N.Y., 
Reader's Digest Association [1974] 432 p. 


iLus. (part col.) 29 cm. On spine: Readers 
d gest. [BS571.G73] 73-86027 14.95 

I Bible—Biography. 2. Bible—History of 
Eiblical events. I. The Reader’s digest. 


STEVENS, William Wilson. 221.95 
guide for Old Testament study [by] 
ifam W. Stevens. Nashville, Broadman 
Fress [1974] 282, 31 p. illus. 21 cm. ISBN 
%8054-1210-7 [BS1197.S73] 73-91606 
4.95 (pbk.) 
L Bible. O.T.—History of Biblical events. 
& Bible. O.T.—Study—Text-books. I. Title. 


LIVINGSTON, George 222'.1'09 
Herbert, 1916- 

The Pentateuch in its cultural environment 

[by] G. Herbert Livingston. Grand Rapids, 

Eaker Book House [1974] xiv, 296 p. illus. 

24 cm. ISBN 0-8010-5540-7 Includes 

tibliographies; [BS1225.2.L58] 73-92978 


i Bible. O.T. Pentateuch—History of 
contemporary events, etc. 2. Bible. O.T.— 
Criticism, interpretation, etc. I. Title. 


NAVARRA; Fernand, 222.11093 
Noah’s ark: I touched it. Edited with Dave 
Balsiger. Plainfield, N.J., Logos 
Enternational [1974] xv, 137 p. illus. 21 
em. ISBN 0-88270-064-2 [DS51.A66N35] 
*3-91761 2.95 (pbk.). 

1. Noah’s ark. 2, Ararat, Mt. I. Title. 


RAMM, Bernard L., 222.1207 
916- 


riis way out. by Bernard L. Ramm. 
Jlendale, Calif., G/L Regal Books [1974] 
213 p. 18 cm. ISBN 0-8307-0277-6 (A 
3ible commentary for laymen) 
3ibliography: p. 211-213. [BS1245.2.R35] 
73-87284 1.45 (pbk.) 

L Bible. O.T. Exodus—Criticism, 
interpretation, etc. I. Title. 


CARMICHAEL, Calum M. 222.15066 
The laws of deuteronomy [by] Calum M. 
Carmichael. Ithaca, Cornell University 
Press [1974] 277 p. 22 cm. ISBN 0-8014- 
2824-5 Includes bibliographical references. 
[BS1275.2.C34 1974] 73-19206 11.50 

1. Bible. O.T. Deuteronomy—Criticism, 
interpretation, etc. 2. Law (Theology)— 
Biblical teaching. I. Title. 


LANDAY, Jerry M. 222°.4°09 
The House of David [by] Jerry M. Landay. 
[lst ed.] New York, Saturday Review 
Press; [distributed by] E. P. Dutton [1973, 
ie.1974] 272 p. illus. 26 cm. ISBN 0-8415- 
0290-0 Bibliography: 7 268. 
[BS580.D3L34] 73-87729 14.95 

4. David, King of Israel. I. Title. 


BARRETT, Ethel. 222’.43'09505 
Rules, who needs them? Glendale, Calif., 
G/L Regal Books [1974] 150 p. illus. 20 
em. ISBN 0-8307-0282-2 (A Regal venture 
book) Includes bibliographical references. 
[BS550.2.B37] 73-90623 0.95 (pbk.) 

i. Bible stories, English—O.T. Judges. 2. 
Bible stories, English—O.T. 1 Samuel. 3. 
Christian life—1960- I. Title. 


KAISER, Otto, 1924- 224.1 
Isaiah 13-39; a comentary. [Translated by 
R. A. Wilson from the German] 
Philadelphia, Westminster Press [1974] xix, 
412 p. 23 cm. ISBN 0-664-20984-X (The 
Old Testament library) Translation of v. 2 
of Der Prophet Jesaja. Includes 
bibliographical references. 
[BS1515.3.K3313 1974] 73-21949 12.50 

i. Bible. O.T. Isaiah XHI-XXXIX— 
Comentaries. I. Bible. O.T. Isaiah XHI- 
os English. 1974. IL Title. HI 

eries. 
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ORMULUM. a, 225'.5'21 
The Ormulum, with the notes and glossary 
of Dr. R. M. White; edited by Rev. Robert 
Holt. Oxford, Clarendon Press, 1878. 
[New York, AMS Press, 1974] p. ISBN 0- 
404-56654-5 Reprint of the 1878 éd. 
(PR2101.WS 1974] 72-178548 19.50 

I White, Robert Meadows, 1798-1865, ed. 
Il. Holt, Robert, 1827-1906, ed. IIE Bible. 


N.T. English (Middle English) 
Paraphrases. 1974. 

Prepared from C.I.P. 
SCHNACKENBURG, Rudolf, 225.8262 


1914- 

The church in the New Testament. 
{Translated by W. J. O'Hara] New York, 
Seabury Press [1974, c1965] [222 p.] 21 
cm. ISBN 0-8164-2585-X. (A Crossroad 
book) Originally published under title: 
"Die Kirche im Neuen Testament.” 
Includes bibliographical references. 
[BS2545.C5S383] 65-18368 4.95 (pbk.) 

4. Church—Biblical teaching. I. Title. 


HUBBARD, David Allan. 225.9'22 B 
They met Jesus. [lst ed.] Philadelphia, A. 
J. Holman Co. [1974] 120 p. 21 cm. ISBN 
0-87981-030-0 Originally presented as a 
series of radio talks on the international 
broadcast the Joyful sound. [BS2430.H8] 
74-2312 2.95 (pbk.) 

1. Bible. N.T.—Biography. I. The Joyful 
sound. IT, Title. 


MCDONALD, Hugh Dermot. 227°.4’066 
Freedom in faith; a commentary on Paul’s 
Epistle to the Galatians, by H. D. 
McDonald. Old Tappan, N.J., F. H. Revell 
Co. [1974, 1973] 157 p. 20 cm. ISBN 0- 
8007-0656-0 [BS2685.3.M32 1974] 73- 
23076 3.95 

1. Bible. N.T. Galatians—Commentaries. I. 
Title. 


FICKETT, Harold L. 227°.92'07 
Peter's principles [by] Harold L. Fickett, 
Jr. Glendale, Calif, G/L Regal Books 
[1974] 223 p. 18 cm. ISBN 0-8307-0276-8 
(A Bible commentary for laymen) 
[BS2795.3.F5] 73-90620 1.45 (pbk.) 

1. Bible. N.T. Peter—Commentaries. I. 
Title. 


HORTON, Stanley M. 227.9207 
Ready always; a devotional commentary 
on the Epistles of Peter [by] Stanley M. 
Horton. Springfield, Mo., Gospe! Pub. 
House [1974] 126, [1] p. 18 cm. (Radiant 
books) Bibliography: P- [127] 
[BS2795.3.H67] 74-76802 1.25 (pbk.) 

1. Bible. N.T. Peter—Commentaries, I. 
Title. 


CROMWELL, Richard S. 230.0924 B 
David Friedrich Strauss and his place in 
modern thought, by Richard S. Cromwell. 
Foreword by Wilbelm Pauck. Fair Lawn, 
N.J., R. E. Burdick [1974] 232 p. 23 cm. 
ISBN 0-913638-05-6 "A Carl Hermann 
Voss book.” Bibliography: p. 219-224. 
[BX4827.S8C76 1974] 73-88620 12.50 

1. Strauss, David Friedrich, 1808-1874. I. 
Title. 


FOWLER, James W., 
1940- y 

To see the kingdom; the theological vision 
of H. Richard Niebuhr [by] James W. 
Fowler. Nashville, Abingdon Press [1974] 
xii, 292 p. illus. 24 cm. ISBN 0-687-42300- 
7 Bibliography: 277-286. 
[BX4827.N47F68] 74-688 10.95 

I. Niebuhr, Helmut Richard, 1894-1962. 1. 
Title. 


230.0924 B 
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BOYD, Robin H. S., 230’.0954 
1924- 
India and the Latin captivity of the 
Church; the cultural context of the Gospel 
[by] R. H. S. Boyd. [London] Cambridge 
University Press [1974] xiv, 151 p. 23 cm. 
ISBN 0-521-20371-6 (Monograph 
supplements to the Scottish journal of 
theology no. 3) Includes bibliographical 
references. [BR1155.B66] 73-86049 
1. Theology, Doctrinal—History—India. I. 
Title. IL Series: Scottish journal of 
theology. Monograph supplements, no. 3. 
Distributed by Cambridge University Press, 
New York; 10.50. 


FLOROVSKIL, 

Georgii Vasil’evich, 1893- 
Christianity and culture. Belmont, Mass., 
Nordland Pub. Co. [1974] 245 p. 23 cm. 
(Collected works of Georges Florovsky, v 
2) Includes bibliographical references. 
[BX260.F53 vol. 2] [BR155] 270 73-88870 
1. Church history—Addresses, essays, 
lectures. 2. Christianity and culture— 
Addresses, essays, lectures. I. Title. 
Contents omitted. 


BOTHWELL, Mary de Angelis. 230.2 
God guides us; teacher’s manual for 
perform-a-text 3 [by] Mary de Angelis 
Bothwell [and] Mary Margarette Harwood. 
Theological advisor: John A. Hardon. 
Consultant: Vincent G. Horrigan. Chicago, 
Loyola University Press [1974] 32, 435 p. 
illus. 23 cm. ISBN 0-8294-0226-8 (Christ 
our life series, 3) [BX930.B64245] 74- 
167306 2.00 54.95 ( manual 

t. Religious — education—Text-books— 
Catholic. I. Harwood, Mary Margarette, 
Joint author. II. Title. 


SEGUNDO, Juan Luis. 230.2 s 
Qur idea of God, by Juan Luis Segundo, in 
collaboration with the staff of the Peter 
Faber Center in Montevideo, Uruguay. 
Translated by John Drury. Maryknoll, 
.Y., [Orbis Books, 1974] vi, 206 p. 24 
cm. ISBN 0-88344-483-6 (His A theology 
for artisans of a new humanity, v. 3) 
(Series: Segundo, Juan Luis. Teologia 
abierta para el laico adulto. English, v. 3.) 
Translation of Nuestra idea de Dios. 
Includes bibliographical references. 
[BX1751.2.A1S413 vol. 3] [BT102] 231 
7173-77358 6.95 
i. God. I Centro Pedro Fabro de 
Montevideo. If. Title. III. Series. 


SEGUNDO, Juan Luis. 230'.2 s 
The sacraments today, by Juan Luis 
Segundo, in collaboration with the staff of 
the Peter Faber Center in Montevideo, 
Uruguay. Translated by John Drury. 
Maryknoll, N.Y. [Orbis Books, 1974] vi, 
154 p. 24 cm. ISBN 0-88344-484-4 (His A 
theology for artisans of a new humanity, v 
4) (Series: Segundo, Juan Luis. Teologia 
abierta para el laico adulto. English, v. 4.) 
Translation of Los sacramentos hoy. 
Includes bibliographical references. 
(BX1751.2.A18413 vol. 4] [BX2200] 
234.16 73-77359 6.95 

i. Sacraments—Catholic Church. I. Centro 
Pedro Fabro de Montevideo. I. Title. III. 
Series. 

Pbk. 3.95, ISBN 0-88344-490-9. 


PROVONSHA, Jack W. 230’°.6°73 
God is with us [by] Jack W. Provonsha. 
Washington, Review and Herald Pub. 
Association [1974] 157 p. 22 cm. 
[BT1102.P76] 79-174643 3.50 

1. Apologetics—20th century. I Title. 


REVIVAL and 230.6°73 
reformation [by] Robert H. Pierson [and 


230.1908 s 


10 


others] Washington, Review and Herald 
Pub. Association [1974] 156 p. 22 em. 
Speeches presented at the 1973 Annual 
Council of the Seventh-day Adventists. 
{BX6154.R39] 74-77806 4.95 

1. Seventh-Day Adventists—Doctrinal and 


controversial works—Adaresses, essays, 
lectures. I. Pierson, Robert H. 
OATES, Wayne Edward, 1917- 231.3 


The Holy Spirit and contemporary man, by 
Wayne E. Oates. Grand Rapids, Mich., 
Baker Book House [1974, c1968] 123 p. 20 
cm. ISBN 0-8010-6657-3. (Source books 
for ministers) Bibliographical references 


included in ”Notes” (p. 117-123). 
[BT123.016] 68-11489 2.45 (pbk.) 

1. Holy Spirit. I. Title. 

DORONZO, Emmanuel, 1903- 231.74 


The channels of revelation. Middleburg, 
Va., Notre Dame Institute Press [1974] vii, 
77 p. 22 cm. (His The science of sacred 
theology for teachers, book 3) 
Bibliography: p. iv. [BT127.2.D583] 74- 
76099 2.00 (pbk.) 
1. Revelation. 2. 
Catholic. I. Title. 


Dogma. 3. Theology, 


DORONZO, Emmanuel, 1903- 231°.74 
Revelation. Middleburg, Va., Notre Dame 
Institute Press [1974] ix, 120 p. 22 cm. 
(His The science of sacred theology for 


teachers, book 2) Bibliography: p. iv-v. 
{BT127.2.D584] 74-76098 4.00 

1. Revelation. 

*WARFIELD, Benjamin B. 232-9032 


1851-1921. 

The Lord of glory: a study of the 
designations of our Lord in the new 
testament with especial reference to His 
Deity, [by] Benjamin B. Warfield. Grand 
Rapids, Baker Book House [1974] 144 p. 
20 cm. (Notable books on theology.) 
Reprint from the 1907 edition. [BT304] 0- 
8010 3.95 (pbk.) 

1. Jesus Christ-—Character. J. Title. 


MONTAGUE, George T. 2347.1 
The Spirit and his gifts; the Biblical 
background of Spirit-baptism, tongue- 


speaking, and prophecy, by George T. 
Montague. New York, Paulist Press [1974] 
v, 66 p. 18 cm. ISBN 90-8091-1829-7 
(Paulist Press/Deus books) Based on a 
paper presented by the author at a meeting 
of the Catholic Biblical Association at 
Immaculate Conception Seminary, 
Douglaston, N.Y., entitled: Baptism in the 


Spirit and speaking in tongues: an 
appraisal. Includes bibliographical 
references. [BT123.M58] 74-77425 0.95 
(pbk.). 


1. Baptism in the Holy Spirit. § 2. 
Glossolalia. 3. Prophecy (Christianity) 1 
Title. 


BUXTON, Clyne W. 236’.3 
What about tomorrow? [By] Clyne W. 
Buxton. Cleveland, Tenn., Pathway Press 
[1974] 144 p. 19 cm. ISBN 0-87148-903-1 
Bibliography: p. 143-144. [BS647.2.B83] 
73-90815 1.75 (pbk.). 

1. Bible—Prophecies. I. Title. 


CHESTERTON, Gilbert Keith, 
1874-1936. 

Orthodoxy. Westport, Conn., Greenwood 
Press [1974, c1908] p. cm. ISBN 0-8371- 
7438-4 Reprint of the ed. published by 
John Lane Co., New York. [BR121.C5 
1974] 74-2837 13.50 

1. Apologetics—20th century. I. Title. 
Prepared from C.I.P. 
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BARCLAY, William, 241.5°2 
lecturer in the University of Glasgow. 

The Ten Commandments for today. [lst 

U.S. ed.] New York, Harper & Row [1974, 

c1973] 205 p. 21 cm. ISBN 0-06-060416-6 

([BV4655.B378 1973b] 73-18673 5.95 

1. Commandments, Ten. I. Title. 


SHARMAN, Sydney. 241.5°2 
Psychiatry, the Ten Commandments, and 
you. New York, Dodd, Mead [1974, 
1967] 158 p. 21 cm. ISBN 0-396-06949-5 
Originally published under title: The Ten 
Commandments and the psychiatrist. 
(RA790.S47 1974] 74-98 5.95 

1. Mental hygiene. 2. Commandments, 
Ten. I. Title. 


BEL Geddes, Joan. 242 
To Barbara with love; prayers and 
reflections by a believer for a skeptic. [1st 
ed.] Garden City, N.Y., Doubleday, 1974. 
xiv, 151 p. 22 cm. ISBN 0-385-09614-3 
[BV260.B37] 73-14039 4.95 

1. Prayers. 2. Meditations. I. Title. 


*SCHLINK, Basilea. 242 
Behold His love. [First American ed.] 
Minneapolis, Bethany Fellowship [1974, 
¢1973] 140 p. 18 cm. ISBN 0-87123-039-9. 
(A Dimension book) [BV4832] 1.45 (pbk.) 
1. Meditations. I. Title. 


WARD, Joseph Neville. 242’.742 
Five for sorrow, ten for joy; a 
consideration of the Rosary [by] J. Neville 
Ward. Garden City, N.Y., Image Books, 
1974 [c1971] p. cm. ISBN 0-385-09544-9 
[BX2163.W29 1974] 74-3378 1.45 (pbk.). 
1. Rosary. 2. Christian lfe—Methodist 
authors. I. Title. 

Prepared from C.I.P. 


RICE, John R., 1895- 243 
The gospel that has saved 1 6,000 souls, by 
John R. Rice. Murfreesboro, Tenn., Sword 
of the Lord [1974] 291 p. 21 cm. 
"BV3797.R436] 74-76917 3.95 

l. Evangelistic sermons. 2. Baptists— 
Sermons. 3. Sermons, American. I. Title. 


SSUTZKE, Manford George. 248.2 B 
Help thou mine unbelief by Manford 
Gutzke. Nashville, T. Nelson [1974] p. 
em. [BS480.G83] 74-631 4.95 

J. Gutzke, Manford George. 2. Bible— 
Evidences, authority, etc. I. Title. 

Prepared from C.I.P. 


IORDAN, Mickey. 248’.2°0924 B 
Someday I'll be somebody. Foreword by 
Rosalind Rinker. Atlanta, Forum House 
[1974] 200 p. 23 cm. ISBN 0-913618-09-8 
Autobiographical. [BR1725.J67A34] 72- 
7822 5.95 

s. Jordan, Mickey. I. Title. 


LESHAN, Lawrence L., 1920- 2487.3 
How to meditate: a guide to self-discovery 
[2y] Lawrence LeShan. [lst ed.] Boston, 
Little, Brown [1974] p. ISBN 0-316- 
$2155-8 Includes bibliographical 
r2ferences. [BL627.L47] 74-6210 5.95 

i. Meditation. I. Title. 

Frepared from C.LP. 


SHOEMAKER, Helen Smith. 248’.3 
Prayer and evangelism. Waco, Tex., Word 
Eooks [1974] 119 p 23 cm. 
(BV210.2.8518] 73-91552 3.95, 2.25 (pbk.) 
I. Prayer. 2. Evangelistic work. I Title. 


ADAMS, Joey, 1911- 248.4 
The God bit New York, Mason & 
Lipscomb [1974] xix, 252.p. 25 cm. ISBN 
0-88405-086-6 [BV4596.E67A3] 74-5430 
795 

1 Entertainers—Religious tife. T. Title. 


AUGUST 31,1974 


BONTRAGER, John Kenneth. 2487.4 
Free the child in you; take an adventure 
into joyful living through transactional 
analysis [by] John K. Bontrager. 
Philadelphia, United Church Press [1974] 
192 p. illus. 22 cm. ISBN 0-8298-0272-X 
"A Pilgrim Press book.” Bibliography: p. 
189, [BV4501.2.B62] 73-22120 5.95 

1. Christian life—1960- 2. Transactional 
analysis. I. Title. 


LARSEN, Earnest. 248.482 
The gift of power. New York, Paulist Press 
[1974] 124 p. 18 cm. ISBN 0-8091-1833-5 
(Paulist Press/ Deus books) 
[BX2350.2.L36] 74-76715 1.45 (pbk.). 

1. Christian life—Catholic authors. I. Title. 


CUSTER, Chester E. 248.4876 
Called to care, by Chester E. Custer. 
Nashville, Tenn., Tidings [1974] 92 p. 19 
cm. Includes bibliographical references. 
[BV4501.2.C875] 74-78610 1.50 (pbk.). 

1. Christian life—Methodist authors. 2. 
Church work. I. Title. 


DUNN, Paul H. 248”.48°93 
Relationships; self, family, God [by] Paul 
H. Dunn and Richard M. Eyre. Salt Lake 
City, Bookcraft [1974] 198 p. illus. 24 cm. 
ISBN 0-88494-213-9 [BX8656.D86] 74- 
75536 3.95 

1. Christian life—Mormon authors. 2. 
Conduct of life. I. Eyre, Richard M., joint 
author. IL. Title. 


PAULSEN, Dorothy E. 248°.48°95 
How to know and be your self forever [by] 
Dorothy E. Paulsen. Philadelphia, 
Dorrance [1974] 93 p. 22 cm. ISBN 0- 


8059-1959-7 [BV4501.2.P357] 73-89026 
4.95 

I. Christian life--Christian Science 
authors. I. Title. 

SEABOUGH, Ed. 248.83 


So you're going to college. Nashville,’ 
Broadman Press [1974] 64 p. 16 cm. ISBN 
0-8054-5321-0 [BV639.C6S4] 73-91607 1.95 
1. College students—Religious life. I. Title. 


PEPPLER, Alice Stolper. 248.84 
Divorced—and Christian. St. Louis, 
Concordia Pub. House [1974] p. ISBN 0- 
570-03189-3 [BT707.P46] 74-4505 2.95 
(pbk.) 

1. Divorce. I. Title. 

Prepared from C.I.P. 


*MEYER, F. B. 251.01 
Expository preaching: plans and methods. 
Grand Rapids, Baker Book House [1974] 
127 p. 20 cm. ISBN  0-8010-5945-3 
{BV4211] 1.25 (pbk.) 
1. Preaching. I. Title. 


*APPELMAN, Hyman. 251.02 
Appelman’s sermon outlines & illustrations. 
Grand Rapids, Baker Book House [1974 
c1944] 121 p. 20 cm. ISBN 0-8010-0072-6 
Title on spine: Sermon outlines & 
illustrations. [BX1756.Q5] 1.95 (pbk.) 

i. Sermons—Outlines. I. Title. If. Title: 
Sermon outlines & illustrations. 


FOSTER, Elon, comp. 
6,000 classic sermon illustrations; a 
companion volume to 6,000 sermon 
illustrations. Grand Rapids, Baker Book 
House [1974] 791 p. 25 cm. ISBN 0-8010- 
3463-9 Previously published as v. 2 of 
New cyclopaedia of prose illustrations; 
later published under special title: 6,000 
windows for sermons. [BV4225.F722 1974] 
74-167260 8.95 à- 

1. Homiletical illustrations. I. Title. 


251.08 


MGORE, Harvey Daniel, 1942- 252 
Little threads, and other object lessons for 
chidren. Nashville, Abingdon Press [1974] 
80 p 19 cm. ISBN 0-687-22169-2 
[B¥4315.M624] 73-21959 3.50 
1. Children’s sermons. I. Title. 


BONAVENTURA, Saint, 
Cardinal, 1221-1274. 
Rosted in faith: homilies to a 
cantemporary world. Translation and 
introductory essay by Marigwen 
Sckumacher. Foreword by Peter Damian 
Fehiner. Chicago, Franciscan Herald Press 
[1374] xxxii, 133 p. illus. 21 cm. ISBN 0- 
5133-0465-1 [BX1756.B58S413] 73-19533 


252.02 


T Catholic Church—Sermons. 2. Sermons, 
Latin—Translations into English. 3. 


Sermons, English—Translations from 
Latin. I. Title. 

Contents omitted. 

CHILD, Frank Samuel, 253.0974 


1854-1922. 

Tke colonial parson of New England; a 
pkture. New York, Baker & Taylor Co. 
Detroit, Gale Research Co., 1974. 226 p. 
18 cm. Reprint of the 1896 ed. 
[B2520.C49 1974} 73-19532 10.00 


l. Clergy—New England. 2. New 
England—Church history. I. Title. 
CUINLEY, Harold E. 253.2 


Tke prophetic clergy: social activism 
among Protestant ministers [by] Haroid E. 
Quinley. New York, Wiley [1974] p. 
ISBN 0-471-70265-X "A Wiley- 
Interscience publication.” Includes 
bibliographical references. [BR517Q56] 74- 
5175 14.00 

i. Protestant churches—United States— 
Cergy. 2. Church and social problems— 
United States. I. Title. 

Frepared from C.I.P. 


OATES, Wayne Edward, 1917- 253.5 
Pastoral counseling in social problems: 
extremism, race, sex, divorce, by Warren 
E Oates. Grand Rapids, Mich., Baker 
Book House [1974, c1966] 128 p. 20 cm. 
ISBN 0-8010-6656-5. (Source books for 
ministers) [BV4012.023] 66-15962 2.45 
bk.) 

4. Pastoral counseling. 2. Church and 
social problems. I. Title. 


KNUDSEN, Raymond B. 254.8 
New models for financing the local church; 
fresh approaches to giving in the computer 
aze [by] Raymond B. Knudsen. New York, 
Association Press [1974] p. cm. ISBN 0- 
8396-1892-3 [BV770.K58] 74-11208 5.95 

I. Church finance. I. Title. 

=repared from C.I.P. 


MAY, Helen, 1915- 259 
Impactivity: youth program resources. 
Nashville, Broadman Press [1974] 120 p. 
21 cm. ISBN 0-8054-3614-6 Bibliography: 
E- 117-120. [BV4447.M346] 73-91611 3.95 
a. Church work with youth. I. Title. 


BISHOP, Claire Huchet. 261.2 
How Catholics look at Jews; inquiries into 
Italian, Spanish, and French teaching 
materials. Pref. by Olin J. Murdick. New 
York, Paulist Press [1974] 164 p. illus. 23 
cm. ISBN 0-8091-1813-0 Bibliography: p- 
253-158. [BM535.B5] 73-91371 4.50 

3. Religious —_ education—Text-books— 
Catholic Church—Attitude toward 
herr 2. Christianity and antisemitism. 
T. Title. 


SOBEL, B. Zvi, 1933- 261.2 
Hebrew Christianity; the thirteenth tribe 
by] B. Z. Sobel. New York, Wiley [1974] 
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p. cm. ISBN 0-47}-81025-8 
(Contemporary religious movements) "A 
Wiley-Interscience publication.” 

Bibliography: p. [BV2620. sé] 74-3351 


il. Missions to Jews—RHistory. 2. Religion 
and sociology. I. Title. 
Prepared from C.I.P. 


KERANS, Patrick. 261.8 
Sinful social structures. New York, Paulist 
Press [1974] vi, 113 p. 18 cm. ISBN 0- 
8091-1830-0 (Topics in moral argument) 
Includes bibliographical references. 
(BT738.K39] 74-76716 1.45 (pbk.). 

1. Sin. 2. Social ethics. I. Title. 


FRIESEN, Duane K. 261.83 
Moral issues in the control of birth [by] 
Duane K. Friesen. Newton, Kan., Faith 
and Life Press ye ee p. illus. 20 cm. 
ISBN 0-87303-561-5 Includes 
bibliographical references. [HQ766.35 F74] 
74-76587 1.95 (pbk.). 


1. Birth control—Religious aspects— 
Protestant churches. 2.  Abortion— 
Religious aspects. I. Title. 

O’REILLY, Sean, 1922- 261.834 


In the image of God; a guide to sex 
education for parents. Middleburg, Va., 
nee Dame Institute Press [1974] iv, 53 
22 cm. Bibliography: 53. 
luos? 2.073] 74-76101 1. Bso 
I. Sex instruction. 2. Sex and religion. I. 
Title. 
eer Charles Jasper, 1885- 262 
1966. 
The judicious marriage of Mr. Hooker and 
the birth of The laws of ecclesiastical 
polity. New York, Octagon Books, 1974. 
p. ISBN 0-374-97465-9 Reprint of the 
1940 ed. published at the University Press, 
Cambridge, Eng. [BV649.H9S5 1974] 74- 
9652 10.50 A 
1. Hooker, Richard, 1553 or 4-1600. 
Ecclesiastical polity. I. Title. 
Prepared from C.I.P. 


HUBBARD, David Allan. 264 
Church--who needs it? Glendale, Calif., 
G/L Regal Books [1974} 145 p. 18 cm. 
ISBN 0-8307-0285-7 [BX6333.H78C48] 
73-90622 1.25 (pbk.) 


1. Baptists—Sermons. 2. Sermons, 
American. I. Title. 
MICKS, Marianne H. 264 


The future present; the phenomenon of 
Christian worship. New York, Seabury 
Press [1974, c1970] xiv, 204 p. 21 cm. 
ISBN 0-8164-2109-9. (A Crossroad book) 
Includes bibliographical references. 
[BV10.2.M5] 75-103844 3.95 (pbk.) 

1. Worship. I. Title. 


INTER-VARSITY Missionary 266.023 
Convention, 10th, Urbana, Ill., 1973. 
Jesus Christ: Lord of the universe, hope of 
the world. Edited by David M. Howard. 
Downers Grove, Ill., Inter-varsity Press 
[1974] 252 p. 21 cm. ISBN 0-87784-763-0 
Includes bibliographical references. 
(BV2391.U72 1973] 74-75454 2.95 (pbk.) 
1. Jesus Christ—Congresses. 2. Missions— 
ate I. Howard, David M, ed. I. 
tle. 


SHENK, David W., 266'.9°7678 
1937- 


Mennonite safari [by] David W. Shenk. 
Scottdale, Pa., Herald Press [1974] 135 p. 
illus. 18 cm. ISBN  0-8361-1733-6 
[BV3625.T4S48] 73-21150 1.50 (pbk.) 

1. Kanisa la Mennonite, Tanzania. 2. 
Missions—Tanzania. 3. Mennonites— 
Missions. I. Title. 
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RABALAMS, Maria. 268°.7 
Children, celebrate! Resources for youth 
‘liturgy, by Maria Rabalais [and] Howard 
Hall. New York, Paulist Press [1974] 137 
p. 25 cm. ISBN  0-8091-1820-3 
Bibliography: p. 131-137. [BV1522.R25] 
73-94212 3.95 (pbk.). 

1. Worship (Religious education) I. Hall, 
Howard, 1936- joint author. I. Title. 


HEGSTAD, Roland R. 270.872 
Rattling the gates [by] Roland R. Hegstad. 
Washington, Review and Herald Pub. 
Association [1974] 253 p. ilus. 21 cm. 
Includes bibliographical references. 
(BX8763.H43] 73-87488 4.95; 3.50 (pbk.). 
1. Pentecostalism. I. Title. 


SMITH, John 
Holland. 

Francis of Assisi. New York, Scribner 

{1974 c1972] 210 p. illus. 21 cm. ISBN 0- 

684-13697-X. Bibliography: [p. 204]-206. 

{[BX4700.F6856] 72-1439 2.95 (pbk.) 

L janetc? d’Assisi, Saint, 1182-1226. I. 
ttle. 


271°.3"024 [B] 


MCNEILL, John Thomas, 1885- 274 
The Celtie churches; a history A.D. 200 to 
1200 [by] John T. McNeill. Chicago, 
University of Chicago Press [1974] xiii, 
289 p. 24 cm. ISBN 0-226-56095-3 
Bibliography: p. 273-279. [BR748.M33] 73- 
84193 10.00 

1. Celtic Church—History. I. Title. 


MINUCIUS Felix, Marcus. 281°.08 s 
The Octavius of Marcus Minucius Felix. 
Translated and annotated by G. W. Clarke. 
New York, Newman Press, 1974. v, 414 p. 
22 cm. (Ancient Christian writers; the 
works of the Fathers in translation, no. 39) 
Includes bibliographical references. 
[BR60.A35 no. 39] [BT1116.M7] 239.1 
7174-75994 8.95 

1. Apologetics—Early church, ca. 30-600. 
k Clarke, Graeme Wilbur, ed. Il. Title. III. 
eries. 


SHEED, Francis 
Joseph, 1897- 

The church and I [by] Frank Sheed. [lst 

ot Garden City, N.Y., Doubleday, 1974. 

cm. ISBN 0-385-08440-4 

(Bx4705. 8587433} 73-83670 7.95 

1. Sheed, Francis Joseph, 1897- 2. Catholic 

Church—-Doctrinal and controversial 

works—Catholic authors. I. Title. 

Prepared from C.I.P. 


HARPER, John C. 2837.092'4 B 
Sunday: a minister’s story [by] John C. 


282’.092’4 B 


Harper. [Ist ed.] Boston, Little, Brown 
[1974] p. cm. ISBN 0-316-34709-4 
Autobiographical. [BX5995.H33A35] 74- 
4401 6.95 


i. Harper, John C. I. Title. 
Prepared from C.I.P. 


HANKS, Marion D. 284’.48'°933 
Now and forever [by] Marion D. Hanks. 
Hius. by Bill Kuhre. Salt Lake City, 
Bookcraft [1974] 166 p. col. illus. 24 cm. 
ISBN 0-88494-212-0 A collection of essays 
offering spiritual guidance to Mormon 
youth concerning everyday situations. 
ipV4531. 2.H32] 74-75165 2.95 
1. Youth-——Religious life. I. Kuhre, William, 
illus. IF. Title. 


a ent Herman G., 
1913- 

A century of growth: the Kachin Baptist 
Church of Burma, by Herman G. 
Tegenfeldt. South Pasadena, Calif., William 
Carey Library [1974] p. cm. Bibliography: 
p. [BX6316.B9T43] 74-4415 9.95 


286.1591 


12 


1. Baptists—Burma. 2. Missions to Kachin 
tribes. I. Title. 
Prepared from C.I.P. 


HANEY, David. 286’.1°75256 
Breakthrough into renewal; how a 
traditional church caught a sense of 


mission. Nashville, Broadman Press [1974] 
128 p. 21 cm. ISBN 0-8054-5545-0 
Bibliography: p. 8. [BX6480.A5H473] 73- 
93905 3.95 

1. Heritage Baptist Church, Annapolis. 2. 
Church renewal—Case studtes. I. Title. 


GILLIN, John Lewis, 286.5 
1958. 

The Dunkers; a sociological interpretation. 

New York, 1906. [New York, AMS Press, 

1974] p. cm. ISBN 0-404-11002-9 

(Communal societies in America) Thesis— 

Columbia University. Vita. Bibliography: p. 

[BX7815.G5 1974] 72-8248 12.50 

d. Church of the Brethren—History. I 

Title. 

Prepared from C.I.P. 


WOOD, Miriam. 
When Lena moved the cemetery. 
Washington, Review ani Herald Pub. 
Association [1974] 124 p. illus. 21 cm. 
[BX6199, J66W66] 74-78022 3.50 

1. Jones, Lena Cady. I. Tide. 


MCNIFF, William John. 289.3 
Heaven on earth; a planned Mormon 
society, by William J. McNiff. Oxford, 
Ohio, Mississippi Valley Press, 1940. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-11007-X (Communa. societies in 
ane) ([BX8635.M332 1974] 72-8632 
4.0 


1871- 


286.770924 B 


1. Mormons and Mormonism. I. Title. 
Prepared from C.I.P. 


ELLSWORTH, Samuel 
George, 1916- 

Dear Ellen; two Mormon women and their 
letters, by S. George Ellsworth. Salt Lake 
City, Tanner Trust Fund, University of 
Utah Library [1974] x, 92 p. 26 cm. (Utah, 
the Mormons, and the West, no. 3) 
Includes correspondence between Ellen 
Pratt McGary and Ellen Spencer Clawson, 
May 1856-Aug. 1857. Includes 
bibliographical references. 
(BX8695.C29E44] 73-91999 12.00 

1. Clawson, Ellen Spencer. 1832-1896. 2. 
McGary, Ellen Pratt, 1832-1895. I. 
Clawson, Ellen Spencer, 1832-1896. H. 
McGary, Ellen Pratt, 1832-1895. III. Title. 
IV. Series. 


289.3'092'2 B 


NIBLEY, Preston. 289.3'092’2 B 
The presidents of the Church. [13th ed., 
rev. and enl.] Salt Lake City, Deseret 
Book, 1974. 488 p. ports. 24 cm. 
[BX8693.N5 1974] 74-170278 6.95 

J. Church of Jesus Christ of Latter-Day 
Saints—Biography. I. Title. 


WEST, Emerson Roy. 289.3°092’2 B 
Profiles of the presidents. Salt Lake City, 
Desert Book Co., 1974. vifi, 418 p. illus. 
24 cm. ISBN 0-87747-489-3 Bibliography: 
p. [403]-405. [BX8693.W47 1974] 74- 
167281 5.95 

ł. Church of Jesus Christ of Latter-Day 
Saints—Biography. 2. Charch of Jesus 
oe of Latter-Day Saints—Government. 
. Title. 


CHEESMAN, Paul R. 289.322 
These early Americans; external evidences 
of the Book of Mormon, by Paul R. 
Cheesman. Salt Lake City, Deseret Book 
Co., 1974. 298 p. illus. 24 cm. ISBN 0- 
87747-517-2 Bibliography: p. 275-288. 
([BX8627.C476] 73-93662 5.95 


AMERICAN BOOK PUBLISHING RECORD 


i. Book of Mormon. 2.  Indians— 
Antiquities. 3. America—Antiquities. I. 
Title. 


ELIADE, Mircea, 1907- 291.2 
Gods, goddesses, and myths of creation; a 
thematic source book of the history of 
religions. New York, Harper & Row 
[1974] xiii, 162 p. 21 cm. First part, 
consisting of chapters 1 and 2, of the 
authors From primitives to Zen. 
Bibliography: p. 158-161. [BL74.E42 1974] 
73-20949 1.95 (pbk.). 

1. Religions—History—Sources. I. Eliade, 
Mircea, 1907- From primitives to Zen. 
Chap. 2. Myths of creation and of origin. 
II. Title. 


TRANCE, healing, and 291.42 
hallucination; three field studies in 
religious experience [by] Felicitas 


Goodman, Jeanette H. Henney, and Esther 
Pressel. New York, Wiley [1974] p. cm. 
ISBN 0-471-31390-4 (Contemporary 
religious movements) "A Wiley- 
Interscience publication.” Each field study 
was originally presented as a thesis, Ohio 
See University. [BV5090.T7] 74-4159 
12. 

1. Trance. 2. Spirit possession. 3. Umbanda 
(Cultus) 4. Pentecostalism. I Henney, 
Jeanette H. Spirit possession belief and 
trance behavior in two fundamentalist 
groups in St. Vincent. 1974. If. Pressel, 
Esther. Umbanda trance and possession in 
Sao Paulo, Brazil. 1974. HI Goodman, 
Felicitas D. Disturbances in the Apostolic 
Church. 1974. 

Prepared from C.I.P. Contents omitted. 


PEIRIS, William. 294.3 
The Western contribution to Buddhism. 
With a foreword by H. Saddhatissa Maha 
Thera. [lst ed.] Delhi, Motilal Banarsidass 
[1973] xxviii, 287 p. 48 ports. 23 cm. 
ISBN 0-842-60537-1 Includes 
bibliographical references. [BQ164.P44] 73- 
91127 

1. Scholars, Buddhist. 2. Buddha and 
Buddhism—Study and teaching. I. Title. 
Distributed by Verry, 15.00 


HERRIGEL, Eugen, 1884- 
1955. 
The method of Zen. Edited by Hermann 
Tausend. Translated by R. F. C. Hull. New 
York, Vintage Books [1974, c1960] p. cm 
ISBN 0-394-71244-7 Translation of Der 
Zen-Weg. Reprint of the ed. published by 
Pantheon Books, New York. 
[BQ9266.H4713 1974] 74-5120 1.95 (pbk.) 


294.374 


1. Zen Buddhism—Addresses, essays, 
lectures. I. Title. 

Prepared from C.I.P. 

DONATH, Dorothy C. 294.3°4°2 
Buddhism for the West: Theravada; 


Mahayana and Vajrayana; a comprehensive 
review of Buddhist history, philosophy, 
and teachings from the time of the Buddha 
to the present day. New York, McGraw- 
Hill [1974, c1971] 146 p. 21 cm. ISBN 0- 
07-017533-0 Bibliography: p. 143-146. 
[BL1456.D65] 2.45 (pbk.} 

1. Buddhist doctrines—Introductions. I. 
Title. 

L.C. card number for hardbound ed.: 78- 
170948 


*STONE, Justin F. 294.3927 
The joys of meditation; a do-it-yourself 
book of instruction in varied meditation 
techniques, by Justin F. Stone. 
Albuquerque, New Mexico, Far West 
Publishing Co [1973] 94 p. illus., 23 cm. 
ISBN  0-914172-01-1 (Sun books) 
"BL1493] 2.95 (pbk.) 

I. Zen Buddhism. I. Title. 


AUGUST 31,1974 


WILKINS, William Joseph, 
1843-1902. : 
Modern Hinduism; an account of the 
religion and life of the Hindus of northern 
India. London, Curzon Press; Totowa, 
N.J., Rowman & Littlefield [1974] p. cm. 
ISBN 0-87471-561-X Reprint of the 1900 
ed. published by Thacker, Spink, Calcutta. 
[BL1201.W53 1974] 74-7245 13.50 
1. Hinduism. 2. Civilization, Hindu. T. 
Title. 
Prepared from C.LP. 


OMAN, John Campbell, 
1841-1911. 
The Brahmans, theists, and Muslims of 
india; studies of Goddess-worship in 
Bengal, caste, Brahmaism, and social 
reform, with descriptive sketches of curious 
festivals, ceremonies, and faquirs. With 
illus. from photographs and from drawings 
by William Campbell Oman. Delhi, 
Indological Book House [1973, i.e. 1974] 
xiv, 341 p. illus. 22 cm. Reprint of the 
1907 ed. published by G. W. Jacobs, 
Philadelphia. Includes bibliographical 
references. [BL2001.045 1973] 73-905235 
I. India—Religion. 2. India—Social life 
and customs. I. Title. 
Distributed by International Publications 
Service, 18.75 


CARMAN, John B. 294.5°27110924 
The theology of Ramanuja; an essay in 
interreligious understanding [by] John 
Braisted Carman. New Haven, Yale 
University Press, 1974. xii, 333 p. illus. 24 
cm. ISBN 0-300-01521-6 (Yale 
publications in religion, 18) Revision of the 
author’s thesis, Yale University, 1962, 
issued under title: The ideas of divine 
supremacy and accessibility in the theology 
of Ramanuja. Bibliography: p. 317-323. 
[BLI V33C37 1974] 73-77146 17.50 

1. Ramanuja, founder of sect. I. Title. II. 
Series. 


RAM Dass. 294.5°4 
The only dance there is; talks given at the 
Menninger Foundation, Topeka, Kansas, 
1970, and at Spring Grove Hospital, Spring 
Grove, Maryland, 1972. [lst ed.] Garden 
City, NY, Anchor Press, 1974 [c1973] 
180 p. 21 cm. ISBN 0-385-08413-7 
[BF311.R29 1974] 73-14054 2.95 (pbk.) 

1. Consciousness. 2. Yoga. 1I. Title. 


MAHABHARATA. English. 294.5°923 
The Mahabharata, Translated and edited 
by J. A. van Buitenen. Chicago, 
University of Chicago Press [1973- v. 
illus. 25 cm. ISBN 0-226-84648-2 
Contents—v. 1. The book of the 
beginning. Includes bibliographical 
references. [PK3633.A2B8] 72-97802 

I. Buitenen, Johannes Adrianus Bernardus 
van, tr. 


KORAN. English & 
Arabic. 

The message of the Qur'an presented in 

perspective, by Hashim Amir-Ali. Rutland, 

Vt, C. E. Tuttle Co. [1974] 1 v. (various 

pagings) illus. 26 cm. ISBN 0-8048-0976-3 

[BP109.A42] 74-169180 25.00 

i Ali, Hashim Amir, tr. IT. Title. 


WERNER, Edward Theodore 
- Chalmers, 1864-1954. 

A dictionary of Chinese mythology. 
Boston, Milford House [1974] p. cm. 
ISBN 0-87821-046-6 Reprint of the 1932 
ed. published by Kelly and Walsh, 
Shanghai. Bibliography: p. [BL1801.W35 
1974] 70-186794 6.00 (lib. bdg.). 

i, Mythology, Chinese—Dictionaries. I. 
Title. $ 

Prepared from C.I.P. 


294.5 


294.50954 


297.122521 


299.51 


BAYLOR, Byrd. . ~ 299.7 
They put on’ masks. Illustrated by Jerry 
Ingram. New York, Scribner [1974] 46 p. 
col. illus. 22 x 27 cm. ISBN 0-684-13767-4 
Drawings and text present the many kinds 
of American Indian masks and their use 
with dances and songs to speak to the 
zods. [E98.M3B38 1974] 73-19557 5.95 

d. Indians of North America—Masks—- 
Juvenile literature. I. Ingram, Jerry, illus. 
I. Title. 
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DUNN, Edgar Streeter. 300.2854 
Social information processing and 
statistical systems—change and reform {by} 
Edgar S. Dunn, Jr. New York, Wiley 
[1974] p. cm. ISBN 0-471-22747-1 "A 
Wiley-Interscience ublication.” 
Bibliography: p. [Z699.5.865D85 1974] 74- 
5289 12.50 

i. Information storage and retrieval 
systems—Social sciences. 2. Statistical 
services. 3. Privacy, Right of. I. Title. 
Prepared from C.I.P. 


WUEBBEN, Paul L. 300°.7°2 
The experiment as a social oceasion [by] 
Paul L. Wuebben, Bruce C. Straits [and] 
Gary I. Schulman. Berkeley, Calif., 
Glendessary Press [1974] vi, 330 p. illus. 
23 cm. ISBN 0-87709-720-8 Bibliography: 
p. 259-323. [H62.W76] 73-88641 4.95 (pbk.) 
I. Social science research. 2. Social 
psychology—Research. 3. Social 
psychology—Experiments. I. Straits, Bruce 
C, joint author. If, Schulman, Gary l, 
joint author. HI. Title. 


ANDERSON, Charles H., 1938- 301 
Toward a new sociology [by] Charles H. 
Anderson. Rev. ed. Homewood, Ill., 
Dorsey Press, 1974. xiii, 391 p. illus. 23 
cm. ISBN 0-256-01538-4 (The Dorsey 
series in sociology) [HM51.A533 1974] 74- 
75092 5.95 (pbk.) 

1. Sociology. I. Title. 


RITZER, George, comp. 301 
Social realities; dynamic perspectives. 
Boston, Allyn and Bacon [1974] x, 419 p. 
24 cm. Includes bibliographical references. 
[HM51.R45] 74-134 5.50 (pbk.) 

1. Sociology—Addresses, essays, lectures. 
I. Title. 


ROSE, Jerry D., 1933- 301 
Introduction to sociology [by] Jerry D. 
Rose. 2d ed. Chicago, Rand McNally 
College Pub. Co. [1974] xv, 560 p. 21 cm. 
ISBN 0-528-68003-X (Rand McNally 
sociology series) Includes bibliographical 
references[HM51.R823 1974]74-239 5.95 
1. Sociology. I. Title. 


SITES, Paul. 301 
Control: the basis of social order. New 
York, Dunellen Pub. Co. [1974, c1973] x, 
225 p. 23 cm. ISBN 0-8424-0061-3 
Includes bibliographical references. 
[HM24.847] 72-91989 13.50 

1. Sociology. 2. Social control. 3. Power 
(Social sciences) I. Title. 


TURNER, Roy, comp. 301 
Ethnomethodology; selected readings, 
edited by Roy Turner. Harmondsworth, 


Penguin Education, 1974. 287 p. 20 cm. 
ISBN 0-14-080962-7 (Penguin modern 
sociology readings) (Penguin education) 
Includes index. Bibliography: p. 275-278. 
[HM24.T85] 74-166328 

I. Sociology—Methodology. L Title. 
Contents omitted. Distributed by Penguin, 
Baltimore, Md., 4.50. 
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COSTNER, Herbert L., .. 301.01" 8 ; 
1930- 4 
Sociological methodology, 1973-1974. 


Herbert L. Costner, editor. [ist ed.] San 

Francisco, Jossey-Bass Publishers [1974] 

xvi, 410 p. illus. 24 cm. ISBN 0-87589, - 
197-7 (The Jossey-Bass behavioral science 

series) Includes bibliographies. - 
[HM24.C67] 73-9071 13.50 

i. Soctology—-Methodology—Adadresses, 

essays, lectures. I, Title. 


ZITO, George V. 301.018 
Methodology and meanings; the varieties 
of sociological inquiry [by] George V. Zito. 
New York, Praeger [1974] p. cm. ISBN 0- 
275-51110-3 Bibliography: p. [HM24.Z54] 
74-10649 7.95 

1. Soctology—Methodology. 2. Sociological 
research. 3. Social change. I. Title. 
Prepared from C.I.P. 


ANDERSON, Charles H., 3017.08 
1938- comp. 
Soctological essays and research; 


introductory readings. Edited by Charles 
H. Anderson. Rev. ed. Homewood, IIL, 
Dorsey Press, 1974. xi, 413 p. 23 cm. 
ISBN 0-256-01539-2 (The Dorsey series in 


sociology) Includes bibliographical 
references. [HM51.A53 1974] 74-76456 
4.95 (pbk.) 


I. Soctology—Addresses, essays, lectures. 
I. Title. 


GAMSON, William A., comp. 301.1 
Conceptions of social life; a text-reader for 
social psychology [compiled by] William 
A. Gamson [and] Andre Modigliani. 
Poston; Little; rown [1974] xii, 592 p. 23 
bibliographies. 
[HM251: G26] s “19030 7.95 (pbk.). 
I. Social psychology-—-Addresses, essays, 
lectures. I. Modigliani, Andre, joint comp. 
Il. Title. 


STARR, Jerold M., 
comp. 

Social structure and social personality 
[compiled by] Jerold M. Starr. Boston, 
Little, Brown [1974] xi, 461 p. illus. 24 
cm. Includes bibliographies. [HM73.S77] 
73-11642 12.95 

d, Social institutions—Addresses, essays, 
lectures. 2. Socialization—Addresses, 
essays, lectures. 3. Personality—Addresses, 
essays, lectures. I. Title. 


VORRATH, Harry H. 301.11 
Positive Peer Culture [by] Harry H. 
Vorrath [and] Larry K. Brendtro. Chicago, 
Aldine Pub. Co., 1974. xii, 158 p. illus. 23 
cm. ISBN 0-202-36020-2 Includes 
bibliographical references. [HM133.V67] 
73-89515 7.50 

d. Smali groups. 2. Group relations 
training. 3. Adolescent psychology. I. 
Brendtro, Larry K., joint author. If. Title. 


1941- 301.1 


CIVIKLY, Jean M., comp. 301.14 
Messages: a reader in human 
communication. Edited by Jean M. 


Civikly. Consulting editor: Joseph DeVito. 
[ist ed.] New York, Random House [1974] 
xiv, 393 p. 24 cm. ISBN 0-394-31827-7 
Includes bibliographies. [P90.C519] 74-739 
4.95 (pbk.). 

1. Communication—Addresses, essays, 
lectures. 2, Social interaction—Addresses, 
essays, lectures. I. Title. 


LUTTBEG, Norman R., 
comp. 

Public opinion and public policy; models of 

political linkage. Edited by Norman R. 

Luttbeg. Rev. ed. Homewood, Ill, Dorsey 

Press, 1974. xii, 477 p. illus. 23 cm. ISBN 

0-256-01532-5 (The Dorsey series in 


301.15°43°329 
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political science) Includes bibliographical 


references. [HM261.L85 1974] 73-93358 
7.50 (pbk.). 
l. Public  opinion-—Addresses, essays, 


lectures. 2. Political partes—Addresses, 
essays, lectures. I. Title. 


DEPORTE, 301.15°43°6 168900942 
Michael V. 
Nightmares and  hobbyLorses: Swift, 


Sterne, and Augustan tdeas of madness, by 
Michael V. DePorte. San Marino [Calif.] 
neo Library, 1974. xi, 164 p. illus. 
cm. Bibliography: p. 155-160. 
Reas 2. P8sD46]" 73-78048 10.00 
L Swift, Jonathan, 1667-1745— 
Knowledge—Insanity. 2. Sterne, Laurence, 
1713-1768—Knowledge—Insanity. 3. 
Mental iilness—Great Britain—Public 
opinion—History. I. Title. 


HAYES, Carlton 301.1570944 
Joseph Huntley, 1882-1964. 
France: a nation of patriotes. New York, 
Octagon Books [1974, c1930] p. ISBN 0- 
374-93753-2 Reprint of the ed. published 
by Columbia University Press, New York, 
which was issued as v. 5 of Social and 
economic studies of post-war France. 
Includes bibliographical references. 
[DC34.H3 1974] 74-9848 17.50 
1. Nationalism—-France. 2. France. 3. 
Education—France. 4. Propaganda, 
French. I. Series: Social and economic 
studies of post-war France, v. 5. 
Prepared from C.I.P. 


DAVISON, Walter 301.161°072 
Phillips, 1918- 
Mass communication research: major 


issues and future directions. Edited by W. 
Phillips Davison [and] Freder:ck T. C. Yu. 
New York, Praeger [1974] p. cm. ISBN 0- 
275-09320-4 (Praeger special studies in 
international politics and government) 
Bibliography: p. [P91.D37] 74-5576 15.00 
Mass media—Research. I. Yu, Te-chi, 
1921- joint author. Il. Title. 
Prepared from C.I.P. 


EMERY, Michael C., 
comp. 

Readings in mass communicat‘on: concepts 
and issues in the mass media [by] Michael 
C. Emery [and] Ted Curtis Smythe. 2d ed. 
Dubuque, lowa, W. C. Browr. Co. [1974] 
xxiii, 552 p. illus. 23 cm. ISBN 0-697- 
04141-7 Includes bibliograph.es. [P87.E4 
1974] 73-92540 7.95 (pbk.) 

Mass _media—Addresses, essays, 
lectures. I. Smythe, Ted Curtis. joint comp. 
II. Title. 


WELLS, Alan, 1940- 
comp. 

Mass communications; a worli view. [lst 
ed. Palo Alto, Calif.] National Press Books 
[1974] viii, 276 p. 23 cm. ISEN 0-87484- 
219-0 Bibliography: p. 271-276. 
[HN90.M3W44] 73-93347 6.95 

1. Mass media—United States—Addresses, 
essays, fectures. 2. Masa  media— 
Addresses, essays, lectures. I. Title. 

Pbk. 3.95, ISBN 0-87484-218-2 


THE mass media and 301.16°1°0973 
modern democracy, by Robert D. Novak 
{and others] Edited by Harry M. Clor. 
Chicago, Rand McNally College Pub. Co. 
[1974] xi, 232 p. 21 cm. (Rand McNally 
public affairs series) Outgrcwth of a 
conference held under the auspices of the 
Public Affairs Conference Center of 
Kenyon College. Includes bitliographical 
references. [HN90.M3M38] 73-21349 2.95 
1. Mass media—Social aspects—United 
States—Addresses, essays, lectures. 2. 
Journalism—Political aspects—Addresses, 


301.16° 1708 


301.16° 1°08 
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essays, lectures. 3. United States—Politics 
and = government-—Addresses, essays, 
lectures. I Novak, Robert D. IL Clor, 
Harry M., 1929- ed. III Public Affairs 
Conference Center. 


WARWICK, Dennis. 301.18°32 
Bureaucracy. London, Longman, 1974. x, 
158 p 21 cm. ISBN 0-582-48008-6 
(Aspects of modern sociology; social 
processes) Includes bibliographical 
references and index. [JF1601.W37] 74- 
166495 

1. Bureaucracy. 2. Sociai history—20th 
century. 

Distributed by Longman, New York, 6.75; 
3.50 (pbk.), ISBN 0-582-48009-4. 


CATHCART, Robert S., 
comp. 

Small group communication: a reader [by] 

Robert S. Cathcart [and] Larry A. 

Samovar. 2d ed. Dubuque, Iowa, W. C. 

Brown Co. [1974] xi, 415 p. illus. 23 cm. 


301.185 


ISBN 0-697-04139-5 Includes 
bibliographies. [HM133.C37 1974] 73- 
92539 5.95 

1. Small groups—Addresses, essays, 


lectures. 2. Communication—Addresses, 
essays, lectures. 3. Discussion—Addresses, 
essays, lectures. I. Samovar, Larry A., joint 
comp. H. Title. 


SMITH, Peter Bevington. 301.18'5 
Groups within organizations: applications 
of social psychology to organizational 
behaviour [by] Peter B. Smith. London, 
New York, Harper & Row [1973, i.e.1974] 
x, 134 p. 22 cm. ISBN 9-06-318008-0 
Bibliography: p. [120]-129. [HM131.S57] 
74-170317 4.95 (pbk.) 

1. Organization. 2. Small groups. I. Title. 


DIAMOND, Stanley, 1922- 301.2 
In search of the primitive; a critique of 
civilization. Foreword [by] Eric R. Wolf. 
New Brunswick, N.J., Transaction Books; 
distributed by E. P. Duttor [New York, 
1974] xvi, 387 p. 23 cm. ISBN 0-87855- 
045-3 [GN320.D5] 72-82195 14.95 

1. Ethnology—Addadresses, essays, lectures. 
2. Society, Primitive—Addresses, essays, 
lectures. I. Title. 

Pbk. 3.95, ISBN 0-87855-582-X 


*GILSENAN, Michael. 301.20962 
Saint and Sufi in modern Egypt: an essay 
in the sociology of religon. Oxford, 
England, Clarendon Press, 1973. 248 p. 
illus. 23 cm. ISBN 0-19-823181-4 (Oxford 
monographs on social anthropology) 
Bibliography: p. [242]-246. [HM219] 
1. Religion and sociology—Egypt. I. Title. 
Distributed by Oxford University Press, 
New York, for 15.25. 
BLACK, Algernon David, 301.2°1 
1900- 
Without burnt offerings; ceremonies of 
humanism [by] Algernon D. Black. New 
York, Viking Press [1974] xxi, 231 p. 22 
cm. ISBN 0-670-77676-9 [BL600.B55 
1974] 73-15020 10.00 
1. Rites and ceremonies. I. Title. 
CICOUREL, Aaron Victor, 301.2°1 
1928- ; 
Cognitive sociology: language and 
meaning in social interaction, [by] Aaron 
V. Cicourel. New York Free Press [1974] 
189 p. 21 cm. Includes Bibliographical 
notis, [HM291.C56] 73-18771 2.50 (pbk.); 
7.9 
1, Social interaction. 2. Socioünguisties. I. 
Title. 


BASTIDE, Roger, 1898- 301.24 
Applied anthropology. Translazed from the 


AMERICAN BOOK PUBLISHING RECORD 


French by Alice L. Morton. New York 
Harper Torchbooks [1974, c1971] 226 p. . 
20 cm. ISBN 0-06-131758-6 Translation of 
Anthropologie appliquee. Bibliography: p. 
220-223. [GN27.B313] 3.45 (pbk.) 

1. Applied anthropology. I. Title. 

wer card number for hardcover ed.: 72- 
14010. 


SEIDENBERG, Roderick. 301.24 
Posthistoric man; an inquiry. New York, 
Viking Press [1974] ix, 244 p. 20 cm. 
ISBN 0-670-00405-7 (A Viking compass 
book) Includes bibliographical references. 
be S34 1974] 73-16921 2.75 (pbk.). 

1. Civilization. 2. Progress. I. Title. 


HOWARD, John R., 
1933- 

The cutting edge: social movements and 
social change in America [by] John R. 
Howard. Philadelphia, Lippincott [1974] ix, 
276 p. 22 cm. ISBN 0-397-47310-9 
Includes bibliographical references. 
*HN65.H597] 74-2453 4.50 (pbk.) 

i. United States—Social conditions-——1945- 
2. Social movements. 3. Social change. I. 
Title. If Title: Social movements and 
social change in America. 


GENETIC responsibility: 301.24°3 
an choosing our children’s genes. Edited 
by Mack Lipkin and Peter T. Rowley. 
New York, Plenum Press [1974] p. cm. 
ISBN 0-306-30813-4 Proceedings of the 
symposium "Genetics, Man, and Society,” 

held at the American Association for the 
Advancement of Science meeting, Dec. 29, 
1972, and sponsored by the Task Force on 
Genetics and Reproduction at Yale 
University and the Youth Council of the 
American Association for the 
Advancement of Science. Includes 
Hibliographies: [QH442.G46] 74-12149 


301.2420973 


i. Genetic engineering—Social aspects— 
Congresses. Medica genetics— 
Congresses. 3. Genetic counseling— 
Congresses. I. Lipkin, Mack, ed. II. 
Rowley, Peter T, ed. Il. Task Force on 
Genetics and Reproduction at Yale 
University. IV. American Association for 
tae Advancement of Science. Youth 
Council. V. Title: Genetics, man, and 
society. 

Prepared from C.I.P. 


TECHNOLOGY, power, and 301.243 
social change. Edited by Charles A. Thrall 
fend] Jerold M. Starr. Carbondale, 
Southern Illinois University Press [1974, 
c_972] p cm. ISBN 0-8093-0688-3 
(Arcturus books, AB125) Proceedings of a 
1971 conference at the University of 
Pennsylvania sponsored by its International 
Affairs Association. Reprint of the ed. 
published by Lexington Books, Lexington, 
Mass. Includes bibliographical references. 
[CB478.T385 1974] 74-4213 2.45 (pbk.) 

1. Technology and civilization— 
Congresses. I. Thrall, Charles A., 1942- ed. 


Ii Starr, Jerold M., 194l- ed. MI. 
Pennsylvania. University. International 
Affairs Association. 

Prepared from C.I.P. 

FRIEDL, John 301.294947 


Kippel: a changing village in the Alps. 
New York, Holt, Rinehart and Winston 
[1974] xi, 129 p. illus. 24 cm. ISBN 0-03- 
008206-4 (Case studies in cultural 
anthropology) Bibliography: p. 128-129 
[DQ851.K44F74] 73-8631 3.25 (pbk.) 

1. Kippel, Switzerland. I. Title. II. Series. 


LANSING, John 301.29°598'6 
Stephen. . 
Evil in the morning of the world; 


AUGUST 31,1974 


phenomenological approaches to a Balinese 
community. Ann Arbor, Center for South 
and Southeast Asian Studies, University of 
Michigan, 1974. 104 p. illus. 23 cm. ISBN 
0-88386-418-5 (Michigan papers on South 
and Southeast Asia, no. 6) "Based on a 
field trip to Bali, Indonesia from March to 
August, 1971, sponsored by the Afro-Asian 
track of the College of Social Studies, 
Wesleyan University.” Bibliography: p. 98- 
104. [GN635.B3L36] 74-620023 3.75 
(pbk.) 

1. Ethnology—Bali (Island) 2. Bali 
(sland)—Religion. I. Title. II. Series. 


HANRIEDER, Wolfram 301.29°73'04 


The United States and Western Europe; 


political, economic, and strategic 
perspectives, edited by Wolfram F. 
Hanrieder. Cambridge, Mass., Winthrop 


Publishers [1974] xiii, 311 p. 23 cm. ISBN 
0-87626-898-X Consists of papers first 
presented at Utah State University, Logan, 
in the Merrill visiting scholar lecture 
series, spring 1973. Includes bibliographical 
references. [D1065.U5H27] 73-22035 7.95 

i Europe--Relations (general) with the 
United States—Addresses, essays, lectures. 
2. United States—Relations (general) with 


Europe,—Addresses, essays, lectures. I. 

Title. 

HOWELLS, William White, 301.29°9 
1908- 


The Pacific islanders [by] William Howells. 
New York, Scribner (1974, c1973] xvi, 299 
p. illus. 21 cm. ISBN 0-684-13785-2 
(Peoples of the world series) Bibliography: 
p. ae [GN662.H68 1974] 73-19277 
1. Ethnology—Oceanica. 
aborigines. I. Title. 

Pbk., 4.95, ISBN 0-684-13788-7. 


PINE, Tillie S. 301.29°96 
The Polynesians knew, by Tillie S. Pine 
and Joseph Levine. Pictures by Marilyn 
Hirsh. New York, McGraw-Hill [1974] 
[34] p. col. illus. 26 cm. Describes the 
seafaring society of the Polynesians long 
ago and includes instructions for making 
some of their craft objects. [GN670.P56] 
73-13972 4.72 (lib. bdg.) 

I. Polynesians—Juvenile literature. 2. 
Navigation, Primitive—Polynesia—Juvenile 
literature. 3. Handicraft—-Juvenile 
literature. I. Levine, Joseph, 1910- joint 
author. II. Hirsh, Marilyn, illus. ITI. Title. 


BAXTER, William F., 1929- 301.31 
People or penguins; the case for optimal 
pollution [by] Wiliam F. Baxter. New 
York, Columbia University Press, 1974. p. 
cm. ISBN 0-231-03820-8 [HC79.E5B38] 
74-6102 5.95 

1. Environmental policy. 2. Environmental 
protection. 3. Pollution. I. Title. 

Prepared from C.I.P. Pbk. 1.95, ISBN 0- 
231-03821-6 


JOHNSON, Willis Hugh, 
1902- 

The environmental challenge, edited by 

Willis H. Johnson [and] William C. Steere. 

New York, Holt, Rinehart and Winston 

ee viii, 357 p. illus. 23 cm. ISBN 0-03- 
084185-2 Includes ca 

[{QH541.J65] 73-3947 6.00 (pbk.) 

1. Ecology. 2. Environmental protection. L 

Steere, William Campbell, 1907- joint 

author. IT. Title. 


2. Australian 


301.31 


MAN, nature, and ecology 301.31 
(by Keith Reid and others] Garden City, 
ie Doubleday [1974] 419 p. illus. (part 

ol.) 28 ISBN 0-385-01440-6 
QHA M32 Iå 73-18089 14.95 


I Ecology. 2. Man—tinfluence on nature. 
3. Environmental protection. I. Reid, 
Reith. 


MINNEAPOLIS. Public 301.31 
Library. Environmental Conservation 
Library. 

Ecol; book catalog. Chicago, American 


Library Association, 1974. vii, 201 p. 30 
cm. ISBN  0-8389-0173-5 [Z5861.M56 
1974] 73-21865 6 -95 (pbk.) 

i. Minneapolis. Public Library. 
Environmental Conservation Library. 2. 
Man—Influence on nature—Bibliography— 
Catalogs. 3. Environmental protection— 
Bibliography—Catalogs. I. Title. 


OLTMANS, Willem L. 301.31 
On growth. [Edited by] Willem L. 
Oltmans. New York, Capricorn Books 
[1974] xii, 493 p. 22 cm. ISBN 0-399- 
11233-2 Edited from transcripts of 
interviews with seventy well known world 
figures. Includes bibliographical references. 
[HC59.0563] 73-82032 9.95 

l. Economic history—1945- 2. Economic 
development. 3. Social history—1945- 4. 
Intellectuals—Interviews. I. Title. 


WAGNER, Richard H., 1934- 301.31 
Environment and man [by] Richard H. 
Wagner. 2d ed. New York, Norton [1974] 
xiii, 528 p. illus. 25 cm. ISBN 0-393- 
39317-4 Indludes bibliographies. 
[QH541.W244 1974] 74-168257 7.95 

1. Ecology. 2. Man—Influence on nature. 
3. Pollution. 4. Population. I. Title. 


ENDRES, Michael E. 301.32 
On defusing the population bomb [by 
Michael E. Endres. (Cambridge, Mass. 
Schenkman Pub. Co; [distributed by 
Halsted Press, New York] p. cm. ISBN 0- 
470-24117-9 ”A Halsted Press book.” 
[HB871.E55] 74-6187 10.00 

1. Population. I. Title. 

Prepared from C.I.P. Pbk., 5.95, ISBN 0- 
470-24118-7. 


HERNANDEZ, Jose, 1935- 301.32 
People, power, and policy; a new view on 
population. [lst ed. Palo Alto, Calif.] 
National Press Book [1974] xi, 287 p. 23 


cm. ISBN  0-87484-275-1 Includes 
bibliographies. [HB851.H47] 73-93343 
10.95 


1. Population. I. Title. H. Title: A new 
view on population. 
Pbk. 5.95, ISBN 0-87484-274-3. 


GROUP for the 301.32’ 1'0973 
Advancement of Psychiatry. Committee 
on Preventive Psychiatry. 

Humane reproduction. New York, Scribner 

(1974, cl1973] 141 p. 21 cm. ISBN 0-684- 

13639-2 First published in 1973 as Report 

v. 8, no. 86, of the Group for the 

Advancement of Psychiatry. Bibliography: 

p. 121-124. [HB875.G76 1974] 73-11574 
.95 

I. Family size. 2. Birth control—United 

States. 3. United States—Population. I. 

Title. 

Pbk., 2.95, ISBN 0-684-13766-6. 


POPULATION Institute. 301.32°9°73 
Population: the activists handbook. 
[Written by Gerald Connolly and others] 
New York, Collier Books [1974] p. cm. 
ISBN 0-02-598350-4 Bibliography: p. 
[HB3505.P63] 73-21298 3.95 (pbk.) 

1. United States—Population—Handbooks, 
manuals, etc. 2. Politics, Practical— 
Handbooks, manuals, etc. I. Connolly, 
Gerald. 

Prepared from C.I.P. 
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STEINBERG, Ira S. 301.32°9°73 
Population and frustration [by] Ira S. 
Steinberg. [Columbus] Ohio State 
University Press [1974] 21 p. port. 23 cm. 
ISBN 0-8142-0211-X (Boyd H. Bode 
memorial lectures, no. 1) Includes 
bibliographical references. [HB3505.87] 73- 
22397 1.50 (pbk.) 

1. United States—Population. I. Title. I. 
Series. 


DIALOGUE on Applied 301.3798 
Communications for Demographic 
Programs in Latin America, Airlie, Va., 

973. 

Proceedings. Airlie, Va., Published for the 

Inter-American Dialogue Center by Airlie 

Press [1974] vii, 43 p. 28 cm. Organized 

by the Inter-American Dialogue Center; 

held Nov. 18-22, 1973. Includes 
bibliographical references. [HB3530.5.D49 

1973] 74-1407 

L Latin America—Population— 

Congresses. 2. Communication in birth 

control—Congresses. 3. Birth control— 


Latin America—Congresses. I. Inter- 
American Dialogue Center. 
BUTTERWORTH, F. 301.32996 


Edward. 

Pilgrims of the Pacific, by F. Edward 
Butterworth. Independence, Mo., Herald 
House, 1974. 144 p. illus. 21 cm. ISBN 0- 
8309-0106-X Includes bibliographical 
references. [GN370.B87] 73-87643 3.95 

1. Man—Migrations. 2. Polynesians. 3. 
Navigation, Primitive. I. Title. 


SARASON, Seymour 
Bernard, 1919- 
The psychological sense of community; 
prospects for a community psychology [by] 
Seymour B. Sarason. [Ist ed.] San 
Francisco, Jossey-Bass, 1974. xii, 290 p. 24 
cm. ISBN 0-87589-216-7 (The Jossey-Bass 
behavioral science series) Bibliography: p. 
279-285. [HM131.833] 73-20962 12. "30 
1. Community psychology. I. Title. 


EFFRAT, Marcia Pelly. 301.34'08 
community: approaches and 
applications. Edited by Marcia Pelly Effrat. 
New York, Free Press [1974] 323 p. 24 
em. Includes bibliographies. [HM131.E33] 
73-16604 4.95 (pbk.) 


301.34°01°9 


1. Community—Addresses, essays, 
lectures. I. Title. 
NOYES, John 301.34°747°62 


Humphrey, 1811-1886. 
Male continence, together with Dixon and 
his copyists, | Essay on scientific 
propagation [and] Salvation from sin. New 
York, AMS Press [1974] p. cm. ISBN 0- 
404-10739-7 (Communal societies in 
America) Reprint of 4 works originally 
published by the Oneida Community, 
Oneida, N.Y.; the Ist originally issued 
1872, 2d 1874 at Wallingford, Conn., 3d 
1875, and 4th 1876. [HQ967.U62056 
1974} 72-2975 10.00 
1. Oneida Community. 2. Conception 
Prevention. I. Title. 
Prepared from C.I.P. 


BANFIELD, Edward C. 301.36°0973 
The unheavenly city revisited, by Edward 
C. Banfield. Boston, Little, Brown [1974] 
xii, 358 p. 21 cm. A revision of The 
unheavenly city. Bibliography: p. [291]- 
292. [HT123.B267 1974] 73-22876 8.95 

1. Cities and towns—United States. I. 
Title. 


CONFERENCE on 301.36°3°0973 
Public Policy for Urban Minorities and 
the Poor in the 1970s, Nashville, 1972. 

The urban scene in the seventies; 
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proceedings. Edited by James F. Blumstein 
and Eddie J. Martin. Nashville, Vanderbilt 
University Press, 1974. p. cm. ISBN 0- 
8265-1196-1 Includes bibliographies. 
[HT123.C62 1972] 74-3452 11.95 
1. Cities and towns—-United States— 
Congresses. 2. United States—Economic 
policy—1971- ~—-Congresses. 3. Cities and 
towns-—Planning—United States— 
Congresses. I. Blumstein, James F, 1945- 
ed. I, Martin, Eddie J, 1943- ed. III. 
Title. 
Prepared from C.I.P. 
HIPPLER, Arthur 301.36'3°0979461 
E. 
Hunter's Point: a black ghetto [by] Arthur 
E. Hippler. New York, Basic Books [1974] 
xiii, 237 p. 22 cm. ISBN 0-465-03192-7 
Bibliography: p. 229-232. [F869.S3H57] 
75-135554 11.95 
1. Negroes—San Francisco. 2. Hunters 
Point, San Francisco. I. Title. 


PROCESS in relationship: 301.41 
marriage and family [compiled by] Edward 
A. Powers [and others] St. Paul, West Pub. 
Co. [1974] viii, 268 p. illus. 23 cm. ISBN 


0-8299-0004-7 Includes bibliographical 
references. [HQ728.P75] 74-1460 4.50 
(pbk.) 


1. Sex role-—-Addresses, essays, lectures. 2. 
Marriage—Adadresses, essays, lectures. 3. 
Interpersonal relations—Addresses, essays, 


lectures. I. Powers, Edward A., 1941- 
comp. 
STOLL, Clarice Stasz. 301.41 


Female & male: socialization, social roles, 
and social structure. Dubuque, Iowa, W. C. 
Brown Co. [1974] xii, 228 p. 23 cm. ISBN 
0-697-07519-2 (Principle [sic] themes in 
sociology) Includes bibliographies. 
(HM291.S8834] 73-93840 3.95 (pbk.). 

1, Socialization. 2. Sex role. 3. Sex 
discrimination against women—United 
States, I. Title. 


CONGRESS of Women, 
Chicago, 1893. 

The Congress of Women. Edited by Mary 
Kavanaugh Oldham Eagle. New York, 
Arno Press, 1974. [c1894] p. cm. ISBN 0- 
405-06090-4 (Women in America: from 
colonial times to the 20th century) Reprint 
of the ed. published by American Pub. 
House, Chicago. [HQ1106 1893.C62] 74- 
3944 49.00 

i. Women—Social and moral questions. 2. 
Women—Congresses. I. Eagle, Mary 
Kavanaugh Oldham, d. 1903, ed. Il. Title. 
I. Series. 

Prepared from C.I.P. 


DWORKIN, Andrea. 301.41°2 
Woman hating. [lst ed] New York, 
Dutton, 1974. 217 p. 22 cm. Bibliography: 
Dee (HQ1154.D86 1974] 73-17308 
1. Women’s liberation movement. 2. Sex 
role. 3. Woman—Psychology. 4. Literature, 
Immoral. I. Title. 


301.41’2 


*GAGER, Nancy, comp. 301°.41°2 
Women’s rights almanac 1974. Bethesda, 
Md., Elizabeth Cady Stanton Pub. Co. 
[1974] 620 p. 20 em. [HQ1154] 74-77527 
4.95 (pbk.) 

1. Woman—Yearbooks. I. Title. 

Publisher’s address: 5857 Marbury Rd. 
Bethesda, Md. 20034 


PARSONS, Alice Beal, 
1886-1962. 

Woman's dilemma. New York, Arno Press, 

1974 [c1926] p. cm. ISBN 0-405-06115-3 

(Women in America: from colonial times 

to the 20th century) Reprint of the ed. 


301.4172 
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published by Crowell, New York. 
Bibliography: p. [HQ1265. P3 1974) 74- 
3966 17.00 

1. Women—Social and moral questions. I. 
Title. I. Series. 

Prepared from C.I.P. 


THE Autobiography 301.41°270924 
of a happy woman. New York, Arno Press, 
1974 [c1914] p. cm. ISBN 0-405-06073-4 
(Women in America from colonial times to 
the 20th century) Reprint of the 1915 ed. 
published by Moffat, Yerd, New York. 
[HQ1419.A8 1974] 74-3925 21.00 

1. Women—Social and moral questions. I. 
Title. I. Series. 

Prepared from C.I.P. 


GRACE H. Dodge: 301.41°2’0924 B 
her life and work. New York, Arno Press, 
1974. p. cm. ISBN 0-405-06100-5 
(Women in America: from colonial times 
to the 20th century) Reprint of A bundle 
of letters to busy girls on practical matters, 


by G. H. Dodge, first published in 1887 by | 


Funk & Wagnalls, New Yerk; of Thoughts 
of busy girls, edited by G. H. Dodge, “irst 
published in 1892 by Cassell Pub. Co., 
New York; and of Grace Hoadley Dodge, 
from Teachers College record, v. 16, no. 2, 
Mar. 1915. [HQ1229.G77 1974] 74-3987 
16.00 

1. Young women. I. Dodge, Grace 
Hoadley, 1857-1914. A burdle of letters to 
busy girls on practical matters. 1974. IT. 
Dodge, Grace Hoadley, 1857-1914, comp. 
Thoughts of busy girls. 1974. III. Title. IV. 
Series. V. Series: Teachers College record, 
v. 16, no. 2. 

Prepared from C.I.P. 


DUFF, William, 
1732-1815. 
Letters on the intellectual and moral 
character of women, With an introd. for 
the Garland ed. by Gina Luria. New Yerk, 
Garland [1974] p. cm. ISBN 0-8240- 0854- 
5 (The Feminist controversy in England, 
1788-1810) Reprint of the 1807 ed. prin-ed 
by J. Chalmers for the author, Aberdeen. 

[HO1221. D85 1974] 74-10849 22.00 

1. Women. 2. Women in Great Britain. I. 
Title. IT. Series. 

Prepared from C.I.P. 


AMERICAN Academy of 301.41’2’0973 
Political and Social Science, Philadelphia. 
Women in the modern world. Edited by 
Viva B. Boothe. New Yor, Arno Press, 
1974 [cl1929] p. cm. ISBN 0-405-06078-5 
(Women in America: from colonial times 
to the 20th century) Reprint of the ed. 
published by the American Academy of 
Political and Social Science, Philadelphia, 
which was issued as v. 143 of its Annals. 
[HQ1419.A55 1974] 74-3929 21.00 
1. Women in the United States. 2. 
Women—Employment—United States. 3. 
Women—Social and morai questions. I. 
Boothe, Viva Belle, 1893- ed. If. Title. If. 
Series. IV. Series: American Academy of 
Political and Social Science, Philadelphia. 
Annals, v. 143. 
Prepared from C.I.P. Contents omitted. 


CARDEN, Maren 
Lockwood. 

The new feminist movement. New York, 

= Sage Foundation [1974] xviii, 234 
24 cm. ISBN  0-87154-196-3 

Bibliography: p. [201]-217. (HQ1426.C23] 

73-83889 8.95 

1. Women’s liberation movement—United 

States. I. Title. 


FARRAR, Eliza Ware 
Rotch, 1791-1870. 
The young lady’s friend. New York, Arno 


301.41°270942 


301.41°2°0973 


301.4120973 


or “AMERICAN BOOK PUBLISHING RECORD ° 


Press, 1974 [c1836] p. cm. ISBN 0-405- 
06093-9 (Women in America:. from 
colonial times to the 20th century) Reprint 
of the ed. published by the American 
Stationers’ Co., Boston. Bibliography: p. 
(HQ1229.F2 1974] 74-3947 24.00 

i. Young women. I. Title. IT. Series. 
Prepared from C.I.P. 


IRWIN, Inez Haynes, 
1873-1970. 
Angles and amazons; a hundred years of 
American women. New York, Arno Press, 
1974 [c1933] p. cm. ISBN 0-405-06104-8 
(Women in America: from colonial times 
to the 20th century) Reprint of the ed. 
published by Doubleday, Doran, New 
York. (HQ1410.17 1974] 74-3956 28.00 
1. Women in the United States. 2. 
Women—Social and moral questions. 3. 
Women—RHistory and condition of women. 
I. Title. II. Series. 
Prepared from C.I.P. 


LAUGHLIN, Clara 
Elizabeth, 1873-1941. 
The work-a-day girl; a study of some 
present-day conditions. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06105-6 
(Women in America: from colonial times 
to the 20th century) Reprint of the 1913 
ed. published by F. H. Revell, New York. 
[HQ1229.L358 1974] 74-3957 18.00 
1. Young women. 2. Women— 
Employment—United States. 3. Women— 
Social and moral questions. I. Title. I. 
Series. 
Prepared from C.I.P. 


LIBERATING the 301.41°2’0973 
home. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-06107-2 (Women in 
America: from colonial times to the 20th 
century) Reprint of Woman and her needs, 
by E. O. Smith, first published in 1851 by 
Fowlers and Wells, New York, and of A 
domestic problem, by A. M. Diaz, first 
published in 1875 by J. R. Osgood, Boston. 
{HQ 1423. L45] 74-3988 13.00 

1. Women’s rights—United States. 2. 
Women—Social and moral questions. I. 
Smith, Elizabeth Oakes Prince, 1806-1893. 
Woman and her needs, 1974. IL. Diaz, 
Abby Morton, 1821-1904. A domestic 
problem. 1974. IH. Title. IV. Series. 
Prepared from C.LP. 


301.41'2'0973 


301.41°2°0973 


SEX and equality. 301.41'2°0973 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-06121-8 (Women of America: 
from colonial times to the 20th century) 
Reprint of Observations on the real rights 
of women, by H. M. Crocker, first 
published in 1818; of The great lawsuit, by 
M. F. Ossoli, first published in 1843; of 
Uncivil liberty, by E. H. Heywood, first 
published in 1877; of Cupid’s yokes, by E. 
H. Heywood, first published in 1887; of 
Letter to a prospective bride, by I. C. 
Craddock, first published in 1897; and of 
The barbarian status of women, by T. 
Veblen, first published in 1899. 
Pest S48] 74-3986 12.00 
1. Women in the United States— 
Addresses, essays, lectures. 2. Women’s 
tights—United States—Addresses, essays, 
lectures. 3. Sex instruction for women-— 


Addresses, essays, lectures. I. Title. IL 

Series. 

Prepared from C.I.P. 

WASHBURN, 301.41°54’097731 
Charles. 


Come into my parlor; a biography of the 
aristocratic Everleigh sisters of Chicago. 
New York, Arno Press, 1974 [c1934] 
ISBN 0-405-06126-9 (Women in America: 
from colonial times to the 20th century) 


AUGUST 31,1974 


Reprint of the ed. published by 
Knickerbocker Pub. Co., New York. 
[HQ146.C4W3 1974] 74-3978 14.00 

1. Prostitution—Chicago. 2. Chicago— 
Moral conditions. I. Nile IT, Series. 
Prepared from C.I.P 


JOHNSTON, Jill. 301.41'57 
Lesbian nation; the feminist solution. New 
York, Simon & Schuster (1974, ae 283 
p. 21 cm. ISBN 0-671-21729-1. (A 
Touchstone book) Bibliography: p. 281- 
283. [HQ76.3U5J6] 72-83934 2.95 (pbk.) 
1. Lesbianism—United States. I. Title. 


HARTOGS, Renatus. 301.41°76'33 
Questions women ask. New York, 
Hawthorn Books [1974] x, 147 p. 22 cm. 
[HQ1206.H36 1974] 73-372 6.95 

i. Women—Psychology. 2. Women— 
Sexual behavior. I. Title. h 


HALCOMB, Ruth. 301.41°76°423 
Sex and the single Ms. Chatsworth, Calif., 
Books for Better Living [1974] 189 p. 18 
cm. ISBN 0-88491-204-3 [HQ800.H34] 
74-80470 1.25 (pbk.) 

i. Single women. 2. Dating (Social 
customs) 3. Sex instruction for women. I. 

ytle. 


HYDE, Tracy Elliot. 301.41°76°423 

The single grandmother. Chicago, Nelson- 

Hall Co. [1974] 250p. 23 cm. ISBN 0- 

88229-128-9 [HQ800.H84] 73-88510 7.95 

r . (Sle women. 2. Grandmothers. I. 
Ytle. 


WITTSCHIEBE, Charles E. 301.418 
God invented sex, by- Charles E. 
Wittschiebe. Nashville, Southern Pub. 


Association [1974] 256 p. 22 cm. ISBN 0- 
8127-0081-3 [HQ31.W775] 74-78047 5.95 
1. Sex. 2. Sexual ethics. I. Title. 


GREENBLAT, Cathy S., 1940- 301.42 
The marriage game; understanding marital 
decision-making [by] Cathy S. Greenblat, 
Peter J. Stein [and] Norman F. 
Washburne. [lst ed.] New York, Random 
House [1973, c1974] xiii, 135 p., [61] 1. 
illus. 28 cm. ISBN 0-394-31687-8 Includes 
bibliographical references. [HQ10.G72] 73- 
9777 4.95 (pbk.) 

1. Family life education. 2. Game theory. 
3. Decision-making. I. Stein, Peter J, 
1937- joint author: I. Washburne, Norman 
Foster, 1927- joint author. ITI. Title. 


QUEEN, Stuart Alfred, 
1890- 

The family in various cultures [by] Stuart 
A. Queen [and] Robert W. Habenstein. 4th 
ed. Philadelphia, Lippincott [1974] viii, 
460 p. 21 cm. ISBN 0-397-47298-6 
Includes bibliographies. [HQ503.Q4 1974] 
73-21517 3.95 (pbk.). 

1. Family. I. Habenstein, Robert Wesley, 
1914- joint author. II. Title. 


QUESNELL, John G., 1936- 301.42 
Marriage: a discovery together [by] John 
- G. Quesnell. Notre Dame, Ind., Fides 
Publishers [1974] xii, 262 p. 20 cm. ISBN 
0-8190-0484-7 Includes bibliographies. 
te Hea Q47] 73-18020 5.00 (pbk.). 

i. Marriage. 2. Interpersonal relations. 


’ ROSNER, Stanley, 1928- 301.42 
The marriage gap, by Stanley Rosner and 
Laura Hobe. New York, D. McKay Co. 
[1974] vi, 249 p. 22 cm. ISBN 0-679- 
aes 7 (HQ734.R76] 73-84055 7.95 

1. Marriage. 2. Divorce. I. Hobe, Laura, 
joint author. IL. Title. 


SHERIDAN, Edward P. 301.42 
28 experts view the sexual marriage. 


301.42 


Edited by Edward P. Sheridan and 
Kathleen Sheriden. Huntington, Our 
Sunday Visitor [1974] 192 p. 21 cm. ISBN 
0-87973-819-7 [HQ734.8553] 73-91151 
2.95 (pbk.). 

1. Marriage—United States—Adadresses, 
essays, lectures. 2. Marriage counseling— 
Addresses, essays, lectures. I. Sheridan, 
Kathleen, 1939- joint author. II. Title. 


GOODSELL, Willystine, 301.42’09 
1870-1962. 
A history of marriage and the family. Rev. 
ed. New York, Macmillan. [New York, 
AMS Press, 1974] p. cm. ISBN 0-404- 
57446-7 Previous editions have title: A 
history of the family as a social and 
educational institution. Reprint of the 1934 
ed. issued in series: Text-book series. 
Includes bibliographies. [HQ503.G65 1974] 
72-9641 30.00 
i. Family—History. I. Title. i Series: 
Text-book series. 
Prepared from C.I.P. 


SOUTHARD, Samuel. 301.42°0973 
Like the one you love; intimacy and 
equality in modern marriage. Philadelphia, 
Westminster Press [1974] 143 p. 20 cm. 
ISBN 0-664-24986-8 Includes 
bibliographical references. [HQ536.S68] 
73-21966 2.75 (pbk.). 

I. Marriage—United States. 2. Family— 
United States. I. Title. 


UDRY, J. Richard. 301.42°0973 
The social context of marriage [by] J. 
Richard Udry. 3d ed. Philadelphia, 
Lippincott [1974] vi, 530 p. illus. 22 cm. 
ISBN 0-397-47305-2 Bibliography: p. 430- 
514. [HQ535.U3 1974] 73-20059 7.95 
(pbk.) 

1. Marriage—United States. I. Title. 


PHILLPOTTS, Bertha 301.42°170902 
Surtees, Dame, d.1932. 
Kindred and clan in the Middle Ages and 
after; a study in the sociology of the 
Teutonic races. New York, Octagon 
Books, 1974. p. cm. ISBN 0-374-96433-5 
Reprint of the 1913 ed. published by the 
University Press, Cambridge, Eng., in 
series; Cambridge archaeological and 
ethnological series. [HN11.P5 1974] 74- 
9734 13.00 
l. Teutonic race. 2. Kinship. 3. 
Civilization, Medieval. I. Title. If. Series: 
Cambridge archaeological and ethnological 
series. 
Prepared from C.I.P. 


KINSHIP and history 301.4271°0954 
in South Asia. Edited by Thomas R. 
Trautmann. Ann Arbor, Center for South 
and Southeastern Asian Studies, University 
of Michigan, 1974. 157 p. 23 cm. ISBN 0- 
88386-417-7 (Michigan papers on South 
and Southeast Asia, 7) Revised versions of 
papers presented at a conference held at 
the University of Toronto, May 12, 1973. 
Includes bibliographical roterenoes: 
[GN635.14K56] 74-76057 2,50 (pbk.) 

1. Kinship—India—Addresses, essays, 
lectures. 2. Kinship~-Ceylon—Addresses, 
essays, lectures. I. Trautmann, Thomas R., 
ed. II. Title. HI. Series. 
BARRETT, Stanley 301.4273°09669 
Tro villages on stilts, economic and family 
change in Niceria [by] Stanley R. Barrett. 
New York, Chandler Pub. Co. [1974] xi, 
115 p. illus, 23 cm. ISBN 0-8102-0475-4 
(Case studies in social oa economic 
change) Bibliography: p. 110-112. 
[HN800.N5B35] 53. 19765 3.00 (pbk.). 

i.  Villages—Nigeria—Case studies. 2. 
Collective settlements—Nigeria—Case 
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Studies. 3. Family—Nigeria—Case studies. 
I. Title. 


iy LAN, Arthur Harry, 
24- 

Marital brinkmanship, by A. H. Chapman. 
New York, Putnam [1974] 246 p. 22 cm. 
ISBN 0-399-11339-8 [HQ734.C46] 73- 
93724 6.95 

1 Marriage. 2. Sex in marriage. 3. 
Intimacy (Psychology) I. Title. 


DEMAUSE, Lloyd. 301.43°14°09 
The history of childhood. Lloyd deMause, 
editor. ‘New York, Psychohistory Press 
[1974] ii, 450 p. 24 cm. ISBN 0-914434- 
00-4 Includes bibliographical references. 
[HQ769.D432] 74-75787 12.50 

L. Children—Management—History—- 
Addresses, essays, lectures. 2. Child 
study—History—Addresses, essays, 
lectures. 3. Parent and child—History— 
Addresses, essays, lectures. I. Title. 


301.43'5’0973 


301.42°7 


BARRON, Milton 
Leon, 1918- 
The aging American; an introduction to 
social gerontology and geriatrics [by] 
Milton L. Barron. Westport, Conn., 
Greenwood Press [1974, c1961] p. cm. 
ISBN 0-8371-7595-X Reprint of the ed. 
published by Crowell, New York, in series: 
Crowell’s new sociology series. 
Bibliography: p. [HQ1%064.U5B28 1974] 
74-8874 13.75 
1. Aged—United States. I Title. 
Prepared from C.I.P. 


SAFA, Helen Icker. 301.44'1 
The urban poor of Puerto Rico: a study in 
development and’ inequality. New York 
Holt, Rinehart, and Winston [1974] xii, 
116 p. illus. 24 cm. ISBN 0-03-085360-5 
(Case studies in cultural anthropology) 
Based in part on the author’s ae 


Columbia University. Bibliography: p. 
(pbk) [HV4064.S2S23] 73-6557 3.00 
b 


I. San Juan—Metropolitan area, P.R. poor. 
2. Slums—San Juan—Metropolitan area, 
P.R. 3. Rural—Urban migration-—Puerto 
Rico—Sen Juan--Metropolttan area. I. 
Title. If. Series. 


KADUSHIN, Charles. 301.445 
The American intellectual elite. [1st ed.] 
Boston, Little, Brown [1974] p. ISBN 0- 
316-47890-3 Bibliography: [HN65.K32] 
74-5427 8.95 

1. United States—Social conditions—1960- 
2. Intellectuals—United States. 3. United 
States—Intellectual life. 4. Elite (Social 
sciences) I. Title. 

Prepared from C.I.P. 


ELITES and power in 301.4492 
British society, edited by Philip Stanworth 
[and] Anthony Giddens. [London, New 
York] Cambridge University Press [1974] 
xiii, 261 p. illus. 24 cm. ISBN 0-521- 
20441-0 Papers presented at a working 
conference held at King’s College, 
Cambridge, in March 1973. Includes 
bibliographical references. [HN400.E4E44] 
73-92788 15.50 

1. Elite (Social sciences)—Great Britain-— 
Congresses. I. Stanworth, Philip, ed. IL 
Giddens, Anthony, ed. 

Pbk. 5.95; ISBN 0.521- 09853-X. 


ROMNEY, Hugh. 301.44°94 
The hog farm and friends, by Wavy Gravy 
as told to Hugh Romney and vice versa, 
Foreword by Ken Kesey. New York, 
Links; [distributed by Quick Fox, 1974] 
195 p. illus. 27 cm. ISBN 0-8256-3014-2 
Bibliography: p. 193-195. [HQ799.7.R65 
1974] 73-80396 3.95 (pbk.). 
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1. Hippies. 2. Young adults—United States. 
3. Collective settlements—United States. I. 
Title. 


GREER, Colin, comp. 301.45°0973 
Divided society; the ethnic experience in 
America. New York, Basic Books [1974] x, 
405 p. 22 cm. ISBN 0-465-01679-0 
Bibliography: p. 383-390. [E184.A1G87] 
73-88029 12.50 

1, Minorities—United States rene: 
essays, lectures. I. Title. 


THE Rediscovery of 301.45°0973 
ethnicity. Edited by Sallie TeSelle. New 
York, Harper & Row [1974, c1973] 138 p. 
21 cm. ISBN  0-06-090367-8 (Harper 
colophon books, CN 367) "This work was 


originally published in the Spring 1973 
issue of Soundings.” Includes 
bibliographical references. [E184.A1R42 


1974] 73-21152 2.25 (pbk.) 

1. Minorities—United States—Addresses, 
essays, lectures. I. TeSelle, Sallie McFague, 
ed. II. Soundings (Nashville) 


OKOLO, Chukwudum 
Barnabas. 

Racism—a_ philosophic probe. [lst ed.} 
Jericho, N.Y., Exposition Press [1974] xii, 
125 p, 22 cm. ISBN 0-682-47904-7 (An 
Exposition-university book) Bibliography: 
p. 111-113. [HT1521.05] 73-92851 6.00 

1. Race problem. I. Title. 


MARTINEZ, 301.45°16'872073 
Elizabeth Sutherland, 1925- 

Viva la raza! The struggle of the Mexican- 
American people, by Elizabeth Sutherland 
Martinez and Enriqueta Longeaux y 
Vasquez. Introd. by Mae Durham Roger. 
lst ed.] Garden City, N.Y., Doubleday 
1974] viii, 353 p. 22 cm. ISBN 0-385- 
09263-6 [E184.M5M378] 72-89816 4.95 

l Mexican Americans. I. Vasquez, 
Pees Longeaux y, joint author. H. 
itle. 


JAMES, Alan G. 301.45°19°142042 
Sikh children in Britain [by] Alan G. 
James. London, New York, published for 
the Institute of Race Relations by Oxford 
University Press, 1974. 117 p. illus. 21 cm. 
ISBN 0-19-218409-1 Bibliography: p. [105] 
-113. [DA125.55J35] 74-167109 4.25 
(pbk.). 

1. Sikhs in England. 2. Children in 
Taena I. Institute of Race Relations. I. 

Mle. 


MILLER, Stuart 
Creighton, 1927- 
The unwelcome immigrant; the American 
image of the Chinese, 1785-1882. 
Berkeley, University of California Press 
[1974, c1969] 259 p. 20 cm. ISBN 0-520- 
02620-9. [E184.C5M5] 76-81763 3.25 
(pbk) O 
1, Chinese in the United States. 2. China— 
Foreign opinion, American. I. Title. 


NEE. Victor; 301.45°19°51079461 
945- 

Longtime Californ% a documentary study 
of an American Chinatown, by Victor G. 
and Brett De Bary Nee. Sentry ed. Boston, 
Houghton Mifflin, 1974 [cl973] p. cm. 
ISBN 0-395-19845-3 [F869.S3N27 1974] 
74-12013 4.75 (pbk.) 

i. Chinese in San Francisco. I. Nee, Brett 
de Bary, 1943- joint author. IT. Title. 
Prepared from C.I.P. 


BENET, Sula, 1903- 301.45°19°996 
Abkhasians: the long-living people of the 
Caucasus. New York, Holt, Rinehart and 
Winston [1974] xiv, 112 p. illus. 24 cm. 
(Case studies in cultural anthropology) 


301.45°1°042 


301°.451°951°073 
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Bibliography: p. 111-112. [DK34.A2B46] 
73-21655 3.00 (pbk.). 
1. Abkhazians. I. Title. If. Series. 


CHAPIN, Francis Stuart, 
1916- 

Human activity patterns in the city; things 

people do in time and in space [by] F. 

Stuart Chapin, Jr. New York, Wiley [1974] 

p. cm. ISBN 0-471-14563-7 (Wiley series 

in urban research) “A Wiley-Interscience 

publication.” Bibliography: p. 

[HN80.W3C45] 74-5364 12.50 

1. Time allocation surveys—Washington 

metropolitan area. 2. Social surveys. I. 

Title. 

Prepared from C.I.P. 


GOLDRING, Patrick. 301.5'5 
Multipurpose man. New York, Taplinger 

Pub. Co. [1974] 120 p. 2i cm. ISBN 0- 
8008-5424-1 Includes bibliographical 

references. [HD4904.G596 1974] 73-18933 
9 

1. Work. 2. Job satisfaction. I. Title. 


SALAMAN, Graeme. 301.5’5 
Community and occupation, an exploration 
of work/leisure relationskips. [London] 
Cambridge University Press [1974] vii, 136 
p. 23 cm. ISBN 0-521-20245-0 (Cambridge 
papers in sociology, no. 4) Bibliography: p. 
130-134. [HT675.S24] 73-92781 

1. Occupations. 2. Community. I. Title. II. 
Series. 

Distributed by Cambridge University Press, 
New York, 11.95; 5.95 (pbk.), ISBN 0- 
521-09852-1 


301.5 


WHYTE, William Foote, 301.5°5 
1914- 
Men at work. Westport, Conn., 


Greenwood Press [1974, cl961] x, 593 p. 
23 cm. ISBN 0-8371-5976-8 Reprint of the 
ed. published by R. D. Irwin, Homewood, 
Ul, in series: The Irwin-Dorsey series in 
behavioral science in business. Includes 
bibliographies. [HD6971.W47 1974] 73- 
21104 25.00 

1. Industrial sociology. I. Titie. 


PATTEN, Simon Nelson, 
1852-1922. 

The social basis of religion. With an introd. 
for the Garland ed. by Michael Hudson. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1028-0 (The Neglected 
American economists) Reprint of the 1911 
ed. published by Macmillan, New York, in 
series: American social progress series. 
[BT738.P34 1974] 74-10846 

1. Sociology, Christian. I. Title. Hf. Series. 
III. Series: American social progress series. 
Prepared from C.I.P. Availeble as a set 
only, 28. vols. 700.00. 


NIMMO, Dan D. x 301.592 
Popular images of politics: a taxonomy [by] 
Dan D. Nimmo. Englewood Cliffs, N.J., 
Prentice-Hall [1974] viii, 184 p. 23 cm. 
ISBN 0-13-687095-3 Bibliography: p. 156- 
177. [JK1976.N52] 73-20457 7.95 

1. Politics, Practical. 2. Political sociology. 
3. Public opinion—United States. 4. 
Voting—United States. I. Title. 

Pbk., 3.50, ISBN 0-13-687087-2. 


REYNOLDS, Henry T. 301.592 
Politics and the common man; an 
introduction to political behavior [by] H. 
T. Reynolds. - Homewood, Ill., Dorsey 
Press, 1974. xiv, 288 p. 23 cm. ISBN 0- 
256-01534-1 (The Dorsey series in political 


301.5°8 


science) Includes bibliographical 
references. [JA76.R48] 74-76457 5.95 
L Political sociology. 2. Political 


participation. 3. Public opinion. I. Title. 


- RAPOPORT, Anatol, 


AMERICAN: BOOK PUBLISHING RECORD 


SCHWARTZ, Mildred A. 301.592 
Politics and territory; the sociology of 
regional persistence in Canada [by] 
Mildred A. Schwartz. Montreal, McGill- 
Queen’s University Press, 1974. xii, 344 p. 
illus. 24 cm. ISBN 0-7735-0166-5 Includes 
bibliographical references. [JL27.S36] 73- - 
79502 

1. Regionalism—Canada. 2. 
parties—Canada. I. Title. 
Available from McGill Queens University 
Press, New York, 14.75 


SEYMOUR-URE, Colin, 
1938- 

The political impact of mass media. 
London, Constable; Beverly Hills, Calif., 
Sage Publications, 1974. 296 p. 23 cm. 
(Communication & society) Includes 
bibliographical references and index. 
(JF1525.P8S44 1974] 73-90038 15.00 

1. Mass media-—Politica! aspects. 2. Mass 
media—Political aspects—Great Britain— 
Case studies. I. Title. 


Political 


301.5°92 


NJAKA, 301.5°92°09174963 
Elechukwu Nnadibuagha. 
Igbo political culture. Evanston, 


Northwestern University Press, 1974. xiv, 
173 p. illus. 22 cm. ISBN 0-8101-0428-8 
(Studies in political culture and national 
integration) Bibliography: p. [159]-173. 
(DT515.42.N55] 73-80120 13.50 

i. Ibo tribe—Politics and government. I. 
Title. If, Series. 


MCINTOSH, James R., comp. 301.62 
Perspectives on marginality: understanding 
deviance [Compiled by] James R. 
Mcintosh. Boston, Allyn and Bacon [1974] 
xii, 314 p. 24 cm. Includes bibliographies. 
“HM291.M34] 73-19214 5.95 (pbk.). 

1. Deviant behavior. I. Title. 


1911- 301.6°3 
Conflict in man-made environment. 
(Harmondsworth, Eng., Baltimore] Penguin 
3ooks [1974] 272 p. 20 cm. ISBN 0-14- 
021693-6 (Pelican books, A1693) 
(Concepts of the man-made environment) 
Includes bibliographical references. 
[HM136.R284] 74-168235 2.75 (pbk.). 

i, aed conflict. 2. Human ecology. I. 
Title. 


LISTON, Robert A. 301.6°33°0973 
Yiolence in America: a ‘search for 
Perspective, by Robert A. Liston. New 
York, J. Messner [1974] 159 p. 21 cm. 
ISBN 0-671-326694 Bibliography: p. 153- 
154 Examines the causes and effects of 
violence in America by surveying our 
social and political history. [HN90.V5L57] 
73-19229 5.95 

i Violence—United States—Juvenile 
fiterature. 2. United  States—Social 
conditions—Juvenile literature. I. Title. 
Library binding 5.29, ISBN 0-671-32670-8. 


BROWN, Bernard 301.6°332°0944 
Edward, 1925- 

Frotest in Paris; anatomy of a revolt [by] 
Bernard E. Brown. Morristown, N.J., 
General Learning Press [1974] xii, 240 p. 
24 cm. Bibliography: p. 226-234. 
[DC412.B75 1974] 73-89235 8.95; 6.95 
(Fbk.). 

1. Paris—Riot, 1968. I. Title. 


WERTHEIM, Willem 
Frederik, 1907- 
Evolution and revolution; the rising waves 
of emancipation [by] . F. Wertheim 
[translated from the Dutch. Abridged ed.] 
Harmonsworth, Penguin, 1974. 416 p. 18 
cm. ISBN 0-14-021529-8 Translation of 
Evolutie en revolutie. Includes 


‘ 


301.6°333 


AUGUST 31,1974 


bibliographical references. [HM281.W4513] 
74-169203 

1. Revolutions. I. Title. 

Distributed by Penguin, Baltimore, Md., 
2.75 (pbk.). 


FINLEY, Moses L, comp. 309.1738 
Studies in ancient society, edited by M. I. 
Finley. London, Boston, Routledge and K. 
Paul [1974] x, 324 p. 21 cm. ISBN 0-7100- 
7781-5 (Past and present series) Articles 
originally published in the journal Past and 
present. Includes bibliographical references. 
(HN10.R7F56] 73-92981 14.25 

i. Rome—Social condttions—Addresses, 
essays, lectures. I. Past & present; a journal 
of historical studies. IT. Title. 


DONNACHIE, Ian L. 309.1°414’°9 
Old Galloway [by] lan Donnachie and 
Innes Macleod. Newton Abbot [Eng.] 
David & Charles [1974] 168 p. illus. 23 
cm. ISBN 0-7153-6459-6 Bibliography: p. 
159-163. [HN398.G34D65] 74-166742 

1. Galloway, Scot.—Social conditions. 2. 
Galloway, Scot.—Economic conditions. I. 
Macleod, Innes, joint author. Il. Title. 
Distributed by David & Charles, Vermont; 
11.50. 


DILEMMAS of growth in 309.1°52’03 


prewar Japan. Ed. by James William 
Morley. Contributors: George M. 
Beckmann fothers] Princeton, N.J., 


Princeton University Press [1974, c1971] 
ix, 527 p. 21 cm. ISBN 0-691-03074-X. 
(Studies in the modernization of Japan, 6) 
Papers from the 6th & final seminar of the 
conference on Modern Japan, held in 
Puerto Rico, Jan. 1968. Includes 
bibliographical references. [D5888.5D54] 
79-155964 3.95 (pbk.) 

1, Japan—Politics and government—1912- 
1945—Addresses, essays, lectures. 2. 
Japan—Economic conditions—1918- 
1945—Addresses, essays, lectures. I. 
Morley, James William, 1921- ed. IL 
Berckmann, George M. III. Conference on 
Modern Japan. IV. Series. 


KANZA, Thomas R. 309.1°6 
Evolution & revolution in Africa [by] 
Thomas Nsenga Kanza. Rev. ed. 
Cambridge, Mass., Schenkman Pub. Co.; 
distributed by General Learning Press, 


[Morristown, N.J., 1974] 125 p. 18 cm. 
ISBN 0-382-21215-0 Includes 
bibliographical references. [HN773.K35 


1974] 73-91282 1.95 (pbk.). 

1. Africa—Social conditions. 2. Africa— 
Politics and government. 3. Socialism in 
Affica. I. Title. 


HATCH, John Charles. 309.1603 
Africa emergent; Africa’s problems since 
independence. Chicago, Regnery [1974] 
233 p. 24 cm. ISBN 0-8092-9112-6 
Bibliography: p. [221]-227. [HN773.5.H38 
1974] 73-20684 10.00 

1. Africa—Social conditions. I. Title. 


EUROPEAN directory 309.2120254 
of economic and corporate planning, 1973- 
74; [Editor: Penelope Lloyd] Epping, 
Gower Press, 1973. xvii, 442 p. 24 cm. 
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system, 1813-1847. Westport, Conn., 
Greenwood Press [1974, c1953] p. cm. 
ISBN 0-8371-7590-9 Reprint of the ed. 
published by the University of Wisconsin 
Press, Madison. Bibliography: 
ITV1009.S8K6 1974] 74-7611 15.25 
I. Stephen, James, Sir, 1789-1859. 2. Great 
Britain—Colonies—Administration. I. Title. 
Prepared from C.I.P. 


PARRY, John Horace. 325.346 
The Spanish theory of empire in the 
sixteenth century, by J. H. Perry. New 
York, Octagon Books, 1974. p. cm. ISBN 
0-374-96275-8 Reprint of the 1940 ed. 
published by The University Press, 
Cambridge, Eng. [JV4062.P3 1974] 74- 
9626 7.00 

I. Imperialism. 2. Spain—Colonies— 
Administration. 3.  Spain—Colonies— 
America. I. Title. 

Prepared from C.I.P. 


BROWN, Seyom. 327 
New forces in world politics. Washington, 
Brookings Institution [1974] p. cm. ISBN 
0-8157-1118-2 Includes bibliographical 
references. [D843.B737] 74-912 7.95 

1. World  politics—1945- 2. United 
States—Foreign relations—1945- I. Title. 
Prepared from C.I.P. Pbk. 2.95; ISBN 0- 
8157-1117-4. 


ROSEN, Steven. 327 
The logic of international relations [by] 
Steven J. Rosen [and] Walter Jones. 
Cambridge, Mass., Winthrop Publishers 
[1974] viii, 390 p. illus. 24 cm. ISBN 0- 
87626-507-7 Includes bibliographical 
references. [JX1395.R56] 73-22385 6.95 

1. International relations. I. Jones, Walter 
S., 1938- joint author. II. Title. 


HANDELMAN, John R. 327.0722 
Introductory case studies for international 
relations: Vietnam/the Middle East/the 
environmental crisis [by] John R. 
Handelman, Howard B. Shapiro [and] John 
A. Vasquez. Chicago, Rand McNally 
College Pub. Co. [1974] xi, 100 illus. 23 
cm. ISBN 0-528-65347-4 ”A Markham 
book.” Includes bibliographies. 
(JX1291.H36] 73-13015 

I. International relations—Research. 2. 
Vietnamese Conflict, 1961- 3. Jewish-Arab 
relations, 1967-1973. 4. Environmental 
policy. I. Shapiro, Howard B., joint author. 
II. Vasquez, John A., joint author. IN. 


325’.3 10942 


Title. IV. Title: International relations: 
Vietnam/the Middle East/the 
environmental crisis. 

KENNAN, George Frost, 327’.09°045 


1904- 
Russia, the atom and the West, by George 
F. Kennan. Westport, Conn., Greenwood 
Press [1974, c1958] p. ISBN 0-8371-7394- 
9 Reprint of the Ist ed. published by 
Harper, New York. [D843.K395 1974] 74- 
1557 8.25 
i. World politics—1955-1965. I. Title. 
Prepared from C.I.P. 


PARKMAN, Aubrey, 
1918- 

David Jayne Hill and the problem of world 

peace. Lewisburg [Pa.] Bucknell University 

Press [1974, c1973] p. ISBN 0-8387-1259- 

2 Bibliography: p. [E748.H54P37 1974] 

72-3530 15.00 
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1. Hill, David Jayne, 1850-1932. I Title. 
Prepared from C.I.P. 


JONES, Wilbur 327.42073 
Devereux. 
The American problem in British 


diplomacy, 1841-1861. Athens, University 
of Georgia Press [1974] xi, 260 p. 23 cm. 
ISBN 0-8203-0324-0 Includes 
bibliographical references. [E183.8.G7J66 
1974b} 73-85870 13.50 

I. United States—Foreign relations—Great 
Britain. 2. Great Britain—Foreign 
relations—United States. 3. Great Britain— 
Foreign relations-—-1837-1961. 4. United 
sia tes—Foreign relations—!815-1861. I. 

ttle. 


LENSEN, George 
Alexander, 1923- 
The damned inheritance; the Soviet Union 
and the Manchurian crises, 1924-1935. 
Tallahassee, Diplomatic Press [1974] xi, 
$33 p. illus. 24 cm. ISBN 0-910512-17-5 
Bibliography: p. 501-526. [DK68.7.J3L46] 
74-186318 19.80 
1. Russia—Foreign relations—Japan. 2. 
Japan—Foreign relations—Russia. 3. 
Manchuria—RHistory. 4. World politics— 
1919-1932. I. Title. 


327.47°052 


BAKER, Roscoe. 327.73 
The American Legion and American 
foreign policy. Westport, Conn., 
Greenwood Press [1974, c1954] p. ISBN 


0-8371-7360-4 Originally presented as the 
author’s thesis, Northwestern University, 
1954. Reprint of the ed. published by 
Bookman Associates, New York. 
Pibliography; p. [D570.A1B3 1974] 74-39 


1. American Legion. 2. United States— 
Foreign relations——20th century. [. Title. 
Prepared from C.I.P. 


LENS, Sidney. 327.73 
The forging of the American empire. New 
York, T. Y. Crowell [1974 ¢c1969] 462 p. 
23 cm. ISBN 0-8152-0353-5. (Apollo 
editions) Bibliography: . 437-452. 
(E183.7L45 1974] 74-158710 4.95 (pbk.) 


l, UWS.—Foreign relations. 2. U.S.— 
Territorial expansion. I. Title. 
REFLECTIONS on the cold 327.73 


War; a quarter century of American 
foreign policy. Edited by Lynn H. Miller 
and Ronald W. Pruessen. Philadelphia, 
Temple University Press [1974] viii, 207 p. 
23 cm. ISBN 0-87722-028-X Includes 
bibliographical references. [E744.R43] 73- 
88279 10.00 

1. United States—Foreign relations—1945- 
~~Adadresses, essays, lectures. 2. World 


politics—1945- ~—Addresses, essays, 
lectures. I. Miller, Lynn H., ed. II. 
Pruessen, Ronald W., ed. 

SANFORD, Charles L., 1920- 327.73 
comp. 

Manifest destiny and the imperialism 


question, edited by Charles L. Sanford. 
New York, Wiley [1974] p. cm. ISBN 0- 
471-75320-3 (Problems in American 
history series) [E179.5.824 1974] 74-1398 
9.9 


i. United States—Territorial expansion— 
Addresses, essays, lectures. 2. United 
States—Foreign relations—Addresses, 
essays, lectures. I. Title. 

Prepared from C.I.P. Contents omitted; 
Pbk. 4.95, ISBN 0-471-75321-1 


LUTTWAK, Edward. 327.73°047 
The U.S.-U.S.S.R. nuclear weapons 
balance. Beverly Hills, Sage Publications 
[1974] 65 p. 21 cm. ISBN 0-8039-0096-1 
(A Sage policy paper) (The Washington 
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papers v. 2, no. 13) Bibliography: p. 65- 
[66] [UA23.L88] 74-75872 2.50 (pbk.) 

i. United States—Defenses. 2. Russia— 
Defenses. 3. Atomic weapens. I. Title. IT. 
Series. 


MADDOX, Robert James. 327.73°047 
The new left and the origins of the cold 
war. Princeton, N.J., Princeton University 
Press [1974, c1973] [1973] ix, 169 p. 22 
cm. ISBN 0-691-01069-2. Incluces 
bibliographical references. 
[E183.8.R9M245] 72-9947 2.45 (pbk.) 

1. United States—Foreign relations— 
Russia—Historiography. 2. Russia— 
Foreign relations—United - States— 
Historiography. I. Title. 

Cloth ed. 7.95, ISBN 0-691-05654-4 


KOEN, Ross Y., 1918- 327.73°051 
The China lobby in American politics [ty] 
Ross Y. Koen. Edited with an introd. by 
Richard C. Kagan. New York, Harper & 
Row [1974] xxii, 279 p. 20 cm. ISBN 0- 
06-133885-8 “A publication of the 
Committee of Concerned Asian Scholars.” 
Bibliography: 263-269. [E183.8.C5K6 
1974b] 73-5472 4.95 (pbk.) 

1. United States—Foreign 
China. 2.  China—Foreign 
United States. I. Title. 


relations— 
relations— 


KOEN, Ross Y., 1918- 327.73°051 
The China lobby in American politics [by] 
Ross Y. Koen. Edited with an introd. by 
Richard C. Kagan. New York, Octagon 
Books, 1974. p. ISBN 0-374-94602-7 "A 
publication of the Committee of Concerned 
Asian Scholars.” Reprint of the 1960 ed. 
published by Macmillan, New York. 
Bibliography: p. [E183.8.C5K6 1974] 74- 
8960 13.00 


J. United States—Foreign relations— 
China. 2. China—Foreign  relations— 
United States. I. Title. 

Prepared from C.I.P. 

CHESTER, Edward W. 327.73°06 


Clash of titans; Africa and U.S. foreign 
policy [by] Edward W. Chester. Maryknoll, 
N.Y., Orbis Books [1974] ix, 316 p. 25 cm. 
ISBN 0-88344-065-2 Bibliography: p. 281- 
298. [DT38.C45] 73-80518 12.95 

1. Alrica—Relations (general) with the 
United States. 2. United States—Relations 
(general) with Africa. I. Title. 


HOWARD, John Eldred. 328.440746 
Parliament and foreign policy in France; a 
study of the origins, nature, and methods 
of the parliamentary control of foreign 
policy in France during the Third Republic 
with special reference to the period from 
1919-1939. Westport, Conn., Greenwocd 
Press [1974] p. cm. ISBN 0-8371-7503-8 
Reprint of the 1948 ed. published by 
Cresset Press, London. Bibliography: p. 
[JN2809.H6 1974] 74-6110 9.50 

i. France. Assemblee nationale, 1871- 
1942. 2. France—Foreign relations. I. Title. 
Prepared from C.I.P. 


ACHESON, Dean Gooderham, 
1893-1971. 

A citizen looks at Congress. Westport, 
Conn., Greenwood Press [1974, c1957] p. 
em. ISBN 0-8371-7221-7 Reprint of the 
ed. published by Harper, New York. 
[JK1061.A64 1974] 73-16733 8.25 

1. United States. Congress. I. Title. 
Prepared from C.I.P. 


328.73 


TAYLOR, Telford. 328.73°07°452 
Grand inquest; the story of congressional 
investigations. New York, Da Capo Press, 
1974 [1955] xviii, 358 p. 22 cm. ISBN 0- 
306-70620-2 (Da Capo Press reprints in 
American constitutional and legal history) 


AMERICAN BOOK PUBLISHING RECORD 


Reprint of the ed. published by Simon and 
Schuster, New York. Bibliography: p. 343- 
344. [JK1123.A2T3 1974] 73-19825 16.50 
1. Governmental investigations—United 
States. I. Title. 


ENGELBARTS, Rudolf. 328.73°092’2 
Women in the United States Congress, 
1917-1972: their accomplishments; with 
dibliographies. Littleton, Colo., Libraries 
Unlimited, 1974. 184 p. 24 cm. ISBN 0- 
37287-083-9 Includes bibliographies. 
“JK1030.A2E5] 73-93278 10.50 

1. United States. Congress—Biography. 2. 
Women in politics~United States. 3. 
Women in the United States. I. Title. 


FOULKE, William 
Dudley, 1848-1935, 
Life of Oliver P. Morton, including his 
important speeches. Indianapolis, Bowen- 
Merrill Co., 1899. [New York, AMS Press, 
1974] . cm. ISBN 0-404-04592-8 
"E506.M87 1974] 77-168129 45.00 
J. Morton, Oliver Perry, 1823-1877. I. 
Morton, Oliver Perry, 1823-1877. If. Title. 
Prepared from C.I.P. 


JAQUETTE, Jane S., 1942- 
comp. 

Women in politics, edited by Jane S. 

Jaquette. New York, Wiley [1974] p. 

ISBN 0-471-44022-1 ”A Wiley- 

Interscience publication.” Bibliography: p. 

[HQ1236.J38] 74-1037 14.95 

i. Women in politics--United States— 

Addresses, essays, lectures. I. Title. 

Prepared from C.I.P. 


WARDMAN, Alan. 329.00922 B 
Plutarch’s Lives. Berkeley, University of 
California Press, 1974. xiii, 274 p. 23 cm. 
ISBN 0-520-02663-2 Bibliography: p. [259] 
-261. [PA4385.W3] 73-89369 11.95 

1. Plutarchus. Vitae parallelae. I. Title. 


GARDINER, John A., 
1937- comp. 

Theft of the city; readings on corruption in 

urban America. Edited with introductions 

ty John A. Gardiner and David J. Olson. 


328.730924 B 
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329.00973 


Bloomington, Indiana University Press 
[1974] p. cm. ISBN 0-253-35860-4 
Bibliography: p. [JS401.G37] 73-16519 
15.00 


.. Corruption (in politics)--United States— 
Addresses, essays, lectures. 2. Municipal 
government—United States—Addresses, 
essays, lectures. I Olson, David J, joint 
comp. II. Title. 

Prepared from C.I.P. Pbk. 4.95; ISBN 0- 
253-35861-2. 


YARNELL, Allen. 329°.023°730918 
Democrats and Progressives; the 1948 
presidential election as a test of postwar 
liberalism. Berkeley, University of 
California Press, 1974. xii, 155 p. 23 cm. 
ISBN 0-520-02539-3 Bibliography: p. [137] 
-148. [E815.Y37] 73-83060 8.95 

L Presidents—United States—Election— 
1948. I. Title. 


GROSS, Babette. 329°.074°0924 B 
Willi Munzenberg: a political biography. 
Translated by Marian Jackson. [East 
Lansing] Michigan State University Press, 
1974. 337 p. 24 cm. ISBN 0-87013-173-7 
Includes bibliographical references. 
(4X273.M76G76] 72-85878 12.50 

I. Munzenberg, Willi. 


ALLISON, R. Bruce. 329.3 
Democrats in exile, +1968-1972; the 
political confessions of a New England 
liberal [by] R. Bruce Allison. Hinsdale, Ill., 
Sol Press [1974] 147 p. 21 cm. ISBN O- 


AUGUST 31,1974 


913370-02-9 {JK2317 1968.A44] 74-78096 
3.00 (pbk.) 

1. Democratic Party. 2. Democratic Party. 
National Convention, Chicago, 1968. 3. 
United States—Politics and government— 
1969- I. Title. 


STEWART, John G. 329.3 
One last chance; the Democratic Party, 
1974-76 [by] John G. Stewart. New York, 
Praeger [1974] xiii, 208 p. 21 cm. Includes 
bibliographical references. (JK2317 
1974.88] 73-3678 8.00 

1I. Democratic .Party. 2. United States— 
Politics and government—1969- I. Title. 


LINDSAY, T. F. 329.9°42 
The conservative party, 1918-1970. [By] T. 
F. Lindsay and Michael Harrington. New 
York, St. Martin’s Press [1974] viii, 271 p. 
23 cm. Bibliography: p. [263]-265. 
[JN1129.C72 1918] 73-88672 15.95 

1. Conservative Party (Gt. Brit )—History. 
2. Great Britain—Politics and 
government—20th century. I. Harrington, 
Michael, joint author. II. Title. 


MORTIMER, Rex Alfred. 329.9°598 
Indonesian communism under Sukarno; 
ideology and politics, 1959-1965 [by] Rex 
Mortimer. Ithaca [N.Y.] Cornell University 
Press [1974] 464 p. 24 cm. ISBN 0-8014- 
0825-3 Bibliography: p. [442]-456. 
[JQ779.A55M67] 73-19372 15.00 

1. Partai Komunis Indonesia. 2. 
Indonesia—Politics and  government— 
1950-1966. I. Title. 


Economics 330-339 


MANSFIELD, Edwin. ' 330 
Principles of microeconomics. [1st ed.] 
New York, Norton [1974] xvi, 395 p. illus. 
24 cm. ISBN 0-393-09265-8 Includes 
bibliographical references. 
(HB171.5.M2715] 74-1217 5.95 (pbk.). 

1. Microeconomics. I. Title. 


MILLER, Merton H. 330 
Macroeconomics: a neoclassical 
introduction [by] Merton H. Miller [and] 
Charles W. Upton. Homewood, Ill., R. D. 
Irwin, 1974. xvi, 367 p. 24 cm. ISBN 0- 
256-01550-3 (Irwin series in economics) 
Includes bibliographies. [HB171.5.M6418] 
73-90598 11.50 

1. Macroeconomics. I. Upton, Charles W., 
Joint author. 


SAMPSON, Roy J. 330 
Economics: concepts, applications, analysis 
[by] Roy J. Sampson [and] Thomas W. 
Calmus. Boston, Houghton Mifflin. [1974] 
xii, 429 p. illus. 25 cm. art 0-395-17812- 
6 Bibliography: 399-411. 
[HB171.5.8248] 13. 9400 i 95; 3.95 (study 
guide.) 

I. Economics. I. Calmus, Thomas W., joint 
author. II. Title. 


SICHEL, Werner. 330 
Basic economic concepts [by] Werner 
Sichel and Peter Eckstein. Chicago, Rand 
McNally College Pub. Co. [1974] xxiv, 
480 p. illus. 23 cm. ISBN 0-528-67303-3 
(Rand McNally economics _ series) 
{HB171.5.S55527] 73-18805 6.95 (pbk.). 

I. Economics. I. Eckstein, Peter, 1936- 
joint author. IT. Title. 


THOMPSON, Robert Ellis, 
1924. 

Elements of political economy. With an 

introd. for the Garland ed. by Michael 

Hudson. New York, Garland Pub., 1974. 

p. cm. ISBN  0-8240-1020-5 (The 


1844- 330 


` History Society by Peter Earle. 


Neglected American economists) Published 
in 1875 under title: Social science and 
national economy. Reprint of the 3d and 
rev. ed. published in 1882 by Porter & 


Coates, Philadelphia. Includes 
bibliographical references. [HB171.T53 
1974] 74-8990 18.50 

i. Economics. I. Title. IT. Series. 

Prepared from C.I.P. 

O’CONNOR, Michael 330’.07°1073 


Joseph Lalor, 1907- 

Origins of academic economics in the 
United States [by] Michael J. L. O’Connor. 
With an introd. for the Garland ed. by 
Michael Hudson. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1036-1 
(The Neglected American economists) 
Reprint of the 1944 ed. published by 
Columbia University Press, New York. 
Originally presented as the author’s thesis, 
Columbia University, 1943. Bibliography: 
p. [H62.5.U5027 1974] 74-8573 18.50 

+. Economics—Study and _ teaching— 
United States. 2. Economics—History— 
United States. I. Title. If. Series. 

Prepared from C.I.P. 


DALTON, George. 330.1 
Sconomic systems and society; capitalism, 
communism and the Third World. 
Harmondsworth, Penguin Education, 1974. 
250 p. 18 cm. ISBN 0-14-080912-0 


(Penguin modern’ economics texts) 
(Penguin education) Includes index. 
Bibliography: p. [221]-230. [HB90.D34 


1974b] 74-166740 

1. Comparative economics. 2. Economic 
aistory—1750-1918. 3. Economic history— 
1918- I. Title. 

Distributed by Penguin, Baltimore, 2.95 
(pbk.). 


DENSLOW, Van Buren. 330.1 
Principles of the economic philosophy of 
society, government, and industry. With an 
introd. for the Garland ed., by Michael 
Hudson. New York, Garland Pub., 1974. 
pP. cm. ISBN _ 0-8240-1023-X (The 
Neglected American economists) Reprint 
of the 1888 ed. published by Cassell, New 
York. Includes bibliographical references. 
[HB171.D4 1974] 74-9508 18.50 
1. Economics. 2. Free trade and 
protection—Protection. I. Title. I. Series. 
Prepared from C.I.P. 
PATTEN, Simon Nelson, 1852- 330.1 
1922. 
Essays in economic theory. With an introd. 
Zor the Garland ed., by Michael Hudson. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1029-9 (The Neglected 
American economists) Reprint of the 1924 
əd. published by Knopf, New York. 
Includes bibliographical references. 
[HB171.P28 1974] 74-8997 18.50 
i. Economics—Addresses, essays, lectures. 
I. Title. II. Series. 
Prepared from C.I.P. 


SOWELL, Thomas, 1930- 330.1573 

Classical economics reconsidered. 

Princeton, Princeton University Press 

[1974] p. cm. ISBN 0-691-04201-2 

Includes bibliographical references. 

[HB75.8593] 74-2980 9.00 

4. Economics—History. I. Title. 

Prepared from C.I.P. 

EARLE, Peter, 1937- 330.9°4°02 
comp. 

Essays in European economic history, 

1500-1800, edited for the Economic 


Oxford, 
1974. 273 p. 25 cm. 
0-19-877054-5 Includes 


Clarendon Press, 
ISBN 
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bibliographical references. [H%240.E23], 
74-166866 
L. Europe—Economic conditions— 


Addresses, essays, lectures. I. Economic 
History Society. H. Title. 

Distributed by Oxford University Press, 
New York; 16.00. Contents omitted. 


WALLERSTEIN, Immanuel 330.9°4'022 
Maurice, 1930- 
The modern  world-system; capitalist 


agriculture and the origins of the European 

world-economy in the sixteenth century 

[by] Immanuel Wallerstein. New York, 

Academic Press [1973] p. cm. ISBN 0-12- 

785920-9 (Studies in social discontinuity) 

Pibliogfaphy: p- [HC45.W35] 73-5318 
J5 


I. Europe—Economic conditions. 2. 
Economic  history—16th century. 3. 
Capitalism. I. Title. IT. Series. 5 is 
Prepared from C.I.P. 
BEREND, Tibor Ivan, 330.9°47 
1930- 
Economic development in East-Central 
Europe in the 19th and 20th centuries [by] 
Ivan T. Berend and Gyongy Ranki New 
York Columbia University Press 1974 xiii, 
402 p. 23 cm. ISBN 0-231-03013-4 
Translation of Kozep-Kelet-Europa gazdas 
agi fejlodese a XIX-XX. 52 azadban. 
Bibliography: p. [365]-397. 
[HC244. 838913] 73-6542 18.00 
I. Europe, Eastern—Economic conditions. 
I. Ranki, Gyongy, 1930- joint author. II. 
Title. 


LEWIN, Moshe. 330.947 
Political undercurrents in Soviet economic 
debate: from Bukharin to the modern 


reformers. Princeton, N.J., Princeton 
University Press [1974] p. cm. ISBN 0- 
691-05218-2 [HB113.A2L46] 73-2477 
15.00 


L. “Bukharin, Nikolai Ivanovich, 1888-1938. 
2. Economics—History—Russia. I. Title. 
Prepared from C.I.P. 


BORNSTEIN, Morris, 
1927- comp. 

The Soviet economy; a book of readings. 
Edited by Morris Bornstein and Daniel R. 
Fusfeld. 4th ed. Homewood, Ill., R. D. 
Irwin, 1974. x, 543 p. 23 cm. (The Irwin 
series in economics) "Of the 26 articles in 
this fourth edition, only eight appeared in 
the third edition.” Includes bibliographical 
references. [HC336.23.B64 1974] 73-90600 
7.95 (pbk.). 

1. Russia—Economic conditions—1955- 
1965—Addresses, essays, lectures. 2. 
Russia—Economic conditions—1966- — 
Addresses, essays, lectures. I. Fusfeld, 
Daniel Roland, 1922- joint comp. Il. Title. 


ROBEQUAIN, Charles, 330.9°59 
1897- 

The economic development of French 

Indo-China. Translation by Isabel A. Ward. 

Supplement: Recent developments in Indo- 

China: 1939-1943, by John [i-e. James] R. 


330.9°47°085 


Andrus and Katrine R. C. Greene. 
London, New York, Oxford University 
Press, 1944. [New York, AMS Press, 


1974] p. cm. ISBN 0-404-54864-4 "Issued 
under the auspices of the International 
Secretariat, Institute of Pacific Relations.” 
Translation of L’evolution economique de 
PIndochine francaise. Includes 


bibliographical references. [HC442.R613 
1974] 71-179238 20.50 
$ Indochina, French—Economic 


conditions. 2. Indochina, French—Social 
conditions. I. Andrus, James Russell, 1902- 
II. Greene, Katrine R. C. Ill. Institute of 
Pacific Relations. IV. Title. 

Prepared from C.I.P. 
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BROWNIEE, W. Elliot, 
1941- 

Dynamics of ascent: a history of the 
American economy [by] W. Eliot 
Brownlee. [lst ed] New York, Knopf; 
[distributed by Random House, 1974] xvii, 
381 p. illus. 25 cm. ISBN 0-394-31813-7 
Includes poems [HC103.B7884] 
73-20205 10. 

1. United AE conditions. 2. 


330.973 


United  States—Economic policy. 3. 
Economics. I. Title. 
MILLER, Roger LeRoy. 330.9'73 


American economic life: yesterday and 
today. San Francisco, Canfield Press 
.[1974] 281 p. illus. 24 cm. ISBN 0-06- 
385456-2 Bibliography: p. 275-276. 
[HC103.M55] 73-19936 3.95 (pbk.). 

1. United States-—-Economic conditions. 2. 
Economics. I. Title. 


BROWN, Douglas M. 330.9°73'092 
Introduction to urban economics [by] 
Douglas M. Brown. New York, Academic 
Press [1974] xii, 301 p. illus. 24 cm. ISBN 
0-12-136650-2 Includes bibliographies. 
(HT321.B76] 73-9418 9.95 

J. Urban economics. 2. United States— 


Economic conditions. 3. Cities and 
towns—United States. I. Title. 
330.9°747 


HAIG, Robert Murray, 
1887-1953. 

Major economic factors in metropolitan 
growth and arrangement; a study of trends 
and tendencies in the economic activities 
within the region of New York and its 
environs, by Robert Murray Haig in 
consultation with Roswell C. McCrea. 
New York, Arno Press, 1974 [c1928] xvii, 
111, [1] p. illus. 29 cm. ISBN 0-405- 
05414-9 (Metropolitan America) Reprint 
of the 1927 ed. published by Regional Plan 
of New York and Its Environs, New York, 
which was issued as volume 1 of its 
Regional survey. Bibliography: p. [112] 
([HC108.N7H3 1974] 73-2909 10.00 

1. New York metropolitan area— 
Economic conditions. 2. New York 
metropolitan area—ZIndustries. I. McCrea, 
Roswell Cheney, 1876- joint author. I. 
Title. HT. Series. IV. Series: Regional Plan 
of New York and Its Environs. Regional 
survey of New York and its environs, v. 1. 


HOFFECKER, Carol E. 330.9°75 1°203 
Wilmington, Delaware: portrait of an 
industrial city, 1830-1910 [by] Carol E. 
Hoffecker. [Charlottesville] Published for 
the Eleutherian Mills-Hagley Foundation 
by the University Press of Virginia [1974] 
xvi, 187 p. illus. 23 cm. ISBN 0-8139- 
0519-2 Bibliography: p. 169-181. 
Gac ies: W63H63] 73-88917 10.00 

Wilmington, Del,—Economic 
ndie 2. Wilmington, Del.—Soctal 
conditions. I. Title. 


GILMAN, Glenn. 331’.047°700975 
Human relations in the industrial 
Southeast; a study of the textile industry. 
Westport, Conn., Greenwood Press [1974, 
c1956]} p. cm. ISBN 0-8371-7589-5 
Reprint of the ed. published by the 
University of North Carolina Press, Chapel 
Hill. Includes bibliographical references. 
[HD8039.T42U647 1974] 74-7609 17.00 

d. Textile workers—Southern States. 2. 
Industrial relations—Southern States. I. 
Title. 

Prepared from C.I.P. 


JOHNSTON, Thomas, 1882- 331°.0941 
The history of the working classes in 
Scotland. 4th ed. [Wakefield, Eng.] EP 
Pub. [Totowa, N.J.] Rowman and 
Littlefield [1974] 410 p. 23 cm. Reprint of 
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care 


the 4th ed. published in 1946 by Unity 
Pub. Co. Includes bibliographical 
references. [HD8399.83J6 1974] 74- 
170414 13.50 (U.S.) 

1. Labor and laboring classes—Scotland— 
History. 2. Trade-unions—Scotland— 
History. I. Title. 


OKOCHI, Kazuo, 1905- 331°.0952 
Workers and employers in Japan: the 
Japanese employment relations system. 
Edited by Kazuo Okochi, Bernard Karsh 
[and] Solomon B. Levine. [Princeton, N.J.] 
Princeton University Press, 1974 [c1973] 
xii, 538 p. 24 cm. ISBN 0-691-03097-9 
Includes bibliographical references. 
[HD8726.5.0393 1974] 73-2464 20.00 

1. Industrial relations—Japan. I. Karsh, 
Bernard, joint author. IT, Levine, Solomon 
B., 1920- joint author. III. Title. 


MAUNDER, W. F. 331.1°097292 
Employment in an underdeveloped area; a 
sample survey of Kingston, Jamaica, by W. 
F. Maunder. Westport, Conn., Greenwood 
Press [1974, c1960] xiv, 215 p. 22 cm. 
ISBN 0-8371-7296-9 Reprint of the ed. 
published by Yale University Press, New 
Haven, which was issued as no. 3 of 
Caribbean series. A revision of the author's 
thesis, University of London. Includes 
bibliographical references. [HD5743.K5M3 
1974] 73-19566 10.50 

1. Unemployed—Kingston, Jamaica. 2. 
Underdeveloped areas—Case studies. 3. 
Unemployed—Case studies. I. Title. I. 
Series: Caribbean series, 3. 


SORKIN, Alan L. 331.1'26 
Education, unemployment, and economic 
growth [by] Alan L. Sorkin. Lexington, 
Mass., Lexington Books [1974] xv, 186 p. 
22 cm. ISBN 0-669-85498-0 Includes 
bibliographical references. [HD5724.S635] 
73-11656 12.50 

1. Labor supply—United States. 2. 
Unemployed—United States. 3. 
Occupational training—United States. I. 
Title. 


THE directory of summer 331.1°28 

jobs. Oxford, Vacation-work 1974 v. 24 
cm. 1974 ed. Distributed in the U.S. by 
National Directory Service. 
[HF5382.5.G7D54] 70-143373 4.95 (pbk.) 


i. Summer employment—Gt. Brit.— 
Directories. 
GRANOVETTER, Mark S. 331.1°28 


Getting a job; a study of contacts and 
careers [by] Mark S. Granovetter. 
Cambridge, Mass., Harvard University 
Press, 1974. viii, 179 p. 22 cm. ISBN 0- 
674-35416-8 Bibliography: p. 169-175. 
[HF5383.G68] 73-89505 7.95 

1. Applications for positions—Case studies. 
2. Recruiting of employees—Case studies. 
3. Vocational guidance. I. Title. 


NEWELL, Fred D. 331.1°28 
How to get that job, by Fred D. Newell. 
With a foreword by Frank S. Endicott. [1st 
ed.] Flagstaff, Northland Press [1974] xiv, 
132 p. 23 cm. ISBN 0-87358-129-6 
Bibliography: p. 127-132. [HF5383.N44] 
74-76662 5.50 (pbk.). 

1l. Applications for positions. 2. 
Employment interviewing. 3. Vocational 
guidance. I. Title. 


*BLUESTONE, Barry. 331.21 
Low wages and the working poor. [by] 
Barry Bluestone, William M. Murphy [and] 
Mary Stevenson. Ann Arbor Institute of 
Labor and Industrial Relations, University 
of Michigan 1973. 215 p. 22 cm. ISBN 0- 
87736-126-6 (Policy papers in human 
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resonrees and industrial relations, 
[HD4909.] 73-620152 9.95 

I. Wages. I Murphy, William M. joint 
author. II, Stevenson, Mary, joint author. 
III. Title. IV. Series. 


Pbk. 4.95, ISBN 0-87736-127-4. 


MILLER, Roger LeRoy. 331.2°1'01 
Unemployment and inflation: the new 
economics of the wage-price spiral [by] 
Roger LeRoy Miller [and] Raburn M. 
Williams. St. Paul, West Pub. Co. [1974] 
vii, 110 p. illus. 24 cm. ISBN 0-8299-0009- 
8 Includes pibliösraphies; [HC79.W24M54] 
74-1062 6.5 

1. Wage- eee policy. 2. Inflation (Finance) 
3. Unemployed. I. Williams, Raburn M., 
joint author. IT. Title. 


BAUM, Stephen J. 331.2°57 
A practical guide to flexible working hours 
[by] Stephen J. Baum and W. McEwan 
Young. Park Ridge, N.J., Noyes Data 
Corp., 1974 [c1973] 190 p. illus. 25 cm. 
ISBN 0-8155-0521-3  [HD5166.B3 1974] 
73-91148 15.00 

1. Hours of labor—Great Britain. I. Young, 
William McEwan, joint author. I. Title. 


MAINTAINING 331.25924 
professional and technical competence of 
the older engineer—engineering and 
psychological aspects; [conference report, 
South Berwick, Maine, July, 1973] Edited 
by: Samuel S. Dubin, Howard Shelton 
[and] Joan McConnell. Washington, 
American Society for Engineering 
Education [1974] v, 246 p. illus. 23 cm. 
Sponsored by the Engineering Foundation 
of New York City, the American 
Psychological Association, and the 
Engineering Foundation for Professional 
Development. Includes bibliographies. 
[TA157.M313] 74-78550 4.00 

1. Engineers. 2, Age and employment. I. 
Dubin, Samuel Sanford, 1914- ed. ID 
Shelton, Howard, ed. III. McConnell, Joan, 
1948- ed. IV. Engineering Foundation, 
New York. V. American Psychological 
Association. VI. Engineering Foundation 
for Professional Development. 


CASTETTER, 331.2°81’371201 
William Benjamin, 1914- 

Planning the financial compensation of 
school administrative personnel, by 
William B. Castetter [and] Richard S. 
Heisler. 3d ed. [Philadelphia] Center for 
Field Studies, University of Pennsylvania 
[1974] v, 69 p. 23 cm. Includes 
bibliographical references. [LB2805.C34 
1974] 73-86483 3.50 (pbk.) 

I. School superintendents and principals— 
Salaries, pensions, etc. T. Heisler, Richard 
S, joint author. I. Pennsylvania. 
University. Center for Field Studies. HI 
Title. 


SCHOENHOF, Jacob, 
1903. 
The economy of high wages. With an 
introd. for the Garland ed. by Michael 
Hudson. New York, Garland Pub., 1974. 
p. cm. ISBN 0-8240-1030-2 (The neglected 
American economists) Reprint of the 1892 
ed. published by Putnam, New York, 
which was issued as no. 72 of Questions of 
the. day. [HF2611.S344 1974] 74-8741 
18.50 
1. Tariff—United States. 2. Wages and 
labor productivity. I. Title. II. Series. 
Prepared from C.LP. 
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LOBSENZ, Johanna. 331.394 
The older woman in industry. New York, 
Arno Press, 1974 [c1929] p. cm. ISBN 0- 
405-06110-2 (Women in America: from 
colonial times to the 20th century) Reprint 


AUGUST 31,1974 r, 


of the ed. published by Seribner, New 
York. Bibliography: p. [HD6053.L6 1974] 
74-3961 16.00 


1. Women—Employment. I Title. IL 
Series. 

Prepared from C.I.P. 

ANDREWS, John Bertram, 331.4 


1880-1943. 
History of women in trade unions [by] 
John B. Andrews and W. D. P. Bliss. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
; 405-06071-8 (Women in America: from 
colonial times to the 20th century) Reprint 
of the 1911 ed. published as v. 10 of U.S. 
Bureau of Labor. Report on condition of 
woman and child wage-earners in the 
United States, issued as Senate document 
no. 645 of the 61st Congress, 2d session. 
(HD6079.A5 1974] 74-3925 13.00 
L Women in trade-unions—United 
States—History. T. Bliss, William Dwight 
Porter, 1856-1926, joint author. II Title. 
III. Series: United States. Bureau of Labor. 
Report on condition of woman and child 
wage-earners in the United States, v. 10. 
Prepared from C.I.P. 
HOURWICH, Andria ` 331.4°092’2 B 

Taylor, ed. 
I am a woman worker. Edited by Andria 
Taylor Hourwich and Gladys L. Palmer. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-06102-1 (Women in America: 
from colonial times to the 20th century) 
Selected autobiographies from Affiliated 
schools scrapbooks. Reprint of the 1936 
ed. published by the Affiliated Schools for 
Workers, New York. [HD6053.H67 1974] 
74-3954 9.00 
1. Women—Employment. 2. Women in 
trade-unions—United States. I. Palmer, 
Gladys Louise, joint ed. II. Affiliated 
schools scrapbook. III. Title. IV. Series. 
Prepared from C.I.P. 


MACLEAN, Annie Marion. 331.40973 
Wage-earning women. New York, Arno 
Press, 1974 [cl1910] p. cm. ISBN 0-405- 
06111-0 (Women in America: from 
colonial times to the 20th century) Reprint 
of the ed. published by Macmillan, New 
York in series: The citizen’s library of 
economics, politics, and sociology. 
Bibliography: p. [HD6095.M17 1974] 74- 
3962 13.00 

I. Women—Employment. I. Title. Il 
Series. II. Series: The citizen’s library of 
‘economics, politics, and sociology. 
Prepared from C.I.P. 


RAYNE, Martha Louise. 331.4°0973 
What can a woman do? New York, Arno 
Press, 1974 [c1893] p. cm. ISBN 0-405- 
06118-8 (Women in America: from 
colonial times to the 20th century) Reprint 
of the ed. published by Eagle Pub. Co., 
Petersburgh, N.Y. [HD6058.R3 1974] 74- 
3970 30.00 

1. Women—Employment—United States. 
2. Women—Social and moral questions. 3. 
Women poets—United States. 4. Women’s 
writing, American. I. Title. II. Series. 
Prepared from C.I.P. 


WORKING girls of 331.4°09771°78 
Cincinnati. New York, Arno Press, 1974. 
p. em. ISBN 0-405-06129-3 (Women of 
America: from colonial times to the 20th 
century) Reprint of Women workers in 
factories, by A. Mann, executive secretary, 
Consumers’ League of Cincinnati, first 
published in 1918;-of Wage-earning girls in 
Cincinnati, by F. I. Rich, first published in 
1927; and of what girls live on—and how, 
by F. R. Whitney, executive secretary, 
Consumers’ League of Cincinnati, first 


published in 1930. [HD6096.C5W67] 74- 
3981 10.00 

4. Women—Employment—Cincinnati. I. 
Consumers’ League of Cincinnati. Women 
workers in factories. 1974. IL Rich, 
Frances (Ivins) Mrs. Wage-earning girls in 
Cincinnati. 1974. Hi. Consumers’ League 
of Cincinnati. What girls live on—and 
how. 1974, IV. Title. V. Series. 

P-epared from C.I.P. 


WOMEN of 331.4°81'6770097444 
Lowell. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-06127-7 (Women in 
America: from colonial times to the 20th 
century) Reprint of Loom and spindle, by 
H. H. Robinson, first published in 1898; of 
A vindication of the character and 
condition of the females employed in the 
Loweli mills, by E. Bartlett, first published 
ir 1841; of Corporations and operatives, by 
a citizen of Lowell, first published in 1843; 
o? Among Lowell mill-girls, by L. Larcom, 
first published in 1881; and of Early 
fectory magazines in New England, by B. 
NI. Stearns, first published in 1930. 
[HQ1439.L6W6] 74-3989 19.00 

I. Women in Lowell, Mass.—Addresses, 
essays, lectures. 2. Textile industry and 
fabrics—Lowell, Mass.—Addresses, essays, 
lectures. 3. Textile workers—Lowell, 
Mass.—Addresses, essays, lectures. I. Title. 
I, Series. 

Prepared from C.I.P, 


DONOVAN, 331.4°86°479577311 
Frances R. 
The woman who waits [by] Frances 


Donovan, New York, Arno Press, 1974 
*cl920] p. cm. ISBN 0-405-06089-0 
{Women in America: from colonial times 
zo the 20th century) Reprint of the ed. 
published by R. . Badger, Boston. 
1D6073. w3D6 1974] 74-3941 13.00 
Ł Waitresses. 2. Chicago—Social 
conditions. I. Title. I. Series. 

Frepared from C.I.P. 


DONOVAN, 
Frances R. 
The saleslady [by] Frances R. Donovan. 
New York, Arno Press, 1974 [c1929] p. 
cm. ISBN 0-405-06088-2 (Reprint of the 
ed. published by The University of Chicago 
Fress, Chicago, issued in The University of 
Chicago sociological series.) (Women in 
America: from colonial times to the 20th 
cot [HD6096.N6D6 1974] 74-3942 
15.00 
2. Women—Employment—New York 
(City) 2. Department stores. I. Title. IL 
Series. Hf. Series: Chicago. University. 
University of Chicago sociological series. 
Prepared from C.I.P. 


SOOTHILL, Keith. 331.54 
The prisoner’s release; a study of the 
employment of ex-prisoners; foreword by 
Lord Donaldson. London, G. Allen & 
Unwin [1974] 319 p. 23 cm. ISBN 0-04- 
64008-7 On title page: London School of 
Economics and Political Science. Includes 
tibliographies. [HV9346.S66] 74-166790 

‘. Ex-convicts, Employment of—Great 
Britain. I. London School of Economics 
and Political Science. IT. Title. 

Distributed by Verry; 17.00. 


[ERICKSON, Bruce] 331.5°44’0922 B 
The whole works: the autobiography of a 
roung American couple [by Bruce and 
Gail Erickson, as recorded by] Starry 
n New York, Vintage Books [1974] 

cm. ISBN 0-394-71144-0 
fi1D1527. C2E7 1974] 74-4256 1.95 (pbk.) 
i Migrant agricultura] _laborers— 
Yalifornia. I Erickson, Gail. H. Krueger, 
Starry. HI Title. 


331.4°86'5885097471 


300 SOCIAL SCIENCE 
Prepared from C.I.P. l l 


MAMOT, Patricio R. 331.6°2 
Foreign medical graduates in America, by 
Patricio R. Mamot. Springfield, Til, 
Thomas [1974] xi, 181 p. 24 cm. ISBN 0- 
398-02751-X Includes bibliographical 
references. [R697.F6M35] 73-215 8.50 

I. Physicians, Foreign—United States.’ 2. 
Medical education—United States. I. Title. 


FILENE, Catherine, ed. 331.7°02 
Careers for women. . New York, Arno 
Press, 1974 [c1920] p. cm. ISBN 0-405- 
06094-7 (Women in America: from 
colonial times to the 20th century) Reprint 
of the ed. published by Houghton Mifflin, 
Boston. Includes bibliographies. 
{[HD6058.F5 1974] 74-3948 31.00 
1. Women—Employment. 2. Vocational 
guidance for women. 3. Vocational 
education of women. I. Title. IT. Series. 
Prepared from C.I.P. 
NEWLAND, Chester 331.7°95'0973 s 
A. 
MBO and productivity bargaining in the 
public sector [by] Chester A. Newland, et 
al. Chicago, International Personnel 
Management Association [1974] 80 p. 
illus. 23 cm. ISBN 0-87373-145-X (Public 
employee relations library, 45) 
Bibliography: p. 69-77. [HD8008.A1P8 no. 
45] [HD8008] 331.89°041’353 74-76978 - 
1. Collective bargaining—Government 
employees—United States—Addresses, 
essays, lectures. 2. Wages and labor 
productivity—United States—Addresses, 
essays, lectures. 3. Management by 
objectives—Addresses, essays, lectures. I. 


Title. II. Series. 


BARBASH, Jack. 331.88'0973 
Labor’s grass roots. Westport, Conn., 
Greenwood Press [1974, c1961] p. cm. 
ISBN 0-8371-7064-8 Reprint of the ed. 
published by Harper, New York. 
{HD6508.B352 1974] 73-11839 12.25 

1. Trade-unions—United States. I. Title. 
Prepared from C.I.P. 


CROSS, Ira Brown, 
1880- 

A history of the labor movement in 
California, by Ira B. Cross. Berkeley, 
University of California Press, 1935 
[reprinted 1974] xi, 354 p. illus. 24 cm. 
ISBN 0-520-02646-2 (University of 
California publications in economics, v. 14) 
(California library reprint series.) Includes 
bibliographical references. [HD8083.C2C7 
1974] 73-93026 14.50 

i. Labor and laboring classes—California— 
History. 2. Trade-unions—California— 
History... Title. Il Series. III. Series: 
California. University. University of 
California publications in economics, v. 14. 


INSTITUTE for Business 332’.024 
Planning, inc. 

Financial planning. New York, [1974-1 v. 

(loose-leaf) 30 cm. [HG179.1488 1974] 73- 

21486 49.50 

1. Finance, Personal. 2. Tax planning. 3. 

Investments. I. Title. 


PHILLIPS, Michael, 1938- 332.024 
The seven daws of money [by] Michael 
Phillips with the help of his friends: Salli 
Rasberry [and others] [ist ed] Menlo 
Park, Calil, Word, Wheel [1974] xii, 194 p. 
illus. 25 cm. ISBN 0-394-49224-3 
[HG221.3.P5 1974] 73-20575 7.95; 3.95 
(pbk.). 

1. Money. 2. Finance, Personal. I. Title. 


LEES, Francis A. 332.1°5 
International banking and finance [by] 


331.88°09794 
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Francis A. Lees. [London] Macmillan; 
distributed in the U.S. by Halsted Press, 
New York, N.Y. [1974] xv, 419 p. 23 cm. 
ISBN 0-333-15662-5 Includes 
bibliographical references. [HG3881.L435 
19746] 74-168654 18.50 

i. Banks and banking, International. 2. 
International finance. I. Title. 


WISEMAN, Thomas. 332.4 
The money motive. [lst American ed.] 
New York, Random House [1974] p. cm. 
ISBN 0-394-47965-3 Bibliography: p. 
[BG221.3.W58] 74-8033 7.95 

1. Money—Psychological aspects. I. Title. 
Prepared from C.I.P. 


AMIN, Samir. 332.4’5 
Accumulation on a world scale; a critique 
of the theory of underdevelopment. 
Translated by Brian Pearce. New York, 
Monthly Review Press [1974] ISBN 0- 
85345-272-5 Translation of L’accumulation 
a Vechelle mondiale. Includes 
bibliographical references. 
(HG3881.45613] 72-92028 12.50 

I. International finance. 2. Saving and 
investment. 3. Economic development. I. 
Title. 

Prepared from C.I.P. Set of two volumes; 
24.50. 


SIRC, Ljubo. 332.4’5 
Outline of international finance: exchange 
rates and payments between countries [by] 
L. Sirc. New York, Wiley [1974] p. cm. 
ISBN 0-470-79325-2 ”A Halsted Press 
book.” Bibliography: p. [HG3881.$538] 74- 
3259 10.00 

i. International finance. 2. Foreign 
exchange. 3. Balance of payments. I. Title. 

Prepared from C.I.P. 


MARSTON, Richard C. 332.454 
American monetary policy and the 
structure of the Eurodollar market [by] 
Richard C. Marston. Princeton, N.J., 
International Finance Section, Princeton 
University, 1974. 40 p. illus. 23 cm. 
(Princeton studies in international finance, 
no. 34) Bibliography: $ 34-35. 
[HG3881.M336] 73-17347 1.50 (pbk.) 
1. Euro-dollar market 2. Monetary 
policy—United States. J. Title. II. Series. 
COOPER, Jerome, Phillip, 33246 
1943- 
Development of the monetary sector, 
prediction and policy analysis in the FRB- 
MIT-Penn model [by] J. Phillip Cooper. 
Lexington, Mass. Lexington Books 1974 
xv, 225 p. illus. 23 em. ISBN 0-669-85704- 
1 Bibliography: p. 211-217 
(HG221.C7413] 72-13279 16.00 
1. Monetary policy—Mathematical models. 
2. Monetary policy—United States— 
Mathematical models. 3. Economics 
Mathematical models. I. Title. 


SPECULATION in gold and 332.6°322 
silver mining stocks. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-05928-0 
(Gold: historical and economic aspects) 
Reprint of Years dishonor, by H. B. 
. Clifford, first published in New York, 
1883; of Mr. John Diston Powles, by C. 
Richardson, first published in London, 
1855; and of The Bonanza Mines of 
Nevada, by S. P. Dewey, first published in 
1878. [HG5073.S6] 74-367 9.00 

1. Mining industry and finance—United 
States—Histary. 2. Stocks—United 
States—History. I. Title. II. Series. 
Prepared from C.I.P. 
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TWENTIETH Century Fund. 332.6323 
Task Force on Municipal Bond Credit 
Ratings. 

The rating game; report. Background paper 

by John E. Peterson. New York, Twentieth 

Century Fund, 1974. vii. 161 p. 23 cm. 

ISBN 0-87078-131-6 Includes 

bibliographical references. [HG4952.T85 

1974] 74-76784 Gratis 

1. Municipal bonds—Ratings--United 

States, I. Peterson, John E. Il. Title. 


NICELY, Glen, 1918- 332.6°324 
How to reap riches from raw land: guide 
to profitable real estate speculation. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] 229 p. 24 cm. ISBN 0-13-431130-2 
([HD1375.N5] 73-22282 8.95 

1. Real estate investment. 2. Real estate 
investment—United States. I. Title. 


BELLEMORE, Douglas 
Hamilton, 1909- 
Investments: _principles/practices/analyses 
[by] Douglas H. Bellemore [and] John C. 
Ritchie, Jr. 4th ed. Cincinnati, South- 
western Pub. Co. [1974] vi, 890 p. 24 cm. 


332.67 


ISBN 0-538-06420-X  . Includes 
bibliographies. [HG4521.B428 1974] 73- 
75259 


1. Investments. 2. Securities. I. Ritchie, 
John C., 1927- joint author. I. Title. 


BOS, Hendrious 
Cornelis, 1926- 
Private foreign investment in developing 
countries. A quantitative study on the 
evaluation of the macro-economic effects. 
[By] H. C. Bos, Martin Senders and Carlo 
Dordrecht, Boston, Reidel, 1974. 
viii, 402 p. 23 cm. ISBN 9-02-770410-4 
(International studies in economics and 
econometrics, v. 7) ”Published for the 
Development Centre of zhe Organization 
for Economic Co-operation and 
Development.” Includes bibliographical 
references. [HG4517.B58] 73-91763 29.00 
(lib. bdg.) 
i. Underdeveloped  areas—Investments, 
Foreign. 2. Cost effectiveness. I. Sanders, 
Martin, 1938- joint author. II. Secchi, 
Carlo, joint author. HI. Organization of 
Economic Cooperation and Development. 
Development Centre. IV. Title. V. Series. 


SMITH, Keith V. 332.6°78 
Essentials of investing [by] Keith V. Smith 
[and] David K. Eiteman. Homewood, Ill., 
R. D. Irwin, 1974. xvi, 570 p. illus. 24 cm. 
ISBN 0-256-01554-6 (The Irwin series in 
finance) Includes bibliographies. 
{[HG4521.8682] 73-91790 12.50 

1. Investments. 2. Securities. I. Eiteman, 
David K., joint author. IT. Title. 


332.7 10954 


332.6°73°091724 


GHOSAL, Sourendra 
Nath, 1929- 
Agricultural financing in India [by] S. N. 
Ghasal. [Rev. ed.] Bombay, New York, 
aig Pub. House [1972, i.e.1973] xxiii, 227 
p. 22 cm. ISBN 0-210-40516-3 
Bibliography: p. 215-216. [HG2051.14G5 
1972] a 168255 7.50 
i. Agricultural credit—india. 2. Mortgage 
banks—india. I. Title. 


HEWES, Laurence 
Hsley, 1902- 
Japan—land and men; an account of the 
Japanese land reform program, 1945-51, by 
Laurence I. Hewes, Jr. Westport, Conn., 
Greenwood Press [1974, cl955] p. em. 
ISBN 0-8371-7574-7 Reprint of the ed. 
published by Iowa State College Press, 
Ames, Iowa. Bibliography: p. [HD915.H4 

1974] 74-8262 10.00 
l. Land reform—Japan. 2. Peasantry— 
Japan. I. Title. 


333.1°0952 


AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.I.P. 


FURUBOTN, Eirik 
Grundtvig, 1923- comp. 
The economics of property rights. Edited 
by Eirik G. Furubotn [and] Svetozar 
Pejovich. Cambridge, Mass., Ballinger Pub. 
Co. [1974] xvi, 367 p. illus. 24 cm. ISBN 
ib aaa ae [HB701.F86] 73-14644 
19.50 
1. Property—Addresses, essays, lectures. 2. 
Property and socialism-—Addresses, essays, 
lectures. I. Pejovich, Svetozar, joint comp. 
IT, Title. 


RINGSDORF, R. Royce. 333.373 
The basic steps in real estate exchanging 
[by R. Royce Ringsdorf. Visalia? Calif., 
1974] ix, 129 p. forms. 24 cm. 
{[HD1375.R52] 74-171035 10.00 

i. Real property, Exchange of 2. Real 
estate business. I. Title. 


FREEMAN, S. David. 333.7 
Energy: the new era [by] S. David 
Freeman. [New York] Vintage Books 
[1974] p. cm. ISBN 0-394-71316-8 
[TJ163.3.F72 1974] 74-9174 2.45 (pbk.). 

i. Energy conservation. 2. Energy policy. 
I. Title. 

Prepared from C.I.P. 


333.3°23 


MALER, Karl-Goren. 333.7 
Environmental economics; a theoretical 
inquiry. Baltimore, Published for Resources 
for the Future by the Johns Hopkins 
University Press [19747 p. cm. ISBN 0- 
8018-1594-0 Bibliograph: y: p. 
[HC79.P55M27] 73-19347 15.0 


1. Pollution—Economic aspects. 2. 
Pollution—Economic aspects— 
Mathematical models. I. Title. 

Prepared from C.I.P. 

GOVERNMENT and the 333.70942 


land . [oy] A. A. Walters [and others]. 
London, stitute of Economic Affairs, 
1974. xiii, 95 p. 21 cm. ISBN 0-255- 
36050-9 (IEA readings, 13) Label mounted 
on t.p. Transatlantic Arts, Levittown, 
N.Y., sole distributor for the U.S. Includes 
bibliographical references. [HT395.G7G68] 
74-168279 4.75 (pbk.). 

1. Regional planning—Great  Britain— 
Addresses, essays, lectures. 2. Cities and 
towns—Planning—Great Britain— 
Addresses, essays, lectures. 3. Land-——Great 
Britain—Addresses, essays, lectures. I. 
Walters, A. A. If. Series: Institute of 
Teonormie Affairs, London. TEA readings, 


HAGEVIK, George H. 333.7'0973 
Air quality management and land use 
planning; legal, administrative, and 
methodological perspectives [by] George 
Hagevik, Daniel R. Mandelker [and] 
Richard K. Brai. New York, Praeger 
[1974] p. cm. ISBN 0-275-28857-9 
(Praeger special studies in U.S. economic, 
social, and political issues) Bibliography: p. 
[HD205 1974.H33] 74-3142 16.50 

I. Land—United States. 2. Land tenure— 
United States—Law. 3. Air quality 
management—United States. I Mandelker, 
Daniel R., joint author. If. Brail, Richard 
K., joint author. HI. Title. 

Prepared from C.I.P. 


TANNACONE, Victor J., 
1936- 

Energy crisis; danger and opportunity [by] 
Victor John Yannacone, Jr. St. Paul, West 
Pub. Co. [1974] xvi, 432 p. illus. 26 cm. 
ISBN 0-8299- 0013- 6 Includes 
bibliographical references, 
[HD9502.U52Y36] 74- 948 5.95 

1. Power resources—United States— 


333.70973 


~ 


Pa 


AUGUST 31,1974 


Addresses, essays, lectures 2 Energy 
policy—United States—Addresses, essays, 
lectures. 3. Energy conservation. I. Title. 


CONSERVATION in 333.72 
practice. Edited by A. Warren [and] F. B. 
Goldsmith. London, New York, Wiley 
[1974] p. cm. ISBN 0-471-92114-9 
[QH75.C67] 73-9281 27.50 

d. Nature conservation. 2. Ecology. I. 
Warren, Andrew, ed. II. Goldsmith, Frank 
Barrie, ed. 

Prepared from C.I.P. Pbk. 13.95; ISBN 0- 
471-92105-X. 


BARNEY, Daniel R. 333.7°5°0973 
The last stand; Ralph Nader’s study group 
report on the national forests [by] Daniel 
R. Barney. New York, Grossman 
Publishers, 1974. xxi, 185 p. illus. 22 cm. 
ISBN 0-670-41894-3 Includes 
bibliographical references. [SD426.B37 
1974] 73-5380 7.95 

1. United States. Forest Service. 2. Forest 
reserves—United States. 3. Forest 
management—United States. I. Nader, 
Ralph. II. Title. III. Title: Ralph Nader’s 
study group report on the national forests. 


JOHNSON, Lamar. 333.9 1702097593 
Beyond the fourth generation. Gainesville, 
University Presses of Florida [1974] 230 p. 
illus. 23 cm. "A University of Florida 
book.” [TC140.J64A32] 73-22010 8.50 

J. Johnson, Lamar. 2. Water resources 
development—Everglades, Fla. 3. 
Drainage—Florida—Everglades. 4. 


Conservation of natural resources— 
Florida—Everglades. I. Title. 

GAMBLE, John King. 333.9°64 
Global marine attributes. Cambridge, 


Mass., Ballinger Pub. Co. [1974] xi, 270 p. 
23 cm. ISBN 0-88410-001-4 Includes 
bibliographical references. [HC92.G35] 73- 
14663 19.50 

1. Marine resources. 2. Shipping. 3. Ocean. 
L Title. 


BAILEY, Jack, 1898- 334’.0942 
The British co-operative movement. 
Westport, Conn., Greenwood Press [1974] 
p. ISBN 0-8371-7116-4 Reprint of the 
1955 ed. published by Hutchinson’s 
University Library, London, in series: 
Hutchinson’s university library: Politics. 
Bibliography: p. [HD3486.B27 1974] 73- 
19302 9.75 

1. Cooperation—Great Britain. I, Title. 
Prepared from C.I.P. 


CRIDEN, Yosef, 1916- 334.095694 
The kibbutz experience; dialogue in Kfar 
Blum, by Yosef Criden and Saadia Gelb. 
New York, Herzl Press [1974] vii, 277 p. 
ilhs: 22 cm. [HX765.P32K423] 74-76322 
7.9 

l. Kefar Blum, Israel. 2. Collective 
settlements—Israel. I. Gelb, Saadia, 1913- 
joint author. II. Title. 


KEMP, Harry, 1883-1960. 335.001 
The left hersey in literature and life, by 
Harry Kemp, Laura Riding, and others. 
{Folcroft, Pa.] Folcroft Library Editions, 
1974. p. Reprint of the 1939 ed. published 
by Methuen, London. [HX531.K4 1974] 
74-11190 20.00 

I. Communism and literature. 2. Socialism 
in literature. I- Jackson, Laura (Riding) 
1901- II. Title. 

Prepared from C.I.P. 


LASLETT, John; comp. 335.00973 
Failure of a dream? Essays in the history 
of American socialism, edited by John H. 
M. Laslett and Seymour Martin Lipset. 
[Ist ed.] Garden City, N.Y., Anchor Press, 


1974. xiii, 754 p. 22 cm. ISBN 0-385- 
08892-2 Includes bibliographical 
references. [HX83.L35] 72-79405 12.95 

I. Socialism in the United States— 
History—Addresses, essays, lectures. I. 
Pics Seymour Martin, joint comp. II. 
Tele. 


GIDE, Charles, 1847-1932. 335’.9 
Communist and co-operative colonies, 
Translated by Ernest F. Row. New York, 
Crowell. [New York, AMS Press, 1974] p. 
em. ISBN 0-404-10705-2 Reprint of the 
1930 ed. Translation of Les colonies 
communistes et cooperatives. Includes 
bibliographical references. [HX632.G5 
1974] 72-2939 11.50 

1. Collective  settlements—History. 2. 
Agricultural colonies—RHistory. I. Title. 
Prepared from C.I.P. 


ANDREWS, Edward Deming, 
1894-1964. 

Work and worship: the economic order of 
the Shakers [by] Edward Deming Andrews 
and Faith Andrews. Greenwich, Conn., 
New York Graphic Society [1974] 224 p. 
illus. 26 cm. ISBN  0-8212-0593-5 
Bibliography: p. 219-222. [BX9771.A65 
1974] 73-89949 10.95 

i. Shakers. I. Andrews, Faith, joint author. 
Jl. Title. 


335.973 


JANUARY thaw; 335.979 
people at Blue Mt. Ranch write about 
living together in the mountains, by people 
at Blue Mt. Ranch. New York, Times 
Change Press; [distributed by Monthly 


Review Press, 1974] p. cm. ISBN 0- 
Sot [HX656.B6J36] 74-79106 
8. 


1. Blue Mt. Ranch. I. Blue Mt. Ranch. 
Prepared from C.I.P. 


BRETON, Albert. 336.001 
The economic theory of representative 
government. Chicago, Aldine Pub. Co. 
[1974] xvi, 228 p. illus. 22 cm. ISBN 0- 
202-06064-0 (Aldine treatises in modern 
economics) Includes bibliographical 
references. [HJ135.B73] 73-75704 8.50 

1. Finance, Public. 2. Representative 
government and representation. I. Title. 


PECHMAN, Joseph A., 
1918- 
Who bears the tax burden? [By] Joseph A. 
Pechman and Benjamin A. Okner. 
Washington, Brookings Institution [1974] 
p. cm. ISBN 0-8157-6968-7 (Studies of 
government finance) Includes 
bibliographical references. [HJ2322.A3P4} 
74-280 5.95 
1. Taxation—United States. I Okner, 
Benjamin A., joint author. If. Title. TI. 
Series: Brookings Institution, Washington, 
D.C. National Committee on Government 
Finance. Studies of government finance. 
Prepared from C.I.P. 


COFFEY, John J. 336.2209748 
Corrupt real estate tax-assessing methods 
exposed and corrected with the 
establishment of 100% ratio [by] John J. 
Coffey. [lst ed.] Jericho, N.Y., Exposition 
Press [1974] 72 p. 21 cm. ISBN 0-682- 
47831-8 (An Exposition-banner book) 
[HJ4261.C62] 73-91089 4.00 

1. Real property tax—Pennsylvania. L 
Title. 


336.2°00973 


HOHENSTEIN, Henry J. 
The IRS conspiracy [by] Henry J. 
Hohenstein. Los Angeles, Nash Pub. 
[1974] 307, [6] p. 23 cm, ISBN 0-8402- 
1330-1 Bibliography: p.  [309]-(313] 
[HJ4652.H74] 73-83536 7.95 


336.2°4’0973 
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i. United States. Internal Revenue Service. 
2. Income tax—United States. I. Title. 


RAMSAY, James Henry, Sir, 
bart., 1832-1925. 

A history of the revenues of the kings of 
England, 1066-1399. Clifton [N.J.] A. M. 
Kelley, 1974. p. cm. ISBN 0-678-01237-7 
(Library of money, banking & finance) 
Reprint of the 1925 ed. published in 2 v. 
by the Clarendon Press, Oxford. 
[HJ1005.R3 1974] 74-10651 25.00 

i. Finance, Public—Great Britain—To 
1688. 2. Revenue-—Great Britain. 3. 
Taxation—Great Britain—RHistory. I. Title. 
Prepared from C.I.P. 


THE Economic 338.095492 
development of Bangladesh within a 
socialist framework; proceedings of a 
conference held by the International 
Economic Association at Dacca. Edited by 
E. A. G. Robinson and Keith Griffin. New 
York, Wiley [1974] p. cm. ISBN 0-470- 


336.42 


72803-5 ”A Halsted Press book.” 
[HC440.8.E26] 74-8438 29.75 
1. Bangladesh—Economic — conditions— 


Congresses. I. Robinson, Edward Austin 
George, ed. Il. Griffin, Keith B., ed. I. 
International Economic Association. 
Prepared from C.LP. 


OSOFSKY, Stephen. 338.1°847 
Soviet agricultural policy; towards the 
abolition of collective farms. New York, 
Praeger [1974] p. cm. ISBN 0-275-08870- 
7 (Praeger special studies in international 
economics and development) Bibliography: 
p. [HD1993 1974.083] 74-1747 18.50 

I. Agriculture and state—Russia. 2. 
Collective farms—Russia. I. Title. i 
Prepared from C.I.P. 


JONES, Allen. 338.19 
World protein resources. New York, Wiley 
[1974] p. cm. ISBN 0-470-44935-7 "A 
Halsted Press book.” [TX553.P7J66 1974] 
74-11219 17.50 

i. Proteins. 2. Food. 3. Food supply. I. 
Title. 

Prepared from C.I.P. 


PERLO, Victor. i 338.27282 
The economics of oil production. [New 
York, American Institute for Marxist 
Studies] 1974. iii, 44 p. 22 cm. (Occasional 
paper no. 14) Cover title. Includes 
bibliographical references. [HD9560.6.P47] 
74-169154 2.00 (pbk.) 

i. Petroleum industry and trade. I. Title. 
I, Series: American Institute for Marxist 
Studies. Occasional papers, no. 14. 


DECKER, Robert 338.3°72’95097465 - 
Owen. 

Whaling industry of New London. York, 
Pa. Liberty Cap Books [1974, c1973] 202 
p. illus. 24 cm. ISBN 0-87387-056-5 
Bibliography: p. 183-189. [CSH383.2.D42} 
72-87999 12.00 

1 Whaling—Connecticut—New— 
London—History. L Title. 


SILVERMAN, 

Milton Morris, 1910- 
Pills, profits, and politics [by] Milton 
Silverman and Philip R. Lee. [Berkeley, 
University of California Press, 1974] xvii, 
403 p. 24 cm. ISBN 0-520-02616-0 
Includes bibliographical references. 
[HD9666.6.854] 73-89166 10.95 
1. Drug trade—United States. 2. Drugs— 
Prices and sale. 3. Drugs—Law and 
legislation—United States. I Lee, Philip 
R., joint author. If. Title. 


338.4°7'61510973 


THE Economics of 
charity; essays on 


338.4°7°6 156507 
the comparative 


27. 
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economics and ethics of giving and selling, 
with applications to blood [by] Armen A. 
Alchian [and others] London, Institute of 
Economic Affairs, 1973. xviii, 197 p. 21 
em. ISBN 0-255-36046-0 (IEA readings, 
12) Label mounted on t.p.: Transatlantic 
Arts, Inc., Levittown, N.Y., sole distributor 
for the U.S.A. Includes bibliographical 
tetetences: [HV41.E25 1973] 74-168190 
1. Charities—Addresses, essays, lectures. 2. 
Welfare economics—Addresses, essays, 
lectures. 3. Blood donors—Addresses, 
essays, lectures. 4. Blood—Transfusion— 
Social aspects--Addresses, essays, lectures. 
i. Alchian, Armen Albert, 1914- IT. Series: 
Institute of Economic Affairs, London. 
IEA readings, 12. 


PREDICASTS, 

inc. 
Lighting devices. Research analyst: 
Frederick M. Ross. Cleveland, 1974. v, 70 
1. 30 cm. (Its Special study *$5) 
[HD9684.U62P73 1974] 74-171036 375.00 
1. Electric lamp industry—United States— 
Statistics. 2. Electric light fixtures— 
Statistics. T. Ross, Frederick M. II. Title. 
III. Series. 


LEY, Sandra. 338.47687 
The story of ready-to-wear, a 
New York, Scribner [1974] p. 

Bibliography: p. [HD9940.A2L5] 74- 7420 


338.4'7°6213220973 


1. Clothing trade—History. I. Title. 
Prepared from C.I.P. 


TROY, Leo. 338.5°0973 
Almanac of business and industrial 
financial ratios. 1974 ed. Englewood Cliffs, 
N.J., A A [1973, i.e. 1974] xxi, 
169 p. 28 cm. ISBN 0-13-022673-4 
[HF5681.R25T68 1974] 74-161806 15.00 
i. Ratio analysis. 2. United States— 
Industries. I. Title. 


* FERGUSON, Charles E. 338.521 
Economic analysis [by] C. E. Ferguson 
[and] S. Charles Maurice. Rev. ed. 
Homewodd, Ill, R. D. Irwin, 1974. xii, 
417 p. illus. 24 cm. ISBN 0-256-01548-1 
Includes bibliographical references. 
[HB171.5.F4138 1974] 73-89108 10.95 
1, Economics. I. Maurice, S. Charles, joint 
author. If. Title. 


VOTH, Ben. 338.7°6 100164250924 B 
A piece of the computer pie. Houston, 
Tex., Gulf Pub. Co. [1974] x, 182 p. illus. 
24 cm. ISBN 0-87201-136-4 
([HD9696.C64W97] 73-90615 8.95 

1. Wyly Corporation. 2. Computer 
industry—United States. I. Title. 


SOLO, Robert A. 338.8°0973 
The political authority and the market 
system [by] Robert A. Solo. Cincinnati, 
South-Western Pub. Co. [1974] viii, 418 p. 
24 cm. ISBN 0-538-08120-1 Includes 
bibliographical references. 
{[HD3616.U46863] 73-75260 5.60.(pbk.) 

1. Industry and state—United States— 
History. 2. Trusts,  Industrial—United 
States—History. 3. Social change. I. Title. 


JUDGE, George G. 338.9 
Studies in economic planning over space 
and time. Ed. by George G. Judge and 
Takashi Takayama. Amsterdam, North- 
Holland Pub. Co.; New York, American 
Elsevier Pub. Co., 1973, [i.e.1974] xii, 727 
p. 23 cm. (Contributions to economic 
analysis, nr. 82) Includes bibliographies. 
[HD82.J8] 73-75536 65.50 

l. Economie policy—Addresses, essays, 
lectures. 2. Interindustry economics— 
Addresses, essays, lectures. 3. Economic 


28 


policy—Mathematical models—Addresses, 
essays, lectures. 4. Planning—Addresses, 
essays, lectures. I. Takayama, Takashi, 
1929- joint author. IT. Title. III. Series. 


FOX, Karl August, 338.9°001°84 
1917- 


The theory of quantitative economic policy 
with applications to economic growth, 
stabilization and planning. [By] Karl A. 
Fox, Jati K. Sengupta and Erik Thorbecke. 
2d rev. ed. Amsterdam, North-Holland 
Pub. Co.; New York, American Elsevier, 
1973, fie. 1974] xviii, 620 p. 23 cm. 
(Studies in mathematical and managerial 
economics, v. 5) Original ed. published in 
1966 under title: The theory of 
quantitative economic policy with 
applications to economic growth and 
stabilization. Includes bibliographical 
references, [HD82.F65 1973] 70-134648 
i 

1. Economic policy—Mathematical models. 
I. Sengupta, Jatikumar, joint author. IT. 
Thorbecke, Erik, 1929- joint author. ITI. 
Title. IV. Series. 


HOYLE, B. S. 338.91°1724 
Spatial aspects of development. Edited by 
B. S. Hoyle. London, New York, John 
Wiley & Sons [1974] xvi, 372 p. illus. 24 


cm. ISBN 0-471-41753-X Includes 
bibliographies. [HC59.7.H69] 73-2785 
19.50 


1. Underdeveloped areas—Economic 
policy—Addresses, essays, lectures. 2. 
Regional planning—Addresses, ess2ys, 
lectures. 3. Space in  .economics— 
Addresses, essays, lectures. I. Title. 


GURLAND, Robert. 338’.9142 
The Common Market; a commonsense 
guide for Americans [by] Robert Gurlend 
and Anthony MacLean. [New York] 
Paddington Press [1974] p. cm. ISBN 0- 
8467-0024-7 [HC241.2.G87] 73-15028 
3.95 (pbk.) 

1. European Economic Community. 2. 
European Economic Community—United 
States. I. MacLean, Anthony, joint author. 
H. Title. 

Prepared from C.I.P. 


CALDWELL, J. 

Alexander, 1943- 
American economic aid to Thailand [by] J. 
Alexander Caldwell. Lexington, Mass., 
Lexington Books [1974] xv, 248 p. 22 cm. 
ISBN 0-669-92650-7 Bibliography: p. 221- 
244. [HC497.S5C34] 73-20087 15.00 


338.91°593°C:'73 


1. Economic assistance, American— 
Thailand. I. Title. 
MANSFIELD, Edwin. 339 


Principles of macroeconomics. [1st ed.] 
New York, Norton [1974] xvi, 476 p. illus. 


24 cm. ISBN 0-393-09275-5 Includes 
bibliographical references. 
ei aus 1974b] 74-1224 5.95 
(pbk.). 


1. Macroeconomics. I. Title. 


SIEGEL, Barry N. 339 


Aggregate economics and public policy 


[by] Barry N. Siegel. 4th ed. Homewood, 
1i., R. D. Irwin, 1974. xiv, 373 p. illus. 24 
cm. ISBN 0-256-01551-1 (The Irwin series 
in economics) Includes bibliographies. 
[HB601.853 1974] 73-90599 10.95 

1. National income. 2. Economic policy. 3. 
Macroeconomics. I. Title. 


PATTEN, Simon Nelson, 
1852-1922. 

The theory of prosperity. With an introd. 

for the Garland ed. by Michael Hudson. 

New York, Garland Publishing, 1974. p. 

cm. ISBN 0-8240-1027-2 (The Neglected 


339.2°01 
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American economists) Reprint of the 1902 
ed. published by Macmillan, New York. 
[HB601.P3 1974] 74-9946 18.50 

1. Income. 2. Wages. 3. Utility theory. I. 
Title. IT. Series. 

Prepared from C.I.P. 


*FISCAL responsibility: 339.52 
tax increases or spending cuts? [by] Paul 
McCracken [et al] New York New York 
University Press 1973. 108 p. 21 cm. ISBN 
0-8147-5364-7 (Charles C. Moskowitz 
lectures) [HF1401] 73-18735 5.95 

1. United States—Economic policy. L 
McCracken, Paul, 


Law 340-349 


CARTER, James Coolidge, 1827- 
1905. 
Law: its origin, growth, and function, being 
a course of lectures prepared for delivery 
before the Law School of Harvard 
University. New York, Da Capo Press, 
1974. p. cm. ISBN 0-306-70631-8 (Da 
Capo Press reprints in American 
constitutional and legal history) Reprint of 
the 1907 ed. published by Putnam, New 
York. [LAW] 74-6413 13.50 
J. Law—Addresses, essays, lectures. 2. 
Jurisprudence-—-Addresses, essays, lectures. 
I. Title. 
Prepared from C.I.P. 


HODES, Scott. 340°.02°47 
What every artist and collector should 
know about the law. With a foreword by 
igure Hayden. New York, Dutton, 1974. 


340 


p. cm. (A Dutton visual book) 
[KF390.A7H63] 74-6350 9.95 
1. Law and art. I. Title. 
Prepared from C.I.P. 
STRICKLAND, Rennard. 340°.07°1173 


How to get into law school. Foreword by 
Charles M. Davison, Jr. New York, 
Hawthorn Books [1974] xii, 194 p. 25 cm. 
Bibliography: p. 180-182. [KF285.S8 1974] 
73-10885 7.95 


L Law  schools—United States— 
Admission. I. Title. 
WHITMAN, Robert, 1936- 340°.076 


comp. 
Preparation for the bar examination. [New 
York] Simon and Schuster [1974] 147 p. 
28 cm. (Simon and Schuster exam 
preparation series) On cover: Bar 
examination. [KF388.W44] 74-171068 4.95 
J. Law—United States—Examinations, 
questions, etc. I Title. I Title: Bar 
examination. 


EDWARDS, George 
Clifton, 1914- 
Pioneer-at-law, by George oa [st 
ed.] New York, Norton [1974] p. 
ISBN 0-393-07483-8 [KF373.E28E3] 74. 
7372 7.95 
1. Edwards, George Clifton, d. 1961. L 
Title. 
Prepared from C.I.P. 
eee Dorothy, 340’.092°4 B 
ae lawyer. New York, R. Speller [1974] 
cm. ISBN 0-8315-0141-3 
Autobiographical [KF373.F76A33] 74- 
1. Frooks, Dorothy, 1899- I. Title. 
Prepared from C.I.P. 


WIGDOR, David. 340.0924 B 
Roscoe Pound; philosopher of law. 
Westport, Conn., Greenwood Press [1974] 
>. cm. ISBN 0-8371-6419-2 (Contributions 


340.0924 B 
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in American history, no. 33) Includes 
bibliographical references. [KF373.P6W5] 
72-852 12.95 

1. Pound, Roscoe, 1870-1964. 
Prepared from C.I.P. 
KEETON, George 340.0942 

Williams, 1902- 

English law; the judicial contribution [by] 
George W. Keeton. Newton Abbot [Eng.] 
David & Charles [1974] 384 p. 22 cm. 
ISBN 0-7153-6410-3 Includes 
bibliographical references. [KD532.K4] 74- 
168536 

d. Judge-made 
History. I. Title. 
Distributed by David & Charles, Vermont; 


KIMBROUGH, Robert T., 
1902- 

Summary of American law, by Robert T. 
Kimbrough. Rochester, N.Y., Lawyers Co- 
operative Pub. Co., 1974. xxvi, 744 p. 26 
cm. "Based on American jurisprudence, 
first and second editions.” “Following each 
section heading ... are references to the 
specific sections of Am jur and Am jur 2d 
on which the text is based.” [KF386.K48] 
73-88586 15.00 

1. Law—United States—Compends. I. 
American jurisprudence. IT. Title. 


law—Great  Britain— 


340’.0973 


SCHWARTZ, Bernard, 
1923- 
The law in America. New York, McGraw- 


340°.0973 


Hill [1974] p. cm. ISBN 0-07-055678-4 
[KF352.S35] 74-5287 8.95 

1. Law—United States—History and 
criticism. I. Title. 

Prepared from C.I.P. 

SONNENSCHEIN, Hugo. 340.0973 
Law for the layman; a concise 
encyclopedia, edited by Hugo 


Sonnenschein. Chicago, English Language 
Institute of America [1974] 62 p. 28 cm. 
ISBN 0-8326-2205-2 [KF387.S585] 73- 
20694 
1. Law—United States—Popular works. I. 
Title. 


STORY, John Neil. 340.0973 
Perspectives of American law; cases on law 


and society, by John Neil Story and Lynn - 


M. Ward. St. Paul, West Pub. Co., 1974. 
xxvii, 532 p. 27 cm. [KF385.A4S76] 74- 
256 12.50 

L Law—United  States—Cases. 2. 
Sociological jurisprudence. I. Ward, Lynn 
M. joint author. II. Title. 


DEMING, Richard. 341 
Man and the world: international law at 
work. New York, Hawthorn Books [1974] 
xii, 190 p. 22 cm. The 3d part of a trilogy: 
the lst of which is Man and society: 
criminal law at work; the 2d, Man against 
man: civil law at work. [JX3110.D42M35] 
73-374 6.95 

1. International law. I. Title. 


MACDONALD, Ronald St. 
J., 1928- 

Canadian perspectives on international law 
and organization, edited by R. St. J. 
Macdonald, Gerald L. Morris [and] 
Douglas M. Johnston. [Toronto, Buffalo] 
University of Toronto Press [1974] xx, 972 
p. 26 cm. ISBN 0-8020-1974-9 English or 
French. Includes bibliographical references. 
[JX1515.Z5 1974] 72-98024 35.00 

l. Canada—Foreign relations—1945- 2. 
International law. I, Morris, Gerald L. 
joint author. I, Johnston, Douglas M. 
Joint author. HT. Title. 


341°.0971 


MACIVER, Robert Morrison, 
1882-1970. 

The nations and the United Nations. 
Prepared for the Carnegie Endowment for 
International Peace. Westport, Conn., 
Greenwood Press [1974] p. cm. ISBN 0- 
8371-7535-6 Reprint of the 1959 . ed. 
published by Manhattan Pub. Co., New 
York, in series: National studies on 
international organization. [JX1977.M26 
1974] 74-7382 10.00 

1. United Nations. I. Carnegie Endowment 
for International Peace. Il. Title. IIT. 
Series: National studies on international 
organization. 

Frepared from C.I.P. 


341.23 


WORTLEY, Ben Atkinson, 341.23 
1907- ed. 

The United Nations; the first ten years, 

edited by B. A. Wortley. Westport, Conn., 

Greenwood Press [1974, cl957] p. cm. 

ISBN 0-8371-7516-X [JX1977.W64 1974] 

74-5776 10.50 

i. United Nations. I. Title. 

Prepared from C.I.P. 


YESELSON, Abraham, 1921- 341.23 
A dangerous place; the United Nations as 
4 weapon in world politics [by] Abraham 
Yeselson & Anthony Gaglione. New York, 
Grossman Publishers, 1974. x, 240 p. 21 


cm. ISBN 0-670-25585-8 Includes 
bibliographical references. [JX1977.Y42 


1974] 73-16575 8.95 
I. United Nations. I. Gaglione, Anthony, 
joint author. II. Title. 


HISCOCKS, Richard. 341.232 
The Security Council; a study in 


adolescence. New York; Free Press [1974, 
c1973] 371 p. 22 cm. Bibliography: p. 
[331]-349. [JX1977.A593H57 1974] 73- 
18457 8.95 

i. United Nations. Security Council. 2. 
World politics—1945- I. Title. 


SoRENSEN, Max. 341.23°489 
Denmark and the United Nations, by Max 
Sorensen and Niels J. Haagerup. Prepared 
for the Carnegie Endowment for 
International Peace. Westport, Conn., 
Greenwood Press [1974] p. cm. ISBN 0- 
€371-7539-9 Reprint of the 1956 ed. 
published by Manhattan Pub. Co., New 
York, in series: National studies on 
international organization. Includes 
bibliographical references. [JX1977.2.D4S6 
1974] 74-7432 9.25 

1, United Nations—Denmark. I. Haagerup, 
Niels Jorgen, joint author. II. Carnegie 
Endowment for International Peace. II. 
Title. IV. Series: National studies on 
international organization. 

Prepared from C.I.P. 


KOKUSAIHO Gakkai. 341.23°52 
Japan and the United Nations; report of a 
study group set up by the Japanese 
Association of International Law. Prepared 
for the Carnegie Endowment for 
International Peace. Westport, Conn., 
Greenwood Press [1974] p. cm. ISBN 0- 
8371-7538-0 Reprint of the 1958 ed. 


published by Manhattan Pub. Co., New 
‘York, in series: National studies on 
international organization. Includes 


bibliographical references. [JX1977.2.J3K6 
1974] 74-7433 12.25 

i. United Nations—Japan. [ Carnegie 
Endowment for International Peace. II. 
Title. HI Series: National studies on 
international organization. 

Prepared from C.I.P. 


URUGUAY and the United — 341.23°895 
Nations. Westport, Conn., Greenwood 
Press [1974] p. cm. ISBN 0-8371-7536-4 
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”Prepared under the auspices ` of the 
Uruguayan Institute of International Law 
for the Carnegie Endowment for 
International Peace.” Reprint of the 1958 
ed. published by Manhattan Pub. Co., New 


York, in series: National studies on 
international organization. Includes 
bibliographical references. 


[JX1977.2.U7U73 1974] 74-8381 8.75 

1. United Nations—Uruguay. I. Instituto 
Uruguayo de Derecho Internacional. II. 
Carnegie Endowment for International 
Peace. HI. Series: National studies on 
international organization. 

Prepared from C.I.P. 


JESSUP, Philip Caryl, 
1897- 

The birth of nations [by] Philip C. Jessup. 

New York, Columbia University Press, 

1974, xiv, 361 p. illus. 23 cm. ISBN 0-231- 


341.26 


03721-X Includes bibliographical 
references. [JX1977.2.A1J48] 73-15515 
14.95 

1. United Nations. 2. States, New. I. Title. 
CLARK, Eric, fl.1969- 341.33 
Diplomat; the world of international 


diplomacy. New York, Taplinger Pub. Co. 
[1974, c1973] 276 p. 22 cm. ISBN 0-8008- 
2210-2 Published in 1973 under title: 
Corps diplomatique. Bibliography: p. [270}- 
271. [JX1662.C49 1974] 73-19076 8.50 

1. Diplomatic and consular service. I. Title. 


ANAND, Ram Prakash, 1933- 341.55 
International courts and contemporary 
conflicts [by] R. P. Anand. New York, 
Asia Pub. House [1974] xii, 479 p. 24 cm. 
ISBN 0-210-98129-6 Revision of the 
author’s thesis, Yale Law School, 1964. 
Includes bibliographical references. 
[JX1990.A2A55 1974] 74-170408 17.50 

1. International courts. I. Title. 


LAW and civil war in the 341.678 
modern world, edited by John Norton 
Moore. Baltimore, Johns Hopkins Press 
[1974] p. cm. ISBN  0-8018-1509-6 
Prepared in collaboration with Wolfgang 
G. Friedmann and published under the 
auspices of the American Society of 
International Law and the International 
Legal Research Fund of the Columbia Law 
School. Bibliography: p. [JX4541.L38] 73- 
19338 22.50 

1. Civil war—Addresses, essays, lectures. 
2. Intervention (International law)— 
Addresses, essays, lectures. I. Moore, John 
Norton, 1937- ed. II. Friedmann, Wolfgang 
Gaston, 1907-1972. III. American Society 
of International Law. 

Prepared from C.I.P. Pbk 8.95, ISBN 0- 
8018-1564-9 


CLYNE, Peter. 341.77 
An anatomy of skyjacking. London, 
Abelard-Schumann, 1973. 200 p. 23 cm. 
ISBN 0-200-72104-6 [LAW] 74-167147 

1. Trials (Hijacking of aircraft) 2. Hijacking 
of aircraft. I. Title. 

Dist. by Translantic Arts, 8.75. 


342’.73°062 
Committee on the 


UNITED States. 
Congress. House. 
Judiciary. 

Constitutional grounds for Presidential 

impeachment, by the impeachment inquiry 

staff, Committee on the Judiciary of the 

U.S. House of Representatives. 

Washington, Public Affairs Press [1974] 62 

p. 21 cm. Includes bibliographical 

references. [KF5075.A25 1974f] 74-77364 

1.00 (pbk.) 

i. Impeachments—United States. I. Title. 
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FISHBANE,: Joyce, 


- 342°.773°02 

1942- 
Politics of the purse; revenue and finance 
in the sixth Illinois Constitutional 


Convention [by] Joyce Fishbane and Glenn 
W. Fisher. Urbana, Published for the 
Institute of Government and Public Affairs 
by the University of Illinois Press [1974] 
p. cm. ISBN 0-252-00455-8 (Studies in 
Minois constitution making) Includes 
bibliographical references. [HJ405.F48] 74- 
3275 3.45 (pbk.) 

L- Ilinois. Constitutional Convention, 
1969-1970. 2. Finance, Public—Ilfinois. 3. 
Revenue—iliinois. I. Fisher, Glenn W., 


joint author. Jf. Illinois. University. 
Institute of Government and Public 
Affairs, II. Title. 

Prepared from C.LP. 

UNITED States. Indian 343°.73°025 


Claims Commission. 
Commission findings. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-0807-3 
(American Indian ethnohistory: North 
central and northeastern Indians) At head 
of title: Indians of Ohio, Indiana, Illinois, 


southern Michigan, and southern 
Wisconsin. [KF8208.A56I5 1974] 74- 
11292 21.00 


1. Indians of North America—Claims. I. 
Title. If, Title: Indians of Ohio, Indiana, 
Illinois, southern Michigan, and southern 
Wisconsin. III. Series. 
Prepared from C.I.P. 


ALI-ABA Course of 343’.73'052 
Study: Qualified Plans, Insurance, and 
Professional Corporations—III, 
Scottsdale, Ariz., 1974. 

ALI-ABA_ Course of Study: Qualified 

Plans, Insurance, and Professional 

Corporations—ITI; study materials. 

[Philadelphia] Joint Committee on 

Continuing Legal Education of the 

American Law Institute and the American 

Bar Association [1974] x, 100 p. 29 cm. 

Held Feb. 21, 22, and 23, 1974. 

[KF6449.Z9A14 1974] 74-170969 

Pension trusts—Taxation—United 

States. 2. Profit-sharing—Taxation—United 

States. 3. Insurance, Life—United States— 

Taxation. 4. Professional corporations-—- 

Taxation—United States. I Joint 

Committee on Continuing Legal Education 

of the American Law Institute and the 

American Bar Association. 


CRAVEN, George. 343’.73'053 
The gift tax [by] George Craven. Updated 
by David E. Seymour. New York, 
Practising Law Institute [1974] ix, 141 p. 
24 cm. (Estate planning and administration 
practice handbook series, no. 10) ”D1- 
0131.” Includes bibliographical references. 
[KF6594.Z9C7 1974] 73-93630 20.00 

1. Gifts—Taxation—United States. I. 
Seymour, David E. If. Title. HI. Series. 


RUTTER, William A., 
1928- 

Estate & gift tax, by William A. Rutter. 
8th ed. Gardena, Calif, Gilbert Law 
Summaries [1974- 1 v. (loose-leaf}) 28 cm. 
[KF6572.Z9R8 1974] 74-170404 5.50 

I. Inheritance and transfer tax—United 
States—Compends. 2. Guifts—Taxation— 
United States—Compends. I. Title. 


THOMPSON, George C. 343°.73'072 
Text, cases and materials on antitrust 
fundamentals, by George C. Thompson 
and Gerald P. Brady. 2d ed. St. Paul, 
Minn., West Pub. Co., 1974. viii, 274 p. 25 
cm. On spine: Antitrust fundamentals. 
First ed. published in 1964 under title: 
Antitrust fundamentals. Includes 


343’.73'053 
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bibliographical references. [KF1649.3.T45 
1974] 73-90148 

1. Trusts, Industrial—Usrited States—Law. 
L Brady, Gerald P., joint author. If. Title. 
Ill, Title: Antitrust fundamentals. 


AMERICAN Enterprise 343.73075 
Institute for Public Policy Research. 

Metric conversion bills. Washington, 
[1974] 24 p. 28 cm. ISBN 0-8447-0161-0 
(Its Legislative analysis, 93rd Congress, 
no. 14) Cover title. Includes bibliographical 
references. [KF1665.Z9A4] 74-169219 2.00 
(pbk.) 

1. Metric system-—-Law and legislation— 
United States. I. Title. If. Series. 


FISHER, Edward Cole, 
1900- 

Vehicle traffic law, by Edward C. Fisher. 
1974 rev. ed. by Robert H. Reeder. 
Evanston, TIL, Traffic Institute, 
Northwestern University [1974] xv, 339 p. 
29 cm. Bibliography: p. 317. [KF2230.F53 
1974] 74-77463 16.00 

I. Traffic regulations—United States. I. 
Reeder, Robert H., ed. IL. Title. 


AIR rights. 343°.73°097 
Donald H. Siskind, chairman. New York, 
Practising Law Institute [1974] 520 p. illus. 
22 cm. (Commercial Jaw and practice 
course handbook series, no. 103) "A4- 
2011." "Prepared for distribution at the 
Air Rights Workshop, February-March 
1974.” Pages 516-520 blank. Bibliography: 
p. 107-108. [KF580.A93] 74-169220 20.00 
1. Airspace (Law)—United States. I. 
Siskind, Donald H. II. New York (City). 
Practising Law Institute. II Title. IV. 
Series. 


MEXICO. Laws, 
Statutes, etc. 
Mexican labor law, as of January 10, 1974. 
Spanish-English ed. New York, Commerce 
Clearing House [1974] 489 p. 23 cm. 

[LAW] 74-76364 22.50 

1. Labor laws and legislation—Mexico. J. 
Commerce Clearing House. II. [Ley federal 
del trabajo (1969). English & Spanish] Il. 
Title. 


MALONE, Wex S. 344’.73’°01 
Cases and materials on the employment 


343’.73°0946 


344’.72°01 


relation, by Wex S. Melone, Marcus L.” 


Plant and Joseph W. Little. St. Paul, West 
Pub. Co., 1974. xxxvi, 1055 p. 27 cm. 
(American casebook series) [KF3368.M3] 
74-2569 18.50 

1. Labor laws and lfegislation—United 
States—Cases. I. Plant, Marcus L., 1914- 
joint author. II Little, Joseph W., joint 
author. III, Title. IV. Series. 

STATSKY, William 344’.73°0176134 

P. 

Introduction to paralegalism: perspectives, 
problems, and skills, by William P. Statsky. 
St. Paul, West Pub. Co., 1974. xxiii, 725 p. 
illus. 27 cm. (Paralegal series) 
Bibliography: p. 685-701. [KF320.L4S73] 
74-4614 15.00 

1. Legal assistants—United States. I. Title. 


ALI-ABA Course of 
Study: Environmental 
Francisco, 1974. 

ALLABA Course of Study: Environmental 

Law—lV; study materials. [Philadelphia] 

Joint Committee on Continuing Legal 

Education of the American Law Institute 

and the American Bar Association [1974] 

xiii, 323 p. illus. 29 em. *Cosponsored by 

the Smithsonian Institution with the 

cooperation of the Environmental Law 

Institute.” "Coastal zone management 


344’.73°046 
Law—IV, San 


AMERICAN BOOK PUBLISHING RECORD 


bibliography”: p. 237+239. [KF3775.Z9A14 
1974] 74-167235 

i. Environmental law—United States. 2. 
Environmental law-—California. I Joint 
Committee on Continuing Legal Education 
of the American Law Institute and the 
American Bar Association. IT. Smithsonian 
Institution. HI. Environmental Law 
Institute. IV. Title: Environmental Law— 


LYNDON B. Johnson 
School of Public Affairs. 
Environmental impact statements: effects 
on program implementation; a report by 
the environmental impact statements 
policy research project. Lyndon B. Johnson 
School of Public Affairs, the University of 
Texas at Austin. [Austin] 1974. xiti, 152 p. 
illus. 28 cm. (Its Policy research project 
report no. 4) Bibliography: p. 80-81. 
[KF3775.L9] 73-620249 3.95 (pbk.) 
1. Environmental law—United States. 2. 
Environmental impact statements. I. Title. 
IT. Series. 


344’.73'046 


HANNAH, Harold 
Winford, 1911- 
Law for the veterinarian and livestock 
owner, by H. W. Hannah and Donald F. 
Storm. 3d ed. Danville, Hl., Interstate 
Printers and Publishers [1974] xv, 262 p. 


344.73049 


24 cm. [KF3835.Z9H3 1974] 73-89703 
6.95 
1 Veterinary hygiene——-Law and 


legislation—United States—Compends. 2. 
Veterinarians—Legal status, laws, etc.—~ 
United States—Handtooks, manuals, etc. 
3. Animal industry--Law and legislation— 


United States—-Compends. 1. Storm, 
Donald F., joint author. If. Title. 
MORRIS, Arval A. 344’.73°07 


The Constitution and American education, 
by Arval A. Morris. St. Paul, West Pub. 
Co., 1974. xxxiv, 883 p. 27 cm. (American 
casebook series) [KF4118.M67] 74-257 14.00 
J. Educational law and legislation—United 
States—-Cases. 2. United  States— 
Constitutional law--Cases. 3. Education 
and state—United States. I. Title. I. 
Series. 


HOGAN, John Charles. 344°.73°079 
The schools, the courts, and the public 
interest [by] John C. Hogan. Lexington, 
Mass., Lexington Books [1974] xvi, 262 p. 
illus. 22 cm. ISBN 0-669-86892-2 
(Lexington Books politics of. education 
series) Bibliography: p. 207-241. 
([KF4155.H6] 73-1005 15.00 

1. Right to education—United States. 2. 
Educational equalization—United States. I. 
Title. 


ST. John-Stevas, 
Norman. 
Obscenity and the law. New York, Da 
Capo Press, 1974. p. cm. ISBN 0-306- 
70602-4 (Civil liberties in American 
history) Reprint of the 1956 ed. published 
by  Secker & Warburg, London. 
Bibliography: p. [KD8075.82 1974] 74- 
8538 13.50 
1. Obscenity (Law)—Great Britain. 2. 
Obscenity (Law) I. Title. If. Series. 
Prepared from C.I.P. 


345.0274 


GOODMAN, 345'.42°025230924 B 
Jonathan. 
The trial of Ruth Ellis, with an 


introduction and edited by Jonathan 
Goodman and Patrick Pringle. Newton 
Abbot, David & Charles [1974] 156 p. 
illus, map. 22 cm., ISBN 0-7153-6421-9 
(Celebrated trials series) [KD373.E4G6] 
74-166965 


AUGUST 31,1974 


1l. Ellis, Ruth, 1926-1955. I Pringle, 
Patrick, joint author. I. Title. 

Distributed by David & Charles, Vermont; 
11.50. 


GETTY, Gerald W. 345°.73°00924 B 
Public defender [by] Gerald W. Getty and 
James Presley. New York, Grosset & 
Dunlap [1974] 376 p. 22 cm. ISBN 0-448- 
01023-2 [KF373.G48A36] 73-14130 9.95 
i. Getty, Gerald W. 2. Lawyers— 
Chicago—Correspondence, reminiscences, 
etc. 3. Public defenders-—United States. 4. 
Chicago—History. I. Presley, James, joint 
author. IT. Title. 


ANTHONY, Susan 345°.73°0232 
Brownell, 1820-1906, defendant. 

An account of the proceedings on the trial 
of Susan B. Anthony on the charge of 
illegal voting at the presidential election in 
Nov., 1872. New York, Arno‘ Press, 1974. 
p. em. ISBN 0-405-06072-6 (Women in 
America: from colonial times to the 20th 
century) Reprint of the 1874 ed. printed 
by Daily Democrat and Chronicle Book 
Print, Rochester, N.Y. [KF223.A58D3 
1974] 74-3923 12.00 

1. Anthony, Susan Brownell, 1820-1906. 2. 
Presidents—United States-—Election— 
1872. I. Title. If. Series. 

Prepared from C.I.P. 


ASSIGNED criminal 345.7305 
counsel New York, Practising Law 
Institute [1974] 200 p. 22 cm. (New York 
law and practice course handbook series, 
no. 42) "Prepared for distribution at the 
Assigned Criminal Counsel Seminar, 
March 1-2, 1974, in New York City.” 
Presented by the Association of the Bar of 
the City of New York and others. Pages 
199-200 blank. ”F4-2774.” Includes 
bibliographies: [KF9646.Z9A8] 74-169221 
.0 


i. Public defenders—United States. 2. 
Criminal procedure—United States. I. New 
York (City). Practising Law Institute. II. 
Association of the Bar of the City of New 
York. III. Title. IV. Series. 


BLUMBERG, Abraham S. 345°.73’05 
Criminal justice [by] Abraham S. 
Blumberg. With a new introd. by the 
author. New York, New Viewpoints [1974, 


c1967] xl, 212 p. 21 cm. ISBN 0-531- 
06441-7 Includes bibliographical 
references. [KF9223.Z9B48 1974] 73- 


22461 6.95; 2.95 (pbk.). 
I. Criminal justice, Administration of— 
United States. I. Title. 


GOLDSTEIN, Joseph. 
Criminal law; 


345’.73°05 
theory and process [by] 


Joseph Goldstein, Alan M. Dershowitz 
[and] Richard D. Schwartz. New York, 
Free Press [1974] p. cm. ISBN 0-02- 
912310-0 Edition for 1962 by J. C. 
Donnelly, J. Goldstein, and R. D. 
Schwartz. [KF9223.A7G63] 73-22533 
22.50 


i. Criminal justice, Administration of— 
United States—Cases. I. Dershowitz, Alan 
M., joint author. If. Schwartz, Richard D., 
1925- joint author. HI. Donnelly, Richard 
C. Criminal law. IV. Title. 

Prepared from C.I.P. 


HUTNICK, Melroy B. 345°.73'05 
Criminal law and court procedures [by] 
Melroy B. Hutnick. Albany, Delmar [1974] 
v, 168 p. illus. 27 cm. (Delmar law 
enforcement series) [KF9219.3.H88] 73- 
11825 7.80 

1. Criminal law—United  States— 
Compends. 2. Criminal procedure—United 
States—Compends. I. Title. 


MELISNER, Michael, 343°.73°077 


Cruel and unusual: the Supreme Court and 
capital punishment. [lst ed.] New York, 
Distributed by W. Morrow [1974, c1973] 
x cm. ISBN 0- 688-05301- 7 Morrow 
zaperback editions.” Includes 
aibliographical references. [KF9227.C2M4 
1974] 74-7063 3.95 

Ł United States. Supreme Court. 2. Capital 
eunishment—United States. I. Title. 
Frepared from C.I.P. 


CALIFORNIA. Laws, 
statutes, etc. 
The penal code of the State of California, 
with amendments up to the end of the 
1973 regular session of the Legislature. 
The complete peace officers ed. With 
appendix of other penal laws, including 
Uniform controlled substances act, Juvenile 
court law, selected sections from the 
Alcoholic beverage control law, and titles 
&, 18, 26 of the United States Code. Los 
anger Legal Book Corp [1974] vii, 1041 
É: cm. ISBN  0-910874-30-1 
Fkrei1oo. A335A2 1974] 73-91301 10.00 
a. Criminal law—California. 2. Criminal 
procedure—California. f. Title. 


345°.794°002633 


STOW, Marietta Lois 
Beers, d.1902. 
Probate confiscation; unjust laws which 
govern woman [by] Mrs. J. W. Stow. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
£05-06123-4 (Women in America: from 
colonial times to the 20th century) Reprint 
cf the 1878 ed. published and sold by the 
euthor; printed by Rand, Avery, Boston. 
[KFC205.S76 1974] 74- 3974 22.00 
~. Probate law and practice—California. 2. 
Widows—California. I. Title. II. Series. 
Prepared from C.I.P. 


HARGRAVE, Francis, 
17417-1821. 
«in argument in defence of literary 
property [by] Francis Hargrave, and four 
tracts on freedom of the press. New York, 
Garland Pub., 1974. p. cm. ISBN 0-8240- 
0969-X (The English book trade, 1660- 
2853) Reprint of the 1774 ed. of 
Hargrave’s work printed for the author, 
London; of the 1790 ed. of Letters on the 
proper liberty of the press, by an 
Englishman, London printed, and reprinted 
for P. Byrne and others, Dublin; of the 
1790 ed. of Liberty of the press, a letter 
addressed to the National Assembly of 
France, by R. Pigot, printed for the 
booksellers of London, Paris; of the 1791 
ed. of Areopagitica, an essay on the liberty 
of the press, dedicated to the Rt. Hon. 
Charles James Fox, printed for J. 
Deighton, London; and of the 1821 ed. of 
On the liberty of the press, and public 
discussion, by J. Bentham, printed for W. 
Hone, London. [LAW] 74-11200 22.00 
1. Copyright. 2. Liberty of the press. I. 
Title. IL. Series. 
Prepared from C.I.P. 


THE Literary 346’.42°0482 
property debate: eight tracts, 1774-1775. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-0968-1 (The English book 
zrade, 1660-1853) Reprint of 8 tracts and a 


345’.794°077 


346.048°2 


pamphlet originally published between 
1774 and 1795. [KD1300.A75L5] 74- 
11289 22.00 


1. Copyright—Great Britain. I Title. I. 
Series. 
Prepared from C.LP. Contents omitted. 


DLYNE, Peter, LL.M. 346’.42’077 
How not to pay your debts: a handbook 
Zor scoundrels? Illustrated by Frank 
Dickens. London, Abelard-Schuman, 1973. 


300 SOCIAL SCIENCE 


89 p. illus. 20 cm. ISBN 0-200-72096-1 
Label stamped on t.p.: Transatlantic Arts, 
inc., Levittown, N.Y.; sole distributor for 
ae eae ([HF5556.C57] 74-170333 2.50 
pbk.). 

1. Collecting of accounts. 2. Credit. 3. 
Bankruptcy. I. Title. 


FOSTER, Henry 
Hubbard, 1911- 
A "Bill of rights” for children, by Henry 
H. Foster, Jr. With a foreword by Justine 
Wise Polier. Springfield, IH., Thomas 
(1974, cl973] ISBN 0-398-02985-7 
(American lecture series, publication no. 
927. A monograph in American lectures in 
behavioral sciences and law) [KF479.F68] 
73-12718 7.50 
1. Children—Law—United States. I. Title. 
Prepared from C.I.P. Prepared from C.I.P. 
Pbk. 4.95, ISBN 0-398-02986-5 


PACKARD, Elizabeth 
Parsons Ware, 1816-1895. 
Great disclosure of spiritual wickedness!! 
in high places. With an appeal to the 
Government to protect the inalienable 
rights of married women. New York, Arno 
Press, 1974 [c1864] p. cm. ISBN 0-405- 
06114-5 (Women in America: from 
colonial times to the 20th century) Reprint 
of the ed. published by the author, Boston. 
[KF228.P3M6 1974] 74-3965 9.00 
1. Packard, Elizabeth Parsons Ware, 1816- 
1895. 2. Insanity—Jurisprudence—United 


346.73013 


346.73013 


States. 3. Women-—Legal status, laws, 
etc.—United States. I. Title. II. Series. 
Prepared from C.I.P. 

SLOAN, Irving J. 346’.73°013 


Youth and the law; rights, priviledges and 
obligations, by Irving J. Sloan. 2d ed. 
Dobbs Ferry, N.Y., Oceana Publications, 
1974. p. cm. ISBN 0-379-11097-0 (Legal 
almanac series, no. 46) The original Legal 
almanac series no. 46 was published in 
1958 under title: Legal status of young 
adults, by P. J. T. Callahan. [KF479.Z9S55 
1974] 74-6493 4.00 

d. Children—Law—United States. I 
Callahan, Parnell Joseph Terence. Legal 
status of young adults. II. Title. 

Prepared from C.I.P. 


CLARK, Homer 
Harrison, 1918- 
Cases and problems on domestic relations, 
by Homer H. Clark, Jr. 2d ed. St. Paul, 
West Pub. Co., 1974. xxxii, 918 p. 27 cm. 
(American casebook series) Cover title: 
Domestic relations. [KF504.C545 1974] 
74-420 14.50 
1. Domestic relations—United States— 
Cases. I. Title. IT. Series. 


HILL, Myron G., 1936- 346.7303 
Remedies: equity—damages—restitution 
for law school and bar examinations, by 
Myron G. Hill, Jr., Howard M. Rossen, 
and Wilton S. Sogg. St. Paul, West Pub. 
Co., 1974. xxiv, 190 p. 25 cm. (Smith’s 


346’.73°015 


review legal gem series) Includes 
bibliographical references. [KF400.H5] 74- 
3704 15 .00 


I. Equity—United States. 2. Damages— 
United States. 3. Restitution—United 
States. I. Rossen, Howard M., 1936- joint 
author. Il. Sogg, Wilton S, 1935- joint 
author. III. Title. 


NOEL, Dix W. 346.73038 
Products liability in a nutshell, by Dix W. 
Noel and Jerry J. Phillips. St. Mea West 
Pub. Co., 1974. xxxi, 365 p. 19 cm. 
(Nutshell series)[KF1296.Z9N6]74-2786 5.00 
1. Products lability—United States— 
Compends. I. Phillips, Jerry J, 1935- joint 
author. H. Title. 
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ALI-ABA Course of 346’.73°0437 
Study: Modern Real Estate Transactions 
—VI, Scottsdale, Ariz., 1974. 

ALI-ABA Course of Study, Modern Real 

Estate Transactions—VI; study materials. 

[Philadelphia] Joint Committee on 

Continuing Legal Education of the 

American Law Institute and the American 

Bar Association [1974] xiii, 394 p. 29 cm. 

Held Feb. 21, 22, and 23, 1974. 

(KF665.A514 1974] 74-169242 

1. Vendors and purchasers—United States. 

2. Real estate business---Taxation—United 

States. 3. Real estate investment trusts— 

United States. I Joint Committee on 

Continuing Legal Education of the 

American Law Institute and the American 

Bar Association. 


WILLIAMS & 346’.73'04820264 
Wilkins Company, Baltimore, plaintiff. 
The Williams & Wilkins case (The 
Williams & Wilkins Company v. the 
United States), Introd. by Nicholas L. 
Henry. [New York] Science 
Associates/ International [1974- p. 
{KF228.W48H4] 74-12461 17.50 
i. Williams & Wilkins Company, 
Baltimore. 2. Fair Use (Copyright)—United 
States. I. United States, defendant. IL 
United States. Court of Claims. III. Title. 
Prepared from C.I.P. 


PRACTICAL will 346’.73°054 
drafting, 1974. Michael J. Weinberger, 
chairman. New York, Practising Law 
Institute’ [1974] 416 p. forms. 22 cm. 


- (Estate planning and administration course 


- 


handbook series, no. 44) ”D4-2156.” 
”Prepared for distribution at the practical 
will drafting seminar, April-July 1974.” 
Includes bibliographical references. 
[KF755.Z9P762] 74-170985 20.00 

1. Wills—United States. I. Weinberger, 
Michael J. II New York (City). Practising 
Law Institute. III. Title. IV. Series. 


REAMS, Bernard D. 346’.73°065 
Law for the businessman, by Bernard D. 
Reams, Jr. Dobbs Ferry, N.Y., Oceana 
Publications, 1974. p. cm. ISBN 0-379- 
11095-4 (Legal almanac series, no. 73) 
[KF889.6.R4] 74-8901 4.00 

1. Business law—-United States. I. Title. 
Prepared from C.I.P. 


HAGEN, Willis W. 346°.73°07 
Digest of business law [by] Willis W. 
Hagen [and] Gordon H. Johnson. 
Dubuque, Iowa, Kendall/Hunt Pub. Co. 
[1974] viii, 224 p. 23 cm. ISBN 0-8403- 
0920-1 [KF889.3.H26] 74-77276 5.95 (pbk.) 
l. Business law---Linited States. I. Johnson, 
Gordon H., joint author. If. Title. 


DONNELLEY SEC 346’.73°092 
handbook. Bruce J. McWhirter, editor. 
Richard D. Jacobson, accounting editor. 
[Rev. as of February 1, 1974] Chicago, R. 
R. Donnelley [1974] 2 v. 23 cm. "A 
service of the Financial Printing Division 
of R. R. Donnelly & Sons Company.” The 
compilation includes Securities act of 1933, 
Trust indenture act of 1939, and Securities 
exchange act of 1934. [KF1434 1974] 74- 
168181 

i. United States. Securities and Exchange 
Commission. 2. Securities—United States. 
I. McWhirter, Bruce J, ed. II Jacobson, 
Richard D., ed. HI. Donnelly (R. R.) and 
Sons Company. Financial Printing Dept. 
IV. United States. Laws, statutes, ete. 
Securities act of 1933. 1974. V. United 
States. Laws, statutes, etc. Securities 
exchange act of 1934. 1974. VI. United 
States. Laws, statutes, etc. Trust indenture 
act of 1939. 1974. 
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ALI-ABA Course of 346’.73°0920269 
Study: Litigation under the Federal 
Securities Laws, Emsry University 
School of Law, 1974. 

AL!I-ABA Course of Study: Litigation 

under the Federal Securities Laws; study 

materials. [Philadelphia] Joint Committee 
on Continuing Legal Education of the 

American Law Institute and the American 

Bar Association [1974] xiv, 468 p. 29 cm. 

*Consponsored by Emory University 

School of Law.” Includes bibliographical 

references. [KF8925.S7A14 1974] 74- 

167322 

1. Stockholders—United States. 2. Trial 

practice—United States. 3. Class actions 

(Civil procedure}—United States. I Emory 

University, Atlanta. School of Law. IL. 

Joint Committee on Continuing Legal 

Education of the American Law Institute 

and the American Bar Association. II], 

Title: Litigation under the Federal 

Securities Laws. 


SUTTER, John H. 346’.794°036 
Landslide and subsidence liability [by] 
John H. Sutter [and] Mervyn L. Hecht. 
Berkeley, California Continuing Educetion 
of the Bar [1974] xviii, 240 p.. 23 cm. 
(California practice book no. 65) 
Bibliography: p. 2. [KFC320.L3S9] 73- 
620016 

1. Liability for landsiide damages— 
California. 2. Disaster relief—California. 3. 
Insurance, Landslide—California. I. Hecht, 
Mervyn L., joint author. I. California 
Continuing Education of the Bar. ITI. Title. 
IV. Series. 


MAITLAND, Frederic 
William, 1850-1906. 
Justice and police. New pref. by Henry 
Paolucci. New York, AMS Press [1974] p. 
cm. ISBN 0-404-09179-2 (Foundations of 
criminal justice) Reprint of the 1885 ed. 
published by Macmillan, London, which 
was issued as v. 4 of The English citizen: 
his rights and responsibilities. [KD7100.M3 
1974] 77-38669 15.00 
I. Courts—Great Britain. 2. Justice, 
Administration of-—Great Britain. T. Title. 
Il, Series: The English citizen: his rights 
and responsibilities, v. 4. 
Prepared from C.I.P. 


NELSON, Dorothy W. 3477.73 
Cases and materials on judicial 
administration and the administration of 
justice, by Dorothy W. Nelson. St. Paul, 
West Pub. Co., 1974. xli, 1032 p. 27 cm. 
(American casebook series) On  ccver: 
Judicial administration and the 
administration of justice; cases and 
materials. [KF8700.A7N44] 73-93849 13.50 
1. Judicial process—United States—Cases. 
2. Justice, Administration of—Urited 
States—-Cases. I. Title. Ik Title: Judicial 
administration and the administration of 
justice. II. Series. 


347.42 


JACKSON, Donald Dale, 347.7314 
1935- 

Judges. [ist ed.] New York, Atheneum, 

1974. xii, 433 p. 25 cm. ISBN 0-689- 

10595-9 Includes bibliographical 

references. [KF8775.J3] 73-91633 10.00 

I. Judges—United States. I Title. 


ABRAHAM, Henry 347’.73'2634 
Julian, 1921- 

Justices and Presidents; a political hiszory 

of appointments to the Supreme Court [by] 

Henry J. Abraham. New York, Ox7ord 

University Press, 1974. ix, 310 p. 22 cm. 

Bibliography: p. 295-298. [KF8742.472] 

73-90341 10.00 

1. United States. Supreme Court. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


COUND, John J. 347.735 
Civil procedure, cases and materials, by 
John J. Cound, Jack H. Friedenthal [and] 
Arthur R. Miller. 2d ed. St. Paul, West 
Pub. Co., 1974. lxiv, 1186 p. 27 cm. 
(American casebook series) Bibliography: 
p. xlv-lxiv. [KF8839.C6 1974] 74-200018.50 
1. Civil procedure—United States—Cases. 
I Friedenthal, Jack H., joint author. Il. 
Miller, Arthur Raphael, 1934- joint author. 
III. Title. IV. Series. 


CURRENT problems in 347.735 
Federal civil practice. Barry H. Garfinkel, 
chairman. New York, Practising Law 
Institute [1974] 800 p. 22 cm. (Litigation 
course handbook series, no. 66) ”H4- 
3802.” ”Prepared for distribution at the 
current problems in Federal civil practice 
seminar, March-May 1974,” Includes 
bibliographical references. [KF8840.C87] 
74-169222 20.00 ‘ 

i. Civil procedure—United States. L 
Garfinkel, Barry H., 1928- II. New York 
(City). Practising Law Institute. IT. Title. 
LV. Series. 


ALI-ABA Course of 347’.73'6 
Study: Parctice Under the Proposed New 
Federal Rules of Evidence-—TII, Los 
Angeles, 1974. 

ALI-ABA Course of Study: Practice Under 

the Proposed New Federal Rules of 

Evidence—II; study materials. 

[Philadelphia] Joint Committee on 

Continuing Legal Education of the 

American Law Institute and the American 

Bar Association [1974] x, 148 p. 29 cm. 

’Cosponsored by the California Continuing 

Education of the Bar.” [KF8935.Z9A15 

1974] 74-169174 

1. Evidence (Law)—United States. 2. 

Evidence (Law)—California, I. Joint 

Committee on Continuing Legal Education 

of the American Law Institute and the 

American Bar Association. II California 

Continuing Education of the Bar. III. Title: 

Practice Under the Proposed New Federal 

Rules of Evidence—Il. 


DAVIS, William 

Thomas, 1822-1907. 
History of the judiciary of Massachusetts. 
New York, Da Capo Press, 1974 [c1900] 
p. cm. ISBN 0-306-70613-X (Da Capo 
Press reprints in American consitutional 
and legal history) Reprint of the ed. 
published by Boston Book Co., Boston. 
[KFM2478.D3 1974] 74-8535 18.50- 

1.  Law—Massachusetts—History and 
criticism. 2. Courts—Massachusetts. 3. 


347’.744009 


Lawyers—Massachusetts. 4. Judges— 
Massachusetts. I. Title. 

Prepared from C.I.P. ; 
MINNESOTA. Courts. 347.77605 
Minnesota rules of court, 1974. [As 


amended to December 1, 1973] St. Paul, 
West Pub. Co. [1974] 1014 p. 26 cm. 
[KFM5929.A2 1974] 74-167244 11.50 

1, Court rules—Minnesota. I. Title. 
Contents omitted. 


AMERICAN Enterprise 348°.73°26 
Institute for Public Policy Research. 

Review: 1973 session of the Congress and 
index of AEI publications. Washington 
[1974] 62 p. 28 cm. ISBN 0-8447-0162-9 
(Its Legislative analysis, 93rd Congress, 
no. 15) Cover title. [KF42.2 1974] 74- 
169218 2.00 (pbk.) 

1. Legislation—United States. I. Title. If. 
Series, 


SHEPHARD'S New 348.749047 
Jersey citations .. 6th ed.: Cases and 
statutes supplement, 1968-1974. [Compiled 
by the publisher’s editorial staff] Colorado 


AUGUST 31,1974 


Springs, Shepard’s Citations [1974] 518 p. 
26 cm. [KFN1839.S512 1974] 74-4493 

1. Annotations and citations (Law)—New 
Jersey. I. Shepard’s Citations, ine. H. 
Shepard’s New Jersey citations: cases. 6th 
ed. II. Shepard’s New Jersey citations: 
statutes. 6th ed. 


LEVINE, Charles H. 352°.0083°0973 
Racial conflict and the American mayor; 
power, polarization, and performance [by] 
Charles H. Levine. Lexington, Mass., 
Lexington Books [1974] p. cm. ISBN 0- 
669-90233-0 [JS363.L47] 73-11646 13.00 
1. Mayors—United States. 2. Mayors— 
United States—Case studies. 3, United 
States—Race question—Case studies. 1. 
Title. 

Prepared from C.I.P. 


KUMAR, Sushil, M.A. 352.054’82 
State-panchayati raj relations; a study of 
supervision and control in Tamil Nadu [by] 
Sushil Kumar and K. Venkataraman. New 
York, Asia Pub. House [1974] xii, 148 p. 
22 cm. ISBN 0-210-40503-1 (Asia 
monograph 24) Bibliography: p. 137-143. 


[JS7025.T33A24 1974] 74-170880 7.95 
(lib. bdg.) 

1. Local government—Tamil Nadu—State 
supervision. Venkataraman, 


Krishnaswamy Iyer, 1935- joint author. II. 
Title. TII. Series: Asia monographs, 24. 


STRUCTURE, environment, and 353 
policy actions: exploring a model of policy- 
making [by] Randali B. Ripley [and others] 
Beverly Hills, Sage Publications [1974, 
1973] 56 p. 22 cm. ISBN 0-8039-0304-9 
(Sage professional papers in American 
politics, ser. no. 04-006) Bibliography: p. 
41-43. [JK421.875] 73-87849 2.40 (pbk.). 
1. United States—Executive departments. 
2. Administrative agencies—United States. 
3. Policy sciences. I. Ripley, Randall B. 


TURNER, David Reuben, 
1915- 2 
Federal service entrance examinations, by 
David R. Turner. [9th ed.] New York, 
Arco [1974] 384 p. illus. 27 cm. ISBN 0- 
668-00528-9 (Arco civil service test tutor) 
”The complete study guide for scoring 
high.” Prepared in 1956 by Arco 
Publishing Company. [JK716.A726 1974] 
73-78532 5.00 (pbk.) 
T: Civil service—United 
Examinations. I. Arco 
Company, New York. Federal service 
entrance examinations. IT. Title. 


353.003 


States— 


CONFERENCE of 353.0081 
Government Secrecy, New York, 1973. 
None of your business; Government 
secrecy in America. Edited by Norman 
Dorsen and Stephen Gillers, with an 
introd. by Anthony Lewis. New York, 
Viking Press [1974] xx, 362 p. 22 cm. 
ISBN 0-670-51500-0 “Proceedings of a 
conference ... held in New York on May 
18-19, 1973, sponsored jointly by the 
Committee for Public Justice and the 
Arthur Garfield Hays Civil Liberties 
Program.” Includes bibliographical 
references. [JK468.S4C65 1973] 73-17685 

12.50 

L. Government information—United 
States—Congresses. I. Dorsen, Norman, 
ed. If. Gillers, Stephen, 1943- ed. IM. 
Committee for Public Justice. IV. Arthur 
Garfield Hays Civil Liberties Program. V. 
Title. 


Publishing . 


za 


QUINLAN, Sterling. 353.00996 
The hundred million dollar lunch. Chicago, 
J. P. O’Hara [1974] xiv, 241 p. 24 cm. 
ISBN 0-87955-310-3 [HE8700.8.Q5 1974] 
73~20838 6.95 

4. United States. Federal Communications 
Commission. 2. Television industry— 
inited States. I. Title. i 


HARDIN, Charles Meyer. 353.02 
fesidential power & accountability; 


tcward a new Constitution [by] Charles M. 
Hardin. Chicago, University of Chicago 
Press [1974] 257 p. 22 cm. ISBN 0-226- 
3623-8 Includes bibliographical 
references. [IK305.H37] 73-92022 7.95 

1 Separation of powers—United States. 2. 
Folitical parties—United States. 3. 
C'pposition (Political science) I. Title. 


BERGER, Raoul, 1901- 353.032 
Executive privilege: a constitutional myth. 
Cambridge, Mass., Harvard University 
Press, 1974. xvi, 430 p. 25 cm. ISBN 0- 
674-27425-3 (Studies in legal history) 
Bibliography: p. 391-399. [KF4570.B47] 
73-93837 14.95 

I Executive privilege (Government 
‘eformation)—United States. I. Title. H. 
Series. 


ERECKENRIDGE, Adam 
Carlyle, 1916- 

The executive privilege; Presidential 
control over information. Lincoln, 
niversity of Nebraska Press [1974] vii, 
138 p. 21 cm. ISBN 0-8032-0835-9 
Tacludes bibliographical references. 
*-K468.S4B74] 73-82011 7.95 

i. Executive privilege (Government 
faformation)—United States. I. Title. 


353.03°6 


353.03'2 


HIGH crimes and 
misdemeanors; selected materials on 
impeachment. New York, Funk & 
Wagnalls [1974] p. cm. ISBN 0-308- 
oun [KF4958.A7H5] 74-9624 3.95 
zbk.) 

i Impeachments—United States—Cases. 
Frepared from C.I.P. 


DERTHICK, Martha. 353.9°292 
Retween State and Nation; regional 
crganizations of the United States [by] 
Martha Derthick, with the assistance of 
Gary Bombardier. Washington, Brookings 
Lastitution [1974] ix, 242 p. 23 cm. ISBN 
C-8157-1812-8 Includes bibliographical 
references. [JK325.D46] 74-727 7.95 

.. Federal government—United States— 
Case studies. 2. Regionalism-—United 
‘states—Case studies. 3. Regional 
Blanning—United States—Case studies. I. 
Bombardier, Gary, joint author. Il. Title. 
2.95 (pbk.) ISBN 0-8157-1811-X. 


‘TITUS, David Anson, 
1934- 

walace and politics in prewar Japan. New 

York, Columbia University Press, 1974. p. 

cm. ISBN 0-231-03622-1 Bibliography: p. 

(1Q1641.T55] 74-6109 20.00 : 


< 


354’.5270312 


. Japan. Kunaisho—History. 2. Japan— 
Smperors. 3. Japan—Constitutional 
aistory. 4. Japan—Politics and 
gzovernment—1868- I. Title. 

Prepared from C.I.P. 


mMACCLOSKEY, Monro. 355.0023 
Your future in the military services. [ist 
ed.]} New York, Richards Rosen Press 
{1974] xi, 243 p. illus. 22 cm. ISBN 0- 
%239-0294-3 (Careers in depth, 105) 
[UB147.M3] 73-89978 4.80 (lib. bdg.). 

i, United States—Armed  Forces— 
Vocational guidance. 2. Military service as 
a profession. I. Title. 


. PETERSEN, Peter Barron. 
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CONFERENCE American- 355.03'018271 

Allied Relations in Transition, Juan-les- 

Pins, France, 1973. 
Strategy for the West; American-Allied 
relations in transition. Editors: Richard B. 
Foster, Andre Beaufre [and] Wynfred 
Joshua. New York, Crane, Russak [1974] 
xiv, 258 p. 24 cm. ISBN 0-8448-0274-3 
Conference sponsored by the Strategic 
Studies Center of Stanford Research 
Institute, held May 3-6, 1973. Includes 
bibliographical references. [UA646.C67 
1973] 73-91532 11.00 
de Europe—Defenses—Congresses. 2. 
United States—Foreign relations— 
Europe—Congresses. 3. Europe—Foreign 
relations—United States—Congresses. 4. 
Strategy—Congresses. I, Foster, Richard 
B., ed. Il. Beaufre, Andre, ed. II. Joshua, 

Wynfred, ed. IV. Stanford Research 
Institute. Strategic Studies Center. V. Title. 
LAWRENCE, Richard D., 355.03°3073 
U.S. force structure in NATO; an 
alternative; a staff paper [by] Richard D. 
Lawrence and Jeffrey Record. Washington, 
Brookings Institution [1974] p. cm. ISBN 
0-8157-5171-0 (Studies in defense policy) 
Includes bibliographical references. 
(UA646.5.U5L38] 74-1436 2.50 (pbk.) 
1. North Atlantic Treaty Organization— 
United States. 2. United States--Military 
policy. 3. Europe--Defenses. I. Record, 
Jeffrey, joint author. Il. Title. III. Series. 
Prepared from C.I.P. 


355.1 
Against the tide: the argument in favor of , 
the American soldier [by] Peter B. 
Petersen. New Rochelle, N.Y., Arlington 
House [1974] p. cm. Bibliography: p. 
[U22.3.P47] 74-10970 9.95 

1. Soldiers—United States. 2. Vietnamese 
Conflict, 1961- —Psychological aspects. 3. 
Sociology, Military. I. Title. 

Prepared from C.LP. 


CROWELL, Joan, 
1921- 

Fort Dix stockade; our prison camp next 

door. New York, Links [1974] xix, 169 p. 

illus. 23 cm. ISBN  0-8256-3035-5 

[(UB804.N5C76] 73-89672 9.95 

1. Fort Dix, N.J. 2. Prison riots-~Fort Dix, 

NJ. 3. Vietnamese Conflicts, 1961- — 

Protest movements—-United States. I. Title. 

Pbk., 3.95, ISBN 0-8256-3027-4. 


MCALISTER, Lyle N. 355.1°33'0972 
The "fuero militar” in New Spain, 1764- 
1800, by Lyle N. McAlister. Westport, 
Conn., Greenwood Press [1974, c1957] p. 
cm. ISBN 0-8371-7554-2 Reprint of the 
ed. published by the University of Florida 
Press, Gainesville. Bibliography: p. 
([(UB775.M4M3 1974] 74-6753 9.00 

i. Military privileges and immunities— 
Mexico. 2.  Jurisdiction—Mexico. 3. 
Courts-martial and courts of inquiry— 
Mexico. 4. _Mexico—History—Spanish 
colony, 1540-1810. I. Title. 

Prepared from C.I.P. 


355.1°295'09749 


MYLANDER, Maureen. 355.3°3'0973 
The generals; making it, military style. 
New York, Dial Press, 1974. p. om. ISBN 
0-8037-3061-6 [U52.M93] 74-7015 10.00 
1. United States. Army—Biography. 2. 
Generals—United States. 3. Military 
service as a profession. I, Title. 

Prepared from C.I.P. 
KEEGAN, John, 355.3°31'0924 B 

1934- 

Rundstedt. [New York, Ballantine Books, 
1974] 160 p. illus. 21 cm. (Ballantine’s 
illustrated history of the violent century. 
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War leadér book no. 25) [DD247.R8K4] 
74-170445 1.50 (pbk.) 
1. Rundstedt, Gerd von, 1875-1953. 


EBBERT, Jean. 359.1°292°0973 
Welcome aboard; an informal guide for the 
naval officer's wife. 7th ed. Annapolis, 
Naval Institute Press [1974] xi, 274 p. 24 
em. ISBN 0-87021-755-0 First-6th eds. 
with same title by F. R. Johnson. 
Bibliography: p. 253-(264] [V736.E22 
1974] 73-86476 10.00 

1. United States. Navy. 2. Navy wives. I. 


Johnson, Florence Ridgely. Welcome 
aboard. II. Title. 
PADFIELD, Peter. 359.8°2’09 


Guns at sea. London, H. Evelyn, 1973, 
[i.e. 1974] 320 p. illus. (some col), 
facsims., ports. 29 cm. ISBN 0-238-78945- 
4 Includes bibliographical references. 
[VF15.P33] 73-163450 

1. Ordnance, Naval—History. 2. Naval 
gunnery—History. I. Title. 

Distributed by St. Martin Press, 20.00 


MONTGOMERY, Jo Skelton, 1925- 361 
To serve with love; experience in soul-to- 
soul service, by Jo Montgomery. 
[Independence, Mo., Herald Pub. House, 
1974] 256 p. 21 cm. ISBN 0-8309-0117-5 
Pages 254-256 blank for notes. 
[HV40.M58] 73-92488 6.95 

1. Social service—Case studies. I. Title. 


KLENK, Robert W., comp. 361’.008 


The practice of social work [by] Robert W. ~ 


Klenk [and] Robert M. Ryan. 2d ed. 
Belmont, Calif., Wadsworth Pub. Co. 
[1974] ix, 448 p. 24 cm. ISBN 0-534- 
00341-9 Includes bibliographical 
references. [HV37.K55 1974] 73-91742 5.95 
1. Social service—Addresses, essays, 
lectures. I. Ryan, Robert M., joint comp. 
IT. Title. 


MORRIS, Kenneth T. 361.4 
A handbook of verbal group exercises, by 
Kenneth T. Morris and Kenneth M. 
Cinnamon. With a foreword by Robert L. 
Shelton. Springfield, IIl., Thomas [1974] p. 
ISBN 0-398-03010-3 [HM134.M67] 73- 
15524 12.95 
i. Group relations training—Handbooks, 
manuals, ete. I. Cinnamon, Kenneth M. 
joint author. IL. Title. 

Prepared from C.I.P. Pbk. 8.95, ISBN 0- 
398-03011-1 


SHEETS, Hal. 361.5°5°0966 
Disaster in the desert; failures of 
international relief in the West African 
drought [by] Hal Sheets. Roger Morris, 
project director. Washington, Carnegie 
Endowment for International Peace [1974] 
vii, 167 p. illus. 23 cm. ”Special report, 
Humanitarian Policy Studies.” 
*Documents”: p, (674167. [HV555.A4555] 
74-76361 2.00 (pbk 

I. Disaster  relief—Africa, West. 2. 
Droughts—Africa, West. I. Carnegie 
Endowment for International Peace. II. 


Title. IIT. Title: Special report, 
Humanitarian policy studies. 
BRYN Mawr College. 361.924 B 


Class of 1907. ‘ 
Carola Woerishoffer, her life and work. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-06081-5 (Women in America: 
from colonial times to the 20th century) 
Reprint of the 1912 ed. published by the 
Class of 1907 of Bryn Mawr College, 
Philadelphia. [HV28.W6B7 1974] 74-3979 
8.00 
i. Woerishoffer, Carola, d. 191]. I. Title. 
IT. Series. 
Prepared from C.I.P. 
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KRANT, Melvin J. 362.1 
Dying and dignity: the meaning and 
control of a personal death, by Melvin z 
Krant. Springfield, Ill, Thomas [1974] 
ISBN 0-398-02995-4 [RC82. K7} 73- 13692 
7.95 

I. Terminal care. 2. Physician and patient. 
3. Death—Psychology. I. Title. 

Prepared from C.I.P. Pbk. 5.95, ISBN 0- 
398-02996-2 


FABREGA, Horacio. 362.1'04’220973 
Disease and social behavior; an 
interdisciplinary perspective. Cambridge, 
Mass., MIT Press [1974] xvii, 341 p. 23 
cm. ISBN 0-262-06052-3 Bibliography: p. 
[303]-332. [RA418.F3 1974] 73-14752 
14.95 (text ed.) 

1. Social medicine. I. Title. 


KANE, Robert Lewis, 
1940- 
The challenges of community medicine, 
edited by Robert L. Kane. New York, 
Springer Pub. Co. [1974] p. cm. ISBN`0- 
8261-1670-1 Includes bibliographical 
references. [RA427.K28] 73-92198 13.50 
1. Community health services. 2. Medical 
care. 3. Hygiene, Public. 4. Epidemiology. 
I. Title. If, Title: Community medicine. 
Prepared from C.I.P. Pbk., 8.95, ISBN 0- 
8261-1671-X. 


GREEN, Mort. 362.1°1’0207 
You're ready to leave tke hospital. Los 
Angeles, Price/Stern/Sloan [1974] [47] p. 
illus. 16 -cm. ISBN 0-8431-0263-2 "A 
Price/Stern/Sloan humor special.” 
[PN6231.H63G7] 73-92859 1.00 (pbk.). 

1. Hospitals—Anecdotes, facetiae, satire, 
etc. I. Title. 


LEVIT, Rose. 362.-°9°699400924 B 
Ellen; a short life long remembered. San 
Francisco, Chronicle Books [1974] p. cm. 
ISEN 0-87701-051-X [RC263.L4] 74-4398 
9 

1. Ellen. 2. Cancer—Persozal narratives. I. 
Title. 

Prepared from C.I.P. 


CHU, Franklin D. 362.2°0973 
The madness establishment; Ralph Nader’s 
study group report on the National 
Institute of Mental Health “by] Franklin D. 
Chu and Sharland Trotter. New York, 
Grossman Publishers, 1974. xxiv, 232 p. 22 
cm. ISBN  0-670-44724-X Includes 
bibliographical references. [RA790.6.C43 
1974] 73-83701 7.95 

I. United States. Natioral Institute of 
Mental Health. 2. Mental health services— 
United States. I. Trotter, Sharland, joint 
author. II. Nader, Ralph. If. Title. 


GLENN, Michael. 362.2108 
Voices from the asylum. Edited by 

Michael Glenn. New York, Harper & Row 

[1974] xvii, 236 p. 21 cm. ISBN 0-06- 

136137-2 (Harper colophon books, CN 

340) [RC463.G55 1974] 73-17606 3.95 
bk 


362.1°04°25 


1. Mental illness—Personel narratives. 2. 
Psychiatric hospital care. I. Title. 


*LEVIEGE, Vernon O., 362°.2°10973 
1945- 

Group relations; group therapy with 
mentally ill offenders [by] Vernon O. 
Leviege. [First ed.] New York, Vantage 
Press [1973] 98 p. 21 cm. ISBN 0-533- 
00469-1. [RC443] 5.00 

1. Atascadero State Hospital, Atascadero, 
Calf 2. Psychiatric hospitals—United 
States. I. Title. 


GLATT, Max Meier. 362.2°9 
A guide to addiction and its treatment [by] 


AMERICAN BOOK PUBLISHING RECORD 


M. M. Glatt. New York, Wiley [1974] p. 
ISBN 0-470-30322-0 At head of title: 
Drugs, society, and man. ”A Halsted Press 
book.” [RC565.G55] 74-8421 15.95 

i. Alcoholism. 2. Narcotic habit. 3. 


Rehabilitation. [ Title. If. Title: Drugs, 
Society, and man. 

Prepared from C.I.P. 

BONNIE, Richard J. 362.293 


The marihuana conviction; a history of 
marihuana prohibition in the United States 
[by] Richard J. Bonnie and Charles H. 
Whitebread II. Charlottesville, University 
Press of Virginia [1974] xiv, 368 p. illus. 
24 cm. ISBN 0-8139-0417-X Bibliography: 
p. [343]-353. [HV5822.M3B65] 73-89907 
12.50 r 


1. Marihuana. 2. Narcotics, Control of— 
United States—History. 3. Drug abuse— 
United States—History. I Whitebread, 
Charles H., joint author. If. Title. 


AGRESS, Hyman. 362.3°092'4 B 
"Why me?”. Carol Stream [Wheaton] III, 
Creation House [1974] 201 p. 22 cm. 
ISBN 0-88419-078-1 [RJ506.M4A33] 73- 
86956 5.95 

1. Brain-damaged 
narratives. I. Title. 


LEAVITT, Glenn Sheffield. 362.471 
Oral-aural communications (OAC); a 
teacher’s manual. Springfield, Jl., Thomas 
[1974] i ISBN 0-398-03061-8 
[HV1626.L42} 73-18211 8.00 
1. Blind—Rehabilitation. 2. 
Education. I. Title. 

Pbk. 5.95, ISBN 0-398-03063-4 Prepared 
from C.I.P. 


KAHN, Samuel, 1898- 362.6 
Essays on longevity. New York, 
Philosophica! Library, [1974] 198 p. 22 cm. 
BN 0-8022-2146-7 Includes 
bibliographical (RC952.K33] 
74-76592 10.00 . 
1. Geriatrics—Addresses, essays, lectures. 
7 Longevity —Addresses, essays, lectures. 
. Title. 


STERNE, Richard 
S 


children—Personal 


Blind— 


references. 


362.6'042'0974789 


racial and 
Richard S. 


The urban elderly poor; 
bureaucratic conflict [by] 
Sterne, James E. Phillips [and] Alvin 
Rabushka. Lexington, Mass., Lexington 
Books [1974] xiii, 145 p. illus. 23 cm. 
ISBN 0-669-91835-0 Bibliography: p. 137- 
141. [HV4046.R6S7] 73-18014 12.50 

1. Aged—Rochester, N.Y. 2. Rochester, 
N.Y.—Poor. 3. Rochester, N.¥.—Race 
question. I. Phillips, James E., joint author. 
If. Rabushka, Alvin, joint author. IH. Title. 


BECK, Dorothy Fahs, 362.6°0973 
1905- 

Progress on family problems; a nationwide 
study of clients’ and counselors’ views on 
family agency services, by Dorothy Fahs 
Beck and Mary Ann Jones. New York, 
Family Service Association of America 
(1974, c1973] xi, 191 p. illus. 22 x 28 cm. 
ISBN | 0-87304-107-0 Includes 
bibliographical references. [HV43.B36] 73- 
81256 15.00 

I. Family social work-——-United States. I. 
Jones, Mary Ann, joint author. If. Title. 
Publisher’s address: 44 E 23rd Street, 
New York, N.Y. 10010 


SCHWARTZ, Arthur N. 362.6'0973 
Professional obligations and approaches to 
the aged, edited by Arthur N. Schwartz 
and Ivan N. Mensh:? Springfield, Ul, 
Thomas [1974, c1973] p. ISBN 0-398- 
02922-9 [HV 1461.83] :73-10019 15.75 

L Aged—United  States—Addresses, 


AUGUST 31,1974 


essays, lectures. 2. Aging-—-Addresses, 
essays, lectures. I. Mensh, Ivan N., joint 
author. IT. Title. 

Prepared from C.I.P. 


MENDELSON, Mary 
Adelaide. 

Tender loving greed: how the incredibly 
lucrative nursing home industry” is 
exploiting America’s old people and 
defrauding us all. [lst ed.] New York, 
Knopf; [distributed by Random House] 
1974. xiii, 245, x p. 22 cm. ISBN 0-394- 
ee [RA998.U6M46 1974] 73-17312 
1. Nursing homes—United States. I. Title. 


ZWERDLING, Ella. 362.7 
The ABCs of casework with children: a 
social work teacher’s notebook. Edited by 
faculty colleagues at the Wayne State 
University School of Social Work. New 
York, Child Welfare League of America 
[1974] viii, 20 p. 28 cm. ISBN 0-87868- 
120-5 [HV713.Z8] 73-93887 1.50 (pbk.). 

1. Social work with children. 2. Social case 
work. 3. Play. I. Title. 


PERTENSTAM, Ragnar, 
1916- 

Early child care in Sweden, by Ragnar 
Berfenstam and Inger William-Olsson. 
London, New York, Gordon and Breach 
[1974, c1973] xi, 153 p. illus. 24 cm. ISBN 
0-677-04890-4 (International monograph 
series on early child care, v. 2) "Also 
published as a complete issue of the 
journal Early child development and care, 
volume 2, number 2 (1973).” Bibliography: 
p. 148-151. [HQ769.B5165] 73-77893 9.50 
1. Children—Management. 2. Children in 
Sweden. I. William-Olsson, Inger, 1932- 
Joint author. IT. Title. III. Series. 


362.671 1°60973 


362.7°09485 


LEINER, Marvin. 362.771 
Children are the revolution; day care in 
Cuba, by Marvin Leiner, with Robert 


Ubell. New York, Viking Press [1974] x, 
213 p. 22 cm. ISBN 0-670-21629-1 "A 
Richard Seaver book.” [HV861.C8L44 
1974] 72-9740 10.00 

i. Day care centers—Cuba. 2. Children— 
Care and hygiene. 3. Children—Nutrition. 
I. Title. 


WOLINS, Martin, comp. 362.7°32°08 
Successful group care: explorations in the 
powerful environment. Chicago, Aldine 
Pub. Co. [1974] ix, 463 p. 25 cm. ISBN 0- 
202-36017-2 Bibliography: p. 411-444. 
[HV873.W57] 73-75709 14.75 

1. Children—Institutional care—Addresses, 
essays, lectures. I. Title. 


OLIPHANT, Winford. 362.7°33'0973 
AFDC foster care: problems and 
recommendations. [New York] Child 


Welfare League of America [1974] 38 p. 
27 cm. ISBN 0-87868-121-3 Cover title. 
[HV875.044] 74-75319 3.00 (pbk.) 

1. Foster home care—United States. 2. 
a welfare—United States—Finance. I. 
Title. 


WHITE House 362.7°8°0973 
Conference on Child Health and 
Protection. Sect. IV: The Handicapped. 
Committee on National, State and Local 
Organization for the Handicapped. 

Organization for the care of handicapped 

children [national, state, local; report of 

the Committee on National, State and 

Local Organization for the Handicapped] 

White House Conference on Child Health 

and Protection. New York, Arno Press, 

1974 [c1932] p. cm. ISBN 0-405-05990-6 

(Children and youth: social problems and 

social policy) Reprint of the ed. published 


by Century Co., New York. 
[EV888.5.W47 1974] 74-1715 22.00 
I. Handicapped children—Care and 


treatment—United States—Congresses. 2. 
Caild welfare—United States—Congresses. 
L Title. II. Series. 

Prepared from C.I.P. 


EREISKY, William. 362.7°8°30924 B 
I think I can. [1st ed.] Garden City, N.Y., 
Doubleday, 1974. p. ISBN 0-385-05085-2 
[=J486.B69] 73-15326 6.95 
i. Breisky, Karen Luise, 1965- 2. Brain- 
cemaged children—Personal ee I 
Tte. 
Frepared from C.I.P. 
BARRETT, Kate Waller, 1858- 362.8 
1925. 
Seme practical suggestions on the conduct 
oi a rescue home [by] Kate Waller Barrett. 
L-fe of Dr. Kate Waller Barrett [by] Otto 
Wilson. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-06075-0 (Women in 
America from colonial times to the 20th 
century) Reprint of 2 works originally 
published by National Florence Crittenton 
Fission, Washington; the lst work was 
originally published in 1903; the second 
work appeared in the author’s Fifty years’ 
work with girls, published in 1933. 
[HQ314.B37 1974] 74-3928 11.00 
7 Florence Crittenton missions. L Wilson, 
Ctto, 1885-1942. Life of Kate Waller 
Barrett. 1974, IT. Title. II. Series. 
P-epared from C.I.P. 


BECK, Dorothy Fahs, 1905- 362.8°2 
“ow to conduct a client follow-up study; 
some recommended procedures for local 
femily service agencies, by Dorothy Fahs 
Beck and Mary Ann Jones. New York, 
Family Service Association of America 
[974] 72 p. 28 cm. Errata slip inserted. 
{HV45. B35} 73-94027 7.50 

I Family social work—Evaluation— 
Fandbooks, manuals, etc. I. Jones, Mary 
£nn, joint author. IT. Title. 


REIN, Mildred. 362.8°2 
Work or welfare? Factors in the choice for 
FDC mothers. New York, Praeger [1974] 
p cm. ISBN 0-275-28869-2 (Praeger 
special studies in U.S. economic, social, 
and political issues) Includes 
b.bliographical references. [HV91,R44] 74- 
4458 12.50 

Ł Public welfare—United States. 2. 
Welfare recipients—United States. 3. Child 
velfare—United States. I. Title. 

Frepared from C.I.P. 


EICHMOND, Mary Ellen, 
1861-1928. 
A study of nine hundred and eighty-five 
widows [by] Mary E. Richmond and Fred 
=. Hall. New York, Arno Press, 1974. p. 
zm. ISBN 0-405-06119-6 (Women in 
America: from colonial times to the 20th 
century) Reprint of the 1913 ed. published 
ty the Charity Organization Dept. of the 
Eusseli Sage Foundation, New York, 
which was issued as its pamphlet C.O. 34. 
[HV699.R5 1974] 74-3971 7.00 
~a-  Widows—United States. 2. Child 
welfare—United States. I. Hall, Frederick 
Smith, 1870-1946, joint author. IT. Title. 
all. Series. IV. Series: Russell Sage 
foundation, New York. Charity 
Organization Dept. Pamphlets. C.O. 34. 
Prepared from C.I.P. 


SECURITY and services for 362.8°2 
children. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-05980-9 (Children and 
‘youth: social problems and social policy) 
Reprint of Public pensions to widows with 
children, by C. C. Carsten, first published 


362.8°2 


300 SOCIAL SCIENCE 


in 1913; cf Mothers’ aid, bythe U.S. 
Census Bureau, first published in 1931; and 
of Security for children, part III of Social 
security in America, from staff reports to 
the U.S. Committee on Economic Security, 
first published in 1937. [HV699.S4] 74- 
1703 10.00 

I1. Mothers’ pensions—United States. 2. 
Maternal and infant  welfare—United 
States. 3. Child welfare—United States. I. 
Carsten, C. C. Public pensions to widows 
with children. 1974. II. United States. 
Bureau of the Census. Mothers’ aid. 1974. 
IH. United States. Committee on 
Economic Security. Social security in 
America. Pt. 3. Security for children. 1974. 
IV. Title. V. Series. 

Prepared from C.I.P. 


HECLO, Hugh. 362°.942 
Modern social politics in Britain and 
Sweden; from relief to income 


maintenance. New Haven, Yale University 
Press, 1974. xii, 349 p. illus. 25 cm. ISBN 
0-300-01480-5 (Yale studies in political 
science, 25) Bibliography: p. 327-342. 
[HN385.H39] 73-86898 15.00 

l. Great Britain—Social policy. 2. 
Sweden—Social policy. 3 Income 
maintenance programs—Great Britain. 4. 
Income maintenance programs—Sweden. I. 
Title. If. Series. 


CHANDLER, George Fletcher, 
1872- 
The policeman’s art, as taught in the New 
York State School for Police, by George F. 
Chandler assisted by Albert B. Moore and 
a corps of expert collaborators. Introd. by 
Augustus S. Downing. [New pref. by 
Marvin Boland) New York, Funk & 
Wagnalls Co., 1922. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-09172-5 
(Foundations of criminal justice) 
[HV7921.C47 1974] 70-156009 15.00 
1. Police. 2. Criminal law. I. Moore, Albert 
B. I. New York (State). State School for 
Police, Troy. HI. Title. IV. Series. 
Prepared from C.I.P. 


363.2 


< 


WATERS, James R. 363.2 
Introduction to law enforcement [by] 
James R. Waters [and] Sheree A. 


McGrath. Columbus, Ohio, Merrill [1974] 
vii, 311 p. illus. 26 cm. ISBN 0-675-08805- 
4 Includes bibliographies. [HV7921.W35] ` 
74-75365 10.95 

1. Law enforcement. 2. Police. I. McGrath, 
Sheree A., joint author. IT. Title. 


WHISENAND, Paul M., comp. 363.2 
Police-community relations; readings in the 
development of effective environmental 
relations [compiled by] Paul M. 
Whisenand, James L. Cline [and] George 
T. Felkenes. Pacific Palisades, Calif., 
Goodyear Pub. Co. [1974] vii, 400 p. 23 
cm. ISBN 0-87620-704-2 Includes 
bibliographical references. [HV7936.P8W5] 
72-83217 6.95 (pbk.) 

1. Public —relations—Police—Addresses, 
essays, lectures. 2. Police—Addresses, 
essays, lectures. I. Cline, James L., joint 
comp. If. Felkenes, George T., Joint 
author. ITI. Title. 

Contents omitted. 


AMERICAN Academy of 363.2°0973 

Political and Social Science, Philadelphia. 
The police and the crime problem. Edited 
by Thorsten Sellin. New pref. by Robert 
McCormack. New York, AMS Press, 1974 
c1929] p. cm. ISBN 0-404-09145-8 
(Foundations of criminal justice) Reprint of 
the ed. published by the American 
Academy of Political and Social Science, 
Philadelphia, which was issued as v. 146, 
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no. 235: Of its Annals. [HV8138.A6 1974] 
73-38657 20.00 

i; Police-—United States—Addresses 
essays, lectures. 2. Police—Addresses, 
essays, lectures. 3. Criminal investigation— 
Addresses, essays, lectures. I. Sellin, Johan 
Thorsten, 1896- ed. Hf. Title. HI Series. 
LV. Series: American Academy of Political 
and Social Science, v. 146, no. 235. 
Prepared from C.I.P. 


ARCO Publishing 
Company, New York. 
Captain, police department, by the Arco 
editorial board. [Sth ed.] New York [1974] 
416 p. illus. 26 cm. ISBN 0-668-00184-4 
(Arco civil service test tutor) At head of 
title: The complete study guide for scoring 
cet: [HV8143.A83 1974] 73-94421 8.00 
pbk.) 
1. Police~—-Examinations, questions, etc. 2. 
New York (City)—FPolice. 3. New York 


363.22076 


(City)— Officials and employees— 
Examinations. I. Title. 
TURNER, David Reuben, 363.2'2°076 


1915- 
Police administrative aide, by David R. 
Turner. [Ist ed.] New York, Arco [1974] 
224 p. illus. 26 cm. ISBN 0-668-02345-7 
(Arco civil service test tutor) At head of 
title: The complete study guide for scoring 
high. [HV8143.T87] 70-121896 5.00 (pbk.) 
1. Clerks—-Examinations, questions, etc. 2. 
New York (City)—Police. 3. New York 


(City)——Officials and employees—. 

Examinations, I. Title. 

ee David Reuben, 363.2732 
1915- 

Guard-patrolman: Federal protective 


officer, by David R. Turner. [7th ed.] New 
York, Arco [1974] 224 p. illus. 27 cm. 
ISBN 0-668-00122-4 (Arco civil service 
test tutor) "The complete study guide for 
scoring high.” Earlier editions prepared by 
the Arco editorial board. [HV8290.T88 
1974] 73-89384 5.00 (pbk.) 

1. Watchmen. 2. Civil service—United 
States—Examinations. I. Arco Publishing 
Company, New York. Guard-patrolman. I, 

itle. 


WOODS, Arthur, 
1942. 

Crime prevention. New pref. by Benjamin 

Brashears. New York, AMS Press, 1974 

[c1918] p. cm. ISBN 0-404-09193-8 

(Foundations of criminal justice) Reprint of 

the ed. published by Princeton University 

Press, Princeton. [HV7431.W65 1974] 77- 

38677 9.50 

I. Crime prevention. 2. Police. I. Title. II. 

Series. 

Prepared from C.I.P. 


MILLARD, John T. 363.3°3 
A handbook on the primary identification 
of revolvers and semiautomatic pistols, by 
John T. Millard. Springfield, IIL, Thomas 
[1974] p cm. ISBN’ 0-398-03082-0 
Includes bibliographical 
[HV8077.M47] 73-20306 10.50 
1. Firearms—ldentification. I. Title. 
Prepared from C.I.P. Pbk. 7.95, ISBN 0- 
398-03081-2 


COX, Victoria. 363.5 
Nature's assistant, by Victoria Cox and 
Stan Applebaum. Illustrated by W. T. 
Mars. Under the general editorship of Vera 
R. Webster. New York, Golden Press 
[1974] [30] p. col. illus. 26 cm. (Nature’s 
sanitation corps) Discusses the evolution of 
man’s garbage problem and the necessity 
of solving it for his own survival. 
[TD794.5.C68] 73-89409 2.50 4 
i. Refuse and refuse disposal—Juvenile 


1870- 


363.2732 


references. 
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literature. 2. Recycling (Waste, etc.J— 
Juvenile literature. I Applebaum, Stan, 
joint author. Il. Mars, Witold T., illus. IH. 
Title. 


TERRY, Robert C. 3€3.6'1 
Road salt, drinking water, and safety; 
improving public policy and practice [by] 
Robert C. Terry, Jr. Cambridge, Mass., 
Ballinger Pub. Co. [1974] xxviii, 161 p. 
illus. 24 cm. ISBN  0-88410-302-1 
Bibliography: p. 142-156. [TD427.S24T47] 
73-20043 8.50 

1. Water, Underground—Pollution. 2. 
Roads—Snow and ice control. 3. Salt. I. 
Title. 


BLUMBERG, Abraham S. 364 
Current perspectives on criminal behavior; 
original essays on criminology, edited by 
Abraham S. Blumberg. [1st ed.] New York, 
Knopf; [distributed by Random House, 
1974] xi, 348 p. 24 cm. ISBN 0-394- 
31123-X Bibliography: p. 307-340. 
[HV6028.B55] 73-21527 5.95 (pbk.) 

1. Crime and criminals—Addresses, essays, 
lectures. I. Title. 


FRAZER, Persifor, 
1909 
Bibliotics; or, The stedy of documents. 
With a new pref. by Ordway Hilton. New 
York, AMS Press [1974] p. cm. ISBN 0- 
404-09117-2 (Foundations of criminal 
justice) First ed. (1894) published under 
title: A manual of the study of documents; 
2d ed. (1899) published only in French 
under title: Des faux en ecriture et de 
Vecriture. Reprint of the 3d ed. published 
in 1901 by Lippincott, Philadelphia. 
Bibliography: p. [HV8074.F7 1974] 70- 
156017 16.50 
1. Writing—Identification. 2. Forgery. 3. 
Graphology. I. Title. II. Title: The study of 
documents. III. Series. 
Prepared from C.I.P. 


ALLEN, Francis A. 364.1731 
The crimes of politics; political dimensions 
of criminal justice [by] Francis A. Allen. 
Cambridge, Mass., Harvard University 
Press, 1974. ix, 105 p. 22 cm. ISBN 0-674- 
17625-1 Includes bibliographical 
references. [HV6285.A63] 73-93506 6.95 

1. Political crimes and offenses—United 
States. 2. Criminal justice, Administration 
of—United States. I. Title. 


BERNSTEIN, Carl, 
1944- 

All the President’s men [by] Carl Bernstein 
[and] Bob Woodward. New York, Simon 
and Schuster [1974] 349 p. ports. 24 cm. 
ISBN 0-671-21781-X Portions of this 
book have appeared in Playboy magazine.” 
[E860.B47] 73-22334 8.95 

i. Bernstein, Carl, 1944- 2. Woodward, 
Bob. 3. The Washington post. 4. Watergate 
Affair, 1972- I. Woodward, Bob, Joint 
author. If. Title. 


wee John 


1844- 364.12°2 


364.1°32’0973 


364.1°523'097641411 


tae murder in Houston, by John K. 
Gurwell. Houston, Cordovan Press [1974] 
160 p. illus. 18 cm. [HV6534.H8G87] 73- 
94251 1.75 (pbk.) 

1, Murder—Houston, Texas. I. Title. 


GOLDBERG, Jacob Alter, 
1890- 
Girls on city streets; a study of 1400 cases 
of rape [by] Jacob A. Goldberg and 
Rosamond W. Goldberg. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06099-8 
(Women in America: from colonial times 
to the 20th century) Reprint of the 1935 
ed. distributed by American Social 


364.1753 
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Hygiene Association, New York. 
Bibliography: p. [HV6568.N5G6 1974] 74- 
3952 20.00 

1. Rape—New York (City)—Case studies. 
2. Juvenile delinquency-—New York (City) 
L Goldberg, Rosamond Webster, 1900- 
Joint author. If. Title. IHI. Series. 

Prepared from C.I.P. 


MAURER, David W. 364.1°63’0973 
The American confidence man, by David 
W. Maurer. Springfield, I., Thomas [1974] 
p. ISBN 0-398-02974-1 [HV6789.M35] 73- 
11033 11.75 

1. Crime and criminals—United States. 2. 
Cant. 3. Swindlers and swindling—United 
States. I. Title. ; 

Prepared from C.I.P. Pbk. 6.95, ISBN 0- 
398-02976-1. 


WARD, Colin, comp. 364.1°64 
Vandalism. New York, Van Nostrand 
Reinhold Co. [1974, c1973] 327 p. illus. 24 
cm. ISBN 0-442-29195-7 Bibliography: p. 
ao (HV6635.W35 1974] 74-4112 


i. " Vandalism—Addresses, essays, lectures. 
2. Architecture—Designs and plans— 
Addresses, essays, lectures. I. Title. 


ANDENSS, Johannes, 1912- 364.6 
Punishment and deterrence. With a 
foreword by Norval Morris. Ann Arbor, 
University of Michigan Press [1974] vi, 
189 p. 22 cm. ISBN  0-472-08013-X 
Includes bibliographical references. 
([HV8693.A5] 73-90883 9.00 
1. Punishment. 2. Criminal law. I. Title. 
KILLINGER, George Glenn, 364.608 
1908- comp. 
Corrections in the community: alternatives 
to imprisonment; selected readings, by 
George G. Killinger and Paul F. Cromwell, 
Jr. St. Paul, West Pub. Co., 1974. xii, 579 
p. 23 cm. (Criminal justice series) Includes 
bibliographical references. [HV9275.K54] 
74-4881 8 50 
1. Corrections—Addresses, essays, lectures. 
2. Halfway houses—Addresses, essays, 
lectures. 3. Probation—Addresses, essays, 
lectures. 4. Parole—Addresses, essays, 
lectures. I. Cromwell, Paul F., joint comp. 
II. Title. III Series. 


KINTON, Jack F. 364’.973 
Criminology ‘tomorrow; to prevention and 
rehabilitation from penology and 
corrections, by Jack F. Kinton. [Aurora, 
Ill, Social Science and Sociological 
Resources, 1974] iii, 121 p. 23 cm. 
Bibliography: p. 90-112. [HV6789.K46] 74- 
170933 4.95 (pbk.). 

1. Crime and criminais—United States. 2. 


Corrections-—United States. ` 3. 
Criminologists—United States— 
Directories. T. Title. 

GIALLOMBARDO, Rose. 365.42 


The social world of imprisoned giris; a 
comparative study of institutions for 
juvenile delinquents. New York, Wiley 
pog viii, 317 ae 23 cm. ISBN 0-471- 
9735-6 Wiley-Interscience 
ERT Teie bibliographical 
references. [HV9104.G5] 74-3318 13.95 
J. Delinquent girls—United States. 2. 
Reformatories for women—United States. 
T. Title. 


COLE, Larry. 365°.42°0973 
Our children’s keepers; inside America’s 
kid prisons. Greenwich, Conn., Fawcett 
Publications [1974] 176 p. illus. 18 cm. (A 
Fawcett premier book) Bibliography: p. 
175-176. [HV9104.C56 1974] 74-167304 
0.95 (pbk.) 

i. Juvenile 


detention homes—United 


AUGUST 31,1974 


States. 2. Children—ZInstitutional care— 
United States. I. Title. 


COHEN, Stanley. 365’.6°019 
Psychological survival; the experience of 
long-term imprisonment [by] Stanley 
Cohen and Laurie Taylor. New York, 
Vintage Books [1974, ¢1972] 216, [1] p. 19 
em. ISBN 0-394-71972-7 Bibliography: p. 
209-[217] [HV6089.C64 1974] 73-13802 
1.95 (pbk.) 

1. Prison psychology. I. Taylor, Laurie, 
1935- joint author. Hf. Title. 


*LORRAINE, 
Charles, 1927- 
It can be done [by] Charles Lorraine. [First 
ed.] New York, Vantage Press [1973] 215 
Bal cm. ISBN 0-533-00957-X. [HV9468] 


365°.6°0924 [B] 


di. Prisoners—United States—Personal 
narratives. I. Title. 


GREENE, Mark Richard, 
comp. 
Insurance insights [by] Mark R. Greene 
[and] Paul Swadener. Cincinnati, South- 
Western Pub. Co. [1974] v, 484 p. 24 cm. 
ISBN 0-538-06350-5 Includes 
bibliographical references. [HG8052.G73] 
73-85778 8.95 
i. Insurance--Addresses, essays, lectures. 
2. Risk (Insurance)—Addresses, essays, 
Le I. Swadener, Paul, joint comp. If. 
ytle. 


BORCH, Karl Henrik. 368.00151 
The mathematical theory of insurance; an 
annotated selection of papers on insurance 
published 1960-1972 [by] Karl Borch. 
Lexington, Mass., Lexington Books [1974] 
xvi, 372 p. 22 cm. ISBN 0-669-86942-2 
Includes bibliographies. [HG8781.B68] 73- 
11670 17.50 

L Insurance—Mathematics—Addresses, 
essays, lectures. I. Title. 


BROWN, Anthony. 368’.012°0654212 
Hazard unlimited: the story of Lloyd’s of 
London. London, P. Davies, 1973, [i.e. 
1974] xi, 200, [16] p. illus., facsims., ports. 
23 cm. Includes index. [HG8039.B76] 74- 
158085 

1. Lloyd's. I. Title. 

Distributed by International Publications 
Service, 12.50 


LAW, Sylvia A. 368.3°8°00973 
Blue Cross: what went wrong? Sylvia A. 
Law, principal author. ”Prepared by the 
Health Law Project, University of 
Pennsylvania. New Haven, Yale University 
Press, 1974. x, 246 p. 22 cm. ISBN 0-300- 
01728-6 Includes bibliographical 
references. [HG9396.L39] 73-86907 8.95 

d. Blue Cross Association. 2, Insurance, 
Health—United States. 3. Hospital care— 
United States—Costs. I. Pennsylvania. 
University. Health Law Project. If. Title. 


AMERICAN Hospital 368.4200973 
Association. 

Analyses of national health insurance 
proposals. [Chicago, 1974] 60 p. 28 cm. 
ISBN 0-87258-151-9 [HD7102.U4A73 
1974] 74-78775 3.00 (pbk.). 

1. Insurance, Health—United States. I 


1923- 368 


Title. 
MURRAY, Merrill _ 368.4°4'00973 
Garver, 1900- 


The duration of unemployment benefits, by 
Merrill G. Murray. [Kalamazoo, Mich.] W 
E. Upjohn Institute for Employment 
Research, 1974. x,°80 p. 23 cm. (Studies in 
unemployment insurance) Includes 
ae references. 74-166366 1.50 


i. Insurance, | Unemployment—United 
States. 2. Supplementary unemployment 
benefits—United States. I. Title. I. Series. 


Education 370-379 


KAMAT, A. R., 1912- 370.1 
The educational situation & other essays 
cn education, by A. R. Kamat. New Delhi, 
Feople’s Pub. House [1973] x, 347 p. 22 
cm. Includes bibliographical references. 
[LB41.K23] 73-907014 

i. Education—Addresses, essays, lectures. 
L Title. 

Distributed by International Publications 
Service, 11.25. 


LANDOR, R. A. 370.112 
The education of everychild; on the 
teaching and learning of liberal arts, by R. 
A. Landor. [lst ed.] Berea, a Liberal 
Arts Pub. [1974] xiii, 150 p. 24 cm. 
Bibliography: p. 139-143. [LC1011.L33] 
74-75079 6.95 

+, Education, Humanistic. I. Title. 


LAZERSON, Marvin, 370.11°3'0973 
comp. 

American education and vocationalism: a 
documentary history, 1870-1970. Edited, 
with an introd. and notes, by Marvin 
Lazerson and W. Norton Grubb. New 
York, Teachers College Press, Columbia 
University [1974] xii, 176 p. 19 cm. 
(Classics in education, no. 48) Includes 
bibliographical references. [LC1045.L36] 
73-87511 2.50 (pbk.) 

1. Vocational education—United States— 
History—Addresses, essays, lectures. I. 
Grubb, W. Norton, joint comp. If. Title. 


GALL, Meredith D., 1942- 370.15 
comp. 

Critical issues in educational psychology. 
Zdited by Meredith D. Gall and Beatrice 
A. Ward. Boston, Little, Brown [1974] xix, 
551 p. 23 cm. Bibliography: p. 615-636. 
"LB1055.G34] 73-20936 7.50 

1. Educational psychology—Addresses, 
essays, lectures. I. Ward, Beatrice A., joint 
somp. II. Title. 


SILBERBERG, Norman E. 370.15 
Who speaks for the child? By Norman E. 
Silberberg and Margaret C. Silberberg. 
Springfield, Ill, Thomas [1974] p. ISBN 
3-398-03014-6 [LB1115.865 1974] 73- 
15509 11.75 

1. Child study. 2. Intelligence levels. 3. 
Academic achievement. I. Silberberg, 
Margaret C., joint author. IT. Title. 
Prepared from C.I.P. Pbk. 8.95, ISBN 0- 
398-03015-4 


CRATTY, Bryant J. 370.15°2 
Psycho-motor behavior in education and 
sport; selected papers, by Bryant J. Cratty. 
Springfield, Ill., Thomas [1974] p. ISBN 
0-398-03099-5 Bibliography: p. 
(LB1067.C73] 73-21972 9.75 

1. Perceptual-motor learning. 2. Motor 
fearning. 3. Learning ability. 4. Physical 
education for children. I. Title. 

Prepared from C.I.P. 


KAUSLER, Donald H. 370.15*2 
Psychology of verbal learning and memory 
[by] Donald H. Kausler. New York, 
Academic Press [1974] xiii, 583 p. illus. 25 
em. ISBN 0-12-402650-8 Bibliography: p. 
514-561. [LB1059.K33] 73-5309 12.95 

1. Learning, Psychology of 2. Verbal 
learning. 3. Transfer of training. I. Title. 


O’SHEA, David. 370.19 


Education, the social system, and 
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development. Denver, University of 
Denver [1974] 42 p. 22 cm. (Monograph 
series in world affairs, v. 11, no. 2) 
Includes bibliographical references. 
[LA133.083] 74-167312 2.50 (pbk.). 

il. Education—1965- 2. Educational 
equalization. 3. Economic development— 
Social aspects. I. Title. II Series: Denver. 
University. Social Science Foundation. 
Monograph series in world affairs, v. 11, 
no. 2. 


UNITED States. Congress. 370.19 
Senate. Select Committee on Equal 
Educational Opportunity. 

Toward equal educational opportunity: the 

report of the Select, Committee on Equal 

Educational Opportunity, United States 

Senate. Edited, with an introd. by 

Francesco M. Cordasco. New York, AMS 

Press [1974] p. ISBN 0-404-11622-1 

Reprint of the 1972 ed. published by the 

~U.S. Govt. Print. Off., Washington, which 
was issued as Report no. 92-000 of the 

United States Senate, 92d Congress, 2d 

Session. Bibliography: p. [LA210.U56 

1974] 74-8765 15.00 

1. Educational equalization~-United States. 

I Cordasca, Francesco, 1920- ed. Il. Title. 

IIE. Series: United States. 92d Congress, 2d 

Session, 1972. Senate. Report no. 92-000. 

Prepared from C.I.P. 


TOFFLER, Alvin. 370.190973 
Learning for tomorrow; the role of the 
future in education, edited by Alvin 
Toffler. New York, Vintage Books [1974] 
xxvi, 421 p. 19 cm. ISBN 0-394-48313-8 
Includes bibliographical references. 
[LA209.2.T57 1974b] 73-12915 2.95 (pbk.) 
l. Education—United States—1965- 2. 


Forecasting. 3. Civilization, Modern— 
1950- I. Title. 
COOMBS, Philip Hall, 370.193 


1915- 
Attacking rural poverty; how nonformal 
education can help [by] Philip H. Coombs, 
with Manzoor Ahmed. A research report 
for the Worid Bank, prepared by the 


International Council for Educational 
Development. Edited by Barbara Baird 
Israel. Baltimore, Johns Hopkins 


University Press [1974] p. cm. ISBN 0- 
8018-1600-9 Bibliography: p. [LC5146.C65 
1974] 73-19350 15.00 

1. Education, Rurai 2. Underdeveloped 
areas—Agricultural education. -I. Ahmed, 
Manzoor, 1940- joint author. TI 
International Bank for Reconstruction and 
Development. II. International Council for 
Educational Development. IV. Title. 
Prepared from C.I.P. Pbk., 3.95, ISBN 0- 
8018-1601-7. 


FLUDE, M. 370.19°3 
Educability, schools, and ideology, edited 
by M. Flude and J. Ahier. New York, 
Wiley [1974] p. cm. ISBN 0-470-26500-0 
”A Halsted Press book.” [LC191.F57] 74- 
8364 14.50 

L Educational sociology—Addresses, 
essays, lectures. I Ahier, J, joint author. 
Il, Title. 

Prepared from C.I.P. 


HUMANISTIC teacher 370°.732 
education: an experiment in systematic 
curriculum innovation [by Hannelore Wass 
and others. Fort Collins, Colo., Shields 
Pub. Co., 1974] 97 p. 22 cm. ISBN 0- 
88310-016-9 Includes bibliographical 
references. [LB1715.H75] 74-78100 2.95 
bk.). 


l. Teachers, Training of—Addresses, 
essays, lectures. I. Wass, Hannelore. 
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HEITZMANN, William Ray, 
comp. 
Student teaching, classroom management, 
and professionalism, edited by Wm. Ray 
Heitzmann and Charles Staropoli. New 
York, MSS Information Corp. [1974] 196 
p. 24 cm. ISBN  0-8422-5143-K A 
collection of articles previously published 
in various journals. Includes bibliographical 
references. [LB2157.A3H38 1974] 73- 
18119 10.00 
1, Student teaching—Addresses, essays, 
lectures. 2. Classroom  management— 
Addresses, essays, lectures. 3. Teaching as 
a profession—Addresses, essays, lectures. I. 
Staropolt, Charles, joint comp. IT. Title. 
Pbk., 5.00, ISBN 0-8422-0367-2. 


JOHNSON, James Allen, 
1932- comp. 

The supervision of clinical. experiences in 
teacher education; selected readings and 
sources. [Edited by] James A. Johnson and 
Floyd Perry. Dubuque, Iowa; 
Kendall/Hunt Pub. Co. [1974] x, 278 p. 
illus. 23 cm. ISBN  0-8403-0908-2 
Bibliography: p. 260-278. [LB2157.A3J58] 
73-94401 5.95 

1. Student teaching—Addresses, essays, 
lectures. I. Perry, Floyd, joint comp. H. 
Title. HI. Title: Clinical experiences in 
teacher education. 


COHEN, Sol, comp. 370°.973 
Education in the United States: a 
documentary history. New York, Random 
House 1973-ie.1974] p. [LA205.C53] 73- 
3099 95.00 (3 vol. set) 

1. Education—United States—History— 
Sources. I. Title. 

Prepared from C.I.P. 


CRANE, Theodore Rawson, 
1929- comp. 

The dimensions of American education. 
Reading, Mass., Addison-Wesley Pub. Co. 
[1974] x, 265 p. 21 cm. ISBN 0-201- 
01212-X (Themes and social forces in 
American history series, 1212) 
Bibliography: p. 249-265. [LA212.C72] 73- 
17779 4.95 (pbk), 

1. Education—United States—History— 
Addresses, essays, lectures. I. Title. 


GOODLAD, John I. 370°.973 
Looking behind the classroom door; a 
useful guide to observing schools in action 
[by] John I. Goodlad, M. Frances Klein 
and associates:. Cynthiana E. Brown [and 
others] Worthington, Ohio, C. A. Jones 
Pub. Co. [1974] viii, 152 p. 23 cm. ISBN 
0-8396-0035-6 Published in 1970 under 
title: Behind the classroom door. 
Bibliography: p. 136-148. [LA210.G63 
1974] 72-85802 4.95 (pbk.) 

1. Education—United States. I. Klein, M. 
Francis, joint author. IT. Title. 


VAN TIL, William. 370°.973 
Education: a beginning. 2d ed. Boston, 
Houghton Mifflin [1974] xvii, 618 p. illus. 


370°.733 


370°.733 


370°.973 


24 cm. ISBN 0-395-17576-3 Includes 
bibliographies. [LB17.V3 1974] 73-9405 
10.95 


1. Education-—Handbooks, manuals, etc. L 
Title. 


DONOVAN, Frances R. 
The schoolma’'am [by] 
Donovan. New York, Arno Press, 1974 
[c1938] p. cm. ISBN 0-405-06087-4 
(Women in America: from colonial times 
to the 20th century) Reprint of the ed. 
published by F. A. Stokes Co., New York. 
Includes bibliographical references. 
[LB2837.D66 1974] 74-3943 20.00 

I. Women teachers—United States. I. 
Title. IT. Series. 
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371.1 
Frances R. 


Prepared, from C.LP. 
RICHEY, Robert 371.10023 
William, 1912- 

Preparing for a career in education: 
challenges, changes, and issues [by] Robert 
W. Richey. New Yorks, McGraw-Hill 
[1974] ix, 278 p. illus. 23 cm. ISBN 0-07- 
052346-0 “Consists of nine chapters 
selected from the nineteen chapters in the 
fifth edition of [the author's] Planning for 
teaching: an introduction to education.” 
Bibliography: p. [263]-265. [LB1775.R523] 
73-11261 4.95 (pbk.) 

1. Teaching as a profession. I. Title. 


BERNARD, Harold Wright, 
1908- 

Humanism in the classroom; an eclectic 

approach to teaching and learning [by] 

Harold W. Bernard [and] Wesley C. 

Huckins. Boston, Allyn and Bacon [1974] 


371.1702 


‘viii, 357 p. illus. 24 cm. Bibliography: p. 


324-345. [LB1025.2.B458] 73-89265 11.95 
4. Teaching. 2. Educational innovations— 
United States. I. Huckins, Wesley C., joint 
author. IT. Title. 


FISHTEIN, Ruth. 371.1702 
Classroom psychology. Brooklyn, Book- 
Lab 1974, [c1973] 72 p. 25 cm. ISBN 0- 
87594-115-X Bibliography: p. 71-72. 
[LB1051.F525] 74-79108 1.95 (pbk.) 

1. Learning, Psychology of. 2. Classroom 
management. I, Title. 


HARMIN, Merrill, comp. 371.1°02 
Teaching is ... experiences and readings to 
help you become the kind of teacher you 
want to become [by] Merrill Harmin [and] 
Tom Gregory. Chicago, Science Research 
Associates [1974] 264 p. illus. 21 x 26 cm. 
ISBN 0-574-19112-7 Bibliography: p. 235- 
244. [LB1025.2.H299] 73-91283 5.95 

1. Teaching. I. Gregory, Thomas B., 1940- 
joint comp. IT. Title. 


VOLKMOR, Cara B. 371.1°02 
Structuring the classroom for success [by] 
Cara B. Volkmor, Anne L. Langstaff [and] 
Marilyn Higgins. Columbus, Ohio, Merrill 
[1974] xviii, 178 p. illus. 24 cm. ISBN 0- 
675-08813-5 Bibliography: p. 175-178. 
[LB3261.V64] 73-93005 4.95 (pbk); 
cassette and filmstrip sets available. 

1. Schools—Furniture, equipment, etc. 2. 
Classroom management. I. Langstaff, Anne 
L., joint author. I. Higgins, Marilyn, joint 
author. LIT. Title. 


KELLY, Edward James, 371.1°03 
1920- 
Parent-teacher interaction: a _ special 


educational perspective [by] Edward J. 
Kelly. [Seattle] Special Child Publications 
[1974] 151 p. 23 cm. ISBN 0-87562-048-5 
Includes bibliographies. [LC225.K44] 73- 
82979 

I. Parent-teacher relationships. 2. Parent- 
teacher conferences. I. Title. 


COMMON themes in 371.2 
administrative concepts and practices; an 
interdisciplinary approach. Dan Michalak, 
guest editor. Bloomington, School of 
Education, Indiana University [1974] vi, 
74 p. 23 cm. (Viewpoints, v. 50, no. 2) 
Includes bibliographical references. 
[LB2806.C558] 74-170388 1.75 (pbk.). 

4. School management and organization— 
Addresses, essays, lectures. I. Michalak, 
Daniel A., ed. IE Series: Viewpoints 
(Bloomington, Ind.), v. 50, no. 2. 


DEBLASSIE, Richard R. 371.2°6 
Measuring and evaluating pupil progress, 
by Richard R. DeBlasse. New York, MSS 
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Information Corp. [1974] p. ISBN 0-8422- 
5184-7 [LB3051.D39] 74-8974 11.00 

i. Educational tests and measurements. I. 
Title. 

Prepared from C.I.P. Pbk. 6.25; ISBN 0- 
8422-0434-2. 


CAMPBELL, David P. 371.2°64 
SVIB, Strong vocational interest blank; 
manual for the Strong-Campbell interest 
inventory T325 (merged form), by David 
P. Campbell. Stanford, Calif, Stanford 
University Press, 1974. xii, 98 p. forms. 28 
cm. ISBN  0-8047-0862-2 On spine: 
Manual for Strong vocational interest 
blank—form T325 (SCID. Bibliography: p. 
(87]-88. [HF5381.5.C29] 73-94486 20.00 
l Vocational interests. T. Title. IF. Title: 


Manual for Strong vocational interest 
blank—form T325 (SCID. 
TENBRINK, Terry D. 371.27 


Evaluation: a practical guide for teachers 
[by] Terry D. Ten Brink. New York, 
McGraw-Hill [1974] x, 493 p. illus. 24 cm. 
Includes bibliographies. [LB3051.T33] 73- 
20434 10.95 

1, Educational tests and measurements. I. 
Title. 


KRYSPIN, William J. 371.2°71 
Developing classroom tests; a guide for 
writing and evaluating test items [by] 
William J. Kryspin [fand] John F. 
Feldhusen. Foreword by Kathryn W. 
Linden. Minneapolis, Burgess Pub. Co. 
[1974] xi, 168 p. illus. 22 cm. ISBN 0- 
8087-1125-3 (The Burgess educational 
psychology series for the teacher) Includes 
bibliographies. [LB3051.K75] 74-76446 
2.95 (pbk.) 

i. Examinations. I. Feldhusen, 
Frederick, 1926- joint author. II. Title. 


John 


GAGNE, Robert Mills, 1916- 371.3 
Principles of instructional design [by] 
Robert M. Gagne and Leslie J. Briggs. 
New York, Holt, Rinehart and Winston 
[1974] ix, 270 p. illus. 24 cm. Includes 
bibliographies; [LB1051.G196] 73-14708 
.95 


J. Learning, Psychology of 2. Lesson 
planning. I. Briggs, Leslie J., joint author. 
II Title. 


CLARKE, Beverley. 371.33589 
Graphic design in educational television. 
New York, Watson-Guptill Publications 
[1974] p. ISBN 0-8230-2146-7 
[LB1044.7.C52] 73-10003 9.95 

i. Television in education. 2. Television 
graphics. I. Title. 

Prepared from C.I.P. 


GEORGITADES, William, 371.39°4’08 
comp. 
Models for individualized instruction. 


Edited by William D. Georgiades [and] 
Donald C. Clark. New York, MSS 
Information Corp. [1974] 199 p. illus. 23 


em. ISBN  0-8422-5164-2 Includes 
bibliographies. [LB1031.G46 1974] 73- 
22495 10.00 

1. Individualized instruction. I Clark, 
Donald C., joint comp. iT. Title. 

Pbk., 5.95, ISBN 0-8422-0384-2. 

GLANZ, Edward Coleman. 371.4 
Guidance: foundations, principles, and 


techniques [by] Edward C. Glanz. 2d ed. 
Boston, Allyn and Bacon [1974] p. cm. 
Published in 1964 under title: Foundations 
and principles of guidance. Bibliography: p. 
{LB1027.5.G56 1974] 73-88063 9.95 

I. Personnel service tn education. I. Title. 
Prepared from C.LP. 


AUGUST 31,1974 


*CAREER job guide. 371°.4°25 
New York, National Educational 
Advertising Services, 1974 64 p. 21 em. 
(HF5381] 1.50 (pbk.) 

4. Vocational guidance—United States. 


JONES, Reginald Lanier, 
1931- comp. 
Special education in transition. Edited by 
Reginald L. Jones [and] Donald L. 
MacMillan. Boston, Allyn and Bacon 
[1974] xi, 464 p. 24 cm. Published in 1970 
under title: New directions in special 
education. Includes bibliographies. 
(LC3965.J58 1974] 73-89383 6.95 (pbk.). 
I. Exceptional —children—Education— 
Addresses, essays, lectures. I. MacMillan, 
Donald L., joint comp. II. Title. 


GLASER, Kurt, 1915- 371.971 
Learning diffi culties; causes and 
psychological implications—a guide for 
professionals. Assisted by Susanne Glaser, 
with a foreword by Leo Kanner. 
Springfield, IH., Thomas [1974] p. cm. 
ISBN 0-398-03157-6 Bibliography: p. 
[LC4015.G54] 74-3257 

1. Handicapped children—Education. I. 
Glaser, Susanne, joint author. II. Title. 
Prepared from C.I.P. 


371.9 


DALE, Dion Murray 371.9124 
Crosbie. 
Language development in deaf and 


partially hearing children, by D. M. C. 
Dale. Springfield, Ill., Thomas [1974] p. 
ISBN 0-398-03164-9 Bibliography: p. 
[HV2440.D35] 74-3254 

1. Deaf—Education—English language. I. 
Title. 

Prepared from C.I.P. 


BAUER, Hanna. 
Learning to be; 


371.9°2 
the psychoeducational 
management of severely dysfunctional 
children. Seattle] Special Child 
Publications [1974] 173 p. illus. 23 cm. 
ISBN 0-87562-044-2 Bibliography: p. 159- 
167. [LC4601.B34] 73-81604 4.50 (pbk.) 
1. Mentally handicapped — children-~ 
Education. 2. Mentally ill children— 
Education. I. Title. 


OPPENHEIM, Rosalind C. 371.92 
Effective teaching methods for autistic 
children, by Rosalind C. Oppenheim, with 
a foreword by Bernard Rimland. 
Springfield, Ill, Thomas [1974, c1973] p. 
ISBN 0-398-02858-3 Bibliography: p. 
[LC4580.066] 74-4116 8.50 

1. Autism. 2. Mentally handicapped 
children—Education. I. Title. 

Prepared from C.I.P. 


HOWELL, Daisy. 371.9°26 
Activities for teaching mathematics to low 
achievers, by Daisy Howell, Wilson Davis 
[and] Leila Underhill. Jackson, University 
Press of Mississippi [1974] xii, 128 p. illus. 
28 cm. ISBN 0-87805-052-3 Bibliography: 
p. 127-128. [QA135.5.H63] 73-93330 4.50 


i.  Mathematics—Study and teaching 
(Elementary) 2. Anthmetic—Remedial 
teaching. 3. Underachievers. 4. Slow 


learning children. I. Davis, Wilson, joint 
author. I. Underhill, Leila, joint author. 
HI. Title. 


KAUFFMAN, James M. 371.9°4 
Teaching children with behavior disorders: 
personal perspectives, edited by James M. 
Kauffman [and] Clayton D. Lewis. 
Columbus, Ohio, C. E. Merrill Pub. Co. 
[1974] xvi, 286 p. illus. 24 cm. ISBN 0- 
675-08810-0 (The Merrill personal 
perspectives in special education series) 
Includes bibliographies. [LC4801.K34] 73- 
93546 9.95 


mA Problem children—Education— 
Addresses, essays, lectures. I Lewis, 
Clayton D., 1936- joint author. IL Title. 


wa: Frederick, 371.97 
933- 

Carrascolendas: bilingual education through 
television [by] Frederick Williams [and] 
Geraldine Van Wart. Foreword by Senator 
Ralph Yarborough. New York, Praeger 
[1974] p. cm. ISBN 0-275-08780-8 
(Praeger special studies in U.S. economic, 


social, and political issues) Includes 
bibliographical references. 
[LC6579.C37W54] 74-1738 16.50 

As Carrascolendas. 2. Education, 
Bilingual--United States. 3. Mexican- 
Americans—Education. I Van Wart, 
Geraldine, joint author. II. Title. 

Prepared from C.I.P. 

CHANEY, Clara M. 372.1°1'02 


Remediating learning problems: a 
development curriculum [by] Clara M. 
Chaney [and] Nancy R. Miles. Columbus, 
Ohio, Merrill [1974] xviii, 205 p. illus. 23 
cm. ISBN 0-675-08816-X (The Slow 
learner series) Bibliography: p. 203-205. 
(LB1029.R4C45] 73-92372 5.95 (pbk.). 

d. Remedial teaching. I. Miles, Nancy R., 
joint author. IT. Title. 


BERLINER, Alda. 372.1'°3 
Kindergarten ABC’s and 123’s. Illustrated 
by Barbara Utterback. Minneapolis, T. S. 
Denison [1974] 144 p. illus. 29 cm. ISBN 


0-513-01326-1 [LB1169.B56] 73-92940 
5.95 
1. Kindergarten - Methods and manuals. I. 
Title. 


BROWN, Re Mona. 372.1°3 
The 3 R's in the kindergarten calendar. 
Minneapolis; Denison [1974] 135 p. illus. 
cm. ISBN 0-513-01342-3 
(iei 169.B822] 73-89734 6.95 
a na ndergarici= Methods and manuals. I. 
itle. 


SMITH, Lee L. 372.1°3 
Jack out of the box: a practical guide to 
the open classroom [by] Lee L. Smith. 
West Nyack, N.Y., Parker Pub. Co. [1974] 
244 p. illus. 24 cm. ISBN 0-13-509182-9 


Includes bibliographical references. 
'LB1029.06S6] 73-12685 8.95 
1, Open plan schools. I. Title. 
MCCLELLAND, Tanya A. 372.13356 


Signs of the times; bulletin boards for all 
seasons, by Tanya McClelland and Mary 
Ann Deary. Illustrated by Jeanne Pearson. 
Minneapolis, T. S. Denison [1974] 64 p. 
col. illus. 28 cm. ISBN 0-513-01341-5 
[LB1045.M22] 73-92312 3.95 

i. Bulletin boards—Handbooks, manuals, 
etc. I Deary, Mary Ann, joint author. II. 
Title. III. Title: Bulletin boards for all 
seasons. 


TEACHERS on 372.1°39°4 
individualization: the way we do it, edited 
by David A. Shiman, Carmen M. Culver 
fand] Ann Lieberman. Foreword by 
Samuel G. Sava. New York, McGraw-Hill 
[1974] 212 p. illus. 24 cm. ISBN 0-07- 
056895-2 (1/D/E/A reports on schooling. 
Early schooling series) (1/D/E/A reports 
on schooling. Series on ° educational 
change) “A Charles F. Kettering 
Foundation program.” Bibliography: p. 
175-212. [LB1031.T42] 73-17203 7.95 

1. Individualized instruction—-Addresses, 
essays, lectures. I. Shiman, David A., ed. 
Il. Culver, Carmen M., ed. UI. Lieberman, 
Ann, ed. IV. Series: Institute for 
Development of Educational Activities. 
Early schooling series. V. Series: Institute 


wees FARIAS 
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for Development of Educational ‘Activities. 
Series on educational change. 


MALLOY, Terry. 372.21 
Montessori and your child; a primer for 
parents. New York, Schocken Books 
[1974] 95 p. illus. 21 cm. 0-8052- 
3538-8 Bibliography: 91-95. 
{[LB775.M8M313] 73-90684 4. 95 

r EES. method of education. I. 
itle. 


THE Teaching of reading, 372.4 
by Martha Dallmann [and others] 4th ed. 
New York, Holt, Rinehart and Winston 
[1974] x, 610 p. illus. 25 cm. ISBN 0-03- 
001306-2 Previous editions by J. J. De 


Boer. ”Resources for teaching reading”: p. 
543-599. [LB1573.T38 1974] 73-19483 
10.95 


i. Reading (Elementary) L Dallmann, 
Martha. IHL De Boer, John James, 1903- 
1969. The teaching of reading. 


TAYLOR, Joy. 372.414 
Reading and writing in the first school. 
London, Allen and Unwin, 1973. 196 p. 
illus. 23 cm. ISBN 0-04-372005-6 (Unwin 
education books, 14) Includes index. 
Bibliography: p. [191]-193. [LB1528.T39 
1973] 74-160386 

1. Language arts (Primary) I. Title. 
Available from International Publications 
Service, 12.50 (pbk.) 


STANSFIELD, Elizabeth, 
1943- 

Phonic links; an individualized phonic 

inventory utilizing specially paired words, 

developed by Elizabeth and Leon 

Stansfield. Brookings, Or., PILOT Printers 


372.4°145 


and Publishers [1974] p. cm. 
[LB1573.S8252] 74-12358 8.95 
L. Reading (Elementary)-—Phonetic 


method. 2. Paired-association learning. I. 
Stansfield, Leon, 1938- joint author. II. 
Title. 

Prepared from C.I.P. 


GILLILAND, Cleburne Hap. 372.43 
A practical guide to remedial reading [by] 
Hap Gilliland. Columbus, Ohio, Merrill 
[1974] xi, 324 p. 24 cm. ISBN 0-675- 
89792-9 (The Charles E. Merril 
comprehensive reading progr: 
Bibliography: p. 311-313. [LB1050.5. G52] 
74-76659 9.95 

1. Reading—Remedial teaching. I. Title. 


DIMONDSTEIN, Geraldine. 372.5°044 
Exploring the arts with children. New 
York, Macmillan [1974] xi, 320 p. illus. 25 
cm. ISBN 0-02-329910-X Bibliography: p. 
315-318. [N350.D55] 73-8488 9.95 

1. Art—Study and teaching (Elementary) 
2. Perceptual learning. I. Title. 


PLUMMER, Gordon S. 372.5044 
Children’s art judgment; a curriculum for 
elementary art appreciation [by] Gordon S. 
Plummer. Dubuque, Iowa, W. C. Brown 
Co. Publishers [1974] xii, 137 p. illus. 28 
em. ISBN 0-697-03240-X (Trends in art 
education) Bibliography: p. 117-132. 
[N350.P56] 73-86173 4.50 (pbk.) 

i. Art—Study and teaching (Elementary) 
2. Art appreciation. I. Title. 


LINDERMAN, Marlene M. 372.5'2 
Art in the elementary school: drawing, 
painting, and creating for the classroom 
[by] Marlene M. Linderman. Dubuque, 
Iowa, W. C. Brown Co. [1974] xiii, 200 p. 
illus. 28 cm. ISBN 0-697-03294-9 (Trends 
in art education) Bibliography: p. 195-196. 
[N350.L467] 72-92849 4.50 (pbk.). 

1. Art—Study and teaching (Elementary) 
I. Title. 
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‘TOUGH, "Joan. 372.6 
Talking, thinking, growing; language with 
the young child) New York, Schocken 
Books [1974, c1973] xvii, 136 p. 22 cm. 
Originally published 1 in England under title: 
Focus on meaning. Bibliography: p. {131]- 
134. [LB1139.L3T66 1974] 73-91348 7.00 

1. Children—Language. I. Title. 


PRESTON, Ralph 
Clausius, 1908- 
Teaching social studies in the elementary 
school [by] Ralph C. Preston [and] Wayne 
L. Herman, Jr. 4th ed. New York, Holt, 
Rinehart and Winston [1974] vi, 584 p. 
illus. 24 cm. ISBN 0-03-085514-4 Includes 
bibliographical references. [LB1584.P68 
1974] 73-15647 10.95 
1, Social sciences—Study and teaching 
(Elementary) I. Herman, Wayne L., joint 
author. I. Title. . 


372.87044 


GELINEAU, R. Phyllis. 372.87044 
Songs in action [by] R. Phyllis Gelineau. 
New York, McGraw-Hill Book Co. [1974] 
xiii, 315 p. illus. 24 cm. ISBN 0-07- 
023071-4. ”Resource materials”: p. [281]- 
299. [MT1.G35] 73-6679 7.50 

1. School music—Instruction and study. 2. 
Children’s songs. I. Title. 


RAEBECK, Lois. 372.8'7 044 
New approaches to music in the 
elementary school [by] Lois Raebeck [and] 
Lawrence Wheeler. 3d ed. Dubuque, Iowa, 
W. C. Brown Co. [1974] xv, 329 p. illus., 
charts, music. 28 cm. ISBN 0-697-03468-2 
(Music series) Includes bibliographies and 
discographies. [MT3.U5R33 1974} 73- 
88619 7.95 (pbk.). 

1. School music—Instruction and study— 
United States. I. Wheeler, Lawrence, joint 
author.. IT. Title. 7 


SUND, Robert B. 373.1102 
Student-centered teaching in the secondary 
school [by] Robert B. Sund [and] Leslie W. 


Trowbridge. Columbus, Ohio, Merrill 
[1974] vi, 384 p. illus. 24 cm. ISBN 0-575- 
08846-1 Includes bibliographical 


references. [LB1737.A3S96] 73-93272 9.95 
1. High school teaching. 1 Trowbridge, 
Leslie W., joint author. IT. Title. 


ARKANSAS. Supreme 374.767075 
Court Committee on Jury Instructions. 
Arkansas model jury instructions, civil. 
AMI civil 2d. St. Paul, g West Pub. 
Co., 1974. xxxi, 409 p. 26 cm. 
[KFA4142. A6558 1974] 74-170925 20 .00 
1. Instructions to juries—Arkansas. I. Title. 


MATHUR, Yaduvansh 376.9°54 
Bahadur, 1929- 
Women’s education in India, 1813-1966 


[by] Y. B. Mathur. New York, Asia Pub. 
House [1974, c1973] viii, 208 p. 23 cm. 
ISBN 0-210-22378-2 Bibliography: p. [187] 
-192. [LC2322.M37 1973] 74-170398 9.75 
1. Education of women—India—History. L. 
Title. 


ISRAEL, Barbara Baird. 378 
Can higher education recapture public 
support? Reflections on an international 
seminar. [New York, International Council 
for Educational Development, 1974] xiii, 
42 p. 22 cm. (international Council for 
Educational Development. Conference 
report no. 2) Author’s notes on a seminar 
held at Aspen Institute for Humanistic 
Studies, July 1973. Includes bibliographical 
references, [LA183.185] 74-77267 Gratis. 

1. Education, Higher—1965- —Congresses. 
i. Aspen Institute for Humanistic Studies. 
IL Title. ITE. Series. 
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FORESI, Joseph, 1938- 378.1 
Administrative leadership in the 
community college [by] Joseph Foresi, Jr. 
Foreword by Gene Wright. [Ist ed.] 
Jericho, N.Y., Exposition Press [1974] xi, 
106 p. illus. 21 em. ISBN 0-682-47961-6 
(An Exposition-university book) 
Bibliography: p. 103-104. [LB2328.F58] 
74-76025 6.00 


i. Municipal junior colleges— 
Administration. I. Title. 
MENACKER, Julius. 378.1058 


From school to college: articulation and 
transfer. Washington, American Council on 
Education [1974] p. cm. ISBN 0-8268- 
1295-9 Includes bibliographical references. 
[LB2350.M43] 74-11287 10.00 

1. Articulation (Education) 2. Universities 


and colleges—United States—Admission. I., 


Title. 
Prepared from C.I.P. 


STOVER, Webster 
Schultz, 1902- 
How to become a college president [by] 
Webster Stover. New York, American 
Librarians’ Agency [1974] 221 p. 23 cm. 
ISBN 0-914240-00-5 Bibliography: p. 221. 

[LB2341.8835] 73-90433 9.95 

I. College presidents. I. Title. 

Publisher’s address: P.O. Box 5764, New 
York 10017. 


378.1712°023 


DRESSEL, Paul Leroy, 
1910- 


378.1°2 


‚College teaching: improvement by degrees, 


by Paul L. Dressel and Mary Magdala 
Thompson. [Iowa City] American College 
Testing Program [1974] ix, 158 p. 23 cm. 
(American College Testing Program. 
Monograph 13) Bibliography: p. 145-151. 
[LB1778.D73] 73-93671 3.00 (pbk.) 

1. College teaching. I. Thompson, Mary 
Magdala, joint author. II. Title. IHI. Series. 


MOORE, William, 378.1°2’0973 
1928- 

Black educators in white colleges [by] 

William Moore, Jr. [and] Lonnie H. 


Wagstaff. [lst ed.] San Francisco, Jossey-, 


Bass Publishers, 1974. xi, 226 p. 24 cm. 
ISBN 0-87589-206-X (The Jossey-Bass 
series in higher education) Bibliography: p. 
207-220. [LB2331.7.M66] 73-12066 9.50 

I. Negro college teachers—United States. 
2. Universities and colleges—United States, 
I. Wagstaff Lonnie H., joint author. Il. 
Title. 


AMERICAN Association of 
Community and Junior Colleges. 
Educational opportunity for all: new staff 
for new students. Report of the 1973 
assembly of the American Association of 
Community and Junior Colleges. Edited by 
Roger Yarrington. Washington [1974] 160 
p. illus. 22 cm. Includes bibliographical 
references. [LB1738.A43 1974] 74-169173 
3.00 
d. College teachers, Training of—United 
States. [ Yarrington, Roger, ed. Il. Title. 
Ill. Title: New staff for new students. 


NEWSOME, Audrey. 378.1°94'0942 
Student counselling in practice [by] 
Audrey Newsome, Brian J. Thorne, Keith 
L. Wyld. London, London University 
Press, 1973. xii, 196 p. 22 cm. ISBN 0- 
340-17796-9 Includes index. Bibliography: 
p. [186]-187. [LB2343.N43 1973] 74- 
158515 

i. Keele, Eng. University. 2. Personnel 
service in higher education. I. Thorne, 
Brian John, joint author. I. Wyld, Keith 
L., joint author. TI. Title. 

Distributed by Verry, 5.00 (pbk. text ed.) 


378.1722 


AMERICAN BOOK PUBLISHING RECORD 


THE Idea of a modern. 378.73 
university. Edited by Sidney Hook, Paul 
Hurtz [and] Miro Todorovich. Buffalo, 
N.Y., Prometheus Books [1974] xix, 290 p. 
23 cm. Papers presented at a conference 
held at Rockefeller University, New York 


City, Feb. 21-22, 1972; sponsored by 
University Centers for — Rational 
Alternatives. Includes bibliographical 


references. [LA226.134] 74-75349 10.00 

1. Universities and  colleges—United 
States—Addresses, essays, lectures. I. 
Hook, Sidney, 1902- ed. II. Kurtz, Paul 
W., 1925- ed. HI. Todorovich, Miro, ed. 
IV. University Centers for Rational 
Alternatives. 


MOSER, Charles A., comp. 378.73 
Continuity in crisis: the university at bay, 
edited by Charles A. Moser. With a 
foreword by Philip M. Crane. Washington, 
University Professors for Academic Order; 
[distributed by Acropolis Books, 1974] 181 
p. 23 cm. Chiefly articles which originally 
appecred in Universitas. [LA227.3.M67] 
74-168207 2.25 

I. Universities and colleges—United 
States—Addresses, essays, lectures. I. Title. 


PATON, Lucy Allen. 378.7444 B 
Elizabeth Cary Agassiz; a biography. New 
York, Arno Press, 1974 [c1919] p. cm. 
ISBN 0-405-06117-X (Women in America: 
from colonial times to the 20th century) 
Reprint of the ed. published by Houghton 
Mifflin, Boston. [QH31.A19P3 1974] 74- 
3969 34.00 

1. Agassiz, Elizabeth Cabot Cary, 1822- 
1907. 2. Agassiz, Louis, 1807-1873. I. 
Title. II. Series. i 

Prepared from C.I.P. 


ALVEY, Edward. 378.755366 
History of Mary Washington College; 
1908-1972 [by] Edward Alvey, Jr. 


Charlottesville, University Press of Virginia 
[1974] xii, 682 p. illus. 24 cm. ISBN 0-. 


8139-0528-1 Includes bibliographical 
a (LD7251.F82A45] 73-92624 
i Mary Washington College, 


Fredericksburg, Va.—History. I. Title. 


FAGEN, Patricia W., 1940- 378.83 
Chilean universities; problems of autonomy 
and dependence [by] Patricia Weiss Fagen. 
Beverly Hills [Calif] Sage Publications 
[1973] 52 p. 22 cm. ISBN 0-8039-0310-3 
(Sage professional papers in comparative 
politics, no. 01-048) Bibliography: p. 50-52. 
{LB2331.4.F33] 74-75907 2.40 (pbk.). 

i. University autonomy—Chile. 2. 
Universities and colleges—Chile. I. Title. 


DENOVELLIS, Richard L. 379.15 
Schools become accountable; a pact 
approach, by Richard L. DeNovellis [and] 
Arthur J. Lewis. Foreword by Harold G. 
Shane. Washington, Association for 
Supervision and Curriculum Development 
[1974] xi, 71 p 23 om. Includes 
bibliographical references. [LB2806.D43] 
74-1093 3.50 (pbk.) 

1. Educational accountability. L Lewis, 
Arthur J, 1919- joint author. Il. Title. 


ENGEL, David E., comp. 379.2 
Religion in public education; problems and 
prospects, edited by David E. Engel. New 
York, Paulist Press [1974] ix, 278 p. 23 
cm. ISBN 0-8091-1821-1 On cover: 
Readings in religion and the public school. 
Includes bibliographies. [LC111.E53] 73- 
93471 5.95 

1. Religion in public schools—United 
States—Addresses, essays, lectures. I. Title. 
H. Title: Readings in religion and the 
publice school. 
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KNEAFSEY, James T. 380.5°0973 
The economics of the transportation firm; 
market structure and industrial 
performance [by] James T. Kneafsey. 
Lexington, Mass., Lexington Books [1974] 
p. ISBN 0-669-90977-7 Bibliography: p. 
[HE203.K55] 73-12746 2.95 (pbk.) 

l. Transportation—United States. I. Title. 
Prepared from C.I.P. 


SANDULESCU, Jacques. 381 B 
Hunger’s rogues: on the black market in 
Europe, 1948. New York, Harcourt Brace 
Jovanovich [1974] p. cm. ISBN 0-15- 
142991-X Autobiographical. 
[HF5349.E9S2] 74-5280 7.50 

1. Black market—Europe. I. Title. 

Prepared from C.I.P. 


GREENBERG, Barnett. 3817.3 
The classification of consumer goods: an 
empirical study [by] Barnett Greenberg 
and Danny Bellenger. Atlanta, Publishing 
Services Division, School of Business 
Administration, Georgia State University, 
1974. 82 p. illus. 29 cm. (Georgia State 
University. School of Business 
Administration. Research monograph no. 
56) Includes bibliographical references. 
(HF5415.3.G725] 74-621745 3.00 (pbk.) 
I. Consumers. 2. Consumer education. 3. 


Shopping. I. Bellenger, Danny, Joint 
author. IT. Title. III. Series. 
HEWETT, Edward A. 382°.0947 


Foreign trade prices in the Council for 
Mutual Economic Assistance [by] Edward 
A. Hewett. Cambridge [Eng.] University 
Press [1974] xii, 196 p. 23 cm. ISBN 0- 
521-20377-5 (Soviet and East European 
studies) Original version of this study 
submitted as the author’s thesis, University 
of Michigan. Includes bibliographical 
references. (HB236.E78H48 1974] 73- 
86045 
1. Sovet ekonomicheskoi 
vzaimopomoshchi. 2. Price regulation— 
Europe, Eastern. 3. Price policy—Europe, 
Eastern. 4. Europe, Eastern—Commerce. I. 
Title. 11. Series, 

Distributed by Cambridge University Press, 
New York, 17.50. 


MCCRACKEN, Paul 
Winston, 1915- 
Foreign trade policy; an AEI round table 
held on 10 September 1973, at the 
American Enterprise Institute for Public 
Policy Research. Paul W. McCracken, 
moderator [with] William R. Pearce [and 
others] Washington, [American Enterprise 
Institute for Public Policy Research, 1974] 
31 p. 21 cm. ISBN  0-8447-2046-1 

(HF1455.M254] 74-77431 2.00 (pbk.) 

1. United States—Commercial policy— 
Congresses. I. Pearce, William R. I. 
American Enterprise Institute for Public 
Policy Research. II. Title. 


382’.0973 


BATRA, Raveendra N. 382.1704 
The pure theory of international trade 

under uncertainty [by] Raveendra N. 

Batra. New York, Wiley [1974] p. ISBN 

0-470-05687-8 “A Halsted Press book.” 

Bibliography: p. [HF1007.B358] 74-4820 
7 


1. Commerce. 2. Equilibrium (Economics) 
3. Uncertainty (Information theory) I. 
Title. 

Prepared from C.I.P. 


STANWOOD, Edward, 382.7°0973 
1841-1923. 
American tariff ‘controversies in the 


nineteenth century. With an introd. for the 


Garland ed. by Michael Hudson. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1033-7 (The Neglected American 
economists) Reprint of the 1903 ed. 
published by Houghton Mifflin, Boston. 
[HF1753.S8 1974] 74-10570 18.50 

1. Tariff—United States—History. I. Title. 
iT. Series. 

Prepared from C.I.P. 


CURTISS, George Boughton, 
1852-1920. 

Protection and prosperity. With an introd. 

for the Garland ed. by Michael Hudson. 

New York, Garland Publishing, 1974. p. 

em. ISBN 0-8240-1032-9 (The Neglected 

American economists) Reprint of the 1896 

ed. published by Pan-American Pub. Co., 

aey York. [HF1711.C9 1974} 74-9959 

18.50 

i. Tariff 2. Free trade and protection— 

Protection. I. Title. IT. Series. 

Prepared from C.I.P. 


PATTEN, Simon Nelson, 
1852-1922. 

The economic basis of protection. With an 
introd. for the Garland ed. by Michael 
Hudson. New York, Garland Pub., 1974. 
p. cm. ISBN  0-8240-1025-6 (The 
Neglected American economists) Reprint 
of the 1890 ed. published by Lippincott, 
Philadelphia. Includes bibliographical 
on [HF1755.P28 1974] 74-8900 
18.50 

1. Free trade and protection. I. Title. II 
Series. 

Prepared from C.I.P. 


COLTON, Calvin, 
1789-1857. 
The Junius tracts, and the rights of labor. 
With an introd. for the Garland ed. by 
Michael Hudson. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1009-4 
(The Neglected American economists) 
Reprint of the 1844 ed. of The Junius 
tracts, published by Greeley & McElrath, 
New York, and the 1847 ed. of The rights 
of labor, published by A. S. Barnes, New 
York. [HF1754.C69] 74-10550 18.50 
1. Tariff—United States. 2, Free trade and 


382.7°3 


382.7°3 


382.730973 


protection—Protection. 3. Labor and 
laboring classes—United States. 4. 
Campaign literature, 1844—Whig. I. 


Colton, Calvin, 1789-1857. Rights of labor. 
1974. II. Title. HI. Series. 
Prepared from C.I.P. 


MANGOLD, George 
Benjamin, 1876- 
The labor argument in the American 
protective tariff discussion [by] George 
Benjamin Mangold, and Daniel Raymond; 
an early chapter in the history of economic 
theory in the United States [by] Charles 
Patrick Neill. New York, Garland Pub., 
1974. p. cm. (The Neglected American 
economists) First work is a reprint of the 
1908 ed., which was the author’s thesis, 
University of Wisconsin, 1906; and the 
second work is a reprint of the 1897 ed. 
published by Johns Hopkins Press, 
ie (HF2611.M24 1974] 74-8560 
18.50 ; 
1. Raymond, Daniel, 1786-1849. 2. 
Tariff—United States. 3. Labor and 
laboring classes—United States. 4. 
Economics—History—United States. I. 
Neill, Charles Patrick, 1865-1942, Daniel 
Raymond. 1974. IT, Title. TII. Series. 
Prepared from C.I.P. 


CURZON, Victoria. 382°.9143 
The essentials of economic integration; 
lessons of EFTA experience. With an 
introd. by Harry G. Johnson. New York, 
St. Martin’s Press for the Trade Policy 


382.7°3'0973 


Research Centre, London [1974] xii, 319 
p. illus. 23 cm. Bibliography: p. 309-312. 
(HF1531.C85 1974] 73-88026 17.95 

i. European Free Trade Association. 2. 
International economic integration. I. Title. 


POST, Steve. 384.5453 B 
Playing in the FM band; a personal 
account of free radio. Foreword by Julius 
Lester. Illustrated by Ira Epstein. New 
York, Viking Press [1974] xxvi, 230 p. 
illus. 22 cm. ISBN  0-670-55927-X 
[PN1991.4,P6A3] 73-8688 10.00 

1. Post, Steve. 2. WBAI-FM (Radio 
Station) New York. 3. Radio 
broadcasting—New York (City) I. Title. 


MACY, John W., 1917- 384.55°45°3 
To irrigate a wasteland; the struggle to 
shape a public television system in the 
United States [by] John W. Macy, Jr. 
Berkeley, University of California Press 
[1974] xi, 186 p. 21 cm. ISBN 0-520- 
02498-2 (Quantum books) Expanded 
version of the Gaither lectures given for 
the Center for Research in Management 
Science, University of California, Berkeley. 
[HE8700.8.M33 1974] 73-81200 6.95 

1. Television broadcasting—United States. 
2. Television programs, Public service. T. 
Title. 


ADLER, Richard. 384,.55°47 
The electronic box office: humanities and 
arts on the cable. [Edited by] Richard 
Adler & Walter S. Baer. Sponsored by the 
Aspen Program on Communications and 
Society. New York, Praeger [1974] p. cm. 


ISBN 0-275-08960-4 (Praeger special 
studies in U.S. economic, social, and 
political issues) Bibliography: 


[PN1992.8.S9A3] 74-4460 11.00 

i. Subscription television. 2. Community 
antenna television. 3. Television programs. 
I. Baer, Walter S., joint author. II. Aspen 
Program on Communications and Society. 
HII. Title. 

Prepared from C.I.P. 


MCKENNA, Joan. 384.55°47 
Cable television and the future. Illus. by 
William  Rotsler. ([Berkeley,  Calif.] 
Quantum Communications inc. [1974] 67 
p. illus. 22 cm. ISBN  0-941722-01-8 
[HE8700.7.C6M3] 74-78495 5.00 (pbk.). 

1. Community antenna television—United 
States. I. Title. 


BEHRENS, June. 385.24 
Train cargo. Photos. collected by Lou 
Jacobs, Jr. Chicago, Childrens Press [1974] 
64 p. illus. 21 cm. ISBN 0-516-07522-5 
(Transportation and trade series) "An Elk 
Grove book.” Describes the importance of 
railroads in transporting cargo, the 
different sorts of train cargoes, and the 
operation of railway lines throughout the 
world. [HE2311.B44] 73-11150 5.19 (lib. 
bdg.) 

1. Railroads—Freight—Juvenile literature. 
I Jacobs, Lou, illus. H. Title. 


ROLT, Lionel Thomas 
Caswell, 1910- 
From sea to sea; the Canal du Midi [by] L. 
T. C. Rolt. [Athens] Ohio University Press 
[1974, c1973] ix, 198 p. illus. 23 cm. ISBN 
0-8124-0152-1 Bibliography: p. [189]-190. 
[TC672.M6R65 1974] 73-92899 9.00 
1. Midi, Canal du. I. Title. 


LAING, Alexander 
Kinnon, 1903- 
The American heritage history of seafaring 
America, by Alexander Laing. Editor: 
Joseph J. Thorndike. New York, American 
Heritage Pub. Co.; book trade distribution 


386.480944 


387.0973 
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by McGraw-Hill [1974] p. ISBN 0-07- 
035847-8 [VK23.L29] 74-5301 17.50 

1. Navigation—United States—History. 2. 
Seafaring life—History. I. American 
heritage. IT. Title: History of seafaring 
America, Hf. Title: Seafaring America. 
Prepared from C.I.P. 


TURNS, Keith. 388.3°22°0942 
The independent bus; a historical survey of 
some independent bus operators. Newton 
Abbot, David & Charles [1974] 208 p. 
illus. 23 cm. ISBN 0-7153-6438-3 Includes 
bibliographical references. 
[HE5663.A6T87] 74-166812 

1. Motor bus lines--Great 
History. I. Title. 

Distributed by David & Charles, Vermont; 
11.50. 


Britain— 


JUPO, Frank. 392.36009 
A place to stay; man’s home through the 
ages, written and illustrated by Frank Jupo. 
New York, Dodd, Mead [1974] [48] p. col. 
illus. 24 cm. Describes different kinds of 
homes around the world and through the 
ages. [TH4812.J86] 72-9931 4.50 

1. Dwellings—Juvenile literature. I. Title. 


HULL, Eleanor, 398'.042°0942 
1860-1935. 
Folklore of the British Isles. With a pref. 
by R. R. Marett. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1928 ed. published by Methuen, 
London, issued in series: Methuen’s 
anthropological series. [GR141.H8 1974] 
74-12137 25.00 (lib. bdg.). 
i. Folk-lore—Great Britain. I Title. I. 
Series: Methuen’s anthropological series. 
Prepared from C.I.P. 
JOHNSON, William 398°.042°09449 
Branch, 1893- 
Folktales of Provence, by W. Branch 
Johnson. With eight sketches by the 
author. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. Reprint of the 1927 ed. 
published by Chapman and Hall, London. 
Pibliography: p. Fo 1974] 74- 
12479 20.00 (lib. bdg.). 


L Folk-lore—Provence. "a2 Tales, 
Provencal. I. Title. 

Prepared from C.I.P. 

GALDONE, Paul. 398.2 E 


Little Red Riding Hood [by] Paul Galdone. 
Adapted from a story by the Brothers 
Grimm. New York, McGraw-Hill [1974] 
ISBN 0-07-022731-4 A retelling of the folk 
tale about a little girl who finds a wolf in 
her grandmother’s clothing. [PZ8.G127Li] 
74-6426 5.95 

I. Little Red Riding Hood. 

Prepared from C.I.P. Library binding, 5.72; 
ISBN 0-07-022732-2 


SAY, Allen. 398.2°0952 E 
Once under the cherry blossom tree; an 
old Japanese tale. Retold and illustrated by 
Allen Say. [ist ed.) New York, Harper & 
Row [1974] 31 p. illus. 24 cm. ISBN 0-06- 
025216-2 A cherry tree growing from the 
top of the wicked landlord’s head is the 
beginning of his misfortunes and a better 
life for the poor villagers. [PZ8.1.S27On] 
73-14336 4.50 

I Atamayama. II. Title. 


ARABIAN nights. 
English. 
The Arabian nights; their best-known tales. 
Edited by Kate Douglas Wiggin and Nora 
A. Smith. Illustrated by Maxfield Parrish. 
New York, Scribner [1974, c1909] x, 340 
p. col. illus. 23 cm. ISBN 0-684-13809-3 
(The Scribner illustrated classics) Ten 
stories from the Tales of a Thousand and 


398.2°0956 
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One Nights, including the well-known ones 
of Aladdin and the lamp, Ali Baba and the 
forty thieves, and Sinbad the sailor. 
[PZ8.A85Wi4] 74-170396 3.95 

i. Fairy tales. 2. Tales, Arabic. I. Wiggin, 
Kate Douglas Smith, 1856-1923, ed. II. 
Smith, Nora Archibald, 1859-1934, ed. III. 


Parrish, Maxfield, 1870-1966, illus. IV. 
Title. 
TARCOYV, Edith. 398.21°0943 


Rumpelstiltskin; a tale told long ago by the 
Grimm brothers, retold by Edith H. 
Tarcov. Pictures by Edward Gorey. New 
York, Four Winds Press [1974] p. cm. A 
strange little man helps the miller's 
daughter spin straw into gold for the king 
on the condition that she will give him her 
first-born child. [PZ8.T175Ru] 74-2139 
3.50 

I. Gorey, Edward St. John, illus. II. 
Grimm, Jacob Ludwig Karl, 1785-1863. 
Rumpelstilzschen. II. Title. 

Prepared from C.I.P. 


ROCKWELL, Anne F. 398.2°36 
Befana: a Christmas story, written and 
illustrated by Anne Rockwell. New York, 
Atheneum, 1974. p. cm. ISBN 0-689- 
30417-X Retelis the traditional tale of the 
old lady who, having missed her chance to 
take gifts to the Christ Child, still wanders 
giving gifts to all children in hopes she will 
find Him. [PZ8.1.R6Be] 74-75570 4.95 

1. Befana—Juvenile literature. I. Title. 
Prepared from C.I.P. 


PARSONS, Virginia. 398.8 
Rainbow rhymes. New York, Golden Press 
[1974] [26] p. col. illus. 33 cm. A 


collection of familiar children’s verses 
including ”A-tisket-a-tasket,”  “Daffy- 
down-dilly,” and ”Peter, Peter, pumpkin- 


eater.” [PZ8.3.P26Rai] 73-79295 1.95 
I. Nursery rhymes. I. Title. 
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CHRISTOPHERSEN, Paul. 407 
Second-language learning; myth and 
reality. Harmondsworth, Penguin 


Education, 1973, fie. 1974] 110 p. 18 cm. 
ISBN 0-14-081052-8 (Penguin modern 
linguistics texts) Includes index. 
Bibliography: p. [95]+103. [P51.C67] 74- 
161085 

I. Language and languages—Study and 
teaching. I. Title. 


Distributed by Penguin Books, Baltimore, 
Md., 1.75 (pbk.) 
PILLET, Roger A., 1917- 407 


Foreign-language study; perspective and 
prospect [by] Roger A. Pillet. Chicago, 
University of Chicago Press [1974] x, 194 
p 22 cm. ISBN 0-226-66826-6 
Bibliography: p. 171-190. [P51.P46] 73- 
84194 6.95 

1. Language and languages—Study and 
teaching. I. Title. 


FROMKIN, Victoria. 410 
An introduction to language [by] Victoria 
Fromkin [and] Robert Rodman. New 
York, Holt, Rinehart arid Winston [1974] 
x, 357 p. illus. 23 cm. Includes 
bibliographies. [P121.F75] 73-16174 6.95 

J. Language and languages. I. Rodman, 
Robert, joint author. Il. Title. 


JAKOBSON, Roman, 1896- 410 
Main trends in the science of language. 
New York, Harper & Row [1974, ¢1973] 
76 p. 21 cm. ISBN 0-06-131809-4 (Main 
trends in the social sciences, 6) (Harper 


` linguistic 
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torchbooks, TB 1809) Bibliography: p. [63] 
-72. [P121.J26] 73-22616 1.95 (pbk). 
1. Linguistics. I. Title. 


SCOTT, Henry Joseph, 1917- 417.7 
Hieroglyphs for fun; your own secret code 
language, by Joseph and Lenore Scott. 
New York, Van Nostrand Reinhold [1974] 
p. cm. ISBN 0-442-27523-4 Presents the 
basic “alphabet” or twenty-four 
hieroglyphic letters with the approximate 
English sound they represent and briefly 
discusses various other aspects of Egyptain 
culture. [PJ1097.S3] 72-12443 6.95 

1. Egyptian language-— Writing, 
Hieroglyphic-—Juvenile literature. 2. 
Ciphers—-Juvenile literature. 3. Egypt 
Civilization—To 332 B.C.—Juvenile 


literature. I. Scott, Lenore, 1923- joint 
author. I. Title. 

Prepared from C.I.P. 

BABBINI, Barbara E. 419 


Manual communication; fingerspelling and 
the language of signs [by] Barbara E. 
Babbini. Urbana, University of Illinois 
Press [1974] 2 v. illus. 28 cm. ISBN 0-252- 
00334-9 Contents.—[1] A course of study 
outline for instructors.—[2] A course of 
study outline for students. Bibliography: [1] 
p. 339-365; [2] p. 185-188. [HV2474.B23] 
72-94999 10.00 

1. Sign language—Study and teaching. 2. 
Sign language. I. Title. 

Volume Two; 5.00, ISBN 0-252-00333-0. 


STRANG, Barbara M. B. 420.9 

A history of English. [London] Methuen 

[1974, 1970] xxiv, 453 p. illus., map. 22 

cm. (University paperbacks) Bibliography: 

p. 421-427. [PE1075.S85] 

1. English language—History. I. Title. 

Distributed by Barnes & Noble for 7.50 

(pbk.). L.C. card number for hardbound 

ed.: 70-17104. 

BROWN, Ivor John Carnegie, 422 
1891- 

Words in season, by Ivor Brown. Westport, 

Conn., Greenwood Press [1974, c1961] p. 

em. ISBN 0-8371-7489-9 Reprint of the 

ed. published by R. Hart-Davis, London. 

([PE1585.B75 1974] 74-4839 9.00 

1L English language—Eiymology—Popular 

works. I. Title. 

Prepared from C.I.P. 


ELKINS, William R. 425 
A new English primer; an introduction to 
concepts and systems [by] 
William R. Elkins. New York, St. Martin’s 


Press [1974] 122 p. illus. 22 cm. 
Bibliography: p. 115-119. [PE112.E37] 72- 
95905 9.95; 3.95 (pbk.). 

i. English language— Grammar, 
Generative. 2. English language- 
Grammar—t1950- I. Title. 

ONIONS, Charles Talbut, 1873- 425 


1965. 

Modern English syntax. New edition of 
An American English Syntax, prepared 
from the author’s materials by B. D. H. 
Miller. New York, St. Martins [1974, 
c1971] 155 p. 19 cm. [PE1361.05] 79- 
155763 3.95 (pbk.) 

i. English language—Syntax. I. Miller, 
Brian Donald Hewens. IT. Title. 


DOHAN, Mary Helen. 427 .9°73 
Our own words. [lst ed] New York, 
Knopf; [distributed by Random House] 
1974. xiv, 315, xlii p. 22 cm. ISBN 0-394- 
48209-3 Bibliography: p.  [311]-315. 
[PE2809.D6} 73-17432 7.95 

1. English language im the United States— 
History. 2. Americanisms. I. Title. 


AUGUST 31,1974 


ESTRIN, Herman A., comp. 428 
The American language in the 1970s 
[compiled by] Herman A. Estrin [and] 
Donald V. Mehus. San Francisco, Boyd & 
Fraser Pub. Co. [1974] xiv, 353 p. 23 cm. 
ISBN 0-87835-044-6 Bibliography: p. 347- 
353. [PE2808.E8] 73-90425 5.95 (pbk.) 

1. English language in the United States. I. 
Mehus, Donald V., joint author. I. Title. 


POOLEY, Robert Cecil, 428.00712 
898- 

The teaching of English usage [by] Robert 
C. Pooley. Urbana, Ill., National Council 
of Teachers of English [1974] xiii, 241 p. 
23 cm. ISBN 0-8141-2778-6 Edition for 
1946 published under title: Teaching 
English usage. Bibliography: p. 231-236. 
[PE1065.P55] 73-91939 4.50 (pbk.) 

1. English language—Study and teaching. 
I. Title. 


CHAMBERS, Selma Lola, 
1908- 
The golden book of words. \ilustrated by 
Louis Cary. Racine, Wis., Golden Press 
{1974} [20] p. col. illus. 32 cm. Editions 
published in 1948 and 1955 under title: 
The little golden book of words. 
Appropriate illustrations accompany words, 
such as boy—girl, swim—walk, one—two, 
which are arranged into such inclusive 
groups as People, Things We Do, and 


428.1 


Numbers. [PE1119.C45 1974] 73-12078 
4.40 

1. Primers—1950- 2. English language— 
Glossaries, vocabularies,  etc.—Juvenile 


literature. I. Cary, Louis F., 1915- illus. If. 
Title. 


SMITH, Samuel Stephenson, 
1897-1961. 

How to double your vocabulary [by] S. 
Stephenson Smith. Rev. by Herbert B. 
Greenhouse. [2d ed. completely rev. and 
updated] New York, Funk and Wagnalls 
[1974, ¢1964] viii, 435 p. 22 cm. ISBN 0- 
308-10099-9 Also published in a special 
edition entitled The vocabulary builder.” 
(PE1449.S624 1974] 73-15092 3.45 

1. Vocabulary. I. Greenhouse, Herbert B., 
ed. IT. Title. 


4287.1 


ZANDVOORT, Reinard Willem, 
1894- 

Wartime English; materials for a linguistic 
history of World War I, by R. W. 
Zandvoort and assistants. Westport, Conn., 
Greenwood Press [1974, c1957] p. cm. 
ISBN 0-8371-7509-7 Reprint of the ed. 
published by J. B. Wolters, Groningen, 
which was issued as no. 6 of Groningen 
studies in English. [PE1630.Z3 1974] 74- 
5556 13.25 

1. Words, New—English—Dictionaries. 2. 
World War, 1939-1945—Language (New 
words, slang, etc.) 3. English language— 
Terms and phrases. L Title. If. Series: 
Groningen studies in English, 6. 

Prepared from C.I.P. 


ZUCKERMAN, Marvin S. 4287.1 
Words, words, words; an English 
vocabulary builder and anthology [by] 
Marvin $. Zuckerman. Beverly Hills, 
Glencoe Press [1974] x, 334 p. illus. 26 
em. Includes bibliographical references. 
[PE1449.Z8] 73-7372 4.95 (pbk.) 

Lt. Vocabulary. 2. Vocabulary—Addresses, 
essays, lectures. I. Title. 


SAITZ, Robert L. 428.24 
ideas in English: for students of English as 
a second language [by] Robert L. Saitz 
[and] Francine B. Steiglitz. Cambridge, 
Mass., Winthrop Publishers [1974] p. cm. 
ISBN 0-87626-379s1 [PE1128.8216] 74- 
6217 4.95 (pbk.)} 


4287.1 


Il. English language—Text-books for 
foreigners. 2. Readers—1950- I. Steiglitz, 
Francine B., 1935- joint author. II. Title. 
Prepared from C.LP. 


MILLER, Wilma H. 428.40712 
Teaching reading in the secondary school, 
by Wilma H. Miller. Springfield, Ill., 
Thomas [1974] p. ISBN 0-398-03026-X 
“LB1632.M54] 73-15757 14.50 

1. Reading (Secondary education) I. Title. 
Prepared from C.I.P. 


PIMSLEUR, Paulo. 428.6 
Encounters; a basic reader [simplified by] 
Paul Pimsleur [and] Donald Berger. New 
York, Harcourt Brace Jovanovich [1974] 
xvii, 205 p. illus. 24 cm. ISBN 0-15- 
522685-7 ”Journalistic articles, simplified 
and arranged for students desiring to 
improve their reading of English.” 
[PE1121.P53] 73-16728 3.95 (pbk.) 

i, Readers—1950- I. Berger, Donald, joint 
author. IT. Title. 


ESAU, Helmut. 435 
Nominalization and complementation in 
modern German. [By] H. Esau. 
Amsterdam, North-Holland Pub. Co.; New 
York, American Elsevier Pub. Co., 1973, 
[i.e.1974] 314 p. 23 cm. (North-Holland 
linguistic series, 10) Expanded and revised 
version of the author’s thesis, UCLA. 
Addenda slip inserted. Bibliography: p. 
(297]-304. [PF3201.E8 1973] 73-88162 
16.50 

1. German language-—Noun. 2. German 
language—Word formation. 3. German 
language —-Syntax. I. Title. 


JONES, Sonia. 468”.27421 
Spanish one [by] Sonia Jones [and] 
Antonio Ruiz Salvador. New York, Van 
Nostrand Co. [1974] xv, 411 p. illus. 25 
cm. ISBN 0-442-24176-3 [PC4112.J6] 73- 
8377 9.95 

1. Spanish language—Grammar—1950- I. 
Ruiz Salvador, Antonio, joint author. II. 
Title. 


POSTON, Lawrence 468.2421 
Sanford, 1902- 

Continuing Spanish; a project of the 
Modern Language Association [by] 


Lawrence Poston, Jr., Eugenio Chang- 
Rodriquez [and] James M. Ferrigno. 2d ed. 
New York, Van Nostrand [1974] xvi, 456 
p. illus. 24 cm. ISBN 0-442-23718-9 ”An 
American Book Company modern 
language publication.” First ed. in 2 v. by 
L. S. Poston, Jr. and others. [PC4112. P64 
1974] 73-21180 10.95, 3.50 (workbook.) 

1. Spanish language—Grammar—1950- £ 
Chang-Rodriquez, Eugenio, joint author. I. 
Ferrigno, James M., joint author. IMI. 
Modern Language Association of America. 
IV. Title. 


SILVERSTEIN, Ruth J. 468.2421 
Spanish now! A level-one worktext. !El 
espanol actual! Primer programa. Review 
and self-instruction in basic skills and 
Hispanic culture [by] Ruth J. Silverstein 
[and] Allen Pomerantz. Woodbury, N.Y., 
Barron’s Educational Series,-inc. [1974] p. 
cm. ISBN 0-8120-0469-8 (Barron’s Spanish 
series) English and Spanish. Includes 
sections on structure, verbs, vocabulary, 
idioms, reading and listening 
comprehension, writing, and Hispanic 
culture. [PC4112.S5] 73- 0090 2.95 ek) 
1. Spanish language—Grammar—1950- I. 
Pomerantz, Allen, joint author. II. Title. 
If, Title: El espanol actual! 

Prepared from C.I.P. 


NITTI, John J. 469.5 
201 Portuguese verbs fully conjugated in 
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all the tenses, alphabetically arranged [by] 
John J. Nitti. Rev Woodbury, N.Y. 
Barron’s Educational Series [1974] xxxv, 
223 p. 21 cm. ISBN 0-8120-0330-6 
English and Portuguese. [PC5145.N5 
1974] 74-168225 2.95 (pbk.) 

1. Portuguese language--Verb—Tables, 
lists, etc. I. Title. 


MORELAND, Floyd L. 478.2421 
Latin: an intensive course [by] Floyd L. 
Moreland and Rita Fleischer. 
Preliminary edition. Berkeley, University 
of California [1974] 515 p. 26 cm. ISBN 0- 
520-02747-7. [PA2087] 74-77728 6.95 pbk. 
1. Latin language—Grammar-1870. I. 
Fleischer, Rita M. IT. Title. 


BALME, M. G. 478.6421 
The millionaires dinner party; an 
adaptation of the Cena Trimalchionis of 
Petronius [by] M. G. Balme. [London, 
New York] Oxford University Press [1974, 
c1973] 95 p. illus. 23 cm. ISBN 0-19- 
912025-0 Text in Latin; notes in English. 
[PA2095.B23 1974] 74- 167294 2.50 (pbk.) 
J. Latin language—Readers. I Petronius 
Arbiter: Saturae: Cena Trimalchionis. II. 
itle. 


BURROW, Thomas. 49.25 
The Sanskrit language, by T. Burrow. New 
and revised ed. London, Faber, 1973. ix, 
438 p. 23 cm. ISBN 0-571-04819-6 (The 
Great languages) Includes index. 
Bibliography: p. 399-401. [PK663.B8 1973] 
74-159531 

1. Sanskrit language. 

Distributed by Humanities Press, 18.00 


KIEFER, Fereno. 491.7 
Trends in Soviet theoretical linguistics. 
Edited by F. Kiefer, Dordrecht. Boston, 
Reidel [1973] xv, 438 p. 25 cm. ISBN 9- 
02-770274-8 (Foundations of language. 
Supplementary series, v. 18) Includes 
bibliographical references. [P121.K47] 74- 
160416 46.50 

1. Linguistics—Addresses, essays, lectures. 


2. Russian language-—Grammar-— 
Addresses, essays, lectures. I. Title. IL 
Series. 


PHILLIPS, Roger W. 491.75 
A concise Russian review grammar with 
exercises [by] Roger W. Phillips. [Madison] 
University of Wisconsin Press [1974] xv, 
108 p. 23 cm. ISBN 0-299-06544-8 
[PG2112.P5] 73-15260 2.95 (pbk.) 

1. Russian language—Grammar—1950- I. 
Title. 


WOLFF, Diane. 495.1°82’421 
An easy guide to everyday Chinese. 
Calligraphy by Jeanette Chien. New York, 
Harper & Row [1974] 231 p. illus. 21 cm. 
ISBN 0-06-090331-7 (Harper colophon 
books, CN 331) Bibliography: p. 230-231. 
{PL1093.W6] 73-5467 2.95 (pbk.). 

1. Chinese language. I. Title. 


NGUYEN Cinh Hoa, 495.9°22 
1924- 

Colloquial Vietnamese. Rev. ed. 

Carbondale, Southern Ilinois University 


Press [1974] p. cm. ISBN 0-8093-0685-9 
[PL4373.N39 1974] 74-5132 10.00 

I. Vietnamese Janguage—Spoken 
Vietnamese. I. Title. 

Prepared from C.I.P. 


JACOB, Judith M. 495'.93 
A concise Cambodian-English dictionary 
[by] Judith M. Jacob. London, New York, 
a University Press, 1974. xxxiv, 242 

26 cm. ISBN 0-19-713574-9 
Bibliography. p. xxxiv. [PL4326.J3 1974) 
74-168699 48.00 
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1. Khmer language—Dictionaries—English. 
I. Title. 


FEELINGS, Muriel L. 496’.392°321 
Jambo means hello; Swahili alphabet book, 
by Muriel Feelings. Pictures by Tom 
Feelings. New York, Dial Press [1974] [60] 
p. (chiefly illus.) 24 x 27 cm. ISBN 0- 
8037-4346-7 Presents a word, with English 
„translation, for each of the twenty-four 
letters in the Swahili alphabet. Brief 
explanation of each word introduces an 
East African custom. [PL8701.F4] 73- 


15441 5.95 
1. Swahili language—Alphabet—Juvenile 
literature. 2. Swahili language— 


Dictionaries, Juvenile—English. 3. Africa, 
Eastern—Soctial life and customs—Juvenile 
literature. I. Feelings, Tom, illus. If. Title. 

Library binding 5.47; ISBN 0-8037-4350-5. 


SWANTON, John Reed, 1873- 497.4 
1958, comp. 
-Haida songs by John R. Swanton. 


Tsimshian texts (new series} by Franz 
Boas. Leyden, E. J. Brill, 1912. [New 
York, AMS Press, 1974] v, 284 p. 23 cm. 
ISBN 0-404-58153-6 Tsimshian and Haida 
texts (without music), with English 
translations. Original ed. issued as v. 3 of 
Publications of the American Ethnological 
Society. [PM831.Z73S$9 1974] 73-3537 
14.50 

1. Tsimshian language—Texts. 2. Haida 
language—-Texts. 3. Tsimshian Indians— 
Legends. I. Boas, Franz, 1858-1942, comp. 
Tsimshian texts (new series). 1974. IT. 
Title. HI. Series: American Ethnological 
Society. Publications, v. 3. 


500 PURE SCIENCE 


AGASSIZ, Louis, 1807- 
1873. 

Lake Superior. [With a narrative of the 
tour by J. Elliot Cabot. Huntington, N.Y-] 
R. E. Krieger Pub. Co., 1974 [c1850] 25, 
428 p. illus. 25 cm. ISBN 0-88275-137-9 
Facsim. reprint of the ed. published by 
Gould, Kendall and Lincoln, Boston; with 
new introd. by A. V. Carozzi. Includes 
bibliographical references. 
[QH104.5.G7A35 1850a] 73-89695 16.50 
1. Natural history-—-Superior, Lake. 2. 
Superior, Lake. I. Cabot, James Elliot, 
1821-1903. II. Title. 


LOGICAL and epistemological 501 s 
studies in contemporary physics. Edited by 
Robert S. Cohen and Marx W. Wartofsky. 
Dordrecht, Holland, Boston, D. Reidel 
Pub. Co. [1974] viii, 462 p. 23 cm. ISBN 
9-02-770391-4 (Synthese library) (Boston 
studies in the philosophy of science, v. 13) 
Most of the articles ”originally presented 
as working papers to the Boston 
Colloquium for the Philosophy of Science 
during 1969-72.” Includes bibliographical 
references. [Q175.B7312 vol. 13] [QC5.56] 
530.1 73-83557 37.00; 18.00 (pbk.) 

1. | Physics—Philosophy—Congresses. I. 
Cohen, Robert Sonne, ed. II. Wartofsky, 
Marx W., ed. HI. Boston Colloquium for 
the Philosophy of Science. IV. Title. V. 
Series. 


*NATURE/SCIENCE annual. 505 
The 1974 edition is available from Time- 
Life Books, New York, for 5.95; Lib. ed., 
6.51. L.C. card order no: 70-99175. 


WORLD guide to scientific 506- 
associations. Verbande und Gesellschaften 
der Wissenschaft; ein internationales 
Verzeichnis. ist ed. New York, R. R. 
Bowker Co., 1974. xii, 481 p. 21 cm. ISBN 


500.97749 
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3-7940-1013-2 Information for different 
countries given in respective languages. 


` [Q145.W67] 74-220346 38.00 


1. Scientific societies—Directories. I. Title: 


Verbande und Gesellschaften der 
Wissenschaft; ein internationales 
Verzeichnis. 

BOVA, Benjamin, comp. 508.1 


The Analog science fact reader. New 
York, St. Martin’s Press [1974] 211 p. 
illus. 22 cm. Articles reprinted from 
Analog science fact & science fiction. 
Includes bibliographical references. 
[Q162.B69] 73-87398 7.95 

fi, Science. I. Analog science fact & 
science fiction. IT. Title. 

Contents omitted. 


CITY and peasant; 508’.1 s 
a study in socio-cultural dynamics. Editors: 
A. L. LaRuffa [and others. New York] 
New York Academy of Sciences [1974] 
347-568 p. 23 cm. (Annals of the New 
York Academy of Sciences, v. 220, article 
6) Cover title. Includes bibliographical 


references. [QI1.N5 vol. 220, art. 6] 
[HT113] 301.36 74-168182 17.00 (pbk.). 
L. Urbanization—Adgdresses, essays, 


lectures. 2. Sociology, Rural—Addresses, 
essays, lectures. 3. Rural conditions— 
Addresses, essays, lectures. I LaRuffe, 
Anthony L, 1933- ed. II. Series: New 
York Academy of Sciences. Annals, v. 
220, article 6. 


MATHEMATICAL analysis of - 508.1 s 
fundamental biological phenomena. Editor, 
Okan Gurel. [New York, New York 
Academy of Sciences] 1974. 156 p. illus. 
23 cm. (Annals of the New York Academy 
of Sciences, v. 231) Cover title. Result of a 
conference held by the Academy, Apr. 2, 
1973. Includes bibliographical references. 
[Q11.N5 vol. 231] [QH323.5] 574’.01°51 
74-170373 23.00 

1I.  Biology—Mathematical models. I. 
Gurel, Okan, ed. I. Series: New York 
Academy of Sciences. Annals, v. 231. 


PARANEOPLASTIC 508’.1 s 
syndromes. Editor: Thomas C. Hall. [New 
York] New York Academy of Sciences 
[1974] 577 p. illus. 23 cm. (Annals of the 
New York Academy of Sciences, v. 230} 
Cover title. Includes bibliographical 
references. [Q11.N5 vol. 230] [RC262] 
616.9°94 74-167233 51.00 (pbk.). 
I. Oncology. 2. Cancer—Complications 
and sequelae. I. Hall, Thomas C., 1921- ed. 
If. Series: New York Academy of Sciences. 
Aanals, v. 230. 
HOGBEN, Lancelot Thomas, 509 s 
1895- 
Astronomer priest and ancient mariner 
[by] Lancelot Hogben. New York, St. 
Martin’s Press [1974, c1973] 110 p. illus. 
26 cm. (His The Beginnings of science, [2] 
) [Q124.6.H63 vol. 2] [QB145] 520.9 73- 
83766 4.95 
i. Astronomy, Spherical and practical— 
History. I. Title. $ 


HOGBEN, Lancelot Thomas, 
1895- 

The beginnings of science [by] Lancelot 
Hogben. New York, St. Martin’s Press 
[1974- c1973- v. illus. 26 cm. 
Contents.— —[2] Astronomer priest and 
ancient mariner.—[3] Maps, mirrors, and 
mechanics. [Q124.6.H63] 74-170865 4.95 
(v. 2) 

1. Science—History—Collected works. I. 
Title. 
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-GALTON, Francis, Sir, 


AMERICAN BOOK PUBLISHING RECORD 


HOGBEN, Lancelot Thomas, 509 s 
1895- 
Maps, mirrors, and mechanics [by] 


Lancelot Hogben. New York, St. Martin’s 
Press [1974, c1973] 89 p. illus. 26 cm. (His 
The Beginnings of science, [3] 
[Q124.6.H63 vol. 3] [Q125] 500.209 73- 
85528 4.95 

1. Science—History. I. Title. 


509’.2’4 B 
1822-1911. 

Memories of my life. London, Methuen 

[1908. New York, AMS Press, 1974] p. 


cm. ISBN 0-404-08128-2 ”Books and 
memoirs by the author’: p. 325-331. 
[Q143.G3A3 1974] 72-1639 21.00 

I. Galton, Francis, Str, 1822-1911. 
Prepared from C.I.P. 

CAMPBELL, Hugh G. 510 


Finite mathematics [by] Hugh G. Campbell 
& Robert E. Spencer. New York, 
Macmillan [1974] x, 326 p. illus. 24 cm. . 
ISBN 0-02-318570-8 Bibliography: p. 298- 
300. [QA39.2.C33] 73-2761 9.95 

1. Mathematics—1961- I, Spencer, Robert 
E., joint author. IT. Title. 


PETERSON, John M., 1938- 510 
Finite mathematics [by] John M. Peterson. 
New York, Holt, Rinehart and Winston 
[1974] viii, 307 p. illus. 24 cm. ISBN 0-03- 
091298-9 [QA39.2.P5] 73-10457 12.00 

1. Mathematics—1961- ï. Title. 


WHEELER, Ruric E., 1923- 510 
Finite mathematics: an introduction to 
mathematical models [by] Ruric E. 


Wheeler and W. D. Peeples, Jr. Monterey, 
Calif., Brooks/Cole Pub. Co. [1974] xii, 
596 p. illus. 25 cm. ISBN 0-8185-0117-0 
(Contemporary undergraduate mathematics 
series) [QA37.2.W48] 73-89593 13.95 

1. Mathematics—1961- 2. Mathematical 
models. I. Peeples, W. D., 1928- joint 
author. IT. Title. 


SICHA, Jeffrey. 510.1 
A metaphysics of elementary mathematics. 
Amherst, University of Massachusetts 
Press [1974] x, 444 p. 26 cm. ISBN 0- 
87023-149-9 Bibliography: p. 424-427. 
[QA8.4.854] 73-79504 7.50 (pbk.) 

1. Mathematics—Philosophy. I. Title. 


BAJPAI, Avi C. 510°.2’462 
Engineering mathematics [by] A. C. Bajpai, 
L. R. Mustoe [and] D. Walker, in 
collaboration with W. T. Martin. London, 
New York, John Wiley [1974] xiii, 793 p. 
illus. 24 cm. ISBN 0-471-04375-3 
Bibliography: p. 751. [TA330.B34] 73- 
21230 22.50 

1. Engineering mathematics. I. Mustoe, L. 
R., joint author. I. Walker, D., joint 
author. 

Pbk. 10.95; ISBN 0-471-04376-1. 


CHERNOFF, Paul R., 1942- 510°.8 s 
Product formulas, nonlinear semigroups, 
and addition of unbounded operators [by] 
Paul R. Chernoff. Providence, American 
Mathematical Society, 1974. v, 121 p. 26 
cm. ISBN 0-8218-1840-6 (Memoirs of the 
American Mathematical Society, no. 140) 
Bibliography: p. 119-121. [QA3.A57 no. 
140] [QA329] 512°.55 73-22235 3.30 
(pbk. 

1. Semigroups of operators. 2. Selfadjoint 
operators. 3. Product formulas (Operator 
theory) ÍI. Title. IE Series: American 
Mathematical Society. Memoirs, no. 140. 


EDWARDS, Harold M: 510.8 s 
Riemann’s zeta function [by] H. M. 
Edwards. New York, Academic Press, 
1974. xiii, 315 p. 24 cm. ISBN 0-12- 


AUGUST 31,1974 


232750-0 (Pure and applied mathematics; a 
series of monographs and textbooks, 58) 
Bibliography: p. 306-310. [QA3.P8 vol. 58] 
[QA241] 512’.73 73-794 21.50 

i. Numbers, Theory of. 2. Functions, Zeta. 
I. Title. If, Series. 


FRIEDMAN, Avner. 510°.8 s 
Differential games. Providence, Published 
for the Conference Board of the 
Mathematical Sciences by the American 
Mathematical Society [1974] 66 p. 26 cm. 
ISBN 0-8218-1668-3 (Regional conference 
series in mathematics, no. 18) "Expository 
lectures from the CBMS_ Regional 
Conference held at the University of 
Rhode Island, June 4-8, 1973.” 
Bibliography: p. 62-66. [QA1.R33 no. 18] 
[QA269] 519.3 73-15872 4.00 (pbk.) 

I. Differential games. I. Conference Board 
ór the Mathematical Sciences. II. Title. II. 

eries. 


+ GILBERT, Robert P., 
1932- 

Constructive methods for elliptic equations 
[by] Robert P. Gilbert. Berlin, New York, 
Springer, 1974. vi, 397 p. 24 cm. (Lecture 
notes in mathematics, 365) Bibliography: p. 
[391]-397. [QA3.L28 no. 365] [QA377] 
515’.353 73-21280 10.10 (pbk.). 

1. Differential equations, Elliptic. I. Title. 
If, Series: Lecture notes in mathematics 
(Berlin), 365. 


MAZUR, Barry. 510°.8 s 
Universal extensions and one dimensional 
crystalline cohomology [by] Barry Mazur 
pna] William Messing. Berlin, New York, 
pringer-Verlag, 1974. vi, 134 p. 24 cm. 
(Lecture notes in mathematics, 370) 
Bibliography: p. 133-134. [QA3.L28 no. 
ool. [QA564] 514.23 73-21377 6.60 


510.8 s 


I, Abelian varieties. 2. Group schemes 
(Mathematics) 3. Homology theory. 4. Lie 
algebras. I. Messing, William, joint author. 
II Title. HE Series: Lecture notes in 
mathematics (Berlin), 370. 


MILGRAM, R. 510.8 s 
Unstable homotopy from the stable point 
of view [by] R. James Milgram. Berlin, 
New York, Springer-Verlag, 1974. 109 p. 
illus. 24 cm. (Lecture notes in 
mathematics, 368) Includes bibliographical 
references. [QA3.L28 no. 368] [QA612.78] 
$14’.24 73-21213 6.20 (pbk.). 

1. Homotopy groups. 2. Loop spaces. 3. 
Adams spectral sequences. I. Title. IL. 
Series: Lecture notes in mathematics 
(Berlin), 368. 


TOPOLOGY Conference, ` 510%.8 s$ 
Virginia Polytechnic Institute and State 
University, 1973. 

Topology Conference, Virginia Polytechnic 

inst. and State Univ., March 22-24, 1973. 

-[Proceedings] Ed. by Raymond F. 

Dickman, Jr. and Peter Fletcher. Berlin, 

New York, Springer, 1974. 283 p. ill. 24 

cm. (Lecture notes in mathematics, 375) 

Includes bibliographies. [QA3.L28 no. 375] 

(QA611.A1] 514 74-1652 9.30 (pbk.) 

I. Topology—Congresses. I. Dickman, 

Raymond F., ed. Il. Fletcher, Peter, 1939- 

ed. HI. Series: Lecture notes in 

mathematics (Berlin), 375. 

WOLF, Joseph Albert, 510.8 s 
1936- 

The action of a real semisimple Lie group 

on a complex flag manifold, If: Unitary 

representations on partially holomorphic 
cohomology spaces [by] Joseph A. Wolf. 

Providence, R.I., American Mathematical 

Society, 1974. iii, 152 p. 26 cm. ISBN 0- 

8218-1838-4 (Memoirs of the American 


Mathematical Society, no. 138) Part 1, 
with special title: Orbit structure and 
holomorphic arc components was 
published in the Bulletin of the American 
Mathematical Society, v. 75 (1969), p. 
1121-1237. Bibliography: p. 149-152. 
[QA3.A57 no. 138] [QA387] 514.2 73- 
21505 3.60 (pbk.) ' 

d. Lie groups. 2. Complex manifolds. 3. 
Partially ordered spaces. I. Title. II. Title: 
Unitary representations on partially 
holomorphic cohomology spaces. TI. 
Series: American Mathematical Society. 
Memoirs, no. 138. 


WOODCOCK, Alexander 
Edward Richard. 

A geometrical study of the elementary 
catastrophes [by] A. E. R. Woodcock [and] 
T. Poston. Berlin, New York, Springer, 
1974. 257 p. illus. 24 cm. (Lecture notes in 
mathematics, 373) Includes bibliographical 
references. [QA3.L28 no. 373] [QA613.64] 
514.7 73-22575 8.50 (pbk.). 

1. Differentiable mappings. 2. Singularities 
(Mathematics) 3. Manifolds (Mathematics) 
4. Differentiable dynamical systems. Í. 
Poston, T., joint author. If, Title. HL 
Series: Lecture notes in mathematics 
(Berlin), 373. 


YAMAMURO, Sadayuki. 510.8 s 
Differential calculus in topological spaces. 
Berlin, New York, Springer, 1974. iv, 179 
p. 24 cm. (Lecture notes in mathematics, 
374) Bibliography: p. 159-176. [QA3.L28 
no. 374] [QA322] 515.73 73-21376 7.40 
(pbk.). 

J. Linear topological spaces. 2. Calculus, 
Differential, 3. Differentiable mappings. Í 
Title. If. Series: Lecture notes in 
mathematics (Berlin), 374. 


BOOLOS, George. 511°.3 
Computability and logic [by] George 
Boolos [and] Richard Jeffrey. Cambridge 
[Eng.] University Press [1974] x, 262 p. 
illus. 24 cm. ISBN  0-521-20402-X 
[QA248.5.B66] 73-90811 

1, Recursive functions. 2. Logic, Symbolic 
and mathematical. I. Jeffrey, Richard C., 
Joint author. Il. Title. 

Distributed by Cambridge University Press, 
New York, 10.95. 


510°.8 s 


FITCH, Frederic Brenton. 511.3 
Elements of combinatory logic [by] 
Frederic B. Fitch. New Haven, Yale 


University Press, 1974. viii, 162 p. 23 cm. 
ISBN 0-300-01523-2 Bibliography: p. 155- 
158. [QA9.5.F57 1974] 73-86892 6.95 

1, Combinatory logic. I. Title. 


HALMOS, Paul Richard, 
1914- 
Naive set theory, by Paul R. Halmos. New 
York, Springer-Verlag New York [1974, 
c1960] p. cm. ISBN 0-387-90092-6 
(Undergraduate texts in mathematics) 
Reprint of the ed. published by Van 
Nostrand, Princeton, N.J., in series: The 
University series in undergraduate 
mathematos; [QA248.H26 1974] 74-10687 
.50 
1. Set theory. 2. Arithmetic—Foundations. 
I Title. 
Prepared from C.I.P. 


HENRY, Desmond Paul. 511.3 
Commentary on De Grammatico. The 
historical-logical dimensions of a dialogue 
of St. Anselm's. Dordrecht, Boston, Reidel, 
1974. 361 p. 23 cm. ISBN 9-02-770382-5 
(Synthese historical library, v. 8) Includes 
Latin text and English ee of De 
grammatico. Bibliography: -6. 
Bese .A83D4334] 73- 86092 27. 00 (lib. 
bdg 


511.3 
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i. Anselm, Saint, Abp. of Canterbury, 
1033-1109, De grammatico. I. Anselm, 
Saint, Abp. of Canterbury, 1033-1109. De 
grammatico. English & Latin. 1974. Hf. T 


BIGGS, Norman. 511.5 
Algebraic graph theory. [London, New 
York] Cambridge University Press [1974] 
vi, 170 p. 22 cm. ISBN 0-521-20335-X 
(Cambridge tracts in mathematics, 67) 
Bibliography: p. 165-168. [QA166.B53] 73- 
86042 11.00 

1. Graph theory. L Title. IL Series: 
Cambridge tracts in mathematics and 
mathematical physics, 67. 


SMITH, Roland Frederick, 
1917- 

Mathematics: an integrated view [by] 
Roland F. Smith. Columbus, Ohio, Merrill 
[1974] ix, 374 p. 26 cm. ISBN 0-675- 
08814-3 (Merrill mathematics series) 
Includes bibliographies. [QA39.2.S62] 73- 
92583 11.95 

1. Mathematics—1961- I. Title. 


BOBROW, Leonard S. 512.02 
Discrete mathematics: applied algebra for 
computer and information science [by] 
Leonard S. Bobrow [and] Michael A. 
Arbib. Philadelphia, Saunders [1974] xiii, 
719 p. illus. 25 cm. ISBN 0-7216-1768-9 
Includes bibliographies. [QA267.B6] 73- 
77936 17.50 

1. Machine theory. 2. Formal languages. 3. 
Algebra, Abstract. I. Arbib, Michael A., 
joint author. II. Title. 


ZURFLEIH, Thomas P. 512.1 
Basic technical mathematics explained. 
[by] Thomas O. Zurfleih. New York | 
McGraw-Hill [1974] xi, 596 p. illus 25 cm. 
ISBN 0-07-073595-6. [QA39.2.Z87] 73- 
6668 11.95 

1. Mathematics—1961- I. Title. 


BECHTEL, Robert D. 5127.13 
College algebra and trigonometry [by 
Robert D. Bechtel, Arthur A. Finco [and 
Robert B. Kane. New York, D. Van 
Nostrand Co. [1974] x, 422 p. illus. 24 cm. 
ISBN 0-442-24264-6 [QA154.2.B4] 73- 
15297 11.95 
1, Algebra. 2. Trigonometry. I. Finco, 
rthur A., joint author. I. Kane, Robert 
B., joint author. IHI. Title. 


HUTCHINSON, Margaret R. 5127.13 
The elementary ‘functions [by] Margaret R. 
Hutchinson. Columbus, Ohio, Merrill 
[1974] ix, 374 p. illus. 24 cm. ISBN 0-675- 
08855-0 (Merrill mathematics series) 
Includes bibliographies. [QA331.3.H85] 73- 
89294 10.95 (pbk.). 

1. Functions. I. Title. 
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WESSON, James Robert. $12°.5 
Lessons in linear algebra [by] James R. 
Wesson. Columbus, Ohio, Merrill [1974] x, 
277 p. illus. 24 cm. ISBN 0-675-08831-3 
(Merrill mathematics series) Bibliography: 
p. 271-272. [(QA184.W47] 73-91403 10.95 
1. Algebras, Linear. I. Title. 


HEAD, Thomas J., 1934- 512°.522 
Modules; a primer of structure theorems 
[by] Tom Head. Monterey, Calif., 
Brooks/Cole Pub. Co. [1974] x, 150 p. 24 
cm. ISBN 0-8185-0109-X eae et 


undergraduate mathematics series) 
Bibliography: p. 145-147. [QA247.H36] 
73-88319 10.95 

1. Modules (Algebra) I. Title. 

BASS, Hyman, 1932- 5127.55 


Introduction to some methods of algebraic 
K-theory. Providence, R.I., Published for 
the Conference Board of the Mathematical 
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Sciences by the American Mathematical 
Society [1974] v, 68 p. 26 cm. ISBN 0- 
8218-1670-5 (Regional conference series in 
mathematics, no. 20) ’Expository lectures 
from the CBMS regional conference held 
at Colorado State University, oe 24- 
28, 1973. Bibliography: 67-68. 
[OAT R33 no. 20] [QA 169} 73- 19925 4.00 
pbk 

1. K-theory. I. Conference Board of the 
Mathematical Sciences. If Title. HI. 
Series. 


FULLER, Gordon, 1894- 512.9 
College algebra. 3d ed., rev. New York, 
Van Nostrand [1974] x, 333 p. illus. 24 
em. ISBN 0-442-22509-1 First-2d ed. 
published under title: College algebra for 
freshmen. [QA154.F84 1974] 74-170956 
9.95 

1. Algebra. I. Title. 


WALL, Basil M. 512.9 
College algebra {by] Basil M. Wall [and] 
Charles R. Wall. Columbus, Ohio, Merrill 
[1974] xi, 275 p. illus. 24 cm. ISBN 0-675- 
08797-X (Merrill mathematics series) 
[QA154.2.W34] 74-75408 10.95 

i. Algebra. I. Wall, Charles R., joint 
author. IT. Title. 


GROZA, Vivian Shaw. 512.9°042 
Modern elementary algebra for college 
students [by] Vivian Shaw Groza [and] 
Susanne M. Shelley. 2d ed. San Francisco, 
Rinehart Press [1974] viii, 519 p. 24 cm. 
{QA152.2.G76 1974] 73-10200 9 .95 

1. Algebra. I. Shelley, Susanne, joint 
author. IT. Title. 


GROZA, Vivian Shaw. 512.9942 
Modern intermediate algebra for colege 
students [by] Vivian Shaw Groza [and] 
Susanne M. Shelley. 2d ed. San Francisco, 
Rinehart Press [1974] x, 533 p. 24 cm. 
ISBN 0-03-007461-4 [QA154.2.G76 1974] 
73-10216 9.95 


I. Algebra. I. Shelley, Susanne, joint 
author. II. Title. 
MATRIX . 512.9°43°0285425 


eigensystem routines. EISPACK guide [by] 
B. T. Smith [and others] Berlin, New 
York, Springer-Verlag, 1974. vii, 387 p. 24 
cm. (Lecture notes in computer science, 6) 
Includes bibliographies. [QA193. M37] 14+ 
4854 11.50 (pbk.) 

1. EISPACK (Computer program) I. 
Smith, Brian T. Il. Title. II. Series. 


FLANDERS, Harley. 515 
A second course in caleulus [by] Harley 
Flanders, Robert R. Korfhage [and] Justin 
J. Price. New York, Academic Press 
[1974] xii, 687 p. illus. 25 cm. ISBN 0-12- 
259662-5 [QA303.F5823] 73-18943 13.95 

I. Calculus. I. Korfhage, Robert R., joint 
Baek H. Price, Justin J., joint author. HI. 

ttie. 


SALTZ, Daniel. 515 
A short calculus: an applied approach. 
Rev. ed. Pacific Palisades, Calif., Goodyear 
Pub. Co. [1974] xii, 433 p. illus. 25 cm. 


ISBN 0-87620-842-1 Includes 

bibliographical references. [QA303.S19 

1974] 73-91644 11.95 

1. Calculus. [. Title. 

RAUCH, Harry Ernest, 515.223 
1925- : 

Theta functions with applications to 


Riemann surfaces [by] Harry E. Rauch 
[and] Hershel M. Farkas. Baltimore, 
Williams & Wilkins [1974] xii, 232 p. illus. 
23 cm. ISBN 0-683-07196-3 Includes 
bibliographical [QA333.R38] 
73-13515 14.00 
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references. 


1. Riemann surfaces. 2. Functions, Theta. 
L Farkas, Hershel M., joint author. If. 
Title. 


CARICO, Charles C. 515.25 
Exponential and logarithmic functions [by] 
Charles C. Carico. Consulting editor: 
Irving Drooyan. Belmont, Calif., 
Wadsworth Pub. Co. [1974] ix, 78 p. 26 
cm. ISBN 0-534-00314-1 (Wadsworth 
precalculus mathematics series, 5) 
[QA342.C37] 73-86797 2.95 (pbk.) 

1. Functions, Exponential. 2. Logarithmic 
functions. I. Title. II. Series. 


BERNFELD, Stephen R. 515.35 
An introduction to nonlinear boundary 
value problems {by} Stephen R. Bernfeld 
[and] V. Lakshmikantham. New York, 
Academic Press, 1974. xi, 386 p. 24 cm. 
ISBN  0-12-093150-8 (Mathematics in 
science and engineering, v. 109) 
Bibliography: p. 368-383. [QA379.B47] 73- 
21996 18.50 

1. Boundary value problems. 2. Nonlinear 
theories. I. Lakshmikantham, V., joint 
author. IT. Title. II. Series. 


HALMOS, Paul Richard, 
1914- 
Measure theory [by] Paul R. Halmos. New 
York, Springer-Verlag [1974, c1950]) p. 
cm. ISBN 0-387-90088-8 (Graduate texts 
in mathematics, 18) Reprint of the ed. 
published by Van Nostrand, New York, in 
series: The University series in higher 
mathematics. Bibliography: p. [QA312.H26 
1974] 74-10690 10.95 (pbk.). 
1. Measure theory. I Title. H. Series. 
Prepared from C.I.P. 
HALMOS, Paul Richard, 515.73 
1914- 
A Hilbert space problem book [by] Paul R. 
Halmos. New York, Springer-Verlag New 
York [1974, c1967] p. cm. ISBN 0-387- 
90090-X (Graduate texts in mathematics, 
v. 19) Reprint of the ed. published by Van 
Nostrand, Princeton, N.J., in series: The 
University series in higher mathematics. 
Bibliography: p. [QA322.4.H34 1974] 74- 
10673 12.50 
1. Hilbert space—Problems, exercises, ete. 
I Title. H. Series. 
Prepared from C.I.P. 


SZOKEFALYENAQY, Bela, 
Unitary dilations of Hilbert space operators 
and related topics, by Bela Sz.-Nagy. 
Providence, Published for the Conference 
Board of the Mathematical Sciences by the 
American Mathematical Society [1974] 
viii, 54 p. 26 cm. ISBN 0-8218-1669-1 
(Regional conference series in 
mathematics, no. 19) ’Expository lectures 
from the CBMS regional conference held 
at the University of New Hampshire, June 


515°.42 


515.73 


7-11, 1971.” Bibliography: p. 53-54. 
[QA1.R33 no. 19] [QA329.2] 73-17332 
4.00 (pbk.). 

i. Linear operators. 2. Hilbert space. 3. 
Functions, Characteristic. L Title. I. 
Series. 

GREENBERG, Marvin J. 516.009 


Euclidean and non-Euclidian geometries; 
development and history, by Marvin Jay 
Greenberg. San Francisco, W. H. Freeman 


[1974] p. ISBN  0-7167-0454-4 
Bibliography: p. [QA445.G84] 74-3491 10.95 
1. Geometry. 2. Geometry, Non-Euclidian. 


3. Geometry—History. 4. Geometry, Non- 
Euclidean—History. I. Title. 
Prepared from C.I.P. 


HOBAN, Tana. 516.22 
Circles, triangles, and squares. New York, 


AMERICAN BOOK PUBLISHING RECORD 


Macmillan [1974] p. cm. ISBN `0-02- 
744830-4 Picture book. The geometric 
concepts of circles, triangles, and squares 
are demonstrated in photographs of 
bubbles, windows, stacks of pipes, tires, 
boats, and other objects.” [QA484.H6] 72- 
93305 4.95 (lib. bdg.) 

1. Circle—Juvenile literature. 2. Triangle— 
Juvenile literature. 3. Square—Juvenile 
literature. I. Title. 

Prepared from C.I.P. 


MUNEM, Mustafa A. 516°.24 
College trigonometry [by] Mustafa A. 
Munem, William Tschirhart [and] James P. 
Yizze. [New York] Worth Publishers 
[1974] ix, 386 p. illus. 25 cm. ISBN 0- 


87901-028-2 [QA531.M86}  73-85131 
10.50 
Z. Trigonometry. I. Tschirhart, William, 


joint author. I. Yizze. James P, joint 
author. IIT. Title. 


KEEDY, Mervin 
Laverne. 

Trigonometry: a functions approach [by] 
Mervin L. Keedy [and] Marvin L. 
Bittinger. Reading, Mass., Addison-Wesley 
Pub. Co. [1974] viii, 321, 32 p. 28 cm. 
ISBN 0-201-03719-K [QA531.K33] 73- 
22731 9.95 

I. Trigonometry. I. Bittinger, Marvin L., 
Joint author. 


516°.24’076 


CHUNG, Kai Lai, 1917- 519.2 
A course in probability theory. 2d ed. New 
York, Academic Press [1974] xii, 365 p. 23 
cm. ISBN 0-12-174650-X (Probability and 
mathematical statistics, 21) Includes 
bibliographical references. [QA273.C577 
1974] 73-9420 15.00 

I. Probabilities. I. Title. 


WOLF, Frank Louis. 519.2 


‘Elements of probability and statistics [by] 


Frank L. Wolf. 2d ed. New York, 
McGraw-Hill [1974] xiv, 450 p. illus. 24 
cm. ISBN 0-07-071341-3 (McGraw-Hill 
series in probability and statistics) Includes 
bibliographical references. [QA273.W69 
1974] 73-16323 12.50 

1. Probabilities. 2. Mathematical statistics. 
L Title. 


KOOPMANS, Lambert 
Herman, 1930- 

The spectral analysis of time series [by] L. 

H. Koopmans. New York, Academic Press, 

1973 [i.e. 1974] p. cm. ISBN 0-12- 

419250-5 (Probability and mathematical 

statistics series) Bibliography: p. 

[QA280.K64 1974] 73-7441 26.00 

i. Time-series analysis. 2. Spectral theory 

(Mathematics) I. Title. 

Prepared from C.I.P. 


ROYAL Irish Academy 
Conference on Numerical 
Dublin, 1972. 

Topics in numerical analysis; proceedings. 

Edited by John J. H. Miller. London, New 

York, Academic Press for the Royal Irish 

Academy [1973, i.¢.1974] xviii, 348 p. 

illus. 26 cm. ISBN 0-12-496950-X Includes 

[QA297.R69 1972] 74- 


519.2732 


319.4 
Analysis, 


bibliographies. 
168237 19.50 
I. Numerical analysis—Congresses. I. 
Miller, John J. H, ed. If Royal Irish 
Academy, Dublin. HI. Title. 


INGRAM, John A. 519.5 
Introductory statistics [by] John A. 
Ingram. Menlo Park, Calif., Cummings 
Pub. Co. [1974] 341, A-E p. ‘illus. 24 cm. 


ISBN 0-8465-2640-9 [HA29.I56] 73-90820 
9.95 s 
1. Statistics. I. Title. 


AUGUST 31,1974 


ANALYTIC Sciences 
Corporation. Technical Staff. 
Applied optimal estimation. Written by: 
Technical Staff, Analytic Sciences 
Corporation. Edited by Arthur Gelb. 
Principal authors: Arthur Gelb [and others] 
Cambridge, Mass., M.LT. Press [1974] 374 
p. illus. 24 cm. ISBN 0-262-20027-9 
Includes bibliographical references. 
[QA402.A5 1974] 74-1604 17.50 
i. System analysis. 2. Estimation theory. 3. 


519.5°4 


Mathematical optimization. I. Gelb, 
Arthur, 1937- ed. II. Title. 

Pbk. 6.95, ISBN 0-262-70008-5. 

COOPER, Leon, 1924- 519.772 
Methods and applications of linear 
programming {by| Leon Cooper [and] 


David Steinberg. Philadelphia, Saunders, 
1974. ix, 434 p. illus. 25 cm. ISBN 0-7216- 
2694-7 Includes bibliographies. 
[T57.74.C63] 73-89935 14.75 

1. Linear programming. I. Steinberg, 


David, joint author. If. Title. IL. Title: 
Linear programming. 

*CULVER, Roger B. 520.28 
An introduction to experimental 
astronomy, [by] Roger B. Culver. 


preliminary edition. San Francisco, W. H. 
Freeman .and Co. [1974] 195 p. iflus., 
tables 28 cm. ISBN  0-7167-0347-5 
{QB62.7] 4.00 (pbk.) 

1. Astronomy—Laboratory manuels. I. 
Title. 


BROWN, Peter Lancaster, 
1927- 

Comets, meteorites, and men. New York, 
Taplinget, pub: = Co ee c1973] 255 p 
illus. BN  0-8008-1734- k 
[QB721. T79, 1974] 73-16633 12.50 

1. Comets. 2. Meteorites. I. Title. 


SPECTRAL classification $23.82 
and multicolour photometry. Symposium ... 
held in Villa Carlos Paz, Argentina, 
October 18-24, 1971. Edited by Ch. 
Fehrenbach and B. E. Westerlund. 
[Organized by the] International 
Astronomical Union. Dordrecht, Boston, 
Reidel, 1973. xiv, 314 p. with illus. 25 cm. 
ISBN 9-02-770280-2 (International 
Astronomical Union. Symposium no. 50) 
English or French. Includes bibliographies. 
[QB881 .864] 72-87471 35.50 (lib. bdg.) 
Stars—Spectra—Classification— 
ene 2. Photometry, Astronomical— 
Congresses. I. Fehrenbach, Charles, 1914- 
ed. II. Westerlund, Bengt E, ed. III. 
International Astronomical Union. IV. 
Title. V. Series. 
Pbk. 26.00; ISBN 9-02-770363-9 


GLASBY, John Stephen. 523.8°44 
The nebular variables, by John S. Glasby. 
[ist ed.] Oxford, New York, Pergamon 
Press [1974] p. cm. ISBN 0-08-017949-5 
(International series of monographs in 


523.6 


natural philosophy, v. 69) Includes 
bibliographies. [QB835.G528 1974] 74- 
3354 22.50 


1. Stars, Variable. 2. Nebulae. I. Title. 
Prepared from C.I.P. 


INTERNATIONAL 523.8446 
ie on Supernovae, Lecce, Italy, 
Supernovaé and supernova remnants. 
Proceedings, May 7-11, 1973. Edited by 
Cristiano Batalli Cosmovici. Assisted by 
Emilia D'Anna and Alfredo Borghesi. 
Dordrecht, Boston, Reidel, [1974]. xv, 392 
p. with illus. 25 cm. ISBN 9-02-770427-9 
{Astrophysics and space science library, v. 
45) Includes bibliographies. [QB841.156 
1973] 73-91428 36.00 (lib. bdg.). 
I. Supernovae—Congresses. [. Cosmovici 


Cristiano Batalli, ed. If, D’Anna, Emilia. 
TII. Borghesi, Alfredo. IV. Title. V, Series. 


EICHHORN, Heinrich. 523.8°908 
Astronomy of star positions; a critical 
investigation of star catalogues, the 
methods of their construction, and their 
purpose. New York, Ungar [1974] xvii, 
357 p. 26 cm. ISBN  0-8044-4187-1 
Bibliography: p. 325-347. [QB807.E34] 73- 
81764 25.00 

i. Astrometry. 2. Stars—Catalogs. I. Title. 


SIPE, F. Henry. 526.92 
Compass land surveying; a guide for 
surveyors, attorneys, landowners, and 


others, by F. Henry Sipe. Parsons, W. Va., 

McClain Print. Co., 1974. vii, 227 p. illus. 

22 cm. Includes bibliographical references. 

[TA563.S55 1974] 74-170875 9.00 

1. Surveyor’s compass. 2. Surveying. I. 

Title. 

REID, Robert 530’.092°4 B 
William. 

Marie Curie [by] Robert Reid. New York, 

Saturday Review Press [1974] 349 p. illus. 

22 cm. ISBN 0-8415-0317-6 Bibliography: 

pe 337338; [QD22.C8R4 1974] 74-3469 

8. 

1. Curie, Marie Sklodowska, 1867-1934. 


FEUER, Lewis Samuel, 1912- 530.1 
Einstein and the generations of science, by 
Lewis S. Feuer. New York, Basic Books 
{1974] ix, 374 p. illus. 25 cm. ISBN 0-465- 


01871-8 Includes bibliographical 
references. [QC173.98.F48]  73-75308 
12.95 


1. Quantum theory—History. 2. Relativity 
(Physics) 3. Science. I. Title. 


SACHS, Mendel. 530.11 
Ideas of the theory of relativity; general 
implications from physics to problems of 
society. Jerusalem, Israel Universities 
Press. New York, Wiley [1974] xv, 190 p. 
22 cm. ISBN 0-470-74832-X "A Halsted 


Press book.” Bibliography: p. 181-184. 
[QC173.55.S32}] 74-1291 11.95 
1. Relativity (Physics) I. Title. 
ADVANCED Study Institute 530.172 


on Foundations of Quantum Mechanics 
aa, Ordered Linear Spaces, Marburg, 
973. 

Foundations of quantum mechanics and 
ordered linear spaces; Advanced Study 
Institute, Marburg 1973. Edited by A. 
Hartkamper and H. Neumann. Berlin, New 
York, Springer, 1974. 355 p 25 cm. 
{Lecture notes in physics, 29) Includes 
bibliographies. [QC174.12.A36 1973] 74- 
2859 10.70 (pbk.). 

1. Quantum theory—Addresses, essays, 
lectures. 2. Hilbert space—Addresses, 
essays, lectures. 3. Vector spaces— 
Addresses, essays, lectures. I. Hartkamper, 
A, ed. H. Neumann, Hans, 1936- ed. UT. 
Title. IV. Series. 


HOYLE, Fred. 530.1°2 
Action-at-a-distance in physics and 
cosmology [by] F. Hoyle [and] J. YV. 
Narlikar. San Francisco, W. H. Freeman 
[1974] p. cm. ISBN  0-7167-0346-7 
Bibliography: p. [QC680.H69] 74-4158 15.00 
L. Quantum electrodynamics. 2. 
Gravitation. 3. Cosmology. I. Narliker, 
Jayant Vishnu, 1938- joint author. If. Title. 
Prepared from C.I.P. 


NATO Advanced Study 
Institute, Capri, 1973. 
Renormalization and invariance in 
quantum field theory; [lectures] Edited by 
Eduardo R. Caianiello. New York, Plenum 
Press [1974] p. cm. ISBN 0-306-35705-4 


530.143 


500 PURE SCIENCE 


(The NATO Advanced Study Institutes 
series. (Section B: Physics. v. 5)) 
[QC174.45.A1N67 1973] 74-8902 28.00 

1. Quantum field theory-—Congresses. 2. 
Renormalization (Physics)—Congresses. 3. 
Symmetry (Physics)—Congresses. A 
Caianiello, Eduardo R. 1921- ed. H. Title. 
II Series: NATO Advanced Study 
Institutes series. Series B: Physics, v. 5. 
Prepared from C.I.P. 


PARRY, William Edward. §30.1°44 
The many-body problem, by W. E. Parry. 
Oxford, Clarendon Press, 1973. x, 217 p. 
illus. 24 cm. ISBN 0-19-851450-6 (Oxford 
studies in physics) Bibliography: p. [210]- 
213. [QCi74.17.P7P37] 74-168154 

1. Problem of many bodies. I. Title. 
Distributed by Oxford University Press, 
New York; 20.00. 


NATO Advanced Study 530.1°5 
Institute on Mathematical Physics, 2d, 
Istanbul, 1972. 

Group theory in non-linear problems. 

Lectures presented at the NATO 

Advanced Study Institute on Mathematical 

Physics, held in Istanbul, Turkey, August 

7-18, 1972. Ed. by A. O. Barut. Dordrecht, 

Boston, Reidel, 1974. vi, 283 p. 25 cm. 

ISBN 9-02-770412-0 (NATO advanced 


study institutes series. Series C; 
Mathematical and physical sciences, v. 7) 
Includes bibliographical references. 


[QC20.7.N6N3 1972] 73-91202 24.00 

1. Nonlinear theories—Addresses, essays, 
lectures. 2. Groups, Theory of—Addresses, 
essays, lectures. I. Barut, Asim Orham, ed. 
It. Title. III. Series. 


LONGHURST, Richard Samuel. 535 
Geometrical and physical optics [by] R. S. 
Longhurst. 3d ed. [London] Longman 
[1973] xviii, 677 p. illus. 23 cm. ISBN 0- 
582-44099-8 (A Longman text) Label 
mounted on t.p.: Distributed in the U.S.A. 
by Longman Inc., New York. Bibliography: 


p. 605-612. [QC335.2.L65 1973] 74- 
169158 11.00 

I. Optics. I. Title. 

FRANCON, Maurice. 5357.4 


Holography; expanded and revised from 
the Freach edition [by] M. Francon. 
Translated by Grace Marmor Spruch. New 
York, Academic Press, 1974. p. ISBN 0- 
12-265750-0 French ed. published in 1969 
under title: Holographie. Bibliography: p. 
[QC449.F713] 73-798 11.00 

1. Holography. f. Title. 

Prepared from C.I.P. 


INCROPERA, Frank P. 536.7 
Introduction to molecular structure and 
thermodynamics [by] Frank P. Incropera. 
New York, J. Wiley [1974] p. cm. ISBN 
0-471-42710-1 [QC311.5.152] _ 74-3368 
16.95 (lib. bdg.) 

i. Statistical thermodynamics. 2. Molecular 
theory. I. Title. 

Prepared from C.I.P. 


INTERNATIONAL Conference 537.6'22 
on Amorphous and Liquid 
Semiconductors, 5th, Garmisch- 
Partenkirchen, Ger., 1973. 

Amorphous and liquid semiconductors; 

proceedings. Editors: J. Stuke [and] W. 

Brenig. London, Taylor & Francis; New 

York, Halsted Press, 1974. p. cm. ISBN 

0-470-83485-4 [QC611.8.A5I57 1973] 74- 

12437 90.00 (2 vols.). 

1 Amorphous semiconductors— 

Congresses. 2. Liquid semiconductors-— 

Congresses. I. Stuke, J, ed. IL Brenig, 

Wilhelm, ed. IIL. Title. 

Prepared from C.I.P. 
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ORGANIE polymeric $37.6°22 
semiconductors, [oy] Ya. M. Paushkin [and 
others]. Translated from Russian by R. 
Kondor. Translation edited by D. Slutzkin. 
New York, J. Wiley [1974] p. cm. ISBN 
0-470-67275-7 Translation of 
Organicheskie polimernye poluprovodniki. 
”A Halsted Press book.” [QD382.84073] 
74-8169 25.00 

i. Polymers and polymerization. Z. 
Semiconductors. I. Paushkin IA. M. 
Prepared from C.I.P. 


AL’TSHULER, Semen 5387.3 
Aleksandrovich. 
Electron paramagnetic resonance in 


compounds of transition elements [by] S. 
A. Altshuler and B. M. Kozyrev. 
Translated from Russian by A. Barouch. 
New York, Wiley [1974] p. cm. ISBN 0- 
470-02523-9 Translation of Elektronnyi 
paramagnitnyi rezonans soedinenii 
elementov promezhutochnykh grupp. ”A 
Halsted Press book.” [QC762.A4213] 74- 
8208 40.00 

1. Electron paramagnetic resonance. 2. 


Ionic crystals. I.  Kozyrev, Boris 
Mikhailovich. II. Title. ; 

Prepared from C.I.P. 

DEBENEDETTI, Sergio, 539.7°54 


1912- 
Nuclear interactions. Huntington, N.Y., R. 
E. Krieger Pub. Co., 1974 [c1964] p. cm. 
ISBN 0-88275-143-3 Reprint of the ed. 
published by Wiley, New York. Includes 


bibliographies. [QC794.D38 1974] 73- 
‘ 92136 19.75 
1. Nuclear reactions. I. Title. 
Prepared from C.I.P. 
SUMMER Institute on 539.754 
Particle Interactions at Very High 


Energies, Louvain, 1973. 
Particle interactions at very high energies. 
Edited by David Speiser, Francis Halzen, 
and Jacques Weyers. New York, Plenum 
Press [1974- p. cm. ISBN 0-306-35793-3 
(NATO Advanced Study Institutes series. 
Series B: Physics, v. 4) Includes 
bibliographical references. 
[QC794.8.H5S85 1973] 74-12347 28.00 

1. Nuclear reactions—Addresses, essays, 
lectures. 2. Collisions (Nuclear physics)— 
Addresses, essays, lectures. I. Speiser, 
David, 1926- ed. Il. Halzen, Francis, ed. 
Jil) Weyers, Jacques, ed. IV. Title. V. 
Series. 

Prepared from C.I.P. 


HORROCKS, Donald L. 539.7°75 
Applications of liquid scintillation counting 
[by] Donald L. Horrocks. New York, 


Academic Press, 1974. p. ISBN 0-12- 
356240-6 Includes bibliographical 
references. [QC787.S34H67] 73-9425 
29.50 


1. Liquid scintillators. I. Title. 
Prepared from C.I.P. 


COOK, Donald Jack, 1915- 540 
Elements of chemistry [by] Donald J. 
Cook. New York, Van Nostrand [1974] xv, 
450 p. illus. 24 cm. ISBN 0-442-21631-9 
Bibliography: p. 433-439. [QD11.C67] 73- 
17623 8.95 

1. Chemistry—History. I. Title. 


FULLER, Edward C., 1907- 540 
Chemistry and man’s environment [by] 


Edward C. Fuller. Boston, Houghton 
Mifflin [1974] xiv, 502 p. illus. 24 cm. 
ISBN 0-395-17086-9 Includes 


bibliographical references. 
73-14019 11.95 


i. Environmental chemistry. I. Title. 


{QD31.2.F84] 
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MAY, Julian S. è 540 
The student chemist explores compounds, 
by Julian S. May. [ist ed.] New York, 
Richards Rosen Press [1974] p. cm. ISBN 
0-8239-0301-X Bibliography: p. Presents 
illustrative chemical calculations to explain 
the scientific principles involved in molar 
and normal solutions, molecular weight 
determination, calorimetry, etc. 
[QD42.M338] 74-8140 4.80 (lib. bdg.) 

i. Chemistry—Problems, exercises, etc.— 
Juvenile literature. I. Title. 

Prepared from C.I.P. 


ROCHOW, Eugene George, 1909- 540 
Chemistry; molecules that matter [by] 
Eugene G. Rochow, George Fleck [and] 
Thomas R. Blackburn. New York, Holt, 
Rinehart and Winston [1974] vii, 669 p. 
illus. 25 cm. ISBN 0-03-084395-2 Includes 
bibliographical references. [QD31.2.R6] 73- 
9222 14.00 

1. Chemistry. 2. Environmental chemistry. 
I Fleck, George M., joint author. IL. 
Blackburn, Thomas R., 1936- joint author. 


RUDOLPH, Joachim. 540 
Chemistry for the modern mind. With a 
foreword by Manfred Eigen. Translated 
from the German by H. C. Grinter. New 
York, Macmillan [1974, c1973] 359 p. 
illus. 23 cm. Translation of Knaurs Buch 
der modernen Chemie. Bibliography: p. 
347. [QD37.R7913 1974] 73-6202 8.95 

1. Chemistry. I. Title. 


VOLLMER, Gerard W., 1928- 540 
Environmental chemistry in the secondary 
school [by] Gerard W. Vollmer. West 
Nyack, N.Y., Parker Pub. Co. [1974] p. 
cm. ISBN — 0-13-283283-6 Includes 
bibliographies. [QD43.V64] 74-5341 8.95 

1. Environmental chemistry—Experiments. 
I. Title. 

Prepared from C.I.P. 


SHALIT, Nathan. 540.28 
Cup and saucer chemistry. Illus. by 
Charles Waterhouse. New York, Grosset 
[1974, c1972] 93 p. col. illus. 27 cm. ISBN 
0-448-11690-h Summary: Simple 
experiments with materials available in the 
home reveal basic chemistry principles. 
[t210 S5Cu] 72-158766 2.95 (pbk.) 
OEY APEN ie 


A I. Waterhouse, Charles H., illus. 
Il. Title. 
CLOUSER, Joseph L. 540’.7711 


Keller plan for self-paced study using 
Masterton and  Slowinski’s Chemical 
principles [by] Joseph L. Clouser. 
Philadelphia, Saunders, 1974. vi, 164 p. 25 
cm. ISBN 0-7216-2610-6 (Saunders golden 
series) "The course is divided into units 
that correspond to chapters in ... Chemical 
principles, third edition.” Includes 
ae N (QD40.C694] 73-89174 4.50 
bk. 


1. Chemistry—Study and teaching (Higher) 
I. Masterton, William L., 1927- Chemical 
principles. I. Title. 


DALEY, Henry O. 540’.76 
Problems in chemistry. Rev. and expanded 
[by] Henry O. Deley, Jr. and Robert F. 
O'Malley. New York, M. Dekker, 1974. 
xvii, 490 p. illus. 23 cm. ISBN 0-8247- 
6107-3 (Undergraduate chemistry, v. 3) 
Edition for 1968 by R. F. O'Malley. 
[QD42.D26 1974] 73-86822 7.95 (pbk.) 

1. Chemistry—Problems, exercises, etc. I. 


O'Malley, Robert F., joint author. II. 
O'Malley, Robert F Problems in 
chemistry. 1H. Title. 

COSMOCHEMISTRY. 540’.8 s 


Berlin, New York, Springer-Verlag, 1974. 


AMERICAN BOOK PUBLISHING RECORD - 


176 p. illus. 24 cm. (Topics in current 
chemistry, 44) Includes bibliographical 
references. [QD1.F58 Bd. 44] [QB450] 


523.01 74-170416 19.70 
1. Cosmochemistry. 2. Interstellar matter. 


f, Series: Fortschritte der chemischen 
Forschung, 44. 
DYNAMIC chemistry. 540.8 s 


Berlin, New York, Springer-Verlag, 1974. 
221 p. illus. 24 cm. (Topics in current 
chemistry, 45) Includes bibliographical 
references. [QD1.F58 Bd.45] [QD476] 
547.1 74-170960 23.80 

1. Chemistry, Physical organic—Addresses, 
essays, lectures. I. Series: Fortschritte der 
chemischen Forschung, 45. 


PHOTOCHEMISTRY. 540°.8 s 
Berlin, New York, Springer, 1974. 236 p. 
illus. 24 cm. (Topics in current chemistry, 
46) English or German. Includes 
bibliographies. [QD1.F58 Bd. 46] [QD714] 
541.35 74-170424 26.20 


1.  Photochemistry—Addresses, essays, 
lectures. I. Series: Fortschritte der 
chemischen Forschung, 4 

Contents omitted. 
POLYAMINE-CHELATED 540’.8 s 
alkali metal compounds. Arthur W. 
Langer, editor. Washington, American 


Chemical Society, 1974. vii, 290 p. illus. 
24 cm. ISBN 0-8412-0194-3 (Advances in 
chemistry series, 130) ”A symposium co- 
sponsored by the Division of Polymer 
Chemistry and the Organometallic 
Subdivision of the Division of Inorganic 
Chemistry at the 164th meeting of the 
American Chemical Society, New York, 
N.Y., Aug. 28, 1972.” Includes 
bibliographical references. [QD1.A355 no. 
130] [QD474] 546’.38’2 74-75334 14.95 

1. Chelates—Congresses. 2. Alkali metal 
compounds-——Congresses. 3. Metal- 
ammonia compounds—Congresses. _ I. 
Langer, Arthur W., ed. American 
Chemical Society. II American Chemical 
Society. Division of Polymer Chemistry. 
IV. American Chemical Society. Division 
of Inorganic Chemistry. Organometallic 
Subdivision. 


TREMILLON, Bernard. 541°.3423 
Chemistry in non-aqueous solvents. 
{Translated from the French by N. 


Corcoran} Dordrecht, Boston, D. Reidel 
[1974] vi, 285 p. 19 cm. ISBN 9-02- 
770389-2 Translation of La chimie en 
solvants non-aqueux. Bibliography: p. [277] 


-285. [QD544.5.T7413] 73-86094 32.00 
(lib. bdg.) 

1. Nonaqueous solvents. 2. Solution 
(Chemistry) I. Title. 

*SURFACE and colloid 541.345 
science. : 
Vol. 7 edited by Egon Matijevie is 


available from Wiley, N.Y. for 24.95. 
ISBN 0-471-57636-0. L.C. card no.: 67- 
29459. 


WALL, Frederick 

Theodore, 1912- 
Chemical thermodynamics; a course of 
study [by] Frederick T. Wall. 3d ed. San 
Francisco, W. H. Freeman [1974] ix, 493 
p. illus. 25 cm. ISBN 0-7167-0173-1 (A 
Series of books in chemistry) Bibliography: 
p. [483]-485. [QD504.W34 1974] 73-13808 
14.95 


541.369 


1. Thermodynamics. Í. Title. 


SAWYER, Donald T. 541°.37 
Experimental electrochemistry for chemists 
[by] Donald T. Sawyer and Julian L. 
Roberts, Jr. New York, Wiley [1974] p. 
em. ISBN 0-471-75560-5 "A Wiley- 


AUGUST 31,1974 


Includes 
[QD553.S32] 


Interscience 
bibliographical 
74-3235 18.50 . 
i. Electrochemistry. I. Roberts, Julian L., 
joint author. IL. Title. 

Prepared from C.I.P. 


ot Arthur Earl, 
916- 

Critical stability constants, by Arthur E. 
Martell and Robert M. Smith. New York, 
Plenum Press [1974- p. ISBN 0-306- 
35211-7 Contents.—v. 1. Amino acids. 
Bibliography (v. 1, p. ) [QD503.M37] 74- 
i. Chemical equilibrium-—Tables, etc. 2. 
Complex compounds—Tables, etc. I. 
Smith, Robert Martin, 1927- joint author. 
Il. Title. 

Prepared from C.I.P. 


DILTS, Robert V. 543 
Analytical chemistry; methods of 
separation [by] Robert V. Dilts. New York, 
Van Nostrand [1974] ix, 592 p. illus. 24 


publication.” 
references. 


541°.392 


cm. ISBN 0-442-22158-4 Includes 
bibliographies. [QD75.2.D54] 73-6441 
14.95 

1. Chemistry, Analytic. 
*ENCYCLOPEDIA of 543.003 


industrial chemical analysis. 

Vol. 19, Thorium to Zinc, edited by Foster 
Dee Snell & Leslie S. Ettre, is available 
from Interscience, N.Y., for 45.00. ISBN 
0-471-81013-4. L.C. card no.: 65-27477. 


WILLARD, Hobart Hurd, 
1881- 

Instrumental methods of analysis [by] 

Hobart H. Willard, Lynne» L> Merritt, Jr. 

[and] John A. Dean. 5th ed. New York, 
an Nostrand [1974] xix, 860 p. illus. 24 


543.08 


cm. ISBN 0-442-29479-4 Includes 
bibliographies. [QD79.15W54 1974] 73- 
9122 14.95 


1. Instrumental analysis. I. Merritt, Lynne 
Lionel, 1915- joint author. IT. Dean, John 
Aurie, 1921- joint author. II. Title. 


GRIEM, Hans R. 543.085 
Spectral line broadening by plasmas [by] 
Hans R. Griem. [New York] Academic 
Press [1974] p. cm. ISBN 0-12-302850-7 
(Pure and applied physics, v.) Includes 
bibliographical references. 
[QC718.5.86G74] 73-5300 31.50 

1. Plasma spectroscopy. I. Title. If. Series. 


Prepared from C.I.P. . 
MIKA, Jozsef, 1897- 543.085 
Analytical emission spectroscopy; 


fundamentals, by Jozsef Mika and Tibor 
Torok. English translation edited by P. A. 
Floyd. [ist English ed.] New York, Crane, 
Russak [1974] 529 p. illus. 25 cm. ISBN 0- 
8448-0203-4 Rev. translation of Emisszios 
szinkepelemzes, v. 1. Includes 
bibliographical references. [QD95.M513 
1974] 73-75866 27.50 

1. Emission spectroscopy. I. Torok, Tibor, 
joint author. IT, Title. 


SLATER, Carl D. 544.63 
Infrared spectroscopy [by] Carl D. Slater, 
Donald G. Nyberg [and] Joseph Vikin. 
Boston, W. Grant Press [1974] viii, 56 p. 
illus. 28 cm. ISBN 0-87150-706-2 (The 
Willard Grant Press series: introduction to 
instrumentation) Bibliography: p. 49-50. 
(QC457.S854] 74-976 

i. Infra-red spectrometry. I. Nyberg, 
Donald G., joint author. If. Vikin, Joseph, 
joint author. II. Title. 


PETERS, Dennis G. 545 
Chemical separations and measurements; 
theory and practice of analytical chemistry 


[by] Dennis G. Peters, John M. Hayes, 
and Gary M. Hieftje. Philadelphia, 
Saunders, 1974. xxii, 749, 41, xxiii p. illus. 
27 cm. ISBN 0-7216-7203-5 (Saunders 
golden series) Based on the 3d. ed. of 
Basic theory and practice of quantitative 
chemical analysis by R. B. Fischer and D. 
G. Peters. Includes bibliographical 
references. [QD101.2.P47] 73-86385 15.95 
1. Chemistry, Analytic—Quantitative. I. 
Hayes, John Marion, 1909- joint author. H. 
Hiettje, Gary M., joint author. KHI. Fischer, 
Robert Blanchard, 1920- Basic theory and 
peg of quantitative chemical analysis. 
Title. 


SKOOG, Douglas Arvid, 1918- ` 545 
Analytical chemistry, an introduction [by] 
Douglas A. Skoog [and] Donalé M. West. 
2d ed. New York, Holt, Rirehart and 
Winston [1974] ix, 598 p. illus. 24 cm. 
ISBN 0-03-001976-1 Includes 
bibliographical references. [QD101.2.S55 
1974] 73-16072 13.50 

1. Chemistry, Analytic—Quantitative. I. 
West, Donald M. joint author. if. Title. 


*ADVANCES in organic 546.082 
chemistry and radiochemistry. 

Vol. 16 edited by H. J. Emeleus and A. G. 
Sharpe is available from Academic Press 


for 24.50. ISBN 0-12-023616-8. L.C. 
card number 59-7692. 
COLLOQUE Weyl, 3d, 546.7112 


Hanita, Israel, 1972. 

Electrons in fluids: the nature of metal- 
ammonia solutions, ed. by J. Jortner and 
N. R. Kestner. Berlin, Heide'berg, New 
York, Springer, 1973. xii, 493 p. 271 ill. 
(part col.) and ill. 25 cm. Held June 19-23, 
1972; sponsored by the Israeli Academy of 
Sciences and Humanities and others. 
Includes bibliographical references. 
[QD544.5.C64 1972] 73-8484 44.10 

1. Metal ammonia solutions—Congresses. 
I. Jortner, Joshua, ed. II. Kesiner, N. R., 
1937- ed. HI, Israel Academy of Sciences 
and Humanities. IV. Title. 


*ADVANCES in organometallic 
chemistry. 

Vol. 12 edited by F.G.A. Stone and Robert 
West is available from Academic Press for 
35.00. L.C. card no.: 64-16030. ISBN 0- 
12-031112-7. 


547 


GERIG, J. T. 547 
Introductory organic chemistry [by] J. T. 
Gerig. New York, Academic Press [1974] 
xvii, 404 p. illus. 24 cm. ISBN 0-12- 
280750-2 Includes bibliographical 
references. [QD251.2.G47] 73-9424 9.95 

i. Chemistry, Organic. I. Title. 


MOORE, James Alexander. 547 
Elementary organic chemistry [by] James 
A. Moore. Philadelphia, Saunders, 1974. 
vi, 353 p. illus. 27 cm. ISBN C-7216-6528- 
4 (Saunders golden series) [QD253.M815] 
73-86382 11.50 

1. Chemistry, Organic. I. Title. 


BELLAMY, Anthony J. 547.1 
An introduction to conservation of orbital 
symmetry; a programmed text [by] A. J. 
Bellamy. [London] Longman [1974] 77 p. 
illus. 28 cm. ISBN 0-582-44089-0 (A 
Longman text) Bibliography: p. [75] 
[QD476.B363] 74-170443 

i. Conservation of orbital symmetry— 
Programmed instruction. I. Title. 
ae by Longman, New York, 6.00 
pbk.). 


*ADVANCES in carbohydrate 
chemistry and biochemistry. 
Vol. 29 edited by R. Stuart Tipson and 


as 


547.3. 


. 500 PURE ‘SCIENCE 


Derek Horton is available from’ Academic + 
Press, N.Y. for 36.50. ISBN 0-12-007229- 
7. L.C. card no.: 45~11351. 


*CURRENT topics in 
developmental biology. 
Vol. 8, Gene activity and communication 
in differentiating cell populations edited by 
A. A. Moscona and Alberto Monroy is 
available from Academic Press for 19.50. 


547.3 


ISBN 0-12-153108-2. L.C. card no; 66- 
28604. 

WILSON, M. L. 547.3 
Nondestructive rapid identification of 


metals and alloys by spot test [by M. L. 
Wilson] Philadelphia, American Society for 
Testing ard Materials [1974] 54 p. illus. 23 
cm. (ASTM special technical publication 
550) Includes bibliographical references. 
[QD132.W54] 73-90275 4.00 

1. Metals—Analysis. 2. Alloys—Analysis. 
3. Spot tests (Chemistry) I. Title. II. Series: 


American Society for Testing and 
Materials. Special technical publication 
550. 


LOWE, Christopher R. 547.758 
Affinity chromatography [by] C. R. Lowe 
and P. D. G. Dean. London, New York, 
Wiley [1974] p. cm. ISBN 0-471-20453-6 
"A Wiley-Interscience publication.” 
[QP601.L69] 73-17598 16.95 

i, Affinity chromatography. 2. Enzymes— 
Analysis. I. Dean, Peter D. G., joint 
author. IL Title. 

Prepared from C.I.P. 


COWIE, John Mackenzie 547.84 
Grant. 
Polymers: chemistry and physics of 


modern materials [by] J. M. G. Cowie. 
Aylesbury, Intertext, 1973, [i.e. 1974] xii, 
298 p. illus. 24 cm. ISBN 0-7002-0227-7 
At head of title: Advisory editor: Keith 
Stead. Includes bibliographies and index. 


` [QD381.C68] 74-161416 


1. Polymers and polymerization. I. Title. 
Distributed by Intext Press, 7.50 


BUTLER, Stuart Thomas. 550 
Introduction to earth science [by] S. T. 
Butler and Robert Raymond. Foreword by 
Bentley Glass. Garden City, N.Y., Anchor 
Books, 1974, cl1971. 63 p. illus. 26 cm. 
ISBN 0-385-02399-5 (His Frontiers of 
science, 3} On cover: Illustrated popular 
science. [QE28.B964 1974] 74-170325 
1.95 (pbk.). 

i. Earth sciences. I. Raymond, Robert, 
Joint author. H. Title. 


ORDWAY, Richard John, 1918- 550 
Earth science and the environment [by] 
Richard J. Ordway. New York, Van 
Nostrand [1974] ix, 486 p. illus. 23 cm. 
ISBN 0-442-26295-7 Bibliography: p. 473- 
476. [QE28.07] 73-20784 10.95 

1. Earth sciences. I. Title. 


BRISTOL Symposium on 
Remote Sensing, 1972. 
Environmental remote sensing: applications 
and achievements. Papers presented at the 
Bristol Symposium on Remote Sensing, 
Department of Geography, University of 
Bristol, 2 October, 1972. Edited by Eric C. 
Barrett Tand] Leonard F. Curtis. London, 
E. Arnold; New York, Crane, Russak 
[1974] vi, 309 p. illus. (part col.), maps. 24 
cm. ISBN 0-8448-03090-6 Includes 
bibliographies. [QE33.2.R4B74 1972] 73- 

91531 27.50 

i, Astronautics in earth sciences— 
Congresses. 2. Remote sensing systems— 
Congresses. T. Barrett, Eric Charles, ed. IT. 
Curtis, Leonard F., ed. II. Title. 


550.28 
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NAE, 


500 PURE SCIENCE 


BROWN, Billye Walker. 551.2°2 
Historical catastrophes: earthquakes, by 
Billye Walker Brown and Walter R. 
Brown. [Reading, Mass.] Addison-Wesley 
[1974] 191 p. illus. 21 cm. ISBN 0-201- 
00546-8 “An Addisonian Press book.” 
Discusses major earthquakes throughout 


history and the means developed to 
measure their force. [QE539.B76] 73- 
15617 4.95 


i. Earthquakes—Juvenile literature. I. 
Brown, Walter R., 1929- joint author. II. 
Title. 


LOMNITZ, Cinna. §51.2’2 
Global tectonics and earthquake risk. 
Amsterdam, New York, Elsevier Scientific 
Pub. Co., 1974. xiv, 320 p. with illus., 6 
fold. 1. 25 cm. ISBN 0-444-41076-7 
(Developments in geotectonics, v. 5) 
Bibliography: p. 303-307. [QES01.L64] 72- 
87960 29.50 

1. Geodynamics. 2. Earthquakes. I. Title. 
II. Series. 


SCHULTZ, Gwen M. 551.314 
Ice age lost [by] Gwen Schultz, [lst ed.] 
Garden City, N.Y., Anchor Press, 1974. 
xvii, 342 p. illus. 25 cm. ISBN 0-385- 
05759-8 Bibliography: p.  [322]-327. 
[GB2403.S38] 73-13280 10.00 

1. Glacters. 2. Glacial epoch. I. Title. 


*THE Sea; ideas and 551.46 
` observations on progress in the study of 

the seas. 

Vol. 5, 1974 Marine Chemistry, edited by 

Edward D. Goldberg is available from 

Wiley, New York, for 39.95. ISBN 0-471- 

31090-5 L.C. card order no.: 62-18366. 


THE Black Sea—geology, 551.4°629 
chemistry, and biology. Edited by Egon T. 
Degens and David A. Ross. Tulsa, Okla., 
American Association of Petroleum 
Geologists, 1974. ix, 633 p. illus. 25 cm. 
(American Association of Petroleum 
Geologists. Memoir 20) Includes 
bibliographies. [GC681.B55] 74-79546 33.00 
1. Oceanography—Black Sea. 2. Marine 
biology—Black Sea. 3. Geology—Black 
Sea. I. Degens, Egon T, ed. Il. Ross, 
David A., 1936- ed. III. Title. IV. Series. 


BYERS, Horace Robert, 1906- 551.5 
General meteorology. 4th ed. New York, 
McGraw-Hill [1974] xiv, 416 p. illus. 24 
em. ISBN  0-07-009500-0 First ed. 
published in 1937 under title: Synoptic and 
aeronautical meterology. Includes 
bibliographical references. [QC861.2.B9 
1974] 73-19886 14.95 

1. Meteorology. I Title. 


CLIMATES of North 551.6°08 s 
America. Edited by Reid A. Bryson [and] 
F. Kenneth Hare. Amsterdam, New York, 
Elsevier Scientific Pub. Co., 1974. x, 420 
p. illus. 30 cm. ISBN 0-444-41062-7 
(World survey of climatology, v. 11) 
Includes bibliographies. [QC981.W67 vol. 
11] [QC982.8] 551.6°9°7 74-166661 54.00 
1. North America—Climate. I. Bryson, 
Reid A., ed. Il. Hare, Frederick Kenneth, 
ed. HI. Title. IV. Series. 


GUPTA, Vishwa Jit, 
1942- 

Indian Palaeozoic stratigraphy [by] V. J. 

Gupta. Delhi, Hindustan Pub. Corp. [1973] 


551.720954 


ix, 207 p. maps. 25 cm. Includes 
bibliographical references. [QE654.G86] 
73-906823 

i. Geology, Stratigraphic—Paleozoic. 2. 


Geology—Iindia. I. Title. 
Distributed by International 
Book Service, 9.00 


Scholarly 
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STACEY, Frank D. 552.06 
The physical principles of rock magnetism. 
By Frank D. Stacey and Subir K. Banerjee. 
Amsterdam, New York, Elsevier Scientific 
Pub. Co., 1974, ix, 195 p. with illus. 24 
em. ISBN 0-444-41084-8 (Developments 
in solid earth PE v. ) 
Bibliography: [178]-186. 
[OES 31. 6. M3572] 72- $7965 21.75 

1. Rocks—Magnetic properties. I. Banerjee, 
Subir K., joint author. II. Title. HT. Series. 


ADLER, Irving. 553.2 
Coal [by] Irving and Ruth Adler. Rev. ed. 
New York, John Day Co. [1974] p. cm. 
ISBN 0-381-99974-2 (Their The ”reason 
why” books) Includes bibliographical 
references. A history and survey of coal 
and coal mining, from its formation in the 
earth to its use as fuel. [TN801.A3 1974] 
74-5304 4.47 (lib. bdg.) 

I. Coal—Juvenile literature. I. Adler, Ruth, 
Joint author. II. Title. 

Prepared from C.I.P. 


RECENT researches in 555.4 


geology; a collection of papers in the . 


honour of Professor A. G. Jhingran cn{sic] 
his sixtyfifth birthday. Editorial board: 
chief editor: V. K. Verma; editors: R. C. 
Misra [and others] Delhi, Hindustan Pub. 
Corp., 1973- v. illus., maps. 24 cm. 
Includes bibliographical references. 
[QE295.R4] 73-906948 

1. Jhingran Anant Gopal, 1908- 2. 
Geology—India—Addresses, Essays, 
fectures. I. Jhingran, Anant Gopal, 1908- 
ed. II. Verma, Virendra Kumar, 1934- ed. 
II. Misra, R. C, ed. 


Distributed by International Scholarly 
Book Service, 12.95 
HORNBLOW, Leonora, 1920- 566 


Prehistoric monsters did the strangest 
things, by Leonora and Arthur Hornblow. 
Illustrated by Michael K. Frith. New York, 
Random House [1974] 63 p. col. illus. 22 
cm. ISBN 0-394-82051-7 (Step-up books, 
23) Briefly describes, in chronological 
order, many of the strange animals that 
lived on earth between the time life began 
and the appearance of man. [QE842.H67] 
73-9348 3.37 (lib. bdg) 

J. Vertebrates, Fossil—Juvenile literature. 
I Hornblow, Arthur, 1893- joint author. II. 
Frith, Michael K. illus. III. Title. 

Pbk. 1.95; ISBN 0-794-92051-7. 


PARISH, Peggy. 568°.19 
Dinosaur time. Pictures by Arnold Lobel. 
[lst ed.] New York, Harper & Row [1974] 
30 p. col. illus. 23 cm. ISBN 0-06-024653- 
7 (An Early I can read book) An easy-to- 
read introduction to eleven different 
dinosaurs—their size, their diet, the 
pronunciation of their names, and their 
distinctive characteristics. [QE862.D5P14 
1974} 73-14331 1.95 

1. Dinosauria—Juvenile literature. I. Lobel, 
Arnold, illus. IT, Title. 

Library binding 2.79; ISBN 0-06-024654-5. 


MONTAGU, Ashley, 1905- 572 
Man’s most dangerous myth: the fallacy of 
race. Sth ed., rev. and enl. New York, 
Oxford University Press, 1974. xvi, 542 p. 
22 cm. ISBN 0-19-501775-7 Bibliography: 
p. [449]-528. [GN280.M59 1974] 73- 
92869 15.00 

1. Race. 2. Race problems. I. Title. 


KELSO, Alec John, 1930- 573 
Physical anthropology: an introduction [by] 
A. J. Kelso. 2d ed. Philadelphia, Lippincott 
[1974] xx, 357 p. illus. 24 cm. ISBN 0- 
397-47296-X Includes bibliographies. 
[GN60.K4 1974] 73-17175 10.25 

1. Somatology. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


POIRIER, Frank E., 1940- 573 
In search of ourselves; an introduction to 
physical anthropology, by Frank E. Poirier. 
Minneapolis, Burgess Pub. Co. [1974] xi, 
400 p. illus. 23 cm. ISBN 0-8087-1638-7 
Includes bibliographies. [GN60.P64] 74- 
75317 4.95 (pbk.) 

1. Physical anthropology. I. Title. 


RAHN, Joan Elma, 1929- 574 
Biology: The science of life. [by] Joan E. 
Rahn New York, Macmillan 1974 x, 470 
p. illus 24 cm. ISBN 0-02-397670-X (The 
Macmillan core series in biology) Includes 
bibliographies: [QH308.2.R34] 72-14071 
10.9 

i. Biology. I. Title. 


WHITE, John M., 1926- 574 
Scripts for: hands on biology; an audio- 
tutorial approach [by] John M. White and 
Robert D. Barnes. Santa Barbara, Calif., 
Hamilton Pub. Co. [1974] 1 v. (various 
pagings) 29 cm. ISBN 0-471-94016-X 
[QH308.2.W5] 73-21572 5.95 

1. Biology. 2. Biology—Laboratory 
manuals. I. Barnes, Robert D., 1937- joint 


author. If Title. HI. Title: Hands on 
biology. 
THOMAS, Lewis, 1913- 574.01 


The lives of a cell; notes of a biology 
watcher. New York, Viking Press [1974] 
153 p. 21 cm. ISBN 0-670-43442-6 Essays 
which appeared in the New England 
journal of medicine, 1971-73. Bibliography: 
p. 149-153. [QH331.T45 1974] 73-18888 
6.95 

L. Biology—Philosophy—Addresses, 
essays, lectures. I. Title. 


POTTER, Stephen. $74’.01°42 
Pedigree; the origins of words from nature, 
ay Stephen Potter and Laurens Sargent. 
New York, Taplinger Pub. Co. [1974, 
21973] 320 p. 24 cm. ISBN 0-8008-6248-1 
’An Arnold Lent book.” [QH83.P64 1974] 
73-16964 9.95 

i, Natural history—-Nomenclature. 2. 
English language—Etymology. I. Sargent, 
Laurens Christopher, joint author. IL. Title. 


WALLACE, Alfred $74’.09274 
Russel, 1823-1913. 

My life; a record of events and opinions. 

New York, Dodd, Mead, 1905. [New 

‘York, AMS Press, 1974] p. cm. ISBN 0- 

#04-08184-3 [QH31.W2W34 1974] 72- 

7668 49.50 ° 

1. Wallace, Alfred Russel, 1823-1913. I. 

Title. 

Prepared from C.I.P. 


*SOCIETY for 574.108 
Developmental Biology. 

Symposium. 

The 30th symposium, Macromolecules 


regulating growth and development edited 
ty Elizabeth D. Hay, Thomas J. King, and 
John Papaconstantinou is available from 


Academic Press for 19.00. ISBN 0-12- 
612973-8. L.C. card no.: 55-10678 
LOZINA-LOZINSKII, Lev 574.19167 


Konstantinovich. 
Studies in cryobiology; adaptation and 
resistance of organisms and cells to low 
aad extremely low temperatures, [by] L. K. 
Lozina-Lozinskii. Translated from Russian 
by P. Harry. New York, Wiley [1974] p. 
cn. ISBN 0-470-54347-7 Translation of 
Gcherki po kriobiologii. "A Halsted Press 
20k.” Bibliography: 

[QH324. 9.C7L6913] 74-8277 27.50 

I. .Cryobiology. 2. Cold adaptation. 3. 
Cold—Physiological effect. I. Title. 
Prepared from C.I.P. 


AUGUST 31,1974 ` 


BREWER, John 
Michael, 1938- 
Experimental techniques in biochemistry 
[by] J. M. Brewer, A. J. Pesce [and] R. B. 
Ashworth. [Englewood Cliffs, N.J. 
Prentice-Hall, 1974] p. cm. ISBN 0-13- 
295071-5 (Foundations of modern 
biochemistry series) Includes 
bibliographical references. [QP519.7.B73] 
74-8641 11.95 
1. Biological chemistry—-Technique. F. 
Pesce, Amadeo J, joint author. II. 
Ashworth, Raymond Bernard, 1929- joint 
author. TI. Title. 
Prepared from C.I.P. 


574.1°92°028 


INTERNATIONAL Symposium 574.1°925 
on the Metabolic Interconversion of 
Enzymes, 3d, Seattle, 1973. 

Metabolic interconversion of enzymes 

1973. Third International Symposium held 

in Seattle, June 5-8, 1973. Organized by E. 

H. Fischer [and others] Berlin, New York, 


Springer, 1974. xvi, 399 p. illus. 26 cm. 
Includes bibliographies. [QP601.1526 1973] 
74-388 28.10 

1. Enzymes—Congresses. 2. Metabolic 
regulation—Congresses. i Fischer, 
Edmond H. Il. Title. 

HAYAISHI, Osamu, 1920- 574.1°9258 
Molecular mechanisms of oxygen 


activation. Edited by Osamu Hayaishi. 
New York, Academic Press, 1974. xvi, 678 
p. illus. 24 cm. ISBN 0-12-333640-6 
(Molecular biology; an international series 
of monographs and textbooks) Includes 
bibliographical references. [QP603.085H39] 
72-9987 37.50 

1. Oxygenases. I. Title. II. Series. 


ICN-UCLA Symposium on 574.2'9 
Molecular Biology, 3d, Squaw Valley, 
Calif., 1974. 

The immune system: genes, receptors, 

signals; [proceedings] Edited by Eli E. 

Sercarz, Alan Williamson [and] C. ae 

Fox. New York, Academic Press, 1974. p. 

ISBN 0-12-637150-4 ([QR180.3.126 1974] 

74-10969 22.50 

1. Immunology—-Congresses. I. Sercarz, Elf 

E., ed. Il. Williamson, Alan, ed. ITI. Fox, 

C. Fred, ed. IV. Title. 

Prepared from C.I.P. 


CELLULAR selection and 574.2°95 
regulation in the immune response. Editor: 
Gerald M. Edelman. New York, Raven 
Press [1974] xi, 287 p. illus. 25 cm. ISBN 


0-911216-71-5 (Society of General 
Physiologists series, v. 29) Includes 
bibliographies. [QR186.C44] 73-93857 
19.75 


1. Clonal selection theory—Congresses. 2. 
Cellular control mechanisms—Congresses. 
3. Genetic regulation—Congresses. I. 
Edelman, Gerald M., ed. II. Series: Society 
of General Physiologists. Society of 
General Physiologists series, v. 29. 


TANNER, R. Thomas. 574.5°07 
Ecology, environment, and education, by 
R. Thomas Tanner. Lincoln, Neb., 
Professional Educators Publications [1974] 
106 p. 23 cm. ISBN 0-88224-073-0 (The 
Professional education series) Bibliography: 
p. 105-106. [QH541.2.T36] 73-91543 1.75 
(pbk.). 

L Ecology—Study 


and teaching. 2. 


Environmental pratection—Study and 
teaching. I. Title. 
DICKINSON, C. H. 574.5°26 


Biology of plant litter decomposition. 
Edited by C. H. Dickinson and G. J. F. 
Pugh. London, Wew York, Academic 
Press, 1974. 2 v. illus. 24 cm. Includes 


bibliographies. [QH541.5.86D52] 73-9457 
18.00 (vol. I); 27.25 (vol. 2) 

I. Forest litter—Biodegradation. 2. Soil 
ecology. I. Pugh, G. J. F, joint author. IT. 
Title. 


MEMBRANE-MEDIATED 574.8°75 
information. Edited by P. W. Kent. New 
York, American Elsevier Pub. Co. [1973, 
i.e.1974] v. illus. 24 cm. "Stems from 
discussions ... which took place at Christ 
Church, Oxford, in September, 1972, under 
the auspices of the Board of Management 
for the Foster and Wills Scholarships at 
Oxford University and of the German 
Academic Exchange Service.” Contents.— 
v. 1. Biochemical functions. Includes 
bibliographies. [QH601.M468] 73-17994 
15.50 

1. Cell membranes. 2. Viral envelopes. 3. 
Cellular control mechanisms. I. Kent, Paul 
Welberry, ed. II. Board of Management for 
the Foster and Wills Scholerships. II. 
German Academic Exchange Service. 


WATERS, John 574.909°46 
Frederick, 1930- 

Exploring New England shores; a 
beachcomber’s handbook [by] John F. 
Waters. With photos. by the author. 
Lexington, Mass., Stone Wall Press [1974] 
x, 198 p. illus. 24 cm. ISBN 0-913276-09- 
X [QH104.5.N4W37] 73-93310 7.95 

1. Seashore ecology—New England. I. 
Title. 


BOURLIERE, Francois, 
1913- 


The land and wildlife of Eurasia, by 
Francois Bourliere and the editors of Life. 
New York, Time Inc. [1974] 198 p. illus. 
(part col.) 28 cm. (Life nature library) 
Bibliography: p. 194. [QH179.B67 1974] 
74-168323 5.95 

1. Natural history—Eurasia. 2. 
Description and travel—195]- 
(Chicago) IT. Title. ITI. Series. 


STERLING, Dorothy, 
1913- 


574.95 


Eurasia— 
Ll Life 


574.9744'9 


The outer lands; a natural history guide to 
Cape Cod, Martha’s Vineyard. Nantucket, 
Block Island, and Long Island. Illustrated 
by Winifred Lubell. Garden City, N.Y., 
Anchor Press, 1974 [c1967] 192 p. illus. 
24 cm. ISBN 0-385-00476-1. (Doubleday 
Anchor natural history book) [QH95.7.87] 
67-11253 3.50 (pbk.) 

1. Seashore biology. 2. Natural history— 
Cape Cod region. 3. Natural history—Long 
Island. I. American Museum of Natural 
History, New York. IT. Title. 


MORRISON, Tony. 574.98 
Land above the clouds; wildlife of the 
Andes. New York, Universe 3o0oks [1974, 
c1972] 223 p. illus. (part col.) 22 cm. 


ISBN 0-87663-203-7 Bibliography: p. [211] _ 


-213. [QH111.M64 1974] 73-87767 12.50 
f. Natural history—Andes. 2. Natural 
history—South America. I. Tide. 


JACQUARD, Albert. ` 575.1 
The genetic structure of populations. 
[Translated by D. and B. Charlesworth] 
Berlin, New York, Springer-Verlag, 1974. 
xviii, 569 p. illus. 24 cm. (Bicmathematics, 
v. 5) Translation of Structures genetiques 
des populations. Bibliography: p. [553]-560. 
[QH455.J2813] 73-80868 39.40 

i. Population genetics. I. Title. 


LEWIN, Benjamin M. 575.2°1 
Gene expression [by] Benjamin M. Lewin. 
London, New York, Wiley [1974] p. cm. 


ISBN 0-471-53167-7 "A Wiley- 
Interscience publication.” Ccntents—v. 1 
Bacterial genomes.—v. 2. 


Eucaryotic 


500 PURE SCIENCE 


chromosomes. Includes bibliographical 
references. [QH450.L48] 73-14382 29.50 

1. Gene expression. 2. Molecular genetics. 
L. Title. 

Prepared from C.I.P. Pbk. 14.50; ISBN 0- 
471-53168-5 -> 


STEWART, Joyce A. 576.028 
Methods of media preparation for the 
biological sciences, by Joyce A. Stewart. 
Springfield, HL, Thomas [1974] vii, 100 p. 
illus. 24 cm. ISBN 0-398-02990-3 Pages 
90-100 blank for *Notes.” Bibliography: p. 
83-84. [QR66.S68 1974] 73-13872 7.50 

1. Cultures and culture media. 2. Agar. L 
Title. 


SOCIETY for General 
Microbiology. 

Evolution in the microbial world; twenty- 
fourth symposium of the Society for 
General Microbiology, held at Imperial 
College, London, April 1974. [London, 
New York] Published for the Society for 
General Microbiology [by] Cambridge 
University Press [1974] x, 430 p. illus. 23 
cm. ISBN 0-521-20416-X (Its Symposium, 
24) Includes bibliographies. [QR1.S6233 
no. 24] [QR13] 576.1 73-94353 22.50 

A Micro-organisms—Evolution— 
Congresses. I. Title. IT. Series. 


576.08 s 


THE origin of life and 577 
evolutionary biochemistry. Edited by S. W. 
Fox [and others] New York, Plenum Press 
[c1974] p. cm. ISBN 0-306-30811-8 


Includes bibliographies. [QH325.069] 74- 


10703 35.00 

i. Chemical evolution. 2. Life—Origin. I. 
Fox, Sidney W., € 

Prepared from C.I.P. 


NEUSHUL, M. 581 
Botany [by] Michael Neushul. Santa 
Barbara, Calif., Hamilton Pub. Co. [1974] 
xviii, 532 p. illus. 23 x 28 cm. ISBN 0- 
471-63250-3 Bibliography: p. 481-483. 
[QK47.N396] 73-17060 13.95 

1. Botany. 


RAHN, Joan Elma, 1929- 581.028 
Grocery store botany. Drawings by Ginny 
Linville Winter. New York, Atheneum, 
1974. p. cm. ISBN 0-689-30414-5 
Describes the anatomy of some common 
food plants and gives directions for 
twenty-five simple demonstrations and 
experiments illustrating the functions of 
some plant parts, especially those used for 
food. [QK56.6.R33] 74-75567 4.95 

1. Botany—Experiments—Juvenile 
literature. 2. Plants, Edible—Juvenile 
literature. I. Winter, Ginny Linville, illus. 
Il. Title. 

Prepared from C.I.P. 


HOWES, Frank Norman, 
1901-1973. 
A dictionary of useful and everyday plants 
and their common names. Cambridge 
{Eng.] University Press [1974] 290 p. 23 
cm. ISBN 0-521-08520-9 "Based on 
material contained in J. C. Willis: A 
dictionary of the flowering plants and 
ferns, 6th ed., 1931.” Bibliography: p. 289- 
290. [QK13.H68 1974] 73-91701 
1. Plant names, Popular—Dictionartes. 2. 
Botany, Economic—Dictionaries. 3. Plants, 
Ornamental—Dictionaries. I. Willis, John 
Christopher, 1868-1958. A manual and 
dictionary of the flowering plants and 
ferns. If. Title. 
Distributed by Cambridge University Press, 
New York, 12.50. 


DUDDINGTON, C. L. 581.3°8 
Evolution and design in the plant kingdom 
[by] C. L. Duddington. New York, T. Y. 


581.03 
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Crowell (1974, c1969] 259 p. illus. 20 cm. 
ISBN 0-8152-0346-2. (Apollo editions) 
First published in 1969 under title: 
Evolution in plant design. ,[QH406.D82 
1974] 75-96481 2.95 (pbk.) 


1. Botany—Variation. 2. Adaptation 
(Biology) I. Title. 
KERSHAW, Kenneth Andrew. 581.5 


Quantitative and dynamic plant ecology 
[by] Kenneth A. Kershaw. 2d ed. New 
York, American Elsevier Pub. Co. [1974, 
c1973] x, 308 p. illus. 23 cm. ISBN 0-444- 
19554-8 Bibliography: p.  [286]-297. 
[QK901.K4 1974] 73-10275 8.50 

1. Botany—Ecology. I. Title. 
LIND, Edna Margaret, 581.5°09676 

1902- 

East African vegetation [by] E. M. Lind 
and M. E. S. Morrison, with a contribution 
by A. C. Hamilton. [London] Longman 
[1974] xvii, 257 p. illus. 26 cm. ISBN 0- 
582-44149-8 Label mounted on t.p.: 
Distributed in the U.S.A. by Longman 
Inc., New York, N.Y.” Bibliography: p. 
210-234. [QK401.L56] 73-85206 17.50 
(U.S.) 

1. Botany—Africa, East—Ecology. I. 
Morrison, Michael E. S., joint author. II. 
Title. 


NIETHAMMER, 
Carolyn. 
American Indian food and lore. With a 
foreword by Ann Woodin; illus. by Jenean 
Thomson. New York, Collier Books [1974] 
p. cm. Bibliography: [E78.S7N53 1974b] 
74-8304 6.95; 3.95 (pbk.) 
1. Indians of North America—Southwest, 
New—Food. 2. Ethnobotany—Southwest, 
New. I. Title. 
Prepared from C.I.P. 


HALL, John Lloyd. 581.8°72 
Plant cell structure and metabolism [by] J. 
L. Hall, T. J. Flowers and R. M. Roberts. 
[London] Longman [1974] xi, 426 p. illus. 
25 cm. Label stamped on t.p.: Distributed 
in the U.S.A. by Longman Inc., New York. 
Includes bibliographies. [QK725.H22] 73- 
85204 14.50 (pbk.). 

1. Plant cells and tissues. 2. Plants— 
Metabolism. I. Flowers, Timothy J, joint 
author. II. Roberts, Robert Michael, 1940- 
joint author. II. Title. 


581.6'1°09701 


GOOD, Ronald D’Oyley, 
1896- 

The geography of the flowering plants, by 
Ronald Good. [4th ed. London] Longman 
[1974] xvi, 557 p. illus. 24 cm. ISBN 0- 
582-46611-3 Label mounted on t.p.: 
Distributed in the U.S.A. by Longman 
Inc., New York, N.Y. Bibliography: p. 
479-502. (QK101.G6 1974] 73-85684 
27.00 

1. Phytogeography. 2. Botany—Ecology. I. 
Title. 


582’.13°09 


THOMAS, John 
Hunter. 

Native shrubs of the Sierra Nevada, by 
John Hunter Thomas and Dennis R. 
Parnell. Berkeley, University of California 
Press [1974] 127 p. illus. 21 cm. ISBN 0- 
520-02738-8 (California natural history 
guides, 34) Errata slip inserted. 
Bibliography: p. 120. [QK484.C2T47} 73- 
86445 3.95 (pbk.). 

1. Shrubs—California—tidentification. 2. 
Shurbs—Sierra Nevada—lIdentification. 3. 
Sierra Nevada Mountains. [. Parnell, 
Dennis R., joint author. I. Title. TI. 
Series. 


582’.17'097944 
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HUMPHREY, Robert 
Regester, 1904- 

The boojum and its home [by] Robert R. 
Humphrey. Tucson, University of Arizona 
Press [1974] xvii, 214 p. illus. 23 cm. 
ISBN 0-8165-0436-9 Bibliography: p. 199- 
203. [QK495.F6H78] 73-87548 6.95 
(pbk.). 

1. Idria columnaris. 2. Botany—Mexico— 
Baja California—Ecology. I. Title. 


583’.158 


WITHNER, Carl Leslie. 584.15 
The orchids; scientific studies. Edited by 
Carl L. Withner. New York, Wiley [1974] 
xii, 604 p. illus. 23 cm. ISBN 0-471-95715- 
1 ”A Wiley-Interscience publication.” 
Continues the editors The orchids, a 
scientific survey. Includes bibliographies. 
[QK495.064W53] 73-20496 22.50 

1. Orchids. 


KOCH, Stephen D., 1940- 584°.93 
The Eragrostis pectinacea-pilosa complex 
in North and Central America (Gramineae: 
Eragrostoideae) [by} Stephen D. Koch. 
Urbana, University of Illinois Press [1974] 
xii, 74 p. illus. 23 cm. ISBN 0-252-00389-6 
(Illinois biological monographs, 48) 
Bibliography: p. 57-61. [QK495.G74K75] 
73-2454 5.95 (pbk.) 

1. Love grass. 2. Grasses—North America. 
3. Grasses-—Central America. I. Title. ID. 
Series. 


THE Phylogeny and 587°.31’012 
classification of the ferns. Editors: A. C. 
Jermy, J. A. Crabbe [and] B. A. Thomas. 
[London, New York] published for the 
Linnean Society of London by Academic 
Press [c1973] xiv, 284 p. illus. 27 cm. 
”Supplement no. 1 to the Botanical journal 
of the Linnean Society, volume 67, 1973.” 
Based on a Symposium held jointly by the 
British Pteridological Society and the 
Linnean Society of London in April 1972. 
Includes bibliographies. [QK523.P47] 73- 
7037 25.00 

1. Ferns— Classification—Congresses. 2. 
Ferns—Congresses. 3. Phylogeny 
(Botany)—-Congresses. I. Jermy, Anthony 
Clive, ed. II. Crabbe, James A., ed. III. 
Thomas, Barry A., ed. IV. Linnean Society 
of London. Journal. Botany. 


MYCOLOGICAL Society of | 589°.2’075 
America. Mycology Guidebook 
Committee. 


Mycology guidebook. Russell B. Stevens, 
editor. Seattle, University of Washington 
Press [1974] xxiv, 703 p. illus. 24 cm. 
ISBN 0-295-95313-6 Bibliography: p. 569- 
609. [QK604.M9 1974] 73-17979 15.00 

1. Mycology—Technique. 2. Fungi— 
Collection and preservation. I. Stevens, 
Russell B., 1915- ed. I. Title. 


MATTMAN, Lida H. 589.9°08’75 
Cell wall deficient forms [by] Lida H. 
Mattman. Cleveland, CRC Press [1974] p. 
cm. ISBN 0-87819-014-7 Includes 
bibliographies. [QR77.3.M37] 73-88626 
39.95 


J. L-form bacteria. I. Title. 
Prepared from C.I.P. 


LARIMER, James. 591.1 
Introduction to animal physiology. 2d ed. 
Dubuque, Iowa, W. C. Brown Co. [1974] 
x, 165 p. illus. 23 cm. ISBN 0-697-04522-6 
(Concepts of biology series) Includes 
bibliographies. [QP31.2.L36 1974] 72- 
81627 2.95 (pbk.). 

1. Physiology, Comparative. I. Title. 


STREET, Philip, 1915- 591.16 
Animal reproduction. New York, Taplinger 
Pub. Co. [1974] 263 p. illus. 23 cm. ISBN 


AMERICAN BOOK PUBLISHING RECORD 


0-8008-0257-8 Bibliography: p. 255-256. 
[QP251.S86 1974] 72-75665 8.95 

1. Reproduction. 2. Parental behavior in 
animals. I. Title. 


EFFECTS of temperature 591.1°9°16 
on ectothermic organisms: ecological 
implications and mechanisms of 


compensation, ed. by Wolfgang Wieser. 
Berlin, New York, Springer, 1973. xi, 298 
p. 126 ill. 25 cm. Papers presented at a 
symposium held at Obergurgl, Austria, 
Sept. 4-8, 1972. Includes bibliographies. 
[QP82.2.T4E33] 73-10671 25.50 

l. Temperature—Physiological effect. 2. 
Potkilotherms. 3. Body temperature— 
Regulation. I. Wieser, Wolfgang, 1924- ed. 
II. Title: Ectothermic organisms. 


FOGDEN, Michael. 591.5 
Animals and their colors: camouflage, 
warning coloration, courtship and 
territorial display, mimicry [by] Michael & 
Patricia Fogden. New York, Crown 
Publishers [1974] 172 p. col. illus. 28 cm. 
“SBN 0-517-51489-3 Bibliography: p. 166. 
[QL767.F63] 74-170959 9.95 

l. Color of animals. 2. Animals, Habits and 
Sehavior of I. Fogden, Patricia, joint 
author. II. Title. 


LAYCOCK, George. 591.5°2 
Wild travelers; the story of animal 
migration. New York, Four Winds Press 
[1974] p. cm. ISBN 0-590-07312-5 
Describes the migratory habits of various 
birds, mammals, reptiles, fish, and insects. 
[QL754.L36] 74-7397 6.95 

1, Animal migration—Juvenile literature. I. 
Title. 

Prepared from C.I.P. 


SWEENEY, R. Charles H. 591.9°624 
Naturalist in the Sudan [by] Charles 
Sweeney. New York, Taplinger [1974, 
c1973] 240 p. illus. 22 cm. ISBN 0-8008- 
5466-7 ”Originally published in Great 
Eritain in 1973 as Background of 
Eaobabs.” [QL337.E25S955 1974] 73- 
17778 8.50 

I. Zoology—Africa, East. I. Title. 


LAVERACK, M. S. 592 
Essential invertebrate zoology [by] M. S. 
Laverack [and] J. Dando. New York, 
Wiley [1974] p. cm. ISBN 0-470-51887-1 
“A Halsted Press book.” [QL362.L29] 74- 
8619 6.95 (pbk.) 

I. Invertebrates. I. Dando, J., joint author. 
I. Title. 

Prepared from C.I.P. 


KOZLOFF, Eugene N. 592’.09°2632 
Keys to the marine invertebrates of Puget 
Sound, the San Juan Archipelago, and 
adjacent regions, by Eugene N. Kozloff. 
With contributions by several specialists. 
Seattle, University of Washington Press 
[1974] p. cm. ISBN 0-295-95347-0 
Includes bibliographies. [QL138.K68] 74- 
12027 12.00 (pbk.). 

I. Marine invertebrates—Puget Sound— 
Identification. 2. Marine invertebrates— 
Washington (State)—San Juan Islands— 
Identification. I. Title. 

repared from C.I.P. 


CDX, Victoria. 593’.3 
Nature’s carpet sweeper, by Victoria Cox 
ar.d Stan Applebaum. Illustrated by George 
Sendstrom. Under the general editorship of 
Vera R. Webster. New York, Golden Press 
[1974] [30] p. col. illus. 26 cm. (Nature’s 
sanitation corps) An introduction to the 
smail and its importance in keeping our 
ervironment clean. [QL430.4.C68] 73- 
8405 2.50 R 


L Snails—Juvenile literature. I 


' AUGUST 31,1974 


Applebaum, Stan, 1922- joint author. II. 
Sandstrom, George, illus. HII. Title. 


COX, Victoria. $95’.3842 
The knight in crusty armor, by Victoria 
Cox and Stan Applebaum. Illustrated by 
George F. Sandstrom. Under the general 
editorship of Vera R. Webster. New York, 
Golden Press [1974] [30] p. col. illus. 26 
cm. (Nature’s sanitation corps) Introduces 
several kinds of crabs including green crab, 
horseshoe crab, and hermit crab. 
[QL444.M33C68] 73-89404 2.50 

i, Carcinus maenus—Juvenile literature. 2. 
Crabs—Juvenile literature. I. Applebaum, 
Stan, joint author. II, Sandstrom, George 
F, illus. IH. Title. 


TWEEDIE, Michael Willmer 
Forbes, 1907- 

Atlas of insects [by] Michael Tweedie. 

Illustrated by Tony Swift & Adrian 

Williams. Maps by Geographical Projects 
London. New York, John Day Co. [1974] 


595.7 


128 p. col. illus. 31 cm. ISBN 0-381- 
98258-0 (QL463.T93 1974] 73-12022 
10.00 


I. Insects. 2. 
distribution. I. Title. 


PHEROMONES: current $95.7°01°927 
research. New York, MSS Information 


Insects—Geographical 


Corp. [1974] p. cm. [QL495.P49] 74-4250 - 


15.00 

L. Pheromones—Addresses, essays, 
lectures. 2. Insect hormones—Addresses, 
essays, lectures. 

Prepared from C.I.P. 


SLAMA, K. 595.7°01°927 
Insect hormones and bioanalogues [by] K. 
Slama, M. Romanuk [and] F. Sorm. New 
York, Springer-Verlag [1974] ix, 477 p. 
illus. 24 cm. ISBN 0-387-81112-5 Includes 
bibliographies. [QL495.S54] 72-94418 


I. Insect hormones. I Romanuk, M. II. 
Sorm, Frantisek. HI. Title. 


BARTON-BROWNE, L. 595.705 
Experimental analysis of insect behaviour. 
Edited by L. Barton Browne. Berlin, New 
York, Springer-Verlag, 1974. viii, 366 p. 
illus. 26 cm. Includes bibliographies. 
ee. B37] 73-18913 15.40 (pbk.). 

1. Insects—Behavior. I. Title. : 


VARLEY, G. C. 595.7°05°24 
Insect population ecology; an analytical 
approach [by] G. C. Varley, G. R. 
Gradwell [and] M. P. Hassell. Berkeley, 
University of California. Press, 1974 
[c1973] x, 212 p. illus. 24 cm. ISBN 0- 
520-02667-5 Bibliography: p. 179-191. 
[QL496.15.V37 1974] 73-89367 7.95 
(pbk.). ; 

i. Insect populations. 2. Zoolagy— 
Ecology. I. Gradwell, G. R., joint author. 
I, Hassell, M. P., joint author. Ill. Title. 


COX, Victoria. 595.764 
Nature’s smallest gravedigger, by Victoria 
Cox and Stan Applebaum. [Illustrated by 
Dorothea Barlowe. New York, Golden 
Press [1974] [30] p. col. illus. 26 cm. 
(Nature's sanitation corps) Describes the 
food habits of the beetle that helps clean 
up decaying animal matter by burying it as 
a future food supply for itself and its 
young. [QL596.85C69] 73-89407 2.50 

i. Burying beetles—J/uvenile literature. I. 
Applebaum, Stan, 1922- joint author. II. 
Barlowe, Dorothea, illus. III. Title. 


BRIGHT, D. E. 595.79 
The .bark and ambrosia beetles of 
California; colepoptera: Scolytidae and 
Platypodidae by D. E. Bright, Jr. and R. 


W. Stark. Berkeley, University of 
California Press, 1973 vi, 169 p. illus. 28 
cm. ISBN 0-520-09480-8 (Bulletin of the 
Califonia insect survey, 16) 
[QL475.C3vol16] 72-619676 8.50 (pbk) 

I. Stark, R. W. joint author. IL. Title. 


SARNAT, Harvey B. 596’.01°88 
Evolution of the nervous system [by] 
Harvey B. Sarnat [and] Martin G. Netsky. 
New York, Oxford University Press, 1974. 
xvii, 318 p. illus. 24 cm. Bibliography: p. 
271-295. [QP361.822] 73-90364 9.95 

1. Nervous system—Evolution. I. Netsky, 
Martin G., joint author. IT. Title. 


BEHRENS, June. 596’.05°2636 
Look at the forest animals. Photos. by Rolf 
Zillmer. Chicago, Childrens Press [1974] 
38 p. col. illus. 22 x 27 cm. ISBN 0-516- 
07629-9 "An Elk Grove book.” Text and 
photographs capture a number of forest 
animals in their natural setting. 
[QL112.B43] 73-18394 5.25 (lib. bdg.). 

i. Forest fauna—Juvenile literature. I. 


Zillmer, Rolf, illus. Il Title. III. Title: 
Forest animals. 
GORDON, Bernard L. 597.09745 


A guide book to the marine fishes of 
Rhode Island. Watch Hill, R.I, Book & 
Tackle Shop, 1974 [c1960] 136 p. illus. 21 
cm. ISBN 0-910258-007. Bibliography: p. 
aes) [QL628.R4G6] 74-81208 4.00 
pbk. 

1. Fishes—Rhode Island. I. Title. 
Publisher’s address: 7 Bay St. Watch Hill, 
R.I. 02891 


DISEASES of fish; 597’.5°042 
papers by Lionel E. Mawdesley-Thomas, 
Kenneth Wayne Burris, Joseph L. 
Knuckles, et al. New York, MSS 
Information Corp. [1974] 277 p. illus. 24 
cm. ISBN  0-8422-7178-3 Includes 
bibliographies. [SH171.D57] 73-20008 


1. Fishes—Diseases and pests—Addresses, 
essays, lectures. I. Mawdesley-Thomas, 
Lionel E. II. Burris, Kenneth Wayne. IIT. 
Knuckles, Joseph L. 


SHEPHERD, Elizabeth. 597.53 
Minnows. Illustrated by Andree Golbin. 
New York, Lothrop, Lee and Shepard Co., 
1974. p. cm. ISBN 0-688-40055-8 Two 
boys learn about mummichogs and other 
types of minnows while they observe their 


eggs hatch and the babies grow. 
[QL638.C96S45] 74-7201 4.95 
L. Fundulus heteroclitus—Juvenile 


literature. 2. Fishes—Juvenile literature. I. 
Golbin, Andree, illus. IT. Title. 

Prepared from C.I.P. Library binding 4.14; 
ISBN 0-688-50055-2. 


NEILL, Wilfred T. 598.1°04’61 
Reptiles and amphibians in the service of 
man [by] Wilfred T. Neill. Indianapolis, 
Pegasus [1974] 248 p. illus. 21 cm. (The 
Science and society series) "A Biological 
Sciences Curriculum Study book.” 
Bibliography: p. 245-246. [OL641. N45] 73- 
8745 6.95 

i. Reptiles. 2. Amphibians. I. Title. 


GOODE, John. 598.173 
Turtles, tortoises, and terrapins. {illustrated 
by Alec Bailey. New York, Scribner [1974, 
ci971] 63 p. illus. 23 cm. First published 
under title: Tortoises, terrapins, and turtles. 
Discusses the various types, characteristics, 
habits, and habitats of turtles throughout 
the world. Includes suggestions for keeping 
noe as pets. [QL666.C5G62] 73-19554 
4.9 

1. Turtles—Juvenile literature. I. Batley, 
Alec, illus. IT. Title. 
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MCELROY, Thomas 598°2°073°0973 
P., 1914- 

The habitat guide to birding [by] Thomas 
P. McElroy, Jr. Illustrated by Matthew 
Kalmenoft. [lst ed.] New York, Knopf, 
1974. xvi, 257, x p. illus. 25 cm. ISBN 0- 
394-47492-9 Bibliography: p. 253-257. 
[QL682.M33 1974] 73-9945 8.95 
1. Bird watching—United States. I. Title. 


JOHNSGARD, Paul A. 598.471 
Song of the north wind; a story of the 
snow goose [by] Paul A. Johnsgard. Illus. 
by Paul Geraghty. [Ist ed.] Garden City, 
N.Y., Anchor Press, 1974. 150 p. illus. 22 
cm. ISBN 0-385-06785-2 Includes 
bibliographical references. [QL696.A52J63] 
73-15348 5.95 

1. Snow goose. I. Title. 


FISHER, Harvey I. 598.42 
Wonders of the world of the albatross [by] 
Harvey I. Fisher and Mildred L. Fisher. 
Illustrated with photos. by Harvey I. 
Fisher. New York, Dodd, Mead [1974] 80 
p. illus. 24 cm. ISBN 0-396-06880-4 
Introduces the habits and characteristics of 
the Laysan albatross, particularly those 
who inhabit Midway Island in the Pacific. 
[QL696.P63F57] 73-15036 4.50 

i. Fisher, Mildred L., joint author. 2. 
Laysan albatross—Juvenile literature. I. 
Title. 


COX, Victoria. 598.971 
Nature’s flying janitor, by Victoria Cox 
and Stan Applebaum. Illustrated by Jo 
Polseno. New York, Golden Press [1974] 
[30] p. col. illus. 26 cm. (Nature’s 
sanitation corps) Describes the eating 
habits and importance of the long 
misunderstood vulture. [QL696. F33C68] 
73-89403 2.50 

1. Turkey vulture—Juvenile literature. 2. 
Vultures—Juvenile literature. L 
Applebaum, Stan, 1922- joint author. H. 
Polseno, Jo, illus. HI. Title. 


INTERNATIONAL 599’.01°33 
Symposium on Alcohol and Aldehyde 


Metabclizing Systems, lst, Stockholm, 
1973. 
Alcohol and aldehyde metabolizing 


systems, edited by Ronald G. Thurman 
{and others] New York, Academic Press 
[1974] p. cm. ISBN  0-12-691450-6 
(Johnson Foundation colloquia) 
Bibliography: p. [QP801.A3I62 1974] 73- 
5316 19.50 

1. Alcohol metabolism—Congresses. 2. 
Alcohol dehydrogenase—Congresses. 3. 
Catalase—Congresses. I. Thurman, Ronald 
G., ed. I. Title. HI. Series: Pennsylvania. 
University. Eldridge Reeves Johnson 
Foundation for Medical Physics. Colloquia. 
Prepared from C.I.P. 


SEXUAL hormones: 599’.01788 
influences on the electrophysiology of the 
brain. Papers by Manuel Alcaraz [and 
others] New York, MSS Information Corp. 
[1974] p. em. ISBN  0-8422-7214-3 
[QP376.5437] 74-4137 17.50 

i. Hormones, Sex—Addresses, essays, 
lectures. 2. Neuroendocrinology— 
Addresses, essays, lectures. 3. Brain— 
Addresses, essays, lectures. I. Alcaraz, 
Manuel. 

Prepared from C.I.P. 


CLINICAL studies of 599’.02°9 s 
complement. Papers by Remo Morelli, 
Joseph E. May, J. F. Bach, et al. New 
York, MSS Information Corp. [1974] p. 
em. ISBN 0-8422-7231-3 (MSS’ series on 
complement, v. 3) [QR185.8.C6M17 vol. 
3] 599°.02°9 74-7349 17.50 

1. Complements (Immunity)—Addresses, 
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essays, lectures. I. Morelli, Remo. IL May, 
Joseph E. HE Bach, J. F. IV. Title. V. 
Series. 

Prepared from C.I.P. 


HULME, Kathryn 
Cavarly, 1900- 
Look a lion in the eye; on safari through 
Africa, by Kathryn Hulme. [lst ed] 
Boston, Little, Brown [1974] xv, 223 p. 
illus. 22 cm. ISBN 0-316-38140-3 “An 
Atlantic Monthly Press book.” 

[QL337.E25H84] 73-19519 6.95 
1. Zoology—Africa, East. 2. Africa, East— 
Description and travel. I. Title. 


BUXTON, Ralph. 599’.74447 
Nature’s water clowns; the sea otters. 
Pictures by Angus M. Babcock. Chicago, 
Childrens Press [1974] 24 p. col. illus. 24 
cm. ISBN 0-516-08834-3 ”A Golden Gate 
_ junior book.” Describes the life cycle of 
the smallest mammal that lives in the sea. 
[QL737.C25B88] 73-17326 5.78 (lib. bdg.). 
dl. Sea-otters—Juvenile literature. L 
Babcock, Angus M. illus. IT. Title. 


NATO Advanced Study 599.8 
Institute on Comparative Biology of 
Primates, Turin, 1972. 

Perspectives in primate biology, edited by 

A. B. Chiarelli. New York, Plenum Press 

[1974] p. cm. ISBN 0-306-37909-0 

(Advances in behavioral biology, v. 9) 

”Lectures given at the NATO Advanced 

Study Institute on Comparative Biology of 

Primates held in Montaldo (Turin), June 7- 

19, 1972.” Includes bibliographies. 

[QL737.P9N35 1972] 74-10968 19.50 

1. Primates—Congresses. I. Chiarelli, A. B. 

II. Title. 

Prepared from C.I.P. 


599.09676 
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EPSTEIN, Samuel S. 604’.7 
The legislation of product safety. Samuel S. 
Epstein and Richard D. Grundy, editors. 
Cambridge, MIT Press [1974] p. cm. 
ISBN 0-262-05013-7 Contents—v. 1. 
Consumer health and product hazards- 
chemicals, electronic products, radiation.— 
v. 2. Consumer health and product 
hazards-cosmetics and drugs, pesticides, 
food additives. [T55.3.H3E67] 74-995 
15.00 

1. Hazardous substances. 2. Product safety. 
I. Grundy, Richard D., joint author. I. 
Title. 

Prepared from C.I.P. 


ROWLAND, K. T. 609.033 
Eighteenth century inventions [by] K. T. 
Rowland. Newton Abbot, David & 
Charles; New York, Barnes & Noble, 1974. 
160 p. illus., facsim., port. 29 cm. Includes 
bibliographies and index. [T18.R68 1974] 
74-167168 10.00 

1. Inventions—History. I. Title. 


Medicine 610-619 


*BLACK’S medical 610.3 
dictionary. 

30th ed., 1974, is now available from 
Barnes & Noble, for 13.50. ISBN 06- 
490442-3. L.C. card no.: 59-167 rev. 
*DORLAND'S illustrated 610.3 
medical dictionary 

The 25th edition is available from 


Saunders for 21.50. ISBN 0-77216-3148-7. 
L.C. card no.: 0-6383. 
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KEYES, Fenton. 


610.6753 
Aim for a job in the allied hea'th field. fist 
ed.] New York, R. Rosen Press [1974] p. 
em. ISBN  0-8239-0297-8 (Aim high 
vocational series) Discusses the 
opportunities in and the necessary personal 
and educational requirements for such 
careers in the health field as medical 
assistant, pharmacist, scier.ce writer, 
physical therapist, and nutritionist. 
[R697.A4K48] 73-91273 3.99 

i. Allied health personnel—Vocational 
guidance. I. Title. 

Prepared from C.I.P. 


MACLEAN, Una. 610.73 
Nursing in contemporary society. London; 
Boston, Routledge & K. Paul [1974] xi, 
172 p 19 cm. ISBN 0-7100-7751-3 
Includes bibliographies. [RT31.M33] 73- 
86576 10.00; 4.00 (pbk.). 

1. Nurses and nursing. I. Title. 


HANTON, E. Michael. 610.73'°023 
The new nurse, by E. Michael Hanton. [2d 
ed. Plattsburgh, N.Y., New nurse, 1974] 
viii, 122 p. 23 cm. ISBN 0-914698-01-X 
{RT82.H36 1974] 74-79534 10.90 
1. Nursing as a profession. I. Title. 


HILLIARD, Mildred, €10.73'07715 
1911- 
Orientation and evaluation of the 


professional nurse. Saint Louis, C. V. 
Mosby Co., 1974. p. cm. ISBN 0-8016- 
2190-9 [RT82.H54] 74-7256 7.£0 

1. Nurses and nursing. I. Title. 

Prepared from C.I.P. 


MERENESS, Dorothy. 610.73°68 
Essentials of psychiatric nursing [by] 
Dorothy A. Mereness [and] Cecelia Monat 
Taylor. 9th ed. Saint Louis, C. V. Mosby 
Co., 1974. p. cm. ISBN 0-8016-3398-2 
[RC440.M38 1974] 74-7338 8.95 

1. Psychiatric nursing. I. Taylor, Cecelia 
Monat, joint author. I. Title. 

Prepared from C.I.P. 


NOALL, Claire Augusta 
Wilcox, 1892-1971. 
Guardians of the hearth; Utan’s pioneer 
midwives and women doctors. [Bountiful, 
Utah, Horizon Publishers, 1974] 189 p. 24 
cm. ISBN 0-88290-030-7 [R339.N6 1974] 

74-78028 4.95 

1. Women physicitans—Utah—Biography. 
2. Midwives—Utah—Biography. 3. Utah— 
Biography. I. Title. 


SNYDER, Charles 
McCool. 

Dr. Mary Walker. New York, Arno Press, 

1974 [c1962] p. cm. ISBN 0-405-06122-6 

(Women in America: from colonial times 

to the 20th century) Reprint of the ed. 

published by Vantage Press, New York. 

[R154.W1i8S5 1974] 74-3973 10.00 

1. Walker, Mary Edwards, 1832-1919. I. 

Title. IT. Series. 

Prepared from C.I.P. 


610.972 B 


610.924 B 


HAM, Arthur Worth, 1902- 611.018 
Histology [by] Arthur W. Ham. 7th hast 
Philadelphia, Lippincott [1974] p. 
ISBN 0-397-52062-X [QM551.H147 1974] 
74-7262 24.75 

1. Histology. I. Title. 

Prepared from C.I.P. 


MONTAGNA, William. 611.77 
The sturcture and function of skin [by] 
William Montagna and Paul K. Parakkal. 
3d ed. New York, Academic Press, 1974. 
xiii, 433 p. illus. 23 cm. ISBN 0-12- 
505263-4 Includes bibliographies. 
[QM481.M6 1974] 73-9439 22.00 


AMERICAN BOOK PUBLISHING RECORD 


i. Skin. I Parakkal, Paul F., joint author. 
IT. Title. 


SURGENOR, Douglas M. 612°.111 
The red blood cell [edited by] Douglas 
MacN. Surgenor. 2d ed. New York, 
Academic Press, 1974. p. cm. ISBN 0-12- 
677250-9 First ed. (1964) edited by C. W. 
Bishop and D. M. Surgenor. Includes 
bibliographies. [QP96.S9 1974] 73-18963 
45.00 (vol. 1) 

1. Erythrocytes. I. Bishop, Charles 
William, 1920- ed. The red blood cell. I. 
Title. 

Prepared from C.I.P. 


CARBOHYDRATE 612.11822 
moieties; papers by Harold C. Sox [and 
others] New York, MSS Information Corp. 
[1974] p. cm. ISBN 0-8422-7213-5 A 
collection of articles previously published 
in various journals. [QR186.7.C37] 74- 
3461 17.50 

1. Immunoglobulins—Addresses, essays, 
lectures. 2. Carbohydrates—Addresses, 
essays, lectures. I. Sox, Harold C. 

Prepared from C.I.P. 


MIRSKY, Israel, 1927- 612.171 
Cardiac mechanics: Physiological, clinical, 
and mathematical considerations. Edited 
by Israel Mirsky, Dhanjoo N. Ghista [and] 
Harold Sandler. New York, Wiley [1974] 
xvii, 490 p. illus. 23 cm. ISBN 0-471- 
50920-X (Biomedical engineering and 
health systems) (A Wiley biomedical- 
nealth publication) Includes bibliographical 
references. [RC683.M53] 73-19530 24.00 
1. Heart~—Anatomy. 2. Heart function 
tests. 3. Heart—Mathematical models. I. 
Ghista, Dhanjoo N, ed. If. Sandler, 
Harold, ed. IIT. Title. 


JAFFE, Bernard 
M., 1939- 
Methods of hormone radioimmunoassay, 
edited by Bernard M. Jaffe and Harold R. 
Behrman. New York, Academic Press, 


612’.405’0154582 


974. p com. ISBN 0-12-379250-9 
Includes bibliographies. [QPS71.J33] 73- 
18980 29.00 

i. Hormones—Analysis. 2. 
Radioimmunoassay. I. Behrman, Harold 
3., joint author. Il. Title. 

Prepared from C.I.P. 

ROGERS, Rex S., comp. 612.6007 


Sex education; rationale and reaction, 
edited by Rex S. Rogers. Cambridge [Eng.] 
University Press [1974] 283 p. 22 cm. 
ISBN 0-521:20477-1 Bibliography: p. [277] 
-279. [HQ57.6.G7R64] 73-89764 
2. Sex  instruction—~Great Britain— 
Addresses, essays, lectures. I. Title. 
Distributed by Cambridge University Press, 
New York; 15.50; 5.95 (pbk.), ISBN 0- 
£21-09858-0. 


AMNIOTIC fluid: 612.673 
physiology, biochemistry. and clinical 
chemistry. Edited by Samuel Natelson, 


Antonio Scommegna [and] Morton B. 
Epstein. New York, Wiley [1974] p. cm. 
ISBN 0-471-63063-2 (Current topics in 
clinical chemistry, v. 1) (A Wiley 
biomedical-health publication) Proceedings 
of an interdisciplinary conference on 
amniotic fluid held in Chicago, May 11-12, 
1973. [RG600.A46] 74-4444 19.95 

i. Amniotic  liquid—Congresses. 2. 
Amniotic liquid—Analysis and chemistry— 
Congresses. I. Natelson, Samuel, ed. H. 
Scommegna, Antonio, 1931- ed. MI. 
Epstein, Morton Batlan, 1917- ed. ` 
Frepared from C.I.P. 


AUGUST 31,1974 


METCALF, William 
Kenneth. 
Embryology review; 1,141 multiple choice 
questions and referenced answers. 
Flushing, N.Y., Medical Examination Pub. 
Co. [1974] 148 p. illus. 22 cm. ISBN 0- 
87488-207-9 Includes bibliographical 
oo [QL955.M57] 74-171867 7.00 


612.6°4°0076 


1. Embryology—Examinations, questions, 
ete. T. Title. 


HERSHEY, Daniel. 612.6°7 
Lifespan—and factors affecting it; aging 
theories in gerontology. Springfield, Ill., 
Thomas [1974] p. ISBN 0-398-03041-3 
Bibliography: p. [QP86.H48] 73-16371 
Pbk. 9.75 

1. Aging. I. Title. 

Prepared from C.I.P. 


` HALL, Zach W., comp. 612.814 
Chemistry of synaptic transmission, essays 
and sources [by] Zach W. Hall, John G. 
Hildebrand [and] Edward A. Kravitz. 
Newton, Mass., Chiron Press [1974] xvi, 
615 p. illus. 25 cm. ISBN 0-913462-03-9 
Includes bibliographies. [QP356.3.H34] 73- 
92880 15.00; 10.00 (pbk.) 

1. Neurochemistry —Addresses, essays, 
lectures, 2. Synapses—Addresses, essays, 

lectures. I. Hildebrand, John G., 1942- 
joint comp. II. Kravitz, Edward A., 1932- 
joint comp. III. Title. 


UNIVERSITY of Manitoba 612.842 
Symposium on Pupillometry, Winnipeg, 
1973. 


Pupillary dynamics and behavior; 
[proceedings] Edited by Michel Pierre 
Janisse. New York, Plenum Press [1974] 


p. cm. ISBN 0-306-30812-6 Includes 
bibliographies. [QP360.U54 1973] 74- 
12062 22.50 


1, Pupillometry—Congresses. 2. Personality 
tests—-Congresses. 3. Mental  illness— 
Diagnosis—Congresses. I. Janisse, Michel 
Pierre, ed. IT. Title. 

Prepared from C.I.P. 


SYMPOSIUM on 612°.85 
Psychological Models and Physiological 
Facts in Hearing, Tutzing, Ger., 1974. 

Facts and models in hearing; proceedings. 

Edited by E. Zwicker and E. Terhardt. 

Berlin, New York, Springer-Verlag, 1974. 

p. cm. ISBN 0-387-06826-0 

(Communications and cybernetics, v. 8) 


Sponsored by the Deutsche 
Forschungsgemeinschaft and the 
Bayerisches Staatsministerium fur 


Unterricht und Kultus.” Bibliography: p. 
(QP460.895 1974] 74-11221 16.00 

l. Hearing--Congresses. 2. Ear— 
Congresses. I. Zwicker, Eberhard, ed. II. 
Terhardt, E, 1934- ed. III. Deutsche 
Forschungsgemeinschaft (Founded 1949) 
IV. Bavaria. Staatsministerium fur 
Unterricht und Kultus. V. Title. 

Prepared from C.I.P. 


HO, Betty Yu-Lin. 613 
A Chinese and Western guide to better 
health and longer life. [New York] Pilot 
Books [1974] p. ISBN 0-87576-046-5 
[RA776.5.H58] 74-12332 2.00 (pbk.). 

1. Hygiene. 2. Medicine, Chinese. I. Title. 
Prepared from C.I.P. 


RODALE, Robert. 613 
The best health ideas I know; including my 
personal plan for living. Book design by 
Donald E. Breter. Emmaus, Pa., Rodale 
Press, Book Division [1974] 202 p. 23 cm. 
ISBN 0-87857-082-9 [RA776.R6833] 73- 
21133 7.95 : 

1. Hygiene. 2. Nutrition. I. Title. 


STEINHART, Lawrence M. 613 
Beauty through health; from the Edgar 
Cayce readings compiled by Lawrence M. 
Steinhart. New York, Arbor House [1974] 
220 p. 22 cm. ISBN 0-87795-078-4 
Includes bibliographical references. 
[RA778.S797 1974] 73-91501 7.95 

1. Cayce, Edgar, 1877-1945. 2. Beauty, 
Personal. 3. Hygiene. I. Cayce, Edgar, 
1877-1945. IT. Title. 


LEWIS, Dio, 1823-1886. 613°.0424 
Our girls. New York, Arno Press, 1974 
preni p. cm. ISBN 0-405-06106-4 
Women in America: from colonial times 
to the 20th century) Reprint of the ed. 
published by Harper, New York. 
[HQ1229.L6 1974] 74-3958 21.00 

1. Girls. 2 Women—Health and hygiene. 
I. Title. II. Series. 

Prepared from C.I.P. 


CHILD health care 613’.04°320954 
in rural areas; a manual for auxiliary nurse 
midwives. Contributors: I. S. Uberoi [and 
others] Bombay, New York [Published for] 
Rural Health Research Centre, Narangwal 
[by] Asia Pub. House [1974] 364 p. illus. 
24 cm. ISBN 0-210-40550-3 [RJ101.C52] 
74-170299 5.00 (pbk.). 

i. Children—Care and hygiene. 2. 
Hygiene, Rural—India. I. Uberoi, I. $. II. 
Rural Health Research Centre. 


BLAINE, Thomas R. 1895- 613.2 
Mental illness through nutrition [by] Judge 
Tom R. Blaine. Introduction by A. Hoffer. 
Secaucus, N.J., Citadel Press [1974, c1969} 
203 p. 21 cm. ISBN 0-8065-0424-2. 
{RC460.B558] 2.95 (pbk.) 

1. Mental iliness—Nutritional aspects. I. 
Title. 

L.C. card number for original ed.: 69- 
19726 


ELTING, L. M. 613.2°5 
You can be fat-free forever [by] L. M. 
Elting and Seymour Isenberg. New York, 
St. Martin’s Press [1974] xx, 216 p. 22 cm. 
(RC628.E45] 73-87387 7.95 

1l. Corpulence. 2. Reducing diets. I. 
Isenberg, Seymour, joint author. IT. Title. 


WOOLSON, Abba Goold, 
1838-1921, ed. 
Dress-reform. New York, Arno Press, 
1974. p. cm. ISBN 0-405-06128-5 
(Women in America: from colonial times 
to the 20th century) Reprint of the 1874 
ed. published by Roberts Bros., Boston. 
[RA779.W9 1974] 74-3980 16.00 
1. Clothing and dress—Hygienic aspects. 2. 
Women—Health and hygiene. I. Title. II. 
Series. 
Prepared from C.I.P. 


613.482 


QUEST for tomorrow. 613.7°07 
(St. Cloud, Minn.] National Association for 
Physical Education of College Women 
[1974] iv, 76 p. 24 cm. (Quest, monograph 
21) Cover title. Includes bibliographies. 
[GV341.Q47] 74-167228 4.00 (pbk). 

i. Physical education and training— 
Addresses, essays, lectures, 2. Forecasting. 
f Series: Quest; a publication of the 
National Association for Physical 
Education of College Women and the 
National College Physical Education for 
Men, monograph 21. 


SHARKEY, Brian J. 613.7°1 
Physiological fitness & weight ‘control; a 
guide to the prescription of exercise [by] 
Brian J. Sharkey. [Missoula, Mont.] 
Mountain Press Pub. Co. [1974] iv, 154 p. 
illus. 29 cm. ISBN  0-87842-052-5 
Bibliography: p. 149-154. [QP301.S458] 
72-97765:5.95 (pbk.). 
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1. Exercise—Physiological effect. 2. 
Reducing exercises. I. Title. 


SZASZ, Thomas Stephen, 613.8 
1920- 
Ceremonial chemistry, the ritual 


persecution of drugs, addicts, and pushers 
[by] Thomas S. Szasz. [lst ed.] Garden 
City, N.Y., Anchor Press, 1974. p. cm. 
ISBN 0-385-06627-9 Bibliography: p. 
[HV5825.S95] 74-2834 8.95 

f. Drug abuse—United States. 2. Social 
control.” 3. Narcotics, Control of—United 
States. I. Title. 

Prepared from C.I.P. 


MARGOLIS, Jack S. 613.8°3 
A childs garden of grass (the official 
handbook for marijuana users), by Jack S. 
Margolis and Richard Clorfene. Illustrated 


by Jack S. Margolis. [Rev. ed. Los 
Angeles, Calif, Cliff House Books; 
distributed by Price/Stern/Sloan 


Publishers, 1974] 192 p. illus. 22 cm. ISBN 
0-8431-0346-9 [HV5822.M3M26 1974] 74- 
171052 2.95 

1. Marihuana. I. Clorfene, Richard, joint 
author. II. Title. HUI. Title: The official 
handbook for marijuana users. 


SCHOENFELD, Eugene, 1935- 613.9°5 
Dr. Hip’s natural food & unnatural acts. 
[New York] Delacorte Press [1974] p. 
ISBN 0-440-03288-1 Includes 
bibliographies. [RA788.S36] 74-5303 6.95 

i. Questions and  answers--Hygiene, 


Sexual. 2. Questions and  answers— 
Narcotics. 3. Medicine—Miscellanea. I 
Title. 


Prepared from C.I.P. 


FEEGEL, John R. 614.19 
Legal aspects of laboratory medicine [by] 
John R. Feegel. [lst ed.] Boston, Little, 
Brown [1973] xiv, 224 p. 25 cm. (Series in 
laboratory medicine) Bibliography: p. 209- 
211. [KF8964.F43] 73-1416 14.50 

1, Forensic pathology—United States. 2. 


Medical laboratories—Law and 
legislation—United States. I. Title. 
HOW safe is safe? 614.3 


The design of policy on drugs and food 
additives. Washington, National Academy 
of Sciences, 1974. ix, 241 p. illus. 26 cm. 
ISBN 0-309-02222-3 (Academy forum, Ist, 
1973) “Developed from the forum held at 
the National Academy of Sciences on Ma 
15, 1973.” [RS189.H63] 74-5981 3.75 
(pbk.). 

I. United States. Food 
Administration—Congresses. 
Standards—Congresses. 
additives—Standards—Congresses. L 
National Academy of Sciences, 
Washington, D.C. IT. Title. II. Series. 


INTERNATIONAL Symposium 614.3°1 
on Food Microbiology, 8th, Reading, 
Eng., 1972. 

The microbiological safety of food. 
Proceedings of the eighth International 
Symposium on Food Microbiology, 
Reading, Eng. Organized by the 
Committee on Food Microbiology and 
Hygiene of the International Association of 
Microbiological Societies. Edited by Betty 
C. Hobbs and J. H. B. Christian. London, 
New York, Academic Press, 1973, 
[i-c.1974] xv, 487 p. 24 cm. Includes 
bibliographies. [QR115.152 1972] 73-9464 
24.00 


and Drug 
2 Drugs— 
Food 


I. Food—Microbiology—Congresses. I. 
Hobbs, Betty C., ed. II. Christian, J. H. B., 
ed, THI. International Association of 
Microbiological Societies. IV. Title. 
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WALTMAN, Paul E. 614.4°01°84 
Deterministic threshold models in the 
theory of epidemics [by] Paul Waltman. 
Berlin, New York, Springer-Verlag, 1974. 
101 p. illus. 25 cm. (Lecture notes in 
biomathematics, 1) Includes bibliographical 
references. [RA652.2.M3W34] 73-22551 
6.60 (pbk.). 

1. Epidemiology—Mathematical models. I. 
Title. II. Series. 


NEWTON, David F. 614.7 
Elements of environmental health [by] 
David F. Newton. Columbus, Ohio, Merrill 
{1974] vii, 327 p. illus. 24 cm. ISBN 0- 
675-08832-1 Bibliography: p. 313-320. 
[RA565.N4] 73-91307 11.95 

1. Environmental health. 2. Environmental 
engineering. I. Title. 


NATIONAL Institute for 614.7'91 
the Foodservice Industry. 
Applied foodservice sanitation; a NIFI 


textbook. Developed in collaboration with 


the National Sanitation Foundation. 
[Chicago, 1974] 224 p. illus. 23 cm. 
Includes bibliographical references. 
[TX943.N37 1974] 74-3284 12.00 


I. Food service—Sanitation. I. National 
Sanitation Foundation, Ann Arbor, Mich. 
IT. Title. 


KOREN, Herman 614.7°93 
Environmental health ana safety New 
York, Pergamon Press {1973, c1974] xxii, 
315 p. illus. 23 cm. ISBN 0-08-017077-3 
(Pergamon bio-medical sciences series, 1) 
Includes bibliographies. [RA369.K67 1973] 
72-11634 16.00 

1. Hospitals—Hygiene. 2  Hospitals— 
Safety measures. I. Title. II. Series. 


RODMAN, Morton J. 615’.1°024613 
Clinical pharmacology in nursing [by] 
Morton J. Rodman and Dorothy W. 
Smith. [2d ed.] Philadelphia, Lippincott 
[1974, c1973] ISBN 0-397-54132-5 
Published in 1968 under title: 
Pharmacology and drug therapy in nursing. 
Includes bibliographies. [RM125.R62 1974] 
73-18194 10.75 

1. Pharmacology. I. Smith, Dorothy W., 
joint author. IT, Title. 

Prepared from C.I.P. 


*ANNUAL review of 
pharmacology. 

Vol. 14 is available from Arnual Reviews, 
Palo Alto, Calif. for 12.00. ISBN 0-8243- 
0414-4. L.C. card no.: 61-5549. 


PERINATAL pharmacology. 615.7 
problems and priorities. Editors: Joseph 
Dancis [and] Joseph C. Hwang. New York, 
Raven Press [1974] xii, 228 p. illus. 25 cm. 
ISBN 0-911216-70-7 Proceedings of a 
conference held in Bethesda, Md., Apr. 12- 
14, 1973, under the auspices of the 
Perinatal Biology and Infant Mortality 
Program of the National Insżitute of Child 
Health and Human Development. Includes 
bibliographies. [RJ52.P47] 73-91163 19.75 
1. Pediatric pharmacology—Congresses. 2. 
Maternal-fetal exchange—Congresses. 3. 
Prenatal care—Congresses. I. Dancis, 
Joseph, 1916- ed. Il. Hwarg, Joseph C, 
1934- ed. HIE. United States. National 
Institute of Child Health and Human 
Development. Perinatal Biolagy and Infant 
Mortality Branch. 


WILLIAMS, Melvin H. 615°.7 
Drugs and athletic performance, by Melvin 
H. Williams. Springfield, Ill., Thomas 
[1974] . ISBN 0-398-03064-2 
Bibliography: p. [RC1230.W54] 73-19709 
19.7 


615°.1058 


1. Doping in sports. I. Title. 
56 


Prepared from C.I.P. Pbk. 13.75 


COLLEGIUM Internationale 
Neuro-psycho-pharmacolagicum. 
Psychopharmacology, sexual disorders and 
drug abuse. Proceedings of the symposia 
held at the VIIIth Congress of the 
Collegium Internationale Neuro-psycho- 
pharmacologicum, Copenhagen, August 14- 
17, 1972. Ed. by T. A. Ban [and others] 
Amsterdam, North Holland Pub. Co., 
1973. xii, 727 p. 25 cm. English, French, 
and German. Distributed in zhe USA by 
American Elsevier, New York. Includes 


615.78 


bibliographies. [RM315.C58 1973] 73- 
86075 38.00 

L Neuro-psychopharmacology— 
Congresses. 2. Sexua! disorders— 


Congresses. 3. Drug abuse—Congresses. I. 


Ban, Thomas A., ed. IT. Titse. 
INTERNATIONAL 615’.78°08 s 
Symposium on Phenothiazines and 


Structurally Related Drugs, 3d, National 

Institute of Mental Health, 1973. 
Phenothiazines and structurally related 
drugs; [proceedings] Editors: Irene S. 
Forrest, C. Jelleff Carr [ard] Earl Usdin. 
New York, Raven Press [1974] xxii, 818 p. 
illus. 25 cm. ISBN 0-911216-61-8 
(Advances in biochemical 
psychopharmacology, v. 9) Includes 
bibliographical references. [RM315.A4 vol. 
4] [RM666.P52] 615’.31’6 73-88571 35.00 

Phenothiazine—Congresses. 2. 

T E E A BEA J: 
Thioxanthene—Congresses. d. Forrest, 
Irene S., ed. II. Carr, Charles Jelleff, ed. 
III. Usdin, Earl, ed. IV. Title. V. Series. 


SEROTONIN: new 615’.78°08 s 
vistas. Editors: E. Costa, G. L. Gessa [and] 
Merton Sandler. New York, Raven Press 
[1974] 2 v. illus. 25 cm. (Advances in 
biochemical psychopharmacology, v. 10- 
11) Papers from a meeting held in 
Sardinia, Italy, in May 1973. Contents.-— 
[1] Histochemistry and pharmacology.—[2] 
Biochemistry and behavioral and clinical 
studies. Includes bibliographies. 
([RM315.A4 vol. 10-117 [QP951.S4] 
612.0157 73-91165 19.75 per vol. 

1. Serotonin—Congresses I. Costa, 
Erminio, ed. II. Gessa, G. L., ed. Ill. 
Sandler, Merton, ed. IV. Tite. V. Series. 


FIELDING, Stuart. 615.788 
Neuroleptics. Edited by Stuart Fielding 
and Harbans Lal. Contributors: Michael J. 
Antonaccio [and others. Mount Kisco, 
N.Y.] Futura Pub. Co., 1974. xxvi, 349 p. 
illus. 24 cm. ISBN 0-87993-026-3 
(Industrial pharmacology, v. 1) Includes 
bibliographies. [RM315.F23] 73-80698 
19.50 

1. Neuropsychopharmacology. I. Harbans 
Lal, joint author. II. Antonaccio, Michael 
J. IIT. Title. 


DOWNER, Ann H. 615.8 
Physical therapy procedures; selected 
techniques, by Ann H. Downer. 2d ed. 


Springfield, Ill., 
illus. 24 cm. 


Thomas [1974] x, 216 p. 
ISBN 0-398-02798-6 


Bibliography: p. 206-208. - [RM700.D73 
1974] 73-226 7.95 

1. Physical therapy. I. Title. 

BEALL, Cheryl E. 615.836 


Physiologic bases for respiratory care [by] 
Chery! E. Beall, Harold A. Braun [and] 
Frederick W. Cheney. [Missoula, Mont.] 
Mountain Press Pub. Co. [1974] v, 235 p. 
illus. 28 cm. ISBN 0-87842-349-5 Includes 
bibliographies. [RM161.B4] 73-88504 8.50 
1. Inhalation therapy. 2. Respiration. L 
Braun, Harold A., joint author. II. Cheney, 
Frederick W., joint author. II. Title. 


AMERICAN BOOK PUBLISHING RECORD 


LOUGH, Marvin D. 615’.836 
Pediatric respiratory therapy. Edited by 
Marvin D. Lough, Carl F. Doershuk [and] 
Robert C. Stern. Chicago, Year Book 
Medical Publishers [1974] xii, 202 p. illus. 
24 cm. ISBN 0-8151-5637-5 Includes 
bibliographical references. [RJ53.15L68] 
73-85974 9.95 

i. Inhalation therapy. 2. Pediatrics. I. 
Doershuk, Carl F., joint author. II. Stern, 
Robert C., joint author. IE. Title. 


BARBER, Theodore 615°.8512 
Xenophon, 1927- 
Hypnosis, imagination, and human 


potentialities [by] Theodore X. Barber, 
Nicholas P. Spanos, and John F. Chaves. 
[New York] Pergamon Press [1974] p. 
cm. ISBN 0-08-017932-0 (Pergamon 
general psychology series, 46) [RC495.B34 
1974] 73-19539 6.00 (pbk.) 

1. Hypnotism—Therapeutic use. I. Spanos, 
Nicholas P., joint author. II. Chaves, John 
F, joint author. III. Title. 

Prepared from C.I.P. 


MINTON, Sherman A. 615.9°42 
Venom diseases, by Sherman A. Minton, 
Jr. Springfield, Ill., Thomas [1974] p. cm. 
ISBN 0-398-03051-0 (American lecture 
series, publication no. 937. A monograph 
in the Bannerstone division of American 
lectures in living chemistry) Includes 
bibliographical references. [RA1255.M56] 
73-16496 11.75 


1. Venom—Physiological effect. 2. 
Poisonous animals. I. Title. 

Prepared from C.I.P. 

MYRVIK, Quentin N., 1921- 616.01 
Fundamentals of bacteriology and 


mycology [by] Quentin N. Myrvik, Nancy 
N. Pearsall [and] Russell S. Weiser. 
Philadelphia, Lea & Febiger, 1974. p. cm. 
TSEN 0-8121-0423-4 [QR46.M97] 74-2293 
2. 

1. Bacteriology, Medical. 2. Medical 
mycology. I. Pearsall, Nancy N., joint 
author. II. Weiser, Russell S., 1906- joint 
author. III. Title. 

Prepared from C.I.P. 


MEDICAL microbiology; 616.01°08 
a guide to the laboratory diagnosis and 
control of infection [edited by] Robert 
Cruickshank [and others]. 12th ed. 
Edinburgh, Churchill Livingstone, 1973- v. 
illus. (part col.) 25 cm. ISBN 0-443-01099- 
4. Eleventh ed. edited by R. Cruickshank 
published under title: Medical 
microbiology. Includes bibliographies. (v. 
1) [QR46.M47] 73-86121 

1. Medical microbiology. I. Cruickshank, 
Robert, ed. Medical microbiology. 
Distributed by Longman, New York, 
23.00; 17.00 (pbk.). 


INTERNATIONAL Conference 
on Anaerobic Bacteria, 
Disease Control, 1972. 
Anaerobic bacteria: role and disease; 
[proceedings] Edited by Albert Balows 
[and others] Springfield, Ill, Thomas 
[1974] p. cm. ISBN 0-398-03074-X 
{American lecture series. publication no. 
340. A monograph in the Bannerstone 
division of American lectures in clinical 
Microbiology) [QR89.5.156 1972] 74-1009 
27. 3 


616.01°4 
Center for 


1. Bacteria, Anaerobic—Congresses. 2. 
Bacteria, Pathogenic—Congresses. 3. 
Bacterial diseases—Congresses. I. Balows, 
Albert, ed. IT. Title. 
Prepared from C.I.P. 


SHEBA International 
Symposium, Tel Aviv, 1973. 
Genetic polymorphisms and diseases in 


616’.042 


AUGUST 31,1974 


man. Edited by Bracha Ramot [and others] 
New York, Academic Press [1974] 416 p. 
illus. 27 cm. ISBN 0-12-577140-1 Includes 
bibliographical references. [RB155.845 
1973] 73-1476 14.00 

1. Medical genetics. 2. Human population 
genetics. I Ramot, Bracha, 1927- ed. II. 
Title. 


BLUME, Philip. 616.07 
Enzymology in the practice of laboratory 
medicine, edited by Philip Blume and 
Esther F. Freier. New York, Academic, 
1974. x, 422 p. illus. 24 cm. ISBN 0-12- 
107950-3 “Proceedings of a continuation 
course held at the University of 
Minnesota, Minneapolis, Minnesota, 10-12 
May 1972.” Includes bibliographies. 
[RB48.B55] 74-613 16.00 

1. Clinical enzymology---Congresses. I. 
Freier, Esther F., joint author. H. Title. 


RECENT advances on pain: 616.07`2 
pathophysiology and clinical aspects. 
Editors: John J. Bonica, Paolo Procacci 
fand] Carlo A. Pagni. Springfield, Hi, 
Thomas [1974] p. ISBN 0-398-02964-4 
Papers and discussions presented in 
Florence, Italy, April 1972 at a symposium 
sponsored by Clinica medica (Dept. of 
Medicine), University of Florence, and the 
Giovanni Lorenzini Foundation. 
(QP451.4.R42] 73-16069 19.75 

1. Pain--Congresses. I. Bonica, John J., 
1917- ed. I. Procacci, Paolo, ed. II. 
Pagni, Carlo A. ed. IV. Florence. 
Universita. Instituto di clinica medica 
generale e terapia medica. V. Fondazione 
Giovanni Lorenzini. 

Prepared from C.I.P. 


FREEMAN, James A. 616.07°5'028 
Laboratory medicine: clinical microscopy 
[by] James A. Freeman [and] Myrton F. 
Becler. Philadelphia, Lea & Febiger, 1974. 
viii, 395 p. illus. 24 cm. ISBN 0-8121- 
0264-9 Includes bibliographical references. 
[RB43.F85 1974] 76-98497 16.50 

i. Medicine, Clinical. 2. Microscopy, 
Medical. I. Becler, Myrton F., joint author. 
IT. Title. 


TODD, James Campbell, 
1874-1928. 

Clinical diagnosis by laboratory methods. 
Edited by Israel Davidsohn [and] John 
Bernard Henry. 15th ed. Philadelphia, W. 
B. Saunders Co., 1974. xxv, 1443 p. illus. 
27 cm. ISBN 0-7216-2922-9 At head of 
title: Todd-Sanford. Includes bibliographies. 
([RB37.T63 1974] 74-168231 28.00 

1. Medicine, Clinical-~ Laboratory manuals. 
I Sanford, Arthur Hawley, 1882- joint 
author. Il. Davidsohn, Israel, 1895- ed. LI. 
Henry, John Bernard, 1928- ed. IV. Title. 


616.07°56 


FRICK, Paul, 1922- 616.07°561 
Manual of blood and bone marrow 
morphology, by Paul Frick. Established by 
Lydia Schudel. 13th rev. ed. Philadelphia, 
Lippincott, 1974. 44 p. col. illus. 23 cm. 
ISBN 0-397-58130-0 Translation of Blut- 
und Knochenmarksmorphologie. 
[RB45.F7413 1974] 73-13187 7.50 (pbk.) 

1. Blood—Examination. 2. Marrow— 
Examination. I Schudel, Lydia, 1900- H. 
Title. IH. Title: Blood and bone marrow 
morphology. 


HINE, Gerald J. 616’.07°57 
Instrumentation in nuclear medicine; vol. 
2., edited by Gerald J. Hine and James A. 
Sorenson. New York, Academic Press, 
1974, 582 p. illus. 24 cm. ISBN 0-12- 
349452-4. Includes bibliographies. 
[R895.H52] 66-29674 39.50 


1. Atomic medicine—- Apparatus and 


instruments, 2. Radioisotope scanning. I. 
Sorenson, James A., joint author. Il. Title. 


SCHREIBER, Melvyn H. 616.07572 
indications and alternatives in X-ray 
diagnosis, by Melvyn H. Schreiber. 2d ed. 
Springfield, Ill., Thomas [1974] p. ee 
0-398-03027-8 Bibliography: p. 
[RC78.S2226 1974] 73-16093 Pbk. 11.50 

1. Diagnosis, Radioscopic. 1. Title. 
Prepared from C.I.P. 


PARK, Byung H. 616.07°9 
Principles of modern immunobiology: basic 
and clinical. [By] Byung H. Park [and] 
Robert A. Good. Philadelphia, Lea & 


Febiger, 1974. viii, 617 p. illus. 25 cm. 
ISBN 0-8121-0436-6 Includes 
bibliographies. [RC585.P37] 73-13831 
20.00 


l. Immunopathology. 2. Immunology. L 
Good, Robert A., 1922- joint author. H. 
Title. 


GUNDERSON, Ellsworth K., 
1923- 
Life stress and illness, edited by E. K. 
Gunderson and Richard H. Rahe. 
Springfield, Ill., Thomas [1974] p. ISBN 
0-398-03003-0 ”Based upon contributions 
to the Symposium on Life Stress and 
liness, sponsored by the Science 
Committee of the North Atlantic Treaty 
Organization (NATO) and held at Beito, 
Norway on June 12 to 16, 1972.” 
[RC49.G85] 73-14690 19.50 
1. Médicine, Psychosomatic—-Congresses. 
2. Stress (Physiology)—Congresses. L 
Rahe, Richard H., joint author. H. Title. 
Prepared from C.I.P. 


DIETHRICH, Edward B. 616.1°2 
Code arrest: a heart stops; a doctor reports 
on the battle against the heart disease 
epidemic, by Edward B. Diethrich and 
John J. Fried. [lst ed] New York, 
Saturday Review Press [1974] 224 p. 22 
cm. [RC667.D5} 73-18156 6.95 

1. Heart---Diseases. 1. Fried, John J., joint 
author. Il. Title. 


616.08 


THE Heart doctors’ heart 616.1°2 
book [by] Marshall Franklin [and others] 
Hlus. by Mary Baukus. Photos. by Nick 
Scutti. New York, Grosset & Dunlap 
(1974] xvi, 368 p. illus. 22 cm. ISBN 0- 
448-11524-7 [RC672.H4] 73-15131 8.95 

1. Heart—Diseases. 2. Heart—Diseases-— 
Prevention. L Franklin, Marshall. 


TEACHING Conference in 616.1°2 
Clinical Cardiology, University of Miami, 
1974. 

Self assessment in clinical cardiology. 

Edited by Michael S. Gordon. Chicago. 

Year Book Medical Publishers [1974] xiv, 

245 p. illus. 22 cm. ISBN 0-8151-3800-8 

“Papers prepared for the conference 

sponsored by the University of Miami 

School of Medicine and the Council on 

Clinical Cardiology, American Heart 

Association. Includes bibliographical 

references. [RC681.A2T4 1974] 74-77256 

8.50 (pbk.). 

I. Cardivlogy— Congresses. I. Gordon, 

Michael S.. ed. Il. Miami, University of, 

Coral Gables, Fla. School of Medicine. HI. 

American Heart Association. Council on 

Clinical Cardiology. 


ROSE, Leonard B. 616.1°2°025 
Fundamentals of mobile coronary care; a 
training manual for emergency medical 
technicians [by] Leonard B. Rose and 
Beatrice K. Rose. [New York] Medcom 
Press [1974] xvii, 123 p. illus. 26 cm. 
ISBN 0-8463-0130-X (Medcom 


workbook / manual series) Includes 


600 TECHNOLOGY 
bibliographical references. [RC682.R67] 
74-170293 10.00 (pbk.) 

1. Heart failure. 2. Coronary care units. 3. 

Medical emergencies. I. Rose, Beatrice K, 

joint author. II. Title. IH. Series. 

SCHEIMANN, Eugene, 616.705 
1897- 

Sex can save your heart ... and life. New 

York, Crown [1974] xiv, 306 p. 24 cm. 


ISBN 0-517-51500-8 Includes 
bibliographical references. [RC672.S33 
1974] 73-91513 6.95 

1. Heart—Diseases—Prevention. 2. Sex 


customs. 3. Stress (Physiology) I. Title. 


KUHLMAN, 616.1'2°06520924 B 
Kathryn. 

10,000 miles for a miracle. Minneapolis, 
Bethany Fellowship [1974] 91 p. illus. 18 
cm. ISBN  0-87123-536-6 (Dimension 
books) [RC672.K83] 74-4851 0.95 (pbk.) 

1. McDougall, Morag. 2. Heart-— 
Diseases—Personal narrative. 3. Mental 
healing. I. Title. 


ARBEIT, Sidney R. 616.1°2°0754 
Differential diagnosis of the 
electrocardiogram [by] Sidney R. Arbeit, 
Ira Lloyd Rubin [and] Harry Gross. Ed. 2. 
Philadelphia, F. A. Davis Co. [1974- p. 
cm. [RC683.5.E5A72] 74-2706 15.00 (v. 1) 
1. Electrocardiography. 2. Diagnosis, 
Differential. I. Rubin, fra Lloyd, joint 


author. If. Gross, Harry, 1901- joint 
author. II Title. IV. Title: The 
electrocardiogram. 
Prepared from C.I.P. 
THE myocardium; failure 616.1°26 
and infarction. Edited by Eugene 


Braunwald. With the collaboration of Amy 
Selwyn. Adapted from Hospital practice. 
Illustrated by Bunji Tagawa fand others] 
Photos. by Lester Bergman [and others] 
New York, HP Pub. Co. [1974] xviii, 409 
p. illus. (part col.) 29 cm. ISBN 0-913800- 
04-X Bibliography: p. 392-400. 
[RC685.M9M9] 73-93916 17.50 

1. Heart--Muscle—-Diseases. 2. Heart— 
Infarction. 3. Heart failure. I. Braunwald, 
Eugene, ed. Il Selwyn, Amy, ed. HI. 
Hospital practice. 

Publisher’s address: 485 Madison Avenue, 
New York, N.Y. 10022 


ULTRASOUND in the 616.1°3'0754 
diagnosis of —cardiovascular-pulmonary 
disease. Edited by Claude R. Joyner. 
Chicago, Year Book Medical Publishers 
[1974] xi, 196 p. illus. 26 cm. ISBN G- 
8151-4919-0 Includes _ bibliographical 
references. [RC683.5.U5U44] 73-85975 
22.50 

1. Cardiovascular 
Diagnosis. 2. Diagnosis, 
Joyner, Claude R., ed. 


ROSENFIELD, Richard 
E., 1915- 
Immunohematology syllabus [by] Richard 
E. Rosenfield. New York, Intercontinental 
Medical Book Corp., [1974] iv, 108 p. 
illus. 23 cm. ISBN 0-913258-16-4 Includes 
bibliographical references. [RB145.R58] 
73-20210 5.75 (pbk.). 
1. Immunohematology. L Title. 


system—Diseases-— 
Ultrasonic. I. 


616.1°5°079 


KASHGARIAN, Michaci. 616.4 
The endocrine glands [by] Michael 
Kashgarian [and] Gerard N. Burrow. 


Baltimore, Williams & Wilkins, 1974. xiii, 
147 p. illus. 24 cm. ISBN 0-683-04544-X 
(Structure and function in disease 
monograph series) Includes bibliographies. 
[RC648.K37] 73-12397 10.50 

1. Glands, Ductless—Diseases. I. Burrow, 
Gerard N., joint author. IT. Title. 
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SOLOMONS, Bethel Eric 616.5 
Robert. A 
Lecture notes on dermatology {by} Bethel 
Solomons. 3rd ed. Oxford, Blackwell 
Scientific, 1973. ix, 265, [20] p. illus. 
(some col.). 19 cm. ISBN 0-632-08890-7 
Distributed in the U.S.A. by F. A. Davis, 
Philadelphia, Pennsylvania. Includes index. 
Bibliography: p. 256. [RL74.864 1973] 73- 

595509 8.00 
1. Dermatology—Handbooks, manuals, etc. 
I. Title. 


WEIGAND, Dennis A., 
1939- 

Dermatology continuing education review; 
395 essay questions and referenced 
answers, by Dennis Allen Weigand’ and 
Robert L. Olson. Flushing, N.Y., Medical 
Examination Pub. Co. [1974] 163 p. 22 
cm. ISBN 0-87488-341-5 [RL74.W44] 74- 
170923 10.00 (pbk.). 

1. Dermatology—Examinatrons, questions, 
etc. I. Olson, Robert Lercy, 1932- joint 
author. II. Title. 


616.5°0076 


MILLER, Marian E. 616.5745 
About bedsores: a practical explanation for 
nurses and patients [by] Marian E. Miller 
[and] Marvin L. Sachs. Philadelphia, 
Lippincott [1974] p. ISBN 0-397-54156-2 
[RD98.4.M54] 74-3385 5.00 

1. Bed-sores. I. Sachs, Marvin L., joint 
author. IT. Title. 

Prepared from C.I.P. 


WILLIAMS, Arthur V. 616.6°1°0076 
Self-assessment of current knowledge in 
nephrology, by Arthur V. Williams, Jr., 
Newton C. Brackett, Jr. [and] Charles J. 
Owens. Flushing, N.Z., Medical 
Examination Pub. Co. [1974] 171 p. 22 
cm. ISBN 0-87488-280-X [RC902.W54] 
74-170953 10.00 (pbk.). 

1. Nephrology—Examinaticns, questions, 
etc. I. Brackett, Newton C, joint author. 
if, Owens, Charles J, joint author. III. 
Title. : 


FLATT, Adrian E. 616.7°2 
The care of the rheumatoid hand [by] 
Adrian E. Flatt. With foreword by Russell 
L. Cecil. 3d ed. Saint Louis, Mosby, 1974. 
p. cm. ISBN 0-8016-1584-4 Bibliography: 
p. [RC933.F55 1974] 74-2478 16.50 

J. Arthritis deformans. 2. Hand—Surgery. 
I. Title. 

Prepared from C.I.P. 


GOODGOLD, Joseph. 616.7°4°0754 
Anatomical correlates of clinical 
electromyogtaphy. [Baltimore] Williams & 
Wilkins [1974] p. cm. ISBN 0-683-03578- 
9 [RC77.5.G66] 74-5310 15.30 

1. Electromyography. I. Title. 

Prepared from C.I.P. 


DUBOIS, Edmund L., ed. 616.7°7 


-Lupus erythematosus: a r2view of the 


current status of discoid and systemic 
lupus erythematosus and their variants, 
edited by Edmund L. Dubois. 2d ed. Los 
Angeles, University of Soutkern California 
Press, 1974. xv, 798 p. illus. 26 cm. ISBN 
0-88474-000-5 Bibliography: p. 647-763. 
{RL201.D77 1974] 73-86882 36.00 

1. Lupus erythematosus. 


58 


WILLIAMS, Moyra. 616.8 


Brain damage and the mind. New York, J. 


Aronson [1974, cl970] p. cm. ISBN 0- 
87668-146-1 Reprint of the ed. published 
by Penguin, Harmondsworth, Eng., which 
was issued in series: Penguin science of 
behaviour: abnormal psychology, and in 
series: Penguin education. Bibliography: p. 
[RC386.2.W54 1974] 74-8155 7.95 

1. Brain damage. 2. Psychology, 
Pathological. I. Title. 

Prepared from C.I.P. 


WENDE, S., 1924- 616.8°1°07572 
Cerebral magnification angiography; 
physical basis and clinical results [by] S. 
Wende, E. Zieler [and] N. Nakayama. 
With the collaboration of K. Schindler. 
Berlin, New York, Springer, 1974. 150 p. 
illus. 27 x 28 cm. Includes bibliographies. 
[RC386.5.W46] 73-22648 57.00 

1. Brain—Blood-vessels—Radtography. 2. 
Brain—Diseases—Diagnosis. I. Zieler, E., 


1917- joint author. H. Nakayama, 
Nobushige, 1941- joint author. III. Title. 
MARKS, John, 1924- 616.833061 


The treatment of Parkinsonism with L- 
Dopa. New York, American Elsevier Pub. 
Co. [1974] vii, 165 p. illus. 24 cm. ISBN 


0-444-19537-8 Includes bibliographical 
references. [RC382.M37 1974] 74-173 
11.25 
I. Parkinsonian syndrome. 2. Dopa. I. 
Title. 
JOVANOVIC, Uros Jovan. 616.8°53 


Psychomotor epilepsy; a polydimensional 
study, by Uros J. Jovanovic. Springfield, 
Ill., Thomas [1974] xiv, 522 p. illus. 26 cm. 
ISBN 0-398-02691-2 (American lecture 
series, publication no. 880. A monograph 
in the Bannerstone division of American 
lectures in living chemistry) Bibliography: 
p. 398-494. [RC372.J68] 72-88481 31.00 

1. Temporal lobe epilepsy. I. Title. 


SCHUELL, Hildred. 616.8552 
Schuell’s Aphasia ïn adults. 2d ed. [by] 
James J. Jenkins [and others] Hagerstown, 
Md., Harper & Row [1974] p. cm. 
[RC425.S3 1974] 74-7313 15.09 

1. Aphasia. I. Jenkins, James J, ed. U. 
Title. 

Prepared from C.I.P. 


NEURINGER, Charles, 
1931- 

Psychological assessment of suicidal risk, 

edited by Charles Neuringer. Springfield, 

Ill., Thomas [1974] xvi, 240 p. 24 cm. 


616.8°5844 


ISBN 0-398-03008-1 Includes 
bibliographies. [RC574.N48] 73-14833 
11.75 

1. Suicide—Prevention. 2 Clinical 
psychology. I. Title. 

CULL, John G. 616.8'61 
Alcohol abuse and rehabilitation 


approaches. [Edited by] John G. Cull [and] 
Richard E. Hardy. ([Sprinzfield,  I[ll.] 
Thomas [1974] p. cm. ISBN 0-398-03017- 
0 (American lecture series, publication no. 
933. A publication in the Bannerstone 
division of American lectures in social and 
rehabilitation psychology) [RC565.C84] 
73-14851 12.75 

1. Alcoholism. 2. Alcoholics— 
Rehabilitation. I. Hardy, Richard E., joint 
author. IT. Title. 

Prepared from C.I.P. 


BARNETT, H. J. M., 1922- 616.8°7 
Syringomyelia [by] H. J. M. Barnett, J. B. 
Foster [and] P. Hudgson. London, 
Philadelphia, Saunders, 1973, [i.e.1974] xv, 
318 p.-illus. 23 cm. ISBN 0-7216-1565-1 
(Major problems in neurology, v. 1) 


AMERICAN BOOK PUBLISHING RECORD 


Includes bibliographies. [RC406.S9B37] 72- 
95826 19.50 

1. Syringomyelia. I. Foster, John Barnes, 
joint author. I. Hudgson, P., joint author. 
II. Title. IV. Series. 


FOUDRAINE, Jan, 1929- 616.879 
Not made of wood, a psychiatrist discovers 
his own profession. Translated by Hubert 
H. Hopkins. New York, Macmillan [1974] 
p. cm. ISBN 0-02-540200-5 Translation of 
Wie is van hout. Includes bibliographical 
references. [RC439.F6613] 73-6057 9.95 

1. Psychiatry. 2. Schizophrenia. 3. 
Psychiatric hospitals—Netherlands. 4. 
Psychiatric hospitals—United States. I 
Title. 

Prepared from C.I.P. 


GOLDENSON, Robert M. 616.89 
Mysteries of the mind; the drama of 
human behavior. [by] Robert M. 
Goldenson. New York, Harper & Row 
[1974, c1973] 298 p. 18 cm. ISBN 0-06- 
465001-4. Includes bibliographical 
references. [RC554.G64] 1.50 (pbk.) 

I. Psychology, Pathological—Addresses, 
essays, lectures. I. Title. 


L.C. card no. for hardbound ed.: 72- 
76162. 
PINCUS, Jonathan H. 616.8°9 


Behavioral neurology [by] Jonathan H. 

Pincus [and] Gary J. Tucker. New York, 

Oxford University Press, 1974. xvii, 205 p. 

illus. 21 cm. ISBN 0-19-501802-8 Includes 

an aim ([RC343.P56] 73-90375 4.95 
bk. 


1. Neuropsychiatry. I Tucker, Gary J, 
joint author. II. Title. 


KYES, Joan J. 616.8'9°0023613 
Basic psychiatric concepts in nursing [by] 
Joan J. Kyes [and] Charles K. Hofling. 3d 
ed. Philadelphia, Lippincott [1974] p. cm. 
ISBN 0-397-54062-0 Includes 
Seay [RC440.K9 1974] 74-2370 


1. Psychiatric nursing. 2. Psychiatry. I. 
Hofling, Charles K., joint author. IT. Title. 
Prepared from C.I.P. 


BOOTHE, Bert E., 
1906-1972. 

Toward a science of psychiatry; impact of 
the research development program of the 
National Institute of Mental Health [by] 
Bert E. Boothe, Anne H. Rosenfeld [and} 
Edward L. Walker. Monterey, Calif., 
Brooks/Cole [1974] xiv, 177 p. port. 24 
cm. ISBN 0-8185-0107-3 Bibliography: p. 
171. [RC337.B66 1974] 73-87501 10.00 

1. United States. National Institute of 
Mental Health. 2. Psychiatric research— 
United States. I. Rosenfeld, Anne H., joint 


616.8°9°0072073 


author. II. Walker, Edward L., joint 
author. IIT. Title. 
CHILD and 616.89008 s 


adolescent psychiatry, sociocultural and 
community psychiatry. Gerald Caplan, 
editor. 2d ed. [Rev. and expanded] New 
York, Basic Books [1974] xi, 858 p. 27 cm. 
ISBN 0-465-00148-3 (American handbook 
of psychiatry, v. 2) Includes bibliographies. 
[RC435.A562 vol. 2] [RC454] 616.8°9 72- 
89185 22.50 : 

i. Child psychiatry. 2. - Adolescent 
psychiatry. 3. Social psychiatry. 4. 
Community mental health services. T. 
Caplan, Gerald, ed. II. Title. TII. Series. 


GROUP for the 616.8°9°008 s 
Advancement of Psychiatry. Committee 
on Psychiatry and Law. 

Misuse of psychiatry in the criminal 

courts: competency’ to stand trial. 

Formulated by the Committee on 
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Psychiatry and Law. New York, Group for 
the Advancement of Psychiatry [1974] 
853-922 p. 23 cm. ISBN 0-87318-124-7 
(Group for the Advancement of 
Psychiatry. Report v. 8, no. 89) Includes 
bibliographical references. [RC321.G7 no. 
oe oe 345°.73°066 74-170397 3.00 
pbk. 

1. Insanity—Jurisprudence—United States. 
2. Forensic psychiatry. I. Title. IL Series: 
Group for the Advancement of Psychiatry. 
Report, no. 89. 


GOLDBERG, Martin. 616.8°9°075 
A guide to psychiatric diagnosis and 
understanding for the helping professions. 
Totowa, N.J., Littlefield, Adams, 1974 
[c1973] p. cm. ISBN 0-8226-0283-0 (A 
Littlefield, Adams quality paperback, no. 
283) Reprint of the ed. published by 
Nelson-Hall Co., Chicago, in series: 
Professional technical series. Bibliography: 
p. [RC469.G63 1974] 74-11013 2.95 
(pbk.). ; 

1. Mental illness—Diagnosis. I. Title. 
Prepared from C.LP. 


MASSERMAN, Jules 
Hymen, 1905- 

The psychiatric examination [by] Jules H. 
Masserman and John J. Schwab. New 
York, Intercontinental Medical Book Corp. 
[1974] xi, 144 p. 24 cm. (His Serial 
handbook of modern - psychiatry, v. 1) 
Includes bibliographies. [RC480.7.M37] 
73-10385 8.75 

1. Interviewing in psychiatry. I. Schwab, 
John J., joint author. IT. Title. 


616.8°9°075 


WING, John Kenneth, 616.8°9°075 
Measurement and classification of 
psychiatric symptoms; an instruction 


manual for the PSE and Catego Program 
[by] J. K. Wing, J. E. Cooper [and] N. 
Sartorius. [London, New York] Cambridge 
University Press [1974] x, 233 p. 24 cm. 
ISBN 0-521-20382-1 Bibliography: p. [137] 
-140. [RC455.2.C4W56] 73-89008 14.50 

1. Psychology, Pathological—Classification. 
I. Cooper, John Edward, joint author. II. 
Sartorius, N., joint author. III. Title. 
ee Thomas Anthony, 616.8971 

13-. 

m OK-—you're OK; a practical guide to 
ieee analysis [by] Thomas A. 
Harris. Boston, G. K. Hall, 1974 [c1969] 
xi, 554 p. 25 cm. ISBN 0-8161-6187-9 
Large print ed. Includes bibliographical 
references. [RC489.T7H37 1974] 73-21987 


11.95 

1. Transactional analysis. 2. Mental 
hygiene. I. Title. 

PSYCHOBIOLOGY of 616.8°912 


convulsive therapy. Edited by Max Fink 
{and others] Washington, V. H. Winston, 
1974 xii, 312 p. illus. 24 cm. ISBN 0-470- 
25901-9 Papers of a conference sponsored 
by the Depression Section, Clinical 
Research Branch, National Institute of 
Mental Health and the Dept. of Psychiatry 
of the New York Medical College, held at 
the Dorado Beach Hotel, Puerto Rico, 
Apr. 20-22, 1972. A ”Halsted Press book”. 
Includes bibliographies. [RC484.9.P79] 73- 
21990 11.95 

i. Shock therapy-—-Congresses. I Fink, 
Max. ed. If. United States. National 
Institute of Mental Health. Depression 
Section. Ill. New York Medical College, 


Flower and Fifth Avenue Hospitals. Dept 
of Psychiary. 
GARCIA, John David, 616.8°914 


1935- 
Psychottaud and ethical therapy. Ardmore, 
Pa., Whitmore Pub. Co. [1974] xi, 234 p. 


22 cm. ISBN 0-87426-032-9 Bibliography: 
Pos [218]-231. [RC480.5.G32] 73-92028 


f. A END £ Title. 


ALMOND, Richard. 616.8°915 
The healing community; dynamics of the 
therapeutic milieu. New York, J. Aronson 
[1974] p. cm. ISBN  0-87668-111-9 
Bibliography: p. [RC489.M5A45] 73-17733 
10.00 


1. Milieu therapy. I. Title. 
Prepared from C.I.P. 


HARDY, Richard E. 616.8°915 
Group counseling and therapy techniques 
in special settings [edited by] Richard E. 
Hardy [and] John G. Cull. Springfield, Ill., 
Thomas [1974] p. cm. ISBN 0-398-03001- 
4 (American lecture series, publication no. 
928. A publication in the Bannerstone 
division of American lectures in social and 
rehabilitation psychology) [BF637.C6H328] 
73-13992 10.75 

1. Counseling—Addresses, essays, lectures. 
2. Group _ psychotherapy—Ad<dresses, 
essays, lectures. I Cull, John G., joint 
author. IT. Title. 

Prepared from C.I.P. 


HARDY, Richard E. 616.8°915 
Therapeutic needs of the family: problems, 
descriptions, and therapeutic approaches, 
[edited] by Richard E. Hardy and John G. 
Cull. Springfield, Ill., Thomas [1974] p. 
cm. ISBN 0-398-03048-0 (American 
lecture series, publication no. 934. A 
publication in the Bannerstone division of 
American lectures in social and 
rehabilitation psychology) [RC488.5.H35] 
73-17045 11.75 

J. Family psychotherapy. I. Cull, John G., 
joint author. I. Title. 

Prepared from C.I.P. 


LEFCO, Helene. 616.89165 
Dance therapy; narrative case histories of 
therapy sessions with six patients. Chicago, 
Nelson-Hall [1974] viii, 143 p. 23 cm. 

ISBN 0-911012-93-1 Bibliography: p. 137- 
139. [RC489.D3L43] 73-88511 9.95 

l. Dance therapy—Cases, clinical reports, 
statistics. 2. Adolescent psychiatry—Cases, 
clinical reports, statistics. I. Title. 


SWAZEY, Judith P. 616.8918 
Chlorpromazine in psychiatry; a study of 
therapeutic innovation [by] Judith P. 
Swazey. [Cambridge, Mass., MIT Press, 
1974] p. Includes bibliographical 
aera ([RC483.5.C4589] 74-6021 
17. 

1. Chlorpromazine. 2. Mentally ill—Care 
and treatment. I. Title. 

Prepared from C.I.P. 


COBBS, C. Glenn, 616.90926 
1934- 
Infectious diseases case studies; a 


compilation of 70 case histories related to 
infectious diseases, by C. Glenn Cobbs and 
Frank M. Griffin, Jr. 2d ed. Flushing, 
N.Y., Medical Examination Pub. Co. 
[1974] 178 p. illus. 22 cm. ISBN 0-87488- 
011-4 Includes bibliographical references. 
[RC111.C6 1974] 74-171019. 10.00 (pbk.). 
i. Communicable diseases—Cases, clinical 
reports, statistics. I. Griffin, Frank M., 
joint author. IL. Title. 


STILLER, Richard. 616.9°51 
The love bugs; a natural history of the 
VD’s. Nashville, T. Nelson [1974] p. cm. 
ISBN 0-8407-6378-6 A history of syphilis 
and gonorrhea which includes all aspects 
of the two venereal diseases—diagnosis, 
treatment, manifestations and effects of the 
infections, citations from contemporary 
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literature, and other miscellaneous 
information. [RC200.2.874] 74-3490 5.95 
1. Veneral diseases—Juvenile literature. I. 
Title. 

Prepared from C.LP. 


BATSAKIS, John G. 616.9°92°91 
Tumors of the head and neck—clinical and 
pathological considerations [by] John G. 
Batsakis. Baltimore, Williams & Wilkins 
[1974] x, 388 p. illus. 26 cm. ISBN 0-683- 
00475-1 Includes bibliographical 
references. [RC280.H4B38] 73-9644 19.75 

wo I uinors, 2. Neck—Tumors. I. 

Ytle. 


BERGER, Melvin. 616.9°94 
Cancer research lab. [New York] John 
Day Co. [1974] p. cm. ISBN 0-381- 
99626-3 (His Scientists at work) 
Bibliography: p. An introduction to cancer, 
cancer research, and associated career 
opportunities. Discusses the particular 
activities of some leading scientists in their 
research laboratories. [RC263.B43 1974] 
74-9369 5.95 

1. Cancer—Juvenile literature. I. Title. 
Prepared from C.I.P. 


ABRAMS, Ruth D. 616.9°94’°0019 
Not alone with cancer; a guide for those 
who care, what to expect, what to do, by 
Ruth D. Abrams. With a foreword by John 
H. Knowles. Springfield, Il., Thomas 
(1974, c1973] p. ISBN 0-398-02973-3 
Bibliography: p. [RC263.A27 1974] 73- 
13834 4.95 (pbk.) 

i, Cancer. 2. 
aspects. I. Title. 
Prepared from C.I.P. 


GESELLSCHAFT zur 
Bekampfung der 
Nordrhein- Westfalen. 


Cancer—Psychological 


616.9°94’008 s 
Krebskrankheiten 


Special topics in carcinogenesis 
symposium, Pe 24-25 Mar. 1972] 
dited by Grundmann. Berlin, 


Heidelberg, new York, Springer, 1974. 
viii, 188 p. ill. 25 cm. (Recent results in 
cancer research, 44) Sponsored by the 
Swiss League against Cancer. Includes 


bibliographies. [RC261.R35 no. 44] 
(RC268.5] 616.9°94°071 73-11951 22.40 

1 Carcinogenesis—Congresses. d. 
Grundmann, Ekkehard, ed. II 
Schweizerische Nationalliga fur 


Krebsbekampfung und Krebsforschung. II. 
Title. IV. Series. 


MEMBRANE 616.9°9407 
transformations in neoplasia; proceedings 
of the Miami winter symposia, January 17- 
18, 1974, organized by the Papanicolaou 
Cancer Research Institute. Edited by Julius 
Schultz [and] Ronald E. Block. New York, 
Academic Press, 1974. p. cm. ISBN 0-12- 
632760-2 (Miami winter symposia, v. 8) 
[RC261.M52] 74-8601 13.50 

i. Cancer cells—Congresses. 2. Cell 
membranes-—Congresses. I. Schultz, Julius, 
1914- ed. Il. Block, Ronald E, ed. II. 
Papanicolaou Cancer Research Institute. 
IV. Title. V. Series. 

Prepared from C.I.P. 


MAHADEVAN, Ramaswami, 1903- 617 
A textbook of surgery, edited by R. 
Mahadevan. New York, Asia Pub. House 
[1974] xxxii, 1167 p. illus. 26 cm. ISBN 0- 
210-31166-5 Bibliography: p. 1121-1122. 
[RD31.M29 1974] 74-169249 35.00 

i. Surgery. I. Title. 


THE Surgical Research 617°.007°2 
Society, the Society of University 
Surgeons, European Society for 


Experimental Surgery 2nd joint meeting, 
Garmisch-Partenkirchen, FRG, September 
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16-20, abstracts, edited by K. Messmer. 
Basel, New York, S. Karger, 1973. iv, 52 
p. 26 cm. ISBN 3-8055-1659-2 (European 
surgical research, v. 5. Supplementum 2, 
1973) [RD29. S95] 74-164611 7.00 (pbk.) 

1. Surgery, Experimental—Congresses. I. 
Messmer, K, ed. I. Surgical Research 
Society. TIL Society of University 
Surgeons. IV. European Society for 
Experimental Surgery. V. Title. VI. Series. 


MOORE, Wesley S. 617.008s 
Diagnosis and management of peripheral 
arterial occlusive disease [by] Wesley S. 
Moore [and] William Blaisdell. 
[Chicago, Year Book Med.cal Publishers, 
1973] 63 p., illus. 23 cm. ISBN 0-8151- 
9903-1 (Current problems in surgery, Nov. 
1973) Bibliography: p. 56-63. [RD1.C9 
Noy 1973] [RC694.3] 616.1031 74-163574 
.25 


i. Peripheral vascular disease. 2. Arterial 
occlusions. I. Blaisdell, Frank William, 
1927- joint author. I. Title. III. Series. 


WOLFF, William I. 617’.008 s 
Modern endoscopy of the alimentary tract 
[by] William I. Wolff [and] Hiromi Shinya. 
Chicago, Year Book Medical Publishers, 
1974. 62 p. illus. 23 cm. ISBN 0-8151- 
9903-1 (Current problems in surgery, Jan. 
1974) Cover title. Bibliogrephy: p. 53-62. 
[RD1.C9 Jan. 1974] [RD804.E6] 
616.3°07'54 74-171022 3.25 

1. Digestive organs-——Diseases-—Diagnosis. 
2. Endoscope and endoscopy. I. Shinya, 
Hiromi, joint author. IT. Title. IIT. Series. 


HIRATA, Isao. 617.1027 
The doctor and the athlete. 2d ed. 
Philadelphia, Lippincott [1974] vii, 328 p. 
illus. 23 cm. ISBN  0-397-50330-X 


Bibliography: p. 311-313. [RC1210.H5 
1974] 73-21970 13.00 

1. Sport medicine. I. Title. 
TOULOUKIAN, Robert J. 6177.14 


Diagnosis , and early management of trauma 
emergencies; a manual for emergency 
service. Edited by Robert J. Touloukian 
and Thomas J. Krizek. Springfield, Il., 
Thomas [1974] p. ISBN 0-398-03133-9 
Pibliograp y: p. [RD131.T656] 74-719 
10. 


i. Traumatology. 2. Medical emergencies. 
I. Krizek, Thomas J., joint aathor. If. Title. 
Prepared from C.I.P. Pbk. 6.75, ISBN 0- 
398-03134-7 

aa Eugene Edmund, 617.3 

23- 

Atlas of plaster cast techniques [by] E. E. 
Bleck, Nellie Duckworth, and Nancy 
Hunter. 2d ed. Chicago, Year Book 
‘Medical Publishers [1974] 160 p. illus. 26 
cm. ISBN 0-8151-0910-5 Bibliography: p. 
aoc -B55 1974] 73-86836 9.95 
p 

1. Plaster casts, Surgical. I. Duckworth, 
Nellie, joint author. Il, Funter, Nancy, 
joint author. Hf. Title. IV. ae Plaster 
cast techniques. 


LEVY, Norman B., comp. 617.461 
Living or dying; adaptation to 
hemodialysis. Edited by Norman B. Levy. 
With an introd. by Belding H. Seribner. 
Springfield, Il., Thomas [1974] p. ISBN 
FE -02987-3 [RC90.7.A7L48] 73-128247 
10.7 

J. Hemodialysis—Psychological aspects— 
Addresses, essays, lectures. I. Title. 
Contents omitted Prepared from C.I.P. 


EUROPEAN Society for 617.481 
Stereotactic and Functional 
Neurosurgery. 


Advances in stereotactic and functional 
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neurosurgery; proceedings. of the Ist 
meeting of the European Society for 
Stereotactic and Functioral Neurosurgery, 
Edinburgh, 1972. Edited by J. Gillingham, 
E. R. Hitchcock [and] J. Turner. Wien, 
New York, Springer-Verlag [1974] p. cm. 
ISBN 0-387-81212-1 (Acta 
neurochirurgica. Supplementum 21) 
Includes bibliographies. [RD594.E85 1974] 
74-12351 52.50 

i. Stereoencephalotomy—Congresses. I. 
Gillingham, John, 1916- ed. IL Hitchcock, 
Edward Robert, ed. III. Turner, John W.. 
1932- ed. IV. Title. V. Series. 

Prepared from C.I.P. 


KEITH, Robert L. 617°.533'01 
A handbook for the larvyngectomee, by 
Robert L. Keith. Danville. Ill., Interstate 
Printers & Publishers [1974] xiii, 46 p. 
illus. 23 cm. ‘Bibliography: p. 45-46. 
(RF540.K44] 74-170402 1.76 (pbk.) 

1. Esophageal speech—Handboaks, 
manuals, etc. I. Title. 
FOZNANSKI, Andrew 617.575°07572 
The hand in radiologic diagnosis [by) 
Andrew K. Poznanski. Philadelphia, 
Saunders, 1974. xvi, 588 p. illus. 27 cm. 
ISBN 0-72 16-7327-9 (Saunders 
monographs in clinical radiology, v. 4) 
Includes bibliographies. [KC951.P62] 74- 
1490 28.00 

i. Hand—Radiography. 2. Diagnosis, 
Radioscopic. 3. Osteal manifestations of 
general diseases. I. Title. 


BAUM, Lloyd. 617.6 
Operative dentistry fer the general 
practitioner; some useful applications of 
pins and other materials. With a chapter 
by John L. Bomba. Springfield, ML, 
Thomas [1974] p. cm. ISSN 0-398-03055- 
3 (American lecture series, publication no. 
938. A monograph in the Bannerstane 
division of American lectures in dentistry) 
(RK501.B33] 73-17467 18.75 

I. Dentistry, Operative. I. Title. 

Prepared from C.I.P. 


STURDEVANT, Carl 617.6°0092'4 B 


Alva. 
"Open wider, please”. Philadelphia, 
Dorrance [c1974] 329 p. illus. 22 cm. 


ISBN 0-8059-1940-6 [RK¢3.S78A33] 73- 
88096 8.95 
1. Sturdevant, Carl Alva. 2, Dentists— 


Correspondence, reminiscences, etc I. 
Title. 

GROSSMAN, Louis Irwin. 617.6734 
Endodontic practice [by] Louis I. 


Grossman. 8th ed. Philedelphia, Lea & 
Febiger, 1974. xiv, 435 p. illus. 24 cm. 
ISBN  0-8121-0467-6 First-4th eds. 


‘published under title: Root canal therapy. 


Includes bibliographies. [RK351.G78 1974] 
73-9608 15.00 
I. Endodontics. I. Title. 


HOTZ, Rudolf, 1905- 617.6°43 
Orthodontics in daily practice; possibilities 
and limitations in the area of children’s 
dentistry. Translated ard adapted ‘by 
Robert Shaye. Baltimore, Williams & 
Wilkins, 1974. 415 p. illus. 25 cm. ISBN 3- 
456-00367-6 Translation of Orthodontie in 
der taglichen Praxis. Bibliography: p. 407- 
412. [RK521.H5813] 74-17C913 40.25 

I. Orthodontia. I. Shaye. Robert, tr. IT. 
Title. 


HAVENER, William H. 617.7061 
Ocular pharmacology [by] Wiliam H. 
Havener. 3d ed. Saint Louis, C. V. Mosby 
Co., 1974. p. cm. ISBN 0-8016-2104-6 


Qe peg 


AMERICAN BOOK PUBLISHING RECORD 


Includes bibliographical references. 
[RE994.H35 1974] 74-4441 37.50 

1. Materia medica, Ophtalmological. T. 
Title. 

Prepared from C.I.P. 


MILLER, Alfred Louis. 617.8 
Your child's hearing and speech; a guide 
for parents, by Alfred L. Miller, Barbara 
Farrel Rohman [and] Frances Vera 
Thompson. Springfield, [l., Thomas [1974] 
p. ISBN 0-398-03013-8 [RF122. 5.C4M54} 
73-15798 Pbk. 4.95 

1, Hearing disorders in children. 2. Speech 
disorders in children. I. Rohman, Barbara 
Farrel, joint author. I. Thompson, Frances 
Vera, joint author. HI. Title. 

Prepared from C.I.P. 

CALNE, Roy Yorke. 617.95 
Immunological aspects of transplantation 
surgery, edited by Roy Calne. New York, 
Wiley [1974, c1973] 342 p. illus. 22 cm. 
ISBN 0-471-13055-9 (A Wiley biomedical- 
health publication} Includes bibliographies. 
[RD120.7.C35] 73-22878 19.75 

1. Transplantation immunology. I. Title. 


FARROW, Raymond. 617°.98°0024613 
The surgery of childhood for nurses [by] 
Raymond Farrow [and] Duncan Forrest. 
4th ed. Edinburgh, Churchill Livingstone, 
1974. xi, 321 p. illus. (part col.) 23 cm. 
ISBN 0-443-01083-8 Distributed in the 
U.S.A. by Longman, New York. Includes 
index. [RD137.F37 1974] 73-84625 12.50 

1. Children—Surgery. 2. Pediatric nursing. 
I. Forrest, Duncan, joint author. If. Title. 


KOBAYASHI, Mitsunao. 618 
Illustrated manual of ultrasonography in 
obstetrics and, gynecology. Tokyo, Igaku 
Shoin; Philadelphia, J. B. Lippincott [1974] 
xi, 302 p. illus. 26 cm. ISBN 0-397-58140- 


8 Bibliography: p. 295-298. 

[RG107.5. Usk) A 22640 32.00 (U.S.) 
Gynecologic examination. 2. 

Obstetrics—Diagnosis. 3. Diagnosis, 

Ultrasonic. I. Title. 

WYNN, Ralph M. 618 


Obstetrics and gynecology: the clinical 
core [by] Ralph M. Wynn. Philadelphia, 
Lea & Febiger, 1974. p. ISBN 0-8121- 
0476-5 [RG101.W96] 74-716 10.00 

J. Obstetrics. 2. Gynecology. I. Title. 
Prepared from C.I.P. 


ANDERSON, Betty Ann. 618.2°007°7 
The childbearing family [by Betty Ann 
Anderson, Mercedes E. Camacho, and 
Jeanne Stark] [New York, McGraw-Hill, 
1974- v. 24 cm. ”A Blakiston 
publication.” Includes bibliographies. 
[RG951.A66] 73-15785 6.50 

1. Obstetrical nursing—Programmed 
instruction. — 2. Family — medicine— 
Programmed instruction. I. Camacho, 
Mercedes E, joint author. If. Stark, 
Jeanne, joint author. I. Title. 


HAROLD C. Mack Symposium 618.32 
on the Physiology and Pathology of 
Reproduction, 7th, Wayne State 
University, 1971. 

Birth defects and fetal development; 

endocrine and metabolic factors; 

[proceedings]. Edited by Kamran S&S. 

Moghissi. Springfield, Ill., Thomas [1974] 

xii, 334 p. illus. 24 cm. ISBN 0-398-02784- 

6 Includes bibliographies. [RG626.H37 

1971] 72-93224 24.50 

l.  Deformities—Genetic aspects. 2. 

Medical genetics. I. Moghisst, Kamran S., 

ed. IT, Title. 
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NESBITT, Robert Edward 
Lee, 1924- 

Symposium on petinatal medicine today. 

Robert E. L. Nesbitt, guest editor. 

Philadelphia, Saunders, 1974. viii, 183 p. 

illus. 24 cm. (Clinics in perinatology, v. 1, 

no. 1) Cover title: Perinatal medicine 


618.3°2 


today Includes bibliographies. 
IRGU. N47] 73-89923 11.00 
L Fetus—Diseases—Diagnosis. 2 


Deformities—intrauterine diagnosis. T. 
Title. IIL Title: Perinatal medicine today. 
HL. Series. 


KELLEY, Vincent C. 618.9°23°9 
Metabolic, endocrine, and genetic 
disorders of children. Edited by Vincent C. 
Kelley, with the editorial assistance of 
George A. Limbeck. Hagerstown, Md., 
Medical Dept., Harper & Row [1974] 3 v. 
(xxii, 1759 p) illus. 27 cm. ISBN 0-06- 
141428-X Includes bibliographies. 
{RJ390.K44] 72-12107 125.00 

1. Metabolic disorders in children. 2. 
Pediatric endocrinology. 3. Heredity of 
disease. I. Title. 


ACHENBACH, Thomas M., 618.9289 
1940- 

Developmental psychopathology [by] 
Thomas M. Achenbach. New York, 


Ronald Press [1974] vii, 726 p. illus. 25 
cm. Bibliography: p. 651-716. [RJ499.A32] 
74-75045 13.95 

1. Child psychiatry. I. Title. 


DUFFY, John C. 
Child psychiatry, by John C. Duffy. 
Flushing, N.Y., Medical Examination Pub. 
Co. [1974] 186 p. 22 cm. ISBN 0-87488- 
613-9 (Medical outline series) 
Bibliography: p. 180-183. [RJ499.D82] 74- 
170315 12.00 (pbk.). 

1, Child psychiatry—Handbooks, manuals, 
etc. I. Title. 


GRAZIANO, pate M., 
1932- 

Child without tomorrow, by Anthony M. 
Graziano. New York, Pergamon Press 
[1973, ic.1974] p. ISBN 0-08-017085-4 
(Pergamon general psychology series, 
PGPS-36) [RJ505.B4G72 1973] 73-3394 
12.00; 6.50 (pbk.) 

1. Child psychotherapy. 2. Behavior 
therapy. 3. Group psychotherapy. 4, Parent 
and child. 5. Community mental health 
services. I. Title. 

Prepared from C.I.P. 


RAPP, Doris J. 618.9°29°7 
Questions and answers about allergies and 
your child, by Doris J. Rapp. New York, 
Drake Publishers [1974] p. cm. ISBN 0- 
87749-685-4 Published in 1972 under title: 
Allergies and your child. Bibliography: p. 
{RJ399.A4R37 1974] 74-5110 4.95 (pbk.) 
1. Pediatric allergy. I. Title. 

Prepared from C.I.P. 


618.9°28'9 


618.9°28°91 


Engineering 620-629 


ENGINEERING construction 620 
contracting; proceedings, New Orleans, 
March 12-13, 1973. New York, American 
Institute of Chemical Engineers [1974] 115 
p. illus. 28 cm. (Engineering construction 
contracting proceedings series) Program 


sponsors: Engineering and Construction 

Contracting Committee, AIChE. 

ete E5415] 74-169248 35.00 
Engineering—Contracts and 


a fcations—United States—Congresses. 
I American Institute of Chemical 
Engineers. Engineering and Construction 


Contracting Committee. I Title. TIL 
Series. 


HATCH, Alden, 1898- 620.00924 B 
Buckminster Fuller; at home in the 
universe. New York, Crown Publishers 
[1974] vii, 279 p. illus. 24 cm. 
[TA140.F9H37 1974] 73-91509 7.95 

1. Fuller, Richard Buckminster, 1895- 


ESSENTIALS of mechanics; 620.1 
a unified first course, by Donald F. Young 
[and others] [lst ed.] Ames, Iowa State 
University Press [1974] x, 582 p. illus. 23 
cm. ISBN 0-8138-1110-4 An expanded 
version of Introduction to applied 
mechanics, by D. F. Young. 73-22115 
18. 

1. Mechanics, Applied. I. Young, Donald 
F. 


WALKER, Keith M., 1940- 620.1 
Applied mechanics for engineering 
technology [by] Keith M. Walker. Reston, 
Va., Reston Pub. Co. [1974] xii, 441 p. 
illus. 24 cm. ISBN 0-87909-037-5 
[TA350.W19] 73-19640 14.50 

1. Mechanics, Applied. I. Title. 


HIBBELER, R. C. 620.1°03 
Engineering mechanics; statics [by] R. C. 
Hibbeler. New York, Macmillan [1974] xii, 
432, 19 p. illus. 23 cm. ISBN 0-02-354070- 
0 Companion volume to Engineering 
mechanics: dynamics. These two works are 
also published together as Engineering 


mechanics: statics and dynamics. 
[TA351.H5] 73-17147 11.95 

1. Statics. I. Title. 

REYNOLDS, A. J. 620.1064 


Turbulent flows in engineering [by] A. J. 
Reynolds. London, New York, John Wiley 
[1974] xvii, 462 p. illus. 24 cm. ISBN 0- 
471-71782-7 "A Wiley-Interscience 
publication.” Bibliography: p.  viii-ix. 
[TA357.R49] 73-8464 21.50 

1. Fluid mechanics. 2. Turbulence. I. Title. 


*ADVANCES in X-ray 620.112 
analysis. 

Vol. 17, 1974, edited by C. L. Grant and 
others, is available from Plenum Pr., New 
York, for 32.50. ISBN 0-306-38117-6. 


L.C. card no.: 58-35928. 
SCHREIBER, Edward, 620.1°1232 
1930- 


Elastic constants and their measurement 
[by] Edward Schreiber, Orson L. Anderson 
{and] Naohiro Soga. New York, McGraw- 
Hill [1974, c1973] xi, 196 p. illus. 24 cm. 
ISBN 0-07-055603-2 Includes 
bibliographical references. [TA418.S37] 73- 
19986 16.00 

i. Elasticity. I Anderson, Orson L., joint 
author. I. Soga, Naohiro, joint author. HI. 
Title. 


HYDROGEN embrittlement —620.1°6’23 
testing; a symposium presented at the 
seventy-fifth annual meeting, American 
Society for Testing and Materials, Los 
Angeles, Calif., 25-30 June 1972. Louis 
Raymond, symposium chairman. 
Philadelphia, American Society for Testing 
and Materials [1974] 274 p. illus. 24 cm. 
(ASTM special technical publication 543) 
Sponsored by ASTM Committee F-7 on 
Aerospace Industry Methods. Includes 
bibliographical references. [TA460.H9] 73- 
87352 29.75 

i. Metals—Testing—Congresses. 2. 
Metals—Brittleness—Congresses. J: 
Metals—Hydrogen embrittlement— 
Congresses. I. Raymond, Louis, 1934- II. 
American Society for Testing and 
Materials. Committee F-7 on Aerospace 
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Industry Methods. HI. Series: American 
Society for Testing and Materials. Special 
technical publication 543. 


NOISE and vibration 620.273 
control for industrialists. Edited by S. A. 
Petrusewicz and D. K. Longmore. New 
York, American Elsevier Pub, Co., 1974. 
xi, 284 p. illus. 23 cm. ISBN 0-444-19543- 
2 ”This book has grown out of papers 
presented at a Conference on Noise and 
Vibration Control for Industrialists held at 
the University of Bath, in April, 1972.” 
Bibliography: p. [277]-279. [TD891.N64] 
73-17950 18.50 
ra Noise control—Congresses. 2. 
Vibration—Congresses. I. Petrusewicz, S. 
A, ed. Il Longmore, D. K., ed. HI. 
Conference on Noise and Vibration 
Control for Industrialists, University of 
Bath, 1972. 
TIMOSHENKO, Stephen, 1878- 620.3 
2. 
Vibration problems in engineering [by] S. 
Timoshenko, D. H. Young fand] W. 
Weaver, Jr. 4th ed. New York, Wiley 
[1974] p. cm. ISBN 0-471-87315-2 
[TA355.T55 1974] 74-6191 18.95 
i. Vibration. I Young, Donovan Harold, 
1904- joint author. If Weaver, William, 
1929- joint author. HI. Title. 
Prepared from C.I.P. 


JELINEK, Zdenek K. 6207.43 
Particle size analysis [by] Zdenek K. 
Jelinek. Translation editor: W. A. J. Bryce. 
Chichester [Eng.] Ellis Horwood; New 
York, Halsted Press [1974] 178 p. illus. 24 
em. (Ellis Horwood series in analytical 
chemistry) Bibliography: p. 169-172. 
[Tatls 8.J4413] 73- 14415 16.50 
1. Particle size determination. I, Title. 


STEINHART, Carol E. 621 
Energy: sources, use, and role in human 
affairs [by] Carol E. Steinhart [and] John 
S. Steinhart. North Scituate, Mass., 
Duxbury Press [1974] [1974] xii, 362 p. 
illus. 24 cm. ISBN 0-87872-069-3 Includes 
bibliographies. [TJ153.S66] 74-75710 5.50 
I. Power resources. 2. Food. I, Steinhart, 
John S., joint author. II. Title. 


WOOD, Robert B., 1934- 621.3°023 
Opportunities in electrical trades, by 
Robert Wood. Louisville, Ky., Vocational 
Guidance Manuals [1974] 141 p. illus. 20 
cm. ISBN 0-89022-003-4 (VGM career 
series, V193) Bibliography: p. [136] 
[TK159.W66] 72-96212 2.45 (pbk.). 

1. Electric engineering as a profession. I. 
Title. 

Lib. bdg. 4.25, ISBN 0-89022-193-6. 


HELLER, Samuel, 1911- 621.314 
The growler; design and applications. [ist 
ed.] Scarsdale, Datarule Pub. Co. [1974] 
114 p. illus. 28 cm. ISBN 0-911740-06-6 
“Based upon a series of articles, ’The 
growler, its design and application’ ... that 
originally appeared -in 1972 and 1973 
issues of Electrical apparatus service— 
volt/age magazine.” [TK2799.H43] 73- 
93292 9.50 

I. Growlers (Electrical engineering) £ 
Title. 


BUDAK, Aram. 621.319°2 
Passive and active network analysis and 
synthesis. Boston, Houghton Mifflin [1974] 
xvi, 733 p. 25 cm. ISBN 0-395-17203-9 
(TK454.2. B82] 73-9193 16.95 

1. Electric networks. 2. Electric circuits. f. 
Title. 


HARRY, John E., 1940- 621.36°6 
Industrial lasers and their applications [by] 
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JE: ‘Harry. London, New York, McGraw 
Hill [1974] p. cm. ISBN 0-07-084443-7 


Includes bibliographical references. 
([TA1675.H37] 74-8197 15.00 
1, Lasers. I. Title. 
Prepared from C.I.P. 
621.3774 


TAGG, George Frank, 
1903- 
Electrical indicating instruments [by] G. F. 
Tage. New York, Crane, Russak [1974] 
227 p. illus. 23 cm. ISBN 0-8448-9220-4 
Bibliography: p. 214-223. [TK301.T33] 73- 
84616 19.75 

1. Electric meters. I. Title. 


*4DVANCES in electronics 
and electron physics. 

Vol. 35, 1974, ed. by L. Marton [& others] 
is available from Academic, New Ycrk, for 


621.38 


33.50. ISBN 0-12-014535-9. L.C card 
no.: 49-7504. 
BROWN, John, 1923- 621.38 


` Telecommunications [by] J. Brown and E. 
V. D. Glazier. This ed. rev. by J. Brown. 
[2d ed. London] Chapman and Hall; 
[distributed in the U.S. by Halsted Press, 
New York, 1974] xiv, 382 p. illus. 24 cm. 
ISBN 0-470-11294-8. Bibliography: p. 377- 
378. [TK5101.B735 1974] 73-13386 17.50 
1. Telecommunication. I. Glazier, Edward 
Victor D., joint author. 

Pbk. 9.50; ISBN 0-470-11295-6. 


*BULLARD, John R. 6217.38 
Audiovisual fundamentals [by] Joan: R. 
Bullard [and] Calvin E. Mezher. Dubuque, 
Towa, W. C. Brown [1974] 150 p. ilus. 21 
a ISBN 0-697-06043-8. [TS2301] 3.95 
pbk.) 

d. Audio—visual equipment—Handbook, 
manuals, etc. I. Mether, Calvin E., joint 
author. II. Title. 


KAMINOW, Ivan P., 
1930- comp. 

An introduction to electrooptic devices. 
Selected reprints and introductory text by 
Ivan P. Kaminow. New York, Academic 
Press, 1974. xiv, 409 p. illus. 25 cm. ISBN 
0-12-395050-3 Includes bibliographical 
references. [TA1770.K35] 73-793 17.50 

i. Electrooptical devices. 2. Crystal optics. 
3. Dielectrics. I. Title. 


621.33°0414 


SENTURIA, Stephen D., 
1940- 

Electronic circuits and applications [by] 

Stephen D. Senturia [and] Bruce D. 

Wedlock. New York, Wiley [1974] p. cm. 

ISBN 0-471-77630-0 [TK7816.S43}] 74- 

7404 15.95 

I. Electronics. 2. Integrated circuits. I. 

Wedlock, Bruce D., 1934- joint autkor. II. 

Title. 

Prepared from C.I.P. 


621.381 


COOPER, William David. 621.3815°2 

Solid-state devices: analysis and application 

[by] William D. Cooper. Reston, Va., 

Reston Pub. Co. [1974] ix, £53 p. illus. 23 

cm. ISBN 0-87909-774-4 B-bliography: p. 

448. (TK7871.85.C62] 73-19545 14.00 

1. Semiconductors. 2. Transistor circuits. I. 

Title. 

FOX, Robert W., 621.3815'3°0422 
1934- 

Practical triac/SCR_ projects for the 

experimenter, by R. W. Fox. [lst ed.] Blue 

Ridge Summit, Pa., G/L Tat Books [1974] 

191 p. illus. 23 cm. ISBN 3-8306-4695-7 

(1TK7871.99.T5F69] 74-7521! 7.95 

1. Thyristors. 2. Transistor crcuits. I. Title. 

Pbk. 4.95; ISBN 0-8306-3698-1. 
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FLORINE, Jean, 1934- 621.3819°52 
The design of logical machines. Translated 
and edited by Allan R. Cownie and Evelyn 
M. Hynes. New York, Crane, Russak 
[1974] x, 259 p. illus. 23 cm. ISBN 0- 
8448-0157-7 Translation of La synthese 
des machines logiques et son 
automatisation, with additional material. 
Bibliography: p. [252]-254. 
[TK7888.3.F5613] 72-95944 13.00 
1. Electronic digital computers—Design 
and construction. 2. Electronic data 
processing—Electronic circuit design. 3. 
Logic, Symbolic and mathematical. I. Title. 


COMPCON, 8th, San 621.3819°532 
Francisco, 1974. 

Digest of papers: computer peripherals, 
CPU—benefactor or bottleneck? 
Continuing Compcon theme: innovation 
and change in computer design. 
[Northridge, Calif, IEEE Computer 
Society, 1974] 310 p. 29 cm. Papers 
presented at the 8th annual IEEE 
Computer Society international conferenze. 
Includes bibliographical references. 
[TK7887.5.C625 1974] 74-169247 20.00 

1. Computer input-output equipmen:— 
Congresses. 2. Computers—Congresses. I. 
IEEE Computer Society. {I Title: 
Computer peripherals, CPL-—benefactor or 
bottleneck? 


DAVIES, Donald 

Watts. 
Communication networks for computers 
[by] Donald W. Davies and Derek L. A. 
Barber. London, New York, John Wiley 
[1973, ie.1974] xviii, 575 >. illus. 24 cm. 
ISBN 0-471-19874-9 (Wiley series in 
computing) Includes bibliographical 
references. [TK5105.5.D38] 73-2775 38.50 
1. Computer networks. 


AUDIO hi fi 621.389°33 
handbook. Editor, Eugene Pitts M. 
(Philadelphia, North American Pub. Co., 
1974- v. illus. 28 cm. Incluces 
bibliographical references. [TK7881.7.A$3] 
74-170291 2.95 (v. 1) 

1. High-fidelity sound systems. 2. High- 
fidelity scund systems—Catalogs. I. Pitts, 
Eugene, ed. 


621.3819535 


PUTNAM, Palmer Cosslett, 
1900- 

Power from the wind. New York, Van 

Nostrand Reinhold [1974, c1948] p. cm. 

ISBN 0-442-26650-2 [TK1541.P8 1974] 

74-4449 9.95 (lib. bdg.) 

1. Air-turbines. 2. Wind power. 3. Electric 

power production. I. Title. 

Prepared from C.I.P. 


ANDERSON, James, 1905- 621.75 
Shop theory [by] James Anderson [and] 
Earl E. Tatro. 6th ed. New York, 
McGraw-Hill [1974] p. ISBN 0-07- 
001612-7 Previous editions by the Henry 
Ford Trade School. An introductory 
textbook øn machine shop theory and 
practice, including information on basic 
machine tools, bench operations, 
metrology, and career opportunities in the 
machine trades. [TJ1160.A55 1974] 73- 
8879 9.60 

d. Machine-shop practice. 2. Machine- 
tools. I. Tatro, Earl E., joint author. TI. 
Henry Ford Trade 
Mich. Shop theory. II. Title. 
Prepared from C.I.P. 


SCIARRA, John J., 1927- 621.7°57 
The science and technology of aerosol 
packaging, edited by John J. Sciarra [and] 
Leonard Stoller. New York, Wiley -[1974] 
xiii, 710 p. illus. 24 cm. ISBN 0-471- 
76693-3 "A Wiley-Interscience 


621.45 


School, ` Dearborn, 


ne ae Paice Baie 
AMERICAN BOOK PUBLISHING RECORD _ 


publication.” Includes bibliographical 
references. [TS198.43S33] 73-14688 35.00 
I. Pressure packaging. 2. Aerosols. I. 
Stoler, Leonard, 1923- joint author, II. 
Title. 


CLARK, Stephen, 1948- 621.9 
The incredible illustrated tool book. Edited 
by Stephen Clark and Daniel Lyman. 
Boston, Pathfinder Publications [1974] viii, 
413 p. illus. 19 cm. ISBN 0-913390-05-4 
”A Pathmark book.” [TT153.C57] 74- 
80451 2.50 (pbk.). 

1. Tools—Handbooks, manuals, etc. I. 
Lyman, Daniel, 1950- joint author. II. 
Title. 


TIRATSOO, Eric Neshan. 622.3382 
Oilfields of the world, by E. N. Tiratsoo. 
lst ed. Beaconsfield, Eng., Scientific Press, 
1973. viii, 376 p. illus. 26 cm. ISBN 0- 
901360-06-6 Includes bibliographical 
references. [TN870.T69] 74-167282 

1. Oil fields. I. Title. 

Distributed by Geology Press, 420 
Riverside Drive 2B, New York 10025; 
25.00. 


GREEN, William. 623.746 
The Observer’s basic military aircraft 
directory; compiled by William Green and 
Gordon Swanborough. London, New York, 
Warne [1974] 224 p. illus. 14 x 19 cm. 
ISBN  0-7232-1523-5 Supplements the 
annual Observers book of aircraft. 
[TL685.3.G7254] 73-80251 7.95 

1. Aeroplanes, Military. I. Swanborough, 
Frederick Gordon, joint author. If. Title. 
IHI. Title: Basic military aircraft directory. 


PRICE, W. G. 623.82 
Probabilistic theory of ship dynamics [by] 
W. G. Price [and] R. E. D. Bishop. New 
York, Wiley [1974] p. cm. ISBN 0-470- 
07581-3 "A Halsted Press book.” Includes 
bibliographical references. [VM156.P66] 
74-911 18.00 

1. Ships—Hydrodynamics. 2. Probabilities. 
3. Ocean waves. 4. Stability of ships. I. 
Bishop, Richard Evelyn Donohue, joint 
author. IT. Title. 

Prepared from C.I.P. 


SIPOSS, George C. 623.82°01 
Model sail & power boating ... by remote 
control, by George Siposs. [Ist ed.] Blue 
Ridge Summit, Pa., G/L Tab Books [1974] 
192 p. illus. 23 cm. ISBN 0-8306-4693-0 
[VM342.856] 74-75213 7.95 

1. Motor-boats—Models-—-Radio control. 2. 
Sailboats—Models—Radio control. I. Title. 
Pbk. 4.95; ISBN 0-8306-3693-5. 


SUCHER, Harry V. 623.82°02 
Simplified boatbuilding: the v-bottom boat 
[by] Harry V. Sucher. [1st ed.] New York, 
Norton [1974] 458 p. illus. 24 cm. ISBN 
0-393-03180-2 Companion volume to the 
author’s Simplified boatbuilding: the flat- 
bottom boat. Bibliography: p. 449-450. 
[VM351.S772] 73-22340 18.95 

ł. Boat-building. I. Title. 


NAVARRA, John Gabriel. 623.8231 
Safe motorboating for kids. Photos. by 
Celeste Scala Navarra. [lst ed.] Garden 
City, N.Y., Doubleday [1974] 64 p. illus. 
21 x 27 cm. ISBN 0-385-06512-4 Explains 
the parts of a motorboat and their 
functions and how to safely handle the 
craft. [GV835.N3] 73-15090 4.95 > 
1. Mator-boats—Juvenile literature. 2. 
Motor-boats—Safety measures—Juvenile 
diterature. I. Title. 


JANE'S pocket book of 623.825 
major warships. Edited by John E. Moore. 
New York, Collier Books [1973, i.e.1974] 


AUGUST 31,1974 


viii, 279 p. illus. 12 x 19 cm. [V767.136 
1973b] 73-9329 3.95 (pbk.) 

1. Warships-—-Recognition. I. Moore, John 
Evelyn, ed. 


FRENCH, John, 1936- 623.85 
Electrical and electronic equipment for 
yachts. [New York] Dodd, Mead [1974] 
238 p. illus. 26 cm. ISBN 0-396-06893-6 
(VM325.F73 1974] 74-170266 15.00 

1. Electronics on boats. 2. Aids to 
navigation. 3. Yachts and yachting. I. Title. 


MOORE, James Balfour. 623.88°2'2 
Starting sailing [by] James Moore and 
Alan Turvey. Garden City, N.Y. 
Doubleday [1974] 112 p. illus. 15 x 23 cm. 
ISBN 0-385-09227-X [GV811.M595 1974] 
73-10814 5.95 

1. Sailing. I. Turvey, Alan, joint author. IT. 
Title. 


REIMBERT, Marcel. 624.16 
Retaining walls: anchorages and sheet 
piling; theory and practice, by Marcel L. 
Reimbert and Andrew M. Reimbert. Ist 
ed. [Bay Village, Ohio] Trans Tech 
Publications, 1974- v. illus. 24 cm. ISBN 
0-87849-010-8 (Series on rock and soil 
mechanics, v. 1 (1971/74) no. 5,) Volume 
l is a translation of the author’s Murs de 
soutenement, massifs d’ancrage et rideaux 
de palplanches, traite theorique et pratique. 
[TA770.R44] 74-77789 

1. Retaining walls. 2. Anchorage 
(Structural engineering) 3. Sheet-piling. I. 
Reimbert, Andre, joint author. II. Title. 


COOK, Robert Davis. 624.171 
Concepts and applications of finite element 
analysis [by] Robert D. Cook. New York, 
Wiley [1974] p. cm. ISBN 0-471-16915-3 
Includes bibliographical references. 
[TA646.C66] 74-7053 11.95 

1. Finite element method. I. Title. 

Prepared from C.I.P. 


MAJID, K. I. 624.1771 
Optimum design of structures, by K. I. 
Majid. New York, Wiley [1974] p. ISBN 
0-470-56533-0 "A Halsted Press book.” 
Pibliography: p. [TA658.2.M34] 73-15015 
16. 


I. Structural design. 2. Mathematical 
optimization. 3. Matrices. I. Title. 
Prepared from C.I.P. 


TALL, Lambert. 624°.1821 
Structural steel design. Lambert Tall, 
editor. Contributing authors: Lynn S. 


Beedle [and others] 2d ed. New York, 
Ronald Press Co. [1974] xiv, 875 -p. illus. 
24 cm. First ed. by Fritz Engineering 
Laboratory, Lehigh University. Includes 
bibliographical references. [TA684.T34 
1974] 72-96969 18.50 

1. Building, Tron and steel. I. Beedle, Lynn 
S. I. Lehigh University, Bethlehem, Pa. 
Fritz Engineering Laboratory. Structural 
steel design. IIT. Title. 


BRESLER, Boris. 624°.1834 
Reinforced concrete engineering. Edited by 
Boris Bresler. New York, Wiley [1974- p. 
ISBN 0-471-10279-2- "A Wiley- 
Interscience publication.” Contents.—v. 1. 
Materials, structural elements, safety. 
Includes bibliographical references. 
(TA683.2.B69] 73-19862 22.50 

i. Reinforced concrete construction. I. 
Title. 

Prepared from C.I.P. 


SYMPOSIUM on 624.1834 
Deflections of Structures, San Francisco, 
1974. 

Deflections of concrete structures. Detroit, 

American Concrete Institute [1974] 637 p. 


illus. 23 cm. (ACI publication SP-43) 
*Compiled under the sponsorship of ACI 
Committee 435, Deflection on Concrete 
Structures, from papers presented at the 
1974 ACI spring convention in San 
Francisco, Calif.” Bibliography: p. 573-631. 
[TA680.S95 1974] 73-94365 13.00 (pbk.) 

1. Reinforced concrete construction— 
Congresses. I. American Concrete 
Institute. Committee 435, Deflection of 
Concrete Building Structures. I. Title. 


NOCK, Oswald Stevens. 625.178 
The golden age of steam; a critical and 
nostalgic memory of the last twenty years 
before grouping on the railways of Great 
Britain [by] O. S. Nock. London, A. & C. 
Black, 1973. 235, [8] p. illus. (some col.), 
maps. 26 cm. ISBN  06-7136-1401-3 
Includes index. [TF57.N62} 74-155899 

1. Railroads—Great Britain—RHistory. 2. 
Locomotives—Great Britain—History. I. 
Title. 

Distributed by St. Martin, 20.00 


NATIONAL Research 625.7°94 
Council. Highway Research Board. 

Highway location reference methods. 
[Washington] 1974. 30 p. illus. 28 cm. 
ISBN 0-309-02204-5 (Synthesis of highway 
practice, 21) Bibliography: p. 30. 
[TE228.N3 1974] 74-3529 3.20 (pbk.) 

1. Traffic signs and signals. 2. Road 
markings. 3. Milestones. I. Title. IT. Series. 


*ADVANCES in environmental 628.5 
science and technology. 

Vol. 3 edited by James N. Pitts, Jr. and 
Robert L. Metcalf is available from Wiley 


for 19.95. ISBN 0-471-69086-4. L.C. 
card no.: 69-18013. 

LEH, Francis K. V. 628.5 
Environment and pollutions: sources, 


health effects, monitoring and control, by 
Francis K. V. Leh and Richard K. C, Lak. 
Springfield, Ill., Thomas [1974] p. ISBN 
0-398-03030-8 . Includes bibliographical 
references. [RA565.L43] 73-16495 14.75 

I. Environmental health. 2. Pollution. I. 
Lak, Richard K. C., joint author. IT. Title. 
Prepared from C.I.P. 


LOEHR, Raymond C. 628.5 
Agricultural waste management: problems, 
processes, and approaches [by] Raymond 


C. Loehr. New York, Academic Press, 
1974. xiii, 576 p. illus. 24 cm. ISBN 0-12- 
455250-1 (Environmental sciences) 
Includes bibliographical references. 


[TD930.L63] 73-5296 39.50 
1. Agricultural wastes. I. Title. If. Series. 


STEENBRINK, P. A. 629.04 
Optimization of transport networks [by] 
Peter A. Steenbrink. London, New York, 
Wiley [1974] xvi, 325 p. 24 cm. ISBN 0- 
471-82098-9 "A Wiley-Interscience 
publication.” Includes bibliographical 
references. [TA1145.873] 73-2793 22.00 

1. Transportation—Mathematical models. 
2. Mathematical optimization. I Title. 


TAYLOR, Richard L. 629.132’52 
Fair-weather flying; by Richard L. Taylor. 
New York, Macmillan [1974] p. cm. 
ISBN 0-02-616700-X [TL710.T36] 73- 
20989 7.95 

1. Airplanes—Piloting. I. Title. 

Prepared from C.I.P. 


TAYLOR, Harold 

Anthony, 1904- 
Fairey aircraft since 1915 [by] H. A. 
Taylor. London, Putnam, 1974. viii, 450 p. 
illus., ports. 23 cm. ISBN 0-370-00065-X 
Includes index. [TL686.F2T39] 74-165156 
1. Fairey aircraft. I. Title. 


629.13334 


{GV1041.855 1974] 73-9362 12.50 
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Distributed by Rowman & Littlefield, 
22.00 


DAWES, Nathaniel T. 629.22'22 
The Packard: 1942-1962 [by Nathaniel T. 
Dawes] South Brunswick [N.J] A. S. 
Barnes [1974] p. cm. ISBN 0-498-01353-7 
[TL215.P25D38] 73-10516 17.50 

I. Packard Motor Car Company. 2. 
Studebaker-Packard Corporation. 3. 
Packard automobile. f. Title. 

Prepared from C.I.P. 


BAKER, Jim. 629,22’22°0973 
Get out and get under; Americans and 
their automobiles. [Worthington, Ohio, 
Pioneer Press, 1974] 1 v. (chiefly illus.) 13 
x 18 cm. ISBN 0-914482-06-8 "A 
Heartland House memory book.” 
[TL23.B27] 74-76724 1.50 (pbk.). 

1. Automobiles, American—History. 2. 
Automobile industry and trade—-United 
States—History. I. Title. 


OLYSLAGER 
Organisation. 
Passenger vehicles, 1893-1940; compiled 
by the Olyslager Organization; research by 
Dennis N. Miller; edited by Bart H; 
Vanderveen. London, New York, F. 
Warne, 1973, [i.e.1974] 64 p. chiefly illus. 
20 x 26 cm. ISBN  0-7232-1726-2 
(Olyslager auto library) Includes index. 
[TL232.053 1973] 73-80248 5.95 

1. Motor buses. I. Miller, Denis N. II. 


629.22°233°0904 


Vanderveen, Bart Harmannus, ed. II. 
Title. 
SLOANE, Eugene A. 629.22°72 


The.new complete book of bicycling, by 
Eugene A. Sloane. New York, Simon and 
Schuster [1974] 531 p. illus. 24 cm. ISBN 
0-671-27119-9 First published in 1970 
under title: The aaa book of 
bicycling.. Bibliography: $07-509. 


1. Cycling. I. Title. 


PACKARD, Chris. 629.2873'2 
Sports illustrated safe driving. Ilus. by 
Chuck Queener. Photos. by John Lamm. 
Philadelphia, Lippincott [1974] ISBN 0- 
397-00991-7 (The Sports illustrated 
library) [TL152.52.P3] 73-12153 3.95 

1. Automobile driving. 2. Automobiles— 
Safety measures. 3. Traffic safety. I. Title. 


STONE, Alfred R. 629.28°3'2 
Caution: driving ahead; an attitudes 
approach to driver education [by] Alfred 
R. Stone. Rev. Austin, Tex., Steck-Vaughn 
Co. [1974] 79, vii, 326 p. illus. 22 x 26 cm. 
ISBN 0-8114-3962-3 The main work, also 
issued separately, is preceded by A 
teacher’s guide, with special t.p. "Teacher's 
edition.” Bibliography: p. 317-318. 
[TL152.65.S86 1974] 74-171023 3.50 

1. Automobile driver education 
(Secondary) 2. Automobile driving. I. Title. 


CROUSE, William Harry, 629.28°7 
1907- 

The auto book [by] William H. Crouse. 
New York, McGraw-Hill [1974] 662 p. 
illus. 24 cm. ISBN  0-07-014551-2 
Describes the various parts of the 
automobile, how they function, and how 
they can be repaired. Also discusses job 
opportunities in the automotive service 
business. [TL152.C68] 73-22388 9.80 

1. Automobiles—Maintenance and repair. 
2. Automobiles—Maintenance and repair— 
Vocational guidance. I. Title. 


JORGENSEN, Eric. 629.28°7°22 
Volkswagen service-repair handbook: 
fransporter, 1961-1974. Jeff Robinson, 


editor and publisher. Los Angeles, Clymer 
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Publications [1974] 281 p. illus. 26 cm. 
[TL215.V6J68] 74-171006 7.00 


1. Volkswagen automobile. I Clymer 

Publications. II. Title. 

VOLKSWAGEN of 629.28°7'22 
America, inc. 

Volkswagen: Beetle, Super Beetle, 


Karmann Ghia; official service manual type 
1, 1970, 1971, 1972, 1973, 1974. 
[Cambridge, Mass., R. Bentley, 1974] 1 v. 
(various pagings) illus. 28 cm. ISBN 0- 
8376-0055-3 On spine: Volkswagen service 
manual type l, 1970 through 1974, Super 
Beetle, Beetle, Karmann Ghia. 
[TL215.V6V615 1974] 73-88409 7.95 

1. Volkswagen automobile. 2. Karmann 
Ghia automobile. I Title. IL Title: 
Volkswagen service manual type l, 1970 


through 1974, Super Beetle, "Beetle, 
Karmann Ghia. 

SUTHERLAND, Howard, 629.28°7°72 
1948- 

Sutherland's handbook for bicycle 


mechanics. Drawings by Carlos Chevez. 
Berkeley, Calif., Sutherland Publications, 
1974. p. cm. [TL430.S95] 74-5078 10.95 
1. Bicycles and tricycles—Repairing. 1. 
Title. Ti. Title: Handbook for bicycle 
mechanics. 

Prepared from C.I.P. 


CLYMER Publications. 629.28°7°75 
Triumph service-repair handbook: 500- 
750cc twins, 1963-1974. [Rev.] Los 
Angeles [1974] 282 p. illus. 26 cm. 
[TL448.T7C54 1974] 74-170297 5.50 

1. Triumph motorcycle. I. Title. 


BEAN, Richard L. 629.28°8°22 


„Petersen’s basic automotive troubleshooting 


for all cars. {Written by Richard Bean. Los 
Angeles, Petersen Pub. Co., 1974] 144 p. 
illus. 28 cm. ISBN 0-8227-0051-4 Cover 
title. [TL152.B342] 74-76521 2.95 (pbk.). 
I> Automobiles—Maintenance and repair. 
I Title. IL Title: Basic automotive 
troubleshooting for all cars. HI. Title: 
Troubleshooting for all cars. 


ASIMOV, Isaac, 1920- 629.4 
Our world in space. [Paintings by] Robert 
McCall. [Text by] Isaac Asimov. Foreword 
by Edwin E. Aldrin, Jr. Greenwich, Conn., 
New York Graphic Society [1974] 168 p. 
illus. 30 cm. ISBN  0-8212-0434-3. 
[TL793.A82] 73-78567 22.50 

1. Astronautics—Popular works. 2. Outer 
Space EA plara non: I. McCall, Robert, I. 
Itle. 


SYMPOSIUM on Incremental 629.8 
Motion Control Systems and Devices, 
University of Illinois at Urbana- 
Champaign, 1972-1973. 

Theory and applications of step motors 

{edited by] Benjamin C. Kuo. St. Paul, 

West Pub. Co. [1974] viii, 376 p. illus. 27 

cm. ISBN 0-8299-0015-2 Selected papers 

from the 1972 and 1973 proceedings of the 

Symposium on Incremental Motion 

Control Systems and Devices, held at the 

University of Illinois at Urbana- 

Champaign. Includes bibliographical 

references. [TK2785.S88 1973]74-4508 25.00 

1. Stepping motors—Congresses. I. Kuo, 

Tsung-i, 1930- ed. IT. Title. 


Agriculture 630-639 


PLANT science; 630 
an introduction to world crops [by] Jules 
Janick {and others] 2d ed. San Francisco, 
W. H. Freeman [1974] viii, 740 p. illus. 26 
em. ISBN 0-7167-0713-6 (A series of 
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é 


books in agricultural science) Includes 
bibliographies. [SB91.P55 1974] 73-13921 
1. Agriculture. I. Janick, Jales, 1931- 


BIRKELAND, Peter W. 631.4 
Pedology, weathering, and 
geomorphological research [by] Peter W. 
Birkeland. New York, Oxford University 
Press, 1974. xiii, 285 p. illus. 25 cm. ISBN 
0-19-501730-7 Includes bibliographies. 
[S592.2.B57] 73-83939 11.00 

i. Soil formation. 2. Weathering. 3. Soil 


science. 4. Geology,  Stratigraphic— 
Quaternary. L Title. 
KEEN, Martin L. 631.4 


The world beneath our feet; the story of 
soil, by Martin L. Keer. Illustrated by 
Haris Petie and with photos. New York, J. 


Messner [1974] p. cm. ISBN 0-671- 
32673-2 An introduction to soil, its 
formation, importance, conservation, 


various kinds, and the plant and animal life 
found in it. [$591.3.K43] 74-7148 6.25 

1. Soil science—Juvenile Iterature. I. Petie, 
Haris, illus. 17. Title. 

Prepared from C.I.P. Library binding 5.79. 


TOWNSEND, Wilfred Norman. 631.4 
An introduction to the scientific’study of 
the soil [by] W. N. Townsend. Sth ed. 


New York, St. Martin’s Press [1973, 
ie.1974] vii, 209 p. illus. 23 cm. 
Bibliography: p. 199-206. [S591.T65 
19730] 73-89990 16.95 

I. Soil science. I. Title. 

MANGELSDORF, Paul 633°.15 
Christoph, 1899- 

Corn: its origin, evolution, and 
improvement [by] Paul C. Mangelsdorf. 
Cambridge, Mass., Belknap Press of 


Harvard University Press, 1974. xiv, 262 p. 
illus. 27 om. 2 0-674-17175-6 
Bibliography: 245-252. 
[SPISI M2M338] 72- 95454 20.00 

1. Maize. I. Title. 


JOHNSON, Hannah Lyons. 635.62 
From seed to jack-o’-lantern. Photos. by 
Daniel Dorn. New York, Lothrop, Lee and 
Shepard Co., 1974. p. cm. ISBN 0-688- 
41644-6 Text and photographs introduce 
the growing cycle of the pumpkin from the 
planting of the seed until the fruit is ripe 
and ready for use. [SB347.J63] 74-6458 
.50 


1. Pumpkin-—Juvenile literature. I. Dorn, 
Daniel, illus. IT. Title. 
Prepared from C.I.P. Library binding 4.81; 
ISBN 0-688-51644-0. 


SIMMONS, Adelma Grenizr. 635.7 
Herb gardens of delight, with plants for 
every mood and purpose. Drawings by 
Kathleen Bourke. New York, Hawthorn 
Books [1974] viii, 184 p. illus. 22 cm. "A 
Helen Van Pelt Wilson book.” 
[SB351.H5S554 1974] 72-7780 7.95 

1. Herb gardening. 2. Herbs. I. Title. 


PIETROPAOLO, James. 635.9°337121 
The world of carnivorous plants, by James 
and Patricia Ann Pietropanlo. [Edited by 
Lorin I. Nevling, Jr.] Shor-sville, N.Y., R. 
J. Stoneridge [1974] 128 p. illus. 22 cm. 
Includes bibliographies. [SB432.7.P53] 74- 
78287 5.95 (pbk) 

1. Insectivorous plants. I. Pietropaolo, 
Patricia Ann, joint author. il. Title. 


EDWARDS, Gordon. 635.933372 
Roses for enjoyment. [ist American ed.] 
South Brunswick, A. S. Barnes [1974, 
c1973} 208 p. illus. (part col.) 23 cm. 
ISBN 0-498-01474-6 Bibliography: p. 199. 
[SB411.E288 1974] 73-166€9 7.95 

1. Roses. 2. Rose culture. T. Title. 


Lae rat Tea PET fm oT A, EE A oe 
AMERICAN BOOK PUBLISHING RECORD 


GALLE, Fred C. 635.9°33’62 
Azaleas, by Fred C. Galle. [Birmingham, 
Ala., Oxmoor House, 1974] 96 p. illus. 
(part col.) 26 cm. At head of title: 
Southern living. [SB413.A9G34] 73-91442 
6.95; 1.95 (pbk.). 

1. Azealea. I. Southern living. 


RHODE, Eleanour 635.968 
Sinclair. 
‘The scented garden. London, Medici 


Society. Detroit, Singing Tree Press, 1974. 
311 p. front. 18 cm. Reprint of the 1931 
ed. Includes bibliographical references. 
[CSB406.R64 1974] 70-175781 15.00 

1. Flowers—Odor. 2. Perfumes. I. Title. 


ARGALL, Phyllis, 1909- 635.977 
Bonsai; dwarf trees in the Japanese mode. 
With, drawings and photographs. Secaucus, 
N.J., Citadel Press [1974, ci964] 145 p. 
illus. 14 x 22 cm. ISBN 0-8065-0423-4 
Original title: Dwarf trees in the Japanese 
mode. [SB433.5.A7 1974] 2.95 (pbk.) 

I. Title. 

L.C. card no. for hardbound ed.: 64-21888 


BELANGER, Jerome D. 636 
The homesteader'’s handbook to raising 
small livestock, by Jerome- Belanger. 
Emmaus, Pa., Rodale Press, Book Division 
[1974] x, 246 p. illus. 23 cm. ISBN 0- 


87857-075-6 Bibliography: p. 241-242. 
[SF65.B34} 73-88254 8.50 

1, Domestic animals. I. Title. H. Title: 
Raising small livestock. 

CHRYSTIE, Frances 636.08787 


Nicholson, 1904- 

Pets; a complete handbook on the care, 
understanding, and appreciation of all 
kinds of animal pets, by Frances N. 
Chrystie. With illus. by Gillett ‘Good 
Griffin. 3d rev. ed. Boston, Little, Brown 
[1974] xxi, 269 p. illus. 22 cm. ISBN 0- 
eee [SF413.C45 1974] 73-21819 


1. Pets. 


STEVENS, Carla. 636.08°87 
Your first pet and how to take care of it. 
Illustrated by Lisl Weil. New York, 
Macmillan [1974] p. cm. ISBN 0-02- 
788200-4 (Ready-to-read) Instructions on 
caring for some animals that make good 
household pets such as gerbils, birds, mice, 
guinea pigs, hamsters, cats, dogs, and fish. 
[SF4162.S73] 74-2267 4.95 

1. Pets—Juvenile literature. I. Weil, Lisl, 
illus. If. Title. 

Prepared from C.I.P. 


KEEGAN, Terry. 636.1°5’0942 
The heavy horse; its harness and harness 
decoration. Line drawings by G. A. 
Keegan. [lst American ed.) South 
Brunswick, A. S. Barnes [1974, c1973] 217 
p. illus. 26 cm. ISBN 0-498-01472-X 
Bibliography: p. {211]-212. [SF311.K43 
1974] 73-15040 8.95 

1. Draft horses. 2. Harness. I. Title. 


MCCULLOUGH, Marshall 
E., 1924- 

Optimum feeding of dairy animals for meat 
and milk [by] Marshall E. McCullough. 
Charts and illus. by George P. Joiner. [2d 
ed.] Athens, University of Georgia Press 
[1973, ic.1974] xvi, 200 p. illus. 22 cm. 
ISBN 0-8203-0239-2 Includes 
bibliographies. [SF203.M24 1973] 74- 
170279 4.95 (pbk.). 

i. Dairy cattle—Feeding and feeds. T. 
Title. 


636.2714 


RIDDLE, Maxwell. 636.773 
The new Shetland sheepdog. Drawings by 
Jean S. Simmonds. Ist ed. New York, 


AUGUST 31,1974 . 
Howell Book House, 1974. 223 p. illus. 24 
cm. ISBN 0-87605-308-8 [SF429.S62R52] 
73-94069 9.95 

1. Shetland sheep-dogs. I. Title. 


GOODALL, Charles S. 636.7°52 
The new English springer spaniel, by 
Charles S. Goodall and Julia Gasow. New 
York, Howell Book House, 1974. 286 p. 


illus. 24 cm. ISBN  0-87605-312-6 
Published in 1958 under title: The 
complete English springer spaniel. 


Bibliography: p. 139-140. [SF429.E7G66 
1974] 79-130969 9.95 

i. English springer spaniels. I. Gasow, 
Julia. IE Title. 


VON HOBBS, H. 636.7°52 
Irish setter—reflections, by H. Von Hobbs. 
[ist ed.] Jericho, N.Y., Exposition Press 
[1974] x, 212 p. illus. 21 cm. ISBN 0-682- 


47881-4 (An _ Exposition-banner book) 
(SF429.17V66] 73-91103 10.00 

1. Irish setters, I. Title. 

THE Skye terrier 636.755 


handbook, 1974. [St. Louis] Skye Terrier 
Club of America [1974] 234 p. illus. 22 
cm. ISBN 0-9600722-1-7 [SF429.S67S58] 
74-76301 6.50 

i. Skye terriers. I. Skye Terrier Club of 
America. : 


ALIKI 637 
Green grass and white milk. Written and 
illustrated by Aliki. New York, Crowell 
{1974] 33 p. illus. (part col.) 21 x 23 cm. 
ISBN 0-690-00198-3 (Let’s-read-and-find- 
out science book.) Briefly describes how a 
cow produces milk, how the milk is 
processed in a dairy, and how various 
other diary products are made from milk. 
[SF239.A44 1974] 73-8527 3.95 

1. Dairying—Juvenile literature. 2. Milk— 
Juvenile literature. 3. Cows—Juvenile 
ae 4. Dairying. 5. Milk. 6. Cows. I. 

Ytle. 


ROBERTS, Hortense Roberta. 638.5 
You can make an insect zoo. Photos. and 
cages by Francis Munger. Chicago, 
Childrens Press [1974] 64 p. illus. (part 
col.) 25 cm. ISBN 0-516-07628-0 ”An Elk 
Grove book.” Bibliography: p. 63. 
Directions for making cages and caring for 
butterflies, moths, crickets, lady beetles, 
and ants. [SF459.I5R6] 73-15917 5.85 (lib. 
bdg.) ` 

1. Insects as pets—Juvenile literature. I. 
Munger, Francis, 1902- illus. Il. Title. 


HOEDEMAN, J. J. 639.34 
Naturalists’ guide to fresh-water aquarium 
fish, by J. J. Hoedeman. [Translated by 
Manly Banister. Edited and adapted for 
American readers by Louisa Bumagin 
Hellegers] Photos. by A. van den 
Nieuwenhuizen. New York, Sterling Pub. 
Co. [1974] 1152 p. illus. (part col.) 24 cm. 
ISBN 0-8069-3722-X "Revised and 
updated edition ... of the Dutch 
Encyclopedia of fresh-water fish, of 1948 
to 1956, and its sequels, under the titles: 
Encyclopedie voor de aquariumhouder and 
Elseviers | aquariumvissen encyclopedie.” 
Bibliography: p. 1109-1115. [SF457.H5918] 
72-95209 30.00 

1. Aquarium fishes. I. Title. 

Lib. bdg. 24.89, ISBN 0-8069-3723-8. 


CONFERENCE on Culture of 639.4 
Marine Invertebrate Animals, Greenport, 
N.Y., 1972. 

Culture of marine invertebrate animals; 

[proceedings] Edited by Walter L. Smith 

and Matoira H. .Chaniey. New York, 

Plenum Press [1974] p. cm. ISBN 0-306- 


30804-5 Includes bibliographies. 
[QL362.8.C66 1972] 74-11367 24.50 

i. Marine invertebrates-—Cultures and 
culture media—Congresses. 2. Shellfish 
culture—Congresses. I. Smith, Walter 
Leonard, 1918- ed. II. Chanley, Matoira 
H., ed. Il. Title. 

Prepared from C.I.P. 


MIGEL, J. Michael. 639°.97°70929 
The stream conservation handbook. Edited 
by J. Michael Migel. Introd. by Nathaniel 
P. Reed. Illus. by Dave Whitlock. 
[Contributors:] William Flick [and others] 
New York, Crown Publishers [1974] xi, 
242 p. illus. 26 cm. ISBN 0-517-50614-9 
Bibliography: p. 231-233. [SH157.8.M53 
1974] 73-82958 7.95 

i. Fish habitat improvement. 2. Stream 
conservation. 3. Fish stocking. I. Flick, 
William. H. Title. 





AXLER, Bruce H. 641.2°2 
Practical wine knowledge, by Bruce H. 
Axler. Indianapolis, ITT Educational Pub. 
[1974] p. cm. ISBN 0-672-26119-7 (His 
Focus on ... the hospitality industry) At 
head of title: Focus on ... [TP548.A92] 73- 
85984 3 .95 (pbk.) 

1. Wine and wine making. I. Title. 
Prepared from C.I.P. 


FRIED, Eunice, 1933- 641.2°2 
What every woman should know about 
wine. [lst ed] Garden City, N.Y., 
Doubleday, 1974. p. ISBN 0-385-04463-1 
[TP548.F74] 73-13087 6.95 

1. Wine and wine making. I. Title. 
Prepared from C.I.P. 


AXLER, Bruce H. 641.371 
Buying and using convenience foods, by 
Bruce H. Axler. Indianapolis, ITT 
Educational Pub. [1974] 116 p. illus. 18 
cm. ISBN 0-672-26122-7 (His Focus on ... 
the hospitality industry) At head of title: 
Focus on ... [TX945.A94] 73-85988 3.25 
(pbk.). 

1. Restaurant management. 2, Convenience 
foods. 3. Purchasing. I. Title. 


THE Organic directory, 641.371 
by the editors of Organic gardening and 
farming, and Prevention magazines. Edited 
by Carol Stoner. [Completely rev. ed.] 
Emmaus, Pa., Rodale Press [1974] 229 p. 
22 cm. ISBN 0-87857-074-8 [TX356.069 
1974] 74-166399 2.95 (pbk.). 

1. Marketing (Home economics)—United 
States—Directories. 2. Organic farming— 
United States—Directories. 3. Organic 
gardening—United States—Societies, etc.— 
Directories. I. Stoner, Carol, ed. II. 
Organic gardening and farming. III. 
Prevention. : 


LU, Yu, d.804. 641.3°37°20951 
The classic of tea. Illustrated by Demi 
Hitz. [1st ed.] Boston, Little, Brown [1974] 
p. ISBN 0-316-53450-1 Translation of Ch‘a 
ching. [TX415.L813] 74-5312 7.95 

1. Tea—Early works to 1800. 2. Tea— 
China—History. I. Title. 

Prepared from C.I.P. 


ADAMS, Ron. 641.5 
“.. And for dessert ...” Text and 
photography by Ron Adams, with Leslie 
Kerins Adams. Recipes and plate 
arrangement by Thom Wilmoth. Seattle, 
Group One [1974] 1 v. (unpaged) illus. 29 
cm. [TX715.A2257] 74-157923 14.95 

J. Cookery. I. Adams, Leslie Kerins, joint 
author. II. Title. 
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KAUFMAN, William Irving, * 
1922- 
365 meatless main dish meals [by] William 
I. Kaufman. [lst ed.] Garden City, N.Y., ` 
Doubleday, 1974. p. cm. ISBN 0-385- 
01832-0 [TX837.K26] 73-10808 7.95 
1. Cookery. 2. Vegetarianism. I. Title. 
Prepared from C.I.P. 


641.5 


MELLINKOFF, Ruth. 641.5 
The just delicious, cook book created for 
sophisticated palatés and robust appetites. 
Illustrated and written by Ruth Mellinkoff. 
Los Angeles, Ward Ritchie Press [1974] 
viii, 216 p. illus. 24 cm. ISBN 0-378- 
01281-9 [TX715.M514] 73-81234 6.95 

1. Cookery. I. Title. 


SHANNON, Ellen C. 641.5°03 
The cook in the kitchen; a dictionary of 
culinary terms, by Ellen Shannon. South 
Brunswick, A. S. Barnes [1974, c1962] 204 
p. front. 26 cm. ISBN 0-498-01437-1 
Published in 1962 under title: American 
dictionary of culinary terms. Bibliography: 
p. 203-204. [TX349.S49 1974] 73-10527 
8.95 i 

1. Cookery—Dictionaries. I Title. 


CHAMBERS, Wicke. 641.5'622 
The lip-smackin’ joke-crackin’ cookbook 
for kids, by Wicke Chambers & Spring 
Asher. Illus. by Spring Asher and Charles 
Clemens. New York, Golden Press [1974] 
69 p. col. illus. 22 cm. Recipes for 
breakfast, lunch, dinner, and dessert, 
liberally laced with jokes and witticisms 
relating to food. [TX652.5.C45] 73-88690 
3.95 


I. Cookery—Juvenile literature. I. Asher, 
Spring, joint author. II. Clemens, Charles, 
illus. HI. Title. 


LEVINE, Lois. 641.5°63 
Delicious diet cookbook; the sensible way 
to slim. New York, Macmillan [1974] 150 
p. illus. 22 cm. ISBN 0-02-570400-1 
([RM222.2.L43] 73-20006 6.95 

1. Low-calorie diet. I. Title. 


BROOKS, Karen. 641.5636 
The forget-about-meat cookbook. Emmaus, 
Pa., Rodale Press [1974] 215 p. 23 cm. 
ISBN  0-87857-079-9 [TX837.B83] 73- 
20861 7.95 

1. Vegetarianism. I. Title. 


COTTRELL, Edith Young. 641.5°636 
The oats, peas, beans & barley cookbook. 
Santa Barbara, Calif., Woodbridge Press 
[1974] 271 p. illus. 24 cm. ISBN 0- 
912800-08-9 [TX837.C67] 73-77411 6.95 
1. Vegetarianism. I. Title. 

Pbk. 3.95, ISBN 0-912800-07-0; loosefeaf, 
7.50, ISBN 0-912800-06-2. 


KRAMER, Rose. 641.5636 
The very last cookbook; or, How to save 
money, stay healthy, and impress your 
friends, by Rose Kramer & Mimi Zuckert. 
Millbrae, Calif., Celestial Arts [1974] 79 p. 
illus. 22 cm. ISBN  0-912310-50-2 
[TX837.K7] 74-86641 2.95 (pbk.) 

1. Vegetarianism. I. Zuckert, Mimi, joint 
author. If. Title. II. Title: How to save 
money, stay healthy, and impress your 
friends. 


BRENT, Ruth H. 641.568 
The keep it short & simple party menu 
book jby] Ruth H. Brent. [Ist ed.] New 
York, Holt, Rinehart and Winston [1974] 
x, 214 p. 22 cm. ISBN 0-03-091885-5 
[TX731.B68] 72-78137 6.95 

I: Entertaining. 2. Menus. 3. Cookery. I. 
Title. 
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THE New York times 641.5°9 
correspondents’ choice of restaurants and 
recipes around the world [by] Raymond H. 
Anderson [and others] Ed:ted by Lee 
Foster. [New York] Quadrangle [1974] p. 
em. ISBN  0-8129-0406-0 [TX907.N46 
1974] 73-79911 8.95 

i. Restaurants, lunch rcoms, etc.— 
Directories. 2. Cookery, International. I. 
Anderson, Raymond H, HM. Foster, Lee, 
1922- ed. 

Prepared from C.I.P. 


ROSS, Janet Ann Duff- 
Gordon, 1842-1927. 
Leaves from our Tuscan kitchen; or, How 
to cook vegetables, by Janzt Ross and 
Michael Waterfield. [Ist American ed.] 
New York, Atheneum, 1974 [c1973] 171 
p. illus. 25 cm. ISBN G689-10598-3 
*Originally published 1899.” [TX723.R7 
1974] 73-91634 8.95 
l. Cookery, Italian 2. Cookery 
et {. Waterfield, Michael, ed. II. 
itle. 


SCHRYVER, Alice 
Stinnett, 1911- 
Chinese cooking for beginners [by] Alice 
Schryver. Illustrated by JiR Pinkwater. 
Foreword by Calvin B. T. Lee. New York, 
Dodd, Mead [1974] x, 180 p. illus. 22 cm. 
ISBN 0-396-06875-8 [TX724.5.C5S37] 73- 

11986 4,95 
1. Cookery, Chinese. I. Title. 


YUNG, Victor Sen. 641.5951 
Great wok cookbook. Illus. by Karen 
McBride. Los Angeles, Nash Pub. [1974] 
225 p. illus. 23 cm. ISBN 0-8402-1510-7 
(TX724.5.C5Y85] 72-95254 7.95 

1. Cookery, Chinese. I. Title. 


STEPHENSEN, Ruth. 641.6°1°4 
Mix'n moisten meals; a cook book for low- 
moisture foods, by Ruth Stephensen, in 
collaboration with Rhoda Burgocn. Salt 
Lake City, Boone Inc. [1974] 92 p. 
illus. ISBN = 0-88494-215-5 
{TX826.5. $73] J4- 75993 2.50 

1. Cookery (Dried foods) I Burgoon, 
Rhoda, joint author. H. Title. 


ALLEN, Jana, 1942- 641.66 
Innards and other variety meats, by Jana 
Allen and Margaret Gin. Sen Francisco, 
101 Productions; [distributed by Scribner, 
New York] 1974. p. cm. ISEN 0-912238- 
49-6 [TX749.A683] 73-91942 7.95 

1. Cookery (Variety meats) I Gin, 
Margaret, joint author. IT. Title. 

Prepared from C.I.P. Pbk., 3.95, ISBN 0- 
912238-48-8. 


MASON, Phillip. 641.694 
Shellfish cookbook. New York, Drake 
Publishers [1974] p. cm. IS3N 0-87749- 
677-3 (TX753.M37] 74-6080 £.95 

1. Cookery (Shellfish) 2. Shellfish. I. Title. 
Prepared from C.I.P. 


HUNTER, Beatrice Trum. 641.71 
Baking sampler; breads, rcils, cockies, 
confections. New Canaan, Conn., Keats 
[1974, c1972] 312 p. 18 cm. (A Pivot 
book) Cover title: Whole-grain baking 
sampler. [(TX765.H86] 74-190457 2.25 
(pbk.) 

I. Baking. I. Title. 


SCHAFER, Charles. 641.8°15 
Breaderaft, by Charles & Violet Schafer. 
Illustrated by Barney Wan. [Ist ed.] San 
Francisco, Yerba Buena Press, 1974. 119 
p. illus. 22 cm. ISBN 0- 912738-04-9 
[TX769.S333] 73-20569 3.95 (pbk.). 

1. Bread. I. Schafer, Violet, joint author. II. 
Title. 


641.59455 


641.5951 
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BLAIR, Eulalia C., comp. 641.83 
Salads & salad dressings for foodservice 
menu planning. Selected by Eulalia C. 
Blair. Jule Wilkinson, editor. [Chicago] 
Institutions/Volume feeding magazine; 
distributed by Cahners Books, Boston 
[1974] 250 p. illus. 24 cm. ISBN 0-8436- 
0576-6 [TX807.B54] 73-89528 12.50 

1. Salads. 2. Salad dressing. 3. Cookery for 
institutions, etc. I. Title. 


FAMILY circle’s great 641.8'6 
desserts. Editor: Nancy Hecht Fitzpatrick. 
[New York] Family Circle, inc. [1974] 144 
p. col. illus. 28 cm. (Family circle special) 
"A New York Times Company 
ae ” [TX773.F32] 74-76331 1.35 


1. Desserts. I. Fitzpatrick, Nancy Hecht, 


ed. If. Family circle. III. Title: Great 
desserts. £ 
LILES, Marcia D. 643.7 


Good housekeeping guide to fixing things 
around the house, by Marcia D. and 
Robert M. Liles. With Eileen Stukane and 
the editors of Good housekeeping. New 
York, Good Housekeeping Books [1974] 
vi, 313 p. illus. 24 cm. ISBN 0-87851-016- 
8 [TT151.L54] 73-187852 7.95 

J. Repairing—Amateurs’ manuals. I. Liles, 
Robert M., joint author. I. Good 
housekeeping. II. Title. IV. Title: Guide to 
fixing things around the house. 


ZARCHY, Harry. 643.7 
The modern woman's fix it yourself 
handbook of home repair. New York, 
Golden Press [1974, c1973] 214 p. illus. 25 
cm. (The Betty Crocker home library) 
[TT151.Z37] 72-87345 3.95 

1. Repairing—-Amateurs’ manuals. I. Title. 
II. Title: Fix it yourself handbook of home 
repair. 

HERTZBERG, Robert Edward, 644 
The home owner handbook of electricel 
repairs, by Robert Hertzberg. Illustrated by 
Henry Clark. New York, Bounty Books 
[1974] 125 p. illus. 29 cm. ISBN 0-517- 
51440-0 [TK9901.H413] 74-77426 2.98 

L Electric engineering—Amateurs’ 
manuals. 2. Electric apparatus and 
appliances—-Amateurs’ manuals. I. Title. 


BETTER homes and gardens 646.271 
sewing for your home. [lst ed. Des 
Moines, Meredith Corp., 1974] 208 p. 
ilius. 29 cm. ISBN 0-696-00570-0 
[TT705.B37] 73-78907 7.95 

i. Sewing. 2. Household linens. I. Better 
homes and gardens. If. Title: Sewing for 
your home. 


VAN ZANDT, Eleanor 646.4 
Sewing with ease. Designs by Helen Cook. 
Garden City, N.Y., Doubleday, 1974. 144 
p. illus. 26 cm. ISBN 0-385-07277-5 
(Crafts and hobbies, 014) [TT705.V34] 73- 
23051 4.95 

4. Sewing. IL Title. 


LARTER, Vera 646.406 
Sewing children’s clothing made easy- 
Garden City, N.Y., Doubleday [1974, 
c1971] 230 p. illus. 24 cm. ISBN 0-385- 
00910-0. (A Dolphin book) [TT635.L36] 
2.95 (pbk.) - 

1. Children’s clothing. I. Title. 

i iii number for hardbound ed.: 70- 
9119. 


PALMER, Cherie. 646.43 
The perfect fit. New York, Scribner [1974] 
p. cm. ISBN 0-684-13990-1 Bibliography: 
p. [TT820.P2] 74-8427 7.95 


AMERICAN BOOK PUBLISHING RECORD 


1. Knitting. 2. Crocheting. 3. Clothing and 
dress measurements. I. Title. 
Prepared from C.I.P. 


MARGOLIS, Adele P. 646.4304 
Fashion sewing for everyone [by] Adele P. 
Margolis. Illustrated by Judy Skoogfors. 
[ist ed.] Garden City, N.Y., Doubleday, 
1974. x, 435 p. illus. 24 cm. ISBN 0-385- 
08543-5 [TT519.5.M37] 73-15356 9.95 

1. Tailoring (Women’s) 2. Dressmaking. L 
Title. 


AYER, Harriet Hubbard, 
1849-1903. 
“arriet Hubbard Ayer’s book; a complete 
end authentic treatise on the laws of health 
end beauty. New York, Arno Press, 1974 
[c1902] p. cm. ISBN 0-405-06074-2 
(Women in America from colonial times to 
the 20th century) Reprint of the ed. 
published by King-Richardson Co., 
Springfield, Mass. [RA778.A88 1974] 74- 
3927 31.50 
1. Beauty, Personal. 2. Women—RHealth 
and hygiene. I. Title. IL. Series. 
Prepared from C.I.P. 


646.7°2 


AXLER, Bruce H. 647.94 
Security for hotels, motels, and restaurants, 
by Bruce H. Axler. Indianapolis, ITT 
Educational Pub. [1974] vi, 114 p. illus. 18 
cm. ISBN 0-672-26122-7 {His Focus on ... 
the hospitality industry) At head of title: 
Focus on ... [TX911.3.S4A94] 73-85986 
3.25 (pbk.). 

+. Hotels, taverns, etc.—Security measures. 
2. Motels—Security measures. 3. 
Restaurants, lunch rooms, etc.—Security 
measures. I. Title. 


AUTOMOBILE Association. 647.9442 
AA guide to hotels & restaurants in Great 
Britain and Ireland. (Basingstoke, Eng.; 
Distributed in the U.S.A. by Harper & 
Row, New York, 1974] 671, 48 p. illus. 22 
cm. [TX910.G7A8 1974] 74-167286 7.95 
1. Hotels, taverns, etc.—Great Britain— 
Directories. 2. Restaurants, lunch rooms, 
ete.—Great Britain—Directories. 3. Hotels, 
taverns, _ete.-—Ireland—Directories. 4. 
Restaurants, lunch rooms, etc.—Ireland— 
Directories. I. Title. II. Title: Guide to 
hotels and restaurants in Great Britain and 
Ireland. 


ERITCHKY, Seymour. 647.957471 
The restaurants of New York. New York, 
Random House [1974] p. cm. ISBN 0- 
394-70693-5 [TX909.B74] 74-7240 4.95 
(pbk.) 

i. New York (City)—Restaurants, lunch 
rooms, etc. I. Title. 

Frepared from C.I.P. 


AXLER, Bruce H. 648 
Building care for hospitality operations, by 
Eruce H. Axler. Indianapolis, ITT 
Educational Pub. [1974] vi, 129 p. 18 cm. 
ISBN 0-672-26124-3 (His Focus on ... the 
hospitality industry) At head of title: Focus 
on ... [TX928.A9] 73-85985 3.25 (pbk.) 

1. Hotels, taverns, etc.—Maintenance and 
repair. 2. Restaurants, lunch rooms, ete.— 
Maintenance and repair. I. Title. 


EECKER, Wesley C. 649.1 
Successful parenthood; how to teach your 
child values, competence, and 
responsibility [by] Wesley C. Becker [and] 
Janis W. Becker. Chicago, Follett Pub. Co. 
[1974] viii, 199 p. illus. 22 cm. ISBN 0- 
695-80448-0 Includes bibliographical 
references. [HQ769.B349] 73-91582 5.95 

1. Children—-Management. I. Becker, Janis 
W., joint author. I. Title. 


AUGUST 31,1974 


KOONTZ, Charles W. 649°.1 
Koontz child developmental program: 
training activities for the first 48 months, 
by Charles W. Koontz. Los Angeles, 
Western Psychological Services [1974] 1 v. 
(unpaged) 28 cm. ISBN 0-87424-136-7 
Includes bibliography. [HQ769.K573] 73- 
91239 9.00 (pbk.). 

1. Children—Management. I. Title. 


WRIGHT, Erna. 649.1 
Common sense in child rearing. New 
York, Hart Pub. Co. [¢1973] 332 p. 21 cm. 
ISBN 0-8055-1102-4 [HQ769.W879] 72- 
94768 7.50 


I, Children—Management. 2. Infants— 
Care and hygiene. I. Title. 
DOBSON, James C., 649.1019 


1936- 
Hide or seek [by] James Dobson. Old 
Tappan, N.J., F.H. Revell Co. [1974] 159 
21 cm. ISBN — 0-8007-0653-6 
[BE723. $3D6] 73-23033 4.95 
1. Self-respect. 2. Child study. I. Title. 


LAWSON, Donna. 649°.3 
Superbaby cook book, by Donna Lawson 
and Jean Conlon. New York, Macmillan 
[1974] p. cm. ISBN 0-02-569500-2 
Bibliography: p. [RJ216.L36] 73-13169 
9 


1. Infants—Nutrition. I. Conlon, Jean, joint 
author. If. Title. 
Prepared from C.I.P. 


FRANKEL, Lillian Berson. 649°.5 
Activities to learn by; what to do with 
your preschooler, by Lillian & Godfrey 
Frankel. Illus. by Shizu Matsuda. New 
York, Sterling Pub. Co. [1974] 125 p. illus. 
21 cm. ISBN 0-8069-4526-5 Edition for 
1953 published under title: What to do 
with your preschooler. [GV1203.F66 1974] 
73-93600 3.95 

I. Games. 2. Education, Preschool—1945- 
I. Frankel, Godfrey, joint author. II. Title. 


Business 650-659 


NATIONAL trade and 650.58 
professional associations of the United 
States and labor unions, edited by Craig 
Colgate, Jr. 1974 ed. Washington, 
Columbia Books [1974, c1966] v. 26 cm. 
ISBN 0-910416-20-6. Cover title, 1966- 
National trade and professional 
associations of the United States. 
[HD2425.D53] 66-14346 15.00 (pbk.) 

i. Trade and professional associations— 
U.S.—Direct. I. Colgate, Craig, comp. Il. 
Title: National trade and professional 
associations of the United States. 


TURNER, David 651°.3743°076 
Reuben, 1915- 

File clerk: Federal, State, municipal; all 
grades,.by David R. Turner. [5th ed.] New 
York, Arco [1974] 288 p. 27 cm. ISBN 0- 
668-00962-4 (Arco civil service test tutor) 
At head of title: The complete Arco test- 
tutor. Issued in 1962 by the Arco editorial 
board. (JK717.C54A72 1974] 74-170881 
5.00 (pbk.) 

I. Clerks—United States. 2. Files and filing 
(Documents) 3. Civil service—United 
States—Examinations. I. Arco Publishing 
Company, New York. File clerk. If. Title. 


MAEDKE, Wilmer O. 651.5 
Information and records management [by] 
Wilmer O. Maedke, Mary F. Robek [and] 
Gerald F. Brown. Beverly Hills, Glencoe 
Press [1974] 449 p. illus. 27 cm. 
[HF5736.M33] 73-7362 10.95 

1. Business records. 2. Information storage 


and retrieval systems. I. Robek, Mary F., 
joint author. I. Brown, Gerald F, joint 
author. IHI. Title. 


GRIESINGER, Frank K. 651.7 
How to cut costs and improve service of 
your telephone, telex, TWX, and other 
telecommunications [by] Frank Kern 
Griesinger. New York, McGraw-Hill 
[1974] x, 310 p. illus. 23 cm. ISBN 0-07- 
024760-9 Bibliography: p. 301-302. 
[HE8735.G74] 73-21616 14.50 

1. Telephone in business. I. Title. 


KUHN, Betty Lee. 651.961775 


Dear Judi; letters to an optometric 
assistant. [New York, Advisory 
Enterprises, 1974] 190 p 24 cm. 


[RE959.5.K83] 74-170915 10.95 
1. Optometric assistants. I. Title. 
Publisher’s address: 51 E 42nd. St. Room 


_ 1706, New York 10017. 


CHRISTENSEN, Edward L. 653.426 
6,000 most used Century 21 shorthand 
outlines [by] Edward L. Christensen [and] 
Devern J. Perry. Shorthand plates written 
by Standford D. DeMille. Cincinnati, 
South-Western Pub. Co. [1974] 154 p. 18 
cm. ISBN 0-538-18150-8 [Z56.C9275] 72- 
90734 

1. Shorthand—Century 21. I. Perry, 
Devern J, joint author. IL DeMille, 
Stanford D. II. Title. 


ANDERSON, Hershel M. 657 
Basic accounting concepts [by] Hershel M. 
Anderson. Bernard A. Coda [and] James 
W. Giese. Pacific Palisades, Calif., 
Goodyear Pub. Co. [1974] xii, 548 p. 25 
cm. ISBN  0-87620-102-8 Includes 
bibliographical references. [HF5635.A67] 
73-81262 12.95 

1. Accounting. I. Coda, Bernard A., joint 
author. H. Giese, James W., joint author. 
IY. Title. 


FINNEY, Harry Anson, 1886- 657 
Finney and Millers Principles of 
accounting, by Glenn L. Johnson and 
James A. Gentry, Jr. 7th ed. Englewood 


Cliffs, N.J., Prentice-Hall [1974- v. _ illus. 
24 cm. Contents.—[1] Intermediate. 
Includes bibliographical references. 


(HF5635.F538 1974] 73-21623 13.95 

I. Accounting. 2. Accounting—Problems, 
exercises, etc. I. Miller, Herbert E., joint 
author. I. Johnson, Glenn Laurence, 1934- 
Hf. Gentry, James A. IV. Title: Principles 
of accounting. 


KIRKMAN, Patrick R. A. 657 
Accounting under inflationary conditions 
[by] Patrick R. A. Kirkman. London, Allen 
& Unwin [1974] 266 p. 23 cm. ISBN 0-04- 
332056-2 [HF5657.K54] 74-169347 

1. Inflation (Finance) and accounting. I. 
Title. 

Distributed by International Publications 
Service, 15.00 


DOPUCH, Nicholas. 657'.42 
Cost accounting; accounting data for 
management’s decisions [by] Nicholas 


Dopuch, Jacob G. Birnberg [and] Joel 
Demski. 2d ed. New York, Harcourt Brace 
Jovanovich [1974] x, 694 p. illus. 24 cm. 
ISBN Q-15-514198-8 Includes 
bibliographies. [HF5686.C8D84 1974] 74- 
252 12.95 

1. Cost accounting. I. Birnberg, Jacob G., 
joint author. IT. Demski, Joel S., joint 
author. 


PORTER, W. Thomas. 657’.45°02854 
EDP: controls and auditing [by] W. 
Thomas Porter. Belmont, Calif., 
Wadsworth Pub. Co. [1974] 240 p. illus. 23 
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cm. ISBN 0-534-00358-3° Includes 

bibliographical references. [HF5667.P636] 

74-76815 4 .95 (pbk.) . 
A ; Plectroñic data processing—Auditing. I. 
itle. 


WEIMER, Arthur Martin, 1909- 658 
Introduction to business; a management 
approach [by] Arthur M. Weimer, David , 
Bowen [and] John D. Long. Sth ed. 
Homewood, Il., R. D. Irwin, 1974. x, 558 
p. ilus. 24 cm. ISBN 0-256-01566-X 
Includes bibliographies. [HF5351.W34 
1974] 73-90603 11.95 

i. Business. 2. Industrial management. I. 
Bowen, David, 1939- joint author. ID. 
Long, John Douglas, 1920- joint author. 
III. Title. 


KASTENS, Merritt L. 658.022 
A presidents operating manual for 
strategic planning; a program for planning 
and implementing strategies in a small 
business [by] Merritt L. Kastens. New 
York, Presidents Association, 1974. 47 p. 
port. 23 cm. (Presidents Association. 
Special study no. 56) [HD69.S6K38] 74- 
170988 20.00 

i. Small business—Management. I. Title. 


I. Series: Presidents Association. PA 
special study no. 56. 
HARPER, William Massie. 658.1'5 


After the abacus; a manager’s guide to 
accounting control and finance [by] Bill 
Harper. London, Allen & Unwin [1974] 
279 p. illus. 24 cm. ISBN 0-04-657002-0 
(Unwin professional management library) 
{HF5550.H344] 74-158684 

1. Business enterprises—Finance. 2. Budget 
in business. 3. Accounting. I. Title. 
Available from International Publications 
Service, 16.50 


LAROCQUE, Gaetane M., 
1927- 

Consumerism, Federal grants, and you; the 
consumer of services and the 
inexperienced-and not so inexperienced- 
grant applicant [by] Gaetane M. Larocque. 
[lst ed.] Jericho, N.Y., Exposition Press 
[1974] x, 191 p. 22 cm. ISBN 0-682- 
47913-6 (An Exposition-university book) 
(HJ275.L37] 73-92850 8.00 

1. Grants-in-aid—United States. 2. Grants- 
States—Handbooks, 


658.152 


in-aid—United 
manuals, etc. I. Title. 


SILVERS, J. B. 658.175932 
Financial management of health 
institutions [by] J. B. Silvers and C. K. 
Prahalad. Flushing, N.Y., Spectrum 
Publications; distributed by Halsted Press, 
New York [1974] p. cm. ISBN 0-470- 
79173-X (Health systems: management, 
administration, delivery, no. 
[RA971.3.S55] 74-11224 17.95 

1. Health facilities—Accounting. 2. Health 
facilities—Finance. I. Prahalad, C. K., joint 
author. IT. Title. 

Prepared irom C.I.P. 


FROMKIN, Howard L., 1939- 658.3 
Integrating the organization: a_ social 
psychological analysis. Edited by Howard 
L. Fromkin [and] John J. Sherwood. New 
York, Free Press [1974] p. cm. 
[HF5549.5.M5F76] 73-21306 13.95 

1. Minorities—Employment. 2. Personnel 
management. I. Sherwood, John J, 1933- 
joint author. I. Title. 

Prepared from C.I.P. 


HAMNER, W. Clay, comp. 658.3 
Contemporary problems in personnel: 
readings for the seventies. [Compiled by} 
W. Clay Hamner [and] Frank L. Schmidt. 
Chicago, St. Clair Press [1974] 511 p. 24 
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cm. ISBN  0-914292-01-3 Includes 
bibliographies. [HF5549.H293} 73-93871 
7.95 (pbk.) 


1. Personnel management—Addresses, 
essays, lectures. 2. Industrial relations— 


Addresses, essays, lectures. I. Schmidt, 
Frank L., joint comp. IH. Title. 
Publisher's address: 3 E. Huron St, 


Chicago, Ill., 60611. 


ZEDECK, Sheldon. 658.3 
Foundations of behavioral science research 
in organizations [by] Sheldon Zedeck [and] 
Milton R. Blood. Monterey, Calif., 
Brooks/Cole Pub. Co. [1974] vii, 200 p. 
illus. 22 cm. ISBN  0-8185-0116-2 
(Behavioral science in industry series II) 
Includes bibliographies. [HF5548.8.Z224] 
73-89594 5.50 (pbk.) 

I. Psychology, Industrial. 2. Personnel 
management. I. Blood, Milton R., joint 
author. II. Title. 


INDIAN Institute of _ 
Personnel Management. 
Personnel management in India; the 
practical approach to human relations in 
industry. Editorial Board: R. M. Sen 
Gupta, chairman; Mary Sur, editor [and 
others. 2d rev. ed.] Bombay, New York, 
Asia Pub. House [1973] xii, 346 p. 22 cm. 
ISBN 0-210-33913-6 Includes 
bibliographies. [HF5549.2.14152 1973] 74- 
168324 5.00 (pbk.) 
I. Personnel management—India. 2. 
Industrial relations—India. I. Title. 


BRENNAN, John, 1935- 658.315 
The conscious communicator; making 
communication work in the work place. 
Reading, Mass., omega ae! Pub. Co. 
[1974] 191 p. illus. 22 cm. 
[HF5549.5.C6B655] 73-14351 5.95 


658.300954 


L Communication in personnel 

management. [. Title. 

SIBSON, Robert Earl, 658.322 
1925- 

Compensation; a complete revision of 


Wages and salaries [by] Robert E. Sibson. 
[New York] AMACON [1974] p. cm. 
ISBN 0-8144-5358-9 [HD4909.852 1974] 
73-91604 14.95 

1. Wages. 2. Job evaluation. I. Title. 
Prepared from C.I.P. 


BERKMAN, Harold W. 658.4 
The human relations of management [by] 
Harold W. Berkman. Encino, Calif., 
Dickenson Pub. Co. [1974] xiii, 338 p. 
illus. 24 cm. ISBN 0-8221-0131-3 Includes 
bibliographies. [HD38.B395] 74-76362 10.95 
J. Management. 2. Organization. 3. 


Industrial sociology. 4. Psychology, 
Industrial. I. Title. 
CHRISTOPHER, William F. 658.4 


The achieving enterprise [by] William F. 
Christopher. [New York] AMACOM 
[1974] ix, 267 p. illus. 24 cm. ISBN 0- 
8144-5352-K Includes bibliographies. 
{HD31.C525] 73-86813 14.95 

1. Industrial management. I. Title. 


EELLS, Richard Sedric Fox, 
1917- 

Conceptual foundations of business [by] 

Richard Eells [and] Clarence Walton. 3d 

ed. Homewood, Ill., R. D. Irwin, 1974. xii, 

638 p. 24 cm. ISBN 0-256-01559-7 (The 


658.4 


Irwin series in management and the 
behavioral sciences) Includes 
bibliographies. [HF5351.E34 1974] 73- 
89111 12.50 


I. Business. 2. Social values. I Walton, 
Clarence Cyril, 1915- joint author. II. 
Title. 
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HICKS, Herbert G., comp. 658.4 
Modern business management: 
contemporary readings, study guide, and 
workbook [by] Herbert G. Hicks, C. Ray 
Gullett [and] William M. Pride. New 
York, McGraw-Hill [1974] xiii, 310 p. 
forms. 24 cm. ISBN  0-07-028757-0 
"Designed to be used with Modern 
business management: a systems and 
environmental approach [ty H. G. Hicks 
and C. R. Gullett]” [HD31.H488] 73- 
13739 11.50 

l. Industrial — organization—Addresses, 
essays, lectures. 2 Industrial 
management—Addresses, essays, lectures. 
I. Gullett, C. Ray, joint comp. II. Pride, 
William M., joint comp. TIH Title. 


LIEVEGOED, Bernardus 
Cornelis Johannes. 

The developing organizaticn [by], B. C. J. 

Lievegoed, translated [from the Dutch] by 

J. Collis. London, Tavistock Publications, 

1973. vii, 271 p. illus. 23 cm. ISBN 0-422- 


658.4 


73830-1 (Organizations, people, society) 
Translation of Organisaties in 
ontwikkeling, Rotterdam, Lemniscaat, 


1969. ”Distributed in the USA by- Harper 
& Row Publishers, Inc., Earnes & Noble 
Import Division. Includes bibliographies 
and index. [HD37.D8L5313 1973b] 74- 
170354 18.00 

d: Industrial organization. 2. 
Organizational change. I. Title. H. Series. 


NOTHDURFT, K. H., 1924- 658.4 
The complete guide to successful business 
negotiation, by K. H. Notadurft. London, 
New York, Leviathan House [1974] 196 p. 
23 cm. ISBN 0-900537-16-7 Translated 
from the German. [HD5481.N6813] 73- 
77703 9.00 

4. Negotiation. 2. Discussion. 3. 
Arbitration, Industrial. T. Title. 


ROSENBERG, Seymour L. 658.4 
Self-analysis of your organization [by] 
Seymour L. Rosenberg. New York, 
Amacom [1974] p. cm. ISBN 0-8144- 
5362-7 [HD69.D4R66] 74-75170 12.95 

1. Decision-making. 2. estan Stl by 
objectives. 3. Executive abihty. I. Title. 
Prepared from C.I.P. 


LINDEMANN, A. J. 658.4’003 
Encyclopaedic dictionary of management 
and manufacturing terms [by] ; 
Lindemann, Earl F. Lundgren [and] H. K. 
von Kaas. 2d ed. Dubuque, Iowa, 
Kendall/Hunt Pub. Co. [1674] vii, 150 p. 
illus. 28 cm. ISBN 0-8403-0874-4 First ed. 
published in 1966 under title: Dictionary 
of management terms. Includes 
bibliographical references. [HD19.L5 1974] 
74-167262 5.95 

1. Industrial management—Dictionaries. T. 
Lundgren, Earl F., joint euthor. II. Von 
Kaas, H. K., joint author. II. Title. 


MAILICK, Sidney, 1923- 658.4°007 
The making of the manager: a world view. 
Edited by Sidney Mailick. The United 
Nations Institute for Training and 
Research. [lst ed.}] Garden City, N.Y., 
Anchor Press, 1974. xviii, 481 p. 22 cm. 
ISBN 0-385-05 135-2 Includes 
bibliographical references. [HD20.M254] 
73-79692 12.50 

1. Management—Study and teaching. 2. 
Executives, Training of. I United Nations 
eas for Training ana Research. iI. 
ttle. 


ANDERSON, David Ray, 
41- 

Linear programming for decision making; 
an applications approach by] David R. 
Anderson, Dennis J. Sweeney [and] 
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Thomas A. Williams. St. Paul, West Pub. 
Co. [1974] xii, 378 p. illus. 24 cm. ISBN 
0-8299-0008-X Bibliography: p. 365-373. 
[T57.74.A46] 74-1138 10.95 

i. Linear programming. 2. Decision- 
making. I Sweeney, Dennis J, joint 
author. II, Williams, Thomas Arthur, 1944- 
joint author. HI. Title. 


CHAMBERS, John Carlton, 
1928- 

An executive’s guide to forecasting [by] 
John C. Chambers, Satinder K. Mullick 
and] Donald D. Smith. New York, Wiley 
T xi, 308 p. illus. 23 cm. ISBN 0-471- 
14335-9 "A Wiley-Interscience 
publication.” Includes bibliographical 
references. [HF5415.2.C38] 74-2433 14.95 
1. Sales forecasting. 2. Business forecasting. 
3. Decision-making. I. Mullick, Satinder 
K., joint author. If, Smith, Donald D., joint 
author. IH. Title. 


MILLER, Gordon Porter. 658.4'03 
Decision making—a look at the process. 
New York, Presidents Association [1974] 
44 p. 23 cm. (Presidents Association. 
Special study no. 55) Includes 
bibliographical references. [HD69.D4M52] 
74-75171 20.00 

1. Decision-making. I. Title. Hf. Series: 
Presidents Association. PA special study 
no. 55. 


SCHMIDT, Joseph William. 658.403 
Mathematical foundations for management 
science and systems analysis [by] J. 
William Schmidt. New York, Academic 
Press [1974] xiii, 581 p. illus. 24 cm. ISBN 
0-12-627050-3 (Operations research and 
industrial engineering) Includes 
bibliographies. [T57.6.S32] 73-2078 15.95 
T Pperalions research. 2. System analysis. 
. Title. 
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CHEN, Gordon K. C., 658.4°032 
1920- comp. 
Operations and systems analysis: a 


simulation approach, by Gordon K. C. 
Chen [and] Eugene E. Kaczka. Boston, 
Allyn and Bacon [1974] p. cm. Includes 
bibliographies. [T57.62.C37] 73-20870 
18.25 

1. Electronic data  processing—System 
analysis, 2. Electronic data processing— 
Operations research. 3. Management— 
Stimulation methods. I. Kaczka, Eugene E., 
1939- joint comp. IT. Title. 

Prepared from C.I.P. 


SHAMBLIN, James E. 658.4°034 
Operations research: a fundamental 
approach [by] James E. Shamblin [and] G. 
T. Stevens, Jr. New York, McGraw-Hill 
[1974] x, 404 p. illus. 24 cm. ISBN 0-07- 
056378-0 Includes bibliographies. 
[T57.6.S48] 74-3047 12.50 

1. Operations research. I. Stevens, 
Gladstone Taylor, 1930- joint author. II. 
Title. 


LUDWIG, Ernest E. 658.404 
Applied project management for the 
process industries [by] Ernest E. Ludwig. 
Houston, Tex., Gulf Pub. Co. [1974] xi, 
367 p. illus. 27 cm. ISBN 0-87201-044-9 
[T36 8.L82] 72-93694 16.95 

1. Industrial project management. I. Title. 


BASIL, Douglas 
Constantine, 1923- 
The management of change [oy] Douglas 
C. Basil [and] Curtis W. Cook. London, 
New York, McGraw-Hill [1974] x, 243 p. 
26 cm. ISBN 0-07-084440-2 (McGraw-Hill 
European series = management) 
Bibliography: 221-233. 
(HD31.B3694348] 73- 10929 12.50 
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1. Organizational change. 2. Social change. 
3. Technological — innovations—Social 
aspects. 4. Management. I. Cook, Curtis 
W., joint author. IL. Title. 


TWISS, Brian C. 658.4°06 
Managing technological innovation [by] 
Brian C. Twiss. [London] Longman [1974] 
xxi, 237 p. illus. 24 cm. ISBN 0-582- 
45040-3 Includes bibliographies. 
(T175.5.T94] 73-86117 

i. Research, Industrial—Management. 2. 
Technological innovations. I. Title. 


Distributed by Longman, New York, 
17.50. 
HAGUE, Hawdon. 658.4°077124 


Executive self-development; real learning 
in real situations. [London] Macmillan, 
[Distributed in the U.S. by Halsted Press, 
New York, 1974] xxiii, 243 p. illus. 23 cm. 
ISBN 0-333-15199-2 Includes 
bibliographical references. 
[HF5549.5.T7H25 1974b] 74-166833 15.75 
1. Executives, Training of 2. Executive 
ability. I. Title. 


MUELLER, Robert Kirk. 658.42 
Board life: realities of being .a corporate 
director. Illustrated by Ric Estrada. [New 
York) AMACOM [1974] xi, 193 p. illus. 
22 cm. ISBN 0-8144-5346-5 Bibliography: 
p. 181-182. [HD2745.M83] 73-85190 
11.50 

1. Directors of corporations. I. Title. 


DEL MAR, Donald. 658.47 
The security of industrial information; a 
guide and reference for managers and 
engineers [by] D. Del Mar. [New Hope, 
Pa.] Chestnut Hill Press [1974] xii, 344 p. 
22 cm. Includes bibliographical references. 
({HV8290.D44] 74-52 


L Industry—Security measures— 
Addresses, essays, lectures. 2. Trade 
secrets—Addresses, essays, lectures. 3. 


Business intelligence—Addresses, essays, 
lectures, I. Title. 
HUGHES, Mary Margaret, 658.4°7 


comp. 

Successful retail security; an anthology. 
[ist ed.] Los Angeles, Security World Pub. 
Co. [1974] xv, 303 p. illus. 24 cm. ISBN 0- 
913708-15-1 Contains updated articles 
from Security world magazine. 
[HF5429.H76] 73-91244 13.95 

I. Retail trade—Security measures— 
Addresses, essays, lectures. 2. Employee 
theft--Addresses, essays, lectures. 3. 
Shoplifting—Addresses, essays, lectures. I. 
Security world. IT. Title. 


WIGHT, Oliver W. 658.5 
Production and inventory management in 
the computer age [by] Oliver W. Wight. 
Boston, Cahners Books [1974] p. cm. 
ISBN  0-8436-0732-7 Bibliography: p. 
[TS155.W533] 74-7127 14.95, 11.25 (pbk.) 
1. Electronic data processing—Production 
management’ 2. Electronic data 
processing—Inventory control. I. Title. 
Prepared from C.I.P. 


JURAN, Joseph M., 1904- 658.5°62 
Quality control handbook. J. M. Juran, 
editor-in-chief, Frank M. Gryna, Jr, 
associate editor [and] R. S. Bingham, Jr., 
associate editor. 3d ed. New York, 
McGraw-Hill [1974] 1 v. (various pagings) 
illus. 23 cm. ISBN 0-07-033175-8 Includes 
bibliographical references. [TS156.Q3J8 
1974] 74-2463 32.50 

1. Quality control—Handbooks, manuals, 
ete. I Gryna, Frank M., joint author. I. 
Bingham, Richard S., joint author. II. 
Title. 


` SPITZ, A. Edward. 


SAMSON, Harland E. 658.7'2 
Selecting and buying merchandise [by] 
Harland E. Samson [and] G. Dean Palmer, 
Cincinnati, South-western Pub. Co. [1974] 
vi, 181 p. illus. 28 cm. ISBN 0-538-04300- 
8 Bibliography: p. 85. [HF5437.S25] 73- 
85238 4. 32 (pbk.) 

ł. Purchasing. 2. Purchasing—Problems, 
exercises, etc. I. Palmer, Glenn Dean, 
1933- joint author. IT. Title. 


REESE, Richard 658.7°88°015118 
Martin. 

The marketing of a forest product: a 
chance-constrained transportation model. 
[Austin] Bureau of Business Research, 
University of Texas at Austin [1974] xiii, 
66 p. illus. 23 cm. ISBN 0-87755-189-8 
(Studies in marketing no. 20) Bibliography: 
p. 63-66. [HE199.A2R44] 74-4903 3.00 
(pbk 


) 
i. Freight and freightage—Mathematical 
models. 2. Lumber—Transportation. I. 
Title. IT. Series. 


BOONE, Louis E. 
Contemporary marketing [by] Louis E. 
Boone [and] David L. Kurtz. Hinsdale, IIL, 
Dryden Press [1974] xviii, 491 p. illus. 24 
cm. ISBN  0-03-088518-3 Includes 
bibliographical [HF5415.B53] 
73-3970 12.95 

1. Marketing. I. Kurtz, David L., joint 
author. IT. Title. 


LEVITT, Theodore, 1925- 658.8 
Marketing for business growth. [2d ed.] 
New York, McGraw-Hill [1974] p. cm. 
ISBN 0-07-037415-5 First ed. published in 
1969 under title: The marketing mode. 
(HF5415.L483 1974] 74-8413 12.50 

1. Marketing. I. Title. 

Prepared from C.I.P. 


MARKS, Stanley J. 658.8 
How to get your share of the billion dollar 
marketplace quickly! By Stanley [and] 
Ethel Marks. [Los Angeles, Bureau of 
International Affairs, 1974] 80 p. illus. 28 
om. [HF5415.M3244] 74-75473 

1. Merchandising. 2. Marketing. 3. Retail 
trade—United States. 4. Wholesale trade— 
United States. I. Marks, Ethel, joint 
author. I. Title. 3 


references. 


658.8 
Marketing resources: allocation and 
optimization [by] A. Edward Spitz. lst ed. 
New York, Petrocelli Books, 1974. xvi, 
198 p. illus. 24 cm. ISBN 0-88405-058-0 


(Vardaman management and 
communications series) Includes 
bibliographical references. [HF5415.872 


1974] 73-19655 10.95 

i. Marketing. 2. Marketing—Costs. 3. 
Mathematical optimization. I. Title. 

Pbk., 7.00, ISBN 0- 88405-059-6. 


ALMON, 

John, 1737-1805. 
Memoirs of a late eminent bookseller. New 
York, Garland Pub. [1974] p. cm. ISBN 
0-8240-0972-X (The English book trade, 
1660-1853) Reprint of the 1790 ed. 
published in London under title: Memoirs 
of John Almon, bookseller, of Piccadilly. 
{Z325.A5 1974] 74-11173 22.00 

1. Almon, John, 1737-1805. 2. Booksellers 
and bookselling—Correspondence, 
reminiscences, etc. 3. Liberty of the 
press—Great Britain. I. Title. If. Series. 
Prepared from C.I.P. 
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STANTON, William J. 658.871 
Management of the sales force [by] 
William J. Stanton [and] Richard H. 
Buskirk. 4th ed. Homewood, Ill, R. D. 
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Irwin, 1974; xv, 790 p. illus. 24 cm. ISBN 
0-256-01570-8 [HF5438.S67 1974] 73- 
90602 12.50 

i. Sales management. I. Buskirk, Richard 
H. joint author. If. Title. i 


LERE, John C., 1945- 658.8716 
Pricing techniques for the Financial 
executive [by] John C. Lere. New York, 
Wiley [1974] p. cm. ISBN 0-471-52778-5 
(Wiley series on systems and controls for 
financial management) "A Wiley- 
Interscience publication.” [HF5415.L473] 
74-7413 12.95 

1. Price policy. I. Title. 

Prepared from C.I.P. 


WHITE, Roderick. 658.8°3 
Consumer product development. [London] 
Longman [1973] 267 p. illus. 24 cm. ISBN 
0-582-45049-7 Label on t.p.: Distributed in 
the U.S.A. by Longman, New York. 
Bibliography: p. 248-252. 
[HF5415.15.W48] 74-170319 11.50 

1. Product management. 2. New products. 
3. Marketing. I. Title. 


MARKIN, Rom J. 658.8°34 
Consumer behavior; a cognitive orientation 
[by] Rom J. Markin, Jr. New York, 
Macmillan [1974] xii, 576 p. 24 cm. ISBN 
0-02-376110-5 Includes bibliographical 
references. [HB801.M295] 73-7346 11.95 


L Consumers. 2. Consumption 
(Economics) I. Title. 
WALTERS, Charles Glenn. 658.8°34 


Consumer behavior: theory and practice 
[by] C. Glenn Walters. Rev. ed. 
Homewood, Ill., R. D. Irwin, 1974. xvi, 
590 p. illus. 24 cm. ISBN 0-256-01597-X 
Includes bibliographical references. 
(HF5415.3.W34 1974] 73-93356 12.50 

1. Consumers. I. Title. 


WAGE, Jan L., 1929- 658.85 
The successful sales presentation: 
psychology and technique, by Jan Wage, 
with assistance from U. Sievert, and 
translated by R. Koenig. Foreword by John 
Hamilton. London, New York, Leviathan 
House [1974] x, 187 p. illus. 22 cm. ISBN 
0-900537-17-5 Translation of Psychologie 
und Technik des Verkaufsgesprachs. 
[HF5438.W2213] 73-77706 9.00 

1. Salesmen and salesmanship. I. Sievert, 
Ullrich. H. Title. 


WREN, George R. 658’.91°3621 
Modern health administration [by] George 
R. Wren. Athens, University of Georgia 
Press [1974] xiv, 233 p. illus. 25 cm. ISBN 
0-8203-0268-6 Includes bibliographical 
references. [RA393.W7] 72-91995 8.00 

1. Health services administration. 2. 
Management. 3. Decision-making. I. Title. 


PRICE, Marjorie, 658’.91'61073 
1929- 

Nursing management: a programmed text 

[by] Marjorie Price, Phyllis Franck [and] 

Shirley Veith. New York, Springer Pub. 

Co. [1974] p. cm. ISBN 0-8261-1660-4 

oe p. [RT89.P75] 72-92197 4.95 
bk.). 


i. Nursing service — administration— 
Programmed instruction. I. Franck, Phyilis, 
1928- joint author. If. Veith, Shirley, 1928- 
joint author. HI. Title. 

Prepared from C.I.P. 


VIZZINI, Joseph J. 658°.91°64672 
Beauty is my business; the ABCs of 
successful salon management [by] Joseph J. 
Vizzini. [lst ed.] Jericho, N.Y., Exposition 
Press [1974] 95 p. illus. 22 cm. ISBN 0- 
682-47952-7 (An Exposition-banner book) 
[TT965.V57] 74-76042 6.50 
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1. Beauty shops—Management. I. Title. 


LEVINGS, Pat, 1924- 658’.91°64795 
Profit from foodservice: a Q and A 
approach. [Chicago] Institutions/ Volume 
Feeding Magazine; Distributed by Cahners 
Books, Boston [1974] ix, 158 p. 24 cm. 
ISBN 0-8436-0584-7 [TX945.L395] 74-706 
12.95 

1. Food service. I. Title. 


WETTLAUFER, 
George. 
The craftsman’s survival manual: making a 
full- or part-time living from your crafts 
[by] George and Nancy Wettlaufer. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN 0-13-188789-0 (The 
Creative handcrafts series) (A Spectrum 
book) Bibliography: p. [HD2346.U5W47] 
74-12281 7.95 
1. Artisans-—-United States-—-Handbooks, 
manuals, ete. 2. Handicraft—United 
States—Handbooks, manuals, ete. 
Wettlaufer, Nancy, joint aut4or. II. Title. 
Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
13-188771-8. 


LEWIS, Herschell Gordon, 
1926- g 
The businessman’s guide te advertising & 
sales promotion. New York, Gregg and 
Community College Divison, McGraw- 
Hill [1974] vi, 218 p. illus. 21 cm. ISBN 0- 
07-037526-7 [HF5823.L6¢3] 73-20325 
6.95 (pbk.); 3.00 (teacher’s manual.) 
1. Advertising. 2. Sales promotion. I. Title. 


WRIGHT, John Sherman, 1920- 
comp. 

Advertising’s role in society [edited by] 
John S. Wright [and] John E. Mertes. St. 
Paul, West Pub. Co. [197+] xix, 501 p. 
illus. 25 cm. ISBN 0-8299-0007-1 Includes 
bibliographical references. [HF5821.W74] 
74-1325 5.95 (pbk.) 

1. Advertising-—-Addresses, essays, lectures. 
I. Mertes, John E., joint comp. IT. Title. 


*STANDARD directory 659’.10°5878 
of advertisers. 

The 1974 Classified editian is available 
from National Register, Skakie, Ill. ISBN 
0-87217-001-2. L.C. card no..15-21147 90.00 


*STANDARD directory 659.10°5878 
of advertising agencies; the agency red 
book. 

The June 1974 ed. (no. 172) is now 
available from National Register, Skokie, 
Ill. for 28.00 (pbk.) ISBN 9-87217-003-9. 
L.C. card no: 66-6149. 


SAMPSON, Henry, 1841- 
1891. 
A history of advertising frem the earliest 
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659.1 


659.1 


659.1°09 


times. Illustrated by anecdotes, curious 
specimens and biographical notes. 
London, Chatio and Windus, 1874. 


Detroit, Gale Research Co.. 1974. x, 616 
p. illus. 22 cm. [HF5811.S2 1974] 68-2204 
18.50 

1. Advertising—History. I. Title. 


NICOSIA, Francesco M. 659.1°0973 
Advertising, management, and society: a 
business point of view. [Edited by] 
Francesco M. Nicosia. New York, 
McGraw-Hill [1974] p. em. ISBN 0-07- 
046528-2 A project of the Consumer 
research program, Graduazce School of 
Business Administration, University of 
California at Berkeley. Basec on testimony 
given before the Federal Trade 
Commission in 1971 by members of the 
American Association of Advertising 
Agencies and the Associaticn of National 
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Advertisers. {HF5813.U6N52] 74-2C53 
10.95 

i. Advertising—United States. 2 
Advertising. T. California. University. 
Graduate School of Business 


Administration. II. United States. Federal 
Trade Commission. HI. Title. 

Prepared from C.I.P. Pbk. 7.95; ISBN 0- 
07-046527-4 


FOCHS, Arnold, comp. 659.13714 
The very ‘dea; a collection of retail 
advertising ideas. [Duluth, A. J. Pub. Co., 
1971-74] 2 v illus. 30 cm. 
[HF5813.U6F56] 74-166348 13.50 (pbk.} 
i. Advertising—United States. I. Title. 


KOBRE, Sidney, 1907- 659.2°9°3781 
Successful public relations for colleges and 
universities. New York, Hastings House 
[1974] x, 452 p. illus. 24 cm. ISBN 0- 
8038-6720-4 (Communication arts books) 
Bibliography: `p. 437-444. [LB2847.K62] 
73-12404 18.50 

1. Public relations—Schools. I. Title. 


RIEGEL, Emil Raymond, 1882- 660 
1963. 

Handbook of industrial chemistry. Edited 

by James A. Kent. 7th ed. New York, Van 

Nostrand Reinhold [1974] x, 902 p. illus. 

26 cm. ISBN 0-442-24347-2 First-Sth ed. 


published under title: Industrial chemistry; 


6th ed. in 1962 under title: Riegel’s 
industrial chemistry. Includes 
bibliographical references. [TP145.R54 


1974] 73-14798 37.50 
i. Chemistry, Technical. I. Kent, James A., 
1922- ed. If. Title. 


LISSANT, Kenneth J. 660.2°84292 
Emulsions and emulsion technology. 
Edited by Kenneth J. Lissant. New York, 
M. Dekker, 1974- v. illus. 24 cm. 
(Surfactant science series, v. 6) Includes 
bibliographical references. [TP156.E6L57] 
73-82192 39.50 

1. Emulsions. I. Title. 


TORREY, M. 664’.84°0272 
Dehydration of fruits and vegetables [by] 
M. Torrey. Park Ridge, N.J., Noyes Data 
Corp., 1974. xi, 287 p. illus. 25 cm. (Food 
technology review no. 13) [TP440.T67] 73- 
94372 36.00 

1. Fruit, Dried—Fatents. 2. Vegetables, 
Dried—Patents. I. Title. II. Series. 


RANNEY, Maurice William, 
1934- 

Fuel additives [by] M. William Ranney. 
Park Ridge, N.J., Noyes Data Corp., 1974. 
x, 273 p. illus. 25 cm. ISBN 0-8155-0525-6 
(Chemical technology review no. 26) 
[TP355.R36] 73-94373 36.00 

1. Petroleum as fuel—Adcitives—Patents. 
I. Title. II Series. 


665'.538 


GRAE, Ida. 667.26 
Nature’s colors; dyes from plants. New 
York, Macmillan [1974] >. ISBN 0-02- 
544950-8 Bibliography: p. [FP919.G7] 73- 
11836 14.95 

1. Dyes and dyeing. 2. Dye plants. I. Titie. 
Prepared from C.I.P. 


MARTENS, Charles R. 667.6 
Technology of paints, varnishes, and 
laquers, edited by Charles R. Martens. 
Huntington, N.Y., R. E. Kreiger Pub. Co., 
1974 [c1968] p. cm. ISBN 0-88275-154-9 
Includes bibliographies. [TP935.M28 1974] 
73-92865 29.75 
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i. Paint. 2. Varnish and varnishing. 3. 
Lacquer and lacquering. I. Title. 
Prepared from C.I.P. 


DUBOIS, John Harry, 1903- 668.4 
Plastics [by] J. Harry DuBois fand] 
Frederick W. John. 5th ed. New York, 
Van Nostrand Reinhold Co. [1974] p. 
ISBN 0-442-22179-7 [TP1120.D8 1974] 
74-12450 14.95 

I. Plastics. I. John, Frederick W., joint 
author. $ 
Prepared from C.I.P. 


LANE, Roger I. 668.£93 
Rigid urethane foam processing handbook 
[by] Roger I. Lane. Westport, Conn., 
Technomic Pub. Co. [1974] iv, 104 p. illus. 
24 cm. ISBN 0-87762-130-6 
[{TP1183.F6L36] 74-78227 125.00 

1. Urethane foam. I. Title. 


MCGEOUGH, J. A. 671.35 
Principles of electrochemical machining 
[by] J. A. McGeough. London, Chapman 
and Hal; New York, Halsted Press 
Division, Wiley [1974] p. cm. ISBN 0- 
470-58413-0 Includes bibliographies. 
(TJ1191.M24] 74-2780 21.50 

1, Electrochemical cutting. I. Title. 
Prepared from C.I.P. 


ELECTROCHEMICAL Society. 671.7°32 
Modern electroplating. Edited by 
Frederick A. Lowenheim. 3d ed. New 
York, Wiley [1974, c1973] p. cm. ISBN 
0-471-54968-1 (The Electrochemical 
Society series) ”A Wiley-Interscience 
publication.” Includes bibliographical 
references. [TS670.E46 1974] 73-20458 
29.95 

1. Electroplating. I. Lowenheim, Frederick 
Adolph, 1909- ed. H. Title. 

Prepared from C.I.P. 


HARRIES, Nancy 
Garrison, 1943- 
Textiles: decision-making for the consumer 
[by} Nancy Garrison and Thomas Edward 
Harries. New York, McGraw-Hill [1974, 
c1973] p. cm. ISBN 0-07-026744-8 
Bibliography: p. [TS1445.H333 1974] 74- 
1261 19.95 (pbk.). 
l. Textile industry and fabrics— 
Programmed instruction. I. Harries, 
Thomas Edward, 1935- joint author. II. 
Title. 
Prepared from C.I.P. 
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HARVEY, John F. 681.766 
Theory and design of modern pressure 
vessels [by] John F. Harvey. 2d ed. New 
York, Van Nostrand Reinhold [1974] p. 


cm. ISBN 0-442-23184-9 Includes 
bibliographical references. [TS283.H285 
1974] 74-4320 19.95 
1 Pressure vessels—Design and 
construction. I. Title. 
Prepared from C.I.P. 
DUNLAP, Roy F, 1914 683°.403 


Gun owner's book of care, repair, and 
improvement [by] Roy Dunlap. With illus. 
by Jim Carmichel and the author. New 
York, Outdoor Life [1974] xiv, 336 p. illus. 
25 cm. [TS535.D78] 73-92404 9.95 

1. Firearms—Maintenance and repair. 2. 
Gunsmithing. I. Title. 


PAIN, Frank. | 684’.08 
The practical wood turner, by F. Pain. 
New York, Drake Publishers [1974] p. 
cm. ISBN 0-87749-705-2 [TT201.P3 1974] 
74-6436 3.95 (pbk.) 

1. Turning. I. Title. 

Prepared from C.I.P. 


AUGUST 31,1974 


STEVENSON, Robert 
Presley. 
How to build and buy cabinets for the 
modern kitchen. by Robert P. Stevenson. 
Working drawings by Richard J. Meyer. 
Rev. [and enl.] ed. New York, Arco Pub. 
Co. [1974] 262 p. illus. 27 cm. ISBN 0- 
668-03454-8 Previous editions published 
under title: How to build cabinets for the 


684.1°6 


modern kitchen. [TT197.873 1974] 72- 
85680 10.00 

1. Kitchen cabinets. I. Title. 

EDWARDS, Steven. 685 


The art of working with leather. [lst ed.] 
Radnor, Pa., Chilton Book Co. [1974] p. 
cm. ISBN 0-8019-5831-8 Bibliography: p. 
[TT290.E38] 74-7145 19.95 

1. Leather work. I. Title. 

Prepared from C.I.P. 


KNIGHT, Charles, 
1791-1873. i 

The old printer and the modern press. 

London, J. Murray, 1854. [New York, 

AMS Press, 1974] p. cm. ISBN 0-404- 

08838-4 [Z232.C38K67 1974] 71-148340 


14.50 j 
1. Caxton, William, 1422 (ca.)-1491. 2. 
reading—Great Britain— 


686.2°092'4 


Books and 
History. I. Title. 
Prepared from C.I.P. 


LIETZE, Ernst. 686.42 
Modern heliographic processes. Rochester, 
N.Y., Visual Studies Workshop, 1974 
[c1888] viii, 143 p. illus. 26 cm. ISBN 0- 
87992-001-7 (The Visual Studies 
Workshop reprint series) Reprint of the ed. 
published by Van Nostrand, New York. 
{TR920.L53 1974] 73-22265 12.50 

1. Photography—Reproduction of plans, 
drawings, etc. 2. Photograph y= Printing 
processes. I. Title. 

Pbk., 7.95, ISBN 0-87992-000-9. 


ANDREWS, Francis Baugh, 
4.1936. 
The mediaeval builder and his methods. 


690’.09 


[East Ardsley, Eng, EP Publishing; 
[Totowa, N.J.] Rowman & Littlefield, 
1974. 99 p. illus. 22 cm. ISBN 0-85409- 


962-X Taken from Transactions of the 
Birmingham Archaeological Society, v. 48, 
1925. - Bibliography: p. 97-99. [TH17.A5 
1974] 74-165160 7.50 

1. Building—History. 2. Building trades— 
History. I. Title. 


WINDOW and wall 690.12 
testing; a symposium presented at ASTM 
Headquarters, American Society for 
Testing and Materials, Philadelphia, Pa., 
14-15 Nov. 1972. H. J. Rosen, symposium 
chairman. Philadelphia, American Society 
for Testing and Materials [1974, c1973] vi, 
69 p. illus. 23 cm. (ASTM special technical 
publication 552) Includes bibliographical 
references. [TH2238.W56 1974] 73-91255 
6.25 

I. Curtain walls—Testing—Congresses. 2. 
Windows—Testing—Congresses. I. Rosen, 
Harold J. Il. American Society for Testing 
and Materials. IH. Series: American 
Society for Testing and Materials. Special 
technical publication 552. 


AMERICAN Hospital 
Association. 

Hospital engineering handbook. Chicago 
[1974] x, 318 p. illus. 23 cm. ISBN 0- 
87258-125-X "This publication supersedes 
the 1952 publication entitled Manual of 
hospital maintenance.” Bibliography: p.303 
-310. [RA967.8.A43 1974] 73-77521 8.75 
1. Hospitals—Maintenance and repair. 2. 
Hospitals—Heating and ventilation. 3. 
Hospitals—Safety measures. 


690°.5°51 


f American 


Hospital Association. 
maintenance. II. Title. 


Manual of hospital 


BRANN, Donald R. 690’.8’9 
How to build a walk-in or window 
greenhouse; electric light gardening 
simplified, by Donald R. Brann. Rev. ed. 
Briarcliff Manor, N.Y., Directions 
Simplified, 1974. 114 p. illus. 23 cm. (Easi- 
bild home improvement library, 611) 


[SB416.B67 1974] 74-171869 2.50 (pbk.) 


1. Greenhouses. 2. Artificial light 
gardening. I. Title. ; 
DAY, Richard, 1928- 693 


The home owner handbook of concrete 
and masonry. Illustrated by Henry Clark. 
New York, Bounty Books [1974] 126 p. 
illus. 29 cm. ISBN 0-517-51442-7 
[TH5313.D39] 74-77427 2.98 

1. Masonry—Handbooks, manuals, etc. 2. 
Conerete construction—Handbooks, 
manuals, etc. I. Title. 


SHELDON, Roger. 
Opportunities in carpentry careers. 
Louisville, Ky., Vocational Guidance 


Manuals [1974] 128 p. illus. 20 cm. ISBN 
0-89022-002-6 (VGM career series, V192) 
Bibliography: p. [109]-111. [TH5608.7.S53] 
72-96210 2.45 (pbk.). 

i. Carpentry—Vocational guidance. I. 
Title. 

Lib. bdg. 4.25, ISBN 0-89022-192-8. 


DAY, Richard, 1928- 696 
The home owner handbook of plumbing 
and heating. \lustrated by Henry Clark. 
New York, Bounty Books [1974] 125 p. 
illus. 29 cm. ISBN 0-517-51441-9 
[TH6124.D36] 74-77429 2.98 

{.  Plumbing—Amateur’s manuals. 2. 
Dwellings—Heating and ventilation— 
Handbooks, manuals, etc. I. Title. II, Title: 
Plumbing and heating. 


700 THE ARTS 


WOLLHEIM, Richard, 1923- 701 
On art and the mind. Cambridge, Mass., 
Harvard University Press, 1974. 338 p. 
illus. 25 cm. ISBN 0-674-63405-5 Includes 
bibliographical references. [N71.W64 1974] 
73-94137 15.00 

1. Art—Philosophy—Addresses, essays, 
lectures. 2. Art-—Psychology—Addresses, 
essays, lectures. I. Title. 


HARRIS, Ned. 701°.8 
Discovering form and texture. New York, 
Van Nostrand Reinhold [1974] p. ISBN 
0-442-23157-1 [N7430.5.H37] 73-16706 
7.95 i 
1. Visual perception. 2. Composition (Art) 
3. Texture (Art) I. Title. 

Prepared from C.I.P. 


GERDTS, William H. 704.9421 
The great American nude; a history in art 
[by] William H. Gerdts. New York, 
Praeger [1974] p. cm. ISBN 0-275-43510- 
X (American art & artists) Bibliography: p. 
[N7574.4.G47] 72-88496 25.00 

1. Nude in art. 2. Art, American—History. 
I. Title. II. Series. 

Prepared from C.I.P. 


BASSETT, Richard, comp. 707 
The open eye in learning: the role of art in 
general education, edited by Richard 
Bassett. [Cambridge, Mass., MIT Press, 
1974 c1969] 216 p. illus. 23 cm. ISBN 0- 
262-52032-X. Undertaken as the report of 
a Special Committee on the Study of Art. 
Bibliography: [p.205]-209. [N85.B37] 69- 
10530 2.95 (pbk.) 


694°.023 


700 THE ARTS 


, e 
I, Art—Study and teaching. 2. Art and 
society. I. Special committee on the Study 
of Art. II. Title. 


MALINA, Frank J., comp. 709'.04 
Kinetic art: theory and practice. Selections 
from the journal Leonardo. Edited by 
Frank J. Malina. New York, Dover 
Publications [1974] ix, 244 p. illus. 28 cm. 
ISBN 0-486-21284-X Includes 
bibliographical references. [N6494.K5M34 
1974] 73-82967 6.00 (pbk.). 

1. Kinetic art. I. Leonardo (Oxford) 


AMON Carter Museum of 
Western Art, Fort Worth, Tex. 
Charles M. Russell; paintings, drawings, 
and sculpture in the Amon Carter Museum 
[by] Frederic G. Renner. New York, H. N. 
Abrams [1974] p. cm. ISBN 0-8109-0466- 
7 Bibliography: [ND237.R75A72 1974] 74- 
5114 35.00 
1. Russell, Charles Marion, 1864-1926. 2. 
The West in art. I Renner, Frederic 
Gordon, 1897- 
Prepared from C.I.P. 


NEW York 709’.393'707401471 
(City). Metropolitan Museum of Art. 
Cesnola Collection. 

Handbook of the Cesnola Collection of 

antiquities from Cyprus, by John L. Myres. 

New York, 1914. [New York] Arno Press, 

1974. lv, 596 p. illus. 23 cm. ISBN 0-405- 

02263-8 Bibliography: p. xliii-lv. 

[N5430.N64 1974] 77-168425 38.00 

1. New York (City). Metropolitan Museum 

of Art. Cesnola Collection, 2. Art, 

Ancient—Cyprus. 3. Cyprus—Antiquities. 

I Myres, John Linton, Sir, 1869-1954. I. 

Title. 


709.24 


RODMAN, Selden, 1909- 709.7294 
The miracle of Haitian art. [lst ed.] 
Garden City, N.Y., Doubleday [1974] 95 
p. illus. (part col.) 25 cm. ISBN 0-385- 
07800-5 Includes bibliographical 
references. [N6606.R62] 73-81447 4.95 

1. Art, Haitian. I, Title. 


GLUBOK, Shirley. 709.73 
The art of America in the Gilded Age. 
Designed by Gerard Nook. .New York, 
Macmillan [1974] 48 p. illus. 26 cm. ISBN 
0-02-736 100-4 Surveys the art, 
architecture, and crafts of the United 
States from the end of the Civil War to the 
beginning of the twentieth century. 
[N6510.G56] 73-6048 6.95 

1 Art, American—History—Juventle 
literature. I. Title. 


MACAULAY, David. 711'.4'0937 
City; a story of Roman planning and 
construction. Illustrated by the author. 
Boston, Houghton Mifflin, 1974. p. cm. 
ISBN 0-395-19492-X Text and black and 
white illustrations show how the Romans 
planned and constructed their cities for the 
people who lived within them. 
[TA80.R6M3] 74-4280 7.95 

i. Civil engineering—Rome (City)— 
Juvenile literature. 2. Rome (City)— 
Antiquities—Juvenile literature. 3. 
Building—Rome (City)—Juvenile 
literature. 4. Cities and towns—Planning— 
Rome (City)—Juvenile literature. I. Title. 
Prepared from C.I.P. 


CLEAVER, John. | 720’.1'84 
Constructing model . buildings. London, 
Academy Editions; New York, St. Martins 
Press [1973, ie.1974] 111 p. illus. 23 cm. 
ISBN 0-85670-048-7 (A Scopas handbook) 
[NA2790.C6] 73-79591 3.95 (pbk.) 

1. Architectural models. I. Title. 
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GILL, Robert W. 720°.28 
Van Nostrand Reinhold manual of 
rendering with pen and ink [by] Robert W. 
Gill. New York, Van Nostrand Reirhold 
[1974, c1973] 368 p. illus. 25 cm. ISBN 0- 
442-22689-6 (Van Nostrand Reirhold 
manuals) Half title: Rendering with pen 
and ink. British ed. published in 1973 
under title: The Thames and Hudson 
manual of rendering with pen and ink. 
Bibliography: p. 364-365. [NC905 G54 
1974] 73-14116 12.50 

1. Pen drawing. 2. Perspective. 3. 
Architectural rendering. I. Title. IT. Title: 
Rendering with pen and ink. 

Pbk. 6.95, ISBN 0-442-22694-2. 


BLAKE, Peter, 1920- 720° 92°4 
Architecture for the new world; the ‘work 
of Harry Seidler. Sydney, Hotwitz 
Australia; New York, Wittenborn [1973, 
i.e.1974] 264 p. illus. (part col.) 29 cm. 
ISBN 0-8150-0706-X Bibliography: p. 263. 
[NA1605.S4B57] 74-167274 20.00 
1. Seidler, Harry, 1923- I. Title. 
WATANABE, 726’.1°9561095218 
Yasutada, 1922- 
Shinto art: Ise and Izumo shrines. 
Translated by Robert Ricketts. [lst English 
ed.) New York, Weatherhill/Heibonsha 
[1974] 190 p. illus. (part col.) 24 cm. ISBN 
0-8348-1018-2 (The Heibonsha survey of 
Japanese art, v. 3) Translation of Ise to 
Izumo. [NA6057.179W3713] 73-88471 
10.00 
1. Shinto shrines—Ise, Japan. 2. Shinto 
shrines—Izumo, Japan. I. Title. II. Series. 


COUASNON, 726’.5°0956944 
Charles. 

The Church of the Holy Sepulchre in 
Jerusalem. Translated from the original 
French by J.-P. B. and Claude Ross. 
London, Oxford University Press for the 
British Academy, 1974. xi, 64 p., xxviii p. 
of plates. ill., plans. 25 cm. ISBN C-19- 
725938-3 (The Schweich lectures of the 
British Academy, 1972) Inclades 
bibliographical references. 
(DS109.4.C6813] 74-169245 

1. Jerusalem. Church of the Holy 
Sepulcher. I. Series: The Schweich lectures, 
1972. 

Distributed by Oxford University Press, 
New York, 9.75. 


CAUDILL, William Wayne. 729 
A bucket of oil; the humanistic approach 
to building design for energy conservation 
[by] William Wayne Caudill, Frank D. 
Lawyer [and] Thomas A. Bullock. [Boston] 
Cahners Books [1974] 87 p. illus. 23 cm. 
ISBN 0-8436-0126-4 [NA2542.3.C38] 74- 
789 10.95 

1. Architecture and energy conservation. I. 
Lawyer, Frank D., joint author. II. Buliock, 
Thomas A., joint author. IT. Title. 


BARNARD, Julian. 729.3 
The decorative tradition. Princeton [N.J.] 
Pyne Press; [distributed by Scribner, New 
York, 1974, c1973] 144 p. illus. 26 cm. 
ISBN 0-87861-064-2 Bibliography: p. 142. 
[N4334 B37 1974] 73-91328 12.95 
Decoration and ornament, 
Ahit Cores Britain. 


Decoration and ornament—Victorian style. 
I. Title. 


DARK, Philip John 

Crosskey. 
Bush Negro art; an African art in the 
Americas [by] Philip J. C. Dark. London, 
Academy Editions, New York, St. Martin’s 
Press [1973] xiii, 54 p. 52 plates. 26 cm. 
Bibliography: p. 45-46. [N6696.D3 1973] 
74-168301 10.00 (U.S.) 


732’.2 
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I. Art—Surinam. 2. Art, Primitive— 
Surinam. 3. Negro  art—Surinam. 4. 
Negroes in Surinam. I. Title. 


*FRENCH, Charles F. 
American guide to U.S. coins. 
The 1975 edition is available from the 
Cornerstone Library, N.Y. for 1.95 (pbk.). 
L.C. card no.: 70-144780. 


SAVAGE, George, 1909- 7387.03 
An illustrated dictionary of ceramics; 
defining 3,054 terms relating to wares, 
materials, processes, styles, patterns, and 
shapes from antiquity to the present day 
[by] George Savage [and] Harold Newman. 
With an introductory list of the principal 
European factories and their marks, 
compiled by John Cushion. New York, 
Van Nostrand Reinhold Co. [1974] 319 p. 
illus. (part col.) 26 cm. ISBN 0-442-27364- 
9 [NK3770.S38 1974b] 73-17999 18.95 

1. Pottery—Dictionaries. 2. Porcelain— 
Dictionaries. I. Newman, Harold, joint 
author. IT. Cushion, John Patrick. IIT. Title. 


ZORZA, Rosemary. 738.1 
Pottery; creating with clay [by] Rosemary 
Zorza. [1st ed. in the U.S.A.] Garden City, 
N.Y., Doubleday, 1974 [c1973] 160 p. 
illus. 26 cm. ISBN 0-385-00120-7 (Crafts 
and hobbies) Bibliography: p. 160. 
[TT920.Z66 1974] 72-92410 3.95 (pbk.) 

1. Pottery craft. I. Title. 


GODDEN, Geoffrey A. 738.2°0942 
British porcelain; an illustrated guide [by] 
Geoffrey A. Godden. [lst American ed.] 
New York, Clarkson N. Potter; distributed 
by Crown Publishers [1974] 451 p. illus. 26 
cm. ISBN 0-517-51305-6 Bibliography: p. 
146448; [NK4485.G59 1974] 73-88984 
15. - 

1. Porcelain, British. 


ROCHESTER Museum 
and Science Center. 
Clay in the hands of the potter; an 
exhibition of pottery manufactured in the 
Rochester and Genesee Valley Region, c. 
1793-1900. Rochester,N.Y. [1974] 56 p. 
illus. 18 x 26 cm. Catalog of an exhibition 
held March 29-August 19, 1974. 
Bibliography: p. 56. [NK4025.N72R627 

1974] 74-170873 

4. Pottery, American—Exhibitions. 2. 
Pottery—Rochester region, N.Y. 3. 
Pottery—Genesee region, N.Y. I. Title. 


BOARDMAN, John, 
1927- 

Athenian black figure vases. New York, 

Oxford University Press, 1974. 252 p. illus. 

22 cm. Bibliography: 235-241. 

[NK4648.B62 1974] 73-89034 10.00 

1 ; vases Greek. 2. Vase-painting, Greek. I. 
ytle. 
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738.3°09747°88 


738.3’82°09385 


BOSTON. 739’.533’0974074014461 
Museum of Fine Arts. Dept. of American 
Decorative Arts and Sculpture. 

American pewter in the Museum of Fine 

Arts, Boston, Department of American 

Decorative Arts and Sculpture. Photos. by 

Daniel Farber. Boston, Museum of Fine 

Arts; distributed by New York Graphic 

Society, Greenwich, Conn. [1974] xiii, 119 

p. illus. 28 cm. ISBN  0-87846-080-2 

Bibliography: p. 119. [NK8412.B67 1974] 

74-78551 12.50 

1. Boston. Museum of Fine Arts. 2. 

Pewter, American—Catalogs. 3. Pewter— 

Boston—Catalogs. 4. Hall-marks. I. Title. 


KELLY, Walt. 741.5°973 
Pogo revisited; containing the complete 
volumes of The Pogo poop book, Instant 
Pogo [and] The Jack Acid Society black 


AMERICAN BOOK PUBLISHING RECORD 


took. [New York] Simon and Schuster 
[1974] 320 p. (chiefly illus.) 24 cm. ISBN 
C-671-21772-0 (A Fireside book) 
[PN6727.K4P64] 74-171021 3.95 (pbk.) 

L Title. 


NAST, Thomas, 
1902. 

Thomas Nast: cartoons and illustrations. 

With text by Thomas Nast St. Hill. New 

York, Dover Publications [1974] x, 136 p. 

(chiefly illus.) 31 cm. ISBN 0-486-23067-8 


1840- 741.5°973 


Includes bibliographical references. 
[NC1429.N3S34 1974] 73-80951 4.00 
(2bk.) 


i. Nast, Thomas, 1840-1902. 2. American 


wit and humor, Pictorial. [ St. Hill, 
Thomas Nast. 
SCHWARTZ, Manfred, 1909- 741.9°73 


1970. 
Manfred Schwartz: the last ten years. 
[Exhibition] Jan. 17-Feb. 24, 1974, 
Museum of Art, Rhode Island School of 
Design, Providence, Rhode Island. [Introd. 
J. Patrice Marandel. Providence, 
Museum of Art, Rhode Island School of 
Design, 1974] [48] p. illus. (part col.) 18 x 
22 cm. [N6537.S36M37] 73-93335 5.50 
I. Schwartz, Manfred, 1909-1970. T. 
Marandel, J. Patrice. II. Rhode Island 
School of Design, Providence. Museum of 
Art. III, Title. 


EALL, Elizabeth Boyd 
White, 1903- 
Fopular arts of Spanish New Mexico [by] 
E. Boyd. Santa Fe, Museum of New 
Mexico Press, 1974. viii, 518 p. illus. (part 
col.) 29 cm. ISBN  0-89013-064-7 
Bibliography: p. 484-485. [NK835.N5H32] 
74-76660 34.95 
1 Folk art—New Mexico. 2. Spanish 
Americans in New Mexico. I. Title. 


CHERNOFF, Goldie Taub. 745.5 
Clay-dough, play-dough. Clay-dough 
creations and drawings by Margaret A. 
Hartelius. New York, Walker [1974] [24] 
p col. illus. 20 x 24 cm. ISBN 0-8027- 
6178-X Gives instructions for making 
jewelry, baskets, monsters, Easter eggs, 
mobiles, and a variety of other objects 
from dough. [TT880.C43 1974] 73-92449 
3.50 y 
1. Bread dough craft—Juvenile literature. I. 
Eartelius, Margaret A., illus. IT. Title. 


745.09789 


CROSS, Linda. 745.5 
Kitchen crafts, by Linda and John Cross. 
Ilustrated by Burt Blum. Photos. by John 
Retallack. New York, Macmillan [1974] 
120 p. illus. 30 cm. ISBN 0-02-528940-3 
[TT157.C75] 73-8351 3.95 {pbk.) 

1. Handicraft. I. Cross, John, 1936- joint 
author. II. Title. 


KAVANAGH, Jan Easton, 1942- 745.5 
Gift ideas for elementary art. New York, 
Center for Applied Research in Education 
[1974] 228 p. illus. 24 cm. ISBN 0-87628- 
365-2 [TT157.K36] 73-13620 8.95 

1. Handicraft. 2. Gifts. I. Title. 

Publisher’s address: 521 Fifth Ave., N.Y., 
N.Y. 10017. 


MEILACH, Dona Z. 745.5 
Soft sculpture and other soft art forms, 
w:th stuffed fabrics, fibers, and plastics, by 
Dona Z. Meilache New York, Crown 
Publishers [1974] viii, 248 p. illus. (part 
ccl.) 27 cm. Bibliography: Pp 244-245. 
(NB1203.M44 1974] 73-91153'8.95 

1. Soft sculpture. I. Title. 


PARKER, Xenia Ley. 745.5 
Design in crafts. New York, Scribner 
[1374] p. cm. ISBN 0-684-13866-2 


AUGUST 31,1974 


Bibliography: p. [TT149.P37] 74-2101 
12.50 


d. Handicraft. 2. Design. 3. Design, 
Decorative. I. Title. 
Prepared from C.I.P. 
ROCKWELL, Harlow. 745.5 


I did it. New York, Macmillan [1974] p. 
cm. ISBN 0-02-777550-X. (Ready-to-read) 
Simple instructions for making a variety of 
things from easily available materials. 
Included are a paper bag disguise, a papier 
mache fish, and bread. [TT160.R58] 73- 
19059 4.95 (lib. bdg.) 

1. Handicraft—Juvenile literature. I. Title. 
Prepared from C.I.P. 


MANNERS, John. 745.5°0942 
Country crafts today. ([Detroit, Gale 
Research Co., 1974] p. cm. ISBN 0-8103- 
2013-4 Bibliography: p. [TT57.M36] 74- 
4355 9.00 

1. Handicraft—Great Britain. I. Title. 
Prepared from C.I.P. 


BUTLER, Robert L. 745.51 
Wood for wood-carvers and craftsmen; 
source, selection, cutting, treatment, drying 
of flitches, and guidance in their use [by] 
Robert L. Butler. South Brunswick, A. S. 
Barnes [1974] p. cm. ISBN 0-498-01376-6 
Bibliography: p. [TT186.887] 73-10513 


1. Wood. 2. Wood-carving. I. Title. 
Prépared from C.I.P. 


FURST, Ronald Kenneth. 745.53'1 
Soft suede, supple leather; craft and design. 
New York, Simon and Schuster [1974] 96 
p. illus. 24 cm. ISBN 0-671-21706-2 
Introduces the history of leather, the 
different varieties of this material, and the 
tools and techniques for working with it to 
make belts, bags, clothing, and other 
objects. [TT290.F87] 73-18112 7.95 

1. Leather work. I. Title. 


PRIOLO, Joan B. 745.54 
Decoupage, simple and sophisticated, by 
Joan B. Priolo. New York, Sterling Pub. 
Co. [1974] 48 p. illus. (part col.) 20 cm. 
ISBN 0-8069-5300-4 (Little craft book 
series) Introduces the materials and 
techniques of decoupage and gives 
Suggestions for simple and advanced 
projects. [TT870.P8 1974] 73-93597 3.50 
1. Decoupage. I. Title. 

Library binding 3.69, ISBN 0-8069-5301-2. 


ABISCH, Roz. 745.56 
The wire coat hanger book, over 150 
intriguing uses, by Roz Abisch & Boche 
Kaplan. New York, Drake Publishers 
1974] p. cm. ISBN  0-87749-670-6 
214.3.A24] 74-6129 9.95 
1. Wire craft. I. Kaplan, 
author. II. Title. 
Prepared from C.I.P. 


Boche, joint 


HAYWARD, Charles Harold, 
1898- ed. 

Making toys in wood. [Edited by] Charles 
H. Hayward. New York, Drake Publishers 
[1974] p. cm. ISBN  0-87749-704-4 
[TT174.5.W6H39 1974] 74-6435 3.95 
(pbk.) ; 
1. Wooden toy making. I. Title. 
Prepared from C.I.P. 


VAN GILDEN, Amy 745.59°22 
Felt toymaking: advanced techniques. New 
York, Drake Publishers [1974] p. ISBN 0- 
87749°672-2 [TT174.3.V36] 74-6077 9.95 
1. Soft toy making. 2. Felt work. I. Title. 
Prepated from C.I.P. 


745.592 


O'BRIEN, Marian Maeve. 745.59°23 
The collector’s guide to dollhouses and 


dollhouse miniatures. With photos. by 
Elinor Coyle. New York, Hawthorn Books 
[1974] xxv, 213 p. illus. 29 cm. 
[NK4893.027 1974] 73-11742 13.95 

1. Doll-houses. 2. Doll furniture. 3. 


Miniature objects. I. Coyle, Elinor 
Martineau, illus. IT. Title. 
PIERPONT Morgan 745.6°7°094 


Library, New York. 

Mediaeval & Renaissance manuscripts. 
New York [1974] xvi, 106 p. facsims. 30 
em. (Its Major acquisitions, 1924-1974) 
Errata slip inserted. Bibliography: p. 105- 
106. [ND2920.P53 1974] 73-92929 8.00 
(pbk.). 

1. Pierpont Morgan Library, New York. 2. 
Illumination of books and manuscripts, 
Medieval—Catalogs. 3. Illumination of 
books and manuscripts, Renaissance— 
Catalogs. 4. Illumination of books and 
ae amma York (City)—Catalogs. 
. Title. 


MILLER, Margaret M. 745.72 
Norwegian rosemaling; decorative painting 
on wood [by] Margaret M. Miller and 
Sigmund Aarseth. New York, Scribner 
[1974] ix, 211 p. illus. (part col.) 28 cm. 
ISBN 0-684-12943-4 Bibliography: p. 206. 
(TT385.M54 1974] 72-495 15.00 

1. Tole painting. 2. Folk art—Norway. I. 
Aarseth, Sigmund, joint author. IT. Title. 


SPARNON, Norman J. 745.92°252 
A guide to Japanese flower arrangement 
[by] Norman Sparnon. [New York] 
Hippocrene Books [1974, c1969] 78 p. 
illus. (part col.) 27 cm. ISBN 0-88254-255- 
9 (SB450.S649 1974] 74-76617 5.95 

1. Flower arrangement, Japanese. I. Title. 
dl. Title: Japanese flower arrangement. 


SPARNON, Norman J. 745.92’252 
Ikebana with roses [by] Norman Sparnon 
[and] Kasumi Teshigahara. [New York, 
Hippocrene Books; distributed by 
Optimum Book Marketing Co., 1974, 
c1972] 1 v. (20 col. plates) 15 x 22 cm. 
Cover title. English and 
[SB450.S6493 1974] 74-76618 2.95 (pbk.) 
1. Flower arrangement, Japanese. 2. Roses. 
L Teshigawara, Kasumi, 1932- joint author. 
Tl. Title. 


CREAGER, Clara. 746.1°4 
Weaving; a creative approach for 
beginners. [lst ed.] Garden City, N.Y., 
Doubleday, 1974. 192 p. illus. 26 cm. 
ISBN 0-385-02901-2 [TT848.C64] 73- 
16503 3.95 (pbk.) 

1. Hand weaving. I. Title. 


DENDEL, Esther Warner, 
1910- 

The basic book of fingerweaving. With 
photos. and drawings by Jo Dendel. New 
York, Simon and Schuster [1974] 128 p. 
illus. 24 cm. ISBN  0-671-21697-X 
(TT848.D45] 73-17697 7.95 

1. Hand weaving. 2. Braid. I. Title. 


746.174 


GARRETT, Cay. 746.14 
Warping, all by yourself, Illustrated by 
Dorothy M. Beebee. [Santa Rosa, Calif.) 
Thresh Publications [1974] p. cm. ISBN 
0-913664-03-0 [TT848.G34] 74-9515 2.95 
(pbk.). : 

1. Hand weaving. I. Title. 


Prepared from C.I.P. 


ABBEY, Barbara, 1903- 746.2 
Knitting lace. New York, Viking Press 
[1974] 143 p. illus. 25 cm. ISBN 0-670- 
41463-8 [TT805.A2 1974] 72-12478 8.95 

1. Knitted lace—Patterns. I. Title. 


Japanese. . 
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JOHANSON, Sally. 746.22 
Traditional lace making. New York, Van 
Nostrand Reinhold [1974] p. ISBN 0-442- 


30037-9 Translation of Knyppling. 
[TT805.J6313] 73-16709 6.50 

1. Bobbin lace. I. Title. 

Prepared from C.I.P. 

CLOSE, Eunice. 146.4 


Macrame made easy. Edinburgh, J. 
Bartholomew, 1973. 88 p. illus. (some col.) 
25 cm. ISBN 0-85152-912-7 Includes 
index. [TT840.C53 1973b] 74-161994 

1, Macrame. I. Title. 

Distributed by Macmillan, 3.95 (pbk.) 


NEIGHBORS, Jane. 746.4°3 
Reversible two-color knitting. New York, 
Scribner [1974] p. cm. ISBN 0-684-13905- 
7 [TT820.N43] 73-1106 12.50 

i. Knitting—Patterns. I. Title. 

Prepared from C.I.P. 


PARKER, Xenia Ley. 746.473 
A beginners book of knitting and 
crocheting. New York, Dodd, Mead [1974] 
154 p. illus. 25 cm. ISBN 0-396-06862-6 
Describes yarns, wools, fibers, needles, 
tools, and basic stitches for both crocheting 
and knitting. Includes patterns in both arts 
for several useful items. [TT820.P26] 73- 
11990 4.95 

1. Knitting. 2. Crocheting. I. Title. 


HANSEN, Edith. 746.4°4 
Counted thread embroidery [by] Edith 
Hansen & Ingrid Hansen. New York, Van 
Nostrand Reinhold Co. [1974, c1968] 76 
p. illus. 21 x 22 cm. ISBN 0-442-30024-7 
Danish original published under title: 
Tallesyning. Instructions with photographs 
for making original and traditional patterns 


with counted thread embroidery. 
(1T771.H2313 1974] 73-15284 4.95 

1. Embroidery—Patterns. I. Hansen, 
Ingrid, joint author. IT. Title. 

MCBRIDE, Regina 746.44 


Creative crewel embroidery; a complete 
illustrated guide to mastering the stitches 
and exploring design. [lst ed.] Garden 
City, N.Y., Doubleday, 1974. xiii, 385 p. 
illus. 27 cm. ISBN 0-385-02400-2 
[TT778.C7M32] 73-11716 12.95 

1. Crewelwork. I. Title. 


THORNE - Thomsen, 746.44 
Kathleen. 
American cross-stitch [by] Kathleen 


Thorne-Thomsen [and] Hildy Paige Burns. 
[New York, Van Nostrand Reinhold, 1974] 
104 p. (chiefly illus.) 21 x 26 cm. ISBN 0- 
aoe [1T778.C76T45] 73-10746 
8.9 

1. Cross-stitch—United States—Patterns. T. 
Burns, Hildy Paige, joint author. II. Title. 


BOGEN, Constance. 746.4’6 
A beginner's book of patchwork, applique, 
and quilting. New York, Dodd, Mead 
[1974] 159 p. illus, 25 cm. ISBN 0-396- 
06863-4 [TT835.B55] 73-11989 4.95 

1. Patchwork. 2. Quilting. 3. Applique. I. 
Title. 


GLASSMAN, Judith. 746.5 
Step-by-step beadcraft. New York, Golden 
Press [1974] 64 p. illus. 29 cm. (The 
Golden Press step-by-step craft series) 
Bibliography: p. 64. [TT860.G58] 73-88437 
2.95 (pbk.). 

1. Beadwork. I: Title. Il. Title: Beadcraft. 


RODERICK, Phyllis 747.88 
Hingston. 
Me Cals do-it-yourself traditional 


decorating. New York, Random House 


73 


aw 
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[1974] p. cm. ISBN 0-394-49065-7 
[TT387.R63] 74-6096 5.95 


1. Drapery. 2. Coverlets. 3. Interior 


decoration—Amateurs’ menuals. J. Title. 
I. Title: Do-it-yourself traditional 
decorating. 

Prepared from C.I.P. 

HAWKEY, William S. 747.9 


Living with plants; a book of home 
decorating & plant care, by Wiliam S. 
Hawkey. Illustrated by Tim Shortt. 
Photography by Normar McGrath & 
Douglas Mesney. New York, Morrow, 
1974. p. ISBN 0-688-00277-3 
Bibliography: p. [SB419.H34] 74-7079 
15.95 


1. House plants in interior decoration. J. 
Title. 
Prepared from C.I.P. 
WEATHERMAN, Hazel 748.2915416 
Marie, 1920- 
The first Fostoria price watch. Springfield, 
Mo., Weatherman Glassbosks [1974] 136 
p. illus. 21 cm. ISBN 0-913074-31-4 
“Keyed to the fully illustraced Fostoria: its 
first fifty years.” [NK5198.F6W29] 74- 
169182 4.00 
4. Fostoria Glass Company, Moundsville, 
W. Va. 2. Glassware, American—Catalogs. 
I. Fostoria Glass Company, Moundsville, 
Va. Jf Weatherman, Hazel Marie, 
1920- Fostoria: its first iifty years. UI. 
Title. 


BRACKETT, Ward. 751.4 
When you paint; a complete guide for 
practicing artists. Westport. Conn., North 
Light Publishers; distributed by McGraw- 
Hill, New York [1974] p. cm. ISBN 0-07- 
007029-6 [ND1500.B66] 74-77082 17.95 

1. Painting—Technique. I. Title. 

Prepared from C.I.P. 


SZABO, Zoltan, 1928- 751.4°22 
Creative watercolor techniques. New York, 
Watson-Guptill Publications [1974] 174 p. 
illus. (part col.) 29 cm. ISBW 0-8230-1119- 
4 Bibliography: p. 171. [ND2420.892 
1974] 73-22234 15.95 

I. Water-color painting—Technigque. I. 
Title. 


WHITNEY, Edgar A. 751.422 
Complete guide to watercosor painting, by 
Edgar A. Whitney. New, enl. ed. New 
York, Watson-Guptill! Publ:cations [1974] 
p. ISBN 0-8230-0851-7 First ed. published 
in 1958 under title: Watercolor: the hows 
and whys. Bibliography: p. [ND2420.W45 
1974] 74-4330 15.95 
1. Water color painting—Technigue. I. 
Title. 
Prepared from C.I.P. 
ROOD, Ogden Nicholas, 1331- 752 
1902. 
Modern chromatics; students’ text-book of 
color, with applications to art and industry. 
Including a facsim. of the 1st American ed. 
of 1879. Pref., introd., and commentary 
notes by Faber Birren. New York, Van 
Nostrand Reinhold Co. [1973, i.¢.1974] 
257 p. illus. (part col.) 23 x 29 cm. ISBN 
0-442-27028-3 Original t.p. reads: Modern 
chromatics, with applications to art and 
industry, by Ogden N. Rood ... New York, 
D. Appleton and Compeny 1879. 
Original ed. issued as v. 26 of The 
International scientific series. Bibliography: 
p. 60-61. [ND1488.R66 1879a] 73-1627 
14.95 
i. Color in art. 2. Painting. I Birren, 
Faber, 1900- II. Title. Hi. Series: The 
International scientifie series (New York) 
v. 26. 
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NORTON, John, 1919- 757.5 
Painting and drawing children. New York, 
Watson-Guptill Publications [1974] 175 p. 
illus. 29 cm. ISBN  0-8230-3555-7 
Bibliography: p. 171-172. [N7643.N67 
1974] 73-18055 15.95 

1. Children—Portraits. 2. Children in art. I. 
Title. 


GRAY, Nicolette. 759.2 
Rossetti, Dante, and ourselves. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1947 ed. published by 
Faber and Faber, London. [ND497.R8G7 
1974b] 74-11358 10.75 

1. Rossetti, Dante Gabriel, 1828-1882. 2. 
Dante Alighiert, 1265-1321. I. Title. 
Prepared from C.I.P. 


STEPHENS, Frederic Gearge, 759.2 
1828-1907. 
Dante Gabriel Rossetti. [Foicroft, Pa.] 


Folcroft Librery Editions, 1974. 96 p. illus. 
32 cm. Reprint of the 1897 ed. published 
by Seeley, London, which was issued as 
no. 5 of The Portfolio; monographs on 
artistic subjects. [ND497.R8S8 1974] 74- 
1476 17.50 

1. Rossetti, Dante Gabriel, 1828-1882. I. 
Series: The Portfolio; monographs on 
artistic subjects, no. 5. 


HARADA, Minoru, 1925- 759.952 
Meiji Western painting, by Minoru Harada. 
Translated by Akiko Murakata. Adapted 
with an introd. by Bonnie F. Abiko. [lst 
ed.] New York, Weatherhill [1974] 143 p. 
illus. (part col.) 24 cm. ISBN 0-8348-2708- 
5 (Arts of Japan, 6) Trarslation of Meiji 
no Yoga. Bibliography: p. [139] 
(ND1054.5.H3713} 73-88475 7.95 

i. Painting, Japanese—Metji period, 1862- 
1912. 2. Painting, Japanese—Occidental 
influences. 3. Painters, Japanese. I. Title. 
Pbk. 6.95, ISEN 0-8348-2709-3. 


VILLIARD, Paul. 769'.56’075 
Collecting stamps. With 77 photos. by the 
author. [lst ed.] Garden City, N.Y., 
Doubleday, 1974. xiv, 191 p. illus. 25 cm. 
ISBN 0-385-01774-X [HE6215.V54] 73- 
10950 5.95 


d: Postage-stamps—Collectors and 
collecting. I. Title. 
HORENSTEIN, Henry. 770'.28 


Black and white photography: a basic 
manual. Drawings by Claire Nivola. [1st 
ed.] Boston, Little, Brown [1974] p. cm. 
ISBN 0-316-37310-9 (Craft series) 
Pibliography: p. [TR146.H793] 73-20140 


{ oaii, I. Title. 
Prepared from C.I.P. 


PICKER, Fred. 770.28 
Zone VI workshop; the fine print in black 
& white photography. Garden City, N.Y., 
Amphoto [1974] 110 p. illus. 25 cm. ISBN 
0-8174-0574-7 [TR287.P5] 73-93529 5.95 
1. Photography—Processing. 2. 
Photography—Exposure. I. Title. 


WOLBERG, Barbara J. 778.371 
Zooming in; photographic discoveries 
under the microscope. Text by Barbara J. 
Wolberg. Photographs by Lewis R. 
Wolberg. [ist ed.] New York, Harcourt 
Brace Jovanovich [1974] p. cm. ISBN 0- 
15-299970-1 Bibliography: p. Introduces in 
text ‘and illustrations the process and 
techniques of photographing a variety of 
items, including rocks, metals, chemicals, 
food, plants, and animal tissue, through a 
microscope. [{QH251.W58] 73-18631 7.50 ` 

1. Photomicrography—Juvenile literature. 
2. Microscope and microscopy—Juvenile 


AMERICAN BOOK PUBLISHING RECORD 


literature. I. Wolberg, Lewis R., illus. IT. 
Title. 
Prepared from C.I.P. 


WILLSON, Clifford Victor. 778.5°3 
How to plan your super 8 mm. movies [by] 
C. V. Willson. [2d ed., rev.] Garden City, 
N.Y., Amphoto [1973] 130 p. illus. 20 cm. 
ISBN 0-8174-0625-5 (A Focal cinebook) 
First ed. published in 1964 under title: 
How to plan your 8 mm. films. 
[TR851.W54 1973} 73-80793 5.95 

i. Cinematography. 2. Amateur moving- 
pictures. I. Title. 


LAHUE, Kalton C. 778.925 
Petersen’s photographic magazine guide to 
photographing children [by Kalton C. 
Lahue, Hank Harris, and Sandra C. 
Wallace. Los Angeles, Petersen Pub. Co., 
1974} 80 p. illus. 28 cm. ISBN 0-8227- 
0063-8 Cover title. [TR681.C5L33] 74- 
78333 2.00 (pbk.). 

1. Photography of children. I Harris, 
Hank, joint author. II. Wallace, Sandra Ca, 


joint author. MI Tite. IV. Title: 
Photographing children. 

LEEN, Nina, 1909- 779 0924 
Love, sunrise, and elevated apes. All 


photos. by the author. [Ist ed.] New York, 
Norton [1974] 1 v. (unpaged) photos. 21 
cm. ISBN 0-393-08694-1 [TR654.L43] 74- 
171044 5.95 

1. Photography, Artistic. 2. Quotations, 
English. I. Title. 

Pbk. 2.50, ISBN 0-393-08699-2. 


HAMILTON, David. 719.20924 
La danse [by] David Hamilton. Text [by] 
Charles Murland. New York, Morrow 
[1974] 95 p. illus. 30 cm. ISBN 0-688- 
00248-X Text in English. 
[GV1787.H23713] 73-18486 16.95 

1: Ballet—Pictorial works. I. Murland, 
Charles. II. Title. 


REBER, James 
Quinter, 1911- 
Potomac portrait, by James Q. Reber. With 
an introd. by William C. Everhart. [New 
York, Liveright, 1974] 95 p. (chiefly illus.) 
29 cm. ISBN 0-87140-585-7 
[F187.M7R42] 73-93128 10.00 
1. Great Falls, Potomac River. I. Title. 
Pbk. 4.95 


CAPA, Cornell. 779°.9°9 1569440924 
Jerusalem: city of mankind, edited by 
Cornell Capa. Introd. by Teddy Kollek 
with J. Robert Moskin. New York, 
Grossman Publishers, 1974. 127 p. (chiefly 
illus.) 29 cm. ISBN  0-670-40649-X 
[DS109.2.C36 1974] 73-16594 15.00 

1. Jerusalem—Description—Views. I. Title. 
Pbk. 5.95; ISBN 0-670-40645-7. 


779’.36°09752 


Music 780-789 


CONE, Edward T. 780.1 
The composer’s voice [by] Edward T. 
Cone. Berkeley, University of California 
Press [1974] ix, 184 p. illus. 23 cm. ISBN 
0-520-02508-3 (The Ernest Bloch lectures) 
[ML60.C773C6] 73-80830 10.95 

1. Music—Addresses, essays, lectures. 2. 
Music—Philosophy and aesthetics. I. Title. 
If. Series. 


MARPLE, Hugo Dixon, 1920- 780.15 
The world of music [by] Hugo D. Marple. 
Boston, Allyn and Bacon [1974] p. cm. 
Includes bibliographies. [MT6.M2785W7] 
73-80935 8.95 

1. Music—Analysis, appreciation. [ Title. 
Prepared from C.I.P. 


AUGUST 31,1974 


POLITOSKE, Daniel T. 780.15 
Music [oy] Daniel T. Politoske. Englewood 
Cliffs, N.J., Prentice-Hall [1974] xi, 497 p. 
illus. 25 cm. ISBN 0-13-607465-0 
Bibliography: p. 479-487; also includes 
discographies. [MT6.P647M9] 73-18923 
10. 

1. Music—Analysis, appreciation. 


MURPHY, James F. 780.76 
Music; advanced test [for] graduate record 
examination, by James F. Murphy. [2d ed.] 
New York, Arco [1974] 159 p. illus. 27 
cm. ISBN 0-668-01471-7 [MT9.M87 1974] 
73-85716 3.95 (pbk.) 

1. Music—Examinations, questions, etc. 2. 
Questions and answers—-Music. I. Title. IF. 
Title: Graduate record examination. 


FORKEL, Johann 780’.92’4 B 
Nikolaus, 1749-1818. 

Johann Sebastian Bach, his life; art, and 
work. Translated from the German of 
Johann Nikolaus Forkel. With notes and 
appendices by Charles Sanford Terry. New 
York, Vienna House [1974] xxxii, 321 p. 
illus. 21 cm. ISBN  0-8443-0021-7 
Translation of Ueber Johann Sebastian 
Bachs Leben, Kunst und Kunstwerke. 
Reprint of the 1920 ed. Bibliography: p. 
[287]-293. [ML410.B1F73 1974] 74- 17430 
4.95 (pbk.) 

1. Bach, Johann Sebastian, 1685-1750. 


PETZOLDT, Richard, 
1907- 
Georg Philipp Telemann. Translated ‘by 
Horace Fitzpatrick. New York, Oxford 
University Press, 1974. xv, 255 p. illus. 22 
cm. ISBN 0-19-519722-4 Bibliography: p. 
223-224. [ML410.T26P5] 73-82633 7.50 
i. Telemann, Georg Philipp, 1681-1767. 


POLIN, Claire C. J. 780.93 
Music of the ancient Near East, [by] 
Claire C. J. Polin. Westport, Conn., 
Greenwood Press [1974, ¢c1954] p. cm. 
ISBN 0-8371-5796-X Reprint of the ed. 
published by Vantage Press, New York. 
"Musical examples”: p. Bibliography: p. 
[ML162.P7 1974] 73-20879 10.00 

J. Music—History and criticism—Ancient. 
2. Music—Asia Minor. 3. Music—Egypt. 
4. Musical instruments—Asia Minor. 5. 
Musical instruments—Egypt. I. Title. 
Prepared from C.I.P. 


780.924 B 


DALLIN, Leon. 781.61 
Techniques of twentieth century 
composition; a guide to the materials of 
modern music. 3d ed. Dubuque, Iowa, W. 
C. Brown Co. [1974] xv, 288 p. illus., 
music. 24 cm. ISBN 0-697-03614-6 (Music 
series) [MT40.D22 1974] 73-86168 6.95 

1. Composition (Music) I. Title. 


BAILY, Leslie. 782.8°1°0924 B 
Gilbert and Sullivan; their lives and times. 
New York, Viking Press [1974, c1973] 
119, [1] p. illus. 24 cm. ISBN 0-670- 
33990-3 (A studio book) London edition 
(Thames and Hudson) has title: Gilbert 
and Sullivan and their world. Bibliography: 
p. [120] [ML410.S95B28 1974] 73-20669 
7.95 

1. Gilbert, William Schwenck, Sir, 1836- 
1911. 2. Sullivan, Arthur Seymour, Sir, 
1842-1900. I. Title. 


DIETZ, Howard, 
1896- 

Dancing in the dark. Words by Howard 

Dietz. [New York] Quadrangle [1974] xii, 

370 p. illus. 25 cm. ISBN 0-8129-0439-7 

[ML423.D557A3] 73-79909 10.00 

I. Dietz, Howard, 1896- I. Title. 


782.8'170924 B 


GASTOUE, Amedee, 783°.026°2 
1873-1943. 

Musique et liturgie. Le graduel et 
lantiphonaire romains; histoire et 
description. New York, AMS Press [1974] 
p. em. (Bibliotheque de Part musical 
religieux) Reprint of the 1913 ed. 
publiched by J.- Freres, Lyon, in series: 
Bibliotheque de lart Musical religieux. 
(ML3080.G18 1974] 70-178577 17.50 

I. Catholic church. Liturgy and ritual. 
Graduals. 2. Catholic church. Liturgy and 
ritual. Antiphonaries. 3. Chant (Plain, 
Gregorian, etc.)—History and criticism. I. 
Title. If. Title: Le graduel et l’'antiphonaire 
romains. HI. Series. 

Prepared from C.I.P. 


GROIA, Philip. 784°.06°57471 
They all sang on the corner; New York 
City’s rhythm and blues vocal groups of 
the 1950’s. [Rev.] Setauket, N.Y., Edmond 
Pub. Co. [1974] 147 p. illus. 22 cm. ISBN 
0-912954-08-6 Includes discographies. 
(ML3561.P6G7 1974] 74-167248 3.95 
(pbk.) 

1. Music, Popular (Songs, etc.)—New York 
(City) 2. Blues (Songs, etc.}—New York 
(City) I. Title. 


MELLERS, Wilfrid 
Howard, 1914- 
Twilight ‘of the gods; the music of the 
Beatles [by] Wilfrid Mellers. New York, 
Viking Press [1974, c1973] 215 p. illus. 22 

cm. ISBN 0-670-73598-1 Discography: p 
[208)- -209. [ML421.B4M44 1974] 73- 3508 
7.95 

1. The Beatles. I. Title. 


SPINK, Ian. 784.0942 
English song; Dowland to Purcell. New 
York, C. Scribner’s Sons [1974] 312 p. 
illus. 23 cm. ISBN 0-684-13621-X 
Bibliography: p. 261-288. [ML2831.8568 
1974b] 73-9488 15.00 

1. Songs, English—History and criticism. I. 
Title. 


COLLIER, Graham, 1937- 785.4°2 
Inside jazz. London, Quartet Books, 1973. 
144 p. illus., music, ports. 23 cm. ISBN 0- 
7043-2028-2 [ML3561.J3C572] 74-160084 
1. Jazz music. I. Title. 

Distributed by 
Book Service, 5.95 


DANCE, Stanley. 785.4°2’0922 B 
The world of swing. New York, C. 
Scribner’s Sons [1974- ISBN 0-684-13778- 
X Discography: p. [ML3561.J3D322] 73- 
1112 12.50 

1. Jazz music. 2. Jazz musicians. I. Title. 
Prepared from C.I.P. 


784°.092'2 B 


International Scholarly 


HENTOFF, Nat, comp. 785.420973 
Jazz; new perspectives on the history of 
jazz by twelve of the world’s foremost jazz 
critics and scholars. Edited by Nat Hentoff 
and Albert J. McCarthy. New York, Da 
Capo Press, 1974. p. cm. ISBN 0-306- 
70592-3 (The Roots of jazz} Reprint of the 
lst ed. published by Rinehart, New York, 
1959. "Selected discography”: p 
[ML3561.J3H44 1974] 70-171383 13.50 

1. Jazz music. L McCarthy, Albert J., joint 
comp. I. Title. 

Prepared from C.I.P. 


ROWEN, Ruth Halle. 785.7 
Early chamber music. New pref. and 
supplementary bibliography by the author. 
New York, Da Capo Press, 1974. xiv, 232 
p. music. 24 cm. ISBN 0-306-71160-5 (Da 
Capo Press music reprint series) Reprint of 
the 1949 ed. published by King’s Crown 
Press, New York. Bibliography: p. [169]- 
220. [ML1100.R6 1974] 68-8144 12.50 
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i. Chamber music—History and criticism. 
I. Title. 


CHOPIN, Fryderyk 
Franciszek, 1810-1849, 
Chopin’s letters collected by Henryk 
Opienski. Translated from the original 
Polish and French with a preface and 
editorial notes by E. L. Voynich. New 
York, Vienna House, 1973. x, 420, iv, p. 
23 cm. ISBN 0-8443-0090-X [ML410.C54] 
a 163798 4.95 (pbk.) 
Musicians—Correspondence, 

cee etc. I Optenski, Henryk, 
comp. IT. Title. 


SCHMECKEL, Carl D. 786.2'3 
The piano owner’s guide, by Carl D. 
Schmeckel. Rev. ed. New York, Scribner 
[1974] p. cm. ISBN 0-684-13869-7 
[ML652.S35 1974] 74-7362 6.95 
1. Piano—Construction. I. Title. 
Prepared from C.I.P. Pbk., 2.95. 


786.10924B 


TURETZKY, Bertram, 1933- 787.41 
The contemporary contrabass. Berkeley, 
University of California Press, 1974. xii, 
114 p. illus. and phonodisc (2 s. 7 in. 33 
1/3 rpm.) in pocket. 29 cm. ISBN 0-520- 
02291-2 (The New instrumentation, ` 1) 
Bibliography: p. 110-114. [ML920.T87] 72- 
85515 8.75 

I. Double bass. I. Title. II. Series. 


ATKINS, Chet. 787.610924 B 
Country gentleman [by] Chet Atkins with 
Bill Neely. Chicago, H. Regnery [1974] 
xiii, 226 p. illus. 21 cm. ISBN 0-8092- 
9051-0 [ML419.A83A3] 73-21514 7.95 
1. Atkins, Chet. I Neely, Bill. If. Title. 


SIMOSKO, Vladimir. 788.00924 
Eric Dolphy: a musical biography and 
discography, by Vladimir Simosko and 
Barry Tepperman. Washington, 
Smithsonian Institution Press; [distributed 
in the U.S. and Canada by G. Braziller, 
New York] 1974 {cl1971] ix, 132 p. illus. 
24 cm. ISBN 0-87474-142-4 Bibliography: 


p. 131-132. [ML419.D646S5] 73-16248 
10.00 
i. Dolphy, Eric. 2. Dolphy, Eric— 


Discography. I. Tepperman, Barry, joint 
author. IT, Title. 


ALTENBURG, Johann 
Ernst, 1734-1801. 

Essay on an introduction to the heroic and 
musical trumpeters’ and kettledrummers’ 
art, for the sake of a wider acceptance of 
the same, described historically, 
theoretically, and practically and illustrated 
with examples. Complete English 
translation by Edward H. Tarr. [Nashville] 
Brass Press, 1974. p. ISBN 0-914282-01-8 
Half title: Trumpeters’ and kettledrummers’ 
art. Translation of Versuch einer Anleitung 
zur heroisch-musikalischen Trompeter- und 
Pauker-Kunst. [MT440.A613] 74-402610.95 
1. Trumpet—Instruction and study—To 
1800. 2. Kettledrum-—Instruction and 
study—To 1800. I. Title. H. Title: 
Trumpeters’ and kettledrummers’ art. 
Prepared from C.I.P. 


MATTSON, Donald E., 
1929- 

Old Fort Snelling instruction book for fife, 
with music of early America. By Donald 
E. Mattson and Louis D. “Walz. St. Paul, 
Minnesota Historical Society, 1974. p. cm. 
ISBN 0-87351-090-9 (Publications of the 
Minnesota Historical Society) (Minnesota 
historic sites pamphlet series, no. 11) 
Bibliography: p. [MT356.M27] 74-7298 
4.50 (pbk.) 

1. Fite—Methods. I. Walz, Louis D., 1897- 


788.107 


788’.51'0712 


75 
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joint author. II. Title. HI. Series. IV. Series: 


Minnesota Historical Society. Publications., 
Prepared from C.I.P. 


Sports 790-799 


GRIFFIN, Al. 791°.068°73 
"Step right up, folks!” Chicago, H. 
Regnery Co. [1974] xii, 257 p. illus. 24 


cm. ISBN 0-8092-9035-9 [GV1851.G74 
1974] 73-19842 8.95 

L Amusement _parks—History. 2. 
Amusement parks—Directories. I. Title. 


CURTIS, Anthony. 791.0922 B 
The rise and fall of the matinee idol; past 
deities of stage and screen, their roles, 
their magic, and their worshippers, edited 
by Anthony Curtis. Illus. consultants: 
Raymond Mander and Joe Mitchenson. 
New York, St. Martins Press [1974] 215 p. 
illus. 26 cm. [PN2189.C8 1974b] 73-86600 
1. Theater—History. 2. Moving-pictures— 
History. 3. Actors—-Biography. I. Title. 


ANDERSON, Richard 791.3°4'0924 B 
The most exciting years of show business 
[by] Richard A. Anderson. Philadelphia, 
Dorrance [1974] 111 p. illus. 22 cm. ISBN 
0-8059-1939-2 [GV1811.A48A35] 73- 
87469 5.95 


1. Anderson, Richard A., 189l- 2. 
Acrobats and acrobatism. I. Title. 
BOBKER, Lee R. 791.43 


Elements of film [by] Lee R. Bobker. 2d 
ed. New York, Harcourt Brace Jovanovich 
[1974] xii, 272 p. illus. 24 cm. ISBN 0-15- 
522095-0 Includes bibliographical 
references. [PN1994.B547 1974] 74-2561 
5.95 (pbk.) 

1. Moving-pictures. I. Title. 


HURT, James, 1934- comp. 791.43 
Focus on film and theatre. Englewood 
Cliffs, N.J., Prentice-Hall [1974] iv, 188 p. 
illus. 21 cm. ISBN 0-13-314666-9 (Film 
focus) (A Spectrum book) [PN1995.H87] 
73-19523 6.95; 2.95 (pbk.). 


1. Moving-pictures—Addresses, essays, 
lectures. 2. Theatre—Addresses, essays, 
lectures. I. Title. 

Contents omitted. 

MAST, Gerald, 1940- 791.4301 
comp. 

Film theory and criticism; introductory 


readings [compiled by] Gerald Mast [and] 
Marshall Cohen. New York, Oxford 
University Press, 1974. xv, 639 p. illus. 21 
cm. ISBN 0-19-501817-6 Bibliography: p. 
635-639. [PN1994.M364] 74-77293 4.95 


(pbk.). 

1. Moving-pictures. I. Cohen, Marshall, 
Joint comp. II. Title. 

EWING, Sam. 791.43°02 


Professional filmmaking, by Sam Ewing & 
R. W. Abolin. [Ist ed.] Blue Ridge 
Summit, Pa., G/L Tab Books [1974] 251 
p. illus. 23 cm. ISBN 0-8306-4710-4 
Bibliography: p. 245-246. [PN1995.9.P7E9] 
74-75212 9.95 

1. Moving-pictures—Production and 
Gare I. Abolin, R. W., joint author. II. 

ile. 


KAZAN, Elia. 791.43'0233'0924 B 
Kazan on Kazan by Michel Ciment. New 
York, Viking Press [1974] 199 p. illus. 20 
cm. ISBN 0-670-41187-6 (Cinema one, 26) 
A series of taped interviews conducted by 
M. Ciment, chiefly in Aug. 1971. 
“Biofilmography, by Michel Ciment and 


76 


Olivier Eyquem”: 8 180-199. 
[PN1998.A3K345 1974] 7323-11978 7.50 

1. Kazan, Elia. L Ciment, Michel, 1938- II. 
Title. 


RICHIE, Donald, 
1924- 

Ozu. Berkeley, University of California 

Press [1974] xvi, 275 p. illus. 24 cm. ISBN 

0-520-02445-1 Bibliography: p. 265-269. 

[PN1998.A30948] 73-76109 14.50 

1. Ozu, Yasujiro, 1903-1963. 


SIMON, John 791.43°0233'0924 
Ivan, 1925- 

Ingmar Bergman directs [by] John Simon. 
New York, Harcourt Brace Jovanovich 
[1974, c1972] 315 p. illus. 22 cm. ISBN 0- 
15-144377-7 ”A creation of Halcyon 
Enterprises.” Includes bibliographical 
references. [PN1998.A3B4677 1974] 73- 
12895 3.45 (pbk.) 

1. Bergman, Ingmar, 1918- I. Title. 


MARNER, Terence St. 791.43°025 
John. 

Film design, compiled by Terence St. John 
Marner in collaboration with Michael 
Stringer. London, Tantivy Press; New 
York, A. S. Barnes [1974] 165 p. illus. 
(part col.) 21 cm. (Screen textbooks) 
[PN 1995.9.S4M3] 72-9938 3.95 (pbk.). 

1. Moving-pictures—Setting and scenery. 
2. Cinematography. I. Stringer, Michael, 
1925- II. Title. 


HERNDON, 
Venable. 
James Dean: a short life. [1st ed.] Garden 
City, N.Y., Doubleday, 1974. p. cm. ISBN 
0-385-02155-0 Includes bibliographical 
references. [PN2287.D33H4] 73-9162 8.95 
1. Dean, James, 1931-1955. I. Title. 

Prepared from C.I.P. 


MONROE, 

Marilyn, 1926-1962. 
My story. New York, Stein and Day 
[1974] 143 p. 22 cm. ISBN 0-8128-1707-9 
[PN2287.M69A35] 74-77341 5.95 
1. Monroe, Marilyn, 1926-1962. I. Title. 


SHEPPARD, Dick, 
1933- 

Elizabeth: the life and career of Elizabeth 

Taylor. [lst ed.] Garden City, N.Y., 

Doubleday, 1974. p. cm. ISBN 0-385- 

07348-8 [PN2287.Ti8S5] 73-15366 12.50 

i. Taylor, Elizabeth Rosemond, 1932- I. 

Title. 

Prepared from C.I.P. 


HASKELL, Molly. 791.43°0909°352 
From reverence to rape: the treatment of 
women in the movies. [Ist ed.] New York, 
Holt, Rinehart and Winston [1974] xii, 388 
p- illus. 22 cm. ISBN 0-03-007606-4 
[PN1995.9.W6H3] 72-91580 6.95 

1. Women in moving-pictures. I. Title. 


HOLMAN, Loyd Bruce. 791.433 
Puppet animation in the cinema: history 
and technique [by] L. Bruce Holman. 
South Brunswick, A. S. Barnes [1974] p. 
em. ISBN 0-498-01385-5 Bibliography: p. 
[PN1995.9.P8H6] 73-10523 8.95 

4. Puppet films—History and criticism. 2. 
Puppet films—Catalogs. I. Title. 

Prepared from C.I.P. 


MOVIES for TV: 7393 791.437 
ratings; the results of Consumer reports’ 
continuing movie poll, April 1947-January 
1974. [Mount Vernon, N.Y., Consumers 
Union, 1974] 60 p. 23 cm. (A Consumers 
Union publication) Cover title. 
Dey T 1974] 74-170274 1.00 


791.43°0233°0924 


793.43°028°0924 B 


791.43°028'0924 B 


791.43'028'0924 B 


AMERICAN BOOK PUBLISHING RECORD 


1. Moving-pictures—Evaluation—Catalogs. 
2. Television broadcasting of films— 
Catalogs. I. Consumer reports. 


SITNEY, P. Adams. 791.43°7 
Visionary film; the American avant-garde 
[by] P. Adams Sitney. New York, Oxford 
University Press, 1974. xii, 452 p. illus. 24 
cm. ISBN  0-19-501761-7 Includes 
bibliographical references. 
[PN1995.9.E96853] 73-90365 13.95 
1. Experimental films—History and 
criticism. I. Title. 

REESE, Mason. 791,457028'0924 B 
The memoirs of Mason Reese, in cahoots 
with Lynn Haney. New York, Dodd, 
Mead [1974] 62 p. illus. 21 cm. ISBN 0- 
396-06953-3 A seven-year-old boy in New 
York City tells about his life as a show 
business personality. [PN2287.R29A35] 92 
74-95 4.95 

1. Reese, Mason. I. Haney, Lynn. IT. Title. 


CAVETT, Dick. 791.45°092'4 B 
Cavett [by] Dick Cavett and Christopher 
Porterfield. New York, Harcourt Brace 
Jovanovich [1974] P. cm. 
[PN1992.4.C33A32] 74-8492 8.95 

1. Cavett, Dick. I. Porterfield, Christopher, 
joint author. I. Title. 

Prepared from C.LP. 


POLSKY, Richard M. 791.45°7 
Getting to Sesame Street: origins of the 
Children’s Television Workshop [by] 
Richard M. Polsky. New York, Praeger 
[1974] p. cm. ISBN 0-275-08880-9 
(Praeger special studies in U.S. economic, 
social, and political issues) "Sponsored by 
the Aspen Program on Communications 
and Society.” Bibliography: p. 
[PN 1992.77.843P6] 74-4822 11.00 

1. Children’s Television Workshop. 2. 
Children’s Television Workshop. 3. Sesame 
Street. I Aspen Program on 
Communications and Society. II. Title. 
Prepared from C.I.P. 


SMITH, C. Ray. 792'.027 
The theatre crafts book of make-up, masks, 
and wigs. Edited and with an introd. by C. 
Ray Smith. Emmaus, Pa. Rodale Press 
[1974] 238 p. illus. 22 cm. "ISBN 0-87857- 
058-6 "Theatre crafts books.” [PN2068.S6] 
72-94992 6.95 

1. Make-up, Theatrical. I. Title. 


STEVENS, George, 
1904- 

Speak for yourself, John; the life of John 
Mason Brown, with some of his letters and 
many of his opinions [by] George Stevens. 
New York, Viking Press [1974] xiv, 308 p. 
22 cm. ISBN 0-670-66203-8 "Books by 
John Mason Brown”: p. 293-294. 
[PN1708.B74S8} 73-17786 10.95 

1, Brown, John Mason, 1900-1969. I. 
Brown, John Mason, 1900-1969. I. Title. 


WILSON, Albert Edward, 792.3°0942 
1885- 

The story of pantomime, by A. E. Wilson. 
With a new introd. by Roy Hudd. 
“Wakefield, Eng.] EP Pub. [Totowa, N-J.] 
Rowman and Littlefield, 1974. 142 p. illus. 
23 cm. [PN1985.W54 1974] 74-168189 
3.50 

1. Pantomime—Great Britain. I. Title. 


SOLDNER, Nancy. 792.8°4 
The Stravinsky festival of the New York 
City Ballet. Written and edited by Nancy 
Soldner. With photos. by Martha Swope 
and others. New York, Eakins Press [1974, 
¢1973] 302 p. illus., music. 15 x 19 cm. 
ISBN 0-87130-037-0 


792'.092’4 B 


Includes 


' AUGUST 31,1974 


bibliographical references. 
[ML410.8932G64] 73-84996 10.95 

1. Stravinski, Igor’Fedorovich, 1882- 
1971—Anniversaries, etc, 1972. 2 
Stravinski, {gor Fedorovich, 1882-1971. 
Ballets. I. New York City Ballet. IT. Title. 


GIBSON, Walter Brown, 1897- 793 
Family games America plays, by Walter 
Gibson. Illus. by Murray Keshner and 
Robert Michaels. New York, Barnes & 
Noble [1974, c1970] vii, 275 p. 21 cm. 
ISBN 0-06-463376-4. (Everyday 
handbooks) [GV1201.G463] 2.50 (pbk.) 

d. Games. I. Title.. 

Pee ome number for hardbound ed.: 69- 


DE SOLA, Carla. 793.3°2 
Learning through dance. New York, 

Paulist Press [1974] 163 p. illus, 60 

photos. 23 cm. ISBN  0-8091-1807-6 
[GV1783.D44] 73-90083 7.95 (pbk.). 

r Modern dance—Study and teaching. I. 
idle. 


HARNAN, Terry. 793.3°2°0924 B 
African rhythm—American dance; a 
biography of Katherine Dunham. New 
York, Knopf [1974] 213 p. illus. 22 cm. 
ISBN 0-394-82644-2 A biography of the 
- black dancer and choreographer noted for 
her dances drawn from African and 
Caribbean sources. [GV1785.D82H37 
1974} 92 73-15113 4.95 

1. Dunham, Katherine—Juvenile literature. 
I. Title. 

Lib. bdg. 5.49, ISBN 0-394-92644-7 


DICKSON, Roy Ward. 793.73 
The greatest quiz book ever. [1st U.S. ca] 
New Tok, Harper & Row [1974] 215 p. 
illus. cm. ISBN 0-06- 011032.5 
jGviso7 Q5D52 1974] 73-14252 5.95 

1. Questions and answers. I. Title. 


HILL, Norman, 1925- 793.732 
How to solve crossword puzzles; the 
complete guide and handbook of strategies 
and techniques for the crossword solver. 
New York, Funk & Wagnall [1974] p.:cm. 
ISBN 0-308-10103-0 [GV1507.C7H48] 74- 
8895 6.95 

1. Crossword puzzies. I, Title. 

Prepared from C.I.P. 


*KOZIAKIN, Vladimir. 
Mazes. 

No. 4 is available from Grosset & Dunlap 
for 1.95 (pbk.) ISBN 0-448-11655-3. 


*PRESTON, Charles, comp. 793.732 
Crosswords for the connoisseur. 

Series 22 is available from Grosset & 
Dunlap for 1.25 (pbk.) ISBN 0-448-11549- 
2. 


793.732 


HAWKESWORTH, Eric. 793.8 
A magic variety show: novelty acts for the 
amateur entertainer; illustrated by 
Margaret and Eric Hawkesworth. London, 
Faber, 1973. 96 p. illus. 21 cm. ISBN 0- 
571-10186-0 Bibliography: p- 96. 
[GV1547.H34] 73-330793 

J. Conjuring. 2. Tricks. I. Title. 

Distributed by Transatlantic Arts, 5.95. 


PRITCHARD, David Brine. 794 
Go; a guide to the game [by] D. B. 
Pritchard. Harrisburg, Pa., Stackpole Books 
[1974] p. [GV1469.G7P74] 73-9549 8.95 
1. Go (Game) I. Title. 

Prepared from C.I.P. 


*PRITCHARD, D. Brine. 794.1 
The right way to play chess, by D. Brine 
Pritchard. Introduction and annotations 
by the international master Imre Konig. 


8th ed. New York, Harper & Row [1974, 
c1950] 237 p. illus. 18 cm. ISBN 0-06- 
465002-2. [GV1322] 1.25 (pbk.) 

1. Chess. I. Title. 


MACKEY, Richard Thomas. 794.6 
Bowling [by] Richard T. Mackey. 2d ed. 
[Palo Alto, Calif.] National Press “Books 


[1974] 68 p. illus. 22 cm. [GV903.M22 
1974] 74-75228 1.95 (pbk.). 

1. Bowling. 

*SIMON, S. J., pseud. 795.41 
Why you lose at bridge, by S. J. 


Simon.[With a. foreword by Charles H. 
Goren] New York, Cornerstone Library 
[1974, c1946] 160 p. 21 cm. [GV1282] 
1.95 (pbk.) 

1. Contract bridge. I. Title. 


SHEE one Alfred, 
1911- 

Bridge play. New York, Cornerstone 
Library [1974, c1953] 159 p. 21 cm. 
Reprint of the ed. published by Sterling 
Pub. Co., New York, under title: Second 
boox of bridge: the play of the hand. 


795.4153 


[GV1282.3.8464 1974] 74-168318 1.95 
(pbk.) . , 
- 1. Contract bridge. I. Title. 

HALE, Patricia. 796 


Individual sports; a textbook for teachers 
[by] Patricia Hale [and others] Dubuque, 
Iowa, W. C. Brown Co. [1974] x, 322 p. 
illus. 24 cm. ISBN 0-697-07118-9 Includes 


bibliographies. [GV701.H28] 73-82708 
8.95 

1. Sports. I. Title. 

MILLER, Donna Mae. 796’.019°4 


Coaching the female athlete. Philadelphia, 
Lea & Febiger, 1974. xiii, 212 p. illus. 24 
em. ISBN — 0-8121-0448-X | (Health 
education, physical education, and 
recreation series) Includes bibliographies. 
[GV709.M49] 73-11156 9 .50 


1. Sports for women. 2. Coaching 
(Athletics) I. Title. 
MORTON, Miriam. 796.071047 


The making of champions; Soviet sports 
for children and teenagers. [1st ed.] New 
York, Atheneum, 1974. 136 p. illus. 24 
cm. ISBN 0-689-30142-1 Discusses the 
importance of sports in Soviet life and the 
various types of sports in which Russian 
chiidren partiçipate. [GV623.M64 1974] 
73-76326 6.25 

1. Sports—Russia. 2. Sports for children. I. 
Title. 


MCGEE, Rosemary, 1926- 796’.076 
Proficiency testing for physical education 
[by] Rosemary McGee and Fred Drews. 
{Washington, American Association for 
Health, Physical Education and 
Recreation, 1974] v, 73 p. illus. 23 cm. "A 
praject of the College Physical Education 
Commission.” [GV362.5.M32] 74-170292 
1. Physical education and training— 
Examinations, questions, etc. I. Drews, 
Fred, joint author. If. National College 
Physical Education Association for Men. 
Ii. Title. 


MARSH, Irving T., comp. 796.08 
Thirty years of Best sports stories, with 
thirty top sports photographs. Edited by 
Irving T. Marsh and Edward Ehre. New 
York, Dutton, 1975. p. cm. [GV707.M28] 
74-12045 8.95 

I. Sports stories. I Ehre, Edward, joint 
comp. If. Best sports stories. If. Title. 
Prepared from C.I.P. 


HART, Harold H., 1903- 796.09 
Physical feats that made history [by] 
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Harold H. Hart. ‘Illustrated “by Frank 
Kramer. New York, Hart Pub. Co. [1974] 
388 p. illus. 21 cm. ISBN 0-8055-1118-0 
Describes 173 feats in sports history from 
900 B.C. to 1973. [GV741.H3] 73-82003 
7.95 

L Sports—History—Miscellanea. I 
Kramer, Frank, illus. Il. Title. 

Pbk. 3.95; ISBN 0-8055-0175-4. 


FRAZIER, Walt, 796.3230924 B 
1945- 

Rockin’ steady; a guide to basketball & 
cool, by Walt Frazier and Ira Berkow, with 
an introd. by Bill Russell. Photography by 
Walter Iooss, Jr. Drawings by John Lane. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] 158 p. illus. (part col.) 29 cm. ISBN 
0-13-782235-9 A New York Knick talks 
about basketball, his life, and being cool. 
[GV884.F7A36] 92 73-20933 9.95 

1. Frazier, Walt, 1945- 2. Basketball. I. 
Berkow, Ira, joint author. I. Title. 


*NATIONAL football 796.33206. 
guide. 
The 1974 edition is available from The 


Sporting News for 2.00 (pbk.) 


RUBIN, Bob. 796.3320922 B 
Little men of the NFL. Wlustrated with 
photos. New York, Random House [1974] 
p. em. ISBN 0-394-82807-0 (The Punt, 
pass, and kick library) Brief biographies 
emphasizing the careers of seven 
professional football stars who are of 
smaller and lighter build than the average 
player. [GV955.5.N35R82 1974] 920 74- 
5145 1.95 

1. National Football League—Juvenile 
literature. 2 Football—Biography— 
Juvenile literature. I. Title. 

Prepared from C.I.P. Library binding; 3.77, 
ISBN 0-394-92807-5. 


EVANS, J. Robert. 796.33°263°0973 
Blowing the whistle on intercollegiate 
sports [by] J. Robert Evans. [Chicago] 
Nelson-Hall Co. [1974] p. cm. ISBN 0- 
911012-94-X [GV347.E82] 74- 78842 6.95 
i. College sports. I. Title. 

Prepared from C.I.P. 


BERGER, Phil. 796.33'264'0973 
More championship teams of the NFL. 
Illustrated with photos. New York, 
Random House [1974] p. cm. ISBN 0- 
394-82767-8 (Punt, pass, and kick library) 
Describes the championship seasons of the 
Green Bay Packers, New York Jets, Dallas 


Cowboys, Baltimore Colts, and Miami 
Dolphins. [GV955.5.N35B42 1974] 74- 
4199 1.95 


1. National Football League—Juvenile 
literature. I. Title. 

Prepared from C.I.P. Library binding; 3.37, 
ISBN 0-394-92767-2. 


BRADLEE, Dick. 796.342 
Instant tennis. illustrations by Karl R. 
Rittmann. New York, Cornerstone Library 
[1974, c1962] 128 p. illus. 21 cm. 
{GV995.B687]} 1.95 (pbk.) 

1. Tennis. I. Title. 

L.C. card no. for hardbound ed: 62- 
13467. 


LEIGHTON, Harry. 796.34°2'°0240544 
Junior tennis, by Harry ”Cap” Leighton. 
New York, Sterling Pub. Co. [1974] 128 p. 
illus. 21 cm. ISBN 0-8069-4072-7 (Athletic 
Institute series) Text accompanied by 
diagrams and illustrations introduces the 
basic techniques and rules of tennis. 
[GV995.L42] 73-93589 3.95 

1. Tennis—Juvenile literature. I. Title. 
Library, binding; 4.59, ISBN 0-8069-4073- 
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BRENT, R. Spencer. 796.34'22 
Pattern play tennis [by] R. Spencer Brent. 
Illus. by George Janes. [ist ed.] Garden 
City, N.Y., Doubleday, 1974. 140 p. illus. 
24 cm. ISBN 0-385-05874-8 A guide to 
tennis technique emphasizing the repetition 
of patterns in the game. [GV995.B692] 72- 
89295 6.95 

I. Tennis. I. Janes, George, illus. II. Title. 


SMITH, Stan. 796.3422 
Inside tennis [by] Stan Smith, with Tom 
Valentine. Chicago, Regnery [1974] 91 p. 
illus. 29 cm. ISBN 0-8092-8887-7 A guide 
to improving tennis techniques with 
chapters on serving, basic strokes, winning 
tactics, and other aspects of the game. 
[GV995.S65] 73-20692 5.95 

1. Tennis. I. Valentine, Tom. IT. Title. 
Pbk., 3.95, ISBN 0-8092-8886-9. 


MILES, Dick. 796.346 
Sports illustrated table tennis. Photos. by 
Michael Louridas. Philadelphia, Lippincott 
[1974] p. cm. ISBN 0-397-01024-9 (The 
Sports illustrated library) [GV1005.M52 
1974] 74-5313 4.50 
I. Table tennis. 
(Chicago) II. Title. 
Prepared from C.I.P. Pbk; 1.50, ISBN 0- 
397-01036-2. 


OLSEN, James T. 796.352’092’4 B 
Arnold Palmer: king on the course, by 
James T. Olsen. Illustrated by Harold 
Henriksen. Mankato, Minn., Creative 
Education, distributed by Childrens Press, 
Chicago, [1974] 31 p. illus. (part col.) 25 
cm. ISBN  0-87191-284-8 (Creative's 
superstars) Biography of the world-famous 
golfer who once worked as a paint 
salesman and now has eight companies 
worth millions of dollars. [GV964.P3047] 
92 73-13861 4.95 

I. Palmer, Arnold, 1929-—Juvenile 
hterature: I. Henriksen, Harold, illus. Il. 
itle. 


DIAZ, Carroll. 796.3523 
Golf: a beginner's guide. [1st ed. Palo Alto, 
Calif.] National Press Books [1974] vi, 87 


5 
I. Sports illustrated 


p. illus. 21 em. ISBN  0-87484-217-4 
Bibliography: p. 86. [GV965.D49] 73- 
93342 3.95 


1. Golf. I. Title. 
Pbk. 1.95, ISBN 0-87484-216-6. 


HABER, James. 796.352'3 
Golf made easy; how to acquire a 
consistentiy effective golf swing. Ilustrated 
by Carol Slade. New York, C. Scribner’s 
Sons [1974] 154 p. illus. 21 cm. ISBN 0- 
fee ga [GV979.SSH23] 73-20980 
1. Swing (Golf I. Title. 


THE Baseball 796.357'°021°2 
encyclopedia; the complete and official 
record of major league baseball. Rev. and 
updated. New York, Macmillan [1974] xi, 
1532 p. 25 cm. [GV877.B27 1974] 73- 
21291 17.95 

1. Baseball—Statistics. 


RALBOVSKY, Marty. 796.357°092'2 B 
Destiny’s darlings; a world championship 
Little League team twenty years later. 
New York, Hawthorn Books [1974] 255 p. 
illus. 22 cm. [GV865.A1R34 1974] 73- 
9308 7.95 

f. Little League Baseball, inc. 2. Baseball— 
Biography. I. Title. 


ROBINSON, Brooks, 
1937- 

Third base is my home [by] Brooks 

Robinson, as told to Jack Tobin. Waco, 


796.3570924 B 


78 


Tex., Word Books [1974] 202 p. illus. 23 
cm. [GV865.R58A32] 73-91547 5.95 

1. Robinson, Brooks, 1937- 2. Baseball. I. 
Tobin, Jack. HH. Title. 


SEAVER, Tom, 
1944- comp. 
How I would pitch to Babe Ruth; Seaver 
vs. the sluggers. Written and edited by 
Tom Seaver, with Norman Lewis Smith. 
[1st ed. Chicago] Playboy Press [1974] xix, 
268 p. illus. 22 cm. ISBN 0-87223-405-3 

[GV865.A1S37] 73-91660 8.50 

1. Baseball—Btography. 2. Pitching 
(Baseball) 3. Batting (Baseball) I. Smith, 
Norman Lewis, joint comp. II. Title. 


796.357°092’2 B 


WAGENHEIM, Kal. 796.357°092’4 B 
Babe Ruth; his life and legend. New York, 
Praeger Publishers [1974] p. cm. ISBN 0- 
275-19980-0 Bibliography: p. 
[GV865.R8W3] 73-13049 7.95 

1. Ruth, George Herman, 1895-1948. 2. 
Baseball. I. Title. 

Prepared from C.I.P. 


CHURCH, Seymour 
Roberts. 

Base ball; the history, statistics and 
romance of the American national game 
from its inception to the present time [by] 
Seymour R. Church. With an introd. by 
Brock Brower. Princeton, Pyne Press 
[1974- v. illus. 28 cm. ISBN 0-87861- 
063-4 Facsim. reprint of the 1902 ed. 
published in San Francisco. Contents.—v. 
1. 1845-1871. [GV863.A1C45 1902a] 73- 
91976 4.95 (pbk.) 

1. Basebali—History. I. Title. 


796.357°0973 


‘en Walter Emmons, 
The baseball handbook; strategies and 
techniques for winning. Abridged ed. [by] 
Walter Alston and Don Weiskopf. Boston, 
Allyn and Bacon [1974, c1972] 494 p. 
illus. 23 cm. Originally published under 
title The complete baseball handbook: 
strategies and techniques for winning. 
(GV867.A44} 73-90530 8.95 (pbk.) 

1. Baseball. I. Weiskopf, Don, joint author. 
IT. Title. 


796.3572 


RYAN, Bob. 796.35764 
Wait til I make the show. [ist ed.] Boston, 
Little, Brown [1974] p. cm. ISBN 0-316- 
76367-5 ”A Sports illustrated book.” 
[GV875.A1R92] 74-1340 6.95 

1. Baseball clubs. I. Title. 

Prepared from C.I.P. 


KOPPETT, 796.357'64°097471 
Leonard. 

The New York Mets. Rev. ed. New York, 

Collier Books [1974] 384 p. illus. 24 cm. 

ee 1974] 74-171030 4.95 


i, New York (City). Baseball club 
(National League, Mets) 2. Baseball. I. 
tle. 


REICHLER, Joe. 796.357°64'0973 
30 years of baseball’s great moments, by 
Joseph Reichler. New York, Crown 
Publishers [1974] 255 p. illus. 27 cm. 
ISBN 0-517-51385-4 ”A Rutledge book.” 
Recounts over seventy great moments in 
baseball since World War II including a 
marathon game, a seventeen-run inning, 


AMERICAN BOOK PUBLISHING RECORD 


and a twenty-three game losing streak. 
[GV863.ALR44] 73-86349 9.95 

i.  Baseball—History—United  States— 
Miscellanea. I. Title. 


GAGNIER, Ed, 1936- 796.41 
Inside gymnastics [by] Ed  Gagnier. 
Drawings by Jack H. Bender. Chicago, 
Regnery [1974] 107 p. illus. 29 cm. ISBN 
Choe ante [GV511.G27] | 73-20676 
5.95 

1. Gymnastics. I. Title. 

Pbk., 3.95, ISBN 0-8092-8875-3. 


BEECHAM, Justin. 796.4'1'0924 B 
Olga. With photos. by Alan Baker and 
others, and illus. by Paul Buckle of the 
Diagram Group. New York, Paddington 
Press [1974] 128 p. illus. 24 cm. ISBN 0- 
8467-0018-2 [GV460.2.K67B43] 73-15022 
2.95 

1. Korbut, Olga, 1955- Z. Gymnastics. 


MODERN techniques of 796.42 
track and field [by] Clarence F. Robison 
[and others] Philadelphia, Lea & Febiger, 
1974. p. cm. ISBN 0-8121-0424-2 (Health 
education, physical education, and 
recreation series) Bibliography: p. 
[GV 1060.5.M6] 74-850 12.00 

I. Track-athletics. I. Robison, Clarence F, 
Prepared from C.I.P. 


ANDERSON, Jennifer, 
1942- 

Cave exploring. Foreword by John A. 

Stellmack. New York, Association Press 


796.5°25 


[1974] p. ISBN  0-8096-1889-3 
Bibliography: p. [GB602.A62] 74-8638 
4.95 (pbk.) 


1. Speleology. I. Title. 
Prepared from C.I.P. 


SCALZO, Joe. 7196.72 
Stand on the gas! Sprint car racing in 
America. Englewood Cliffs, N.J., Prentice- 
Hall [1974] p. cm. ISBN 0-13-840488-7 
[GV1029.S24] 74-5113 7.95 

1. Automobile racing. I. Title. 

Prepared from C.I.P. 


DILLON, Mark. 796.7'2°0922 B 
American race car drivers. Minneapolis, 
Lerner Publications Co. [1974] p. cm. 
ISBN 0-8225-0409-X (The Racing books) 
[GV1032.A1D54] 73-22511 4.95 

1. Automobile racing-—Biography— 
Juvenile literature. I. Title. 

Prepared from C.I.P. 


KRISHEF, Robert K. 796.7°2°0977252 


The Indianapolis 500 {by] Robert K. 
Krishef. Minneapolis, Lerner Publications 
Co. [1974] p. cm. ISBN 0-8225-0412-X 
(The Racing books) A survey of the Indy 
500 race, including information about the 
speedway, the race itself, the rules, the 
drivers, and a description of a typical race 
and its aftermath. [GV1033.5.155K74] 73- 
22512 4.95 (lib. bdg.) f 

1. Indianapolis Speedway Race—Juvenile 
literature. [. Title. 

Prepared from C.I.P. 


SCALZO, Joe. 796.75 
The motorcycle book. Englewood Cliffs, 
N.J., | Prentice-Hall [1974] p. cm. 
[TL440.S3] 74-8495 14.95 

1. Motorcycles. 2. Motorcycling. 3. 
Motorcycle racing. I. Title. 

Prepared from C.I.P. 


CLAYTON, Thompson. 796.8712 
A handbook of wrestling terms and holds, 
compiled by Thompson Clayton with the 
help of Doug Parker [and others] New and 
rev, ed. South Brunswick [N.J.] A. S. 


“u 


AUGUST 31,1974 


Barnes [1974] 192 p. illus. 26 cm. ISBN 0- 
498-01340-5 Bibliography: p. 177-183. 
[GV1195.C55 1974] 74-168291 7.95 

1. Wrestling. I. Title. IT. Title: Wrestling 
terms and holds. 


KOZUKI, Russell. 796.8’ 153’024055 
Karate for young people. New York, 
Sterling Pub. Co. [1974] 128 p. illus. 21 
cm. ISBN 0-8069-4074-3 Text and 
photographs describe the stances and basic 
punch, kick, and block techniques of sport 
karate for boys and girls. [GV476.K595 
1974] 73-93590 3.95 

1. Karate—Juvenile literature. I. Title. 

Lib. bdg. 4.59, ISBN 0-8069-4075-1. 


MINICK, Michael. 796.8159 
The wisdom of kung fu. New York, 
Morrow, 1974. p. cm. ISBN 0-688-00264- 
1 [GV476.M45] 74-6257 4.95 

i. Karate—History. I. Title. 

Prepared from C.I.P. 


LIBBY, Bill. 796.9620922 B 
Pro hockey heroes of today. Ilustrated 
with photos. New York, Random House 
[1974] p. cm. ISBN 0-394-82761-9 
{Landmark giant #25) Profiles of twenty- 
~ four hockey stars including goalies, scoring 
leaders, and defensemen. [GV848.5.A1L52 
1974] 920 74-4929 3.95 

1. Hockey—Biography—Juvenile literature. 
L. Title. 

Prepared from C.I.P. 


BLAGDEN, David, 
1944- 

Very Willing Griffin; the story of the 
smallest boat ever to compete in the 
Singlehanded Transatlantic Race. [ist 
American ed.] New York, Norton [1974, 
c1973] xvi, 237 p. illus. 23 cm. 
[GV832.B52 1974] 74-168256 7.95 

1. Observer Transatlantic Singlehanded 
Saing Race. 2. Willing Griffin (Sloop) I. 
Ytle. 


LIEBERG, Owen S. 797.5°2'094432 
The first air race; the international 
competition at Reims, 1909 [by] Owen S. 
Lieberg. [Ist ed.] Garden City, N.Y., 
Doubleday, 1974. p. ISBN 0-385-07230-9 
Bibliography: p. [TL721.6.G7L5] 73-83649 
8.95 

l. Grande semaine d'aviation de 
Champagne, Ist, Reims, 1909. 2, Gordon 
Bennett aviation cup. I. Title. 

Prepared from C.I.P. 


797.140924 B 


JONES, Suzanne Norton. 798 
The art of western riding. Schooling 
photography by Tom Masamore. 
Drawings by Jean Shawbinger 1974 
edition. No. Hollywood, Calif, Wilshire 
Book Co. [1974, c1966] 162 p. illus. 21 
. cm. [SF309.J65] 0-87980,-273-1 2.00 (pbk.} 
1. Horsemanship. I. Title. 

L.C. card no. for original ed. 66-19683. 


*GANTON, Doris. 798.2 
Breaking and training the driving horse 
[by] Doris L. Ganton 1974 edition. No. 
Hollywood, Calif., Wilshire Book Co. 
[1974] 81 p., illus. 21 cm. ISBN 0-87980- 
272-3. (Wilshire horse lovers library) 
Bibliography: p. 81 [SF309] 2.00 (pbk.) 

1, Horsemanship. I. Title. 


BOLUS, Jim. 798’.43°0976944 
Run for the roses; 100 years at the 
Kentucky Derby. New York, Hawthorn 
Books [1974] ix, 209 p. illus. 29 cm. "An 
Associated features book.” [SF357.K4B64] 
73-14228 14.95 . 

i. Kentucky Derby. I Title. 


SPILLER, Burton L. 799.1°092°4 B 
Fishin’ around [by] Burton L. ‘Spiller. Illus. 
by Milton C. Weiler. Foreword by H. G. 
Tapply. [New York] Winchester Press 
(1974) ix, 245 p. illus. 25 cm. ISBN 0- 
87691-128-9 [SH456.863]} 73-88872 10.00 
I. Fly fishing. 2. Fishing—Nova Scotia. 3. 
Fishing—Maine. 4. Fishing—Quebec 
(Province) I. Title. 


EARP, Samuel A. 799.172 
The blue water bait book; secrets of 
successful big game fishing [by] Samuel A. 
Earp and William J. Wildeman. [1st ed.] 
Boston, Little, Brown [1974] p. ISBN 0- 
316-20330-0 ”A Sports illustrated book.” 
(SH457.5.E18] 74-5273 7.95 

1. Big game fishing. 2. Bait. I Wildeman, 
William J., joint author. II. Title. 

Prepared from C.I.P. 


SHINGLETON, John D. 799.P T55 
The trout, the whole trout, and nothing but 
the trout; solemnly sworn testimony on 
America’s no. | gamefish and how to hook 
him [by] John D. Shingleton and Phil 
Frank. [New York] Winchester Press 
[1974] 143 p. illus. 17 x 24 cm. ISBN 0- 
87691-138-6 [SH687.S42] :73-89592 5.95 

I. Trout fishing. 2. Trout  fishing— 
Caricatures and cartoons. I. Frank, Phil, 
iilus. II. Title. 


EDWARD, of Norwich, 2d Duke 
of York, 13737-1415. 

The master of game; the oldest English 
book on hunting. Edited by Wm. A. and F. 
Baillie-Grohman. With a foreword by 
Theodore Roosevelt. New York, Duffield 
& Co., 1909. [New York, AMS Press, 
1974] p. cm. ISBN 0-404-56541-7 In large 
part a translation from Count Gaston de 
Foix’s Livre de chasse. Includes the 
ariginal text and a modernized version. 
Bibliography: p. [SK25.E25 1974] 78- 
178528 45.00 

i. Hunting—Early works to 1800. I. 
Gaston ITI Phoebus, Count of Foix, 1331- 


799.2 


i391. Phebus des dedutz de la chasse. IT. 


Title. 
Prepared from C.I.P. 


SCHUYLER, Keith C. 799.2715 
Bow hunting for big game, by Keith C. 
Schuyler. [Harrisburg, Pa.] Stackpole 
Books [1974] p. cm. ISBN 0-8117-0309-6 
[SK36.S38] 74-6276 8.95 

4. Hunting with bow and arrow—North 
America. 2. Big game hunting—North 
America. 3. Hunting with bow and 
arrow—Law and legislation—North 
America, I. Title. 

Prepared from C.I.P. 


800 LITERATURE 


O DONOVAN, Michael, 
1966. 

Towards an appreciation of literature, by 
Frank O'Connor. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. Reprint of the 
1945 ed. published by Metropolitan Pub. 
Co., Dublin, in series: The Appreciation 
series. [PN58.03 1974b] 74-11154 7.75 

1. Literature—Addresses, essays, lectures. 
I. Title. II. Series: The Appreciation series. 
Prepared from C.I.P. 


CECIL, David, Lord, 1902- 801.9 
Reading as one of the fine arts. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
”An inaugural lecture delivered before the 
University of Oxford on 28 May 1949.” 
Reprint of the 1949 ed. published by 
Clarendon Press, Oxford. [PN83.C4 1974] 
74-11034 4.50 


1903- 801 


” LEAVIS, Frank Raymond, 


800 LITERATURE 


1. Books and reading. 2. Littrature. I. 
Title. 
Prepared from C.I.P. 


POLLARD, Richard N. 801’.9 
From human sentience to drama; principles 
of critical analysis, tragic and comedic [by] 
Richard N. Pollard and Hazel M. (Batzer) 
Pollard. Athens, Ohio University Press 
[1974] ix, 310 p. 23 cm. ISBN 0-8214- 
0135-1 [BF531.P64] 73-85447 10.00 

1. Emotions. 2. Psychology and literature. 
i Pollard, Hazel M. Batzer, 1914- joint 
author. IT. Title. 


JAMESON, Fredric. 8017.95 
Marxism and form; twentieth-century 
dialectical theories of literature. Princeton, 
N.J., Princeton University Press [1974, 
c1971] xix, 432 p. 22 cm. ISBN 0-691- 
01311-X. Bibliography: p. 417-424. 
[PN98.C6J3 1974] 71-155962 3.45 (pbk.) 
1. Criticism. 2. Dialectical materialism. 3. 
Communism and literature. I. Title. 


801.95 
1895- 
How to teach reading, a primer for Ezra 
Pound, by F. R. Leavis. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1932 ed. published by G. 
Fraser, The Minority Press, Cambridge, 
Eng. Contents.—Critical of Mr. Pound.— 
Positive suggestions. [PN83.P63 1974] 74- 
12156 7.50 
I. Pound, Ezra Loomis, 1885-1972. How 
to read. 2. Literature—Study and teaching. 
I. Title. 
Prepared from C.I.P. 


WATSON, George, 801.950942 


1927- 
The literary critics: a study of English 
descriptive criticism. 2nd ed. 


Harmondsworth, Penguin, 1973. xi, 240 p. 
18 cm. ISBN 0-874-71186-X (Pelican 
books) Bibliography: p. 221-231. 
[PN99.G7W3 1973b] 73-331230 

l. Criticism—Great Britain—History. I. 
Title. 

Distributed by Rowman and Littlefield, 
9.00 


ELTON, Oliver, 1861- 
1945. 
The nature of literary criticism; a lecture 
given in the University of Manchester on 
the Ludwig Mond Foundation, Tuesday, 
Jan. 15, 1935. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1935 ed. published by Manchester 
University Press, Manchester, England, 
which was issued in series: Manchester. 
University lectures, no. 32. Includes 
bibliographical references. [PN85.E6 1974] 
74-12462 5.00 (lib. bdg.). . 
1. Criticism. I. Title. II. Series: Manchester 
University lectures, no. 32. 
Prepared from C.I.P. 


VOGEL, Nancy. 807°.11’73 B 
Robert Frost, teacher. (Bloomington, Ind.] 
Phi Deita Kappa [1974] vii, 99 p. 23 cm. 
Bibliography: p. 93-94. [PS3511.R94Z98] 
73-89797 3.95 (pbk.) 

1. Frost, Robert, 1874-1963—Biography— 
Teaching career. 


SMITH, Sidonie. 808 
Where I’m bound; patterns of slavery and 
freedom in Black American autobiography. 
Westport, Conn., Greenwood Press [1974] 
p. cm. ISBN 0-8371-7337-X (Contributions 
in American studies, no. 16) Bibliography: 
p. [E185.625.864] 73-20973 9.95 (lib. 
bdg.) 

i. ee ee 2. Negroes— 


801.951 
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800 LITERATURE d 
Race identity. 3. Autobiography—History 
and criticism. I. Title. 

Prepared from C.I.P. 


CREWS, Frederick C. 808’.042 
The Random House handbook [by] 
Frederick Crews. [Ist ed] New York, 
Random House [1974] xviii, 409 p. 24 cm. 
ISBN 0-394-31065-9 [PE1408.C715] 73- 
13640 6.95 

1. English language—Rhetoric. 2. English 
language-—-Grammar—1950- I. Title. 


GUTH, Hans Paul, 1926- 808’.042 
American English today. General editor 
and senior author: Hans P. Guth. 
Contributing author: Edgar H. Schuster. 
New York, Webster Division/McGraw-Hill 
[1974- v. illus. 25 cm. Contents.—[1] 
Exploring English—[2] Our common 
language. Graded texts offer instruction in 
composition, word study, grammar, usage, 
mechanics, and speech. tbE1408.6933] 74- 
166530 6.60 (each); teacher’s edition and 
workbook available. 

i. English language—Composition and 
exercises, 2. English language— 
Grammar-—1950- I. Schuster, Edgar 
Howard, 1930- joint author. II. Title. 


HAWLEY, Robert C. 808’.042 
Writing for the fun of it; an experience- 
based approach to composition [by] Robert 
C. Hawley [and] Isabel L. Hawley. 
Amherst, Mass., ERA Press, 1974. vii, 109 
p. 21 cm. ISBN 0-913636-02-9 
Bibliography: p. 105-107. [PE1065.H37] 
73-83548 2.95 (pbk.) 

1. English language—Study and teaching. 
2. English language-—-Composition and 
exercises. I. Hawley, Isabel L., joint author. 
I. Title. 


ROTHWELL, Kenneth 
Sprague. 

Questions of rhetoric and usage [by] 
Kenneth S. Rothwell. 2d ed. Boston, Little, 
Brown [1974] xix, 317 p. 22 cm. Includes 
bibliographical references. [PE1408. R73 
1974] 73-20935 4.50 (pbk.); instructor’s 
manual free. 

i. English language—Rhetoric. 2. English 
language-——Usage. I. Title. 


TIBBETTS, A. M. 808.04’2 
Strategies of rhetoric [by] A. M. Tibbetts 
[and] Charlene Tibbetts. Rev. Glenview, 
I., Scott, Foresman [1974] 383 p. illus. 24 
cm. ISBN 0-673-07856-6 [PE1408.T48 
1974] 73-91030 5.95 (pbk,). 

1. English language—Rhetoric. I. Tibbetts, 
Charlene, joint author. IT. Title. 


808’.042 


FABRIZIO, Raymond, 
comp. 
The rhetoric of no [by] Ray Fabrizio, 
Edith Karas [and] Ruth Menmuir. 2d ed. 
New York, Holt, Rinehart and Winston 
[1974] xi, 432 p 23 cm. Includes 
bibliographical references. [PE1122.F25 
1974} 73-16247 5.95 (pbk.) 
1. College readers. I. Karas, Edith, joint 
comp. II, Menmuir, Ruth, joint comp. HI. 
Title. 


808’.04275 


HERMAN, Jerry, 1938- 
comp. 

A time in their lives; writings from 
personal experience. San Francisco, 
Canfield Press [1974] v, 378 p. 23 cm. 
ISBN 0-06-383630-0 [PE1417.H43] 73- 
7191 5.75 (pbk.). 

1. College readers. I. Title. 


KREUZER, James R., 
1913-1971, ed. 

Studies in prose writing [by] James R. 

Kreuzer [and] Lee Cogan. 3d ed. by Lee 


808’.04275 


8087.04275 
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Cogan. New York, Holt, Rinehart and 
Winston [1974] xiii, 453 p. 23 cm. 
[PE1417.K7 1974] 73-15806 5.95 (pbk.) 

1. English language—Rhetoric. 2. College 
readers. I. Cogan, Lee. Il. Title. 


LESTER, James D., 808’.04275 
comp. 
Patterns; readings for composition 


[compiled by] James D. Lester. Dubuque, 
Towa, W. C. Brown Co. [1974] xiii, 399 p. 
23 cm. ISBN 0-697-03712-6 [PE1417.L44] 
73-89024 5.50 (pbk.); instructor’s manual 
gratis. 

i. English language—Rhetoric. 2. College 
readers. I. Title. 


MAKELY, William, comp. 
City life; writing from experience. New 
York, St. Martin’s Press [1974] 277 p. 
illus. 23 cm. [PE1122.M345] 73-88805 
4.50 (pbk.) 

1. College readers. I. Title. 


MICHEL, Lois A., comp. 808.04275 
Another way out; a thematic reader [by] 
Lois A. Michel. 2d ed. New York, Holt, 
Rinehart and Winston [1974] xvi, 368 p. 
illus. 23 cm. First ed. published in 1968 
under title: Way out. [PE1122.M5 1974] 
73-15807 5.95 (pbk.) 

1. College readers. I. Title. 


NORMAN, Maxwell H., 
comp. 

Dimensions of the future: alternatives for 

tomorrow [by] Maxwell H. Norman. New 

York, Holt, Rinehart and Winston [1974] 

xviii, 334 p 23 cm. Includes 

bibliographical references. [PE1122.N66] 

73-15733 4.95 (pbk.) , 

1. College readers. I. Title. 


WEISMAN, Herman M. 808°.066°6021 
Basic technical writing [by] Herman M. 
Weisman. 3d ed. Columbus, Ohio, Merrill 
[1974] xviii, 453 p. illus. 26 cm. ISBN 0- 
675-08833-X Bibliography: p. 347-355. 
[T11.W43 1974] 73-90882 11.95 

1. Technical writing. I. Title. 


8087.04275 


CAVANAUGH, William C., 
comp. 

Introduction to poetry [by] William C. 
Cavanaugh. Dubuque, Iowa, W. C. Brown 
Co. [1974] xxxiv, 422 p. 22 cm. ISBN 0- 
697-03956-0 [PS586.C33] 74-76527 5.95 
(pbk.). 

i. American poetry. 2. English poetry. 3. 
Poetics. I. Title. 


808.1 


HOGINS, James Burl, comp. 808.1 
Literature: poetry. Chicago, Science 
Research Associates [1974] ix, 360 p. illus. 
24 cm. ISBN 0-574-19130-5 
[PN6101.H64] 73-89379 6.36 (pbk.) 

1. Poetry—Collections. I. Title. 


BROOKS, William Dean, 1929- 808.5 
Speech communication [by] William D. 
Brooks. 2d ed. Dubuque, Iowa, W. C. 
Brown [1974] xii, 408 p. illus. 24 cm. 
ISBN 0-697-04140-9 Includes 
bibliographical references. [PN4121.B724 
1974] 73-92538 8.95; instructor’s manual 
gratis. 
i. Oral communication. I. Title. 


DICKENS, Milton. 808.5 
Speech; dynamic communication. 3d ed. 
New York, Harcourt Brace Jovanovich 
[1974] viii, 400 p. illus. 24 cm. ISBN 0-15- 
583193-3 Includes bibliographical 
retenes [PN4121.D47 1974] 73-15373 
8.9 
1. Public speaking. 2. Speech. I. Title. 


808’.04275_ - 
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KNICKERBOCKER, Kenneth 
Leslie, ed. 

Interpreting literature; preliminaries to 
literary judgment [by] K. L. Knickerbocker 
[and] H. Willard Reninger. Sth ed. New 
York, Holt, Rinehart and Winston [1974] 
xxxi, 909 p. 25 cm. [PN6014.K57 1974] 
73-10247 9.95 

1. Literature—Collections. I. Reninger, 
Harry Willard, 1900- joint ed. IL. Title. HI. 
Title: Preliminaries to literary judgment. 


808.8 


*NEW directions in prose 808.8 
and poetry. > 
No. 28, edited by James Laughlin is 


available from New Directions, N.Y., for 
3.95. ISBN 0-8112-0525-8. L.C. card no.: 
37-1751. 


PERRINE, Laurence, comp. 808.8 
Literature: structure, sound, and sense. 2d 
ed. New York, Harcourt Brace Jovanovich 
[1974] xxvi, 1508 p. 22 cm. ISBN 0-15- 
551102-5 ”Fiction section is fourth edition 
of [the author’s] Story and structure; the 
poetry section is the fourth edition of [the 
author’s] Sound and sense.” [PN6014.P4 
1974] 73-15237 9.95 

I. Literature—Collections. 2. Literature— 
History and criticism—Theory, ete. I. 

ttle. 


RIEDE, David Charles, 
1925- comp. 

Pagans, Christians, and Jews [by] David C. 
Riede [and] J. Wayne Baker. Rev. ed. 
Dubuque, Iowa, Kendall/Hunt Pub. Co. 
[1974] v, 149 p. 28 cm. ISBN 0-8403- 
0440-4 [PA3621.R54] 73-166489 4.25 

1. Classical literature—Translations into 
English. 2. English literature—Translations 


808.8°001 


from classical literature. I. Baker, J. 
Wayne, joint comp. II. Title. 
ISLA, Carlos. 808.8 1°04°7 


Domingo; poems, by Carlos Isla, C. W. 
Truesdale & Robert Bonazzi. Translated by 
Linda Scheer & Millie Vazquez McDaniel, 
Photos. by George Curtsinger. [ist ed.] 
New York, Latitudes Press, 1974. 96 p 

illus. 24 cm. English or Spanish. 
poroa, 19.855D6] 73-82314 4.50; 2.00 


(pbk 

I. Truesdale, Calvin William, 1929- H. 
Bonazzi, Robert. NT, Title. f 
DIETRICH, R. F., comp. 808.8371 


The art of fiction; a handbook and 
anthology [compiled by] R. F. Dietrich 
[and] Roger H. Sundell. 2d ed. New York, 
Holt, Rinehart and Winston [1974] x, 534 
p. 23 cm. [PZ1.D555Ar6] [PN6014] 73- 
10097 6.25 

L. Short stories. 2. Short story. I. Sundell, 
Roger H., joint comp. I. Title. 


HOGINS, James Burl. 808.83°1 
Literature: fiction. Chicago, Science 


Research Associates [1974] 364 p. illus. 24 
cm. ISBN 0-574-19130-5 [PZ1.H563Li] 
([PN6014] 73-90125 4.95 

f. Short stories. I. Title. 


WAGNER, Ruth H., comp. 808.88'2 
Bouquets for mother. Compiled by Ruth 
H. Wagner. Designs by Dorothy Peebles. 
[Norwalk, Conn.] C. R. Gibson Co. [1974] 
85 p. 21 cm. ISBN 0-8378-1761-7 Subtitle 
on cover: Tokens of love. [PN6084.M6W3] 
73-86689 3.95 


I. Mothers—Quotations, maxims, etc. I. 
Title. 
GIBIAN, George. 809 


Tolstoj and Shakespeare. [Folcroft, Pa.] 
Folcroft Library Editions, 1974 [c1957] p. 
cm. Reprint of the ed. published by 
Mouton, The Hague, which was issued as 


AUGUST 31,1974 


no. 4 of Musagetes; contributions to the 
history of Slavic literature and culture. 
Includes bibliographical references. 
(PG3411.G5 1974] 74-11281 6.50 

1. Tolstoi, Lev Nikolaevich, graf, 1828- 
1910—Criticism and interpretation. 2. 
Shakespeare, William, 1564-1616— 
Appreciation. I Title. If. — Series; 
Musagetes; contributions to the history of 
Slavie literature and culture, 4. 

Prepared from C.LP. 


ROYSTER memorial studies, 809 
edited by Louis B. Wright [and others] 
[Folcroft, Pa.) Folcroft Library Editions, 
1974. p. cm. Reprint of the 1931 ed. 
published by the University of North 
Carolina Press, Chapel Hill. [P512.R6 
1974] 74-12493 25.00 

l. Royster, James Finch, 1880-1930. 2. 
Philology—Addresses, essays, lectures. 3. 
-English _ literature-——Addresses, essays, 
lectures. 4. Literature—Addresses, essays, 
lectures: I. Wright, Louis Booker, 1899- 
ed. 

Prepared from C.I.P, 


BRETT-JAMES, Antony, 1920- 809.03 
The triple stream; four centuries of 
English, French, and German literature, 
1531-1930. [Folcroft, Pa.] Folcroft Library 
Editions, 1974 [c1954] p. cm. Reprint of 
the ed. published by Dufour Editions, 
Pnitadelphie; [PN701.B7 1974] 74-13161 
17.50 

1. Literature, Modern—Outlines, syllabi, 
ete. I. Title. 

Prepared from C.I.P. 


COCKSHUT, A. O. J. 809.034 
Truth to life; the art of biography in the 
nineteenth century [by] A. O. J. Cockshut. 
New York, Harcourt Brace Jovanovich 
1974] p. cm. ISBN 0-15-191322-6 
CT21.C58 1974b] 74-7460 7.50 

1. Biography (as a literary form) I. Title. 
Prepared from C.I.P. 


ELTON, Oliver, 1861-1945. 809.1 
Literary fame, a Renaissance study. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of a privately printed 
ed. Includes bibliographical references. 
[PN1055.E44 1974] 74-12470 4.50 

1. Poetry—Addresses, essays, lectures. I. 
Title. 

Prepared from C.I.P, 


CHILDREN'S literary 809’.89282 
almanac. 1973- Pelham, N.Y., G. Kurian 
Reference Books. v. 28 cm. ”A director 
of children’s literature. [PN1009.A1C513] 
73-91215 6.95 (pbk.) 


i. Children’s literature, © American— 
Periodicals. 
Publisher’s address: Box 154 Pelham, 
N.Y. 10803 


WHEELBARGER, Johnny J. 809.89282 
Children’s literature handbook, by Johnny 
J. Wheelbarger. New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
8422-0442-3 Bibliography: 
[PN1009.A1 W45] 74- 9989 3. 45 Ypbk) 
4. Children’s literature—History 
criticism. I. Title. 

Prepared from C.I.P. 


HANSSON, Laura Mohr, 
1854- 
We women and our authors, by Laura 
Marhoim Hansson. An English rendering 
from the second edition of the German 
work, by Hermione Ramsden. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
em. Translation of ‘Wir frauen und unsere 
dichter. Reprint of the 1899 ed. published 


and 


809°.933°52 


by J. Lane, London and New York. 
[PN56.W6H23 1974] 74-12145 12.75 

I. Women in literature. 2. Women—Social 
and moral questions. I. Title. 

Prepared from C.I.P. Contents omitted. 


HAWTHORNE, Julian, 1846- 810.9 
4. 

Confessions and criticisms. New York, 
AMS Press [1974, c1886] p. cm. ISBN 0- 
404-08826-0 Reprint of the 1887 ed. 


published by Ticknor, Boston. [PS1847.C6 ` 


1974] 79-148795 11.50 
L Title. 
Prepared from C.I.P. 


BERCOVITCH, Sacvan, 
comp. 

The American Puritan imagination; essays 

in revaluation. [London, New York] 

Cambridge University Press [1974] viii, 

265 p 21 cm. ISBN 0-521-20392-9 

[PS185.B4] 73-94136 10.95 

I. American literature-—Colonial period, 

ca. 1600-1775—Addresses, essays, lectures. 

I. Title. 

Pbk., 3.95, ISBN 0-521-0984-6; Contents 

omitted. 


EMRICH, Duncan, 1908- 
comp. 
American folk poetry: an anthology. [lst 
ed.] Boston, Little, Brown [1974] p. ISBN 
0-316-23722-1 "A bibliography of 
American folksong,” compiled by J. C. 
Hickerson: p. [PS593.L8E5] 74-3499 20.00 
1. American ballads and songs. 2. Folk- 
songs, American. I. Title. 
Prepared from C.I.P. 
FOSON Henry Harvey, 811.04 
Ballads of the Kentucky highlands, by 
Henry H. Fuson. [Norwood, Pa.] Norwood 
Editions, 1974 [c1931] p. cm. Reprint of 
the ed. published by Mitre Press, London. 
Bibliography: p. [PS558.K4F8 1974] 74- 
11474 20.00 
1. Folksongs, American—Kentucky. 2. 
American ballads and songs. I. Title. 
Prepared from C.I.P. 


GOLDEN, Arthur, comp. 811.3 
Walt Whitman; a collection of criticism. 
New York, McGraw-Hill [1974] viii, 152 
p. facism. 21 cm. ISBN 0-07-023656-9 
(Contemporary studies in literature) 
Bibliography: p. 147-152 [PS3238.G6] 73- 
14670 2.25 (pbk.) 

1. Whitman, Walt, 1819-1892. 


HAYES, Will 8117.3 
Walt Whitman: the prophet of the new era. 
New York, Haskell House Publishers, 


810°.9°3 


8117.04 


1974. 194 p. 23 cm. ISBN 0-8383-1715-4. 


Reprint of the 1905 ed. published by C. W. 
Daniel, London [PS3238.H3 1974] 73- 
17310 11.95 (lib. bdg.). 

1, Whitman, Walt, 1819-1892. 


IANNETTA, Sabatino. 811°.3 B 
Henry W. Longfellow and Montecassino, 
his Rhode Island friendship, his birthplace. 
{Foleroft, Pa.] Folcroft Library Editions, 
1974. p. Reprint of the 1938 ed. published 
by Providence College, Providence, R.I. 
Includes bibliographical references. 
a 1974] 74-12262 10.00 (lib. 
g 

1. Longfellow, Henry Wadsworth, 1807- 
1882. 2. Monte Cassino (Benedictine 
monastery) I. Title. 

Prepared from C.LP. 


STOVALL, Floyd, 1896- 811.3 
The ‘foreground of Leaves of grass. 
Charlottesville, University Press of Virginia 
[1974] x, 320 p. 25 cm. ISBN 0-8139- 


a 800 LITERATURE 


0523-0 Includes bibliographical’ references. 
[PS3236.S8] 73-87861 15.00 
1. Whitman, Walt, 1819-1892—Knowledge 


and learning. 2. Whitman, Walt, 1819- 
1892—Biography. I. Title. 
CONROW, Robert. 811°.4B 


Field days. New York, Scribner [1974] p. 
cm. ISBN 0-684-13780-1 Bibliography: p. 
[PS1668.C6] 73-19358 7.95 

1. Field, Eugene, 1850-1895—Biography. I. 
Title. 

Prepared from C.I.P. 


GILMAN, Charlotte Perkins 
Stetson, 1860-1935. 

In this our world. New York, Arno Press, 

1974. p. cm. ISBN  0-405-06098-X 

(Women in America: from colonial times 

to the 20th century) Poems. Reprint of the 


8114 


1889 ed. published by Small, ‘Maynard, 
Boston. [PS1744.G5716 1974] 74-3951 
L Title. IL Series. 

Prepared from C.LP. 

FORD, Caroline. 811°.5°2 


The less traveled road; a study of Robert 
Frost. [Folcroft, Pa.] Folcroft Library 
Editions, 1974 [c1935} p. Reprint of the 
ed. published by Harvard University Press, 
Cambridge, which was issued as no. 4 of 
Radcliffe honors theses in English. 
Bibliography: p. [PS3511.R94Z65 1974] 
74-12496 6.50 
1. Frost, Robert, 1874-1963—Philosophy. 
I. Title. H. Series: Radcliffe honors theses 
in English, no. 4. 
Prepared from C.I.P. 
POUND, Ezra Loomis, 811.52 B 
The’ letters of Ezra Pound, 1907-1941, 
edited by D. D. Paige. London, Faber and 
Faber. New York, Haskell House 
Publishers [1974] p. cm. ISBN 0-8383- 
1991-2 Reprint of the 1951 ed. 
([PS3531.082Z53 1974] 74-11145 19.95 


1... Pound, Ezra Loomis, 1885-1972— 
Correspondence. 

Prepared from C.I.P. 

REDMAN, Ben Ray, 1896- 811.52 


1961. 
Edwin Arlington Robinson. [Folcroft, Pa.] 
Folcroft Library Editions, 1974 [c1926] p. 
Reprint of the ed. published by R. M. 
McBride, New York, which was issued as 


no. 6 of Modern American writers. ” Books 
by E. A. Robinson”: p. [PS3535.025Z8 
1974b] 74-11024 9.75 

1. Robinson, Edwin Arlington, 1869- 
1935—Criticism and interpretation. 
Prepared from C.I.P. 

CULLEN, Countee, 1903- 811’.5°208 


1946, ed. 
Caroling dusk; an anthology of verse by 
Negro poets. New York, Harper & Row 
[1974, cl927] xx, 236 p. 22 cm. ISBN 0- 
9991032672 [PS591.N4C8 1974] 73-18651 
1. American poetry—Negro authors. I. 
Title. 


ADLER, Lucile. 811.54 
The society of Anna, with Weather before 
women and The village Anna. Santa Fe, 
N.M., Lightning Tree [1974] 71 p. illus. 21 


cm. ISBN 0-89016-001-5 Poems. 
[PS3551.D6S6] 73-92471 5.95 

I. Title. 

ATKISS, Lincoln. 811.54 


Roses and a few others: a book of verse. 
Philadelphia, Dorrance [1974] 48 p. 22 cm. 
ISBN 0-8059-1999-6 [PS3551.T64R6] 74- 
75255 2.95 
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800 LITERATURE 
1. Roses—Poetry. I. Title. 


BEARNS, Robert James. 811.54 
The awakening electromagnetic spectrum. 
[San Francisco, Calif, Awakening 
Productions, 1974] xii, 108 p. illus. 21 cm. 
ISBN 0-914706-00-4 Poems. 
[PS3552.E174A9] 74-76050 3.95 (pbk.} 

L Title. 


Publisher’s address: 1632 Valley St. 
No. 5, San Francisco, Calif. 94123 


CLARK, Tom, 1941- 811°.5°4 
Blue. Ilus. by the author. Los Angeles, 
Black Sparrow Press, 1974. p. cm. ISBN 
0-87685-184-7 Poems. [PS3553.L29B5] 74- 
12264 15.00 

L, Title. 

Prepared from C.I.P. Pbk. 3.00; ISBN 0- 
87685-183-9. 


COTHRAN, Barry, 1952- 811.54 
Degenerate poems. Philadelphia, Dorrance 
[1974] 59 p. 22 cm. ISBN 0-8059-1983-X 
[PS3553.0764D4] 73-92952 3.50 

I. Title. 


CREELEY, Robert, 1926- 811.54 

Thirty things. Illustrator: Bobbie Creeley. 

— Angeles, Black Sparrow Press [1974] 
em. ISBN 0-87685-208-8 

[PS3505. R43T5] 74-12181 15.00 

1. Creeley, Bobbie, illus. I. Title. 

Prepared from C.I.P. Pbk., 3.00, ISBN 0- 

87685-207-X. 


CULROSS, Michael, 1942- 811°.5°4 

The lost heroes. [Pittsburgh] University of 

Pittsburgh Press [1974] p. cm. ISBN 0- 

8229-5251-3 (Pitt poetry series) Poems. 

(PS3553.U355L6] 74-4092 2.95 (pbk.) 
Title. 

Prepared from C.I.P. 


DAVIS, Carol Beery. 811°.5°4 
Home is north. Wus. by Diana Tillion. 
Francestown, N.H.. Golden Quill Press 
[1974] 68 p. illus. 20 cm. ISBN 0-8233- 
0200-8 [PS3507.A7133H6] 74-75634 4.00 
1. Alaska--Poetry. 2. Poetry of places— 
Alaska. I. Title. 


DAVISON, Peter. 811.54 
Walking the boundaries; poems, 1957- 
1974. [lst American ed.}] New York, 
Atheneum, 1974. 93 p 25 cm. 
[PS3554.A94W3] 73-93708 6.95 

L, Title. 


EIGNER, Larry 1927- 81154 
Things stirring together or far away. Los 
Angeles, Black Sparrow Press, 1974. 115 p. 
24 cm. ISBN 0-87685-188-X Poems. 
[PS3509.147T5] 73-23121 15.00 

I. Title. 

Pbk. 4.00, ISBN 0-87685-187-1. 


FISHER, Betty, 1900- 811.54 
”Confessions of a little old lady in tennis 
shoes!” Poems. Drawings by Al Wiseman. 
Millbrae, Calif., Celestial Arts [1974] 93 p. 
illus. 22 cm. ISBN 0-912310-43-X 
[PS3556.1798C6] 73-86644 2.95 (pbk.) 

L Title. 


GARRETSON, John, 1953- 811°.5°4 
The man in the moon is smiling at me. 
Illustrated by Claudia Ricketts. Millbrae, 
Calif., Celestial Arts [1974] [80] p. illus. 22 
cm. ISBN 0-912310-49-9 Poems. 
[PS3557.A718M3}] 73-86642 2.95 (pbk.) 

i. Title. 

GEORGE, Emery Edward, 811.54 

1933- 

Mountainwild: 


poems by Emery E. 


82 


ager Ann Arbor, Kylix Press [1974] 64 
em. ISBN  06-914408-00-3 

{PS3557. E48M6] 74-75962 1.95 

I. Title. 


GOLDBARTH, Albert. 811°.5°4 
Jan. 31, [lst ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
05955-8 [PS3557.0354J3] 73-22534 5.95 

I Title. 

Prepared from C.I.P. Pbk 2.95; ISBN 0- 
385-06085-8 


GRANDE, Ruth. 811°.5'4 
Haiku gathering. Philadelphia, Dorrance 
[1974] 42 p. 22 cm. ISBN 0-8059-1984-8 
[PS3557.R254H3] 73-92953 2.95 

1. Haiku, American. I. Title. 


HARRIS, William J., 
1942- 

Hey fella, would you mind holding this 

piano a moment; a book of poems, by 

William J. Harris. Ithaca [N.Y., Ithaca 

House, 1974] 42 p. 22 cm. ISBN 0-87886- 

044-4 [PS3558.A663H4] 74-168287 4.95 

I. Title. 

Pbk., 2.95, ISBN 0-87886-043-6. 


811.54 


HARRISON, Patricia A. 811.54 
With warmth and feeling, by Patricia A. 
Harrison. San Antonio, Tex., Naylor Co. 
[1974] v, 14 p. 22 cm. ISBN 0-8111-0534- 
2 Poems. [PS3558.A6716W5] 74-2875 3.95 
I. Title. 


HOFFMAN, Daniel, 1923- 811.54 
The center of attention; poems. [lst ed.] 
oad york, Random House [1974] xii, 77 
p- cm. ISBN 0-394-48951-9 
Pos3515. 02416C4] 73-15651 6.00 

L Title. 


HOFFMAN, Daniel, 1923- 811.54 
The center of attention; poems. New York, 
Vintage Books [1974] xii, 77 p. 21 cm. 
ISBN 0-394-71988-3 [PS3515.02416C4 
1974b] 73-15650 1.95 (pbk.) 

£, Title. 


JEROME, Judson. 8117.54 
I never saw ... Jilustrated by Helga 
Aichinger. Chicago, A. Whitman [1974] 
[30] p. col. illus. 29 cm. ISBN 0-8075- 
3514-1 A poem. Describes in verse a 
number of images a child dreams of but 
has never seen. [PZ8.3.J43lac] 73-22362 
3.95 

IL Aichinger, Helga, illus. II. Title. 


KAHN, Paul, 1949- 811.54 
A Kansas cycle: poems & journal. 
[Plainfield, Vt.] North Atlantic Books; 
[distributed by Book People, Berkeley, 


Calif., 1974] 56 p. illus. 23 cm. ISBN 0- 
913028-23-1 [PS3561.A38K3] 74-170883 
2.50 (pbk.). 

I Title. 


KESSLER, Ethel. 811.54 
All for fall, by Ethel and Leonard Kessler. 
New York, Parents’ Magazine Press [1974] 
p. cm. ISBN 0-8193-0735-1 Brief verses 
explore the colors and activities of fall. 
[PZ8.3.K44Al] 74-2249 4.95 

i. Autumn—Juvenile poetry. I. Kessler, 
Leonard P., 1920- joint author. I. Title. 
Prepared from C.LP. Library binding; 4.59, 
ISBN 0-8193-0736-X. 


KEYS, Kerry Shawn, 1946- 81.574 
Jade water. [ist ed] [Red bape Calif.] 
Kanchenjunga Press, 1974. p. cm. ISBN 
0-913600-29-6 Poems. [PS3561.E9433] 74- 
10894 3.95 

L Title. . 

Prepared from C.I.P. 
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KLIEWER, Warren, 1931- 811°.5°4 
Liturgies, games, farewells. Francestown, 
N.H., Golden Quill Press [1974] 63 p. 21 


cm. ISBN 0-8233-0199-0 Poems. 
[PS3521.L573L5] 74-75633 4.00 

L Title. 

LUSCHEI, Glenna. 81.94 


Back into my body; poems. With drawings 
by Ron Morgan. Berkeley [Calif.] Thorp 


Springs Press, 1974. p. cm. ISBN 0- 
914476-30-0 [PS3562.U75B3] 74-10804 
2.50 (pbk.) 

T. Title. 

Prepared from C.I.P. 

MAXSON, Gloria 811.54 


Stromseth. 
E Boston, Branden Press [1974] 64 


p. 22 cm. ISBN 0-8283-1541-8 Poems. 
[PS3563.A93K4] 73-93388 3.75 

. Title. 
NORSE, Harold. 8L1.5°4 


Hotel Nirvana; selected poems, 1953-1973. 
{San Francisco] City Lights [1974] 94 p. 
port. 16 cm. ISBN 0-57280-078:7 (The 
Pocket poets series, 32 
(PS3527.056H6] 73- 93942 2.00 pbk.) 

I. Title. I. Series. 


PERLMAN, John. 811°.5°4 
Dinner, 650 Warburton Avenue, Yonkers. 
New Rochelle, N.Y., Elizabeth Press 
[1974] [17] p. 22 cm. ”This edition 
consists of 300 copies.” [PS3566.E6916D5] 
74-170869 6.00 (pbk.) 

I. Title. 


POSTELLE, Edna Blalock. 811.54 
Drink the red morning. San Antonio, 
Naylor Co. [1974] viii, 62 p. 22 cm. ISBN 


0-8111-0533-4 Poems. [PS3566.0684D7] 
74-177 4.95 

L Title. 

REDDY, T. J., 1945- 8112.54 


Less than a score, but a point; poems, by 
T. J. Reddy. [1st ed] New York, Vintage 
Books [1974] p. ISBN 0-394-71080-0 
[PS3568.E343L4] 74-7173 2.95 (pbk.) 

Í. Title. 

Prepared from C.I.P. 


SANCHEZ, Sonia, 1935- 811.54 
A blues book for blue Black magical 
women. [lst ed.] Detroit, Broadside Press 
[1974] 62 p. 22 cm. ISBN 0-910296-78-2 


Poems. [PS3569.A468B5] 72-77309 1.95 

(pbk.) 

I. Title. 

SCHAEFFER, Susan 811.574 
Fromberg. 


Granite lady; poems. New York, Collier 


Books [1974] p. ISBN 0-02-070750-9 
[PS3569.C35G7 1974b] 74-7379 2.95 
(pbk.) 

I. Title. 

Prepared from C.I.P. 

SCHAEFFER, Susan 811.5°4 
Fromberg. 

Granite lady; poems. New York, 


Macmillan [1974] p. ISBN 0-02-607010-3 
[PS3569.C35G7] 73-21294 6.95 

I. Title. 

Prepared from C.I.P. 


SEESE, Ethel Gray. 811.54 
Psychie hinge. Francestown, N.H., Golden 
Quill Press [1974] 132 p. 21 cm. ISBN 0- 
8233-0202-4 Poems. [PS3569.E355P7] 74- 
75636 5.00 

£ Title. 


SOLDO, John J. 811.54 
Delano in America & other early poems, 


AUGUST 31,1974 
by John J. Soldo. New York, Pearl Press 


[1974] 144 p. illus. 23 cm. ISBN 0- 
914566-01-6 [PS3569.053D4] 74-77822 
3.95 (pbk.) 

L Title. 


VIERLING, Ronald. 811.54 
The prairie rider cantos. Vermillion, S.D., 
Dakota Press, 1974. vii, 45 p. 22 cm. 
ISBN 0-88249-020-6 [PS3572.I3P7] 74- 
78684 1.95 (pbk.). 

I. Title. 


HOPKINS, Lee Bennett, 
comp. 
On our way; poems of pride and love. 
Photos. by David Parks. New York, Knopf 
[1974] xiv, 63 p. illus. 22 cm. ISBN 0-394- 
` 82773-2 [PS591.N4H6] 73-15112 4.95 

i. American poetry—Negro authors. I. 
Parks, David, 1944- illus. II. Title. 
Contents omitted. 


BAILEY, Leaonead 
Pack. 

Broadside authors and artists; an illustrated 
biographical directory. Compiled and 
edited by Leaonead Pack Bailey. [1st ed.] 
ae Mich., Broadside Press [1974] 125 
p. illus. 23 cm. ISBN 0-910296-25-1 
[Z1229.N39B34] 70-108887 9.95 

I. American Iiterature—Negro authors— 
Bio-bibliography. I. Title. 


UNITED States. Library 811’.5°409 
of Congress. Gertrude Clarke Whittall 
Poetry and Literature Fund. 

American poetry at mid-century, by John 

Crowe Ransom, Delmore Schwartz, and 

John Hall Wheelock. Lectures presented 

under the auspices of the Gertrude Clarke 

Whittall Poetry and Literature Fund. 

[Folcroft, Pa.] Folcroft Library Editions, 

1974. p. Reprint of the 1958 ed. published 

by the Reference Dept., Library of 

Congress, Washington, D.C. Contents.— 

Ransom, J. C. New poets and old muses.— 

Schwartz, D. The present state of 

poetry.—Wheelock, J. H. The two 

knowledges, an essay on a certain 
resistance. Includes bibliographical 

reierenegs: [PS324.U55 1974] 74-11158 


John Crowe, 
American poetry—20th century— 
Addresses, essays, lectures. 3. Poetry— 
Addresses, essays, lectures. I. Schwartz, 
Delmore, 1913-1966. II. Wheelock, John 
Hall, 1886- III. Title. 
Prepared from C.I.P. 
aaa Joseph Twadell, 812.52 
The art of Eugene O’Neill, by Joseph T. 
Shipley. [Folcroft, Pa.] Folcroft Library 
Editions, 1974 {c1928] p. Reprint of the 
ed. published by University of Washington 
Book Store, Seattle, which was issued as 
no. 19 of University of Washington 
aie [PS3529.N5Z8 1974] 74-11023 
I, O'Neill, Eugene Gladstone, 1888- 
1953--Criticism and interpretation. L. 
Title. If Series: Washington (State). 
University. University of Washington 
chapbooks, no. 19. 

Prepared from C.1.P. 


811°.5°408 


811.5409 B 


1. Ransom, 1888- 2. 


BOURGEAULT, Cynthia. 812.54 
The Wakefield resurrection play; a 


fourteenth-century play. Translated from 
the Middle English and adapted for 
modern performance by Cynthia 
Bourgeault. New York, Seabury Press 
[1974] 53 p. illus. 21 cm. ISBN 0-8164- 
2083-1 ”A Crossroad book.” With 
incidental music. {PS3552.0834W3] 73- 
77769 2.95 (pbk.). 


T. Towneley plays. Resurreccio Domini. 
English. 1974. II. Title. 


DEVINE, Jerry. 812.54 
Children of the wind, a play. [New York] 
Dramatists Play Service [1974] 64 p. front. 
20 cm. [PN6120.A5D544] 74-168264 1.75 
(pbk.) 

L Title. 


MEDOFF, Mark Howard. 812.54 

When you comin back, Red Ryder? A play 

in zwo acts, by Mark Medoff. [New York] 

Dramatists Play Service [1974] 61 p. illus. 

a oa [PS3563.E27W48] 74-169208 1.75 
bk. 


I. Title. 


ELWOOD, Roger, comp. 813.0876 
Continuum. New York, Putnam [1974- v. 
21 cm. [PZ1.E49Co] [PS648.S3] 73-87184 
5.95 (v. 1) 

1. Science fiction, American.'I. Title. 


ELWOOD, Roger, comp. 813°.0876 
Long night of waiting, by Andre Norton, 
and other stories. Edited by Roger 
Elwood. Nashville, Aurora Publishers 
[1974] v, 212 p. 24 cm. ISBN 0-87695- 
149-3 Cover title: Long night of waiting 
and other stories. [PZ1.E49Lo] [PS648.S3] 
72-85161 6.95 . 

1. Science fiction, American. I. Title. HM. 
Title: Long night of waiting and other 
stories. 

Centents omitted. 


FIELDS, Annie Adams, 813.3 B 
1834-1915. 
Nathaniel Hawthorne. [Folcroft, Pa.) 


Falcroft Library Editions, 1974 [c1899] p 
Reprint of the ed. published by Small, 
Maynard, Boston, in series: The Beacon 
biographies of eminent Americans. 
Bibliography: p. [PS1881.F5 1974b] 74- 
11032 10.75 

1. Hawthorne, Nathaniel, 1804-1864— 
Biography. I. Series: The Beacon 
biographies of eminent Americans. 
Prepared from C.I.P. 


CABLE, George Washington, 
1844-1925. 

Gideon’s band; a tale of the Mississippi. 

Illustrated by F. C. Yohn. New York, 

Scribner, 1914. St. Clair Shores, Mich., 

Scholarly Press, 1974. ix, 500 p. illus. 22 

cm. ISBN 0-403-02959-7 [PZ3.C11Gi8] 

[PS1244] 72-84537 29.00 

I. Title. 


813.4 


CABLE, George Washington, 
1844-1925. 

Old Creole days. New York, Scribner, 
1887. St. Clair Shores, Mich., Scholarly 
Press, 1974. 303 p. front. 21 cm. ISBN 0- 
403-03056-6 Contents.—Madame 
Delphine.—Cafe des exiles.—Beilles 
Demoiselles Plantation.—”’Posson Jone!”— 
Jean-ah i ei Poulette.— Sieur 
George.—Madam Delicieuse. 
(PZ3.C11026] [PS1244] 72-84524 9.50 

L Title. 


813.4 


CABLE, George Washington, 8137.4 
1844-1925, 

*Posson Jone” and Pere Raphael. With a 
new word setting forth how and why the 
two tales are one. Illustrated by Stanley M. 
Arthurs. New York, Scribner, 1909. St. 
Clair Shores, Mich., Scholarly Press, 1974. 
v, 162 p. illus. 22 cm. ISBN 0-403-02950-3 
[PZ3. Cl1Po8] [PS1244] 72-84536 7.50 

i. Title. 


EGGLESTON, Edward, 1837- 
1902. 
The Hoosier school-master; a story of 


813'.4 


800 LITERATURE 


backwoods life in Indiana. New York, 
Grosset &' Dunlap. Rev., with an introd. 
and notes on the district, by the author. St. 
Clair Shores, Mich., Scholarly Press, 1974 
[c1913] 281 p. 21 cm. ISBN 0-403-03052- 
$ [P23 E29Ho25] [PS1582] 72-84564 8.95 
. Title. 


FREDERIC, Harold, 1856- 
898. 

The damnation of Theron Ware; or, 
Illumination. New York, Stone & Kimball, 
1897. St. Clair Shores, Mich., Scholarly 
Press, 1974. 512 p. 22 cm. ISBN 0-403- 


"813.4 


03054-4 [PZ3.F873D16] [PS1707] 72- 
84580 120.50 

I Title. 

FREDERIC, Harold, 1856- 8137.4 
1898. 


March hares. New York, D. Appleton, 
1904. St. Clair Shores, Mich., Scholarly 
Press, 1974 [c1896} 281 p. 22 cm. ISBN 0- 
403-02973-2 [PZ3.F873M8] [PS1707] 72- 
84581 11.50 
Z Title. 
FREDERIC, Harold, 1856- 8137.4 
1 k 
The market-place. Illustrated by Harrison 
Fisher. New York, F. A. Stokes Co. St. 
Clair Shores, Mich., Scholarly Press, 1974. 
401 p. illus. 22 cm. ISBN 0-403-02997-X 
A novel Reprint of the 1899 ed. 
(PZ3.F873Mal0]' [PS1707] 72-84584 16.50 
I Title. * 
HOWE, Edgar Watson, 1853- 8137.4 
A man story. Boston, Ticknor, 1889. St. 
Clair Shores, Mich., Scholarly Press, 1974 
[c1888] 380 p. 21 cm. ISBN 0-403-02961- 
9 [PZ3.H8364Man7] [PS2014.H5] 72- 
84674 15.50 
I. Title. 


TEMPLE, Jean. 813.4 B 
Blue ghost; a study of Lafcadio Hearn. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. Reprint of the 1931 ed. published 
by J. Cape, London; J. Cape & H. Smith, 
New, York. [PS1918.T4 1974] 74-11119 


1. Hearn, Lafcadio, 1850-1904—Biography. 
I. Title. 
Prepared from C.I.P. 


*BEST detective stories 
of the year. 

The 28th annual collection edited by Allen 

J. Hubin is available from Dutton for 6.95. 

BBN 0-525-06433-8. L.C. card no.: 46- 
872. 


BRUCCOLI, Matthew 
Joseph, 1931- 
Apparatus for F. Scott Fitzgerald’s The 
great Gatsby; <Under the red, white, and 
blue> by Matthew J. Bruccoli. [ist ed.] 
Columbia, University of South Carolina 
Press [1974] p. cm. ISBN 0-87249-313-X 
(South Carolina apparatus for definitive 


813.508 


813.52 


editions) Includes bibliographical 
os ([PS3511.19G825}] 74-4142 
4.95 


1. Fitzgerald, Francis Scott Key, 1896- 
1940. The great Gatsby. 2. Fitzgerald, 
Francis Scott Key, 1896-1940—Criticism, 
Textual. I. Title. I. Series. 

Prepared from C.I.P. 


CASTILLO Puche, Jose 813.52 
Luis. 
Hemingway in Spain; a personal 


reminiscence of Hemingway’s years in 
Spain by his friend. Translated from the 
Spanish by Helen R. Lane. [ist ed.] 
Garden City, N.Y., Doubleday, 1974. xv, 


83 


800 LITERATURE 


388 p. illu’. 25 em. ISBN 0-385-08337-8 
Translation of Hemingway, entre la vida y 
1 muerte, [PS3515.E37Z584413}] 73-22150 
10.95" 

i. Hemingway, Ernest, 1899-1961—Homes 
and haunts-~Spain. 2. Hemingway, Ernest, 
1899-1961—Biography. I. Title. 


DABNEY, Lewis M. 813°.5°2 
The Indians of Yoknapatawpha; a study in 
literature and history [by] Lewis M. 
Dabney. Baton Rouge, Louisiana State 
University Press [1974] 163 p. 23 cm. 
ISBN 0-08-710058-7 Includes 
bibliographical references. 
{PS3511.A86Z7815] 73-77659 6.95 

L Faulkner, William, 1897-1962— 
Characters—-Indians. 2. Indians of North 
America—Mississippi. I. Title. 
DU BOIS, William Edward 813.52 

Burghardt, 1868-1963 

The quest of the silver fleece; a novel. 
New introd. by Herbert Aptheker. 
Millwood, N.Y., Kraus-Thomson 
Organization [1974] p. cm. ISBN 0-527- 
25325-1 Reprint of the 1911 ed. published 
by A. C. McClurg and Co., Chicago. 
Pena! [PS3507.U143] 74-7364 
15. . 


I. Title. 
Prepared from C.I.P. 


PHILLIPS, David Graham, 
1867-1911. 

The second generation. New York, D. 

Appleton, 1907. St. Clair Shores, Mich., 

Scholarly Press, 1974. 334 p. 21 cm. ISBN 

0-403-02971-6 [PZ3.P543Se19] 

[PS3531.H5] 72-84630 13.50 


813.52 


I. Title. 
mae David Graham, 813°.5°2 
The pera, secretary. With illus. by 


Clarence F. Underwood. Decorations by 

Ralph Fletcher Seymour. Indianapolis, 

Bobbs-Merrill. St. Clair Shores, Mich., 

Scholarly Press, 1974 [c1905] 197 p. illus. 

em. ISBN 0-403-03051-X 

iPzs E 3435010] (PS3531.H5] 72-84627 8.95 
ïtle. 


BALLIETT, Whitney. 813.54 
Alec Wilder and his friends, a small 
aristocracy. Boston, Houghton Mifflin Co., 
1974. p cm. ISBN 0-395-19398-2 
[ML385.B24] 74-6272 6.95 

1. Wilder, Alec. 2. Jazz musicians. I. Title. 
Prepared from C.I.P. 


BENNETT, Susan. 813.54 
The underground cats. New York, 
Macmillan [1974] [32] p. col. illus. 22 cm. 
ISBN 0-02-709100-7 Translated and 
adapted from an Italian fable. The efforts 
of both the good stepdaughter and lazy 
daughter are appropriately rewarded by the 


cats they find underground. 
[PZ8.2.B4692Un] 398.2 E 73-18360 5.95 
(lib. bdg.) 

f Title. 

EFFINGER, George Alec. 813.54 


Mixed feelings; short stories. [1st ed.] New 
York, Harper & Row [1974] p. cm. ISBN 
0-06-011146-1 [PZ4.E27Mi] [PS3555.F4] 
74-4858 7.95 

I Title. 

Prepared from C.I.P. Contents omitted. 


ELWOOD, Roger, comp. 813.54 
The many worlds of Poul Anderson. [1st 
ed.] Radnor, Pa., Chilton Book Co. [1974] 
p. cm. ISBN 0-8019-5950-0 Includes 
bibliographical references. [PZ4.E522Man] 
[PS3551.N378] 74-3445 6.95 

1. Anderson, Poul, 1926- —Criticism and 


84 


interpretation. 2 Science fiction, 

American. I Anderson, Poul, 1926- H. 

Title. 

Prepared from C.I.P. Contents omitted. y 

WIBBERLEY, Leonard 813.54 

Patrick O’Connor, 1915- 

Guarneri: story of a genius [by] Leonard 

Wibberley. New York, Farrar Straus, 

Giroux [1974] p. ISBN 0-374-32822-6 A 

biography of the Italian violin maker 

whose instruments, unappreciated in his 

ak were deemed among the greatest 
ears after his death. 

[ML3930. G92W5] 92 74-8142 5.95 

1. Guarneri, Giuseppe, b. 1686?—Juvenile 

literature. I. Title. 

Prepared from C.LP. 


CARRINGTON, Ulrich 
Steindorff, 1888- 
The making of an American; an adaptation 
of memorable tales by Charles Sealsfield 
[by] Ulrich S. Carrington. Foreword by 
Ray Allen Billington. Dallas, SMU Press 
[1974] xii, 211 p. 24 cm. ISBN 0-87074- 
143-8 (Bicentennial series in American 
studies, 2) [PZ4.C3187Mak] 


813°.7 


‘[PS3553.A7634] 74-77736 7.95 


1. + Sealsfield, Charles, 1793-1864. I 
Sealsfield, Charles, 1793-1864. Il. Title. 
Contents omitted. 


*AMERICAN literary 814°.008 
scholarship. 

Vol. 10, 1972 edited by Albert Robbins is 
available from Duke Univ., Durham, N.C. 


for 11.75. ISBN 0-8223-0324-8. L.C. 

card no.: 65-19450 

EMERSON, Ralph Waldo, 814’.3 
1803-1882. 


Uncollected lectures; reports of lectures on 
American life and natural religion. 
Reprinted from the Commonwealth. Edited 
by Clarence Gohdes. ([Folcroft, Pa.] 
Folcroft Library Editions, 1974 [c1932] p. 
cm. Reprint of the ed. published by W. E. 
Rudge, New York. Contents.—Public and 
private education.—Social aims.— 
Resources.—Table-talk.—Books.— 
Character.—Natural religion. Includes 
bibliographical references. [PS1602.G6 
1974] 74-13155 10.00 

I, Gohdes, Clarence Louis Frank, 1901- 
ed, II. Title. 

Prepared from C.I.P. 


WAGENKNECHT, Edward 814.3 B 
Charles, 1900- 
Ralph Waldo Emerson; portrait of a 


balanced soul [by] Edward Wagenknecht. 
New York, Oxford University Press, 1974. 
307 p. port. 21 cm. ISBN 0-19-501766-8 
Bibliography: p. [285]-295. [PS1631.W3] 
73-87615 8.95 

1. Emerson, Ralph Waldo, 1803-1882. 


WESTBROOK, Perry D. 814.4 
John Burroughs, by Perry D. Westbrook. 
New York, Twayne Publishers [1974] 146 
p. 21 cm. ISBN 0-8057-0117-6 (Twayne’s 
United States authors series, 227) 
Bibliography: p. 138-143. [PS1226.W4] 70- 
152018 5.50 

I. Burroughs, John, 1837-1921. 


JOHNSTON, Jill. 814.54 
Gullibles travels. New York, Links; 
[distributed by Quick Fox, 1974] xv, 283 
. illus. 22 cm. ISBN 0-8256-3036-3 
[PS3560.03894G8] 73-89674 4.95 (pbk.). 
£. Title. 


WEBER, Ronald, comp. 8187.08 
The reporter as artist: a look at the new 
journalism controversy. New York, 
Hastings House [1974] 312 p. 24 cm. 


-AMERICAN BOOK PUBLISHING RECORD. 


ISBN 0-8038-6330-6 (Communication arts 
books) Bibliography: p. 305-306. 
[PN4867.W4] 73-19896 11.50 

1. Journalism-—United States—Addresses, 
essays, lectures. 2. American prose 
literature—20th century—Addresses, 
essays, lectures. f, Title. 

Pbk., 6.50, ISBN 0-8038-6333-0. 


WOLF, William J. 818°.3°09 
Thoreau: mystic, prophet, ecologist [by] 
William J. Wolf. Philadelphia, United 
Church Press [1974] 223 p. 22 cm. ISBN 
0-8298-0269-X ”A Pilgrim Press book.” 
Bibliography: p. 207-208. [PS3057.R4W6] 
73-22368 5.95 

1. Thoreau, Henry David, 1817-1862— 
Religion and ethics. L Title. 


VORSE, Mary Marvin 
Heaton. 
Autobiography of an elderly woman. New 
York, Arno Press, 1974 [c1911] p. cm. 
ISBN 0-405-06125-0 (Women in America: 
from colonial times to the 20th century) 
Reprint of the ed. published by Houghton 
Mifflin, Boston. [PS3543.088Z52 1974] ' 
74-3977 15.00 
1. Vorse, Mary Marvin Heaton. I. Title. IT. 
Series. 
Prepared from C.LP. 


8187.5°209 B 


COHEN, Marvin. 818.5407 
Baseball the beautiful: decoding the 
diamond. Illus. by Paul Spina. Introd. by 
Jim Bouton. New York, Links [1974] x, 
120 p. illus. 22 cm. ISBN 0-8256-3034-7 
[GV873.C63] 73-89671 8.95 

I. Basebaill-—Anecdotes, facetiae, 
etc. T. Title. 

Pbk., 3.95, ISBN 0-8256-3030-4. 


GROSSINGER, Richard, 
1944- 

Martian homecoming at the all-American 

revival church. (Plainfield, Vt.] North 

Atlantic Books; [distributor: Book People, 

Berkeley, Calif., 1974] 117 p. 23 cm. ISBN 

0-913028-21-5 [PS3557.R66M3] 74- 

168195 3.00 

I. Title. 

Contents omitted. 


LEHMANN, Peter, 1938- 8187.5°407 
Masks. Illustrated by Claudia Ricketts. 
Millbrae, Ca[lif.] Celestial Arts [1974] [64] 
p. illus. 22 cm. ISBN 0-912310-69-3 
[PS3562.E429M3] 74-5973 2.95 (pbk.). 

I. Title. 


satire, 


818'.5°407 


NUTT, Grady. 818°.5°407 
The Gospel according to Norton. 
Nashville, Broadman Press [1974] 95 p. 
illus. 19 cm. ISBN  0-8054-5322-9 
Pea [PS3564.U8] 73-91610 1.95 


L Title. 


KINNAMON, Keneth, 818.5409 
comp. 

James Baldwin; a collection of critical 
essays. Englewood Cliffs, N.J., Prentice- 
Hall [1974] p. cm. ISBN 0-13-055566-5 
(Twentieth century views) (A Spectrum 

book) Bibliography: p. [PS3552.A45Z76] 
74-6175 6.95, 2.45 (pbk.) 

I. Baldwin, James, 1924- —Criticism and 

interpretation. 

Prepared from C.LP. 


FOWLER, John Henry, 1861- 
1932. 

De Quincey as literary critic. {Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

em. Reprint of the 1922 ed. published by 

the Oxford University Press, Oxford, Eng., 

which was issued as no. 52 of the English 


820.9 


"Association Pamphlet. 


AUGUST 31,1974 A 
[PR4537.F6 1974] 
74-11177 4.50 


I. De Quincey, Thomas, 1785-1859— 
Criticism and interpretation. 2. Criticism— 
Great Britain. I. Title. IL. Series: English 
Association. Pamphlet, no. 52. 

Prepared from C.I.P. 


CHAMPION, Larry S. 820’.9°005 
Quick springs of sense; studies in the 
eighteenth century, edited by Larry S. 
Champion. Athens, University of Georgia 
Press [1974] viii, 254 p. 25 cm. ISBN 0- 


8203-0313-5 Includes bibliographical 
references. [PR442.C47] 72-86783 9.00 
1. English literature—18th century— 


Addresses, essays, lectures. I. Title. 


ASHTON; Helen, 1891- 820°.9°007 B 
8. 

I had a sister; a study of Mary Lamb, 
Dorothy Wordsworth, Caroline Herschel 
{and] Cassandra Austen, by Helen Ashton 
& Katharine Davies. With illus. by William 
Townsend. [Folcroft, Pa.] Folcroft, Library 
Editions, 1974. p. cm. Reprint of the 1937 
ed. published by L. Dickson, London. 
Includes bibliographies. [PR119.A8 1974] 
74-13304 22.50 

l. Lamb, Mary Ann, 1764-1847— 
Biography. 2. Wordsworth, Dorothy, 1771- 
1855—Biography. 3. Herschel, Caroline 


- Lucretia, 1750-1848. 4. Austen, Cassandra, 


1773-1845. 5. Brothers and sisters. I. 
Davies, Katharine N. Ashton. If. Title. 
Prepared from C.I.P. 


PARROTT, Thomas Marc, 
1866-1960. 

A companion to Victorian literature [by] 
Thomas Marc Parrott fand] Robert 
Bernard Martin. Clifton [NJ] A. M. 
Kelley, 1974 [c1955] xi, 308 p. port. 21 

ISBN 0-678-02772-2 (Scribner reprint 
editions) Reprint of the ed. published by 


820.9008 


Scribner, New York. Includes 
bibliographical references. [PR461.P3 
1974] 77-1576931 12.50 

1. English literature—19th century— 


History and criticism. 2. Great Britain— 
ĦHistory—Victoria, 1837-1901. I. Martin, 
Robert Bernard, joint author. If. Title. 


NICHOLSON, Norman, 1914- 820.93 
Man & literature. [Folcroft, Pa.) Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1943 ed. published by S.C.M. Press, 


London. [PR479.M3N5 1974] 74-11256 
17.50 : 
l. English  lHiterature—20th century— 


History and criticism. 2. Literature, 
Modern—20th — century—History and 
criticism. 3. Man-—-Constitution. I. Title. 
Prepared from C.I.P. 


THE Oxford book of light 821.008 
verse; chosen by W. H. Auden. London, 
Oxford University Press, 1973. xxiv, 553 p. 
21 cm. ISBN 0-19-881331-7 Includes 
index. Originally published Oxford, 
Clarendon Press, 1938. [PR1175.093 
1973] 74-162172 

1. English poetry. I. Auden, Wystan Hugh, 
1907- ed, 

Distributed by Oxford University Press, 
N.Y., 4.95 (pbk.) i 


RAWLINS, Margaret G., 
comp. 

Round about six, compiled by Margaret G. 
Rawlins, with illus. by Denis Wrigley. 
[London, New York] F. Warne [1973] 96 
p. illus. 25 cm. ISBN 0-7232-1728-9 An 
anthology of English and American poems 
for children “round about” age six. 
[PZ8.3.R233Ro] 73-80254 6.95 (U.S.) 

1. English poetry--Collections—Juvenile 
literature. 2. American poetry— 


821.008 


z 


Collections—Juvenile literature. I. Wrigley, 
Denis, illus. II. Title. 


CLARKE, Austin, 1896- 821°.009 
Poetry in modern Ireland. With illus. by 
Louis Le Brocquy. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1951 ed. published for the Cultural 
Relations Committee of Ireland by C. O. 
Lochlainn, Dublin, which was isgued as no. 
2 of Irish life and culture. Includes 
bibliographical references. [PB1333.C57 
1974] 74-12114 7.50 

i. Irish poetry—History and criticism. I. 
Title. IT. Series: Irish life and culture no. 2. 
Prepared from C.I.P. 


i 

DOUGLAS, George 821.009 

Brisbane, Sir, bart., 1856-1935. 
Scottish poetry; Drummond of 
Hawthornden to Fergusson. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
”Lectures delivered in the University of 
Glasgow.” Reprint of the 1911 ed. 
published by J. Maclehose, Glasgow. 
[PR8567.D6 1974] 74-13044 22.50 
1. English poetry—Scottish authors— 
History and criticism. 2. Scottish poetry— 
History and criticism. I. Title. 
Prepared from C.I.P. 


ELVIN, Herbert Lionel, 
1905- 

Introduction to the study of literature {by} 

Lionel Elvin. Vol. 1: Poetry. [Folcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 

Reprint of the 1949 ed. published by the 

Sylvan Press, London in series: Sylvan 

books on modern studies. A 2d projected 

vol. was not published. [PR502.E43 1974] 

74-11343 10.00 

1. English poetry—History and criticism. I. 

Title. 

Prepared from C.I.P. 


CULLEN, Patrick, 
1940- 
Infernal triad: the flesh, the world, and the 
devil in Spenser and Milton. Princeton, 
N.J., Princeton University Press [1974] p. 
ISBN 0-691-06267-6 TPRI364- C8] 73- 
16753 13.50 
1. Spenser, Edmund, 1552?-1599—Religion 
and ethics. 2. Milton, John, 1608-1674— 
Religion and ethics. 3. Spenser, Edmund, 
1552?-1599—Influence—Miulton. I. Title. 
Prepared from C.I.P. 


TUVE, Rosemond, 1903- 
1964. 
Seasons and months; studies in a tradition 
of Middle English poetry. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1933 ed. published by 
Librairie Universitaire, Paris. Originally 
presented as the author’s thesis, Bryn 
Mawr College, 1931. Bibliography: p. 
[PR317.S4T8 1974b] 74-11258 11.00 
1. English poetry—Middle English, 1100- 
1500—History and criticism. 2. Seasons in 
literature. I. Title. 
Prepared from C.I.P. 


821.009 


821’.009°31 


821’.009°33 


T DE Rosemond, 1903- 821.00933 
1964. 
Seasons and months; studies in a tradition 
of Middle English literature. [Cambridge, 
Eng.] D. S. Brewer; ([Totowa, N.J.] 
Rowman and Littlefield [1974] p. ISBN 0- 
87471-540-7 Reprint of the 1933 ed. 
published by Librairie universtaire, Paris. 
Originally presented as the author’s thesis, 
Bryn Mawr College, 1931. Bibliography: p. 
[PR317.S4T8 1974] 74-4052 11.50. 
i. English poetry—Middle English, 1100- 
1500—History and criticism. 2. Seasons in 
literature. I. Title. 
Prepared from C.I.P. 
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CHAUCER, Geoffrey, : 821.1 
d.1400. ! 

The tales of ‘Canterbury, complete. Edited 
by Robert A. Pratt. Boston, Houghton 
Mifflin [1974]: xliii, 587 p. illus. 25 cm. 
ISBN 0-395-14052-8 Bibliography: p. [xti] 
xliii. [PR1866.P7] 72-9380 9.95 

I Pratt, Robert A., ed. II. Title. 


SOUTHERN passion (Middle 821.1 
English poem) 
The Southern passion. Edited from 
Pepysian Ms. 2344 in the library of 
Magdalene College, Cambridge, with 
introd., notes, and glossary by Beatrice ' 
Daw Brown. [Folcroft, Pa] Folcroft 
Library Editions, 1974. p. cm. Reprint of ` 
the 1927 ed. published for the Early 
English Text Society by H. Milford, 
Oxford University Press, London, which 
was issued as no. 169 of the Society’s 
Original series. Chapters 1-4 of the introd. 
originally presented as the editor’s thesis, 
Bryn Mawr, 1917. [PR1119.A2 no. 169, 
1974] [PR2143.S55] 74-10772 20.00 
1. Jesus Christ—Poetry. I. Brown, Beatrice 
Daw, 1887- ed. II. Series: Early English 
Text Society. Publications. Original series, 
no. 169. 
Prepared from C.I.P. 


t 


EMERSON, Oliver Farrar, 821.4 
1860-1927. 

John Dryden and a British Academy. 

[Folcroft, Pa.] Folcroft Library Editions, 

1974. p. cm. Reprint of the 1921 ed. 

published for the British Academy by H. 

Milford, Oxford University Press, London. 

First published in v. 10 of the Proceedings 

of the British Academy. Includes 

bibliographical references. [PR3423.E5 

1974] 74-13154 5.00 

1. Dryden, John, 1631-1700. 2. British 

Academy, London (Founded 1901) 3. 

English language~-Early modern, 13500- 

1700. I. Title. 

Prepared from C.I.P. 

HOLLIS, Christopher, 821’.4B 
1902- 

Dryden. [Folcroft, Pa.] Folcroft Library 

Editions, 1974. p. Reprint of the 1933 ed. 

published by Duckworth, London. 

Bibliography: p. [PR3423.H6 1974b] 74- 

11135 12.75 

1. Dryden, John, 1631-1700. 

Prepared from C.I.P. 


SACKVILLE-WEST, Victoria 821.4 B 
Mary, Hon., 1892-1962. 

Andrew Marvell. [Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1929 ed. published by Faber & Faber, 

London which was issued as no. 1 of The 


Poets on the poets. Bibliography: p. 
[PR3546.83 1974] 74-12497 5.50 (lib. 
bdg,). 


J. Marvell, Andrew, 1621-1678. I. Series: 
The Poets on the poets, no. 1. 
Prepared from C.I.P. 


MILTON, John, 1608-1674. 8217.41 
Milton’s Paradise lost. A new ed., by 
Richard Bentley. London, Printed for J. 
Tonson, 1973. [New York, AMS Press, 
1974} p. cm. ISBN 0-404-11537-3 
([PR3560 1974] 74-5237 67.50 

I. Bentley, Richard, 1662-1742, I. Title. 
IIT. Title: Paradise lost. 

Prepared from C.I.P. 


BURNS, Robert, 1759-1796. 821'.6 
Burns, day by day. Selected by Albert E. 
Sims. Designs by Margaret Tarrant. 
{Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1911 ed. 
published by G. G. Harrap, London, which 
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was issued as no. 12 of The poets, day by 
day. [PR4303.85 1974] 74-11328 12.50 

i. Burns, Robert, 1759-1796—Calendars, 
etc. I. Sims, Albert E., ed. II. Title. 
Prepared from C.I.P. 


BURNS, Robert, 1759-1796. 821.6 
Poems, chiefly in the Scottish dialect. 
Kilmarnock, Printed by J. Wilson, 1786. 
[New York, AMS Press, 1974] p. cm. 
ISBN 0-404-08978-X [PR4300 1974.N4] 
72-135518 12.50 

I. Title. 

Prepared from C.I.P. 


HENLEY, William Ernest, 
1849-1903. 

Burns: life, genius, achievement. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. First separately published in 1897 

under title: Robert Burns, his life, genius, 

achievement. Reprint of the 1898 ed. 

published by T. C. and E. C. Jack, 

Edinburgh. [PR4331. H4 1974b] 74-12201 

10.75 (lib. bdg.). 

1. Burns, Robert, 1759-1796. 

Prepared from C.I.P. G 


STARR, Herbert Willmarth, 
1916- 

Gray as a literary critic [by] Herbert W. 

Starr. [Folcroft, Pa.] Folcroft Library 

Editions, 1974 [c1941] p. cm. Reprint of 

the authors thesis, University of 

Pennsylvania, 1941. Bibliography: p. 141- 

144. [PR3504.S8 1974] 74-11433 20.00 

I. Gray, Thomas, 1716-1771—Criticism 

and interpretation. 2. Criticism—Great 

Britain. I. Title. 

Prepared from C.I.P. 


WOOD, John Maxwell. 821°.6 B 
Robert Burns and the Riddell family, by J. 
Maxwell Wood. (Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. Reprint of the 
1922 ed. published by R. Dinwiddie, 
Dumfries, Scot. [PR4333.W6 1974b] 74- 
11156 14.75 

I. Burns, Robert, 1759-1796—Friends and 
associates. 2. Riddell family. I. Title. 
Prepared from C.I.P. 


ELTON, Oliver, 1861-1945. 821°.7 
Wordsworth. [Folcroft, Pa.} Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1924 ed. published by E. Arnold, 
London, being a revision of a chapter of 
the author’s Survey of English literature, 


821.6 B 


8217.6 


1780-1830, first published in 1912. 
Includes bibliographical references. 
{PR5888.E47 1974] 74-12494 6.50 

1. Wordsworth, William, 1770-1850— 
Criticism and interpretation. 

Prepared from C.I.P. 

FOTHERINGHAM, James. 821.7 


Wordsworth’s ”Prelude” as a study of 
education. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1899 
ed. published by H. Marshall, London. 
[PR5864.F6 1974] 74-12210 7.50 

1. Wordsworth, William, 1770-1850. The 
prelude. 2, Education—Philosophy. I. Title. 
Prepared from C.I.P. 


MOORE, Thomas, 
1852. 
Thomas Moore anecdotes, being anecdotes, 
bon-mots, and epigrams, from the journal 
of Thomas Moore, edited with notes, by 
Wilmot Harrison. With special introd. by 
Richard Garnett. [Foicroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1899 ed. published by Jarrold, London, 
which was issued as v. 1 of The Raconteur 
series. [PR5056.A57 1974] 74-13039 25.00 
1. Moore, Thomas, 1779-1852— Biography. 


1779- 8217 B 


86 


> 


L Harrison, Wilmot, ed. H. Title. HE 
Series: The Raconteur series, y. 1. 
Prepared from C.I.P. 


RICKS, Christopher B. 8217.7 
Keats and embarrassment [by] Christopher 
Ricks. Oxford, Clarendon Press, 1974. [7], 
224 p. 23 cm. ISBN 0-19-812055-9 
Includes bibliographical references and 
index. [PR4837.R48] 74-168918 

1. Keats, John, 1795-1821—Criticism and 
interpretation. I. Title. 

Distributed by Oxford University Press, 
New York; 12.00 


SHELLEY, Percy Bysshe, 8217.7 
1792-1822. 
Poems. Selected and introduced by 


Richard Church, wood engravings by John 
Buckland-Wright. London, Folio Press; 
[distributed by] J. M. Dent, 1973, 
[i.e.1974] xvii, 190 p. illus. 20 cm. ISBN 0- 
460-04140-1 Reprint of the lst ed. 
published by the Folio Society, London, 
1948. [PR5402 1973] 74-170271 

I. Church, Richard, 1893- comp. 

Distributed by Rowman & Littlefield; 6.50. 


DAWSON, William Harbutt, 
1860-1948. 

Matthew Arnold and his relation to the 
thought of our time; an appreciation and a 
criticism. [Folcroft, Pa.] Folcroft Library 
Editions, 1974 [cl1904] p. Reprint of the 
ed. published by Putnam, New York. 
Bibliography: p. [PR4024.D3 1974] 74- 
12203 17.50 (lib. bdg.). 

1. Arnold, Matthew, 1822-1888—Criticism 
and interpretation. 2. Arnold Matthew, 


821°.8 


1822-1888—Appreciation. 3; Great 
Britain—Civilization. 1. Title. 

Prepared from C.I.P. 

DONAGHY, Henry J. 8217.8 


James Clarence Mangan, by Henry J. 
Donaghy. New York, Twayne Publishers 
[1974] p. cm. ISBN  0-8057-1370-0 
(Twayne’s English authors series, TEAS 
171) Bibliography: p. [PR4973.Z5D6] 74- 
6270 7.50 

1. Mangan, James Clarence, 1803-1849. 
Prepared from C.1.P. 


LAWSON, E. LeRoy, 1938- 8217.8 
Very sure of God: religious language in the 
poetry of Robert Browning [by] E. LeRoy 
Lawson. Nashville, Vanderbilt University 
Press, 1974. xiii, 168 p. 24 cm. ISBN 0- 
8265-1195-3 Bibliography: p. 159-163. 
{PR4242.R4L3] 73-21617 8.95 

1. Browning, Robert, 1812-1889—Religion 
and ethics. I. Title. 


SHEPHERD, Richard Herne, 
1842-1895. 

Tennysoniana. 2d ed., rev. and enl. 
London, Pickering, 1879. [New York, 
AMS Press, 1974] viii, 208 p. 19 cm. 
ISBN 0-404-08899-6 Bibliography: p. [171] 
-204. [PR5588.S5 1974] 70-148302 10.00 

1I. Tennyson, Alfred Tennyson, 1809- 
pee and interpretation. T. 
ytle. 


821.8 


CHAMBERS, Edmund 
Kerchever, Sir, 1866-1954. 
A sheaf of studies. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. Reprint of the 
1942 ed. published by the Oxford 
University Press, London. Includes 
bibliographical references. [PR503.C47 
1974] 74-12168 8.50 (lib. båg.) 
i. English poetry—Addresses, 
lectures. I. Title. 
Prepared from C.I.P. Contents omitted. 


8217.8°09 


essays, 


AMERICAN BOOK PUBLISHING RECORD 


ae Oliver, 1861- 821.809 
1945, 

Poetic romancers after 1850. [Folcroft, Pa.] 
Foleroft Library Editions, 1974. p. cm. 
Reprint of the 1914 ed. privately printed 
as no. 5 of the Warton lecture on English 
poetry. Originally issued in the 
Proceedings of the British Academy, v. 6. 
[PR594.E5 1974] 74-12473 4.50 

I. English poetry-—-19th — century— 
Addresses, essays, lectures. I. Title. IL. 
Series: British Academy, London (Founded 


1901). Warton lecture on English poetry, 
5. 

Prepared from C.I.P. 

ENRIGHT, Dennis Joseph. 821.912 
Robert Graves and the decline of 


modernism; [inaugural lecture delivered on 
17 November 1960 in the New Lecture 
Theatre ... by D. J. Enright ... Johore 
Professor of English in the University of 
Malaya in Singapore] ([Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the ed. printed by Craftsman 
Press, Singapore. Includes bibliographical 
references. [PR6013.R35Z675] 74-12209 
4.50 

1. Graves, Robert, 1895- —Criticism and 
interpretation—Addresses, essays, lectures. 
I. Title. 

Prepared from C.I.P. 


ROSE, Marilyn Gaddis. 821.912 
Katharine Tynan. Lewisburg [Pa.] Bucknell 
University Press [1974, c1973] p. cm. 
ISBN 0-8387-7770-8 (The Irish writers 
series) Bibliography: p. [PR4790.H3Z83 
1974] 71-126276 4.50 

1. Hinkson, Katharine (Tynan) 1861-1931. 
Prepared from C.I.P. Pbk. 1.95; ISBN 0- 
8387-777 1-6. 


TOBIN, Terence, 1938- 822°.009 
Plays by Scots, 1660-1800. lowa City, 
University of Iowa Press [1974] p. cm. 
ISBN 0-87745-047-1 “List of plays and 
entertainments by Scottish dramatists, 
1660: 1800”: p. [PR8585.T6] 73-82159 
00 
I. Scottish drama—l18th century—History 
and criticism. 2. English drama-—Scottish 
authors—History and criticism. 3. Scottish 


drama—18th century-—Bibliography. 4. 
English drama—Scottish authors— 
Bibliography. I. Title. 
Prepared from C.I.P. 
LYLE, Marie Caroline, 822.051 
1889- 
The original identity of the York and 
Towneley cycles, by Marie C. Lyle. 


[Folcroft, Pa.] Folcroft Library Editions, 
1974 [c1919] p. cm. Reprint of the ed. 
published by the University of Minnesota, 
Minneapolis, which was issued as no. 6 in 
its Studies in language and literature; and, 
as vol. 8, no. 3 of its Research 
publications. Originally issued as the 
author’s thesis, University of Minnesota. 
Bibliography: p. [PR644.Y6L8 1974] 74- 
12100 25.00 (lib. bdg.). 

1. York plays. 2. Towneley plays. 3. 
Mysteries and miracle plays, English 
History and criticism. 4. English drama— 
To 1500—RHistory and criticism. I. Title. 
Il, Series: Minnesota. University. Studies 
in language and literature, no. 6. Uf. 
Series: Minnesota. University. Research 
publications, v. 8, no. 3. 

Prepared from C.I.P. 


AUSTEN, Jane, 1775-1817. 822’.057 
Charades, &c., written a hundred years ago 
by Jane Austen and her family. [Folcroft, 
Pa.] Fotcroft Library Editions, 1974. p. 
cm. Reprint of the 1895 ed. published by 


- bibliographical 


AUGUST 31,1974 


Spottiswoode, London. [PN6370.A8 1974] 
74-13339 7.50 

1. Austen family. 2. Charades. I. Title. 
Prepared from C.I.P. 


DRUMMOND, William, 1585- 
1649. 
Ben Jonson's conversations with William 
Drummond of Hawthornden. Edited with 
introd. and notes by R. F. Patterson. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1923 ed. 
published by Blackie, London. Includes 
references. [PR2262.B4 
1974b] 74-11330 10.00 
1. Jonson, Ben, 1573?-1637—Miscellanea. 
I. Jonson, Ben, 1573?-1637. II. Patterson, 
Richard Ferrar, 1888- ed. Ill. Title. 
Prepared from C.I.P. 


COLIE, Rosalie Littell. 822.3°3 
Some facets of King Lear; essays in 
prismatic criticism, edited by Rosalie L. 
Colie and F. T. Flahiff. [Toronto, Buffalo] 
University of Toronto Press [1974] xi, 236 
p. 25 cm. ISBN 0-8020-1998-6 Includes 
bibliographical references. [PR2819.C6] 73- 
81755 15.00 

I. Shakespeare, William, 1564-1616. King 
Lear. I. Flahiff, Frederick T., joint author. 
H. Title. 


COLMAN, Ernest Adrian 
Mackenzie. 

The dramatic use of bawdy in Shakespeare 
{by] E. A. M. Colman. [London] Longman 
[1974] xi, 230 p. 23 cm. ISBN 0-582- 
50456-2 Label stamped on t.p.: Distributed 
in the U.S.A. by Longman Inc., New York. 
Bibliography: p. [173]-178. [PR2976.C57] 
73-86132 12.00 
I. Shakespeare, William, 1564-1616— 
Criticism and interpretation. 2. Vulgarity in 
literature. 3. Sex in literature. I. Title. 


DENT, Alan. 822.3°3 
World of Shakespeare: sports & pastimes. 
With a foreword by Rebecca West. New 
York, Taplinger Pub. Co. [1974] 111 p. 20 
em. ISBN 0-8008-7365-3 [PR3067.D4] 72- 
13626 5.50 

1. Shakespeare, William, 1564-1616—- 
Knowledge—Sports. 2. Shakespeare, 
William, 1564-1616—-Quotations. I. Title. 


GRANVILLE-BARKER, Harley 
Granville, 1877-1946 
More prefaces to Shakespeare: A 
midsummer night’s dream. A winter's tale. 
Twelfth night. Macbeth. ’From Henry V 
to Hamlet.” Edited by Edward M. Moore. 
Princeton, N.J., Princeton University Press 
ERa . cm. ISBN 0-691-07166-7 
PR2976.G668 1974] 73-19312 6.95 
i. Shakespeare, William, 1564-1616--- 
Criticism and interpretation. 2. Prefaces. I. 
Title. 
Prepared from C.I.P. Pbk., 2.95, ISBN 0- 
691-01313-6. 


KNIGHT, George Wilson, 
1897- 

Myth and miracle; an essay on the mystic 
symbolism of Shakespeare, by G. Wilson 
Knight. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. Reprint of the 1929 ed. 
published by E. J. Burrow, London. 
Includes bibliographical references. 
[PR2976.K619 1974] 74-11429 5.00 

i. Shakespeare, William, 1564-1616— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. 


LEGGATT, Alexander. 822.373 
Shakespeare’s comedy of fove. [London] 


822°.3 


822.3°3 


822.33 


822.3°3 


.Methuen [1974] xiii, 272 p. 21 cm. ISBN 


0-416-79120-4 Distributed in the U.S.A. 
by Harper & Row Publishers, Barnes & 


Noble Import Division. Includes 
bibliographical references. [PR2981.L43] 
74-168696 12.50 

I. Shakespeare, William, 1564-1616— 
Comedies. I. Title. 

Pbk. 6.75, ISBN 0-416-79130-1. 
MASSON, David, 1822- 822.373 B 


1907. 
Shakespeare personally. Edited and arr. by 
Rosaline Masson. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1914 ed. published by Smith, Elder, 


London; [PR2894.M35 1974] 74-11143 
22. 

I. Shakespeare, William, 1564-1616. 2. 
Shakespeare, William, 1564-16 16-- 


Biography—Character. I. Title. 
Prepared from C.I.P. 


MURRAY, Gilbert, 1866- 
1957. 

Hamlet and Orestes; a study in traditional 
types. [Folcroft, Pa.] Foleroft Library 
Editions, 1974 [c1914] p. cm. Reprint of 
the ed. published by Oxford University 
Press, American Branch, New York, in 
series: The British Academy. The annual 
Shakespeare lecture, 1914. Includes 
bibliographical references. [PN57.H32M8 
1974] 74-12099 4.50 

1. Shakespeare,- William, 1564-1616--- 
Characters—Hamilet. 2. Hamlet. 3. Orestes. 


822.3°3 


fi Title. If Series: British Academy, 
London (Founded 1901) Annual 
Shakespeare lecture, 1914. 

Prepared from C.I.P. 

WATKINS, Ronald. 822.3°3 


Macbeth, by Ronald Watkins and Jeremy 
Lemmon. Newton Abbot, North Pomfret, 
Vt., David & Charles [1974] 164 p. 23 cm. 
ISBN 0-7153-6462-6 (Their In 
Shakespeare's playhouse) Reconstruction of 
Shakespeare's Macbeth. Includes 


bibliographical references. [PR2823.W3] 
74-169341 7.50 
1. Shakespeare, William, 1564-1616. 


Macbeth. 2. Shakespeare, William, 1564- 
1616—Dramaturgy. I Lemmon, Jeremy, 


joint author. HH. Shakespeare, William, 
1564-1616. Macbeth. Ill. Title. 
ROWE, Nicholas, 1674-1718. 822°.5 


The tragedy of Jane Shore. Edited by 
Harry William Pedicord. Lincoln, 
University of Nebraska Press [1974] xxvii, 


97 p. 21 cm. ISBN  0-8032-0381-0 
(Regents Restoration drama series) 
Includes bibliographical references, 


[PR3671.R5A68 1974] 73-85439 8.95 

l. Shore, Jane, d. 1527?—Drama. I. 
Pedicord, Harry William, ed. IL Title. 

Pbk. 1.85, ISBN 0-8032-5381-8. 


DARLINGTON, William 822°.6 B 
Aubrey, 1890- 

Sheridan, by W. A. Darlington. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. Reprint of the 1933 ed. published by 

Macmillan, New York, which was issued 

as Great lives, 15. Bibliography: p. 

{PR3683.D3 1974b] 74-12265 10.00 

1. Sheridan, Richard Brinsley Butler, 1751- 
1816—Biography. 

Prepared from C.I.P. 


HARDWICK, John Michael 822.912 
Drinkrow, 1924- 

The Bernard Shaw companion {by} 

Michael and Mollie Hardwick. New York, 

St. Martin’s Press [1974, c1973] xv, 193 p. 

port. 21 cm. [PR5367.H35 1974] 73-86599 


6.50 

I. Shaw, George Bernard, 1856-1950— 
Plots. 2. Shaw, George Bernard, 1856- 
1950--—Dictionaries, indexes, etc. 3. Shaw, 


George Bernard, 1856-1950—Quotations. 
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4, Shaw, George Bernard, 18.56-1950-— 
Biography. I. Hardwick, Mollie, joint 
author. H. Title. 


NARAYAN, R. K., 1906- 823 B 
My days [by] R. K. Narayan. New York, 
Viking Press [1974] 186 p. 22 cm. ISBN 0- 
670-49818-1 [PR9499.3.N3Z52 1974] 73- 
20908 8.95 

i. Narayan, R. K., 1906- ---Biography. I. 
Title. 


BROOKS, Douglas. 8237.03 
Number and pattern in the eighteenth- 
century novel; Defoe, Fielding, Smollett 
and Sterne. London, Boston, Routledge & 
K. Paul [1973] x, 198 p. 22 cm. ISBN 0- 
7100-7598-7 Bibliography: p. 185-189. 
[PR830.S93B7} 72-97944 12.25 

d. English fiction—18th century—History 
and criticism. 2. Symbolism of numbers in 
literature. I. Title. 


LEEMING, Glenda. 823.03 
Who’s who in Jane Austen and the 
Brontes. New York, Taplinger Pub. Co. 
[1974] 178 p. 21 cm. ISBN 0-8008-8267-9 
[PR4037.L4 1974b] 73-17674 6.95 

d. Austen, Jane, 1775-1817—Characters. 2. 
Bronte, Anne, 1820-1849—Characters. 3. 
Bronte, Charlotte, 1816-1855—Characters. 


4. Bronte, Emily Jane, 1818-1848— 
Characters. 1. Title. 
FIELDING, Henry, 1707- 823.5 


1754. 

Wise sayings and favorite passages from 
the works of Henry Fielding, including his 
Essay on conversation. [Folcroft, Pa.} 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1909 ed. published by the 


Torch Press, Cedar Rapids, Iowa. 
([PR3452.W4 1974] 74-12102 10,00 

ï. Title. 

Prepared from C.I.P. 

FIRTH, Charles Harding, 823°.5°09 


Sir, 1857-1936. 
The political significance of Gulliver's 
travels. [Folcroft, Pa.] Folcroft Librar 
Editions, 1974. p. Reprint of the 1919 ed. 
published for the British Academy, 
London, by Milford, Oxford University 
Press, which was also issued in v. 9 of the 
academy’s Proceedings, 1919-1920. 
Includes bibliographical references. 
[PR3724.G8F5 1974] 74-12166 4.50 
i. Swift. Jonathan, 1667-1745. Gulliver's 
travel 2. Swift, Jonathan, 1667-1745—~- 
Political and social views. I. Title. 
Prepared from C.I.P. 


BROPHY, Elizabeth Bergen, 
1929- 

Samuel Richardson; the triumph of craft. 
[ist ed] Knoxville, University of 
Tennessee Press [1974] xviii, 131 p. 22 em. 
ISBN 0-8108-0717-3 Bibliography: p. 121- 
125. [PR3667.B7] 74-3248 7.25 

I. Richardson, Samuel, 1689-1761—- 
Criticism and interpretation. 2. Richardson, 


823°.6 


Samuel, 1689-176 1—Aesthetics. 3. 

Richardson, Samuel, 1689-1761— 

Correspondence. 

IRELAND, William Henry, 823'.6 
1777-1835, 


The abbess; a romance. New foreword by 
Devendra P. Varma. New introd. by 
Benjamin Franklin Fisher IV. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
06015-7 (Gothic novels II) Reprint of the 
1799 ec. printed for Earle and Hemet, 
London. [PZ3.164Ab8] [PR4821.15] 73- 
22764 60.00 (4 vol. set) 

I. Title. I. Series. 

Preparec from C.I.P. 
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RADCLIFFE, Ann Ward, 
1823. 

The romance of the forest. New foreword 

by Frederick Garber. New introd. by 

Devendra P. Varma. New York, Arno 

Press, 1974. p. cm. ISBN 0-405-06020-3 

(Gothic novels II) Reprint of the 1827 ed. 
printed for A. . Newman, London. 

fPZ3. R116R23] [PR5202] 73- 22770 60.00 

(4 vol. set) 

T. Title. IL. Series. 

Prepared from C.I.P. 


BAILEY, John Cann, 1864- 
Introductions to Jane Austen. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1931 ed. published by 
Oxford University Press, London. 
[PR4036.B25 1974} 74-13375 10.00 

i. Austen, Jane, 1775-1817. I. Title. 
Prepared from C.I.P. 


DACRE, Charlotte, b.1782. 823.7 
The libertine [by] Charlotte Dacre ("Rosa 
Matilda”). New foreword by John Garrett. 
New introd. by Devendra P. Varma. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-06012-2 (Gothic novels II) Reprint of 
the 1807 ed. printed for T. Cadell and W. 
Davies, London. [PZ3.D123Li4] 
(PR4525.D119] 73-22761 60.00 (4 vol. set) 
L Title. II. Series. 

Prepared from C.I.P. 


DACRE, Charlotte, b.1782. 823.7 
The passions [by] Charlotte Dacre ("Rosa 
Matilda”). New foreword by Sandra 
Knight-Roth. New introd. by Devendra P. 
Varma. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-06013-0 (Gothic novels 
I) Reprint of the 1811 ed. printed for T. 
Cadell and W. Davies, London. 
[PZ3.D123Pas4] [PR4525.D119] 73-22762 
60.00 (4 vol. set) 

L. Title. II. Series. 

Prepared from C.I.P. 
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DACRE, Charlotte, b.1782. 823.7 
Zofloya; or, The Moor: a romance of the 
fifteenth century [by] Charlotte Dacre 
(Rosa Matilda”). New foreword by G. 
Wilson Knight; new introd. by Devendra 
P. Varma. New York, Arno Press, 1974. 
p. cm. ISBN 0-405-06014-9 (Gothic novels 
H) Reprint of the 1806 ed. printed for 
Longman, Hurst, Rees, and Orme, London. 


Includes bibliographical references. 
[PR4525.D119Z6 1974] 73-22763 60.00 (4 
vol. set) 


I. Title. II. Series. 
Prepared from C.I.P. 


FREEMAN, Alexander Martin. 823.7 
Thomas Love Peacock, a critical study, by 
A. Martin Freeman. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1911 ed. published by M. Secker, 
Tondon [PR5163.F7 1974] 74-11329 
17. 

1. Peacock, Thomas Love, 1785-1866. 
Prepared from C.I.P. 


GRITES; Rosalie Glynn, 
. Mary Shelley; a biography, by R. Glynn 
Grylls. [Folcroft, Pa] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1938 
ed. published by Oxford University Press, 
London. Bibliography: p. aces G7 
1974] 74-12163 25.00 (lib. bdg. 

1. Shelley, Mary Vole (Godwin) 
1797-185 1—Biography. 

Prepared from C.I.P. 


SEYMOUR, Beatrice Kean 
Stapleton. 


823.7 B 


823’.7 B 


Jane Austen; study for a portrait, by 
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Beatrice Kean Seymour. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. ISBN 
0-8414-7780-9 Reprint of the 1937 ed. 
published by M. Joseph, London. 
Bibliography: p. [PR4036.S¢ 1974b] 74- 
11437 20.00 

1. Austen, Jane, 1775-1817—Biography. I. 
Title. 

Prepared from C.I.P. 


SHELLEY, Mary 823.7 
Wollstonecraft Godwin, 1787-1851. 

Frankenstein, or, The Modern Prometheus. 
(The 1818 Text) edited, with variant 
readings, and introd., and notes, by James 
Rieger. Indianapolis, Bobbs-Merrill [1974] 
xlv, 287 p. illus. 21 cm. ISBN 0-672- 
51457-5 (The ed of Literature) 
Bibliography: xxxix-xlii. 
[PZ3. $545F29] [PR5307] 72-80409 7.50 

I. Title. 


WAVERLY anecdotes, 823.7 
illustrating some of the popular characters, 
scenes, and incidents in the novels and 
romances of Sir Walter Scott, bart. 
[E oloront, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the ed. published 
by G. Routledge, London and New York. 
[PR5341.W35 $974] 74-12342 25.00 
1. Scott, Walter, Sir, bart, 1771-1832. 
Waverley novels. I. Scott, Walter, Sir, 
bart., 1771-1832, Waverley novels. 
Prepared from C.I.P. 


MUDRICK, Marvin. 823.74 
Jane Austen, irony as defense and 
discovery. Berkeley, University of 


California Press [1974, ¢c1952] vii, 267 p. 
21 cm. ISBN 0-520-02636-5 (California 
library reprint series} Includes 
bibliographical references. [PR4037.M8] 
12. 


1. Austen, Jane, 1775-1817. L Title. 
L.C. card no. for hardcover ed.: 52-5823 


CHRISTIE, Octavius 823.8 
Francis, 1867- 

Dickens and his age, an essay by O. F. 
Christie. New York, Phaeton Press, 1974. 
p. ISBN 0-87753-058-0 Reprint of the 
1939 ed. published by H. Cranton, 
London. [PR4583.C53 1974] 74-11342 
9.00 

1. Dickens, Charles, 1812-1870— 
Contemporary England. 2. Great Britain— 
Civilization—19th century. I. Title. 
Prepared from C.I.P. 


CLARK, Cumberland, 1862- 823’.8 B 
Dickens’ London; a lantern lecture. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1923 ed. 
printed by Wass, Pritchard, London. 
[PR4584.C57 1974] 74-12164 9.75 

1. Dickens, Charles, 1812-1870—-Homes 


and  haunts—London. 2. Literary 
landmarks—London. I. Title. 

Prepared from C.I.P. 

DEXTER, Walter, 1877-1944. 823.8 


The origin of Pickwick; new facts now first 
published in the year of the centenary, by 
Walter Dexter and J. W. T. Ley. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. ISBN 0-8414-3768-8 Reprint of the 
1936 ed. published by Chapman and Hall, 


Tondon, [PR4569.D43 1974} 74-11255 
.00 
I. Dickens, Charles, 1812-1870. The 


posthumous papers of the Pickwick club. 2. 
Buss, Robert William, 1804-1875. I. Ley, 
James William Thomas, 1879-1943, joint 
author. IT. Title. 

Prepared from C.LP. 


GRILLO, Virgil. 823.8 
Charles Dickens’ Sketches by Boz; end in 
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the beginning. Boulder, Colorado 
Associated University Press, 1974. xiii, 240 
p. illus. 23 cm. ISBN  0-87081-049-9 
Bibliography: p. 219-230. [PR4570.G7] 73- 
89257 11.00 

i. Dickens, Charles, 1812-1870. Sketches 
by Boz. 2. Dickens, Charles, 1812-1870— 
Criticism and interpretation. I. Title. 


HALDANE, Elizabeth 
Sanderson, 1862-1937. 
George Eliot and her times; a Victorian 
study. London, Hodder and Stoughton, 
1927, New York, Haskell House Publishers 
[1974] p. cm. ISBN  0-8383-1848-7 
([PR4681.H3 1974] 74-11022 13.95 
1. Eliot, George, pseud., ie. Marian Evans 
afterwards Cross, 1819-1880-—Biography. 
I. Title. ` 
Prepared from C.I.P. 
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HEATH, Peter Lauchlan, 823.8 
1922- 

The philosopher’s Alice; Alice's adventures 
in Wonderland & Through the looking- 
glass, by Lewis Carroll, with illus. by John 
Tenniel. Introd. and notes by Peter Heath. 
New York, St. Martin’s Press [1974] 249 
p. illus. 17 x 24 cm. Bibliography: p. 244- 
249. [PR4611.A73H4] 73-80789 10.00 

1. Dodgson, Charles Lutwidge, 1832-1898. 
Alice’s adventures in Wonderland. 2. 
Dodgson, Charles Lutwidge, 1832-1898. 
Through the looking-glass. 3. Dodgson, 
Charles Lutwidge, 1832-1898——Philosophy. 
I. Dodgson, Charles Lutwidge, 1832-1898. 
Alice’s adventures in Wonderland. 1974. 
II, Dodgson, Charles Lutwidge, 1832-1898. 
Through the looking-glass. 1974. III. Title. 


JONES, Enid Huws. 823°.8 B 
Mrs Humphry Ward. London, Heinemann 
[1973] x, 179 p. illus. 22 cm. ISBN 0-434- 
37730-9 Bibliography: p. 174-177. 
[PR5716.J6 1973] 74-157255 
1. Ward, Mary Augusta Arnold, 1851- 
1920—Biography. 
Distributed by St. Martin Press, 7.95 
MOORE, George, 1852- 823.8 B 
1933. 
A communication to my friends. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
Reprint of the 1933 ed. published by 
Nonesuch Press, London. [PR5043.A42 
1974] 74-11471 10.00 
1. Moore, George, 1852-1933—Biography. 
2. London—Intellectual life. I. Title. 
Prepared from C.I.P. 


NERDE, Charles Montague, 823.8 
1856- 

An index to Pickwick. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. iv, 75 p. 
29 cm. Reprint of the 1897 ed. printed for 
the author by J. Hitchcock, London. 
[PR4569.N4 1974] 73-21995 15.00 

1. Dickens, Charles, 1812-1870. The 
posthumous papers of the Pickwick Club. 
2. Dickens, Charles, 1812-1870— 
Dictionaries, indexes, etc. I. Title. 


QUIRK, Randolph. 823'.8 
Charles Dickens and appropriate language; 
inaugural lecture of the professor of 
English language delivered in the Applebey 
Lecture Theatre on 26 May, 1959. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1959 ed. 
published by University of Durham, 


Durham. Includes bibliographical 
references. [PR4594.Q8 1974] 74-11434 
4.00 

1. Dickens, Charles, 1812-1870— 


Language. I. Title. 
Prepared from C.I.P. 
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RAY, Gordon Norton, 1915- 823°.8 
The buried life; a study of the relation 
between Thackeray’s fiction and his 
_ personal history, by Gordon N. Ray. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1952 ed. 
published for the Royal Society of 
Literature by Oxford University Press, 
London. Includes 
references, [PR5631.R3 1974b] 74-11249 
1, Thackeray, William Makepeace, 1811- 
1863. I. Title. 
Prepared from C.I.P. 


ROMIEU, Emilie. 823.8 B 
The life of George Eliot, by Emilie and 
Georges Romieu. Translated from the 
French by Brian W. Downs. [lst ed.] 
[Folcroft, Pa.] Folcroft Library Editions, 
1974 [cl932] p. Reprint of the ed. 
published by Dutton, New York. 
[PR4681.R62 1974] 74-11159 20.00 

1. Eliot, George, pseud., Le. Marian Evans, 
afterwards Cross, 1819-1880—Biography. 
I. Romieu, Georges, joint author. Il. Title. 
Prepared from C.I.P. 


THOMAS Hardy; notes on 823.8 B 
his life and work. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1925 ed. published by Harper, New 
York. Contents—Canby, H. S. The 
novelist of pity.—Tributes from American 
and English = writers.—Biographical.— 
Courtney, W. L. "The most modern of the 
moderns”.—Bibliography (p. 
[PR4753.T53 1974} 74. T1144 5.50 

1. Hardy, Thomas, 1840-1928. 

Prepared from C.I.P. 


TINDALL, Gillian. 823.8 B 
The born exile; George Gissing. New 
York, Harcourt "Brace Jovanovich [1974] 
p. ISBN 0-15-113594-0 Bibliography: p. 
{PR4717.T5 1974] 74-6387 10.00 

i. Gissing, George Robert, 1857-1903. I. 
Title. 

Prepared from C.I.P. 


SAVAGE, Derek S. 823’.9°109 
The withered branch; six studies in the 
modern novel. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1950 ed. published by Eyre & 
Spottiswoode, London. [PR884.S3 1974] 
74-11463 12.75 

i. English fiction—20th century—History 
and criticism. I. Title. 

Prepared from C.I.P. 


BRENNAN, Neil Francis, 
1923- 

Anthony Powell, by Neil Brennan. New 
York, Twayne Publishers [1974] 231 p. 21 


823.912 


em. ISBN  0-8057-1454-5 | (Twayne’s 
English authors sy TEAS 158) 
Bibliography: 221-225. 


{[PR6031. 074763] 72- 13381 5.50 
1. Powell, Anthony, 1905- 


BROWN, Norman Oliver, 
1913- 
Closing time [by] Norman O. Brown. New 
York, Vintage Books [1974, c1973] p. cm. 
ISBN 0-394-71161-0 Bibliography: p. 
aoe O9F565 1974] 74-4226 1.95 
bk.) 


1882-1941. Finnegans 
1668- 


823°.9°12 


p Joyce, James, 
wake. 2. Vico, Giovanni Battista, 
1744. L’Autobiografia. 
Battista, 1668-1744. Principi di una scienza 
nuova. I. Title. 

Prepared from C.I.P. 


GORMAN, Herbert 
Sherman, 1893-1954. 
James Joyce, his first forty years. [Folcroft, 


823.912 


bibliographical ` 


3. Vico, Giovanni 


Pa.] Folcroft Library Editions, 1974. 
cm. Reprint of the 1926 ed. published i 
G. Bles, London. Bibliography: p. 
[PR6019.09Z55 1974] 74-11431 20.00 

1. Joyce, James, 1882-1941—Criticism and 
interpretation. 

Prepared from C.I.P. 


PEROWNE, Barry. 823.912 
A singular conspiracy. Indianapolis, Bobbs- 
Merrill [1974] 209 p. 22 cm. ISBN 0-672- 
51892-9 pe P4268i3] [PR6031.E54] 74- 
170899 6.9 

I. Poe, dear Allan, 1809-1849, in fiction, 
drama, poetry, etc. 2. Baudelaire, Charles 


Pierre, 1821-1867, in fiction, drama, 
poetry, etc. I. Title. 
RUSSELL, Bertrand, 3d 823°.912 


Earl, 1872-1970, 
The collected stories of Bertrand Russell. 
Compiled and edited by Barry Flinberg. 
New York, Simon and Schuster [1974, 
61973] 349 p. 23 cm. ISBN 0-671-21489-6 


[PZ4.R96Co4] [PR6035.U63] 72-90594 
3.95 (pbk.) 

I Title. 

ULYSSES: fifty years. 823°.9°12 


Edited and with an introd. by Thomas 
Staley. Bloomington, Indiana University 
Press [1974] ix, 190 p. illus. 22 cm. ISBN 
0-253-36160-5 The essays in this volume 
were first presented at a colloquium in the 
Graduate Institute of Modern Letters at 
the University of Tulsa in July of 1972.” 
Includes bibliographical references. 
[PR6019.09U75] 73-16538 6.95 

1. Joyce, James, 1882-1941. Ulysses. 1. 
Staley, Thomas F., ed. Il. Tulsa, Okla. 
University. Graduate Institute of Modern 
Letters. 


ELLIS, Havelock, 828’.3°09 B 
1859-1939. 
Chapman. With illustrative passages. 


{Foleroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the i934 ed. 
published by Nonesuch Press, Bloomsbury, 
Eng. [PR2453.E5 1974] 74-12498 15.00 
(lib. bdg.). 

1. Chapman, George, 1559?-1634. I. Title. 
Prepared from C.I.P. 


FIRTH, Charles Harding, 828'.4°07 
Sir, 1857-1936. 

John Bunyan. (Folcroft, Pa.)  Folcroft 
Library Editions, 1974. p. Reprint of the 
1911 ed. printed by H. Hart at the 
University Press, Oxford, which was issued 
as Leaflet no. 19 of the English 
Association. [PR3331.F5 1974] 74-11062 
4.50 

i. Bunyan, John, 1628-1688. 2. Bunyan, 
John, 1628-1688. The pilgrim’s progress. I. 
Series: English Association. Leaflet no. 19. 
Prepared from C.I.P. 


ELAM, Samuel Milton, 
1907- 

George Borrow. {Folcroft, Pa.] Folcroft 

Library Editions, 1974 [c1929] p. cm. 

Reprint of the ed. published by Knopf, 

New York. Bibliography: p. [PR4]56.E5 
1974] 74-11134 10.75 

i. Borrow, George Henry, 1803-1881— 

Biography. 

Prepared from C.I.P. 
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SMITH, Frederick °828’.6°09 B 
Miller, 1870- 

Some friends of doctor Johnson, by 
Frederick M. Smith. ([Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. 
Reprint of the 1931 ed. published by H. 
Hartley, London. Bibliography: p. 
[PR3533.S6 1974] 74-11157 25.00 
i. Johnson, Samuel, 1709-1784—Friends 
and associates. I. Title. 
Prepared from C.I.P. 


MAUESON, F. A. 828°.7°07 
Holiday studies of Wordsworth by rivers, 
woods, and alps. The Wharfe, The 
Duddon, and The Stelvio Pass. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. 115 
p. front. 26 cm. ISBN 0-8414-1287-1 
Reprint of the 1890 ed. published by 
Cassell, London. [PR5892.G4M3 1974] 
72-13725 10.00 (lib. bdg.) 
1. Wordsworth, William, 1770-1850. 2. 
Switzerland—Description and travel, I. 
Title. 


WORDSWORTH, William, 
1770-1850. 

The prose works of William Wordsworth. 

Edited by W. J. B. Owen and Jane 

Worthington Smyser. Oxford, Clarendon 

Press, 1974. 3 v. 23 cm. ISBN 0-19- 

812436-8 Includes bibliographical 

references. [PR5851.09 1974] 74-166513 

70.00 

i Owen, Warwick Jack Burgoyne, ed. I. 

Smyser, Jane Worthington, ed. 

Distributed by Oxford University Press, 

New York 


TRAMS, Albert Francis, 
875- 

More marginalia; based on Leigh Hunt's 
copy of Henry E. Napier’s Florentine 
history, 1846, by A. Francis Trams. 
ro Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1931 ed. priv. 
print. for the Friends of the Torch Press, 
Cedar Rapids, Iowa. [PR4813.T7 1974] 74- 
11472 7.50 

i. Hunt, Leigh, 1784-1859—Books and 
reading. 2. Napier, Henry Edward, 1789- 
1853. Florentine history. I. Title. 

Prepared from C.I.P. 


BROWN, Hilton, 1890- 828’.8'09 B 
Rudyard Kipling, a new appreciation. With 
a foreword by Frank Swinnerton. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. È 
Reprint of the 1945 ed. published by H 

Hamilton, London. Bibliography: p. 
[ERAP B7 1974b] 74-12167 14.75 (lib. 


dg.). 
i Kipling, Rudyard, 1865-1936. 
Prepared from C.I.P. 


RUSKIN, John, 1819- 
1900 


828.708 


828.709 


828°.8'09 B 


Letters of John Ruskin to Bernard 
Quaritch, 1867-1888. Edited by Charlotte 
Quaritch Wrentmore. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1938 ed. published by B. 
Quaritch, London. [PR5263.A45 1974] 74- 


13028 17.50 
i. Ruskin, John, 1819-1900— 
Correspondence. 2. Quaritch, Bernard, 
1819-1899. I. Quaritch, Bernard, 1819- 
1899. IL Wrentmore, Charlotte Quaritch, 
ed. IH. Title. 


Prepared from C.I.P. 


DARLINGTON, William  828’.9'1209 B 
Aubrey, 1890- 

J. M. Barrie, by W. A. Darlington. New 

York, Haskell House, 1974. xiv, 158 p. 

illus. 23 cm. ISBN 0-8383-1768-5 Reprint 

of the 1938 ed. published by Blackie, 

London. Bibliography: p. [153] 
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[PR4076.D26 1974] 73- 20391 12.95 (lib. 
bdg.). 

1. Barrie, James Matthew, Sir, bart., 1860- 
1937-—-Biography. 


RAABE, Paul, ed. 830.900912 
The era of German expressionism. Edited 
and annotated by Paul Raabe. Translated 


by J. M. Ritchie. Woodstock, N.Y., 
Overlook Press [1974] 423 p. 23 cm. ISBN 
0-87951-010-2 Translation of 


Expressionismus. Bibliography: p. 403-411. 
-[PT405.R313 1974b] 72-97580 15.00 

l. German literature—20th century— 
History and criticism. 2. Expressionism. F. 
Title. 


CITATI, Pietro. 831.6 B 
Goethe. Translated by Raymond 
Rosenthal. New York, Dial Press, 1974. p. 
em. ISBN 0-8037-3006-3 Bibliography: p. 
{[PT1982.C5 1974] 74-11839 15.00 

1. Goethe, Johann Wolfgang von, 1749- 
1832, Wilhelm Meisters Lehrjahre. 2. 
Goethe, Johann Wolfgang von, 1749-1832. 
Faust I. 

Prepared from C.I.P. 


STUDIES in the German 832 
drama; a Festschrift in honor of Walter 
Silz. Edited by Donald H. Crosby and 
George C. Schoolfield. Chapel Hill, 
. University of North Carolina Press, 1974. 
xxiv, 252 p. front. 24 cm. (University of 
North Carolina studies in the Germanic 
languages and literatures, no. 76) Includes 
bibliographical references. [PT615.S8] 74- 
170290 10.75 
l. German drama—Addresses, essays, 
lectures. I. Silz, Walter, 1894- IT. Crosby, 
Donald H., ed. Ill. Schooltield, George C., 
ed. IV. Series: North Carolina. University. 
Studies in the Germanic languages and 
literatures, no. 76. 
Contents omitted. 


GUMP, Margaret. 833.7 
Adalbert Stifter. New York, Twayne 
Publishers [1974] 172 p. 21 cm. ISBN 0- 
8057-2864-3 (Twayne’s world authors 
series, TWAS 274. Austria) Bibliography: 
p. 164-169. [PT2525.Z4G8] 73-2367 6.95 
1. Stifter, Adalbert, 1805-1868. 


HAMALIAN, Leo, comp. 833’.9'12 
Franz Kafka: a collection of criticism. New 
York, McGraw-Hill [1974] p. cm. ISBN 
0-07-025702-7 (Contemporary studies in 
literature) [PT2621.A26Z74619] 74-10933 
2.25 (pbk.). 

1. Kafka, Franz, 1883-1924. I. Title. 
Prepared from C.I.P. Contents omitted. 


BINION, Rudolph 838'.809 [B] 
1927- 

Frau Lou; Nietzsche’s wayward disciple. 

With a foreword by Walter Kaufmann. 

Princeton, N.J., Princeton University Press 

[1974, c1968] 587 p. 24 cm. Bibliography: 

ie ee [PT2601.N4Z6] 68-10389 5.95 
bk. 


1. Andreas—Salome, Lou, 1861-1937. I. 
Title. 
HESSE, Hermann, 1877- 838°.9°1209 


1962. 
Reflections [by] Hermann Hesse. Selected 
from his books and letters by Volker 


Michels. Translated by Ralph Manheim. 
New York, Farrar, Straus and Giroux 
[1974] p. em. ISBN 0-374-51082-2 
Translation of Lekture fur Minuten. 
[PT2617.E85A6 1974b] 73-87700 6.95; 
1.95 (pbk.) 

L. Title. 


Prepared from C.I.P. 
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BORCHERT, Wolfgang, 8387.9°1408 
1921-1947, 

The sad geraniums and other stories. 

Translated by Keith Hamnett. New York, 

Ecco Press [1974, ¢1973] viii, 87 p. 20 cm. 

ISBN 0-912-94610-5 [PT2603. 0725T7] 

73-11251 5.95 

T. Title. 

Publisher’s address: 1 West 30th St. New 

York, N.Y. 10001. Distributed by Viking 

Press. 


HOWE, Irving, comp. 839°.09°301 
Yiddish stories, old and new, edited by 
Irving Howe and Eliezer Greenberg. New 
York, Holiday House [1974] p. cm. ISBN 
0-8234-0246-0 [PZ5.H78Yi] 74-8116 5.95 
1. Children’s stories, Yiddish—Translations 
into English. 2. Children’s stories, 
English—Transilations from Yiddish. I. 
Greenberg, Eliezer, 1896- joint comp. II. 
Title. 

Prepared from C.I.P. Contents omitted. 


BRANDELL, Gunnar. 839.7'2'6 
Strindberg in inferno. Translated by Barry 
Jacobs. | Cambridge, Mass., Harvard 
University Press, 1974. xviii, 336 p. 24 cm. 
ISBN 0-674-84325-8 Revised translation of 
Strindbergs infernokris published in 1950. 
Based on the authors akademisk 
avhandling, Stockholms hogskola, 1950. 
Bibliography: p. [326]-331. [PT9815.B7213 
1974] 73-90851 15.00 

1. Strindberg, August, 1849-1912. I. Title. 


BERGMAN, Ingmar, 1918- 839.7'2°74 
Scenes from a marriage; six dialogues for 
television. Translated from the Swedish by 
Alan Blair. [lst American ed.] New York, 
Pantheon Books [1974] p. cm. ISBN 0- 
394-49305-2 Translation of Scener ur ett 


aktenskap. [PT9875.B533S313] 74-4753 
6.95 

I. Title. 

Prepared from C.I.P. 

BJORNSON, 839.8'2'26 
Bjornstjeme, 1832-1910. 

Three comedies. Westport, Conn., 


Greenwood Press [1974] p. cm. ISBN 0- 
8371-7259-4 Translated by R. F. Sharp. 
Reprint of the ed. originally published in 
1912 by J. M. Dent, London, in series: 
Everyman's library; poetry and drama, no. 
625. Contents.—-The newly-married 
couple.—Leonarda.—A gauntlet. 
[PT8816.A3S5 1974b] 73-17652 10. 50 
Prepared from C.I.P. 


GAD, Cari, 1890- 839.8°2°372 B 
Johan Bojer, the man and his works. 
Translated from the Norwegian by 


Elizabeth Jelliffe Macintire. With an 
introd. by Llewellyn Jones and critiques by 
John Galsworthy [and others] Westport, 
Conn., Greenwood Press [1974] p. cm. 
ISBN 0-8371-7263-2 Reprint of the 1920 
ed. published by Moffat, Yard, New York. 
([PT8950.B6Z63 1974] 73-17656 12.50 

1. Bojer, Johan, 1872-1959. I. Title. 
Prepared from C.I.P. 


GUILLAUME d’Orange 
(Chansons de geste) 
Guillaume d'Orange: four twelfth-century 
epics. Translated, with an introd., by Joan 
M. Ferrante. New York, Columbia 
University Press, 1974. p. cm. ISBN 0- 
231-03809-7 (Records of civilization: 
sources and studies, ne. 923 Contents.— 
The coronation of Louis——The conquest of 
Orange.—Aliscans.— William in the 
monastery. Includes bibliographical 
references. [PQ1481.A3F4] 74-4421 15.00 
i. Ferrante, Joan M., 1936- tr. Il. Title. LIT. 
Series. 
Prepared from C.I.P. 


841.1 


AMERICAN BOOK PUBLISHING-;RECORD 

MIRACLES de Nostre Dame 8427.1 
par personnages. 

Two miracles: La nonne qui laissa son 
abbaie; [and] Saint Valentin. Edited from 
the manuscript, Paris, B.N., f.fr. 819-820, 
by Nigel Wilkins. New York, Barnes & 
Noble Books [1973, i.e.1974, c1972] v, 132 
p. illus. 23 cm. ISBN 0-06-497678-5 Texts 
of the miracle plays in Old French, with 
English introd. and notes. Bibliography: p. 
11-12. [PQ1347.Al 1973] 74-168252 5.75 
1. Valentine, Saint—Legends. I. Wilkins, 
Nigel E, ed. il. Miracle de la nonne qui 
laissa son abbaie. 1973. III. Miracle de 
saint Valentin. 1973. IV. Title. 


SIMENON, Georges, 1903- 843',9°12 
The Venice train. Translated by Alastair 
Hamilton. New York, Harcourt Brace 
Jovanovich [1974] p. cm. ISBN 0-15- 
193506-8 “A Helen and Kurt Wolff book.” 
Translation of Le Train de Venise. 
[PZ3.S5892Vc] [PQ2637.I53] 74-5759 6.50 
£ Title. 

Prepared from C.I.P. 


QUOIREZ, Francoise, 
1935- 

Scars on the soul; a novel, by Francoise 
Sagan. Translated from the French by 
Joanna Kilmartin. New York, McGraw- 
Hill [1974] 141 p. 22 cm. ISBN 0-07- 
054415-8 Translation of Des bleus a l'ame. 
Peel (PQ2633.U74] 73-19755 6.95 

. Title. 


GIESE, William 
Frederic, 1864- 
Sainte-Beuve; a literary portrait. Westport, 
Conn., Greenwood Press [1974] p. cm. 
ISBN 0-8371-5515-0 Reprint of the 1931 
ed. published by University of Wisconsin, 
Madison which was issued as no. 31 of 
University of Wisconsin studies in 
language and literature. [PQ2391.Z5G45 
1974] 76-137054 15.50 
I. Sainte-Beuve, Charles Augustin, 1804- 
1869. I Title. I. Series: Wisconsin. 
University. University of Wisconsin 
studies: Language and literature, no. 31. 
Prepared from C.I.P. 


SPENCER, Michael 
Clifford. 
Michel Butor, by Michael Spencer. New 
York, Twayne Publishers [1974] 187 p. 22 
em. ISBN 0-8057-2186-X (Twayne’s world 
authors series, irs 275. France) 
Bibliography: 181-183. 
{[PQ2603.U73Z89] 73- 8071 6.95 


843°.9°14 


848.7709 


848’.9°1409 B 


1. Butor, Michel—Criticism and 
interpretation. 
JEANROY, Alfred, 1859- 849.104 


1953. 
La poesie lyrique des troubadours. New 
York, AMS Press [1974] p. cm. ISBN 0- 
404-08350-1 Reprint of the 1934 ed. 
published by E. Privat, Toulouse. 
Contents.—v. 1. Histoire externe. Diffusion 
a letranger. Liste des troubadours classes 
par regions. Notices bio-bibliographiques.— 


v. 2. Histoire interne. Les genres: leur 
evolution et leurs plus notables 
representants. Includes bibliographies. 


[PC3315.J4 1974] 72-1608 39.50 

I. Provencal poetry—History and criticism. 
2. Troubadours. I. Title. 

Prepared from C.I.P. 


RIEDT, Heinz, 1919- 8527.6 
Carlo Goldoni. Translated by Ursule 
Molinaro. New York, F. Ungar [1974] 146 
p- illus. 20 cm. ISBN 0-8044-2729-1 
(World dramatists) Bibliography: p. 133- 
138. [PQ4699.R513] 73-85411 7.50 

1. Goldoni, Carlo, 1707-1793—Criticism 
and interpretation. 


AUGUST 31,1974 


BORGES, Jorge Luis, 1899- 863 
In praise of darkness. Translated by 
Norman Thomas di Giovanni. A bilingual 
ed. [1st ed.] New York, Dutton, 1974. 142 
p. 25 cm. ISBN 0-525-13225-2 English 
and Spanish. Original title of this book is 
Elogio de la sombra.” [PQ7797.B635E4 
1974] 73-79553 8.95 

T. Title. 


EL SAFFAR, Ruth S., 1941- 863.3 
Novel to romance: a study of Cervantes’ 
Novelas ejemplares [by] Ruth S. El Saffar. 
Baltimore, Johns Hopkins University Press 
[1974] xvi, 189 p. 23 cm. ISBN 0-8018- 
1545-2 Bibliography: p. 179-186. 
[PQ6324.Z5E5] 73-19332 9.50 

i. Cervantes Saavedra, Miguel de, 1547- 
1616. Novelas ejemplares. J. Title. 


THOMSON, James Alexander 
Kerr, 1879-1959. 

Irony; an historical introduction. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1927 ed. published by 
Harvard University Press, Cambridge, 
Mass. [PA3014.I7TS 1974] 74-12211 20.00 
I. Classical — literature—History and 
criticism. 2. Irony in literature. I. Title. 
Prepared from C.I.P. 


SCHMELING, Gareth L. 883.01 
Chariton, by Gareth L. Schmeling. New 
York, Twayne Publishers [1974] 179 p. 21 
cm. ISBN 0-8057-2207-6 (Twayne’s world 
authors series, TWAS 295. Greece) 
Bibliography: p. 171-175. [PA3948.C32S3] 
73-14672 5.95 


880’.9°3 


1. Chariton. 

GREEK pastoral 884’.01°08 
poetry; Theocritus, Bion, Moschus, the 
pattern poems, translated with an 
introduction and notes by Anthony 


Holden. Harmondsworth, Penguin, 1974. 
250 p 19 cm. ISBN 0-14-044294-4 
(Penguin classics) Bibliography: p. 203. 
[PA4443.E5H6] 74-168342 ` 

I. Greek  poetry—Translations into 
English. 2. English poetry-—Translations 
from Greek. 3. Pastoral poetry, Greek. I. 
Theocritus. If. Bion, of Smyrna. HI. 
Moschus. IV. Holden, Anthony, tr. 
ane by Penguin, Baltimore, 1.95 
bk.). 


PANCHATANTRA. English. 891°.2°807 
Ancient Indian fables and stories; being a 
selection from the Panchatantra, by 
Stanley Rice. ([Folcroft, Pa.] Foicroft 
Library Editions, 1974. p. om. Reprint of 
the 1924 ed. published by Dutton, New 
York, in series: Widsom of the East. 
[PK3741.P3ES 1974] 74-12477 10.00 

F Rice, Stanley Pitcairn, 1869- ed. II. 
Title. 

Prepared from C.I.P. 


JUSSAWALLA, Adil J, comp. 891°.4 
New writing in India, edited by Adil 
Jussawalla. (Harmondsworth, Eng.] 
Penguin [1974] 320 p. 18 cm. ISBN 0-14- 
003645-8 [PK2978.E5J8] 74-168307 

l. Indic literature—Translations into 
English. 2. English literature—Translations 
from Indic literature. I. Title. 

Distributed by Penguin, Baltimore, 2.25 
(pbk.). 


LEVY, Reuben. 8917.55’09 
Persian literature; an introduction. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. Reprint of the 1923 ed. published 
by Oxford University Press, London, in 
Language & literature series. [PK6406.L4 
1974] 74-12165 10.00 

1. Persian Hteratures—History and criticism. 
I. Title. 


Prepared from C.I.P. 


ROTHFIELD, Otto, 1876- 
1932. 
Umar Khayyam and his age, by Otto 
Rothfeld. [Folcroft, Pa.J Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1922 
ed. published by Simpkin, Marshall, 
Hamilton, Kent, London. [PK6524.R6 
1974] 74-11126 10.00 


891.5511 


. L Omar Khayyam—Contemporary Iran. I. 


Title. 
Prepared from C.LP. 


GREGORY, Isabella 891.6208 
Augusta Persse, Lady, 1852-1932. 
Poets and dreamers: studies & translations 
from the Irish. New York, Haskell House 
Publishers, 1973, [i.e.1974] 254 p. 23 cm. 
ISBN 0-8383-1725-1 Reprint of the 1903 
ed. published by Hodges, Figgis, Dublin. 
bey 1973} 73-17133 12.95 (lib. 
bdg. 
1. Irish literature—History and criticism. 2. 
Irish literature—Translations into English. 
3. English literature—Translations from 
Trish. I. Hyde, Douglas, Pres. Irish Free 
State, 1860-1949. I. Title. 
Contents omitted. 


WILLIAMS, Gwyn, 
comp. 
Welsh poems, 
Translated with an introd. and notes by 
Gwyn Williams. Berkeley, University of 
California Press, 1974 [c1973] 128 p. 21 
em. ISBN 0-520-02603-9 [PB2369.W54 
1974] 73-86661 6.95 

L. Welsh poetry—Translations into 
English. 2. English poetry—Translations 
from Welsh. I. Title. 


ine aba Hugh, 1925- 
ed. 

The year of protest, 1956; an anthology of 
soviet literary materials. Translated and 
edited, with an introd., by Hugh McLean 
and Walter N. Vickery. Westport, Conn., 
Greenwood Press [1974, c1961] p. cm. 
ISBN 0-8371-7575-5 Reprint of the ed. 
published by Vintage Books, New York, 
which was issued as no. V-730 of Vintage 
Russian library. [PG3213.M3 1974] 74- 
8359 12.50 

1. Russian literature—20th century— 
Translations into English. 2. English 
literature—Translations from Russian. I. 
Vickery, Walter N., 1921- joint ed. and tr. 
ID. Title. 

Prepared from C.I.P. 


891.661108 


891.7080044 


ASCH, Shalom, 1880- 
1957 

Sabbatai Zevi; a tragedy in three acts and 
six scenes with a prologue and an epilogue, 
by Sholom Ash. Authorized translation 
from the Russian version, by Florence 
Whyte and George Rapall Noyes. 
Westport, Conn., Greenwood Press [1974, 
c1930] p. cm. ISBN 0-8371-7449-X 
Translation of Shabsay Tsevi. Reprint of 
the ed. published by The Jewish 
Publication Society of America, 
Philadelphia. [PJ5129. "A883 1974] 74-3622 
8.50 


1. Shabbethat Zebi, 1626-1676—Drama. Í. 
Title. 
Prepared from C.I.P. 


ANDERSON, Roger B. 891.78209 
N. M. Karamzin’s prose: the teller in the 
tale; a study in narrative technique, by 
Roger B. Anderson. [lst ed.] Houston, 
Cordovan Press [1974] 238 p. 23 cm. 
Includes bibliographical references. 
[PG3337.K25Z56] 73-92280 8.95 

I. Karamzin, Nikolai Mikhailovich, 1766- 
1826—Criticism and interpretation. 2. 


891.7°242 


sixth century to 1600. 


800 LITERATURE 


Karamzin, Nikolai Mikhailovich, 1766- 


,1826—Technique. I. Title. IL Title: The 


teller in the tale. 


LEM, Stanislaw, 1921- 891.8537 
The investigation. Translated from the 
Polish by Adele Milch. New York, 
Seabury Press [1974, c1969] 216 p. 22 cm. 
ISBN 0-8164-9165-8 (A Continuum book) 
Translation of Sledztwo. [PG7158.L39S45]: 
73-6423 7.95 

I. Title. 


NATSUME, Soseki, 

1916. 
Ten nights of dream, Hearing things, The 
heredity of taste. Translated by Aiko Ito 
and Graeme Wilson. Rutland, Vt., Tuttle 
[1974] 203 p. 19 cm. ISBN 0-8048-1136-9 
Originally published in the Japan quarterly, 
v. 16, no. 3; v. 19, no. 3; v. 20, no. 1. 
Translation of Yume juya, Koto no sorane, 
and Shumi no iden, respectively. 
[PZ3.N216Tf5] [PL812.A8] 73-86136 6.95 
I. Title. 


1867- 895.634 


NATHAN, John, 1940- 895.6'3’5 B 
Mishima: a bibliography. [lst ed.) Boston, 
Little, Brown [1974] p. ISBN 0-316- 
59844-5 Bibliography: p. [PL833.17Z6984] 
74-12184 8.95 

1. Mishima, Yukio, pseud. 

Prepared from C.I.P. 


YAMANUSHI, Toshiko, 
1907- 
The nutcracker. Retold by Toshiko 
Yamanushi. English version by Alvin 
Tresselt. Ilustrated by Seiichi Horiuchi. 
New York, Parents’ Magazine Press [1974] 
p. cm. ISBN 0-8193-0743-2 Translation of 
Kurumiwari ningyo. A little girl travels 
with the Nutcracker Prince to the Land of 
Cake and Candy. [PZ8.Y25Nu3] 74-6479 
4.95 
I. Hoffmann, Ernst Theodor Amadeus, 
1776-1822. Nussknacker und Mausekonig. 
if. Horiuchi, Seiichi, 1932- illus. II. Title. 
Prepared from C.I.P. Library binding; 4.59, 
ISBN 0-8193-0744-0. 


895.635 


LEE, Peter H., 
comp. 

Poems from Korea; a historical anthology. 
Compiled and translated by Peter H. Lee. 
Foreword by Norman Holmes Pearson. 
[Rev. ed.] Honolulu, University Press of 
Hawaii [1974] 196 p. 23 cm. ISBN 0-8248- 
0263-2 (UNESCO collection of 
representative works: Korean series) First 
published in 1964 under title: Anthology of 
Korean poetry from the earliest era to the 
present. Bibliography: p. 188-189. 
[PL984.E3L4 1974] 73-80209 7.50 

il. Korean poetry—Translations into 
English. 2. English poetry—Translations 
from Korean. I Title. IL Series. 


1929- 895.7 1'008 


BARON, Virginia 
Olsen. 

Sunset in a spider web, sijo poetry of 
ancient Korea. Adapted by Virginia Olsen 
Baron from translations by Chung Sevk 
Park. Illustrated by Minja Park Kim. [lst 
ed] New York, Holt, Rinehart and 
Winston [1974] [79] p. illus. 21 cm. ISBN 
0-03-012071-3 A collection of Sijo, one of 
the earliest forms of Korean poetry and 
still the most popular today. [PL984.E3B3] 
73-14657 4.95 

i Stjo—Transiations into English. 2. 
English poetry—Translations from Korean. 
L Park, Chung Sevk, tr. IL Kim, Minja 
Park, illus. IT. Title. 


895.7°1°208 
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900 HISTORY 
900 HISTORY 


THE Western experience 901.9 
[by] Mortimer Chambers [and others] Art 
essays by H. W. Janson. [Ist ed] Ner 
York, Knopf [1974] 2 v. (avi, 1133 p. 
illus. 24 cm. Contents.—[1] To 1715.—[2] 
Since 1640. Includes bibliographies. 
[CB59.W38 1974c] 73-22042 17.50 

1. Civilization—History. 2. Civilization, 


Occidental—History. I Chambers, 
Mortimer. 
EASLEA, Brian. 901.94 


Liberation and the aims of science; an 
essay on obstacles to the building of a 
beautiful world. Totowa, N.J., Rowman 
and Littlefield [1973, i.e.1974] xiv, 370 p. 
illus. 25 cm. ISBN 0-87471-477-X Includes 
bibliographical references. [CB151.E27 
1973b] 74-170436 17.50 

1. Science and civilization. 2. Civilization, 
Modern. I. Title. 


WARD, Maisie, 1889- 901.946 B 
To and fro on the earth: the sequel to an 
autobiography. London, New York, Sheed 
ane Ward, 1973, [i.e.1974] [5], 176 p. 23 
ISBN 0-7220-7301-1 
[BX4705. W287A29] 72-12475 8.50 
. Ward, Maisie, 1889- I. Title. 


KOCH, Kurt E. 901.94°7 
World without chance? By Kurt E. Koch. 
Grand Rapids, Kregel Publications [1974] 
96 p 18 cm. ISBN  0-8254-3012-7 
Translation of Welt ohne Chance? 
(BT876.K6313] 72-85598 1.25 (pbk.). 

i. End of the world. 2. Civilization, 
Modern—1950- 3. Canversion. 4. Revivals. 
I Title. 


BENHAM, Allen Rogers, 907’.2 
1879- 
Clio and Mr. Croce. [Folcroft, Pa. 


Folcroft Library Editions, 1974 [c1928 
Reprint of the ed. published by the 
University of Washington Book Store, 
Seattle, which was issued as no. 20 of the 
University of Washington chapbooks. 
[D13.C73B46 1974] 74-9707 4.50 

1. Croce, Benedetto, 1866-1952. Teoria e 
storia della storiogratia. 2. Historiography. 
i. Title. IL Series: Washington (State). 
University. University of Washington 
chapbooks, no. 20. 

Prepared from C.I.P. 


GAY, Peter, 1923- 907°.2°022 
Style in history. New York, Basic Books 
(1974] xiii, 242 p. illus. 22 cm. ISBN 0- 
465-08304-8 Bibliography: p. 219-238. 
[DT 14.G37] 73-91076 8.95 

1. Gibbon, Edward, 1737-1794. 2. Ranke, 
Leopold von, 1795-1886. 3, Macaulay, 
Thomas Babington Macaulay, Baron, 1800- 
1859. 4. Burckhardt, Jakob Christoph, 
1818-1897. 5. Historiography. I. Title. 


STOESSINGER, John George. 909.82 
Why nations go to war [by] John G. 
Stoessinger. New York, St. Martin’s Press 
[1974] 230 p. 22 cm. Includes 
bibliographical references. [D421.8677] 73- 
87409 8.95 

1. History, Modern—20th century. 2. War. 
T. Title. 


HALACY, Daniel Stephen, 
1919- 

1936: the picture story of an unforgettable 
year [by] D. S. Halacy, Jr. New Rochelle, 
N.Y., Arlington House [1974, c1963] p. 
Reprint of the ed. published by Monarch 
Books, Derby, Conn., under title: 
Encyclopedia of the world’s great events: 
1936. [D410.5 1936.H3 1974] 74-11061 
8.95 


92 


909.8273 


1. History—Yearbooks—1936. I. Title. 
Prepared from C.I.P. 


STONE, Isidor F., 1907- 909.82’5 
The I. F. Stone’s weekly reader. Edited by 
Neil Middleton. New York, Vintage Books 
[1974] p. cm. ISBN 0-394-71307-9 
[E740.123S86 1974] 74-7302 2.45 (pbk.). 

i. United States—Politics and 
government—1945- —Colfected works. 2. 
United States—Foreign relations—1945- — 
Collected works. 3. World politics—1945- 
—Collected works. I. I. F. Stone's weekly. 
IT, Title. 

Prepared from C.I.P. 


Travel 910-919 


DE WOLFE, Elsie, 1865- 910°.03 B 
1950 

After all. New York, Amo Press, 1974 

[c1935] p. cm. ISBN 0-405-06085-3 

(Women in America: from colonial times 

to the 20th century) Autobiography. 

Reprint of the Ist ed. published by Harper, 

New York. [CT275.D382A3 1974] 74- 

3938 17.00 

I. De Wolfe, Elsie, 1865-1950. I. Title. II. 

Series. 

Prepared from C.I.P. 


SEAHOLM, Charles H. 910.03395 
The Kelts and the Vikings [by] Charles H. 
Seaholm. New York, Philosophical Library 
[1974] 448 p. illus. 22 cm. ISBN 0-8022- 
2136-X Includes bibliographical references. 
[DL31.S42] 73-88708 10.00 

: Civilization, Scandinavian. 2, 
Civilization, Celtic. I. Title. 


DU BOIS, William 

Edward Burghardt, 1868-1963 
The Negro. New introd. by Herbert 
Aptheker. Millwood, N.Y., Kraus-Thomson 
Organization Ltd. [1974] p. cm. ISBN 0- 
527-25315-4 Reprint of the 1915 ed. 
published by Holt, New York, which was 
issued as no. 91 of Home university library 
of modern knowledge. Bibliography: p. 
(HT1581.D8 1974] 74-7274 12.00 
1. Negro race. I. Title. 
Prepared from C.I.P. 


HALE, John Rigby, 1923- 910.09 
Age of exploration, by John R. Hale ané 
the editors of Time-Life books. New York, 
Time, inc.- [1974] 192 p. illus. 28 cm. 
(Great ages of man) Bibliography: p. 186. 
[G80.H2 1974] 74-168232 5.95 

1. Discoveries (in geography) 2. Explorers. 
I. Time-Life Books. II. Title. 


TROBRIDGE, Gerry. 910°.41 B 
Conversation with a world voyager, by 
Gerry Trobridge as told to Steve Doherty. 
2d ed. [New York, Seven Seas Press, 
1974] 50 p. illus. 28 cm. Cover title. 
[G440.W623T76 1974] 74-165230 4.00 

1. White Seal (Ketch) 2. Voyages around 
the world—1951- [I Doherty, Steve. II. 
Title. 


WALTER, Richard, 
1785, comp. 
Anson's voyage round the world in the 
years 1740-44, with an account of the last 
capture of a Manila galleon; the authorized 
version by Richard Walter. With prefatory 
notes by G. S. Laird Ciowes, and with a 
new introd. by Percy G. Adams. New 
York, Dover Publications [1974] xiv, Ixiv, 
402 p. illus. 22 cm. ISBN 0-486-22993-9 
Reprint of the 1928 ed. published by M. 
Hopkinson, London. Includes bibliography. 
[G420.A5 1974] 73-85692 6.00 (pbk.) 
i. Anson, George Anson, Baron, 1697- 


910.0396 


1716?- 910.41 B 


- AMERICAN BOOK’ PUBLISHING RECORD 


1762. 2. Voyages around the world. I. 
Anson, George Anson, Baron, 1697-1762. 
H. Title. 


FOURNIER-AUBRY, 
Fernand. 

Don Fernando; the story of Fernand 
Fournier-Aubry. Recorded by Andre 
Voisin and translated from the French by 
Xan Fielding. [ist American ed.] New 
York, Putnam [1974] vii, 246 p. illus. 24 
cm. ISBN 0-399-11206-5 Autobiographical. 
[CT9971.F68A3313 1974] 73-78590 7.95 
i. Fournier-Aubry, Fernand. I. Voisin, 
Andre, 1923- 


BAILEY, Maurice. 910.45 
Staying alive! 117 days adrift—the 
incredible saga of a courageous couple who 
outwitted death at sea for a longer period 
than any humans before [by] Maurice and 
Maralyn Bailey. Foreword by Sir Peter 
Scott. Drawings by Peter A. G. Milne. 
Maps by Alan Irving. New York, D. 
McKay Co. [1974] 192 p. illus. 25 cm. 
ISBN 0-679-50458-3 [G530.B15 1974] 74- 
71039 6.95 

1. Shipwrecks. 2. Survival (after aeroplane 
accidents, shipwrecks, etc.) I. Batley, 
Maralyn, joint author. II. Title. 


BONING, Richard A. 910°.45 
Titanic [by] Richard A. Boning. Illustrated 
by Harry Schaare. New York, Dexter & 
Westbrook [1974] 44 p. col. illus. 24 cm. 
ISBN _0-87966-107-0 (The Incredible 
series) Describes the final hours of the 
Titanic, from the time it hit an iceberg 
until a rescue ship appeared on the scene 
too late to help 1503 victims of the 
ee [G530.T6B66] 74-76640 4.95 
bk 


910°.41°0924 B 


1. Titanic (Steamship)—Juvenile literature. 
2. Shipwrecks—Juvenile literature. Í. 
Schaare, Harry J, illus. TI. Title. 


BRITANNICA atlas. 912 
Chicago, Encyclopaedia Britannica [1974] 
xvi, 312, 1222 p. illus., col. maps. 39 cm. 
ISBN 0-85229-292-9 Maps plates 1-280, 
pages vi-xvi, and tables and index from 
The international atlas published by Rand 
McNally and Company. English, French, 
German, and Spanish. [G1019.B766 1974} 
74-170879 

1. Atlases. I. Encyclopedia Britannica, inc. 
II. Rand McNally and Company. 


CARRINGTON, Henry 912°.1°97333 
Beebee, 1824-1912, 
Battle maps and charts of the American 
Revolution, with explanatory notes and 
school history references. New York, Arno 
Press, 1974 [c1881] p. ISBN 0-405-05540- 
4 Reprint of the ed. published by A. S. 
Barnes, New York. [E230.C322 1974] 74- 
8018 50.00 
I. United States-—History—Revolution, 
1775-1783—Campaigns and battles. 2. 
United States—History—Revolution, 1775- 
1783—Maps. I. Title. 
Prepared from C.I.P. 


THOMAS, David Hurst. 913’.031 
Predicting the past: an introduction to 
anthropological archaeology. New York, 
Holt, Rinehart and Winston [1974] x, 84 p. 
illus. 24 cm. ISBN 0-03-091154-0 (Basic 
anthropology units) Bibliography: p. 77- 
84. [GN739.T46] 73-7895 1.95 (pbk.) 

J. Man, Prehistoric. 2. Archaeology, 
Methodology. {. Title. 


KENYON, Kathleen Mary. 913.33 
Digging up Jerusalem edited by Hal 
Hellman. New York, Interdisciplinary 
Communications Program [1974] p. 
[DS109.K39] 73-10948 11.00 


AUGUST 31, 1974, ms 


1 Tie Ane 2 Jerusalem— 
History.-I. Title. 
Prepared from C.LP. 


*FA-HSIEN, 
f1.399-414. 

Record of the Buddhistie kingdoms. By H. 

A. Giles. Varanasi, India, Prithvi 

Prakashan, 1972 x, 129 p. 18 cm. ISBN 0- 

8426-0491-X [DS$409] 

1. India—Description and travel. 2. 

Buddha and Buddhism. I. Giles, Herbert 

Allen, 1845-1935 I. Title. 

Distributed by Verry, 5.50 


913.3°4°0470924 


BURNS, Cecil Delisle, 
1879-1942. 

Greek ideals; a study of social life. 2d ed. 

New York, Haskell House Publishers, 


913.3803 


1974. xi, 310 p. 23 cm. ISBN 0-8383- - 


1767-7 Reprint of the 1919 ed. published 
by G. Bell, London. Includes 
bibliographical references. [DF77.B945 
1974} 73-20390 14.95 (lib. bdg.). 

i. Civilization, Greek. 2. Festivals— 
Greece. I. Title. 


HICKS, Jim. 913.393 
The empire builders, by Jim Hicks and the 
editors of Time-Life Books. New York, 
Time-Life Books [1974] 160 p. illus. (part 
col.) 27 cm. (The Emergence of man) 
[DS66.H5] 74-75832 6.96 

1. Hittites. T. Time-Life Books. I. Title. 


MUDROCH, Vaclav. -914’.0371 
Essays on the reconstruction of medieval 
history, edited by Vaclav Mudroch and G. 
S. Couse. Montreal, McGill-Queen’s 
University Press, 1974. xiii, 170 p. 26 cm. 
ISBN 0-7735-0069-3 Includes 
bibliographical references. [D116.M8] 73- 
82844 : 

L Middle Ages—Historiography— 
Addresses, essays, lectures. 2. Middle 
Ages—Addresses, essays, lectures. I. 
Couse, G. S., joint author. IT. Title. 
Distributed by McGill Queens University 
Press, N.Y., 15.00 


KINGDON, Robert 
McCune, 1927- 
Transition and revolution; problems and 
issues of European Renaissance and 
Reformation history, edited by Robert M. 
Kingdon. Minneapolis, Burgess Pub. Co. 
[1974] viii, 274 p. 23 cm. ISBN 0-8087- 
1118-0 Includes bibliographies. [BR309.K5] 

74-75575 3.95 (pbk.). 

1. Reformation. 2. State, The—History. 3. 
Humanism. 4. Witchcraft—History. 5. 
Printing—RHistory. I. Title. 


*FIELDING’S low-cost 
Europe. 
The 1974 edition is available from Morrow 


914°.03°23 


914.0455 


for 3.50 (pbk.) ISBN 0-688-61162-1. L.C. 
card number: 67-4403. 
HADLEY, Leila. 914’.04’55 


Fielding’s guide to traveling with children 
in Europe. Rev. ed. New York, Fielding 
Publications [1974] 504 p. 22 cm. ISBN 0- 
688-61159-1 [1D909.H24 1974] 74-171891 
9.95 

i. Burope—Description and travel—1971- 
——Guide-books. I. Title. 


GREY, Howard. 914.2038 10222 
The Victorians by the sea [by] Howard 
Grey & Graham Stuart. Introd. by 
Margaret Challen. London, Academy 
Editions; New York, St. Martin’s Press 
(1973, ie.1974] [112] p. illus. 30 cm. ISBN 
0-85670-009-6 [DA533.G7 1973] 74- 
167278 12.50 z 

I. England—Social life and customs—19th 


century—Pictorial works. 2. 


Seaside 
resorts—England—Fictorial works. 
*EGON Ronay’s 1974 914’.2°04’85 


in Britain. 

This edition, formerly entitled Egon 
Ronay’s Pubs and Tourist Sights in Britain 
is avialable from British Book Centre for 
8.95 (pbk.). 

ROWSE, Alfred Leslie, 914.229 
Windsor Castle in the history of England 
[by] A. L. Rowse. New York, Putnam 
[1974] 254 p. illus. 26 cm. ISBN 0-399- 
11352-5 [DA690.W76R67 1974b] 73- 
91218 14.95 

I. Windsor Castle. 
History. I. Title. 


COYSH, Victor. 


2. Great Britain— 


914.234 


- Alderney. Newton Abbot, North Pomfret, 


Vt., David & Charles [1974] 168 p. illus. 
23 cm. ISBN 0-7153-6386-7 ma Islands 
serjes) Bibliography: 162. 
[DA670.A5C68] 74163789 10. 50 

1. Alderney—Description and travel. 2. 
Alderney—History. 


MCGRATH, William J. 914.36°03°4 
Dionysian art and Populist politics in 
Austria [by] William J. McGrath. New 
Haven, Yale University Press, 1974. 269 p. 
illus. 25 cm. ISBN 0-300-01656-5 
Bibliography: p. 253-258. [DB851.M25] 
73-86908 12.50 

1. Mahler, Gustav, 1860-1911. 2. Adler, 
Victor, 1852-1918. 3. Vienna—Intellectual 
life. 4. Austria—Politics and government— 
1867-1918. I. Title. 


RAND, Abby. 914°.4°55 
How to get to Europe and have a 
wonderful time. Rev. and updated. New 
York, Scribner [1974] 275 p. 21 cm. ISBN 
0-684-13874-3 Includes bibliographical 
aor re [D909.R32 1974] 73-19259 
7. 


1. Europe—Description and travel—1971- 
—Guide-books. f. Title. 
Pbk., 3.50, ISBN 0-684-13794-1. 


CARRINGTON, 914.4°94570483 
Dorothy. 

Corsica: portrait of a granite island. [lst 

American ed.] New York, John Day Co. 

[1974, c1971] xi, 336 p. illus. 27 cm. ISBN 

0-381-98260-2 First published in 1971 

under title: Granite island: ts portrait of 

Corsica. Bibliography: p. 320-326. 

(DC611.C81C27 1974] 73-17015 12.95 

1. Corsica. 


*BAZAK guide to 
Portugal. 

The 1974-75 edition is available from 
Harper & Row for 4.95 (pbk.) ISBN 0-06- 
0102640. 


*FODOR, Eugene. 914.70485 
Fodor’s Soviet Union 1974-75 {[comp. by] 
Eugene Fodor fand} Robert C. Fisher. 
New York McKay Co. [1974] 543 p.-illus. 
21 cm. [DK28] 10.95 - 

1. Russia—Description and Travel—Guide- 
books. I. Fisher, Robert C. joint comp. II. 
Title. 


MUMMERY, 914.94°7°0460924 B 
Albert Frederick, 1855-1895. ‘ 
My climbs in the Alps and Caucasus. 
Lawrence, Mass., Quarterman Publications 
[1974] xii, 360 p. illus. 24 cm. ISBN 0- 
88000-021-X (Of men and mountains, v. 
1) Reprint of the 1896 ed. published by T. 
F. Unwin, London, with new foreword. 
[DQ823.M96 1974] 73-86772 15.00 
1. Mountaineering. 2. Alps—Description 


914.690442 


900-HISTORY 


and travel. '3. Caucasus—Description and 
travel. I. Title. 


DODDS, Helen Willard. 914.95 
Come with me to Greece. Photos: by 
Annette Dodds Cross. [lst ed.] New York 
[i-e. Jericho, N.Y.] Exposition Press [1974] 
149 p. illus. 24 cm. ISBN 0-682-47857-1 
(An Exposition-banner book) [DF727.D62] 
73-91090 8.00 

I. Greece, Modern—Description and 
travel—1951- 2. Greece, Modern—Social 
life and customs. 3. National 
characteristics, Greek (Modern) I. Title. 


EAST, William Gordon, ed. 915 
The changing map of Asia; a political 
geography, edited by W. Gordon East, O. 
H. K. Spate and Charles A. Fisher. 
[London] Metheun [1974, c1971] xvi, 678 
p. maps. 22 cm. Includes bibliographical 
references [DS35.E3] 

1.  Asia—Politics. 2. Asia—RHistorical 
geography. I. Spate, Oskar Hermann 
Khristian, joint ed. II. Fisher, Charles A. 


Joint ed. ITI. Title. 


L.C. card number for hardbound ed: 51- 
2470. Dist. by Barnes & Noble, 12.00 
(pbk.) 


ROSENFELD, Erwin M. 915.03 
Afro-Asian culture studies [by] Erwin M. | 
Rosenfeld and Harriet Geller. Rev.” 
Woodbury, N.Y., Barron’s Educational 
Series [1974] p. ISBN 0-8120-0452-3 
Bibliography: p. [DS5.R64 1974] 74-10920 
3.95 (pbk.) 

i. Asia. 2. Africa. I Geller, Harriet, joint 
author. IT. Title. 

Prepared from C.I.P. 


HSU-BALZER, Eileen. 915.1 


` China day by day [by] Eileen Hsu-Balzer, 


Richard J. Balzer [and] Francis L. K. Hsu. 
New Haven, Yale University Press, 1974. 
xxxvi, 111 p. illus. 31 cm. ISBN 0-300- 
01751-0 [Dg711. H745] 73-89575 15.00 

1. China—Description and travel—1949- I. 
Balzer, Richard, illus. I. Hsu, Francis L. 
K., 1909- Ill. Title. 


MARCH, Andrew L. 915.1703 
The idea of China: myth and theory in 
geographic thought [by] Andrew L. March. 
New York, Praeger [1974] p. cm. ISBN 0- 
275-33480-4 (Studies of the East Asian 
Institute, Columbia University) 
Pibliography: p. [DS706.5.M37] 74-4161 
8. 


1. China—Description and travel 2. 
Geography—Philosophy. I. Title. II. Series: 
Columbia University. East Asian Institute. 
Studies. 

Prepared from C.I.P. 


PATIL, D. R., 1915- 915.403 
Cultural history from the Vayu Purana [by] 
Devendrakumar Rajaram Patil. [lst ed.] 
Delhi, Motilal Banarsidass [1973] xvii, 348 
p. 25 cm. ISBN 0-842-60529-0 (Deccan 
College dissertation series, 2) Reprint of 
the 1946 ed. published by Deccan College 
Postgraduate & Research Institute, Poona. 
”Accepted for the degree of Doctor of 
Philosophy by the University of Bombay in 


1944...” Bibliography: p ix-xiv. 
[DS425. P35 1973] 53 "905178 
Puranas. Vayupurana. 2.  India— 


Civilization. I. Title. H. Series: Deccan 
College Post-graduate and Research 
Institute, Poona, India. Deccan College 
dissertation series, 2. 

Distributed by Verry, 9.00 


NAMIKAWA, Banri, 1930- 915.5 
fran. Tokyo, New York, Kodansha 
International [Distributor: Harper & Row, 
New York, N.Y., 1973] 98 p. illus. 19 cm. 


93 


"900 HISTORY 


ISBN 0- 8701-1-213-9 (This beautiful world, 
v. 45) [DS255.N35] 73-79762 3.50 (U.S) 
1. Iran—Description and travel. 


EMANUEL, William 
Vernon. 

The wild asses; a journey through Persia, 

by W. V. Emanuel. London, J. Cape. [New 

York, AMS Press, 1974] p. cm. Reprint of 

the pee ed. [DS258. E5 1974] 76-180336 

18 

1. lran—Description and travel. 2. Asia, 
Western—Description and travel. I. Title. 

Prepared from C.I.P. 


915.5°04’5 


*BAZAK guide to 915°.694045 
Israel. 

The 1974-197Sedition is available from 
Harper & Row for 3.95 (pbk.) ISBN 0-06- 


0102624. 


DEHONEY, Wayne. 915.694045 
An evangelical’s guidebook to the Holy 
Land. Nashville, Tenn., Broadman Press 
[1974] 159 p. illus. 20 cm. [DS103.D38] 
73-85698 4.95 (pbk.). 

1. Israel—Description and travel—-Guide- 


books. 2. Palestine—Description and 
travel—Guide-books. I. Title. 
MIREPOIX, Camille. 915.81 


Afghanistan in pictures. [Rev. ed.] New 
York, Sterling Pub. Co. [1974] 64 p. illus. 
26 cm. ISBN  0-8069-1142-5 (Visual 
geography series) An introduction to the 
geography, history, government, people, 
and economy of the country sometimes 
called the Switzerland of Asia. 
[DS352.M56 1974] 74-169197 1.50 (pbk.) 
1. Afghanistan. I. Title. 

Library binding; 2.99, ISBN 0-8069-1143- 


DUPREE, Louis, 1925- 915.8°1'034 
Afghanistan in the 1970s. Edited by Louis 
Dupree [and] Linette Albert. Foreword by 
Phillips Talbot. New York, Praeger [1974] 
p. cm. ISBN 0-275-28745-9 (Praeger 
special studies in international economics 
and development) Bibliography: p. 
[DS351.5.D87] 73-9059 16.50 

1 Afghanistan—Addresses, essays, 
lectures. I. Albert, Linette, joint author. I. 
Title. 

Prepared from C.I.P. 


BRODRICK, Alan 
Houghton. 

Little China; the Annamese lands. London, 

New York, Oxford University Press, 1942. 

[New York, AMS Press, 1974] p. cm. 

ISBN 0O- 404- 54803-2 Bibliography: p. 

[DS557.A5B7 1974] 74-179173 17.50 

1. Annam. I. Title. 

Prepared from C.I.P. 


CARPENTER, John 
Allan, 1917- 
Zaire, by Allan Carpenter and Matthew 
Maginnis. Consulting editor: John Rowe. 
Chicago, Childrens Press [1974, c1973] 93 
p. illus. (part col.) 24 cm. ISBN 0-516- 
04593-8 (Enchantment of Africa) An 
introduction to the geography, people, 
history, government, resources, culture, 
and major cities of the Zaire Republic, 
formerly known as the Congo. 
[DT644.C37] 73-20258 6.00 (lib. bdg.). 
1. Zaire—Juvenile literature. I. Maginnis, 
Matthew, joint author. II. Title. 


PERHAM, Margery 
Freda, Dame, 1895- 
African apprenticeship; an autobiographical 
journey [by] Margery Perham. New York, 
Africana Pub. Co. [1974] p. cm. ISBN 0- 
8419-0169-4 [DT732.P47] 74-78312 12.50 
1. Perham, Margery Freda, Dame, 1895- 2. 


915.97033 


916.75'1°03 


 916.8°04'50924 B 


94 


- [1974] 80 p. 


Africa, Southern—Description and travel. 
I. Title. 
Prepared from C.I.P. 


WRIGHT, Carol. 916.982 
Mauritius. Newton Abbot, David & 
Charles; Harrisburg, Stackpole Books 


[1974} 179 p. illus. maps. 23 cm. (The 
Islands series) Bibliography: p. 169-172. 


‘[DT469.M4W74 1974] 74-169125 8.95 


1. Mauritius. 


MARIN, Clive, 1945- 917.18 
Fogo Island. Philadelphia, Dorrance [1974] 


85 p. illus. 22 cm. ISBN 0-8059-1960-0 
Bibliography: p. 85. [F1124.F6M37] 73- 
90098 4.95 : 

i. Fogo Island, Newfoundland— 


Description and travel. I. Title. 


ROBERTS, Leslie, 1896- 917.193 
The Mackenzie. Ilustrated by Thoreau 
MacDonald. Westport, Conn., Greenwood 
Press [1974, ¢1949] xii, 276 p. illus. 22 cm. 
ISBN 0-8371-5864-8 Reprint of the ed. 
published by Rinehart, New York, in 
series: Rivers of America. Bibliography: p. 
255-256. [F1100.M3R62 1974] 73-20906 
12.50 

1. MacKenzie River. 2. Northwest 
Territories, Can.—History. I Title. Il. 
Series: Rivers of America. 


TRAVELVISION. 917.20482 
Exxon Travel Club illustrated Mexico 
vacation guide. Prepared by TravelVision. 
Editor: Robert N. McCready. [Houston] 
Exxon Travel Club; distributed by 
Hammond Incorporated, Maplewood, N.J. 
illus. 29 cm. [F1209.T72 
1974] 74-169200 2.95 (pbk.) 

1. Mexico—Description and travel—195]- 
—Guide-books. 2 Autobiles—Road 
guides—Mexico. I. McCready, Robert N., 
ed. If. Exxon Travel Club. IIT. Title. IV. 
Title: Illustrated Mexico vacation guide. 


BOTTING, Douglas. 917.29 
The pirates of the Spanish Main, with illus. 
by Gareth Floyd. Harmondsworth, Puffin 
Books, 1973, [i.e. 1974] 48 p. illus. (Some 
col.), maps, ports. 21 cm. ISBN 0-14- 
061009-X (Explorer, 9) Includes index. 
[F2161.B63] 74-161003 

1. Spanish Main-—Juvenile literature. 2 
Buccaneers—Juvenile literature. I. Title. 
Distributed by Penguin, Baltimore, Md., 
1.35 (pbk.) 


SANGSTER, Ian. 917.292046 
Jamaica: a vacation guide. New York, 
Scribner [1973, i.e.1974] 96 p. illus. 22 cm. 
ISBN 0-684-13632-5 [F1869.S26] 73- 
10836 4.95 

I. Jamaica—Description and travel—1951- 
—Guide-books. I. Title. 


CRACKNELL, Basil E. 917.29841 
Dominica, by Basil E. Cracknell. Newton 
Abbot, David and Charles; Harrisburg [Pa.] 
Stackpole Books, 1973, [i.e.1974] 198 p. 


` illus., maps. 23 cm. (The Islands series) 


Includes index. Bibliography: p. 183-190. 
[F2051.C72 1973] 74-166739 8.95 


1. Dominica. 


BAKER, William J., comp. 917.303 
America perceived: a view from abroad in 
the 19th century. Edited by William J. 
Baker. West Haven, Conn., Pendulum 
Press [1974] 174 p. 21 cm. ISBN 0-88301- 
147-6 [E165.B25] 73-94109 2.50 (pbk.). 

i. United  — States-——Civilization—19th 
centy: 2. United States—Foreign opinion. 
£ Title. 


CHURCHILL, Allen, 1911- 917.303 
The splendor seekers; an informal glimpse 


` THE Hofstadter aegis, 


AMERICAN BOOK PUBLISHING RECORD 


of America’s multimillionaire spenders— 
members of the $50,000,000 club. New 
York, Grosset & Dunlap [1974] 278 p. 
illus. 24 cm. ISBN 0-448-02319-9 
Bibliography: p. [267]-270. [HC110.W4C5 
1974] 73-14132 10.00 

1. Wealth—United States—History. 2. 
Millionaires—History. 3. United States— 
Social conditions. I. Title. 


917.303 
a memorial. Edited by Stanley Elkins and 
Eric McKitrick. [lst ed.] New York, 
Knopf, 1974. p. cm. ISBN 0-394-49107-6 
Includes bibliographical references. 
[E178.6.H72] 73-20440 10.00 

1. Hofstadter, Richard, 1916-1970. 2. 
United States—History—Addresses, essays, 
lectures. I. Hofstadter, Richard, 1916-1970. 
I, Elkins, Stanley M., ed. Il. MeKitrick, 
Eric L., ed. 

Prepared from C.I.P. Contents omitted. ; 


HORTON, Rod William, 
1910- 

Backgrounds of American literary thought 

[by] Rod W. Horton [and] Herbert W. 

Edwards. 3d ed. Englewood Cliffs, N.J., 

Prentice-Hall [1974] x, 630 p. 21 cm. 

ISBN 0-13-056325-0 Bibliography: p. 605- 

606. [PS88.H6 1974] 73-16833 8.25 

I. American  literature—History and 

criticism. 2. United States—Civilization. 3. 

United States—Intellectual life. I. Edwards, 

Herbert W., joint author. IT. Title. 

Pbk. 5.50, ISBN 0-13-056391-2. 


AXTELL, James L., 
comp. 

America perceived: a view from abroad in 
the 17th century. Edited by James Axtell. 
West Haven, Conn, Pendulum Press 
[1974] 236 p. 21 cm. ISBN 0-88301-145-X 
[E162.A98] 73-94107 2.50 (pbk.). 

1. United States—-Civilization—To 1783: 2. 
United States—Foreign opinion. I Title. II. 
Title: A view from abread in the 17th 
century. 


AXTELL, James L., 
comp. 

America perceived: a view from abroad in 
the 18th century. Edited by James Axtell. 
West Haven, Conn., Pendulum Press 
[1974] 239 p. 21 cm. ISBN 0-88301-146-8 
[E162.A97] °73-94108 2.50 (pbk.). 

1. United States—Civilization—To 1783, 2. 
United States—Foreign opinion. I. Title. II. 
Title: A view from abroad in the 18th 
century. 


WENDEL, Thomas. 917.3°03°30924 B 
Benjamin Franklin & the politics of liberty; 
a biography with readings. Woodbury, 
N.Y., Barron’s Educational Series, inc. 
[1974] xiv, 454 p. illus. 19 cm. ISBN 0- 
8120-0459-0 Sapen of history series) 
Bibliography: [435]-442. 
Ee 6.F8W56] 73- 7133 2.95 (pbk.) 
1. Franklin, Benjamin, 1706-1790. [. Title. 


ALLEY, Cal, 1915-1970. 917.3°03'9 
Cal Alley. Edited by Charles W. Crawford. 
Foreword by Jack Knox. Afterword by 
Frank R. Ahlgren. [Memphis] Memphis 
State University Press [1974, c1973] xx, 
362 p. (chiefly illus.) 27 cm. ISBN 0- 
87870-013-7 Cartoons. Bibliography: p. 


917.3°03 


917.3°03°2 


917.3'03°3 


[361]-362. [E743.A564 1973] 72-82797 
15.00 

L United States—Politics and 
government—1945- —Caricatures and 


cartoons. 2. Southern States—Politics and 
government—l1951- —Caricatures and 
cartoons. 3. Memphis—Politics and 
government—Caricatures and cartoons. 


AUGUST 31,1974 


FISHWICK, Marshall 917.3039 
William. 
Parameters of popular culture [by] 


Marshal! Fishwick. Bowling Green, Ohio, 
Bowling Green University Popular Press 
[1974] 175 p. 23 cm. ISBN 0-87972-064-6 


Includes bibliographical references. 
[E169.12.F64] 73-89531 7.95 
i. United States—Popular culture— 


Addresses, essays, lectures. I. Title. 


HOLMES, Marjorie, 
1910- 

You and I and yesterday. Boston, G. K. 
Hall, 1974 [c1973] 288 p. illus. 25 cm. 
ISBN 0-8161-6178-X Large print ed. 
[PS3515.04457Z528 1974] 73-20432 7.95 
(ib. bdg.). 

1. Holmes, Marjorie, 1910- —Biography. I. 
Title. 


OVERLAND, Orm, comp. 917.70379 
America perceived: a view from abroad in 
the 20th century. West Haven, Conn., 
Pendulum Press [1974] 190 p. 21 cm. 
ISBN 0-88301-148-4 [E169.1.029] 73- 
94110 7.95 

i. United  States—Civilization—20th 
century. 2. United States—Foreign opinion. 
I Title. I. Title: A view from abroad in 
the 20th century. 

Pbk. 2.50; ISBN 0-88301-127-1. 


917.3°03°9 


LIFE in rural 917.3°03°92 
America [by Clay Anderson and others] 
Prepared by the Special Publications 
Division, National Geographic Society. 
Washington, National Geographic Society 
1974] p. cm. ISBN  0-87044-146-9 
E169.02.L43] 74-1562 4.75 

1. United States—Social life and customs— 
1945- 2. United States—Rural conditions. 
I. Anderson, Clay. I. National Geographic 
Society, Washington, D.C. Special 
Publications Division. 

Prepared from C.I.P. 


ROSE Bibliography 
(Project) 
Analytical guide and indexes to the Voice 
of the Negro, 1904-1907. Westport, Conn., 
Greenwood Press [1974] x, 451 p. 24 cm. 
ISBN 0-8371-7174-1 [E185.5.V882] 73- 
15079 50.00 (lib. bdg.) 
1. The Voice of the Negro—tIndexes. J. 
The Voice of the Negro. I. Title. 


917.3°06'96073 


BOWNE, Eliza 
Southgate, 1783-1809. 
A girl’s life eighty years ago; selections 
from the letters of Eliza Southgate Bowne. 
New York, Arno Press, 1974 [cl887] p. 
em. ISBN 0-405-06079-3 (Women in 
America: from colonial times to the 20th 
century) Reprint of the ed. published by 
Scribner, New York. [E164.B78 1974] 74- 
3933 15.00 
1. Bowne, Eliza Southgate, 1783-1809. 2. 
United States—Social life and customs— 
1783-1865. I. Title. II. Series. 
Prepared from C.LP. 


THOLLANDER, Earl. 917.4044 
Back roads of New England. [1st ed.] New 
York, C. N. Potter; distributed by Crown 
Publishers [1974] 224 p. illus. 23 x 29 cm. 
[F2.3.T47 1974] 73-89086 8.95 

1. New England—Description and travel— 
1951- —Guide-books. 2. Automobiles— 
Road guides—New England. I. Title. 


COLE, John N., 1923- 917.41044 
In Maine: "Of all the winds that blow I 
like the northwest best ..” by John N. 
Cole. With photos. by Stephen Brown 
Nichols. [lst ed-] New York, Dutton, 
1974. 143 p. illus. 24 cm. ISBN 0-525- 


917.4°03°30924 B 


13217-1 ”A Harpswell Press 
[F26.C64 1974] 73-87357 6.95 

IL Maine—Description and travel—1951- 
T. Title. 


book.” 


HOWE, Mark 917.44°61°0340922 B 
Antony De Wolfe, 1864-1960. 
Memories of a hostess. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06103-X 
(Women in America: from colonial times 
to the 20th century) Reprint of the 1922 
ed. published by Atlantic Monthly Press, 
Boston. [F73.5.H85 1974] 74-3955 21.00 
i. Fields, Annie Adams, 1834-1915. 2. 
Dickens, Charles, 1812-1870. 3. Boston— 
Intellectual life. 4. Authors, American.. 5. 
Actors. I. Title. IT. Series. 
Prepared from C.I.P. 


HARWOOD, Michael. 917.461034 B 
A country journal [by] Michael Harwood 
& Mary Durant. Drawings by Marcia 
Erickson. New York, Dodd, Mead [1974] 
ix, 245 p. illus. 22 cm. ISBN 0-396-06872- 
3 [S521.5.C8H37] 73-11547 7.95 

J. Country life—Connecticut. I. Durant, 
Mary B., joint author. IL. Title. 


DE LEON, Thomas 
Cooper, 1839-1914 
Belles, beaux, and brains of the 60’s. New 
York, Arno Press, 1974 [c1909] p. cm. 
ISBN 0-405-06084-X (Women in America: 
from colonial times to the 20th century) 
Reprint of the ed. published by G. W. 
Dillingham Co., New York. [E487.D33 
1974] 74-3937 25.00 
I. Confederate States of America. 2. 
Southern States—Social life and customs. 
I. Title. II. Series. 
Prepared from C.LP. 


SANDLER, Gilbert. 917.52°6°0651 
The neighborhood, the story of Baltimore’s 
Little Italy. Photos. by A. Aubrey Bodine. 
Drawings by Jacob Glushakow. 
”Impressioni” by John Dorsey. [lst ed.] 
Baltimore, Bodine, 1974. 93 p. illus. 24 
cm. ISBN 0-910254-60-0 [F189.B1S16] 74- 
75118 5.95; 3.95 (pbk.) 

1. Italians in Baltimore. 2. Baltimore— 
History. I. Title. 


NUTTING, Wallace, 
1861-1941. 

Virginia beautiful; illustrated by the author 
with over 300 pictures of landscapes and 
dwellings. With a new index. McLean, Va., 
EPM Publications; distributed by 
Hawthorn Books, New York [19747] 265 
p. illus. 25 cm. ISBN 0-914440-02-2 
Reprint of the 1935 ed. published by 
Garden City Pub. Co., Garden City, N.Y. 
[F231.N98 1974] 74-75732 4.95 

1. Virginia—Description and travel. 2. 
Virginia—RHistoric houses, etc. I. Title. 


SCOTT, William 
Wallace, 1845-1929. 
A history of Orange County, Virginia, 
from its formation in 1734 (O.S.) to the 
end of Reconstruction in 1870... 
Baltimore, Regional Pub. Co., 1974. 292 p. 
illus. 22 cm. ISBN 0-8063-0595-9 Reprint 
of the 1907 ed. published by E. Waddey 
Co., Richmond. [F232.06S84 1974] 73- 
16490 15.00 
1. Orange Co., Va.—History. I Title. 


BRYANT, Melville I. 917.55423 
Yorktown: reflections on the past [by] 
Melville I. Bryant, Jr. [lst ed. White 
Marsh, Va., McClure Press, 1974] [80] p. 
ol, illus. 26 cm. [F234.Y6B79] 74-75641 
7.50 

1. Yorktown, Va.—Description—Views. T. 
Title. 


917.5033 


917.55°044 


917.55°372'033 


900 HISTORY 


SHIRK, George H. * 917.66°003 
Oklahoma place names, by George H. 
Shirk. Foreword by Muriel H. Wright. 2d 
ed., rev. and enl. Norman, University of 
Oklahoma Press [1974] xix, 268 p. maps. 
21 cm. ISBN 0-8061-1140-2 Bibliography: 


Eye [F692.S85 1974] 74-170444 
1 Names, Geographical—Oklahoma. 2. 


Oklahoma—RHistory. I. Title. 


GATES, Flodelle Hooton. 917.6653 
Santa Fe, OK! Fun, fact and fancy; a 
history of Santa Fe, Stephens County, 
Oklahoma. [Fort Worth, Tex., Miran 
Publishers, 1974] iv, 81 p. illus. 24 cm. 
[F704.533G37] 74-171078 

i. Santa Fe, Okla.—History. I. Title. 


PROMBAUGH, Thomas B., 
21- 

Architecture of Middle Tennessee: the 
Historic American Buildings Survey. 
Edited by Thomas B. Brumbaugh, Martha 
I. Strayhorn, and Gary G. Gore. Photos. 
by Jack E. Boucher. Nashville, Vanderbilt 
University Press, 1974. xvii, 170 p. illus. 
29 cm. ISBN 0-8265-1184-8 Based on an 
exhibit of photos. and drawings from the 
Historic American Buildings Survey 
presented at Vanderbilt University. 
Includes bibliographies. [NA730.T4B78] 
72-2879 18.50 

I. Architecture—Tennessee, Middle. 2. 
Tennessee, Middle—Historic houses, etc. L. 
Strayhorn, Martha I, 1925- joint author. 
Il, Gore, Gary G., 1932- joint author. II. 
re American Buildings Survey. IV. 
ytle. à 


FROST, John, 1800- 
1859. 
Pioneer mothers of the Westy or, Daring 
and heroic deeds of American women. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-06097-1 (Women in America: 
from colonial times to the 20th century) 
Reprint of the 1869 ed. published by Lee 
and Shepard, Boston. [F518.F79 1974] 74- 
3950 19.00 
1. Frontier and pioneer life—Ohio Valley. 
2. Women in the Ohio Valley. 3. Indians 
of North America—Captivities. 4. Ohio 
Valley—RHistory. I. Title. H. Series. 
Prepared from C.I.P. 


917.68°03°5 


917.7°03'2 


MICELI, Augusto P. 917.7'°04'20924 
The man with the red umbrella: Giacomo 
Costantino Beltrami in America, by 
Augusto P. Miceli. Baton Rouge, La., 
Claitor’s Pub. Division [1974] ix, 183 p. 
illus. 23 cm. Bibliography: p. 167-174. 
[F597.B453M52] 73-93581 7.95 

i. Beltrami, Giacomo Costantino, 1779- 
1855. 2. Mississippi River—Sources. 3. 
Mississippi River—Discovery and 
exploration. I. Title. 


THE West of 917.8°03°074018742 
Buffalo Bill; frontier art and Americana 
from the Buffalo Bill Historical Center. 
Introd. by Harold McCracken. The Buffalo 
Bill Museum by Richard I. Frost. The 
Plains Indian Museum by Leo Platteter. 
The Whitney Gallery of Western Art by 
Don Hedgpeth. New York, H. N. Abrams 
[1974] p. cm. ISBN  0-8109-0219-2 
[E56.W47] 74-5357 35.00 

l. Buffalo Bill Historical Center. 2. The 
West in art. L McCracken, Harold, 1894- 
Prepared from C.I.P. 


ULYATT, Kenneth, 1920- 917.8032 
The day of the cowboy. [Harmondsworth, 
Eng.] Puffin Books [1973] 47, [1] p. illus. 
21 cm. ISBN 0-1406-1008-1 (Explorer 8) 
Bibliography: p. [48] [F596.U48] 74- 
157889 
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1. Cowboys—Juvenile literature. I Title. 
Distributed by Penguin, Baltimore, Md., 
1.35 (pbk.) 


ELLIS, Anne, 
1875-1938. 
The life of an ordinary woman. New York, 
Arno Press, 1974 [c1929] p. cm. ISBN 0- 
405-06092-0 (Women in America: from 
colonial times to the 20th century) Reprint 
of the ed. published by Houghton Mifflin, 
Boston. [CT275.E38515A3 1974] 74-3946 


18.00 

1. Ellis, Anne, 1875-1938. I. Title. I. 
Series. 

Prepared from C.I.P. 

SMITH, Charles W. 917.8°04’2 
Journal of a trip to California—across the 
continent from Weston, Missouri, to 
Weber Creek, California, in the summer of 
1850, by C. W. Smith, as edited by R. W. 
G. Vail. Fairfield, Wash., Ye Galleon 
Press, 1974. 79 p. 23 cm. ISBN 0-87770- 
125-3 Reprint of the 1920 ed. published by 
Cadmus Book Shop, New York. [F593.S64 
1974] 73-22499 5.00 


1. Smith, Charles W. 2. Overland journeys 
to the Pacific. I. Title. 


RICHMOND, Robert W. 917.8103 

Kansas: a land of contrasts [by] Robert W. 

Richmond. [Saint Charles, Mo.] Forum 

Press [1974] viii, 319 p. illus. 23 cm. ISBN 
` 0-88273-025-8 Includes bibliographies. 

[F681.R52] 74-77390 7.95 (pbk.) 

1. Kansas—History. I. Title. 


ROBINSON, James 917.83°03’20924 B 
West from Fort Pierre; the wild world of 
James (Scotty) Philip, by James M. 
Robinson. Los Angeles, Westernlore Press, 
1974. 345 p. illus. 22 cm. ISBN 0-87026- 
032-4 (Great West and Indian series, v. 
43) Bibliography: p. 335-337. 
[F655. P55R62) F4. 75175 7.95 
1. Philip, Scotty, 1858-1911. 2. South 
Dakota—History. I. Title. II. Series. 


ESSAYS on the American 917.9 
West, 1972-1973. [Provo, Utah, Brigham 
Young University Press, 1974] v, 166 p. 
maps. 23 cm. ISBN  0-8425-0640-3 
(Charles Reed monographs in western 
history, no. 3) Includes bibliographical 
coe [F591.E82] 74-168299 3.95 
pbk. 

1. The West—History—Addresses, essays, 
lectures. I. Title. II. Series. 

Contents omitted. 


LESURE, Thomas B. 
All the Southwest: Arizona, Southern 
California, Colorado, Nevada, New 
Mexico, Texas, Utah, by Thomas B. 
Lesure. 3d rev. ed. Greenlawn, N.Y., 
Harian Publications; trade distributor: 
Grosset & Dunlap [New York, 1974] 364 
p. illus. 21 cm. [F787.L47 1974] 74- 
169201 3.50 (pbk.) 

i. Southwest, |_New-——Description 
travel—1951- —-Guide-books. I. Title. 


THE Southwest 
historical series; historical documents, 
hitherto unpublished or inaccessible, 
depicting social and economic conditions 
in the Southwest during the nineteenth 
century. Edited with historical and 
geographical additions, introductions, and 
analytical index, by Ralph. P. Bieber and 
Le Roy R. Hafen. Philadelphia, Porcupine 
Press, 1974. p. cm. ISBN 0-87991-309-6 
Reprint of the 1931-43 ed. published by A. 
H. Clark Co., Glendale, Calif. [F786.S752] 
74-7155 225.00 (lib. bdg. 9 vol . set) 

1. Southwest, New—History. 2. Frontier 


917.8'03'20924 B 


917.9 


and 


917.9°03'2 


96 


and pioneer life—Southwest, New. I. 
Bieber, Ralph Paul, 1894- ed. Hi. Hafen, Le 
Roy Reuben, 1893- ed. 

Prepared from C.I.P. Contents omitted. 


LOVE, Frank, 1926- 917.91°71°034 
Mining camps and ghost towns, a history 
of mining in Arizona and California along 
the lower Colorado. Los Angeles, 
Westernlore Press, 1974. 192 p. illus. 22 
cm. ISBN 0-87026-031-6 (Great West and 
Indian series, v. 42) Bibliography: p. 183- 
186. [TN24.A6L63] 73-86960 7.95 

1. Mines and mineral resources— 
Arizona—History. 2. Mines and mineral 
resources—Calitornia—History. I. Title. II 
Series. 


HUNT, Rockwell 
Dennis, 1868- 
California in the making; essays and papers 
in California history. Introd. by Malcoim 
R. Eiselen. Westport, Conn., Greenwood 
Press [1974, c1953] p. cm. ISBN 0-8371- 
5866-4 Reprint of the ed. published by the 
Caxton Printers, Caldwell, Idaho. 

[F861.H933 1974] 73-20904 14.50 

1. California—History—Addresses, essays, 
lectures. I. Title. 

Prepared from C.I.P. 


BATES, D. B, Mrs. 917.94044 
Incidents on land and water [by] Mrs. D. 
B. Bates. New York, Arno Press, 1974 
[c1857] p. cm. ISBN 9-405-06076-9 
(Women in America from colonial times to 
the 20th century) Reprint of the 1858 ed. 
published by E. ©. Libby, Boston. 
[F865.B3 1974] 74-3930 18.00 

1. California—Description and travel—— 
1848-1869. 2 California—Gold 
discoveries. 3. Voyages to the Pacific 
Coast. I. Title. II. Series. 

Prepared from C.I.P. 


LOTCHIN, Roger W. 917.94°61°034 
San Francisco, 1846-1856: from hamlet to 
city [by] Roger W. Lotchin. New York, 
Oxford University Press, 1974. xxii, 406 p. 
illus. 22 cm. ISBN 0-19-501749-8 (The 
Urban life in America series) Includes 
bibliographical references. [F869.S3L82] 
73-90351 12.50 X 

1. San Francisco—RHistory. I. Title. 


FREYRE, Gilberto, 918.1036 
1900- 

The Gilberto Freyre reader. Translated and 

edited by Barbara Shelby. [lst American 


917.94034 


ed.] New York, Knopf, 1974. p. cm. ISBN 
0-394-48325-1 [AC75.F6966 1974] 73- 
20759 7.95 

I. Title. 

Prepared from C.I.P. 

LEARMONTH, Andrew 919.4003 


Thomas Amos, 1916- 
Encyclopaedia of Australia, compiled by 
Andrew and Nancy Learmonth. [2d ed.] 
London, New York, F. Warne 1974, 
{c1973] viii, 606 p. illus. 23 cm. ISBN 0- 
7232-1709-2 {DU90.L4 1973] 73-80243 


15.00 
1. Australia— Dictionaries and 
encyclopedias. I. Learmonth, Agnes 


Moffat. 1925- joint author. IL. Title. 


ROBARTS, 919.63 17040924 B 
Edward. 

The Marquesan journal of Edward Robarts, 

1797-1824. Edited, with an introd. by 

Greg Dening. Honolulu, University Press 

of Hawaii [1974] xvi, 360 p. maps. 23 cm. 

BEN 0-8248-0297-7 (Pacific history series, 
6) Bibliography: p. 336-347. 

[DU700. R56 1974b] 73-85583 15.00 

f. Roberts, Edward. 2. Marquesas 

fslands—Description and travel. 3. 


AMERICAN BOOK PUBLISHING RECORD 


Ethnology—Marquesas Islands. 4. Voyages 
and travels. I. Dening, Greg, ed. I. Title. 
LT. Series. 


DODGE, Ernest Stanley. 919.8 B 
The Polar Rosses: John and James Clark 
Ross and their explorations, by Ernest S. 
Dodge. London, Faber, 1973. 3-260, s] p. 
ilius., maps, ports. 21 cm. ISBN 0-571- 
08914- 3 (Great travellers) Bibliography: p. 
249-251. [G635.R6D62 1973] 73161761 

1. Ross, John, Sit, 1777-1856. 2. Ross, 
James Clark, Sir, 1800-1862. I. Title. 
Distributed by Barnes & Nobles, 9.25 


Biography 920-929 


*DICTIONARY of 920.02 
international biography. London, Melrose 
Press. 

The 1974 edition is available from 
Rowman and Littlefield, Totowa, N.J., for 
75.00 (4 vol. set.) 


KEMBLE, James, 1900- 920'.02 
Idols and invalids. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. Reprint of the 
1933 ed. published by Methuen, London, 


in series: The Fountain library. 
[CT105.K38 1974] 74-11425 17.50 

1. Biography. I. Title. If. Series: The 
Fountain library. 

Prepared from C.I.P. 

MARCUS, Robert D., 920.0373 


1936- comp.. 

America personified; portraits from history. 
Robert D. Marcus [and] David Burner, 
editors. Combined ed. New York, St. 
Martin’s Press [1974] 434 p. ports. 24 cm. 
[E176.M267 1974] 74-76210 5.95 (pbk.). 
1. United States—Biography. I. Burner, 
David, 1937- joint comp. I. Title. 


DRAKE, Francis Samuel, 920°.073 
1828-1885. 
Dictionary of American biograph JA 


including men of the time; containing 
nearly ten thousand notices of persons of 
both sexes, of native and foreign birth, 
who have been remarkable, or prominently 


connected with the arts, sciences, 
literature, politics, or history, of the 
American continent Boston, J. R. 


Osgood, 1872. Detroit, Gale Research Co., 

1973. p. [CT213.D7 1973} 73-11061 

42.50 

1. United States—Biography—Dictionaries. 

F p neca ci a y—Dictionaries. I. 
ttle. 


HOUGH, Franklin 
Benjamin, 1822-1885. 
American biographical notes, being short 
notices of deceased persons, chiefly those 
not included in Allen’s or in Drake’s 
biographical dictionaries, gathered from 
many sources. Albany, J. Munsell, 1875. 
Harrison, N.Y., Harbor Hill Books, 1974. 
p. em. [CT213.H68 1974] 74-6218 15.00 
1. United States—Biography—JDictionaries. 
L Title. 
Prepared from C.I.P. 


BROOKS, Geraldine, 1875- 920.72 
Dames and daughters of colonial days. 
New York, Arno Press, 1974 [cl900] p. 
cm. ISBN 0-405-06080-7 (Women in 
America: from colonial times to the 20th 
century) Reprint of the ed. published by 
Crowell, New York. [E187.5.B87 1974} 
74-3934 17.00 

i. Women in the United States— 
Biography. 2. United States—History— 
Colonial period, ca. 1600-1775. I. Title. H. 
Series. 


920°.073 


"AUGUST 31,1974 
Prepared from C.I.P. 


CLEMENT, Jesse, ed. 920.72°0973 
Noble deeds of American women. New 
York, Arno Press, 1974 [cl851] p. cm. 
ISBN 0-405-06082-3 (Women in America 
from colonial times to the 20th century) 
Reprint of the ed. published by G. H. 
Derby, Buffalo. [CT3260.C6 1974] 74-3935 
25.00 


i. Women in the United States— 
Biography. I. Title. II. Series. 
Prepared from C.LP. 


ELLET, Elizabeth 

Fries Lummis, 1818-1877. 
The eminent and heroic women of 
America. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-06091-2 (Women in 
America: from colonial times to the 20th 
century) Reprint of the 1873 ed. published 
by McMenamy, Hess, New York. 
([CT3260.E42 1974] 74-3945 45.00 
1. Women in the United States— 
Biography. I. Title. II. Series. 
Prepared from C.I.P. 


920.72°0973 


WALTER, Bruno, 1876-1962. 927.8 
Gustav Mahler. Translation from the 
German supervised by Lotte Walter Lindt. 
New York, Schocken Books [1974, c1957] 
xvii [176 p.] [vi], 21 cm. ISBN 0-8052- 
0446-6. [ML410.M23W25] 57-7551 2.75 


(pbk.) ; 
1. Mahler, Gustav, 1860-1911. I. Title. 


BRENNAN, Joseph. 929°.2°0973 
The Parker Ranch of Hawaii; the saga of a 
ranch and a dynasty. New York, John Day 
Co. [1974] p. cm. ISBN 0-381-98265-3 
[DU629.P3B73 1974] 73-18537 10.00 

1. Parker family. 2. Parker Ranch, Hawaii. 
3. Hawaii—History. I. Title. 

Prepared from C.I.P. 


PEABODY, Velton. 929°.2°0973 
Tall Barney’s people; a genealogy. 
Williamsville, N.Y., Periwinkle Press, 


1974. ix, 183 p. illus. 23 cm. Bibliography: 
p. 133. [CS71.B384 1974] 74-169155 7.00 
1. Beal family. 2. Peabody family. I. Title. 


SPRAKER, Ella Hazel 
Atterbury, 1883- 

The Boone family; a genealogical history of 
the descendants of George and Mary 
Boone who came to America in 1717; 
containing many unpublished bits of early 
Kentucky history. Also a biographical 
sketch of Daniel Boone, the pioneer, by 
one of his descendants. Compiled by Hazel 
Atterbury Spraker. Baltimore, Genealogical 
Pub. Co., 1974. 707 p. illus. 22 cm. ISBN 
0-8063-0612-2 Reprint of the 1922 ed. 
published by Tuttle Co., Rutland, Vt. "A 
biographical sketch of Daniel Boone, the 
pioneer, by Jesse Procter Crump, one of 
his descendants”: p. [559]-580. [CS71.B725 
1974] 74-839 30.00 

1. Boone family. 2. Boone, Daniel, 1734- 
1820. I. Crump, Jesse Procter, 1867- 


929’.2’0973 


DAUGHTERS of the 929°.3752°38 
American Revolution. Maryland. Captain 
Jeremiah Baker Chapter. 

Cecil County, Maryland, marriage licenses, 

1777-1840. Baltimore, Genealogical Pub. 

Co., 1974. 105 p. front. 22 cm. ISBN 0- 

8063-0596-7 Reprint of the 1928 ed. 

published by the Captain Jeremiah Baker 

Chapter, Daughters of the American 

Revolution, Elkton, Md. [F187.C3D23 

1974] 73-16489 

1. Marriage licenses—Cecil Co., Md. 2. 

Cecil Co., Md.—Genealogy. I. Title. 


AFRICA, Thomas W. 937 
The inmense majesty: a history of Rome 
and tLe Roman Empire [by] Thomas W. 
Africa. New York, Crowell [1974] xvi, 431 


p. ‘ills. 24 cm. ISBN 0-690-00141-X 
Biblio_raphy: p. 403-410. [DG210.A4 
1974] 73-14536 8.95 

1. Rome—fiistory. I. Title. 

MORGAN, Margaret Ruth. 940.1°8 
The Chronicle of Ernoul and the 


Contfauations of William of Tyre, by M. 
R. Morgar.. [London] Oxford University 
Press, 1973, [i-e.1974] 204 p. 22 cm. ISBN 
0-19-£21851-6 (Oxford historical 
monographs) Based on the author’s thesis 
[Oxfe-d University]. Bibliography: p. [196]- 
302. ND152.E73M67] 74-167135 

1. Eraoul, fl. i187. Chronique d’Ernoul et 
de Fernard de Tresorier. 2. Guilelmus, 
Abp. of Tyre, ca. 1130-ca. 1190. 
Guill ume de Tyre et ses continuateurs. I. 
Title. 

Distr>uteé by Oxford University Press, 
New York. 14.50. 


BAR3EAU, Arthur E. 940.403 
The unknown soldiers; Black American 
troops in World War I [by] Arthur E. 
Barbeau and Florette Henri. Foreword by 
Burg_ardt Turner. Philadelphia, Temple 
University Press [1974] xvii, 279 p. illus. 
23 ca. ISBN 0-87722-063-8 Bibliography: 
p. 249-27C. [D639.N4B37] 72-95880 10.00 
J. baited States. Army—Negro troops. 2. 
Eurcmean War, 1914-1918—Negroes. I. 
Heng, Ficrette, joint author. IT. Title. 


MCEAUGHLIN, Redmond. 940.454 
The escape of the Goeben; prelude to 
Gallpoli. New York, Scribner [1974] xii, 
180 p. illus. 22 cm. ISBN 0-684-13761-5 
BiblDgraphy: p. 174-175. [D582.G7M3 
197-b] 73-19094 7.95 

1. Goeben (Cruiser) 2. Breslau (Cruiser) 3. 
Eurepean War, 1914-1918—Naval 
opexations. I. Title. 


MICHEL, Henri, 1907- 940.53 
The second world war. Translated by 
Dovwlas Parmee. New York, Praeger 
[1974] p. Translation of La seconde 
guere mondiale. Bibliography: p- 
[D7-3.M4913] 70-134534 25.00 

1. World War, 1939-1945. I. Title. 
Prerared from C.I.P. 


SH-PELL, 

N than, 1922- 
Witaess to the truth. New York, McKay 
[19-4] 386 p. 22 cm. ISBN 0-679-50456-7 
[D&10.J43468] 73-87843 8.95 
1. hapel, Nathan, 1922- 2. World War, 
1939-1945—fersonal narratives, Jewish. 3. 
Retagees, Jewish—Personal narratives. I. 
Tite. 


940.53°1503°924 B 


ST-.DTLER, Bea. 940.53°1503°924 
The holocaust; a history of courage and 
resi-tance. Edited by Morrison David Bial. 
Illu trated by David Stone Martin. New 
Yosk, Behrman House [1974] p. cm. 
ISEN 0-87441-224-2 Edition for 1973 
putished under title: The test. 
Bibciography: p. Describes the experiences 
of “ews in Germany and other European 
coritries during the twelve years of the 
Thid Reich when more than six million of 


ther number ' were systematically 
deeroyed. [BM105.S69 1974] 74-11469 
4.59 


1. Holocaust, Jewish  (1939-1945)— 
Juwenile literature. 2. World War, 1939- 
19-5—Underground movements—Jews— 
Juzenile literature. 3. Religious education, 
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Jewish—Text-books for children. I. Martin, 
David Stone, illus. If. Title. 
Prepared from C.I.P. 


IVANOV, 
Miroslav. 
Target: Heydrich. Translated from French 
by Patrick O’Brian. New York, Macmillan 
(1974, c1973] 292 p. illus. 22 cm. 
Translation of L’attentat contre Heydrich. 
[DD247.H4218813 1974] 72-11277 7.95 


940.54’05°0924 B 


l. Heydrich, Reinhard,  1904-1942— 
Assassination. I. Title. 
WINSLOW, Walter G., 940.54°25 


1912- 
The ghost of the Java coast; saga of the 
U.S.S. Houston, by Walter G. Winslow. 1st 


ed. Satellite Beach, Fla., Coral Reef 
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1827-1899. 
Biography of Frances Slocum, the lost 
sister of Wyoming. New York, Arno Press, 
1974 [c1890] p. cm. ISBN 0-405-06112-9 
(Women in America: from colonial times 
to the 20th century) Reprint of the 1891 
ed. printed by Heller Bros.’ Printing 
House, Williamsport, Pa. Bibliography: p. 
[E87.S612 1974] 74-3963 14.00 
1. Slocum, Frances, 1773-1847. 2. Indians 
of North America-——Captivities. I. Title. I. 
Series. 
Prepared from C.I.P. 


RILEY, Carroll L. 970.3 s 
Investigation and analysis of the Puget 
Sound Indians [by] Carroll L. Riley. 
Influence of white cortact on the Indians 
of northern Puget Sound [by] June McC. 
Collins. The Quileute Indians of Puget 
Sound [presented before] Indian Claims 
Commission. The Medicine Creek tribes 
[by] Herbert C. Taylor, Jr. The Snohomish 
Indian people [by] Colin E. Tweddell. New 
York, Garland Pub. Inc., 1974. p. cm. 
ISBN 0-8240-0784-0 (American Indian 
ethnohistory: Indians of the Northwest) 
(Coast Salish and western Washington 
Indians, 2) J. M. Collins’ report was 
presented before the Indian Claims 
Commission as docket no. 92 and 93; the 
report on the Quileute Indians of Puget 
Sound, as docket no. 155 and 242; C. E. 
Tweddell’s report, as docket no. 125. 
[E99.S21C6 vol. 2] [E78.W3] 970.497 74- 
9973 18.50 

1. Indians of North America— Washington 
(State) 2. Salishan indians. I. United 
States. Indian Claims Commission. T. 
Title. HI. Series. IV. Series: American 
Indian ethnohistory: Indians of the 
Northwest. 

Prepared from C.I.P. 


SHAW, Anna Moore. 970.3 B 
A Pima past. Tucson, University of 
Arizona Press [1974] xv, 262 p. illus. 20 
em. ISBN 0-8165-0426-1 [E99.P6S52] 73- 
87716 3.95 (pbk 


ethnohistory: Plains 


970.3 B 
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ry 


L Shaw, Anna Moore. 2. Pima Indians— 
Social life and customs. I Title. 


TAYLOR, Herbert Cecil, 970.3 s 
1924- 
Anthropological investigation of the 


Makah Indians [by] Herbert C. Taylor, Jr. 
History of the Neah Bay Agency [by] Alix 
Jane Gillis. Anthropological investigation 
of the Chehalis Indians [by] Herbert C. 
Taylor, Jr. John Work on the Chehalis 
Indians [by] Herbert C. Taylor, Jr. 
Aboriginal population of western 
Washington State [by] Jacob Fried. 
Handbook of Cowlitz Indians [by] Varne 
F. Ray. Commission fincings. New York, 
Garland Pub. Inc., 1974. p. cm. ISBN 0- 
8240-0785-9 (Coast Salish and Western 
Washington Indians, 3) Indian Claims 
Commission docket no 60 and 237. 
[E99.S21C6 vol. 3] [E78.W3] 970.4°97 74- 
9972 21.00 

1. Indians of North America—Washington 
(State) I. United States. Indian Claims 
Commission. If. Title. HIE. Series. IV. 
American Indian ethnohistory: Indians of 
the Northwest. 

Prepared from C.I.P. 


THOMAS, Alfred Barnaby. 970.3 s 
The Jicarilla Apache Indians: a history, 
1598-1888 [by] Alfred Barnaby Thomas. 
Anthropological material on the Jicarilla 
Apaches [by] Jean Ware Nelson. The 
Jicarilla Apaches, 1601-1849 [by] Elizabeth 
V. Atwater. New York, Garland Pub. Inc., 
1974. p. cm. ISBN  0-8240-0710-7 
(Apache Indians, 8) The reports by A. B. 
Thomas and E. V. Atwater were presented 
before the Indian Claims Commission as 
docket no. 22A; J. W. Nelson’s report wes 
presented as docket no. 22. Includes 
bibliographies. [E99.A6A54 no. 8] [E99.35] 
970.3 74-10591 21.00 

1. Jicarilla Indians. I. United States. Indian 
Claims Commission. II. Nelson, Jean 
Ware. Anthropological material on the 
Jicarilla Apaches. 1974. III. Atwater, 
Elizabeth V. The Jicarilla Apaches, 160i- 
1849. 1974. IV. Title. -V. Series. VI. 
American Indian ethnohistory: Indians of 
the Southwest 

Prepared from C.I.P. 


VOEGELIN, Erminie 970.4°73 
Wheeler, 1903- 
Anthropological report an the Indian 


occupancy of Royce areas 77 and 78 [by] 
Erminie Wheeler-Voegelin [and Emily J. 
Blasingham] Anthropological report on the 
Indian occupancy of Royce area 187 [by] 
J. A. Jones. New York, Gerland Pub. Inc., 
1974. p. cm. ISBN  0-8240-0802-2 
(American Indian ethnohistory: North 
central and northeastern Indians) At head 
of title: Indians of western Illinois and 
southern Wisconsin. E. W. Voegelin’s ang 
E. J. Blasingham’s report: Before the 
Indian Claims Commissicn, docket no. 


216, et al; J. A. Jones’ report: docket no. 
13-C, 15-C, 18-H, 29-A, 40-B, 71. 
[E78.13V62] 74-9838 


Bibliography: p. 
21.00 


J. Indians of North America—tIllinois— 
History. 2. Indians of North America— 
Wisconsin—RHistory. I. Blasingham, Emily 
J, joint author. I, Unitec States. Indian 
Claims Commission. ITI. Jones, John Alan, 
1923- Anthropological repo:t on the Indian 
accupancy of Royce area 187. 1974. IV. 
Title. V. Title: Indians of western Illinois 
and southern Wisconsin. VI. Sertes. 
Prepared from C.I.P. 


WISSLER, Clark, 1870- 
1947. 

North American Indians of the Plains. 

New York, B. Franklin Feprints [1974] 


970.4°78 


AMERICAN BOOK PUBLISHING RECORD 


172 p. illus. 22 cm. ISBN 0-8337-5361-4 
(Burt Franklin research & source works 
series. American classics in history and 
social science, 253) Reprint of the 1934 
ed. published by American Museum of 
Natural History, New York, which was 
issued as no. 1 of its Handbook series. 
Bibliography: p. 167-168. [E78.G73W57 
1974] 73-22043 9.50 (lib. bdg.). 

I. Indians of North America—Great 
Plains. I Title. If. Series: American 
Museum of Natural History, New York. 
Handbook series, no. 1. 


DAVIS, William Newell, 970.4°94 s 
1915- 
Sagebrush corner; the opening of 


California’s northeast [by] W. N. Davis, Jr. 
New York, Garland Pub. Inc., 1974. 
cm. ISBN 0-8240-0775-1 (California 
Indians, 5) [E78.C15C29 vol. 5) 
(F868.L33] 979.4°26 74-7144 21.00 
I. Lassen Co., Calif—History. 2. Indians 
of North American—California. I. Title. I. 
Series. IH. American Indian ethnohistory: 
California and Basin-Plateau Indians 
Prepared from C.I.P. 
HEIZER, Robert Fleming, 970.4°94 
1915- comp. 
Indians of California; a collection of maps 
on tribal distribution, selected by Robert F. 
Heizer. The Luiseno [by] Herbert R. 
Harvey. Division of labor among the 
Indians of California [by] Nona C. 
Willoughby. New York, Garland Pub., 
1974. p. cm. ISBN  0-8240-0772-7 
(California Indians, 2) Includes 
bibliographical references. [E78.C15C29 
vol. 2] 74-12175 21.00 
1. Indians of North America—California. 
2. Luiseno Indians. 3. Indians of North 
America—California—Maps. I. Harvey, 
Herbert R. The Luiseno. 1974. TL 
Willoughby, Nona C. Division of labor 
among the Indians of California. 1974. IIE. 
Title. IV. Series. V. American Indian 
ethnohistory: California and Basin-Plateau 
Indians. 
Prepared from C.I.P. 


PEARSON, Lester B. 971.06°092’4 B 
Memoirs. With a foreword by Barbara 
Ward. London, Gollancz, 1973- v. illus., 
ports. 24 cm. ISBN  0-8277-1929-9 
Originally published in 1972- under title: 
Mike. Includes index. Contents.—[1] 1897- 
1948; Through diplomacy to politics. 
[F1034.3.P4A37] 74-157187 

1. Pearson, Lester B. 2. Canada—Politics 
and = government—20th century. 3. 
Canada—Foreign relations. 

Distributed by British Book Center, 27.50 


FLORES Caballero, Romeo. 9727.03 
Counterrevolution; the role of the 
Spaniards in the independence of Mexico, 
1804-38. Translated by Jaime E. Rodriguez 
O. Lincotn, University of Nebraska Press 
[1974] xi, 186 p. illus. 24 cm. ISBN 0- 
8032-0805-7 Translation of La 
contrarrevolucion en la independencia. 
Bibliography: p. 153-179. [F1232.F4813] 
75-172037 10.95 

1. | Mexico—History—Spanish colony, 
1540-1810. 2. Mexico—History-—-1870- 3. 
Spaniards in Mexico. I. Title. 


HOFSTADTER, Dan. 972.08°2 
Mexico, 1946-73. Edited by Dan 
Hofstadter. New York, Facts on File 


[1974] 177 p. map. 24 cm. ISBN 0-87196- 
218-7 (A Facts on File publication) "Much 
of the material is adapted from the record 
compiled by Facts on File.” [P1235 H57] 
74-75152 6.95 

1. Mexico—History—1946- >. Mexico— 


AUGUST 31,1974 


Politics and government—1946- I. Facts 
on File, inc., New York. IT. Title. - 


GARDNER, Lloyd C., 1934- 973 
Looking backward: a reintroduction to 
American history [by] Lloyd C. Gardner 
[and] William L. O'Neill New York, 
McGraw-Hill [1974] 2 v. (524 p.) illus. 24 
cm. ISBN 0-07-022841-8 Chapter II "The 
gilded age” (p. [207]-221) appears in both 
volumes. Includes bibliographies. 
[E178.1.G2 1974a] 73-12202 8.95 (pbk. 
vol. 1) 

1. United States—History. I. O'Neill, 
William L IT. Title. 

Pbk. 5.95 (vol. 2.), ISBN 0-07-022843-4 


GRANT, Matthew G. - 973.1°6°0924 B 
De Soto, explorer of the Southeast [by] 
Matthew G. Grant. Illustrated by Harold 
Henriksen. [Mankato, Minn., Creative 
Education; distributed by Childrens Press, 
Chicago, 1974] 25 p. illus. (part col.) 25 
cm. ISBN 0-87191-283-X (His Gallery of 
great Americans series. Explorers of 
America) A biography of the wealthy 
Spanish explorer who became the first 
white män to cross the Mississippi. 
[E125.S57G73] 73-13917 3.95 

1. Soto, Hernando de, 1500 (ca.)-1542— 
Juvenile literature. I. Henriksen, Harold, 
illus. IT, Title. 


*THE Colonial legacy. 973.3 
Vol. III, Historians of nature and man’s 
nature and Vol. IV, Early Nationalist 
historians, edited by Lawrence H. Leder is 
available from Harper, N.Y., for 17.50 (2 
vol. in 1) ISBN 0-06-136104-6. L.C. card 
no.: 70-159638. 


DUPUY, Trevor Nevitt, 1916- 973.3 
People and events of the American 
Revolution [by] Trevor N. Dupuy [and] 
Gay M. Hammerman. New York, R. R. 
Bowker Co., 1974. p. cm. ISBN 0-8352- 
0777-3 Bibliography: p. [E209.D86] 74- 
7896 9.95 

1. United States—History—Revolution, 
1775-1783—Chronology. 2. United 
States—History—Revolution, 1775-1783— 
Biography. I. Hammerman, Gay M., joint 
author. IT. Title. 

Prepared from C.I.P. 


FRANKLIN, Benjamin, 
1706-1790. 

On the choice of a mistress & other satires 

& hoaxes of Dr. Benjamin Franklin. New 

York, Gordon Press, 1974. 93 p. illus. 22 

cm. ISBN 0-87968-097-0 Cover title: 

Advice to a young man on the choice of a 

mistress. [PS746.G6] 73-16625 

I. Title. I. Title: Advice to a young man 

on the choice of a mistress. 

Contents omitted. 


973.3'2'0924 


LEE, Susan. 973.3’2'0924 B 
Benjamin Franklin, by Susan & John Lee. 
Illustrated by Richard Wahl. Chicago, 
Childrens Press [1974] 47 p. col. illus. 24 
cm. ISBN 0-516-04651-9 (Heroes of the 
Revolution) A simple biography of a man 
whose many accomplishments in science, 
writing, social reform, and politics still 
influence America today. [E302.6.F8L42] 
92 73-17358 5.25 (lib. bdg.) 

i. Franklin, Benjamin, 1706-1790— 
Juvenile literature. I. Lee, John, Joint 
author. II. Wahl, Richard, 1939- illus. HI. 
Title. 


BLUMENTHAL, Walter Hart, 
1883-1969. 

Women camp followers of the American 

Revolution. New York, Arno Press, 1974 

[c1952] p. cm.* ISBN 0-405-06077-7 

(Women in America from colonial times to 


973.3°3 


the 20th century) Reprint of the ed. 
published by . S. MacManus Co., 
Philadelphia. Bibliography: p. [E276.B55 
1974] 74-3931 8.00 

I. United States—History—Revolution, 
1775-1783—Women. 2. Camp followers. I. 
Title. II. Series. 

Prepared from C.I.P. 


RODNEY, Thomas, 1744- 
1811. 

Diary of Captain Thomas Rodney, 1776- 
1777. With an introd. by Caesar A. 
Rodney. New York, Da Capo Press, 1974. 
p. cm. ISBN 0-306-70621-0 (The Era of 
the American Revolution) Reprint of the 
1888 ed. published by the Historical 
Society of Delaware, which was issued as 
no. 8 of the Delaware Historical Society 
Papers. [E241.T7R62 1974] 74-8011 9.50 
(lib. bdg.) 

i. Rodney, Thomas, 1744-18il. 2. 
Trenton, Bettle of, 1776. 3. Princeton, 
Battle of, 1777. 4. United States— 
History—Revolution, ‘1775-1783—Personal 
narratives. I. Series: Delaware Historical 
Society. Papers no. 8. 

Preparec from C.I.P. 


‘LODGE, Henry Cabot, 
1850-1924. 

Life and letters of George Cabot. New 

York, Da Czpo Press, 1974 [c1877] p. cm 

ISBN 0-306-71001-3 Reprint of the 2d ed. 

published >y Little, Brown, Boston. 

[E302.6.C11L8 1974] 74-9709 22.50 

1. Cabos, George, 1751-1823. 

Prepared from C.I.P. 


LEE, Susan. 973.4’6'0924 B 
Thomas Jefferson, by Susan & John Lee. 
Illustrated ty Tom Dunnington. Chicago, 
Childrens Press [1974] 47 p. col. illus. 24 
cm. ISBN 9-516-04652-7 (Heroes of the 
Revolution) A biography of the Virginian 
who was noted as a statesman, inventor, 
and author of the Declaration of 
Independence. [E332.79.L43] 92 73-17443 


5.25 (lib. bdg.). 
1. Jeffersor, Thomas, Pres. U.S, 1743- 
Lee, John, 


1826—Suvenile literature. i. 
Joint author. II. Dunningtoa, Tom, illus. 
ITT, Title. 


i epee aan Robert 
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973.4°092’4 B 


973.5°092'4 B 


Josiah Quincy, 1772-1864; the last 
Federalist [by] Robert A. McCaughey. 
Cambridge, Mass., Harvard University 
Press, 1974. xii, 264 p. port. 25 cm. ISBN 
0-674-48375-8 (Harvard historical studies, 
v. 90) Includes bibliographizal references. 
[E302.6.Q7M32] 73-89506 12.00 
1. Quincy, Josiah, 1772-1864. I Title. II. 
Series. 
MOONEY, Chase 973.5°092’4 B 
Curran, 1913- 
William HE. Crawford, 1772-1834 [by] 
Chase C. Mooney. [Lexington] University 
Press of Kentucky [1974] xi, 364 p. port. 
24 cm. ISEN 0-8131-1270-2 Bibliography: 
p. RoT -353. [E340.C89M66] 70-1478353 
15 


1. Caa William Harris, 1772-1834. 


DENNIS, Frank L., 1907- 973.68 
The Lincoln-Douglas debates [by] Frank L. 
Dennis. lst ed. [New Ycrk, Mason & 
Lipscomb Publishers] 1974. p. cm. ISBN 
0-88405-062-9 (Great events in world 
history) Bibliography: p. Analyzes the 
background of the debates between two 
senatorial candidates from Ilinois in 1858 
and the effect they had on United States 
history. [E¢57.4.D36] 74-4478 6.95 
1. Lincoln, Abraham, Pres. U.S., 1809- 
1865. 2. Douglas, Stephen Arnold, 1813- 


Ver 


* 900 HISTORY" 


1861. 3. Lincoln-Douglas debates, 1858. I. 
Title. 
Prepared from C.I.P. 
GREENBIE, Marjorie 973.7°092'4 
Latta’Barstow, 1891- 
My dear lady; the story of Anna Ella 
Carroll, the "great unrecognized member 
of Lincoln’s Cabient” [by] Marjorie 
Barstow Greenbie. New York, Arno Press, 
1974. p- cm. ISBN 0-405-06101-3 
(Women in America: from colonial times 
to the 20th century) Reprint of the 1940 
ed. published by Whittlesey House, New 
York. Bibliography: p. [E472.9.C333 1974] 
74-3953 18.00 
J. Carrol, Anna Ella, 1815-1894. 2. 
United States—History—Civil War, 1861- 
1865. I. Title. Il. Series. 
Prepared from C.I.P. 


ROBINSON, Luther 
Emerson, 1867- À 
Abraham Lincoln as a man of letters. 
[Foicroft, Pa.] Folcroft Library Editions, 
1974 [cl918] p. cm. Reprint of the ed. 
published by Reilly & Britton, Chicago. 
*Selections from Lincoln’s works”: p. 
[E457.2.R65 1974] 74-11355 22.50 (lib. 
bdg.) 

1. Lincoln, Abraham, Pres. U.S., 1809- 
1865. I. Lincoln, Abraham, Pres. U.S., 
1809-1865. Selected works. 1974. II. Title. 
Prepared from C.I.P. 


DOWDEY, Clifford, 1904- 973.713 
The land they fought for; the story of the 
South as the Confederacy, 1832-1865. 
Westport, Conn., Greenwood Press [1974, 
c1955] viii, 438 p. 23 cm. ISBN 0-8371- 
7328-0 Reprint of the ed. published by 
Doubleday, Garden City, N.Y., in series: 
Mainstream of America series. 
Bibliography: p. [416]-426. [E487.D62 
1974] 73-19499 19.00 

1. Confederate States of America—History. 
2 oe States—History—Civil War. I. 
Title. 


‘973.7°092'4 B 


STARR, Stephen Z. 973.7481 
Jennison’s Jayhawkers; a Civil War cavalry 
regiment and its commander [by] Stephen 
Z. Starr. Baton Rouge, Louisiana State 
University Press [1974, c1973] xvi, 405 p. 
illus. 24 cm. ISBN 0-8071-0218-0 
Bibliography: p. [387]-391. [E508.67th.S73 
1974] 72-94152 12.95 
J. Kansas Cavairy. 7th Regt, 1861-1865. 
2. Jennison, Charles Rainsford, 1834-1884. 
3. United States—History—Civil War, 
1861-1865—Regimental histories—Karsas 
Cavalry. I. Title. 
LIVERMORE, Mary 973.7750924 B 
Ashton Rice, 1820-1905. 
The story of my life. New York, Arno 
Press, 1974 [c1897] p. cm. ISBN 0-405- 
06108-0 (Women in America: from 
colonial times to the 20th century) Reprint 
of the 1899 ed. published by A. D. 
Worthington, Hartford, Conn. 
[CT275.L5A3 1974] 74-3960 39.00 
i. Livermore, Mary Ashton Rice, 1820- 
1905. I. Title. I. Series. 
Prepared from C.I.P. 


LISIO, Donald J. 973.91°6’0924 
The President and protes Hoover, 
conspiracy, and the Bonus Riot [by] 
Donald J. Lisio. [Columbia] University of 
Missouri Press [1974] viii, 346 p. 25 cm. 
ISBN 0-8262-0158-X Bibliography: p. 325- 
339. [F199.L57] 73-89489 12.50 

1. Hoover, Herbert Clark, Pres. U.S., 1874- 
1964. 2. Bonus Expeditionary Force, 1932. 
I. Title. 
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*OSBORNE, John, 
1907- 

The Nixon watch. 

The fifth year of the Nixon watch is 

available from Liveright. ISBN 0-87140- 

582-2. L.C. number: 73-93125. 


973.9240924 


GERSTER, Patrick, comp. 975.072 
Myth and Southern history, edited by 
Patrick Gerster and Nicholas Cords. 
Chicago, Rand McNally College Pub. Co. 
[1974] xv, 351 p. 23 cm. ISBN 0-528- 
66594-4 Bibliography: p. 337-341. 
[F209.G47] 73-18806 4.95 

1. Southern States—History—Addresses, 
essays, lectures. 2. Southern States— 
Historiography —Addresses, essays, 
lectures. I. Cords, Nicholas, joint comp. IT. 
Title. 

Pbk. 2.95, ISBN 0-528-66596-0. 


GIRAUD, Marcel, 1900- 976.3 
A history of French Louisiana. Translation 
by Joseph C. Lambert. Rev. and corr. by 
the author. Baton Rouge, Louisiana State 
University Press [1974- v. illus. 24 cm. 
ISBN 0-8071-0058-7 Translation of 
Historie de la Louisiane francaise. 
Contents.—v. 1. The reign of Louis XIV, 
1698-1715. Bibliography: v. 1, p. [373]- 
386. [F372.G513] 71-181565 15.00 

1. Louisiana—History—To 1803. I. Title. 


FAULKNER, Virginia, 
1913- comp. 
Roundup: a Nebraska reader, compiled and 
edited by Virginia Faulkner. Line 
drawings by Elmer Jacobs. [Lincoln] 
University of Nebraska Press [1974, 
1957] 486 p. 21 cm. ISBN 0-8032-5807-0. 
(A Bison book) Includes bibliographical 
references. [F666.F3] 57-8597 2.95 (pbk.) 
1. Nebraska. I. Title. 
ANDERSON, Arthur 978.3°03'0924 B 
B., 1891- 

Years of challenge, 1891-1971: the 
autobiography of Arthur B. Anderson, 
farmer, mechanic, oil dealer, and State 
legislator of South Dakota. Edited by 
Clifford B. Anderson. Vermillion, S.D., 
Dakota Press, 1974. xi, 184 p. illus. 23 cm. 
ISBN 0-88249-019-2 [F656.452A38] 73- 
84211 4.00 (pbk.). 

1. Anderson, Arthur B., 1891- 2. South 
Dakota—Politics and government. I. Title. 


978.20082 


SYME, Ronald, 
1910- 

John Charles Fremont: the last American 
explorer. Illustrated by Richard Cuffari. 
New York, Morrow, 1974. p. cm. ISBN 
0-688-20120-2 Bibliography: p. A 
biography of the nineteenth-century 
soldier, politician, and explorer whose 
many expeditions helped open up the 
western territories to settlers. 
(E415.9.F8S895 1974] 92 74-4198 4.95 

1. Fremont, John Charles, 1813-1890— 
Juvenile literature. I. Cuffari, 
1925- illus. IT. Title. 

Prepared from C.I.P. Library Binding 4.59 


MAYER, Robert, 1934- 979.461 
San Francisco: a chronological and 
documentary history, 1542-1970, compiled 
and edited by Robert Mayer. Dobbs Ferry, 
N.Y., Oceana Publications, 1974. p. cm. 
ISBN 0-379-00614-6 (American cities 
chronology series) Bibliography: p. A 
chronological history of San Francisco with 
selected ertinent documents. 
[F869.S3M32] 74-8846 7.50 

1. San Francisco—History—Chronology. 2. 
San Francisco—History—Sources. I. Title. 
Prepared from C.I.P. 


979’.02’0924 B 
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COLLIER, Simon Daniel White. 980 
From Cortes to Castro; an introduction to 
the history of Latin America, 1492-1973 
[by] Simon Collier. [New York] Macmillan 
[1974] p. ISBN 0-02-527180-6 [F1410.C7] 
74-3252 12.95 

1. Latin America—History. I. Title. 
Prepared from C.I.P. 


COWELL, Adrian. 980.3 
The tribe that hides from man. New York, 
Stein and Day [1974, c1973] 251 p. illus. 
24 cm. ISBN 0-8128-1690-0 
[F2520.1.K7C68 1974] 73-92187 8.95 

1. Villas Boas, Orlando. 2. Villas Boas, 
Claudio. 3. Kreen-Akrore Indians. I. Title. 


FICTION 


*BAINBRIDGE, Beryl, 1933- FIC 
The secret glass. New York, George 
Braziller [1974, cl973] 152 p. 22 cm. 
ISBN 0-8076-0746-0. 73-93608 5.95 

I. Title. 


BAIRD, Marie-Terese. FIC 
A lesson in love. Boston, G. K. Hall, 1974 
[c1973] 375 p. 24 cm. ISBN 0-8161-6179- 


8 Large print ed. ([PZ4.B1662Le4] 
[PR6052.A324] 823.914 73-21920 8.95 
(lib. bdg.). 

I. Title. 


BALLINGER, William Sanborn, FIC 
1912- 

The Corsican [by] Bill S. Ballinger. New 

York, Dodd, Mead [1974] ix, 342 p. 24 

em. ISBN 0-396-06918-5 [PZ3.B21394Co] 

[PS3552.A47] 813°.5’4 73-19085 7.95 

I. Title. 


BANKS, Lynne Reid. FIC 
Two is "lonely; a sequel to The I-shaped 
room and The backward shadow. New 
York, Simon and Schuster [1974] 318 p. 
22 cm. ISBN 0-671-21732-1 
[PZ4.B2173Tw3] [PR6003.A528] 823’.9712 
73-20755 7.95 

I. Title. 


BARJAVEL, Rene, 1911- FIC 
The immortals. Translated from the French 
by Eileen Finletter. New York, Morrow, 
1974. p. cm. ISBN 0-688-00269-2 
Translation of Le grand secret. 
[PZ3.B23965Im] [PQ2603.A435] 843.912 
74-6234 6.95 

I. Title. ` 

Prepared from C.LP. 


BENTON, Kenneth, 1909- FIC 
Craig and the jaguar. New York, Walker 
[1974, c1973] 223 p. 22 cm. ISBN 0-8027- 


5294-2 [PZ4.B479Cr3]  [PR6052.E545] 
823’.9°14 73-90393 5.95 

i. Title. 

BERCKMAN, Evelyn. FIC 


Wait, just you wait. [1st ed.] Garden City, 
N.Y., Doubleday, 1974 [c1973] 205 p. 22 
em. ISBN 0-385-01640-9 Edition for 1973 
published under title: Wait. [PZ4.B486Waj] 
(PS3552.E68] 813’.5°4 73-83615 5.95 

L Title. 


BERGMAN, Andrew. FIC 
The big kiss-off of 1944: a Jack Levine 
mystery. [lst ed] New York Holt, 
Rinehart and Winston [1974] 194 p. 22 
cm. ISBN 0-03-011796-8 [PZ4.B4978Bi] 
[PS3552.E7193] 813’.5°4 73-9315 6.95 

I, Title. 


*BERGSTROM, Louise. FIC 
Giants in the wings. New York, Avalon 


AMERICAN BOOK PUBLISHING RECORD 


Books [1974] 
romances) 4.50 
L Title. 


BLAISE, Clark. FIC 
Tribal justice. [1st ed.] Toronto, Doubleday 
Canada; Garden City, N.Y., Doubleday, 
1974, A ISBN 0-385-01038-9 
[PZ4.B6372Tr3] [PR9199.3.B48] 813.54 
73-10856 6.95 

I. Title. 

Prepared from C.I.P. Contents omitted. 


BLOOM, William. FIC 
Getting there. [lst American ed.] New 
York, Grove Press; [distributed by 
Random House, c1973] 278 p. 21 cm. 
ISBN 0-394-49294-3 [PZ4.B6545Ge3] 
[PR6052.L6] 823.914 73-21005 6.95 

I, Title. 


BONAZZI, Robert, comp. FIC 
Extreme unctions and other last rites. [lst 
ed. Brooklyn, N.Y.] Latitudes Press; 
[distributed by Serendipity Books, 
Berkeley, Calif., 1974- v illus. 23 cm. 
(New departures in fiction) [PZ1.B637Ex] 
[PS648.S5] 813°.01 74-77663 3.00 (pbk.) 

1. Short stories, American. I. Title. 


BOYD, Edward. FIC 
The dark number [by] Edward Boyd and 
Roger Parkes. New York, Walker [1974, 
c1973] 167 p. 22 cm. ISBN 0-8027-5298-5 
[PZ4.B7888Dar3] [PR6052.0918] 
823’.9°14 73-93933 5.95 

I. Parkes, Roger, joint author. II. Title. 


BRAWLEY, Ernest. FIC 
The rap. [lst ed.] New York, Atheneum, 
1974. 470 p. 25 cm. ISBN 0-689-10563-0 
[PZ4.B8264Rap] [PS3552] 813.54 73- 
91631 10.00 

I. Title. 


BRENT, Madeleine. FIC 

Moonraker’s bride. Boston, G. K. Hall, 

1974 fc1973] 636 p. 24 cm. ISBN 0-8161- 

6190-9 Large print ed. [PZ4.B8393Mo4] 

Rae .R419] 823°.9°14 73-22421 6.95 
Ytle. s 


*BROCK, Stuart. FIC 
Double-Cross Ranch. New York, Avalon 
Books [1974] 256 p. 20 cm. (Avalon 
westerns) 4.50 

I. Title. 


BROPHY, Brigid, 1929- FIC 
The adventures of God in his search for 
the Black girl. [Ist American ed.] Boston, 
Little, Brown [1974, c1973] p. ISBN 0- 
316-10976-2 ”An Atlantic-Monthly Press 
book.” Includes bibliographical references. 
[PZ4.B8735Ad3] [PR6052.R583] 823°.9°14 
74-6362 7.95 

I. Title. 

Contents omitted. 


CAIDIN, Martin, 1927- FIC 
High crystal. New York, Arbor House 
[1974] 229 p. 22 cm. ISBN 0-87795-079-2 
([PZ4.C133Hi] [PS3553.A38] 813.54 73- 
91500 6.95 

i, Title. 


CALHOUN, Donald Gilmore, 
1914- 

fs there life after advertising? [By] Don 
Calhoun. New York, Stein and Day [1974] 
192 p. 22 cm. ISBN  0-8128-1695-1 
{(PZ3.C1284Is] [PS3505.A373] 813.54 73- 
91860 6.95 

I. Title. 


CATHER, Willa Sibert, 
1947, 
Obscure destinies. 


192 p. 20 cm. (Avalon 


FIC 


1873- FIC 


New York, Vintage 


AUGUST 31,1974 


Books [1974, c1932] `p. cm. ISBN 0-394- 
71179-3 Contents.—Neighbour Rosicky.— 


Old Mrs. Harris.—Two friends. 
[PZ3.C28580b9] [PS3505.A87] 813°.5’2 
74-5324 1.95 (pbk.) 

I. Title. 

Prepared from C.I.P. 

CATLING, Patrick Skene. FIC 


Best summer job. Illustrated by John 
Huehnergarth. New York, Simon and 
Schuster [1974] 283 p. illus. 22 cm. ISBN 
0-671-21753-4 [PZ4.C366Be] 
[PS3553.A85] 813’.5’4 73-22783 7.95 

I. Title. 


CHACKO, David. 
Gage. [New York, St. Martin’s Press, 
1974] 212 p. 22 cm. [PZ4.C429Gag] 
[PS3553.H2] 813°.5’4 73-89569 6.95 

È Title. 


FIC 


CHERRY, Kelly. FIC 
Sick and full of burning. New York, Viking 
Press [1974] 280 p. 22 cm. ISBN 0-670- 
64382-3 [PZ4.C52Si] [PS3553] 813.54 73- 
. 14423 8.95 

I. Title. 


*CHURCHILL, Luanna. FIC 
Shadow on the moon. [New York] Lenox 
Hill Press, 1974. 192 p. 20 cm. ISBN 0- 
517-51639-X. 4.50 

I. Title. 


*COMINS, Ethel M. FIC 
The moon goddess [by] Ethel M. Comins. 
New York, Avalon Books [1974] 192 p. 20 
cm. (Avalon romances) 4.50 

I. Title. 


CONNELL, Evan S., 1924- FIC 
The connoisseur [by] Evan S. Connell, Jr. 
[Ist ed.] New York, Knopf, 1974. p. cm. 
ISBN 0-394-49203-X = [PZ4.C753Co] 
[PS3553.05] 813.54 74-7216 6.95 

I. Title. 

Prepared from C.I.P. 


CORES, Lucy Michaella, 1914- FIC 
The year of December; a novel, by Lucy 
Cores. New York, McGraw-Hill [1974] 
406 p. 24 cm. ISBN 0-07-013128-7 
[PZ3.C8122Ye] [PS3505.06673] 813.54 
73-19675 8.95 


1. Clairmont, Clara Mary Jane, 1798- 
1879—Fiction. I. Title. 
*CUST, Barbara. FIC 


Web of intrigue. [New York] Lenox Hill 
Press, 1974. 192 p. 20 cm. ISBN 0-517- 
518058 4.95 

IL Title. 


CUTHRELL, Faith Baldwin, 
1893- 

Time and the hour, by Faith Baldwin. [1st 

ed.] New York, Holt, Rinehart and 

Winston [1974] 242 p. 21 cm. ISBN 0-03- 


FIC 


012231-7 [PZ3.C973Ti] [PS3505.U97] 
813°.5°2 73-12856 6.95. 

I. Title. 

DAVIS, Gwen. FIC 


The motherland. New York, Simon and 
Schuster [1974] 540 p. 23 cm. ISBN 0- 
671-21738-0 [PZ4.D2617Mo] 
[PS3554.A9346] 813°.5°4 73-20547 8.95 

T. Title. 


DAVIS, Mildred B. FIC 

The invisible boarder, by Mildred Davis. 

n: ed.] New York, Random House [1974] 
cm. ISBN 0-394-49022-3 

ÎPz3. D2963In] [PS3507.A7424] 813.54 

74-4316 5.95 

I. Title. 

Prepared from C.I. P. 


DELANO. Anthony. FIC 
Breathless Diversions. [lst U.S. ed.] New 
York, Harper & Row [1974, c1973] 246 p. 


22 cm. ISBN 0-06-011026-0 
[PZ4.D336Br3_ [PR9619.3.D4] 823 73- 
14069 6.95 

I. Title. 


DENNIS, Robert C. FIC 
Conversations with a corpse, by Robert C. 
Dennis. Indiarapolis, Bobbs-Merrill [1974] 
195 p. 22 cm. ISBN 0-672-51901-1 (A 
Black bat mystery) [PZ4.D3996Co] 
[PS3554.E54] 813’.5’4 73-11807 5.95 

I. Title. 


DISNEY, Doris Miles. FIC 
Don’t go into the woods today. [ist ed.] 
Garden City, N.Y., Published for the 
Crime Club by Doubleday, 1974. 186 p. 22 
cm. ISBN 0-385-00471-0 [P2Z3.D626Dq] 
(PS3507.175] 813°.5°2 73-15334 7.95 

I. Title. 


DUNCAN, Jane. FIC 
My friends the Misses Kindness. New 
York, St. Martin’s Press [1974] 252 p. 21 
cm. [PZ4.D9116Myb] [PR6054.U46] 
823’.9°14 73-91601 6.50 


I. Title. 
DWYER-JOYCE, Alice. FIC 
The rainbow glass. Boston, G. K. Hall, 


1974 [c1973] 277 p. 24 cm. ISBN 0-8161- 
6181-X Large print ed. [PZ4.D993Rai] 
[PS3554.W9] 813.54 73- 21888 7.95 (lib. 
bdg.). 

I. Title. 


ELLIS, Melvin Richard, 1912- FIC 
Sidewalk Indian [by] Mel Elis. [lst ed.] 
New Yozk, Holt, Rinehart and Winston 
[1974] 198 p. 22 cm. ISBN 0-03-012076-4 
[PZ4.E4663Si] [PS3555.L615] 813’.5'4 73- 
13980 5.95 (lib. bdg.) 

L Title. 


*ENCK, John Edward. FIC 
A better sunset. [lst ed.] New York, 


Expositian Fress [1973] 127 p. 21 cm. 
ISBN 0-682-47839-3 FIC 5.00 

I. Title. 

ERDMAN, Paul Emil, 1932- FIC 


The silver bears [by] Paul E. Erdmar. New 
York, Scribner [1974] p. cm. ISBN 0-684- 
13842-5 A novel. [PZ4.E653Si] 
[PS3555.R4] 813.54 73-19261 7.95 (texz 
ed.) 

I. Title. 

Prepared from C.I.P. 


EVELYN, John Michael. FIC 

A pinch of snuff [by] Michae. Underwood. 

aad York, St. Martin’s Press [1974] 221 
p- 21 cm. [PZ4.E94Pi3] [PR6C55.V3] 

823’.9°14 73-90897 6.95 

I. Title. 


FAUST, Frederick, 1892-1944. FIC 
Frontier feud [by] Max Brand. Boszon, G. 
K. Hall, 1974 [cl1935] 378 p. 24 cm. ISBN 
0-8161-6180-1 Large print ed. Originally 
published in series: Dodd, Mead silver star 
westerns. [PZ3.F2775Fs4] [PS3511.A87] 
813°.5°2 73-21927 4.95 

I. Title. 


FORBES, Stanton, 1923- FIC 
Bury me ir gold lame. [lst ed.] Garden 
City, N.Y., Published for the Crime Club 
by Doubleday, 1974. p. cm. ISBN 0-385- 


07258-9 [PZ4.F69255Bt] [PS3556.067] 
813’.5°4 73-22787 4.95 
L. Title. 


Prepared from C.I.P. 


FICTION 


FOXALL, Raymond. FIC 
Brandy for the parson. New York, St. 
Martin’s Press [1974, c1970] 224 p. 21 cm. 
Bibliography: p. [8] [PZ4.F795Br4] 
[PR6056.088] 823’.9°14 73-87401 6.95 

1. Adkins, Harry—Fiction. I. Title. 


FOXALL, Raymond. FIC 
The little ferret. New York, St. Martin’s 
Press [1974, 1968] 223 p. 21 cm. Includes 
bibliographical references. [PZ4.F795Li4] 
[PR6056.088] 823°.9°14 73-87404 6.95 

I. Title. 


FRANCIS, Dick. FIC 
Slayride. [lst U.S. ed.} New York, Harper 
& Row [1974, c1973] 219 p. 21 cm. ISBN 
0-06-011336-7 A novel. [PZ4.F817S13] 
[PR6056.R27] 823’.9°14 73-14311 5.95 

I. Title. 


*FUNK, Merle M., 1925- FIC 
Bonus notches, by Merle M. Funk. [New 
York] Lenox Hili Press, 1974. 192 p. 20 
cm. ISBN 0-517-518031 Western” 4.95 

I. Title. 


GASKIN, Catherine. FIC 
The property of a gentleman. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
cm. ISBN 0-385-03934-4 [PZ3.G2125Pr3] 
[PR6057.A75] 73-15341 7.95 

I Title. 

Prepared from C.I.P. 


GILBERT, Mercedes. FIC 
Aunt Sara’s wooden god. College Park, 
Md., McGrath Pub. Co. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-00161-0 
Reprint of the 1938 ed. [PZ3.G37366Au7] 
[PS3513.14265} 813°.5°2 76-144617 12.50 
I. Title. 

Prepared from C.I.P. 


GLASS, Joanna M.. FIC 
Recollections of 2 mountain summer |by] 
Joanna M. Glass. [lst ed.] New York, 
Knopf, 1974. ISBN 0-394-48919-5 
Fee) [PS3557.L33] 813.54 74-7221 


I. Title. 
Prepared from C.I.P. 


GOYEN, William. FIC 
Selected writings of William Goyen; eight 
favorites by a master American story-teller. 
Illustrated by Elizabeth Fairbanks: [New 
York, Random House, 1974] [12], 177 p. 


illus. 22 cm. ISBN 0-394-49284-6 "A 
Random House/Bookwords book.” 
Bibliography: 11 prelim. page. 
[PZ3.G7484Se] 813°.5°4 73-20592 8.95; 
2.95 (pbk.). 

I. Title. 

GOYTISOLO, Juan. FIC 


Count Julian. Translated from the Spanish 
by Helen R. Lane. New York, Viking Press 
[1974] 204 p. illus. 22 cm. ISBN 0-670- 
24407-4 Translation of Reivindicacion del 
conde don Julian. [PZ4.G722Co] 
([PQ6613.079] 863’.6°4 73-3506 7.95 

1. Julian, Governor of Ceuta, ff. 711— 
Fiction. I. Title. 


GREENE, Grahem, 1904- FIC 
The honorary consul. Boston, G. K. Hall, 
1974 [c1973] 547 p. 24 cm. ISBN 0-8161- 
6182-8 Large print ed. [PZ3.G8319H03] 
{[PR6013.R44] 823.912 73-21919 11.95 
(lib. bdg.). 

I. Title. 


HAIG, Alec. - FIC 
Peruvian printout. New York, Dodd, Mead 
[1974] 187 p. 22 cm. ISBN 0-396-06960-6 
(A Red badge novel of suspense) 
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FICTION 


(PZ4.H1447Pe] [PS3558.A326] 813°.5°4 
74-2598 4.95 

I. Title. 

HALE, Arlene. FIC 


Home to the valley. [ist ed.] Boston, 
Little, Brown [1974] p. cm. ISBN 0-316- 
33872-9 [PZ4.H1618Ho] [PS3515.A262] 
813°.5°4 74-5057 6.95 

I. Title. 

Prepared from C.I.P. 


HEALEY, Ben. FIC 

The stone baby. Boston, G. K. Hall, 1974 

[e1973] 279 p. 24 cm. ISBN 0-8161-6191- 
Large print ed. [PZ4.H4343St3] 

Prea E17] 823'.9°14 73-22422 7.95 

I. Title. 


HEJINIAN, John. FIC 
Extreme remedies; a novel. New York, St. 
Martin’s Press [1974] 342 p. 22 cm. 
[PZ4.H474Ex] [PS3558.E473] 813’.5°4 73- 
87406 7.95 

L Title. 


HIBBERT, Eleanor, 1906- FIC 
The goldsmith’s wife [by] Jean Plaidy. [1st 
American ed.] New York, Putnam [1974, 
c1950] 318 p. 22 cm. ‘an 0-499-11351-7 
Bibliography: (317]-318. 
(PZ3.H5212Go04} [PR6OIS. 13] 823'.9°14 
73-91717 6.95 

1. Shore, Jane, d. 1527?—Fiction. I. Title. 


HOGAN, Ray, 1908- FIC 
Man without a gun. [1st ed.] Garden City, 
N.Y., Doubleday, 1974. p. cm. ISBN 0- 
385-06725-9 (PZ4.H716Man] 
[PS3558.03473] 813'.5°4 74-4 4.95 

f Title. 

Prepared from C.I.P. 


*HOPSON, William. FIC 
Apache kill.) New York, Avalon Books 
1374] 256 p. 20 cm. (Avalon westerns) 
4.50 


I. Title. 


HOWATCH, Susan. FIC 
Cashelmara. New York, Simon and 
Schuster [1974] 702 p. 23 cm. ISBN 0- 
671-21736-4 [PZ4.H8563Cas] 
{PS3558.0884] $13'.5°4 73-22333 9.95 

1. Title. 


INGATE, Mary. FIC 
The sound of the weir; a novel of suspense. 
New York, Dodd, Mead [1974] 213 p. 22 
em. ISBN 0-396-06921-5 [PZ4.1445S03] 
{[PR6059.N47] 823’.9'14 73-19080 5.95 

£ Title. 


ISRAEL, Peter, £1.1967- FIC 
Hush money. New York, Crowell [1974] 
p. cm. ISBN 0-690-00547-4 [PZ4.184Hu] 
([PS3559.S74] 813’.5°4 74-8992 5.95 

T. Title. 

Prepared from C.I.P. 


JEPPSON, J. O. FIC 
The second experiment [by] J. O. Jeppson. 
Boston, Houghton Mifflin, 1974. p. cm. 
ISBN 0-395-19504-7 [PZ4.3557Se] 
[PS3560.E6] 813°.5°4 74-7110 5.95 

f. Title. 

Prepared from C.I.P. 


JOHNSTON, Jennifer, 1930- FIC 
How many miles to Babylon? {ist ed. in 
the United States of America] Garden 
City, N.Y., Doubleday, 1974. p. ISBN 0- 
385-05690-7 (PZ4.57225Ho03] 
{PR6060.0394] 823°.9°14 74-1502 5.95 

I. Title. 

Prepared from C.I.P. 
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JONES, Robert F. FIC 
Blood sport; a journey up the Hassayampa, 
by Robert F. Jones. New York, Simon and 
Schuster [1974] 255 p. 22 cm. ISBN 0- 
671-21696-1 [PZ4.J7925Bl] [PS3560.0526] 
813'.5'4 73-18928 7.95 

I. Title. 


*JUDSON, Jeanne. FIC 
Love regained. New York, Avalon Books 
[1974] 190 p. 20 cm. (Avalon romances) 
4.50 

L Title. 


KAVANAGH, Paul. FIC 
Not comin’ home to you. New York, 
Putnam [1974] 220 p. map (on lining 
papers) 22 cm. ISBN 0-399-11357-6 
[PZ4.K219No] [PS3561.A87] 813’.5°4 73- 
93348 6.95 

I. Title. 


KENNEDY, Adam. FIC 
Somebody else’s wife; a novel. New York, 
Simon and Schuster [1974] 349 p. 22 cm. 
ISBN 0-671-21739-9 [PZ4.K343S0] 
[PS3561.E4255] 813’.5°4 74-1135 7.95 

T. Title. 


KENYON, Michael. FIC 
A sorry state. New York, D. McKay Co. 
[1974] 189 p. 21 cm. ISBN 0-679-50463-X 
(MW suspense) (PZ4.K377S03} 
[PR6061.E675] 823’.9°14 74-77480 4.95 

I Title. 


KNIPSCHEER, James M. W. FIC 
Operation Dancing Dog, by James M. Fox. 
New York, Walker [1974] 212 p. 22 cm. 
ISBN 0-8027-5292-6 (PZ3.K7520p] 
[PS3561.N55] 813°.5°4 73-90391 5.95 

È. Title. 


KUMIN, Maxine W. FIC 
The designated heir [by] Maxine Kumin. 
New York, Viking Press [1974] 174 p. 22 
em. ISBN 0-670-26896-8 [PZ4.K9647De] 
{PS3521.U638] 813.54 73-18915 6.95 

d. Title, 


LAPATINE, Kenneth A. FIC 
The trials and tribulations of Aaron 
Amsted [by] Kenneth A. Lapatine. New 
York, Walker [1974] 183 p. 22 cm. ISBN 
0-8027-0446-8 (PZ4.L312Tr] 
[PS3562.A58] 813°.5’4 73-93681 6.95 

T. Title. 


*LEES, John G. FIC 
Trail-hardened, by John G. Lees. [New 
York] Lenox Hill Press, 1974. 192 p. 20 
cm. ISBN 0-517-518023 ”Western” 4.95 

L Title. 


LEONARD, Constance. FIC 
Steps to nowhere; a novel of suspense. 
New York, Dodd, Mead [1974] 181 p. 21 
cm. ISBN 0-396-06941-X [PZ4.L5797St] 
[PS3562.E54] 813°.5°4 74-103 4.95 

T. Title. 


LEWIN, Michael Z. FIC 
The enemies within [by] Michael Z. Lewin. 
[ist ed.] New York, Knopf; [distributed by 
Random House] 1974. p. cm. ISBN 0- 
394-4903 1-2 [PZ4.L6713En] 
[PS3562.E929} 813°.5°4 74-7277 5.95 

I. Titie. 

Prepared from C.I.P. 


LIPSYTE, Robert. FIC 
Liberty two. New York, Simon and 
Schuster [1974] 287 p. 23 cm. ISBN 0- 
671-21694-5 [PZ4.L768Li] [PS3562.164] 
813".5°4 73-20698 7.95 

I Title. 


AMERICAN BOOK PUBLISHING RECORD 


LITVINOFF, Emanuel. FIC 
A death out of season. New York, Scribner 
[1974, c1973] 284 p. 22 cm. ISBN 0-684- 


13755-0 [PZ4.L782De3]  [PR6023.17] 
823°.9°12 73-19260 6.95 
T. Title. 


LLOYD, Jeremy. FIC 
The further adventures of Captain Gregory 
Dangerfield, as told ta Jeremy Lloyd by 
the late P. W. Arnold. New York, St. 
Martin’s Press [1974] 222 p 21 cm. 
[PZ4.L7927Fu3}] [PR6062.L64] 823.914 
73-87413 6.50 

I. Title. 


*LUXEM, Phyllis. FIC 
The secret of Cypress Manor. New York, 
Avalon Books [1974] 192 p. 20 cm. 
(Avalon romances) 4.50 

I. Title. 


LYNDS, Dennis, 1924- FIC 
Bloodwater [by] John Crowe. New York, 
Dodd, Mead [1974] 218 p. 21 cm. ISBN 
0-396-06947-9 (His A Buena Costa County 


mystery) [PZ4.L9892Bl] (PS3562.Y44] 
813'.5’4 74-101 4.95 

I. Title. 

*MCCARTHY, Jane . FIC 


The sinister tapestry. New York, Avalon 
Books [1974] 192 p. 20 cm. (Avalon 
romances) 4,50 

I. Title. 


MCCLAIN, Violet, 1908- FIC 

Treasure in Oklahoma's green country. San 

Antonio, Naylor Co. [1974] 346 p. 23 cm. 

ISBN 0-8111-0520-2  [PZ4.M1246Tr} 

ees -A26118] 813.54 74-3485 8.95 
ttle. 


MCCONNELL, James Douglas FIC 
Rutherford, 1915- 
Kick start [by] Douglas Rutherford, New 


York, Walker [{1974, c1973] 190 p. 22 cm. 
[PZ3.M13495Ki3] [PR6025.A1697} 
823.914 74-77299 5.95 

I. Title. 

MACKENZIE, Rachel. FIC 


The wine of astonishment. New York, 
Viking Press [1974] 154 p. 21 cm. ISBN 0- 
670-77217-8 {[PZ4.M15625Wi] 
(PS3563.A3135] 813°.5°4 73-14086 5.95 

£ Title. 


MAGNUSON, Jim. FIC 
Without barbarians. New York, McGraw- 
Hill [1974] p. em. ISBN 0-07-039506-3 
([PZ4.M1876Wi] [PS3563.A352] 8137.5’4 
74-7457 6.95 

I. Title. 

Prepared from C.I.P. 


MALING, Arthur. FIC 
Dingdong. [ist ed.] New York, Harper & 
Row [1974] 245 p. 21 cm. ISBN 0-06- 
012764-8 [PZ4.M25Di] [PS3563.A4313] 
813.54 73-14316 5.95 

I. Title. 


*MARIE, Jeanne. FIC 
Wait for me, Wendy. [New York] Lenox 
Hill Press, 1974. 192 p. 20 cm. ISBN 0- 
517-51804-X 4.95 

I. Title. 


MARIN, Peter. FIC 
In a man’s time. New York, Simon and 
Schuster [1974] 256 p. 23 cm. ISBN 0- 
671-21708-9 (PZ4.M338225In] 
[PS3563.A655] 813’.5’4 73-18929 7.95 

I. Title. 


MASTERS, John, 1914- FIC 
Thunder at sunset. [Ist ed.] Garden City, 


AUGUST 31,1974 


N.Y., Doubleday, 1974. p. cm. ISBN 0- 
385-09030-7 [PZ3.M39384Th] 813°.5°4 73- 
15357 7.95 

£ Title. 

Prepared from C.I.P. 


*MILLER, Marcia. FIC 
Jealous yesterdays. New York, Avalon 
Books [1974] 191 p. 20 cm. (Avalon 
romances) 4.50 

L Title. 


MOORCOCK, Michael, 1939- FIC 
Breakfast in the ruins, [\st American ed.] 
New York, Random House [1974, 1971] 
174 p 22 cm. ISBN 0-394-49068-1 
[PZ4.M8185Br4] [PR6063.059] 8237.9°14 
73-18306 5.95 

I. Title. 


MORRESSY, John. FIC 
A long communion. New York, Walker 
[1974] 234 p. 22 cm. ISBN 0-8027-0448-4 
[PZ4.M8714Lo] [PS3563.08736] 813.54 
73-90385 7.95 

I. Title. 


MURDOCH, Iris. FIC 
The sacred and profane love machine. 
New York, Viking Press [1974] p. ISBN 
0-670-61433-5 [PZ4.M974Sac3] 
[PR6063.U7] 823°.9°14 73-22649 8.95 

I. Title. 

Prepared from C.I.P. 


MURPHY, John, pseud. FIC 
The El Greco puzzle. New York, Scribner 
[1974] 312 p, 22 cm. ISBN 0-684-13712-7 
{[PZ4.M9785El] [PS3563.U74] 813°.5'4 73- 
16821 6.95 

L Title. 


NOLAN, Frederick W., 1931- FIC 
The Algonquin project, by Frederick 
Nolan. New York, Morrow, 1974. p. cm: 
ISBN 0-688-00319-2 British ed. published 


under title: The Oshawa project. 
[PZ4.N79A13] [PR6064.0413] 823.914 
74-8988 5.95 

I. Title. 

Prepared from C.I.P. 

NORTON, Andre. FIC 


The many worlds of Andre Norton. Edited 
by Roger Elwood. {lst ed.] Radnor, Pa., 
Chilton Book Co. [1974] p. cm. ISBN 0- 
8019-5927-6 Contents——The toads of 
Grimmerdale.—London bridge.—On 
writing fantasy.---Mousetrap.—-All cats are 
gray.—The long night of waiting.—-The 
gifts of Asti—Long live Lord Kor!— 
Norton bibliography: (p. [PZ3.N8187Man] 
(PS3527.0625] 813°.5'2 74-10980 6.95 

L Title. 

Prepared from C.I.P. 


O'BRIEN, Edna. FIC 
A scandalous woman, and other stories. 
New York, Harcourt Brace Jovanovich 
[1974] p. cm. ISBN 0-15-179558-4 
[PZ4.0129Se3] [PR6065.B7] 823.914 74- 
7366 6.95 

Í. Title. 

Prepared from C.I.P. Contents omitted. 


PAYNE, Donald Gordon, 1924- FIC 
The wind at morning [by] James Vance 
Marshall. Boston, G.K. Hall, 1974 [c1973] 
339 p. 24 cm. ISBN 0-8161-6175-5 Large 
print ed. [PZ4.P344Wi4] [PR9619.3.P3] 
823 73-20266 8.95 (lib. bdg.). 

1. Magalhaes, Fernao, d. 1521—Fiction. 2. 
Sight-saving books. I. Title. 


PERRY, Richard, 1944- FIC 
Changes. Indianapdlis, Bobbs-Merrill 
[1974] 175 p. 22 cm. ISBN 0-672-51850-3 


[PZ4.P4645Ch] [PS3566.E715] 813°.5°4 
73-13224 6.95 

I. Title. 

PERRY, Ritchie, 1942- FIC 


Ticket to ride. [1st American ed.] Boston, 
Houghton Mifflin, 1974 [c1973] p. cm. 
ISBN 0-395-19412-1 (Midnight novel of 
suspense) [PZ4.P4646Ti3] [PR6066.E72] 
823°.9°14 74-5366 5.95 

L Title. 

Prepared from C.LP. 


PLAGEMANN, Bentz, 1913- FIC 
Wolfe's cloister. {ist ed] New York] 


Saturday Review Press, 1974. p. cm. 
[PZ3.P6915Wm] [PS3566.L25] 813.54 
74-8009 6.95 

L Title. 

Prepared from C.I.P. 

*RAEF, Laura C. FIC 


Nurse Jan and the legacy [by] Laura C. 
Raef. New York, Avalon Books [1974] 192 
p. 20 cm. (Avalon nurse stories.) 4.50 

I. Title. 


RAYMOND, Ernest, 1888- FIC 
The old June weather. [1st American ed.] 
aT York, Saturday Review Press TAS 
p. cm. [PZ3.R21530k4] [PR6035.A9 
823°.9°12 74-5418 6.95 
I. Title. 

Prepared from C.I.P. 


RENDELL, Ruth, 1930- FIC 
The face of trespass. [1st ed. in the U.S.] 
Garden City, N.Y., Published for the 
crime Club by Doubleday, 1974. 184 p. 22 


[PZ4.R4132Fac] [PR6068.E63] 
823.914 73-10817 4.98 
L Title. 
RHYS, Jean. FIC 


After leaving Mr. Mackenzie. New York, 
Vintage Books [1974, c1931] 191 p. 20 
cm. ISBN 0-394-71024-X Reprint of the 
ed. published by Harper & Row, New 


York. [PZ3.R3494Af10] [PR6035.H96] 
823’.9°12 73-13785 1.55 (pbk.) 

I. Title. 

RHYS, Jean. FIC 


Quartet. New York, Vintage Books [1974] 
p. cm. ISBN 0-394-71319-2 First published 
in London in 1928 under title: Postures. 
Reprint of the 1969 ed. published by 


Deutsch, London. [PZ3.R3494Qu10] 
[PR6035.H96] 823°.9°12 74-8114 1.65 
(pbk.) 

I. Title. 

Prepared from C.I.P. 

ROBERTS, Keith, 1935- FIC 


The boat of fate; an historical novel. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974, cl971] 351 22 cm. 
[PZ4.R6447Bo4] [PR6068. 615] 823°.9°14 
73-20187 6.95 

1. Rome—History—Empire, 30 B.C.-476 
A.D.—Fiction. I. Title. 


ROBERTSON, Don, 1929- FIC 
Praise the human season. [lst ed.] New 
York, A. Fields Books, 1974. 495 p. 25 
cm. ISBN 0-525-63013-9 [PZ4.R649Pr] 
[PS3568.0248] 813’.5°4 73-18891 8.95 

L Title. 


ROBY, Mary Linn. FIC 

Marsh house. ae York, Hawthorn Books 

[1974] 184 p. 22 cm. [PZ4.R669Mar] 

[PS3568.0319] 813’.5°4 73-10887 6.95 

L Title. 

*SCHELLENBERG, Helene FIC 
Chambers. 

Nurse in research. New York, Avalon 


FICTION 


Books [1974} 191 p. 20 cm. (Avalon nurse 
stories) 4.50 
L Title. 


SCHMIDT, Kurt, 1940- FIC 
Annapolis misfit. [lst ed] New York, 
Crown Publishers [1974] 215 p. 22 cm. 
ISBN 0-517-51435-4 {[PZ4.S353An] 
(PS3569.C5157] 813’.5°4 73-90313 5.95 

I. Title. 


SCOTT, Virgil, 1914- FIC 
The Kreutzman formula [by] Virgil Scott 
and Dominic Koski. New York, Simon and 
Schuster [1974] 255 p. 22 cm. ISBN 0- 
671-21737-2 [PZ3.S4299Kr] 
[PS3537.C9293] 813°.5°4 74-119 6.95 

I. Koski, Dominic, joint author. II. Title. 


*SEARS, Ruth McCarthy. FIC 
Mist of memory New York, Avalon Books 
p74) 192 p. 20 cm. (Avalon romances) 
4.50 


I. Title. 


SHARP, Margery, 1905- FIC 
The innocents. New York, Harper & Row 
(1974, cl1972] 183 p. 18 cm. ISBN 0-06- 
465000-6. [PZ3.85316Ip5] [PR6037.H334] 
1.25 (pbk.) 

I. Title. 

L.C. card number for hardbound ed.: 72- 
12606. 


SLAVITT, David R., 1935- FIC 
The killing of the King [by] David R. 


Slavitt. [Ist ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
07899-4 [PZ4.S6314Ki]  [PS3569.L3] 


813’.5°4 73-15370 7.95 

l, Faruk I, King of Egypt, 1920-1965— 
Fiction. I. Title. 

Prepared from C.I.P. 


SPINRAD, Norman, comp. FIC 
Modern science fiction. [ist ed.] Garden 
City, N.Y., Anchor Press, 1974. p. ISBN 
0-385-02263-8 Includes bibliographies. 
[PZ1.S758Mo] [PS648.S3] 813°.0876 73- 
18782 3.50 (pbk.) 

i. Science fiction, American. 2. Science 
fiction, English. I. Title. 

Prepared from C.I.P. Contents omitted. 


STOUT, Rex, 1886- FIC 
Please pass the guilt; a Nero Wolfe novel. 
Boston, G. K. Hall, 1974 [c1973] 275 p. 
24 cm. ISBN 0-8161-6177-1 Large print 
ed. [PZ3.S8894P}3] [PS3537.T733] 813°.5°2 
73-20265 7.95 (lib. bdg.). 

I. Title. 


STOUT, Rex, 1886- FIC 
Triple Zeck; a Nero Wolfe omnibus. New 
York, Viking Press [1974] 502 p. 22 cm. 
ISBN 0-670-73130-7 [PZ3.S8894Txf] 
[PS3537.T733] 813°.5°2 73-19104 8.95 

L Title. 

Contents omitted. 


TACK, Alfred. FIC 
Return to the assassin. New York, Putnam 
[1974] 213 p. 22 cm. ISBN 0-399-11272-3 


[PZ4.T118Re3] [PR6070.A25] 823.914 
73-87211 6.95 

L Title. 

TYLER, Anne. FIC 


Celestial navigation. [ist ed.] New York, 
Knopf, 1974. 273 p. 22 cm. ISBN 0-394- 


49038-X  [PZ4.T979Ce] [PS3570.Y45] 
813’.5°4 73-18189 6.95 

I. Title. 

VAN VOGT, Alfred Elton, 1912- FIC 


The secret galactics, by A. E. van Vogt. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] 215 p. 21 cm. ISBN 0-13-797902-9 
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JUVENILE 


(A Reward book science-fiction original, 


no. 1) [PZ3.V3685Sg] [PS3543.A6546] 
813°.5°4 73-17427 2.45 (pbk,) 

L. Title. 

VAN ZYL, P. R. FIC 


The prosecutor [by] P. R. van Zyl. [New 
York] Berkley Pub. Corp.; distributed by 
Putnam [1974] 254 p. 22 cm. ISBN 0-399- 
11351-1 {[PZ4.V294Pr3] [PR9369.3.V35] 
823 73-93752 6.95 

I Title. 


VERMANDEL, Janet Gregory. FIC 
The Claverse affair; a novel of suspense. 
New York, Dodd, Mead [1974] 186 p. 21 
cm. ISBN 0-396-06924-X [PZ4.V525Cl] 
[PS3572.E7] 813°.5'4 73-21162 5.95 

I. Title. 


WAGONER, David. FIC 
The road to many a wonder; a novel. New 
York, Farrar, Straus, Giroux [1974] 275 p. 
21 cm. ISBN 0-374-25127-4 
[PZ4.W1354Rm] [PS3545.A345] 813.54 
73-87690 6.95 


I. Title. 

WEILL, Gus. FIC 
Paradiddle; a novel. [ist ed.] Secaucus, 
N.J., Citadel Press [1974] 251 p. 22 cm. 
ISBN 0-8065-0402-1 [PZ4.W42224Par] 
[PS3573.E388] 813.54 73-90946 6.95 

T. Title. 

WEISS, David. FIC 


Myself, Christopher Wren. {ist American 
ed.J] New York, Coward, McCann & 
Geoghegan [1974, c1973] 922 p. 24 cm. 
ISBN 0-698-10538-9 Bibliography: p. 917- 
922. [PZ4.W429My3]  [PS3573.E415] 
813°.5'4 73-78750 15.00 

1. Wren, Christopher, Sir, 1632-19723— 
Fiction. I. Title. 


WIBBERLEY, Leonard Patrick 
O’Connor, 1915- 

The last stand of Father Felix, by Leonard 

Wibberley. New York, Morrow, 1974. p. 

ISBN 0-688-00285-4 [PZ4. W632Las] 

(PS3573.T2] 813.54 74-3441 5.95 

I. Title. 

Prepared from C.I.P. 


FIC 


WILDER, Thornton Niven, 1897- FIC 
Theophilus North [by] Thornton Wilder. 
Boston, G. K. Hall, 1974 [c1973] 724 p. 
24 cm. ISBN 0-8161-6193-3 Large print 
ed. [PZ3.W6468Tf3] [PS3545.1345] 
813.52 74-573 14.95 

I. Title. 


WODEHOUSE, Pelham Grenville, 
1881- 

The plot that thickened [by] P. G. 
Wodehouse. Boston, G. K. Hall, 1974 
[c1973] 325 p. 24 cm. ISBN 0-8161-6186- 
O Large print ed. ([PZ3.W817Pj4] 
[PR6045.053] 823’.9°12 73-22001 8.95 

I. Title. 


YGLESIAS, Jose. - FIC 
Double double. New York, Viking Press 
[1974] 244 p. 22 cm. ISBN 0-670-28051-8 
[PZ4.Y5Do] [PS3575.G5] 813.54 73- 
15473 6.95 : 

I. Title. 


FIC 


JUVENILE 


AIKEN, Joan, 1924- . JUV 
Arabel’s raven. [Illustrated by Quentin 
Blake. [Ist ed.] Garden City, N.Y. 
Doubleday, 1974. 118 p. illus. 24 cm. 
ISBN 0-385-07493-X The injured raven 
Arabel’s father brings home can say only 
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*Kaark” and “Nevermore” but he still 
manages to make great changes in the 
family’s life. [PZ7.A2695Ar] [Fic] 73- 
81120 4.95 

I. Blake, Quentin, illus. I. Title. 


AUTHOR'S choice 2. JUV 
Stories chosen by Joan Aiken [and others] 
Illustrated by Krystyna Turska. New York, 
Crowell [1974, cl1973] p. ISBN 0-690- 
00313-7 Contents—Housman, L. The 
gentle cockatrice—Housman, L. The book 
of Maggie Owen.—Sturgeon, T. The 
graveyard reader.—Kantor, M. The purple 
moccasin.—Jewett, S. O. A white heron.— 
De La Mare, W. Visitors.—Porges, A. The 
ruum.—Stockton, F. The bee-man of 
Orn.—Haynes, D. K. The gay goshawk.— 
O’Flaherty, L. The wild goats kid.—Gray, 
N. S. The star beast.—Wilde, O. The 
happy prince.—Seton, E. T. Lobo.—Prince, 
R. The water woman and her lover.— 
Lawson, H. The loaded dog.—Runyon, D. 
A piece of pie.—-Brown, G. M. The story 
of Jorkel Hayforks.—Bradbury, R. The 
invisible boy.—The choosers.—The chosen 
authors: [PZ5.A92 1974] [Fic] 73-9923 
95 


L Children’s stories. I. Aiken, Joan, 1924- 
comp. 
Prepared from C.I.P. 


BABBITT, Lorraine. JUV 
Pink like the geranium. Pictures by Arnold 
Dobrin. Chicago, Childrens Press [1974] 
{32] p. col. illus. 24 cm. ISBN 0-516- 
08841-6 "A Golden Gate junior book.” A 
Mexican American boy is unwilling to 
start school until his grandmother changes 
his mind. [PZ7.B1134Pi] [E] 73-17247 
5.78 (lib. bdg.). 

I. Dobrin, Arnold, illus. If. Title. 


BACHMAN, Fred. JUV 
Hang in at the plate. Illustrated by Harold 
Berson. New York, H. Z. Walck [1974] 
104 p. illus. 21 cm. ISBN 0-8098-2426-4 A 
young boy recounts his experiences during 
the two years he plays Midget League 
baseball, [PZ7.B13216Han] [Fic] 73-19249 


I Berson, Harold, illus. II. Title. 


BALIAN, Lorna. JUV 
Humbug rabbit. Nashville, Abingdon Press 
[1974] p. ISBN 0-687-18046-5 Father 
Rabbit’s reply of “Humbug” to the idea 
that he is the Easter Rabbit doesn’t spoil 
Easter for his children or Granny’s 
grandchildren: [PZ7.B1978Hq] [E] 73-9555 
9 


I. Title. 
Prepared from C.I.P. 


BARR, Cathrine. JUV 
All about Bird. New York, H. Z. Walck 
[1974] p. cm. ISBN 0-8098-1223-1 A 
youngster rescues a wounded bird, feeds it, 
plays games with it, and then must decide 
what to do when its wing has healed. 
[Pzr eae [E] 74-5450 4.50. 

LL Title. 

Prepared from C.I.P. 


BARRETT, Judith. JUV 
Benjamin’s 365 birthdays. Written by Judi 
Barrett and drawn by Ron Barrett. [Ist 
ed.] New York, Atheneum, 1974. [37] p. 
col. illus. 21 cm. ISBN 0-689-30130-8 
Benjamin figures out how to have a 
birthday every day of the year. 
[PZ7.B2752Be] [E] 72-86926 6.50 

f Barrett, Ron, illus. H. Title. 


BELL, Elizabeth Rose. JUV 
Magic-go-round. MWlustrated by Cher Slater. 
Chicago, Childrens Press [1974] 64 p. col. 
illus. 25 cm. ISBN 0-516-07626-4 "High 
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point books.” ”An Elk Grove book.” 
Money growing in the ground and exam 
answers in flour boxes are magic 
phenomena that Dorene and her boyfriend 
find useful, but is it ethical to use them? 
(PZ7.B388917Mag] [Fic] 73-12098 5.99 
(lib. bdg.) 

L Slater, Cher, illus. II. Title. 


BENCHLEY, Nathaniel, 1915- JUV 
Bright candles; a novel of the Danish 
resistance. [Ist ed.] New York, Harper 
Row [1974] 256 p. 22 cm. ISBN 0-06- 
020461-3 The experiences of a sixteen- 
year-old Danish boy during the German 
occupation of his country in World War II. 
er B4312Br] [Fic] 73-5477 5.50 
Denmark—RHistory—German 
ees 1940-1945—Juvenile fiction. L 
Title. 
Library binding; 5.79, ISBN 0-06-020462- 
l 


*BLUME, Judy. JUV 
Tales of a fourth grade nothing. Mlus. by 
Roy Doty. New York, E. P. Dutton & Co., 
[1973] 120 p. 20 cm. ISBN 0-525-45012-2 
(Dutton anytime books) JUV 70-179050 
0.95 (pbk.) 

I. Title. 


BOND, Michael. JUV 
Olga meets her match. Illustrated by Hans 
Helweg. [Harmondsworth, Eng.] Puffin 
Books [1973] 128 p. illus. 20 cm. ISBN 0- 
14-030600-5 (A Young Puffin original) 
[PZ7.B63680}] 74-157888 

I. Title. 

Distributed by Penguin, Baltimore, Md., 
0.95 (pbk.) 


BOND, Michael. JUV 
Paddington at the circus. Illustrated by 
Fred Banbery. [lst American ed.] New 
York, Random House [1974, c1973] p. 
cm. ISBN 0-394-82918-2 In this 
adventure, Paddington Bear goes to the 
circus and ends up as part of the trapeze 
act. [PZ7.B6368Pacd3] E 74-4279 1.95 

I. Banbery, Fred, illus. II. Title. 

Prepared from Č. LP. Library binding; 3.37, 
ISBN 0-394-92918-7. 


BOND, Michael. JUV 
Paddington takes to TV. Illustrated by Ivor 
Wood. Boston, Houghton Mifflin, 1974. p. 
em. ISBN 0-395-19881-X First published 
in 1973 under title: Paddington’s Blue 
Peter story book. [PZ7.B6368Pajk] [Fic] 
74-8202 4.95 

I. Wood, Ivor, illus. IT. Title. 

Prepared from C.I.P. Contents omitted. 


BUNTING, Anne Eve. JUV 
Box, fox, ox, and the peacock, by Eve 
Bunting. Illustrated by Leslie H. Morrill. 
[Lexington, Mass.] Ginn [1974] 24 p. col. 
illus. 20 cm. ISBN 0-663-25470-1 (A 
Magic circle book) Reading 360.” A fox, 
an ox, and a peacock fight over the 
possession of a box. [PZ7.B915271Bo} [E] 
73-76834 

I. Morrill, Leslie H., illus. IT. Title. 


BUNTING, Anne Eve. JUV 
The once-a-year day, by Eve Bunting. 
Illustrated by W. T. Mars. Chicago, 
Childrens Press [1974] 44 p. illus. 22 cm. 
ISBN 0-516-08839-4 ”A Golden Gate 
junior book.” Having saved her money all 
year to buy an orange on the one day a 
year that the barges bring supplies to her 
Alaskan village, Annie realizes she must 
share her precious fruit with her sulky 
cousin. [PZ7.$915270n] [Fic] 73-17246 
5.78 (lib. bdg.). 

L Mars, Witold T., illus. IT. Title. 
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BUNTING, Anne Eve. JUV 
Pitcher to center field, by A. E. Bunting. 
Illustrated by Len Freas. Chicago, 
Childrens Press [1974] 64 p. col. illus. 25 
cm. ISBN 0-516-07625-6 "High point 
books.” "An Elk Grove book.” Although 
he’d rather play center field, Steve finds 
pressure from his father is causing him to 
compete with the new boy next door for 
position of All-Star pitcher in their league. 
per B91527Pi] [Fic] 73-12034 5.99 (lib, 


bdg. 
I. Freas, Len, illus. IL. Title. 


BURNETT, Frances Hodgson, 
1849-1924. 

A little princess; being the whole story of 
Sara Crewe now told for the first time. 
With illus. in colors by Ethel Franklin 
Betts. New York, Scribner [1974, c1938] 
vii, 266 p. illus. 23 cm. ISBN 0-684-20759- 
1 (The Scribner illustrated classics) (The 
Scribner library, SL 524) Sara Crewe, a 
pupil at Miss Minchin’s London school, is 
left in poverty when her father dies, but is 
later rescued by a mysterious benefactor. 
[PZ7.B934Lg17] [Fic] 74-170314 3.95 

L Betts, Ethel Franklin, illus. I. Title. 


JUV 


CARLSON, Natalie Savage. JUV 
Marie Louise & Christophe. Pictures by 
Jose Aruego & Ariane Dewey. New York, 
Scribner [1974] [40] p. col. illus. 27 cm. 
ISBN 0-684-13736-4 A snake constantly 
plays tricks on his best friend, a mongoose, 
until he causes them both to get into 
serious trouble. [PZ7.C2167Mat] [E] 73- 
19365 5.95 

I. Aruego, Jose, illus. II. Dewey, Ariane, 
illus. HF. Title. 


CEI MER, Eleanor Lowenton, 
Leave Horatio alone [by] Eleanor Clymer. 
Illustrated by Robert Quackenbush. New 
York, Atheneum, 1974. p. cm. ISBN 0- 
689-30405-6 Upset at being left alone with 
Mrs. Casey’s other pets, Horatio the cat 
leaves home only to get involved with 
something even more upsetting—a baby. 
[PZ7.C6272Le] [E] 74-75557 6.95 

I. Quackenbush, Robert M., illus. IT. Title. 
Prepared from C.I.P. 


JUV 


COBALT, Martin. JUV 
Pool of swallows. [1st U.S. ed.] Nashville, 
T. Nelson [1974] 139 p. 21 cm. ISBN 0- 
8407-6387-5 A young boy tries to 
investigate some unnatural happenings, 
some of which are comic, some terrifying. 
[PZ7.C6295Po] [Fic] 73-17033 5.25 

I. Title. 


COOPER, Susan. JUV 
Greenwitch. [lst ed.) New York, 
Atheneum, 1974. 147 p. 25 cm. ISBN 0- 
689-30426-9 "A Margaret K. McElderry 
book.” Jane’s invitation to witness the 
making of the Greenwitch begins a series 
of sinister events in which she and her two 
brothers help the Old Ones recover the 
grail stolen by the Dark. [PZ7.C7878Gr] 
[Fic] 73-85319 5.50 

L Title. 


CORMIER, Robert. JUV 
The chocolate war; a novel. [New York] 
Pantheon Books [1974] 253 p. 22 cm. 
ISBN 0-394-82805-4 A high school 
freshman discovers the devastating 
consequences of refusing to join in the 
school’s annual fund raising drive and 
arousing the wrath of the school bullies. 
[PZ7.C81634Ch] [Fic] 73-15109 5.95 

I. Title. 


DAHLSTEDT, Marden. JUV 
Shadow of the lighthouse. Drawings by 


Judith Gwyn Brown.: New York, Coward, 
McCann & Geoghegan [1974] 159 p. illus. 
21 cm. ISBN 0-698-20291-0 During the 
eventful year in which she turns thirteen, 
Jane comes to grips with the conflict 
between the things she enjoys doing and 
what her mother thinks is proper for a 
young lady. [PZ7.D1517Sh] [Fic] 73-88537 


L Brown, Judith Gwyn, illus. II. Title. 


DELAGE, Ida. JUV 
The old witch and the wizard. Illustrated 
by Mimi Korach. Champaign, Ill., Garrard 
Pub. Co. [1974] 47 p. col. illus. 23 cm 
ISBN 0-8116-4060-4 Refusing to trade her 
secret brew recipe for the wizard’s 
wonderful cat, the old witch eventually 
discovers she didn’t need the cat anyway— 
for more reasons than one. 
bey -D36980k] [E] 73-16039 2.84 (lib. 
dg 
I. Korach, Mimi, illus. IT. Title. 


DISNEY (Walt) Productions. JUV 
Walt Disney's Peter and the wolf. New 
York, Random House [1974] p. cm. 
(Disney’s wonderful world of reading, 20) 
Retells Sergei Prokofiev’s fairy tele of a 
Russian boy who captures a wolf with the 
help of a bird, duck, and cat. 
[PZ8. D632Pe5] [E] 74-6423 2.50 

I. Title: Peter and the wolf. 

Prepared from C.I.P. 


DODGE, Mary Mapes, 1831-1905. JUV 
Hans Brinker; or, The silver skates. With 
drawings & decorations by George 
Wharton Edwards. New York, Scribner 
[1974, c1915] 329 p. col. illus. 23 cm. 
ISBN 0-684-20800-8 (The Scribner 
illustrated classics) A Dutch boy and girl 
work toward two goals—finding the doctor 
who can restore their father’s memory and 
winning the competition for the silver 
skates. [PZ7.D664H68] [Fic] 74-170401 
3.95 (pbk.) 

I. Edwards, George Wharton, 1859-1950, 
illus. II. Title. III. Title: The silver skates. 


EBERLE, Irmengarde, 1898- . JUV 
Prairie dogs in prairie dog town. Illustrated 
by John Hamberger. New York, Crowell 
[1974] p. ISBN 0-690-00069-3 Chronicles 
life in a prairie dog village showing how a 
mother raises her litter and educates them 
to life in the prairie coummunity. 
(PZ10.3.£17Pr] [Fic] 3 9921 4.50 

1. Prairie dogs—Legends and stories. I. 
Hamberger, John, illus. II. Title. 

Prepared from C.I.P. 


EDMONDS, Walter Dumaux, 1903- JUV 
The story of Richard Storm, by Walter D. 
Edmonds. Illustrated by William Sauts 
Bock. [ist ed] Boston, Little, Brown 
[1974] 30 p. col. illus. 23 x 24 cm. Having 
spent most of his life preparing to be the 
biggest thunderstorm of all, Richard finally 
takes off across New York state on a wild 
course of destruction. [PZ7.E247St] [E] 
73-9603 5.95 

I. Bock, William Sauts, 1939- illus. TI. 
Title. 


EDMONDSON, Madeleine JUV 
The witch’s egg. Illustrated by Kay 
Chorao. New York, Seabury Press [1974] 
[47] p. illus. 24 cm. ISBN 0-8164-3100-0 
An old bad-tempered witch discovers the 
joys of motherhood when she “hatches” a 
cuckoo’s egg left in her home, an 
abandoned eagle’s nest. (PZ7.E2475Wi] 
[Fic] 72-97769 4.95 

1. Chorao, Kay illus. II. Title. 


ESTES, Eleanor, 1906- JUV 
The hundred dresses. Ilustrated by Louis 


JUVENILE 


Slobodkin. New York, Harcourt Brace 
Jovanovich [1974, c1944] 80 p. illus. (part 
col.) 24 cm. ISBN 0-15-642350-2 (A 
Voyager book, AVB 88) In winning a 
medal she is no longer there to receive, a 
tight-lipped little Polish girl teaches her 
classmates a lesson. [PZ7.E749Hu10] [Fic] 
73-12940 1.50 (pbk.)} 

I. Slobodkin, Louis, 1903- illus. IT. Title. 


FATIO, Louise. JUV 
The happy lion’s rabbits. Pictures by Roger 
Duvoisin. New York, McGraw-Hill [1974] 
p. cm. ISBN 0-07-020067-0 The Happy 
Lion and Francois discover that to offer 
protection from hunters to one rabbit is to 
be soon overrun by rabbits. 
[PZ7.F268Ham] [E] 74-7234 H 95 

ÍI. Duvoisin, Roger Antoine, 1904- illus. IL. 
Title. 

Prepared from C.I.P. Library binding 5.72; 


.ISBN 0-07-020068-9. 


*FREUD, Clement. JUV 
Grimble and Grimble at Christmas. 
Ilustrated by Quentin Blake. 
(Harmondsworth, Eng.] Puffin Books 


[1974, c1968] [122 p.] ilus. 19 cm. ISBN 
0-14-030673-0. 

I. Title. 

Distributed by Penguin Books, Baltimore 
for 0.95 (pbk.) 


GRAY, Genevieve S. JUV 
Send Wendell, by Genevieve Gray. 
Drawings by Symeon Shimin. New York, 
McGraw-Hill [1974] [33] p. col. illus. 26 
cm. ISBN 0-07-024195-3 Since the rest of 
the family is always too busy, six-year-old 
Wendell does the errands all the time until 
his uncle comes to visit. [PZ7.G7774Sd] 
[E] 73-17414 4.95 

I. Shimin, Symeon, 1903- illus. IT. Title. 
Library binding; 4.72, ISBN 0-07-024196- 
1. 


HEFTER, Richard. JUV 
An animal alphabet. (New City, N.Y.) 
Strawberry Books; distributed by Larousse, 
[New York, 1974] [32] p. col. illus. 24 cm. 
ISBN 0-88470-002-X Presents the absurd 
antics of an animal for each letter of the 
alphabet, such as "an ape in an airplane 
isn’t about to ask anybody about 
anything.” [PZ7.H3587An] [E] 73-92606 
2.95 ` 


I. Title. 
Lib. bdg. 3.99, ISBN 0-88470-003-8. 


HEFTER, Richard. JUV 
Noses and toes; an up and down and in 
and out book. [New City, N.Y] 
Strawberry Books; distributed by Larousse 
[1974] [32] p. col. illus. 24 cm. ISBN 0- 
88470-006-2 Yaks in sacks, a fox:on a box, 
and pairs of bears demonstrate rhyming 
words and meanings of prepositions. 
[PZ7.H3587No] [E] 73-92608 2.95 

I. Title. 

Library binding 3.99, ISBN 0-88470-007-0. 


HEFTER, Richard. JUV 
The strawberry word book. New York, 
Strawberry Books; distributed by Larousse, 
1974. [32] p. col. illus. 24 cm. ISBN 0- 
88470-000-3 The components of such 
scenes as a circus, street, bedroom, and 
beach are labeled with their names. 
[PZ7.H3587St} [E] 73-92605 2.95 

I. Title. If. Title: Word Book. 

Library binding; 3.99, ISBN 0-88470-001- 
1. 


HEYWARD, Du Bose, 1885-1940. JUV 
The country bunny and the little gold 
shoes, as told to Jenifer. Pictures by 
Marjorie Flack. Boston, Houghton Mifflin 
[19747 c1939] [48] p. col. illus. 23 cm. 
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ISBN 0-395-18557-2 (Sandpiper books) To 
the surprise of many, the little country 
cottontail becomes one of the special 
Easter bunnies even though she has 
twenty-one children of her very own. 
-[PZ7.H488Co5] [E} 74-170316 1.25 (pbk.) 
I. Flack, Marjorie, 1897-1958, illus. II. 
Title. 


HILL, Christopher, 1950- JUV 
Tom Turtle; story. Pictures by Tom Hill. 
[Lexington, Mass.] Ginn [1974] 32 p. col. 
illus. 20 x 23 cm. ISBN 0-663-25464-7 (A 
Magic circle book) ”Reading 360.” Tom 
Turtle leads a different life from other 
turtles. [PZ7.H5477To] [E] 72-97339 

L Hill, Tom, 1922- illus. I. Title. 


HOLMAN, Felice. JUV 
The escape of the Giant Hogstalk. 

- Illustrated by Ben Shecter. New York, 
Scribner [1974] 94 p. illus. 21 cm. Having 
escaped from the Royal Botanic Gardens, 
the Giant Hogstalk sweeps through the 
English countryside creating havoc. Can it 
be stopped? [PZ7.H7325Es] [Fic] 72-1169 
5.95 i 


ÍI. Shecter, Ben, illus. II. Title. 


HONIG, Donald. JUV 
Fury on skates. New York, Four Winds 
Press [1974] p. ISBN 0-590-07353-2 A 
young hockey star questions the violence 
of the game and his own enjoyment of it. 
[PZ7.H748Fu] [Fic] 74-8333 5.75 

I. Title. 

Prepared from C.I.P. 


HOOKER, Ruth. JUV 
Gertrude Kloppenberg I. Drawings by 
Gloria Kamen. Nashville, Abingdon Press 
[1974] p. ISBN 0-687-14097-8 A lonely 
little girl keeps a diary in which she 
records her search for ”a true blue friend.” 
[PZ7.H7654Gg] [Fic] 73-19712 3.95 

I. Kamen, Gloria, illus. I. Title. 

Prepared from C.I.P. 


HOPF, Alice Lightner, 1904- JUV 
The space gypsies, by A. M. Lightner. 
New York, McGraw-Hill [1974] p. cm. 
The search of a gypsy youth for his 
missing family involves him with gypsy girl 
and takes him to Secundus, a frontier 


planet doomed to catastrophe. 
[PZ7.H7728S]] [Fic] 74-7483 4.72 (lib. 
bdg.) 

I. Title. 


Prepared from C.I.P. 


HOUSMAN, Laurence, 1865-1959. JUV 
Cotton-Wooleena. (\\lustrated by Robert 
Binks. [lst ed. in the U.S.A.] Garden City, 
N.Y., Doubleday [1974, c1967] 58 p. illus. 
22 cm. ISBN 0-385-05673-7 When the 
king dismisses the fairy Cotton-Wooleena 
after she tells him that she really rules the 
country, incredible things begin to happen. 
[PZ8.H817Co4] [Fic] 79-157429 3.95 

I. Binks, Robert, 1926- illus. IT. Title. 


HURD, Edith Thacher, 1910- JUV 
Catfish and the kidnapped cat. Pictures by 
Clement Hurd. [1st ed.] New York, Harper 
& Row [1974] 38 p. col. illus. 23 cm. 
ISBN 0-06-022672-2 Catfish attempts to 
rescue Miss Pan-Dora Many Pennies from 
her kidnappers, but things look dim when 
they tie him to the railroad track. 
{PZ7.H956Cav] [E] 73-14330 4.95 

I. Hurd, Clement, 1908- illus. If. Title. 
Library binding; 4.79, ISBN 0-06-022673- 
0. 


JACKSON, Kathryn, 1907- JUV 
Around the world with Kao Koala. 
Pictures by Benvenuti. New York, Golden 
Press [1974] 141 p. col. illus. 29 cm. Brief 
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stories and poems present a unique aspect 
of each country Koa Koala visits on his 
journey around the world. [PZ7.J13625Ar] 
[Fic] 73-78210 4.95 


1 Geography—Juvenile fiction. I 
Benvenuti, G., illus. I. Title. 
JOHNSTON, Johanna. JUV 


Speak up, Edie! Pictures by Paul Galdone. 
New York, Putnam [1974] [45] p. illus. 27 
em. ISBN 0-399-20374-5 Edie never stops 
talking for a minute—until she appears on 
stage before a crowd of people during the 
Thanksgiving program. [PZ7.J6443Sp] [E] 
73-82025 4.86 (lib. bdg.) 

I. Galdone, Paul, illus. If. Title. 


JORDAN, Hope Dahle. JUV 
Stranger in their midst. New York, 
Lothrop, Lee & Shepard [1974] p. cm. 
ISBN 0-688-41649-7 A mysterious 
stranger hiding in a church mixes with 
teenagers in the youth group and changes 
ter lives. [PZ7.J7624St] [Fic] 74-5189 
4. 

I. Title. 

Prepared from C.I.P. 


KAHL, Virginia. JUV 
Giants, indeed! Written & illustrated by 
Virginia Kahl. New York, Scribner [1974] 
{32] p. col. illus. 27 cm. During his journey 
Christopher discovers his family’s warnings 
about monsters and sea creatures well- 
founded, but as for giants—well, it depends 
on your point of view. {[PZ7.K1228Gi] [E] 
73-14401 4.95 

I. Title. 


KEENE, Carolyn, pseud. JUV 
Mystery of the glowing eye. New York, 
Grosset & Dunlap [1974] 181 p. illus. 20 
cm. ISBN 0-448-09551-3 (Her Nancy 
Drew mystery stories, 51) A fiery glowing 
eye in a museum, the abduction of Ned, 
the code name Cyclops, and a pilotless 
helicopter draw Nancy and her friends into 
a dangerous investigation. [PZ7.K23Nan 
no. 51] [Fic] 73-13372 1.50 

I. Title. 


KERR, M. E. JUV 
The son of someone famous, by M. E. 
Kerr. [lst ed.] New York, Harper & Row 
[1974] 226 p. 22 cm. ISBN 0-06-023146-7 
”An Ursula Nordstrom book.” Living 
under a pseudonym with his grandfather in 
a small town, the son of a celebrity teams 
up with the local tomboy, "an alliance ‘he 
calls Nothing Power and she calls Going 
Steady.” [PZ7.K46825So] [Fic] 73-14338 
4.79 (lib. bdg.) ` 

T. Title. 


KIPLING, Rudyard, 1865-1936, JUV 
How the rhinoceros got his skin. Illustrated 
by Leonard Weisgard. [New York] Walker 
[1974] [32] p. col. illus. 27 cm. ISBN 0- 
8027-6149-6 Relates how the rhinoceros’ 
lack of manners resulted in his baggy skin 
and bad temper. [PZ10.3.K628Hp6] [E] 
73-76356 4.95 

I. Weisgard, Leonard, 1916- illus. I. Title. 
Lib. bdg. 4.85, ISBN 0-8027-6150-X. 


KOIDAHL, Ilona. JUV 
A polar bear called Pingo. Designed and 
illustrated by Rolf Zillmer. Chicago, 
Childrens Press [1974] 48 p- col. illus. 25 
cm. ISBN 0-516-07627-2 “High point 
book.” ”An Elk Grove book.” An Eskimo 
boy must choose between sending the 
polar bear cub he has raised to the zoo or 
back into the wilderness. [PZ7.K829Po] 
[Fic] 73-12082 5.99 (lib. bdg.) 

I. Zillmer, Rolf, illus. IF. Title. 


AMERICAN BOOK PUBLISHING RECORD 


KRAHN, Fernando. JUV 
April fools. [1st ed.] New York, Dutton 
[1974] [32] p. of illus. (part col.) 18 x 19 
em. ISBN 0-525-25825-6 Two boys create 
a monster that mysteriously appears and 
d:sappears all over town until they have to 
reveal their prank to get out of a tight 
spot. [PZ7.K8585Ap] [E] 73-16279 3.95 
(lib. bdg.) 

I. Title. 


LEE, Mildred. JUV 
Sycamore year. New York, Lothrop, Lee & 
Snepard Co., 1974. p. ISBN 0-688-40060- 
4 Fourteen-year-old Wren and her fifteen- 
yzar-old best friend Anna attempt to 
handle by themselves the problem of 
Anna’s pregnancy. [PZ7.L5143Sy] [Fic] 
74-6409 4.95 

I. Title. 

Prepared from C.I.P. Library binding; 4.59, 
ISBN 0-688-50060-9. 


LIEBMAN, Arthur, 1926- comp. JUV 
Tales of horror and the supernatural: the 
ozcult in literature. [1st ed.] New York, R. 
Rosen Press [1974] p. cm. ISBN 0-8239- 
0299-4 Bibliography: p. Discussions on the 
treatment of witches, ghosts, werewolves, 
and vampires in literature accompany 


nineteen representative short stories. 
[PZ5.L62Tal] 808.831 Fic 73-84994 6.96 
(tib. bdg.) 

I. Horror tales. I. Title. 

Frepared from C.I.P. 

LIONNI, Leo, 1910- JUV 


Alexander and the wind-up mouse. New 
York, Pantheon [1974] p. cm. ISBN 0- 
394-82911-5 (Pinwheel books) Alexander, 
a real mouse, wants to be a toy mouse like 
has friend Willy until he discovers Willy is 
to be thrown away. [PZ7.L6634Aj4] [E] 
74-2088 0.95 (pbk.). 

I Title. 

Frepared from C.I.P. 


LIVINGSTON, Myra Cohn. JUV 
Come away. Pictures by Irene Haas. [lst 
ed.] New York, Atheneum, 1974. [32] p. 
illus. (part col.) 22 cm. ISBN 0-689-30428- 
5 ”A Margaret K. McElderry book.” As 
the late afternoon passes into evening, the 
imaginations of Alice and Mark mingle 
with reality in a retreat in the woods. 
[?Z7.L7614Co] [E] 73-85321 5.95 

1 Haas, Irene, illus. II. Titile. 


LOW, Alice. JUV 
David’s windows. Pictures by Tomie de 
Faola. New York, Putnam [1974] [32] p. 


- col. illus. 20 cm. ISBN 0-399-20393-1 A 


small boy enjoys his obsėrvations through 
shop, train, and house windows. 
[PZ7.L9595Dav] [E] 73-88525 4.69 (lib. 
tdg.) 
l. De Paola, Thomas Anthony, illus. II. 
Title. 


MCCANNON, Dindga, JUV 
Peaches. Written and illustrated by Dindga 
McCannon. New York, Lothrop, Lee, & 
Shepard [1974] p. cm. ISBN 0-688-41658- 
€ A young black girl growing up in Harlem 
tells about her life with her family and her 
ambition to be an artist. [PZ7.M1255Pe] 
[Fic] 74-11462 4.50; 4.15 (lib. bdg.). 

£ Title. 

Prepared from C.I.P. 


MCNEILL, Janet. JUV 
We three kings. [ist ed.] Boston, Little, 
Brown [1974] p. ISBN 0-316-56301-3 
Initially disappointed that the annual 
school production is a Nativity play, Dan 
end his classmates find themselves and 
their town more involved in the production 


AUGUST 31,1974 


than they ever thought possible. 
[PZ7.M235We] [Fic] 74-7484 5.95 

f Title. 

Prepared from C.I.P. 

MANUSHKIN, Fran. JUV 


Bubblebath! Pictures by Ronald Himler. 
[1st ed.] New York, Harper & Row [1974] 
[32] p. col. illus. 15 x 18 cm. ISBN 0-06- 
024058-X Two affectionate sisters enjoy 
getting clean as they share a bubblebath. 
(PZ7.M3195Bu] [E] 73-14329 4.50 

I. Himler, Ronald, illus. If. Title. 


MAYER, Mercer, 1943- JUV 
Two moral tales: Bear’s new clothes. The 
hat that hatched. New York, Four Winds 
Press [1974] p. ISBN 0-590-07366-4 A 
bear dresses up in dilapidated clothing only 
to be laughed at and two birds quarrel over 
the ownership of a top hat in these two 
stories told in pictures. [PZ7.M462Tw] [E] 
74-7487 3.95 

I. Title. 

Prepared from C.I.P. 


MAYNARD, Priscilla M. JUV 
Stop! look! By Priscilla M. Maynard. 
Illustrated by Joan Paley. ([Lexington, 
Mass.] Ginn [1974] 16 p. illus. (part col.) 
20 cm. ISBN 0-663-25456-6 (A Magic 
circle book) ”Reading 360.” An object in 
the shape of a circle on one page is 
incorporated into a picture on the next. 
[PZ7.M4732St] [E] 73-82000 

I. Paley, Joan, illus. If. Title. 


MAYROCKER, Friederike, 1924- JUV 
Sinclair Sophocles, the baby dinosaur. 
Illustrated by Angelika Kaufmann. 
Translated and adapted from the German 
by Renate Moore and Linda Hayward. [lst 
American ed.] New York, Random House 
[1974] 39 p. illus. (part col.) 22 x 29 cm. 
ISBN 0-394-82536-5 Translation of 
Sinclair Sofokles, der Baby-Saurier. Willy’s 
touch is all that is needed to bring the 
baby dinosaur out of his magic sleep ready 
for adventure. [PZ7.M47376Si] [E] 73- 
3685 4.95 

I. Kaufmann, Angelika, illus. I. Title. 
Library binding 5.49; ISBN 0-394-92536- 
X. 


MILNE, Alan Alexander, 
1956. 
Winnie-the-Pooh. Illus. by Ernest H. 
Shepard, colored by Hilda Scott. New 
York, Dutton [1974, ¢c1926] p. ISBN 0- 
525-43034-2 The various adventures of 
Christopher Robin and his friends in which 
Pooh Bear uses a balloon to get honey, 
Piglet meets a Heffalump, and Eeyore has 
a birthday. [PZ7.M64Wi23] 823°.9°12 Fic 
74-7215 2.95 
I. Shepard, Ernest Howard, 1879- illus. II. 
Title. 
Prepared from C.I.P. 


1882- JUV 


MOREY, Walter. JUV 
Run far, run fast, by Walt Morey. New 
York, Dutton [1974] p. cm. ISBN 0-525- 
38728-5 As he is riding the rails across 
country to California, sixteen-year-old 
Nick finds a logging family that needs his 
help. [PZ7.M816Rs] [Fic] 74-4228 4.95 

I, Title. 

Prepared from C.I.P. 


MUNSON, Tunie. JUV 
A fistful of sun. Illustrated by Richard 
Cuffari. New York, Lothrop, Lee and 
Shepard Co., 1974. p. cm. ISBN 0-688- 
41647-0 Newly-moved to the country, a 
lonely city girl finds solace in a barn loft 
where an equally lonely boy raises pigeons. 
[PZ7.M928Fi] [Fic] 74-6420 4.50 

I. Cuffari, Richard, 1925- illus. If. Title. 


Prepared from C.LP. Library binding; 4.14, 
ISBN 0-688-51647-5. 


PARKER, Richard, 1915- JUV 
A time to choose; a story of suspense. [lst 
ed.] New York, Harper & Row [1974] 151 
p. 22 cm. ISBN 0-06-024678-2 Seventeen- 
year-old Steve and Mary gradually realize 
their strange sensations are glimpses of 
another world in the same time and 
space—a world they must choose to enter 
or lose forever. [PZ7.P234Ti] [Fic] 73- 
18708 5.50 

I. Title. 


PECK, Robert Newton. JUV 
Soup. Illustrated by Charles Gehm. New 
York, Knopf [1974] 96 p. illus. 22 cm. 
ISBN 0-394-82700-7 The adventures and 
misadventures of two boys growing up in a 
small Vermont town. [PZ7.P339So] [Fic] 
73-15117 4.95 

I. Gehm, Charles, illus. II. Title. 


PETERSON, Barby. JUV 
Come visit me, by Barby and Glen 
Peterson. [New York, Golden Press, 1974] 
[23] p. col. illus. 21 cm. Cover title. 
Photographs and brief text extend an 
invitation to join in the play activities of a 
young child: [PZ7.P44315Co] [Fic] 73- 
84350 2.95 

I. Peterson, Glen, joint author. II. Title. 


REIT, Seymour. JUV 
Benvenuto. Drawings by Will Winslow. 
[Reading, Mass.] Addison-Wesley [1974] 
126 p. illus. 21 cm. ISBN 0-201-06297-6 
”An Addisonian Press book” Twelve-year- 
old Paolo brings back to New York City 
an unusual and rare pet from camp—a 
aragon. [PZ7.R2785Be] [Fic] 73-15625 
4. 

I. Winslow, Will, illus. II. Title. 


RICE, Eve. JUV 
Oh, Lewis! Story and pictures by Eve 
Rice. New York, Macmillan [1974] [32] p. 
col. illus. 18 x 19 cm. ISBN 0-02-775950-4 
Lewis has a lot of trouble with his winter 


clothing. [PZ7.R36220h] [E] 73-19057 
4.95 (lib. bdg.). 
I. Title. 


ROBINSON, Dorothy W. JUV 
The legend of Africania, by Dorothy W. 
Robinson. Illustrated by Herbert Temple. 
Chicago, Johnson Pub. Co., 1974. p. cm. 
ISBN 0-87485-037-1 (An Ebony Jr! book) 
An allegorical tale of Africa’s struggle 
against the ravishment of its people and 
country; [PZ7.R5655Le] [Fic] 74-4781 


I. Temple, Herbert, illus. I. Title. 
Prepared from C.I.P. 


ROTH, Arthur J., 1925- JUV 
The iceburg hermit, by Arthur Roth. New 
York, Four Winds Press [1974] p. cm. 
ISBN 0-590-07301-X Shipwrecked in 1757 
on an iceberg in the Arctic seas with only 
an orphaned polar cub for companionship, 
seventeen-year-old Allan begins a 
seemingly hopeless struggle for survival. 
[PZ7.R727Ic] [Fic] 74-7435 5.75 

I. Title. 

Prepared from C.I.P. 


RUDOLPH, Marguerita. JUV 
The sneaky machine. Illus. by Linda 
Strauss Edwards. New York, McGraw-Hill 
[1974] 31 p. illus. (part col.) 26 cm. ISBN 
0-07-054253-8 Henry loves using his 
grandmother’s vacuum cleaner until his 
friends tease him about doing *Mommy’s 
work.” [PZ7.R88Sn] [E] 73-13859 4.95 

I. Edwards, Linda, illus. I]. Title. 

Library binding 4.72, ISBN 0-07-054254-6. 


, 


JUVENILE `” 


SANDBURG, Carl, 1878-1967. JUV 
Rootabaga stories. Illus. and decorations by 
Maud and Miska Petersham. New York, 
Harcourt Brace Jovanovich [1974] 2 v. 
illus. 20 cm. (A Voyager book, AVB 85, 
AVB 90) A two volume collection of 
fanciful, humorous short stories introducing 
such characters as the Potato Face Blind 
Man, Henry Hagglyhoagly, the Blue Wind 
Boy, Googler and Gaggler, and others. 
Reprint of the 1936 ed. Contents.---pt. 1. 
Rootabaga stories.—pt. 2. Rootabaga 
pigeons. A two volume collection of 
fanciful, humorous short stories introducing 
such characters as the Potato Face Blind 
Man, Henry Hagglyhoagly, the Blue Wind 
Boy, Googler anc Gaggler, and others. 
(PZ7.S1965Ro12] 813.52 Fic 73-13875 
1.50 each. (pbk.) 

I. Children’s stories. I. Ptersham, Maud 
(Fuller) 1890-1971, illus. Il. Petersham, 
Miska, 1888-1960, illus. TII. Title. 


SCHMID, Eleonore. JUV 
Tonia; the mouse with the white stone and 
what happened on her way to see Uncle 
Tobias. Written and illustrated by Eleonore 
Schmid. Translated by Lone Thygesen- 
Blecher. [lst American ed.] New York. 
Putnam [1974] [30] p. col. illus. 29 cm. 
ISBN 0-399-20396-6 Translation of Tonia, 
die Maus mit dem weissen Stein und was 
ihr begegnete auf der Reise zu Onkel 
Tobias. Tonia, a mouse, has an exciting 
journey to visit her uncle who has a 
surprise for her. [PZ7.S349To4] [E] 73- 
88947 4.95 

I. Title. 


SILVERBERG, Robert. JUV 
Sundance and other science fiction stories. 
[lst ed.] Nashville, T. Nelson [1974] p. 
cm. ISBN 0-8407-6386-7 Nine original 
stories comprise this collection including 


”Neutral Planet,” “Something Wild Is 
Loose,” and "Passport to Sirius.” 
[PZ7.S5858Su] [Fic] 74-3343 6.50 

1. Science fiction. I. Title. 

Prepared from C.I.P. 

SMITH, Doris Buchanan. JUV 


Kick a stone home. New York, Crowell 
[1974] p. cm. ISBN 0-690-00535-0 A shy 
fifteen-year-old girl, more at ease on the 
sports field than anywhere else, tries to 
cope with new feelings and a gradual 
understanding of herself, her divorced 
parents, and other people around her. 
([PZ7.S64474Ki] [Fic] 74-4209 5.50 

I. Title. 

Prepared from C.I.P. 


SUTCLIFFE, Jean. JUV 
Jacko and other stories. Illustrated by 
Shirley Hughes. [Harmondsworth, Eng.] 
Puffin Books [1974 c1964] [111 p.] illus. 
20 cm. ISBN 0-14-030675-7 A collection 
of 11 stories set in England and Scotland 
about the adventures of various animals, 
children & grown-ups. [PZ7.S9665Jac] 

I. Title. 

L.C. card number for original ed.: 65- 
15116. Available from Penguin, Baltimore, 
for 0.95 (pbk.) 


SYKES, Pamela. JUV 
Mirror of danger. [1st U.S. ed.] Nashville, 
T. Nelson [1974] 175 p. 21 cm. ISBN 0- 
8407-6373-5 Published in 1973 under title: 
Come back, Lucy. An orphan, come to live 
with distant cousins, suddenly finds herself 
getting glimpses into the past as she meets 
a mysterious girl, Alice. [PZ7.S9833Mi3] 
[Fic] 73-17102 4.95 

I. Title. 


SYPHER, Lucy Johnston. JUV 
Cousins and circuses. Illustrated by Ray 
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SUVENILE 


Abel. 
1974. 250 p. illus. 25 cm. ISBN 0-689- 
30148-0 Sequel to The edge of.nowhere. 
While events make her prairie village in 
North Dakota seem like a wicked place 
sometimes, Lucy, for better or worse, 
accepts it as home. [PZ7.S9847Co] [Fic] 
73-84837 6.95 

L Abel, Raymond, illus. II. Title. 


TAPLEY, Caroline. JUV 
John come down the backstay. Illustrated 
by Richard Cuffari. [lst ed.] New York, 
Atheneum, 1974. x, 182 p. illus. 22 cm. 
ISBN 0-689-30149-9 A young seaman tells 
of his experiences on the sailing ship Fox 
during the two years spent in the Arctic 
searching for an exploring party lost twelve 
years before. [PZ7.T164Jo] [Fic] 73-84839 
6.25 

1. Fox (Steam yacht)—Juvenile fiction. I. 
Cuffart, Richard, 1925- illus. II. Title. 


THOMPSON, Jean, 1933- JUV 
I’m going to run away. Nashville, 
Abingdon Press [1975] p. ISBN 0-687- 
18676-5 One particularly bad day Jimmy 
decides to run away but has a difficult 


time finding a new home. 
[PZ7.T371595lam] [E] 74-9760 4.95 

I -Title. 

Prepared from C.I.P. 

THREE little kittens. JUV 


Three little kittens. Illustrated by Lilian 
Obligado. New York, Random House 
[1974] [32] p. col. illus. 21 cm. ISBN 0- 
394-82771-6 Three little kittens lose, find, 
soil, and wash their mittens. [PZ8.3.T413 
1974] 73-16858 0.95 (pbk.). 

I. Obligado, Lilian, illus. 


TOWNSEND, John Rowe. ` JUV 
Heil’s Edge. {Harmondsworth, Eng.] Puffin 
Books [1974, c1968] [189 p] 19 cm. 
(PZ7.T6637He] 

I. Titie. . 

Distributed by Penguin Books, Baltimore 
for 0.95 (pbk.) 


TYMMS, Jean. JUV 
The me book. Pictures by Tibor Gergely. 
New York, Golden Press [1974] 1 v. (22 
p.) col. illus. 32 cm. (A Golden sturdy 
happy book) Suggests a few of the uses of 
various parts of the body. [PZ7.T964Me] 
[E] 73-88667 2.95 

I. Gergely, Tibor, 1900- illus. IT. Title. 
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[ist ed.] New York, Atheneum, ~ 


VIORST, Judith. JUV 
Rosie and Michael. Ilustrated by Lorna 
Tomei. New York, Atheneum, 1974. p. 
cm. ISBN 0-689-30418-8 Two friends tell 
what they like about each other - even the 
pad. things. [PZ7.V816Ro] [Fic] 74-75571 
5. 


I Tomei, Lorna, illus. If. Title. 
Prepared from C.I.P. 


*WALTON, Darwin. JUV 
What color are you? photographs: Hal 
Franklin. Chicago, Johnson Pub. Co. 
[1973] 63 p. illus (part col.), 25 cm. ISBN 
0-87485-045-2 (An Ebony jr. book) 
(GN31.5] 77-134796 4.95 

1. Somatology—Juvenile literature. I. Title. 


WAYBILL, Marjorie Ann, 1929- JUV 
Chinese eyes. Pauline Cutrell, artist. 
Scottdale, Pa., Herald Press, 1974. p. cm. 
ISBN 0-8361-1738-7 An adopted Korean 
girl gets a lesson in how unimportant it is 
that some people think she is different. 
[PZ7.W35125Ch] [E] 74-5751 5.95 

I. Cutrell, Pauline, illus. II. Title. 

Prepared from C.I.P. 


WELBER, Robert. JUV 
Goodbye, hello. Pictures by Cyndy 
Szekeres. [New York, Pantheon Books, 
1974] p. ISBN 0- 394-82770-8 Pictures 


and rhymed text explore the idea that all. 


young things must be independent sooner 
or later. [PZ8.3.W429Go] [E] 74-149 1.95 
(pbk.) 

I. Szekeres, Cyndy, illus. II. Title. 

Prepared from C.I.P. 


WIESBAUER, Marcia. JUV 
Ride, ride, ride. Pictures by Marc Tolon 
Brown. [Lexington, Mass.] Ginn [1974] 24 
p. col. illus. 20 cm. ISBN 0-663-25449-3 
(A Magic circle book) "Reading 360.” 
Two children see a witch ride a broom and 
try to do the same. [PZ7.W6359Ri] [E] 73- 
81589 3.75 (pbk. package of 5) 

I. Brown, Marc Tolon, illus. If. Title. 


WIESNER, William. JUV 
Little Sarah and her  johnny-cake. 
Ilustrated by William Wiesner. New York, 
Walck [1974] p. cm. ISBN 0-8098-1222-3 
A poem for children. Sarah enlists the aid 
of the storekeeper, the farmer, the miller, 
and even the sun to make her grandmother 
Johnny-cake for breakfast. 
(Pzs. 3.W654Li] [E] 74-6424 5.95 
I. Title. ; 


AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.I.P. 


WOLCOTT, Patty. JUV 
The marvelous mud washing machine. 
Illustrated by Richard Brown. [Reading, 
Mass.] Addison-Wesley [1974] [24] p. col. 
illus. 20 cm. ISBN 0-201-08775-8 “An 
Addisonian Press book.” A young boy 
with a great affinity for mud also has a 
unique way of washing for dinner. 
[PZ7.W8185Mar] [E] 73-18017 3.25 

I. Brown, Richard, 1946- illus. I. Title. 


WOLCOTT, Patty. JUV 
Where did that naughty little hamster go? 
Illustrated by Rosekrans Hoffman. 
{Reading, Mass.] Addison-Wesley [1974] 
[24] p. col. illus. 20 cm. ISBN 0-201- 
08755-3 “An Addisonian Press book.” A 
group of first graders search the classroom 
for their missing hamster. [PZ7.W8185Wh] 
[E] 73-18018 3.25 

I. Hoffman, Rosekrans, illus. II Title. 


YOLEN, Jane H. - JUV 
The girl who cried flowers, and other tales, 
by Jane Yolen. Illustrated by David 
Palladini New York, Crowell [1974] 55 p. 
illus. (part col.) 24 cm. ISBN 0-690-00216- 
5. Contents. The Girl who cried flowers. 
Dawn-strider. The weaver of tomorrow. 
The lad who started everyone down Silent 
pines: {[PZ8.Y78Gf] 813.54 Fic 73-8903 
95 

I. Palladini, David, illus. H. Title. 


ZALBEN, Jane Breskin. JUV 
Lyle and Humus. Story and pictures by 
Jane Breskin Zalben. New York, 
Macmillan [1974] p. cm. ISBN 0-02- 
793710-0 Though circus friends try to 
mend their broken friendship, it seems 
Lyle and Humus. will never get back 
together until a swimming accident occurs. 
{[PZ10.3.Z233Ly] [E] 73-8579 4.95 

I. Title. 

Prepared from C.I.P. 


ZINER, Feenie. JUV 
The duck of  Billingsgate Market. 
Illustrated by Robin Jacques. New York, 
Four Winds Press [1974] p. ISBN 0-590- 
07362-1 A lonely old man who runs a 
London fish market saves a young duck 
from an oil slick and through this 
experience finds his life drastically 
changed. [PZ7.Z65Du] [Fic] 74-7437 5.95 
I. Jacques, Robin, illus. Lf. Title. 

Prepared from C.LP. 
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ALEXANDER, Franz 616.89009 *ATLEE, Philip. FIC £ Title. 


Gabriel, 1891-1964 The Kowloon contract. Greenwich, Conn., 
The history of psychiatry: an evaluation of Fawcett [1974] 160 p. 18 cm. (Joe *BINDER, Aaron. , FIC 
psychiatric thought and: practice from Gall#19) (Fawcett gold medal book) 0.95 Change of face. New York Pinnacle Books 
prehistoric times to the present, by Franz (pbk.) [1974] 277 p. 18 cm. ISBN 0-523-00350-1. 
G. Alexander and Sheldon T. Selesnick. Z Title. 1.50 pbk.) 
New York, New American Library [1974, S I. Title. . 
©1966] 573 p. 18 cm. (A Mentor book) BABBITT, Natalie. JUV 


Includes bibliographical references. 
[RC438.A39] 64-18048 1.95 (pbk.) 


1. ` Psychiatry—History. I.  Selesnick, 
Sheldon T., joint author. If. Title. 
ALIHAN, Milla. 395 


Corporate etiquette. With a foreword by 
Franklin M. Jarman. New. York, New 
American Library [1974, c1971] 175 p. 18 


em. (The Mentor executive library) 
[BJ2193.A6] 72-90404 1.75 (pbk.) 

i. Business etiquette. I. Title. 
ALLINGHAM, Margery, 1904- FIC 


1966. 

Tether’s end. [New York] Manor Books 
[1974, c1958] 176 p. 18 cm. ”Mystery” 
[PZ3.A4372Te] 58-12029 0.95 (pbk.) 
I. Title. 


ANTHONY, Evelyn, pseud. FIC 
All the queen’s men. [New York] New 
American Library [1974, c1960] 278 p. 18 
cm. [PZ4.S832Al] [PR6069. ie 60-9155 
1.25 (pbk.) 

I. Title. 


*ANVIC, Frank. FIC 
"We have your daughter!” Chatsworth, 
Calif., Brandon Books [1974] 190 p. 18 
cm. ISBN 0-87056-382-3. 1.95 (pbk.) 

I. Title. 


ASIMOV, Isaac, 1920- FIC 

The early Asimov; book one. Greenwich, 

conny Fawcett [1974, c1972] 302 p. 18 
(A Fawcett crest book) 

[PZ3. A8316Ean] [PS3551.55] bisi 54 72- 

76116 1.25 (pbk.) 

I. Title. 

Contents omitted. 


*ASTOR, Gerald M. 364.153 
A question of rape, by Gerald M. Astor. 
New York Pinnacle Books [1974] 254 p. 
18 cm. ISBN 0-523-00309-9 [HV6561] 
1.50 (pbk.) 

i. Rape. I. Title. 


ATHEAN, Louise 
Montague, 1931- 
What every formerly married woman 
should know; answers to the most intimate 
questions formerly married women ask. 
New York, New American Library [1974, 
c1973] x, 150 p. 18 cm. [HQ1221.A83] 
72-92640 1.50 (pbk.) 
1. Divorcees. 2. Widows. 3. Remarriage. I. 
Title. 


301.4284 


The search for delicious [New York} 
Camelot Books [1974, c1969] 167 p. illus. 
19 cm. The Prime Minister is compiling a 
dictionary & when no one at court can 
agree to the meaning of delicious, the King 
sends his 12-year-old messenger to poll the 
country. [{PZ7.B1135Se] 69-20374 0.95 
(pbk.) 

I. Title. 


*BALLENGER, Dean. FIC 
Blood fix. [New York] Manor Books 
[1974] 191 p. 18 cm. (Mike Gannon 


series, #2) 0.95 (pbk.) 

I. Title. 

*BARNES, Dallas. FIC 
Badge of honor. [New York] New 


American Library [1974] 214 p. 18 cm. 
1.25 (pbk.) 
L. Title. 


*BASSETT, James. FIC 
Commander Prince, U.S.N. [New York] 
Manor Books [1974, c1971] 415 p. 18 cm. 
77-154089 1.50 (pbk.) 


I. Title. 


*BAUM, Vicki. FIC 
Written on water. [New York] Manor 
Books [1974, c1956] [256 p.] 18 cm. 1.50 


(pbk.) 
T. Title. 


*BENNETT, Dwight. FIC 
Legend in the dust. [New York] Manor 
Books [1974, c1970] 202 p. 18 cm. (Manor 
western) 78-11179 0.95 (pbk.) 

I: Title. 


BERCKMAN, Evelyn. FIC 
The beckoning dream. [New York] New 
American Library [1974, c1955] 190 p. 18 
cm. [PZ4.B486Be] 55-6196 0.95 (pbk.) 

I. Title. 


BERGIER, Jacques, 1912- 001.9°4 
Extraterrestrial visitations from prehistoric 
times to the present. [New York] New 
American Library [1974, cl1973] 181 p. 18 
em. Originally published in France under 


the title Les Extra—Terrestres dans 
PHistoire. [CB156.B47] 73-6451 1.50 
(pbk.) 


i. Interplanetary voyages. 2. History, 
Ancient. 3. Man, Prehistoric. I. Title. 


*BERGSTROM, Louise. FIC 
Midsummer eve. [New York, Dell, 1974, 
c1970] 171 p. 18 cm. (A Candlelight 
romance) 0.75 (pbk.) 


’ 


*BLACKMORE, Jane. FIC 
A woman on her own. New York, Ace 
Books [1974? ci957] 191 p. 18 cm. (Ace 
gothic) 0.95 (pbk.) 

Í. Title. 


BLACKSTOCK, Charity, pseud. FIC 
Monkey on a chain. New York, Avon 
[1974, c1965] 191 p. 18 cm. ISBN 0-380- 
00066-0. [PZ3.T6306Mo2] 65-19849 0.95 
(pbk.) : 

I. Title. 


*BLAKE, Vanessa. FIC 
Bride of misfortune. New York, Pocket 
Books [1974, c1972],176 p. 18 cm. ISBN 
0-671-77929-X. (A Ravenswood gothic) 
0.95 (pbk.) 

I. Title. 


BLATTY, William Peter. 813.54 B 
I'll tell them I remember you. [New York] 
New American Library [1974, cl1973] 152 
p. 18 cm. [PS3552.L392Z513] 73-5561 
1.50 (pbk.) 

I. Title. 


*BLOCK, Jean Libman. FIC 
Telfair’s daughter. New York, Bantam 
[1974] 248 p. 18 cm. 1.25 (pbk.) 

I. Title. 


BLOODWORTH, Dennis. FIC 
Any number can play. [New York] Warner 
Paperback Library [1974, c1972] 254 p. 18 


cm. [PZ4.B6537An3] .  [PR3552.B47] 
813°.5°4 72-79865 1.50 (pbk.) 

L Title. 

*BOOTH, Edwin. FIC 


Bushwack. New York, Ace Books [1974] 
185 p. 18 cm. 0.75 (pbk.} 
T. Title. 


*BOVA, Ben, comp. 

The science fiction hall of fame. 
Vol. IIB is available from Avon for 1.75 
(pbk.) ISBN 0-380-00054-7. L.C. card no.: 
70-97691. 


*BOWDLER, Roger. FIC 
In the flesh. [New York, Dell, 1974] 223 
p. 18 em. 1.25 (pbk.) 

L Title. 


*BROWN, Carter. FIC , 
The desired. [New York] New American 
Library [1974, ci959] 153 p. 18 em. 0.95 
(pbk.) 

1. Title. 


813.50803 


N 


Wi 


BROWN 


BROWN, Dee. 973.8 
Fighting Indians of the West [by] Dee 
Brown and Martin F. Schmitt. New York, 
Ballantine Books [1974, cl948] 183 p. 
illus. 20 cm. (Ballantine illustrated book) 
Authors’ names appear in reverse order in 
original edition. [E83.86653] 2.00 (pbk.) 

I. Indians of North America—Wars— 
1866-1895. 2. Indians of North America— 
Pictures, illustrations, etc. I. Schmitt, 
Martin Ferdinand. joint author. IT. Title. 


BROWN, Dee. 973’.8 
Trail driving days. [by] Dee Brown with 
Martin F. Schmitt. New York, Ballantine 
Books [1974 c1952] 169 p. illus. 20 cm. 
ISBN 0-345-24065-0 (A Ballantine 
illustrated book) Includes bibliography 
[F596.B86] 2.00 (pbk.) 

i. Cattle trade—The West. 2. Cowboys. 3. 
Frontier and pioneer Iife—The West. I. 
Schmitt, Martin Ferdinand. IT. Title. 

L.C. card no. for hardbound ed.: 52-7179. 


*BROWN, Joe David. FIC 
Stars in my crown. [New York] New 


American Library [1974] 176 p. 18 cm. 
1.25 (pbk.) 

I. Title. 

*BRUNNER, John. FIC 


Give warning to the world. New York, 
DAW Books [1974] 158 p. 18 cm. 0.95 


(pbk.) 
Ñ. Title. 


*BURNETTE, Robert, 1926- 970.5 
The road to Wounded Knee [by] Robert 
Burnette and John Koster. New York, 
Bantam Books [1974] 332 p. illus. 18 cm. 
Bibliography: p. 318-322. [E93] 1.95 
(pbk.) 


1. Indians of North America—Government 
relations. I. Koster, John, joint author. II. 
Title. 


*BURNS, Walter Noble. 978 
Tombstone; an iliad of the Southwest. New 
York, Ballantine Books [1974, c1973] 270 
p. 18 cm. ISBN 0-345-24055-3. [F819.T6] 
1.50 (pbk.) 

1. Tombstone, Arizona. I. Title. 


*BURROUGHS, Edgar Rice. FIC 
The Oakdale affair. New York, Ace Books 
[1974] 152 p. 18 cm. 1.25 (pbk.) 

Í. Title. 


*BURROUGHS, Edgar Rice. FIC 
Return of the mucker. New York, Ace 
Books [1974?] 212 p. 18 cm. 0.95 (pbk.) 

I. Title. 


*CABOT, Isabel. FIC 
The lost inheritance. [New York, Dell, 
1974, c1971] 187 p. 18 cm. (A Candlelight 
mystery) Originally published under title: 
Love finds nurse Joanne. 0.75 (pbk.) 

I. Title. 


CALDWELL, Erskine, 1903- FIC 
The bastard. [New York] Manor Books 
(1974, c1953] 176 p 18 cm. 
[PZ3.C12734Bas] 1.25 (pbk.) 

L Title. 


*CANADY, Cara. FIC 
My secret love. New York, Pinnacle Books 
[1974] 186 p. 18 cm. (Dear Miss Lonely 
Hearts, #2) 0.95 (pbk.) 

I. Title. 


*CANARY, Glen. FIC 
The perfect plot. New York, Pinnacle 
Books [1974] 156 p. 18 cm. ISBN 0-523- 
00302-1. 0.95 (pbk.) 

I. Title. 
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*CARR, Terry, comp. f 813.0876 
The best science fiction of the year. 
No. 3 is available from Ballanzine for 1.50 


(pbk.) 


*CARTER, Lin. FIC 
By the light of the green star. New York, 
DAW Books [1974] 175 p. 18 cm. (Green 
star saga, #3) 0.95 (pbk.) 

I. Title. 


CERMINARA, Gina. 129.4 
The world within. [New York] New 
American Library [1974, c1958] 153 p. 18 
cm. [BL515.C45] 57-5941 1.25 (pbk.) 

J. Reincarnation. I. Title. 


*CHARLES, Ann. 646.72 
Set it! Style it! [New York, Bantam Books 
[1974] 87 p. illus. 18 cm. (A Bantam 
minibook) [RA778] 0.60. (pbk.) 

1. Beauty, Personal. I. Title. 


*CHASE, James Hadley, pseud. FIC 
Come easy-go easy. New York, Pocket 
Books [1974, c1960] 192 p. 18 cm. ISBN 
0-671-77927-3. "Mystery” 9.95 (pbk.) 

I. Title. 


*CHRISTIE, Agatha (Miller) 
Dame, 1891- 
Double sin and other stories. [New York, 


FIC 


Dell, 1974, cl1961} 191 p. 2:8 cm. 0.95 

(pbk.) 

I. Title. 

*CHRISTIE, Agatha (Miller) FIC 
Dame, 1891- 


The mousetrap. [New York, Dell, 1974, 
1949] 224 p. 18 cm. Originally published 
under title: Three blind mice and other 
stories. 0.95 (pbk.) 

I. Title. 


CHRISTOPHER, Matthew F. JUV 
Catch that pass! By Matt Christopher. 
Illustrated by Harvey Kidder. New York, 
Pocket Books (1974, c1969] 117 p. illus. 
18 cm. ISBN 0-671-29612-4. (An Archway 
paperback) Everyone knows Jim will be 
the star linebacker on the team if he can 
only conquer his fear of being tackled, but 
it takes a boy in a wheelchair to teach him 
that kind of courage. [PZ7.C458Car] 77- 
77442 0.75 (pbk.) 

I. Kidder, Harvey, illus. II. Title. 


CLARKE, Arthur Charles, 1917- FIC 
The deep range, by Arthur C. Clarke. 
[New York] New American Library [1974? 
c1957] 175 p. 18 cm. ”Science-fiction” 
[PZ3.C551205De] 57-6214 1.25 (pbk.) 

I. Title. 


CLEARY, Beverly. JUV 
Runaway Ralph. Illustrated by Louis 
Darling. New York, Pocket Books [1974, 
c1970] 147 p. illus. 18 cm. ISBN 0-671- 
29611-6 (An Archway paperback) Ralph 
Pi away looking for freedom but winds 
a prisoner at a summer camp. 
Z7. C5792Ru] 77-95786 0.75 (pbk.) 
I. Darling, Louis, 1916-1970 illus. II. Title. 


*CODY, Al. FIC 
Gunsong at twilight. [New York] Manor 
Books [1974, c1970] 192 p. 18 cm. 0.95 
(pbk.) 

I. Title. 


*CODY, Al. FIC 
Iron horse country. [New York] Manor 
Books [1974, c1972] 192 p. 1&8 cm. (Manor 
western) 0.95 (pbk.) 

I. Title. 


COHEN, Daniel. 133.3 
The magic art of foreseeing the future. 


AMERICAN BOOK PUBLISHING RECORD 


New York, Pocket Books [1974, c1973] 
210 p. illus. 18 cm. ISBN 0-671-29703-1. 
(An Archway paperback) Bibliography: p. 
200-204. Describes the various methods 
used by man throughout history to predict 
the future. [BF1861.C6] 72-6882 0.95 
(pbk.) 

1. Divination—Juvenile literature. 2. 
Prophecies—Juvenile literature. I. Title. 


*CORD, Barry. FIC 
Gallows ghost and the long wire. New 
York, Ace Books [1974? c1967] 120 p., 
135 p. 18 cm. (Ace double western) 0.95 
(pbk.) 

I. Title. II. Title: The long wire. 


CORDER, Eric, 1941- 364.1°523’08 
Murder, my love; the great crimes of 
passion. Edited by Eric Corder. [Chicago] 
Playboy Press [1974, c1973] 223 p. 18 cm. 
Some of the stories are condensed. 
[HV6499.C67] 0.95 (pbk.) 

1. Murder—Collected works. I. Title. 
Contents omitted. L.C. card number for 
hardbound ed.: 73-76277. 


*CORLISS, 791.43°028'0924 
Richard. 

Greta Garbo. New York Pyramid 
Publications [1974] 157 p. illus. 20 cm. 
ISBN 0-515-03480-0 (A Pyramid 
illustrated history of the movies.) 


Bibliography: p. 
1567 1.75 (pbk.) 
I. Garbo, Greta, 1905- I. Title. 


COSELL, 070.4°49°7960924 B 
Howard, 1920- 

Cosell, by Howard Cosell, with the 
editorial assistance of Mickey Herskowitz. 
New York, Pocket Books [1974, c1973] Ix, 
421 p. illus. 18 cm. ISBN 0-671-78671-7. 
[GV719.C67A32] 73-84918 1.75 (pbk.) 

1. Cosel, Howard, 1920- 2. Television 
broadcasting of sports. I. Title. 


147. [PN2778.G3] 74- 


*CUTHRELL, Faith (Baldwin) FIC 
1893- 

Temporary address: Reno [by] Faith Bald 

win. [New York] Warner Paperback 

Library [1974, c1969] 413 p. 18 cm. 1.25 

(pbk.) 

Í. Title. 

*DA CRUZ, Daniel. FIC 

Deep Kill. Greenwich, Conn., Fawcett 


[1974] 191 p. 18 cm. 
series, #2) 0.95 (pbk.) 


(Jock Sargent 


I. Title. 

DAVIS, Johanna. FIC 
Life signs. [New York, Dell, 1974, c1973] 
{171 p] 18 cm. [PZ4.D26193Li] 


[PS3554.A9349] 813’.5°4 1.50 (pbk.) 

I. Title. 

L.C. card number for hardbound ed.: 72- 
82689. 


*DAVIS, Richard, comp. FIC 
The year’s best horror stories; series I. 
Edited by Richard Davis. Foreword by 
Christopher Lee. New York, DAW Books 
[1974, c1973] 207 p. 18 cm. 1.25 (pbk.) 

I. Title. 


*DE BARTOLO, Dick. 741.5973 
A mad look at TV. Written by Dick De 
Bartolo. Illus. by Angelo Torres. Edited 
by Nick Meglin. [New York] Warner 
Paperback Library [1974] 192 p. illus. 18 
cm. [NC1428] 0.95 (pbk.) 

1. American wit and humor, Pictorial. I. 
Title. 


DELDERFIELD, Ronald FIC 
Frederick, 1912- + 
Long summer day [by] R. F. Delderficld. 


AUGUST 31,1974 


New York, Pocket Books [1974 c1967] 
667 p. 18 cm. ISBN 0-671-78672-5. v. 1 of 
A Horseman riding by. [PZ4.D37618Ho02] 
67-20800 1.50 (pbk.) 

I. Title. 


DENKER, Henry. FIC 
A place for the supermighty; a novel about 
the superlawyers. New York, Ballantine 
(1974, c1973] 431 p. 18 cm. ISBN 0-345- 
24051-0. [PZ3.D4175Pi] [PS3507.E5475] 
813’.5'4 73-76561 1.75 (pbk.) 

I. Title. 


*DENNIS, Ralph. FIC 
The Charleston knife’s back in town. New 
York, Popular Library [1974] 189 p. 18 
cm. (The Hardman, #2) 0.95 (pbk.) 

I. Title. 


*DERRICK, Lionel. FIC 
Capitol hell. New York, Pinnacle Books 
[1974] 188 p. 18 cm. ISBN 0-523-00318-8 
(The Penetrator, #3) 0.95 (pbk.) 

I. Title. 


*DERRICK, Lionel. FIC 

Hijacking Manhattan. New York, Pinnacle 
_ Books [1974] 179 p. 18 cm. ISBN 0-523- 

ee (The Penetrator, #4) 0.95 (pbk.) 

. Title. 


DE TOLEDANO, Ralph, 
1916- 

J. Edgar Hoover; the man in his time. 
[New York] Manor Books [1974, c1973] 
res p. port. 18 cm. [HV7911.H6D48} 1.75 
pbk.) 

1. Hoover, John Edgar, 1895-1972 I. Title. 
L.C. card number for hardbound ed.: 72- 
91217 


*DEVANEY, 
John. 

Tom Seaver. New York, Popular Library 

[1974] 254 p. 18 cm. [GV865] 1.50 (pbk.) 
1. Seaver, Tom, 1944- 2. New York (City) 

Baseball Club. (National League, Mets) I. 
itle. 


DICK, Philip K. FIC 
The crack in space, by Philip K. Dick. 
New York, Ace Books [1974? cl1966] 190 
p. 18 cm. [PZ3.D5488Cr.] 0.95 (pbk.) 

I. Title. 


DOBYNS, Stephen, 1941- FIC 
A man of little evils. New York, Ballantine 
(1974, c1973] 213 p. 18 cm. ISBN 0-345- 
24053-7. Mystery” [PZ4.D638Man] 
{PS3554.02] 813°.5°4 73-78408 1.25 (pbk.) 
£ Title. 


DOUGLAS, Jack, 1908- 818.5'403 
What do you hear from Walden Pond? 
New York, Avon [1974, c1971} 192 p. 18 
cm. ISBN 0-380-00053-9. [PN6162.D63] 
70-151202 0.95 (pbk.) 

I. Title. 


364.12’092’°4B 


796.3570924 [B] 


DU MAURIER, Daphne, Dame, FIC 
1907- 

Rule Britannia. New York, Avon [1974, 

c1973] 317 p. 18 cm. ISBN 0-380-00062-8. 

[PZ3.D8916Ru3} [PR6007.U47] 823.8 72- 

86230 1.50 (pbk.) 

Í. Title. 


EBERHART, Mignon (Good) 1899- FIC 
Man missing [by] Mignon G. Eberhart. 
New York, Popular. Library [1974? c1954] 
189 p. 18 cm. *Mystery” [PZ3.E159Mal] 
54-5393 0.95 (pbk.) 

I. Title. 


EBERHART, Mignon (Good) 1899- FIC 
Murder in waiting [by] Mignon G. 
Eberhart. New York, Popular Library 


(1974, cl973] 189 p 18 cm. 
[PZ3.E159Mur] [PS3509.B453] 813’.5°2 
73-1697 0.95 (pbk.) 

L Title. 


EBERHART, Mignon (Good) 1899- FIC 
Run scared [by] Mignon G. Eberhart. New 
York, Popular Library [1974? c1963] 174 
p. 18 cm. ”Mystery” [PZ3.E159Ru] 63- 
8340 0.95 (pbk.) 

Í. Title. 


ELBERT, Joyce. FIC 
The crazy ladies. [New York] New 
American Library [1974, c1969] 477 p. 18 
cm. [PZ4.E3498Cr] [PS3555.L2] 813.54 
69-15077 1.50 (pbk.) 

L Title. 


ELBERT, Joyce. FIC 
The three of us.. [New York] New 
American Library [1974, c1973] 279 p. 18 
cm. [PZ4.E3498Th] [PS3555.L2] 813.54 
72-94016 1.50 (pbk.) 

I. Title. ; 


ELLIS, Charles D. FIC 
The second crash [by] Charles D. Ellis. 
New York, Ballantine [1974, c1973] 168 p. 
18 cm. ISBN 0-345-24052-9. 
[PZ4.E46613Se] [PS3555.L594] 813.54 
72-93508 1.50 (pbk.) 

I. Title. 


ELWOOD, Roger, comp. 813’.0876 
Future city. Edited by Roger Elwood. New 
York, Pocket Books [1974, c1973] 240 p. 
18 cm. ISBN 0-671-77936-2. [PZ1.E49Fu] 
[PS648.S3] 72-96814 0.95 (pbk.) 

I. Science fiction, American. I. Title. 


*ELWOOD, Roger. comp. 813.0786 
Omega, edited by Roger Elwood. 
Greenwich, Conn., Fawcett [1974, c1973] 
159 p. 18 cm. (Fawcett gold medal book) 
73-83311 0.95 (pbk.) 

1. Science-fiction stories, 
Title. 


FARRELL, James Thomas, 1904- FIC 
The silence of history [by] James T. 
Farrell. [New York] Manor Books [1974, 
c1963] 372 p. 18 cm. [PZ3.F2465Si] 61- 
12518 1.50 (pbk.) 

I. Title. 


American. I 


*FAUST, Frederick, 1892-1944. FIC 
Fire brain {by] Max Brand. [New York] 
Warner Paperback Library [1974] 223 p. 
18 cm. 0.95 (pbk.) 

I. Title. 


*FELDSTEIN, Albert B., 
comp. 

The questionable mad, edited by Albert B. 
Feldstein. [New York] Warner Paperback 
Library [1974, ci967] 192- p. illus. 18 cm. 
[NC1428] 0.95 (pbk.) 

I, American wit and humor, Pictorial. I. 
Title. 


741.5973 


*FELLOWS, Catherine. FIC 
The marriage masque. [New York, Dell, 
1974, c1973] 235 p. 18 cm. (A Regency 
romance) 0.95 (pbk.) 

T. Title. 


*FLENDER, Harold. FIC 
Basso. [New York] Manor Books [1974] 
224 p. 18 cm. 1.25 (pbk.) 

I. Title. 


*FORBES, Colin. FIC 
Target five. Greenwich, Conn., Fawcett 
[1974, c1973] 288 p. 18 cm. (Fawcett crest 
book) 73-82203 1.25 (pbk.) 

I. Title. 


Coo eee rEg 


GRAHAM | 


*FORD, Marshall. FIC 
Send photos/state preferences. [New York, 
Dell, 1974] 251 p. 18 cm. 1.25 (pbk.) 

I. Title. 


*FOREMAN, L. L. FIC 
The plundering gun [by] L. L. Foreman. 
New York, Ace Books [1974? c1967] 158 
p. 18 cm. (Ace western) 0.75 (pbk.) 

I. Title. 


GARDNER, Erle Stanley, 1889- FIC 
1970. : 

Owl’s don’t blink. [by] A. A. Fair. [New 

York, Dell, 1974, c1969] 224 p. 18 cm. 

[PZ3.G17140wl] [PS3513.A6322] 0.95 

(pbk.) 

I. Title. 


*GERROLD, David, comp. FIC 
Alternities, edited by David Gerrold 
Associate editor, Stephen Goldin. [New 
York, Dell, 1974] 175 p. 18 cm. ”Science- 
fiction” 0.95 (pbk.) 

T. Title. 


GIBBONS, Euell. 6417.5°63 
Feast on a diabetic diet, by Euell and Joe 
Gibbons. Rev. ed. Greenwich, Conn., 
Fawcett [1974, cl1973] xvii, 314 p. 18 cm. 
(A Fawcett crest book) Bibliography: p. 
305-307. [RC662.G5 1974] 1.75 (pbk.) 

1. Cookery for diabetics. I. Gibbons, Joe, 
joint author. I. Title. 

L.C. card number for hardbound ed.: 73- 
76562. 


*GILMAN, George G. FIC 
Bloody summer, by George G. Gilman. 
New York, Pinnacle Books [1974] 152 p. 
18 cm. ISBN 0-523-00293-9. (The Edge 
series, #9) ” Western” 0.95 (pbk.) 

I Title. 


GLASSER, Ronald J. FIC 
Ward 402 [by] Ronald J. Glasser. New 
York, Pocket Books [1974, c1973] 190 p. 
18 cm. ISBN 0-671-78670-9. 
[PZ4.G5533War3] [PS3557.L35] 81354 
1713-79048 1.50 (pbk.) 

I. Title. 


GLOAG, Julian. FIC 
A woman of character; a novel. New York, 
Pocket Books [1974, c1973] 329 p. 18 cm. 


ISBN 0-671-78380-7.  [PZ4.G5615Wo] 
[PR6057.L6] 823.914 72-12586 1.25 
(pbk.) 
I. Title. 
GODWIN, John, 1928- 381:45 


The mating trade. New York, Pinnacle 
Books [1974, c1973] 313 p. 18 cm. ISBN 
0-523-00290-4. [HQ802.G63] 1.50 (pbk.) 
1. Marriage brokerage—United States. 2. 
Dating (Social customs) I. Title. 

si gard number for original ed.: 72- 


*GOINES, Donald. 
Swamp man. Los 
House [1974] 218 p. 
87067-446-3. 1.50 (pbk.) 
I. Title. 


FIC 
Angeles, Holloway 
18 cm. ISBN 0- 


GRAHAM, Victoria. FIC 
The witchstone. [lst ed.] New York, 
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*GREENFIELD 


Pyramid Books [1974] 254 p. 18 cm. ISBN 
0-515-03289-1 (PZ4.G7422Wi] 
[PS3557.R224] 813'.5°4 73-17978 1.25 
(pbk.). 

Í. Title. 


*GREENFIELD, Irving A. FIC 
A play of darkness. [New York] Avon 
[1974] 319 p. 18 cm. ISBN 0-380-00055-5. 
1.50 (pbk.) 

i. Title. 


*GRUBER, Frank. FIC 
The marshal. [New York] New American 


Library [1974, c1958] 153 p. 18 cm. 
(Signet brand western) 0.95 (pbk.) 

T. Title. 

*HALE, Arlene. FIC 


Nurse Jean’s strange case. New York, Ace 
Books [1974? c1970] 159 p. 18 cm. 0.75 


(pbk.) 
I. Title. 


*HALLIDAY, Brett, pseud. FIC 
Date with a dead man. [New York, Dell, 
1974, c1959] 192 p. 18 cm. (A Mike 
Shayne mystery) This book is an expanded 
version of a shorter work entitled Dead 
Man’s Diary. 0.95 (pbk.) 

I Title. 


*HARDY, Adam. FIC 
Sailor’s blood. New York, Pinnacle Books 
[1974] 150 p. 18 cm. ISBN 0-523-00341-2. 
(The Fox series,#5) 0.95 (pbk.) 

£ Title. 


*HARDY, Adam. FIC 
Treasure map. New York, Pinnacle Books 
[1974] 155 p. 18 cm. ISBN 0-523-00294-7. 


(The Fox series, #4) 0.95 (pbk.) 

I. Title. 

HARRINGTON, William. FIC 
1974, 


Mister Tar; ae [New York, Dell, 
1973} 299 p. 18 cm. [PZ4.H3112Mi] 
fps3see, A63] 813°.5°4 1.50 (pbk.) 

I. Title. 

L.C. card number for hardbound ed.: 73- 
3477. 


*HARRISON, Chip. FIC 
Make out with murder. Greenwich, Conn., 
Fawcett [1974] 160 p. 18 cm. (Fawcett 
gold medal book) 0.95 (pbk.) 

I. Title. 


*HARRISON, Elizabeth. FIC 
Accident call. New York, Pocket Books 
(1974, cl1971] 159 p. 18 cm. ISBN 0-671- 
77932-X. 0.95 (pbk.) 

T. Title. 


*HARRISON, Elizabeth. FIC 
Surgeon’s call. New York, Pocket Books 
[1974, cl973] 159 p. 18 cm. ISBN 0-671- 
77931-1. 0.95 (pbk.) 

I. Title. 


*HARRISON, M. John. FIC 
The pastel city. New York, Avon [1974, 
1971] 157 p. 18 cm. ISBN 0-380-00057-1 
(Avon science fiction) 72-79394 0.95 
(pbk.) 

i. Title. 


HASS, Frederick J. 616°.047 
What you can do about your headaches, by 
Frederick J. Hass and Edward F. Dolan, 
Jr. New York, Pinnacle Books [1974, 
¢1973] 191 p. 18 cm. ISBN 0-523-00301-3. 
Pivliosraphy: p. 181-183. [R8128.H37} 
0.95 (pbk.) 

I. Headache. I Dolan, Edward F., 1924- 
joint author. H. Title. 

L.C. card number for hardbound ed.: 72- 
11178. 


n4 


*HAYCOX, Ernest. FIC 
Canyon passage. New York, New 
American Library [1974, c1972] 205 p. 18 
cm. (Signet brand western) 0.95 (pbk.) 

I Title. 


*HEATH, Monica. FIC 
The legend of Crownpoint. [New York] 
New American Library [1974] 175 p. 18 
em. 0.95 (pbk.) 

I. Title. 


HILL, Pamela. FIC 
The devil of Aske. Greenwich, Conn., 
Fawcett [1974, c1972] 319 p. 18 cm. 
(Fawcett crest book) [P24.H648De3] 


[PR6058.1446] 823°.9°14 72-88431 1.50 
(pbk.) 

L. Title. 

HILSENRATH, Edgar. FIC 


Night. Translated by Michael Roloff. [New 
York] Manor Books [1974, cl1966] 464 p. 


18 cm. [PZ4.H6557Ni] 66-20975 1.75 
(pbk.) 

L Title. 

HOEHLING, A. A. 940.45°4 


The last voyage of the Lusitania [by] A. A. 
Hoehling and Mary Hoehling. [New York, 
Dell, 1974, cl956] 256 p. 18 cm. 
Bibliography: [p. 245]-246. [D592.L8H6] 
1.25 (pbk.) 


I. Lusitania (Steamship) < 
Mary, joint author. Il. Title. 
L.C. card number for hardbound ed.: 56- 
7724. 


*HOFFMAN, Lee. FIC 
Gunfight at Laramie. New York, Ace 
Books [1974? c1966] 122 p. 18 cm. (Ace 
western) 0.75 (pbk.) 

I. Title. 


Hoehling, 


*HOLLY, J. Hunter. FIC 
The mind traders. [New York] Manor 
Books [1974, c1966] 143 p. 18 cm. 
*Science-fiction” 0.95 (pbk.} 

I. Title. 


HUFFAKER, Clair. FIC 
The cowboy and the Cossack Illustrated by 
Brad Holland. New York, Pocket Books 
(1974, c1973] 370 p. illus. 18 cm. ISBN 0- 
667 1-78379-3 [PZ4.H888Co] 


[PS3558.U325] 813’.5'4 72-96817 1.25 
(pbk.) 

L Title. 

HURWITZ, Howard Lawrence, 973’.03 


1916- 
An encyclopedic dictionary of American 
history, by Howard L. Hurwitz. Rev. & 
updated ed. New York, Pocket Books 
[1974, ©1970] 913 p. 18 cm. ISBN 0-671- 
48757-4 (A Washington Square Press 
book) [E174.H8] 68-18511 1.95 (pbk.) 
i. U.S. History—Dictionaries. I. Title. 


HYDE, Harford 947.084'2'°0924 [B] 
Montgomery, 1907- 

Stalin, the history of a dictator [by] H. 
Montgomery Hyde. New York, Popular 
Library [1974, c1971] 679 p. illus. 18 cm. 
Bibliography: p. 617-629. [C'K268.S8H92 
1974] 71-164541 1.95 (pbk.) 

i. Statin, Tosi 1879-1953 2. Russia— 
Politics and government—1}17-1936. 3. 
Russia—Politics and goverrment—1936- 
1953. I. Title. 


*INFIELD, Glenn. 940.5442 
Big week. New York Pinnacle Books 
[1974] 218 p. illus. 18 cm. ISBN 0-523- 
00285-8 Bibliography: p. 210-212. 
(D785.U6] 1.25 (pbk.) 

ZL World War, 1939-1945—Aerial 
Operations. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


*JASON, Stuart. FIC 
Deadly doctor. New York, Pinnacle Books 
[1974] 186 p. 18 cm. ISBN 0-523-00291-2. 
(The Butcher series,# 10) 0.95 (pbk.) 

i. Title. 


*JENSEN, Ruby Jean. FIC 
Seventh all Hallows’ Eve. [New York] 
Warner Paperback Library [1974] 253 p. 
1E cm. (A Warner gothic) 1.25 (pbk.) 

I. Title. 


*JOHNSON, Maude. FIC 
For love of two men. New York, Pinnacle 
Books [1974] 191 p. 18 cm. ISBN 0-523- 
06324-2. (Dear Miss Lonelyhearts, #3) 


0.35 (pbk.) 

I. Title. 

*}OYCE, T. Robert. FIC 
SP.Y.S. by T. Robert Joyce. From a 


screenplay by Malcolm Marmorstein, 
Lawrence J. Cohen & Fred Freeman. New 
York, Pocket Books [1974] 128 p. 18 cm. 
ISBN 0-671-77939-7. 0.95 (pbk.) 

I. Title. 


*EENYON, Paul. FIC 
Gperation doomsday. New York, Pocket 
Books [1974] 218 p. 18 cm. ISBN 0-671- 
77762-9. (The Baroness, #5) 0.95 (pbk.) 

i. Title. 


*RENYON, Ross. FIC 
Tre boss lady. Chatsworth, Calif., Brandon 
Books [1974] 189 p. 18 cm. ISBN 0- 
87056-390-4. 1.95 (pbk.) 

I. Title. 


*KERN, Gregory. FIC 
Fanet of dread. New York, DAW Books 
[1974] 126 p. 18 cm. (Cap Kennedy, # 10) 
0.95 (pbk.) 

I. Title. 


*KETCHAM, Hank. 741.5973 
Lennis the menace; little pip-squeak. 
Greenwich, Conn., Fawcett [1974, c1972] 

lv. (chiefly illus.) 18 cm. (Fawcett gold 

medal) [NC1428] 0.75 (pbk.) 

A net wit and humor, Pictorial. I. 
Fele. 


*EINGSLEY, Bettina. FIC 
Bind chance. [New York, Dell, 1974] 206 
p- 18 cm. 0.95 (pbk.) 


È. Title. 
*ELEIN, Norma, 1938- FIC 
Sunshine; a novel. [New York] Avon 


(1974, c1973] 223 p. 18 cm. ISBN 0-380- 
00049-0. 1.50 (pbk.} 
I. Title. 


KLEIN, Norma, 1938- JUV 
It’s not what you expect [New York] Avon 
[1974, c1973] 128 p. 18 cm. At loose ends 
the summer their parents separate, 
faurteen-year-old twins open and operate a 
restaurant with the help of their friends. 
[FZ7K678345It] 72-7626 0.95 (pbk.) 

i. Title. 


*KORTNER, Peter. FIC 
A slightly used woman. New York, 
Pinnacle Books [1974, c1973] 280 p. 18 
em. ISBN 0-523-00296-3. 1.25 (pbk.) 

I. Title. 


KOSSOFF, David, 1919- FIC 
The voices of Masada. With drawings and 
maps by the author. New York, Ballantine 
(1974, c1973] xiii, 238 p. illus. 18 cm. 
ISBN 0-345-24056-1 [PZ4.K863Vo03] 
[FR6061.08] 827.914 72-90762 1.50 


(Fbk.) ; f 
1. Jews—HĦHistory—Rebellion, 66-73— 


AUGUST 31,1974 ` 


Fiction. 2. Mezada (Fortress), Israel— 
Fiction. I. Title. 
*KOWALSKI, Gene. 641.5 


How to eat cheap but good. New York, 


Popular Library [1974] 239 p. 18 cm. 
{TX715] 1.50 (pbk.) 

1. Cookery, American. I. Title. 
*L’AMOUR, Louis. FIC 
Kilkenny. Greenwich, Conn., Fawcett 


(1974, c1954] 175 p. 18 cm. Mia gold 
medal) Western” 0.95 (pbk 
I. Title. 


LANZA DEL VASTO, Joseph 
Jean, 1901- 

Return to the source [by] Lanza del Vasto. 
Translated by Jean Sidgwick. New York, 
Pocket Books [1974, c1973] 332 p. 18 cm. 
ISBN 0-671-78674-1. Translation of Le 
Pelerinage aux Sources. [DS413.L3313] 70- 
169817 1.50 (pbk.) 

1. India—Description and travel—1901- 
1946. 2. Pilgrims and pilgrimages—India. I. 
Title. 


915.4 


*LAPPE, Frances Moore. 641.5 
Great meatless meals [by] Frances Moore 
Lappe and Ellen Buchman Ewald. New 
York, Ballantine Books [1974] 141 p. illus. 
18 cm. ISBN 0-345-23957-1. (Ballantine 
cookbook original) [TX715] 1.50 (pbk.} 

1. Cookery, American. I Ewald, Ellen 
Buchman, joint-author. HH. Title. 


*LAWRENCE, Steven C. FIC 
Edge of the land, by Steven C. Lawrence. 
New York, Ace Books [1974] 219 p. 18 
cm. (Ace western) 0.75 (pbk.) 

I. Title. 


*LEIGHTON, Lee. FIC 
Greenhorn marshal. New York, Ballantine 
[1974] 155 p. 18 cm. ISBN 0-345-24061-8 
(Ballantine western original} 0.95 (pbk.) 

L Title. 


LITTLE, Jean, 1932- JUV 
One to grow on. Illustrated by Jerry 
Lazare. New York, Pocket Books [1974, 
c1969] 147 p. 18 cm. ISBN 0-671-29607-8. 
(An Archway paperback) Twelve-year-old 
Janie’s family had reached the point where 
no one believed anything she said. But 
then godmother Tilly appeared at just the 
right time to save the summer & Janie. 
(PZ7.L7225On] 69-11784 0.75 (pbk.) 

I. Lazare, Jerry, illus. II. Title. 


*LORD, Jeffrey. FIC 
Kingdom of Royth. New York, Pinnacle 
Books [1974] 188 p. 18 cm. ISBN 0-523- 


00295-5. (Richard Blade series, #9) 
"Science-fiction” 0.95 (pbk.) 

I. Title. 

*LORY, Robert. FIC 
The drums of Dracula. New York, 


Pinnacle Books [1974] 189 p. 18 cm. ISBN 
0-523-00322-6. (The Dracula horror 
series, #5) 0.95 (pbk.) 

I. Title. 


*LUTZ, Giles A. FIC 
The wild quarry, by Giles A. Lutz. New 
York, Ace Books [1974? c1961] 120 p. 18 
em. (Ace western) 0.75 (pbk.) 

£ Title. 


LYALL, Gavin. FIC 
Blame the dead. New York, Ballantine 
Books [1974, c1973] 284 p. 18 cm. 
[PZ4.L982B13] [PR6062.Y3] 823’.9°14 72- 
91827 1.25 (pbk.) ° 

I. Title. 


MACDONALD, John Dann. FIC 
The turquoise lament [by] John D. 
MacDonald. Greenwich, Conn., Fawcett 
[1974, 1973] 256 p. 18 cm. ite: 
McGee series) s ry” 
[PZ3.M14439Tu] [PS3563.A28] $13 54 
73-14806 1.25 (pbk.) 

I. Title. 


MCGERR, Patricia FIC 
For richer, for poorer, till death. [New 
York] Manor Books [1974, cl1969] 158 p. 
18 cm. Mystery” [PZ3.M1737Fr] 
M aimee 813.54 78-87998 0.95 
pbk.) 

I. Title. 


*MACKLIN, John. 133.3 
A look through secret doors. New York, 
Ace Books [1974? c1969] 156 p. 18 cm. 
(The Exorcism series, book VJ) [BF1411] 
1.25 (pbk.) 

1. Occult sciences. I. Title.” 


*MACKLIN, John. 001.94 
Strange encounters New York, Ace Books 


[1974? c1970] 158 p. 18 cm. (The 
a series, book VIID [AG243] 1.25 
bk. 


1. Curiosities and wonders. I. Title. 


MALZBERG, Barry N. FIC 
Tactics of conquest [by] Barry N. 
Malzberg. [lst ed.] New York, Pyramid 
Books [1974, c1973] 172 p. 18 cm. ISBN 


0-515-03330-3 [PZ4.M2615Tac3] 

[PS3563.A434] 813.54 73-21332 0.95 

(pbk.) 

L Title. 

MANKIEWICZ, Frank, 973.924'0924 
1924- 


Perfectly clear; Nixon from Whittier to 
Watergate. New York, Popular Library 
[1974, c1973] 287 p. 18 cm. [E856.M26 
1974] 73-82532 1.50 (pbk.) 


1. Nixon, Richard Milhous, 1913- 2. 
Watergate Affair, 1972- I. Title. 
*MANNING, Marsha. FIC 


The smiling moon. Greenwich, Conn., 
Fawcett [1974, c1972] 159 p. 18 cm. (A 
Cameo romance) 0.75 (pbk.) 

I. Title. 


*MARCUS, Jerry. 741.5973 
Hang in there, Trudy. Greenwich, Conn., 
Fawcett [1974, c1973] lv. (chiefly illus.) 18 
cm. ies gold medal) [NC1428] 0.75 


(pbk 
1. American wit and humor. I. Title. 


MARKS, Peter. FIC 
Hang-ups. [New York] New American 
Library [1974, c1973] 159 p. 18 cm. 
(PZ4.M3468Han] [PS3563.A667] 813.54 
72-11844 1.25 (pbk.) 

I. Title. 


MARTON, Beryl M. 6417.8°3 
The complete book of salads. Illustrations 
by Grambs Miller. New York, Avon 
[1974, c1969] 275 p. illus. 21 cm. (An 
Equinox book) [TX740.M29] 69-16436 
2.95 (pbk.) 

I. Salads. I. Title. 


MEAD, Robert Douglas. 917.3°03 
New promised land; the story of American 
civilization. Robert Douglas Mead, general 
editor. Contributors: Michael Davitt Bell, 
William Osborne, George Forgie. New 
York, New American Library [1974] 298 
p. illus. 18 cm. (A Mentor book, MJ 1287) 
Includes bibliographies. [E169.1.M519 
1974] 73-89056 1.95 (pbk.). “ 
1. United States—Civilization—RHistory. 1. 
Bell, Michael Davitt. IT. Title. 


` *MUSICK 
*THE Merriam-Webster 423 
dictionary. New York, Pocket Books 
[1974, c1947} 848 p. 18 cm. ISBN 0-671- 


71752-1. [PE1628} 0.95 (pbk.) 
i. English language—Dictionartes. 


MESSICK, Hank. 364.1°5°0973 
Gangs and gangsters; the illustrated history 
of gangs from Jesse James to Murph the 
Surf, by Hank Messick and Burt Goldblatt. 
New York, Ballantine Books [1974] vii, 
216 p. illus. 21 cm. [HV6439.U5M47] 74- 
168316 2.00 (pbk.) 

I. Gangs--United States—RHistory. 2. 
Crime and criminals—United States— 
History. I. Goldblatt, Burt, joint author. II. 
Title. # 


MICHENER, James 
Albert, 1907- comp. 
Firstfruits; a harvest of 25 years of Israeli 
writing, edited and with an introduction by 
James A. Michener. With a foreword by 
James A. Michener. Greenwich, Conn., 
Fawcett [1974, c1973] 431 p. 18 cm. 
(Fawcett premier book) [PZ1.M578Fi] 72- 
14199 1.75 (pbk.) 
1. Short stories, English—Translations 
from Hebrew. 2. Short stories, Israeli— 
Translations into English. I. Title. 
Contents omitted. 


MICHENER, James Albert, 


892’.473101 


1907- 990 


Rascals in paradise, by James A. Michener _ 


and A. Grove Day. Greenwich, Conn., 
Fawcett [1974, ci957] 384 p. 18 cm. 
(Fawcett crest book) Includes 
bibliographical references. [DU21.M5] 57- 
5364 1.50 (pbk.) 

1. Oceanica—RHistory. 2. Rogues and 
vagabonds. I. Day, Arthur Grove, 1904- 
joint author. IT. Title. 


*MILLER, Margaret. FIC 
Wall of eyes. [New York, Avon, 1974] 191 
p. 18 cm. ISBN 0-380-00067-9 0.95 (pbk.) 
. Title. 


"MICLER, Richard DeWitt, 
1910- 

Impossible, yet it happened! by R. DeWitt 
Miller. New York, Ace Books [1974, 
c1947] 121 p. 18 cm. Originally published 
under title: Forgotten mysteries. [BF1411] 
0.95 (pbk.) 

1. Occult sciences. I. Title. 


MIZENER, Arthur. 928.1 
The far side of paradise; a biography of F. 
Scott Fitzgerald. New York, Avon [1974, 
c1965] 408 p. illus. 18 cm. ISBN 0-380- 
00052-0. "Notes and references” p. 339- 
387. [PS3511.19Z7] 1.50 (pbk.) 

1. Fitzgerald, Francis Scott Key, 1896- 
1940. I. Title. 


133 


L.C. card number for hardbound ed.: 51- 
9185. 
*MONTAGUE, J. J. FIC 


The cong kiss. Chatsworth, Calif., Canyon 
Books [1974] 189 p. 18 cm. ISBN 0- 


,89014-106-1. (Black Swan, #2) 1.50 (pbk.) 


I Title. 
MORAVIA, Alberto, pseud, 853’.91 
1907- 


The time of indifference. Translated by 


Angus Davidson. [New York] Manor 
Books [1974, ¢1953] 303 p. 18 cm. 
Translation indifferent. 


of Gli 
[PZ3.P675Ti] 53-7082 1.50 (pbk.) 
i. Title. 


*MUSICK, Phil. 796'.357°092'4 [B] 
Hank Aaron: the man who beat the Babe. 
New York, Popular Library [1974] 220 p. 
illus. 18 cm. (An Associated Features 
book) [GV865] 1.25 (pbk.) 
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cate 


*NATAS 

1. Aaron,. Henry, 1934- 2. Baseball. I. 
Title. 

*NATAS, Eth. FIC 
Exorcism. [New York] Manor Books 


[1974, c1972] 190 p. 18 cm. 1.25 (pbk.) 
L Title. 


*NOLAN, William F. FIC 
Alien horizons. New York, Pocket Books 
[1974] 191 p. 18 cm. ISBN 0-671-77928-1. 
*Science-fiction” 0.95 (pbk.) 

L Title. 


NOORBERGEN, Rene. 133.8 
You are psychic; the incredible story of 
David N. Bubar. [New York] Manor 
Books {1974, cl1971] 171 p, 18 cm. 
[BF1283.B82N66] 1.25 (pbk.) 
1. Bubar, David Noble, 1928- 2. 
Clairvoyance. I. Title. 

L.C. card number for hardbound ed.: 74- 
142146 


*NORTON, Andre, pseud. FIC 
The crossroads of time. New York, Ace 
Books [1974, c1956] 190 p. 18 cm. (Ace 
science fiction) 1.25 (pbk.) 

L Title. 


NORTON, Andre. FIC 
Witch world. New York, Ace Books 


(1974? 1963] 222 p 18 cm. 
{[PZ3.N818Wi] 0.95 (pbk.) 
T. Title. 


NORTON, Andre. FIC 
Year of the unicorn. New York, Ace 
Books [1974, c1965] 224 p 18 cm. 
(PZ3.N818Year] 0.95 (pbk.) 

l. Title. 


*NYE, Nelson. FIC 
Rafe. New York, Ace Books [1974, c1962] 
159 p. 18 cm. (Ace western) 0.75 (pbk.) 

I. Title. 


OGBURN, Charlton, 1911- 940°.5425 
The Marauders [by] Charlton Ogburn, Jr. 
New York, Ballantine [1974, c1959] 274 p. 
illus. 18 cm. ISBN 0-345-24058-8, Includes 
bibliographical references. [DS767.604] 59- 
7330 1.50 (pbk.) 


I. World War, 1939-1945--Campaigns-— 


Burma. 2. World War, 1939-1945— 
Regimental histories—U.S.-5307th. 
Composite Unit (Provisional) 3. US. 
Army-5307th. Composite Unit 
(Provisional) I. Title. 

*OLDEN, Marc. FIC 


Killer warrior. (New York] New American 


Library [1974] 159 p. 18 cm. (Black 
samurai, # 3) 0.95 (pbk.) 

t. Title. 

*OLSEN, T. V. FIC 


Run to the mountain [by] T. V. Olsen. 
Greenwich, Conn., Fawcett [1974] 192 p. 
18 cm. (Fawcett gold medal) ”Western”. 
0.95 (pbk.) 

i. Title. 


*O’ROURKE, Frank. 
Gun hand. [New York] New American 
Library [1974, c1953] 158 p. 18 cm. 
(Signet brand western) 53-9112 0.95 (pbk.) 
i. Title. 


*OSBORN, David. 

Open season. [New York, Dell, 1974] OSI 
p. 18 cm. 1.50 (pbk.) 

I. Title. 


*OVERHOLSER, Wayne D. FIC 
Cast a long shadow, by Wayne D. 
Overholser. [New York, Dell, 1974, 1955] 
191 p. 18 cm. “Western” 0.95 (pbk.) 
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FIC 


J. Title. 
*OWENS, Iris. ` FIC 
After Claude. [New York] Warner 


Paperback Library [1974, c1973] 219 p. 18 
cm. 72-97609 1.50 (pbk.) 


L Title. 
*PALMER, P. K. FIC 
The rainbow/seagreen case, by P. K. 


Palmer. New York, Pinnacle Books [1974] 
244 p. 18 cm. ISBN 0-523-00300-5. (The 
Killinger series, #2) 1.25 (pbk.} 

I. Title. 


*PAXTON, Lois. FIC 
Who goes there? New York, Ace Books 
{1974 c1972] 192 p. 18 cm. (Ace gothic) 
0.95 (pbk.) 


+ L Title. 


*PENDLETON, Don. FIC 
Texas storm. New York, Pirnacle Books 
[1974] 188 p. 18 cm. ISBN 0-523-00353-6 
(The Executioneer, # 18) 1.25 ipbk.) 

£ Title. 


PIERCE, Noel, 1907- FIC 
Messenger from Munich. [New York] New 
American Library [1974, c1973] 239 p. 18 
cm. [PZ3.P614Me] [PS3531.I1412] 813°.5°2 
72-94120 1.50 (pbk.) 

I. Title. 


*PINCHER, Chapman. 301.4175 
Sex in our time. [New York] New 
American Library [1974, c1973] 303 p. 18 
cm. 11936] 1.50 (pbk.) 

1. Sex. I. Title. 


PLAIDY, Jean pseud. FIC 
Here lies our sovereign Lord. Greenwich, 
Conn., Fawcett [1974, c1972] 288 p. 18 
cm. (Fawcett crest book) [PZ3.H5212HF5] 
[PR6015.13] 823.914 72-97307 1.25 
(pbk.) 

d. Charles I, King of Great Britain, 1630- 
1685—Fiction. I. Title. 


*PLAYBOY’S book of 427.09 
forbidden words, edited by Robert A. 
Wilson. [Chicago] Playboy Press [1974, 
c1972] 255 p. 18 cm. BiblLography: p. 
253-255. [PE3711] 1.25 (pbk.) 

i. English language—Slang. I. Wilson, 
Robert A., comp. 


*PRIZE crosswords. 793.732 
No. 8 is available from Fawcett for 0.75 


(pbk.) 


PRONZINI, Bill. FIC 
Undercurrent. New York, Focket Books 
[1974, c1973] 191 p. 18 cm. ISBN 0-671- 
77935-4. ”Mystery” [PZ4.P9653Un] 
[PS3566.R67] 813’.5’4 73-1931 0.95 (pbk.) 
£. Title. 


*QUEEN, Ellery. FIC 
The four Johns. New York, New American 


Library [1974, c1964] 152 p. 18 cm. 
”Mystery” 0.95 (pbk.) 

I. Title. 

*QUINN, Simon. FIC 


His eminence, death. [New York, Dell, 
1974] 159 p. 18 cm. (The Inquisitor,#4) 
0.95 (pbk) 

i. Title. 


*RAINE, William MacLeod. FIC 
A gun for Tom Failon. New ‘fork, Popular 
Library [1974, c1954] 189 p. 18 cm. 
”Western”. Originally publshed under 
title: Reluctant Gunman. 0.75 (pbk.) 

I Title. 


AMERICAN BOOK PUBLISHING RECORD 


*R AINEY, Scott. FIC 
Rodéo playboy. Chatsworth, Calif., 
Brandon Books [1974] 190 p. 18 cm. ISBN 
0-37056-387-4 1.95 (pbk.) 

L Title. 


*E ALSTON, Gilbert. FIC 
Red revenge. New York, Pinnacle Books 
[1974] 184 p. 18 cm. ISBN 0-523-00319-6. 
(The Dakota series, #2) 0.95 (pbk.) 

L Title. 


*RAYMOND, Alex. FIC 
Tae space circus. Adapted by Con 
Steffanson. [New York] Avon [1974] 157 
p- 18 cm. ISBN 0-380-00064-4. (Flash 
Gordon adventures) 0.95 (pbk.) 

I. Title. 


*REYNOLDS, Mack. FIC 
The rival rigelians and planetary agent X. 
New York, Ace Books [1974? c1967] [133 
p. 18 cm. (Ace science fiction double) 0.95 
(pbk) 

i. Title. If. Title: Planetary agent X. 


*RICHARDS, Eugene. 133 
Satan, demons & dildoes. Chatsworth, 
Calif., Barclay House [1974] 158 p. 18 cm. 
ISBN 0-87682-406-8 Bibliography: p. 158 
[EF1411] 1.95 (pbk.) 

1. Occult sciences. I. Title. 


*ROBESON, Kenneth. FIC 
Red moon. [New York] Warner Paperback 


Library [1974] 158 p. 18 cm. (The 
Avenger, # 26) 0.95 (pbk.) 

I. Title. 

*RODMAN, Selden, comp. 808.81 


130 British poets, edited by Selden 
Rodman New York, New American 
Lbrary [1974] 345 p. 18 cm. (A Mentor 
book) [PR1171] 73-90007 2.25 (pbk.) 

1. English literature—Poetry—Collections. 
I. Title. 


*ROSENBERGER, Joseph. FIC 
The Castro file. New York, Pinnacle Books 
[1974] 218 p. 18 cm. ISBN 0-523-00264-5. 
(The Death Merchant, #7) 0.95 (pbk.) 

I. Title. 


*ROSS, Paul. FIC 
The assassin. [New York] Manor Books 
[1974] 190 p. 18 cm. 1.25 (pbk.) 


I. Title. 
ROSS, Sam, 1912- FIC 
Sslomon’s place. [New York, Dell, 1974, 


c.973] [348 p.) 18 cm. [PZ3.R7365S]] 
([PS3535.07493] 813.5°4 1.50 (pbk.) 

I. Title. 

LC. card number for hardbound ed.: 72- 
10575 


*ROSS, W. E. D. FIC 
The yesteryear phantom [by] W. E. D. 
Ross. [New York] Avon [1974, c1971] 160 
p- 18 cm. ISBN 0-380-00056-3 (Avon 
gothic) 0.95 (pbk.) 

L. Title. 


ROSSITER, Elizabeth. FIC 
A marriage of convenience. New York, 
Avon [1974, c1972] 255 p. 18 cm. ISBN 


0-380-0065-2. [PZ4.R8293Mar3} 
[PR6068.0833] 813.54 75-189233 1.50 
(pbk.) 
I. Title. 


*ROSSMANN, John F. FIC 
The mind masters. [New York] New 
American Library [1974] 236 p. 18 cm. 
095 (pbk.) 

I. Title. 


AUGUST 31,1974 


*ROTSLER, William. FIC 
Patron of the arts. New York, Ballantine 
[1974] 210 p. 18 cm. ISBN 0-345-24062-6 
(Ballantine science fiction) 1.25 (pbk.) 

I. Title. 


*ROUVEROL, Jean. FIC 
Storm wind rising. Greenwich, Conn., 
Fawcett [1974] 208 p. 18 cm. (Fawcett 
gold medal) 0.95 (pbk.) 

Í. Title. 


RUBINSTEIN, 
Jonathan, 1939- 

City police. New York, Ballantine Books 

[1974, c1973] xvii, 462 p. 18 cm. Includes 

bibliographical references. [HV8148. P5R8] 

72-96317 1.95 (pbk.) 

I. Philadelphia—Police. 2. Police. I. Title. 


*RUELL, Patrick. FIC 
The castle of the demon. [New York] 
Manor Books [1974, e1971]: 184 p. 18 cm. 
72-12092 1.25 (pbk.) 

I Title. 


*RUUTH, Marianne. 
Game of shadows. New York, Ace Books 
[1974] 189 p. Lai cm. (An Ace gothic) 0.95 
(pbk.) : ° 

I. Title. 


*ST. CLAIR, Margaret. FIC 
Change the sky and other stories. New 
York, Ace Books [1974] 300 p. 18 cm. 
ice science fiction) 0.95 (pbk.) 

I. Title. 


*SAPIR, Richard. FIC 
Murder. ward, by Richard Sapir and 
Warren Murphy. New York, Pinnacle 
. Books [1974] 176 p. 18 cm. ISBN 0-523- 
00331-5. (The Destroyer, # 15) 1.25 (pbk.) 
I. Murphy, Warren, joint author. II. Title. 


*SAXE, Louis P. 301.4171 
Sex and the mature man, by Louis P. Saxe 
and Noel B. Gerson. New York, Pocket 
Books [1974 c1964] 192 p. 18 cm. ISBN 
0-671-78381-5. [HQ1067] 64-12407 1.25 
(pbk.) 

1. Men. 2. Sex (Psychology) I. Gerson, 
Noel Bertram, 1914- joint author. IT. Title. 


*SCHNURR, William. FIC 
Johnnie Death. New York, Pocket Books 
[1974] 499 p. 18 cm. ISBN 0-671-78634-2. 
1.50 (pbk.) 

1. Dillinger, John, 1902-1934—Fiction I. 
Title. 


*SCHULZ, Charles M. 741°.5973 
Don’t give up Charlie Brown. Greenwich, 
Conn., Fawcett [1974, c1969] lv. (chiefly 
illus.) 18 cm. (Fawcett crest 
[NC1428] 0.75 (pbk.) 

i. American wit and humor, Pictorial. I. 
Title.- 


SECHRIST, Elsie 133.8 
Dreams; ‘your magic mirror. With 
interpretations of Edgar Cayce. Foreword 


by Hugh Lynn Cayce. [New York] Warner 
Paperback Library [1974, c1968] 256 p. 18 
cm. [BF1091.835] 68-22322 1.25 (pbk.) 

1. Cayce, Edgar, 1877-1945. 2. Dreams. I. 
Title. 


SECONDI, John J. i 616.95 

For people who make love; a guide to 
_ sexual health [by] John J. Secondi. 

Toronto, New York, Bantam Books [1974] 

p. cm. Bibliography: p. [RC200.1.S4] 74- 

8147 1.50 (pbk.) 

1. Venereal diseases. 2. Hygiene, Sexual. I. 

Title. 

Prepared from C.I.P. 


363.2°09748'11. 


FIC: 


book). 


*SEGAL, Ronald, 1932- 330.9°73 
The decline and fall of the American 
dollar. New York, Bantam Books [1974] 
199 p. 18 cm. [HC106] 1.95 (pbk.) 

1. United States—Economic conditions. I. 
Title. 


SHEEHY, Gail. 301.41°54’0973 
Hustling; prostitution in our wide-open 
society. [New York, Dell, 1974, c1973] 
254 p. 18 cm. [HQ144.S53] 1.50 (pbk.) 
1. Prostitution—United States. I. Title. 
L.C. card no. for hardbound ed.: 73-6771. 


*SHORT, Jackson. FIC 
The au pair giris. [New York] Warner 
Paperback Library [1974] 413 p. 18 cm. 
1.50 (pbk.) 

I. Title. 


*SILLS, Jennifer. 301’.41°7973 
Massage parlor; part II. New York, Ace 
Books [1974] 200 p. 18 cm. [HQ18] 1.50 
(pbk.) 

1. Sex customs—wU.S. I. Title. 


*SIMMONS, Mary Kay. FIC 
The girl with the key. [New York, Dell, 
1974] 203 p. 18 cm. 1.25 (pbk.) 


I. Title. 
SIMPSON, Colin, 1931- 940.4514 
The Lusitania. New York, Ballantine 


[1974, c1973] viii, 280 p. illus. 18 cm. 
ISBN 0-345-24050-2 Bibliography: p. 249- 
266. [DS592.L8S5 1974] 73-91 1.75 (pbk.) 
I. Lusitania (Steamship) I. Title. 


SLAUGHTER, Frank Gill, 1908- FIC 
Apalachee gold [by] Frank G. Slaughter. 
New York, Pocket Books [1974, c1954] 
192 p. 18 cm. ISBN 0-671-77924-9. 


[PZ3.S63165Cp] [PS3537.L38] 813.54 
0.95 (pbk.) 

I. Title. 

SLOANE, Eric. 728.9 


An age of barns. New York, Ballantine 

Books [1974, c1967] lv. (unpaged) illus. 23 

cm. ISBN 0-385-23809-5. Includes 

rare [NA8230.S57] 66-26946 4.95 
bk.) 


1. Farm butldings—wu.S. I. Title. 
SMITH, Daniel. 


FIC 
A walk in the city. [New York] Manor 
Books [1974, cl971] 337 18 cm. 


-{PZ4.S6446Wal] [PS3569.M517] 813°.5°4 


70-133477 1.50 (pbk.) 
Í. Title. 


*SMITH, Susy. 133.9 
Widespread psychic wonders. New York, 
Ace Books [1974? c1970] 190 p. 18 cm. 
(The Exorcism series, book V) [BF1286} 
1.25 (pbk.) 

1. Spiritualism. I. Title. 


SMITH, Wilbur A. FIC 
The diamond hunters, by Wilbur Smith. 
[New York] New American Library [1974, 
c1971] 208 p. 18 cm. [PZ4.S6596Di] 
[PR6069.M58] 823 JOTS 1.25 (pbk.) 
I. Title. 

SMITH, Wilbur A. FIC 
The sunbird [by] Wilbur Smith. [New 
York] New American Library [1974, 
c1972] 483 p. 18 cm. [PZ4.S6596Su3} 
[PR9405.9.S5] 823 72-94173 1.95 (pbk.) 

Í. Title. 


*SNYDER, Cecil. FIC 
The hawks of Arcturus, by Cecil Snyder 
III. New York, DAW Books [1974] 159 p. 
18 cm. 0.95 (pbk.) 

L Title. 


*TIPPETTE 


SORRENTINO, 301.15°43’309173092 
Joseph N. 

The moral revolution, by Joseph N. 
Sorrentino. [New York] Manor Books 
[1974, cl1972] 288 p. 18 cm. Bibliography: 
p. 273-284 (HNGS, $59] 74- 186929 1.75 
(pbk.) 

1. United States—Social conditions-—1960. 
2. United States—Moral conditions. 3. 


Criminal justice, Administration of— 
United States. I. Title. 
*STABLEFORD, Brian M. FIC 


The paradise game. New York, DAW 
Books [1974] 158 p. 18 cm. 0.95 (pbk.) 
I. Title. 


*STANLEY, Sandra. FIC 
Rogue’s castle. New York, Pocket Books 
[1974] 175 p. 18 cm. ISBN 0-671-77930-3 
(A Ravenswood gothic) 0.95 (pbk.) 

Í. Title. 


STEELMAN, Robert. FIC 
Dakota Territory. New York, Ballantine 
Books [1974] .  [PZ4.88145Dak] 
[PS3569.T33847] 813.54 74-10633 0.95 
(pbk.). 


I. Title. 
Prepared from C.I.P. 


*STELL, Aaron. FIC 
Angel of Satan. New York, Pinnacle Books 
[1974] 282 p. 18 cm. ISBN 0-523-00292-0. 
1.25 (pbk.) 

I. Title. 


STERLING, Philip. 574’.0924 [B] 
Sea and earth; the life of Rachel Carson. 
[New York, Dell, 1974, c1970] 189 p. 18 
cm. (Woman of America) Includes 
bibliographies. A biography of the marine 
biologist, author & conservationist whose 
book Silent Spring, alerted the public to 
the possibility of dangerous long range 
effects of pesticides. [QH91.3.C3S74] [92] 
0.95 (pbk.) 

I. Carson, Rachel Louise. I. Title. II. Title: 
The life of Rachel Carson. 

L.C. card no. for hardcover: 70-87157 


STEWART, Mary. FIC 
The hollow hills. Greenwich, Conn., 
Fawcett [1974, c1973] 447 p. 18 cm. 
(Fawcett crest book)  [PZ4.S852Ho] 
[PR6069.T46] 823’.9°14 1.75 (pbk.) 

I. Title. 


*STONELEY, Jack. 133 
fs anyone out there? By Jack Stoneley with 
A. T. Lawton. [New York] Warner 
Paperback Library [1974] 288 p. 18 cm. 
Bibliography: p. 277-280. [BF1411] 1.25 
(pbk. 5 


i. Occult’ sciences. I. Lawton, A. T. I. 
Title. : 


*SUGAR, Andrew. FIC 
The Aswan assignment. [New York] 
Manor Books [1974] 190 p. 18 cm. (Israeli 
commandos, #1) 1.25 (pbk.) 


I. Title. 
*SUGAR, Andrew. FIC 
The fireball assignment. [New York] 


Manor Books [1974] 192 p. 18 cm. (Israeli 
commandoes, #2) 1.25 (pbk.) 


I. Title. 
*TABORI, Paul. i FIC 
Desire Island. |New York] Warner 


Paperback Library [1974, c1973] 399 p. 18 
cm. Originally published under title: 
Hazard Island. 1.50 (pbk.) - 
I. Title. 


*TIPPETTE, Giles. FIC 
The Spikes gang. New York, Pocket Books 
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© *TRALINS 


Pd 


[1974, c1970] 200 p. 18 cm. ISBN 0-671- 
78431-5. ’Western” 70-117966 1.25 (pbk.) 
I. Title. 


*TRALINS, Robert. 133.3 
Supernatural warnings. New York, Popular 
Library [1974] 192 p. 18 cm. [BF1411] 
0.95 (pbk.) 

1. Occult sciences. I. Title. 


*TREMONTE, Julia. FIC 
The Devil’s house. New York, Pinnacle 
Books [1974} 153 p. 18 cm. ISBN 0-523- 
00317-X. 0.95 (pbk.) 

I. Title. 


*TROYAT, Henri, 1911- 
The seed and the frutt. 
Vol. 3, Elizabeth is available from Pocket 
Books for 1.25 (pbk.) ISBN 0-671-78385- 
8. L.C. card number: 59-8050 


*TURNER, Morrie. JUV 
Nipper & Nipper’s secret power. [New 
York] New American Library [1974, 
c1961] Iv. (chiefly illus.) 18 cm. 0.75 
(pbk.) 
l. Title. 


*TWAIN, Mark. 813.54 
The adventures of Huckleberry Finn. (New 
York] New American Library [19747] 283 
p. illus. 18 cm. {[PS1305] 0.95 (pbk.) 

L Title. 


VAN DYKE, Dick. 248’.8°2°0207 
Faith, hope and hilarity by Dick Van 
Dyke. Edited by Ray Parker. Drawings 
by Phil Interlandi. [New York] Warner 
Paperback Library vere c1970] 122 p. 18 
cm. {[PN6328.C5V3] 70-126387 0.95 (pbk.) 
1. Children—Anecdotes and sayings. 2. 
Children—Religious life—Anecdotes, 
pores satire, ete. I. Parker, Ray, ed. IT. 
itle 


*VAN GULIK, Robert FIC 
The haunted monastery; a Chinese 
detective story. With eight illustrations 
drawn by the author in Chinese style. 
(New York] Warner Paperback Library 
ie ©1969] 158 p. 18 cm. 68-57074 0.95 


L Title. 


843.914 


WAKEFIELD, Dan. FIC 
Starting over. [New York, Deil, 1974, 
c1973] 351 em. [PZ4. W144St] 


p. 18 
[PS3573.A413] 813°.5°4 1.75 (pbk.) 
I. Title. 
L.C. card number for hardbound ed.: 73- 
1930 
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*WALDEN, Daniel, comp. 808.83'1 
On being Jewish: American Jewish writers 
from cahan to Bellow, edited by Daniel 
Walden. Greenwich, Conn. Fawcett [1974] 
480 p. 18 cm. (A Fawcett premier book) 
[PS508.J4] 74-80850 1.75 (pbk.} 

J. Short stories. 2. Jewish authors, 
American—Collections. I. Title. 


*WALL, Evans. FIC 
Mulatto. [New York] Manor Books [1974, 
c1951} 192 p. 18 cm. Originally published 
under title: No nation girl! 1.25 (pbk.) 

L Title. 


WALTON, George H. “FIC 
Captain Madam, by George Walton. [ist 
ed.] New York, Pyramid Books [1974] 205 
p. 18 cm. ISBN 0-515-03287-5 
[PZ4.W238Cap] [PS3573.A4728] 813.54 
73-17982 1.25 (pbk.) 

I. Title. 


*WAND, David Hsin- 
Fu, comp. 
Asian-American heritage; an anthology of 
prose and poetry, edited by David Hsin-Fu 
Wand. New York, Pocket Books [1974] 
308 p. 18 cm. ISBN 0-671-48756-6. (A 


. 810.8'08’95073 


Washington Square Press book) 
Bibliography: p. 307-308. [PS508] 1.95 
(pbk.) 


T American literature——Oriental authors— 
Collections. I. Title. 


*WELLS, John Warren. 791.43 
Different strokes or how I (gulp) wrote, 
directed, and starred in an x-rated movie. 


[New York, Dell, 1974] 252 p. 18 cm. 

[PN 1994] 1.25 (pbk.) 

1. Moving—FPictures. I. Title. 

*WELLS, John 301°.41°7973. 
Warren. 

Total sexuality. [New York] Warner 


Paperback Aes [1974] 205 p. 18 cm. 
[HQ18] 1.50 (pbk.) 


I. Sex ea States. I. Title. 


*WEST, Natalie. FIC 
The girls in advertising. New York, Ace 
Books [1974] 223 p. 18 cm. 1.25 (pbk.) 

I. Title. 


*WHITNEY, Phyllis A. FIC 
Mystery of the golden horn, by Phyllis A. 
Whitney. [New York} New American 
Library [1974, c1962] 190 p. 18 cm. (A 
Young adult mystery) 62-13874 0.95 (pbk:) 
I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


WIDEMAN, John Edgar. FIC 
The lynchers. [New York, Dell, 1974 
21972] 251 p. 18 cm. [PZ4.W638Ly] 
1P83573.126] 813'.5°4 0.95 (pbk.) 

L Title. 

L.C. card no. for hardbound ed.: 72-91841 


*WINGARD, Alan. FIC 
The graffiti gambit; a novel. [New York] 
Warner Paperback Library [1974] 190 p. 
18 cm. 1.25 (pbk.) 

I. Title. 


*WOLFSON, Robert. FIC 
Dancers & lovers, a novel. New York, 
Warner Paperback Library [1974] 318 p. 
18 cm. 1.50 (pbk.) 

T. Title. 


WOODHOUSE, Martin, 1932- FIC 
Blue bone. New York, i Library 
[1974 c1973] 238 

[PZ4.W8873B13] [PR6073. 6616) 823’ 914 
72-94119 1.50 (pbk.} 

4. Title. 


WORLD 42, freaks O. 081 
[lst ed. Chicago] Playboy Press [1974] 200 
p. illus. 18 cm. [AC5.W594] 73-87170 1.75 
(pbk.). 


YERBY, Frank, 1916- FIC 
Benton’s row. (New, York, Dell, 1974, 
©1954] 367 p. 18 cm, [PZ3.Y415Be] 1.50 


(pbk.) 
L Title. 
L.C. card number for hardbound ed.: 54- 
10533 
*YOUR cracked. 741.5973 


[New York, Dell, 1974, c1973] v. (chiefly 
illus.) 18 cm. [NC1428] 0.95 (pbk.) 
1. American wit and humor, Pictorial. 


YURICK, Sol, 1925- FIC 
Some just like you. New. York] Manor 
Books [1974, c1972] 253 p. 18 
[PZ4.Y95S0] [PS3575.U7] 813.54 75: 
156569 1.50 (pbk.) 

L Title. 

Contents omitted. 


*ZACHARY, Hugh. FIC 
Gwen, in green. Greenwich, Conn., 
Fawcett [1974] 191 p. 18 cm. (Fawcett 
gold medal) 0.95 (pbk.) 

Í. Title. 


*ZANY word search-and- 793.732 
find puzzles. 

No. 6 by Bea Dow & Jack Tabatch is 
available from Ballantine for 0.95 (pbk.) 





BELOW-THE-LINE listings are available for books which are believed to warrant the attention of book buyers, but which are 
not properly eligible for free inclusion in the Weekly Record as current American publications. This would include editions 
published earlier abroad, but only now being formally offered to American buyers; editions formerly distributed by one firm and 
now distributed by another; editions having no single exclusive U.S. distributor; imports in a foreign language more logically 
sought in their own national bibliographies; older books back in print; and paperbacks now offered also in library bindings. There 


is a charge of $14 per entry for books cataloged below the line. Contract rates available. 





*COMPUTER-AIDED design. 001.642 
Stevange, Herts., England, IEE [1974] 275 
p. 29 x 21 cm. ISBN 0-85296-122-7 (IEE 
conference publication, 111) [QA76] 
£10.20 (pbk.) 

i. Electronic data processing. I. Institution 
of Electrical Engineers. 

Distributed by Station House Nightingale 
Road Hitchin, Herts., Eng. 


CONFERENCE on Displays, 001.553 
University of Technology, Loughborough, 
1971. 


Conference on displays, 7-10 September, 
1971. Lonndon, Institution of Electrical 
Engineers, 1971. xv, 374 p. illus., forms. 
30 cm. ISBN 0-85296-047-6 (LEE. 
Conference publication, no. 80) Organized 
by the Control and Automation Division 
of the Institution of Electrical Engineers in 
association with the Biological Engineering 


Society, and others. Includes 
bibliographies. [TX7882.16C65 1971] 72- 
182266 

1, Information display — systems— 
Congresses. I. Institution of Electrical 
Engineers, London. IE.E. conference 


publication, no. 80) II. Title. ITI. Series. 
Available from the Institute, P.O. Box 8 


Southgate House, Stevenage Herts. 
SGITHQ, for £7.80 (pbk.) 
*ENERGY, Europe and the 333.80973 


1980's. Stevenage, Herts., England, IEE 
[1974] 206 p. 30 x 21 cm. ISBN 0-85296- 
129.3. (IEE Conference Publication, 112) 
{HD9540] £8.50 (pbk.). 
Power resources. 
Electrical Engineers. 
Distributed by Station House. 


*INSTITUTION of Electrical 
Engineers, London. 
LE.E. conference report series. 
The papers for the 1971 conference, held 
in London, 16-18 March, entitled 
Conference ọn electrical safety in 
hazardous environments, organized by the 
Power & Control & Automation Divisions 
of the Electrical engineers, is available 


IL Institution of 


621.3 


from the Institute, P.O. Box 8, Southgate 


House, Stevenage Herts. SGIHQ, for 

£7.40 (pbk.) 

INTERNATIONAL Conference on 629.8 

eerie Control Systems, London, 
71. . 

International conference on centralised 

Control systems, 28 September - J 


October, 1971. London, Institution of 
Electrical Engineers, 1971. v. 206 p. illus., 
maps, plan. 30 cm. ISBN 0-85296-046-8 
(LE.E. Conference publication, no. 81) 
Includes bibliographical references. 
113212. 1533 1971] 72-185162 

Remote control—Congresses. 2. 
eaa control—Congresses. L 
Institution of Electrical Engineers, London. 
H. Title. HI. Series: Institution of 
Electrical Engineers, London  IJE.E. 
conference publication, no. 80) 
Available from the Institute, P.O. box 8 


Southgate House, Stevenage Herts. 

SGIIHQ, for £7.80; (pbk.) 

JORDAN, 372.860-8238-0163-2. 
Diana. 


Childhood and movement. Oxford, Basil 
Blackwell [1972 c1966] 86 p. 21 cm. 
Stamped on t.p.: Plays, Inc, Boston. 
Bibliography: p. 85-86. [GV443.J625] 4.00 
1. Physical education for children. I. Title. 


*LIGHTNING and the 621.319 
distribution system. Stevenage, Herts., 
England, IEE [1974] 111 p. illus. 30 x 21 
cm. ISBN 0-85296-118-9. (IEE Conference 
Publication, 108) [TK1001] £4.80 (pbk.) 

Electrical engineering. 2. Power 
production. J. Institution of Electrical 
Engineering. 


LONDON 
County Council. 
Educational gymnastics; a guide for 
teachers. London, The Inner London 
Education Authority [1972, c1962] 60 p. 
20 cm. Stamped on t.p: Plays 2.95 
[GV443.L56] 
1. Physical education for children. I. Title. 


372.8°60-8238-0164-0. 





*PEARSON, J. D., comp. 011°02 
Index Islamicus; Fourth supplement, Part 
II, 1972-1973 [by] ‘J. D, Pearson and Ann 
Walsh. London, Mansell Information 
[1974] 108 p. 24 x 15 cm. ISBN 0-7201- 
0286-3. [Z7835.M6] 5.00 

1. Islam—Bibliography. I Walsh, Ann., 
joint comp. IT. Title. 

Publisher’s address: 3 Bloomsbury Place 
London WCIA2QA, England. 


RUSSELL, 371.730-8238-0162-4 
Joan. 

Modern dance in education. [With a 
foreword by Rudolf Laban] London, 
MacDonald and Evans, 1958. 99 p. 19 cm. 
Stamped on tp; Plays, Inc., Boston. 
Glossary: p. 94-96, [GV1783.R8] 4.00 

I. Modern dance—Study and teaching. I. 
Title. 


*SOURCES and effects of 621.319 
power system disturbances. Stevanage, 
Herts., England, IEE [1974] 278 p. 29 x 
21 cm. ISBN 0-85296-120-0 (IEE 
Conference Publication, 110) [TK1001] 
£10.20 (pbk.) 

I. Electrical engineering. 2. Power 
production. I. Institution of Electrical 
Engineers. 

Distributed by Station House. 


*STEELE, Colin, comp. 025.52 
Independent Mexico; a collection of 
Mexican pamphlets in the Bodleian 


Library. [by] Colin Steele and Michael 
Costeloe. London, Mansell Information 
[1974] v. 24 x 16 cm. ISBN 0-7201-0383- 
5. [Z1411] 8.00 

1. Mexico—Bibliography. I  Costeloe, 
Michael, joint comp. If. Title. 


*THE Vaughan Williams 025.52 
Memorial Library. 

Catalogue of the English Folk Dance and 

Song Society. London, Mansell 

Information [1974] v. 28 x 23 cm. ISBN 0- 

7201-0368-1. [Z6810] 60.00 

1. Music—Bibliography. I. Title. 


119 


INDEX 


Reference to the entries in the main section is given by the first nine digits of the 
Dewey Classification number. The location of those entries in the Fiction, Juvenile 
Fiction, Paperback or Below-the-Line sections is indicated by section codes: FIC, 
JUV, PBK, or BL respectively. In the title index, these entries are supplemented by 
the last name of the author given in parentheses. 


A 


Abbey, Barbara. 746.2 

Abisch, Roz. 745.56 

Abraham, Henry Julian. 347.732634 

Abrams, Ruth D. 616.994001 

Achenbach, Thomas M. 618.9289 

Acheson, Dean Gooderham. 328.73 

Adam, Adela Marion Kensington, 184 

Adams, Joey. 248.4 

Adams, Ron. 641.5 

Adler, Irving. 553.2 

Adler, Lucile. 811.54 

Adler, Richard. 384.5547 

Advanced Study Institute on Foundations of 
Quantum Mechanics and Ordered Linear 
Spaces, Marburg, 1973. 530.12 

Africa, Thomas W. 937 

Agassiz, Louis. 500.97749 

Agress, Hyman. 362.30924 

Aiken, Joan. JUV 

Altshuler, Semen Aleksandrovich. 538.3 

Alexander, Franz Gabriel. PBK 

ALI-ABA Course of Study: Environmental! 
Law—IV, San Francisco, 1974. 344.73046 

ALI-ABA Course of Study: Litigation under the 
Federal Securities Laws, Emory University 
School of Law, 1974. 346.730920 

ALL-ABA Course of Study: Modern Real Estate 
Transactions —VI, Scottsdale, Ariz., 1974, 
346.730437 

ALI-ABA Course of Study: Parctice Under the 
Proposed New Federal Rules of Evidence—Il, 
Los Angeles, 1974. 347.736 

ALI-ABA Course of Study: Qualified Plans, 
Insurance, and Professional Corporations-—III, 
Scottsdale, Ariz., 1974. 343.73052 

Alihan, Milla. PBK 

Aliki, 637 

Allen, Francis A. 364.131 

Allen, Jana. 641.66 

Alley, Cal. 917.3039 

Allingham, Margery. PBK 

Allison, R. Bruce. 329.3 

Almon, John. 658.809070 

Almond, Richard. 616.8915 

Alston, Walter Emmons. 796.3572 

Altenburg, Johann Ernst. 788.107 

Alvey, Edward. 378.755366 

American Academy of Political and Social 
Science, Philadelphia. 301.412097; 363.20973 

American Association of Community and Junior 
Colleges. 378.122 

American Enterprise Institute for Pubic Policy 
Research. 343.73075; 348.7326 

American Hospital Association. 368.420097; 

90.551 


Amin, Samir. 332.45 

Amon Carter Museum of Western Art, Fort 
Worth, Tex. 709.24 

Analytic Sciences Corporation. Technical Staff. 
519.54 

Anand, Ram Prakash. 341.55 

Andenas, Johannes. 364.6 

Anderson, Arthur B. 978.303092 

Anderson, Betty Ann. 618.20077 

Anderson, Charles H. 301; 301.08 

Anderson, David Ray. 658.403 

Anderson, Hershel M. 657 
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AUTHOR INDEX 


Anderson, James. 621.75 

Anderson, Jennifer. 796.525 

Anderson, Jervis. 323.40924 

Anderson, Richard A. 791.340924 

Anderson, Roger B. 891.78209 

Andrain, Charles F. 320 

Andreae, Christine. 133.9 

Andrews, Edward Deming. 33£.973 

Andrews, Francis Baugh. 690.09 

Andrews, John Bertram. 331.4 

Anthony, Evelyn, PBK 

Anthony, Susan Brownell. 345.730232 

Anvic, Frank. PBK 

Appelman, Hyman. 251.02 

Arabian nights. English. 398.20956 

Arbeit, Sidney R. 616.120754 

Arco Publishing Company, New York. 
363.22076 

Argall, Phyllis. 635.977 

Aristoteles. 185 

Arkansas. Supreme Court Committee on Jury 
Instructions. 374.767075 

Asch, Shalom. 891.7242 

Ashton, Helen. 820.9007 

Asimov, Isaac. PBK;,629.4 

Associated Press. 051 

Astor, Gerald M. PBK 

Athean, Louise Montague. PBK 

Atkins, Chet. 787.610924 

Atkinson, John William. 152.5 

Atkiss, Lincoln. 811.54 

Atlee, Philip. PBK 

Austen, Jane. 822.057 

Automobile Association. 647.9442 

Averroes, 1126-1198. 321.07 

Axler, Bruce H. 641.22; 641.31; 647.94; 648 

Axtell, James L. 917.3032; 917.3033 

Ayer, Harriet Hubbard. 646.72 


B 


Babbini, Barbara E. 419 

Babbitt, Lorraine. JUV 

Babbitt, Natalie. PBK 
Bachman, Fred. JUV 

Bahm, Archie J. 110 

Bailey, Jack. 334.0942 

Bailey, John Cann. 823.7 
Bailey, Leaonead Pack. 811.5409 
Bailey, Maurice. 910.45 

Bailis, Lawrence Neil. 322.44 
Baily, Leslie. 782.810924 
Bainbridge, Beryl. FIC 

Baird, Marie-Terese. FIC 
Bajpai, Avi C. 510.2462 

Baker, Jim. 629.222209 

Baker, Roscoe. 327.73 

Baker, William J. 917.303 
Balian, Lorna. JUV 

Ballenger, Dean. PBK 

Balliett, Whitney. 813.54 
Ballinger, William Sanborn. FIC 
Balme, M. G. 478.6421 
Banfield, Edward C. 301.360973 
Banks, Lynne Reid. FIC 
Barbash, Jack. 331.880973 
Barbeau, Arthur E. 940.403 
Barber, Theodore Xenophon. 615.8512 
Barclay, William. 241.52 
Barjavel, Rene. FIC 


Barnard, Julian. 729.3 

Barnes, Dallas. PBK 

Barnett, H. J. M. 616.87 

Barney, Daniel R. 333.750973 
Baron, Virginia Olsen. 895.71208 
Barr, Cathrine. JUV 

Barrett, Ethel. 222.430950 
Barrett, Judith. JUV 

Barrett, Kate Waller. 362.8 
Barrett, Stanley R. 301.423096 
Barron, Milton Leon. 301.435097 
Barton-Browne, L. 595.705 
Basil, Douglas Constantine. 658.406 
Bass, Hyman. 512.55 

Bassett, James. PBK 

Bassett, Richard. 707 

Bastide, Roger. 301.24 

Bates, D. B. 917.94044 

Batra, Raveendra N. 382.104 
Batsakis, John G. 616.99291 
Bauer, Hanna. 371.92 

Baum, Lloyd. 617.6 

Baum, Stephen J. 331.257 
'Baum, Vicki. PBK 

Baxter, William F. 301.31 
Baylor, Byrd. 299.7 


Beall, Cheryl E. 615.836 

Bean, Richard L. 629.28822 

Bearns, Robert James. 811.54 

Beasley, William G. 952 

Bechtel, Robert D. 512.13 

Beck, Dorothy Fahs. 362.60973; 362.82 

Becker, Wesley C. 649.1 

Beecham, Justin. 796.410924 

Behrens, June. 385.24; 596.052636 

Bel Geddes, Joan. 242 

Belanger, Jerome D. 636 

Bell, Elizabeth Rose. JUV 

Bellamy, Anthony J. 547.1 

Beliemore, Douglas Hamilton. 332.67 

Benchley, Nathaniel. JUV 

Benet, Sula. 301.451999 

Benham, Allen Rogers. 907.2 

Bennett, Dwight. PBK 

Bennett, Susan. 813.54 

Benton, Kenneth. FIC 

Berckman, Evelyn. FIC; PBK 

Bercovitch, Sacvan. 810.93 

Berend, Tibor Ivan. 330.947 

Berfenstam, Ragnar, 362.709485 

Berger, Melvin. 616.994 

Berger, Phil. 796.332640 

Berger, Raoul. 353.032 

Bergier, Jacques. PBK 

Bergman, Andrew. FIC 

Bergman, Ingmar. 839.7274 

Bergstrom, Louise. FIC; PBK 

Berkman, Harold W. 658.4 

Berliner, Alda. 372.13 

Bernard, Harold Wright. 371.102 

3ernfeld, Stephen R. 515.35 

Bernstein, Carl. 364.132097 

Bible. O. T. Apocrypha. 1 Esdras. English. 
Myers. 1974. 220.66 

Biddle, Sheila. 942.069092 

Biggs, Norman. 511.5 

Binder, Aaron. PBK 

Binion, Rudolph. 838.809 

Birkeland, Peter W. 631.4 

Bishop, Claire Huchet. 261.2 

Bjornson, Bjornstjerne. 839.8226 


AUGUST 31,1974 


Black, Algernon David. 301.21 

Blackmore, Jane. PBK 

Blackstock, Charity. PBK 

Blagden, David. 797.140924 

Blaine, Thomas R. 613.2 

Blair, Eulalia C. 641.83 

Blaise, Clark. FIC 

Blake, Peter. 720.924 

Blake, Vanessa. PBK 

Blatty, William Peter. PBK 

Bleck, Eugene Edmund. 617.3 

Block, Herbert. 320.973092 

Block, Jean Libman. PBK 

Blocker, H. Gene. 100 

Blondel, Jean. 320.444 

Bloodworth, Dennis. PBK 

Bloom, William. FIC 

Bluestone, Barry. 331.21 

Blumberg, Abraham S. 345.7305; 364 

Blume, Judy. JUV 

Blume, Philip. 616.07 

Blumenthal, Walter Hart. 973.33 

Boardman, John. 738.382093 

Bobker, Lee R. 791.43 

Bobrow, Leonard S. 512.02 

Bogen, Constance. 746.46 

Bolus, Jim. 798.430976 

Bonaventura, 1221-1274. 252.02 

Bonazzi, Robert. FIC 

Bond, Michael. JUV 

Boning, Richard A. 910.45 

Bonnie, Richard J. 362.293 

Bontrager, John Kenneth. 248.4 

Boolos, George. 511.3 

Boone, Louis E. 658.8 

Booth, Edwin. PBK 

Boothe, Bert E. 616.890072 

Borch, Karl Henrik. 368.00151 

Borchert, Wolfgang, 838.91408 

Borges, Jorge Luis. 863 

Bornstein, Morris, 330.947085 

Bos, Hendrious Cornelis. 332.673091 

Boston. Museum of Fine Arts. Dept. of 
American Decorative Arts and Sculpture. 
739.533097 

Bothwell, Mary de Angelis. 230.2 

Botting, Douglas. 917.29 

Bourgeault, Cynthia. 812.54 

Bourliere, Francois. 574.95 

Bova, Ben. PBK 

Bova, Benjamin. 508.1 

Bowdler, Roger. PBK 

Bowne, Eliza Southgate. 917.403309 

Boyd, Edward. FIC 

Boyd, Robin H. S. 230.0954 

Brackett, Ward. 751.4 

Bradlee, Dick. 796.342 

Brandell, Gunnar. 839.726 

Brann, Donald R. 690.89 

Brawley; Ernest. FIC 

Breckenridge, Adam Carlyle. 353.032 

Breisky, William. 362.'783092 

Brennan, John. 658.315 

Brennan, Joseph. 929.20973 

Brennan, Neil Francis. 823.912 

Brennecke, John H. 150 

Brent, Madeleine. FIC 

Brent, R. Spencer. 796.3422 

Brent, Ruth H. 641.568 

Bresler, Boris. 624.1834 Fs 

Breton, Albert. 336.001 

Brett-James, Antony, 1920. 809.03 

Brewer, John Michael. 574.192028 

Bright, D. E. 595.79 


Bristol Symposium on Remote Sensing, 1972. 
0.28 


Britchky, Seymour. 647.957471 
Broce, Thomas E. 060.25766 
Brock, Dewey Heyward. 016.8223 
Brock, Stuart. FIC 

Brodrick, Alan Houghton. 915.97033 
Bromley, John Selwyn. 016.914 
Brooks, Douglas. 823.03 

Brooks, Geraldine. 920.72 
Brooks, Karen. 641.5636 

Brooks, William Dean. 808.5 
Brophy, Brigid. FIC 

Brophy, Elizabeth Bergen. 823.6 
Brown, Anthony. 368.012065 
Brown, Bernard Edward. 301.633209 
Brown, Billye Walker. 551.22 
Brown, Carter. FBK 

Brown, Dee. PBK 

Brown, Douglas M. 330.973092 
Brown, Hilton. 828.809 

Brown, Ivor John Camegie. 422 
Brown, Joe David. PBK 


Brown, John. 621.38 . 

Brown, Kenneth Douglas. 322.20942 
Brown, Norman Oliver. 823.912 
Brown, Peter Lancaster. 523.6 
Brown, Re Mona. 372.13 

Brown, Seyom. 327 

Brownlee, W. Elliot. 330. 973 
Bruccoli, Matthew Joseph. 813.52 - 
Brumbaugh, Thomas B. 917.68035 
Brunner, John. PBK 

Bryant, Melville I. 917.55423 

Bryn Mawr College. Class of 1907. 361.924 
Buchanan, William. 320.0151 
Budak, Aram. 621.3192 

Buhler, Charlotte Malachowski. 155.422 
Bullard, John R. 621.38 

Buni, Andrew. 070.50924 

Bunting, Anne Eve. JUV 

Burnett, Frances Hodgson. JUV 
Burnett, Jacquetta H. 016.370193 
Burnette, Robert. PBK 

Burns, Cecil Delisle. 913.3803 
Burns, Robert. 821.6 

Burns, Walter Noble. PBK 
Burroughs, Edgar Rice. PBK 
Burrow, Thomas. 491.25 

Butler, David E. 320.99406 

Butler, Robert L. 745.51 

Butler, Stuart Thomas. 550 
Butterworth, F. Edward. 301.32996 
Buxton, Clyne W. 236.3 

Buxton, Ralph. 599.74447 

Byers, David M. 016.301350 

Byers, Horace Robert. 551.5 


C 


Cable, George Washington. 813.4 
Cabot, Isabel. PBK 

Caidin, Martin. FIC 

Caldwell, Erskine. PBK 

Caldwell, J. Alexander. 338.915930 
Calhoun, Donald Gilmore. FIC 
California. 345.794002 

Calne, Roy Yorke. 617.95 
Campbell, David P. 371.264 
Campbell, Hugh G. 510 

Canady, Cara. PBK 

Canary, Glen. PBK 

Capa, Cornell. 779.991569 
Caporaso, James A. 320.94055 
Carden, Maren Lockwood. 301.412097 
Carey, R. J. P. 028.7 

Carico, Charles C. 515.25 

Carlson, Natalie Savage. JUV 
Carman, John B. 294.521109 
Carmichael, Calum M. 222.15066 
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Chariton. 883.01 

Charles Dickens and appropriate language. 
823.8 

Charles Dickens’ Sketches by Boz. 823.8 

Charles M. Russell. 709.24 

Charleston knife’s back in town (Dennis) PBK 

Chemical separations and measurements. 545 

Chemical thermodynamics, 541.369 

Chemistry and man’s environment. 540 

Chemistry for the modern mind. 540 

Chemistry in non-aqueous solvents. 541.3423 

Chemistry; molecules that matter. 540 

Chemistry of synaptic transmission, essays and 
sources. 612.814 

Cherokee ethnohistory. 970.3 

Cheshire 1630-1660. 320.942710 

Chez Joey. 081 

Chicorel index to abstracting and indexing 
services. 016.05 

Child and adolescent psychiatry, sociocultural 
and community psychiatry. 616.89008 

Child health care in rural areas. 613.043209 

Child psychiatry. 618.9289 

Child without tomorrow. 618.92891 

Childbearing family. 618.20077 

Childhood and movement (Jordan) BL 

Children are the revolution. 362.71 

Children, celebrate! 268.7 

Children of the wind. 812.54 

Children’s art judgment. 372.5044 

Children's experience with death. 155.937 

Children’s literary almanac. 809.89282 

Children’s literature handbook. 809.89282 

Child’s garden of grass (the official handbook for 
marijuana users) 613.83 

Chilean universities; problems of autonomy and 
dependence. 378.83 

China day by day. 915.1 

China lobby in American politics. 327.73051 

Chinese and Western guide to better health and 
longer life. 613 

Chinese cooking for beginners. 641.5951 

Chinese eyes (Waybill) JUV 

Chlorpromazine in psychiatry. 616,8918 

Chocolate war (Cormier) JUV 

Chopin’s letters. 786.10924 

Christianity and culture. 230.1908 

Chronicle of Ernoul and the Continuations of 
William of Tyre. 940.18 

Church and I. 282.0924 

Church in the New Testament. 225.8262 

Church of the Holy Sepulchre in Jerusalem. 
726.509569 

Church—who needs it? 264 

Circles, triangles, and squares. 516.22 

Citizen looks at Congress, 328.73 

City. 711.40937 

City and peasant. 508.1 

City life; writing from experience. 808.04275 

City police (Rubinstein, Jonathan,) PBK 

Civil procedure, cases and materials. 347.735 

Clash of titans. 327.7306 

Classic of tea. 641.337209 

Classical economics reconsidered. 330.153 

Classification of consumer goods. 381.3 

Classroom psychology. 371.102 

Claverse affair (Vermandel) FIC 

Clay-dough, play-dough. 745.5 

Clay in the hands of the potter. 738.309747 

Climates of North America. 551.608 

Clinical diagnosis by laboratory methods. 
616.0756 

Clinical pharmacology in nursing. 615.102461 

Clinical studies of complement. 599.029 

Clio and Mr. Croce. 907.2 

Closing time. 823.912 

Coaching the female athlete. 796.0194 

Coal. 553.2 

Code arrest: a heart stops. 616.12 

Cognitive sociology: language and meaning in 
social interaction. 301.21 

Collected stories of Bertrand Russell. 823.912 

Collecting stamps. 769.56075 

Collector's guide to dollhouses and dollhouse 
miniatures. 745.5923 

College algebra. 512.9 

College algebra and trigonometry. 512.13 

College teaching: improvement by degrees. 

78.12 


College trigonometry. 516.24 

Colloquial Vietnamese. 495.922 

Colonial legacy. 973.3 

Colonial parson of New England. 253.0974 
Come away (Livingston) JUV 

Come easy-go easy (Chase) PBK 

Come into my parlor. 301.415409 

Come visit me (Peterson) JUV 
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Come with me to Greece. 914.95 

Comets, meteorites, and men. 523.6 

Coramander Prince, U.S.N (Bassett) PBK 

Commentary on De Grammatico. 311.3 

Commission findings. 343.73025 

Common Market. 338.9142 

Common sense in child rearing. 649.1 

Common themes in administrative concepts and 
practices. 371.2 

Commonweal and American Catholicism: the 
magazine, the movement, the meaning. 051 

Communication networks for computers. 
621.381953 

Communication to my friends. 823.8 

Communist and co-operative colonies. 335.9 

Community and occupation. 301.55 

Community: approaches and applications. 
301.3408 

Companion to Victorian literature. 820.9008 

Comparative politics today. 320.3 

Compass land surveying. 526.92 

Compensation. 658.322 

Complete book of salads (Marton) PBK 

Complete guide to successful business 
negotiation. 658.4 

Complete guide to watercolor painting. 751.422 

Composer's voice. 780.1 

Computability and logic. 511.3 

Computer-aided design. BL 

Computers and programming. 001.6424 

Conceptions of social life. 301.1 

Concepts and applications of finite element 
analysis. 624.171 

Conceptual foundations of business. 658.4 

Concise Cambodian-English dictionary. 495.93 

Concise Russian review grammar with exercises. 
491.75 

Confederated Ute Indian lands. 970.3 

Conference on displays, 7-10 September, 1971 
{Conference on Displays, University of 
Technology, Loughborough, 1971.) BL 

Confessions and criticisms. 810.9 

“Confessions of a little old lady in tennis 
shoes!” 811.54 

Conflict in man-made environment. 301.63 

Cong kiss (Montague) PBK 

Congress of Women. 301.412 

Connoisseur (Connell) FIC 

Conscious communicator. 658.315 

Conservation in practice. 333.72 

Conservative party, 1918-1970. 329.942 

Constitution and American education. 344.7307 

Constitutional grounds for Presidential 
impeachment. 342.73062 

Constructing model buildings. 720.184 

oes methods for elliptic equations. 

10.8 

Consumer behavior. 658.834 

Consumer behavior: theory and practice. 
658.834 

Consumer product development. 658.83 

Consumerism, Federal grants, and you. 658.152 

Contemporary contrabass. 787.41 

Contemporary marketing. 658.& 

Contemporary problems in personnel: readings 
for the seventies. 658.3 

Contemporary reflections on the medieval 
Christian tradition. 209.02 

Contemporary trends in studies on the 
Constitutions of the Society of Jesus: 
annotated bibliographical orientations. 
016.255530 

Continuing Spanish. 468.2421 

Continuity in crisis. 378.73 

Continuum. 813.0876 

Control: the basis of social order. 301 

Conversation with a world voyager. 910.41 

Conversations with a corpse (Dennis) FIC 

Cook in the kitchen. 641.503 

Corn: its origin, evolution, and improvement. 
633.15 

Corporate etiquette (Alihan) PBK 

Corrections in the community: alternatives to 
imprisonment. 364.608 

Correspondant and the founding of the French 
Third Republic. 944.08 

Corrupt real estate tax-assessing methods 
exposed and corrected with the establishment 
of 100% ratio. 336.220974 

Corsica: portrait of a granite island. 914.494504 

Corsican (Ballinger) FIC 

Cosell (Cosell) PBK 

Cosmochemistry. 540.8 

Cost accounting; accounting data for 
management's decisions. 657.42 

Cotton-Wooleena (Housman) JUV 

Count Julian {Goytisolo} FIC 


AMERICAN BOOK PUBLISHING RECORD ` 


Counted thread embroidery. 746.44 

Counterrevolution. 972.03 

Country bunny and the litle gold shoes, as told 
to Jenifer (Heyward) JUV 

Country crafts today. 745.50942 

Country editor: influence of a weekly 
newspaper. 070.40924 

Country gentleman. 787.610924 

Country journal. 917.461034 

Course in probability theory. 519.2 

Cousins and circuses (Sypher) JUV 

Cowboy and the Cossack (Huffaker) PBK 

Crack in space (Dick) PBK 

Craftsman's survival manual: making a full- or 
part-time living from your crafts. 658.917455 

Craig and the jaguar (Benton) FIC 

Crazy ladies (Elbert) PBK 

Creative crewel embroidery. 746.44 

Creative watercolor techniques. 751.422 

Crime prevention. 363.232 

Crimes of politics. 364.131 

Criminal justice. 345.7305 

Criminal law and court procedures, 345.7305 

Criminal law; theory and process. 345.7305 

Criminology tomorrow; to prevention and 
rehabilitation from penology and corrections. 
364.973 

Critical issues in educational psychology. 
370.15 

Critical stability constants. 541.392 

Crossroads of time (Norton) PBK 

Crosswords for the connoisseur. 793.732 

Cruel and unusual. 345.73077 

Cultural history from the Vayu Purana. 915.403 

Culture of marine invertebrate animals. 639.4 

Cup and saucer chemistry. 540.28 

Current perspectives on criminal behavior, 364 

Current problems in Federal civil practice. 
347.735 

Current topics in developmental biology. 547.3 

Cutting edge: social movements and social 
change in America. 301.242097 

Cybernetics of the sacred. 170.202 


D 


Dakota Territory (Steelman) PBK 

Dames and daughters of colonia! days. 920,72 

Damnation of Theron Ware. 813.4 

Damned inheritance. 327.47052 

Dance therapy; narrative case histories of 
therapy sessions with six patients. 616.89165 

Dancers & lovers, a novel (Wolfson) PBK 

Dancing in the dark. 782.810924 

Dangerous place; the United Nations as a 
weapon in world politics, 341.23 

Dante Gabriel Rossetti. 759.2 

Dark number (Boyd) FIC 

Darkening green. 070.40924 

Date with a dead man (Halliday) PBK 

David Friedrich Strauss and his place in modern 
thought. 230.0924 

David Jayne Hill and the problem of world 
peace. 327.20924 

David’s windows (Low) JUV 

Day of the cowboy. 917.8032 

De Quincey as literary critic. 820.9 

De Soto, explorer of the Southeast. 973.160924 

Deadly doctor (Jason) PBK 

Dear Ellen. 289.30922 

Dear Judi. 651.961775 

Death out of season (Litvinoff) FIC 

Decision making—a look at the process. 
658.403 

Decision tables. 001.642 

Decline and fall of the American dollar (Segal) 
PBK 

Decorative tradition. 729.3 

Decoupage, simple and sophisticated. 745.54 

Deep Kill (Da Cruz) PBK 

Deep range (Clarke) PBK 

Deflections of concrete structures. 624.1834 

Degenerate poems. 811.54 

Dehydration of fruits and vegetables. 
664.840272 

Delano in America & other early poems. 
811.54 

Delicious diet cookbook. 641.563 

Democracy under pressure. 320.473 

Democratic despot. 944.070924 

Democrats and Progressives. 329.023730 

Democrats in exile, 1968-1972. 329.3 

Demons, devils, and djinn. 133.42 

Denmark and the United Nations. 341.23489 
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Dennis the menace; little pip-squeak (Ketcham) 

BK 

Dermatology continuing education review. 
616.50076 

Dervish. 962.403 

Design in crafts. 745.5 

Design of logical machines. 621.381952 

Designated heir (Kumin) FIC 

Desire Island (Tabori) PBK 

Desired (Brown) PBK 

Destiny’s darlings. 796.357092 

Deterministic threshold models in the theory of 
epidemics. 614.40184 

Developing classroom tests. 371.271 

Developing organization. 658.4 

Development of adaptive intelligence. 153.9 

Development of the monetary sector, prediction 
and policy analysis in the FRB-MIT-Penn 
model. 332.46 

Developmental psychopathology. 618.9289 

Devil of Aske (Hill) PBK 

Devil’s house (Tremonte) PBK 

Diagnosis and early management of trauma 
emergencies. 617.14 

Diagnosis and management of peripheral arterial 
occlusive disease. 617.008 

Diamond hunters (Smith) PBK 

Diary of Captain Thomas Rodney, 1776-1777. 
973.332 

Dickens and his age. 823.8 

Dickens’ London. 823.8 

Dictionary of American biography, including 
men of the time. 920.073 

Dictionary of Chinese mythology. 299.51 

Dictionary of international biography. 920.02 

Dictionary of useful and everyday plants and 
their common names. 581.03 

Different strokes (Wells) PBK 

Differential calculus in topological spaces. 510.8 

Differential diagnosis of the electrocardiogram. 
616.120754 

Differential games. 510.8 

Digest of business law. 346.7307 

Digest of papers: computer peripherals, CPU -- 
benefactor or bottleneck? 621.381953 

Digging up Jerusalem. 913.33 

Dilemmas of growth in prewar Japan. 
309.15203 

Dimensions of American education. 370.973 

Dimensions of British Radicalism. 320.942081 

Dimensions of the future: alternatives for 
tomorrow. 808.04275 

Dingdong (Maling) FIC 

Dinner, 650 Warburton Avenue, Yonkers. 
811.54 

Dinosaur time. 568.19 

Dionysian art and Populist politics in Austria. 
914.36034 

Diplomat. 341.33 

Directory of associations in Canada. 061.1 

Directory of Oklahoma foundations. 060.25766 

Directory of summer jobs. 331.128 

Disaster in the desert. 361.550966 

Discovering form and texture. 701.8 

Discrete mathematics: applied algebra for 
computer and information science. 512.02 

Disease and social behavior. 362.104220 

Diseases of fish. 597.5042 

Divided society. 301.450973 

Divorced—and Christian, 248.84 

Doctor and the athlete. 617.1027 

Dr. Hip’s natural food & unnatural acts. 613.95 

Dr. Mary Walker. 610.924 

Doing & deserving. 170 

Domingo. 808.81047 

Dominica. 917.29841 

Don Fernando. 910.410924 

Donnelley SEC handbook. 346.73092 

Don’t give up Charlie Brown (Schulz) PBK 

Don't go into the woods today (Disney) FIC 

Dorland’s illustrated medical dictionary. 610.3 

Double-Cross Ranch (Brock) FIC 

Double double (Yglesias) FIC 7 

Double sin and other stories (Christie) PBK 

Douglas Hyde. 941.590924 

Dramatic use of bawdy in Shakespeare. 822.33 

Dreams; your magic mirror (Sechrist) PBK 

Dress-reform. 613.482 

Drink the red morning. 811.54 

Drugs and athletic performance. 615.7 

Drums of Dracula (Lory) PBK 

Dryden. 821.4 

Duck of Billingsgate Market (Ziner) JUV 

Dunkers. 286.5 

Duration of unemployment benefits. 
368.440097 

Dying and dignity. 362.1 


Dylan Thomas. 016.821912 
Dynamic chemistry. 540.8 
Dynamics of ascent. 330.973 


E 


Early Asimov (Asimov) PBK 

Early chamber music. 785.7 

Early child care in Sweden. 362.709485 

Early Scotland. 941.01 

Earth science and the environment. 550 

East African vegetation. 581.509676 

Easy guide to everyday Chinese. 495.182421 

Ecol. 301.31 

Ecology, environment, and education. 574.507 

Economic analysis. 338.521 

Economic basis of protection, 382.73 

Economic development in East-Central Europe 
in the 19th and 20th centuries. 330.947 

Economic development of Bangladesh within a 
socialist framework. 338.095492 

Economic development of French Indo-China. 
330.959 

Economic systems and society. 330.1 

Economic theory of representative government. 
336.001 

Economics: concepts, applications, analysis. 330 

Economics of charity. 338.476156 

Economics of oil production. 338.27282 

Economics of property rights. 333.323 

Economics of the transportation firm. 
380.50973 

Economy of high wages. 331.2973 

Edgar Allan Poe. 016.818309 

Edge of the land (Lawrence) PBK 

Edouard Herriot, patriarch of the Republic. 
944.08 1092 

EDP: controls and auditing. 657.450285 

Educability, schools, and ideology. 370.193 

Education: a beginning. 370.973 

Education in the United States. 370.973 

Education of everychild. 370.112 

Education, the social system, and development. 
370.19 

Education, unemployment, and economic 
growth. 331.126 

Educational gymnastics (London County 
Council.) BL 

Educational opportunity for all: new staff for 
new students. 378.122 

Educational situation & other essays on 
education. 370.1 

Edwin Arlington Robinson. 811.52 

Effective teaching methods for autistic children. 

71.92 

Effects of temperature on ectothermic 
organisms: ecological implications and 
mechanisms of compensation. 591.1916 

Egon Ronay’s 1974 in Britain. 914.20485 

1872 documents compiled and annotated. 
016.9159 

Eighteenth century inventions. 609.033 

Einstein and the generations of science. 530.1 

El Greco puzzle (Murphy) FIC 

Elastic constants and their measurement. 
620.11232 

Elder Seneca declamations. 080 

Electrical and electronic equipment for yachts. 
623.85 

Electrical indicating instruments. 621.374 

Electron paramagnetic resonance in compounds 
of transition elements. 538.3 

Electronic box office: humanities and arts on the 
cable. 384.5547 

Electronic circuits and applications. 621.381 

Electrons in fluids. 546.7112 i 

Elementary functions. 512.13 

Elementary organic chemistry. 547 

Elements of chemistry. 540 

Elements of combinatory logic. 511.3 

Elements of data processing. 001.64 

Elements of environmental health. 614.7 

Elements of film. 791.43 

Elements of political economy. 330 

Elements of probability and statistics. 519.2 

Elites and power in British society. 301.4492 

Elizabeth Cary Agassiz. 378.7444 

Elizabeth: the life and career of Elizabeth 
Taylor. 791.430280 

Ellen. 362.196994 

Embryology review; 1,141 multiple choice 
questions and referenced answers. 612.640076 

Eminent and heroic women of America. 
920.720973 

Empire builders. 913.393 
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Employment in an underdeveloped area. 
331.109729 

Emulsions and emulsion technology. 
660.284292 

Encounters. 428.6 

Encyclopaedia of Australia. 919.4003 

Encyclopaedia of psychic science. 133.903 

Encyclopaedic dictionary of management and 
manufacturing terms. 658.4003 

Encyclopedia of industrial chemical analysis. 
543.003 

Encyclopedic dictionary of American history 
(Hurwitz) PBK 

Endocrine glands. 616.4 

Endodontic practice. 617.634 

Enemies within (Lewin) FIC 

Energy crisis; danger and opportunity. 
333.70973 

Energy, Europe and the 1980’s. BL 

Energy production and consumption in the 
paper industry. 016.67623 

Energy: sources, use, and role in human affairs. 
621 

Energy: the new era. 333.7 

Engineering construction contracting. 620 

Engineering mathematics. 510.2462 

Engineering mechanics: statics. 620.103 

English law. 340.0942 

English song; Dowland to Purcell. 784.0942 

Environment and man. 301.31 

Environment and pollutions: sources, health 
effects, monitoring and control. 628.5 

Environmental challenge. 301.31 

Environmental chemistry in the secondary 
school. 540 

Environmental economics. 333.7 

Environmental health and safety. 614.793 

Environmental impact statements: effects on 
program implementation. 344.73046 

Environmental remote sensing: applications and 
achievements. 550.28 

Enzymology in the practice of laboratory 
medicine. 616.07 

Era of German expressionism. 830.900912 

Eragrostis pectinacea-pilosa complex in North 
and Central America (Gramineae: 
Eragrostoideae) 584.93 

Eric Dolphy. 788.00924 

Escape from Singapore, 1942. 940.5426 

Escape of the Giant Hogstalk (Holman) JUV 

Escape of the Goeben. 940.454 

Essay on an introduction to the heroic and 
musical trumpeters’ and kettledrummers’ art. 
788.107 

Essays in anti-labour history. 322.20942 

Essays in economic theory. 330.1 

Essays in European economic history, 1500- 
1800. 330.9402 

Essays on longevity (Kahn, Samuel) 362.6 

Essays on the American West, 1972-1973. 
917.9 

Essays on the reconstruction of medieval 
history. 914.031 

Essential invertebrate zoology. 592 

Essentials of comparative government. 320.3 

Essentials of economic integration. 382.9143 

Essentials of investing. 332.678 

Essentials of mechanics. 620.1 

Essentials of psychiatric nursing. 610.7368 

Estate & gift tax. 343.73053 

Ethnomethodology; selected readings. 301 

Ethological studies of child behaviour. 155.418 

Euclidean and non-Euclidian geometries, 
516.009 

European directory of economic and corporate 
planning, 1973-74. 309.212025 

Evaluation: a practical guide for teachers. 
371.27 

Evangelical’s guidebook to the Holy Land. 
915.694045 

Evil in the morning of the world. 301.295986 

Evolution and design in the plant kingdom. 
581.38 

Evolution and revolution. 301.6333 

Evolution & revolution in Africa. 309.16 

Evolution in the microbial world. 576.08 

Evolution of the nervous system. 596.0188 

Executive privilege. 353.032 

Executive self-development; real learning in real 
situations. 658.407124 

Executive's guide to forecasting. 658.403 

Exorcism (Natas) PBK 

Experience of politics: you and American 
Government. 320.473 

Experiment as a social occasion. 300.72 

Experimental analysis of insect behaviour. 
595.705 
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EXPERIMENTAL ELECTROCHEMISTRY FOR CHEMISTS. 


Experimental electrochemistry for chemists. 
541.37 

Experimental techniques in biochemistry. 
574.192028 

Exploring New England shores. 574.90946 

Exploring the arts with children. 372.5044 

Exponential and logarithmic functions. 515.25 

Expository preaching. 251.01 

Extraterrestrial visitations from prehistoric times 
to the present (Bergier) PBK 

Extreme remedies (Hejinian) FIC 

Extreme unctions and other last rites (Bonazzi) 
FIC 


Exxon Travel Club illustrated Mexico vacation 
guide. 917.20482 


F 


Face of trespass (Rendell) FIC 

Facts and models in hearing. 612.85 

Failure of a dream? 335.00973 

Fair-weather flying. 629.13252 

Fairey aircraft since 1915, 629.13334 

Faith, hope and hilarity (Van Dyke) PBK 

Family circle’s great desserts. 641.86 

Family games America plays. 793 

Family in various cultures. 301.42 

Fantasy encounter games. 158.2 

Far Eastern crisis. 951.804 

Far side of paradise (Mizener) PBK 

Fashion sewing for everyone. 646.4304 

Feast on a diabetic diet (Gibbons) PBK 

Feast on a diabetic diet (Gibbons) PBK 

Federal service entrance examinations. 353.003 

Felt toymaking: advanced techniques. 745.5922 

Female & male: socialization, social roles, and 
social structure. 301.41 

Field days. 811.4 

Fielding’s guide to traveling with children in 
Europe. 914.0455 

Fielding’s low-cost Europe. 914,0455 

Fifteenth-century English translations of Alain 
Chartier’s Le traite de l’esperance and Le 
quadrilogue invectif. 082 

Fighting Indians of the West (Brown) PBK 

File clerk: Federal, State, municipal. 
651.374307 

Film design. 791.43025 

Film theory and criticism. 791.4301 

Financial management of health institutions. 
658.15932 

Financial planning. 332.024 

Finite mathematics. 510 

Finney, and Miller’s Principles of accounting. 

Fire brain (Faust) PBK 

Fireball assignment (Sugar) PBK 

First air race. 797.520944 

First Fostoria price watch. 748.291541 

First year of life. 155.422 

Firstfruits (Michener) PBK 

Fiscal responsibility. 339.52 

Fishin’ around, 799.10924 

Fistful of sun (Munson) JUV 

Five for sorrow, ten for joy. 242.742 

Focus on film and theatre. 791.43 

Fodor’s Soviet Union 1974-75. 914.70485 

Fogo Island. 917.18 

Folklore of the British Isles. 398.042094 

Folktales of Provence. 398.042094 

For love of two men (Johnson) PBK 

For people who make love (Secondi) PBK 

For richer, for poorer, till death (McGerr) PBK 

Foreground of Leaves of grass. 811.3 

Foreign-language study; perspective and 
prospect. 407 

Foreign medical graduates in America. 331.62 

Foreign trade policy. 382:0973 

Foreign trade prices in the Counci! for Mutual 
Economic Assistance. 382.0947 

Forget-about-meat cookbook. 641.5636 

Forging of the American empire. 327.73 

Formal philosophy; selected papers of Richard 
Montague. 191 

Fort Dix stockade. 355.129509 

Foundation of the Cape. 968.7 

Foundations of behavioral science research in 
organizations. 658.3 

Foundations of quantum mechanics and ordered 
linear spaces. 530.12 

Four Johns (Queen) PBK 

France. 301.157094 

Francis of Assisi. 271.3024 

Frankenstein. 823.7 

Franz Kafka. 833.912 


1234 


Frau Lou. 838.809 

Free the child in you. 248.4 

Freedom and development. 967.804092 
Freedom in faith. 227.4066 

Freud. 150.195208 

From Cortes to Castro. 980 

From human sentience to drama. 801.9 
From reverence to rape. 791.430909 


From school to college: articulation and transfer. 


378.1058 

From sea to sea. 386.480944 

From seed to jack-o’-lantern. 635.62 

Frontier feud (Faust) FIC 

Fuel additives. 665.538 

”fuero militar” in New Spain, 1764-1800. 
355.133097 

Fuliness of life. 191 

Fundamental Irish history from earliest days. 
941.5 

Fundamentals of bacteriology and mycology. 
616.01 

Fundamentals of mobile coronary care. 
616.12025 

Fundamentals of psychology. 150 

Further adventures of Captain Gregory 
Dangerfield (Lloyd) FIC 

Fury on skates (Honig) JUV 

Future city (Elwood) PBK 

Future evolution of man. 128 

Future present. 264 


G 


Gage (Chacko) FIC 

Gallows ghost and the long wire (Cord) PBK 

Game free. 158.2 

Game of shadows (Ruuth) PBK 

Gandhi, my refrain. 320.95404 

Gangs and gangsters (Messick) PBK 

GASP IV simulation language. 001.6424 

Gay science. 193 

Gene expression. 575.21 

General meteorology. 551.5 

Generals; making it, military style. 355.330973 

Generation to generation. 200.1 

Genetic polymorphisms and diseases in man. 
616.042 

Genetic responsibility: on choosing our 
children’s genes. 301.243 

Genetic structure of populations. 575.1 

Geography of the flowering plants. 582.1309 

Geometrical and physical optics. 535 

Geometrical study of the elementary 
catastrophes. 510.8 

Georg Philipp Telemann. 780.924 

George Borrow. 828.409 

George Eliot and her times, 8238 

German nation and Martin Luther. 943.03 

German tradition in philosophy. 193 

Gertrude Kloppenberg I! (Hooker) JUV 

Get out and get under. 629.222209 

Getting a job. 331,128 

Getting there (Bloom) FIC 

Getting to Sesame Street: origins of the 
Children’s Television Workshop. 791.457 

Ghost of the Java coast. 940.5425 

Giants in the wings (Bergstrom) FIC 

Giants, indeed! (Kahl) JUV 

Gideon’s band. 813.4 

Gift ideas for elementary art. 745.5 

Gift of power. 248.482 

Gift tax. 343.73053 

Gilbert and Sullivan; their lives.and times. 
782.810924 

Gilberto Freyre reader. 918.1036 

sa de cried flowers, and other tales (Yolen) 


Girl with the key (Simmons) PBE 

Girls in advertising (West) PBK 

Girl’s life eighty years ago. 917.433309 
Girls on city streets. 364.153 

Give warning to the world (Brunner) PBK 
Glimpses of the beyond. 133.9013 

Global marine attributes. 333.964 

Global tectonics and earthquake risk. 551.22 
Go. 794 

God bit. 248.4 

God guides us. 230.2 

God invented sex. 361.418 

God is with us. 230.673 

Gods, goddesses, and myths of creation. 291.2 
Goethe. 831.6 

Golden age of steam. 625.18 

Golden book of words. 428.1 

Golden oldies. 016.789912 
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Goldsmith’s wife (Hibbert) FIC 

Golf: a beginner’s guide. 796.3523 

Golf made easy. 796.3523 

Good housekeeping guide to fixing things 
around the house. 643.7 

Goodbye, hello (Welber) JUV 

Gospel according to Norton. 818.5407 

Gospel that has saved 16,000 souls. 243 

Government and administration in Communist 
China. 320.95105 

Government and the land. 333.70942 

Government of France. 320.444 

Grace H. Dodge: her life and work. 301.412092 

Graffiti gambit (Wingard) PBK 

Grand inquest. 328.730745 

Granite lady; poems. 811.54 

Graphic design in educational television. 
371.33589 

Gray as a literary critic. 821.6 

Great American nude. 704.9421 

Great Britain. 942 

Great disclosure of spiritual wickedness!! in high 
places. 346.73013 

Great meatless meals (Lappe) PBK 

Great people of the Bible and how they lived. 
220.92 

Great wok cookbook. 641.5951 

Greatest quiz book ever. 793.73 

Greek ideals. 913.3803 

Greek pastoral poetry. 884.0108 

Green grass and white milk. 637 

Greenhorn marshal (Leighton) PBK 

Greenwitch (Cooper) JUV 

Greta Garbo (Corliss) PBK 

Grievances of military coup-makers. 322.42 

Grimble and Grimble at Christmas (Freud) JUV 

Grocery store botany. 581.028 

Group counseling and therapy techniques in 
special settings. 616.8915 

Group relations. 362.210973 

Group theory in non-linear problems. 530.15 

Groups within organizations: applications of 
social psychology to organizational behaviour. 
301.185 

Growler. 621.314 

Growth of political stability in England 1675- 
1725. 320.942 

Guard-patrolman: Federal protective officer. 
363.232 

Guardians of the hearth. 610.922 

Guarneri: story of a genius. 813.54 

Guidance: foundations, principles, and 
techniques. 371.4 

Guide book to the marine fishes of Rhode 
Island. 597.09745 

Guide for Old Testament study. 221.95 

Guide to addiction and its treatment. 362.29 

Guide to horoscope interpretation. 133,54 

Suide to Japanese flower arrangement. 
745.92252 

‘Buide to psychiatric diagnosis and 
understanding for the helping professions. 
616.89075 

Suillaume d'Orange: four twelfth-century epics. 
841.1 

‘Sullibles travels. 814.54 

{Sun for Tom Fallon (Raine) PBK 

‘Sun hand (O'Rourke) PBK 

Gun owner’s book of care, repair, and 
improvement. 683.403 

Gunfight at Laramie (Hoffman) PBK 

Guns at sea. 359.8209 

Gunsong at twilight (Cody) PBK 

Gustav Mahler. 927.8 

Gwen, in green (Zachary) PBK 

Gyana yoga. 181.45 


H 


Habitat guide to birding. 598.207309 

Haida songs., 497.4 

Haiku gathering. 811.54 

Hamlet and Orestes. 822.33 

Hand in radiologic diagnosis. 617.575075 

Eandbook for the laryngectomee. 617.53301 

Eandbook of industrial chemistry. 660 

Eandbook of the Cesnola Collection of 
antiquities from Cyprus. 709.393707 

Eandbook of verbal group exercises. 361.4 

Eandbook of wrestling terms and holds. 
796.812 

Handbook on the primary identification of 
revolvers and semiautomatic pistols. 363.33 

Hang in at the plate (Bachman) JUV 

Hang in there, Trudy (Marcus) PBK 
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Hang-ups (Marks) PBK 

Hank Aaron (Musick) PBK 

Hans Brinker (Dodge) JUV 

Happy lion’s rabbits (Fatio) JUV 

Harriet Hubbard Ayer’s book. 646.72 

Haunted monastery (Van Gulik) PBK 

Hawks of Arcturus (Snyder) PBK 

Hazard unlimited. 368.012065 

Healing community. 616.8915 

Heart doctors’ heart book. 616.12 

Heaven on earth. 289.3 

Heavy horse. 636.150942 

Hebrew Christianity. 261.2 

Hell’s Edge (Townsend) JUV 

Help thou mine unbelief. 248.2 

Hemingway in Spain. 813.52 

Henry W. Longfellow and Montecassino, his 
Rhode Island friendship, his birthplace. 811.3 

Herb gardens of delight. 635.7 

Herblock’s state of the Union. 320.973092 

Here lies our sovereign Lord (Plaidy) PBK 

Hey fella, would you mind holding this piano a 
moment. 811.54 

Hide or seek. 649.1019 

Hieroglyphs for fun. 417.7 

High crimes and misdemeanors. 353.036 

High crystal (Caidin) FIC 

Highway location reference methods. 625.794 

Hijacking Manhattan (Derrick) PBK 

Hilbert space problem book. 515.73 

His eminence, death (Quinn) PBK 

His way out. 222.1207 

Histology. 611.018 

Historic doubts on the life and reign of King 
Richard the Third. 942.046092 

Historical catastrophes: earthquakes. 551.22 

History of advertising from the earliest times. 
659.109 

History of childhood. 301. 431409 

History of England. 942 

History of English. 420.9 

History of French Louisiana. 976.3 

History of marriage and the family. 301.4209 

History of Mary Washington College; 1908- 
1972. 378.755366 

History of Orange County, Virginia. 
917.553720 

History of psychiatry (Alexander) PBK 

History of the judiciary of Massachusetts. 
347.744009 

History of the labor movement in California. 
331.880979 

History of the revenues of the kings of England, 
1066-1399. 336.42 

History of the working classes in Scotland. 
331.0941 

History of women in trade unions. 331.4 

Hofstadter aegis. 917.303 

Hog farm and friends. 301.4494 

Holiday studies of Wordsworth by rivers, woods, 
and alps. 828.707 

Hollow hills (Stewart) PBK 

Holocaust. 940.531503 

Holography; expanded and revised from the 
French edition. 535.4 

Holy Spirit and contemporary man. 231.3 

Home is north. 811.54 

Home owner handbook of concrete and 
masonry. 693 

Home owner handbook of electrical repairs. 644 

Home owner handbook of plumbing and heating. 
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Home to the valley (Hale) FIC 

Homesteader’s handbook to raising small 
livestock. 636 

Honorary consul (Greene) FIC 

Hoosier school-master. 813.4 

Hospital engineering handbook. 690.551 

Hotel Nirvana; selected poems, 1953-1973. 
811.54 

House of David. 222.409 

How Catholics look at Jews. 261.2 

How I would pitch to Babe Ruth. 796.357092 

How many miles to Babylon? (Johnston) FIC 

How not to pay your debts. 346.42077 

How safe is safe? 614.3 

How the rhinoceros got his skin (Kipling) JUV 

How to become a college president. 378.112023 

How to build a walk-in or window greenhouse. 
690.89 

How to build and buy cabinets for the modern 
kitchen. 684.16 

How to conduct a client follow-up study. 
362.82 


How to cut costs and improve service of your 
telephone, telex, TWX, and other 
telecommunications. 651.7 

How to double your vocabulary. 428.1 

How to eat cheap but good (Kowalski) PBK 

How to get into law school. 340.071173 

How to get that job. 331.128 

How to get to Europe and have a wonderful 
time. 914.455 

How to get your share of the billion dollar 
marketplace quickly! 658.8 

How to know and be your self forever. 
248.4895 

How to meditate. 248.3 

How to plan your super 8 mm. movies. 778.53 

How to reap riches from raw land: guide to 
profitable real estate speculation. 332.6324 

How to solve crossword puzzles. 793.732 

How to teach reading. 801.95 

Human activity patterns in the city. 301.5 

Human nature—animal nature. 156 

Human relations in the industrial Southeast. 
331.047700 

Human relations of management. 658.4 

Humane reproduction. 301.321097 

Humanism in the classroom. 371.102 

Humanistic teacher education. 370.732 

Humbug rabbit (Balian) JUV 

Hundred dresses (Estes) JUV 

Hundred mitlion dollar lunch. 353.00996 


Hunger’s rogues: on the black market in Europe, 


1948. 381 
Hunter’s Point. 301.363097 
Hush money (Israel) FIC 
Hustling (Sheehy) PBK 
Hydrogen embrittlement testing. 620.1623 


Hypnosis, imagination, and human potentialities. 


615.8512 
I 


I am a woman worker. 331.40922 

I did it. 745.5 

LE.E. conference report series (Institution of 
Electrical Engineers, London.) BL 

I. F. Stone’s weekly reader. 909.825 

I had a sister. 820.9007 

I never saw. 811.54 

I really like myself. 158 

I think I can. 362.783092 

Ice age lost. 551.314 

Iceburg hermit (Roth) JUV 

Idea of a modern university. 378.73 

Idea of China: myth and theory in geographic 
thought. 915.103 

Ideas in English: for students of English as a 
second language. 428.24 

Ideas of the theory of relativity. 530.11 

Idols and invalids. 920.02 

Igbo political culture. 301.592091 

Ikebana with roses. 745.92252 

I'll tell them I remember you (Blatty) PBK 

Illustrated dictionary of ceramics. 738.03 

Illustrated history of the Russo-Japanese War. 
952.031 

Tilustrated manual of ultrasonography in 
obstetrics and gynecology. 618 

Tm going to run away (Thompson) JUV 

I’m OK—you're OK. 616.891 

Immense majesty. 937 

Immortals (Barjavel) FIC 

Immune system: genes, receptors, signals. 
574.29 

Immunohematology syllabus. 616.15079 

Immunological! aspects of transplantation 
surgery. 617.95 

Impactivity: youth program resources. 259 

Impossible, yet it happened! (Miller) PBK 

In a man’s time (Marin) FIC 

In Maine: ”Of all the winds that blow I like the 
northwest best ...” 917.41044 

In praise of darkness. 863 

In search of ourselves. 573 

In search of the primitive. 301.2 

In the flesh (Bowdler) PBK 

In the image of God. 261.834 

In this our world. 811.4 

Incidents on land and water. 917.94044 

Incredible illustrated tool book. 621.9 

Independent bus. 388.322094 

Independent Mexico (Steele) BL 

Index Islamicus (Pearson) 

Index to Pickwick. 823.8 ae 

India and the Latin captivity of the Church. 
230.0954 
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IRELAND'S HOPE. 941.609 


Indian masks and myths of the West. 970.1 

Indian Palaeozoic stratigraphy. 551.720954 

Indian scout craft and lore. 970.1 

Indian voices. 970.1 

Indianapolis 500. 796.720977 

Indians of California, 970.494 

Indians of Yoknapatawpha. 813.52 

Indications and alternatives in X-ray diagnosis. 
616.07572 

Individual sports; a textbook for teachers. 796 

Indonesian communism under Sukarno., 
329.9598 

Industrial lasers and their applications. 621.366 

Infectious diseases case studies. 616.90926 

Infernal triad. 821.00931 

Information and records management. 651.5 

Information systems: technology, economics, 
applications. 001.64044 

Infrared spectroscopy. 544.63 

Ingmar Bergman directs. 791.430233 

Innards and other variety meats. 641.66 

Innocents (Sharp) FIC 

Insect hormones and bioanalogues. 595.701927 

Insect population ecology. 595.70524 

Inside gymnastics. 796.41 

Inside jazz. 785.42 

Inside tennis. 796.3422 

Instant tennis. 796.342 

Instrument catalogs of Leopoldo Franciolini. 
016.78191 

Instrumental methods of analysis. 543.08 

Instrumentation in nuclear medicine; vol. 2. 
616.0757 

Insurance insights. 368 

Integrating the organization. 658.3 

International banking and finance. 332.15 

International conference on centralised Control 
systems, 28 September - 1 October, 1971 
(International Conference on Centralised 
Control Systems, London, 1971.) BL 

International courts and contemporary conflicts. 
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International microforms in print, 1974/1975. 
011 


Interpretation of prophecy. 220.63 

Interpreting literature; preliminaries to literary 
judgment. 808.8 

Introduction to American Government. 320.473 

Introduction to animal physiology. 591.1 

Introduction to Aristotle. 185 

Introduction to business. 658 

Introduction to conservation of orbital 
symmetry. 547.1 

Introduction to earth science. 550 

Introduction to electrooptic devices. 
621.380414 

Introduction to experimental astronomy. 520.28 

Introduction to language. 410 

Introduction to law enforcement. 363.2 

Introduction to molecular structure and 
thermodynamics. 536.7 

Introduction to nonlinear boundary value 
problems. 515.35 

Introduction to paralegalism: perspectives, 
problems, and skills. 344.730176 

Introduction to personality. 155.2 

Introduction to philosophy. 100 

Introduction to poetry. 808.1 

Introduction to sociology. 301 

Intraduction to some methods of algebraic K- 
theory. 512.55 

Sore ae to the scientific study of the soil. 

31.4 


Introduction to the study of literature. 821.009 

Introduction to the work of Melanie Klein. 
150.195092 

en to university library administration. 
025.1 

Introduction to urban economics. 330.973092 

Introductions to Jane Austen. 823.7 

Introductory case studies for international 
relations: Vietnam/the Middle East/the 
environmental crisis. 327.0722 

Introductory organic chemistry. 547 

Introductory psychology. 150 

mae psychology through science fiction. 
150.8 


Introductory readings in ethics. 170.8 

Introductory statistics. 519.5 

Investigation. 891.8537 

Investigation and analysis of the Puget Sound 
Indians. 970.3 

Investments: principles/practices/analyses. 
332.67 


Invisible boarder (Davis) FIC 
Iran. 915.5 
Ireland’s hope. 941.609 


IRISH SETTER—REFLECTIONS. 636.752 


Irish setter-—reflections. 636.752: 

Iron horse country (Cody) PBK 

Irony. -93 

IRS conspiracy. 336.240973 

Is anyone out there? (Stoneley) PBK 

Is there life after advertising? (Calhoun) FIC 
Isaiah 13-39. 224. 

It can be done. 365.60924 

It’s not what you expect (Klein) PBK 


J 


J. Edgar Hoover; the man in his time (De 
Toledano) PBK 

J, M. Barrie. 828.91209 

Jack out of the box. 372.13 

Jacko and other stories (Sutcliffe) JUV 

Jade water, 811.54 

Jamaica: a vacation guide. 917.292046 

Jambo means hello. 496.392321 

James Baldwin. 818.5409 

James Clarence Mangan. 821.8 

James Connolly: selected writings. 320.941509 

James Dean. 791.430280 

James Joyce, his first forty years. 823.912 

James Stephen and the British colonial system, 
1813-1847. 325.310942 

Jane Austen. 823.74 

Jane Austen; study for a portrait. 823.7 

Jane’s pocket book of major warships. 623.825 

January thaw. 335.979 

Jan. 31. 811.54 

Japan and the United Nations. 341.2352 

Japan—land and men. 333.10952 

Jazz; new perspectives on the history of jazz by 
twelve of the yona S foremost jazz critics and 
scholars, 785.420973 

Jealous yesterdays (Miller) FIC 

Jennison’s Jayhawkers. 973.7481 

Jerusalem: city of mankind, 779.991569 

Jesus Christ: Lord of the universe, hope of the 
world. 266.023 

Jesus party. 209 

Bee Apache Indians: a history, 1598-1888. 

Johan Bojer, the man and his works. 839.82372 

Johann Sebastian Bach, his life; art, and work. 

924 


John Bunyan. 828.407 

John Burroughs. 814.4 

John Charles Fremont. 979.020924 

John come down the backstay (Tapley) tw 

John Dryden and a British Academy. 821. 

Johnnie Death (Schnurr) PBK 

Josiah Quincy, 1772-1864. 973. 50924 

Journal of a trip to California—across the 
continent from Weston, Missouri, to Weber 
Creek, California, in the summer of 1850. 
917.8042 

Joys of meditation. 294.3927 

Judges. 347.7314 

Judicious marriage of Mr. Hooker and the birth 
of The laws of ecclesiastical polity. 262 

Junior tennis. 796.342024 

Junius tracts, and the rights of labor. 
382.730973 

Just delicious cook book created for 
ie palates and robust appetites. 
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Justice and police. 347.42 
Justices and Presidents. 347.732634 


K 


Kabala of numbers. 133.335 

Kansas: a land of contrasts. 917.8103 

Kansas cycle: poems & journal. 811.54 

Kant’s analogies of experience. 121 

Karate for young people. 796.815302 

Katharine Tynan. 821.912 

Kazan on Kazan. 791.430233 

Keats and embarrassment. 821.7 

Keep it short & simple party menu book. 
641.568 

Keller plan for self-paced study using Masterton 
and Slowinski’s Chemical principles. 540.711 

Kelts and the Vikings. 910.03395 

Kennings. 811.54 

Keys to the marine invertebrates of Puget 
Sound, the San Juan Archipelago, and adjacent 
regions. 592.092632 

Kibbutz experience. 334.095694 

Kick a stone home (Smith) JUV 


Kick start (McConnell) FIC 

Kierkegaard’s thought. 198.9 

Kilkenny (L'Amour) PBK 

Killer warrior (Olden) PBK 

Killing of the King (Slavitt) FIC 

Kindergarten ABC’s and 123’s. 372.13 

Kindred and clan in the Middi2 Ages and after. 
301.421090 

Kinetic art: theory and practice. 709.04 

Kingdom of Royth (Lord) PBK 

Kinship and history in South Asia. 301.421095 

Kippel. 301.294947 

Kitchen crafts. 745.5 

Knight in crusty armor. 595.3842 

Knitting lace. 746.2 

Koontz child developmental program: training 
activities for the first 48 months. 649.1 

Kowloon contract (Atlee) PBE 

Kreutzman formula (Scott) FIC 


L 


La danse. 779.20924 

Labor argument in the American protective 
tariff discussion. 382.730973 

Labor unions and political socialization: a case 
study of Bolivian workers. 322.20984 

Laboratory medicine: clinical microscopy. 
616.075028 

Labor’s grass roots. 331.880973 

Ladies of the press. 070.40922 

Lady lawyer. 340.0924 

Lady of Godey’s: Sarah Josepha Hale. 
070.483470 

Lake Superior. 500.97749 

Land above the clouds. 574.98 

Land and wildlife of Eurasia. 574.95 

Land they fought for. 973.713 

Landslide and subsidence liabilizy. 346.794036 

Language development in deaf and partially 
hearing children. 371.9124 

Last stand. 333.750973 

Last stand of Father Felix (Wibberley) FIC 

Last voyage of the Lusitania (Hoehling) PBK 

Latin American political thought. 320.098 

Latin: an intensive course. 47&.2421 

Law and civil war in the modera world. 341.68 

Law for the businessman. 346.73065 

Law for the layman. 340.0973 

Law for the veterinarian and livzstock owner. 
344.73049 

Law in America. 340.0973 

Law: its origin, growth, and function, 340 

Laws of deuteronomy. 222.15056 

Learning difficulties; causes and psychological 
implications—a guide for professionals. 371.91 

Learning for tomorrow. 370.190973 

Learning systems and intelligent robots. 
001.535 

Learning through dance. 793.32 

Learning to be. 371.92 

Leave Horatio alone (Clymer) JUV 

Leaves from our Tuscan kitchen 641.59455 

Lecture notes on dermatology. 516.5 

Left hersey in literature and life. 335.001 

Legal aspects of laboratory medicine. 614.19 

Legend in the dust (Bennett) PBK 

Legend of Africania (Robinson) JUV 

Legend of Crownpoint (Heath) PBK 

Legislation of product safety. 604.7 

Lesbian nation. 301.4157 

Less than a score, but a point. €11.54 

Less traveled road. 811.52 

Lesson in love (Baird) FIC 

Lessons in linear algebra. 512.5 

Letters of Ezra Pound, 1907-1941. 811.52 

Letters of John Ruskin to Bernard Quaritch, 
1867-1888. 828.809 

Letters on the intellectual and moral character 
of women. 301.412094 

Liberating the home. 301.412097 

Liberation and the aims of science. 901.94 

Libertine. 823.7 

Liberty two (Lipsyte) FIC 

Library guiding. 028.7 

Life and letters of George Cabot. 973.40924 

Life in rural America. 917.30392 

Life of an ordinary woman. 917.803209 

Life of George Eliot. 823.8 

Life of Oliver P. Morton, includiag his 
important speeches. 328.730924 

Life signs (Davis) PBK 

Life stress and illness. 616.08 

Lifespan—and factors affecting it 612.67 

Lighting devices. 338.476213 
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Lightning and the distribution system. BL 

Like the one you love. 301.420973 

Limits of human nature. 128.3 

Lincoln-Douglas debates. 973.68 

Linear programming for decision making. 
658.403 

Lip-smackin’ joke-crackin’ cookbook for kids. 
641.5622 

Literary critics, 801.950942 

Literary fame, a Renaissance study. 809.1 

Literary manuscripts of Henry David Thoreau. 
016.818309 

Literary property debate; eight tracts, 1774- 
1775. 346.42048; 

Literature: fiction. 208. 831 

Literature: poetry. 808.1 

Literature: structure, sound, and sense. 808.8 

Little China. 915.97033 

Little ferret (Foxall) FIC 

Little men of the NFL. 796.332092 

Little princess (Burnett) JUV 

Little Red Riding Hood. 398.2 

Lite Sarah and her johnny-cake (Wiesner) 
U 


Little threads, and other object lessons for 
children. 252 

Liturgies, games, farewells. 811.54 

Lives of a cell. 574.01 

Living or dying. 617.461 

Living with plants. 747.9 

Logic of international relations. 327 

Logical and epistemological studies in 
contemporary physics. 501 

Long communion (Morressy) FIC 

Long dark night of the soul. 320.973092 

Long night of waiting. 813.0876 

Long summer day (Delderfield) PBK 

Longtime Californ. 301.451951 

Look a lion in the eye. 599.09676 

Look at the forest animals. 596.052636 

Look through secret doors (Macklin) PBK 

Looking backward. 973 

Looking behind the classroom door. 370.973 

Lord of glory. 232.9032 

Lost heroes. 811.54 

Lost inheritance (Cabot) PBK 

Love bugs. 616.951 

Love regained (Judson) FIC 

Love, sunrise, and elevated apes. 779.0924 

Low wages and the working poor. 331.21 

Lupus erythematosus. 616.77 

Lusitania (Simpson) PBK 

Lyle and Humus (Zalben) JUV 

Lynchers (Wideman) PBK 


M 


Macbeth. 822.33 

Mc Call's do-it-yourself traditional decorating. 
747.88 

Mackenzie. 917.193 

Macrame made easy. 746.4 

Macroeconomics: a neoclassical introduction. 
330 

Mad look at TV (De Bartolo) PBK 

Madness establishment. 362.20973 

Magic art of foreseeing the future (Cohen) PBK 

Magic-go-round (Bell) JUV 

Magic variety show: novelty acts for the 
amateur entertainer. 793.8 

Mahabharata. 294.5923 

Main trends in the science of language. 410 

Maintaining professional and technical 
competence of the older engineer—engineering 
and psychological aspects. 331. 25924 

Major economic factors in metropolitan growth 
and arrangement. 330.9747 

Make out with murder (Harrison) PBK 

Making of an American. 813.7 

Making of champions. 796.071047 

Making of the manager. 658.4007 

Making toys in wood. 745.592 

Malaysia—new states in a new nation. 
320.959505 

Male continence, together with Dixon and his 
copyists. 301.347476 

Man & literature. 820.93 

Man and the world: international law at work. 
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Man as infinite spirit. 128 

Man in the moon is smiling at me. 811.54 

Man missing (Eberhart), PBK 

Man, nature, and ecology. 301.31 

Man of little evils (Dobyns) PBK 

Man story. 813.4 


, 
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Man with the red umbrella: Giacomo Costantino 
Beltrami in America. 917.704209 

Man without a gun (Hogan) FIC 

Management of change. 658.406 

Management of information handling systems. 
001.64 

Management of the sales force. 658.81 

Managing technological innovation. 658.406 

Manfred Schwartz: the last ten years. 741.973 

Manifest destiny and the imperialism question. 
327.73 

Man’s most dangerous myth. 572 

Manual communication; fingerspelling and the 
language of signs. 419 

Manual of blood and bone marrow morphology. 
616.07561 

Many-body problem. 530.144 

Many worlds of Andre Norton (Norton) FIC 

Many worlds of Poul Anderson. 813.54 

Mao Tse-tung. 951.050924 

Maps, mirrors, and mechanics. 509 

Marauders (Ogburn) PBK 

March hares. 813.4 

Marie Curie. 530.0924 

Marie Louise & Christophe (Carlson) JUV 

Marihuana conviction. 362.293 

Marital brinkmanship. 301.427 

Market-place. 813.4 

Marketing for business growth. 658.8 

Marketing of a forest product. 658.788015 

Marketing resources: allocation and 
optimization. 658.8 

Marquesan journal of Edward Robarts, 1797- 
1824, 919.631040 

Marriage. 301.42 

Marriage game. 301.42 

Marriage gap. 301.42 

Marriage masque (Fellows) PBK 

Marriage of convenience (Rossiter) PBK 

Marsh house (Roby) FIC 

Marshal (Gruber) PBK 

Martian homecoming at the all-American revival 
church. 818.5407 

Marye lous mud washing machine (Wolcott) 


Marxism and form. 801.95 

Mary Shelley. 823.7 

Masks. 818.5407 

Mass communication research: major issues and 
future directions. 301.161072 

Mass communications. 301.16108 

Mass media and modern democracy. 
301.161097 

Mass murder in Houston. 364.152309 

Massage parlor; part II (Sills) PBK 

Master of game. 799.2 

Mathematical analysis of fundamental biological 
phenomena. 508.1 

Mathematical foundations for management 
science and systems analysis. 658.403 

Mathematical theory of insurance. 368.00151 

Mathematics: an integrated view. 512 

Mating trade (Godwin) PBK 

Matrix eigensystem routines. 512.943028 

Matthew Arnold and his relation to the thought 
of our time. 821.8 

Mauritius. 916.982 

Mazes. 793.732 

MBO and productivity bargaining in the public 
sector. 331.795097 

Me book (Tymms) JUV 

Measure theory. 515.42 

Measurement and classification of psychiatric 
symptoms. 616.89075 

Measuring and evaluating pupil progress. 
371.26 

Media literacy: thinking about. 001.5 

Mediaeval & Renaissance manuscripts. 
745.67094 

Mediaeval builder and his methods. 690.09 

Medical microbiology. 616.0108 

Medieval aspects of Renaissance learning. 001.2 

Meiji Western painting. 759.952 

Membrane-mediated information. 574.875 

Membrane transformations in neoplasia. 
616.99407 

Memoirs. 971.060924 , 

Memoirs of a late eminent bookseller. 
658.809070 

Memoirs of Mason Reese, in cahoots with Lynn 
Haney. 791.450280 

Memories of a hostess. 917.446103 

Memories of my life. 509.24 

Memory book. 153.14 

Men at work. 301.55 > 

Mennonite safari, 266.97678 

Mental illness through nutrition. 613.2 


s Tw 


Merriam-Webster dictionary. PBK , 

Message of the Qur’an presented in perspective. 
297.122521 

Messages: a reader in human communication. 
301.14 . 

Messenger from Munich (Pierce) PBK 

Metabolic, endocrine, and genetic disorders of 
children. 618.9239 

Metabolic interconversion of enzymes 1973. 
574.1925 

Metaphysics. 110 

Metaphysics of elementary mathematics. 510.1 

Method of Zen. 294.34 

Methodology and meanings. 301.018 

Methods and applications of linear 
programming. 519.72 

Methods of hormone radioimmunoassay. 
612.405015 

Methods of media preparation for the biological 
sciences. 576.028 

Metric conversion bills. 343.73075 

Mexican labor law, as of January 10, 1974. 
344.7201 

Mexico, 1946-73. 972.082 

Michel Butor. 848.91409 

Microbiological safety of food. 614.31 

Microform market place, 1974/1975. 070.57 

Midsummer eve (Bergstrom) PBK 

Millionaire’s dinner party. 478.6421 

Milton’s Paradise lost. 821.41 

Mind masters (Rossmann) PBK 

Mind traders (Holly) PBK 

Minicomputer systems: structure, 
implementation, and applications. 001.64044 

Mining camps and ghost towns. 917.917103 °* 

Minnesota rules of court, 1974. 347.77605 

Minnows. 597.53 

Miracle of Haitian art. 709.7294 

Mirror of danger (Sykes) JUV 

Mishima: a bibliography. 895.635 

Mist of memory (Sears) FIC 

Mister Target (Harrington) PBK 

Misuse of psychiatry in the criminal courts: 
competency to stand trial. 616.89008 

Mixed feelings. 813.54 

Mix’n moisten meals, 641.614 

Model sail & power boating ... by remote 
control. 623.8201 

Models for individualized instruction. 
371.39408 

Modern business management: contemporary 
readings, study guide, and workbook. 658.4 

Modern chromatics; students’ text-book of color. 
752 


Modern dance in education (Russell) BL 

Modern electroplating. 671.732 

Modern elementary algebra for college students. 
512.9042 


. Modern endoscopy of the alimentary tract. 


617.008 

Modern English syntax. 425 

Modern first editions: points and values. 
016.0944 

Modern first editions: points and values (third 
series) 016.0944 

Modern health administration. 658.913621 

Modern heliographic processes. 686.42 

Modern Hinduism. 294.5 , 

Modern history of Japan. 952 

Modern intermediate algebra for college 
students. 512.9042 

Modern science fiction (Spinrad) FIC 

Modern social politics in Britain and Sweden. 
362.942 

Modern techniques of track and field. 796.42 

Modern woman’s fix it yourself handbook of 
home repair. 643.7 

Modern world-system. 330.94022 

Modules. 512.522 

Molecular mechanisms of oxygen activation. 
574.19258 

Money motive. 332.4 

Monkey on a chain (Blackstock) PBK 

Montesquieu’s philosophy of liberalism. 320.1 

Montessori and your child. 372.21 

Moon goddess (Comins) FIC 

Moonraker’s bride (Brent) FIC 

Moral issues in the control of birth, 261.83 

Moral revolution (Sorrentino) PBK 

More championship teams of the NFL. 
796.332640 

More marginalia; based on Leigh Hunt’s copy of 
Henry E. Napier’s Florentine history, 1846. 
828.709 

More prefaces to Shakespeare. 822.33 

Morning without noon: memoirs. 946.080924 


- 


Most exciting years of show business. 
791.340924 

Mother was a lady. 051 

Motherland (Davis) FIC 

Motivation and achievement. 

Motorcycle book. 796.75 

Mountainwild. 811.54 

Mousetrap (Christie) PBK 

Movement. 322.440973 

Movies for TV: 7393 ratings. 791.437 

Mrs Humphry Ward. 823.8 

Mulatto (Wall) PBK 

Multipurpose man. 301.55 

Murder in waiting (Eberhart) PBK 

Murder, my love; the great crimes of passion 
(Corder) PBK 

Murder ward (Sapir) PBK 

Music. 780.15 

Music; advanced test [for] graduate record 
examination. 780.76 

Music of the ancient Near East. 780.93 

Musique et liturgie. 783.0262 

My climbs in the Alps and Caucasus. 
914.947046 

My days. 823 

My dear lady. 973.70924 

My friends the Misses Kindness (Duncan) FIC 

My life; a record of events and opinions. 
574.0924 

My secret love (Canady) PBK 

My story. 791.430280 

Mycology guidebook. 589.2075 

Myocardium; failure and infarction. 616.126 

Myself, Christopher Wren (Weiss) FIC 

Mysteries of the mind. 616.89 

Mysteries of time and space. 001.94 

Mystery of the glowing eye (Keene) JUV 

Mystery of the golden horn (Whitney) PBK 

Myth and miracle. 822.33 

Myth and Southern history. 975.072 


N 


152.5 


N. M. Karamzin’s prose. 891.78209 

Naive set theory. 511.3 

Nathaniel Hawthorne. 813.3 

National football guide. 796.33206 

National trade and professional associations of 
the United States and labor unions. 650.58 

National Urban League, 1910-1940. 322.440627 

Nations and the United Nations. 341.23 

Native shrubs of the Sierra Nevada. 582.170979 

Naturalist in the Sudan. 591.9624 

Naturalists’ guide to fresh-water aquarium fish. 
639,34 

Nature of literary criticism. 801.951 

Nature/Science annual. 505 

Nature’s assistant. 363.5- 

Nature’s carpet sweeper. 593.3 

Nature’s colors. 667.26 

Nature’s flying janitor. 598.91 

Nature’s smallest gravedigger. 595.764 

Nature’s water clowns. 599.74447 

Nebular variables. 523.844 

Negro. 910.0396 

Neighborhood. 917.526065 

Neuroleptics. 615.788 

New approaches to music in the elementary 
school. 372.87044 

New book of knowledge. 031 

New complete book of bicycling. 629.2272 

New directions in prose and poetry. 808.8 

New Encyclopaedia Britannica. 031 

New English primer. 425 

New English springer spaniel. 636.752 

New feminist movement. 301.412097 

New forces in world politics. 327 

New left and the origins of the cold war. 
327.73047 

New models for financing the local church. 
254.8 

New nurse. 610.73023 

New promised land (Mead) PBK 

New Sabin. 016.917303 

New Shetland sheepdog. 636.73 

New writing in India. 891.4 

New York Mets. 796.357640 

New York times correspondents’ choice of 
restaurants and recipes around the world. 
641.59 ‘ 

News dictionary. 070.43 

Night (Hilsenrath) PBK 

Nightmares and hobbyhorses: Swift, Sterne, and 
Augustan ideas of madness. 301.154361 

1936. 909.823 


127 


ny 


1936. 909.823 : 


NIPPER & NIPPER'S SECRET 


Nipper & Nipper’s secret power (Turner) PBK 

Nixon watch. 973.924092 

Noah's ark: I touched it. 222.11093 

Noble deeds of American women. 920.720973 

Noise and vibration control for industrialists. 
620.23 

Nominalization and complementation in modern 
German. 435 

Nondestructive rapid identification of metals 
and alloys by spot test. 547.3 

None of your business. 353.0081 

North American Indians of the Plains. 970.478 

Norwegian rosemaling; decorative painting on 
wood. 745.72 

Noses and toes (Hefter) JUV 

Not alone with cancer. 616.994001 

Not comin’ home to you (Kavanagh) FIC 

Not made of wood. 616.89 

Novel to romance: a study of Cervantes’ 
Novelas ejemplares. 863.3 

Now and forever. 284.48933 

Nuclear interactions. 539.754 

Number and pattern in the eighteenth-century 
novel. 823.03 

Nurse in research (Schellenberg) FIC 

Nurse Jan and the legacy (Raef) FIC 

Nurse Jean’s strange case (Hale) PBK 

Nursing in contemporary society. 610.73 

Nursing management. 658.916107 

Nutcracker. 895.635 


O 


Oakdale affair (Burroughs) PBK 

Oats, peas, beans & barley cookbook. 641.5636 

Obscenity and the law. 345.0274 

Obscure destinies (Cather) FIC 

Observer's basic military aircraft directory. 
623.746 

Obstetrics and gynecology: the clinical core. 


Octavius of Marcus Minucius Felix. 281.08 

Ocular pharmacology. 617.7061 

oi humans: introductory psychology by Kongor. 

Of the press, by the press, for the press (and 
others, too) 070.40973 

Official Associated Press almanac. 051 

Oh, Lewis! (Rice) JUV 

Oilfields of the world, 622.3382 

Oklahoma place names. 917.66003 

Old Creole days. 813.4 

Old Fort Snelling instruction book for fife. 
788.510712 

Qld Galloway. 309.14149 

Old June weather (Raymond) FIC 

Old printer and the modern press. 686.20924 

Old witch and the wizard (DeLage) JUV 

Older woman in industry. 331.394 

Olga. 796.410924 

Olga meets her match (Bond) JUV 

Oliver Goldsmith bibliographically and 
biographically considered. 016.828609 

Omega (Elwood) PBK 

Qn art and the mind. 701 

On being Jewish (Walden) PBK 

On defusing the population bomb. 301.32 

On growth. 301.31 

On our way; poems of pride and love. 811.5408 

On the choice of a mistress & other satires & 
hoaxes of Dr. Benjamin Franklin. 973.320924 

On the old saw: that may be right in theory but 
it won't work in practice. 193 

Once-a-year day (Bunting) JUV 

Once under the cherry blossom tree. 398.20952 

Once upon a time and today. 324.30924 

T and IH Esdras. 220.66 

100 British poets (Rodman) PBK 

One last chance. 329.3 

One to grow on (Little) PBK 

Only dance there is. 294.54 

Open eye in learning. 707 

Open season (Osborn) PBK 

"Open wider, please” 617.600924 

Operation Dancing Dog (Knipscheer) FIC 

Operation doomsday (Kenyon) PBK 

Operations and systems analysis. 658.4032 

Operations research. 658.4034 

Operative dentistry for the general practitioner. 

Opportunities in carpentry careers. 694.023 

Opportunities in electrical trades. 621.3023 

Optimization of transport networks. 629.04 

Optimum design of structures. 624.1771 


Optimum feeding of dairy animals for meat and 
milk. 636.214 

Oral-aural communications (OAC) 362.41 

Orchids; scientific studies. 584.15 

Organic directory. 641.31 

Organic polymeric semiconductors. 537.622 

Organization for the care of handicapped 
children [national, state, local. 362.780973 

Orientation and evaluation of the professional 
nurse. 610.730715 

Origin of life and evolutionary biochemistry. 
577 


Origin of Pickwick. 823.8 

Origin of the Osage Indian Tribe. 970.3 

Original identity of the York and Towneley 
cycles. 822.051 

Origins of academic economics in the United 
States. 330.071073 

Ormulum. 225.521 

Orthodontics in daily practice. 617.643 

Orthodoxy. 239 

Other voices: the new journalism in America. 
071.3 

Our American Government and how it works. 
320.473 

Our children’s keepers. 365.420973 

Our girls. 613.0424 

Our idea of God. 230.2 

Our own words. 427.973 

Our world in space. 629.4 

Outer lands. 574.97449 

Outline of international finance: exchange rates 
and payments between countries. 332.45 

Owl’s don’t blink (Gardner) PBK 

Oxford book of light verse. 821.008 

Ozu. 791.430233 


P 


Pacific islanders. 301.299 

Packard: 1942-1962. 629.2222 

Paddington at the circus (Bond) JUV 

Paddington takes to TV (Bond} JUV 

Pagans, Christians, and Jews. 308.8001 

Painting and drawing children. 757.5 

Palace and politics in prewar Japan. 354.520312 

Paperbound books in print. 017.4 

Paradiddle (Weill) FIC 

Paradise game (Stableford) PBK 

Parameters of popular culture. 917.3039 

Paraneoplastic syndromes. 508.1 

Parent-teacher interaction. 371.103 

Parker Ranch of Hawaii. 929.20973 

Parliament and foreign policy in France. 
328.440746 

Particle interactions at very high energies. 
539.754 

Particle size analysis. 620.43 

Passenger vehicles, 1893-1940. 629.222330 

Passions. 823.7 

Passive and active network analysis and 
synthesis. 621.3192 

Pastel city (Harrison) PBK 

Pastoral counseling in social problems. 253.5 

Patron of the arts (Rotsler) PEK 

Pattern play tennis. 796.3422 

Patterns; readings for composition. 808.04275 

Peaches (McCannon) JUV 

Pediatric respiratory therapy. 615.836 

Pedigree. 574.0142 

Pedology, weathering, and geomorphological 
research. 631.4 

Penal code of the State of California. 
345.794002 

Pentateuch in its cultural environment. 222.109 

People and events of the American Revolution. 
973. i 

People or penguins. 301.31 

People, power, and policy. 301.32 

Perfect fit. 646.43 

Perfect plot (Canary) PBK 

Perfectly clear (Mankiewicz) PBK 

Be pharmacology: problems and priorities. 

15.7 

Persian literature. 891.5509 

Personal awareness. 158.1 

Personality; strategies for the study of man. 
155.2 

Personnel management in India. 658.300954 

Perspectives in primate biology. 599.8 

Perspectives of American law. 340.0973 

Perspectives on marginality: understanding 
deviance. 301.62 

Peruvian printout (Haig) FIC 

Peter’s principles. 227.9207 


AMERICAN: BOOK PUBLISHING RECORD ~ 


Petersen’s basic automotive troubleshooting for 
all cars. 629.28822 

Petersen’s photographic magazine guide to 
photographing children. 778.925 

Petros Brailas-Armenis. 199.495 

Pets. 636.0887 

Phenothiazines and structurally related drugs. 
615.7808 

Pheromones: current research. 595.701927 

Philosopher’s Alice. 823.8 

Philosophical anthropology. 128 

Philosophy; a literary and conceptual approach. 
108 

Phonic links. 372.4145 

Photochemistry. 540.8 

Phylogeny and classification of the ferns. 
587.31012 

Physical anthropology. 573 

Physical feats that made history. 796.09 

Physical principles of rock magnetism. 552.06 

Physical therapy procedures. 615.8 

Physiologic bases for respiratory care. 615.836 

Physiological fitness & weight control. 613.71 

Piano owner's guide. 786.23 

Piece of the computer pie. 338.761001 

Pilgrims of the Pacific. 301.32996 

Pills, profits, and politics. 338.476151 

Pima past. 970.3 

Pinch of snuff (Evelyn) FIC 

Pink like the geranium (Babbitt) JUV 

Pioneer-at-law. 340.0924 

Pioneer mothers of the West. 917.7032 

Pirates of the Spanish Main. 917.29 

Pitcher to center field (Bunting) JUV 

Place for the supermighty (Denker) PBK 

Place to stay. 392.36009 

Planet of dread (Kern) PBK 

Planning the financial compensation of school 
administrative personnel. 331.281371 

Plant cell structure and metabolism. 581.872 

Plant science. 630 

Plastics. 668.4 

Plato; moral and political ideals. 184 

Play of darkness (Greenfield) PBK 

Playboy's book of forbidden words. PBK 

Playing in the FM band. 384.5453 

Plays by Scots, 1660-1800, 822.009 

Please pass the guilt (Stout) FIC 

Plot that thickened (Wodehouse) FIC 

Plundering gun (Foreman) PBK 

Plutarch’s Lives. 329.00922 

Poems, chiefly in the Scottish dialect. 821.6 

Poems from Korea (Lee, Peter H.) 895.71008 

Poems (Shelley, Percy Bysshe) 821.7 

La poesie lyrique des troubadours. 849.104 

Poetic romancers after 1850. 821.809 

Poetry in modern Ireland. 821.009 

Poets and dreamers: studies & translations from 
the Irish. 891.6208 

Pogo revisited. 741.5973 

Polar bear called Pingo (Koidahl) JUV 

Polar Rosses: John and James Clark Ross and 
their explorations. 919.8 

Police administrative aide. 363.22076 

Police and the crime problem. 363.20973 

Police-community relations. 363.2 

Policeman’s art, as taught ir: the New York 
State School for Police. 363.2 

Political authority and the market system. 
338.80973 

Political campaign communication: a 
bibliography and guide to the literature. 
016.329010 

Political impact of mass media. 301.592 

Political institutions in traditional China: major 
issues. 320.95102 

Political life and social change. 320 

Political opposition and dissent. 320.3 

Political significance of Gulliver's travels. 
823.509 

Political thought of William of Ockham. 
320.50924 

Political undercurrents in Soviet economic 
debate: from Bukharin to the modern 
reformers. 330.947 

Politics and nationalist awakening in South 
India, 1852-1891. 320.954803 

Politics and territory. 301.592 

Politics and the common man. 301.592 

Politics of massacre. 320.959704 

Politics of the purse. 342.77302 

Politics, religion, and the English Civil War. 
942.062 

Polyamiing:chelated alkali metal compounds. 

40.8 j 


Polymers: chemistry and physics of modern 
materials. 547.84 
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Polynesians knew. 301.2996 

Pool of swallows (Cobalt) JUV 

Popular arts of Spanish New Mexico. 
745.09789 

Popular images of politics: a taxonomy. 301.592 

Population and frustration. 301.32973 

Population: the activist’s handbook. 301.32973 

Positive Peer Culture. 301.11 

“Posson Jone™” and Pere Raphael. 813.4 

Posthistoric man. 301.24 

Potomac portrait. 779.360975 

Pottery; creating with clay. 738.1 

Power from the wind. 621.45 

Practical guide to flexible working hours. 
331.257 

Practical guide to remedial reading. 372.43 

Practical research: planning and design. 001.43 

Practical triac/SCR projects for the 
experimenter, 621.381530 

Practical will drafting, 1974. 346.73054 

Practical wine knowledge. 641.22 

Practical wood turner. 684.08 

Practice of social work. 361.008 

Pragmatism as humanism. 191 

Prairie dogs in prairie dog town (Eberle) JUV 

Prairie rider cantos. 811.54 

Praise the human season (Robertson) FIC 

Prayer and evangelism. 248.3 

Predicting the past. 913.031 

Prehistoric monsters did the strangest things. 
566 > 

Prehistory of the Caddoan-speaking tribes. 
970.3 

Preparation for the bar examination. 340.076 

Preparing for a career in education: challenges, 
changes, and issues. 371.10023 

President and protest. 973.916092 

Presidential power & accountability. 353.02 

Presidents of the Church. 289.30922 

President’s operating manual for strategic 
planning. 658.022 

Presocratics. 182 

Pricing ee for the Financial executive. 


Principles and meanings of psychology. 150.8 

Principles of electrochemical machining. 671.35 

Principles of gestalt family therapy. 150 

Principles of instructional design. 371.3 

Principles of macroeconomics. 339 

Principles of microeconomics. 330 

Principles of modern immunobiology: basic and 
clinical. 616.079 

Principles of the economic philosophy of 
society, government, and industry. 330.1 

Prisoner’s release, 331.54 ; 

Private foreign investment in developing 
countries, 332.673091 

Prize crosswords. PBK 

Pro. hockey heroes of today. 796.962092 

Probabilistic theory of ship dynamics. 623.82 

Probate confiscation; unjust laws which govern 
woman. 345.794077 

Problems in chemistry. 540.76 

Proceedings (Dialogue on Applied 
Communications for Demographic Programs in 
Latin America, Airlie, Va.) 301.3298 

Process and permanence in ethics. 171.2 

Process in relationship: marriage and family. 

1.41 


Product formulas, nonlinear semigroups, and 
addition of unbounded operators. 510.8 

Production and inventory management in the 
computer age. 658.5 

Productive personality. 155.2 

Products liability in a nutshell. 346.73038 

Professional filmmaking. 791.4302 

Professional obligations and approaches to the 
aged. 362.60973 

Proficiency testing for physical education. 
796.076 

Profiles of the presidents. 289.30922 

Profit from foodservice: a Q and A approach. 
658.916479 

Progress on family problems. 362.60973 

Project appraisal and planning for developing 
countries. 309.212091 

Property of a gentleman (Gaskin) FIC 

Prophetic clergy: social activism among 
Protestant ministers. 253.2 

Prose works of William Wordsworth. 828.708 

Prosecutor (Van Zyl) FIC 

Protection and prosperity. 382.73 

Protest in Paris. 301.633209 

Psychiatric examination. 616.89075 

Psychiatry. 241.52 

Psychic hinge. 811.54 


Psycho-motor behavior in education and sport. 
370.152 


Psychobiology of convulsive therapy. 616.8912 

Psychofraud and ethical therapy. 616.8914 

Psychological assessment of suicidal risk. 
616.85844 

Psychological development of the child. 155.41 

Psychological sense of community. 301.34019 

Psychological survival. 365.6019 


. Psychology: a story of a search. 150 


Psychology and human experience. 150 

Psychology in industrial organizations. 158.7 

Psychology of anomalous experience. 153.3 

Psychology of verbal learning and memory. 
.152 


Psychomotor epilepsy. 616.853 

Psychopharmacology, sexual disorders and drug 
abuse. 615.78 

Public defender. 345.730092 

Public opinion and public policy. 301.154332 

Punishment and deterrence. 364.6 

Pupillary dynamics and behavior. 612.842 

Puppet animation in the cinema: history and 
technique. 791.433 

Pure theory of international trade under 
uncertainty. 382.104 

Pai all together: developing inner security. 
158.1 


Q 


Quality control handbook. 658.562 

Quantitative and dynamic plant ecology. 581.5 

Quartet (Rhys) FIC 

Quest for tomorrow. 613.707 

Quest of the silver fleece. 813.52 

Question of rape (Astor) PBK 

Questionable mad (Feldstein) PBK 

Questions and answers about allergies and your 
child. 618.9297 

Questions of rhetoric and usage. 808.042 

Questions women ask. 301.417633 

Quick springs of sense. 820.9005 


R 


Racial conflict and the American mayor. 
352.008309 

Racism—a philosophic probe. 301.451042 

Rafe (Nye) PBK 

Rainbow glass (Dwyer-Joyce, Alice.) FIC 

Rainbow rhymes. 398.8 

Rainbow/seagreen case (Palmer) PBK 

Ralph Waldo Emerson. 814.3 

Random House handbook. 808.042 

Rap (Brawley) FIC 

Rascals in paradise (Michener) PBK 

Rash adventurer. 941.070924 

Rating game. 332.6323 

Rattling the gates. 270.82 

Reading and writing in the first school. 372.414 

Reading as one of the fine arts. 801.9 

Readings for town & country church workers. 
016.301350 

Readings in mass communication. 301.16108 

Ready always. 227.9207 

Recent advances on pain: pathophysiology and 
clinical aspects. 616.072 

Recent researches in geology. 555.4 

Recollections of a mountain summer (Glass) 

Record of the Buddhistic kingdoms. 913.340470 

Red blood cell. 612.111 

Red light says stop! 001.56 

Red moon (Robeson) PBK 

Red revenge (Ralston) PBK 

Rediscovery of ethnicity. 301.450973 

Reflections. * 838.91209 

Reflections on the cold war. 327.73 

Regicide and revolution. 944.035092 

Reinforced concrete engineering. 624.1834 

Relationships; self, family, God. 248.4893 

Religion in public education. 379.2 

Remediating learning problems. 372.1102 

Remedies: equity—damages—restitution for law 
school and bar examinations. 346.7303 

Reminiscences of literary London from 1779 to 
1853. 070.509421 

Renormalization and invariance in quantum field 
theory. 530.143 

Reporter as artist. 818.08 

Reptiles and amphibians in the service of man. 
598.10461 


SCHOOLS, THE COURTS, AND 


Research libraries and technology. 021.002854 
Restaurants of New York. 647.957471 
Rene walls: anchorages and sheet piling. 

1 


Return of the mucker (Burroughs) PBK 

Return to the assassin (Tack) FIC 

Return to the source (Lanza del Vasto) PBK 

Revelation. 231.74 

Reversible two-color knitting. 746.43 

Review: 1973 session of the Congress and index 
of AEI publications. 348.7326 

Revival and reformation. 230.673 

Rhetoric of no. 808.04275 

Richard II and the English nobility. 320.942038 

Ride, ride, ride (Wiesbauer) JUV 

Riemann's zeta function. 510.8 

Right way to play chess. 794.1 

Rigid urethane foam processing handbook. 
668.493 

Rise and fall of the matinee idol. 791.0922 

Rival rigelians and planetary agent X (Reynolds) 
PBK 


Road salt, drinking water, and safety. 363.61 

Road to many a wonder (Wagoner) FIC 

Road to Wounded Knee (Burnette) PBK 

Robert Burns and the Riddell family. 821.6 

Robert Frost, teacher. 807.1173 

Robert Graves and the decline of modernism. 
821.912 

Robert L. Vann of the Pittsburgh courier: 
politics and Black journalism. 070.50924 

Robespierre: the voice of virtue. 944.040924 

Rockin’ steady; a guide to basketball & cool. 
796.323092 

Rodeo playboy (Rainey) PBK 

Rogue’s castle (Stanley) PBK 

Romance of the forest. 823.6 

Rootabaga stories (Sandburg) JUV 

Rooted in faith: homilies to a contemporary 
world. 252.02 

Roscoe Pound; philosopher of law. 340.0924 

Roses and a few others. . 811.54 

Roses for enjoyment. 635.933372 

Rosie: and Michael (Viorst) JUV 

Rossetti, Dante, and ourselves. 759.2 

Round about six. 821.008 

Roundup. 978.20082 

Royster memorial studies. 809 

RPG: with business and accounting applications. 
001.6424 

Rudyard Kipling. 828.809 

Rule Britannia (Du Maurier) PBK 

Rules, who needs them? 222.430950 

Rumpelstiltskin. 398.210943 

Run far, run fast (Morey) JUV 

Run for the roses. 798.430976 

Run scared (Eberhart) PBK 

Run to the mountain (Olsen) PBK 

Runaway Ralph (Cleary) PBK 

Rundstedt, 355.331092 

Russia. 327.09045 


S 


S.P.Y.S (Joyce) PBK 

Sabbatai Zevi. 891.7242 

Sacraments today. 230.2 

Sacred and profane love machine (Murdoch) 
FIC 

Sad geraniums and other stories. 838.91408 

Safe motorboating for kids. 623.8231 

Sagebrush corner. 970.494 

Sailor’s blood (Hardy) PBK 

Saint and Sufi in modern Egypt. 301.20962 

Sainte-Beuve. 848.709 

Salads & salad dressings for foodservice menu 
planning. 641.83 

Saleslady. 331.486588 

Samuel Richardson. 823.6 

San Francisco: a chronological and documentary 
history, 1542-1970. 979.461 . 

San Francisco, 1846-1856. 917.946103 

Sanskrit language. 491.25 

Santa Fe, OK! 917.6653 

Sartre on Cuba. 320.972910 

Satan, demons & dildoes (Richards) PBK 

Scandalous woman, and other stories (O’Brien) 
FIC 

Scars on the soul. 843.914 

Scenes from a marriage. 839.7274 

Scented garden. 635.968 

Schoolma’am. 371.1 

Schools become accountable. 379.15 

Schools, the courts, and the public interest. 
344.73079 


SCHUELL’S APHASIA IN ADULTS. 


Schuell’s Aphasia in adults. 616.8552 
Science and technology of aerosol packaging. 
621.757 
Science fiction hall of fame (Bova) PBK 
Scottish poetry; Drummond of Hawthornden to 
Fergusson. 821.009 
Scripts for: hands on biology. 574 
Sea and earth; the life of Rachel Carson 
(Sterling) PBK 
Sea; ideas and observations on progress in the 
study of the seas. 551.46 
Seances & spiritualists. 133.9 
Search for delicious (Babbitt) PBK 
Seasons and months. 821.00933 
Second coming of the church. 209 
Second course in calculus. 515 
Second crash (Ellis) PBK 
Second experiment (Jeppson) FIC 
Second generation. 813.52 
Second-language learning; myth and reality. 407 
Second world war. 940.53 
Secret galactics (Van Vogt) FIC 
Secret glass (Bainbridge) FIC 
Secret of Cypress Manor (Luxem) FIC 
Security and services for children. 362.82 
Security Council. 341.232 
Security for hotels, motels, and restaurants. 
647,94 
Security of industrial information. 658.47 
Seed and the fruit (Troyat) PBK 
Select list of works on Europe and Europe 
overseas, 1715-1815. 016.914 
Selected papers of David Wechsler. 153.08 
Selected writings of William Goyen (Goyen) - 
Selecting and buying merchandise. 658.72 
Self-analysis of your organization. 658.4 
Self assessment in clinical cardiology. 616.12 
Self-assessment of current knowledge in 
nephrology. 616.610076 
Self-control: power to the person. 153.8 
Send photos/state preferences (Ford) PBK 
Send Wendell (Gray) J 
Serotonin: new vistas. a. 7808 
Set it! Style it! (Charles) PBK 
Seven laws of money. 332.024 
777. 135.4 
Seventh all Hallows’ Eve (Jensen) PBK 
Sewing children’s clothing made easy. 646.406 
Sewing with ease. 646.4 
Sex and equality. 301.412097 
Sex and the mature man (Saxe) PBK 
Sex and the single Ms. 301.417642 
Sex can save your heart ... and life. 616.1205 
Sex education; rationale and reaction. 612.6007 
Sex in our time (Pincher) PBK 
Sexual hormones: influences on the 
electrophysiology of the brain. 599.0188 
Shadow of the lighthouse (Dahlstedt) JUV 
Shadow on the moon (Churchill) FIC 
Shakespeare personally. 822.33 
Shakespeare’s comedy of fove. 822.33 
Sheaf of studies. 821.809 
Shellfish cookbook. 641.694 
Shephard’s New Jersey citations. 348.749047 
Sheridan. 822.6 
Shinto art: Ise and Izumo shrines. 726.195610 
Shop theory. 621.75 
Short calculus. 515 
Shy person’s book. 158.1 
Sick and full of burning (Cherry) FIC 
Sidewalk Indian (Ellis) FIC 
Signs of the times. 372. 13356 
Sikh children in Britain. 301.451914 
Silence of history (Farrell) PBK 
Silver bears (Erdman) FIC 
Simplified boatbuilding. 623.8202 
Sinclair Sophocles (Mayrocker) JUV 
Sinful social structures. 261.8 
Single grandmother. 301.417642 
Singular conspiracy. 823.912 
Sinister tapestry (McCarthy) FIC 
6,000 classic sermon illustrations. 251.08 
6,000 most used Century 21 shorthand outlines. 
653.426 
Skye terrier handbook, 1974. 636.755 
Slayride (Francis) FIC 
Slightly used woman (Kortner) PBK 
Small group communication: a reader. 301.185 
Smiling moon (Manning) PBK 
Sneaky machine (Rudolph) JUV 
“So you're going to college. 248.83 
Social basis of religion. 301.58 
Social context of marriage. 301.420973 
Social information processing and statistical 
systems—change and reform. 300.2854 
Social realities; dynamic perspectives. 301 


Social secretary. 813.52 

Social structure and social personality. 301.1 

Social world of imprisoned girls. 365.42 

Society of Anna. 811.54 

Sociological essays and research. 301.08 

Sociological methodology, 1973-1974. 301.018 

Soft sculpture and other soft art forms. 745.5 

Soft suede, supple leather. 745531 

Solid-state devices: analysis and application. 
621.38152 

Solomon’s place (Ross) PBK 

Some facets of King Lear. 822.33 

Some friends of doctor Johnson 828.609 

Some just like you (Yurick) PEK 

Some practical suggestions on the conduct of a 
rescue home. 362.8 

Somebody else’s wife (Kennedy? FIC 

Someday I’ll be somebody. 248.20924 

Son of someone famous (Kerr) JUV 

Song of the north wind. 598.41 

Songs in action. 372.87044 

Sorry state (Kenyon) FIC 

Sound of the weir (ingate) FIC 

Soup (Peck) JUV 

Sources and effects of power system A 
disturbances. BL 

Sources of self-evaluation. 155.25 

Sources of the history of British India in the 
seventeenth century. 016.95433 

Southern passion. 821.1 

Southwest historical series. 917.9032 

Soviet agricultural policy; towards the abolition 
of collective farms. 338.1847 

Soviet architecture, 1917-1962. 016.720947 

Soviet economy. 330.947085 à 

Space circus (Raymond) PBK 

Space gypsies (Hopf) JUV 

Space, time, and spacetime. 114 

Spanish now! 468.2421 

Spanish one. 468.2421 . 

Spanish theory of empire in the sixteenth 
century. 325.346 

Spatial aspects of development. 338.911724 

Speak for yourself, John. 792.0924 

Speak up, Edie! (Johnston) JUV 

Special education in transition. 371.9 

Special topics in carcinogenesis. 616.994008 

Spectral analysis of time series. 519.232 

Spectral classification and multicolour 
photometry. 523.82 

Spectral line broadening by plasmas. 543.085 

Speculation in gold and silver mining stocks. 
332.6322 

Speech/communication. 001.5; 308.5 

Speech; dynamic communication. 808.5 

Spikes gang (Tippette) PBK 

Spirit and his gifts. 234.1 

Splendor seekers. 917.303 

Sports illustrated safe driving. 629.2832 

Sports illustrated table tennis. 736.346 

Stalin, the history of a dictator (Hyde) PBK 

Stalinist terror in the thirties. 947.0842 

Stand on the gas! Sprint car racing in America. 
796.72 

Standard directory of advertisers. 659:105878 

Standard directory of advertising agencies. 
659.105878 

Stars in my crown (Brown) PBE 

Starting over (Wakefield) PBK 

Starting sailing. 623.8822 

State-panchayati raj relations. 352.05482 

State secrets; police surveillance in America. 
323.44 

Staying alive! 910.45 

Step-by-step beadcraft. 746.5 

"Step right up, folks!” 791.06873 

Steps to nowhere (Leonard) FIC 

Stone baby (Healey) FIC 

Stop! look! (Maynard) JUV 

Stories to tell to children. 028.5 

Storm wind rising (Rouverol) PBK 

Story of a small town library. 027.474734 

Story of my life. 973.775092 

Story of pantomime. 792.30942 

Story of ready-to-wear, 1870’s-1970’s. 
338.47687 

Story of Richard Storm (Edmonds) JUV 

Strange encounters (Macklin) PBK 

Stranger in their midst (Jordan) JUV 

Strategies of rhetoric. 808.042 

Strategy for the West. 355.030132 $ 

Stravinsky festival of the New York City Ballet. 
792.84 

Strawberry word book (Hefter) “UV 

Stream conservation handbook. 539.977092 

Stress without distress. 158.1 

Strindberg in inferno. 839.726 
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Structural steel design. 624.1821 

Structure and function of European integration. 
320.94055 

Structure, environment, and policy actions: 
exploring a model of policy-making. 353 

Structure of Twana culture. 970.3 

Structures of experience. 100 

Structuring the classroom for success. 371.102 

Student activities in secondary schools. 
016.373189 

Student-centered teaching in the secondary 
school. 373.1102 

Student chemist explores compounds. 540 

Student counselling in practice. 378.194094 

Student journalist and. sportswriting. 
070.449796 

Student teaching, classroom management, and 
professionalism. 370.733 

Studies in ancient society. 309.138 

Studies in cryobiology. 574.19167 

Studies in economic planning over space and 
time. 338.9 

Studies in prose writing. 808.04275 

Studies in the German drama. 832 

Study of nine hundred and eighty-five widows. 
362.82 

Sturcture and function of skin. 611.77 

Style in history. 907.2022 

Successful group care: explorations in the 
powerful environment. 362.73208 

Successful parenthood; how to teach your child 
values, competence, and responsibility. 649.1 

Successful public relations for colleges and 
universities. 659.293781 

Successful retail security. 658.47 

Successful sales presentation: psychology and 
technique. 658.85 

"Suit your spirit;” travel guide books in review. 
016.910202 

Summary bibliography of the history of the 
universities of Great Britain and Ireland up to 
1800, covering publications between 1900 and 
1968. 016.37842 

Summary of American law. 340.0973 

Sunbird (Smith) PBK 

Sundance and other science fiction stories 
(Silverberg) JUV 

Sunday: a minister's story. 283.0924 

Sunset in a spider web. 895.71208 

Sunshine (Klein) PBK 

Superbaby cook book. 649.3 

Supernatural warnings (Tralins) PBK 

Supernovae and supernova remnants. 523.8446 

Supervision of clinical experiences in teacher 
education. 370.733 

Surface and colloid science. 541.345 

Surgeon’s call (Harrison) PBK 

Surgery of childhood for nurses. 617.980024 

Surgical Research Society. 617.0072 

Sutherland’s handbook for bicycle mechanics. 
629.28772 

SVIB, Strong vocational interest blank. 371.264° 

Swamp man (Goines) PBK 

Sycamore year (Lee) JUV 

Symposium on perinatal medicine today. 618.32 

ue (Society for Developmental Biology) 

74.108 


Syringomyelia. 616.87 

System identification: methods and applications. 
003 

System theory. 003 

Systems and theories in psychology: a reader. 
150.8 


T 


Tactics of conquest (Malzberg) PBK 

Tales of a fourth grade nothing (Blume) JUV 
Tales of Canterbury, complete. 821.1 

pts of horror and the supernatural (Liebman) 


Talking, thinking, growing; language with the 
young child. 372.6 

Tall Barney’s people. 929.20973 

Talleyrand. 944.040924 

Target five (Forbes) PBK i 

Target: Heydrich. 940.540509 

Teachers on individualization. 372.1394 

Teaching children with behavior disorders: 
personal perspectives. 371.94 

Teaching is. 371.102 

Teaching of English usage. 428.00712 

Teaching of reading. 372.4 

Teaching reading in the secondary school. 
428.40712 
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Teaching social studies in the elementary school. 
372.83044 
Techniques of twentieth century composition. 
781.61 
Technology of paints, varnishes, and laquers. 
67.6 


Technology, power, and wed change. 301. 243 

Telecommunications. 621.3 

Telfair’s daughter (Block) PBK 

Temporary address: Reno (Cuthrell) PBK 

Ten Commandments for today. 241.52 

Ten nights of dream, Hearing things, The 
heredity of taste. 895.634 

10,000 miles for a miracle. 616.120652 

Tender loving greed. 362.611609 

Tennysoniana. 821.8 

Tether’s end (Allingham) PBK 

Texas storm (Pendleton) PBK 

Text, cases and materials on antitrust 
fundamentals. 343.73072 

Textbook of surgery. 617 

Textiles: decision-making for the consumer. 
677.0077 

Astrology 14 horoscope. 133.54 

Theatre crafts book of make-up, masks, and 
wigs. 792.027 

Theft of the city. 329.00973 

Theology of Ramanuja. 294.521109 

Theophilus North (Wilder) FIC 

Theory and applications of step motors. 629.8 

Theory and design of modern pressure vessels. 
681.766 

Theory of prosperity. 339,201 

Theory of quantitative economic policy with 
applications to economic growth, stabilization 
and planning. 338.900184 

Therapeutic needs of the family: problems, 
descriptions, and therapeutic approaches. 
616.8915 

These early Americans. 289.322 

Theta functions with applications to Riemann 
surfaces. 515.223 

They all sang on the corner. 784.065747 

They met Jesus. 225.922 

They put on masks. 299.7 

Things stirring together or far away. 811.54 

Third base is my home. 796.357092 

Thirty things. 811.54 

30 years of baseball’s great moments. 
796.357640 

Thirty years of Best sports stories, 796.08 

Thomas Hardy; notes on his life and work. 
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Thomas Jefferson. 973.460924 

Thomas Love Peacock. . 823.7 

Thomas Moore anecdotes, being anecdotes, bon- 
mots, and epigrams, from the journal of 
Thomas Moore. 821.7 

Thomas Nast: cartoons and illustrations. 
741.5973 

Thomas Wolsey, late Cardinal. 942.052092 

Thoreau: mystic, prophet, ecologist. 818.309 

Thought and feeling. 153.4 

rs on the future civil policy of America. 

20. 

Three comedies. 839.8226 

365 meatless main dish meals. 641.5 

Three little kittens. JUV 

Three of us (Elbert) PBK : 

3 R’s in the kindergarten calendar. 372.13 

Thunder at sunset (Masters) FIC 

Ticket to ride (Perry) FIC 

Time and the hour (Cuthrell) FIC 

Time in their lives. 808.04275 

Time of indifference (Moravia) PBK 

Time to choose (Parker) JUV 

Titanic. 910.45 

To and fro on the earth. 901.946 

To Barbara with love. 242 

To irrigate 4 wasteland. 384.55453 

To see the kingdom. 230.0924 

To serve with love. 361 

Tolstoj and Shakespeare. 809 

Tom Seaver (Devaney) PBK 

Tom Swift and his electric English teacher. 
016.4207 

Tom Turtle; story (Hill) JUV z 

Tombstone; an iliad of the Southwest (Burns) 
PBK 

Tonia (Schmid) JUV 

Topics in numerical analysis. 519.4 

Topology Conference, Virginia Polytechnic Inst. 
and State Univ., March 22-24, 1973. 510.8 

Total sexuality (Wells) PBK 

Toward a new sociology. $01 

Toward a science of psychiatry. 616.890072 

Toward equal educational opportunity. 370.19 < 


Towards an appreciation of literature. 801 

Traditional lace making. 746.22 

Tragedy of Jane Shore. 822.5 

Trail driving days (Brown) PBK 

Trail-hardened (Lees) FIC 

Train cargo. 385.24 

Trance, healing, and hallucination. 291.42 

Transition and revolution. 914.0323 

Treasure in Oklahoma’s green country 
(McClain) FIC 

Treasure map (Hardy) PBK 

Treasury of books for Bible study. 016.22007 

Treatment of Parkinsonism with L-Dopa. 
616.833061 

Trends in Soviet theoretical linguistics. 491.7 

Trial of Ruth Ellis. 345.420252 

Trials and tribulations of Aaron Amsted 
{Lapatine) FIC 

Tribal justice (Blaise) FIC 

Tribe that hides from man. 980.3 

Trigonometry. 516.24076 

Triple stream. 809.03 

Triple Zeck (Stout) FIC 

Triumph service-repair handbook: 500-750cc 
twins, 1963-1974. 629.28775 

Trout, the whole trout, and nothing but the 
trout. 799.1755 

Truth to life. 809.034 

Tumors of the head and neck—clinical and 
pathological considerations. 616.99291 

Turbulent flows in engineering. 620.1064 

Turquoise lament (MacDonald) PBK 

Turtles, tortoises, and terrapins. 598.13 

28 experts view the sexual marriage. 301.42 

Twilight of the gods. 784.0922 

201 Portuguese verbs fully conjugated in all the 
tenses, alphabetically arranged. 469.5 

Two is lonely (Banks) FIC 

Two miracles: La nonne qui laissa son abbaie. 
842.1 

Twó Moral tales: Bear’s new clothes (Mayer) 


Two villages on stilts. 301.423096 


UFOs: interplanetary visitors. 001.942 

Ultrasound in the diagnosis of cardiovascular- 
-pulmonary disease. 616.130754 

Ulysses: fifty years. 823.912 

Umar Khayyam and his age. 891.5511 

Uncollected lectures; reports of lectures on 
American life and natural religion. 814.3 

Undercurrent (Pronzini) PBK 

Underground cats. 813.54 

Understanding political variables. 320.0151 

Unemployment and inflation. 331.2101 

Unheavenly city revisited. 301.360973 

Unitary dilations of Hilbert space operators and 
related topics. 515.73 

United Nations. 341.23 

United States and Western Europe. 301.297304 

U.S. force structure in NATO. 355.033073 

U.S.-U.S.S.R. nuclear weapons balance. 
327.73047 

Universal extensions and one dimensional 
crystalline cohomology. 510.8 

Unknown soldiers. 940.403 

Unstable homotopy from the stable point of 
view. 510.8 

Unwelcome immigrant. '301.451951 

Urban elderly poor. 362.604209 

Urban planning analysis: methods and models. 
309.262 


Urban poor of Puerto Rico. 301.441 
Urban scene in the seventies. 301.363097 
Uruguay and the United Nations. 341.23895 


vV 


Value and reality. 211.3 

Van Nostrand Reinhold manual of rendering 
«with pen and ink. 720.28 

Vandalism. 364.164 

Vehicle traffic law. 343.730946 

Venice train. 843.912 

Venom diseases. 615.942 

Very Idea. 659.1314 

Very last cookbook. 641.5636 

Very sure of God: religious language in the 
poetry of Robert Browning. 821.8 

Very Willing Griffin. 797.140924 

Vibration problems in engineering. 620.3 


WINNIE-THE-POOH (MILNE) JUV 


Victorians by the sea. 914.203810 

Violence in America: a search for perspective. 
301.633097 i 

Virginia beautiful. 917.55044 

Visionary film. 791.437 

Viva la raza! 301.451687 

Voices from the asylum. 362.2108 

Voices of Masada (Kossoff) PBK 

Volkswagen: Beetle, Super Beetle, Karmann 
Ghia. 629.28722 

Volkswagen service-repair handbook: 
transporter, 1961-1974. 629.28722 


W 


Wage-earning women. 331.40973 

Wait for me, Wendy (Marie) FIC 

Wait, just you wait (Berckman) FIC 

Wait til I make the show. 796.35764 

Wakefield resurrection play. 812.54 

Walk in the city (Smith) PBK 

Walking the boundaries. 811.54 

Wall of eyes (Miller) PBK 

Walt Disney’s Petér and the wolf (Disney (Walt) 
Productions.) JUV 

Walt Whitman. 811.3 

Ward 402 (Glasser) PBK 

Warping, all by yourself. 746.14 

Wartime English; materials for a linguistic 
history of World War II. 428.1 

Waverly anecdotes. 823.7- 

Waxing moon. 133.4 

"We have your daughter!” (Anvic) PBK 

We three kings (McNeill) JUV 

We women and our authors. 809.93352 

Weaving. 746.14 

Web of intrigue (Cust) FIC 

Welcome aboard. 359.129209 

Wellington and his army. 942.070924 

Welsh poems, sixth century to 1600. 
891.661108 

West from Fort Pierre. 917.830320 

West of Buffalo Bill. 917.803074 

Western contribution to Buddhism. 294.3 

Western experience. 901.9 ~ 

Whaling industry of New London. 338.372950 

What about tomorrow? 236.3 

What can a woman do? 331.40973 

What color are you? (Walton) JUV 

What do you do with them now that you've got 
them? 158.2 

What do you hear from Walden Pond? 
(Douglas) PBK 

What every artist and collector should know 
about the law. 340.0247 

What every formerly married woman should 
know (Athean) PBK 

What every woman should know about wine. 
641.22 

What you can do about your headaches (Hass) 
PBK 

When doctors meet reporters. 070.44961 

When Lena moved the cemetery. 286.70924 

When you comin back, Red Ryder? 812.54 

When you paint. 751.4 

Where did that naughty little hamster go? 
(Wolcott) JUV 

Where I’m bound. 808 

Who bears the tax burden? 336.200973 

Who goes there? (Paxton) PBK 

Who speaks for the child? 370.15 

Whole works. 331.544092 

Who’s who in Jane Austen and the Brontes. 
823.03 

"Why me?” 362.30924 

Why nations go to war. 909.82 

Why you lose at bridge. 795.41 

Widespread psychic wonders (Smith) PBK 

Wild asses. 915.5045 

Wild quarry (Lutz) PBK 

Wild travelers. 591.52 

Willi Munzenberg. 329.074092 


' William Godwin. 320.510924 


William H. Crawford, 1772-1834. 973.50924 

Williams & Wilkins case (The Williams & 
Wilkins Company v. the United States) 
346.730482 

Wilmington, Delaware: portrait of an industrial 
city, 1830-1910. 330.975120 

Wind at morning (Payne) FIC 

Window and wall testing. 690.12 

Windsor Castle in the history of England. 
914.229 

Wine of astonishment (MacKenzie) FIC 

Winnie-the-Pooh (Milne) JUV 


WIRE COAT HANGER BOOK 


Wire coat hanger book, over -150 intriguing uses. 
745.56 

Wisdom of kung fu. 796.8159 

Wise sayings and favorite passages from the 
works of Henry Fielding, including his Essay 
on conversation. 823.5 

Wisest fool in Christendom. 942.061092 

Witch world (Norton) PBK 

Witchcraft and sorcery. 133.4 

Witch's egg (Edmondson) JUV 

Witchstone (Graham) PBK 

With warmth and feeling. 811.54 

Withered branch. 823.9109 

Without barbarians (Magnuson) FIC 

Without burnt offerings. 301.21 

Witness to the truth. 940.531503 

Wolfe’s cloister (Plagemann) FIC 

Woman and cosmos. 194 

Woman hating. 301.412 

Woman of character (Gloag) PBK 

Woman on her own (Blackmore) PBK 

Woman suffrage movement in Canada. 
324.30971 

Woman who waits. 331.486479 

Woman’s dilemma. 301.412 

Women camp followers of the American 
Revolution. 973.33 

Women in politics. 329 

Women in the modern world. 301.412097 

‘Women in the United States Congress, 1917- 
1972. 328.730922 

Women of Lowell. 331.481677 

Women’s education in India, 1813-1966. 
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376.954 
Women’s rights almanac 1974. 301.412 
Wanders of the world of the albatross. 598.42 
Wood for wood-carvers and craftsmen. 745.51 
Wards in season. 422 
Wards, words, words. 428.1 
Wordsworth. 821.7 


Wordsworth’s Prelude” as a study of education. 


821.7 

Work-a-day girl. 301.412097 

Work and worship. 335.973 

Work or welfare? Factors in the choice for 
AFDC mothers. 362.82 

Workers and employers in Japan. 331.0952 

Working girls of Cincinnati. 331.409771 

World beneath our feet. 631.4 

World 42, freaks O. PBK 

World guide to scientific associations. 506 

World of carnivorous plants. 635.933121 

World of music. 780.15 

World of Shakespeare: sports & pastimes. 
822.33 

World of swing. 785.420922 

World protein resources. 338.19 

World within (Cerminara) PBK 

World without chance? 901.547 

Wound within. 959.704337 

Writing for the fun of it. 808.042 

Written on water (Baum) PBK 
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Year of December; a novel (Cores) FIC 

Year of protest, 1956. 891.708004 

Year of the unicorn (Norton) PBK 

Year’s best horror stories; series II (Davis) PBK 

Years of challenge, 1891-1971. 978.303092 

Yesteryear phantom (Ross) PBK 

Yiddish stories, old and new. 839.09301 

Yorktown: reflections on the past. 917.55423 

You and I and yesterday. 917.3039 

You are psychic (Noorbergen) PBK 

You can be fat-free forever. 613.25 

You can make an insect zoo. 638.5 

Young lady’s friend. 301.412097 

Your child's hearing and speech. 617.8 

Your cracked. PBK 

Your first pet and how to take care of it 
636.0887 

Your future in the military services. 355 0023 

You're ready to leave the hospital. 362.110207 

Youth and the law. 346.73013 


Z 


Zaire. 916.75103 

Zany word search-and-find puzzles. PBK 

Zofloya. 823.7 

Zone VI workshop. 770.28 

Zooming in; photographie discoveries under the 
microscope. 778.31 


A Major 
Contribution 


_ tothe 
Graphic Arts 





How did photography revolutionize the 
graphic arts in the 19th century? How did it 
convey information differently than traditional 
media? What was its impact on artists like 
Frederic Remington? 

All this and more can be found in VisuaL 
COMMUNICATION AND THE GRAPHIC ARTS, 
which offers in-depth information on the 
transformation of photography into a mass 
communications medium. Relating 
information theory and the psychology of 
perception, this book is the necessary l 
companion to William Ivins’ Prints and Visual 
Communication. It belongs on the desk of 
everyone with an interest in the graphic arts. 
December. Estelle Jussim. 
Illustrated. $25.00, 
plus shipping and handling 
Order your copies today 
on 30-day approval: 

R.R. Bowker Company, 
PO. Box 1807, Ann Arbor, 
| Michigan 48106, A Xerox 

= Education Company. 


XEROX® is a trademark of XEROX CORPORATION XEROX 





“An excellent 
reference tool 
that provides much 
needed information” 
Marguerite Soroka 
Deputy Director and 
Head, Technical Services 


Engineering Sccieties Library 
New York, N.Y. 


Scientific, Technical, and 
Engineering Societies 
- Publications in Print 1974-1975 





Now, for the first time, you can have all the information needed for 
finding and ordering materials issued by 151 important professional 
societies. 

Here you can easily locate books on gravity casting from the Zinc 
Institute. The price of the American Chemical Society’s “Men and 
Molecules” audio cassette series. A glossary of electric utility terms 
from the Edison Electric Institute. And more. 

Of special interest is the information on free and inexpensive 
pamphlets and brochures—by themselves they can create a mini-library | 
on everything from job opportunities in specialized fields to 
introductions to various disciplines. 

SCIENTIFIC, TECHNICAL, AND ENGINEERING SOCIETIES PUBLICATIONS IN 
Print 1974-1975—a landmark first! May 1974. Edited by James M. Kyed 
and James M. Matarazzo. 8% x 11. 223 pages. ISBN: 0-8352-0727-7. LC: 
74-5094. $17.50, plus shipping and handling. 


Order now on 30-day approval: R.R. Bowker Company, P.O. Box 
1807, Ann Arbor, Michigan 48106. 
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000 GENERALITIES 


CAVARNOS, 
Constantine. 
Byzantine thought and art; a collection of 
essays. Belmont, Mass., Institute for 
Byzantine and Modern Greek Studies 
[1974] xii, 139 p. illus. 21 cm. ISBN 0- 
914744-22-4. Includes bibliographical 
references. [DF531.C3] 2.95 (pbk.} 
i. Byzantine Empire—Intellectual life. I. 
Title. 
L.C. card number for original ed.: 
21884. 


001.209495 


68- 


PELLS, Richard H. 
Radical visions and American dreams; 
culture and social thought in the 
Depression years [by] Richard H. Pells. 
New York, Harper Torchbooks [1974, 
c1973] xv, 424 p. 20 cm. ISBN 0-06- 
131813-2. Bibliography: [p. 395]-410. 
[E169.1.P42 1974] 3.95 (pbk.) 

1. United States-—Intellectual life. I. Title. 


001.2°0973 


L.C. card number for original ed.: 72- 
85471. 
HUCK, Schuyler. 001.4°22°014 


Reading statistics and research [by] 
Schuyler Huck, William Cormier [and] 
William G. Bounds, Jr. New York, Harper 
& Row [1974] p. ISBN 0-06-042976-3 
[HA29.H799] 74-1417 4.95 (pbk.) 

1. Statistics. 2. Research. 3. Experimental 
design. I. Cormier, William, joint author. 
I. Bounds, William G., joint author. HI. 
Title. 

Prepared from C.I.P. 


HOUK, Annelle S. 001.5 
Media literacy: thinking about, by Annelle 
Houk [and] Carlotta Bogart. [Dayton, 
Ohio] Pflaum/Standard [1974] 115 p. illus. 
23 cm. ISBN 0-8278-0264-1 [P90.H68] 74- 
77021 3.50 

1, Mass media. I. Bogart, Carlotta L., joint 
author. IL Title. 


PONNAMPERUMA, Cyril, 
1923- 

interstellar communication; scientific 
perspectives [edited by] Cyril 
Ponnamperuma [and] A. G. W. Cameron. 
Boston, Houghton Mifflin [1974] 226 p. 
illus. 24 cm. ISBN 0-395-17809-6 
Bibliography: p. 187-226. [QB54.P6] 73- 
11945 5.95 (pbk.) 

I. Life on other planets. 2. Interstellar 
communication. I Cameron, Alastair 
Graham Walter, 1925- joint author. II 
Title. 


001.5’0999 


AUTOMATA, languages, and 001.53 
programming: 2nd colloquium, University 
of Saarbrucken, July 29-August 2. 1974. 
Edited by Jacques Lagckx. Berlin, New 
York, Springer-Verlag [1974] p. cm. ISBN 
0-387-06841-4 (Lecture notes in computer 


science, 14) [QA267.A92] 74-13557 18.70 
1. Machine theory—Congresses. 2. Formal 
languages~-Congresses. 3. Programming 
(Electronic computers)--Congresses. L 
Loeckx, J. J. C, ed. H. Saarbrucken. 
Universitat des Saarlandes. If. Title. IV. 
Series. 

Prepared from C.I.P. 


BECKER, Peter W. 001.534 
Recognition of patterns using the 
frequencies of occurrence of binary words 
[by] Peter W. Becker. 2d rev. ed. Wien, 
New York, Springer-Verlag [1974] p. cm. 
ISBN 0-387-81267-9 Bibliography: p. 
[Q327.B4 1974] 74-13582 14.40 

1. Pattern perception. l. Title. 

Prepared from C.I.P. 


LEFKOVITZ, David, 1936- 001.6°4 
Data management for on-line systems. 
Rochelle Park, N.J., Hayden Book Co. 
[1974] 289 p. illus. 24 cm. ISBN 0-8104- 
5100-X Includes bibliographical references. 
[QA76.6.L42] 74-4017 14.95 

1. On-line data processing. 2. Electronic 
digital computers—Programming. I. Title. 


SPENCER, Donald D. 001.6°4°0148 
Computer acronym handbook [by| Donald 
D. Spencer. Englewood Cliffs, N.J., 
Prentice-Hall [1974] 234 p. 22 cm. ISBN 
0-13-164863-2 [QA76.S676] 73-20221 8.95 
R ee data processing—Acronyms. 
» Litle. 


AUERBACH Publishers. 001.64044 
Auerbach guide to operating systems. 
Philadelphia [1974] iii, 165 p. illus. 28 cm. 
ISBN 0-87769-194-0 [QA76.5.A789 1974] 
73-22382 29.95 _ 
1. Electronic 


i digital 
Directories. 2, 


Electronic 


computers— 
digital 


*computers—Catalogs. I. Title. 


CARROLL, Harry, 1920- 001.6°4°044 
OS data processing with review of OS/VS. 
New York, Wiley [1974] xv, 280 p. illus. 
26 cm. ISBN 0-471-13600-X "A Wiley- 
Interscience < publication.” 
[QA76.8.1123C37] 74-2047 17.50 
1. IBM 370 (Computer) I. Title. 


RATTENBURY, Judith. 001.6°4°044 
Introduction to the IBM 360 computer and 
OS/JCL (Gob control language). Rev. ed. 
Ann Arbor, Survey Research Center, 
University of Michigan [1974, cl1971] x, 
103 p. illus. 26 cm. ISBN 0-87944-011-2 
(QA76.8.112R37 1974] 73-620248 7.00 

1. IBM 360 (Computer) I. Title. 

Pbk. 4.50; ISBN: 0-87944-010-4. 


COMPUTERS in chemical 001.6°42 
research and education. Proceedings of the 
international conference, Ljubljana, Zagreb 
12-17 July, 1973. Ed. by D. Hadi with the 
cooperation of J. Zupan. Amsterdam, New 
York, Elsevier Scientific Pub. Co., 1973. 3 


The main section of this listing is arranged by subject according to Dewey 
Decimal classification. The primary divisions of the Dewey classification: are 
given below; these categories are repeated above each page to which they apply. 
Juvenile fiction, adult fiction, paperback books and “Below-the-Line” entries 
are listed separately and arranged by main entry. Author and title indexes appear 
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000 GENERALITIES 


v. with illus. 24 cm. ISBN 0-444-99887-X 
At head of title: Union of the Chemical 
Societies of SFR Yugoslavia. Includes 
bibliographical references. 
[QD39.3.E46C66] 74-164834 56.00 (set) 

1. Electronic data processing—Chemistry— 
Congresses. I. Hadzi, D., ed. H. Zupan, J, 
ed. III. Unija hemijskih drustava SFR 
Jugoslavije. 


ERICKSON, Maynard L. 001.642 
Primer in computer utilization [by] 
Maynard L. Erickson [and] Richard F. 
Curtis. Morristown, N.J., General Learning 
Press [1974] xviii, 233 p 23 cm. 
[QA76.6.E73] 73-90043 5.95 (pbk.). 

1. Electronic digital  computers— 
Programming. I Curtis, Richard 
Farnsworth, 1931- joint author. I. Title. 


BLUESTONE, Morton D. 001.6’424 
How to program computers in COBOL 
[by] Morton D. Bluestone and Richard 
Mautner. New York, Macmillan [1974] p. 
ISBN 0-02-511870-6 [QA76.73.C25B58 
1974b] 73-19045 7.95 

1. COBOL (Computer program language) 
2 Electronic digital computers— 
Programming. I. Mautner, Richard, 1933- 
joint author. IT. Title. 

Prepared from C.I.P. 


BLUESTONE, Morton D. 001.6°424 
How to program computers in COBOL 
{by] Morton D. Bluestone and Richard 
Mautner. New York, Collier Books [1974] 
p. ISBN 0-02-008080-8 [QA76.73.C25B58 
1974] 74-6061 4.95 (pbk.) 

1. COBOL (Computer program language) 
2. Electronic digital computers— 
Programming. I. Mautner, Richard, 1933- 
joint author. Il. Title. 

Prepared from C.I.P. 


NATIONAL Computing 
Centre Limited. 
Standard Fortran programming manual. 


001.6°424 





A FORECAST 
OF BOOKS 
TO COME 


Your monthly issues of American 
Book Publishing Record provide 
information on U.S. books as they 
are published. But how do you get 
advance ordering information on 
these titles? 

FORTHCOMING BOOKS provides 
bi-monthly author and title indexes 
to books scheduled for publication 
within the next five months. In ad- 
dition, each issue updates and 
expands. the previous one — thus 
providing a comprehensive record 
of books published since the most 
recent edition of BOOKS IN PRINT. 
FORTHCOMING BOOKS is avail- 
able on subscription at $24.00 per 
year, $46.00 for two years, $68.00 
for three years. Outside U.S.A., add 
$1.00 per year. 

R.R. BOWKER COMPANY 

1180 Avenue of the Americas 

New York, N.Y. 10036 


9 


2nd ed. Manchester, National Computing 
Centre, 1972,[i.e. 1973] [5], 152, 3-44 p. 
illus. 31 cm. ISBN  0-85012-103-5 
(Computers and the professional) Includes 
bibliographical references and index. 
[QA76.73.F25N37 1972] 74-165487 

I FORTRAN (Computer program 
language) I. Title. 

Distributed by International Publications 
Service; 17.50 


PETERSON, William 
Wesley, 1924- 
Introduction to programming languages 
W. Wesley Peterson. Englewood 
Cliffs, N.J., Prentice-Hall [1974] ix, 358 p. 
illus. 25 cm. ISBN 0-13-493486-5 
Bibliography: p. [305]-307. [QA76.7.P49] 
74-2468 12.95 
i. Programming languages (Electronic 
computers) I. Title. 


WALLACH, Yehuda, 1928- 001.6°424 
Study and compilation of computer 
languages [by] Y. Wallach. New York, 
Gordon and Breach Science Publishers 
[cl1974] x, 614 p. illus. 24 cm. ISBN 0- 
677-04010-5 (Mathematics and its 
applications, v. 11) Bibliography: p. 607- 
614. [QA76.7.W34] 73-89202 45.00 

I. Programming languages (Electronic 
computers) 2. Compiling (Electronic 
computers) I. Title. 


BROWN, Peter J. 001.6°425 
Macro processors and techniques for 
portable software [by] P. I. Brown. New 
York, Wiley [1974] p. cm. ISBN 0-471- 
11005-1 (Wiley series in computing) "A 
Wiley-Interscience publication.” 
[QA76.6.B77} 73-17597 15.95 


001.6°424 


1. Macro processors. 2. Software 
compatibility. I. Title. 
Prepared from C.I.P. 

001.6425 


SCHRIBER, Thomas J., 
1935- 


Simulation using GPSS, by Thomas J. 
Schriber. New York, Wilzy [1974] p. 
ISBN 0-471-76310-1 Bibliography: p. 
[QA76.73.G18S37] 73-21896 16.95 

1. GPSS (Computer program language) 2. 
Digital computer simulation. I. Title. 
Prepared from C.I.P. 


MULTI-ACCESS 001.6'44’04 
computing: modern research and 
requirements, edited by Pau. N. Rosenthal 
and Russell K. Mish. Rochelle Park, N.J., 
Hayden Book Co. [1974] 223 p. 24 cm. 
ISBN 0-8104-5964-7 Selected papers of a 
conference jointly sponsored by System 
Development Corporation and the Office 
of Naval Research. [QA76.53.M84] 74- 
4067 13.95 13.95 

i. Time-shating computer systems— 
Congresses. 2. Real-time data processing— 
Congresses. I. Rosenthal, Paul H., ed. Il. 


Mish, Russell K, ed. HI System 
Development Corporation. IV. United 
States. Office of Naval Research. 
TSICHRITZIS, 001.6°44°04 
Dionysios C. 

Operating systems [by] Dionysios C. 


Tsichritzis and Philip A. Bernstein. New 
York, Academic Press [1974] xviii, 298 p. 
illus. 24 cm. ISBN (-12-701750-X 
{Computer science and applied 
mathematics) Bibliography: p. 267-287. 
[QA76.5.T738] 73-18959 13.50 

I. Electronice digital computers. I. 
Bernstein, Philip A., joint author. I. Title. 


BERGIER, Jacques, 1912- 
comp. 

Extraterrestrial intervention: the evidence 

[by] Jacques Bergier and the editors of 


001.93 


AMERICAN BOOK PUBLISHING RECORD 


Info journal. Chicago, Regnery [1974] p. 
cm. ISBN 0-8092-8369-7 Includes 
bibliographies. [AG243.B43] 74-6884 7.95 
I. Curiosities and wonders. I. The Info 
journal. IT. Title. 

Prepared from C.I.P. 


SHUBNIKOYV, Aleksei 
Vasil’evich. 
Symmetry in science and art [oy] A. V. 
Shubnikov and V. A. Koptsik. Translated 
from Russian by G. D. Archard. Edited by 
David Harker. New York, Plenum Press 


003 


[1974] p cm. ISBN 0-306-30759-6 
Translation of Simmetriia v nauke i 
iskusstve. Bibliography: p. 
[Q172.5.895S4913 1974] 73-81093 35.00 

1. Symmetry. I.  Koptsik, Vladimir 
Aleksandrovich. IT. Title. 

Prepared from C.I.P. 

PUBLIC library catalog. Oll 


Edited by Gary L. Bogart and Estelle A. 
Fidell. 6th ed., 1973. New York, H. W. 
Wilson Co., 1974. x, 1543 p. 26 cm. ISBN 
0-8242-0518-9 (Standard catalog series) 
First-4th ed. issued by H. W. Wilson Co. 
under title: Standard catalog for public 
libraries. Companion valumes to H. W. 
Wilson Company’s Fiction catalog. 
[Z1035.S83 1974] 74-656 65.00 

1. Bibliography—Best books. 2. Catalogs, 
Classified (Dewey decimal) 3. Public 
libraries. I Bogart, Gary L., ed. II. Fidell, 
Estelle A., ed. UI. Wilson, H. W., firm, 
publishers. Standard catalog for public 
libraries. 


CHANDLER, George, 1915- 011.02 
How to find out; a guide to sources of 
information for all, arranged by the Dewey 
Decimal Classification [by] G. Chandler. 
4th ed. Oxford, New York, Pergamon 
Press [1974] xiv, 194 p. 22 cm. ISBN 0- 
08-017781-6 (Library and technical 
information) [Z1035.1.C47 1974] 73-19918 


1. Reference books—Bibliography. I. Title. 


*PUBLISHERS’ trade list 
annual, 

The 1974 ed. is available from Bowker for 
39.50 (per 6 vol. set) ISBN 0-8352-0759- 
5. L.C. card no.: 4-12648 


ROGERS, A. Robert, 1927- 016.0013 
The humanities; a selective guide to 
information sources [by] A. Robert Rogers. 
Littleton, Colo., Libraries Unlimited, 1974. 
400 p. 24 cm. ISBN 0-87287-091-X 
(Library science text series) [Z5579.R63] 
74-78393 9.50 

I. Humanities—Bibliography. I. Title. 


TINKER, Lynne. 016.025°02°02854 
An annotated bibliography of library, 
automation, 1968-1972, compiled by 
Lynne Tinker. London, Aslib, 1973. x, 85 
p- 30 cm. ISBN  0-85142-050-8 "A 
continuation of Bibliography of library 
automation compiled by C. F. Cayless and 
Hilary Potts, London ... 1968.” Includes 
index. [7678.9.A2T55] 74-170581 

1. Libraries----Automation—Bibliography. I. 
Title. x 
Distributed by Chicorel Library; 12.00 
(pbk.) 


015.73 


BARBER, Cyril J. 016.2 
The minister’s library, by Cyril J. Barber. 
Foreword by Merrill F. Unger. Grand 
Rapids, Baker Book House [1974] xiii, 378 
p. illus. 27 cm. ISBN 0-8010-0598-1 
[Z675.T4B3] 73-92977 9.95 

I. Theological libraries. I. Title. 


- 
BREIT, Marquita, 1942- 016.2 
Thomas Merton: a bibliography. Compiled 


SEPTEMBER 30,1974 


and edited by Marquita Breit. Metuchen, 


N.J., Scarecrow Press, 1974. xvii, 180 p.’ 


22 cm. ISBN 0-8108-0705-X (ATLA 
bibliography series, no. 2) [Z8570.6.B73 
1974] 73-23092 6.00 

L Merton, Thomas, 1915-1968— 
Bibliography. I Series: American 
Theological Library Association. ATLA 
bibliography series, no. 2. 


SMITH, Myron J. 016.35900973 
The American Navy, 1865-1918: a 
bibliography, by Myron J. Smith, Jr. 


Metuchen, N.J., Scarecrow Press, 1974. 
xiii, 372 p. 22 cm. ISBN 0-8108-0720-3 
(American naval bibliography, v. 4 
(Z6835.U5S62] 74-4230 6.25 

1. United States. Navy—Bibliography. 2. 


United States—History, Naval— 

Bibliography. [ Title. If. Series. 

Pbk. 3.25, ISBN 0-87961-028-X 

CORNELL University. Center 016.37 
for Improvement of Undergraduate 


Education. 

The yellow pages of undergraduate 
innovations. {Ithaca, N.Y., 1974] 243 p. 26 
cm. "A Change publication.” Bibliography: 
p. gaat [Z5811.C8 1974] 74-172723 
4.9 

L Education-—Bibliography. 2. 
Education—Indexes. I. Title. 


TYSSE, Agnes N. 016.37019°6 
International education: the American 
experience; a bibliography. Compiled by 
Agnes Tysse. Metuchen, N.J., 
Scarecrow Press, 1974- v. 22 cm. ISBN 
0-8108-0686-X Coni tents.—-v. 
Diserinons and theses. [Z5814. E23T93j 
73-16429 5.00 

1. Educational exchanges—United States— 
Bibliography. I. Title. 


SMIT, Pieter, Dr. 016.57°09 
History of the life sciences: an annotated 
bibliography. New York, Hafner Press 
[1974] p. cm. ISBN 0-02-852510-8 
[Z5320.S55] 74-12091 55.00 

1. Life sciences—History—Bibliography. I. 
Title. 

Prepared from C.I.P. 


FIELD Museum of Natural 016.5982 
History, Chicago. Edward E. Ayer 
Ornithological Library. 

Catalogue of the Edward E. Ayer 

Ornithological Library [by] John Todd 

Zimmer. New York, Arno Press, 1974. p. 

em. ISBN 0-405-05773-3 (Natural sciences 

in America) Reprint of the 1926 ed. 
published by the Field Museum of Natural 

History, Chicago as its Publication 239- 

240, zoological series, v. 16. [Z25335.F45 

1974] 73-17850 36.00 

1. Field Museum of Natural History, 

Chicago. Edward E. Ayer Ornithological 

Library. 2. Birds—Bibliography. 3. Birds— 

Bibliography—Catalogs. I Zimmer, John 

Todd, 1889-1957. If. Title. II. Series: 


Field Museum of Natural History, 
Chicago. Publication 239-240. 

Prepared from C.I.P. 

PECK, Theodore P. 016.6136'2 


Occupational health and safety: a guide to 
information sources, compiled by Theodore 
P. Peck. Detroit, Gale Research Co. [1974] 
p. cm. ISBN 0-8103-0828-2 (Management 
information guide, 28) [Z6675.I1SP4] 74- 
7199 14.50 

i. Industrial hygiene—Bibliography. 2. 
industrial satety—Bibliography. I. Title. I 
Series. 

Prepared from C.I.P. 


~ 
TRICHE, Charles W. 016.616152 
The sickle cell hemoglobinopathies; a 


comprehensive bibliography, 1910-1972, by 
Charles W. Triche HI and Diane Samson 
Triche. Troy, N.Y., Whitston Pub. Co., 
[1974] 453 p. 24 cm. ISBN 0-87875-048-7 
[Z6664.S53T74] 73-85959 18.00 

1. Sickle cell anemia—Bibliography. I. 
Tnehg Diane Samson, joint author. I. 
itle. 


*GOOD, Stephen H., 
1925- 

Venereal disease bibliography for 1972. 
The 1974 supplement compiled by Jean 
Cameron Advena is now available from 
Whitston Pub. Co., Troy, N.Y., for 18.00. 
ISBN 0-87875-046-0. L.C. card no.: 79- 
116588. 


016.61695 


HARWELL, Rolly M. 016.7455 
Crafts for today: ceramics, glasscrafting, 
leatherworking, candlemaking, and other 
popular crafts [by] Rolly M. Harwell and 
Ann J. Harwell. Littleton, Colo., Libraries 
Unlimited, 1974. 211 p. 24 cm. ISBN 0- 
87287-067 7 (Spare time guides, no. 4) 
[Z6151.H37] 73-92979 7.50 (lib. bdg.). 

i. Handicraft—Bibliography. I Harwell, 
Ann J, joint author. I. Title. 


KEAVENEY, Sydney Starr. 016.75913 
American painting. Detroit, Gale Research 
Co. [1974] p. cm. ISBN 0-8103-1200-X 
(Art and architecture information guide 
series) (Gale information guide library) 
[Z5949.A45K4] 73-17522 18.00 

I. Painting, American—Bibliography. J. 
Title. 

Prepared from C.I.P. 


OLMSTED, Elizabeth H. 016.78 
Music Library Association catalog of cards 
for printed music, 1953-1972; a 
supplement to the Library of Congress 
catalogs. Edited by Elizabeth H. Olmsted. 
Totowa, N.J, Rowman and Littlefield 
[1974] 2 v. 29 cm. ISBN 0-87471-474-5 
[ML113.042] 73-17184 80.00 (set) 

1. Music—Bibliography. I. Music Library 
Association. IT. Title. 


NUECKEL, Susan. 016.7901 
Selected guide to sports and recreation 
books. New York, Fleet Press Corp. [1974] 
168 p. 24 cm. ISBN 0-8303-0128-3 
(Z7511.N83] 73-3735 10.50 

I. Sports—Bibliography. 2. Recreation— 
Bibliography. I. Title. 

Pbk. 5.50; ISBN: 8303-0127-5. 


NACHBAR, Jack, comp. 016.79143 
Focus on the western. Englewood Cliffs, 
N.J., Prentice-Hall [1974] vi, 150 p. illus. 
21 cm. ISBN 0-13-950634-9 (Film focus) 
(A Spectrum book) [PN1995.9.W4N3] 74- 
3063 6.95 

i. Western films—Addresses, 
lectures. I. Title. 

Pbk. 2.95, ISBN 0-13-950626-8; contents 
omitted. 


essays, 


BETTS, Douglas A. 016.7941 
Chess; an annotated bibliography of works 
published in the English language, 1850- 
1968. Compiled by Douglas A. Betts. 
Boston, G. K. Hall, 1974. xix, 659 p. 27 
em. ISBN 0-8161-1094-8 [Z5541.B47] 73- 
15885 35.00 (lib bdg.) 

I. Chess—Bibliography. I. Title. 


LAUTER, Paul. 016.81152 
E. E. Cummings; index to first lines and 
bibliography of works by and about the 
poet. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1955 
ed. published by A. Swallow, Denver. 
[Z8204.63.L3 1974] 74-13086 12.50 

1. Cummings, Edward Estlin, 1894-1962— 


000 GENERALITIES `“ 


. Bibliography. 2. Cummings, Edward Estlin, 


1894-1962—Dictionaries, indexes, etc. 
Prepared from C.I.P. 


WOODRESS, James 
Leslie. . 
American fiction, 
Woodress. Detroit, 
[1974] p. cm. 


016.813’03 


1900-1950, by James 
Gale Research Co 
ISBN 0-8103-1201-8 
(American literature, English literature, 
and world literatures in English: an 
information guide series) (Gale information 
guide library) [Z1231.F4W64] 73-17501 
18. 


1. American fiction—20th century— 
History and criticism—Bibliography. L 
Title. 

Prepared from C.I.P. 


OLIVAS, Michael A. 016.81354 
An annotated bibliography of John Updike 
criticism, 1967-1973, and a checklist of his 
works [by] Michael A. Olivas. New York, 
Garland Pub., 1974. p. cm. ISBN 0-8240- 
1053-1 [Z8913.85.04] 74-13951 12.50 

1. Updike, John-——Bibliography. I. Title. 
Prepared from C.I.P. 


DYSON, A. E. 016.823°03 
The English novel; edited by A. E. Dyson. 
[London, New York] Oxford University 
Press, 1974. ix, 372 p. 21 cm. ISBN 0-19- 
871033-X (Select bibliographical guides) 
(Z2014.F5D94] 74-170503 11.25 

1, English fiction—Bibliography. 2. English 
fiction—History and criticism. I. Title. 

Pbk. 3.95, ISBN 0-19-871027-5. 


ESDAILE, Arundell 

James Kennedy, 1880-1956 
A list of English tales and prose romances 
printed before 1740. [Folcroft, Pa.) 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1912 ed. printed for the 
Bibliographical Society by Blades, East & 
Blades, London, which was issued as the 
1912 Publication of the Bibliographical 
Society, London. [Z2014.F5E8 1974] 74- 
13114 17.00 

1. English fiction—Early modern, 1500- 
1700—Bibliography. 2. English fiction— 
18th century—Bibliography. 3. Romances, 
English—Bibliography. I. Title. I. Series: 


016.823°085 


Bibliographical Society, London. 
Publication, 1912. 

Prepared from C.I.P. 

BARCLAY, Janet M. 016.8238 


Emily Bronte criticism, 1900-1968; an 
annotated check list [by] Janet M. Barclay. 
[New York] New York Public Library; 
ne by] Readex Books [1974] 76 p. 
26 ISBN 0-87 104-227-4 
[Z8121. 98. 3 B37] 74-76459 5.50 (pbk.). 

Bronte, Emily Jane, 1818-1848— 
Bibliography. I New York (City). Public 
Library. H. Title. 


MEYERS, Jeffrey. 016.828'971208 
T. E. Lawrence: a bibliography. New York, 
Garland, 1974. p. cm. ISBN 0-8240-1052- 
3 [Z8491.5.M48] 74-11361 10.00 

i. Lawrence, Thomas Edward, 1888- 
1935—Bibliography. I. Title. 

Prepared from C.I.P. 


LAURENT I, Joseph L 016.868'6'209 
Federico Garcia Lorca y su mundo (ensayo 
de una bibliografia general) Metuchen, N.J. 
Scarecrow Press [1974] ISBN 0-8108- 
0713-0 (The Scarecrow author 
bibliographies, no. 15) Introd. and 
chronology in Spanish and English. 
[Z8323.6L35] 74-2252 9.00 

i. Garcia Lorca, Federico, 1898-1936— 
Bibliography. I. Siracusa, Joseph, joint 
author. II. Title. III. Title: The world of 
Federico Garcia Lorca 


000 GENERALITIES 
Prepared ‘from C.I.P. 


FIRTH, Charles 

Harding, Sir, 1857-1936. 
A bibliography of the writings of Sir 
Charles Firth. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1928 ed. published by Clarendon Press, 
Oxford. [Z8298.9.F57 1974] 74-13083 5.00 
1. Firth, Charles Harding, Sir, 1857-1936— 
Bibliography. I Title. . 
Prepared from C.I.P. 


TOOZE, Ruth. 016.91°003 
Literature and music as resources for social 
studies [by] Ruth Tooze and Beatrice 
Perham Krone. Westport, Conn., 
Greenwood Press [1974, c1955] x, 457 p. 
illus. 23 cm. ISBN 0-8371-6153-3 Includes 
unacc. melodies with words. Reprint of the 
ed. published by Prentice-Hall, Englewood 
Cliffs, N.J. Includes bibliographies. 
[Z6201.T6 1974] 73-21289 20.00 

1. History—Bibliography. 2. Literature— 
Bibliography. 3. Folk music-——Bibliography. 
I. Krone, Beatrice Perham, 190l- joint 
author. II. Title. 


016.9072024 


A Buried past; 016.917306°956 
an annotated bibliography of the Japanese 
American Research Project Collection. 
Compiled by Yuji Ichioka [and others] 
Berkeley, University of California Press 
[1974] 227 p. 25 cm. Prepared in the 
Asian American Studies Center at the 
University of California at Los Angeles. 
[Z1361.J2B87 1974} 73-83063 10.00 
1. California. University. University at Los 
Angeles. Japanese American Research 
Project. 2. Japanese in the United States— 
Bibliography—Catalogs. 3. Japan— 
Emigration and immigration— 
Bibliography—Catalogs. I. Ichioka, Yuji, 
comp. II. California. University. University 
at Los Angeles. Asian American Studies 
Center. 
MATTHEWS, William, 016.92'0073 
905- 
American diaries in manuscript, 1580- 
1954; a descriptive bibliography. Athens, 
University of Georgia Press [1974] xvi, 
176 p. 25 cm. ISBN 0-8203-0318-6 
Supplement to the author’s American 
diaries. [Z5305.U5M32] 73-76782 12.50 
i. American  diaries—Bibliography. L 


Matthews, William, 1905- American 
diaries. IT, Title. 
*4MERICAN book prices 018.3 


current; a record of literary properties sold 


at auction in England, the United States _ 


and in Canada. 

The Index 1965-1970 for vols. 72-76 
(September 1965-Aug 1970) is available 
from Columbia University Press, N.Y. for 


100.00. ISBN 0-231-03822-4. L.C. card 
no.: 3-14557, 

© CALIFORNIA. University. 019°.1 
University at Los Angeles. William 


Andrews Clark Memorial Library. 

Dictionary catalog of the William Andrews 
Clark Memorial Library. Boston, G. K. 
Hall, 1974. 15 v. 37 cm. ISBN 0-8161- 
1049-2 [Z2027.C55C34 1974] 74-174417 
1,240.00. (15 vols.) 
1. California. University. University at Los 
Angeles. William Andrews Clark Memorial 
Library. 2. England—Civilization—I17th 
century—Bibliography—Catalogs. 3. 
England—Civilization—18th century— 
Bibliography—Catalogs. 4. English 
literature—19th — century—-Bibliography— 
Catalogs. 5. Bibliography—Fine editions-- 
Catalogs. 6. Montana—History— 
‘ Bibliography—Catalogs. I. Title. 


4 


LUBANS, John. 021 
Educating the library user [edited by] John 
Lubans, Jr. New York, R. R. Bowker Co., 
1974. p. cm. ISBN  0-8352-0674-2 
Bibliography: p. [Z711.2.L83] 74-11794 
13.95 


1. Libraries and readers—Addresses, 
essays, lectures. I. Title. 
Prepared from C.I.P. 


RESOURCE sharing in 021.6°4 
libraries: why, how, when, next action 
steps. Edited by Allen Kent. New York, 
M. Dekker, 1974. x, 393 p. 24 cm. ISBN 
0-8247-6130-8 (Books in -library and 
information science, v. 8) Based on papers 
presented at a conference held Apr. 11-12, 
1973 at Pittsburgh, Pa., and cosponsored 
by the Pennsylvania Association of 
Colleges and Universities, the Pittsburgh 
Council on Higher Education, and the 
Pittsburgh Regional Library Center. 
[Z678.R43] 73-90724 24.50 

I. Library cooperation—Congresses. I. 
Kent, Allen, ed. If Pennsylvania 
Association of Colleges and Universities. 
Wl. Pittsburgh Council on Higher 
Education. IV. Pittsburgh Regional Library 
Center. V. Title. VI. Series. 


PROSTANO, Emanuel T. 025.1 
School media programs: case studies in 
management, by Emanuel T. Prostano. 2d 
ed. Metuchen, N.J., Scarecrow Press, 1974. 
166 p. 22 cm. ISBN 0-8108-0716-5 
Includes bibliographical 

(Z675.S3P76 1974] 74-3258 6.00 
1. School lbraries—Administration—Case 
studies. 2. Instructional materials centers— 
Administration—Case studies. I. Title. 


HANDLING special materials 025.17 
in libraries; a project of the South Atlantic 
Chapter, SLA. Edited by Frances E. 
Kaiser. New York, Special Libraries 
Association, 1974. v, 164 p. 26 cm. ISBN 
0-87111-211-6 Bibliography: p. 123-161. 
[Z688.A2H35] 73-21956 10.25 (pbk.). 

I. Libraries—Special collections. 2. 
Libraries—Special collections— 
Bibliography. I. Kaiser, Frances E., ed. II. 


references. 


Special Libraries Association. South 
Atlantic Chapter. 
SPILLER, David. 025.2°1 


Book selection; an introduction to 
principles and practice. 2d ed. rev. 
[Hamden, Conn.] Linnet Books [1974] 142 
p. 23 cm. ISBN 0-208-01353-9 
Bibliography: p. 135-137. [Z689.S6 1974] 
74-1312 7.50 

1. Book selection. I. Title. 


YOUNG, Margaret 026°.00025°7- 
Labash. 
Directory of special libraries and 


information centers. Edited by Margaret 
Labash Young, Harold Chester Young, and 
Anthony T. Kruzas. 3d ed. Detroit, Gale 
Research Co. [1974- v. 29 cm. Vol. 2 
has special} title: Geographic—personnel 
index. First (1963) and 2d (1968-69) ed. 
edited by A. T. Kruzas. [Z731.Y68 1974] 
74-3240 35.00 

1. Libraries, Special—United States— 
Directories. 2. Libraries, Special— 
Canada—Directories. 3. Information 
services—United States—Directories. 4. 
Information services—Canada— 
Directories. I. Young, Harold Chester, 
joint author. IT. Kruzas, Anthony Thomas, 
Joint author. HI. Kruzas, Anthony Thomas, 
ed. Directory of special libraries and 
information centers. IV. Title. 


SKALLERUP, Harry Robert. 026.3875 
Books afloat & ashore; a history of books, 
libraries, and reading among seamen during 


AMERICAN BOOK PUBLISHING RECORD 


the age of sail, by Harry R. Skallerup. 
{Hamden, Conn.] Archon Books, 1974. xii, 
277 p. illus. 23 cm. ISBN 0-208-01408-X 
Includes bibliographical references. 
[Z675.N3S54] 73-15879 12.00 

1. Libraries, Naval—History. I. Title. 


GLOVER, Janice. 027.4 
Lighter side of the library. Taunton, Mass., 
W. S. Sullwoid [1974] 128 p. 24 cm. ISBN 
0-88492-003-8  [Z682.5.G57] 74-75520 
4.95 

i. Libraries—Anecdotes, facetiae, satire, 
etc. £ Title. 


THE Academic library: 027.7 
essays in honor of Guy R. Lyle. Edited by 
Evan Ira Farber and Ruth Walling. 
Metuchen, N.J., Scarecrow Press, 1974. p. 
em. ISBN 0-8108-0712-2 [Z675.U5A34] 
74-2098 6.00 

1. Lyle, Guy Redvers, 1907- 2. Libraries, 
University and college—Addresses, essays, 
sectures. I. Lyle, Guy Redvers, 1907- H. 
“arber, Evan Ira, ed. IE. Walling, Ruth, 
ed. 

Prepared from C.I.P. Contents omitted. 


BROYARD, Anatole. 028.1 
Aroused by books. {ist ed.] New York, 
Random House [1974] p. cm. ISBN 0- 
594-49104-1 A collection of the author's 
book reviews which originally appeared in 
the New York times from 1971-1973. 
[Z1035.A1B72]} 74-8271 8.95 

1. Books—Reviews. I. New York times. II. 
Title. 

Prepared from C.I.P. 


HAVILAND, Virginia, 1911- 028.52 
Yankee Dood!e's literary sampler of prose, 


poetry, and pictures, selected and 
iatroduced by Virginia Haviland and 
Margaret N. Coughlan New York, 


Crowell [1974] p. cm. ISBN 0-690-00269- 
f Bibliography: p. [Z1232.H38] 74-12217 


2. Children’s ‘literature, 
Bibliography. 2. Children’s literature, 
aAmerican—History and criticism. L 
Coughlan, Margaret N., 1925- joint author. 
il. Title. 

Prepared from C.I.P. 


YONKERS, N.Y. Public 
Library. Children’s Services. 
A guide to subjects and concepts in picture 
book format. Dobbs Ferry, N.Y., Oceana 
Publications, 1974. p. cm. ISBN 0-379- 
C0131-4 Bibliography: p. [Z1037.Y65 
1974] 74-12229 7.50 (lib. bdg.) 
a. Picture-books for children—Indexes. 2. 
Children’s stories—Indexes. I. Title. 
Frepared from C.I.P. 


EOCHEN, Manfred. 029.7 
Principles of information retrieval. ` Los 
Angeles, Melville Pub. Co. [1974] xix, 203 
p- illus. 23 cm. ISBN 0-471-49697-9 
(information sciences series) "A Wiley- 
Eecker & Hayes series book.” 
Eibliography: p. 177-195. [Z699.K583] 74- 
1204 11.95 

i. Information storage and retrieval 
systems. I. Title. 


DAVIS, Charles Hargis, 
1938- 

Information retrieval and documentation in 

chemistry [by] Charles H. Davis and James 

< Rush. Westport, Conn., Greenwood 

Fress [1974] xx, 284 p. illus. 21 em. ISBN 

0-8371-6364-1 (Contributions in 

librarianship and information science, no. 
Includes bibliegraphical references. 

[Z699.5.C5D38] 72-791 12.95 

l- Information storage and retrieval 


American— 


028.52 


029°.9°54 
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systems—Chemistry. I. Rush, James E., 
joint author. If. Title. II. Series. 


AFRICAN encyclopedia. 032 
London, Oxford University Press, 1974. 3- 
554 p. illus., maps (2 col.), ports. 26 cm. 
ISBN 0-19-913178-3 Includes index. 
[DT2.A3] 74-169352 

1. Affica—Dictionaries and encyclopedias. 
Distributed by Oxford University Press, 
New York for 13.00. 


KEESEY, Ray E. 060.42 
Modern parliamentary procedure [by] Ray 
E. Keesey. Boston, Houghton Mifflin, 
1974. p cm. ISBN 0-395-19397-4 
Bibliography: p. [JF515.K395 1974b] 74- 
6250 5.95 

1. Parliamentary practice. I. Title. 
Prepared from C.I.P. Pbk., 4.95; ISBN 0- 
395-17015-X 


FULDHEIM, Dorothy. 070.1°9°0924 
A thousand friends. [ist Garden City, 
N.Y., Doubleday, 1974. p. cm. ISBN 0- 
385-01701-4 [PN4874.F77T48} 73-10805 


1. Fuldheim, Dorothy. 2. Journalists— 
Correspondence, reminiscences, etc. 
Title. 

Prepared from C.I.P. Contents omitted. 


WILLIAM Rockhill 070.4°09214 
Nelson: the story of a man, a newspaper, 
and a city [by] members of the staff of the 
Kansas City star. New York, Beekman 
Publishers, 1974. 274 p. illus. 23 cm. ISBN 
0-8464-0017-0 (American newspapermen, 
1790-1933) Reprint of the 1915 ed. printed 
at Riverside Press, Cambridge. 
[PN4874.N3W5 1974] 74-646 16.00 

I. Nelson, William Rockhill, 1841-1915. I. 
Kansas City star. 


ATKINSON, Wilmer, 
1840-1920 
Wilmer Atkinson, an autobiography. New 
York, Beekman Publishers, 1974. xviii, 375 
p. illus. 23 cm. ISBN 0-8464-0032-4 
(American newspapermen, 1790-1933) 
Reprint of the 1720 ed. published by W. 
Atkinson Philadelphia. 
LENARTA. A6A3 1974} 74-645 20.00 
1. Atkinson, Wilmer, 1840-1920. I. Title. 


070.4°092°4 B 


DANIELS, Josephus, 070.4’092’4 B 
1862-1948. 
Tar Heeli editor. Westport, Conn., 


Greenwood Press [1974, c1939] p. cm. 
ISBN 0-8371-7440-6 Reprint of the ed. 
published by University of North Carolina 
Press, Chapel Hill. [PN4874.D33A3 1974] 
74-2840 29.00 

Zi. Daniels, Josephus, 1862-1948. 2. 
Journalists—Correspondence, 
reminiscences, etc. 3. Journalism—North 
Carolina. I. Daniels, Josephus, 1862-1948. 
Editor in politics. I. Title. 

Prepared from C.I.P. 


DREISER, Theodore, 
1871-1945. 

Newspaper days. New York, Beekman 
Publishers, 1974 [c1931] 502 p. 23 cm. 
ISBN 0-8464-0023-5 (American 
newspapermen, 1790-1933) First published 
under title: A book about myself. Reprint 
of the ed. published by H. Liveright, New 
York, which was issued as v. 2 of the 
author’s A history of myself. 
[PS3507.R55Z5 1974] 74-531 20.00 

1. Dreiser, Theodore, 1871-1945, I. Title. 


GIROUD, Francoise. 070.40924 
I give you my word. Translated from the 
French by Richard Seaver., Illustrated with 
photos. [lst American ed.]} Boston, 
Houghton Mifflin, 1974. p. ISBN 0-395- 


070.4°092'4 B 


17219-5 Translation of Si je mens 
Conversations avec Claude Glayman. 
(PN5183.G55A313 1974] 74-8791 8.95 

1. Giroud, Francoise. I Glayman, Claude. 
H. Title. 

Prepared from C.I.P. 


GRAYBAR, Lloyd J. 070.4'092’4 B 
Albert Shaw of the Review of reviews, an 
intellectual biography [by] Lloyd J. 
Graybar. [Lexington] University Press of 
Kentucky [1974] xiii, 229 p. illus. 24 cm. 
ISBN 0-8131-1300-8 Bibliography: p. [205] 
-220. [PN4874.S45G7] 73-80464 12.50 

i. Shaw, Albert, 1857-1947. 2. Review of 
reviews and world’s work. 3. United 
States—Politics and government—1901- 
1953. I. Title. 


HAVIGHURST, Alfred F. 070.40924 
Radical journalist: H. W. Massingham 
(1860-1924) [by] Alfred F. Havighurst. 
[London, New York] Cambridge 
University Press [1974] xv, 350 p. 23 cm. 
ISBN 0-521-20355-4 (Conference on 
British studies. EMA series) 
Bibliography: 327-333. 
[PN5123. M35583] 73- $3106 19.50 


1. Massingham, Henry William, 1860- 

1924. I. Title. If. Series. 

LUBY, James, 1856- 070.4°092'4 
1925. 

James Luby, journalist. New York, 


Beekman Publishers, 1974. 135 p. port. 23 
cm. ISBN  0-8464-0014-6 (American 
newspaperman, 1790-1933) Reprint of the 


1930 ed. published by Ransdell, 
Washington. [AC8.L85 1974] 74-2065 
10.00 


WATTERSON, Henry, 070.4’1°0924 B 
1840-1921. 

"Marse Henry’: an autobiography. New 
York, Beekman Publishers, 1974. 2 v. illus. 
23 cm. ISBN 0-8464-0002-2 (American 
newspapermen, 1790-1933) Reprint of the 
1919 ed. published by G. H. Doran, New 
York. [E664.W34A35 1974] 74-503 35.00 
(2 vol. set) 

1. Watterson, Henry, 1840-1921. I. Title. 


NO cheering in 070.4°49°7960922 
the press box. Recorded and edited by 
Jerome Holtzman. [Ist ed.] New York, 
Holt, Rinehart and Winston [1974] p. 
ISBN 0-03-012236-8 Interviews with 18 
sports writers, 1971-73. [GV719.A2N62] 
73-12859 7.95 

1. Sportswriters—United 
Biography. I. Holtzman, Jerome. 
Prepared from C.I.P. 


BULLARD, Frederic 
Lauriston, 1866-1952. 
Famous war correspondents [by] Frederick 
[sic] L. Bullard. New York, Beekman 
Publishers, 1974. xii, 437 p. illus. 23 cm. 
ISBN 0-8464-0029-4 {American 
newspapermen, 1790-1933) Reprint of the 
1914 ed. published by Little, Brown, 
Boston. [PN4823.B8 1974} 74-648 18.50 
1. War correspondents. I. Title. 
Contents omitted. 


States— 


070.4°49°9047 


CORWEN, Leonard. 070.5023 
Your future in publishing. New York, Arco 
[1974, cl1973] 140 p. illus. 20 cm. ISBN 0- 
668-03428-9 (Arco-Rosen Career 
Guidance Series) Bibliography: p. 138- 
140. Discusses the various kinds of 
publishing organizations and the job 
opportunities of each. [Z278.C67] 1.95 


i. Publishing as a profession—Juvenile 
literature. I. Title. 

L.C. card number for original edition: 72- 
91800. 
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SEITZ, Don Carlos, 070.5°092’2 
1862-1935. 

The James Gordon Bennetts. New York 
Beekman Publishers [1974] ISBN 0-8464- 
0008-1 (American newspapermen, 1790- 
1933) Reprint of the ed. published by 
Bobbs-Merrill, Indianapolis. [PN4874.B484 
1974] 73-23110 18.50 
I. Bennett, James Gordon, 1795-1872. 2. 


Bennett, James Gordon, 1841-1918. 3. 
New York herald. I. Title. 

Prepared from C.I.P. 

BRADY, Frank. 070.5°092’4 B 


Hefner. New York, Macmillan [1974] p. 
em. ISBN 0-02-514600-9 [Z473.H44B7] 
74-13739 7.95 

1. Hefner, Hugh Marston, 1926- 

Prepared from C.I.P. 


LEACH, Frank 
Aleamon, 1846- 
Recollections of a newspaperman (a record 
of life and events in California) New York, 
Beekman Publishers, 1974. 416 p. illus. 23 
cm. ISBN  0-8464-0016-2 (American 
newspapermen, 1790-1933) Reprint of the 
1917 ed. published by S. Levinson, San 
Francisco. [PN4874.L34A326 1974] 74- 
752 18.50 
il. Leach, Frank Aleamon, 1846- 2. 
California—Politics and  government— 
1850-1950. 3. Frontier and pioneer life— 
California. I. Title. 


ARGYRIS, Chris, 1923- 070.5°72 
Behind the front page; [organizational self- 
renewal in a metropolitan newspaper. Ist 
ed.] San Francisco, Jossey-Bass Publishers, 
1974. xviii, 305 p. 24 cm. ISBN 0-87589- 
223-X (The Jossey-Bass behavioral science 
series) Bibliography: P. 297-298. 
[PN4867.A68] 73-22558 12.50 

A Newspaper publishing—United States. I. 

ttle. 


CLICK, J. W. 070.5°72 
Magazine editing and production [by] J. 
W. Click [and] Russell N. Baird. Dubuque, 
lowa, W. C. Brown Co. [1974] x, 274 p. 
illus. 29 cm. ISBN 0-697-04301-0 
Bibliography: p. 259-260. [PN4832.C55] 
73-87942 9.95 

1. Periodicals, Publishing of. 2. Journalism. 
L Baird, Russell N., joint author. IL Title. 


WINTERICH, John 070.5°73'0973 
Tracy, 1891-1970. 

Early American books & printing. Boston, 
Houghton Mifflin, 1935. Detroit, Gale 
Research Co., 1974. vii, 252 p. illus. 22 
cm. ISBN 0-8103-3661-8 [Z208.W79 1974] 
74-3022 12.00 

I. Printing—History—United States. I. 
Title. 


070.5°09274 B 


ABBOT, Willis John, 
1863-1934. 
Watching the world go by. New York, 
Beekman Publishers, 1974. xii, 358 p. illus. 
23 cm. ISBN 0-8464-0032-2 (American 
newspapermen, 1790-1933) Reprint of the 
1933 ed. published by Little, Brown, 


070.924 


Boston. [PN4874.A2A3 1974] 74-568 
16.00 
1. Abbot, Willis John, 1863-1934. 2. 


Journalists---Correspondence, 
reminiscences, etc. 3. United States— 
Politics and government. 4. Journalism— 
United States. I. Title. 


BREWER, George D, 070°.92’4 B 
The fighting editor—Warren and the 
Appeal. New York, Beekman Publishers, 
1974. 211 p. illus. 23 cm. ISBN 0-8464- 
0030-8 (American newspapermen, 1790- 
1933) Reprint of the 1910 ed. published by 


5 
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G. D. Brewer, Girard, Kan. [HX84.W3B7 
1974] 74-1499 13.00 
I, Warren, Fred D., 1873- 2. The 
American Freeman. 3. Socialism in the 
United States. I. Title. 


CHAPIN, Charles E., 
1858-1930. 
Charles E. Chapin’s story. New York, 
Beekman Publishers, 1974. xxv, 334 p. 
port. 23 cm. ISBN  0-8464-0028-6 
(American newspapermen, 1790-1933) 
Reprint of the 1920 ed. published by 
Putnam, New York. [PN4874.C45A4 
1974] 74-544 16.00 

1. Chapin, Charles E., 1858-1930. 


DAVIS, Richard 
Harding, 1864-1916. 
The adventures and letters of Richard 
Harding Davis. Charles Belmont Davis, 
editor. New York, Beekman Publishers, 
1974 [cl1917] viii, 417 p. illus. 23 cm. 
ISBN 0-8464-0024-3 (American 
newspapermen, 1790-1933) Reprint of the 
ed. published by Scribner, New York. 
[PS1523.A43 1974] 74-769 18.50 
1. Davis, Richard Harding, 1864-1916— 
Correspondence. 2. Davis, Richard 
Harding, 1864-1916—Biography. I. Davis, 
Charles Belmont, 1866-1926, ed. 


070.924 B 


070°.92’4 B 


DRISCOLL, Charles 
Benedict, 1885-1951. 
The life of O. O. Mcelntyre. New York, 
Beekman Publishers, 1974. 344 p. illus. 23 
cm. ISBN 0-8464-0022-7 (American 
newspapermen, 1790-1933) Reprint of the 
1938 ed. published by Greystone Press, 
New York. [PN4874.M373D7 1974] 74- 
570 16.00 
1. Mcintyre, Oscar Odd, 1884-1938. I. 
Title. 


070°.92’4 B 


MILLER, Charles 
Grant. 

Donn Piatt: his work and his ways. New 
York, Beekman Publishers, 1974. 381 p. 
illus. 23 cm. ISBN  0-8464-0013-8 
(American newspapermen, 1790-1933) 
Reprint of the 1893 ed. published by R. 
Clarke, Cincinnati. [F496.P58M54 1974] 
74-1497 16.50 

1. Piatt, Donn, 1819-1891. 2. Piatt Family. 


070°.92’4 B 


TERRELL, Russell 070°.9274 

Franklin. ; 
A study of the early journalistic writings of 
Henry W. Grady. New York, Beekman 
Publishers, 1974. 177 p. 23 cm. ISBN 0- 
8464-0006-5 (American newspapermen, 
1790-1933) Originally presented as the 
author’s thesis, George Peabody College 
for Teachers, 1926. Reprint of the ed. 
published by George Peabody College for 
Teachers, Nashville, which was issued as 
no. 39 of the college’s Contributions to 
education. Bibliography: : 177. 
[PN4874.G66T4 1974] 74-567 13.00 
1. Grady, Henry Woodfin, 1850-1889. I. 
Title. H. Series: George Peabody College 
for Teachers, Nashville. Contribution to 
education, no. 39. 


VANDERBILT, Cornelius, 
1898- 
Personal experiences of a cub reporter. 
New York, Beekman Publishers, 1974. ix, 
212 p. 23 cm. ISBN  0-8464-0003-0 
(American newspapermen, 1790-1933) 
Reprint of the 1922 ed. published by G. 
Sully, New York. [PN4874.V3A3 1974] 
74-569 12.00. 
f, Vanderbilt, _ Cornelius, 
Reporters and reporting. I. Title. 
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070°.92°4 


1898- 2. 


INGERSOLL, Lurton 071.471 B 
Dunham. 

The life of Horace Greeley. New York, 
Beekman Publishers, 1974. 688 p. illus. 23 
cm. ISBN 0-8464-0018-9 (American 
newspapermen, 1790-1933) Reprint of the 
1873 ed. published by Union Pub. Co., 
Chicago. [E415.9.G8I4 1974] 74-587 25.00 
1. Greeley, Horace, 1811-1872. 


LINN, Wiliam 
Alexander, 1846-1917. 
Horace Greeley, founder of the New York 
tribune. New York, Beekman Publishers, 
1974. xiii, 267 p. illus. 23 cm. ISBN 0- 
8464-0015-4 (American newspapermen, 
1790-1933) Reprint of the 1903 ed. 
published by D. Appleton, New York, in 
series: Appleton’s historic lives series. 
[E415.9.G8L7 1974] 74-588 16.00 
1. Greeley, Horace, 1811-1872. I. Series: 
Appleton’s historic lives series. 


ZABRISKIE, Francis 
Nicoll, 1832-1891. 
Horace Greeley, the editor. New York, 
Beekman Publishers, 1974. 398 p. port. 23 
cm. ISBN 0-8464-0000-6 (American 
newspapermen, 1790-1933) Reprint of the 
1890 ed. published by Funk & Wagnalls, 
New York, in series: American reformers. 
[E415.9.G8Z32 1974] 74-923 18.00 
1. Greeley, Horace, 1811-1872. I. Series: 
American reformers. 


071.471 B 


071.471 


BRITT, George, 1895- comp. 081 
Shoeleather and printers’ ink, 1924-1974. 
Edited for the Silurians by George Britt. 
New York, Quadrangle/New York Times 
Book Co. [1974] xiii, 370 p. illus. 22 cm. 
ISBN 0-8129-0417-6 ”Experiences and 
afterthoughts by New York newspapermen 
... selected from issues of Silurian news.” 
[PN4871.B7] 73-90167 9.95 

1. Journalists—New York = (City)— 
Correspondence, reminiscences, etc. I. 
Silurian news. IT. Title. 


HEARN, Lafcadio, 1850-1904. 081 
Editorials of Lafcadio Hearn. New York, 
Beekman Publishers, 1974. xx, 356 p. 23 
em. ISBN 0-8464-0020-0 (American 
newspapermen, 1790-1933) Reprint of the 
1926 ed. published by Houghton Mifflin, 
Boston. [PS1917.E4 1974] 74-627 16.00 

L. Title. 


LAMONT, Corliss, 1902- 081 
Voice in the wilderness; collected essays of 
fifty years. Buffalo, Prometheus Books 
[1974] xvii, 327 p. 23 cm. ISBN 0-87975- 
044-8 Includes bibliographical references. 
[AC6.L33] 74-75351 10.00 

I. Title. 


SOURCE, inc. 081s 
Organizing for health care, by Source 
Collective. [Boston] Beacon Press [1974] 
p. cm. ISBN 0-8070-2173-4 (Its Source 
catalog 3) [Z5630.S63 vol. 3} [R712.A1] 
362.1°025°73 74-254 10.95 

1. Medical societies—United States— 
Directories. 2. Hygiene, Public—United 
States—Societies, etc.—Directories. 3. 
Medical care- United States— 
Bibliography. I. Title. 

Prepared from C.I.P. Pbk. 5.95; ISBN 0- 
8070-2179-2. 


BERGER, John. 082 
The look of things; essays. Edited and with 
an introd. by Nikos Stangos. New York, 
Viking Press [1974] p. cm. ISBN 0- 670- 
43987-8 ”A Richard Seaver book.” Reprint 
of the 1972 ed. published by Penguin, 
Harmondsworth, in series: Pelican books. 
[AC8.B4737 1974] 74-12428 6.95 

£ Title. 


Sx copes 


AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.LP. 


ROBERTSON, John Mackinnon, 
1856-1933. 
Spoken essays. [Folcroft, Pa.) Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1925 ed. published by Watts, London. 
Contents.—Utopia.—Oliver | Cromwell.— 
The theology of earthquakes.—The 
meaning of utilitarianism—The theory of 
cosmic purpose.—The naturalistic theory 


082 


of ”Hamlet.”—-The theism of Earl 
Balfour.-—Rationalism and religion. 
Includes bibliographical references. 


[AC8.R5433 1974] 74-13254 20.00 
L Title. 
Prepared from C.I.P. 


KRAUS, H. P., firm, 
booksellers, New York. 
Monumenta codicum manu scriptorum; an 
exhibition catalogue of manuscripts of the 
6th to the 17th centuries from the libraries 
of the monasteries of St. Catherine, Mount 
Sinai; Monte Cassino; Lorsch; Nonantola; 
and from the collections of Claude, Queen 
of France; the Duke of Roxburghe; the 
Earl of Ashburnham; Baron James 
Rothschild; Sir Thomas Phillipps; Sir 
Arthur Chester Beatty; Sir Sidney 
Cockerell; C. W. Dyson Perrins; Dr. 
Martin Bodmer; Dr. Peter and Irene 
Ludwig. New York [1974] 164 p. illus., 
col. plates. 36.cm. Includes bibliographical 
references. [Z999.K884] 74-6292 65.00 
1. Bible. Manuscripts—Catalogs. 2. 
Manuscripts—Catalogs. I. Title. 
Publisher's address: 16 East 46 Street, 
New York 10017. 
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BRUENING, William H., 1943- 108 
comp. 
Self society, and the search for 


transcendence: an introduction to 
philosophy, edited by William H. Bruening. 
[lst ed. Palo Alto, Calif.] National Press 
Books [1974] xi, 436 p. 24 cm. ISBN 0- 
87484-286-7 Includes bibliographical 
references. [BD21.B74] 73-93340 10.50 


1. Philosophy—Introductions. 2. Self 
(Philosophy) 3. Ethics. 4. 
Transcendentalism. I. Title. 

Pbk. 6.95; ISBN 0-87484-2859. 
DAVIDSON, Robert Franklin, 109 


1902- 

Philosophies men live by [by] Robert F. 
Davidson. 2d ed. New York, Holt, 
Rinehart and Winston [1974] v, 442 p. 24 
cm. ISBN 0-03-011851-4 Includes 
bibliographical references. [B74.D38 1974] 
73-21684 9.95 : 

1. Philosophy—History. 2. Philosophy— 
Introductions. I. Title. 


LEISS, William, 1939- 110 
The domination of nature. Boston, Beacon 
Press [1974] p. cm. ISBN 0-08-704161-0 
Reprint of the 1972 ed. published by G. 
Braziller, New York. Bibliography: p. 
[BD581.L44 1974] 74-6090 3.95 

1. Man—Influence of nature. 2. Philosophy 
of nature. 3. Science and civilization. 4. 
Technology and civilization. 5. Human 
ecology. T. Title. 

Prepared from C.I.P. 


MORAWSKI, Stefan. 111.875 
Inquiries into the fundamentals of 
aesthetics. Cambridge, Mass., MIT Press 
[1974] p. cm. ISBN 0-262-13096-3 
Includes bibliographical references. 
{[BH39.M618] 74-6123 25.00 

1. Aesthetics. I Title. 


SEPTEMBER 30,1974 
Prepared from C.I.P. 


OGDEN, Charles Kay, 1889- 111.875 
1957. 

The foundations of aesthetics [by] 1. A. 
Richards, C. K. Ogden [and] James Wood. 
[2d ed.] New York, Haskell House, [1974] 
92 p. illus. 23 cm. ISBN 0-8383-2046-5 
Reprint of the 1925 ed. published by Lear 
Publishers, New York. Richards’ and 
Ogden’s names in reverse order in 1922 
London ed. Includes bibliographical 
references. [BH201.05 1974] 74-1364 
11.95 (lib. bdg.). 

1. Aesthetics. I. Richards, Ivor Armstrong, 
1893- joint author. IL Wood, James 
Edward Hathorn, joint author. III. Title. 


PRUYSER, Paul W. 121 
Between belief and unbelief [by] Paul W. 
Pruyser. [lst ed.] New York, Harper & 
Row [1974] p. cm. ISBN 0-06-066700-1 
Bibliography: p. [BF773.P78 1974] 73- 
18686 10.00 

1. Belief and doubt. I. Title. 

Prepared from C.I.P. 


WILL, Frederick L. 121 
Induction and justification; an investigation 
of Cartesian procedure in the philosophy 
of knowledge [by] Frederick L. Will. 
Ithaca [N.Y.] Cornell University Press 
[1974] 371 p. 22 cm. ISBN 0-8014-0823-7 
Bibliography: p. 358-365. [B1878.K6W53] 


73-19079 13.50 
L. Descartes, Rene, 1596-1650— 
Knowledge, Theory of 2. Induction 


(Logic) 3. Justification. I. Title. 


MACKIE, John Leslie. 122. 


The cement of the universe; a study of 
causation [by] J. L. Mackie. Oxford, 
Clarendon Press, 1974. 329 p. 23 cm. 
ISBN 0-19-824405-3 (The Clarendon 
library of logic and philosophy) 
Bibliography: p. [323]-326. [BD591.M32] 
74-167054 

1. Causation. 2. Teleology. I. Title. 
Distributed by Oxford University Press, 
N.Y. , 17.00. 


FRIEDMAN, Maurice S. 128 
The hidden human image [by] Maurice 
Friedman. New York, Delacorte Press 
[1974] p. cm. ISBN 0-440-03509-0 (A 
Delta book) Includes bibliographical 
references. [BD450.F74] 74-10660 10.00 

I. Man. 2. Civilization, Modern. I Title. 
Prepared from C.I.P. 


COUSINS, Norman. 1287.5 
The celebration of life; a dialogue on 
immortality and infinity. [lst ed.] New 
York, Harper & Row [1974] p. cm. ISBN 
0-06-061591-5 [BD431.C75] 73-18694 4.95 
i. Life. 2. Immortality. 3. Infinite. 4. 
Existentialism. [ Title. « 

Prepared from C.I.P. 


NORLING, Rita, 1936- 131.32 
Rituals and magic for perfect living. West 
Nyack, N.Y., Parker Pub. Co. [1974] p. 
cm. ISBN 0-13-781328-7 [BF1999.N66] 
74-10631 7.95 

1. Occult sciences. 2. Success. I. Title. 
Prepared from C.I.P. 


NORVELL. 131.32 
Exorcism: overcome black magic with 
white magic. West Ai N.Y., Parker 
Pub. Co. [1974] p. cm. ISBN 0-13- 
294991-1 [BF1559.N6] 74-10630 7.95 

1. Exorcism. 2. Success. I. Title. 

Prepared from C.I.P. 


GRAY-COBB, Geof, 1928- 133 
The miracle of new avatar power. West 
Nyack, N.Y., Parker Pub. Co. [1974] 199 


p. cm. ISBN 
fbri9se, G72} 74-1316 6.95 
f. Occult sciences. 2. Success. T. Title. 


0-13-585372-9 


HOLZER, Hans W., 
1920- 

The directory of the occult [by] Hans 
Holzer. Chicago, H. Regnery Co. [1974] 
p. cm. ISBN 0-8092-8377-8 [BF1409.H6] 
74-6895 8.95 

1. Occult sciences—Directories. I. Title. 
Prepared from C.I.P. Pbk. 3.95; ISBN 0- 
8092-8338-7. 


133°.025°973 


ELLIS, Arthur Jackson, 
1885- 
The divining rod; a history of water 
witching, with a bibliography, by Arthur J. 
Ellis. [Norwood, Pa.] Norwood Editions, 
1974. p. cm. At head of title: Department 
of the Interior. Reprint of the 1917 ed. 
published by Government Printing Office, 
Washington, D.C., which was issued as 
416 of Water-supply paper, United States 
Geological Survey. [BF1628.E5 1974] 74- 
13846 6.00 (lib. bdg.). 
1. Divining-rod. I. Title. IT. Series: United 
States. Geological Survey. Water-supply 
paper 416. 
Prepared from C.I.P. 


133.3°232 


COHEN, Daniel. 133.4 
Curses, hexes & spells. [lst ed] 
Philadelphia, Lippincott [1974] p. cm. 
ISBN 0-397-31493-0 (The Weird and 
horrible library) Bibliography: p. Recounts 
curses on families, creatures, places, 
wanderers, and ghosts. Also describes 
amulets and talismans which provide 
protection: [GR600.C63 1974] 74-6425 


1. Blessing and cursing—Juvenile literature. 
2. Charms—Juvenile literature. 3. 
Legends—Juvenile literature. I. Title. 
Prepared from C.I.P. Pbk. 1.95, ISBN 0- 
397-31494-9. 


ALDERMAN, Clifford 133.40973 
Lindsey. 
Witchcraft in America. New York, J. 


Messner [1974] p. ISBN 0-671-32685-6 
Bibliography: p. Traces the history of 
witchcraft in the United States from its 
practice in the colonies to the present, 
including information on voodoo and 
Indian witchcraft. [BF1573.A42] 74-7586 
5.95 

1. Witcehcraft—United States—Juvenile 
literature. I. Title. 

Prepared from C.I.P. Library binding; 5.29, 
ISBN 0-671-32686-4. 


SIMMONS, Marc. 133.409789 
Witchcraft in the Southwest; Spanish and 
Indian supernaturalism on the Rio Grande. 
[1st ed.] Flagstaff [Ariz.] Northland Press 
[1974] xiii, 184 p. illus. 24 cm. ISBN 0- 
87358-125-3 Bibliography: p. 181-184. 
[BF1577.S68S56] 74-76085 8.50 

1. Witchcraft—Southwest, New. 2. Indians 


of North Ameritca—Southwest, New— 
Magic. I. Title. 
VILLIERS, Elizabeth. 133.474 


The book of charms. Illustrated by Victoria 
Hayatt. [New York] Simon and Schuster 
[1974, cl1973] 144 p. illus. 25 cm. ISBN 0- 
671-21775-5 (A Fireside book) Published 
in 1924 under title: The mascot book. 
[BF1561.V5 1974] 74-171069 3.95 (pbk.) 

i. Charms. 2. Symbolism. 3. Occult 
sciences. I. Title. 


RACHLEFF, Owen S. 133.442 
The magic of love, by Owen S. Rachleff. 
Designed by Roland Rodegast. Norwalk, 
Conn., C. R. Gibson Co. [1974] 56 p. illus. 
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21 cm. ISBN 0-8378-1752-8 
[BF1623.L6R32] 73-88089 3.95 
I. Magic. 2. Love. I. Title. 


SIMMONITE, William Joseph. 133.5 
W. J. Simmonite’s The complete arcana of 
astral philosophy; ot, The celestial 
philosopher. Hollywood, Calif., Newcastle 
Pub. Co. [1974] p. em. ISBN 0-87877- 
026-7 (Newcastle occult book T-26) 
Reprint of the 1890 ed. published by W. 
Foulsham, London. Cover title: The arcana 
of astrology. [BF1701.S55 1974] 74-6220 
3.95 (pbk.) 

1. Astrology. I. Title: The complete arcana 
of astral philosophy. II. Title: The arcana 
of astrology. 

Prepared from C.I.P. 


TYL, Noel, 1936- 133.508 s 
The houses: their signs and planets. [lst 
ed.] St. Paul, Llewellyn Publications, 1974. 
ix, 135 p. illus. 21 cm. ISBN 0-87542-801- 
0 (The Llewellyn syllabus for home study 
and college curriculum) (His The 
principles and practice of astrology, v. 2) 
[BF1661.T95 vol. 2] [BF1708.1] 133.5°3 
73-19909 3.95 (pbk.) 

1. Astrology. I. Title. I. Series. 


TYL, Noel, 1936- 133.5°08 s 
Special horoscope dimensions. {ist ed.] St. 
Paul, Llewellyn Publications, 1974. p. cm. 
(The Llewellyn syllabus for home study 
and college curriculum) (His the principles 
and practice of astrology, 9) 
[BF1661.T95 vol. 9] [BF1708.1] 133. 54 
73-19924 3.95 (pbk.) 

1. Astrology. I. Title. II. Series. 

Prepared from C.I.P. 
VARAHAMIHIRA, 133.5°0917'645 

d.587? 

The Brihajjatakam of Varaha Mihira. 
Translated by Swami Vijnanananda, alias 


Hari Prasanna Chatterjee. Allahabad, 
Panini Office, 1912. [New York, AMS 
Press, 1974] p. ISBN 0-404-57812-8 


Original ed. issued as v. 12 of The Sacred 
books of the Hindus. English and Sanskrit; 
foreword and notes in English. Contains 
Bhattotpala’s commentary, the 
Jagaccandrika, and three lesser known 
commentaries, the Subodhini, the 
Mudraksari, and the Sripatiyam. 
(BF1714.H5V25713 1974] 73-3800 32.50 
i. Astrology, Hindu. I Vijnanananda, 
Swami, 1868-1938, ed. If. Bhattotpala, ff. 
950. Jagaccandrika. English & Sanskrit. 
1974. II. Title. IV. Series: The Sacred 
books of the Hindus, v. 12. 

Prepared from C.I.P. 


RUDHYAR, Dane, 1895- 133.5°8’973 
The astrology of America’s destiny. [1st 
ed.] New York, Random House [1974] p. 
ISBN 0-394-49061-4 Includes 
bibliographical references. [BF1729.U5R82] 
74-8786 6.95 

i. Astrology. 2. United States—History— 
Miscellanea. I. Title. 

Prepared from C.I.P. 


PANATI, Charles, 1943- 133.8 
Supersenses; our potential for parasensory 
experience. [New York] Quadrangle/New 
York Times Book Co. [1974] p. cm. ISBN 
0-8129-0472-9 Bibliography: p. 
[BF1031.P24 1974] 74-77937 8.95 
J. Psychical research. I. Title. 
Prepared from C.I.P. 

SABIN, Katharine Cover, 133.8 

1910- 

ESP and dream analysis. Chicago, H. 
Regnery Co. [1974] p. ISBN 0-8092-8397- 
2 [BF1078.S16] 74-7072 6.95 
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1. Dreams. 2. Extrasensory perception. I. 
Title. 
Prepared from C.I.P. 


POTTS, A. Middleton. 133.803 
Popular handbook for ESP [by] A. 
Middleton Potts. [lst ed.] St. Petersburg 
[Fla.] Harbour Pub. Co. [1974] p. cm. 
[BF1025.P67] 74-83652 3.95 (pbk.). 

l. Psychical research-—-Dictionaries. I. 
Title. 

Prepared from C.I.P. 


STEVENSON, Ian. 133.9°013 
Twenty cases suggestive of reincarnation. 
2d ed. rev. and enl. Charlottesville, 
University Press of Virginia [1974] xvi, 
396 p. 27 cm. ISBN 0-8139-0546-X 
Originally published in 1966 as volume 
26 of the Proceedings of the American 
Society for Psychical Research.” 
[BL515.S75 1974] 73-93627 15.00 

1. Reincarnation—Case studies. I. Title. 


ROBERTS, Jane, 1929- 133.9°3 
The nature of personal reality: a Seth 
book. Notes by Robert F. Butts. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] xxiv, 510 p. 23 cm. ISBN 0-13- 
610576-9 [BF1301.R593] 74-7356 3.95 
(pbk.) 

1. Spirit writings. I. Seth, II. Title. 


ANGEBERT, Jean Michel. 135.40943 
The occult and the Third Reich [by] Jean- 
Michel Angebert. Translated by Lewis A. 
M. Sumberg. [Ist American ed.] New 
York, Macmillan [1974] p. ISBN 0-02- 
502150-8 Translation of Hitler et la 
tradition cathare. Bibliography: 
[DD247.H5A81713 1974] 73-2748 7.95 

i. Hitler, Adolf, 1889-1945. 2. Occult 


sctences-—Germany. 3. National 
socialism—HĦHistory. I. Title. 

Prepared from C.I.P. 

MACY, Christopher. 149’.7 


Science, reason, and religion, edited by 
Christopher Macy. ([Buffalo, N.Y.) 
Prometheus Books [1974] 111 p. 19 cm. 
ISBN 0-87975-028-6 First published in 
1973 under title: Rationalism in the 1970s. 
Includes bibliography. [B833.M3 1974] 74- 
174354 6.95 

1. Rationalism. 2. Science—Philosophy. 3. 
Religion and science—1946- I. Title. 


CHAPLIN, James Patrick, 
1919- 

Systems and theories of psychology [by] 

James P. Chaplin [and] T. S. Krawiec. 3d 

ed. New York, Holt, Rinehart and Winston 

[1974] x, 739 p. illus. 25 cm. ISBN 0-03- 


150°.19 


091986-X Bibliography: p. 687-724. 
[BF81.C43 1974] 73-15713 11.95 
1. Psychology—RHistory. I. Krawiec, 


Theophile Stanley, 1913- joint author. IT. 
Title. 


RAPAPORT, David. 150.192 
The history of the concept of association 
of ideas. New York, International 
Universities Press [1974] p. cm. ISBN 0- 
8236-2330-0 Translation of Azasszociacio 
fogalomtortenete, which was originally 
presented as the author’s thesis, University 
of Budapest, 1938. Bibliography: p. 
[BF365.R3613] 73-89438 8.50 

i. Association of ideas. I. Title. 

Prepared from C.I.P. 


MATHESON, Douglas W., 
` 1939- 

Introduction to experimental psychology 
[by} Douglas W. Matheson, Richard L. 
Bruce [and] Kenneth L. Beauchamp. 2d ed. 
New York, Holt, Rinehart and Winston 
[1974] xiii, 525 p. illus. 25 cm. ISBN 0-03- 


150.724 


8 


091541-4 Bibliography: p, 497-517. 
[BF181.M33 1974] 73-15801 10.95 

I. Psychology, Experimental. [. Bruce, 
Richard Loren, 1938- joint author. IT. 
Beauchamp, Kenneth L., joint author. Ll. 


Title. 


POLLAND, Barbara Kay, 1939- 152.1 
The sensible book; the celebration of your 
5 senses. Photographer: Hella Hammid. 
Millbrae, Ca, Celestial Arts [1974] [63] p. 
illus. 28 cm. ISBN  0-912310-53-2 
Questions the child’s perception of each 
sense and suggests activities to enrich his 
sensory awareness. [BF233.P6 1974] 73- 
21782 3.95 (pbk.) 

i. Senses and sensation—Juvenile 
Hilero nate; I. Hammid, Hella, 1921- illus. IT. 

itle. 


SHARPE, Deborah T. 152.145 
The psychology of color and design [by] 
Deborah T. Sharpe. Chicago, Nelson-Hall 
Co. [1974] p. cm. ISBN 0-88229-107-6 
(Professional/technical series) Includes 
bibliographical references. [BF789.C7S48] 
73-91308 9.95 

1. Color—Psychology. I. Title. 

Prepared from C.I.P. 


JOSEPH, Stephen M., 
1938- 

Children in fear. [by] Stephen M. Joseph 

New York, Holt, Rinehart and Winston 

[1974] xv, 170 p. 22 cm. ISBN 0-03- 

007711-7 [BF723.F4J6] 72-91587 6.95 

1. Fear. 2. Child study. I. Titie. 


MADSEN, K. B. 152.5 
Modern theories of motivation; a 
comparative metascientific study [by] K. B. 
Madsen. [lst ed.] New Yerk, Wiley [1974] 
472 p. illus. 24 cm. ISBN 0-470-56329-X 
”A Halsted Press book.” Bibliography: p. 
[457]-464. [BF683.M278] 73-11501 27.50 
1. Motivation (Psychology) I. Title. 


SPIEGEL, John Paul, 1911- -153 
Messages of the body [by] John Spiegel & 
Pavel Machotka. New York, Free Press 
[1974] xxiv, 440 p. illus. 26 cm. ISBN 0- 
02-930400-8 Bibliography: p. 413-426. 
[BF637.C45S66] 73-10572 17.95 

1. Nonverbal communication. I. Machotka, 
Pavel. II. Title. 


152.4°32 


WYER, Robert S. 153 
Cognitive organization and change: an 
information processing approach, by 
Robert S. Wyer, Jr. Potomac, Md., L. 
Erlbaum Associates; [distributed by] 
Halsted Press Division, Wiley, New York 
[1974] p. cm. ISBN 0-470-96899-0 
(Complex human behavior) [BF311.W87] 
74-12312 17.50 


I. Cognition. 2. Human information 
processing. I. Title. 

Prepared from C.I.P. 

REILLY, Mary. 153.1752 


Play as exploratory learning; studies of 
curiosity behavior. Mary Reilly, editor. 
Beverly Hills [Calif] Sage Publications 
[1974] 317 p. illus. 24 cm. ISBN 0-8039- 
0159-3 Includes bibliographies. 


. [LB1137.R44] 72-98044 15.00 


i. Play. I. Title. 


WEIMER, Walter B. 153.4 
Cognition and the symbolic processes, 
edited by Walter B. Weimer and David S. 
Palermo. Potomac, Md., Lawrence 
Erlbaum Associates; [distrituted solely by 
Halsted Press Division, Wiley, New York] 
1974. p. cm. ISBN 0-470-92550-7 
Includes bibliographies. [BF311.W374] 74- 
13834 17.50 


ET 


AMERICAN. BOOK PUBLISHING: RECORD 


i. Cognition. I: Palermo, David Stuart, 
1929- joint author. If. Title. 
Prepared from C.I.P. 


RADFORD, John K. 153.4’2 
Thinking: its nature and development [by] 
John Radford and Andrew Burton. 
London, New York, Wiley, 1974. [7],440 
p. illus. 24 cm. ISBN 0-471-70476-8 
Includes index. Bibliography: p. [396]-421. 
[BF455.R2] 73-8197 19.95 

1. Thought and thinking. I. Burton, 
Andrew, joint author. If. Title. 

Pbk. 9.95, ISBN 0-471-70476-X. 


QUINE, Willard Van Orman. 153.7 
The roots of reference [by] W. V. Quine. 
LaSalle, Ill., Open Court, 1973 [c1974] xii, 
151 p. port. 24 cm. ISBN 0-87548-123-X 
(The Paul Carus lectures [no. 14, 1971]) 
Bibliography: p. [143]-146. [BF311.Q56] 
73-86488 10.00 

1. Perception. 2. Learning, Psychology of. 


L Title. WW. Series: The Paul Carus 
Foundation lectures, no. 14, 1971. 
REASON, J. T. 153.754 


Man in motion: the psychology of travel 
[by] James Reason. New York, Walker 
[1974] 246 p. illus. 23 cm. ISBN 0-8027- 
0462-X Includes bibliographical references. 
[BF295.R37 1974b] 73-91281 7.95 

1. Movement, Psychology of. T. Title. 


MAHONEY, Michael J. 153.8°5 
Cognitive behavior modification [by] 
Michael J. Mahoney. [Cambridge, Mass., 
Ballinger Pub. Co., 1974] p. cm. ISBN 0- 
hah ek [BF637.B4M32] 74-13019 
1. Behavior modification. 2. Cognition. I. 
Title. 

Prepared from C.I.P. 


APPLBAUM, Ronald L. 153.8°52 
Strategies for persuasive communication 
[by] Ronald L. Applbaum [and] Karl W. E. 
Anatol. Columbus, Ohio, Merrill [1974] v, 
250 p. 24 cm. ISBN. 0-675-08803-8 
Bibliography: p. 216-241. [BF637.P4A66] 
74-75147 8.95 

1. Persuasion (Psychology) I. Anatol, Karl 
W. E., joint author. Il. Title. 


KAMIN, Leon J. 153.93 
The science and politics of I.Q., by Leon J. 
Kamin. Potomac, Md., L. Erlbaum 
Associates; [distributed by] Halsted Press, 
New York, 1974. p. cm. -ISBN 0-470- 
45574-8 (Complex human behavior) 
[BF431.K3646] 74-13883 10.95 

1. Intellect. 2. Mental tests. 3. Nature and 
nurture. I. Title. 

Prepared from C.I.P. 


STOTT, Leland Hyrum, 1897- 155 
The psychology of human development 
[by] Leland H. Stott. New York, Holt, 
Rinehart and Winston [1974] xvi, 495 p. 
ilius. 25 cm. Bibliography: p. [449]-480. 
[BF721.S827] 73-14664 10.95 


i. Child study. 2. Developmental 
psychology. 3. Developmental 
psychobiology. T. Title. 

COAN, Richard W. 155.2 


The optimal personality; an empirical and 
theoretical analysis [by] Richard W. Coan. 
New ay Columbia University Press, 
1974. p. cm. ISBN 0-231-03807-0 
[BF698.C545 1974] 74-11498 10.00 

1. Personality. I. Title. 

Prepared from C.I.P. 


MARKS, Philip Andre. 155.2783 
The actuarial use of the MMPI with 
adolescents and adults, by Philip A. Marks, 
William Seeman, and Deborah L. Haller. 


"SEPTEMBER 30,1974 
[Baltimore, Williams & Wilkins, 1974] p. 


cm. ISBN 0-683-05591-7 Includes 
bibliographies. [BF698.8.M5M37] 73- 
22402 18.00 


l. Minnesota multiphasic personality 
inventory. 2. Adolescent psychology. 3. 
Personality. I Seeman, William, 1912- 
joint author. If. -Haller, Deborah L., joint 
author. IT. Title. 

Prepared from C.I.P. 


SINGER, Irving. 155.3 
The goals of human sexuality. New York, 
Schocken Books [1974, cl972] 219 p. 18 
cm. ISBN  0-8052-0444-X. Includes 
aoe references. [HQ21.854] 2.25 


I. Sex. 2. Orgasm. I. Title. 
LL card number for original ed.: 72- 
598. 


ISAACS, Nathan, 1895- 155.4713 
966. 

ae brief introduction to Piaget. Foreword 

by Evelyn Lawrence. New York, Schocken 

Books [1974, c1972] p. cm. ISBN 0-8052- 

0456-3 [LB775.P4918 1974] 74-9738 2.75 

(pbk.). 

I. Piaget, Jean, 1896- I. Isaacs, Nathan, 

1895-1966. New light on children’s ideas 

of number. 1974. IL. Title. 

Prepared from C.I.P. Contents omitted. 


BOWER, T. G. R., 1941- 155.4°22 
Development in infancy [by] T. G. R. 
Bower. San Francisco, W. H. Freeman 
[1974] viii, 258 p. illus. 24 cm. ISBN 0- 
7167-0777-2 (A Series of books in 
sychology) Bibliography: p. [243]-252. 
fp BF723.16B623] 73-19995 10.00 

1. Infants. 2. Cognition (Child psychology) 
I, Title. 

Pbk. 5.95, ISBN 0-7167-0776-4. 


ROBINS, Lee N. 155.4°5°3 
Deviant children grown up; a sociological 
and psychiatric study of sociopathic 


personality vy! Lee N. Robins. 
Huntington, N R. E. Krieger Pub. Co. 
(1974, cl1966] p. ISBN 0-88275-183-2 


Reprint of the ed. published by William & 
Wilkins Co., Baltimore. Bibliography: p. 
(HQ773.R57 1974] 74-9671 13.50 

i. Problem children. 2. Child study. I. 
Title. 

Prepared from C.LP. 
BAXENDALE, Hadley 155.6°33°0207 
an children neglecting their mothers? [By] 
Hadley V. Baxendale. [Ist ed.] Garden 
City, N.Y., Doubleday, 1974. 118 p. 22 
om. ISBN 0-385-00097-9 
[PN6231.W6B34] 73-20506 5.95 

1. Women—Anecdotes, facetiae, satire, etc. 
L Title. 


FREEDMAN, Daniel G. 
Human infancy: an evolutionary 
perspective, by Daniel G. Freedman. 
Potomac, Md., L. Erlbaum Associates; 
distributed by Halsted Press, New York, 
1974. p. cm. ISBN 0-470-27726-2 (Child 
psychology) Bibliography: p. [RJ131.F74] 
7174-13497 15.00 

1. Developmental psychobiology. I. Title. 
Il, Series. 

Prepared from C.I.P. 


BILLER, Henry B. 155.9°2°4 
Paternal deprivation; family, school 
sexuality, and society [by] Henry B. Biller. 
Lexington, Mass., Lexington Books [1974] 
p. ISBN 0-669- 91694-3 Bibliography: p. 
[BF723.P33B54] 74-928 12.00 

d. Paternal deprivation., 2. Father and 
child. 3. Sex role. I. Title. 

Prepared from C.I.P. 


155.7 


MCCOY, Marjorie 
Casebier, 1934- 
To die with style! Nashville, Abingdon 

Press [1974] p. cm. ISBN 0-687-42199-3 

Bibliography: p. [BF789.D4M3] 74-10573 
9 


155.9°37 


1. Death—Psychology. I. Title. 
Prepared from C.I.P. 

SOCIAL communication and 156.3 
movement; studies of 
expression in man and chimpanzee, edited 
by Mario von Cranach [and] Ian Vine. 
London, New York, Published in 
cooperation with the European Association 
of Experimental Social Psychology by 
Academic Press, 1973, [i.e.1974] ix, 489 p. 
ilus. 24 cm. ISBN  0-12-724750-5 
{European monographs in social 
psychology, 4) Papers based on 
contributions to the Working-Group 
Meeting on Non-verbal Communications, 
Amsterdam, 1969 and the Symposium on 
Non-verbal Communication, Oxford, 1969. 
Includes bibliographies. [BF671.S65 1973] 
72-84351 24.00 

I. Psychology, Comparative-—Congresses. 
2. Nonverbal communication—Congresses. 
I Cranach, Mario von, ed. II. Vine, Ian, 
ed. II. European Association of 
Experimental Social Psychology. IV. Title. 
V. Series. 


STENHOUSE, David. 156.39 
The evolution of intelligence; a general 
theory and some of its implications. 
London, Allen & Unwin [1973, c1974] 376 
p 23 cm. ISBN 0-04-575017-3 
Bibliography: p. 358-371. [BF431.8715] 74- 
163020 

1. Intellect. 2. Psychology, Comparative. 3. 
Genetic psychology. I. Title. 

Distributed by International Publications 
Service, New York, 17.50. 


ROUGEMONT, Denis de, 1906- 157.3 
Love in the Western world [by] Denis De 
Rougemort. Translated by Montgomery 
Belgion. Rev. and aug. ed. New York, 
Harper & Row [1974, c1956] 336 p. 21 
cm. ISBN 0-06-090357-0. (A Colophon 
book) Translation of L’amour et l'occident. 
Includes bibligraphical references. 
[HQ21.R86] 3.25 (pbk) 

i. Tristan. 2. Love. 3. Courtly love. 4. 
Albigenses. 5. Literature, Comparative— 
Themes, motives. I. Title. 

L.C. card number for original ed.: 56- 
12212. 


KEYES, Kenneth S. 1587.1 
How to make your life work; or, Why 
aren’t you happy? By Ken Keyes, Jr., and 
Bruce (Tolly) Burkan. Illustrated by L. E. 
Anderson. Berkeley, Calif., Living Love 
Center [1974] 1 v. (unpaged) illus. 22 cm. 
ISBN 0-9600688-5-6 [BF575.H27K49] 74- 
76803 1.00 (pbk.). 

1. Happiness. 2. Consciousness. 3. Success. 
I. Burkan, Bruce, joint author. II. Title. 


LEMBO, John M. 1587.1 
Help yourself [by] John M. Lembo. Niles, 
a Argus Communications, 1974. xvi, 123 

p. 23 cm. ISBN 0-913592-26-9 
[BF637.C5L45] 73-94484 5.95 
i. Conduct of life. 2. Rational-emotive 
psychotherapy. I. Title. 


NEWBURGER, Howard M. 1587.1 
Winners and losers; the art of self-image 
modification [by] Howard M. Newburger 
and Marjorie Lee. New York, D. McKay 
Co. [1974] xvii, 250 p. illus. 22 cm. ISBN 
ere [BF637.S8N44] 74-76721 
i. Success. 2. Seif-perception. I. Lee, 
Marjorie, joint author. IT. Title. 


interaction and . 


ZAFFUTO, Anthony A., 1926- 158.1 
Alphagenics; how to use your brain waves 
to improve your life [by] Anthony A. 
Zaffuto with Mary Q. Zaffuto. Garden 
City, N.Y., Doubleday, 1974. xvi, 245 p. 
22 cm. ISBN 0-385-02044-9. Bibliography: 
P; geek -237. [BF319.5.B5Z33] 73-18781 


7 AEAN training. 2. Alpha rhythms. 
3. Behavior modification. 4. Success. L 
Zaffuto, Mary Q. II. Title. 


CUBERT, Sylvia. 158.7 ° 
The mainspring of productivity; worker 
growth and belonging. [lst ed.] Jericho, 
N.Y., Exposition Press [1974] 154 p. 22 
cm. ISBN 0-682-47962-4 (An Exposition- 
university book) Bibliography: p. 139-151. 
[HF5548.8.C82] 74-76021 6.50 

1. Psychology, Industrial. I. Title. 


KELLY, Joe. 158.7 
Organizational behaviour; an existential- 
systems approach. Rev. ed. Homewood, 
Hl, R. D. Irwin, 1974. xiii, 770 p. illus. 24 
cm. ISBN 0-256-01434-5 (The Irwin series 
in management and the behavioral 
sciences) Bibliography: . 725-757. 
(HF5548.8.K4 1974} 73-89112 12.95 

5 Fsychology, Industrial. 2. Organization. 
. Title. 


BUFFALO Symposium on 160 


Modernist Interpretations of Ancient 
Logic, 1972. 
Ancient logic and its modern 


interpretations. Proceedings of the Buffalo 
Symposium on Modernist Interpretations 
of Ancient Logic, 21 and 22 April, 1972. 
Ed. by John Corcoran. Dordrecht, Boston, 
Reidel, 1974. x, 211 p. 23 cm. ISBN 9-02- 
770395-7 (Synthese historical library, v. 9) 
Includes bibliographical references, 
[BC28.B83 1972] 73-88589 29.00 

Logic, Ancient—Congresses. T. 
Corcoran, John, ed. I. Title. HI. Series. 


COHEN, Laurence Jonathan. 161 
The implications of induction, by L. 
Jonathan Cohen. London, Methuen, [1974, 
c1970] v, 248 p. 23 cm. ISBN 0-416- 


79070-4 Bibliographical references. 
[BC91.C63] 6.50 
T. Title. 


Distributed in the U.S. by Barnes & Noble. 
Cloth ed. 12.75 


KROY, M. 170 
The conscience, a structural theory [by] M. 
Kroy. New York, Wiley [1974] p. cm. 
ISBN 0-470-50856-6 “A Halsted Press 
book.” Bibliography: p. [BF311.K74 1974] 
74-10912 22.50 

1. Conscience. I. Title. 

Prepared from C.I.P. 


CROW. Mark. 170.202” 
Wind chimes. Millbrae, Caflif.} Celestial 
Arts [1974] [64] p. illus. 22 cm. ISBN 0- 


912310-45-6 [BV4501.2.C76] 73-86643 
2.95 (pbk.} 

l. Meditations. I. Title. 

PEALE, Norman Vincent, 170.202 
1898- 

Norman Vincent Peale’s treasury of 
courage and confidence. Abridged ed. 
Anderson, Ind. Warner Press [1974, 


c1970} 256 p. 18 cm. ISBN 0-87162-173-8 
(A Portal book) [BJ1548.P4] 1.50 (pbk.) 

f. Conduct of ife—Quotations, maxims, 
etc. I. Title. 

L.C. card number for original ed.: 70- 
97678. 


MARTIN, William Reed, 
1934- 
To cope with tke current: guidelines and 


170.20223 


°o 
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activities for learning to deal with change 
[by] William R. Martin. Washington, 
Association of Teacher Educators [1974] 
51 p. (p. 49-51 advertisements) illus. 23 
em. (Association of Teacher Educators. 
oe 35) [BJ1661.M36] 74-77572 3.00 


i. Students—Conduct of life—Study and 
teaching. I. Title. II. Series. 


STROMMEN, Merton P. 170’.202’23 
Five cries of youth [by] Merton P. 
Strommen. [Ist ed.] New York, Harper & 
Row [1974] p. cm. ISBN 0-06-067720-1 
Bibliography: p. [BJ1661.S9] 73-18690 6.95 
1. Youth—Conduct of life-—-Case studies. 
2. Youth—Religious life—Case studies. I. 
Title. 

Prepared from C.I.P. 


CASTANEDA Calderon Hector 171 
eri. 

The structure of morality, by Hector-Neri 
Castaneda. Springfield, Ill., Thomas [1974] 
x, 239 p. 24 cm. ISBN 0-398-02794-3 
{American lecture series, publication no. 
889. A publication in the Bannerstone 
division of American lectures in 
philosophy) Includes bibliographical 
references. [BJ1012.C35] 73-192 12.75 

1. Ethics. 2. Thought and thinking. I. Title. 


KOHL, Marvin. 179.7 
The morality of killing; sanctity of life, 
abortion, and euthanasia. New York, 
Humanities Press, 1974. xiv, 112 p. 23 cm. 
ISBN 0-391-00195-7 Bibliography: p. 111- 
112. [R726.K63 1974] 73-18282 8.75 

i. Euthanasia. 2. Abortion—Religious 
aspects. I. Title. 


LONG, A. A. 180 
Hellenistic philosophy; Stoics, Epicureans, 
Sceptics [by] A. A. Long. New York, 
Scribner [1974] x, 262 p. ports. 23 cm. 
ISBN 0-684-13667-8 (Classical life and 
letters) Bibliography: p. [249]-256. 
[B525.L66 1974b] 73-14393 10.00 

i. Epicurus. 2. Stoics. 3. Skeptics (Greek 
Philosophy) I. Title. 


SIU, Ralph Gun Hoy, 181°.09°514 
19 


Ch‘: a nea-Taoist approach to life [by] R. 
G. H. Siu. Cambridge, Mass., MIT Press 
[1974] 351 p. illus. 21 cm. ISBN 0-262- 
19123-7 Includes bibliographical 
references. [BL1923.858] 74-1139 10.00 

1. Taoism. I. Title. 


WOOD, Ernest, 1883-1965. 181°.48 
The glorious presence; the Vedanta 
philosophy including Shankara’s Ode to 
the south-facing form. Wheaton, IIL, 
Theosophical Pub. House [1974, c1951] 
320 p. 21 cm. ISBN 0-8356-0446-2 (A 
Quest book) Includes a translation of 
Shankara’s Daksinamurtistotra (Ode to the 
south-facing form) [B132.V3W6 1974] 74- 
1045 2.75 (pbk.) 


L Vedanta. I. Sankaracarya. 
Daksinamurtistotra. English. 1974. II. 
Title. 


DREISER, Theodore, 1871-1945. 191 
Notes on life. Edited by Marguerite Tjader 
and John J. McAleer. University, 
University of Alabama Press [1974] xiv, 
346 p. 25 cm. ISBN 0-8173-8580-0 
[PS3507.R55N6 1974] 73-41 14.50 

l Tjader, Marguerite, ed. IE McAleer, 
John T., ed. HE Title. 


TELFORD, Shirley, 1925- 191 
Philosophy and economic prophecy. {ist 
ed.] Portland, Or., William & Richards 
[1974] iii, 28 p. 23 em. ISBN 0-9600202-8- 


m 


4 Bibliography: p. 28. [B832.T43] 74- 
11231 2.00 (pbk.). 

1, Emerson, Ralph Waido, 1803-1882. 2. 
Relativity. 3. Pragmatism. I. Title. 


RUSSELL, Bertrand Russell, 192 
3rd Earl, 1872-1970. 

The art of philosophizing, and other 
essays. Totowa, N.J., Littlefield, Adams, 
1974 [c1968] 119 p. 21 cm. ISBN 0-8226- 
0273-3 (A Littlefield, Adams 
paperback, no. 273} Reprint of the ed. 
published by the Philosophical Library, 
New York. Contents.—The art of rational 
conjecture.—The art of drawing 
inferences—The art oof reckoning. 
[B1649.R91 1974] 74-1277 1.95 (pbk.) 

1. Philosophy—Addresses, essays, lectures. 
I. Title. 


RUSSELL, Bertrand Russell, 192 
3d Earl, 1872-1970. 

Bertrand Russell speaks his mind. 
Westport, Conn., Greenwood Press [1974, 
c1960] 173 p. port. 22 cm. ISBN 0-8371- 
7445-7 Reprint of the ed. published by 
World Pub. Co., Cleveland, which was a 
transcript of a television series of 13 
interviews with Bertrand Russell by 
Woodrow Wyatt. [B1649.R93B4 1974] 74- 
3626 9.75 

i. Wyatt, Woodrow, 1918- II. Title. 


ABRAHAM, Gerald Ernest 193 B 
Heal, 1904- 
Nietzsche, by Gerald Abraham. New 


York, Haskell House Publishers, 1974. 144 
p. 20 cm. ISBN 0-8383-1764-2 Reprint of 
the 1933 ed. published by Duckworth, 
London, which was issued as no. 23 of 


Great lives. Bibliography: p. 144. 
(B3316.A6 1974] 73-20387 12.95 (lib. 
bdg.). 
1. Nietzsche, Friedrich Wilhelm, 1844- 
1900. 
PASCAL, Blaise, 1623-1662. 194 


Great shorter works of Pascal. Translated 
with an introd. by Emile Cailliet and John 
C: Blankenagel. Westport, Conn., 
Greenwood Press [1974, c1948] 231 p. 23 
cm. ISBN 0-8371-6072-3 Reprint of the 
ed. published by Westminster Press, 
Philadelphia. [B1900.E5C3 1974] 73-21179 
11.50 
1. Philosophy—Collected works. 2. 
Philosophers—France—Correspondence, 
reminiscences, etc. I. Title. 
SOLOV’EV, Vladimir 1977.2 
Sergeevich, 1853-1900. 
A Solovyov anthology. Arranged by S. L. 
Frank. Translated from the Russian by 
Natalie Duddington. Westport, Conn., 
Greenwood Press [1974] p. ISBN 0-8371- 
7592-5 Reprint of the 1950 ed. published 
by SCM Press, London. *Sclovyov’s works 
available in English translations”: p. 
[B4262.E5D8 1974] 74-7614 12.00 
J. Philosophy—Collected works. 2. 
Theology—Collected works—I19th century. 
Prepared from C.I.P. 


DAVIS, Harold Eugene, 199°.8 
1902- 
Latin American thought; a historical 


introduction. New York, Free Press [1974, 
1973] ix, 269 p. 21 cm. Bibliography: p. 
241-254. [B1001.D38] 3.95 (pbk.) 

1. Philosophy, Latin American. I. Title. 
L.C. card number for original ed: 78- 
181564. 


quality . 
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MALACHI, Martin. 200 
The new castle; reaching for the ultimate. 
[ist ed.] New York, Dutton, 1974. p. cm. 
ISBN 0-525-16553-3 [BL80.2.M283 1974] 
74-9663 7.95; 3.95 (pbk.). 

1. Religions. 2. Civilization, Modern-— 
1950- I. Title. 

Prepared from C.I.P. 


EISTER, Allan W. 200°.7 
Changing perspectives in the scientific 
study of religion, edited by Allan W. 
Eister. New York, Wiley [1974] xxii, 370 
p. illus. 23 cm. ISBN 0-471-23476-1 
(Contemporary religious movements) "A 
Wiley-Interscience publication.” Includes 
bibliographies. [BL41.E37] 74-2092 14.50 
1. Religion—Study and teaching. 2. 
Religion and sociology. I. Title. 


BODKIN, Maud. 201 
Studies of type-images in poetry, religion, 
and philosophy. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1951 ed. published by the Oxford 
University Press, London. [BL51.B62 
1974] 74-14665 15.00 (lib. bdg.). 

1. Religion—Philosophy. I. Title. 

Prepared from C.I.P. 


GUILLAUME de Saint- 
Thierry, 1085(ca.)-1148? 
The enigma of faith. Translated, with an 
introd. and notes, by John D. Anderson. 
Kalamazoo, Mich., Cistercian Publications, 
1974. p. cm. ISBN 0-87907-309-8 (The 
Works of William St. Thierry, v. 3) 
(Cistercian Fathers series, no. 9) "Based on 
the reading of the only twelfth-century 
manuscript of the Enigma extant, 
Charleville MS. 114, and an examination 
of the fifteenth-century manuscript Uppsala 
C. 79.” Revision of the editor’s thesis, 
Catholic University of America, 1971, 
presented under title: The enigma fidei of 
William of Saint Thierry, a translation pa 
commentary. Bibliography: p. 
[BX890.G848 1971 vol. 3 (BT 100] 234.2 
74-4465 7.95 
1. God—Knowableness. 2. Faith—Early 
works to 1800. 3. God—Name. 4. 
Trinity—Early works to 1800. I. Anderson, 
John Douglas, 1943- ed. IT. Title. 
Prepared from C.I.P. 


SCHILLEBEECKX, Edward 2017.1 
Cornelis Florentius Alfons, 1914- 

The understanding of faith: interpretation 
and criticism [by] Edward Schillebeeckx. 
Translated by N. D. Smith. New York, 
Seabury Press [1974] p. cm. ISBN 0-8164- 
1185-9 ”A Crossroad book.” Translation of 
Geloofsverstaan. Includes bibliographical 
references. [BR85.S274313] 74-12465 6.95 

1. Theology—Addresses, essays, lectures. 


201.1 s 


2. Hermeneutics—Addresses, ESSAYS, 
lectures. I. Title. 

Prepared from C.LP. 

PAUL, Robert S. 209°.04 


Kingdom come! By Robert S. Paul. Grand 
Rapids, Mich., Eerdmans [1974] 88 p. 18 
cm. ISBN 0-8028-1564-2 Includes 
bibliographical references. [BR121.2.P33] 
74-607 2.25 (pbk.). 

1. Christianity—20th century. I. Title. 


MCCLENDON, James 209°.2’2 B 
William 

Biography as theology [by] James William 
McClendon, Jr. Nashville, Abingdon Press 
[1974] p. cm. ISBN 0-687-03540-6 
-ncludes bibliographical references. 
[BR118.M28] 74-9715 13.95; 4.95 (pbk.). 
1. Theology—Methodology. 2. Christian 
biography. 3. Christian ethics. I. Title. 


SEPTEMBER 30,1974 
Prepared from C.I.P. 


MIRANDA, Jose Porfirio. 220.66 
Marx and the Bible: a critique of the 
philosophy of oppression. Translated by 
John Eagleson. Maryknoll, N.Y., Orbis 
Books [1974] xxi, 338 p. 23 cm. ISBN 0- 
88344-306-6 Bibliography: p. 301-312. 
[BS511.2.M5713] 73-89053 8.95 

1. Bible—Criticism, interpretation, etc. 2. 
Communism and religion. I. Title. 

Pbk. 4.95, ISBN 0-88344-307-4. 


CHAPPELL, Clovis Gillham, 
1882-1972. 

Meet these men: sermons on Bible 
characters. Grand Rapids, Baker Book 
House (1974, c1956] 156 p. 20 cm. ISBN 
0-8010-2354-8 [BS571.C42] 2.50 (pbk.) 

1. Bible—Bitography. I. Title. 

L.C. card no. for original edition: 56-6354. 


DEEN, Edith. 220.92 B 
All the Bibles men of hope. [lst ed.] 
Garden City, N.Y., Doubleday [1974] p. 
cm. ISBN 0-385-05100-X Bibliography: p. 
[BS571.D4] 73-22786 7.95 

d. Bible—Biography. 2. Hope—Biblical 
teaching. I. Title. 

Prepared from C.I.P. 


BARING-GOULD, Sabine, 
1834-1924. 
Legends of the patriarchs and prophets and 
other Old Testament characters from 
various sources. {Foleroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1872 ed. published by Holt & 
Williams, New York. [BS571.B337 1974] 
74-9741 30.00 (lib. bdg.). 
1. Bible. O.T.—Biography. I. Title. 
Prepared from C.I.P. 


MENDENHALL, George E. 221.9°5 
The tenth generation; the origins of the 
Biblical tradition [by] George E. 
Mendenhall. Baltimore, Johns Hopkins 
University Press [1974, c1973] xviii, 248 p. 
illus. 23 cm. ISBN  0-8018-1654-8. 
Bibliography: p. 227-230 [BS1192.5.M45] 
2.95 (pbk.) 

I. Bible. O. T—Theology—Addresses, 
essays, lectures. I. Title. 

L.C. card number for original ed.: 79- 
189068. 


KAHN, Robert I. 222.1606 
The Ten commandments for today [by] 
Robert I. Kahn. New York, Family Library 
[1974, c1964] 159 p. 18 cm. ISBN 0-515- 
03405-3 [BV4655.K25] 1.25 (pbk.) 

1. Commandments, Ten. I. Title. 

Di geag no. for original edition: 64- 


220.92 


221.9°22 B 


HOLLADAY, William Lee. 224.207 
Jeremiah: spokesman out of time [by] 
William L. Holladay. Philadelphia, United 
Church Press [1974] 158 p. 22 cm. ISBN 
0-8298-0283-5 ”A Pilgrim Press Book.” 
Bibliography: p. 151-152. [BS1525.2.H64] 
74-7052 2.95 (pbk.). 

i. Jeremiah, the prophet. 2. Bible. O. T. 
ee eee interpretation, etc. I. 
Title. 


PICKARD, William M., 
1921- 

Rather die than live—Jonah [by] William 
M. Pickard. [New York, Education and 
Cultivation Division, Board of Global 
Ministries, United Methodist Church, 
1974] xi, 140 p. port. 19 cm. Bibliography: 
p. 137-138. [BS1605.5.P52] 74-4352 1.45 
(pbk.} 

l. Bible. O.T. Jonah—Stiidy—Text-books. 
L Title. 


224’.92°007 


EARLE, Ralph. 225.4 
Word meanings in the New Testament. 
Grand Rapids, Baker Book House [1974- 
v. 20cm. Contents.— —v. 3. Romans. 
[BS2665.2.E24] 74-174439 4.95 (per voi.) 
i. Bible N.T. Romans—Language, style. I 
Title. 


BROWNRIGG, Ronald. 225.9°22 B 
The twelve apostles. New York, Macmillan 
[1974] k ISBN 0-02-5 17400-6 
[BS2440.B68] 73-21569 12.95 
1. Apostles. I. Title. 
Prepared from C.I.P. 


SCHULTZ, Samuel J. 225.95 
The gospel of Moses [by] Samuel J. 
Schultz. [lst ed.]} New York, Harper & 
Row [1974] p. cm. ISBN 0-06-067132-7 
Bibliography: p. [BS635.2.532 1974] 74- 
4619 5.95 

J. Moses. 2. Bible—History of Biblical 
events. I. Title. 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
06-067 133-5. 


FARMER, William Reuben. 226.3 
The last twelve verses of Mark, by William 
R. Farmer. [London New York] 
Cambridge University Press [1974] xii, 123 
p. facsim. 23 cm. ISBN 0-521-20414-3 
(Society for New Testament Studies. 
Monograph series, 25) Bibliography: p. 
110-112. [BS2585.2.F35] 73-89003 9.59 

I. Bible. N.T. Mark XVI, 9-20—Criticism, 
interpretation, etc. I. Title. H. Series: 
Studiorum Novi Testamenti Societas. 
Monograph series, 25. 


SMITH, Chuck, 1927- 226’.3°077 

The Gospel of Mark for growing 

Christians. Edited by Hugh Steven. Old 

Tappan, N.J., Revell [1974] p. cm. ISBN 

pet hi aaa [BS2585.3.86] 74-8927 1.95 
b 


(pbk.) 

L. Bible. N.T. Mark—Commentaries. I. 
Bible. N.T. Mark. English. II. Title. 
Prepared from C.I.P. 


ELLER, Vernard. 228.077 
The most revealing book of the Bible: 
making sense out of Revelation. Grand 
Rapids, Eerdmans [1974] 214 p. illus. 23 
cm. ISBN 0-8028-1572-3 [BS2825.3.E57] 
74-2495 3.95 (pbk.). 

1. Bible. N.T. Revelation—Commentaries. 
I. Title. 


RAHNER, Karl, 1904- 230 
Opportunities for faith; elements of a 
modern spirituality. Translated by Edward 
Quinn. New York, Seabury Press [1975, 
c1974] >. cm. ISBN 0-8164-1180-8 
Translation of Chancen des Glaubens. "A 
Crossroad book.” Bibliography: p. 
[BR85.R22913] 74-13973 8.95 

1. Theology—Addresses, essays, lectures. I. 
Title. 

Prepared from C.I.P. 


ROBERTS, James Deotis. 230 
A Black political theology, by J. Deotis 
Roberts. Philadelphia, Westminster Press 
[1974] 238 p. 19 cm. ISBN 0-664-24988-4 
Includes bibliographical references. 
(BT75.2.R6] 74-4384 3.95 (pbk.). 

1. Theology, Doctrinal. 2. Negroes— 
Religion. I. Title. 


BERNARD de Clairvaux, 230.2 s 
Saint, 1091?-1153. 
Treatises. Washington, Cistercian 


Publications, 1973- p. cm. ISBN 0-37907- 
113-3 (The works of Bernard of Clairvaux, 
v.) (Cistercian Fathers series, no.) 
Contents— —2. The steps of humility 
and pride. On loving God. Includes 


` MARGERIE, Bertrand de. 


- monde, 
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bibliographies. [BX890.B5 1970 vol 5, 
etc.] 230.2 74-4147 8.95 

1. Bible. O.T. Song of Solomon—Sermons. 
2. God— Worship and love. 3. Humility. 4. 
Pride and vanity. I. Series: Bernard de 
Clairvaux, Saint, 1091?-1153. The works of 
Bernard of Clairvaux, yv. [ete.] 

Prepared from C.I.P. 


NEWMAN, John Henry, 
Cardinal, 1801-1890. 
An essay on the development of Christian 
doctrine. Edited with an introd. by J. M. 


230°.2’°09 


Cameron. The ed. of 1845. 
(Harmondsworth, Baltimore] Penguin 
Books [1974, cl973] 448 p. 18 cm. 


(Pelican classics) Reprint of the ist ed. 
Includes bibliographical references, 
[BT21.N5 1974] 74-174355 3.45 (pbk.). 

ił. Catholic  Church—Doctrinal and 
controversial works—Catholic authors. 2. 
Dogma, Development of. I. Title. 


SUMNER, Robert Leslie, 
1922- 
Armstrongism: the Worldwide Church of 
God” examined in the searching light of 
scripture; (an in-depth study of a false 
religion) by Robert L. Sumner. 
Brownsburg, Ind., Biblical Evangelism 
Press [1974] 424 p. 21 cm. ISBN 0- 
914012-15-0 Includes bibliographical 
references. [BR1725.A77S95] 74-171027 
5.95 ‘ 
I. Armstrong, Herbert W. 2. Worldwide 
Church of God. I. Title. 


230°.9°9 


WENHAM, John William. 231.8 
The goodness of God [by] John W. 
Wenham. Downers Grove, Ill., InterVarsity 
Press [1974] 223 p. 21 cm. ISBN 0-87784- 
764-9 Includes bibliographical references. 
[BT160.W45 1974] 74-93141 2.95 (pbk.) 

1. Theodicy. I. Title. 

\ 

232 

Christ for the world, the heart of the lamb; 
a treatise on christology. Translated by 
Malachy Carroll. Chicago, Franciscan 
Herald Press [1974, ¢1973] xxx, 528 p. 22 
cm. ISBN 0-8199-0460-0 (ITHJ publication 
no. 1) Translation of Le Christ pour le 
which was originally published 
under title: Cristo para o mundo. 
Bibliography: p. 513-516. [BT202.M3313 
1974] 74-1001 6.95; 3.95 (pbk) 
I. Jesus Christ—Person and offices. 2. 
Jesus Christ—History of doctrines. I. Title. 
II. Series: International Institute of the 
Heart of Jesus. IIHJ publication no. 1. 


*HODGE, Archibald 
Alexander, 1823-1886. 
The atonement. Grand Rapids, Baker Book 
House [1974] 440 p. 20 cm. ISBN 0-8010- 
4097-3 (Notable Books on Theology.) 
Reprint from the 1907 edition. [BT450° 
3.95 (pbk.) k 
L Atonement. I. Title. 


BOROS, Ladislaus, 1927- 232.90! 
Meditations. Translated by David Smith. 
New York, Doubleday, 1974 [c1973] p 
cm. ISBN 0-385-06367-9 Translation of 
Weinachtsmeditationen. {BT315.2.B613 
1974] 73-22785 5.95 

1. Jesus Christ—Nativity-——-Meditations. 1. 
Title. . 
Prepared from C.I.P. 


232.3 


GROMACKI, Robert Glenn. 232.9°2. 
The virgin birth: doctrine of deity. 
Nashville, T. Nelson [1974] p. ISBN 0- 


8407-5071-X Bibliography: p. [BT317.G75] 
74-12250 3.50 (pbk.). 

1. Virgin birth. I. Title. 

Prepared from C.I.P. 


W 
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SCHLINK, Basilea. 232.9°6 
Behold His love. [ist American ed.] 
Minneapolis, Bethany Fellowship [1974, 
c1973] 140 p. illus. 18 cm. ISBN 0-87123- 
039-9 (Dimension books) [BT431.S28 
1974] 74-174402 1.45 (pbk.). 

L. au Christ—Passion—Meditations. I. 
Title. 


JABAY, Earl. 233 
The kingdom of self Plainfield, N.J., 
Logos International [1974] ix, 159 p. illus. 
21 cm. ISBN 0-88270-068-5 [BT701.2.J33] 
73-89494 2.50 

1. Man (Theology) 2. Kingdom of God. f. 
Title. 


LEE, Francis Nigel. 233 
The origin and destiny of man. [Nutley, 
N.J.] Presbyterian and Reformed Pub. Co., 
1974. vi, 119 p. 21 cm. (Coronation series, 


1) Includes bibliographical . references. 
{[BT701.2.L39] 74-81509 2.95 

1. Man (Theology) I. Title. 

COCHRANE, Arthur C. 234’.163 


Eating and drinking with Jesus; an ethical 
and Biblical inquiry, by Arthur C. 
Cochrane. Philadelphia, Westminster Press 
{1974] 208 p. 21 cm. ISBN 0-664-20865-7 
Bibliography: p. [187]-197. [BV823.C58] 
73-22364 9.00 

1. Lord’s Supper—Biblical teaching. 2. 
Food in the Bible. 3. Drinking in the Bible. 
I. Title. 


LUSSIER, Ernest, 1911- 234.163 
Getting to know the Eucharist. New York, 
Alba House [1974] p. cm. ISBN 0-8189- 
0289-2 [BX2215.2.L87] 74-3236 4.95 

d. Lord’s Supper-—-Catholic Church. I. 
Title. 

Prepared from C.I.P. 


ELWOOD, Roger. 
Prince of Darkness. 
renderings, assorted woodcuts and with 
engravings by Gustav Dore. Norwalk, 
Conn., C. R. Gibson Co. [1974] [54] p. 
illus. 21 cm. ISBN  0-8378-1751-X 
BTE E48] 73-86688 3.95 
1. Devil. I. Title. 


BRAATEN, Carl E., 1929- 236 
Eschatology and ethics; essays on the 
theology and ethics of the Kingdom of 
God [by] Carl E. Braaten. Minneapolis, 
Augsburg Pub. House [1974] 192 p. 22 cm. 
ISBN 0-8066-1422-5 Includes 
bibliographical references. [BT823.B684] 
74-77674 3.95 

i. Eschatology-—Addresses, Essays, 
lectures. 2. Christian ethics—Lutheran 
authors—~Addresses, essays, lectures. I. 
Title. 


235°.47 


DAVIES, William David, 1911- 236 
The Gospel and the land; early 
Christianity and Jewish territorial doctrine, 
by W. D. Davies. Berkeley, University of 
California Press [1974] xiv, 521 p. illus. 24 
cm. ISBN 0-520-02278-5 Bibliography: p. 
439-471.  [BS2545.P43D38] 72-82228 
15.00 
i. Palestine in the Bible. 2. Palestine in 
Judaism. I. Title. 
JOHNSON, Paul, 236'.13°0924 B 
1928- 
Pope John XXIIT. (1st ed.] Boston, Little, 
Brown [1974] p. cm. ISBN 0-316-46755-3 
(Library of world biography) PDO anny: 
p. [BX1378.2.J66] 74-12325 6 
1. Joannes XXIII, Pope, ER 1963. I. 
Title. 
Prepared from C.I.P. 


12 


Hlustrated with. 


ALDWINCKLE, Russel 
Foster. 

Death in the secular city; \ife after death in 
contemporary theology and philosophy, by 
Russell Aldwinckle. Grand Rapids. 
Eerdmans [1974, ci972] 194 p. 21 cm 
ISBN 0-8028-1574-X Bibliography: p. 185- 
189. [BT825.A36 1974] 74-757 3.95 (pbk.) 
1. Death. 2. Future life. I. Title. 


236’.2 


MYTH, allegory, and gospel; 235 
an interpretation of J. R. R. Tolkien, C. S. 
Lewis, G. K. Chesterton [and] Charles 
Williams, by Edmund Fuller [and others] 
Minneapolis, Bethany Fellowship, inc. 
[1974] 159 p. facsim. 22 cm. ISBN 0- 
87123-357-6 Based on a lecture series held 
1969-70, and sponsored by the 
Departments of Theology and English at 
DePaul University and the Division of 
Philosophy and Religion of the DePaul 
College. Includes bibliographical 
references. [BT1102.M93] 74-1358 4.95 

1. Chesterton, Gilbert Keith, 1874-1936. 2. 
Lewis Clive Staples, 1898-1963. 3. 
Tolkien, John Ronald Reuel, 1892- 4. 
Williams, Charles, 1886-1945. s 
Apologetics—20th century. I Fuller, 
Edmund, 1914- 

Pbk. 2.95; ISBN 0-87123-358-4. 


SPROUL, Robert Charles, 
1939- 

The psychology of atkeism, by R. C. 
Sproul. [Minneapolis] Bethany Fellowship 
[1974] p. cm.- ISBN 0-87123-459-9 
Includes bibliographical references. 
[BT1102.86] 74-13762 2.25 (pbk.) 

1. Apologetics—20th century. 2. Theism. 
3. Atheism. I. Title. 

Prepared from C.I.P. 


CURRAN, Charles E. 241 
New perspectives in moral theology [by] 
Gharles E. Curran. Notre Dame, Ind., 
Fides Publishers [1974] p. cm. ISBN 0- 
8190-0602-5 Includes bibliographical 
references. [BX1758.2.C825] 74-940 8.50 
1. Christian ethics—Catdolic authors. 2. 
Social ethics. I. Title. 

Prepared from C.I.P. 


ERICKSON, Millard. 241 
Relativism in contemporary Christian 
ethics [by] Millard J. Zrickson. Grand 
Rapids, Baker Book House [1974] xiii, 170 
p. 22 cm. ISBN  0-8010-3315-2 
Bibliography: p. 155-163. [BJ1012.E72] 74- 
174440 3.95 (pbk.). 

1. Ethics. I. Title. 


GUSTAFSON, James M. 241 
Theology and Christian ethics [by] James 
M. Gustafson. Philadelphia, United Church 
Press [1974] 315 p. 22 cm. ISBN 0-8298- 
0270-3 ”A Pilgrim Press book.” Includes 
bibliographical references. [BJ1251.G88] 
74-510 8.95 

i. Christian ethics—Adzdresses, 
lectures. I. Title. 

Contents omitted. 


SMALL, Dwight Hervey. 241.66 
Christian: celebrate your sexuality; a fresh, 


239.7 


essays, 


positive approach to understanding and. 


fulfilling sexuality. Old Tappan, N.J., 
Revell [1974] p. cm. ISBN 0-8007-0661-7 


Includes bibliographical references. 
Be S6] 74-11161 5.95 
1. Sex (Theology) I. Title. 
Prepared from C.I.P. 
BEERS, Victor Gilbert, 1928- 242 


Joy is ..; how to discover the prayerful 
presence of joy in our daily lives [by] V. 
Gilbert Beers. Old Tappan, N.J., F. H. 
Revell Co. [1974] p. em. ISBN 0-8007- 
0677-3 [BV4905.2.B35] 74-3780 3.95 > 


AMERICAN BOOK PUBLISHING RECORD 


1. Joy—Meditations. I. Title. 
Prepared from C.I.P. 


DEPREE, Gordon. 242 
Faces of God [by] Gordon and Gladis 
DePree. [1st ed.) New York, Harper & 
Row [1974] p. cm. ISBN 0-06-061881-7 
[BV4832.2.D45] 73-18707 5.95 

4. Meditations. I. DePree, Gladys Lenore, 
1933- joint author. II, Title. 

Prepared from C.I.P. 


EVELY, Louis, 1910- 242 
Rejoice! Gospel meditations. Translated by 
J. F. Bernard. [1st ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
05994-9 Translation from Meditations 


d’Evangiles. [BS2555.4.E9413 1974] 74- 
6796 5.95 

I. Bible. N.T. Gospels—Meditations. I. 
Title. 


Prepared from C.I.P. 


HUTSON, Joan. 242 
The wind has many faces; a book of 
minute meditations. St. Meinrad, Ind., 
Abbey Press, 1974. [105] p. 21 cm. ISBN 


0-87029-031-2. (A Priority edition) 
[BV4832, 2.H8] 74-78724 3.95 

I. Meditations. I. Title. 
RHEA, Ralph. 242 


The good word; inspiration for joy and 
fulfillment in our daily lives. [Kansas City, 
Mo., Hallmark Cards, 1974, c1973] 60 p. 
col. illus. 20 cm. ISBN 0-87529-341-7 
(Hallmark editions) [BV4832.2.R45 1974] 
72-96870 3.00 

I. Meditations. I. Title. 


ROLLE, Pichard, of Hampole, 

1290?-1349. 
The Incendium amoris of Richard Rolle of 
Hampole, edited by Margaret Deanesly. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1915 ed. 
published at the University Press, 
Manchester, which was issued as no. 26 of 
the Publications of the University of 
Manchester, Historical series; and as no. 
97 of the University of Manchester 
publicanons, [BX2180.R6 1974] 74-9872 
45.0 


242 


1. Devotional literature. I Deanesly, 
Margaret, ed. II. Title. III. Series: Victoria 
University of Manchester. Publications. 
Historical series, no. 26. IV. Series: 
Victoria University of Manchester. 
Publications, no. 97. 

Prepared from C.I.P. 


CECIL, Lord Martin, 1909- 248 
Being where you are. New Canaan, Conn., 
Keats Pub. [1974] 204 p. 18 cm. (A Pivot 


original) [BP605.E4C42] 73-93652 1.50 
(pbk.). 
T. Title. 
FARGO, Gail B. 248 


Talks to truth searchers with answers to 
puzzling "why” questions [by] Gail B. 
Fargo. New York, Philosophical Library 
[1974] 56 p. 23 cm. ISBN 0-8022-2106-8 
Bibliography: p. 55-56. [BF645.F28] 74- 
75082 4.75 

I. New Thought. i. Title. 


JOHNSTON, Wiliam, 1925- 248 
Christian Zen. New York, Harper & Row 
[1974, c1971] viii, 109 p. 18 cm. ISBN 0- 
06-090368-6. (A Colophon book) 
[BR128.B8J64 1974] 2.25 (pbk.) 

i. Christianity and other religions—Zen 
Buddhism. 2. Zen Buddhism-—-Relations— 
Christianity. I. Title. 

L.C. card number for original ed.: 77- 
149746. 
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SCANLAN, Michael. 248 
Inner healing. New York, Paulist Press 
[1974] vi, 85 p. 21 cm. ISBN 0-8091-1846- 
7 Bibliography: p. 83-85. [BT732.5.S24] 
74-81901 2.25 

1. Faith-cure. I. Title. 


MILLER, Keith. 248’.092’2 B 
The edge of adventure; an experiment in 
faith [by] Keith Miller [and] Bruce Larson. 
Waco, Tex., Word Books [1974] 226 p. 21 
cm, Includes bibliographical references. 
[BV4501.2.M479] 74-79955 3.95 

I. Miller, Keith. 2. Larson, Bruce. 3. 
Christian life—1960- I. Larson, Bruce, joint 
author. IT. Title. 


KUHLMAN, Kathryn, comp. 
Nothing is impossible with God. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] ix, 305 p. illus. 22 cm. ISBN 0-13- 
625293-1 [BT732.5.K83] 73-18030 6.95 

1. Faith-cure—Personal narratives. I. Title. 


MOLINARI, Paolo, 1912- 248.22 
Julian of Norwich: the teaching of a 14th 
century English mystic [by] Paul Molinari. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1958 ed. 
published by Longsmans, Green, London. 
Bibliography: p. [BV4831.J813M64 1974] 
74-13160 25.00 


2487.2 


1. Juliana, Anchoret, 1343-1443 
Revelations of divine love. 

Prepared from C.I.P. 

REIDHEAD, Paris. 248.3 


Beyond petition; six steps to successful 
praying. Minneapolis, Dimension Books 
[1974] 84 p. 18 cm. ISBN 0-87123-037-2 
[BV210.2.R35] 74-3684 0.95 

1. Prayer. I. Title. 


BAUGHMAN, John Lee. 248.4 
Beyond positive thinking. {\st ed.] New 
York, Harper & Row [1974] p. cm. ISBN 
a ad (BV4501.2.B3844] 74-4621 
1. Christian life—1960- I. Title. 

Prepared from C.I.P. 


CRUZ, Nicky. 2487.4 
The corruptors. Old Tappan, N.J., F. H. 
Revell Co. [1974] p. cm. ISBN 0-8007- 
0684-6 [BV4501.2.C78] 74-12104 4.95 

di. Christian life—1960- 2. Civilization, 
Modern—1950- I. Title. 

Prepared from C.LP. 


FLORIO, Anthony. 248°.4 
Two to get ready. Old Tappan, N.J., F. H. 
Revell Co. [1974] p. cm. ISBN 0-8007- 
0676-5 [BV835.F55] 74-10549 4.95 

1. Marriage. I. Title. 

Prepared from C.I.P. 


OLIVER, Lucille. 2487.4 
The crystal mountain. Independence, Mo., 
Herald Pub. House [1974] 144 p. 18 cm. 
ISBN 0-8309-0119-1 Includes 
bibliographical references. [BV4501.2.047] 
73-93136 4.95 

1. Christian life--1960- I. Title. 


ROGERS, Dale Evans. 248°.4 
Where He leads. Old Tappan, N.J., F. H. 
Revell Co. [1974] 126 p. 21 cm. ISBN 0- 
8007-0648-X [BR1725.R63A327] 74-1225 
3.95 

1. Rogers, Dale Evans. I. Title. 


RUTLEDGE, Harold Lee. 248°.4 
To be mature, by H. L. Rutledge. New 
Orleans, Insight Press [1974] 153 p. 20 
em. ISBN 0-914520-03- -2 [BV4501.2.R86] 
74-76988 2.50 (pbk.) 

1. Christian life-—1960- I. Title. 


* 


WEBER, George W., 1946- 2487.4 
Blessings unlimited [by] George W. Weber. 
Old Tappan, N.J., F. H. Revell Co. [1974] 
157 p. 21 cm. ISBN  0-8007-0666-8 
[BV4501.2.W415] 74-1311 2.95 (pbk.) 

1. Christian life—1960- 2. Success. I. Title. 


LEE, G. Avery. 248.461 
I want that mountain! [By] G. Avery Lee. 
Nashville, T. Nelson [1974] p. cm. ISBN 
0-8407-5081-3 Includes bibliographical 
references. [BX6333.L395122] 74-13017 
3.50 (pbk.). 

1. Mountains in the Bible. 2, Baptists— 
Sermons, 3. Sermons, American. I. Title. 
Prepared from C.I.P. 


KUCHAREK, Casimir. 248.4872 
To settle your conscience [by] Cass 
Kucharek. Huntington, IN, Our Sunday 
Visitor, inc. [1974] 262 p. 23 cm. ISBN 0- 
Ne aie (BX1758.2.K8] 73-91902 3.95 
pbk.). 

i. Commandments, Ten. 2. Christian 
ethics—Catholic authors. I. Title. 


STERLING, Chandler W., 
Bp., 1911- 

The doors to perception, by Chandler W. 
Sterling. Philadelphia, United Church Press 
[1974] p. ISBN 0-8298-0282-7 ”A Pilgrim 
Press book.” Bibliography: p. 
[BV4501.2.S755] 74-8032 5.25 

1. Spiritual life—Anglican authors. I. Title. 
Prepared from C.I.P. 


i ar , Arndt L., 
All things new; meditations on the 
Christian life [by] Arndt L. Halvorson. 
Minneapolis, Augsburg Pub. House [1974] 
103 p. 20 cm. ISBN 0-8066-1418-8 
[BV4501.2.H269] 74-77671 2.95 (pbk.) 
ees life—Lutheran authors. L 
itle, 


HENLEY, Wallace. 248’.48'61 
Enter at your own risk. Old Tappan, N.J., 
F. H. Revell Co. [1974] p. em. ISBN 0- 
oe -0686-2 [BV4501.2.H373] 74-11028 
4. 

1. Christian life—Baptist authors. I. Title. 
Prepared from C.I.P. 


RICE, John R., 1895- 248.4861 
Come out—or stay in? By John R. Rice. 
Nashville, T. Nelson [1974] p. cm. ISBN 
ee oe [BV4916.R45] 74-12251 
3.9 

1. Conversion. 2. Christian life—Baptist 
authors. I. Title. 

Prepared from C.LP. 


RITCHIE, David Ronald. 248°.48°7 
From ditches to discipleship [by] D. 
Ronald Ritchie. Nashville, Abingdon Press 
[1974] p. cm. ISBN 0-687-13636-9 
[BV4501.2.R57] 74-8414 3.95 

i. Christian life—Methodist authors. T. 
Title. 

Prepared from C.I.P. 


2487.48°3 


248°.48'41 


JENNINGS, Vivien, 1934- 248.833 
The valiant woman; at the heart of 
reconciliation. New York, Alba House 


[1974] p. ISBN 0-8189-0291-4 
[BX23933 .J46] 74-6037 3.95 (pbk.) 
Women—Religious life. 2. 


Pia L Title. 
Prepared from C.I.P. 


NORDLAND, Frances. 248’.833 
Dear Frances ... I have a problem. Can 
you help me? Chicago, Moody Press 
[1974] 142 p. 22 cm. ISBN 0-8024-1765-5 
Includes bibliographical references. 
[BV4527.N67] 74-2926 2.25 (pbk.). 
1. Woman—Religious life. I. Title. 
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CLAYPOOL, John. 248.86 
Tracks of a fellow struggler; how to handle 
grief. Waco, Tex., Word Books [1974] 104 
p. 21 cm. [BV4907.C55] 73-91553 3.95 

4}. Consolation. 2. Baptists—Sermons. 3. 
Sermons, American. I. Title. 


LANDORF, Joyce. 248.86 
Mourning song. Old Tappan, N.J., F. H. 
Revell [1974] p. cm. ISBN 0-8007-0680-3 
[BT825.L35] 74-9938 5.95 

1. Death. I. Title. 

Prepared from C.I.P. 


LINDELL, Paul J, 1915- 248’ 86 
1974. 
The mystery of pain. Minneapolis, 


Augsburg Pub. House [1974] 80 p. 18 cm. 
ISBN 0-8066-1424-2 [BJ1409.L5] 74- 
77676 1.75 (pbk.) 

1. Pain. I Title. 


MARTIN, Ralph, 1942- 248°.9°2 
Hungry for God; practical help in personal 
prayer. [ist ed.] Garden City, N.Y., 
Doubleday 1974. p. ISBN 0-385. 09535-X 
Includes bibliographical references. 
([BX2350.57.M37] 74-4830 5.95 

1. Pentecostalism. 2. Spiritual  life— 
Catholic authors. 3. Prayer. I. Title. 
Prepared from C.I.P.. 


DEMARAY, Donald E. 251 
An introduction to homiletics [by] Donald 
E. Demaray. Grand Rapids, Mich., Baker 
Book House [1974] 156 p 23 cm. 
Bibliography: p. 149-152. [BV4211.2.D38] 
74-176239 4.95 

1. Preaching. I. Title. 


FARRER, Austin Marsden. 252.03 
The end of man. Grand Rapids, W. B. 
Eerdmans [1974, c1973] p. cm. ISBN 0- 
8028-1579-0 Sermons. [BX5133.F33E52 
1974] 74-3061 3.45 (pbk.). 

1. Church of England—Sermons. 2. 
Sermons, English. I. Title. 

Prepared from C.I.P. 


BAILLE, Donald 
Macpherson, 1887-1954. 
To whom shall we go? [By} D. M. Baille. 
Together with a biographical introd. by 
John Dow. Grand Rapids, Baker Book 
House [1974, c1955] 199 p. 18 cm. ISBN 
0-8010-0613-9 [BX9178.B325T6] 2.95 
(pbk.) 
1. Church of Scotland—Sermons. «2. 
Sermons, English—Scotland. I. Title. 
L.C. card no. for original ed.: 56-15908. 


MORRIS, Colin M. 252.071 
The hammer of the Lord; signs of hope 
[by] Colin Morris. Nashville, Abingdon 
Press [1974, c1973] 160 p. 20 cm. ISBN 0- 
687-16547-4 Includes bibliographical 
references. [BX8333.M584H35 1974] 73- 
12234 4.75 

I. Methodist Church—Sermons. 2. 
Sermons, English. I. Title. 


SHEEN, Fulton John, Bp., 
1895- 

Those mysterious priests [by] Fulton J. 

Sheen. [lst ed.] Garden City, N.Y. 

Doubleday, 1974. p. cm. ISBN 0-385- 

08102-2 [BX1912.8493] 74-1508 7.95 

1. Priests. I. Title. 

Prepared from C.LP. 


MCLEMORE, Clinton W., 1946- 253.5 

Clergyman’s psychological handbook; 
clinical information for pastoral counseling, 

by Clinton W. McLemore. Grand Rapids, 

Eerdmans [1974] 146 p. 22 cm. ISBN 0- 

8028-1576-6 Includes bibliographies. 

{BV4012.2.M24] 74-2011 2.45 (pbk.). ; 
1. Pastoral counseling. I. Title. 


252.052 


253.2 
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HAHN, Celia A. 254 
Patterns for parish development, edited by 
Celia A. Hahn. Foreword by Martin E. 
Marty. New York, Seabury Press [1974] 
p. cm. ISBN 0-8164-2098-X ”A Crossroad 
book.” [BV700.H3] 74-11189 3.50 

1. Parishes. I. Title. 

Prepared from C.I.P. 


SMITH, Bob, 1914- 254 
When all else fails ... read the directions; 
considering God's plan for a living church. 
Foreword by Howard G. Hendricks. Waco, 
Tex., Word Books [c1974] 151 p. illus. 23 
em. [BV600.2.857] 74-77615 4.95 

1. Church. 2. Christian life—1960- I. Title. 


JONES, Ezra Earl. 254.2°2 
What’s ahead for old first church [by] Ezra 
Earl Jones & Robert L. Wilson. [Ist ed.] 
New York, Harper & Row [1974] p. cm. 
ISBN 0-06-064200-9 [BV637.J6 1974] 74- 
4616 5.95 

1. City churches—United States. I. Wilson, 
Robert Leroy, 1925- joint author. II. Title. 
Prepared from C.I.P. 


HESS, Bartlett L., 1910- 254.8 
How to have a giving church [by] Bartlett 
L. Hess and Margaret Johnston Hess. 
Nashville, Abingdon Press [1974] 127 p. 
19 cm. ISBN 0-687-17808-8 [BV772.H45] 
74-6186 2.95 (pbk.) 

1. Christian giving. 2. Church finance. I. 
Hess, Margaret Johnston, joint author. T. 

itle. 


COATS, William R., 1936- 261.7 
God in public: political theology beyond 
Niebuhr, by William R. Coats. Grand 
Rapids, Mich., Eerdmans [1974] p. ISBN 
0-08-283440-X Bibliography: p. 
([BR115.P7C58] 74-632 7.95 

1. Christianity and politics. 2. United 
States—Economic conditions-—1945- 3. 
Socialism, Christian. I. Title. 

Prepared from C.I.P. 


DUNNE, George 
Harold, 1905- 
The right to development, by George H. 
Dunne. New York, Paulist Press [1974] 
141 p. 18 cm. ISBN 0-8091-1837-8 
(Topics in moral argument) (Paulist 
Press/Deus books) Includes bibliographical 
references. [BR115.U6D86] 74-78418 1.65 
(pbk.). 

1. Church and underdeveloped areas. I. 
Title. 


GEARHART, Sally 
Miller, 1931- 

Loving women/loving men; gay liberation 
and the church. Edited/authored by Sally 
Gearhart and William R. Johnson. [San 
Francisco] Glide Publications [1974] p. 
cm. ISBN 0-912078-41-3 [BR115.H6G4] 
74-11339 6.95 (pbk.) 

1. Homosexuality and Christianity. 2. Gay 
liberation movement. I. Johnson, William 
Reagan, 1946- joint author. H. Title. 
Prepared from C.I.P. 


VALENTINI, Norberto. 261.8°34°17 
Sex and the confessional [by] Norberto 
Valentini [and] Clara Di Meglio. 
Translated by Melton S. Davis. New York, 
Stein and Day [1974] 213 p. 25 cm. ISBN 
0-8128-1681-1 Translation of Il sesso in 
aa [HQ63.V3413] 73-91861 


261.8°09172'4 


263.8°34°157 


1. Sex and religion. 2. Sexual ethics. 3. 
Confession. I Di Meglio, Clara, joint 
author. II. Title. 


HODGSON, Peter 
Crafts, 1934- 
Children of freedom; Black liberation in 


261.8°34’5 196073 
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-Berube [and] John Paul Berube. 


perspective [by] Peter C. 
Hodgson. Foreword by Gayraud S. 
Wilmore. Philadelphia, Fortress Press 
[1974] x, 86 p. 18 cm. ISEN 0-8006-1304- 
X Includes bibliographical references. 
[BT810.H63] 74-76930 2.95 (pbk.) 

1. Freedom (Theology) I. Title. 


Christian 


GARDINER, Robert W., 261.873 
1932- 
The cool arm of destriction; modern 


weapons and moral insensitivity, by Robert 
W. Gardiner. Philadelphia, Westminster 
Press [1974] 169 p. 22 cm. ISBN 0-664- 
20701-4 Bibliography: p.  [165]-169. 
[BR115.A85.G37] 74-4351 5.95 

l. Atomic warfare—Moral and religious 
aspects. I. Title. 


MORAN, Gabriel. 262.001 
Religious body: design for a new 
reformation. New York, Seabury Press 
[1974] p. cm. ISBN 0-8164-1176-X "A 
Crossroad book.” [BV600.2.M65] 74-12103 


` 8.95 


1. Church renewal. I. Title. 
Prepared from C.I.P. 


SUPIN, Charles R. 262°.15 
Beyond pledging; an informal guide to lay 
leadership in the Episcopel Church [by] 
Charles R. Supin. Foreword by Oscar C. 
Carr, Jr. New York, Seabury Press [1974] 
p. cm. ISBN 0-8164-2108-0 ”A Crossroad 
book.” [BX5968.S9] 74-12315 3.50 (pbk.). 
1. Laity—Anglican Communion. I. Title. 
Prepared from C.I.P. 


ROBERTSON, James 
Douglas. 

Minister's worship handboor, by James D. 
Robertson. Grand Rapids, Baker Book 
House [1974] 136 p. 20 cm. ISBN 0-8010- 
7619-6 Includes bibliographical references. 
[BV25.R6] 74-172781 3.95 

1. Public worship—Handbaoks, manuals, 
etc. I. Title. 


264°.002°02 


THE Primer set furth by 264’.02 
the Kinges Maiestie & his clergie (1545) A 
facsimile reproduction with an introd. by 
David Siegenthaler. Delmar, N.Y. 
Scholars’ Facsimiles & Reprints, 1974. p. 
ISBN 0-8201-1129-5 Orig:nal t.p. has 
imprint: Imprinted at London within the 
precinct of the late dissoluec house of the 
Graye Friers by Richard Grazton Printer to 
the Princes grace, the xvii. cay of August, 
the yeare of our Lorde M,D.XLVI. ”S.T.C. 
16044.” [BV4831.P7 1545a] 74-5335 10.00 
1. Primers (Prayer-books) 

Prepared from C.I.P. 


BIDDLE, Perry H., 1932- 264’.5 
Abingdon marriage manual, by Perry H. 
Biddle, Jr. Nashville, Abingdon Press 
[1974] 254 p. 16 cm. ISBN 0-687-00484-5 
Bibliography: p. 239-250. [BV199.M3B52] 
73-21799 4.95 

1. Marriage. 2. Marriage service. 3. 
Marriage law—United States. {. Title. 


DARCY-BERUBE, Francoise. 265'.6 
Sacrament of peace, by Francoise Darcy 
[New 
York, Paulist Press, 1974] 4 v. illus. (part 
col.) 22 cm. Contents.—[1] Book 1, for 7 
and 8 year old children.—[2] Book 2, for 9 
to 12 year old children—[3] Director’s 
guide.—[4] Parent guide. Discusses the 
significance of the Sacrament of Penance. 
[BX2260.D3] 73-92894 4.00 (obk.) 

. Penance. 2. Penaace—Juvenile 
literature. I. Berube, John Paul, joint 
author. IT. Title. 


TOWNS, Elmer L. 268’.09772'99 
World’s largest Sunday schoci [by] Elmer 


“AMERICAN BOOK PUBLISHING RECORD l 
L. Towns. Nashville, T. Nelson [1974] 189 
p. front. 22 cm. [BX6480.H317F577] 74- 
985 5.95 


1. First Baptist Church, Hammond, Ind. 2. 
Hyles, Jack, 1926- I. Title. 


*THE international lesson 268.61 
annual; a comprehensive commentary on 
the international Sunday school lessons. 
Uniform series 

The 1974-75 issue edited by Horace R. 
Weaver, with lesson analysis by Charles 
M. Laymon is available from Abingdon P., 


Nashville for 3.50 (pbk.). ISBN 0-687- 
19138-6. L.C. card no.: 55-6961. 
*PELOUBET'S notes; 268.61 


based on the international Bible lessons for 
Christian living. Uniform series. 

The łl0lst annual vol. for 1974-1975 is 
available from Baker Book House, Grand 
Rapids, Mich. for 3.95 (pbk.). ISBN 0- 
8010-3314-4. 


*TARBELL’S teacher's guide 268.61 
to the international Bible lessons for 
Christian teaching of the uniform course. 
The 70th annual vol. for September 1974- 
August 1975, edited by Frank S. Mead is 
available from Revell, Old Tappan, N.J. for 
4.50. ISBN 0-8007-0649-8. L.C. card no.: 
5-40811,. 


JOHNSTON, Arthur P. 269.2 
World evangelism and the word of God, 


by Arthur P. Johnston. Minneapolis, 
Bethany Fellowship [1974] p. cm. ISBN 
0-87123-600-1 Bibliography: p- 


[BV3793.J63] 74-13788 3. 98 (pbk). 

1. International Missionary Council. 2. 
Evangelistic work. I. Title. 

Prepared from C.I.P. 


PENTECOST, Edward C. 269.2 
Reaching the unreached; an introductory 
study on developing an overall strategy for 
world evangelization, by Edward C. 
Pentecost. South Pasadena, Calif., William 
Carey Library [1974] xiv, 149, [85] p. illus. 
22 cm. ISBN 0-87808-418-5 Bibliography: 
p. [135]-141. [BV3790.P45] 74-11270 5.95 

1. Evangelistic work. 2. Christianity— 
Statistics. L Title. 


FISHER, Lee. 269.2°0924 B 
A funny thing happened on the way to the 
crusade. Carol Stream, Ii., Creation House 
[1974] 102 p. illus. 22 cm. ISBN 0-88419- 
643-9 [BV3785.G69F57 1974] 73-81981 
4.95 

3s. Graham, William Franklin, 1918- — 
Anecdotes. I. Title. 


HARRISON, Tank. 269.20924 B 
Ive been had. Nashville, Abingdon Press 
[1974] 62 p. 19 cm. ISBN 0-687-19789-9 
[3R1725.H24A34] 74-3479 1.25 (pbk.) 

i. Harrison, Tank. I. Title. 


TARR, Charles R., 269.20924 
A new wind blowing! [by] Charles R. Tarr. 
Anderson, Ind., Warner Press [1974, 
1972] 126 p. illus. 19 em. ISBN 0-87162- 
175-4 "A Portal Book” [BV3775.A53T37] 
1 50 (pbk.) 

I. Title. 

L.C. card number for original edition: 72- 
19912 


DELEHAYE, Hippolyte, 
1859-1941 
The legends of the saints; an introduction 
tc hagiography, from the French of H. 
Delehaye. Translated by Mrs. V. M. 
Czawford. [Norwood, Pa.J Norwood 
Editions, 1974. p. cm. Reprint of the 1907 
ec. published by Longmans, Green, 
London, in series: The Westminster library, 


270*.09 


" SEPTEMBER 30,1974 


a series of manuals for Catholic priests and 
students. Translation of Les foe 
hagiographiques. Bibliography: 
Lae -D343 1974] 74.13653 15. 00 ab. 
i. Christian hagiography. f. Title. IL. 
Series: The Westminster library, a series of 
manuals for Catholic priests and students. 
Prepared from C.I.P. 


BAINTON, Roland 
Herbert, 1894- 
Women of the Reformation in Germany 
and Italy, by Roland H. Bainton. Boston, 
Beacon Press [1974] p. cm. ISBN 0- 8070- 
5651-0 Reprint of the 1971 ed. published 
by Augsburg Pub. House, Minneapolis. 
Includes bibliographies. [BR317.B3 1974] 

74-6085 3.95 

1. Reformation—Biography. 2. Woman— 
Biography. I. Title. 

Prepared from C.LP. 


GAUDIOSE, Dorothy, 
1920- 

Prophet of the people; a biography of 

Saga Pio. New York, Alba House [1974] 
cm. ISBN 0-8189-0290-6 

(BX4705. P49G38] 74-7123 5.95 

1. Pio da Pietrelcina, Father. I. Title. 

Prepared from C.LP. 


TETTEMER, John Moynihan, 
1876-1949. 

I was a monk; the autobiography of John 
Tettemer. Edited by Janet Mabie. With a 
foreword by Jean Burden and an 
introduction by John Burton. New York, 
Family Library [1974, c1951] 255 p. 18 
cm. ISBN 0-515-03312-X. [BX1765.T28] 
73-89888 1.25 (pbk.) 

L Catholic Church—Doctrinal & 
controversial works—Miscellaneous 
authors. I. Title. 


DECHANTAL, Sister. 271.97 
Out of Nazareth; a centenary of the Sisters 
of the Holy Family of Nazareth in the 
service of the Church [by] M. DeChantal. 
Foreword by John Cardinal Krol. [Ist ed.] 
New York, Exposition Press [1974] xii, 
375 p. 24 cm. ISBN 0-682-47820-2 (An 
Exposition-testament book) Bibliography: 
p. 359-363. [BX4497.D4] 74-174483 17.50 
1. eae of the Holy Family of Nazareth. 
i. Title. 


BRIGGS, John, 1938- comp. 280°.4 
Victorian nonconformity. Edited by John 
Briggs and Jan Sellers. New York, St. 


270.6'092'2 B 


271.36024 B 


271.6 


Martin’s Press [1974] vii, 180 p. 21 cm. 
(Documents of modern history) 
Bibliography: p. [175]-176. [BR759.B68 


1974] 73-89997 10.95 

1. Dissenters, Religious—England. 2. Great 
Britain-—Religion—19th century. I. Sellers, 
Tan, joint comp. II. Title. 


COMBALUZIER, Charles, 1903- 281 
God tomorrow. Translated by Matthew J. 
O’Connell. New York, Paulist Press [1974] 
vi, 182 p. 21 cm. ISBN 0-8091-1835-1 
Translation of Dieu demain. Includes 
bibliographical references. [BL263.C72513] 
74-78419 4.50 

1. Evolution. 2. God. I. Title. 
ENGLEBERT, Omer, 282’.092’4 B 
The last of the conquistadors, Junipero 
Serra, 1713-1784. Translated from the 
French by Katherine Woods. Westport, 
Conn., Greenwood Press [1974, c1956] p. 
ISBN 0-8371-7523-2 Reprint of the ed. 
published by Harcourt, Brace, New York. 
Bibliography: p. [F864.S442 1974] 74-5924 


I. Serra, Junipero, 1713-1784. I. Title. 


‘ Press [1974] 


Prepared from CLP. 


KELLY, Frederic 282’.092°4 B 
Joseph, 1922- 

Man before God. [ist ed] Garden City, 

N.Y., Doubleday, 1974. p. cm. ISBN 0- 
385-09399-3 Includes bibliographical 

references. [BX4705.M542K44] 73-10970 

7.95 

1. Merton, Thomas, 1915-1968. 

Prepared from C.I.P. 


SCHUTZ, Roger. 282.0924 B 
Struggle and contemplation; journal, 1970- 
2 [by] Brother Roger. New York, Seabury 
p. cm. ISBN 0-8164-2106-4 
A Crossroad book.” Translation of Lutte 
et contemplation. [BR1725.539A2813] 74- 
13954 2.95 (pbk.) < 

1. Schutz, Roger. 2. Contemplation. I. 
Title. 

Prepared from C.I.P. 


WILKIE, William E. 282°.42 
The cardinal protectors of England; Rome 
and the Tudors before the reformation [by] 
William E. Wilkie. [Cambridge, Eng., New 
York] Cambridge University Press [1974] 
viii, 262 p. 23 cm. ISBN 0-521-20332-5 
Bibliography: p. [240]-246. [BR750.W54] 
73-82462 14.50 

1. Catholic Church—Relations (diplomatic) 
with Great Britain. 2. Great Britain— 
Foreign relations—Catholic Church. I 
Title. 


DEAL, Williams 
John Newton, 


283’.092’4 B 
author of the song 
“Amazing grace,” by William Deal. 
Westchester, Ill., Good News Publishers 
{1974] 80 p. 18 cm. (One evening book 
ad [BX5199.N55D35] 74-76011 0.95 
1. Newton, John, 1725-1807. 


MCNEILL, John Thomas, 1885-, 285 
Ecumenical testimony; the concern for 
Christian unity within the Reformed and 
Presbyterian churches, by John T. McNeill 
and James Hastings Nichols. Philadelphia, 
Westminster Press [1974] p. cm. ISBN 0- 
664-20998-X Includes bibliographical 
references. [BX8.2.M323] 74-977 10.00 

1. Christian union—Reformed Church. 2. 
Christian union-—Presbyterian Church. I. 
Nichols, James Hastings, 1915- I. Title. 
Prepared from C.I.P. 


MCCOY, F. N. 285.20924 B 
Robert Baillie and the second Scots 
Reformation [by] F. N. McCoy. Berkeley, 
University of California Press [1974] xi, 


244 p. 24 cm. ah 0-520-02447-8 
Bibliography: [220]-228. 
[BX9225. B333M3] 72- 93527 10.00 

d. Baillie, Robert, 1602-1662. 2. 
Covenanters. I. Title. 

GROENHOFF, Edwin L. 285'.7'0924 B 


The quiet prince; a biography of Dr. 
Melvin G. Larson, Christian journalist [by] 
Edwin L. Groenhoff. Minneapolis, His 
International ‘Service [1974] 127 p. illus. 
22 cm. ISBN 0-911802-36-3 
[BX7548.Z8L373] 74-79531 5.95 

i. Larson, Melvin Gunnard, 1916-1972. I. 
Title. 


BERK, Stephen E. 285’.8°0924 B 
Calvinism versus democracy; Timothy 
Dwight and the origins of American 
evangelical orthodoxy, by Stephen E. Berk. 
[Hamden, Conn.] Archon Books, 1974. 
xiv, 252 p. 22 cm. a 0-208-01419-5 
Bibliography: (229]-245. 
[BX7260.D84B47] 73-2053 14.50 

1. Dwight, Timothy, 1752-1817. 2. 


‘of the 
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Calvinism—United States. 3. 
Evangelicalism—United States. I. Title. 


HIBBEN, Paxton, 285’.8'0924 B 
1880-1928. 

Henry Ward Beecher: an American 
portrait. Foreword by Sinclair Lewis. New 
York, Beekman Publishers, 1974. xiv, 361 
p- 23 cm. ISBN 0-8464-0019-7 (American 
newspapermen, 1790-1933) Reprint of the 
1942 ed. published by the Press of the 
Readers Club, New York. Bibliography: p. 
T -329. [BX7260. B3H5 1974] 73- mite 
7.50 

1. Beecher, Henry Ward, 1813-1887. 


HUNTER, Archibald 285.80924 È 
Macbride. 

P. T. Forsyth, by A. M. Hunter. 
Philadelphia, Westminister Press [1974] p 
cm. ISBN 0-664-24993-0 Bibliography: p. 
[BX7260.F583H86] 74-3410 2.45 (pbk.) 

1. Forsyth, Peter Taylor, 1848-1921. 5. 
Title. 


` Prepared from C.I.P. 


NOORBERGEN, Rene 286.709 
Ellen G. White, prophet of destiny. New 
Canaan, Conn. Keats [1974] 260 p. 18 cm. 
[BX6193. W5N66] 1.75 (pbk.) 

1. White, Ellen Gould (Harmon) 1827- 
1915. I. Title. 

L.C. card number for original edition: 70- 
190456. 


HOLMES, C. Raymond, 
1929- 

Stranger in my home [by] C. Raymond 
Holmes. Nashville, Southern Può. 
Association [1974] 128 p. 21 cm. ISBN 0- 
8127-0075-9 (A Crown book) 
[BX6193.H64A37] 73-92530 2.50 (pbk.). 

i. Holmes, C. Raymond, 1929- 2. 
Converts, Seventh-Day Adventist. I. Title. 


NORWOOD, Frederick 287.673 
Abbott. 
The story of American Methodism [by] 


286°.7°0924 B 


Frederick -A. Norwood. Nashville, 
Abingdon Press [1974] p. cm. ISBN 0- 
687-39640-9 [BX8235.N65}] 74-10621 


17.95; 9.95 (pbk.). 

1. Methodist Church in the United States. 
L Title. 

Prepared from C.I.P. 


CRACROFT, Richard H., 
1936- comp. 

A believing people; literature of the Latter-. 

Day Saints [by] Richard H. Cracroft [ard] 

Neal, E. Lambert. [Provo, Utah] Brigham 

Young University Press [1974] xvi, 495 p. 

26 cm. ISBN 0-8425-0930-5 Includes 

bibliographical references. [BX8608.C7] 

74-6038 7.95 (pbk.) 

1. Church of Jesus Christ of Latter-Day 

Saints—Collected works. I. Lambert, Neal 

E., 1934- joint comp. IT. Title. 

Hardbound 10.95; ISBN: 0-8425-0929-1. 


EDMUNDSON, William, 289.6'092’4 B 
1627-1712. 

The journal of William Edmundson, 1627- 
1712 (abridged and designed for daily 
devotional reading) Edited by Alfred D. 
Deutsch. [Richmond, Ind., Friends United 
Press, 1974] iv, 65 p. 22 cm. ISBN 0- 
913408-11-5 [BX7795.E4A33] 74-6439 
1.50 (pbk.). 

1' Edmundson, William, 1627-1712. L 
Deutsch, Alfred D., 1931- ed. 


ARNOLD, Eberhard, 289.7'092'2 B 
1883-1935. 

Seeking for the Kingdom of God; origins 

Bruderhof Communities, by 

Eberhard and Emmy Arnold. Selected and 

edited from earlier sources and recent 


289.3°D8 
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memories by Heini and Annemarie Arnold. 
Rifton, N.Y., Plough Pub. House [1974] p. 
ISBN 0-87846-133-0 ”The writings and 
letters of Eberhard and Emmy Arnold 
were translated from the original German 
and edited by the Society of Brothers at 
Rifton, New York.” [BX8129.B68A684 
1974] 74-6317 7.50 

I. Arnold, Eberhard, 1883-1935. 2. 
Arnold, Emmy. 3. Bruderhof Communities. 
I. Arnold, Emmy. IT. Title. 

Prepared from C.I.P. 


ERB, Paul, 1894- 289.7°75 
South central frontiers; a history of the 
South Central Mennonite Conference. 
Scottdale, Pa., Herald Press, 1974. p. cm. 
ISBN 0-8361-1196-6 (Studies in 
Anabaptist and Mennonite history, 17) 
(BX8129.MS5E7] 74-12108 14.95 

1. Mennonite Church. South Central 
Conference—RHistory. I. Title. H. Series. 
Prepared from C.I.P. 


PELTON, Robert W., 1934- 289.9 
Snake handlers: God-fearers? Or, fanatics? 
[By] Robert W. Pelton and Karen W. 
Carden. Nashville, T. Nelson [1974] 110, 
[49] p. illus. 21 cm. [BX7990.H6P38] 74- 
3046 2.95 (pbk) 

l. Snake cults (Holiness churches) I. 
Carden, Karen W., joint author. IL. Title. 


SMITH, Donald Eugene, 
1927- comp. 

Religion, politics, and social change in the 

Third World; a sourcebook. Edited with 

introductory notes by Donald Eugene 

Smith. New York, Free Press {[1974, 

c1971] xv, 286 p. 21 cm. Bibliography: p. 

267-271. [BL65.P7S635] 3.95 (pbk) 

1. Religion and politics. 2. Religion and 

state. 3. Religion and sociology. 4. 

Socialism and religion. I. Title. 

L.C. card number for original ed.: 73- 

143516. 


MASANI, Rustom Pestonji, 
Sir, 1876-1966. 

Folklore of wells; being a study of water- 

worship in East and West. [Norwood, Pa.] 

Norwood Editions, 1974. p. cm. Reprint 

of the 1918 ed. published by D. 

Taraporevala Sons, Bombay. [GR690. M37 

1974] 74-13848 8. 50 

i. Holy wells. 2. Water (in religion, folk- 

lore, etc.) I. Title. 

Prepared from C.I.P. 


DRUMMOND, Richard Henry. 294.3 
Gautama the Buddha; an essay in religious 
understanding. Grand Rapids, Eerdmans 
[1974] p. cm. ISBN  0-8028-3444-2 


291.17 


291.2712 


Bibliography: [BQ4132.D78] 73-22281 
3.95 (pbk.). 

I. Gautama  Buddha—Teachings. 2. 
Christianity and other  religions— 
Buddhism. 

Prepared from C.I.P. 

DUMOULIN, Heinrich. 294.3'3°72 


Christianity meets Buddhism. Translated 
by John C. Maraldo. La Salle, Ill., Open 
Court Pub. Co., 1974. 206 p. 22 cm. ISBN 
0-87548-121-3 (Religious encounter: East 
and West) Includes bibliographical 
references. [BR128.B8 D82] 73-82783 7.95 

1. Christianity and other religions— 
Buddhism. 2. Buddha and Buddhism— 
Relations—Christianity. I. Title. 


SCHUMANN, Hans 
` Wolfgang. 
Buddhism; an outline of its teaching and 
schools [by] H. Wolfgang Schumann. 
Translated by Georg Fenerstein. [Ist 
U.S.A. ed.} Wheaton, Ill, Theosophical 
. Pub. House [1974, c1973] p. cm. ISBN 0- 


16 


294.3°4°2 


8356-0452-7 (A Quest took) ”Published 
under a grant from the Kern Foundation.” 
Bibliography: p. [BQ4132.838 1974] 74- 
6302 2.45 (pbk.) 

1. Buddhist doctrines—introductions. T. 
Title. 

Prepared from C.I.P. 


GUNABHADRA, 9thcentury. 294.4°8 
Atmanushasana (Discourse to the soul). 
Edited, with translation & commentaries, 
y J. L. Jaini, assisted sy Brahmachari 
Sital Prasada. Lucknow, Central Jaina Pub. 
House, 1928. [New Yorx, AMS Press, 
1974] p. cm. ISBN 0-404-57707-5 English 
and Sanskrit. Original ed. issued as v. 7 of 
the Sacred books of the Jainas. 
[BL1311.A8G8613 1974] 73-3841 14.50 

I. Jainism. I. Jaini, Jagmandar Lal, d. 
1927, ed, II. Sital Prasad, Brahmachari, ed. 
II. Title. IV. Series: The Sacred books of 
the Jainas, v. 7. 

Prepared from C.I.P. 


CHENNAKESAVAN, Sarasvati, 
1918- 


294.5 


A critical study of Hinduism. New York, 


Asia Pub. House [1974] xiv, 159 p. 22 cm. 


ISBN 0-210-22352-9 Includes 
bibliographical references. [BL1202.C48] 
74-174429 10.95 

1. Hinduism. I. Title. 

ASHBY, Philip H. 294.509 


Modern trends in Hinduism: [by] Philip H. 
Ashby. New York, Colur-bia University 
Press, 1974. ix, 143 p. 24 cm. ISBN 0-231- 


03768-6 (Lectures on the history of 
religions, new ser., no. 10) Includes 
bibliographical references. [BL1150.A83] 


73-20262 8.00 
1, Hinduism—History. I. Title. I. Series. 


VASU, Srisa Chandra, rai 294.5°2 
bahadur, 1861-1918? 

A catechism of Hindu dherma, by Srisa 
Chandra Vidyarnava. 2d ed., rev. and enl. 
Allahabad, Panini Office, 1919. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-57847-0 Original ed. issued as extra v. 
3 of The Sacred books o? the Hindus. 
Consists of questions and answers, some of 
which are supported by appropriate slokas 
in Sanskrit excerpted from the sacred 
literature of the Hindus. [BL1201.V34 
1974] 73-3829 14.50 

1. Hinduism. I. Title. If. Series: The Sacred 
books of the Hindua, extra v. 3. 

Prepared from C.I.P. 


VASU, Srisa Chandra, rai 294.5'°3 
bahadur, 1861-1918? 
The daily practice of the Hindus, 


containing the morning and midday duties, 
by Srisa Chandra Vidyarnavz. 3d ed., rev. 
and eni. Allahabad, Panini Office, 1918. 
[New York, AMS Press, 1974] p. cm. 
ISBN 0-404-57820-9 Original ed. issued as 
v. 20 of The Sacred books of the Hindua. 
English and Sanskrit, with one quotation in 
Persian; foreword and explanatory matter 
Y English, [BL1215.C8V37 1974] 73-3812 
4.50 


4. Cultus, Hindu. I. Title. IL Series: The’ 


Sacred books of the Hindus, v. 20. 
Prepared from C.I.P. 


NARADA. 294.5°92 
The bhakti sutras of Narada, with 
explanatory notes and an introd. by the 
translator, Translated by Nendlal Sinha. 
Allahabad, Panini Office, 1911. [New 
York, AMS Press, 1974] p. zm. ISBN 0- 
404-57807-1 Original ed. issued as v. 7, pt. 
1 of The Sacred books of the Hindus. 
English and Sanskrit; introd. and 
commentary in English. [BL1215.B5N3313 
1974] 73-3792 12.50 


. AMERICAN BOOK PUBLISHING RECORD 


J. Bhakti. I. Sinha, Nandalal, ed. IT. Title. 
HI, Series: The Sacred books of the 
Hindus, v. 7, pt. 1. 

Prepared from C.I.P. 


PURANAS. 
Matsyapurana. English. 
The Matsya puranam. Translated by a 
taluqdar of Oudh. Allahabad, Panini 
Office, 1917. [New York, AMS Press, 
1974] p. cm. ISBN 0-404-57817-9 
Original ed. issued as v. 17, pts. 1-2, of 
The Sacred books of the Hindus. ”Most of 
the appendices are from the pen of my 
brother, Rai Bahadur Srisa Chandra 
Vidyarnava.” Includes some slokas in 
Sanskrit. [BL1135.P773E5 1974] 73-3808 
57.50 


I A taluqdar of Oudh, tr. If. Vasu, Srisa 
Chandra, rat bahadur, 1861-1918? TII 
Title. IV. Series: The Sacred books of the 
Hindus, v. 17, pts. 1-2. 

Prepared from C.LP. 


INTERNATIONAL Congress on 295 
Mithraic Studies, Ist, Manchester 
University, 1971. 

Mithratc studies; proceedings. John R. 

Hinnells, editor. [Manchester, Eng.] 

Manchester University Press. [Totowa, 

N.J.] Rowman and Littlefield [1974- p. 

cm. ISBN  0-87471-557-1 Includes 

bibliographical references. [BL1585.157 

1971} 74-7310 49.50 (2 v.). 

1. Mithraism—Congresses. I. Hinnells, 

John R., ed. IL. Title. 

Prepared from C.I.P. 


*SOLOMON Zeitlin's 296.0901 
studies in the early history of Judaism. 
Vol. 2, 1974, is available from Ktav Pub. 


294.5°925 


House, New York for 25.00. ISBN 0- 
87068-209-1. L.C. card no.: 72-5816. 
NOVAK, David, 1941- 296.1°79 


Law and theology in Judaism. Foreword 
>y Louis Finkelstein. New York, Ktav Pub. 
House [1974] xvi, 176 p. 24 cm. ISBN 0- 
37068-245-8 Includes bibliographical 
references. [BM522.74.09] 74-806 10.00 

1. Responsa——1800- I. Title. 


SPEAKING of God 296.3°87'2 
zoday; Jews and Lutherans in 
conversation. Edited by Paul D. Opsahl 
fand] Marc H. Tanenbaum. Philadelphia, 
Fortress Press [1974] xiii, 178 p. 24 cm. 
ISBN 0-8006-0275-7 Papers presented at 
colloquia sponsored by che Division of 
Theological Studies of the Lutheran 
Council in the U.S.A, and the 
Interreligious Affairs Department of the 
American Jewish Committee. Bibliography: 
E [175]-178. [BM535.S684] 73-89083 6.95 


QL Lutheran Church-—Relations— 
Judaism—Addresses, essays, lectures. 2. 
Judaism—Relations—Lutheran = Church— 


Addresses, essays, lectures. I. Opsahl, Paul 
D., ed. U. Tananbaum, Mare H., ed. IT. 
Lutheran Council in the United States of 
41merica. Division of. Theological Studies. 


IV, American Jewish Committee. 
Taterreligious Affairs Dept. 
ECKMAN, Lester Samuel. 296.6'1 B 


Revered by all; the life and works of Rabbi 
Israel Meir Kagan—Hafets hayyim (1838- 
1933). New York, Shengold Publishers 
[1974] 214 p. 25 cm. ISBN 0-88400-002-8 
B:bliography: p. 205-211. 
[EM755. K25E26] 73-89418 10.00 

1. Kahan, Israel Meir, 1838-1933. I. Title. 


PIANKOFF, Alexandre, 
comp. 

Tae wandering of the soul. Texts translated 

with commentary by Alexandre Piankoff. 

Completed and prepared for publication by 


299°.31 


SEPTEMBER 30,1974 


Helen Jacquet-Gordon. [Princeton, N.J.] 
Princeton University Press [1974] xviii, 
124 p., 47 p. of illus. 32 cm. ISBN 0-691- 
09806-9 (Bollingen series, 40: 6) (Egyptian 
religious texts and representations, v. 6) 
Includes the Book of the two ways, 
Quererts (or Caverns), and a text on the 
game of draughts. Includes bibliographies. 
[PJ1551.E3 vol. 6] 71-166396 25.00 

1. Egyptian language—Inscriptions. 2. 
Egyptian language—Papyri. 3. Eschatology, 
Egyptian. I. Jacquet-Gordon, Helen. II. 
Book of the two roads of the blessed dead. 
English. 1974. II. Book of caverns. 
English. 1974. IV. Title. V. Series. VI. 
Series: Bollingen series, 40: 6. 


MBITI, John S. 299.6 
An introduction to African religion [by] 
John S. Mbiti. New York, Praeger [1974] 
p. cm. Discusses the philosophies, rituals, 
and ceremonies of various African religions 
and their influence in the lives of the 
people. [BL2400.M383] 73-8171 6.95 

1. Africa—Religion—Juvenile literature. I. 
Title. 

Prepared from C.I.P. 
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RILEY, Gresham, comp. 300 
Values, objectivity, and the social sciences, 
edited by Gresham Riley. Reading, Mass., 
Addison-Wesley Pub. Co. [1974] iv, 152 p. 
illus. 21 cm. ISBN 0-201-06314-X 
(Addison-Wesley series in dialogues in the 
social sciences) [H61.R496] 72-11888 3.95 
I. Social  sciences—Addresses, essays, 
lectures. 2. Social values—Addresses, 
essays, lectures. 3. Objectivity—Addresses, 
essays, lectures. I. Title. 

Contents omitted. 


KUHN, Alfred, 1914- 300’.1 
The logic of social systems; [a unified, 
deductive, system-based approach to social 
science] Foreword by Kenneth E. 
Boulding. [lst ed.] San Francisco, Jossey- 
Bass Publishers, 1974. xxx, 534 p. 24 cm. 
ISBN  0-87589-221-3 (The Jossey-Bass 
behavioral science series) Bibliography: p. 
510-517. [H61.K78] 73-20965 15.00 

I. Social  sciences~-Methodology. 2. 
System theory. 3. Social systems. I. Title. 


LASSWELL, Thomas E. 301 
Sociology in context: scientific and 
humanistic [by] Thomas E. Lasswell [and] 
Jerry G. Bode. With the assistance of 
William L. Roberts [and others] 
Morristown, N.J., General Learning Press 
[1974] xxiii, 291 p. illus. 26 cm. (General 
Learning Press instructional system: 
sociology) Includes bibliographies. 
(HMS51.L342] 74-77040 6.85 (pbk.) 

I. Sociology. I Bode, Jerry G., joint 
author. IT. Title. 


REX, John. 301 
Sociology and the demystification of the 
modern world. London, Boston, Routledge 
& K. Paul [1974] xi, 271 p. 23 cm. ISBN 
0-7100-7858-7 (international library of 
sociology) Bibliography: p. 254-262. 
[HM24.R464 1974] 73-93637 14.00 

1. Soctology—Methodology. 2. Social 
institutions. L Title. 


MENNELL, S. J. 3017.01 
Sociological theory [by] S. J. Mennell. 
New York, Praeger Publishers [1974] p. 
em. ISBN 0-275-51940-6 Bibliography: p. 
(HM51.M35] 74-4106 7.95 

1. Sociology. I. Title. ` 

Prepared from C.I.P. 


WINTON, Chester A. 301.018 
Theory and measurement in sociology, by 
Chester A. Winton. New York, Wiley 
[1974] p. cm. ISBN 0-470- 95515-5 PA 
Halsted Press book.” [HM24.W55] 74- 
9539 4.95 

1. Sociology—Methodology. 2. Sociology— 
Statistical methods. 3. Sociological 
research. I. Title. 

Prepared from C.I.P. 


WELLER, Leonard. 301°.07’205694 
Sociology in Israel. Westport, Conn., 
Greenwood Press [1974] xiii, 315 p. 21 
cm. ISBN 0-8371-6417-6 (Contributions in 
sociology, no. 11) Bibliography: p. 281- 
306. [HN761.P32W45] 72-849 12.50 

1. Israel—Social conditions. 2. Sociological 


research—lIsrael. EA Collective 
settlements—Israel. I. Title. 
HINDE, Robert A. 301.1 


Biological bases of human social behaviour 
[by] R. A. Hinde. New York, McGraw- 
Hill [1974] xv, 462 p. illus. 23 cm. ISBN 
Q-07-028¢32-8 Bibliography: p. 409-445. 
[QL775.H53] 74-2151 10.95 

1l. Social behavior in animals. 2. 
Psychology, Comparative. I. Title. 

Pbk. 7.95, ISBN 0-07-028931-X. 


REICH, Wilhelm, 1897-1957. 301.1 
Listen, little man! Translated by Ralph 
Manheim. With illus. by William Steig. 
New York, Noonday Press [1974] xii, 127 
p. illus. 21 cm. ISBN 0-374-50401-6 
(Noonday 271) Translation of Rede an den 
kleinen Mann. [HM251.R42513 1974] 73- 
87701 2.65 (pbk.) 

1. Social psychology. I. Manheim, Ralph, 
1907- tr. II. Title. 


FIELD, David J., 
comp 

Social ‘psychology for sociologists, edited 

by David Field. New York, Wiley [1974] 

p. cm. ISBN 0-471- 25813-6 "A Y Halsted 
ee book.” [HM251.F48 1974] 74-952 
1.9 

1. Soci#l psychology—Addresses, essays, 

lectures. I. Title. 

Prepared from C.I.P. 


301.1°0274309 


SAHAKIAN, William S. 301.109 
Systematic social psychology [by] William 
S, Sahakian. New York, Chandler Pub. Co. 
[1974] xiii, 589 p. illus. 25 cm. ISBN 0- 
8102-0481-9 Bibliography: p. 534-576. 
[HM251.825] 74-1095 15.00 

1. Social psychology—History. I. Title. 


HENDERSON, George, 1932- 301.11 
Human relations: from theory to practice. 
Norman, University of Oklahoma Press 
[1974] x, 450 p. 24 cm. ISBN 0-8061- 
1184-4 Includes bibliographies. 
[HM132.H46] 73-19387 14.95 

1. Interpersonal relations. 2. 
relations training. I. Title. 


HUSTON, Ted L. 301.112 
Foundations of interpersonal attraction. 
[Edited by] Ted L. Huston. New York, 
Academic Press, 1974. p. cm. ISBN 0-12- 
362950-0 Includes bibliographies. 
[HM 132.H87] 73-18964 16.50 

1, Interpersonal attraction. I. Title. 
Prepared from C.I.P. 


Group 


WILMOT, William W., comp. 301.14 
Communication involement [sic]: personal 
perspectives [by] William W. Wilmot [and} 
John R. Wenburg. New York, Wiley 
[1974] xiv, 437 p. illus. 23 cm. ISBN 0- 
471-94957-4 Includes biblicgraphies. 
[P87.W5] 73-22181 

Fa Communication—Addresseš, 
lectures. 2. 


essays, 
Mass media A ddresses, 
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essays, lectures. I Wenburg, John R., joint 
comp. IT. Title. 


GOLDBERG, Miriam L., 
comp. ; 
Psychological foundations of education: 
readings, edited by Miriam L. Goldberg 
and Martha Werle. New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
oe ON [LB1055.G63] 74-11046 8.75 
bk.). 
i. Educational psychology-—Addresses, 
essays, lectures. I. Werle, Martha, joint 
comp. IE Title. 
Prepared from C.I.P. 


HARKABI, 301.15°43’3012917492705694 
Yehoshafat, 1921- 
Arab attitudes to Israel [by] Y. Harkabi. 
Translated by Misha Louvish. [2d 
American ed.] Jerusalem, Israel 
Universities Press; [distributed by Halsted 
Press, New York, 1974, c1972] xxiii, 527 
p- 24 cm. ISBN 0-470-35203-5 Translation 
of ha-‘Emdah  ha-‘aravit ba-konflikt 
ha‘aravi-yisre‘eli. Bibliography: p. 504-518. 
[DS119.7.H37213 1974] 74-3682 12.50 
1. Jewish-Arab relations. 2. Istrael—Foreign 
opinion, Arab. I. Title. 


301.15°08 


FOWLER, Floyd J. 301.15°43°352073 
Citizen attitudes toward local government, 
services, and taxes [by] Floyd J. Fowler, 
Jr. Cambridge, Mass., Ballinger Pub. Co. 
[1974] p. cm. ISBN  0-88410-408-7 
[JS341.F69] 74-9976 12.50 

1. Municipal government—United States— 
Public opinion. 2. Municipal services 
United States—Finance—Public opinion. 3. 
Public opinion-—United States. I. Title. 
Prepared from C.I.P. 


FAMILY socialization and 
the adolescent; determinants of self 
concept, religiosity, conformity, and 
counterculture values [by] Darwin L. 
Thomas [and others] Lexington, Mass., 
Lexington Books [1974] p. cm. ISBN 0- 
669-94664-8 [HQ796.F33] 74-8239 14.00 
I. Youth—United States. 2. Adolescent 
psychology. 3. Parent and child. 4. 
Socialization. I. Thomas, Darwin L. 
Prepared from C.I.P. 


COHEN, Abner. 301.18 
Two-dimensional man; an essay on the 
anthropology of power and symbolism in 
complex society. Berkeley, University of 
California Press, 1974. xii, 156 p. 23 cm. 
ISBN 0-520-02383-8 Bibliography: p. 139- 
148. [HM131.C7417] 72-93525 8.50 

1. Social groups. 2. Power (Social sciences) 
I. Title. 


301.15°7 


DUBRIN, Andrew J. 301.1832 
Fundamentals of organizational behavior: 
an applied perspective [by] Andrew J. 
DuBrin. New York, Pergamon Press 
[1974] p. cm. ISBN 0-08-017110-9 
(Pergamon management and business 
series, 5) Includes bibliographical 
references. [HM131.D82 1974] 73-12998 
9.50 

i. Organization. 2. Decision-making. 3. 
Leadership. I. Title. 

Pbk. 4.50, ISBN 0-08-017111-7. Prepared 
from C.I.P. 


GOLDHABER, Gerald M. 301.18°32 
Organizational communication [by] Gerald 
M. Goldhaber. Dubuque, Iowa, W. C. 
Brown [1974] xi, 391 p. illus. 24 cm. ISBN 
0-697-04143-3 Includes bibliographies. 
{[HM131.G56] 73-93842 8.95 

i. Organization. 2. Communication. 3. 
Organizational research. I. Title. 
Accompanied by instructor’s manual. 
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BOAS, Franz, 1858-1942. 301.2 
The shaping of American anthropology, 
1883-1911; a Franz Boas reader. Edited by 
George W. Stocking, Jr. New York, Basic 
Books [1974] xi, 354 p. port. 24 cm. ISBN 
0-465-07767-6 Bibliography: p. 341-348. 
- [GN6.B57 1974] 73-81727 12.95 

L Boas, Franz, 1858-1942. 2. 
Anthropology—Addresses, essays, lectures. 
I. Stocking, George W., 1928- ed. IT. Title. 


DRIVER, Harold Edson, 1907- 301.2 
Comparative studies by Harold E. Driver 
and essays in his honor. Edited by Joseph 
G. Jorgensen, with contributions by David 
F. Aberle [and others] New Haven, HRAF 
Press, 1974. 245 p. illus. 29 cm. ISBN 0- 
87536-111-0 Includes bibliographies. 
[GN325.D74] 73-94184 20.00 
1l. Driver, Harold Edson, 1907- 2. 
Ethnology—Addresses, essays, lectures. 3. 
Indians of North America—Addresses, 
essays, lectures. I. Jorgensen, Joseph G. 
1934- ed. II. Aberle, David Friend, 1918- 
TU. Title. 


LANGNESS, Lewis L. 301.2 
The study of culture [by] L. L. Langness. 
San Francisco, Chandler & Sharp [1974] 
xiii, 181 p. illus. 23 cm. ISBN 0-88316- 
507-4 (Chandler & Sharp publications in 
anthropology) Bibliography: p. 161-170. 
(GN17.L36] 74-88 3.95 

1. EBthnology—History. 2. Culture. I. Title. 


EDCERTON, Robert B., 301.2701°8 
931- 


Methods and notes in the study of culture 
[by] Robert Edgerton and L. L. 
Langness. San Francisco, Chandler & 
Sharp [1974] xii, 143 p. illus. 23 cm. ISBN 
0-88316-508-2 (Chandler & Sharp 
publications in anthropology) Bibliography: 
p. 129-136. [GN345.E35] 74-89 3.50 

i. Ethnology—Methodology. I. Langness, 
Lewis L., joint author. II. Title. 


BRIM, John A. 301.2°07°2 
Research design in anthropology: 
paradigms and pragmatics in the testing of 
hypotheses [by] John A. Brim [and] David 
H. Spain. New York, Holt, Rinehart and 
Winston [1974] ix, 118 p. 24 cm. (Studies 
in anthropological method) Bibliography: p. 
113-118. [GN33.B73] 73-8837 3.00 (pbk.) 
i. Anthropology—Methodology. 2. 
Antropological research. I. Spain, David 
H., joint author. IT. Title. III. Series. 


DE Waal Malefijt, 301.2°09 
Annemarie, 1914- i 
Images of man; a history of 


anthropological thought. [ist ed] New 
York, Knopf, 1974. p. cm. ISBN 0-394- 
48330-8 Bibliography: p. [GN17.D44] 74- 
7182 10.00 

1. Ethnology—History. 2. Anthropology — 
History. I. Title. 

Prepared from C.I.P. 


PENNIMAN, Thomas 
Kenneth, 1895- 

A hundred years of anthropology, by T. K. 
Penniman. With contributions by Beatrice 
Blackwood and J. S. Weiner. New York, 
Morrow, 1974 [c1965] 397 p. 22 cm. 
ISBN 0-688-05269-X Reprint of the ed. 
published by International Universities 
Press, New York. Includes bibliographical 
references. [GN17.P4 1974] 74-2124 
15.00; 3.95 (pbk.) 

1. Anthropology—History. I. Title. 


BARTHES, Roland. 301.2’! 
S/Z. Translated by Richard Miller. Pref. 
by Richard Howard. [Ist Amer. ed.] New 
York, Hill and Wang [1974] p. cm. ISBN 
0-8090-8375-2 Includes text of Balzac’s 
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Sarrasine (p. [P99.B313 1974] 72-95045 
7.95 


I. Balzac, Honore de, 1799-1850. 
Sarrasine. 2. Semiotics. I. Balzac, Honore 
de, 1799-1850. Sarrasine. English. 1974. II. 
Title. 

Prepared from C.I.P. 


CHENOWETH, Lawrence, 
1942- 

The American dream of success: the search 
for the self in the twentieth century. North 
Scituate, Mass., Duxbury Press [1974] xvi, 
237 p. 21 cm. ISBN  0-87872-059-6 
Bibliography: p. 216-226. [HN57.C53] 73- 
89882 6.95 

i. United States—Social conditions. 2. 
Success. 3. Social values. I. Title. 

Pbk. 3.50, ISBN 0-87872-059-6. 


LARSON, Donald N., 1925- 301.271 
Becoming bilingual; a guide to language 
learning [by] Donald N. Larson [and] 
William A. Smalley. South Pasadena, 
Calif., William Carey Library [1974] p. 
ISBN 0-87808-718-4 Bibliography: p. 
[P51.L36] 74-8839 5.95 (pbk.). 

i. Language and languages—Study and 
teaching. 2. Bilingualism. I. Smalley, 
William Allen, joint author. IT. Title. 
Prepared from C.LP. 


301.271 


MCDAVID, Virginia Glenn. 301.2°1 
American English, by Virginia McDavid. 
New York, Random House [1974] p. cm. 
ISBN 0-394-02744-2 (The Random House 
English series) ”Material developed in 
association with Paideia, inc.” Includes 
bibliographical references. A socio- 
linguistic examination of what has 
happened to the English language since 
English settlers arrived in America in the 
seventeenth century. [PE2808.M23] 74- 
6268 2.36 (pbk.) 

1. English language in the United States— 
Juvenile literature. I. Paideia, inc, New 
York. II. Title. 

Prepared from C.I.P. 


VALUES Americans 301.2°1’0973 
live by. Garry Wills, advisory editor. New 
York, New York Times, 1974. ix, 528 p. 
illus. 29 cm. ISBN 0-405-04166-7 (The 
Great contemporary issues) "A Hudson 
group book.” Collection of articles 
appearing in the New York times. 
Bibliography: p. 519. [HN57.V34] 73- 
16036 35.00 

i. United States—Social conditions— 
Addresses, essays, lectures. 2. Social 
values—Addresses, essays, lectures. I. 
Wills, Garry, 1934- ed. II. New York 
times. ITI. Title. IV. Series. 

Dist. by Arno Press. 


SLACK, Charles W. 301.2’2 B 
Timothy Leary, the madness of the sixties 
and me, by Charles W. Slack. New York, 
P. H. Wyden [1974] xvi, 264 p. 21 cm. 
ISBN 0-88326-051-4 Bibliography: p. [263] 
-264. [HV5825.S55] 74-76237 7.95 

I. Leary, Timothy Francis, 1920- 


ETZIONI-HALEVY, Eva, comp. 301.24 
Social change: sources, patterns, and 
consequences. Edited by Eva Etzioni- 
Halevy and Amitai Etzioni. 2d ed. New 
York, Basic Books [c1973] xii, 559 p. 24 
cm. ISBN 0-465-07855-9 Compilers’ 
names in reverse order in the 1964 ed. 
Includes bibliographical references. 
[HM101.E8218 1973] 73-81392 6.95 

1. Social _change—Addresses, essays, 
nee L Etzioni, Amitai, joint comp. II. 
ttle. 


SCIENCE and values; 301.2473 
patterns of tradition and growth. Editors: 


AMERICAN BOOK PUBLISHING RECORD 
A. Thackray and E. Mendelsohn. [New 


York] Humanities Press, 1974. p. ISBN 0- 
391-00234-1 [Q175.5.8343] 73-17488 
11.00 


I. Science—Social aspects. 2. Science— 
History. I. Thackray, Arnold, 1939- ed. II. 
Mendelsohn, Everett, ed. 

Prepared from C.I.P. 


WEATHER modification in 301.2473 
the public interest [by] Robert G. Fleagle 
{and others. Boston] American 
Meteorological Society [1974] ix, 88 p. 23 
cm. ISBN 0-295-95321-7 Includes 
bibliographical references. [QC928.7.W4] 
74-590 5.95 

I. Weather control—United States. I. 
Fleagle, Robert Guthrie, 1918- H. 
American Meteorologica! Society. 
Distributed by the University of 
Washington Pr, Seattle. 


BRODY, Hugh. 301.29°415 
Inishkillane; change and decline in the 
west of Ireland. New York, Schocken 
Books [1974] viii, 226 p. illus. 21 cm. 
ISBN 0-8052-3535-3 Bibliography: p. [211] 
-217. [HN398.17B76 1974] 73-90682 8.95 
1. freland—Social conditions. 2. Ireland— 
Rural conditions. I. Title. 


NASH, Manning. 301.29°595'1 
Peasant citizens: politics, religion, and 
modernization in Kelantan, Malaysia. 
[Athens] Ohio University, Center for 
International Studies [1974] xi, 153 p. illus. 
28 cm. (Papers in international studies. 
Southeast Asia series no. 31) Bibliography: 
a aaa [GN635.M4N37] 74-620027 


L. Ethnology—Malaysia—Kelantan. 2. 
Kelantan—Social life and customs. I. Title. 
iI. Series. 


MAIR, Lucy Philip, 1901- - 301.29°6 
African societies [by] Lucy Mair. [London, 
New York] Cambridge University Press 
[1974] v, 251 p. maps. 22 cm. ISBN 0 
521-20442-9 Bibliography: p. 245- 246. 
[GN645.M27] 73-93398 12.50 

1. Ethnology—Africa, Sub-Saharan. I. 
Title. 

Pbk. 395; ISBN 0-521-09854-8. 


SCHWIMMER, Eric G., 
1923- 

Exchange in the social structure of the 
Orokaiva; traditional and emergent 
ideologies in the Northern District of 
Fapua, by Erik Schwimmer. New York, St. 
Martin’s Press [1974, c1973] ix, 244 p. 
illus. 24 cm. Bibliography: p. 228-235. 
[>U740.S384 1974] 73-87566 15.00 

I. Binandeli (Papuan people) 2. Exchange. 
I. Title. 


301.29°95°3 


BERRY, Brian Joe Lobley, 301.31 
1934- comp. 
Urban environmental management: 


planning for pollution control; an original 
text with integrated readings [by] Brian J. 


L Berry [and] Frank E. Horton. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN 0-13-939611-X 


B:bliography: p. [TD170.B49] 74-1315 
12.95 


1. Environmental protection. 2. Pollution. 
3. Cities and towns—Planning. I. Horton, 
Frank E., joint comp. Il. Title. 

Prepared from C.I.P. 


DAETZ, Douglas, 1941- 
comp. 

Eavironmental modeling: analysis and 

management. Edited by Douglas Daetz 

and Richard H. Pantell. Stroudsburg, Pa., 

Dowden, Hutchinson & Ross [1974] xv, 

407 p. illus. 26 cm. ISBN 0-87933-082-1 


301.31 


SEPTEMBER 30,1974 


(Benchmark papers in electrical 
engineering and computer science, v. 
Bibliography: p. 387-391. [TD153. D33] 73- 
22191 22.00 

i. Environmental engineering— 
Mathematical models—Addresses, essays, 
lectures. 2. Electronic data processing— 
Environmental engineering. I.  Pantell, 
Richard H., 1927- joint comp. IT. Title. 


GUTKIND, Erwin Anton, 301.31 
1886-1968. 

Community and environment; a discourse 

on social ecology. New York, Haskell 

House [1974, ci953] p. ISBN 0-8383- 

1797-9 Reprint of the 1954 ed. published 

by Philosophical Library, New York. 

Shae 1974] 73-20381 12.95 (lib. 

bd. 

1. Human ecology. I. Title. 

Prepared from C.I.P. 


MASTERS, Gilbert M. 301.31 
Introduction to environmental science and 
technology [by] Gilbert M. Masters. New 
York, Wiley [1974] xii, 404 p. illus. 23 cm. 
ISBN 0-471-57607-7 Includes 
biblioğraphies: [TD174.M38] 73-23088 


1. Pollution. 2. Human ecology. 3. Power 
resources. I. Title. 


POPULATION policymaking in 301.31 
the American States; issues and processes. 
Edited by Elihu Bergman [and others] 
Lexington, Mass., Lexington Books [1974] 
ix, 318 p. illus. 23 cm. ISBN 0-669-92973- 
5 Includes bibliographical references. 
(HB3505.P66] 73-22248 13.00 

1. United States—Population—Addresses, 
essays, lectures. I. Bergman, Elihu. 


eves Michael J., 301.31°07°12 
Our classroom is wild America; trailside 
education in action-encounters with self, 
society, and nature in America’s first 
ecology expedition school [by] Michael J. 
Cohen. Foreword by Ellen Rothman and 
Holly Sidford. Introd. by Nate Levine. 
Photos. by Mike and Diana Cohen. [lst 
ed.] Jericho, N.Y., Exposition Press [1974] 
xiv, 210 p. illus. 21 cm. ISBN 0-682- 
47958-6 (An Exposition-university book) 
([LB3490.C63] 74-76019 6.00 

1. Trailside Country School. I. Title. 


MIERYNK, William H. 301.31°0973 
Air pollution abatement and regional 
economic development; an input-output 
analysis [by] William H. Miernyk [and] 
John T. Sears. Lexington, Mass., Lexington 
Books [1974] p. ISBN 0-669-94656-7 
Bibliography: p. [HC110.44M53] 74-8234 
13.50 


1. Air—Pollution—Economic aspects— 
United States. 2. Regional planning— 
United States. 3. Interindustry economics. 
I Sears, John Thomas, 1938- joint author. 
IT. Title. 

Prepared from C.I.P. 


THE Dynamics of 301.3271 
population policy in Latin America. Terry 
. McCoy, editor. Cambridge, Mass., 
Ballinger Pub. Co. [1974] xxviii, 410 p. 
illus. 24 cm. ISBN 0-88410-350-1 Includes 
bibliographical references. 
[HQ766.5.L3D9] 73-16353 15.00 
i. Birth  control—Latin America— 
Addresses, essays, lectures. 2. Latin 
America—Population—Addresses, essays, 
lectures. I. McCoy, Terry L., 1940- ed. 


VAN DER TAK, Jean. 301.3271 
Abortion, fertility, and changing legislation: 
an international review. Lexington, Mass., 
Lexington Books [1974] xxi, 141 p. illus. 


BEALS, Alan R. 


23 cm. ISBN 0-669-94029-1 Bibliography: 
p. 125-141. [HQ767.V36] 74-4023 11.00 

i. Abortion. 2. Fertility, Human. 3. Birth 
control. I. Title. 


MANDELBAUM, David = 301.3271°0954 
Goodman, 1911- 

Human fertility in India; social 
components and policy perspectives [by] 
David G. Mandelbaum. Berkeley, 
University of California Press [1974] ix, 
132 p. 24 cm. ae 0-520-02551-2 
Bibliography: [111]-124. 
[HQ766.5. 15M32] 73- $4384 6.00 
i. Birth  control—India. 2. 
Population. I. Title. 


India— 


RICHARDSON, Alan. 301.32°8°42094 
British immigrants and Australia; a 
psychosocial inquiry. Canberra, Australian 
National University Press [distributed in 
the U.S. by International Scholarly Book 
Services, Portland, Oregon] 1974. xix, 209 
pP. 23 cm. ISBN  0-7081-0636-6 
(Immigrants in Australia 4) Bibliography: 
p. [199]-204. [JV9185.B7R5] 73-92264 
14.7 


1. British in Australia. 2. Emigration and 


immigration—Psychological aspects. I. 
Title. II. Series. 
CAPA, Cornell. 301.3298 


Margin of life: population and poverty in 
the Americas. Photos. by Cornell Capa. 
Text by J. Mayone Stycos. New York, 
Grossman, 1974. 187, [5] p. illus. 25 cm. 
ISBN 0-670-45618-7 Bibliography: p. [190] 
-[191] [HB3533.C36 1974] 72-90916 7.50 
1. Central America—Population—Case 
studies. 2. Poor—Central America—Case 
studies. 3. Central America—Social 
conditions—Case studies. I. Stycos, J. 
Mayone. II. Title. 


SANCHEZ-ALBORNOZ, 
Nicolas. 

The population of Latin America; a 
history. Translated by W. R. 
Richardson. Berkeley, University of 
California Press [1974] xv, 299 p. illus. 24 
cm. ISBN 0-520-01766-8 Translation of La 
poblacion de America latina. Bibliography: 
p. 263-286. [HB3530.5.S2613] 77-123621 
17.50 

1. Latin America—Population—FHistory. I. 
Title. 


301.3298 


PHILLIPS, Wilbur Carey. 301.34 
Adventuring for democracy [by] Wilbur C. 
Phillips. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-05994-9 (Children and 
youth: social problems and social policy) 
Reprint of the 1940 ed. published by 
Social Unit Press, New York. [HN64.P57 
1974] 74-3216 22.00 

1. Community life. 2. Social service— 
United States. 3. National social unit 
organization. 4. Cincinnati social unit 
organization. I. Title. I. Series. 

Prepared from C.I.P. 


301.35’2’09548 
Village life in South India: cultural design 
and environmental variation [by] Alan R. 
Beals. Chicago, Aldine Pub. Co. [1974] 
189 p. illus. 23 cm. ISBN 0-202-01126-7 
(Worlds of man) Bibliography: p. 185-186. 
[HN683.B43] 74-76547 7.50 
1. Villages—Iindia—South India. I. Title. 
BLAIR, Thomas Lucien 301.36 
Vincent. 
The international urban crisis, by Thomas 
L. Blair. [lst American ed.] New York, 
Hill and Wang ,{1974] p. cm. ISBN 0- 
8090-9536-X Bibliography: p. [HT151.B55] 
73-75186 6.95 
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1. Cities and towns. 2. Cities and towns— 
Planning—1945- I. Title. 
Prepared from C.I.P. 


CONFERENCE on the 301.36°07'2073 
National Archives and Urban Research, 
Washington, D.C., 1970. 

The National Archives and urban research. 

Edited by Jerome Finster. Athens 

[Published by} Ohio University Press [for 

the National Archives, 1974] xii, 164 p. 25 

cm. (National Archives conferences, v. 6) 

*Sponsored by the National Archives and 

Records Service.” Includes bibliographies. 

{HT123.C63 1970] 73-92905 10.00 

1. United States. National Archives and 

Records Service—Congresses. 2. Cities and 

towns—United States-—-History—-Sources— 

Congresses. i. Finster, Jerome, ed. I. 

United States. National Archives and 


Records Service. fff. Title. IV. Series: 
United States. National Archives. 
Conference, v. 6. 

TILLY, Charles, comp. 301.3608 


An urban world. With photos. by Steve 
Tilly. Boston, Little, Brown [1974] xiii, 487 
p. illus. 23 cm. Includes bibliographies. 
(HT151.T53] 73-11643 7.95 (pbk.). 

1. Cities and towns-——-Addresses, essays, 
lectures. 2. Urbanization—Addresses, 
essays, lectures. I. Title. 


MILLON, Rene, 
1921- 

The Teotihuacan map. Austin, Texas 
University of Texas Press [1974, c1973] 
153 p illus. 29 cm. (His Urbanization at 
Teotihuacan, Mexico, v.1) Contents: pt. 1, 
Milton, R. Text.—pt. 2. Millon, R., 
Drewitt, R. B., and Cowgill, G. L. Maps 
Bibliography: ; [137]-142. 
[F1219.1.T27M83 vol.1] [[GA485]] 
912’.72'5 72-7588 30.00 (2 vol. set) 

1. Teotihuacan, Mexico—Maps. I. Title. I. 
Series. 


WILSON, William 
Henry, 1935- 
Coming of age: urban America, 1915-1945 
[by] William H. Wilson. New York, Wiley 
[1974] viii, 221 p. 23 cm. ISBN 0-471- 
94962-0 Bibliography: p. 199-213. 

[HT123.W485] 74-2033 9.95 

1. Cities and towns—United States— 
History. I. Title. 

Pbk. 4.95, ISBN 0-471-94963-9. 


301.36'0972’5s 


301.36°0973 


*LATIN American urban 301.36098 
research, 
Vol. 3, 1974 National-local linkages: the 


interrelationship of urban and national 
polities in Latin America, edited by 
Francine F. Rabinovitz and Felicity M. 
Trueblood is available from Sage Pubs, 
Beverly Hills, Calif. for 15.00 ISBN 0- 
8039-0199-2. L.C. card no.: 72-98042. 


ZEHNER, Robert B. 301.36°2°09753 
Across the city line: a white community in 
transition [by} Robert B. Zehner [and] F. 
Stuart Chapin, Jr., in collaboration with 
Joseph T. Howell. Lexington, Mass., 
Lexington Books [1974] xvi, 249 p. illus. 
23 cm.: ISBN 0-669-91769-9 Bibliography: 
p- 237-240. [HN80.W3Z43] 73-22428 
16.00 


d. Washington metropolitan area—Social 
conditions—Case studies. I. Chapin, 
Francis Stuart, 1916- joint author. H. Title. 


SCHNORE, Leo 
Francis, 1927- 
The new urban history: quantitative 
explorations by American historians. 
Edited by Leo F. Schnore. With a 
foreword by Eric E. Lampard. 
Contributors: Martyn J. Bowden [and 


301.36'3°0973 
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others] [Princeton, N.J} Princeton 
University Press [1974] p. em. ISBN 0- 
691-10026-8 (Quantitative studies in 
history) [HT123.S32] 73-2474 9.50 (pbk.) 
1. Cities and towns—United States— 
History—Addresses, essays, lectures. I. 
Bowden, Martyn J. II. Title. ITT. Series. 
Prepared from C.I.P. Handbound 15.00; 
ISBN 0-691-04624-7. 


REICH, Wilhelm, 1897-1957. 301.41 
The sexual revolution; toward a self- 
regulating character structure. Translated 
by Therese Pol. New York, Farrar, Straus 
and Giroux [1974] p. Translation of Die 
sexuelle Revolution. [HQ32.R4513 1974] 
74-8743 12.95 

1. Sexual ethics. I. Title. 

Prepared from C.I.P. 


EVANS-PRITCHARD, 301.41°09629'5 
Edward Evan, Sir, 1902-1973. 

Man and woman among the Azande. 
Edited by E. E. Evans-Pritchard. New 
York, Free Press [1974] 197 p. illus. 22 
cm. Bibliography: p. 14-15. [DT132.E79 
1974b] 73-22630 9.95 

1. Azande. 2. Marriage customs and rites, 
Azande. 3. Sex customs—Sudan. I. Title. 


FASTEAU, Marc Feigen. 301.4171 
The male machine. New York, McGraw- 
Hill [1974] p. cm. ISBN 0-07-019985-X 
[HQ1067.F38] 74-9858 8.95 

1. Men—Psychology. 2. Sex role. 3. 
Interpersonal relations. I. Title. 

Prepared from C.I.P. 


ROSALDO, Michelle 
Zimbalist. 

Woman, culture, and society. Edited by 

Michelle Zimbalist Rosaldo and Louise 

Lamphere. Contributors: Joan Bamberger 

[eng others] Stanford, Calif, Stanford 
niversity Press, 1974. xi, 352 p. 24 cm. 

ISBN 0-8047-0850-9 Bibliography: p. [321] 

-339. [HQ1206.R65] 73-89861 12.50 

1. Woman—History and — condition— 

Addresses, essays, lectures. I. Lamphere, 

Louise, joint author. II. Bamberger, Joan. 

Il, Title. 

Pbk. 3.95, ISBN 0-8047-0851-7. 


KLOCK, Frank. 301.41°2’0922 B 
The predators; tales of legendary liberated 
ladies. New York, Drake Publishers [1974] 
p. cm. ISBN 0-87749-664-1 [HQ1123.K58] 
74-4524 10.00 

J. Women-—Biography. I. Title. 

Prepared from C.I.P. 


WOLLSTONECRAFT, 
Mary, 1759-1797. 
The love letters of Mary Wollstonecraft to 
Gilbert Imlay. With a prefatory memoir by 
Roger Ingpen. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1908 ed. published by Hutchinson, 
London. [PR5841.W8Z54 1974] 74-14529 
17.50 (lib. bdg.). 
1. Wollstonecraft, Mary, 1759-1797— 
Correspondence. 2. Imlay, Gilbert, 1754?- 
1828? I. Imlay, Gilbert, 1754?-1828? I. 
Title. 
Prepared from C.LP. 


CORMACK, Margaret 
Lawson, 1912- 
The Hindu woman. Westport, Conn., 
Greenwood Press (1974, c1953] p. cm. 
ISBN 0-8371-7557-7 Reprint of. the ed. 
published by the Bureau of Publications, 
Teachers College, Columbia University, in 
series: Teachers College studies in 
education. Excerpted from the author’s 
_ thesis, Columbia, 1951, entitled Traditional 
pattérns in the interiorization of the ideals 
of womanhood by Hindu girls. 


301.41°2 


301.41°2’0924 B 


301.41°2’0954 
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Pibliography: p. [HQ1742.C58 1974] 74- 
750 
1. Women, Hindu. 2. India—Social life and 
customs. I. Title. II. Series: Teachers 
College studies in education. 

Prepared from C.I.P. 


BANNER, Lois W. 301.41°2’0973 
Women in modern America; a brief history 
[by] Lois W. Banner. New York, Harcourt 
Brace Jovanovich [1974] xii, 276 p. illus. 
21 cm. ISBN 0-15-596193-4 (The 
Harbrace history of the United States) 
Bibliography: p. 252-254. [HQ1419.B35] 
73-20976 4.25 (pbk.) 

1. Women in the United States-—History. 
2. Women’s rights—United  States— 
History. I. Title. 


BERNARD, Jessie 
Shirley, 1903- 
The future of motherhood [by] Jessie 
Bernard. New York, Dial Press, 1974. p. 
cm. ISBN 0-8037-2747-X Includes 
bibliographical references. [HQ1426.B43] 

74-13391 10.00 

1. Women in the United States. 2. 
Women—Ħistory and condition of women. 
3. Mothers. 4. Mother and child. I. Title. 
Prepared from C.I.P. 


ELMENDORF, Mary 
Lindsay. 
Nine Mayan women: a village faces 
change. New York, Halsted Press Division, 
Wiley [1974] p. ISBN 0-470-23862-3 "A 
Schenkman publication.” A revision of the 
author’s thesis, Union Graduate School, 
1972, published under title: The Mayan 
woman and change. Bibliography: 
[HQ1465.CS5E45 1974] 74-12464 10.00 
J. Women in Chan Kom, Mexico—Case 
studies. 2. Mayas—Social life and customs. 
3. Mayas—Religion and mythology. I. 
Title. 
Prepared from C.I.P. Pbk. 4.95; ISBN 0- 
470-23864-X. 


JANEWAY, Elizabeth. 301.41°270973 
Between myth and morning; women 
awakening. New York, Morrow, 1974. p. 
cm. ISBN 0-688-00311-7 [HQ1426.J35] 
74-7166 8.95 

J. Women in the United States. 2. 
Woman—History and condition of women. 
3. Woman (Psychology) 4. Women's 
Liberation Movement—United States. 1. 
Title. 

Prepared from C.I.P. 


301.41°2°0973 


301.41°2’09726 


TERRELL, John 
Upton, 1900- 
Indian women of the western morning, by 
John Upton Terrell and Donna M. Terrell. 
New York, Dial Press, 1974. p. cm. ISBN 
0-8037-435 1-3 Bibliography: p. 

[E98.W8T47] 74-10638 8.95 

i. Indians of North America—Women. I. 
Terrell, Donna M., joint author. IT, Title. 
Prepared from C.I. P. 


BLOCH, Iwan, 1872-1922. 301.415 
Anthropological studies in the strange 
sexuai practises of all races in all ages, 
ancient and modern, oriental and 
occidental, primitive and civilized. 
Translated from the German by Keene 
Wallis. New York, Priv. print, 
Anthropological Press. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-57410-6 
Reprint of the 1933 ed. Translation of v. 1 
of Beitrage zur Aetiologie der 
Psychopathia sexualis. Includes 
bibliographical references. [HQ71.B4413 
1974] 72-9615 13.50 

I. Sexual deviation. I , Title. I. Title: 
Strange sexual practises. 

Prepared from C.LP. 


301.41°2°09701 


AMERICAN BOOK PUBLISHING RECORD 
KLAICH, Dolores. 301.41°57 
Woman + woman; attitudes toward 


lesbianism. New York, Simon and Schuster 
[1974] 287 p. front. 22 cm. ISBN 0-671- 


21695-3 Bibliography: p. 271-278. 
[HQ76.K53] 73-21052 8.95 

1. Lesbianism. I. Title. 

WEINBERG, Martin S. 301.41°57 


Male homosexuals; their problems and 
adaptations [by] Martin S. Weinberg [and] 
Colin J. Williams. New ‘York, Oxford 
University Press, 1974. x, 316 p. illus. 24 
em. ISBN 0-19-501758-7 Includes 
bibliographical references. 
[HQ76.3.U5W44] 73-87616 10.95 

1. Homosexuality—United States. 2. 
Homosexuality —Denmark. 3. 
Homosexuality—Netherlands. I. Williams, 
Colin J., joint author. If. Title. 


RIBAL, Joseph E., 1931- 301.4175 
Learning sex roles: American and 
Scandinavian contrasts [by] Joseph E. 
Ribal. San Francisco, Canfield Press [1973] 
270 p. illus. 23 cm. ISBN 0-06-387164-5 
Bibliography: p. 267-270. [HQ27.R5] 73- 
12195 3.95 (pbk.} 

1. Youth—Sexual behavior—Case studies. 
I. Title. 


CONFIGURATIONS: biological 301.42 
and cultural factors in sexuality and family 
life. Edited by Raymond Prince and 
Dorothy Barrier. Lexington, Mass., 
Lexington Books [1974] p. ISBN 0-669- 
92908-5 [HQ728.C616] 74-296 12.50 

1. Family—Congresses. 2. Sex customs— 
Congresses. 3 Sexual behavior in 
animals—Congresses. I. Prince, Raymond, 
ed. II. Barrier, Dorothy, e 

Prepared from C.I.P. 


FROMM, Erich, 1900- 301.42 
The art of loving. New York, Harper & 
Row [1974, c1956] 112 p. 18 cm. ISBN 0- 
06-080291-X. (Perennial library) (World 
perspectives series, vol. 10) [HQ33.F77] 
0.95 (pbk.) 

1. Love. I. Title. 

L.C. card number for original ed.: 56- 
8750. 


MCDONALD, Peter F. 301.42 
Marriage in Australia; age at first marriage 
and proportions marrying, 1860-1971 [by] 
Peter F. McDonald. Canberra, Dept. of 
Demography, Institute of Advanced 
Studies, The Australian National 
University, 1974. xix, 311 p. illus. 29 cm. 
ISBN 0-7081-0464-9 (Australian Family 
Formation Project. Monograph no. 2) 
Bibliography: p. [301]-311. [HB1085.M3] 
73-90801 

1. Marriage—Australia—Statistics, I. Title. 
JT, Series. 


Distributed by International Scholarly 
Book Service, 8.70. 
NIEMI, Richard G. 301.42°07°23 


Yow family members perceive each other; 
political and social attitudes in two 
generations [by] Richard G. Niemi. New 
Haven, Yale University Press, 1974. xii, 
214 p. illus. 23 cm. ISBN 0-300-01698-0 
Bibliography: p. 203-209. [HQ535.N53] 
73-86913 10.00 

<. Family--United States. 2. Social 
perception. 3. Political socialization. 4. 
Family life surveys. I. Title. 


WILLIAMS, Carl E., 301.42708 
comp. ` 
Choice and challenge; contemporary 


rzadings in marriage. Edited by: Carl E. 
Williams and John F. Crosby. Dubuque, 
Iowa., W. C. Brown Co. [1974] xi, 237 p. 


SEPTEMBER 30,1974 


23 cm. ISBN 0-697-07518-4 [HQ535.W54] 
73-93150 3.95 (pbk.). 

i. Marriage—United States—Addresses, 
essays, lectures. 2. . Interpersonal 
relations—Addresses, essays, lectures. I. 
Crosby, John F., joint comp. If. Title. 


SCHUSKY, Ernest Lester, 301.42'1 
1931- 
Variation in Kinship [oy] Ernest L. 


Schusky. New York, Holt, Rinehart and 
Winston [1974] viii, 72 p. illus. 23 cm. 
ISBN 0-03-091312-8 (Basic anthropology 
units) Bibliography: p. 71-72 [GN480.S36] 
73-7898 1.95 (pbk) 
1. Kinship. I. Title. 


CHEAVENS, Sam Frank, 
1905- 

They were better parents after group 
discussion, by Frank Cheavens. [Arlington, 
Tex., Sable Pub. Corp.] 1974. vi, 103 p. 22 
cm, Bibliography: p. 89-103. 
[HQ769.C428] 74-170983 2.95 

ił. Parent and child. 2. Children— 
Management. 3. Discussion. I. Title. 


301.42°7 


FISHER, Esther Oshiver. 301.42’84 
Divorce: the new freedom. A guide to 
divorcing and divorce counseling. [1st ed.] 
New York, Harper & Row [1974] p. cm. 
ISBN 0-06-062660-7 Bibliography: p. 
[HQ834.F57 1974] 74-4627 7.95 

1. Divorce—United States. 2. Divorcees. 3. 
Marriage counseling. I. Title. 

Prepared from C.I.P. 


DAY, Beth (Feagles) 1924- 301.429 
Sexual life between Blacks and Whites; the 
roots of racism [by] Beth Day. Introd. by 
Margaret Mead. New York, Crowell [1974, 
1972] 376 p. 23 cm. ISBN 0-8152-0357-8 
Bibliography: p. (365]-368. [HQ18.U5D33 
1972] 4.50 (pbk.) 

I. Title. 

L.C. card no. for original edition: 72- 
85192. 


CLOPPER, Edward 
Nicholas, 1879-1953. 
Child labor in city streets. New York, 
Arno Press, 1974, p. cm. ISBN 0-405- 
05956-6 (Children and youth: social 
problems and social policy) Originally 
presented as the author’s thesis, University 
of Cincinnati, 1912. Reprint of the 1912 
ed. published by Macmillan, New York. 
Bibliography. [HD6231.C5 1974] 74-1677 
17.00 


301.43°14 


1. Children—Employment. I Title. I. 
Series. 

Prepared from C.I.P. 

AMERICAN Academy of 301.43°15 


Political and Social Science, Philadelphia. 
Adolescents in wartime, edited by James 
H. S. Bossard and Eleanor $. Boll. New 
York, Arno Press, 1974 [c1944] p. cm. 
ISBN 0-405-05947-7 (Children and youth: 
social problems and social policy) Reprint 
of the ed. published by the Academy of 
Philadelphia as v. 236 of its Annals. Pages 
169-226, Book Department, have been 
removed from this edition. [HQ796.A62 
1974] 74-1668 11.00 
1 Youth—United -States—Addresses, 
essays, lectures. 2. Adolescence— 
Addresses, essays, lectures. 3. World war, 
1939-1945—United States—Addresses, 
essays, lectures. T. Bossard, James Herbert 
Siward, 1888-1960, ed. Ii. Boll, Eleanor 
Stoker, ed. TH. Title. IV. Series. V. Series: 
American Academy of Political and Social 
Science, Philadelphia. Annals, v. 236. 
Prepared from C.I.P. 


CANTWELL, Zita M., 301.43715 
comp. 
Adolescence; studies in development, 


edited by Zita M. Cantwell & Pergrouhi N. 
Svajian. Itasca, Ill, F. E. Peacock 
Publishers [1974] x, 526 p. illus. 23 cm. 
Includes bibliographies. [HQ796.C393] 73- 
85769 7.50 (pbk.). 
L Adolescence—Addresses, essays, 
lectures. 2. Adolescent  psychology— 
Addresses, essays, lectures. I. Svajian, 
Pergrouhi N., joint comp. Il. Title. 
BELL, Howard 301.43°15°09752 
Mitchell, 1897- 
Youth tell their story [by] Howard M. Bell. 
New York, Arno Press, 1974 [cl938]} p. 
cm. ISBN 0-405-05946-9 (Children and 
youth: social problems and social policy) 
Reprint of the ed. published by American 
Council on Education, Washington, D.C. 
[HQ796.B35 1974] 74-1665 16.00 
1. Youth—Maryland. 2. Maryland—Social 
conditions. I. Title. If. Series. 
Prepared from C.I.P. 


RAINEY, Homer 
Price, 1896- 

How fare American youth? By Homer P. 
Rainey. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-05977-9 (Children and 
youth: social problems and social policy) 
Reprint of the 1940 ed. published by D. 
Appleton-Century Co, New York. 
[HQ796.R3 1974] 74-1700 12.00 

1. Youth—United States. I. Title. II. Series. 
Prepared from C.I.P. 


RAPHAEL, Maryanne. 301.43'15°0973 
Runaways: America’s lost youth. New 
York, Drake Publishers [1974] . cm. 
ISBN 0-87749-669-2 [HQ796.R364] 74- 
6088 7.95 

1. Runaway youth—United States. 2. 
Youth—Suicidal behavior. 3. Runaway 
youth—United States—Case studies. I. 
Title. 

Prepared from C.I.P. 


301.43°15°0973 


UNITED States. 301.43°15°0973 
President’s Science Advisory Committee. 
Panel on Youth. 

Youth, transition to adulthoad; report. 

Chicago, University of Chicago Press 

[1974] viii, 193 p. 24 cm. ISBN 0-226- 

11341-8 Bibliography: p. 181-190. 

[HQ793.U57 1974] 73-92757 8.50 

1. Adolescence. 2. Young adults-—United 

States. 3. Youth—Employment—United 

States. 4. Education—United States. I. 

Title. 

Pbk. 1.95 


YANKELOVICH, 
Daniel. 

The new morality; a profile of American 

youth in the seventies. New York, 

McGraw-Hill [1974] p. cm. ISBN 0-07- 

072240-4 (McGraw-Hill paperbacks) 

[HQ796.Y274] 74-11100 2.95 (pbk.) 

i. Youth—United States. 2. United 

States—Social conditions—1960- —Public 

opinion. 3. College students—United 

States—Attitudes. I. Title. 

Prepared from C.I.P. 


BUCKLEY, Joseph C. 301.43°5 
The retirement handbook; 2 complete 
planning guide to your future, by Joseph 
C. Buckley. 5th ed. by Henry Schmidt. 
New York, Barnes & Noble Books [1974, 
cl973] xv, 363 p. 21 cm. ISBN 0-06- 
463366-7 (Everyday handbooks, EH 366) 
Includes bibliographies. [HQ1064.U5B8 
1974] 73-10767 2.50 (pbk.). 

L : ee IL Schmidt, Henry, 1910- IT. 
itie. 


301.43°15'0973 


300 SOCIAL SCIENCE 

ROBINSON, Rachel 301.44°93'09385 
Sargent, 1891- 

The size of the slave population at Athens 
during the fifth and fourth centuries before 
Christ by Rachel Louisa Sargent. 
Westport, Conn., Greenwood Press [1973, 
[ie.1974] 136 p. 22 cm. ISBN 0-8371- 
7034-6 Reprint of the 1924 ed. of the 
author’s thesis, University of Illinois, 1923. 


Bibliography: p. 129-131. [HT862.R6 
1973] 73-10760 8.25 

i. Slavery in Greece. I. Title. 

SHYLLON, F. O. 301.44°93°0942 


Black slaves in Britain [by] F. O. Shyllon. 
London, New York, published for the 
Institute of Race Relations by Oxford 
University Press, 1974. xi, 252 p. illus. 23 
cm. ISBN  0-19-218411-3 Includes 
bibliographical references. [HT1161.S5] 74- 
168867 13.00 

1. Slavery in Great Britain. 2. Slavery in 
Great Britain—Anti-slavery movements. I. 
Title. 


KUPER, Hilda. 301.45°19°14110684 
Indian people in Natal. Westport, Conn., 
Greenwood Press [1974] p. cm. ISBN 0- 
8371-6096-0 Reprint of the 1960 ed. 
published by the University Press, 
Pietermaritzburg, Natal. [DT764.E3K86 
1974] 73-21261 16.00 

1. East Indians in Natal. I. Title. 

Prepared from C.I.P. 


DASHEFSKY, 301.45°19°240776581 
Arnold. 
Ethnic identification among American 


Jews; socialization and social structure [by] 
Arnold Dashefsky [and] Howard M. 
Shapiro. Lexington, Mass., Lexington 
Books [1974] p. ISBN 0-669-91785-0 
Bibliography: p. [F614.S4D37] 74-299 


1. Jews in St. Paul. 2. Social surveys-—St. 
Paul. 3. Socialization. I. Shapiro, Howard 
M., joint author. IT. Title. 

Prepared from C.I.P. 


PATAI, Raphael, 
1910- 

The myth of the Jewish race [by] Raphael 

Patai and Jennifer P. Wing. New York, 

Scribner [1974] p. cm. ISBN 0-684-13906- 
Includes bibliographical references. 

(GN547.P37] 74-12362 12.50 

1. Jews. I. Wing, Jennifer P., joint author. 

WZ. Title. 

Prepared from C.I.P. 


*POLIAKOV, Leon, 

1910- 
The history of anti-Semitism. 
Vol. 2, 1974. From Mohammed to the 
Marranos is available from Vanguard Pr., 
N.Y. for 15.00. ISB,n 0Q-8149-0701-6. 
L.C. card no.: 65-10228 


LYMAN, Stanford 
M 


301.45°19'24 


301.451924 


301.45°19°51073 


Chinese Americans [by] Stanford M. 
Lyman. [Ist ed] [New York, Random 
House [1974] xiv, 213 p. 21 cm. ISBN 0- 
394-31157-4 (Ethnic groups in comparative 
perspective) Bibliography: p. 192-206. 
[E184.C5L94] 73-16216 2.95 (pbk.). 

1. Chinese in the United States. I. Title. 


WEISS, Melford S. 301.45°19°51073 
Valley City: a Chinese community in 
America [by] Melford S. Weiss. 
Cambridge, Mass., Schenkman Pub. Co.; 
[distributed by General Learning Press, 
Morristown, N.J., 1974] xvii, 269 p. 23 
cm. ISBN 0-382-21228-2. Bibliography: p. 
iD [E184.CSW44] 72-97190 4.20 
pbk. 

1. Chinese in the United States. I. Title. 


300 SOCIAL SCIENCE 


WAYNE, Bennett, 
comp. 
Black crusaders for freedom. Edited, with 
commentary by Bennett Wayne. 
Champaign, Il., Garrard Pub. Co. [1974] 
p. cm. ISBN  0-8116-4910-5 (Target) 
Biographies of four Negroes famed for 
their efforts in improving conditions for 
their race: Sojourner Truth, Frederick 
Douglass, Harriet Tubman, and Booker T. 
pee een [E185.96.W38] 920 74-3154 


301.45°19°6073 B 


L Negroes—Biography—Juvenile 
literature. I. Title. 
Prepared from C.I.P. 


SMITH, Wilfred 
Cantwell, 1916- 
Modern Islam in India; a social analysis. 
London, V. Gollancz, 1946. [New York, 
AMS Press, 1974] p. cm. ISBN 0-404- 
54869-5 Includes bibliographical 
Ponce [DS427.855 1974] 70-179243 
1. Muslims in India. 2. Nationalism and 
religion—India. 3. Islam—India. 4. India— 
Intellectual life. I. Title. 
Prepared from C.I.P. 


MORGENSTERN, Oskar, 1902- 301.5 
Long term projections of power: political, 
economic, and military forecasting [by] 
Oskar Morgenstern, Klaus Knorr [and] 
Klaus P. Heiss. Cambridge, Mass., 
Ballinger Pub. Co. [1973] xxi, 229 p. illus. 
23 cm. ISBN 0-88410-008-1 Research 
sponsored by the Office of Naval 
Research; ONR contract number, N0014- 
72-C-0341; task number, NR 277-077. 
Bibliography: p. 217-224. [T174.M67] 73- 
12392 9.50 

1. Technological forecasting. 2. Economic 
forecasting. 3. Power (Social sciences) I. 
Knorr, Klaus Eugen, 1911- joint author. I. 
Heiss, Klaus P., joint author. Ill. Title. 


MUNNELL, Alicia Haydock. 301.571 
The effect of social security on personal 
savings. Cambridge, Mass., Ballinger Pub. 
Co. [1974] p. cm. ISBN 0-88410-263-7 
Pibliography: p. [HD7125.M74] 74-7303 
13. 


301.45°29°7 1054 


I. Insurance, Social-—-United States. 2. 
Saving and thrift. 3. Finance, Personal. 4. 
Retirement income—United States. I. Title. 
Prepared from C.I.P. 


HAAR, Charles Monroe, 
1921- 
Housing the poor in suburbia: case studies 
of public policy at the grass roots, by 
Charles M. Haar and Demetrius S. latridis. 
(Cambridge, Mass.] Ballinger Pub. Co., 
1974. p. ISBN 0-884 10-405-2 
(HD7290.H3] 73-11477 12.50 
1. Housing—United States—Case studies. 
2. Poor--United States—Case studies. 3. 
Suburbs—-United States—Case studies. I. 
fatridis, Demetrius S., joint author. If. 
Title. 
Prepared from C.J.P. 


LISTON, Robert A. 301.5°4'0973 
The ugly palaces; housing in America [by] 
Robert A. Liston. New York, F. Watts, 
1974. 137 p. 24 cm. ISBN 0-531-02673-6 
` Bibliography: p. [131] Surveys housing in 
the U.S.A.: its problems, solutions that 
have been tried and failed, and proposals 
offering us hope for the future. 
[HD7290.L57] 74-1044 6.95 
1. Housing—United  States—Juvenile 
literature. 2. Public housing—United 
States—Juvenile literature. I. Title. 


301.54 


ARGYRIS, Chris, 1923- 301.55 
The \ applicability of organizational 
sociology. Cambridge [Eng.], University 


22 


Press [1974, c1972] vii, 138 p. 21 cm. 


ISBN 0-521-0-08448-2 Bibliographical 
references p. 124-133. [HF5548.8.A77] 
3.95 (pbk.) 

I. Title. 


L.C. card number for original edition: 76- 


185568. Distributed by Cambridge 
.University Press, New York. 
CAVE, William M., comp. 301.56 


Sociology of education: an anthology of 
issues and problems [by] Wiliam M. Cave 
fand] Mark A. Chesler. New York, 
Macmillan [1974] viii, 552 p. 24 cm. ISBN 
0-02-320400-1 Includes bibliographies. 
{LC191.C37] 73-13171 6.95 (¢bk.) 

1. Educational sociology—Collected works. 
I. Chesler, Mark A., joint como. II. Title. 
KIMBALL, Solon Toothaker, 301.5°6 

comp. 

Culture and the educative process: an 
anthropological perspective [compiled by] 
Solon T. Kimball. New York, Teachers 
College Press [1974] x, 285 p. 24 cm. 
ISBN 0-8077-2422-X (Anthropology & 


education) Includes bibliographical 
references. [LB45.K5 1974. 73-21760 
10.00 


1. Educational anthropology—Addresses, 
essays, lectures. I. Title. 


FRAZIER, Edward Franklin, 
1894-1962. 

The Negro church in America [by] E. 
Franklin Frazier. The Black church since 
Frazier [by] C. Eric Lincoln. New York, 
Schocken Books [1974] vi, 215 p. 21 cm. 
ISBN  0-8052-3508-6 (Sourcebooks in 
Negro history) "The Black -church since 
Frazier originated as the James Gray 
lectures given at Duke University in 
1970.” Bibliography: .  [207]-208. 
[BR563.N4F7 1974] 72-96201 10.00 
1. Negro churches—United States. 2. 
Negroes—Religion. I. Lincoin, Charles 
Eric. The Black church since Frazier. 
1974. II. Title. III. Title: The Black church 
since Frazier. IV. Series. 


301.58 


MACLAREN, A. 301.5°8°094 125 


Allan. 
Religion and social class; the disruption 
years in Aberdeen [by] A. Allan 


MacLaren. London, Boston, Routledge & 
K. Paul [1974] xii, 268 p. 22 cm. ISBN 0- 
7100-7789-0 (The Scottish series) Includes 
bibliographical references. 
[BR788.A23M32] 73-91034 15.50 

L Sociology, Christian—Scotland— 
Aberdeen. 2. Aberdeen, Scet.—Church 
history. I. Title. 


JENNINGS, M. Kent. 301.5792 
The’ political character of adolescence: the 
influence of families and schocls [by] M. 
Kent Jennings and Richard G. Niemi. 
[Princeton, N.J.] Princeton University 
Press [1974] xvi, 357 p. illus. 25 cm. ISBN 
0-691-09362-8. Includes bibBographical 
references. [HQ796.J45] 73-16779 12.50 

1. Youth—United States. 2. Youth— 
Political activity—United States. 3. 
Political socialization. I. Niemi, Richard 
G., joint author. IT. Title. 


LOWI, Theodore J. 301.5°92 
The politics of disorder [by] Taeodore J. 
Lowi. New York, Norton [1974, c1971] p. 
cm. ISBN 0-393-00749-9 (The Norton 
library) Includes bibliographical references. 
[HN65.L67 1974] 74-13952 2.45 (pbk.). 

1. United States—Social conditions. 2. 
Political participation—United States. I. 
Title. 

Prepared from C.I.P. 


„AMERICAN BOOK PUBLISHING RECORD 


MCCAGHY, Charles H., 
comp. 

Ja their own behalf voices from the 

margin, edited by Charles H. McCaghy, 

James K. Skipper, Jr. [and] Mark Lefton. 

24 ed. New York, Appleton-Century- 

Crofts [1974] viii, 352 p. 21 cm. ISBN 0- 


301.6°2 


390-61091-7 (ACC sociology series) 
[HM291.M24 1974] 73-2357 6.95 
l. Deviant behavior—Addresses, essays, 


lectures. I. Skipper, James K., joint comp. 
IL Lefton, Mark, joint comp. II. Title. 


WOOD, Arthur Lewis. 301.6'2 
Deviant behavior and control strategies; 
essays in sociology. Lexington, Mass., 
Lexington Books [1974] xiv, 209 p. illus. 
22 cm. ISBN 0-669-92825-9 Bibliography: 
p. 171-193. [HM291.W54] 74-1084 14.00 
1. Deviant behavior. 2. Social control. 3. 
Criminal psychology. I. Title. 


PERSPECTIVES on 301.673 
cammunication in social conflict. [Edited 
by] Gerald R. Miller [and] Herbert W. 
Simons. Englewood Cliffs, N.J., Prentice- 
Hall [1974] xiii, 257 p. illus. 24 cm. ISBN 
0-.3-660399-8 (Prentice-Hall series in 
speech communication) "Sponsored by 
[tke] Speech Communication Association.” 
Bibliography: p. 221-246. [HM136.P56] 
74-3263 10.50 

1. Social conflict. 2, Communication in the 
social sciences. I. Miller, Gerald R. ed. I. 
Simons, Herbert W., 1935- ed. Ill. Speech 
Ccmmunication Association. 


LANZA del Vasto, Joseph 301.632 
Jzan, 1901- 
Warriors of peace; writings on the 


technique of nonviolence, by Lanza del 
Vasto. Edited by Michael Random and 
translated from the French by Jean 
Sidgwick. New York, Knopf, 1974. ISBN 
0-394-48927-6 Translation of Technique de 
la non-violence. [HM278.L3513 1974] 74- 
2121 7.95; 2.45 (pbk.) 

1. Nonviolence. 2. Passive resistance. 3. 
Wer and religion. I. Title. 


VIOLENCE and aggression 301.633 
in the history of ideas, Edited by Philip P. 
Wiener and John Fisher. With an introd. 
by Philip P. Wiener. New Brunswick, N.J., 
Rutgers University Press [1974] xi, 273 p. 
24 cm. ISBN  0-8135-0772-3 Papers 
presented at a conference convened by the 
International Society for the History of 
Ideas at the Sugar Loaf Conference Center 
of Temple University, June 1972. Includes 
bibliographical references. [HM283.V56] 
73-20161 15.00 

J. Violence—Congresses. 2. Violence— 
Moral and religious aspects—Congresses. I. 
Wiener, Philip Paul, 1905- ed. IL Fisher, 
Joha, 1922- ed. Ul. International Society 
for the History of Ideas. 


BARTOS, Otomar J. - 301.674 
Process and outcome of negotiations [by] 
Otomar J. Bartos. New York, Columbia 
University Press, 1974. x, 451 p. illus. 23 
cm. ISBN 0-231-03242-0 Bibliography: p. 
[442]-447. [BF637.N4B37] 73-12473 15.00 
1. Negotiation. I. Title. 
*JEFFERSON, Thomas, Pres., 308.1 
U.3., 1743-1826. 
Papers. 
Vol. 19, January 1791 to March 1791, 
edited by Julian P. Boyd is available from 
Princeton University Pr. for 22.50. ISBN 
0-691-04582-8. I.C. card no.: 50-7486. 


PATTEN, Simon Nelson, 309.1°42 
1852-1922. 

The development of English thought. With 

an imtrod. for the Garland ed. by Michael 
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Hudson. New York, Garland Publishing, 
1974. p. cm. ISBN 0-8240-1026-4 (The 
Neglected American economists) Reprint 
of the 1899 ed. published by Macmillan, 
New York. [HM22.G7P3 1974] 74-10628 
d: Great Britain—Civilization. 2. History— 
Philosophy. 3. Economics—History—Great 
Britain. 4. Sociology—History—Great 
Britain. I. Title. II Series. 

Prepared from C.I.P. Available only as a 
set in 28 vols; 700.00. 


AVERY, Gillian 
Elise, 1926- 
The echoing green, by Gillian Avery. New 
York, Viking Press [1974] p. cm. A social 
history of nineteenth century England and 
the United States as reflected in the 
biographies, diaries, and letters of 
contemporary people. [HN385.A87 1974] 

73-16938 8.95 

1. Great Britain-—Social conditions—19th 
century——Juvenile literature. 2. United 
States--Soctal conditions—To  1865— 
Juvenile literature. 3. Biography—19th 
century—Juvenile literature. I. Title. 
Prepared from C.I.P. 


BLOOM, James Harvey, 
1860- 
Folk lore, old customs, and superstitions in 
Shakespeare land, by J. Harvey Bloom. 
[Norwood, Pa.) Norwood Editions, 1974. 
p. cm. Reprint of the 1929 ed. published 
by Mitchell, Hughes, and Clarke, London. 
Bibliography: p. [DA670.W3B48 1974] 74- 
13658 10.00 
1. Warwickshire, Eng.—Social life and 
customs. 2 Folk-lore—-England— 
Warwickshire. 3. Superstition. I. Title. 
Prepared from C.I.P. 


TANNENBAUM, Edward R. 309.1'45’09 
Modern Italy; a topical history since 1861. 
Edited by Edward R. Tannenbaum and 
Emiliana P. Noether. New York, New 
York University Press, 1974. xxix, 395 p. 
24 cm. ISBN 0-8147-8156-X Includes 
bibliographical references. [DG551.T36] 
73-20031 12.50 

1. Italy-—History—-l9th century. 2. Italy— 
History—20th century. L 
Emiliana Pasca, joint author. If. Title. 


309. 174248 


DEMKO, George J., 
1933- comp. 

Geographical perspectives in the Soviet 
Union, a selection of readings, edited and 
translated by George J. Demko and 
Roland J. Fuchs. Columbus, Ohio State 
University Press [1974] p. cm. ISBN O- 
8142-0196-2 Includes bibliographical 
references. [HC336.23.D39] 74-9853 30.00 
1. Russia—Economic conditions—1965- — 
Addresses, essays, lectures. 2. Geography, 
Econoniic—Addresses, essays, lectures. I. 
Fuchs, Roland J., joint author. I. Title. 
Prepared from C.I.P. 


SOVIET politics and 309.1°47°085 
society in the 1970's. Edited by Henry W. 
Morton and Rudolf L. Tokes. New York, 
The Free Press [1974] xxvi, 401 p. 24 cm. 
ISBN 0-02-922090-4 Dedicated to John N. 
Hazard on the occasion of his 65th 
birthday. Includes bibliographical 
references. [DK274.86517] 73-10575 12.95 
1. Russia—Politics and government—1953- 
— Addresses, essays, lectures. 2. Russia— 
Social conditions---1945- | -—-Addresses, 
essays, lectures. I. Morton, Henry W. 
1929- ed. If. Tokes, Rudolf L., 1935- ed. 
II. Hazard, John Newbold, 1909- IV. 
Series: Columbia University. Russian 
Institute. Studies. ‘ 
Contents omitted. 


309.1°47°085 


309.1°42°081 - 


Noether, 


MORLEY, James 309.1°52’04 
William, 1921- 

Prologue to the future: the United States 
and Japan in the post-industrial age, edited 
by James William Morley. Contributors; 
Charles Frankel [and others] Project 
director: F. Roy Lockheimer. Lexington, 
Mass., Published for Japan Society [by] 
Lexington Books [1974] xii, 232 p. 24 cm. 
ISBN 0-669-91751-6 Includes 
bibliographical references. [HN727.M67] 
73-18491 12.50 

d. Japan—Social conditions—13435- — 
Addresses, essays, lectures. 2. Japan— 
Economic conditions—1945- —Addresses, 
essays, lectures. 3. United States—Social 


conditions—-1960- —Addresses, essays, 
lectures. 4. United States—Economic 
conditions—1945- —Addresses, essays, 
lectures. I. Frankel, Charles, 1917- I. 
Title. 

LOPEZ, Adalberto. 309.1°7295 


Puerto Rico and the Puerto Ricans; studies 
in history and society. Edited by Adalberto 
Lopez and James Petras. With 
introductions by James Petras. [Cambridge, 
Mass.] Schenkman Pub. Co.; [distributed 
by Halsted Press, New York, 1974] p. cm. 
ISBN 0-470-54493-7 "A Halsted Press 
book.” Bibliography: p. [HN233.L66] 74- 
8796 12.50 


l. Puerto Rico—Social conditions— 
Addresses, essays, lectures. 2. Puerto 
Rico—Economic — conditions—Addresses, 


essays, lectures. 3. Puerto Ricans in the 
United States—Addresses, essays, lectures. 
I. Petras, James F., 1937- joint author. II. 
Title. 

Prepared from C.I.P. Pbk., 5.95, ISBN 0- 
470-54494-5. 


CHANDLER, Joan Mary. 309.1°73 
America since independence [by] Joan M. 
Chandler. [London, New York] Oxford 
University Press [1973, i.c.1974, c1965] 96 
p. illus. 23 cm. ISBN 0- aan F 
Changing world. History 

Bibliography: p. 94. [E1781 l. "C455. 1973 
74-171902 2.00 (pbk.) 

1L United — States—History—Juvenile 
literature. I. Title. 


WIARDA, Howard J., 
1939- comp. 

Politics and social change in Latin 
America; the distinct tradition. Edited by 
Howard J. Wiarda. [Amherst] University of 
Massachusetts Press, 1974. vii, 297 p. 24 
cm. [HN110.5.A8W48] 73-79510 12.00 

I. Latin Amertca-—Social conditions— 


309.1°8°003 


Addresses, essays, lectures. 2. Latin 
America—Politics—Addresses, essays, 
dectures. I. Title. 

Contents omitted. 

MOSELEY, Malcolm. 309.25 


Growth centres in spatial planning. [lst 
ed.} Oxford, New York, Pergamon Press 
[1974] p. cm. ISBN 0-08-018055-8 (Urban 
and regional planning series, v. 9) 
Bibliography: p. [HT391.M654] 74-9962 
2 

L Regional planning. 2. Economic zoning. 
3. Space in economics. I. Title. I. Series. 
Prepared from C.I.P. 


STRAUSS, Bertram W. 309.26 
How to get things changed; a handbook for 
tackling community problems [by] Bert 
Strauss and Mary E. Stowe. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
cm. ISBN 0-385-06457-8 [HM131.8827] 
73-15369 8.95 

1. Community organization—Handbooks, 
manuals, etc. 2. Community  life— 


Handbooks, manuals, etc. 3. Community 


leadership—-Handbooks, manuais, etc. 4. 
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Social participation. I. Stowe, Mary E,, 
joint author. IT. Title. 
Prepared from C.I.P. 


HEYWOOD, Philip. 309.2°62°0904 
Planning and human need [by] Phil 
Heywood. New York, Praeger Publishers 
[1974, c1973] 192 p. 23 em. (People, plans 
and problems series) Includes 
bibliographical references. [HT166.H48 
1974] 73-12906 10.00 

1. Cities and towns—Planning—1945- I. 
Title. 


CONDIT, Carl W. 309.2°62'0977311 
Chicago, 1930-70; building, planning, and 
urban technology [by] Carl W. Condit 
Chicago, University of Chicago Press 
[1974] xvi, 351 p. illus. 25 cm. ISBN 0- 
226-11457-0 Bibliography: p. 305-327. 
{HT177.C5C65] 73-79996 12.50 

I. Urban renewal—Chicago—History. 2. 
Cities and towns—Planning—Chicago— 
History. 3 Architecture—Chicago— 
History. I. Title. 
PRESSMAN, Jeffrey 309.2°62'0973 
Implementation: how great expectations in 
Washington are dashed in Oakland; or 
Why it’s amazing that Federal programs 
work at all this being a saga of the 
Economic Development Administration as 
told by two sympathetic observers who 
seek to build morals on a foundation of 
ruined hopes [by] Jeffrey L. Pressman and 
Aaron Wildavsky. Berkeley, Calif., 
University of California Press [1974, 
c1973] xviii, 182 p. 21 cm. ISBN 0-520- 
02759-0. (The Oakland Project series) 
"Sponsored by the Oakland Project, 
University of California” Includes 
ademas [HD5726.022P73] 2.45 


pbk. 

I. United States Economic Development 
Administration. 2. Manpower poliey— 
California—Oakland. 3. Oakland, Cahi— 
Public works. I. Wildavsky, Aaron B., joint 
author. I. Oakland project. HI. Title. IV. 
Series: Oakland Project Oakland Praject 
series) 

L.C. card number for original ed.: 72- 
78949. 


UNITED States. 
Congress. Senate. 
District of Columbia. 

City planning. Hearing on the subject of 

city planning. New York, Arno Press, 

1974. 105 p. 24 cm. ISBN 0-405-05430-0 

(Metropolitan America) Reprint of the 

1910 ed. published by the U.S. Govt. ' 

Print. Off., Washington, which was issued 

as Senate document no. 422 of the 61st 

Cong., 2d sess. Program of First National 

Conference on City Planning, Washington, 

D.C., May 21-22, 1909, with papers and 

addresses: p. 57- 105. (KF26. D5 1909a] 73- 

11935 7.00 

L Cities and towns—Planning— 

Washington, D.C. 2. Cities and towns— 

Planning. I. National Conference on City 

Planning, Ist, Washington, 1909. II. Title. 

HY. Series. IV. Series: United States. 61st 

Congress, 2d session, 1909-1910. Senate. 

Document no. 422. 


WARREN, Roland 
Leslie, 1915- 

The structure of urban reform; community 
decision organizations in stability and 
change [by] Roland L. Warren, Stephen M. 
Rose [and] Ann F. Bergunder. Lexington, 
Mass., Lexington Books [1974] xiii, 220 p. 
24 cm. ISBN 0-669-92809-7 Includes 
bibliographical references. [HN90.C6W35] 
73-22155 14.00 

i. Community 


309.2°62°09753 
Committee on the 


309.2°62°0973 


development—-United 
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States—Case studies. 2. Community 
power—Case studies. 3. Community 
development—Research—United States. I. 
Rose, Stephen M., joint author. H. 
Bergunder, Ann F, joint author. Hl. Title. 


RURAL resource 309.2°63'0942 
development [by] M. C. Whitby [and 
others] London, Methuen, 1974. [5], 244 
p. illus. 22 cm. ISBN 0-416-78800-9 
Includes index. Bibliography: p. 227-238. 
[HN385.R88 1974] 74-173600 

1. Great Britain—Rural conditions. 2. 
Great Britain—Economic policy—1945- I. 
Whitby, Martin Charles. 

Distributed by Barnes and Noble; 4.50 
(pbk.). 


LANE, Ruth, 1935- 320’.01’9 
Political man; toward a conceptual base. 
Beverly Hills ([Calif.] Sage Publications 
(1974, cl1973] 71 p. 22 cm. ISBN 0-8039- 


308-1 (Sage professional papers in 
comparative politics, no. 01-046) 
Bibliography: p. 66-71. [JA74.5.L38] 73- 


87845 2.70 (pbk.) 
1. Political psychology. I. Title. 


INTEREST groups in 320°.05 s 
International perspective. Special editor of 
this volume: Robert Presthus. Philadelphia, 
American Academy of Political and Social 
Science, 1974. x, 251 p. 24 cm. ISBN 0- 
87761-176-9 (The Annals of the American 
Academy of Political and Social Science, v 
413) Includes bibliographical references. 
[H1.A4 vol. 413] [JF529] 322.43 74- 
173611 3.00 (pbk.) 

i. Pressure groups—Addresses, essays, 
lectures. I. Presthus, Robert Vance, ed. H. 
Series: American Academy of Political and 
social Science, Philadelphia. Annals, v. 


WEISSBERG, Robert. 320°.07 
Political learning, political choice, and 
democratic citizenship. Englewood Cliffs, 
N.J., Prentice-Hall [1974] xv, 205 p. 22 


em. ISBN  0-13-685008-1 Includes 
bibliographical references. [JA88.U6W44] 
74-630 8.95 


I. Political science—Study and teaching— 
United States. 2. Political socialization. 3. 
Political participation—United States. 4. 
Children in the United States. I. Title. 

Pbk. 4.95, ISBN 0-13-684993-8. 


BRUNN, Stanley D. 320.1°2 
Geography and politics in America [by] 
Stanley D. Brunn. New York, Harper & 
Row [1974] p. cm. ISBN 0-06-041018-3 
(Harper & Row series in geography) 
Includes bibliographical references. 
[JC319.B78] 73-17670 5.50 (pbk.) 

i. Geography, Political. 2. Political 
sociology. 3. Regionalism—United States. 
4. United States—Politics and government. 
I. Title. 

Prepared from C.I.P. 


KLEIN, Robert A. 320. 1°57 
Sovereign equality among states: the 
history of an idea [by] Robert A. Klein. 
[Toronto, Buffalo] University of Toronto 
Press [1974] xix, 198 p. 23 cm. ISBN 0- 
8020-5297-5 Bibliography: p. [169]-184. 
([JX4041.K57] 73-82582 10.00 

b Sovereignty 2. Equality of states. I. 
ttle. 


LA PALOMBARA, Joeph G. 320.3 
Politics within nations [by] Joseph 
LaPalombara. Englewood Cliffs, N.J., 


Prentice-Hall [1974] xii, 625 p. illus. 24 
cm. ISBN 0-13-687814-8 (Prentice-Hall 
contemporary comparative politics series) 
Includes bibliographies. [JF51.L36] 74- 
3081 10.50 


1. Comparative government 2. Political 
participation. I. Title. 


ROSE, Richard, 1933- 320.4°42 
Politics in England; an interpretation. 2d 
ed. Boston, Little, Brown [1374] xiv, 448 
p. illus. 21 cm. (The Little, Brown series in 
comparative politics) At head of title: A 
country study. Bibliography: p. 440-441. 
(JN234 1974.R6 1974] 72-20921 5.85 
(pbk.). , af, 

1. Great Britain—Politics and government. 
I. Title. 


COLLINS, William P., 
1942- comp. 
Perspectives on State and Jocal politics, 
edited by W. P. Collins. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. ISBN 0-13- 
660548-6 Includes bibliographies. 
[JK2408.C577] 74-5202 6.95 (pbk.). 
1. State governments—Addresses, essays, 
lectures. 2. Local government—United 
States—Addresses, essays, lectures. L Title. 
Prepared from C.I.P. 


320.4°73 


ZOLL, Donald Atwell. 320.5 
Twentieth century political philosophy. 


Englewood Cliffs, N.J., Prentice-Hall 
[1974] xv, 190 p. 21 cm. ISBN 0-13- 
935049-7 Includes bibliographies. 


[JA83.Z64] 74-3161 4.95 (pbk ) 
1. Political science—History. I. Title. 


CANOVAN, Margaret. 320.5°092’4 
The political thought of Harnah Arendt. 
New York, Harcourt Brace Jovanovich 
[1974] vii, 136 p. 21 cm. ISBN 0-15- 
172815-1 Bibliography: p. 131-132. 
[JC251.A74C28 1974} 74-3037 6.50 

1. Arendt, Hannah. I. Title. 


PIKE, Fredrick B. 320.5731 
The new corporatism;  social-political 
structures in the Iberian world. Frederick 
B. Pike and Thomas Stritch, editors. Notre 
Dame, University of Notre Dame Press 
{1974} xxii, 218 p. 24 cm. ISBN 0-268- 
00538-9 (International stud:es of the 
Committee on International Relations, 
University of Notre Dame) Includes 
bibliographical references. [JC+78.P45] 73- 
22583 7.95 

I. Corporate state—Addres3es, essays, 
lectures. 2. Latin America—Potitics—1948- 
--~Addresses, essays, lectures. 3. Spain--~- 
Politics and government--1939-  — 
Addresses, essays, lectures. I. Stritch, 
Thomas, joint author. IT. Title HI. Series: 
Notre Dame, Ind. University. Committee 
on International Relations. international 
Studies. 

Pbk. 2.95; ISBN 0-268-00538-9. 


GREGOR, A. James. 320.5°33 
Interpretations of fascism [by] A. James 
Gregor. Morristown, NJ.. General 
Learning Press [1974} v, 281 p. 21 cm. 
Bibliography: p. 263-275. [J7481.G692] 
74-75727 6.95 

1. Fascism. 2. Fascism—titaly. I Title. 


HENDERSON, Gregory. 320.9°04 
Divided nations in a divided world [edited 
by] Gregory Henderson, Richard Ned 
Lebow [and] John G. Stoessinger. New 
York, D. McKay Co. [1974] viii, 470 p. 
illus. 23 cm. ISBN 0-679-30057-0 


(Comparative studies of political life) 
Includes bibliographical references. 
{D443.H435] 73-93430 12.50 

L World _politics—20th century— 


Addresses, essays, lectures. 2 Partition, 
Territorial—Addresses, essays, lectures. I. 
Lebow, Richard Ned, joint author. I. 
Stoessinger, John George, Joint author. HI. 


Title. 
Pbk. 5.95, ISBN 0-679-300056-2. 


AMERICAN BOOK PUBLISHING RECORD 


HEEGER, Gerald A. 320.9°172°4 
The politics of underdevelopment [by] 
Gerald A. Heeger. New York, St. Martin’s 
Fress [1974] 150 p. 22 om. Includes 
bibliographical references. [JF60.H43] 73- 
91694 9.95 

I. Underdeveloped areas—Politics and 
government. L Title. 


SOCIETY and 320.9°17°4927 
political structure in the Arab world. 
Edited by Menahem Milson. New York, 
Eumanities Press [1974, c1973] xv, 338 p. 
24 cm. ISBN 0-391-00258-9 (The Van 
Leer Jerusalem Foundation series) 
“Articles ... originally presented in a series 
o? colloquia on society and political 
structure in the Arab world held in the 
Van Leer Jerusalem Foundation from 
November 1970 to June 1971.” Includes 
bibliographical references. [DS62.8.865 
1973] 73-85037 12.50 

1. Arab countries—Politics-——Addresses, 
essays, lectures. 2. Arab countries—Social 
conditions—Addresses, essays, lectures. I. 
Milson, Menahem, ed. II. Series: Van Leer 
Foundation for the Advancement of 
Human Culture. The Van Leer Jerusalem 
Foundation sertes. 


MARX, Karl, 1818- 320.9°4°028 
1883. 
Political writings. New York, Vintage 


Books [1974] 2 v. 21 cm. ISBN 0-394- 
72002-4 (v.1) (Vintage Marx, library) 
Contents: v. 1. The revolutions of 
1€48.—v.2.Surveys from exile. Includes 
bibliographical references. [[D363.M37 
1$74]] 73-20560 2.45 (pbk.) ea. vol. 

i. World _ politics—19th — century— 
Addresses, essays, lectures. 2. Europe— 
H-story—1848-1849—Addresses, essays, 
lectures. I. Title. 


OLNEY, R. J. 320.9°425°3081 
Lincolnshire politics, 1832-1885, by R. J. 
Olney. [London, New York] Oxford 
University Press, 1973. xii, 284 p. illus. 23 
cm. ISBN  0-19-821848-6 (Oxford 
historical monographs) Bibliography: p. 
[258]-269. [JS3325.L455046] 74-167211 
13 00, 10.27 (lib. bdg.) 

L Lincolnshire, Eng.—FPolitics and 
government. 2. Political  parties-— 
Ergland—Lincolnshire-—History. 3. 
Agriculture and politics—Lincolnshire, 
Erg.—History. I. Title. 


GOLDMAN, Guido G. 320.9°43°087 
The German political system [by] Guido 
Gcldman. Foreword by Samuel H. Beer. 
New York, Random House [1974] x, 228 
p. map. 24 cm. ISBN 0-394-31820-K 
Or-ginally published as Part 4 of the 3d of 
Patterns of government: the major political 
systems of Europe, edited by S. H. Beer 
and A. B. Ulam. Bibliography: p. 219-221. 
[JN 3971.A5G64] 74-535 2.95 (pbk.) 

1. Germany (Federal Republic, 1949- )— 
Po.itics and government. I. Title. 


*HAYWARD, Jack. 320.9°44 
The one and indivisible French Republic. 
New York, W. W. Norton [1974, c1973]} 
30€ p. 22 cm. ISBN 0-393-09325-X. 
(Ccmparative modern governments series) 
Includes bibliographical references, 
[DC369] 3.95 (pbk) 

i. France—Politics and government. T. 
Tite. 


MAJOR, James 320.944031 
Rassell. 
Beľievre, Sully and the Assembly of 


Notables of 1596 [by] J. Russell Major. 
Phiadeiphia, American Philosophical 
Society, 1974. 34 p. 30 cm. ISBN 0-87169- 
642-8 (Transactions of the American 
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” Philosophical Society, new series, v. 64, pt. 
2) Bibliography: p. 31-32. [DC122.3.M3] 
73-92726 2.00 (pbk.) 

i. Bellievre, Pompone de, seigneur de 
Grignon, 1529-1607. 2. Sully, Maximilien 
de Bethune, duc de, 1559-1641. 3. France. 
Assemblee des notables, 1596-1597. 4. 
France---Politics and government—-1562- 
1598. I. Tite. IL Series: American 
Philosophical Soctety. Philadelphia. 
Transactions, new ser., v. 64, pt. 2. 


HALEVY, Daniel, 320.9°44°08 
1872-1962. 

The end of the notables. Edited, with 
introd. and notes, by Alain Silvera. 


Translated by Alain Silvera and June 
Guicharnaud. [Ist English ed.] 
Middletown, Conn., Wesleyan University 
Press [1974] xxi, 225 p. 22 cm. ISBN 0- 
8195-4066-8 Translation of La fin des 
notables. Includes bibliographical 
references. [DC340.H313] 73-6009 12.50 
i. France-~Politics and  government— 
1870-1940. I. Title. 

Pbk. 3.95; ISBN: 0-8195-6030-8. 


GATI, Charles. 320.9°47 
The politics of modernization in Eastern 
Europe; testing the Soviet model, edited by 
Charles Gati. With introductory essays by 
Vernon V. Aspaturian and Cyril E. Black. 
New York, Praeger [1974] p. cm. ISBN 0- 
275-28781-5 (Praeger special studies in 
international politics and government) 
Based on a conference held in Mar. 1973, 
sponsored by the Institute on East Central 
Europe of Columbia University. Includes 
bibliographical " references. 
[DR38.3.R8G37] 73-15185 22.50 

l. Europe, Eastern-—Politics. 2. Europe, 
Eastern—-Foreign — relations-—Russia. 3. 
Russia—Foreign relations—Europe, 
Eastern. I. Columbia University. Institute 
on East Central Europe. Il. Title. 

Prepared from C.LP. 


ULAM, Adam Bruno, 
1922- 

The Russian political system [by] Adam B. 
Ulam. Foreword by Samuel H. Beer. New 
York, Random House [1974] viii, 180 p. 
24 cm. Originally published as pt. 5 of the 
3d ed. of Patterns of government: the 
major political systems of Europe, edited 
by S$. H. Beer and A. B. 
Bibliography: 171-174. 
1917.043] 73-22494 2.95 (pbk.) 

1. Russia—-Politics and government---1917- 
L. Title. 


320.9°47°084 


HALL, John Whitney, 320.9°52°01 
1916- 
Medieval Japan; essays in institutional 


history, edited by John W. Hall and Jeffrey 
Mass. Contributors: David L. Davis 
{and others] New Haven, Yale University 
Press, 1974. xv, 269 p. illus. 24 cm. ISBN 
0-300-01677-8 Includes bibliographical 
references. [DS857.H33] 73-86897 12.50 
I. Japan—Politics and government—794- 
1600—Addresses, essays, lectures. 1. Mass, 
Jeffrey P., joint author. II. Davis, David L. 
WT. Title. 


ASAKAWA, Kan'ichi, 
1873-1948, ed. and tr. 
The documents of Iriki, illustrative of the 
development of the feudal institutions of 
Japan. Westport, Conn., Greenwood Press 
[1974] p cm. ISBN 0-8371-5432-4 
Japanese text of the documents included. 
Reprint of the 1929 ed. published by Yale 
University Press, New Haven, which was 
issued as no. 10 of Manuscripts and edited 
texts, Yale historical publications. 
(DS840.A8 1974] 77-136514 37.50 
i. Shibuya family. 2. Shimazu family. 3. 


320.9°52°02 


Irikin family—Archives. 4. Feudalism— 
Japan—History--Sources. 5. Iriki, Japan-— 
History- Sources. [ Title. IL. Series: Yale 
historical publications. Manuscripts and 
edited texts, 10. 

Prepared from C.I.P. 


ALLEN, Richard Hugh 
Sedley, Sir, 1903- 

imperialism and nationalism in the Fertile 
Crescent; sources and prospects of the 
Arab-Israeli conflict [by] Richard Allen. 
New York, Oxford University Press, 1974. 
x, 686 p. maps. 21 cm. ISBN 0-19-501782- 
x Bibliography: p. [643]-654. 
[DS119.7.A6437] 73-90373 15.95 

1. Jewish-Arab relations~—-History. 2. Near 
East—Politics. I. Title. 


320.9°56 


ELIAV, Arie L., 
1921- 
Land of the hart: Israelis, Arabs, the 
territories, and a vision of the future [by] 
Arie Lova Eliav. Translated from the 
Hebrew by Judith Yalon. [ist English ed.] 
Philadelphia, Jewish Publication Society of 
America [1974] 381 p. 22 cm. ISBN 0- 
8276-0047-X Published in 1972 under title: 
Erets ha-tsevi. [DS$126.5.E41613 1974] 73- 
21170 6.95 
1. Israel. 2. Jewish-Arab relations. 3. 
Isracl—Foreign relations. 1. Title. 


OEY, Hong Lee. 320.9°598°03 
Indonesia after the 1971 elections, edited 
by Ocy Hong Lee. Contributors: Lance 
Castles [and others] London, Published for 
the University of Hull by Oxford 
University Press, 1974. viii, 116 p. 22 cm. 
ISBN 0-19-713422-X (Hull monographs on 
South-East Asia, no. 5) Includes 
bibliographical references. [DS644.4.034] 
74-172770 

1. Indonesia—Politics and government— 
1966- 2. Indoncsia—History—1966- 1. 
Castles, Lance. H. Title. III. Series. 
Distributed by Oxford University Press, 
New York for 6.50. 


320.9°5694°05 


KIRK, Grayson 320.9°599'032 
Louis, 1903- 
Philippine independence: motives, 


problems, and prospects, by Grayson L. 
Kirk. New York, Da Capo Press, 1974 
[c1936] 278 p. 22 cm. ISBN 0-306-70486- 
2 (Franklin D. Roosevelt and the era of 
the New Deal) Reprint of the ed. 
published by Farrar & Rinehart, New 
York. Includes bibliographical references. 
([DS685.K57 1974] 72-2377 16.50 

L. Philippine Islands-—Politics and 
government—1935-1946. 2 United 
States---Colonial question. 3. Philippine 
Islands—-History—1898-1946. I. Title. IL 
Series. 


CLAPPER, Raymond, 
1944. 

Racketeering in Washington. New York, 

Arno Press, 1974. p. cm. ISBN 0-405- 

05863-2 (Politics and people: the ordeal of 

self-government in America) Reprint of the 

1933 ed. published by L. C. Page, Boston. 

[JK469 1933.C57 1974] 73-19138 18.00 

I. United States. Congress. 2. United 

States---Politics and government. 3. 

Corruption (in politics)— United States. 4. 

Nepotism. L Title. I. Series. 

Prepared from C.I.P. 


GRIFFITH, Ernest Stacey, 
1896- 

A history of American city government: 

the conspicuous failure, 1870-1900 [by] 

Ernest S. Griffith, New York, Published 

for the National Municipal League by 

Pracger [1974] 308 p. 25 cm. Includes 


1892- 320.9°73 


320.9°73 
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bibliographical references. [JS309.G724] 
73-1916 10.00. 

1. Municipal government—United States— 
History. 2. Cities and towns—United 


States—History. L Title. 


BARRY, David Sheldon, 
1859-1936. 

Forty years in Washington. New York, 
Beekman Publishers, 1974. xi, 349 p. ports. 
23 cm. ISBN 0-8464-0031-6 (American 
newspapermen, 1790-1933) Reprint of the 
1924 ed. published by Little, Brown, 
Boston. [E661.B27 1974] 74-560 16.00 


320.9°73°08 


de United States—Politics and 
government-—1865-1933. 2. Statesmen— 
United States. 3.  Presidents—United 


States. I. Title. 


GRIFFITH, Ernest 
Stacey, 1896- 

A history of American city government: 
The progresive years and their aftermath, 
1900-1920 [by] Ernest S. Griffith. New 
York, Published for the National 
Municipal League by Prager [1974] 352 p. 
25 cm. ISBN 0-275-50200-6 Includes 
bibliographical references. [JS309.G726] 
73-1917 10.00. 

1. Municipal government-—United States— 
History. 2. Cities and towns—United 
States—History. I. Title. 


ISAACS, Stephen D. 320.9°73°0924 
Jews and politics [by] Stephen D. Isaacs. 
{Ist ed. Garden City, N.Y., Doubleday, 
1974] p. cm. ISBN 0-385-08494-3 "A 
Washington post book.” Bibliography: p. 
[E184.J5179] 73-10969 8.95 
I. Jews in the United States—Political and 
social conditions. 2. Jews in public life— 
United States. I. Title. 
Prepared from C.I.P. 
OSBORN E, John, 320.9730924 
907- 
The fifth year of the Nixon watch. 
Caricatures by David Levine. New York, 
Liveright [1974] viii, 241 p. illus. 22 cm. 
ISBN 0-87140-582-2 Consists of articles 
that appeared in The New republic, Jan. 
1973-Jan. 1974. [E855.085} 73-93125 7.95 
1. Nixon, Richard Milhous, 1913- 2. 
United States—Politics and government— 
1969- 3. Watergate Affair, 1972- I. Title. 


WHALEN, Richard J., 
1935- 

Taking sides; a personal view of America 

from Kennedy to Nixon to Kennedy [by] 

Richard J. Whalen. With an introd. by 

Robert D. Novak. Boston, Houghton 

Mifflin, 1974. p. cm. ISBN 0-395-17271-7 

[E839.5.W47] 74-12076 8.95 

L. United States— Politics and 

government—-1945- —Collected works. 2. 

United States—Civilization—1945- — 

Collected works. I. Title. 

Prepared from C.I.P. Contents omitted. 


EVITTS, William J., 
1942- 

A matter of allegiances; Maryland from 
1850 to 1861 [by] William J. Evitts. 
Baltimore, Johns Hopkins University Press 
[1974] xii, 212 p. maps. 23 cm. ISBN 0- 
8018-1520-7 (The Johns Hopkins 
University studies in historical and political 
science, 92d ser., 1) Bibliography: p. 197- 
205. [JK3893 1850.E84] 73-19336 11.00 

L. Elections-—Maryland—History. 2. 
Maryland—Politics and  government— 
1775-1865. J; Maryland—-Economic 
conditions. 4. Maryland—Social 
conditions. I. Title. If Series: Johns 
Hopkins University. Studies in historical 
and political science, 92d ser., I. 


320.9°737091 


320.9°73°092 


320.9°752’03 
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MILLER, Charles A. 320.9°768 
The official and political manual of the 
State of Tennessee. Prepared by Chas. A. 
Miller. Spartanburg, S.C., Reprint Co., 
1974. 359 p. illus. 22 cm. ISBN 0-87152- 
162-8 Reprint of the 1890 ed. published by 
Marshall & Bruce, Nashville. (JK5231 
1890.M532] 73-22440 15.00 

1, Tennessee—Registers. 2. Tennessec— 
Politics and —government—Handbooks, 
manuals, etc. I. Title. 


MATHEWSON, Joe, 
1933- 

Up against Daley. La Salle, Ul, Open 

Court [1974] p. cm. ISBN 0-87548-284-8 

[F548.52.M37] 74-13055 9.95 

1. Daley, Richard J, 1902- 2. Chicago— 

Politics and government—1951- I. Title. 

Prepared from C.I.P. 


LA FORTE, Robert 
Sherman, 1933- 
Leaders of reform: progressive Republicans 
in Kansas, 1900-1916. Lawrence, 
naires Press of Kansas [1974] vii, 320 

25 cm. ISBN  0-7006-0124-4 
Bibliography: p. 297-305. [F686.L16] 74- 
1. Republican Party. Kansas. 2. Kansas— 
Politics and government—1865-1950. T. 
Title. 


KOLB, Glen L., 1914- 320.9°87°063 
Democracy and dictatorship in Venezuela, 
1945-1958, by Glen L. Kolb [New 
London] Connecticut College [1974] viii, 
228 23 cm. ISBN 0-208-01416-0 
(Connecticut College monograph no. 10) 
Bibliography: p. [215]-220. [F2326.K64] 
73-17111 10.00 
I. Venezuela—-Politics and government— 
1935- I. Title. HH. Series: Connecticut 
College for Women, New London. 
Connecticut College monograph no. 10. 
Available from Archon Books. 
CLUNIES Ross, Anthony 320.9°95 
Tan, 1932- 
Alternative strategies for Papua New 
Guinea. Edited by Anthony Clunies Ross 
and John Langmore. Melbourne, New 
York, Oxford University Press [1973] viii, 
263 p. 23 cm. ISBN 0-19-550401-1 
Bibliography: p. 255-256. [JQ6311.A3 
1973.C58] 74-170977 18.25 
l. Papua-New  Guinea—Politics and 
government. 2. Papua-New Guinea— 
Economic policy. 3. Papua-New Guinea— 
Social policy. I. Langmore, J. V., joint 
author. I. Title. 


320.9°773°1104 


320.9°78 1703 


HANDELMAN, Howard, 322’.2°0985 
1943- 
Struggle in the Andes: peasant political 
mobilization in Peru. Austin, Published for 
the Institute of Latin American Studies by 
the University of Texas Press [1974, 
c1975] p. cm. ISBN 0-292-77513-X (Latin 
American monographs, no. 35) 
Bibliography: p. [HD1531.P4H35 1975] 
74-10796 10.00 
I. Agricultural laborers—Peru—Political 
activity. 2. Trade-unions—Agricultural 
Jaborers—Peru. 3. Peru—Rural conditions. 
4. Land reform-—Peru. I. Title. II. Series: 
Latin American monographs (Austin, Tex.) 
no. 35. 
Prepared from C.I.P. 


KIMBER, Richard, 
comp. 

Pressure groups in Britain: a reader. Edited 
by Richard Kimber [and] J. J. Richardson. 
London, Dent. Totowa, N.J., Rowman and 
Littlefield [1974] p. cm. ISBN 0-87471- 
524-5 (Rowman and Littlefield university 
library) [JN329.P7K54] 74-1192 11.50 


322.430942 


DA 


i. Pressure groups—Great Britain— 
Addresses, essays, lectures. T. Richardson, 
Jeremy John, joint comp. Il. Title. 
Prepared from C.I.P. Contents omitted. 


CARTER, April. 322.4°4 
Direct action and liberal democracy. New 
York, Harper Torchbooks [1974, c1973] 
169 p. 21 cm. ISBN 0-06-131816-7. 
Bibliography: p. 160-162. [HM278.C353] 
2.95 (pbk.) 

1. Direct action. 2. Passive resistance. 3. 
Democracy. 4. Liberalism. I. Title. 

ee card number for original ed.: 73- 


JACKSON, Larry R. 322.474 
Protest by the poor: the welfare rights 
movement in New York City [by] Larry R. 
Jackson [and] William A. Johnson. 
Lexington, Mass., Lexington Books [1974] 
xxvii, 289 p. illus. 23 cm. ISBN 0-669- 
93062-8 Bibliography: p. 261-272. 
[HV99.N59J25] 74-581 15.00 

I. Weifare Rights Movement—New York 
(City) 2. Public welfare--New York (City) 
i Johason, William Arthur, 1936- joint 
author. IT. Title. 


BACON, Margaret 
Hope. 
I speak for my slave sister: the life of Abby 
Kelley Foster. New York, Crowell [1974] 
p. cm. ISBN 0-690-00515-6 (Women of 
America) Bibliography: p. A biography of 
Abby Kelley Foster, pacifist, abolitionist, 
and campaigner for women’s rights in the 
1840s. “E449.F742B32] 92 74-4042 5.50 
I. Foster, Abigail Kelley, 1810-1887— 
Juvenile literature. 2. Slavery in the United 
States—Anti-slavery movements—Juvenile 
literature. 3. Abolitionists—Juvenile 
literature. I. Title. 
Prepared from C.I.P. 
CHAPMAN, John Jay, 322.4°4’0924 B 
1862-1933. 
William Lloyd Garrison. New York, 
Beekman Publishers, 1974. xii, 289 p. port. 
23 cm. ISBN 0-8464-0027-8 (American 
newspapermen, 1790-1933) Reprint of the 
1921 ed. published by Atlantic Monthly 
Bos Boston. [E449.G25 1974] 74-589 
16.00 
1 Garrison, William Lloyd, 1805-1879. 2. 
Abolitionists. 3. Slavery in the United 
States—Anti-slavery movements. 


CLECAK, Peter. 322.4’°4°0973 
Radical paradoxes;dilemmas of the 
American left: 1945-1970. New York, 
Harper Torchbooks [1974, c1973] x, 358 p. 
21 cm. ISBN 0-06-131837-X. Includes 
bibliogrephical references. [HN90.R3C55 
1974] 3.95 (pbk.) 

1. Radicalism—United States—Addresses, 
essays, iectures. 2. Right and left (Political 
science)—Addresses, essays, lectures. I. 
Title. 

L.C. card number for original ed: 73- 
4072. 


322.4’4'0924 B 


DICK, Robert C. 322.4’4'0973 
Black protest; issues and tactics [by] 
Robert C. Dick. Westport, Conn., 


Greenwood Press [1974] p. cm. ISBN 0- 
8371-6366-8 (Contributions in American 
studies, no. 14) Bibliography: p. 
{E449.D53] 72-794 12.95 

i. Slavery in the United States—Anti- 
Slavery movements. 2. Negroes— 
Colonizetion. 3. Negroes—History—To 
1863. I. Title. 

Prepared from C.I.P. 


SCHROETER, 
Leonard. 
The last exodus. New York, Universe 


323.1°19°24047 


AMERICAN BOOK PUBLISHING RECORD 


Books [1974] 432 p. 22 cm. ISBN 0- 
€7663-204-5 Bibliography: p. 405-420. 
[DS135.R92S37] 73-88461 10.95 

i. Jews in Russia—Political and social 
conditions--1917- 2. Jews in Russia— 
Persecutions. I. Title. 


THOMAS, Tony, 1949- 
comp. 

Black liberation & socialism. [ist ed. New 
York, Pathfinder Press, 1974] 207 p. illus. 
21 cm. ISBN 0-87348-360-X 
[=185.615.T53] 74-75358 10.00 

i.  Negroes—Politics and — suffrage— 
Addresses, essays, lectures. 2. Black 
nationalism-—United States—Addresses, 
essays, lectures. 3. Socialism in the United 
States—Addresses, essays, lectures. I. Title. 
Pbk. 2.95, ISBN 0-87348-359-6. 


SKIDMORE, Thomas E. 323.1°81 
Black into white; race and nationality in 
Brazilian thought [by] Thomas E. 
Sxidmore. New York, Oxford University 
Press, 1974. xvi, 299 p. 22 cm. ISBN 0-19- 
501776-5 Includes bibliographical 
references. [F2659.A1S55] 73-90371 10.00 
1. Brazil—Race question. I. Title. 


323.1°19°6073 


ROBBINS, Caroline. 323.4 
The pursuit of happiness; delivered at 
Gallier Hall, New Orleans, Louisiana on 
Jenuary 30, 1974. Washington, American 
Eaterprise Institute for Public Policy 
Research [1974] 21 p. illus. 25 cm. ISBN 
0-8447-1305-8 (Distinguished lecture series 


on the Bicentennial) Includes 
bibliographical references. [BJ1481.R53] 
72-81708 1.00 (pbk. 


1. Happiness. I. Title. If. Series. 


SAKHAROV, Andrei 323.4°0947 B 
Dmitrievich, 1921- 
Sekharoy speaks [by] Andrei D. Sakharov. 
Edited and with a foreword by Harrison E. 
Salisbury. [1st ed.] New York, A. A. 
Knopf, 1974. vi, 245 p. 22 cm. ISBN 0- 
rhea dea -0 [DK274. $277 1974] 73-21154 
1. Sakharov, Andrei Dmitrievich, 1921- 2. 
Russia—Politics and government—1953- 
—Addresses, essays, lectures. F 
Civilization, Modern—1950- -—Addresses, 
essays, lectures. I. Title. 
FEAENKEL, Osmond 323.4'0973 
Kessler, 1888- 
The rights we have [by] Osmond K. 
Fraenkel. 2d ed., rev. to include the most 
important decisions of the U.S. Supreme 
Ccurt through 1973. New York, Crowell 
[1974] p. cm. ISBN 0-690-70217-5 
Published in 1972 under title: The rights 
za have. [KF4750.F69 1973] 74-5428 
Cc 
1. Civil rights—United States—Popular 
werks. I. Title. 
Prepared from C.I.P. 


ZINN, Howard, 1922- 323.4'0973 
Justice in everyday life: how it really 
works. New York, Morrow [1974] p. cm. 
ISBN 0-688-00284-6 [JC599.USZ56] 74- 
8932 10.00 

1. Civil rights—United States—Addresses, 
essays, lectures. I. Title. 

Prepared from C.I.P. 


RULE, James B., 1943- 323.44 
Prrvate lives and public surveillance; social 
contro! in the computer age [by] James B. 
Ru.e. New York, Schocken Books [1974] 
382 p. 22 cm. ISBN 0-8052-3542-6 
Includes bibliographical references. 
(JC599.G7R84 1974] 73-90685 10.00 

i. Privacy, Right of—Great Britain—Case 
studies. 2. Public records—Great Britain— 
Case studies. 3. Privacy, Right of—United 
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States—Case studies. 4. Credit bureaus— 
United States-——Case studies. I. Title. 


NEVILLE, Robert C. 323.44°01 
The cosmology of freedom [by] Robert C. 
Neville. New Haven, Yale University 
Press, 1974. xi, 385 p. 25 cm. ISBN 0-300- 
01672-7 Includes bibliographical 
references. [HM271.N45] 73-86912 17.50 
1. Liberty. 2. Choice (Psychology) 3. 
Social values. 4. Pluralism (Social sciences) 
L Title. 


THE Palladium of 323.4420942 
conscience; or, The foundation of religious 
liberty displayed, asserted, and established, 
agreeable to its true and genuine principles 
above the reach of all petty tyrants, who 
attempt to lord it over the human mind. 


Containing Furneaux’s Letters to 
Blackstone, Priestley’s Remarks on 
Blackstone, Blackstone’s Reply to 


Priestley, and Blackstone’s Case of the 
Middlesex-election; with some other 
curious tracts, worthy of high rank in 
every gentleman’s literary repository, being 
a necessary companion for every lover of 
religious liberty. And an interesting 
appendix to Blackstone’s Commentaries on 
the laws of England. New York, Da Capo 
Press, 1974. p. cm. ISBN 0-306-71927-X 
(Civil liberties in American history) Each 
part has special t.p. Also published under 
title: An interesting appendix to Sir 
William Blackstone’s Commentaries on the 
laws of England. Reprint of the 1773 ed. 
printed by . Bell, Philadelphia. 
(BR758.P33 1974} 74-10706 12.50 

1. Religious liberty—Great Britain. 2. 
Dissenters, Religious—England. 3. Great 
Britain—Parliament—Elections. I 
Furneaux, Philip, 1726-1783. II. Priestley, 
Joseph, 1733-1804. III. Blackstone, 
William, Sir, 1723-1780. IV. Blackstone, 
William, Sir, 1723-1780. Commentaries on 
the laws of England. V. Title. VI. Series. 
Prepared from C.I.P. 


ICKES, Harold Le Claire, 
1874-1952. 

America’s House of Lords; an inquiry into 

the freedom of the press. Westport, Conn., 

Greenwood Press [1974, cl939] p. cm. 

ISBN 0-8371-7498-8 Reprint of the ed. 

published by Harcourt, Brace, New York. 

[PN4867.13 1974] 74-5784 11.00 

I. Press—United States. 2. American 

newspapers. 3. Liberty of the press— 

United States. I. Title. 

Prepared from C.I.P. 


323.44’5 


CARTER, Joseph. 323.44°5°0973 
Freedom to know; a background book. 
New York, Parents Magazine Press [1974] 
lx, 182 p. 22 cm. ISBN 0-8193-0738-6 
Includes bibliographical references. 
Summary: Examines the issue of 
censorship and freedom of information in 
their legal and social aspects. 
[JC599.U5C357] 74-4433 4.95 

1. Freedom of information—United States. 
2. Freedom of information. J. Title. 

Lib. bdg.4.59 , ISBN 0-8193-0739-4. 


YOUNG, George F. W. 325.2430983 
The Germans in Chile: immigration and 
colonization, 1849-1914 [by] George F. W. 
Young. [1st ed. Staten Island, N.Y.] Center 
for Migration Studies New York [1974] xi, 
234 p. maps. 23 cm. ISBN 0-913256-14-5 
Bibliography: p. 189-229. [JV7478.G3Y68] 
73-92118 5.95 (pbk.) 

I. Chile—Emigration and immigration— 
History. 2. Germany—Emigration and 
immigration—History. 3. Germans in 
Chile-—History. I. Title. 


UZOIGWE, G. N. 325.342096 
Britain and the conquest of Africa; the age 
of Salisbury [by] G. N. Uzoigwe. Ann 
Arbor, University of Michigan Press [1974] 
xii, 403 p. 24 cm. ISBN 0-472-08920-X 
Bibliography: p. 371-391. [DT32.U93 
1974] 73-80577 14.00 

1. Great Britain—Colonies—Atrica. 2. 
Africa—Colonization. 3. Africa—History— 
1884-1960. I. Title. 


KAMMEN, Michael G. 325.3°42'0973 
A rope of sand; the colonial agents, British 
politics, and the American Revolution [by] 
Michael G. Kammen. New York, Vintage 
Books [1974, c1968] xvi, 349 p. 19 cm. 
ISBN 0-394-71996-4 Reprint of the ed. 
published by Cornell University Press, 
Ithaca, N.Y. Bibliography: p. 327-340. 
[E195.K28 1974] 73-13944 1.95 (pbk.) 

i. Colonial agents. 2. United States— 
Politics and government—Colonial period, 
ca. 1600-1775. I. Title. 


MCLELLAN, David S. comp. 327 
The theory and practice of international 
relations [by] David S. McLellan, William 
C. Olson fand] Fred A. Sondermann. 4th 
ed. Englewood Cliffs, N.J., Prertice-Hall 
[1974] xii, 492 p. 24 cm. ISBN 0-13- 
914499-4 Third ed. by F. A. Sondermann, 
W. C. Olson and D. S. McLellan. Includes 
bibliographical references. [JX1595.M16] 
74-1249 8.95 (pbk.). 

I. International __relations—Addresses, 
essays, lectures. I. Olson, William C., joint 
comp. II, Sondermann, Fred A., 1932- 
Joint comp. IIT. Title. 


MILLER, John 
Donald Bruce. 
Survey of Commonwealth affairs; problems 
of expansion and attrition 1953-1969, by J. 
D. B. Miller. London, New York, 
Published for the Royal Institute of 
International Affairs by Oxford University 
Press, 1974. xiv, 550 p. 24 cm. ISBN 0-19- 
214999-7 Bibliography: p. [526]-538. 
[DA16.M56] 74-169322 35.25 
1. Commonwealth of Nations—History. I. 
Royal Institute of International Affairs. IT. 
Title. 


327’.09171'242 


SHILS, Edward Albert, 1911- 327.1 
The torment of secrecy; the background 
and consequences of American security 
policies [by] Edward A. Shils. Carbondale, 
Southern Illinois University Press [1974, 
ci956] p. cm. ISBN  0-8093-0667-0 
(Arcturus books, AB127) Reprint of the 
ed. published by Free Press, New York. 
[E743.5.S48 1974] 74-5217 2.85 (obk.) 

1. Internal security—United States. 2. 
Loyalty-security program, 1947- 3. 
Communism—United States—1917- I. 
Title. 

Prepared from C.I.P. 


RAHUL, Ram. 327.1095 
Politics of central Asia. New York, Barnes 
& Noble Books [1974, c1973] v, 183 p. 23 
cm. ISBN 0-06-495776-4 Apperdixes (p. 
[137]-177) comprise agreements concluded 
by Russia and the People’s Republic of 
China with other central Asian sountries. 
Bibliography: p. [178]-180. [DS786.R28 
1974] 74-175851 9.00 

1. Asia, Central—Politics and government. 
F Asia, Central—Foreign relations. I. 

itle. 


COPELAND, Miles. 327.12 
Without cloak or dagger; the truth about 
the new espionage. New York, Simon and 
Schuster [1974] 351 p. 23 cm. ISBN 0- 
671-21662-7 Includes bibliographical 
references. [UB270.C66] 74-1136 8.95 
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i. Espionage. 2. Intelligence service. 1. 
Title. 


MARCHETTI, Victor. 327°.12°06173 
The CIA and the cult of intelligence [by] 
Victor Marchetti and John D. Marks. 
Introd. by Melvin L. Wulf. [lst ed.] New 
York, Knopf, 1974. xxvi, 398, xxi p. 22 
cm. ISBN 0-394-48239-5 [JK468.16M37 
1974] 74-4995 8.95 

I. United States. Central Intelligence 
Agency. I. Marks, John D., joint author. 
II. Title. 


PEACE projects of the 327.172 
eighteenth century. Comprising A shorter 
project for perpetual peace [by] Charles 
<Castel> de Saint-Pierre; A project of 
perpetual peace [by] Jean-Jacques 
Rousseau; [and] Plan for an universal and 
perpetual peace [by] Jeremy Bentham. 
With a new introd. for the Garland ed. by 
M. C. Jacob. New York, Garland Pub., 
1974. 13, 61, xxv, 141, iii, 44 p. 22 cm. 
ISBN 0-8240-0215-6 (The Garland library 
of war and peace) Reprint of the 1927 ed. 
of Saint-Pierre’s Selections from the 
second edition of the Abrege du projet de 
paix perpetuelle, published by Sweet and 
Maxwell, London, which was issued as no. 
5 of Grotius Society publications; of the 
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Caldwell, Idaho, Caxton Printers, 1974. p. 
cm. ISBN  0-87004-244-0 Includes 
bibliographical references. [HG4910.N417] 

73-83115 2.95 (pbk.) 

1. Securities—United States. 2. Stock- 
exchange—United States. 3. Speculation. I. 
Title. 

Prepared from C.I.P. 


FOSTER, Earl M. 332.6°322 
Common stock investment [by] Earl M. 
Foster. Lexington, Mass., Lexington Books 
[1974] xviii, 178 p. illus. 23 cm. ISBN 0- 
669-91801-6 Includes bibliographical 
references. [HG4521.F619] 73-22863 15.00 
L P vestments. 2. Speculation. 3. Stocks. L. 
ïtle. 


GREENE, Harry J., 1905- 332.6°324 
How to make high profits in apartment 
investments [by] Harry Greene. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] 214 p. illus. 29 cm. ISBN 0-13- 
418657-5 [HD1391.G73] 73-19863 22.95 

1. Real estate investment. 2. Apartment 
houses. I. Title. 


MACKENZIE, Charles 
Augustus, 1910- 
Picking the right mutual fund, by Charles 
4. MacKenzie. Philadelphia, Dorrance 
-1974] 111 p. 22 cm. ISBN 0-8059-1974-0 
*HG4930.M3] 73-91538 5.95 

1. Investment trusts—United States. I. 
Title. 


332.6°32°0973 


332.6°327°0973 


XLEIN, Frederick C. 332.6°42°0973 
News and the market [by] Frederick C. 
XIcin and John A. Prestbo. Chicago, H. 
Regnery Co. [1974] xv, 228 p. illus. 24 cm. 
ISBN 0-8092-9029-4 Bibliography: p. 221- 
223. [HG4551.K576] 73-20313 10.00 

4, Stock-exchange and current events. I. 
re John A., 1941- joint author. IE 
title. 


332.6°44 
The professional commodity trader (look 
ever my shoulder) New York, Harper & 
Row [1974] p. cm. ISBN 0-06-012468-7 
[HG6046.K82]} 74-1827 10.00 

>- Commodity exchanges—United States. 
2. Speculation. [. Title. 

Frepared from C.I.P. 


TEWELES, Richard Jack, 332.6°44 
1924- 
the commodity futures game: who wins? 


Who loses? Why? [By] Richard J. Teweles, 
Charles V. Harlow [and] Herbert L. Stone. 
Mew York, McGraw-Hill [1974] p. cm. 


SEPTEMBER 30,1974 


ISBN 0-07-063726-1 Edition for 
published under title: The commodity 
futures trading guide. Bibliography: p. 
[HG6046.T45 1974] 74-8223 14.95 

1. Commodity exchanges. 2. Speculation. I. 
Harlow, Charles Vendale, joint author. IT. 
Stone, Herbert L., 1929- joint author. JII. 
Title. 

Prepared from C.I.P. 


NEY, Richard. 332.6°45°0973 
The Wall Street gang. Foreword by Lee 
Metcalf. New York, Praeger [1974] xvii, 
284 p. illus. 25 cm. ISBN 0-275-33390-5 
Includes bibliographical references, 
[HG4910.N46] 73-13050 8.95 

1. Speculation—United States. 2. Brokers— 
United States. 3. Stock-exchange—United 

. States. I. Title. 


1969 


CARTER, E. Eugene. 332.67 
Portfolio aspects of corporate capital 
budgeting; methods of analysis, survey of 
applications, and an interactive model [by] 
E. Eugene Carter. Lexington, Mass., 
Lexington Books [1974] p. cm. ISBN 0- 
669-93161-6 [HG4028.C4C38] 74-4514 
14.50 

1. Capital investments. 2. Capital budget. 
3. Capital — investments—Mathematical 
models, I. Title. 

Prepared from C.LP. 


SUTTON, Antony C. 332.6°7373'047 
Wall Street and the Bolshevik Revolution 
[by] Antony C. Sutton. New Rochelle, 
-Y., Arlington House [1974] p. cm. 
ISBN 0- 87000-276- 7 Bibliography: p. 
[HF1456.5.R9S88] 74-10868 8.95 
1. United States—Foreign economic 
relations—Russia. 2. Russia—Foreign 


economic relations—United States. 3. 
Investments, American—Russia. 4. 
Russia—History—Revolution, 1917-1921. 
I. Title. 


Prepared from C.I.P. 


SMYTH, David. 332.678 
The speculator’s handbook [by] David 
Smyth and Lawrence F. Stuntz. Chicago, 
Regnery [1974] p. cm. ISBN 0-8092- 
9005-7 [HG6015.S56] 74-6911 9.95 

1. Speculation—Handbooks, manuals, ete. 
2. Investments—Handbooks, manuals, etc. 
I. Stuntz, Lawrence F., joint author. I. 
Title. 

Prepared from C.I.P. 


SCHNEIDER, Gerhard W. 332.7°42 
Export-import financing; a practical guide 
[by] Gerhard W. Schneider. New York, 
Ronald Press Co. [1974] ix, 452 p. illus. 24 
cm. [HG3754.U5835] 74-75651 17.50 

1. Export credit—United States. 2. 
Negotiable instruments—United States. 3. 
Foreign trade promotion—United States. I. 
Title. f 


ROSEN, Lawrence R. 332.872 
Dow Jones-Irwin guide to interest; what 
you should know about the time value of 
money [by] Lawrence R. Rosen. 
Homewood, Ill., Dow Jones-Irwin, 1974. x, 
183 p. illus. 24 cm. ISBN 0-87094-067-8 
[HG1628.R77] 73-89120 7.95 - 

i. Interest and usury. 2. Interest and 
usury—Tables, etc. I. Dow Jones-Irwin. IT. 
Title. 


SENIOR, Clarence 
Olison, 1903- 
Land reform and democracy [by] Clarence 
Senior. Westport, Conn., Greenwood Press 
(1974, c1958] xiii, 269 p. illus. 22 cm. 
ISBN 0-8371-7563-1 Reprint of the ed. 
published by University of Florida Press, 
Gainesville. Bibliography: p. 
[HD325.842 1974] 74-8261 12.75 | 


333.3°0972 


253-266. 


1. Land tenure—Mexico. 2. Mexico—Rural 
conditions. I. Title. 


BOND, Robert J., 1934- 333.3°3 
California real estate practice [by] Robert 
J. Bond. Technical editor: Arthur 
Bowman. Pacific Palisades, Calif., 
Goodyear Pub. Co. [1974] x, 389 p. illus. 
29 cm. ISBN 0-87620-148-6 Includes 
bibliographical references. 
73-86436 12.95 

1. Real estate business. 2. Real estate 
business—California. I. Title. 


KING, Alvin 333.3°32°097468 
Thomas. . 
Property taxes, amenities, and residential 
land values [by] A. Thomas King. 
Cambridge, Mass., Ballinger Pub. Co. 


[1974, c1973] xiv, 109 p. maps. 24 cm. 
ISBN 0-88410-403-6 Bibliography: p. 103- 
105. [HID268.N38K5] 73-16146 12.50 

1. Real property—Valuation—New Haven 
metropolitan area. I. Title. 


BIDWELL, Percy Wells, 1888- © 333.7 
Raw materials; a study of American policy, 
by Percy W. Bidwell. Westport, Conn., 
Greenwood Press [1974, c1958] p. ISBN 
0-8371-7616-6 Reprint of the ed. published 
for the Council on Foreign Relations by 
Harper, New York. Bibliography: p. 
(HF 1032. B53 1974] 74-9649 17.25 

l. Raw materials—United States. 2. Mines 
and mineral resources—United States. I. 
Council on Foreign Relations. H. Title. 
Prepared from C.I.P. 


CLARK, Wilson. 333.7 
Energy for survival; the alternative to 
extinctian. With the research assistance of 
David L. Howell and illus. by James K. 
Page, Jz. [lst ed] Garden City, N.Y., 
Anchor Press, 1974. p. cm. ISBN 0-385- 
03501-2 Includes bibliographical 
references. [TJ153.C53] 72-89297 12.50 

1. Power resources. I. Title. , 

Prepared from C.I.P. 


ELLIOT, lain F. 333.7 
The Soviet energy balance: natural gas, 
other fossil fuels, and alternative , power 
sources [by] lain F. Elliot. New York, 


„Praeger [1974] p. cm. ISBN 0-275-08930- 


4 (Praeger special studies in international 
economics and development) 
[HD9502. R82E45] 73-187398 18.50 

1. Power resources—Russia. I. Title. 
Prepared from C.I.P. 


THE Energy crisis. 333.7 
Paul W. McCracken, moderator. [Panel 
discussion by] Clifford P. Hansen [and 
others. Washington, American Enterprise 
Institute for Public Policy Research, 1974} 
110 p. 21 cm. ISBN 0-8447-2047-X ”An 
AEI Round Table held on 25, 26, and 27 


September 1973 at the American 
Enterprise Institute for Public Policy 
Research, Washington, D.C.” 


[HD9502.U52E48] 74-78404 2.00 (pbk.) 

J. Energy policy—United States— 
Congresses. I. McCracken, Paul Winston, 
1915- T. Hansen, Clifford P. III. American 


Enterprise Institute for „Public Policy 
Research. 

FREEMAN, S. David. 333.7 
Energy: the new era S. David 


Freeman. New York, Walker [1974] 386 p. 
24 cm. ISBN 0-8027-0460-3 Includes 
bibliog-aphical references. [TJ163.3.F72 
1974b] 74-77980 14.50 

1. Energy conservation. 2. Energy policy. 
1. Title. 


SOBEL, Lester A., comp 333.7 
Energy crisis, 1969-1973, "edited by Lester 


[HD1375.B67] - 


. national 


300 SOCIAL SCIENCE 


A. Sobel. Contributing editors: Joseph 
Fickes [and others]. New York, Facts on 
File [1974- v. 24 cm. ISBN 0-87196- 
278-0 (A Facts on File publication) 
”Material ... taken largely from the printed 
record compiled by Facts on File in its 
weekly coverage of world events.” 
[HD9502.U52S6] 74-75154 7.95 

1. Power resources—United States. 2. 
Energy _policy—United States. J. 
Petroleum industry and trade—United 
States. I. Facts on File, inc., New York. II. 
Title. 


WOLOZIN, Harold, 1920- 
comp. 

Energy and the environment: selected 

readings. Edited and introduced by Harold 


333.7 


Wolozin. [Morristown, N.J., General 
Learning Corp., .1974] x, 133 p. 23 cm. 
Includes bibliographical references. 


[HD9502.A2W64] 74-78018 3.10 (pbk.). 

i. Power resources—Addresses, essays, 
lectures. 2. Energy policy—Addresses, 
essays, lectures. 3. Environmental policy— 
Addresses, essays, lectures. I. Title. 


WORKSHOP on Modeling 333.70184 
and Simulation for Energy Policy 
Evaluation, San Diego, 1973. 

Energy policy evaluation; modeling and 

simulation approaches. Edited by Dilip R. 

Limaye. Lexington, Mass., Lexington 

Books [1974] p. cm. ISBN 0-669-94599-4 

Papers of the workshop held at the 44th 

meeting of the Operations 

Research Society of America; also includes 

three additional articles not presented at 


the workshop. Includes bibliographical 
references. [HD9502.U52W67 1973] 74- 
8621 14.00 


1. Energy  policy—United  States— 
Congresses. 2. Energy policy—United 
States—Mathematical models. 3. Energy 
policy—Simulation methods. I. Limaye, 
Dilip R, ed. II. Operations Research 
Society of America. III. Title. 

Prepared from C.I.P. 


JONES, Rees L. 333.7°7°0973 s 
Golf course developments, by Rees L. 
Jones [and] Guy L. Rando. [Washington] 
ULI [1974] 105 p. illus. 28 cm. (Urban 
Land Institute. Technical bulletin 70) 
[NA9000.U67 no. 70] [GV975] 711.558 
73-86554 17.50 (pbk.) 

1. Golf-links. I. Rando, 
author. IT. Title. HI. Series. 


Guy L., joint 


INTERNATIONAL Workshop on 333.8 
Environmental Problems of the 
Extractive Industries, Wright State 


University, 1973. 

Extraction of minerals and energy: today’s 
dilemmas; [papers. Edited by] Raul A. 
Deju. Ann Arbor, Mich, Ann Arbor 
Science Publishers [1974] x, 301 p. illus. 
24 cm. ISBN 0-250-40056-1 Sponsored by 
the Geological Society of America and the 
Society of Mining Engineers of AIME. 
Includes bibliographical references. 
[TD195.M5157 1973] 73-93953 18.95 

I. Mineral — industries—Environmental 
aspects—Congresses. I. Deju, Raul A., ed. 
iI, Geological Society of America. LIT. 
Society of Mining Engineers of AIME. IV. 
Title. 


COHEN, Alan S., 333.8°2’0973 
1944- 

Residential fuel policy and the 

environment, by Alan S. Cohen, Gideon 

Fishelson [and] John L. Gardner. ` 

Cambridge, Mass., Ballinger Pub. Co. 


[1974] p. ISBN 0-88410-324-2 Includes 
bibliographies. [HD9502.US2C64] 74-7213 
10.50 

i. nergy policy—United States. 2. 
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Dwellings—Heating and — ventilation— 
Environmental aspects—United States. 3. 
Fuel—Prices—United States. I. Fishelson, 
Gideon, joint author. I. Gardner, John L., 
joint author. III. Title. 

Prepared from C.I.P. 


CONFERENCE on 333.9'1 
Urbanisation and Environment, Lyngby, 
Denmark, 1972. 

The management of water quality and the 

environment; proceedings of a conference 

held by the International Economic 

Association at Lyngby, Denmark. Edited 

by J. C. Rothenberg and Ian G. Heggie. 

New York, Wiley [1974] p. cm. ISBN 0- 

470-73960-6 "A Halsted Press book.” 

[HC79.P55C65 1972] 74-7584 26.75 

1. Water—Pollution—Economic aspects— 

Congresses. 2. Pollution—Economic 

aspects—Congresses. I Rothenberg, 

Jerome, 1924- ed. II, Heggie, Ilan Graeme, 


ed. HI. International Economic 
Association. IV. Title. 

Prepared from C.I.P. 

JAMES, L. Douglas. 333.971 


Man & water; the social sciences in 
management of water resources. L. 
Douglas James, editor. [Lexington] 


University Press of Kentucky [1974] 258 p. 
24 cm. ISBN  0-8131-1292-3 "A 
publication of the Center for 
Developmental Change and the Kentucky 
Water Resources Institute, University of 
Kentucky.” Includes bibliographical 
references. [HD1691.J27] 73-77253 10.50 
1. Water resources development. 2. Social 
science research. I. Title. 


SUTTON, Ann. 333.9°5 
Wilderness areas of North America, by 
Ann and Myron Sutton. Photos. by the 
authors. Maps by Don Pitcher. New York, 
Funk & Wagnalls [1974] p. cm. ISBN 0- 
Pe L01243 [QH76.S9 1974] 74-8860 
1. Wilderness areas—North America. I. 
Sutton, Myron, joint author. II. Title. 
Prepared from C.I.P. 


REGIONAL Seminar on the 334.1 
Development of Co-operative Housing in 
South-East Asia, Kuala Lampur and 
Penang, 1970. 

Readings in co-operative housing; [papers 

and seminar report] Bombay, Allied 

Publishers [1973, i.e.1974] vi, 161 p. 23 

em. Running title: Co-operative housing. 

At head of title: International Co-operative 

Alliance. Regional Office and Education 

Centre for South-East Asia, New Delhi. 

"Held jointly by the International Co- 

operative Alliance, Regional Office and 

Education Centre and the Co-operative 

Union of Malaysia ...” [HD7287.7.A3R45 

1970] 73-907260 

I. Housing, Cooperative—Congresses. 2. 

Housing, Cooperative—Asia, 

Southeastern—Congresses. I. International 

Co-operative Alliance. Regional Office and 

Education Centre for South-East Asia. H. 

Cooperative Union of Malaysia. I. Title. 

IV. Title: Co-operative housing. 

Distributed by International Publications 

Service; 7.50. 


THE American radical 335’.00973 
press, 1880-1960. Edited with an introd. 
by Joseph R. Conlin. Westport, Conn., 
Greenwood Press [1974] 2 v. (xiv, 720 p.) 
21 cm. ISBN 0-8371-6625-X Essays on 
various periodicals, many having been 
written as introductions for Greenwood 
Press’ Radical reprint series. Includes 
bibliographical references. 72-9825 29.95 
Socialism-—-Periodicals—History. 2. 
Communism—Periodicals—History. 3. 


RA 


Radicalism—Pertodicals—History. 4. Labor 
and laboring classes-—-Linited States— 


Periodicals—History. I. Conlin, Joseph 

Robert, ed. 

MU, Fu-sheng, 335.43°4°0951 
pseud. 


The wilting of the hundred flowers; the 
Chinese intelligentsia under Mao. 
Westport, Conn., Greenwood Press [1974, 
c1962] xii, 324 p. 22 cm. ISBN 0-8371- 
7303-5 Reprint of the ed. published by 
Praeger, New York, which was issued as 
no. 122 of Praeger publications in Russian 
history and world communism. 
Bibliography: p. 313-314. [HX387.M8 
1974] 73-19115 14.25 

J. Communism—China. I. Title. 


WHYTE, Martin King. 335.43°4°0951 
Small groups and political rituals in China. 
Berkeley, University of California Press 
[1974] viii, 271 p. 25 cm. ISBN 0-520- 
02499-0 (Michigan studies on China) 
Includes bibliographical references. 
[HX388.5.W47] 73-80822 12.50 

1. Communism—China. 2. Communist self- 
criticism. 3. China—Politics and 
government—1949- 4. Smal! groups—Case 
studies. I. Title. IH. Series. 


DUMONT, Rene, 
1904- 

Is Cuba socialist? Translated by Stanley 
Hochman. New York, Viking Press [1974] 
159 p. 22 cm. ISBN 0-670-40192-7 
Translation of Cuba, est-il socialiste? 
Includes bibliographical references. 
[HX158.5.D8213 1974] 70-164991 8.95 


335.43°4°097291 


L Communism—Cuba. 2. Cuba— 
Economic conditions—1959- 3. Cuba— 
Economic policy. I. Title. 

APSLER, Alfred. 335.9 


Communes through the ages; the search 
for Utopia. New York, J. Messner [1974] 
p. cm. ISBN 0-671-32677-5 Bibliography: 
p. Discusses experiments in communal life 
from early man to the present, exploring 
the philosophies and degrees of success of 
religious, pioneering, socialist, utopian, and 
contemporary communes. [HX626.A78] 
74-7587 5.95 

1. Collective _ settlements—History— 
Juvenile literature. I. Title. 

Prepared from C.J.P. Library binding 5.29, 
ISBN 0-671-32678-3. 


DOLGOFF, Sam, 1902- 335°.9°46 
comp. 
The anarchist collectives; workers’ self- 


management in the Spanish Revolution, 
1936-1939. Introductory essay by Murray 
Bookchin. [lst ed. New York] Free Life 
Editions [1974] xxxix, 192 p. illus. 22 cm. 


. ISBN 0-914156-03-9 Bibliography: p. 177- 


181. [HX925.D64] 73-88239 10.00 
i. Anarchism and anarchists—Spain—— 
Addresses, essays, lectures. 2. Employees’ 
representation in management—Spain— 
Addresses, essays, lectures. 3. 
Syndicalism—Spain—Addresses, essays, 
lectures. 4. Spain—History—Civil War, 
1936-1939—Addresses, essays, lectures. I. 
Title. 
Pbk. 3.45; ISBN: 0-914156-02-0. 
LEWARNE, Charles 
Pierce, 1930- 
Utopias on Puget Sound, 1885-1915. 
Seattle, University of Washington Press 
[1974] p. cm. ISBN 0-295-95343-8 
Pibliography: p. [HX655.W2L48] 74-13862 
12.50 


335.97977 


1. Collective settlements— Washington 
(State)—History. I. Title. 
Prepared from C.I.P. 


AMERICAN BOOK PUBLISHING RECORD 


CHOICES in 1974 tax 336.2'00973 
revision; proceedings of Tax Foundation’s 
25th national conference. New York, Tax 
Foundation [1974] 46 p 28 cm. 
Proceedings of a conference held Dec. 5, 
1973 in New York. [HJ2381.C5] 74- 
172726 4.00 

1. Taxation—United States—Congresses. I. 
Tax Foundation, New York. 


CHOWN, John F., 1929- 336.2°71 
VAT explained: the business man’s and 
manager’s guide to value added tax [by] 
John Chown. 2nd ed. London, Kogan Page 
(Associates) Ltd., 1973. 222 p. 23 cm. 
ISBN 0-85038-045-6 Includes text of the 
Finance act 1972. Includes index. 
(HJ5715.G7C56 1973] 73-166633 

1. Value-added tax—-Great Britain. I. Great 
Britain. Laws, statutes etc. Finance act 
1972. 1973. II. Title. 

Distributed by International Publications 
Service, 9.00. 


NEWCOMB, Simon, 1835-1909. 336.73 
A critical examination of our financial 
policy during the Southern Rebellion. With 
an introd. for the Garland ed. by Michael 
Hudson. New York, Garland Pub., 1974. 
p. cm. ISBN 0-8240-1016-7 (The 
Neglected American economists) Reprint 
of the 1865 ed. published by Appleton, 
New York. [HJ251.N48 1974] 74-10811 

1. Finance, Public—-United States--1861- 
1875. 2. Money—United States—History. 
3. Greenbacks. I. Title. 

Prepared from C.I.P. Available only as a 
set in 28 vols; 700.00. 


GREENE, Kenneth V. 336.753 
Fiscal interactions in a metropolitan area 
[by] Kenneth V. Greene, William B. 
Neenan [and] Claudia D. Scott. Lexington, 
Mass., Lexington Books [1974] xvii, 263 p. 
illus. 23 cm. ISBN 0-669-91454-1 Includes 


bibliographical references. [HJ9215.G73] 
74-300 10.00 

1. Finance, Public— Washington 
metropolitan area. 2. Taxation— 
Washington metropolitan area. 3. 
Washington metropolitan area— 
Appropriations and expenditures., I. 


Neenan, William B., 1929- joint author. IT. 
Scott, Claudia Devita, joint author. III. 
Title. 


*CONTRACTING Parties to 337.91 
General Agreement on Tariffs and Trade. 

International trade. 

The 1972 edition is available from Unipub, 


N.Y., for 9.00. L.C. card no: 53-3795. 
HADAR, Josef. 338.001 
Elementary theory of microeconomic 


behavior. 2d ed. Reading, Mass., Addison- 
Wesley Pub. Co. [1974] x, 373 p. illus. 25 
cm. ISBN 0-201-02672-4 (Addison-Wesley 


series in management science and 
economics) [HB171.5.H13 1974] 70- 
171435 11.95 

1. Microeconomics. I. Title. 
PRODUCTION theory: 338.001 


an international seminar held at Karlsruhe 
University, May-June 1973. Edited by W. 
Eichhorn [and others] Berlin, New York, 
Springer-Verlag [1974] p. cm. ISBN 0- 
387-06848-1 (Lecture notes in economics 
and mathematical systems, 99) 
[HB241.P76] 74-13610 13.20 

1. Production (Economic  theory)— 
Congresses. 2. Production functions 
(Economic theory)—Congresses. i 
Eichhorn, Wolfgang, ed. II. Universitat 
Fridericiana Karlsruhe. II. Title. IV. 
Series. V. Mathematical economics 
Prepared from C.I.P. 


SEPTEMBER 30,1974 


COLLISON, Koder M. 338’.0025°73 
The developers’ dictionary and handbook 
[by] Koder M.- Collison. Lexington, Mass., 
Lexington Books [1974] p. cm. ISBN 0- 


669-92882-8 [HD1393.5.C64] 73-21866 
12.00 - 

i. Industrial  sites—United States— 
Dictionaries. 2. Industrial promotion— 


United States—Dictionaries. I. Title. 
Prepared from C.I.P. 


THOMAS, Clive 338’.09172°4 
Yolande. 
Dependence and transformation: the 


economics of the transition to socialism, by 
Clive Y. Thomas. New York, Monthly 
Review Press [1974] p. cm. ISBN 0- 
85345-317-9 Bibliography: p. [HD82.T493] 
73-90081 10.95 

I. Economic development. 2. Marxian 
economics. 3. Underdeveloped areas— 
Economic policy. I. Title. 

Prepared from C.I.P. 


BELL, Trevor. 338’.0968 
Industrial decentralisation in South Africa. 
Cape Town, Oxford University Press, 
1973. xii, 304 p. map. 22 cm. ISBN 0-19- 
570000-7 Bibliography: p. 285-296. 
[HC517.S73D53] 73-164994 

1. Africa, South—Industries. 2. Industries, 
Location of—Africa, South. I. Title. 
Distributed by Oxford University Press, 
New York; 16.00 


THE Great industries of 338’.0973 
the United States {by] Horace Greeley et 
al. With an introd. for the Garland ed. by 
Michael Hudson. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1007-8 
(The neglected American economists) 
[HC103.G78 1974] 74-10858 

1. United States—Industries—History. I. 
Greeley, Horace, 1811-1872. II. Title. MI. 
Series. 

Prepared from C.I.P. Available only as a 
set in 28 vols; 700.00. 


MORRISEY, Thomas J., 
comp. 
Selected readings on American industry. 
Edited by T. J. Morrisey. New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
8422-5199-5 [HC106.6.M648] 74-12244 
» 11.00 
1. United States—Industries—Addresses, 
essays, lectures. 2. Industry—Social 
aspects—United States—Addresses, essays, 
lectures. 3. Technological innovations— 
United States—Addresses, essays, lectures. 
4. Business enterprises—United States— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. Pbk., 6.25 ISBN 0- 
8422-0440-7. 


338’.0973 


*FOOD and Agriculture 338.1705, 
Organization of the United Nations. 
Production yearbook. Annuaire de la 
production. 
Vol. 26, for 1972 is available from Unipub, 
N.Y., for 17.00. L.C. card no.: 59-3599, 
TENNESSEE. Bureau of 338.1°09768 
Agriculture. 
First and second reports of the Bureau of 
Agriculture for the State of Tennessee. 
Introduction to the resources of Tennessee, 
bye J. B. Killebrew, assisted by J. M. 
Safford, to whom local assistance was 
rendered by C. W. Charlton [and] H. L. 
Bentley. Spartanburg, S.C., Reprint Co., 
1974. viii, 1193, xi p. maps. 22 cm. ISBN 
Q-87152-160-1 Reprint of the 1874 ed. 
published by Tavel, Eastman & Howell, 
Nashville. [S115.B87 1974] 74-666 36.00 
1. Agriculture—Tennessee. 2. Tennessee-— 
Economic conditions. I. Killebrew, Joseph 


Buckner, 1831-1906. If. Title. HI. Title: 
Introduction to the resources of Tennessee. 


BLAISDELL, Donald 
Christy, 1899- 

Government and agriculture; the growth of 
Federal farm aid, by Donald C. Blaisdell. 
New York, Da Capo Press, 1974 [c1940} 
xiii, 217 p. 22 cm. ISBN 0-306-70488-9 
(Franklin D. Roosevelt and the era of the 
New Deal) Reprint of the ed. published by 
Farrar and Rinehart, New York, in series: 
American government in action series. 
Bibliography: p. 203-207. [HD1761.B56 
1974] 72-2365 12.50 

1. United States. Agricultural Adjustment 
Administration. 2. Agriculture—Economic 
aspects—United States. 3. Agriculture and 
state—United States. I. Title. If. Series. IH. 
Series: American government in action 
series. 


338.1°873 


CHRISTENSON, Reo 328.1873 
Millard, 1918- 
The Brannan plan; farm politics and policy, 
by Reo M. Christenson. Westport, Conn., 
Greenwood Press [1974, c1959] 2C7 p. 22 
cm. ISBN 0-8371-7650-6 Reprint of the 
ed. published by the University of 
Michigan Press, Ann Arbor. includes 
bibliographical references. [HD1761.C5 
1974] 74-10728 10.50 
1. Agriculture and state—United States. I. 
Title. 
RICKARD, Thomas Arthur, 338.2°09 
1864- 
Man and metals. New York, Arno Press, 
1974 [c1932] 1068 p. illus. 23 cm. ISBN 0- 
405-05919-1 (Gold: historical and 
economic aspects) Reprint of the lst ed. 
published by Whittlesey House, New York. 
Includes bibliographical references. 
[TN15.R5 1974] 74-358 56.00 
1. Mining — engineering—History. 2. 
Civilization—History. I. Title. II. Series. 


STOWELL, 
Christopher E. 
Oil and gas development in the U.S.S.R., 
by Christopher E. Stowell. [Tulsa, Okla., 
Book Dept., Petroleum Pub. Co., 1974] 
viii, 48 p. illus. 28 cm. ISBN 0-87814-054- 
9 Includes bibliographical references. 
[HD9575.R82875] 74-77998 15.00 
1. Petroleum industry and trade—Russia. 
2. Gas, Natural. I. Title. 


SHWADRAN, 
Benjamin. 
The Middle East, oil, and the great 
powers. [3d ed., rev. and enl.] New York, 
Wiley [1974, c1973] xviii, 630 p. maps. 24 
cm. ISBN 0-470-79000-8 (Shiloah Center 
for Middle Eastern and African Studies. 
The monograph series) ”A Halsted Press 
book.” Bibliography: p. [551]-604. 

[HD9576.N36S54 1974] 73-10181 20.00 

i. Petroleum industry and trade—Near 
East. I. Title. II. Series: Mekhon Shiloah 
le-heker ha-Mizrah ha-tikhon ve-Afrikah. 
The monograph series. 


338.2°7°280947 


338.2’7°2820956 


LETCHER, Owen. 338.2’7°4109682 
The gold mines of Southern Africa. New 
York, Arno Press, 1974. xiii, 580 p. illus. 
24 cm. ISBN 0-405-05915-9 (Gold: 
historical and economic aspects) Reprint of 
the 1936 ed. published by the author, 
Johannesburg, in conjunction with 
Waterlow, London. Bibliography: p. 533- 
544. [TN427.S6L36 1974] 74-353 33.00 

l. Gold mines and mining—Africa, 
South—History. 2. Witwatersrand— 
History. 3. Johannesburg—History. I. Title. 
IT. Series. 
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NESBITT, Lewis 
Mariano, 1891-1935. 
Gold fever. New York, Arno Press, 1974 
[c1936] xix, 214 p. port. 23 cm. ISBN 0- 
405-05916-7 (Gold: historical and 
economic aspects) Reprint of the Ist 
American ed. published by Harcourt, 
Brace, New York. [TN427.S6N4 1974] 74- 
355 13.00 
I. Gold mines and mining—Africa, 
South—Witwatersrand. 2. Witwatersrand— 
Industries. T. Title. II. Series. 


GULLAND, J. A. 338.3°72°7 
The management of marine fisheries, by J. 
A. Gulland. Seattle, University of 
Washington Press [1974, cl973] p. cm. 
ISBN 0-295-95335-7 Bibliography: p. 
[SH328.G84 1974] 74-2473 16.50 

1. Fishery management. I. Title. 

Prepared from C.I.P. 


*YEARBOOK of fishery 338.3727 
statistics. Annuaire statistique des peches. 
Rome, Food and Agriculture Organization 
of the United Nations. 

Vol. 34: Catches and landings, and vol. 
35: Fishery commodities are available 
from Unipub, N.Y. for 7.00 (per vol. pbk.). 
L.C. card no.: 49-27366 


BENSON, Charles Scott. 338.43 
Implementing the learning society; [new 
strategies for financing social objectives, 
by] Charles S. Benson [and] Harold L. 
Hodgkinson. With the assistance of Jessica 
S. Pers. San Francisco, Jossey-Bass 
Publishers, 1974. xvii, 147 p. 24 cm. ISBN 
0-87589-220-5 (The Jossey-Bass series in 
higher education) Bibliography: p. 133-142. 
[LC66.B45] 73-21072 8.75 

i. Education, Higher—Economic aspects— 
United States. 2. Educational 
equalization—United States. L 
Hodgkinson, Harold L., joint author. II. 
Pers, Jessica S., joint author. TII. Title. 


GORDON, Myron J. 338.4°3 
The cost of capital to a public utility [by] 
Myron J. Gordon. East Lansing, Division 
of Research, Graduate School of Busiress 
Administration, Michigan State University, 
1974. xix, 223 p. 24 cm. ISBN 0-87744- 
122-7 (MSU public utilities studies) 
Bibliography: p. 221-223. [HD2763.G63] 
73-620076 9.00 


338.2°7°4 109682 


1. Public utilitles—Finance. 2. Capital 
investments. I, Title. II. Series. 
PLACERE, Morris N. 338.43 


How you can get better medical care for 
less money [by] Morris N. Placere and 
Charles S. Marwick. New York, Barnes & 
Noble [1974, c1973] 192 p. 21 cm. ISBN 
0-06-463396-9 Bibliography: p. 175-179. 
[RA410.53.P55 1973] 1.95 (pbk.) 

1. Medical care, Cost of—United States. 2. 
Medical care—United States. 3. Insurance, 
Health—United States. I. Marwick, Charles 
S. joint author. IT. Title. 

L.C. card number for original edition: 70- 
188476 


*METAL bulletin 338.4°5669 
handbook. London, Metal Bulletin Ltd. 
The 6th ed., 1973 is available from 
International Publications Service for 
22.50. L.C. card no.: 70-2106.. 


PAULSON, Morton C. 338.4’7°33333 

The great land hustle [by] Morton C. 

Paulson. Chicago, Regnery [1974, cl972] . 
p. ISBN 0-8092-8326-3 [HD255.P38 1974] 

74-12186 3.95 (pbk.). 

1. Real estate business—United States. 2. 

Real estate investment—United States. 3. 

Fraud—wnited States. I. Title. 

Prepared from C.I.P. 
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KING, Alexander. 338.4’°7'50942 
Science and policy; the international 
stimulus. (London, New York] Oxford 
University Press, 1974. xii, 113 p. 22 cm. 
ISBN = 0-19-858310-9 (Science and 
engineering policy series) Bibliography: p. 
107-110. [Q127.G4K56] 74-171247 7.25 

1. Science and state—Great Britain. I. 
Title. 

SUTTMEIER; Richard 338.4°7°50951 
Earth and revolution; science policy 
and societal change in China, by Richard 
P. Suttmeier. Lexington, Mass., Lexington 
Books [1974] p. cm. ISBN 0-669-94565-X 
Bibliography: p. [Q127.C5S86] 74-8108 
15.00 


1. Science and state—China. 2. Science— 
Soctal aspects—China. I. Title. 
Prepared from C.I.P. 


STRASSER, Gabor, 
comp. 
Science and technology policies, yesterday, 
today, and tomorrow. Edited by Gabor 
Strasser [and] Eugene M. Simons. With 
introductory remarks by Patrick E, 
Haggerty [and others] Cambridge, Mass., 
Ballinger Pub. Co. [1974, c1973] xxvi, 286 
p. illus. 24 cm. ISBN 0-88410-013-8 
Includes bibliographical references. 
(Q127.U6S78] 73-17229 12.50 
i. Science and state—United States. 2. 
Technology and state—United States. 3. 
Scitence—Social aspects—United States. 4. 
Technology—Social aspects—United 
States. I. Simons, Eugene M., joint comp. 
IT, Title. 


SEIDEL, Robert Neal. 338.475098 
Toward an Andean common market for 
science and technology; public policy for 
science, technology, and industrialization 
in the Andean Group, by Robert N. Seidel. 
Ithaca, N.Y., Program on Policies for 
Science and Technology in Developing 
Nations, Cornell University, 1974. xiv, 164 
p. 28 cm. Includes bibliographical 
references. [Q127.A4844] 74-175077 4.00 
1. Andean Group—Industries. 2. Science 
and state—Andean Group. 3. Technology 
and state-—-Andean Group. I. Title. 


ARVIO, Raymond 
Paavo. 

The cost of dying. [lst ed.] New York, 

Harper & Row [1974] p. cm. ISBN 0-06- 


338.4°7°50973 


338.4°7°6 1460973 


060305-4 Includes bibliographical 
references. [HD9999.U53U52 1974] 74- 
4629 6.95 


I. Undertakers and undertaking—United 
States. 2. Consumer education. I. Title. 
Prepared from C.I.P. 


SAWYER, James W. 338.4°7'6285 
Automotive sorap recycling: processes, 
prices, and prospects [by] James W. 
Sawyer, Jr. [Washington] Resources for the 
Future; distributed by Johns Hopkins 
University Press, Baltimore [1974] xvi, 141 
p. illus. 23 cm. ISBN 0-8018-1620-3 
Includes bibliographical references. 
{HD9710.U52828] 74-3101 7.50 

1. Automobile wrecking and used parts 
industry—-United States. I. Resources for 
the Future. II. Title. 


BARNES, Micky. 338.4°7°659 10942 
Ad: an inside view of advertising. London, 
Bachman and Turner, 1973, [i-e., 1974] 
285 p. illus. 22 cm. ISBN 0-85974-000-5 
Includes index. [HF5813.G7B3} 73-166958 
1. Advertising—London—History. I. Title. 
Distributed by Transatlantic Arts; 12.50 
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LOMAX, Alfred 
Lewis, 1892- 
Later woolen mills in Oregon; a history of 
the woolen mills which followed the 
pioneer mills, by Alfred L. Lomax. [ist 
ed.}] Portland, Or., Binefords & Mort 
[1974] xxii, 301 p. illus. 24 cm. ISBN 0- 


338.4°7°6773109795 


8323-0238-4 Includes bibliographical 
references. [HD9897.07L58] 73-89241 
12.50 


1. Wool trade and industry~—Oregon. I. 
Title. 


*FOOD and 338.4°7°686°2 
Agriculture Organization of the United 
Nations. 

Annual fertilizer review 

The 1972 edition is available from Unipub, 

N.Y. for 6.50. L.C. card no.: 72-621655. 


HEGEL, Richard, 338.4°7°6886 
1927- 

Carriages from New Haven; New Haven’s 
nineteenth-century carriage industry. 
[Hamden, Conn.] Archon Books, 1974. xii, 
103 p. illus. 23 cm. EN 0-208-01434-9 
Bibliography: [93]-103. 
[HD9999.C33U483] 74.4032 8.00 


I. Carriage industry—New Haven— 
History. I. Title. 
HILLEBRANDT, 338.4°7°6900942 


Patricia M. 
Economic theory and the construction 
industry [by] Patricia M. Hillebrandt. 
[London] Macmillan [Distributed in the 
U.S. by Halsted Press, New York, 1974] 
xii, 233 p. illus. 23 cm. ae 0-333-14944- 
0 Bibliography: [215]-220. 
[HD9715. GPHS3 1974] Pa- 169349 18.75 
% ere industry—Great Britain. I. 
ttle. 


HOLLAND, F. A. 338.571 
Introduction to process economics [by] F. 
A, Holland, F. A. Watson [and] J. K. 
Wilkinson. London, New York, Wiley 
[1974] p. cm. ISBN 0-47.-40619-8 
Bibliography: p. [HF5681.P8H64] 73- 
14380 17.50 

I. Profit—Accounting. 2. Cost accounting. 
3. Decision-making. I Watson, Frank 
Alfred, joint author. II. Wilkinson, John 
Keith, joint author. IIT. Title. 

Prepared from C.I.P. Pbk. 8.95, ISBN 0- 
471-40613-9 


WASSERMAN, Paul. 338.5’2°0973 
Commodity prices: a source book, and 
index, compiled by Paul Wasserman [and] 
Diane Kemmerling. Detroit, Gale Research 
Co., 1974. p. cm. ”Updating and thorough 
revision of Sources of commodity prices, 
published in 1959 as a project of the 
Business and Finance Division of the 
Libraries Association.” 
[Z7164.P94W33] 73-29898 15.00 

1. Prices—United States—Sources. I. 
Kemmerling, Diane, joint author. II. 
Special Libraries-Association. Business and 
Finance Division. Committee on Sources 
of Commodity Prices. Sources of 
commodity prices. II. Title. 

Prepared from C.I.P. 


GURLAND, Arcadius 
Rudolph Lang, 1904- 
The fate of small business in Nazi 
Germany, by A. R. L. Gurland, Otto 
Kirchheimer [and] Franz Neumann. New 
York, H. Fertig, 1974. p. Reprint of the 
1943 ed. published by the U.S. Govt. 
Print. Off., Washington. [HC286.3.G85 
1974] 74-12275 9.50 

1. Germany—tindustries. 2. Artisans--- 
Germany. If. Kirchheimer, Otto, joint 
author. II. Neumann, Franz Leopold, 
1900-1954, joint author. TII. Title. 


338.6°42°0943 


AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.I.P. 


GOLD mining 338.7°62°23420973 
company prospectuses. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-05926-4 
‘Gold: historical and economic aspects) 
[HD9536.U52G65] 74-365 26.00 

i. Gold mines and mining—United 
States—History—Sources, I Title. I. 
Series. 

Prepared from C.I.P. 


WILKINS, Mira. 338.88 
The maturing of multinational enterprise: 
American business abroad from 1914 to 
1970. Cambridge, Mass., Harvard 
University Press, 1974. xvi, 590 p. 24 cm. 
ISBN 0-674-55475-2 (Harvard studies in 
tusiness history, 27) Bibliography: p. [443] 
-481. [HD69.17W49] 73-88499 22.00 

i. Corporations, American. 2. International 
Eusiness enterprises. I. Title. II. Series. 


HABERLER, Gottfried, 1900- 338.9 
Economic growth & stability; an analysis 
of economic change and policies. Los 
Angeles, Nash Pub. [1974] xxvii, 291 p. 22 
cn. ISBN 0-8402-1337-9 ”Publication of 
the Principles of Freedom Committee.” 
Includes bibliographical references. 
[HD82.H13] 73-92965 10.00 

1 Economic development. 2. Economic 
sabilization. 3. Economic policy. T. 
Frinciples of Freedom Committee. IT, Title. 


LEWIS, John Prior. 338.954 
Quiet crisis in Indía; economic 
development and American policy, by 
John P. Lewis. Westport, Conn., 
Greenwood Press [1974, c1962] xiii, 350 p. 
22 cm. ISBN 0-8371-7225-X Reprint of 
the ed. published by Brookings Institution, 
Washington. Includes bibliographical 
references. [HC435.2.L439 1974] 73-16742 
12.00 

1. India—Economic policy. 2. Economic 
assistance, American—India. I. Title. 


CASS, David, comp. 339 
Selected readings in macroeconomics and 
capital theory from Econometrica. Edited 
by David Cass and Lionel W. McKenzie. 
Cembridge, Mass., M.LT. Press [1974] 516 
p. illus. 24 cm. ISBN 0-262-03051-9 
(Szlected readings from Econometrica, 3) 
Includes 1 article in French. Includes 
bibliographies. [HB141.C37] 73-20096 
22.50 

L. Macroeconomics—Mathematical 
modals—Addresses, essays, lectures. I. 
M>Kenzie, Lionel W., joint comp. II. 
Econometrica. JII. Title. IV. Title: 
Macroeconomics and capital theory. V. 
Series. 


DOOLEY, Peter C. 339 
Inzroductory macroeconomics [by] Peter C. 
Dcoley. [lst ed.] New York, Random 
Heuse [1974, c1975] p. cm. ISBN 0-394- 


31757-2 Includes bibliographical 
references. [HB171.5.D617] 74-9957 3.95 
(ptk.) 


1. Macroeconomics. I. Title. 
Prepared from C.I.P. 


CCNFERENCE Board. 339.2°0973 
Relative national accounts; a statistical 
basebook. [New York, 1974] iii, 77 p. 22 x 
28 cm. (Its Report no. 620) Cover title. 
[HC110.I5C59 1974] 74-174996 17.50 

ft. National income—United States. L 
Tite. I. Series. 


POWELL, Alan A. 339.47 
Empirical analytics of demand systems, by 
Alan A. Powell. Lexington, Mass., 
Lexington Books [1974] xiv, 149 p. 23 cm. 


SEPTEMBER 30,1974 


ISBN 0-669-86314-9 Bibliography: p. 137- 
143. [HB801.P66} 73-11671 17.50 

L Consumption (Economics) —. 
Mathematical models. I. Title. 


Law 340-349 


VAUGHN, Richard C. 340°.02°462 
Legal aspects of engineering [by] Richard 
. Vaughn. 2d . Dubuque, Iowa, 
Kendall/Hunt Pub. on [1974] ix, 227 p. 
28 cm. ISBN 0-8403-0905-8 [KF2928.V38 
1974] 73-93861 8.95 
i. Engineering law—United States. 2. 
Engineers—Legal status, laws, etc.—United 
States. I. Title. 


DAVIS, William Thomas, 
1822-1907. 
Bench and bar of the Commonwealth of 
Massachusetts. New York, Da Capo Press, 
1974. p. cm. ISBN 0-306-70612-1 (Da 
Capo Press reprints in American 
constitutional and legal history) Reprint of 
the 1895 ed. published by Boston History 


340.0922 


Co., Boston. [KF354.M3D38 1974] 74- 
9765 65.00 (2 vol.). 
i. Lawyers—Massachusetts. 2. 


Massachusetts—Biography. I. Title. 
Prepared from C.I.P. 


HOGUE, Arthur Reed, 
1906- 

Origins of the common law, by Arthur R. 
Hogue. [Hamden, Conn.] Archon Books, 
1974 [c1966] xii, 276 p. 22 cm. ISBN 0- 
208-01440-3 Reprint of the ed. published 
by Indiana University Press, Bloomington. 
Includes bibliographical references. 
[KD671.H63 1974) 74-2113 9.00 

J. Common law. 2. Law—Great Britain— 
History and criticism. I. Title. 


MARKS, F. Raymond, 
1927- 


340°.0942 


340.0976399 


The Shreveport plan; an experiment in the 
delivery of legal services [by] F. Raymond 
Marks, Robert Paul Hallauer [and] Richard 
R. Clifton. Chicago, American Bar 
Foundation, 1974. xi, 95 p. 26 cm. ISBN 
0-910058-61-X Includes bibliographical 
ae [KF310.G7M37] 74-77636 4.00 


L Prepaid legal services—Shreveport, La. 
i. Hallauer, Robert Paul, joint author. IT. 
Clifton, Richard R., joint author. II. Title. 


HAMMETT, Arthur B. J. ~ 340.09764 
It’s the law! By A. B. J. Hammett. San 
Antonio, Naylor Co. [1974] xviii, 233 p. 
22 cm. ISBN 0-8111-0536-9 
{KFT1281.H34] 74-8818 5.95 ` 

1. Law—Texas—Popular works. I. Title. 


SAMEK, R. A. 340.1 
The legal point of view, by R. A. Samek. 
New York, Philosophical Library [1974] 
xviii, 403 p. 22 cm. ISBN 0-8022-2127-0 
Pibliography; p. 345-350. [LAW] 73-82165 


i. Law—Philosophy. I. Title. 


THOMAS, Ann Van Wynen. 341 
A world rule of law: prospects and 
problems [by] Ann Van Wynen Thomas 
[and] A. J. Thomas, Jr. Foreword by 
Charles O. Galvin. Dallas, SMU Press 
[1974] p. cm. ISBN 0-87074-144-6 (An 
SMU Law School study) [JX3185.T56] 74- 
13554 7.95 

i. International law. 2. Rule of law. I 
Thomas, Aaron Joshua, 1918- joint author. 
I Title. HE Series: Dallas. Southern 
Methodist University. School of Law. An 
SMU Law School study. 

Prepared from C.I.P. 


GRENVILLE, John Ashley 
Soames. 

The major international treaties, 1914- 
1973; a history and guide with texts [by] J. 

A. S. Grenville. New York, Stein and Day 
[1974] xxix, 575 p. maps. 25 cm. ISBN 0- 
8128-1654-4 Bibliography: p. 552-561. 

(JX171.G74] 75-163352 25.00 

1. Treaties—Collections. 2. World 
politics—20th century. I. Title. 


MANGONE, Gerard J. 341.2 
The idea and practice of world government 
[by] Gerard J. Mangone. Westport, Conn., 
Greenwood Press [1974, c1951] p. cm. 
ISBN 0-8371-7453-8 Reprint of the ed. 
published by Columbia University Press, 
New York. Based on the author’s thesis, 
Harvard. Bibliography: p. [JX1954.M343 
1974] 74-3620 13.00 

1, International organization. I. Title. 
Prepared from C.I.P. 


GOODRICH, Leland Matthew, 
899- 

The United Nations and the maintenance 
of international peace and security, by 
Leland M. Goodrich and Anne P. Simons. 
Westport, Conn., Greenwood Press [1974, 
c1955] p. cm. ISBN 0-8371-7556-9 


341.026 


341.23 


Reprint `of the ed. published by The. 


Brookings Institution, Washington, and 
issued in the Brookings series on the 
United Nations. Includes bibliographical 


references. [JX1977.G66 1974] 74-6751 
27.00 

1. United Nations. I. Simons, Anne 
Patricia, joint author. Il. Title. 

Prepared from C.I.P. 

MAYER, Ann Margaret. 341.232 B 


Dag Hammarskjold, the peacemaker. 
Ilustrated by Harold Henriksen. Mankato, 
Minn., Creative Education [inc., 1974} p. 
cm. ISBN 0-87191-322-4 (Personal close 
ups) A brief biography of the Swedish 
diplomat who became Secretary-General of 
the United Nations in 1953 and held that 
post until his death in 1961. 
[D839.7. 3M8] 92 74-1498 4.95 (lib. 


dg 
1. Haminarskjold, Dag, 1905-1961— 
Juvenile itterature. I. Henriksen, Harold, 
illus. II. Title. 
Prepared from C.I.P. 


INDIAN Council of World 
Affairs. 
India and the United Nations; report of a 
study group set up by the Indian Council 
of World Affairs. Westport, Conn., 
Greenwood Press [1974] xi, 229 p. 22 cm. 
ISBN 0-8371-7544-5 Reprint of the 1957 
ed. prepared for the Carnegie Endowment 
for International Peace and publisked by 
Manhattan Pub. Co., New York, in series: 
National studies on international 
organization. Includes bibliographical 
reterencos: [JX1977.2.14715 1974] 74-6708 
2 

1. United Nations—India. 2. India— 
Foreign relations. I. Carnegie Endowment 
for International Peace. I. Title. II. 
Series: National studies on international 
organization. 

Bo William Abbott, 341.23°73 
The United States and the United Nations; 
the public view, 1945-1955, by William A. 
Scott and Stephen B. Withey. Prepared for 
the Carnegie Endowment for International 


341.2354 


Peace, under the auspices of the Survey 


Research Center, University of Michigan. 
Westport, Conn., Greenwood Press [1974] 
p. cm. ISBN 0-8371-7537-2 Reprint of the 
1958 ed. published by Manhattan Pub. Co., 
New York, in series: National studies on 
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international organization. 
[3X1977.2.U5S35 1974] 74-7383 16.25 

l. United Nations—United States. 2. 
United Nations—Public opinion. 3. Public 
opinion—United States. I. Withey, Stephen 
Bassett, 1918- joint author. I]. Carnegie 
Endowment for International Peace. HI. 
Title. IV. Series: National studies on 
international organization. 

Prepared from C.I.P. 


ETZIONI, Amitai. 341.24 
Political unification, a comparative study 
of leaders and forces. Huntington, N.Y., R. 
E. Krieger Pub. Co., 1974 [c1965] p. cm. 
ISBN 0-88275-196-4 Reprint of the ed. 
published by Holt, Rinehart and Winston, 


New York. Includes bibliographical 
references. [JX1979.E8 1974] 74-12176 
11.95 


1. Regionalism (International organization) 
I. Title. 
Prepared from C.I.P. 


THAYER, Charles Wheeler, 341.3°3 
1910- 
Diplomat, by Charles W. Thayer. 


Foreword by Sir Harold Nicolson. 
Westport, Conn., Greenwood Press [1974, 
c1959] p. cm. ISBN  0-8371-7570-4 
Reprint of the ed. published by Harper, 


New York. Includes bibliographical 
references. [JX1662.TS 1974] 74-6780 
13.75 


1. Diplomatic and consular. service. 2. 
United States—Diplomatic and consular 
service. 3.  Russia—Diplomatic and 
consular service. 4. Diplomacy. I. Title. 
Prepared from C.LP. 


LAW of the Sea Institute. 341.45 
Law of the sea: the emerging regime of the 
oceans; proceedings [of the] eighth annual 
conference, June 18-21, 1973, University 
of Rhode Island, Kingston. Edited by John 
King Gamble, Jr., and Giulio Pontecorvo. 
Cambridge, Mass., Ballinger Pub. Co. 
[1974] xiv, 393 p. illus. 24 cm. ISBN 0- 
88410-006-5 Includes bibliographical 
references. [JX4408.L37 1974] 73-18229 
13.50 

l. Maritime law. 2. Marine pollution. 3. 
Marine resources. I. Gamble, John King, 
ed. II. Pontecorvo, Giulio, ed. III. Rhode 
Island. University. IV. Title. 
NIEMEYER, Eberhardt 342.72029 

Victor, 1919- 

Revolution at Queretaro: The Mexican 
constitutional convention of 1916-1917, by 
E. V. Niemeyer, Jr. Austin, Published for 
the Institute of Latin American Studies by 
the University of Texas Press [1974] xiii, 
297 p. illus. 23 cm. ISBN 0-292-77005-7 
(Latin American monographs, no. 33) 
Bibliography: p. [275]-281. [JL1215 
1917.N53] 73-20203 10.00 

J. Mexico. Congreso Constituyente, 1916- 
1917. 2. Mexico—-Constitutional history. I. 
Texas. University at Austin. Institute of 
Latin American Studies. If. Title. IH. 


Series: Latin American monographs 
(Austin, Tex.) no. 33. 
COOKE, Edward 342°.73°023 


Francis, 1923- 
A detailed analysis of the Constitution, by 
Edward F. Cooke. [4th ed.] Totowa, N.J., 
Littlefield, Adams, 1974. p. cm. (A 
Littlefield, Adams quality paperback, no. 
oe [KF4550.Z9C676 1974] 74-6111 2.50 
bk.) 
L Dried States—Constitutional law— 
Compends. I. Title. 
Prepared from C.I.P. 
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IMMIGRATION and 342°.73°082 
Naturalization Institute, 7th, New York; 
1974, 


Seventh annual Immigration and 
Naturalization Institute. Elmer Fried, 
chairman. New York, Practising Law 


Institute [1974] 312 p. forms. 22 cm. 
(Commercial law and practice course 
handbook series, no. 109) ”A4-2017." 
Includes bibliographical references. 
[KF4819.3.145 1974] 74-171004 20.00 

i. Emigration and immigration law— 
United States. I, Fried, Elmer, 1938- II. 
New York (City). Practising Law Institute. 
HI. Title. IV. Series. 


GINGER, Ann Fagan. 342°.73’°085 
The law, the Supreme Court, and the 
people’s rights. Woodbury, N.Y., Barron’s 
Educational Series, inc., 1973, [i.e.1974] 
xxxiv, 697 p. illus. 20 cm. ISBN 0-8120- 
0502-3 Bibliography: p. [646]-653. 
(KF4748.G5] 73-7465 3.95 

1. United States. Supreme Court. 2. Civil 
rights—United States—Cases. I. Title. 


WESTIN, Alan F. 342’.73°0850269 
The trial of Martin Luther King, by Alan 
F. Westin and Barry Mahoney. New York, 
Crowell [1974] p. cm. ISBN 0-690-83565- 
5 Bibliography: p. [KF224.K56W48] 74- 
9945 6.95 

1. King, Martin Luther. 2. Negroes—Civil 
tights. I. Mahoney, Barry, joint author. II. 
Title. 

Prepared from C.I.P. 


TENNESSEE 342°.768°029 
beginnings, combining A short description 
of the Tennessee government (by Daniel 
Smith) 1793; The constitution of the State 
of Tennessee, 1796; and A catechetical 
exposition of the constitution of the State 
of Tennessee, by Willie Blount, 1803. 
Spartanburg, S.C., Reprint Co., 1974. xviii, 
29, 38, 44 p. map. 22 cm. ISBN 0-87152- 
152-0 The 1st and 2d works are listed in 
Evans as 26168 and 31278, respectively. 
([KFT402.T45] 74-583 15.00 

l Tennessee-—Constitutional law. 2. 
Tennessee—Politics and government—To 
1865. I. Smith, Daniel, 1748-1818. A short 
description of the Tennessee government. 
1974. If Tennessee. Constitution. The 
constitution of the State of Tennessee. 
1974. HE Blount, Willie, 1767-1835. A 
catechetical exposition of the constitution 
of the State of Tennessee. 1974. 


KING, Donald Barnett. 343’.485°07 
Consumer protection experiments in 
Sweden [by] Donald B. King. South 
Hackensack, N.J, F. B. Rothman, 1974. 
iv, 116 p. 23 cm. ISBN 0-8377-0728-5 


Includes legislation. Includes 
bibliographical references. [LAW] 73- 
89036 6.95 

L Consumer protection—Law and 
legislation—Sweden. I. Title. 

MEXICO. Laws, + 343°.727052 


statutes, etc. 

Mexican income and commercial receipts 
tax laws, as of January I, 1974. Spanish- 
English ed. Chicago, Commerce Clearing 
House [1974] 260 p. 23 cm. Contents.— 
Income tax law-—Federal commercial 
receipts tax law. [LAW] 74-76363 12.50 
(pbk.) 

1. Income tax—-Mexico—Law. 2. Business 
tax—Mexico. [I Commerce Clearing 
House. H. Mexico. Laws, statutes, etc. Ley 
federal del impuesto sobre ingresos 
mercantiles (1952). English & Spanish. 
1974. III. [Ley del impuesto sobre la renta. 
English & Spanish] IV. Title. 
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BISHOP, Joseph 
Warren. 

Justice under fire; a study of military law, 
by Joseph W. Bishop, Jr. New York, 
Charterhouse [1974] xvi, 315 p. 22 cm. 
ISBN 0-88327-034-X Includes 
bibliographical [KF7620.B57] 
73-91121 8.95 

I. Courts-martial and courts of inguiry— 
United States. 2. Military law—United 
States. I. Title. 


343.730143 


references. 


JENSEN, Andrew, 343.730143 
1929- 

The trial of Chaplain Jensen, by Andrew 
Jensen, with Martin Abramson. New York, 
Arbor House [1974] 288 p. 22 cm. ISBN 
0-87795-065-2 [KF7652.J45A2] 73-82184 
7.95 

1. Jensen, Andrew, 1929- I. Abramson, 
Martin, 1915- joint author. IT. Title. 


CHRISTIE, Milton. 343.73052 
Kiplinger’s you and your taxes. 1974 ed. 
Washington, Kiplinger Washington Editors 
[1974] 96 p. 28 cm. First ed. published in 
1964 under title: You and your taxes. 
[KF6369.6.C45 1974] 74-166437 1.95 
(pbk.) 

1. Income tax—United States—Popular 
works. I. Title. II. Title: You and your 
taxes. 


CONFERENCE on Tax 343’.73°052 
Planning for Private Foundations, Tax 
Exempt Status and Charitable 
Contributions, 5th, Los Angeles and New 
York, 1974. 

Fifth biennial Conference on Tax Planning 

for Private Foundations, Tax Exempt 

Status and Charitable Contributions. 

Stanley S. Weithorn, William J. Lehrfeld 

[and] Thomas A. Troyer, co-chairmen. 

New York, Practising Law Institute [1974] 

304 p. 22 cm. (Tax law and practice course 

handbook series, no. 72) "J4-2498.” 

[KF6449.Z9C65 1974] 74-171908 20.00 

L Charitable uses, trusts, and 

foundations—Taxation——United States. 2. 

Income tax—United States—Deductions— 

Charitable contributions. I. Weithora, 

Stanley S. I. Lehrfeld, William J, 1936- 

I. Troyer, Thomas A, 1933- IV. New 

York (City). Practising Law Institute. V. 

Title. VI. Series. 


KESS, Sidney. 343°.73'052 
A practical guide to individual income tax 
return preparation, by Sidney Kess & Ben 
Eisenberg. 1974 ed. New York, Commerce 
Clearing House [1974] 667 p. 23 cm. 
[KF6369.K44 1974] 74-171894 15.00 

i. Income tax—United States—Law. I. 
Eisenberg, Ben, joint author. IT. Title. 


PLANNING and 343°.73°053 
probating the collector's estate. New York, 
Practising Law Institute [1974] 136 p. 22 
cm. (Estate planning and administration 
course handbook series, no. 42) ”D4- 
2141.” "Prepared for distribution at the 
Planning and Probating the Collector’s 
Estate Workshop, February-March 1974." 
Pages 131-136 blank. Includes 
bibliographical references. [KF6585.P4] 74- 
171904 20.00 

I. Estate planning—United States. 2. 
Inheritance and transfer tax—United 
States. I New York (City). Practising Law 
Institute. II. Title. IIL Series. 


REAL estate: tax and 343.73054 
financial considerations. Richard Reichler, 
chairman; Bernard Tannenbaum, co- 
chairman. New York, Practising Law 
Institute [1974] 344 p. 22 cm. (Real estate 
law and practice course handbook series, 
no. 90) "Prepared for distribution at the 


AMERICAN BOOK PUBLISHING RECORD 


Real Estate: Tax and Financial 
Considerations Seminar, Feburary-April 
1974.” Page 344 blank. ”N4-3331.” 


[KF6540.R4] 74-170480 20.00 
1. Real property and taxation-—-United 
States. 2. Real estate business—United 
States—Finance. I. Retchler, Richard, 
1934- II. New York (City). Practising Law 
Institute. HI. Title. IV. Series. 


GIFFORD, William C. 343’.73°067 
International tax planning; materials on the 
planning of international trani ions, by 


William C. Gifford, Jr. Was $- , Tax 
Management [1974] xxxviii, 5 Wy" 24 cm. 
ISBN 0-87179-169-2 Matenals first 


assembled for a course on international tax 
planning at the University of Virginia law 
school in 1972. Bibliography: p. 467-475. 
[KF6419.G5] 74-76783 25.00 

1. Investments, Foreign—Taxation—United 
States. 2. Tax planning—United States. I. 
Title. 

Pbk. 10.00, ISBN 0-87179-170-6. 


HICKS, Lawrence E. 343°.73'07 
Product labeling and the law [by] 
Lawrence E. Hicks. [New York] 


AMACOM [1974] p. cm. ISBN 0-8144- 
2170-9 Includes bibliographical references. 
[HC110.C63H5] 74-5822 7.50 (pbk.) 

J. Consumer protection—United States. 2. 
Labels. 3. Labels—Law and legislation— 
United States. I. Title. 

Prepared from C.I.P. 


BECK, David. 343'.749°053 
New Jersey inheritance and estate taxes, 
with summary of Federal estate and gift 
taxes. Newark, N.J, Gann Law Books, 
1974. xvii, 542 p. forms. 25 cm. 
[KFN2282.B42] 73-93641 30.00 

l. Inheritance and transfer tax—New 
Jersey. I. Title. 


BOCK, Russell Samuel, 
1905- 

Taxes of Hawaii; with emphasis on 
relationship to Federal income taxes, by 
Russell S. Bock. [11th ed. Honolulu, 
Crossroads Press} 1974. 300 p. 23 cm. 
[KFH470.B6 1974] 74-176177 8.95 

1. Taxation—Hawait—Law. 2. Taxation— 
Hawaitt—Forms. I. Title. 


EQUAL employment 344’.73'01133 
opportunity—responsible management in 
1974. John J. Ross, chairman. New York, 
Practising Law Institute [1974] 368 p. 22 
em. (Corporate law and practice course 
handbook series, no. 138) “B4-3582.” 
"Prepared for distribution at the equal 
employment opportunity—responsible 
management in 1974 seminar, March-April 
1974.” [KF3464.E66] 74-166543 20.00 

i. Discrimination in employment—Law 
and legislation—United States. I. Ross, 
John J, 1927- Il. New York (City). 
Practising Law Institute. If. Title. IV. 
Series. 


ABOUD, Antone. 344’.73°0189281353 
The right to strike in public employment, 
by Antone Aboud and Grace Sterrett 
Aboud. Ithaca, New York State School of 
Industrial and Labor Relations, Cornell 
University, 1974. 40 p. 28 cm. (Key issues 
series, no. 15) Bibliography: p. 33-40. 
[KF3450.P8Z952] 74-174363 2.00 (pbk.). 

Strikes and Jockouts—Civil service— 
United States—States. I. Aboud, Grace, 
pint author. II. Title. HI. Series. 


EMPLOYMENT 344°.73'0189041353 - 
security in the public sector: a symposium. 
Edited by Joseph Adler and Robert E. 
Doherty. [Ithaca] Institute of Public 
Employment, New York State School of 


343°.969°04 


SEPTEMBER 30,1974 


Industrial and Labor Relations, Cornell 
University, 1974. vii, 41 p. 26 cm. Papers 
deliveréd at a conference held in Saratoga 
Springs, N.Y., on Sept. 18, 1973. Includes 
bibliographical references. 
[KF5390.A75E45] 74-174347 2.00 (pbk.). 
1. Civil service—United States—States— 
Addresses, essays, lectures. 2. Collective 
labor agreements—Government 
employees—United States—Addresses, 
essays, lectures, I. Adler, Joseph, 1923- ed. 
IL Doherty, Robert Emmett, 1923- ed. 


TROTTA, Maurice S. 344’,73'018914 
Arbitration of labor-management disputes 
[by] Maurice S. Trotta. [New York] 
AMACOM [1974] viii, 499 p. 24 cm. 
ISBN 0-8144-5332-5 Appendices (p. [377]- 
480):—1. Code of ethics and list of 
modern arbitration statutes.—2. American 
Arbitration Association rules—3. Federal 
laws: executive orders and rules.—4. 
Typical State arbitration statutes.—5. 
Selected forms.—6. Arbitration in the 
Roman Catholic Church. Includes 
bibliographical references. [KF3424.T68] 
73-77956 24.50 

1. Arbitration, Industrial—United States. I. 
Title. 


CHRISTOPHER, Thomas 
Weldon, 1917- 
Cases and materials on food and drug law; 
a study in consumer legislation, by Thomas 
W. Christopher and William W. Goodrich. 
2d ed. New York, Commerce Clearing 
House [1974, ¢1973] xvi, 1019 p. 26 cm. 
(Food and Drug Law Institute series) 
Includes bibliographical references. 
[KF3868.C45 1973] 73-92749 29.50 
I. Food law and _legislation—United 
States—Cases. 2.  Drugs—Laws and 
legislation—United  States—Cases. L 
poi William W., joint author. II. 
itle. 


MORRISEY, Thomas J., 
comp. 

Pollution control problems and related 
Federal legislation, edited by Thomas J. 
Morrisey. New York, MSS Information 
Corp. [1974] 290 p. illus. 23 cm. ISBN 0- 
8422-5175-8 [KF3775.M67] 74-7152 13.00 
1. Environmental law—United States. I. 
Title. 

Pbk. 7.50, ISBN 0-8422-0418-0 


344.73042 


344.73046 


DEFUNIS, Marco, 344.730798 
petitioner. 
DeFunis versus Odegaard and the 


University of Washington; the university 
admissions case: the record. Edited by Ann 
Fagan Ginger for the Council on Legal 
Education Opportunity. Dobbs Ferry, 
N.Y., Oceana Publications, 1974- p. cm. 
Records of the case decided by the U.S. 
Supreme Court on Apr. 23, 1974. 
[KF228.D4G55] 74-13343 55.00 (2 vol.) 

i. DeFunis, Marco. 2. Odegaard, Charles 
Edwin, 1911- 3. Washington (State). 
University. 4. Universities and colleges— 


` Washington (State)—Admission. PA 
Odegaard, Charles Edwin, 1911- 
respondent. II Washington (State). 


University, respondent. HI. Ginger, Ann 
Fagan, ed. IV. Council on Legal Education 
Opportunity. V. United States. Supreme 
Court. VI. Title. VII. Title: The university 
admissions case. 

Prepared from C.I.P. 


MCCREA, Joan M. 344’.764'01 
Labor laws in Texas; a guide to laws 
affecting employers and employees [by] 
Joan McCrea. [Austin] Bureau of Business 
Research, University of Texas at Austin 
[1974] xi, 87 p. 23 cm. ISBN 0-87755-194- 
4 (Business guides, no. 15) Published in 


1971 under title: 
Bibliography: p. 87. 
1974] 74-115 3.00 (pbk.) 


Texas labor ‘laws. 
[KFT1531.Z9M34 


1. Labor laws and legislation—Texas. I. 


Title. If. Series. 


ACADEMY of Political 
Science, New York. 
Reform of the criminal law and procedure. 
New York, Arno Press, 1974 [cl1911] p. 
cm. ISBN 0-405-06165-X (Criminal justice 
in America) Reprint of the ed. published 
by the Academy of Political Science, New 
York, which was issued as v. 1, no. 4 of its 
Proceedings. [KF9223.A75A25 1974] 74- 

3816 13.00 

1. Crime and criminals—United States. 2. 
Criminal law—United States. 3. Criminal 
procedure—United States. 4. Juvenile 
delinguency—United States. 5. Law 
reform—United States. I. Title. II. Series: 
Academy of Political Science, New York. 
Proceedings, v. 1, no. 4. 

Prepared from C.I.P. 


GOLDMAN, Mayer C., 
1874-1939. 

The public defender. New York, Arno 

Press, 1974. p. cm. ISBN 0-405-06146-3 

(Criminal justice in America) Reprint of 

the 1917 ed. published by Putnam, New 

York. [KF9646.Z9G6 1974] 74-3826 8.00 

1. Public defenders—United States. I. Title. 

IT. Series. 

Prepared from C.I.P. 


OBSCENITY and the 345°.73°0274 
law. Michael J. Kennedy [and] Gerald 
B. Lefcourt, co-chairmen. New York, 
Practising Law Institute [1974] 176 p. 22 
cm. (Criminal law and practice course 
handbook series, no. 66) ”C4-3181.” 
”Prepared for distribution at the obscenity 
and the law seminar, May-June 1974. 
Includes bibliographical references. 
[KF9444.Z9027] 74-171055 20.00 

1. Obscenity (Law)—-United States. I. 
Kennedy, Michael J, 1937- I. Lefcoutt, 
Gerald B. IH. New York (City). Practising 
Law Institute. IV. Title. V. Sertes. 


FINGARETTE, Herbert. 345.7304 
The meaning of . criminal insanity. 
Berkeley, University of California Press 
[1974, c1972] viii, 271 p. 21 cm. ISBN 0- 
520-02631-4. Bibliography: p. 225-265. 
[KF9242.F5] 3.25 (pbk.) 

t. Insanity—Jurisprudence—United States. 
2. Criminal Sability—United States. I. 
Title. 

L.C. card for original ed.: 70-165223. 


MOLEY, Raymond, 1886- 345’.73°05 
Our criminal courts. New York, Arno 
Press, 1974 [c1930] p. cm. ISBN 0-405- 
06181-1 (Criminal justice in America) 
Reprint of the ed. published by Minton, 
Balch, New York. [KF9223.M635 1974} 
74-3835 17.00 


345.73 


345.7301 


l. Criminal justice, Administration of— 
United States. I. Title. II. Series. 

Prepared from C.I.P. 

TRAIN, Arthur Cheney, 345.7305 


1875-1945. 
Courts and criminals. New York, Arno 
Press, 1974 [cl1912] p. em. ISBN 0-405- 
06173-0 (Criminal justice in America) 
Reprint of the 1926 ed. published by 
Scribner, New York, which was'a reprint 
of material previously published in the 
author’s Courts, criminals, and the 
Camorra and in his e prisoner at the 
bar. [KF9223.T69 1974] 74-3857 17.00 , 
1. Criminal justice, Administration of— 
United States. 2. Crime and criminals— 
United States. I. Title. II. Series. 
Prepared from C.I.P. 
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TRAIN, Arthur Cheney, 345°.73°05 
1875-1945. 

The prisoner at the bar. New York, Arno 
Press, 1974 [c1906] p. cm. ISBN 0-405- 
06174-9 (Criminal justice in America) 
Reprint of the ed. published by Scribner, 
New York. [KF9223.T7 1974] 74-3858 
20.00 
I. Criminal justice, Administration of— 
United States. 2. Crime and criminals— 
United States. I. Title. II. Series. 
Prepared from C.I.P. 


WAITE, John Barker, 
1882- 

Criminal law in action. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06177-3 
(Criminal justice in America) Reprint of 
the 1934-ed. published by Harcourt, Brace, 
Ney York. [KF9219.W3 1974] 74-3862 
18.00 

1. Criminal procedure—United States. 2. 
Criminal law—-United States. I. Title. IL 
Series. 

Prepared from C.I.P. 


NATIONAL Conference 
on Bail and Criminal 
Washington, D.C., 1964. 
Proceedings of May 27-29, 1964 and 
interim report, May 1964-April 1965. New 
York, Arno Press, 1974. p. cm. ISBN © 
405-06156-0 (Criminal justice in America) 
Reprint of the 1965 ed. [KF9632.A17 
1974] 74-3839 22.00 
1. Bail—United States—Congresses. I. 
Title. IT. Series. 
Prepared from C.I.P. 


WICE, Paul B. 345’,.73°072 
Freedom for sale; a national study of 
pretrial release [by] Paul B. Wice. 
Lexington, Mass., Lexington. Books [1974] 
xxi, 212 p. 23 cm. ISBN 0-669-92791-0 
Bibliography: p. 199-203. [KF9632.W5] 73- 
21963 14.00 

1. Bail—United States. I. Title. 


PROBATION and 345’.73°077 
criminal justice. Sheldon Glueck, editor. 
New York, Arno Press, 1974 [c1933] p. 
cm. ISBN 0- 405-06145- 5 (Criminal justice 
in America) Essays in honor of Herbert C. 
Parsons. Reprint of the ed. published by 
MacMillan, New York. [KF9750.P76 
1974] 74-3825 19.00 

1. Parsons, Herbert Collins, 1862-1941. 2. 
Probation—United States. 3. Probation. I. 
Parsons, Herbert Collins, 1862-1941. IT. 
Glueck, Sheldon, 1896- ed. TII. Title. IV. 
Series. 

Prepared from C.I.P. 


UNITED States. Dept. 
of Justice. 

The Attorney General's survey of release 

procedures. New York, Arno Press, 1974. 

p. cm. ISBN 0-405-06135-8 (Criminal 

justice in America) Reprint of v. 2 & 4 of 

a 5 vol. work issued 1939-40 by U.S. Govt. 

Print. Off., Washington. Contents. — — 

Probation. —Parole. [KF9750.A84] 74- 

3859 35.00 

I, Probation—United States. 2. Parole— 

United States. I. Title. I. Series. 

Prepared from C.I.P. 


[GILL, Thomas} 
f1.1837-1842, 
Selections from the court reports originally 
published in the Boston morning post, 
from 1834 to 1837. Arr. and rev. by the 
reporter of the Post. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06166-8 
(Criminal justice in America) Reprint of 
the 1837 ed. published by Otis, Broaders, 
Boston. Burlesque. [KFX1132.A3 1974] 

74-3850 15.00 


345°.73°05 


345’.73'072 
Justice, 


345’.73°077 


345°.74461'01 


an 
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1. Boston. Police Court. 2. Criminal law— 
Boston--Cases. I. Title. Il. Series. 
Prepared from C.I.P. 


WARNER, Sam Bass, 
1889- 

Judges and law reform [by] Sam Bass 
Warner and Henry B. Cabot. New York, 
Arno Press [1974, c1936] p. cm. ISBN 0- 
405-06179-X (Criminal justice in America) 
Reprint of the ed. published by Harvard 
University Press, Cambridge, Mass., which 
was issued as v. 4 of Survey of crime and 
criminal justice in Boston, conducted b 
the Harvard Law School. [KFX1147.W37 
1974] 74-3864 15.00 

1. Criminal justice, Administration of— 
Boston. 2. Courts—Boston. I Cabot, 
Henry Bromfield, 1894- joint author. I. 
Title. III. Series. IV. Series: Survey of 
crime and criminal justice in Boston, v. 4. 
Prepared from C.I.P. 


NEW York (State). 345°.747°01 
Commission to Inquire Into Courts of 
Inferior Criminal Jurisdiction in Cities of 
the First Class. 

Criminal courts in New York State. New 

York, Arno Press, 1974. p. cm. ISBN 0- 

405-06141-2 (Criminal justice in America) 

Reprint of selections from vols. 3-5 of the 

Proceedings of the Commission to Inquire 

Into Courts of Inferior Criminal 

Jurisdiction in Cities of the First Class, 

issued in 1909 as no. 30 of Documents of 

the Senate of the State of New York; and 
of Final report of the commission, which 
was issued in 1910 as no. 54 of Documents 
of the Assembly of the State of New York. 

(KFN5970.A83] 74-3841 35.00 

1. Municipal courts—New York (State) 2. 

Criminal justice, Administration of—New 

York (State) I. New York (State). 

Commission to Inquire Into Courts of 

Inferior Criminal Jurisdiction in Cities of 

the First Class. Final report. 1974. II. 

Title. II. Series. IV. Series: New York 

(State). Legislature. Senate. Documents of 

the Senate of the State of New York, 30. 

V. Series: New York (State). Legislature. 

Assembly. Documents of the Assembly of 

the State of New York, 54. 

Prepared from C.I.P. 


345’.74461'05 


NEW York (State). 345°.747°077 
Legislature. Assembly. Select Committee 
on Capital Punishment. 

Report in favor of the abolition of the 

punishment of death by law, by John L. 

O'Sullivan. New York, Arno Press, 1974. 

p cm. ISBN 0-405-06162-5 (Criminal 

justice in America) Reprint of the 2d ed. 

published in 1841 by J. & H. G. Langley, 

New York. [KFN6108.C3A2 1974] 74- 

3846 10.00 

1. Capital punishment—New York (State) 

I. O'Sullivan, John Louis, 1813-1895. I. 

Title. II. Series. 

Prepared from C.I.P. 


KINGS Co., N.Y. 
Grand Jury. 

A presentment concerning the enforcement 
by the Police Department of the City of 
New York of the laws against gambling, by 
the Grand Jury for the extraordinary 
special and trial term. Supreme Court, 
State of New York—County of Kings. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-06148-X (Criminal justice in 
America) Reprint of the 1942 ed. 
published by the Appeal Printing Co., New 
York. [KFX2064.A73 1974] 74-3844 12.00 
1. Gambling—Brooklyn. [ New York 
(State). Supreme Court. Il. Title. HI 
Series. 

Prepared from C.I.P. 


345'.74723°0272 


an 


MORSE, Wayne Lyman, 345.7954902 
1900- 

Survey of the administration of criminal 
justice in Oregon: final report on 1771 
felony cases in Multnommah County, 
prepared by Wayne L. Mcrse [and] Ronald 
H. Beattie. New York, Arno Press, 1974. 
p. cm. ISBN 0-405-06155-2 (Criminal 
justice in America) Reprin: of the 1932 ed. 
published by the University of Oregon, 
Eugene, which was issued as report no. 1 
of the Survey of the administration of 
criminal justice Oregon. 
[KFO2999. M82C754 1974] 4- 3838 13 oc 
I. Criminal statistics—Mu:tnomah Co., Or. 
2. Criminal justice, Administration of— 
Multnomah Co. Or. I. Beattie, Ronald 
Hanna, 1903- joint author. TL Title. HE. 
Series. IV. Series: Survey of the 
administration of criminal justice in 
Oregon, report no. I. 

Prepared from C.I.P. 


FREEDOM of the press 346’.42°0482 
and the literary property debate: six tracts, 
1755-1770, by Thomas Hayter [and others] 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-0964-9 (The English book 
trade, 1660-1853) [KD1300.A75F73] 74- 
11288 22.00 

1. Copyright—Great Britarn. 2. Libel and 
slander—Great Britain. I. Hayter, Thomas. 
successively Bp. of Norwich and London, 
1702-1762. Il. Title. HI. Series. 

Prepared from C.I.P. Contents omitted. 


THE legal rights of 346’.73°013 
children. Introd. by Sanford N. Katz. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-05968-X (Children and youth: social 
problems and social policy) [KF479.L43] 
74-1692 18.00 

1. Children—Law—United States. I. Title. 
H. Series. 

Prepared from C.I.P. Conterts omitted. 


LEGAL rights of the 346’.73°013 
elderly. Cyril F. Brickfielé [and] Alfred 
Miller, co-chairman. New York, Practising 
Law Institute [1974] 160 p. forms. 22 cm. 
(Criminal law and urban problems course 
handbook series, no. 65) "Prepared for 
distribution at the Legal Rights of the 
Elderly Seminar, April 4-5, 1974, New 
York City.” Pages 156-160 blank. ”C4- 
3180.” Includes bibliographies. 
[KF390.A4L38] 74-172792 20.00 

J. Aged—Legal status, laws, etc.—United 
States. 2. Aged—Taxation-—United States. 
I. Brickfield, Cyri F, ed. I. Miller, 
Alfred, 1928- ed. HI. New York (City). 
Practising Law Institute. IV. Title. V. 
Series. 


BREACH of contract in 346°.73°022 
a shortage economy. New York, Practising 
Law Institute [1974] 200 p. 22 cm. 
(Commercial Jaw and practice course 
handbook series, no. 108) ”A4-2019.” 
’Prepared for distribution at the breach of 
contract in a shortage economy seminar, 
April-May 1974.” Bibliography: p. 185- 
187. [KF836.B73] 74-170992 20.00 

J. Breach of contract—United States. 2. 
Impossibility of performance—United 
States. I New York (City). Practising Law 
Institute. If. Title. If. Series, 


RENEGOTIATION of 346’.73’023 
Government contracts. Harry Sternberg, 
chairman. New York, Practising Law 
Institute [1974] 144 p. 22 em. (Corporate 
law and practice course handbook series, 
no. 139) ”B4-3578.” ”Frepared for 
distribution at the renegotiation of 
Government contracts workskop, February 
25-27, 1974.” [KF862.Z9R45] 74-166408 
20.00 
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1. Renegotiation of government 
contracts—United States. I. Sternberg, 
Harry. H. New York (City). Practising 
Law Institute. TII. Title. IV. Series. 


COMMERCIAL and 346.730433 
industrial condominiums, 1974. Charles A. 
Goldstein [and] Patrick J. Rohan, co- 
chairmen. New York City, Practising Law 
Institute [1974] 392 p. 22 cm. (Real estate 
law and practice course handbook series, 
no. 93) "Prepared for distribution at the 
commercial and industrial condomin[i]ums 
- 1974 program, May 2-3, New York.” 
Includes bibliographical references. 
[KF581.C62] 74-172712 50.00 

1. Condominium (Housing)——United States. 
2. Office buildings—United States. 3. 
Industrial buildings. I. Goldstein, Charles 
A., 1936- H. Rohan, Patrick J. If. New 
York (City). Practising Law Institute. IV. 
Title. V. Series. 


ROTHENBERG, Henry H. 346’.73’0433 

What you should know about 

condominiums [by] Henry H. Rothenberg. 

[Ist ed.] Radnor, Pa., Chilton Book Co. 

[1974] p. cm. ISBN  0-8019-6096-7 

Bibliography: p. [KF581.R65] 74-13356 
50 


A Condominium (Housing)—United States. 
I. Title. 

Prepared from C.I.P. Pbk. 2.95; ISBN 0- 
8019-6097-5. 


DUCSIK, Dennis W., 
1946- 
Shoreline for the public; a handbook of 
social, economic, and legal considerations 
regarding public recreational use of the 
Nation’s coastal shoreline [by] Dennis W. 
Duesik. Cambridge, Mass., MIT Press 
[1974] xiii, 257 p. 23 cm. ISBN 0-262- 
04045-K (Massachusetts Institute of 
Technology. Report no. MITSG 74-16) 
Photocopy of typescript. Index no. 74-616- 
Cdp. Includes bibliographical references. 
[KF5627.D8] 74-4528 12.50 
1. Shore protection—Law and legislation— 
United States. 2. Outdoor recreation— 
United States. I. Title. I. Series: 
Massachusetts Institute of Technology. Sea 
or Project Office. Report no. MITSG 
74-16. 


LEVERAGED leasing, 346°.73'047 
1974. New York, Practising Law Institute 
“1974] 224 p. 22 cm. (Commercial law and 
Dractice course handbook series, no. 106) 
“Prepared for distribution at the leveraged 
ieasing—1974 seminar, April 1974.” "A4- 
2015." Pages 220-224, blank for ”Notes.” 
Bibliography: p. 201-203. [KF946.L48] 74- 
-71899 20.00 

1. Industrial equipment leases—United 
States, 1. New York (City). Practising Law 
institute, IT. Title. ITI. Series. 


346’.73°046917 


MANAGEMENT, 346’.73'0668 
taxation, and sale of the closely held 
business. Donald M. Landis, chairman. 
New York, Practising Law Institute [1974] 
272 p. 22 cm. (Corporate law and practice 
course handbook series, no. 141) ”B4- 
3585.” “Prepared for distribution at the 
Management, Taxation, and Sale of the 
Closely Held Business Seminar, April 
1974.” [KF1466.M35] 74-171932 20.00 

I. Close corporations—United States. 2. 
Close corporations—Taxation—United 
States. L Landis, Donald M., 1929- IT. 
Mew York (City). Practising Law Institute. 
£1. Title. IV. Series. 


BUSINESS law; 346’.73’07 
principles and cases [by] Harold F. Lusk 
fend others] 3d U.C.C. ed. Homewood, IIL, 
R- D. Irwin, 1974. xx, 1281 p. 25 cm. 


SEPTEMBER 30,1974 ` 


ISBN 0-256-01577-5 First U.C.C. ed. and 
previous non-U.C.C. editions by H. F. 
Lusk. [KF888.B8 1974] 74-75087 13.95 

1. Commercial Jaw—United States. 2. 
Commercial law-—United States—~Cases. I. 
Lusk, Harold F., 1893- II. Lusk, Harold F, 
1893- Business law. 


WOODROOF, M. G., 
1939- 

Automobile insurance and no-fault law, by 
M. G. Woodroof IH, John R. Fonseca 
[and] Alphonse M. Squillante. Rochester, 
N.Y., Lawyers Co-operative Pub. Co., 
1974. xlix, 580 p. 26 cm. (Insurance law 
library) Includes bibliographical references. 
[KF1219.5.W66] 74-76324 35.00 

i. Insurance, No-fault automobile—United 
States. 2. Insurance, Automobile—United 
States. I. Fonseca, John R., joint author. II. 


346°.73'086 


Squillante, Alphonse M., 1932- joint 
author. JHI. Title. 
RULE 146; [seminar, 346’.73'092 


April-May 1974] Avery S. Cohen [and] 
Carl W. Schneider, co-chairman New 
York, Practising Law Institute [1974] 368 
p. 22 cm. (Corporate law and practice 


course handbook series, no. 144) 
[KF1440.R84] 74-171871 20.00 
d. Securities—-United States. I Cohen, 


Avery S. If. Schneider, Carl W., 1932- II. 
New York (City). Practising Law Institute. 
IV. Title. V. Sertes. 


WILHELM, Gayle B., 
1936- 

Connecticut estates practice: settlement on 
estates, by Gayle B. Wilheim in association 
with Ralph B. Folsom. Rev. ed. Rochester, 
N.Y., Lawyers Co-operative Pub. Co., 
1974. xv, 801 p. 26 cm. Revision of v. 2 
Settlement of decedents’ estates” of 
Connecticut probate practice by W. S. 
Locke and P. C. Kohn. [KFC3747.W54 
1974] 74-165213 27.50 

1. Decedents’ estates—Connecticut. 2. 
Probate law and practice—Connecticut. I. 


346’.746°056 


Locke, William S., 1904- Connecticut 
probate practice. IT. Title. 
HABENSTREIT, Barbara. 347°.73°26 


Changing America and the Supreme Court. 
[Rev. ed.] New York, Messner [1974] p. 
em. ISBN 0-671-32681-3 Bibliography: p. 
Traces the history of the Supreme Court 
from 1790 when it was considered the 
least important branch of the Federal 
government to its present very influential 
pösition: [KF8742.Z9H23 1974] 74-7598 
1. United States. Supreme Court—Popular 
works. I. Title. 

Prepared from C.I.P. Library binding; 5.29, 
ISBN 0-671-32682-1. 


PEARSON, Drew, 1897- 
1969. 

The nine old men, by Drew Pearson and 
Robert S. Allen. Including Nine old men 
at the crossroads. New York, Da Capo 
Press, 1974. 325, 57 p. 22 cm. ISBN 0- 
306-70609-1 (Da Capo Press reprints in 
American constitutional and legal history) 
Reprint of the 1936 ec. of The nine old 
men, and of its sequel, the 1937 ed. of 
Nine old men at the crossroads, published 
by Doubleday, Doran, Garden City, N.Y. 
[KF8748.P38 1974] 73-21727 16.50 

1. United States. Supreme Court. L Allen, 
Robert Sharon, 1900- joint author. II. 
Pearson, Drew, 1897-1969. Nine old men 
at the crossroads. 1974. ITI, Title. IV. Title: 
Nine old men at the crossroads. 


347’.73°26 


BEFORE the law; 347.735 
an introduction to the legal process 
[compiled by} John J. Bonsignore [and 


others] Boston, Houghton Mifflin [1974] 
xii, 388 p. illus. 24 cm. ISBN 0-395-13145- 


3 Includes bibliographical references. 
[KF8700.B4] 73-17789 6.95 (pbk.) 
i. Justice, Administration of—United 


States. 2. Practice of law-—United States. I. 
Bonsignore, John J., comp. 


ROSENTHAL, Douglas E. 347.735 
Lawyer and client: who's in charge? [By] 
Douglas E. Rosenthal. New York, Russell 
Sage Foundation [1974] xi, 228 p. 24 cm. 
ISBN 0-87154-725-2 Includes 
bibliographical references. [KF311.R67] 
73-83891 8.95 

1. Attorney and client—United States. 2. 
Personal injurtes—United States. I. Title. 


SMITH, Robert Sellers. 347.7355 
Handbook of law office forms. Englewood 
Cliffs, N.J., Prentice-Hall [1973, c1974] 
xxvii, 553 p. 30 cm. ISBN 0-13-380279-5 
[KF170.S555] 73-18230 49.50 

1. Forms (Law)—United States. I. Title. 


MASSACHUSETTS. 347.74401 
Special Commission on Investigation of 
the Judicial System. 

Report of the Special Commission on 

Investigation of the Judicial System, the 

Commonwealth of Massachusetts. New 

York, Arno Press, 1974. p. cm. ISBN 0- 

405-06153-6 (Criminal justice in America) 

Reprint of the 1936 ed. published by 

Wright & Potter Print., Co., legislative 

printers, Boston, as House Document 

1750. [KFM2908.A86 1974] 74-3833 8.00 

1. Courts—Massachusetts. 2. Judges— 

Massachusetts. 3. Justice, Administration 

of—Massachusetts. I. Title. H. Series. II. 


Series: Massachusetts. General Court, 

1936. House of Representatives. 

Documents, 1750. 

Prepared from C.I.P. 

WASHBURN, Emory, 347°.744’0109 
1800-1877. 

Sketches of the judicial history of 


Massachusetts from 1630 to the 
Revolution in 1775. New York, Da Capo 
Press, 1974 [c1840] p. cm. ISBN 0-306- 
70616-4 (Da Capo Press reprint in 
American constitutional and legal history) 
Reprint of the ed. published by C. C. 
Little, Boston. [KFM2478.W38 1974] 74- 
6427 17.50 

d. Courts—Massachusetts—Histary. 2. 
Massachusetts—History—Colonial period, 
ca. 1600-1775. I. Title. 

Prepared from C.I.P. 


NEW York (State). 347°.747°03536 
Supreme Court. Appellate Division. 

In the matter of the investigation of the 
Magistrates’ courts in the First Judicial 
Department and the magistrates thereof, 
and of the attorneys-at-law praciicing in 
said courts; final report of Samuel Seabury, 
referee. Supreme Court, Appellate 
Division—First Judicial Department. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-06160-9 (Criminal justice in America) 
Reprint of the 1932 ed. published by 
Lawyers Press, New York. [KFX2018.7.S4 
1974] 74-3842 14.00 

1. Police magistrates—-New York (City) 2. 
Lawyers—New York (City) I. Seabury, 
Samuel, 1873- If. Title. IH. Series. 
Prepared from C.I.P. 


PHELPS, Arthur 
Warren. 
Handbook of Virginia rules of procedure in 
actions at law. 3d ed. Ss ae ille, Va., 
Michie Co. [1974] x, 895 p. 27 cm. 
[KFV2930.P45 1974] 73-93112 35.00 
i. Civil procedure—Virginia. 2. 


347.75505 


Court 


300 SOCIAL SCIENCE 


rules—Virginia. I. Title. II. Title: Virginia 
rules of procedure in actions at law. 
BROWN, Elizabeth 348.7309 
Gaspar, 1913- 
British statutes in American law, 1776- 
1836, by Elizabeth Gaspar Brown, in 
consultation with William Wirt Blume. 
Foreword by Allan F. Smith. New York, 
Da Capo Press, 1974 [c1964] xii, 377 p. 23 
cm. ISBN 0-306-70610-5 (Da Capo Press 
reprints in American constitutional and 
legal history) (Reprint of the ed. published 
by the University of Michigan Law School, 
Ann Arbor, which was issued in series: 
Michigan legal studies.) Includes 
bibliographical references. [KF366.B7 
1974] 73-21605 15.00 (lib. bdg.) 
1. Law—United States—History and 
criticism. 2. Law—United States— 
Interpretation and construction. I Blume, 
William Wirt, 1893- II. Title. II. Series: 
Michigan legal studies. 


GWYN, William B 352’.0029'0973 
Barriers to establishing urban ombudsmen. 
[by] William B. Gwyn Berkeley, Calif. 
University of California 1974 vii, 93 p. 23 
cm. ISBN 0-87772-200-5 "A publication of 


the Institute’s Ombudsman Activities 
Project.” [JS1242.4.A4 1974] 74-11446 
4.50 (pbk.) 


1. Ombudsman—Newark, N.J. 2. Newark, 


NJ—Politics and government. 1. 
California. University. Institute of 
Governmental Studies. IT. Title. 

ORGANIZING public 352’.008'0973 


services in metropolitan America. Edited 
by Thomas P. Murphy [and] Charles R. 
Warren. Lexington, Mass., Lexington 
Books [1974] xiii, 245 p. 23 cm. ISBN 0- 
669-92783-X Bibliography: p. 223-239. 
[JS422.073] 74-307 15.00 

i. Metropolitan government—United 
States—Addresses, essays, lectures. 2. 
Municipal  services-—-United  States— 
Addresses, essays, lectures. I. Murphy, 
Thomas P., 1931- ed. II. Warren, Charles 
R., 1941- ed. 


RUSSELL, John R. 352°.008'0973 
Cases in urban management [by] John R. 
Russell. Cambridge, Mass., MIT Press 
[1974] xiii, 556 p. illus. 29 cm. ISBN 0- 
262-18066-9 Includes bibliographical 
references. [JS356.R95] 73-20228 18.50 

I. Municipal government—United States— 
Case studies. 2. Municipal services— 
United States—Case studies. I. Title. 


SNIDER, Clyde Frank, 352.073 
1904- 


Local government in rural America [by] 
Clyde F. Snider. Westport, Conn., 
Greenwood Press [1974, cl1957] p. cm. 
ISBN 0-8371-7648-4 Reprint of the ed. 
published by Appleton-Century-Crofts, 
New York, in series: ACC political science 
series. Bibliography: p. [JS408.S6 1974] 74- 
10652 25.50 

1. Local government—United States, I. 
Title. 

Prepared from C.LP. 


JAMES, Dorothy 
Buckton, 1937- 
The contemporary presidency. 2d ed. 
Indianapolis, Pegasus [1974] xiii, 336 p. 
illus. 21 em. ISBN 0-672-53716-8 Includes 
bibliographical references. [JK516.J33 
1974] 73-19657 6.95 (pbk.) 
i. Presidents—United States. 2. Executive 
power—United States. I. Title. 


353.003°13 
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BLECHMAN, Barry M. 353.007'22 
Setting national priorities; the 1975 budget 
[by] Barry M. Blechman, Edward M. 
Gramlich [and] Robert W. Hartman. 
Washington, Brookings Institution [1974] 
xvi, 269 p. 23 cm. ISBN 0-8157-0994-3 
Includes bibliographical references. 
[HJ2051.B5] 74-282 7.95 

i. Budget--United States. I. Gramlich, 
Edward M., joint author. Il. Hartman, 
Robert W., joint author. IIT. Title. 

Pbk. 2.95; ISBN 0-8157-0993-5. 


SINAI, Nathan, 353.008°41°982 
1894- 


EMIC (Emergency maternity and infant 
care) a study of administrative experience 
[by] Nathan Sinai and Odin W. Anderson. 
New York, Arno Press, 1974 [c1948] p. 
cm. ISBN’ 0-405-05981-7 (Children and 
youth: social problems and social policy) 
Reprint of the ed. published by the School 
of Public Health, University of Michigan, 
Ann Arbor, which was issued as no. 3 of 
Bureau of Public Health Economics 
research series. [UB403.857 1974] 74-1704 
1. United States—Armed Forces—Medical 
care—History. 2. Maternal health 
services—United States—History. I. 
Anderson, Odin Waldemar, 1914- joint 
author. If. Title. II Series. IV. Series: 
Michigan. University. Bureau of Public 
Health Economics. Research series, no. 3. 
Prepared from C.I.P. 


TEICH, Albert H. 353.00855 
Scientists and public affairs. Edited by 
Albert H. Teich. Cambridge, Mass., MIT 
Press [1974] xi, 315 p. 25 cm. ISBN 0- 
262-20026-0 (M.I.T. studies in comparative 
politics) Essays based on Ph.D. theses in 
the Science and policy program at 
Massachusetts Institute of Technology. 
Includes bibliographical references. 
[Q127.U6T38] 73- 52250 14.95 

I. Science and state—United States. 2. 
Scientists—-United States. I. Title. II. 
Series: M.LT. studies in comparative 
politics series. 


PLISCHKE, Elmer, 1914- 353.008’92 
Conduct of American diplomacy. 3d ed. 
Westport, Conn., Greenwood Press [1974, 
c1967] p. cm. ISBN  0-8371-7299-3 
Reprint of the ed. published by Van 
Nostrand, Princeton, N.J. in series: Van 
Nostrand political science series. 
Hy Eat p. [JX1407.P58 1974] 73- 
19117 14.00 

I. United States—Foreign relations 
administration. 2. United  States— 
Diplomatic and consular service. I. Title. 
Prepared from C.I.P. 


MURPHY, John Francis, 
1922(Aug.20)- 
The pinnacle: the contemporary American 
Presidency [by] John F. Murphy. 
Philadelphia, Lippincott [1974] 215 p. 21 
cm. ISBN 0-397-47312-5 (The Lippincott 
series in American government) Includes 
bibliographical references. [E743.M87] 74- 
3164 2.95 (pbk.). 
i. United States—Politics and 
government—20th century. 2. Presidents— 
United States—Biography. I. Title. 


EHRLICH, Walter, 1921- 353.03°6 
Presidential impeachment; an American 
dilemma. With an introd. by Richard 
Dudman. [St. Charles, Mo.] Forum Press 
[1974] 136, xxxvi p. 19 em. ISBN 0- 
88273-104-] Includes bibliographical 
references. [JK593.E5] 73-92315 2.95 

1. Nixon, Richard Milhous, 1913- 2. 
Impeachments—United States—History. 3. 
Watergate Affair, 1972. I. Title. 
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GOVERNING New York 353.9747 
State: the Rockefeller years. Edited by 
Robert H. Connery and Gerald Benjamin. 
New York, Academy of Political Science, 
1974. x, 262 p. 23 cm. (Proceedings of the 
Academy of Political Science, v. 31, no. 3) 
Papers, some of which were delivered at a 
conference on “Governing the State: 
programs, policies, and politics, sponsored 
by the Academy of Political Science on 
Nov. 16, 1973, at Columbia University. 
Includes bibliographical references. 
[JK3419.G68] 74-76515 4.75 (pbk.). 

1. New York (State)—Politics and 
government-—1951- —Addresses, essays, 
lectures. I. Connery, Robert Howe, 1907- 
ed. II, Benjamin, Gerald, ed. III. Academy 
of Political Science, New York. IV. Series: 
Academy of Political Science, New York. 
Proceedings, v. 31, no. 3. 


WYNER, Alan J 353.9°782°0091 
The Nebraska ombudsman. [by] Alan J. 
Wyner. Berkeley, University of California 
1974 v, 160 p. tables 23 cm. ISBN 0- 
87772-199-8 ”A publication of the 
institute's ombudsman activities project.” 
[JK6649.04W96] 74-8958 6.75 (pbk.) 

1. Ombudsman—Nebraska. I. California. 
University. Institute of Governmental 
Studies. I. Title. 


MASON, Philip. 355.00954 
A matter of honor; an account of the 
Indian Army, its officers and men. New 
York, Holt, Rinehart and Winston [1974] 
p. cm. ISBN 0-03-012911-7 [UA842.M33] 
74-244 12.95 

J. India. Army—History. I. Title. 

Prepared from C.I.P. 


CONANT, Melvin. 355’.00971 
The long polar watch; Canada and the 
defense of North America. Westport, 
Conn., Greenwood Press [1974, c1962] p. 
cm. ISBN 0-8371-7613-1 Reprint of the 
lst ed. published for the Council on 
Foreign Relations by Harper, New York. 
Pibliography: p. [UA22.C6 1974] 74-9874 


1. North America—Defenses. 2. Canada— 
Military policy. 3. United States--Military 
policy. I. Title. 

Prepared from C.I.P. 


WEIGLEY, Russell 
Frank. 
Towards an American army; military 
thought from Washington to Marshall [by] 
Russell F. Weigley. Westport, Conn., 
Greenwood Press [1974, c1962] p. cm. 
ISBN 0-8371-7499-6 Reprint of the ed. 
published by Columbia University Press, 
New York. Bibliography: [UA25.W4 1974] 
74-5785 13.75 
I. United States. Army—History. 2. 
United States-—Military policy---History. I. 
Title. 
Prepared from C.I.P. 


HALLE, Louis Joseph, 
1910- 

Choice for survival [by] Louis J. Halle. 

Westport, Conn., Greenwood Press [1974, 

c1958] p. ISBN 0-8371-7578-X Reprint of 

the ed. published by Harper, New York. 

(UAL1.H3 1974] 74-7539 9.00 

1. Military policy. 2. World politics—1945- 

3. Atomic warfare. 4. United States— 

Military policy. I. Title. 

Prepared from C.I.P. 


355°.00973 


355.02°17 


THE Superpowers in 355.03’3004’7 
a multinuclear world. Edited by Geoffrey 
Kemp, Robert L. Pfaltzgraff. Jr. [and] Uri 
Ra’anan. Lexington, Mass., Lexington 
Books [1974] x, 300 p. 23 cm. ISBN 0- 
669-91348-0 Revised and updated papers 
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from a conference sponsored by the 
Fletcher School of Law and Diplomacy 
and held May 3-5, 1973. Includes 
bibliographical references. [UF767.S93] 73- 
22317 15.00 

i. Atomic weapons—Congresses. 2. 
Strategy—Congresses. 3. United States— 
Military policy—Congresses. 4. Russia— 
Military policy—Congresses. I. Kemp, 
Geoffrey, ed. H. Pfaltzgraff, Robert L., ed. 
HE Ra’anan, Uri, 1926- ed. IV. Fletcher 
vies of Law and Diplomacy, Medford, 
Mass. 


BERNARDO, C. Joseph, 

1911- 
American military policy; its development 
since 1775 [by] C. Joseph Bernardo and 
Eugene H. Bacon. [2d ed.] Westport, 
Conn., Greenwood Press [1974, c1961] p. 
ISBN 0-8371-7615-8 Reprint of the ed. 
published by Stackpole, Harrisburgh, Pa. 
Bibliography: p. [UA23.B43 1974] 74-9697 
21. 


355.03°35°73 


1. United States—Military policy—History. 
2. United States—History, Military. T. 
Bacon, Eugene Hayward, 1922- joint 
author. IT, Title. 

Prepared from C.I.P. 


MILITARY living’s 355.129 
Temporary military lodging around the 
world; .. a guide to economical 
accommodations for fun, leave travel, and 
moves. Compiled and edited by editor and 
staff, Military living and consumer guide. 
Cover and layout by Allen L. Chapel. 
Arlington, Va., Military Marketing 
Services [1974] 160 p. illus. 22 cm. 
Revision of the 1971 ed. published under 
title: | Temporary military lodging. 
(UC403.M54 1974] 74-10800 5.95 

1. United States—Armed Forces—Barracks 
and quarters. 2. Military bases, 
American—Directories, £ Military living 
and consumer guide. II. Title: Temporary 
military lodging around the world. 
Publishers address: P.O. Box ML, 
Arlington, Va. 22204. Pbk. 2.50, ISBN 0- 
914862-01-4. 


DORLING, Henry 
Taprell, 1883-1963. 
Ribbons and medals; the world’s military 
and civil awards, by H. Taprell Dorling 
("Taffrail”’) in association with L. F. Guill. 
This ed. rev. under the editorship of 
Francis K. Mason. Garden City, N.Y., 
Doubleday, 1974. 359 p. illus. (part col.) 
23 cm. ISBN 0-385-09001-3 [UC530.D63 
1974] 73-20952 14.95 
1. Medals, Military and naval 2. 
Decorations of honor. 3. Great Britain— 
Armed Forces—Medals, badges, 
decorations, etc. I. Title. 


GORLITZ, Walter, 
1913- 
Paulus and Stalingrad; a life of Field- 
Marshal Friedrich Paulus, with notes, 
correspondence and documents from his 
papers. With a pref. by Ernst Alexander 
Paulus. Translated by R. H. Stevens. 
Westport, Conn., Greenwood Press [1974, 
c1963] p. cm. ISBN  0-8371-7497-X 
Translation of Paulus: "Ich stehe hier auf 
Befehl!” [DD247.P38G613 1974] 74-5782 
14.50 
1. Paulus, Friedrich. 2. Stalingrad, Panie 
of, 1942-1943. I. Title. 
Prepared from C.I.P. 


BURNHAM, Frank A. 358.4 
Hero next door, by Frank A. Burnham. 
Fallbrook, Cal., Aero Publishers [1974] p. 
cm. ISBN 0-8168-6450-0 [U.A927.B8] 74- 
81452 8.95 

1. United States. Civil Air Patrol. I. Title. 


355.13409 


355.3°31°0924 B 


SEPTEMBER 30,1974 
Prepared from C.I.P. 


BRACKETT, Jeffrey Richardson, 
1860-1949. 
Supervision and education in charity. 
Boston, Milford House [1974, c1903] p. 
ISBN 0-87821-275-2 Reprint of the ed. 
published by Macmillan, New York, in 
series: American philanthropy of the 
nineteenth century. Includes bibliographies. 
La 1974] 74-12298 25.00 (lib. 
bdg.). 
1. Charity organization. 2. Supervision of 
social workers. 3. Social work education. I. 
Title. II. Series: American philanthropy of 
the nineteenth century. 
Prepared from C.I.P. 


DAVIS, Philip, 1876-1951, ed. 361 
The field of social service, edited by Philip 
Davis in collaboration with Maida 
Herman. Boston, Milford House [1974, 
1915] p. ISBN 0-87821-277-9 Reprint of 
the ed. published by Small, Maynard, 
Boston, and issued in the Welfare series. 
Includes bibliographies. [HV40.D3 1974] 
74-12299 45.00 (lib. bdg.). 

1. Social service. 2. Charity organization. 
3. Social problems. I. Herman, Maida, joint 
ed. II. Title. IH. Series: Welfare series. 
Prepared from C.I.P. 


APPROACHES to innovation 361°.007 
in social work education. New York, 
Council on Social Work Education [1974] 
iii, 104 p. illus. 23 cm. ”Five of the papers 

originally presented at the council’s 
1973 annual program meeting and the 
other five initially accepted for 
publication in the Journal of education for 
social work.” Includes bibliographical 
ee [HV11.A59] 74-78376 3.00 


361 


L Social work education—Addresses, 
essays, lectures. I. Council on Social Work 
Education. 


WALLIS, J. H. 361.3 
Personal counselling: an introduction to 
relationship therapy [by] J. H. Wallis; with 
a foreword by Sir George Haynes. London, 
Allen and Unwin, 1973. 189 p. 21 cm. 
ISBN 0-04-361015-3 Bibliography: p. 177- 
178. [BF637.C6W3] 73-165852 10.00 

1. Counseling. I. Title. 

Distributed by International Publications 
Service, New York. 


STEINBERG, Jay f 
Leonard, 1930- comp. 
The counselor as an applied behavioral 
scientist, edited by J. Leonard Steinberg. 
New York, MSS Information Corp. [1974] 
p. em. ISBN 0-8422-5168-5 

[BF637.C6S76] 74-4001 10.00 

1. Counseling—-Addresses, essays, lectures. 
L. Title. 

Prepared from C.I.P. Pbk. 5.00; ISBN 0- 
_ 8422-0381-8. 


ROBBINS, Richard G., 
1939- 

Famine in Russia, 1891-1892 [by] Richard 

G. Robbins, Jr. New York, Columbia 

University Press, 1974. p. cm. ISBN 0- 

231-03836-4 Includes bibliographical 

references. [HC340.F3R6] 74-8528 15.00 

J. Russia—Famines. I. Title. 

Prepared from C.LP. 


SMITH, David Horton. 361.7 
Voluntary action research: 1974; the nature 
of voluntary action around the world, 
edited by David Horton Smith. Lexington, 
Mass., Lexington Books [1974] p. ISBN 
Np aay (HV41.8574] 73-11689 


361.3208 


361.550947 


I. Volunteer workers in social service. 2. 
Social action. I. Title. 
Prepared from C.I.P. 


LIEFDE, Jan de, 1814- 
1869. - 
Six months among the charities of Europe. 
Boston, Milford House [1974] p. ISBN 0- 
87821-278-7 Reprint of the 1865 ed. 
published by A. Strahan, London. 
ET 1974} 74-12375 65.00 (lib. 

g). 
1. Charities—Europe. I. Title. 
Prepared from C.I.P. 


KATZ, Harvey. 361.7°3'0973 
Give! Who gets your charity dollar? [1st 
ed.] Garden City, N.Y., Anchor Press, 
1974, xi, 252 p. 22 cm. ISBN 0-385- 
02220-4 [HV91.K34] 73-9163 6.95 

i. Charities—United States. 2. Fund 
raising. I. Title. 


LARNED, Josephus 
Nelson, 1836-1913. 
The life and work of William Pryor 
Letchworth, student and minister of public 
benevolence. Montclair, N.J., Patterson 
Smith, 1974. p. cm. ISBN 0-87585-182-7 
(Patterson Smith series in criminology, law 
enforcement & social problems, publication 
no. 182) Reprint of the 1912 ed. published 
by Houghton Mifflin, Boston. "List of 
writings”: p. [HV28.L43L34 1974] 71- 
172592 14.00 
1. Letchworth, William Pryor, 1823-1910. 
I. Title. 
Prepared from C.I.P. 


STEWART, William 
Rhinelander, 1852-1929. 
The philenthropic work of Josephine Shaw 
Lowell, containing a biographical sketch of 
her life, together with a selection of her 
public papers and private letters. Collected 
and arranged for publication by William 
Rhinelander Stewart. Montclair, N.J., 
Patterson Smith, 1974. p. cm. ISBN 0- 
87585-163-0 (Patterson Smith series in 
criminolegy, law enforcement & social 
problems. Publication no. 163) Reprint of 
the 1911 ed. published by Macmillan, New 
York. Bibliography: p. [HV28.L66S83 
1974] 71-172576 15.00 
1. Lowel, Josephine (Shaw) 1843-1905. 2. 
Social service—New York (City) I. Title. 
Prepared from C.I.P. 


JORDAN, Wilbur 

Kitchener, 1902- 
The charities of London, 1480-1660; the 
aspirations and the achievements of the 
urban society, by W. K. Jordan. [Hamder, 
Conn.}] Archon Books, 1974 [c1960] 463 p. 
22 cm. ISBN 0-208-01410-1 Reprint of the 
ed. published by Russell Sage Foundation, 
New York. Includes bibliographical 
oe [HV250.L9J6 1974] 74-8709 


361.7°094 


361°.92’4 B 


361°.92°4 B 


361.9421 


1. London—Charities—History. 2. 
London-—Social conditions. £. Title. 


HORTON, Paul B. 362.042 
The sociology of social problems [by] Paul 
B. Horton [and] Gerald R. Leslie. 5th ed. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] xiv, 766 p. illus. 24 cm. ISBN 0-13- 
821470-0 Includes bibliographies. 
[HN57.H6 1974] 74-2421 10.95 

1. Social problems. 2. United States— 
Social conditions. I. Leslie, Gerald R., joint 
author. IT. Title. 


LEININGER, Madeleine M. 362.1 
Health care issues [edited by] Madeleine 
Leininger [and] Gary Buck. [Philadelphia] 
F. A. Davis Co. [1974] p. cm. ISBN 0- 
8036-5525-8 (Health care dimensions, 1) 


300 SOCIAL SCIENCE 


Includes bibliographies. [RA418.L45] 74- 
6073 15.00 

i. Social medicine. +2. Medicine—. 
Philosophy. 3. Medical care—United 
States. I. Buck, Gary L., joint author. IL 
Title. 

Prepared from C.I.P. 


MEDICINE and social work; 362.1 
an exploration in  interprofessionalism. 
Edited by Helen Rehr. New York, 
Published for the Doris Siegel Memorial 
Fund of the Mount Sinai School of 
Medicine by Prodist, 1974. p. cm. ISBN 
0-88202-017-X [HV687.M4] 74-13919 
4.95 (pbk.). 

1. Medica! social work—Congresses. 2. 
Social work education—Congresses. I. 
Rehr, Helen, ed. 

Prepared from C.I.P. 


MORSE, George P. 362.1 
Protecting the health care facility [by] 
George P. Morse [and] Robert F. Morse 
If. Foreword by Luther L. Terry. 
Baltimore, Williams & Wilkins [1974] p. 
cm. ISBN 0-683-06124-0 [RA969.95.M67] 
74-1083 15.00 

1. Health facilities—Security measures. T. 
Morse, Robert F., joint author. IT. Title. 
Prepared from C.I.P. 


WAITZKIN, Howard. 362.1°04’220973 
The exploitation of illness in capitalist 
society [by] Howard Waitzkin and Barbara 
Waterman. Indianapolis, | Bobbs-Merrill 
[1974] 133 p. illus. 23 cm. (The Bobbs- 
Merrill studies in sociology) Bibliography: 
p. 116129: [RA418.W34] 73-19706 2.75 


i. Social medicine. 2. Medical care— 
United States. I. Waterman, Barbara, joint 
author. IT. Title. 


EVALUATING health 362.1°07'20497 
program impact; the  U.S.-Yugoslav 
research effort [by] Ralph E. Berry, Jr. 
{and others] Lexington, Mass., Lexington 
Books [1974] p. cm. ISBN 0-669-94771-7 
[RA440.6.E93] 74-9921 13.50 

d. Public health research—Evaluation. 2. 
Public health research—Yugoslavia. 3. 
Economic assistance, American— 
Yugoslavia. I. Berry, Ralph E. 

Prepared from C.I.P. 


SIDEL, Victor W. 362.1°0951 
Serve the people; observations on medicine 
in the People’s Republic of China [by] 
Victor W. Sidel and Ruth Sidel. Boston, 
Beacon Press [1974, cl973] p. cm. ISBN 
0-8070-2175-X Reprint of the ed. 
published by Josiah Macy Foundation, 
New York, in series: Macy Foundation 
series on medicine and public health in 
China. Bibliography: p. [RA527.S5 1974] 
74-6185 4.45. 

I. Medical care—China. 2. Medicine— 
China. I. Sidel, Ruth, joint author. If. Title. 
TII Series: Josiah Macy, Jr. Foundation, 
New York. The Macy Foundation series 
on medicine and public health in China. 
Prepared from C.I.P. 


WILSON, Florence A. 362.1°0973 
Health services in the United States [by] 


Florence A. Wilson [and] Duncan 
Neuhauser. Cambridge, Mass., Ballinger 
Pub. Co. [1974] p. cm. ISBN 0-88410- 


101-0 [RA395.A3W54] 73-22396 7.95 

1. Medical care—United States. T. 
Neuhauser, Duncan, joint author. IL. Title. 
Prepared from C.I.P. 


CONFERENCE on Health —362.1°1°0973 
Planning, Certificates of Need, and 
Marke: Entry, Washington, D.C., 1972. 

Regulating health facilities construction; 
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proceedings. Edited by Clark C. 
Havighurst. Washington, American 
Enterprise Institute for Public Policy 
Research [1974] 314 p. 25 cm. ISBN 0- 
8447-2044-5 Includes bibliographical 
references. [RA395.A3C687 1972] 73- 
93825 8.50 


1. Health  planning—United  States— 
Congresses. 2. Health facilities—United 
States—Congresses. 3. Medical 
economics—United States—Congresses. I. 
Havighurst, Clark C, ed. H. American 
Enterprise Institute for Public Policy 
Research. HT. Title. 


LAVE, Judith R. 362.171°0973 
The Hospital construction act; an 
evaluation of the Hill-Burton program, 
1948-1973 [by] Judith R. Lave [and] 
Lester B. Lave. Washington, American 
Enterprise Institute for Public Polic 
Research [1974] 71 p. 23 cm. ISBN 

8447-3129-3 (Evaluative studies, 16) 
Includes bibliographical references. 
([RA981.A2L38] 74-80658 3.00 (pbk.). 

1. Hospitals—United States—Construction. 
2. Hospitals—United States—Finance. 3. 
Health factlities—United States. I Lave, 
Lester B., joint author. II. Title. HI. Series: 
American Enterprise Institute for Public 
Policy Research. Evaluative studies, 16. 


CULL, John G. 362.1°9°6462 
Counseling and rehabilitating the diabetic 
[edited by] John G. Cull [and] Richard E. 
Hardy. Springfield, Ill., Thomas [1974] xi, 
152 p. illus. 24 cm. ISBN 0-398-02997-0 
(American lecture series, publication no. 
929. A publication in the Bannerstone 
division of American lectures in social and 
rehabilitation psychology) Includes 
bibliographical references. [RC660.C8] 73- 
14623 6.95 

1. Diabetics—Rehabilitation. I Hardy, 
Richard E., joint author. II. Title. 


ISAAC, 362. 1796994490924 B 
Betty, 1932- 

A breast for life. Foreword by Walter C. 
Alvarez. Hicksville, N.Y., Exposition Press 
[1974] 110 p. 22 cm. ISBN 0-682-48008-8 
An Exposition-Banner book) 
{RC280.B818] 74-80683 5.00 

1. Breast—Cancer. 2. Cancer patients— 
Personal narratives. I. Title. 


SHAW, Nancy 362.1°9°8200973 
Stoller. 

Forced labor; maternity care in the United 

States. New York, Pergamon Press [1974] 

p. cm. ISBN 0- 08-017835-9 (Pergamon 

studies in critical sociology, PSCS-1) 

Pibliography: p. [RG960.S42 1974] 74-785 


1. Maternal health services—United States. 
I. Title. 

Prepared from C.LP. Pbk. 5.75, ISBN 0- 
08-001784-9. 


CREATING change in mental 362.2 
health organizations [by] George W. 
Fairweather [and others] New York, 
Pergamon Press [1974] ix, 219 p. illus. 23 
cm. (Pergamon general psychology series, 
42) Bibliography: p. 213-215. [RC439.C816 
1974] 73-13833 10.95 

i. Community mental health services— 
Administration. 2. Organizational change. 
I. Fairweather, George William, 1921- 
Pbk. 6.50, ISBN 0-08-017832-4. 


BAUMAN, Gerald. 362.2°04’25 
Psychiatric rehabilitation in the ghetto; an 
educational approach [by] Gerald Bauman 
[and] Ruth Grunes. Lexington, Mass., 
Lexington Books [1974] xx, 177 p. 23 em. 
ISBN 0-669-93179-9 Based on a research 
project carried out under the auspices of 
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the Social and Rehabilitation Service, 
entitled "A vocational rehabilitation 
approach to households of former mental 
patients.” Bibliography: p. 169-171. 
[RC576.B38] 14-2140 15.00 

i. Mentally ill—Rehabilitation. — 2. 
Poverty—Psychological aspects. I. Grunes, 
Ruth, joint author. I. United States. Social 
and Rehabilitation Service. HI. Title. 


STREAN, Herbert S. 362.2°04’25 
The social worker as psychotherapist, by 
Herbert S. Strean. Metuchen, N.J., 
Scarecrow Press, 1974. xi, 216 p. 22 cm. 
ISBN 0-8108-0721-1 Includes 
bibliographical references. [HV689.S77] 74- 
5086 7.50 

J: Psychiatric social work. 2. 
Psychotherapy. 3. Social service. I. Title. 


FISHER, Walter, 1924- 362.2°0973 
Human services; the third revolution in 
mental health [by] Walter Fisher, Joseph 
Mehr [and] Philip Truckenbrod. [Port 
Washington] N.Y., Alfred Pub. Co. [1974] 
xi, 360 p. illus. 25 cm. ISBN 0-88284-013- 
4 Bibliography: p. 352-356. [RA790.6.F55] 
74-75481 11.95 

1. Mental health services—United States. 
2. Psychiatric hospital care—United States. 
3. Crisis intervention (Psychiatry)—United 
States. I. Mehr, Joseph, 1941- joint author. 
I. Truckenbrod, Philip, 1942- joint author. 
TII. Title. 


ROMAN, Paul M. 362.2'0973 
Sociological perspectives on community 
mental health. Edited by Paul M. Roman 
[and] Harrison M. Trice. [Philadelphia, F. 
A. Davis Co., 1974] p. ISBN 0-8036- 
7555-0 Includes bibliographies. 
[RA790.6.R65] 74-6168 11.00 

i. Community mental health services— 
United States. 2. Psychiatric social work— 
United States. L Trice, Harrison Miller, 
1920- joint author. H. Title. 

Prepared from C.I.P. 


MAXMEN, Jerrold S. 362.71 
Rational hospital psychiatry: the reactive 
environment [by] Jerrold S. Maxmen, Gary 
J. Tucker [and Michael D. LeBow. New 
York, Brunner/ Mazel [1974] xii, 282 p. 22 
cm. ISBN 0-87630-085-9 Bibliography: p 
261-274. [RC439.M42] 73-87723 12.50 

1. Psychiatric hospital care. 2. Melieu 
therapy. I. Tucker, Gary J, joint author. 
a LeBow, Michael D., joint author. IIT. 
Ytle. 


BANFF International 362.22 
Conference on Behavior Modification, 


Sth, 1974. 
Evaluation of behavioral programs in 
community, residential, and school 


settings. Edited by Park O. Davidson, 
Frank W. Clark [and] Leo A. Hamerlynck. 
Champaign, IIL, Research Press [1974] xx, 
448 p. illus. 21 cm. ISBN 0-87822-090-9 
Includes bibliographies. [RA790.5.B28 
1974] 74-166405 6.50 (pbk.). 

i. Community mental health services— 
Evaluation—Congresses. I. Davidson, Park 
Olof, 1937- ed. II. Clark, Frank W., ed. 
ur Hamerlynck, Leo A., 1929- ed. IV. 
Title. 


ONLY, Mark, 1926- 362.2°92’0924 B 
High: a farewell to the pain of alcoholism. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN  0-13-387332-3 
[HV5293.05A34] 74-9548 6.95 

1. Alcoholics—Personal narratives. I. Title. 
Prepared from C.LP. 


CULL, John G. 362.293 
Types of drug abusers and their abuses 
[by] John G. Cull [and] Richard E. Hardy. 


AMERICAN BOOK PUBLISHING RECORD 


Springfield, IH., Thomas [1974] xv, 209 p. 
24 cm. ISBN 0-398-02928-8 (American 
lecture series, publication no. 920. A 
publication in the Bannerstone division of 
American lectures in social and 
rehabilitation psychology) Includes 
bibliographies. [HV5801.C78] 73-9651 8.75 
I. Drug abuse. 2. Alcoholism. I Hardy, 
Richard E., joint author. IZ. Title. 


WELLS, Brian. 362.293 
Psychedelic drugs. With a foreword by 
Humphry Osmond. New York, J. Aronson 
[1974, c1973] 250 p. 24 cm. ISBN 0- 
87668-142-9 Reprint of the ed. published 
by Penguin Books, Baltimore. Bibliography: 
p. [223]-239. [HV5801.W39 1974b] 74- 
6452 10.00 

1. Drugs. 2. Drugs—Physiological effect. I. 
Title. 


DE LEON, George, 
comp. 
Phoenix House: studies in a therapeutic 
community (1968-1973) New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
942012380 [HV5833.N45D45] 74-10668 
15. 
L Phoenix House Foundation—Addresses, 
essays, lectures. 2. Drug abuse— 
Treatment—New York (City)—Addresses, 
essays, lectures. 3. Narcotic addicts— 
Rehabilitation—New York (City)— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. 


DANIELS, Lloyd Keith, comp. 362.3 
Vocational rehabilitation of the mentally 
retarded; a book of readings, edited by 
Lloyd Keith Daniels. Springfield, Ill., 
Thomas [1974] xvi, 629 p. 27 cm. ISBN 0- 
398-02582-7 Includes bibliographies. 
[HV3005.D35] 72-92164 22.50 

i. Vocational rehabilitation—Addresses, 
essays, lectures. 2. Mentally handicapped— 
Rehabilitation—Addresses, essays, lectures. 
3. Behavior  modification—Addresses, 
essays, lectures. 4. Mentally handicapped— 
i a ata essays, lectures. 
. Title. 


INCE, Laurence P. 362.4 
The Rehabilitation Medicine Services By 
Laurence P. Ince. Springfield, Il. Thomas 
[1974] Ix, 576 p illus. 25 cm. ISBN 0-398- 
02852-4 (HD7255136p 1973]] 
([RD795.153] 73-4548 22.50 

1. Physically handicapped—Rehabilitation. 
I. Title. 


362.2°93°097471 


MY eyes are my ears. 362.42 
Edited by Daniel H. Pokorny. Translations 
by Robert Harmon [and] Margaret George. 
New York, MSS Information Corp. [1974] 
p. cm. ISBN  0-8422-5205-3 Papers 
delivered at the lst International 
Ecumenical Seminar on the Pastoral Care 
of the Deaf, Geneva, 1971. [HV2359.M8] 
74-14683 15.00 

i. Deaf—Congresses. 2. Deaf—Means of 
communication—Congresses. 3. Deaf— 
Rehabilitation—Congresses. 4 Deaf— 
Eduecation—Religion—Congresses. I 
Pokorny, Daniel H., ed. 

Prepared from C.I.P. Pbk. 10.00, ISBN 0- 
3422-0464-4. 


BOWLER, M. Kenneth. 362.5 
The Nixon guaranteed income proposal: 
substance and process in policy change, by 
M. Kenneth Bowler. Cambridge, Mass., 
Ballinger Pub. Co. [1974] p. ISBN 0- 
88410-011-1 [HV95.B66] 74-3093 12.50 

7. Public welfare—United States. 2. 
Guaranteed annual income—United States. 
«. Title. 

Prepared from C.I.P. 
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BURKE, Vincent, 1919-1973. 362.5 
Nixon's good deed, by Vincent Burke and 
Vee Burke. - New York, Columbia 
University Press, 1974. p. ISBN 0-231- 
03850-X Bibliography: p. [HV95.B77] 74- 
3393 8.95 

1. Nixon, Richard Milhous, 1913- 2. Public 
welfare—United States. 3. Quaranteed 
annual income—United States. I. Burke, 
Vee, joint author. IIL Title. 

Prepared from C.I.P. 


GOTTLIEB, Naomi, 1925- 362.5°0973 
The welfare bind. New York, Columbia 
University Press, 1974. xiv, 206 p. 23 cm. 
ISBN 0-231-03762-7 [HV95.G66] 73- 
17259 10.00 

1. Public welfare—United States. 2, Public 
welfare administration—-United States. I. 

ttle. 


NAGEL, Stuart S., 
1934- 

Minimizing costs and maximizing benefits 
on providing legal services to the poor [by] 
Stuart S. Nagel. Beverly Hills, Sage 
Publications (1974, cl1973] 45 p. 22 cm. 
ISBN 0-8039-0296-4 (Sage professional 
papers in administrative and policy studies, 
ser. no. 03-011) Bibliography: p. 42-43. 
{[KF336.N3] 73-84163 2.25 (pbk.) 

1. Legal assistance to the poor—United 
States. I. Title. 


CHILDREN’S Allowances 
Conference, Warrenton, Va., 1967. 
Children’s allowances and the economic 
welfare of children. Edited by Eveline M. 
Burns. New York, Amo Press, 1974. p. 
cm. ISBN 0-405-05971-X (Children and 
youth: social problems and social policy) 
Reprint of the 1968 ed. published by 
Citizens’ Committee for Children of New 
York, New York. Includes bibliographical 


362.5°8'0973 


362.7 


ae [HV697.C43 1967d] 74-1695 
4. 
1. Family allowances—Congresses. T. 


Burns, Eveline Mabel Richardson, 1900- 
ed. II. Citizens’ Committee for Children of 
New York City. III. Title. IV. Series. 
Prepared from C.I.P. 


JACOBY, George Paul. 362.7 
Catholic child care in nineteenth century 
New York. New York, Arno Press, 1974 
fede p. cm. ISBN 0-405-05963-9 
Children and youth: social problems and 
social policy) Originally presented as the 
author’s thesis, Catholic University of 
America, 1941. Bibliography: p. 
[HV743.N48J3 1974] 74-1686 16.00 

`l. Catholic Church in New York (City)— 
Charities. 2. Child welfare—New York 
(City) 3. New York (City)—Charities. 4. 
New York (City)—Orphans and orphan- 
asylums. I. Title. IL Series. 

Prepared from C.I.P. 


UNITED States. Children’s 
Bureau. 

Illegitimacy as a_child-welfare problem, 
parts I and 2 [by] Emma O. Lundberg and 
Katharine F. Lenroot. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-05972-8 
(Children and youth: social problems and 
social policy) Reprint of pts. 1 and 2 of the 
1920-24 ed. published by Govt. Print. Off., 
Washington, which were issued as no. 9-10 
of the Bureau’s Dependent, defective, and 
delinquent classes series, and as no. 66 and 
75 of its Bureau publications. Bibliography: 
p. [HQ999.U6U55 1974] 74-1713 28.00 

i. IJlegitimacy—United States. 2. Child 
welfare—United States. I Lundberg, 
Emina Octavia. IL Lenroot, Katharine 
Fredrica, 1891- II. Title. IV. Series. V. 
Series: United States. Children’s Bureau. 
Dependent, defective, and delinquent 


362.7 


classes series, no. 9-10. VI. Series: United 
States. Children’s Bureau. Publication no. 
66. 

Prepared from C.I.P. 


THE United States 362.7°06°173 
Children’s Bureau, 1912-1972. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
05988-4 (Children and youth: social 
problems and social policy) Reprint of Ten 
years’ work for children, by G. Abbott, 
first published in 1923; of Five decades of 
action for children, by D. E. Bradbury, 
first published in 1962; and of Sixty years 
of service to children: Children’s Bureau, 
1912-1972, Anniversary issue of Children 
today, v. 1, no. 2, 1972. [HV741.U53] 74- 
1712 12.00 

1. United States. Children’s Bureau— 
History. 2. Child welfare—United States— 
History. I. Abbott, Grace, 1878-1939. Ten 
years’ work for children. 1974. HL 
Bradbury, Dorothy Edith. Five decades of 
action for children. 1974. III. Children 
today. IV. Title. V. Series. 

Prepared from C.I.P. 


BAKER, Sara 
Josephine, 1873-1945. 
Fighting for life. New York, Arno Press, 
1974 [c1939] p. cm. ISBN 0-405-05945-0 
(Children and youth: social problems and 
social policy) Reprint of the ed. published 
by Macmillan, New York. [HV28.B3A3 
1974] 74-1664 16.00 
1. Baker, Sara Josephine, 1873-1945. 2. 
Child welfare—New York (City) 3. New 
York (City)—Charities. I. Title. II. Series. 
Prepared from C.I.P. 


AMERICAN Academy of 362.70973 
Political and Social Science, Philadelphia. 
Children in a depression decade, edited by 
James H. S. Bossard. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-05948-5 
(Children and youth: social problems and 
social policy) Reprint of the 1940 ed. 
published by the American’ Academy of 
Political and Social Science, which was 
issued as v. 212 of the Academy’s Annals. 
Includes bibliographies. [HV741.A62 1974] 
74-1667 17.00 
1. Child  welfare—United States— 
Addresses, essays, lectures, 2. Children— 
Care and hygiene—Addresses, essays, 
lectures. I. Bossard, James Herbert Siward, 
1888-1960, ed. II. Title. 
Series: American Academy of Political and 


362.70924 B 


Social Science, Philadelphia. Annals v. 
212. 

Prepared from C.I.P. 

BRUNNER, Edmund de 362.7°0973 


Schweinitz, 1889- 

Working with rural youth [by] Edmund 
DeS. Brunner. New York, Arno Press, 
1974. p. cm. ISBN 0-405-05949-3 
(Children and youth: social problems and 
social policy) Reprint of the 1942 ed. 
published by American Council on 
Education, Washington. [HQ796.B76 
1974] 74-1669 8.00 

1. Social work with youth—United States. 
2. Rural youth. I. Title. II. Series. 
Prepared from C.I.P. 


CARE of dependent 362.7°0973 
children in the late nineteenth and earl: 
twentieth centuries. Introd. by Robert H 
Bremner. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-05950-7 (Children and 
youth: social problems and social policy) 
Articles, most of which were originally 
presented as papers at annual meetings of 
the National Conference of Charities and 
Correction, now the National Conference 
on Social Welfare. [HV741.C335] 74-1670 
14.00 


Ill, Series. IV. . 
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1. Child welfare—United States—History— 
Addresses, essays, lectures. 2. Children— 
fnstitutional care—United States— 
History—Addresses, essays, lectures. 3. 
Foster home  care—United  States— 
History—Addresses, essays, lectures. I. 
National Conference on Social Welfare. IT. 
Title. TII. Series. 

Prepared from C.I.P. 


JOHNSON, Palmer 
Oliver, 1891- 
The National Youth Administration [by] 
Palmer O. Johnson and Oswald L. Harvey. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-05964-7 (Children and youth: 
social problems and social policy) Reprint 
of the 1938 ed. published by the U.S. 


362.7°0973 


_ Government Printing Office, Washington, 


and issued as Staff study no. 13 of the U.S. 
Advisory Committee on Education. 
(HV1431.J6 1974] 74-1687 8.00 
1. United States. National Youth 
Administration. I. Harvey, Oswald L., joint 
author. II. Title. III. Series. IV. Series: 
United States. Advisory ‘Committee on 
Education. Staff study no. 13. 

Prepared from C.I.P. 


KADUSHIN, Alfred. 362.7°0973 
Child welfare Services. Second ed. New 
York, MacMillan [1974, cl1967] 753 p. 24 
cm. ISBN  0-02-361800-0 Includes 
bibliographies; [HV741.K26 1974] 73-2760 
10.9 


i. Chile welfare-—United States. I. Title. 


etree Justine Wise, 362.7°0973 
903- 

Everyone’s children, nobody’s child. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-05975-2 (Children and youth: social 
problems and social policy) Reprint of the 
1941 ed. published by Scribner, New York. 
Bibliography: p. [HV741.P6 1974] 74-1698 
2 


1. Child welfare—United States. 2. 
Juvenile courts—United States. I. Title. II. 
Series. 

Prepared from C.I.P. 


UNITED States. 362.7°0973 
Children’s Bureau. 
Standards of child welfare. Edited by 
William L. Chenery and Ella A. Merritt. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-05952-3 (Children and youth: 
social problems and social policy) A report 
of the Children’s Bureau conferences, May 
and June, 1919. Reprint of the 1919 ed. 
issued by the U.S. Children’s Purea; 
Washington, as Conference series no. 
Bureau publication no. 60. V74 USS 
1974] 74-1672 25.00 
I. Child  welfare—United States— 
Congresses. I. Chenery, William Ludlow, 
1884- II. Merritt, Ella Arvilla, 1882- ed. 
HI. Title. IV. Series. V. Series: United 
States. Children’s Bureau. Conference 
series no. 1. VI. Series: United States. 
Children’s Bureau. Publication no. 60. 
Prepared from C.I.P. 


WHITE House Conference 362.7°0973 
on Child Health and Protection. Sect. IV: 
The Handicapped. Committee on Socially 
Handicapped. 

Dependent and neglected children; [report 

of the Committee on Socially 

Handicapped—-Dependency and Neglect] 

White House Conference on Child Health 

and Protection. New York, Arno Press, 

1974 [c1933] p. cm. ISBN 0-405-05989-2 

(Children and youth: social problems and 

social policy) Reprint of the ed. published 

by Appleton-Century Co., New York. 

Pibliography: [HV881.W5 1974) 74-1714 

26. 
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i. Socially handicapped children—-United 
States-—Congresses. 2. Child welfare— 
United States—Congresses. 3. Children— 
Care and hygiene—Congresses. I. Title. II. 
Series. 

Prepared from C.I.P. 


WHITE House Conference 
on Children in a 
Washington, D.C., 1939-40. 

Final report. New York, Arno Press, 1974. 

p. cm. ISBN 0-405-05991-4 (Children and 

youth: social problems and social policy) 

Reprint of the 1942 ed. published by The 

U.S. Govt. Print. Off., Washington, as 

Publication no. 272 of the U. S. Children’s 

Bureau. Bibliography: p. [HV741.W672 

1940a] 74-1716 23.00 

L Child welfare——United  States— 

Congresses. 2. Children—-Care and 

hygiene—Congresses. I. Title. II. Series. 


362.7°0973 
Democracy, 


III. Series: United States. Children’s 
Bureau. Publication no. 272. 5 
Prepared from C.I.P. 

BLACKSTONE, Tessa, 1942- 362.7'1 


Education and day care for young children 
in need; the American experience. London, 
Bedford Square Press for the Centre for 
Studies in Social Policy; distributed by 
Research Publications Services, 1973, 
[ie.1974] 72 p. 22 cm. ISBN 0-7199-0875- 
2 (Doughty Street paper, no. 1) 
Bibliography: p. 71-72. [HV854.B53] 74- 
169306 i 
I. Day care centers—United States. 2. 
Socially handicapped children— 
Education—United States. 3. Education, 
Preschool. I. Title. II. Series. 
Distributed by International Publications 
Service; 5.00 (pbk.) 
LANE, Francis Emmet, 362.7'1 
1902- 
American charities and the child of the 
immigrant [by] Francis E. Lane. New 
York, Arno Press, 1974 [c1932] p. cm. 
ISBN 0-405-05967-1 (Children and youth: 
social problems and social policy) Reprint 
of the ed. published by Catholic University 
of America, Washington. Originally 
presented as the author’s thesis, Catholic 
University of America Bibliography: p. 
(HV742.N7L3 1974] 74-1691 11.00 
1. Catholic Church in the United States— 
Charities. 2. Children—ZInstitutional care— 
New York (State) 3.  Children— 
Institutional —_ care—Massachusetts. 4. 
United States—Foreign population. 5. 
Protestants in the United States. I. Title. 
IT. Series. 
Prepared from C.I.P. 


THURSTON, Henry Winfred, 362.7'1 
1861-1946. 
The dependent child. New York, Arno 
Press, 1974 [c1930] p. cm. ISBN 0-405- 
05986-8 (Children and youth: social 
problems and social policy) Reprint of the 
ed. published by Columbia University 
Press, New York, in series: New York 
School of Social Work. Publications. 
Bibliography; p. [HV713.T5 1974] 74-1709 
.00 


1. Child welfare—United States. 2. Child 
welfare—Great Britain. 3. Orphans and 
orphan-asylums—United States. L Title. TI. 
Series. TII. Series: Columbia University. 
School of Social Work. Publications. 
Prepared from C.I.P. 


INTERNATIONAL 362.7'1°0973 
Congress of Charities Correction, and 
Philanthropy, Chicago, 1893. 2d Section. 

The care of dependent, neglected, and 

wayward children. Edited by Anna Garlin 

Spencer and Charles Wesley Birtwell. New 

York, Arno Press, 1974 [c1894] p. cm. 
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ISBN 0-405-05984-1 (Children and youth: 
social problems and social policy) Reprint 
of the ed. published by Johns Hopkins 
University Press, Baltimore. [HV8.16 
1893b] 74-1707 11.00 

1. Child welfare—Congresses. I. Spencer, 
Ann Garlin, 1851-1931, ed. II. Bitwell, 
Charles Wesley, ed. III. Title. IV. Series. 
Prepared from C.I.P. 


STIERLIN, Helm. 362.7°3 
Separating parents and adolescents; a 
perspective on running away, 
schizophrenia, and waywardness. [New 
York] Quadrangle/New York Times Book 
Co. [1974] xiv, 204 p. 22 cm. ISBN 0- 
8129-0424-9 Bibliography: p. 185-190. 
[HV699.S74 1974] 73-90172 8.95 ; 

1. Problem family—United States. 2. 
Parent and child. 3. Runaway youth— 
United States. T. Title. 


LETCHWORTH, 362.7°32°09747 
William Pryor, 1823-1910. 

Homes of homeless children. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
05969-8 (Children and youth: social 
problems and social policy) Reprint of the 
1903 ed. [HV883.N68L4 1974] 74-1693 
34.00 

I. Orphans and orphan asylums—New 
York (State) 2. Children—lInstitutional 
care—New York (State) I. Title. H. Series. 
Prepared from C.I.P. 


REEDER, Rudolph 
Rex, 1859- 

How two hundred children live and learn 
[by] Rudolph R. Reeder. New York, Arno 
Press, 1974 [c1909] p. cm. ISBN 0-405- 
05978-7 (Children and youth: social 
problems and social policy) Reprint of the 
1910 ed. published by Charities Publication 
Committee, New York. [HV995.H42H47 
1974] 74-1701 14.00 

1. Orphans and orphan-asylums—New 
York (State)—Hastings on Hudson. I. 
Title. Il. Series. 

Prepared from C.LP. 


FELKER, Evelyn H. 362.7°33 
Foster parenting young children; guidelines 
from a foster parent [by] Evelyn H. Felker. 
New York, Child Welfare League of 
America [1974] v, 85 p. illus. 23 cm. ISBN 
0-87868-119-1 ”F-51.” [HV875.F27] 73- 
93885 2.50 (pbk.) 

1. Foster home care. 2. Social case work. J. 
Title. 


STATE Charities 362.7°33°09747 
Aid Association, New York. 

How foster children turn out; [a study and 
critical analysis of 910 children who were 
placed in foster homes by the State 
Charities Aid Association and who are 
now eighteen years of age or over. Made 
under the direction of] Sophie Van Senden 
Theis. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-05985-X (Children and 
youth: social problems and social policy) 
Reprint of the 1924 ed. which was issued 
as the Association’s Publication no. 165. 
(HV875.S685 1974] 74-1708 14.00 

1. Foster home care—New York (State) 2. 
Adaption—New York (State) 3. Child 
welfare—New York (State) I Theis, 
Sophie Van Senden, 1886-1957. Il. Title. 
HI. Series. IV. Series: State Charities Aid 
Association, New York. Publications, no. 


Prepared from C.LP. 


AMERICAN Academy of 362.7°8 
Pediatrics. Committee for the Study of 
Child Health Services. 

Child health services and pediatric 

education; report. New York, Arno Press, 


362.7°32'09747277 


AMERICAN BOOK PUBLISHING RECORD ` 


1974 [c1949] p. cm. ISBN 0-405-05943-4 
(Children and youth: social problems and 
social policy) Reprint of the ed. published 
by Commonwealth Fund, New York. 
Bibliography: p. [RJ42.U5A62 1974] 74- 
1661 17.00 

1. Child health services. 2. Pediatrics— 
Study and teaching. I. Title. I. Series. 
Prepared from C.I.P. 


CARE of handicapped 362.7°3°4 
children. Introd. by Robert H. Bremner. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-05951-5 (Children and youth: 
social problems and social policy) Contains 
reprints of various articles on the care of 
blind, deaf-blind, mentally retarded, and 
crippled children by S. G. Howe, W. E. 
Fernald, H. C. Storrs, and H. H. Goddard. 
[HV888.C37] 74-1671 9.00 

4. Handicapped children—Care and 
ireatment—Addresses, essays, lectures. I. 
Title. II. Series. 

Prepared from C.I.P. 


KOLODNY, Ralph L., 362.7°8°4 
1923- 
Peer-oriented group work for the 


Physically handicapped child, by Ralph L. 
Eolodny. Boston, Milford House [1974] 
ISBN 0-87821-272-8 [HV903.K64] 74- 
13939 10.00 

L Physically handicapped children. 2. 
Socialization. 3. Social work with the 
physically handicapped. I. Title. 

Prepared from C.I.P. Pbk. 4.50, ISBN 0- 
87821-273-6. ` 


WENTWORTH, Elise H. 362.784 
Listen to your heart; a message to parents 
o? handicapped children [by] Elise H. 
Wentworth. Boston, Houghton Mifflin, 
1974. xv, 262 p. 22 cm. ISBN 0-395- 
13494-0 Bibliography: p. 248-252. 
[HV888. W46] 74-1341 6.95 

1. Handicapped children. 2. Handicapped 
caildren—Family relationships. I. Title. 


ABT, Henry Edward, 362.7°8°430973 
1904-1962. 
Tae care, cure, and education of the 


crippled child. New York, Arno Press, 
1674. pcm. ISBN 0-405-05941-8 
(Children and youth: social problems and 
sozial policy) Reprint of the 1924 ed. 
published by the International Society for 
Crippled Children, Elyria, Ohio. 
Bioliography: p. [RD731.A3 1974] 74-1659 
15.00 


I. Crippled children—Institutional care— 
United States. 2. Crippied children— 
Bibliography. I. Title. If. Series. 

Prepared from C.I.P. 


SCLENBERGER, Edith 

Gertrude Reeves, 1886- 
Care and education of crippled children in 
the United States [by] Edith Reeves 
<Solenberger> New York, Arno Press, 
1974 [c1914] p. cm. ISBN 0-405-05983-3 
(Reprint of the ed.’ published by Survey 
Associates, inc., New York, in series: 
Russell Sage foundation publication.) 
(Children and youth: social problems and 
oaa policy) [RD726.U5S6 1974] 74-1706 
19.30 


362.7°8°430973 


1. Crippeled children—United States— 
Rexabilitation. I. Title. I. Series. 
Prepared from C.I.P. i 


WILSON, Otto, 1885-1942. 362.8 
Fifty years’ work with girls, 1883-1933; a 
story of the Florence Crittenton homes. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-05992-2 (Children and youth: 
social problems and social policy) Reprint 
of the 1933 ed. published by the National 


at 
ry 
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Florence Crittenton Mission, Alexandria, 
Va. [HQ314.N33W5 1974] 74-1717 33.00 
1. National Florence Crittenton Mission. I. 
Title. IT. Series. 

Prepared from C.I.P. 


NEW York (State). 362,8°2°09747 
Commission on Relief for Widowed 
Mothers. 

Report. New York, Arno Press, 1974. p. 

cm. ISBN 0-405-05973-6 (Children and 

youth: social problems and social policy) 

Reprint of the 1914 ed. printed by J. B. 

Lyon Co., Albany. [HV699.N52 1974] 74- 

1696 33.00 

1. Mother’s penstons—-New York (State) 2. 

Child welfare—New York (State) I. Title. 

If, Series. 

Prepared from C.I.P. 


COBB, Aldrena Beatrix. 362.875 
Special problems in rehabilitation. Edited 
by A. Beatrix Cobb. Springfield, HL, 
Thomas [1974] xiv, 442 p. illus. 26 cm. 
ISBN 0-398-02787-0 (American lecture 
series, no. 885. A Bannerstone division of 
American lectures in social and 
rehabilitation psychology) Includes 
bibliographies; [HD7255.C6] 72-11609 
9.7 

i Rehabilitation-~Addresses, essays, 
lectures. 2. Rehabilitation of criminals— 
Addresses, essays, lectures. 3. Socially 
handicapped—Rcehabilitation—Addresses, 
essays, lectures. 4. Narcotic addicts— 
ana ais essays, lectures. 
Title. 


PAYNE, James S., 1931- 362.875 
Education and rehabilitation techniques 
y] James S. Payne, Cecil D. Mercer 
and) Michael H. Epstein. New York, 
Behavioral Publications [1974] p. cm. 
ISBN 0-87705-225-5 Bibliography: p. 
(HD7255.P39] 74-6176 5.95 (pbk.) 
1. Rehabilitation. 2. Rehabilitation 
counseling. 3. Handicapped  children— 
Education. [I Mercer, Cecil D., joint 
author. II. Epstein, Michael H., joint 
author. II. Title. 
Prepared from C.I.P. Hardbound 12.95; 
ISBN 0-87705-163-1. 


DEWEES, Donald N. 363 
Economics and public policy: the 
automobile pollution case [by] Donald N. 
Dewees. Cambridge, Mass., MIT Press 
[1974] viii, 214 p. illus. 23 cm. ISBN 0- 
262-04043-3 A version of the author’s 
thesis. Includes bibliographical references. 
[TD886.5.D48] 74-1239 18.50 

i. Automobiles—Environmental aspects— 
United States. 2. Air—Pollution— 
Economic aspects—-United States. 3. 
Environmental policy—United States. 4. 
Automobile exhaust gas. I. Title. 


AMERICAN Society of 
Criminology. 
Police: perspectives, problems, prospects, 
edited by Donal E. J. MacNamara [and] 
Marc Riedel. New York, Praeger [1974] 
p. cm. ISBN 0-275-09660-2 (Praeger 
special studies in U.S. economic, social, 
and political issues) “Selection of papers 
delivered at the 1973 meetings of the 
American Society of Criminology.” 
[HV7921.A5 1974] 4. 13355 12.50 
i. Police—Addresses, essays, lectures. I. 
MacNamara, Donal E. J, ed. Il. Riedel, 
Marc, ed. ITE. Title. 
Prepared from C.I.P. 


ELDEFONSO, Edward. 363.2 
Principles of law enforcement [by] Edward 
Eldefonso, Alan Coffey [and] Richard C. 
Grace. 2d ed. New York, Wiley [1974] xx, 
455 p. illus. 23 cm. ISBN 0-471-23501-6 


363.2 


Includes bibliographies. [HV8031.E5 1974] 
74-1275 9.95 

I. Police. I. Coffey, Alan, joint author. II. 
Grace, Richard C., joint author. III. Title. 


RUCHELMAN, Leonard I. 363.2 
Police politics: a comparative study of 
three cities [by] Leonard Ruchelman. 
Cambridge, Mass., Ballinger Pub. Co. 
[1974] xi, 118 p. 24 cm. ISBN 0-88410- 
206-8 Includes bibliographical references. 
(HV8138.R8] 73-17426 10.00 

l. New York (City)—Police—Political 
activity. 2. Philadelphia—Police—Political 
activity. 3. Chicago—Police—Political 
activity. I. Title. 


SOUTH Carolina, General 363.2 
Assembly. Joint Committee to Investigate 
Law Enforcement. 

Report of Joint Committee created under 

Joint resolution 662 of 1937 to investigate 

Jaw enforcement. New York, Arno Press, 

1974. p. cm. ISBN 0-405-06168-4 

(Criminal justice in America) Reprint of 

the 1937 ed. published in Columbia, S.C. 

[HV6793.S6S63 1974] 74-3855 47.00 

1. Law enforcement—South Caralina. 2. 

Crime and criminals—South Carclina. 3. 

Criminal justice, Administration of—South 

Carolina. I. Title. II. Series. 

Prepared from C.I.P. 


SMITH, Bruce, 1892- 
1955 
Rural crime control. New York, Arno 
Press, 1974 [c1933] p. cm. ISBN 0-405- 
06182-X (Criminal justice in America) 
Reprint of the ed. published by Institute of 
Public Administration, Columbia 
University, New York. [HV6791.S6 1974] 
74-3851 18.00 
1. Crime and criminals—United States. 2. 
Justice, Administration of—United States. 
3. Police, Rural—United States. I. Title. IT. 
Series. 
Prepared from C.I.P. 


SMITH, Ralph Lee, 
19 


363.2’0973 


363.2’0973 


The tarnished badge. New York, Arno 
Press, 1974 [cl965] p. cm. ISBN 0-405- 
06167-6 (Criminal justice in America) 
Reprint of the ed. published by Crowell, 
New York. [HV8138.S63 1974] 74-3852 
14.00 

1. Police—United States. 
corruption—United States. 
Series. 

Prepared from C.I.P. 


SCHWARTZ, Stephen 
H 


2. Police 
LL Title. M. 


363.2°09747°1 


Police emergency squad no. 1 [by] Stephen 
H. Schwartz. New York, Walker [1974] 
220 p. illus. 24 cm. ISBN 0-8027-0455-7 
[THV8148.N52S28 1974] 73-93929 6.95 

1. New York (City). Police Dept. 
Emergency Service Division. 2. McCrory, 
Michael Joseph. I. Title. 


UNITED States. 363.2°09753 
Congress. House. Committee on the 
District of Columbia. Special Police 


Investigation Subcommittee. 

Investigation of the metropolitan police 
department. New York, Arno Press, 1974. 
p. cm. ISBN 0-405-06142-0 (Criminal 
justice in America) Reprint of the 1941 ed. 
issued by Govt. Print. Off., Washington. 
Hearings, 77th Congress, Ist session, held 
June 24-July 24, 1941. [HV8148.W3U54 
1974] 74-3821 24.00 

1, District of Columbia. Police Dept. 2. 
District of Columbia—Police. I. Title. II. 
Series. 

Prepared from C.I.P. 
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LOS Angeles. 363.2°09794°94 
Police Dept. 

Law enforcement in Los Angeles. New 
introd. by Joseph G. Woods. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
06151-X (The Department’s annual report 
for 1924, written by A. Vollmer, chief, and 
here published for the first time.) (Criminal 
justice in America) [HV7595.L7A38] 74- 
3831 13.00 
i. Los Angeles. Police Dept. 2. Los 
Angeles—Police. 3. Criminal statistics— 
Los Angeles. I. Vollmer, August, 1876- 
1955. If. Title. IIT. Series. 
Prepared from C.I.P. 


MCCREEDY, Kenneth R. 363.2°32 
Theory and methods of police patrol [by] 
Kenneth R. McCreedy. Ronda Kruger, 
illustration specialist. Albany, N.Y., 
Delmar [1974] 250 p. illus. 26 cm. (Law 
enforcement series) [HV8031.M34] 73- 
11823 8.00 

1. Police. 2. Police patrol. I. Title. 


NEWLON, Clarke. 363.232 
Police dogs in action. WMustrated with 
photos. New York, Dodd, Mead [1974] 
149 p. 24 cm. ISBN 0-396-06912-6 
[HV8025.N48] 73-17865 4.25 

1. Police dogs. I. Title. 


COLBY, Carroll B. 363.2°32'0973 
Border patrol; how U.S. agents protect cur 
borders from illegal entry, by C. B. Colby. 
New York, Coward, McCann & 
Geoghegan [1974] 48 p. illus. 28 cm. ISBN 
0-698-20290-2 (His The Colby books) 
[JV6483.C55] 73-88536 4.29 

1. United States. Immigration Border 
Patrol. I. Title. 


Baas David Reuben, 
Traffic control agent, by David R. Turner. 
[lst ed.] New York, Arco [1974] 192 p. 
illus. 26 cm. ISBN 0-668-03421-1 (Arco 
civil pr test ton. carne complete 
study uide for high.” 
[HV8079. 5: 787] 73- 91259. 5. “00 ) obk) 

1. Traffic police—Examinations, questions, 
etc. 2. Civil service—United States— 
Examinations. I Arco Publishing 
Company, New York. II. Title. 


GOOBERMAN, Lawrence  363.4’5’0973 
A 


363.2°33 


Operation Intercept; the multiple 
consequencés of public policy, by 
Lawrence A. Gooberman. New York, 
Pergamon Press [1974] p. cm. ISBN 0-08- 
017837-5 (Pergamon studies in critical 
sociology, 2) Bibliography: p. 
[HV5825.G625 1974] 74-638 11.00 

1. Narcotics, Control of—United States. 2. 
Marinuana: 3. Drug abuse—United States. 

itle. 

Prepared from C.I.P. Pbk. 5.75, ISBN 0- 
08-017836-7. 


BROWN, James W., 363.4509747 
1938- 
Narcotics: knowledge and nonsense; 


program disaster versus a scientific model 
[by] James W. Brown, Roger Mazze [and] 
Daniel Glaser. Cambridge, Mass., Ballinger 
Pub. Co. [1974] xix, 109 p. illus. 24 cm. 
ISBN 0-88410-016-2 Bibliography: p. [99]- 
103. [HV5831.N7B75] 74-1237 10.00 

i. Narcotics, Control of—New York 
(State) 2. Drug abuse—New York (State) 
3. Narcotic addicts—Rehabilitation—New 
York (State) I. Mazze, Roger, joint author. 
II. Glaser, Daniel, joint author. IIL Title. 


BOESCH, Donald F. 363.6 
Oil spills and the marine environment {by} 
Donald F. Boesch, Carl H. Hershner, and 
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Jerome H. Milgram. Cambridge, Mass., 
Ballinger Pub. Co. [1974] p. cm. ISBN 0- 
88410-310-2 "Reports to the Ford 
Foundation’s Energy Policy Project.” 
Includes bibliographies. [QH91.8.04B57] 
74-7128 7.00 

I. Oil pollution of rivers, harbors, etc. 2. 
Marine ecology. I. Hershner, Carl H., joint 
author. If Milgram, Jerome H., joint 


author. II. Ford Foundation. Energy 
Policy Project. IV. Title. 

Prepared from C.I.P. 

HOLLAND, Kenneth. 363.6 


Youth in the CCC [by] Kenneth Holland 
and Frank Ernest Hill. New York, Arno 
Press, 1974 [c1942] p. cm. ISBN 0-405- 
05962-0 (Children and youth: social 
problems and social policy) Reprint of the 
ed. published by the American Council on 
Education, Washington. [SD143.H6 1974] 
74-1685 16.00 

1. United States. Civilian Conservation 
Corps. 2. Youth—Employment-—United 
States. I Hill, Frank Ernest, 1888- joint 
author. IT. Title. III. Series. 

Prepared from C.I.P. 


WRIGHT, Gordon P. 363.671 
Designing water pollution detection 
systems; environmental law enforcement 
on the U.S. coastal waters and the Great 
Lakes [by] Gordon P. Wright [and] David 
G. Olson. Cambridge, Mass., Ballinger 
Pub. Co. [1974] p. ISBN 0-88410-304-8 
OC ae p. [TD171.W74] 74-7343 


L Environmental protection—-United 
States. 2. Water—Pollution—United States. 
3. Oil pollution of rivers, harbors, etc.— 
United States. 4. Remote sensing systems. 
I. Olson, David G., joint author. II. Title. 
Prepared from C.I.P. 


AMERICAN Academy of Political 
. and Social Science, Philadelphia. 
Administration of justice in the United 
States. New York, Arno Press, 1974. p. 
em. ISBN 0-405-06136-6 (Criminal justice 
in America) Reprint of the 1910 ed. 
published by the American Academy of 
Political and Social Science, Philadelphia, 
which was issued as v. 36, no. 1 of its 
Annals. [HV8138.A6 1974a] 74-3813 
13.00 

1. Criminal justice, Administration of— 
United States—Addresses, essays, lectures. 
l. Title. I. Series. HI. Series: American 
Academy of Political and Social Science, 
Philadelphia. Annals, v. 36, no. 1. 

Prepared from C.I.P. 


HEAPS, Willard Allison, 1908- 364 
Juvenile justice, by Willard A. Heaps. New 
York, Seabury Press [1974] p. cm. ISBN 
0-8164-3119-1 Includes case studies. 
Bibliography: p. Examines the juvenile 
crime problem in the United States and 
follows, step-by-step, what happens to a 
juvenile offender from his arrest through 
the court hearing and confinement. 
(HV9104.H38] 74-4011 5.95 

d. Juvenile justice, Administration of— 
United States—Juvenile literature. 2. 
Juvenile delinquency—United States— 
Juvenile literature. 3. Juvenile courts— 
United States—Juvenile literature. I. Title. 
Prepared from C.LP. 


MORE, Harry W., comp. 364 
Contemporary criminal justice. Edited by 
Harry W. More, Jr. and Richard Chang. 
San Jose ([Calif.] Justice Systems 
Development [1974] xii, 367 p. 23 cm. 
ISBN 0-914526-00-6 (Administration of 
justice series) Includes bibliographical 
oo [HV8138.M66] 74-77186 6.95 
pbk. 
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i. Criminal justice, Administration of— 
United States—Addresses, essays, lectures. 
I. Chang, Richard, joint comp. IT. Title. 


MATHIESEN, Thomas. 364’.08 s 
The politics of abolition. New York, Wiley 
[1974] 222 p. 24 cm. ISBN 0-470-57627-8 
(Law in society series) (Scandinavian 
studies in criminology [4]) Essays 
transiated and compiled from 2 Norwegian 
books, entitled Det uferdige (The 
unfinished’): p. [11]-36; and Pressgruppe og 
samfunnsstruktur (’Pressure group and 
social structure’): p. [37]-119, respectively. 
(HV7016.S3 vol. 4] [HV9718] 365°.6 74- 
1601 12.95 

1. Prisons—Scandinavia. 2. Prisoners— 
Scandinavia. 3. Pressure = groups— 
Scandinavia. I Mathiesen, Thomas. Det 
uferdige. English. 1974. I. Mathiesen, 
Thomas. Pressgruppe og samfunnsstruktor. 
English. 1974. IHI. Title. IV. Series. 


REASONS, Charles E., 
comp. 

The criminologist: crime and the criminal. 
{Edited by] Charles E. Reasons. Pacific 
Palisades, Calif., Goodyear Pub. Co. [1974] 
413 p. 23 cm. ISBN  0-87620-168-0 
Includes bibliographical references. 
(HV6028.R4] 73-86435 6.95 (pbk.). 

1. Crime and criminals—Addresses, essays, 
lectures. 2. Police—Addresses, essays, 
lectures. 3. Corrections—Adcresses, essays, 
lectures. I. Title. 


364.08 


IANNI, Francis A. J. 364.1'06'073 
Black Mafia; ethnic succession in 
organized crime [by] Francis A. J. Ianni. 
New York, Simon and Schuster [1974] 381 
p. 24 cm. ISBN _ 0-671-21764-X 
Bibliography: p. 371-372. [HV6791.12] 74- 
113 8.95 

1. Organized crime—United States. 2. 
Mafia. 3. Negro criminals. I. Title. 


KOHN, Aaron. 364.1°06'077311 
The Kohn report: crime and politics in 
Chicago. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-06149-8 (Criminal justice 
in America) Reprint of the 1953 ed. 
published by the independent Voters of 
Ilinois, Chicago. [HV6795.C4K63 1974] 
74-3822 8.00 

1. Organized crime—Chicago. 2. 
Chicago—-Politics and government—-195]- 
3. Chicago—Police. I. Title. Il. Title: 
Crime and politics in Chicago. IIT. Series. 
Prepared from C.LP. 


KIRK, Paul Leland, 
1970. 

Crime investigation [by] Paul L. Kirk. 2d 
ed. edited by John I. Thornton. New York, 
Wiley [1974] xv, 508 p. illus. 24 cm. ISBN 
0-471-48247-1 Includes bibliographies. 
[HV8073.K475 1974] 73-19854 14.95 

I. Criminal investigation. I. Thornton, 
John l, ed. H. Title. 


1902- 364.12 


TURNER, Stafford E., 1926- 364.12 
So who's afraid of a polygraph test? By S. 
E. Turner. San Antonio, Naylor Co. [1974] 
xiii, 53 p. 23 cm. ISBN 0-8111-0537-7 
[HV8078.T86] 74-8500 3.95 
1. Lie detectors and detection. I. Title. 
MCCARTHY, Mary 364.1°32’0973 
Therese, 1912- 
The mask of state: Watergate portraits [by] 
Mary McCarthy. New York, Harcourt 
Brace Jovanovich [1974] 165 p. 21 cm. 
ISBN 0-15-157801-X [E860.M32] 74-5347 
7.95 
1. Watergate Affair, 1972- I. Title. 


AMERICAN BOOK PUBLISHING RECORD ` 


MAGRUDER, Jeb 
Stuart, 1934- 

An American life; one man’s road to 
Watergate. [1st ed.] New York, Atheneum, 
1974. xii, 338 p. illus. 25 cm. ISBN 0-689- 
10603-3 [E840.8.M345A32] 74-78466 
10.00 

1. Magruder, Jeb Stuart, 1934- 2. United 
States—Politics and government—1969- 3. 
Watergate Affair, 1972- I. Title. 


364.1°32°0973 B 


NIXON, Richard 
Milhous, 1913- 
The Presidential transcripts. In conjunction 
with the staff of the Washington post. New 
York, Delacorte Press [1974] xl, 693 p. 22 
cm. ISBN 0-440-06056-7 [E860.N57] 74- 
175957 10.00 
1. Watergate Affair, 1972- —Sources. I. 
The Washington post. IT. Title. 


TRETICK, Stanley. 364.1°32’0973 
They could not trust the king; Nixon, 
Watergate, and the American people. 
Photos. by Stanley Tretick. Text by 
William V. Shannon. Foreword by Barbara 
W. Tuchman. New York, Macmillan 
[1974] 197 p. illus. 26 cm. [E860.T73 
1974] 73-20374 12.95 

1. Nixon, Richard Milhous, 1913- 2. 
Watergate Affair, 1972- TĒ Shannon, 
William Vincent. IT. Title. 


364.1°32’0973 


BAHR, Howard M. 364.1°48'097471 
Old men drunk and sober [by] Howard M. 
Bahr [and] Theodore Caplow. New York, 
New York University Press, [1974] xii, 407 
p. illus. 24 cm. ISBN  0-8147-0965-6 
Bibliography: p. 393-407. [HV4506.N6B34] 
72-96370 12.50 

1. Tramps—New York (City) 2. New York 
(City)—Poor. I. Caplow, Theodore, joint 
author. IT. Title. 


ASTOR, Gerald, 1926- 364.153 
The charge is rape. [lst ed. Chicago] 
Playboy Press [1974] 215 p. 22 cm. ISBN 


0-87223-396-0 [HV6561.A7] 73-91657 
7.95 

1. Rape—United States. I. Title. 
MESSICK, Hank. 364.154 


Kidnapping; the illustrated history, by 
Hank Messick and Burt Goldblatt. New 
York, Dial Press [1974] p. cm. ISBN 0- 
8037-4433-1 [HV6598.M47] 74-11245 9.95 
i. Kidnapping—United States—History. 2. 
Kidnapping—History. I. Goldblatt, Burt, 
Joint author. II. Title. 

Prepared from C.I.P. 


KLOCKARS, Car! B. 364.162 B 
The professional fence [by] Carl B. 
Klockars. New York, Free Press [1974] p. 
cm. ISBN  0-02-917560-7 Originally 
presented as the author’s thesis, University 
of Pennsylvania. Bibliography: p. 
[HV6248.S75K56 1974] 74-483 8.95 

1. Swaggi, Vincent Norfior, 1914- 2. 
Receiving stolen goods—-United States. 3. 
Crime and criminals—~United States— 
Biography. I. Title. 

Prepared from C.I.P. 


LEIJBHOLZ, Stephen W. 364.1762 
Users’ guide to computer crime: its 
commission, detection & prevention [by] 
Stephen W. Leibholz & Louis D. Wilson. 
{Ist ed.] Radnor, Pa., Chilton’ Book Co. 
[1974] p cm. ISBN  0-8019-6095-9 
[HF5548.2.L393] 74-10662 9.95 

i. Electronic data processing 
departments—Security measures. 2. White 
collar crimes—United States. I Wilson, 
Louts D., joint author. IT. Title. g 
Prepared from C.I.P. 


SEPTEMBER 30,1974 


PARTINGTON, Wilfred 
George, 1888- 
Thomas J. Wise in the original cloth; the 
life and record of the forger of the 
nineteenth-century pamy lets, by Wilfred 
Partington. With an appendix by George 
Bernard Shaw. Folkestone [Eng.] Dawsons 
of Pall Mall, 1974. 372 p. illus. 24 cm. 
ISBN 0-7129-0617-7 Reprint of the 1947 
ed. published by R. Hale, London which 
was an enl, ed., with alterations, of the 
author’s Forging ahead, published in New 
York, 1939. ”The bibliography of the 
bibliographer”: p. 323-346. [Z989.W8P3 
1974] 74-173588 

1. Wise, Thomas James, 1859-1937. 2. 
Literary forgeries and mystifications. I. 
Shaw, George Bernard, 1856-1950. II. 
Title. 

paren by Rowman &- Littlefield; 
21.50 


DRUCKER, Saul. + 364.36 
Children astray [by] Saul Drucker and 
Maurice Beck Hexter. New York, Arno 
Press, 1974 [c1923] p. cm. ISBN 0-405- 
05959-0 (Children and youth: social 
problems and social policy) Reprint of the 
ed. published by Harvard University Press, 
Cambridge. [HV9069.D7 1974] 74-1681 
1. Juvenile delinquency. I. Hexter, Maurice 
Beck, 1891- joint author. If Title. II. 
Series. 

Prepared from C.I.P. 


GLUECK, Sheldon, 1896- 364.36 
Of delinquency and crime; a panorama of 
years of search and research, by Sheldon 
and Eleanor Glueck. Springfield, I., C. C. 
Thomas Bx viii, 372 p. 24 cm. ISBN 0- 
398-02989-X (Publications of the Criminal 
Law Education and Research Center, v. 8) 
Includes bibliographical references. 
[HV9069.G5395] 73-13684 12.95 

1l. Juvenile delinquency. 2. Criminal 
behavior, Prediction of. 3. Criminal justice, 
Administration of. [ Glueck, Eleanor 
Touroff, 1898-1972, joint author. If. Title. 
MI, Series: New York University. Criminal 
Law Education and Research Center. 
Publications, v. 8. 


GOSHEN, Charles E. 364.36 
Society and the youthful offender. 
Springfield, Ill. Charles C. Thomas [1974] 
v, 167 p. tables,24 cm. ISBN 0-398-02934- 
2 (American lecture series, publication no. 
919. A publication in the Bannerstone 
division of American lectures in behavioral 
scienee and law.) [HV9069.G66] 73-9650 
1.50 
1. Juvenile delinquency. I. Title. 


MORRISON, William Douglas, 
1853-1943. 
Juvenile offenders. With a new introd. by 
James F. Short, Jr. Montclair, N.J., 
Patterson Smith, 1974. p. cm. ISBN 0- 
87585-179-7 (Patterson Smith series in 
criminology, law enforcement, and social 
problems, publication no. 179) Reprint of 
the 1896 ed. published by T. F. Unwin, 
London, which was issued as no. 3 of the 
Criminology series. Includes bibliographical 
references. [HV9069.M8 1974] 70-172589 
11.00 
1. Juvenile delinquency. I. Title. II. Series: 
The Criminology series, no. 3. 
Prepared from C.I.P. 


ELLIOTT, Delbert S. 364.36°0973 
Delinquency and dropout [by] Delbert S. 
Elliott [and] Harwin L. Voss. Lexington, 
Mass., Lexington Books [1974] xvii, 264 p. 
illus. 23 cm. ISBN 0-669-91934-9 
Bibliography: p. 243-257. [HV9104.E44] 
73-19727 13.00 


364.1°63 B 


364.36 


1. Juvenile delinquency—United States. 2. 
Dropouts. I. Voss, Harwin L., joint author. 
I. Title. 


DONOHUE, John K. 364.36°09776'581 
” ... baffling eyes of youth.” [By] John K. 
Donohue. Westport, Conn., Greenwood 
Press [1974, c1957] p. cm. ISBN 0-8371- 
7601-8 Reprint of the ed. published by 
Association Press, New York. 
[HV9106.S3D6 1974] 74-9578 12.00 

1. Juvenile delinqueney-—St. Paul. I. Title. 
Prepared from C.I.P. 


INTERAMERICAN Congress of 
Criminology, 2d, Caracas, 1972. 
Crime prevention’ and social control; 
[papers] Edited by Ronald L. Akers [and] 
Edward Sagarin. New York, Praeger, 1974. 
p. em. ISBN 0-275-28850-1 (Praeger 
special studies in U.S. economic, social, 
and political issues) Published in 
cooperation with the American Society of 
Criminology.” Bibliography: p- 
(HV6010.147 1972] 74-5743 12.50 
i. Crime prevention—Congresses. 2. 
Police-—-Congresses. 3. Criminal justice, 
Administration of—Congresses. I. Akers, 
Ronald L., ed. Il. Sagarin, Edward, 1913- 
ed, III. American Society of Criminology. 
IV. Title. 
Prepared from C.I.P. 


364.4 


GRUPP, Stanley E., ed. 364.6°08 
Theories of punishment, edited by Stanley 
E. Grupp. Bloomington, Indiana University 
Press [1974, c1971] vi, 401 p. 20 cm. 
ISBN 0-253-35925-2. Includes 
bibliographical references. [HV8675.G77] 
3.95 (pbk.) 
i Punishment—Addresses, 
lectures. I. Title. 

L.C. card number for original ec.: 78- 
124585. 


PENNSYLVANIA. 
Parole Commission. 
The report of the Pennsylvania State 
Parole Commission. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06163-3 
(Criminal justice in America) Part 2 also 
has title: The parole of adults from state 
penal institutions in Pennsylvania and in 
other commonwealths, by Clair Wilcox. 
Reprint of the 1927 ed. published by the 
Pennsylvania Parole Commission, 
Philadelphia. Bibliography: 
([HV9305.P3P45 1974] 74-3849 19.00 
I. Parole---Pennsyivania. I. Wilcox, Clair, 
1898- If. Title. HE. Title: The parole of 
adults from state penal institutions in 
Pennsylvania and in other commonwealths. 
IV. Series. 
Prepared from C.I.P. 


essays, 


364.6°2’09748 


MAY, Charles Paul. 364.6'3'0973 
Probation. New York, Hawthorn Books 
{1974] x, 131 p. 22 cm. nen 0-8015- 


6080-2 Bibliography: p. 117-120. 
[HV9304.M3 1974] 73-19384 5.95 
i. Probation—United States. 2. 


Probation—United States—Case studies. 3. 
Probation officers—United States. I. Title. 


DUFF, Charles, 1894- 364.6°6 
A handbook on hanging; being a short 
introduction to the fine art of execution, 
containing much useful information on 


neck-breaking, throttling, strangling, 
asphyxiation, decapitation and 
electrocution; data and wrinkles on 


hangmanship; with the late Mr. Hangman 
Berry’s method and his pioneering list of 
drops; to which is added an account of the 
great Nuremberg hangings; a ready 
reckoner for hangmen; and many other 
items of interest including the anatomy of 
murder. Finally definitive ed. diligently 
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compared and revised in accordance with 
the most recent developments in the art. 
[Yorkshire, Eng.] EP Publishing [Totowa, 
N.J.] Rowman & Littlefield, 1974. 191 p. 
19 cm. Reprint of 1961 ed. published by 
Putnam, London. [HV8694.D8 1974] 74- 
173605 8.50 

1. Hanging. 2. Capital punishment. I. Title. 


CAPITAL punishment: 364.6°6'09744 
nineteenth-century arguments. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
06138-2 (Criminal justice in America) 
Reprint of reports by the Massachusetts 
House Committee on Capital Punishment: 
Report relating to capital punishment with 
its Minority report, published in Boston, 
1836, and Reports and bills relating to the 
abolition of capital punishment, published 
in Boston, 1837, which were issued as no. 
32 and 43 of the Massachusetts House 
Documents; and of a report by the 
Massachusetts Senate Committee on 
Capital Punishment: Report on the 
expediency of abolishing capital 
punishment, published in Boston, 1837, 
which was issued as no. 69 of the 
Massachusetts Senate Documents. 
[HV8699.U5C35] 74-3834 12.00 

I. Capital punishment—Massachusetts— 
History. I. Massachusetts. General Court. 
House of Representatives. Committee on 
Capital Punishment. If. Massachusetts. 
General Court. Senate. Committee on 
Capital Punishment. IH. Series: 
Massachusetts. General Court. House of 
Representatives. Documents, no. 32, ete. 
IV. Series: Massachusetts. General Court. 
Senate. Documents. no. 69. 

Prepared from C.I.P. 


SCAN George Ryley, 
The history of corporal punishment; a 
survey of flagellation in its historical, 
anthropological, and sociological aspects. 
London, . Laurie. Detroit, Gale 
Research Co., 1974. xxxii, 261 p. illus. 18 
cm. ISBN 0-8103-3978-1 Reprint of the 
1938 ed. Bibliography: p. 247-250. 
[HV8613.S43 1974] 74-1088 14.00 

1. Corporal punishment. 2. Flagellants and 
flagellation. T. Title. 


COFFEY, Alan. comp. 364.973 
Criminal justice, readings. edited by Alan 
R. Coffey [and] Vernon E. Renner. 
Englewood Cliffs, N.J. Prentice-Hall 
[1974] 377 p. 22 cm. ISBN 0-13-193094-X 


364.67 


(Prentice-Hall essentials of law 
enforcement series} Includes 
bibliographical (HV8138.C57] 


references. 
74-6293 6.95 (pbk.) 

1. Criminal justice, Administration of— 
United States--Addresses, essays, lectures. 
I. Renner, Vernon E., joint comp. II. Title. 


CRIME in the United 364.973 
States, edited by J. P. Shalloo. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
06169-2 (Criminal justice in America) 
Reprint of the 1941 ed. published by 
American Academy of Political and Social 
Science, Philadelphia, which was issued as 
v. 217 of its Annals. [HV6783.C87 1974] 
74-3814 10.00 

I. Crime and criminals—United States. 2. 
Criminal anthropology. I. Shaloo, 
Jeremiah Patrick, 1898- ed. Il. Title. TII. 
Series. IV. Series: American Academy of 
Political and Social Science, Philadelphia. 
Annals, v. 217. 

Prepared from C.I.P. 


WARNER, Sam Bass, 
1889- 

Crime and criminal statistics in Boston. 

New York, Arno Press, 1974 [c1934] p. 


364°.9744'61 
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em. ISBN 0-405-06178-1 (Criminal justice 
in America) Reprint of the ed. published 
by Harvard University Press, Cambridge, 
which was issued as v. 2 of Survey of 
crime and criminal justice in Boston. 
[HV6795.B7W3 1974] 74-3863 9.00 

i. Criminal statistics—Boston. 2. Crime 
and criminals—Boston. 3. Courts—Boston. 
Z Title. I, Series. HI. Series: Survey of 
crime and criminal justice in Boston, v. 2. 
Prepared from C.I.P. 


GOVERNOR’S Conference 364°.9747 
on Crime, the Criminal and Society, 
Albany, 1935, 

Proceedings. New York, Arno Press, 1974. 

p. cm. ISBN 0-405-06161-7 (Criminal 

justice in America) Conference held Sept. 

30-Oct. 3, 1935. Reprint of the 1935 ed. 
printed by J. B. Lyon Co., Albany. 

[HV6793. NSG6 1935b] 74-3848 70.00 

1. Crime and = criminals—-New York 

(State)—-Congresses. I. Title. II. Series. 

Prepared from C.I.P. 


NEW York (State). Crime 
Commission. 
Crime and the community; a study of 
trends in crime prevention by the Sub- 
Commission on Causes and Effects of 
Crime, 1930. New York, Arno Press, 1974. 
p. cm. ISBN 0-405-06158-7 (Criminal 
justice in America) "This summary is an 
abstract of nine separate reports 
transmitted from time to time by the sub- 
commission ... This summary ... directed 
and the reports written by Harry M. 
Shulman.” Reprint of the 1930 ed. printed 
by J. B. Lyon Co., Albany. Bibliography: 
[HV6793. NSN52 1974] 74-3820 17.00 
1. Crime and criminals—New York (State) 
2. Crime prevention—New York (State) 3. 
Juvenile delinquency—New York (State) I. 
Shulman, Harry Manuel, 1899- II. Title. 
IID, Series. 
Prepared from C.I.P. 


SEEDMAN, Albert A. 364.97471 
Chief! a Albert A. Seedman and Peter 
Hellman. [lst ed.] New York, A. Fields 
Books [1974] 500 p. illus. 25 cm. ISBN 0- 
525-63004-X [HV7911.S38A33 1974] 72- 
94679 10.00 

1. Seedman, Aibert A. 2. Detectives—New 
York (City)—Correspondence, 
reminiscences, etc. I. Hellman, Peter, joint 
author. II. Title. 


364’.9747 


PHILADELPHIA Co., 364’.9748'11 
Pa. Grand jury. 
Investigation of vice, crime, and law 


enforcement; presentments of the Special 
(October 1937) Grand Jury and 
instructions of the Court. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06164-1 
(Criminal justice in America) Reprint of 
the 1939 ed. printed by the Murrelle 
Printing Co., Sayre, Pa. [HV6795.P5P49 
1974] 74-3856 15.00 

I. Crime and criminals—Philadelphia. 2. 
Police corruption—Philadelphia. 
Philadelphia—Police. I. Pennsylvania. 
Court of Quarter Sessions of the Peace 
(Philadelphia Co.) I. Title. Hf. Series. 
Prepared from C.I.P. 


PRISONS of tomorrow, 365 
edited by Edwin H. Sutherland and 
Thorsten Sellin. New York, Arno Press, 
1974 [c1931] p. cm. ISBN 0-405-06170-6 
(Criminal justice in America) Reprint of 
the ed. published by the American 
Academy of Political and Social Science, 
Philadelphia, which was issued as v. 157 of 
its Annals. Bibliography: p. [HV8665.P75 
1974] 74-3815 15.00 

1. Prisons. 2. Prisons—United States. 3. 
Prisons—Europe. I. Sutherland, Edwin 
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Hardin, 1883-1950, ed. I. Sellin, Johan 
Thorsten, 1896- ed. III. Title. IV. Series. 
V. Series: American Acacemy of Political 
and Social Science, Philadelphia. Annals, 
v. 157. 

Prepared from C.I.P. 


MYLONAS, George, 365°.6°0924 B 
1919- 
Escape from Amorgos. New York, 


Scribner [1974] ix, 228 p. illus. 24 cm. 
ISBN 0-684-13729-1 Autobiographical. 
[HV8959.G7M94 1974] 73-1352 8.95 

1. Political prisoners—Greece, Modern— 
Personal narratives. I. Title 


DENEVI, Donald P. 365°.641 
Alcatraz °46; the anatomy of a classic 
prison tragedy, by Don DeNevi. San 
Rafael, Calif., Leswing Press [1974] 239, 
[3] p. illus. 29 cm. ISBN 0-88339-296-8 
Bibliography: p. [242] [HV9474.A4D48] 
74-172727 8.95 

1. United States. Penitentiary, Alcatraz 
Island, Calif. 2. Escapes. I. Bergen, Philip. 
I. Carnes, Clarence. IH. Tile. 


FINLEY, James Bradley, 
1781-1856. 

Memorials of prison life. New York, Arno 

Press, 1974 [cl850] p. cm. ISBN 0-405- 

06143-9 (Criminal justice in America) 

Reprint of the ed. putlished by L. 

Swormstedt & A. Poe, Cincinnati. 

[HV9475.04C642 1974] 74-3823 20.00 

1. Ohio. Penitentiary, Columbus. I. Title. 

IT. Series. 

Prepared from C.I.P. 


SOCIETY for the 365°973 
Prevention of Pauperism :n the City of 
New York. 

Report on the penitentiary system in the 

United States. New York. Arno Press 

[1974] p. cm. ISBN 0-405-06172-2 

(Criminal justice in America) Reprint of 

the 1822 ed. printed by M. Day, New 

York. [HV9471.S7 1974] 74-3854 8.00 

1. Prisons—United States. I. Title. I. 

Series. 

Prepared from C.I.P. 


MAINE. Legislature. 365.974 1°53 
Joint Special Committee or. Investigation 
of the Affairs of the Maine State Prison. 

Report. New York, Arno Press, 1974. p. 

cm. ISBN 0-405-06152-8 (Criminal justice 

in America) Reprint of tne 1874 ed. 
printed by Sprague, Owen & Nash, 

Augusta, Me., which was issued in v. 2 of 

the Public documents of the State of 

Maine. [HV9475.M22T5 1974] 74-3832 

8.00 

1. Maine. State Prison, 

Title. IT. Series. 

Prepared from C.I.P. 


CONNECTICUT. General 365°.9746'°2 
Assembly. Committee on State Prison. 

Minutes of the testimony taken before 
John Q. Wilson, Joseph Eaton & Morris 
Woodruff, committee from the General 
Assembly, to inquire into the condition of 
Connecticut State Prison. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06140-4 
(Criminal justice in America} Reprint of 
the 1834 ed. printed by D. S. Porter, 
Hartford. [HV8326.A7 1974] 74-3819 8.00 
1. Connecticut. State Prison, Wethersfield. 
i. Title. If. Series. 

Prepared from C.I.P. 


NEW York (State). 365’.9747 
Legislature. Assembly. Committee on 
State Prisons. 

Investigation of the New York State 

prisons. New York, Arno Press, 1974. p. 

em. ISBN 0-405-06159-5 (Criminal justice 
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Thomaston. I. 
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in America) Reprint of the 1883 ed. 
[HV9475.N7N48 1974] 74-3828 60.00 

1. Prisons—New York (State) 2. Convict 
labor—New York (State) I Title. II 
Series. 

Prepared from C.I.P. 


LAWES, Lewis 
Edward, 1883-1947. 
Twenty thousand years in Sing Sing. New 
York, Arno Press, 1974 [cl932] p. cm. 
ISBN 0-405-06150-1 (Criminal justice in 
America) Reprint of the ed. published by 
R. Long & R. R. Smith, New York. 
(HV9475.N78L33 1974] 74-3830 25.00 
1. Sing Sing Prison, Ossining, N.Y. 2. 
Crime and criminals—New York (State) L 
Title. II. Series. 
Prepared from C.I.P. 


BARNES, Harry Elmer, 
1889-1968. 
A history of the penal, reformatory, and 
correctional institutions of the State of 
New Jersey. New York, Arno Press, 1974. 
p. cm. ISBN 0-405-06137-4 (Criminal 
justice in America) Reprint of the author’s 
thesis, Columbia, 1918, which was printed 
by MacCrellish & Quigley, Trenton, N.J. 
Bibliography: p. [HV9475.N5B3 1974] 74- 
3817 37.00 
1. Correctional institutions—New Jersey— 
History. I. Title. I. Series. 
Prepared from C.I.P. 


GEORGIA. General 365’.9758'°775 
Assembly. Joint Committee Appointed to 
Investigate the Condition of the Georgia 
Penitentiary. 

Proceedings. New York, Arno Press, 1974. 

p. cm. ISBN 0-405- 06144-7 (Criminal 

justice in America) Reprint of the 1870 ed. 

[HV9475.G4G43 1974] 74-3824 12.00 

1. Géorgia. State Prison, Reidsville. 2. 

Prisons—Georgia. 3. Prisoners—Georgia. I. 

Title. 

Prepared from C.I.P. 


TEXAS. Legislature. 365.9764 
Penitentiary Investigating Committee. 
A record of evidence and statements 
before the Penitentiary Investigating 
Committee appointed by the Thirty-third 
Legislature of Texas. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06171-4 
(Criminal justice in America) Reprint of 
the 1913? ed. printed by A. C. Baldwin, 
Austin; Tex. [HV8363.A6 1974] 74-3847 
23, 
1. Texas. Penitentiary, Huntsville. 2. Texas. 
Penitentiary, Rusk. 3. Convict labor— 
Texas. I. Title. IT. Series. 
Prepared from C.I.P. 


CHICAGO Community 
Trust. 

Reports comprising the survey of the cook 

County Jail. New York, Arno Press, 1974, 

p. cm. ISBN 0-405-06139-0 (Criminal 

justice in America) Reprint of the 1922 ed. 

published by Calumet Pub. Co., Chicago. 

([HV8378.C43C5 1974] 74-3818 15.00 

1. Chicago. Cook County Jail. I Tithe. If. 

Series. 

Prepared from C.I.P. 


GREGG, John E. 368.3°8°00973 
The health insurance racket and how to 
beat it [by] John E. Gregg. Chicago, H. 
Regnery [1974] p. Includes bibliographical 


365’.9747'°277 


365’.9749 


365.9773 1 


references. [HG9396.G7 1974] 74-12309 
3.65 (pbk.) 

1. Insurance, Health--United States. I. 
Title. 


Prepared from C.I.P. 


KRIZAY, John. 368.3°82°00973 
The patient as consumer; health care 
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financing in the United States [by] John 
Krizay [and] Andrew Wilson. Lexington, 
Mass., Lexington Books [1974] xxiii, 229 
p. illus. 24 cm. ISBN 0-669-93401-1 
Includes bibliographical references. 
[HD7102.U4K74] 74-1263 13.00 

I. Insurance, Health—-United States. I. 
Wison, Andrew, 1937- joint author. II. 
itle. 


KLEIN, Earl Edwin, 1901- 368.41 
Work accidents to minors in illinois [by] 
Earl E. Klein. New York, Arno Press, 
1974 [c1938] p. cm. ISBN 0-405-05966-3 
(Children and youth: social problems and 
social policy) Reprint of the ed. published 
by University of Chicago Press, Chicago, 
in series: Social service monographs. 
Bibliography: p. [HD7262.5.U6K56 1974] 
74-1689 16.00 

1. Industrial — aecidents—lllinois. 2. 
Children—Employment—Illinois. I. Title. 
I Series. HI. Series: Social service 
monographs. 

Prepared from C.I.P. 


STEVENS, Robert 
Bocking. 

Welfare medicine in America; a case study 

of Medicaid [by] Robert Stevens [and] 

Rosemary Stevens. New York, Free Press 


368.4°2'00973 


[1974] p. cm. Includes bibliographical 
references. [HD7102.U4S83] 74-2870 
13.95 


1. Medicaid. I. Stevens, Rosemary, joint 
author. II. Title. 
Prepared from C.I.P. 


FLOWER, Raymond, 1921- 368’.9°42 
Lloyd’s of London; an illustrated history 
[by] Raymond Flower [and] Michael Wynn 
Jones. New York, Hastings House [1974] 
p. cm. ISBN 0-8038-4290-2 Bibliography: 
p. [HG8039.F55] 74-8759 15.00 

1. Lloyd’s—History. I. Wynn Jones, 
Michael, joint author. II. Title. 

Prepared from C.I.P. 


DENENBERG, Herbert S. 368’.9°73 
Getting your money's worth; guidelines 
about insurance policies, health protection, 
pensions, and professional services, by 
Herbert S. Denenberg. Washington, Public 
Affairs Press [1974] 183 p. 23 cm. 
Contains adaptations of pamphlets 
prepared by the Pennsylvania Insurance 
Dept. under the direction of its 
commissioner H. S$. Denenberg. Includes 


bibliographical references. [HG8535.D46] 
74-81696 4.50 
1. Insurance—United States. 2. 


Professions—United States. 3. Penstons— 
United States. I. Pennsylvania. Insurance 
Dept. If. Title. 


ANDERSON, Peggy. 369°.135 
The Daughters; an unconventional look at 
America’s fan club—-the DAR. New York, 
St. Martin’s Press [1974] 360 p. 25 cm. 
Bibliography: p. 343-345. [E202.5.A19A54] 
73-87396 10.00 

1. Daughters of the American Revolution. 
f. Title. 


Education 370-379 


EDGEWORTH, Maria, 1767-1849. 370 
Prattical education [by] Maria Edgeworth 
and Richard .Lovell Edgeworth. With an 
introd, for the Garland ed. by Gina Luria. 
New York, Garland Pub., 1974. p. cm. 
ISBN = 0-8240-0867-X (The Feminist 
controversy in England, 1788-1810) 
Reprint of the 1798 ed. printed for J. 
Johnson, London. Bibliography: p- 
{LB1025.E22 1974} 74-11388 22.00 


i. Education. I. Edgeworth, Richard 
Lovell, 1744-1817, joint author. II. Title. 
TII. Series. 

Prepared from C.I.P. 


EDUCATION and Black struggle: 370 
notes from-the colonized world. Edited by 
the Institute of the Black World. 
[Cambridge, Harvard Educational Review, 
1974] 157 p. ports. 26 cm. (Harvard 
educational review. Monograph no. 2) 
(LC2731.E35] 73-91477 3.50 (pbk.). 

I. Negro race—Education—Addresses, 
essays, lectures. 2. Pan-Africanism— 
Addresses, essays, lectures. I. Institute of 
the Black World. If. Series: The Hervard 
educational review. Monograph series no. 
2. 


Contents emitted. 


EXISTENTIALISM and 
phenomenology in education: collected 
essays. David E. Denton, editor. New 
York, Tezchers College Press [1974] p. 
cm. ISBN  0-8077-2409-2 Includes 
bibliographical references. [LB41.E953] 73- 
85246 9.95 


370.1 


i. . Education—Philosophy—Addresses, 
essays, lectures. 2.  Existentialism— 
Addresses, essays, lectures. 3. 
Phenomenology—Addresses, essays, 
lectures. I. Denton, David E., ed. 

Prepared from C.I.P. 

HAMM, Russell L. 370.1 


Philosophy and education; alternatives in 
theory and practice, by Russell L. Hamm. 
Danville, Hl, Interstate Printers & 
Publishers [1974] xvii, 330 p. 24 cm. 
Includes bibliographies. [LB1025.H23] 74- 
75785 7.95 (pbk.). 

i. Education—Philosophy. I. Title. 


CAREER education: what 370.1173 
it is and ow to do it, by Kenneth B. Hoyt 
[and others] 2d ed. Salt Lake City, 
Olympus Pub. Co. [1974] 238 p. 24 cm. 
ISBN 0-913420-31-X Bibliography: p. 229- 
232. [LC1043.C37 1974] 74-75550 6.95 

J. Vocational —_ education——Addresses, 
essays, lectures. I. Hoyt, Kenneth B. 

Pbk. 4.95, ISBN 0-913420-32-8. 


DUNFEE, Maxine. 370.11°4 
Teaching for social values in social studies 
[by] Maxine Dunfee [and] Claudia Crump. 
Washington, Association for Childhood 
Education International [1974] 72 p. illus. 
23 cm. Includes bibliographical references. 
[LC268.D86] 74-78766 2.75 (pbk.) 

I. Moral education. 2. Social sciences— 
Study and teaching. I. Crump, Claudia, 
Joint author. I. Title. 


SULLIVAN, Edward A., 
1936- 

The future: human ecology and education, 

by Edward A. Sullivan. [Homewood, IIL, 

ETC Publications] 1974. p. cm. ISBN 0- 

88280-0-0-8 ([Education futures, no. 2]) 

(LB1026.S93] 74-3249 8.50 

1. Education—Experimental methods. 2. 

Behavior modification. 3. Biofeedback 

training. I. Title. If. Title: Human ecology 

and education. 

Prepared from C.LP. 


KELLER, Fred Simmons, 
1899- 

Behavior modification: applications to 
education. Edited by Fred S. Keller [and] 
Emilio Ribes-Inesta. New York, Academic 
Press [1974] p. cm. ISBN 0-12-403950-2 
Includes bibliographies. [LB1051.K359] 73- 
20469 14.00 

I. Educational psychology—Addresses, 
essays, lectures. 2 Behaviorism 


370.1°3 


370.15 
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(Psychology) I. Ribes-Inesta, Emilio, joint 
author. If. Title. 
Prepared from C.I.P. 


ORNSTEIN, Allan c. 370.1931 
Race and politics in school/community 
organizations [by] Allan C. Ornstein. 
Pacific Palisades, Calif., Goodyear Pub. 
Co. [1974] xi, 277 p. 23 cm. ISBN 0- 
87620-774-3 (Goodyear education series) 


Includes bibliographies. [LC2801.076 
1974] 73-86433 8.95 
il. Negroes—-Education. 2. Schools 


Centralization—United States. 3. School 
integration—-United States. I. Title. 
Pbk. 5.95, ISBN 0-87620-773-5. 


ERIKSEN, Aase. 370.19°348 
Partnership in urban education: an 
alternative school [by] Aase Eriksen and 
Joseph Gantz. [Midland, Mich.] Pendell 
Pub. Co. [1974] vii, 166 p. illus. 23 cm. 
ISBN 0-87812-054-8 Bibliography: p. 161. 
{LD7501.P5W473] 73-89103 4.95 (pbk.). 

I. West Philadelphia Community Free 
School. 2. Open plan schools. I. Gantz, 
Joseph, joint author. II. Title. 


TAYLOR, Harold, 1914- 370.19°6 
The world as teacher. Carbondale, 
Southern Illinois University Press [1974, 
c1969] p. cm. ISBN  0-8093-0683-2 
(Arcturus books, AB124) Reprint of the 
ed. published by Anchor Books, Garden 


City, N.Y. Includes bibliographical 
references. [CB199.T3 1974] 74-4130 3.95 
(pbk.) 


1. Intercultural education. I. Title. 
Prepared from C.I.P. 


*PRIVATE independent 370.58 
schools; American private schools for boys 
and girls. (Wallingford, Conn., Bunting and 
Lyon.] 

The 1974 edition is available from Bowker 


for 25.00. ISBN 0-913094-27-7. L.C. 

card no.: 72-122324. 

UNITED Nations 370’.71 
Educational, Scientific and Cultural 
Organization. 

The training of -functional literary 


personnel: a practical guide; a method of 
training for development. Paris, 1973. 104 
p. 22 cm. ISBN 9-231-01043-3 At head of 
title: Experimental World Literacy 
Programme. Includes bibliographical 
references. [LC5161.U54 1973] 74-167631 
3.85 (pbk.}. 

1. Fundamental education. 2. Teacher, 
Training of. I. Title. 

Distributed by Unipub. 


CHISSOM, Brad S., comp. 370°.78 
Readings for educational research. Edited 
by Brad S. Chissom [and] Ronald L. 
Hoenes. 2d ed. New York, MSS 
Information Corp. [1974] 130 p. illus. 23 


cm. ISBN  0-8422-5166-9 Includes 
bibliographies. [LB1028.C533 1974] 74- 
6273 9.00 


1 Educational research—Addresses, 
essays, lectures. T. Hoenes, Ronald L., joint 
comp. II. Title. 

Pbk. 3.75, ISBN 0-8422-0412-1 


HIPPLE, Theodore W. 370’,9048 
The future of education: 1975-2000. 
Theodore wW. Hipple, editor. 


[Contributors] Dwight Allen [and others] 
Pacific Palisades, Calif., Goodyear Pub. 
Co. [1974] ix, 228 p. 24 cm. ISBN 0- 
87620-319-5 Includes bibliographical 
references. [LB41.H663] 73-88184 4.95 
(pbk.) 

1. Education—1965- —Addresses, essays, 
lectures. 2. Teachers’ unions—Addresses, 
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essays, lectures. I. Allen, Dwight William. 
I. Title. 
Cloth ed. 7.95; ISBN 0-87620-320-9. 


LANIER, Ruby J. 370’.92’4 B 
Blanford Barnard Dougherty, mountain 
educator [by] Ruby J. Lanier. Durham, 
x C., Duke University Press, 1974. ix, 282 
po 25 com. a 0-8223-0315-9 
Bibliography: [261]-274. 
[LA2317. D6182L36] J- 89810 12.00 
1. Dougherty, Blanford Barnard, 1870- 
_ 1957. I. Title. 


KAY-SHUTTLEWORTH, James 370.942 
Phillips, Sir, bart., 1804-1877. 

Sir James Kay-Shuttleworth on popular 

education. Edited, with an introd. and 

notes, by Trygve R. Tholfsen. New York, 

Teachers College Press [1974] ix, 181 p. 
19 cm. (Classics in education, no. 49) 

Includes bibliographical references. 

[LA631.7.K32 1974] 73-15046 5.95 

d. Education—Great Britain—History. L 
Tholfsen, Trygve R., ed. I. Title. 

Pbk. 2.50. 


JACOBY, Susan. 370.947 
Inside Soviet schools. New York, Hill and 
Wang [1974] p. cm. ISBN 0-8090-5846-4 
Includes bibliographical references. 
[LA832.J32] 73-91173 7.95 ` 

1. Education—Russia. I. Title. 

Prepared from C.I.P. 


WALLACE, Gaylen R., 
comp. 
Context for Soviet education today. Edited 
by Gaylen R. Wallace [and] Denis I. 
Donegan. New York, MSS Information 
Corp. [1974] 252 p. 23 cm. ISBN 0-8422- 
5178-2 Includes bibliographies. 
[LA831.W34 1974] 74-7300 13.00 
1. Education—Russia—Addresses, essays, 
lectures. 2. Communist education— 
Russia—Addresses, essays, lectures. I. 
Donegan, Denis L, joint comp. II. Title. 
Pbk. 6.70, ISBN 0-8422-0399-0. 


ANDERSON, Jack A. 370’.973 
Change and innovation in education, by 
Jack A. Anderson and J. Wesley Little. 
New York, MSS Information Corp. [1974] 
p. ISBN 0-8422-0453-9 [LA210.A74] 74- 
11415 3.75 (pbk) 

d. Educational innovations—United States. 
2. Education—United States—1945- I. 
Little, J. Wesley, joint author. IT. Title. 
Prepared from-C.I.P. 


370.947 


VAUGHN, William Preston. 370.975 
Schools for all; the Blacks: & public 
education in the South, 1865-1877. 


[Lexington] University Press of Kentucky 
[1974] ix, 180 p. 24 cm. ISBN 0-8131- 
1312-1 ”A Phi Alpha Theta award book.” 
Bibliography: p. 161-173. [LC2802.S9V38] 
73-86408 12.50 

1. Negroes—Education—Southern States— 
History. I. Title. 


FANTINI, Mario D. 3717.01°0973 
What’s best for the children [By] Mario D. 
Fantini. [lst ed.] Garden City, N.Y., 
Anchor Press, 1974. p. cm. ISBN 0-382- 
00697-7 [LA210.F36] 70-177482 6.95 

d. Public schools—United States. 2. 
Teachers’ untons-—United States. I. Title. 
Prepared from C.I.P. 


CARPENTER-HUFFMAN, P 371.1 
Change in education; insights from 
performance contracting [by] P. Carpenter- 
Huffman, G. R. Hall [and] G. C. Sumner. 


Cambridge, Mass., Ballinger Pub. Co. 
[1974] [1974] p. cm. ISBN 0-88410-158-4 
(A Rand educational policy 


study) 
52 l 


Bibliography: p. [LB2806.2.C36] 74-13457 
12.50 


1. Performance contracts in education. I. 
Hall, George R., 1930- joint author. II. 
Sumner, G. C, joint author. II Title. IV. 


Series: Rand Corporation. Rand 
educational policy study. 

Prepared from C.I.P. 

THORNBURY, Robert, 1938- 371.1 
Teachers? centres, edited by Robert 
Thornbury. Foreword by Edward 
Yeomans. New York, Agathon Press; 


distributed by Schocken Books [1974, 
c1973] xiv, 169 p. illus. 22 cm. ISBN 0- 
87586-043-5 Bibliography: p. [165]-169. 
[LB1731.T49 1974] 73-82071 6.95 

1. Teachers—In-service training—Great 
Britain. I. Title. ' 


BROPHY, Jere E. e 371.1°02 
Teacher-student relationships: causes and 
consequences [by] Jere E. Brophy [and] 
Thomas L. Good. New York, Holt, 
Rinehart and Winston [1974] xvi, 400 p. 
23 cm. ISBN 0-03-085749-X Bibliography: 
p. 365-385. [LB1033.B67] 73-14740 5.95 
(ptk.) 

i. Teacher-student relationships. 2. 
Interaction analysis in education. 3. Child 
study. I. Good, Thomas L., 1943- joint 
author. IT. Title. 


CARSWELL, Evelyn. 371.102 
Open sesame: a primer in open education 
[by] Evelyn M. Carswell and Darrel L. 
Roubinek. Pacific Palisades, Calif., 
Goodyear Pub. Co. [1974] xiv, 287 p. illus. 
23 cm. ISBN 0-87620-647-X (Goodyear 
education series) [LB1029.06C37 1974] 
73-86434 7.95 (text ed.) 

J. Open plan schools. 2. Teacher-student 
relationships. I. Roubinek, Darrel L., joint 
author. IT. Title. 

Pbk. text ed. 4.95, ISBN 0-87620-646-1 


CHEERS, Arlynne Lake, 371.1702 
1915- 

Teaching and learning in the model 
classroom; the conditions, relationships, 
and instructional specifics [by] Arlynne 
Lake Cheers and Lamore J. Carter. With 
an introd. by Arthur L. Irion. [Ist ed.] 
New York, Exposition Press [1974] xiii, 96 
p. 22 cm. ISBN 0-682-47757-5 (An 
Exposition-university book) Includes 
bibliographical references. [LB2153.C47] 
73-82083 5.00 

1. Laboratory schools. 2. Teaching. 3. 
Learning, Psychology of. I. Carter, Lamore 
Joseph, 1925- joint author. II. Title. 


DANIELS, Lloyd Keith, 
comp. 

The management of childhood behavior 

problems in school ard at home. 
Springfield, Ill Charles C. Thomas [1974] 
xv, 456 p. tables 26 cm. ISBN 0-398- 
02841-9 [LB3013.D36] 73-197 22.50 


371.1°02 


J. School discipline. 2.  Children— 
Management. I. Title. 
GIVNER, Abraham. 371.1°02 


A handbook of behavior modification for 
the classroom [by] Abraham Givner [and] 
Paul S. Graubard. New York, Holt, 
Rinehart and Winston [1974] xiii, 174 p. 
illus. 23 cm. Bibliography: p. 169-170. 
[LB1025.2.G56] 73-22335 3.95 (pbk.) 

i. Teaching. 2. Behaviorism (Psychology) 
Ł Graubard, Paul S., joint author. Il. Title. 


KUSHEL, Gerald. 
Fact and folklore: social and psychological 
foundations of teaching [by] Gerald Kushel 
[and] Constant A. Madon New York, 


Wiley [1974] xiii, 178 p. 23 cm. ISBN 0- 


371.1702 | 
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471-51108-0 Includes bibliographies. 
(LB1775.K79 1974] 74-1211 8.95 

1. Teaching as a profession. 2. Educational 
sociology. 3. Educatian—United States. I 
Madon, Constant A., joint author. II. Title. 
Pbk. 4.95, ISBN 0-471-51106-4. 


WINDS of change: teacher 371.122 
education for the open area school. 
Selected papers by: Elinor Ross [and 
others] Foreword by Chandler Barbour. 
Washington, Association of Teacher 
Educators, 1974. vi, 47 p. 23 cm. (ATE 
bulletin 36) Includes bibliographies. 
[LB1029.06W56] 74-77573 3.00 (pbk.). 

1. Open plan schools—Addresses, essays, 
lectures. 2. Teachers, Training of— 
Addresses, essays, lectures. 3. Teachers— 
In-service training-——-Addresses, essays, 
lectures. I. Ross, Elinor. II. Association of 
Teacher Educators. Ill. Series: Association 
of Teacher Educators. Bulletin, no. 36. 


LEWIS, James, 1930- 371.2 
School management by objectives. West 
Nyack, N.Y., Parker Pub. Co. [1974] p. 
ISBN 0-13-793844-6 Bibliography: p. 
(LB2805.L42] 74-5163 12.95 

1. School management. and organization. I, 
Title. 

Prepared from C.I.P. 


NYGAARD, Debra D. 371.2736 
Evaluations of year-round school programs. 
[Study conducted and reported by Debra 
D. Nygaard.' Arlington, Va.] Educational 
Research Service, inc. [1974] iv, 37 p. 28 
cm. (Educational Research Service, ine. 
Research brief) Bibliography: p. 36-37. 
[LB3034.N93] 74-174453 5.00 (pbk.). 


1. School year. I. Title. IL Series: 
Educational Research Service, inc, 
Arlington, Va. Research brief — 


Educational Research Service, inc. 


HIVELY, Wells, 1931- 371.276 
Domain-referenced testing. Wells Hively, 
editor. Englewood Cliffs, N.J., Educational 
Technology Publications [1974] p. cm. 
ISEN 0-87778-075-7 [LB3051.H57] 74- 
13378 4.95 

1. Educational tests and measurements. 2. 
Educational surveys. I. Title. 

Prepared from C.I.P. 


GRONLUND; Norman Edward, 371.2°72 
20- 

Improving marking and reporting in 
classroom instruction [by] Norman E. 
Gronlund. New York, Macmillan [1974] 
vi, 58 p. illus. 26 cm. ISBN 0-02-348140-4 
(Current topics in classroom instruction 
series) Bibliography: p. 56-57. 
[LB3051.G735] 74-1082 1.50 

1. Grading and marking (Students) I. Title. 


PUMERANTZ, Philip. 371.3 
Administrator’s guide to the open learning 
environment [by] Philip Pumerantz, Bruce 
Howell [and] Ralph Galano. West Nyack, 
N.Y., Parker Pub. Co. [1974] p. cm. ISBN 
0-13-008664-9 Bibliography: p. 
[LB1029.06P85] 74-8702 8.95 

1. Open plan schools. L Howell, Bruce, 
1931- joint author. Il Galano, Ralph, 
1931- joint author. II. Title. i 
Prepared from C.I.P. 


STEPHENS, Lillian S. 371.3 
The teacher’s guide to open education [by] 
Lillian S. Stephens. New York, Holt, 
Rinehart and Winston [1974] xii, 337 p. 


‘lus. 24 cm. Bibliography: p. 326-329. 
*LB1029.06872] 73-14754 9.95 

1. Open plan schools. I. Title. 

*INDEX to instructional 371.33 


media catalogs; a multi-indexed directory 
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of materials and equipment for use in 
instructional programs. New York, R. R. 
Bowker, 1974 272 p. 28 cm. ISBN 0-8352- 
0661-0. [LB1043] 74-9255 19.50 

1. Audio-visual education. 


COMPLO, Jannita Marie. 371.33'2 
Dramakinetics in the classroom; a 
handbook of creative dramatics and 


improvised movement, by Sister Jannita 
Marie Complo. Boston, Plays, inc. [1974] 
ix, 145 p. illus. 28 cm. ISBN 0-8238-0168- 
3 Bibliography: p. 136-144. [PN3171.C623] 
74-2096 6.95 

1. Drama in education. I Title. 


ASSOCIATION for 
Programmed Learning. 
APL Congress 73. Proceedings of the APL 
Congress 73, Copenhagen, Denmark, Aug. 
22-24, 1973. Ed. by P. Gjerlov, H. J. 
Helms and Johs Nielsen. Amsterdam, 
North-Holland Pub. Co.; New York, 
American Elsevier Pub. Co., 1973. xv, 506 
p. illus. 23 cm. Includes bibliographies. 
{LB1028.5.A74 1973] 73-84650 27.00 
1. Programmed instruction—Congresses. I. 
Gjerlov, Per, 1930- ed. I. Helms, Hans 
Jorgen, 1931- ed. IUI. Nielsen, Johs, ed. IV. 
Title. 


371.39442 


PETERS, Herman Jacob, 1917- 371.4 
Guidance: program development and 
management [by] Herman J. Peters [and] 
Bruce Shertzer. 3d ed. Columbus, Ohio, 
Merrill [1974] xxii, 615 p. 24 cm. ISBN 0- 
675-08825-9 Includes bibliographical 
references. [LB1027.5.P422 1974] 73- 
92004 11.95 

i. Personnel service in education. J. 
Shertzer, Bruce, joint author. II. Title. 


HATCH, Raymond Norris. 371.4°042 
The organization of pupil personnel 
Pprograms—issues and practices. Raymond 
N. Hatch, editor. [East Lansing] Michigan 
State University Press, 1974. xii, 433 p. 
illus. 24 cm. ISBN 0-87013-186-9 Includes 
bibliographical references, 
(LB1027.5.H373] 73-93893 12.50 

i. Personnel service in  education— 
Administration. I. Title. 


GEARHEART, B. R. 
Organization and administration of 
educational programs for exceptional 
children, by B. R. Gearheart. Springfield, 
Il, Thomas [1974] xiii, 254 p. 24 cm. 
ISBN 0-398-02971-7 Bibliography: p. 248- 
250. [LC4031.G42] 73-11043 11.75 

1. Handicapped children—Education— 
United States. I. Title. 


371.9°042’0973 


GLAVIN, John P., comp. 371.908 
Ferment in special education. Edited by 
John P. Glavin. New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
8422-5197-9  [LC3965.G55] 74-12133 
12.00; 6.50 (pbk.). 

4. Exceptional — children—-Education— 
Addresses, essays, lectures. 2. Classroom 
management—Addresses, essays, lectures. 
L Title. 

Prepared from C.I.P. 


SEGAL, Stanley 
Solomon. 

No child is ineducable: special education— 

provision and trends [by] S. $. Segal. 2d 

ed. Oxford, New York, Pergamon Press 

[1974] p. ISBN 0-08-017815-4 

Bibliography: p. [LC4036.G6S4 1974] 73- 

21571 11.55 

1. Handicapped children—Education— 
Great Britain. I. Title. 

Prepared from C.I.P. 


371.9°0942 


KATZ, Lee. 371.912 
The deaf child in the publice schools; a 
handbook for parents of deaf children [by] 
Lee Katz, Steve L. Mathis, II [andj 
Edward C. Merrill, Jr. Danville, Hi., 
Interstate Printers & Publishers [1974] viii, 
113 p. 22 cm. Bibliography: p. 93-95. 
[HY2430.K38] 73-92182 3.50 (pbk.) 

1. Deaf—Education—United States— 
Handbooks, manuals, ete. 2. Children, 
Deaf 3. Deaf—Education—Miscellanea. I. 
Mathis, Steve L., joint author. II. Merrill, 
Edward C., joint author. III. Title. 


WOLFF, Sydney. 371.9123 
Games without words; activities for 
thinking teachers and thinking children, by 
Sydney Wolff and Caryl Wolff. Photos. by 
Dale Hoffman. Illus. by Marti Christie. 
Springfield, Ill., Thomas [1974] xv, 101 p. 
illus. 23 cm. ISBN 0-398-03062-6 
Bibliography: p. 98. [HV2395.W58] 73- 
20274 8.75 (pbk.). 

1. Children, Deaf—Recreation. 2. Deaf— 
Education. 3. Educational games. I. Wolff, 
Caryl, joint author. IT. Title. 


DUBARD, Etoile. 371.9714 
Teaching aphasics and other language 
deficient children; theory and application 
of the association method. Pref. by Sister 
Mary Nicholas Griffey. Jackson, 
University Press of Mississippi [1974] xix, 
337 p. illus. 28 cm. ISBN 0-87805-053-1 
Bibliography: p. 333-337. [LC4616.D82] 
73-93329 12.50 

1. Mentally handicapped = children— 
Education—Language arts. 2. Association 
of ideas. 3. Aphasic children. I. Title. 


BIERBAUER, Elaine. 371.9°28 
If your child has a learning disability; 
understandin the problem, adjusting to the 
situation, helping the child. Danville, IIL, 
Interstate Printers & Publishers [1974] xii, 
82 p. illus. 23 cm. Bibliography: p. 81-82. 
[LC4661.B52] 73-92181 2.95 (pbk) 

1. Mentally handicapped — children— 
Education, 2. Mentally handicapped 
children. I. Title. 


HYMAN Blumberg Symposium 371.95 
on Research in Early Childhood 
Fuca 3d, Johns Hopkins University, 
973. 
Mathematical talent: discovery, 
description, and development; proceedings. 
Edited by Julian C. Stanley, Daniel P. 
Keating, and Lynn H. Fox. Baltimore, 
Johns Hopkins University Press [1974] 
xvii, 215 p. illus. 23 cm. ISBN 0-8018- 
1585-1 “Expanded version of a symposium 
of the American Association for the 
Advancement of Science entitled 
"Discovering and nurturing precocious 
talent in mathematics and physical 
science.’ Includes bibliographies. 
QAN A1H95 1973] 73-19342 10.00 
Mathematics—Study and teaching 
Risa ee 2. Gifted 
children—Education—Mathematics— 
Congresses. 3.  Science—Study and 
teaching (Secondary)—Congresses. 4. 
Gifted children—Education—Science— 
Congresses. I. Stanley, Julian C, ed. II. 
Keating, Daniel P., 1949- ed. HI. Fox, 
Lynn H., 1944- ed. IV. American 
Association for the Advancement of 
Science. Discovering and nurturing 
precocious talent in mathematics and 
physical science. V. Title. 
Pbk., 2.95; ISBN 0-8018-1592-4 


RAMIREZ, Manuel, 1937- 371.9°7 
Cultural democracy, dicognitive 
development, and education [by] Manuel 
Ramirez III and Alfredo Castaneda. New 
York, Academic Press, 1974. p. cm. ISBN 


300 SOCIAL SCIENCE 
0-12-577250-5 Includes 
[LC2682.R35] 74-5699 11.95 
1. Mexican Amrericans—Education, 2. 
intercultural education. [ Castaneda, 


Alfredo, joint author. I. Title. 
Prepared from C.I.P. 


MANN, Philip H. 372.1102 
Handbook in diagnostic teaching: a 
learning disabilities approach [by] Philip H. 
Mann [and] Patricia Suiter. Abridged ed. 
Boston, Allyn and Bacon [1974] 168 p. 
illus. 28 cm. Bibliography: p. 161-168. 
aes R4M362] 73- 30164 5.95 (pbk.) 

L Remedial teaching—Handbooks, 
manuals, etc. 2.  Reading—Remedial 
teaching—Handbooks, manuals, etc. L 
Suiter, Patricia, joint author. II. Title. 


BARTH, Roland S. 372.1°3 
Open education and the American school, 
by Roland S. Barth. Foreword by Joseph 
Feathersone. New York, Schocken Books 
(1974, cl1972] p. cm. Reprint of the ed. 
published by Agathon Press, New York. 
Bibliography: p. [LB1029.06B37 1974] 74- 
9869 3.95 (pbk.). 

i. Open plan schools--United States. I. 
Title. 

Prepared from C.I.P. 


BLESSINGTON, John P. 372.13 
Let my children work! [by] John P. 
Blessington. [lst ed.] Garden City, N.Y., 
Anchor Press, 1974. p. cm. ISBN 0-385- 
00864-3 Bibliography: p. 
{LD7501.G79B57] 72-79377 5.95 

1. Whitby School. 2. Montessori method of 
education. 3. Home and school. I. Title. 
Prepared from C.I.P. 


MILLER, Mabel Evelyn. 372.1°3 
Kindergarden teacher's activities desk 
book. West Nyack, N.Y., Parker Pub. Co. 
[1974] p. cm. ISBN  0-13-515254-2 
[LB1169.M56] 74-9731 8.95 

1. Kindergarten—Methods and manuals. 2. 
Creative activities and seat work. I. Title. 
Prepared from C.LP. 


COLVIN, Ralph W. 372.21 
Preschool education; a handbook for the 
training of early childhood educators, 
edited by Ralph W. Colvin [and] Esther 
M. Zaffiro. New York, Springer Pub. Co. 
[1974] p. cm. ISBN  0-8261-1620-5 
[LB1140.2.C663] 74-79411 13.95 
Education, Preschool—Handbooks, 
manuals, etc. I Zaffiro, Esther M., joint 
author. II. Title. 
Prepared from C.I.P. 


JAMESON, Kenneth. 372.21 
Pre-school play [by] Kenneth Jameson and 
Pat Kidd. New York, Van Nostrand 
Reinhold Co. [1974] 112 p. illus. 22 cm. 
ISBN 0-442-24430-2 Bibliography: p. 108- 
110. [LB1140.2.J35] 73-19562 7.95 

l. Education, Preschool—Handbooks, 
manuals, etc. 2. | Play—Handbooks, 
ee etc. I. Kidd, Pat, joint author. If. 

ttle. 


bibliographies. 


MURRAY, Rebecca. 372.21°8'09756 
History of the public school kindergarten 
in North Carolina. New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
8422-0414-8 Bibliography: p 
[LB1235.N8M87] 74-12132 3.75 (pbk.). 


L Kindergartens—North Carolina— 
History. I. Title. 

Prepared from C.I.P. 

VANNIER, Maryhelen, 1915- 372.3°7 


Teaching health in elementary schools. 2d 
ed. Philadelphia, Lea & Febiger, 1974. xii, 
398 p. illus. 25 cm. ISBN 0-8121-0351-3 
(Health education, physical education, and 
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recreation series) Bibliography: p. 383-388. 
{LB3405.V3 1974] 73-18006 12.00 
1. Health education (Elementary) I. Title. 


MCKEOWN, Pamela. 372.4 
Reading; a basic guide for parents and 
teachers. London, Boston, Routledge & K. 
-Paul [1974] x, 160 p. illus. 23 cm. ISBN 0- 


7100-7418-2 [LB1573.M1755 1974] 73- 
85428 8.25 

1. Reading (Elementary) I. Title. 

Pbk. 4.25, ISBN 0-7100-7424-7. 

SMITH, Richard John, 372.471 


1930- 
Teaching reading in the middle grades [by] 
Richard J. Smith [and] Thomas C. Barrett. 
Reading, Mass., Addison-Wesley Pub. Co. 
[1974] xii, 196 p. 24 cm. ISBN 0-201- 
07048-0 (Addison-Wesley series in 
education) Includes bibliographical 
references. [LB1573.S773] 73-11891 4.50 
(pbk.). 
1. Reading (Elementary) I. Barrett, 
Thomas C., joint author. I. Title. 


LINDERMAN, Earl W. 372.5°044 
Developing artistic and perceptual 
awareness; art practice in the elementary 
classroom [by] Earl W. Linderman [and] 
Donald W. Herberholz. 3d ed. [Dubuque, 
Iowa, W. C. Brown Co., 1974] xvii, 166 p. 
illus. 22 x 28 cm. ISBN 0-697-03296-5 
Includes bibliographies. [N350.L46 1974] 
74-75039 4.50 (pbk.). 

1. Art—Study and teaching (Elementary) 
r Herberholz, Donald W., joint author. IT. 

` Title. 


PATTEMORE, Arnel W. 372.5°044 
Art and environment; an art resource for 
teachers [by] Arnel W. Pattemore. New 
York, Van Nostrand Reinhold Co. [1974] 
p. ISBN 0-442-26513-1 Bibliography: p. 
141. [N350.P28] 72-9708 9.95 

1. Art—Study and teaching (Elementary) 
2. Activity projects in education. 3. 
Learning by discovery. 4. Man—Influence 
of environment. I. Title. 

Prepared from C.I.P. 


PECK, Ruth L. 372.5°044 
Best of teacher’s arts and crafts workshop 
[by] Ruth L. Peck. West Nyack, N.Y., 
Parker Pub. Co. [1974] p. ISBN 0-13- 
073668-6 [N350.P38] 74-2437 9.95 


i. Art—Study and teaching 
(Elementary)—Handbooks, manuals, etc. 2. 
Creative activities and seat work— 


Handbooks, manuals, ete. I. Title. II. Title: 
Teacher's arts and crafts workshop. 
Prepared from C.I.P. 


GATTEGNO, Caleb. 372.7 
The common sense of teaching 
mathematics. [New York] Educational 


Solutions [1974, ¢1973] ix, 129 p. illus. 22 
cm. ISBN 0-87825-024-7 Bibliography: p. 
129. [QA135.5.G34 1974] 74-174329 4.95 
(pbk.) 


i. Mathematics—Study and teaching 
(Elementary) I. Title. 
RYAN, Frank L. 372.8°3'044 


Instructional implications of inquiry [by] 
Frank L. Ryan [and] Arthur K. Els. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] viii, 160 p. illus. 22 cm. ISBN 0-13- 
467829-XK (Prentice-Hall series in 
curriculum and teaching) Includes 
bibliographical references. [LBi049.R92 
1974] 73-22430 7.95 

1. Study, Method of 2. Research. 3. 
Report writing. 4. Social sciences—Study 
and teaching. I Ellis, Arthur K., joint 
author. IT. Title. 

Pbk. 4.50, ISBN 0-13-467811-7. 
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SKEEL, Dorothy J. 372.8°3'044 
The challenge of teaching social studies in 
the elementary school [by] Dorothy J. 
Skeel with assistance fram Ronald 
Sterling. 2d ed. Pacific Palisades, Calif., 
Goodyear Pub. Co. [1974] zii, 290 p. illus. 
24 cm. ISBN 0-87620-174-5 (Goodyear 
education series) Includes bibliographical 
references. [LB1584.852 1974] 73-90610 
5.95 (pbk.). 

1. Social sciences—Study and teaching 
(Elementary) I Sterling, Ronald E. IL. 
ytle. 


KIRCHNER, Glenn. 372.86 
Physical education for elementary school 
children; an illustrated program of 
activities for kindergarten to grade six. 3d 
ed. Dubuque, lowa, W. C. Brown Co. 
[1974] xv, 694 p. illus. 24 cm. ISBN 0- 
697-07124-3 (Physical education) 
Bibliography: p. [654]-673. [GV443.K47 
1974] 74-78746 10.95; instructor’s manual 
available. 

I. Physical education for chidren. I. Title. 


RAUBINGER, Frederick M. 373.1°2 
Leadership in the secondary school [by] 
Frederick M. Raubinger, Merle R 
Sumption [and] Richard M. Kamm. 
Columbus, Ohio, Merrill [1974] xiii, 450 p. 
24 cm. ISBN 0-675-08795-1 (Merrill’s 
series for educational «dministration) 
Includes bibliographies. [LB2822.R38] 74- 
75444 12.95 

1. High — schools—Administration. L 
Sumption, Merle Richard, jcint author. IT. 
Kamm, Richard M., joint author. III. Title. 


WEIGAND, George. 373.1°3’02812 
How to succeed in high school and score 
high on college entrance examinations. 
Rev. ed. [Woodbury, N-Y.]  Barron’s 
Educational Series, inc. [1974] 150 p. illus. 
20 cm. ISBN 0-8120-0078-1 Bibliography: 
p. 149-150. Advice for the student on such 
topics as increasing memory span, taking 
notes, planning time, reading effectively, 


and improving test-taking skills. 
{LB1131.W394 1974] 79-.40632 1.75 
(pbk.) 


i. Prediction of scholastic success. 2. 
Study, Method of. I. Title. 


HOLLY, Douglas. 373.19 
Beyond curriculum; changing secondary 
education. New York, Barnes & Noble 
[1974, c1973] 190 p. 23 cm. ISBN 0-06- 
492938-8 (Sociology and the modern 
world) Includes bibliographical references. 
[LA635.H67 1974] 74-172786 11.00 
1. Education, Secondary—Great Britatn— 
Curricula. I. Title. i 
COLEMAN, Marion 373.2°465'0973 s 
G. 
Effective secretarial educatron. Editors: 
Marion G. Coleman [and] Oleen M. 
Henson. Reston, Va., National Business 
Education Association [1974] x, 265 p. 
illus. 23 cm. (National business education 
yearbook, no. 12) Includes bibliographical 
references. [HF1101.N27 no. 12] 
[HF1106] 651°.3741°07 74-174941 7.50 
i. Business education—Addresses, essays, 
lectures. 2. Secretaries—Addresses, essays, 
lectures. I. Henson, Oleen M., joint author. 
If, Title. IT]. Series. 


UNRUH, Glenys G. 373.73 
Innovations in secondary education [by] 
Glenys G. Unruh [and] William M. 
Alexander. 2d ed. New “York, Holt, 
Rinehart and Winston [1974] vii, 280 p. 
illus. 23 cm. ISBN 0-03-003971-1 Includes 
bibliographies. [LA222.U57 1974] 73- 
14622 5.95 (pbk.). 

i. Education, Secondary—United States. I. 


AMERICAN BOOK PUBLISHING RECORD 


Alexander, William Marvin, 1912- joint 
author. II. Title. 

WOOTTON, Lutian R., 375’.0008 
comp. 

Trends influence curriculum. Edited by 
Lutian R. Wootton [and] John ©. 


Reynolds, Jr. 2d ed. New York, MSS 
Information Corp. [1974] 266 p. 23 cm. 


ISBN 0-8422-5177-4 Includes 
bibliographies. [LB1570.W65 1974] 74- 
‘6476 11.00 

L Education—-Curricula—Addresses, 


essays, lectures. I. Reynolds, John C, joint 
comp. IT. Title. 
Pbk. 6.25, ISBN 0-8422-0420-2. 


*ROBERTSON, Betty B. 377 
100 better ideas for children’s workers [by] 
Betty B. Robertson. Grand Rapids, Baker 
Book House [1974, c1973] 80 p. 20 cm. 
ISBN 0-8010-7621-8. Original title: A 
Salaxy of ideas for children’s workers. 
“BV1471.2.] 1.50 (pbk) * 

1. Religious education. I. Title. 


HIGHER education: crisis and 378 
support; an international perspective. 
Papers by James A. Perkins [and others] 


New York, International Council for 
Educational Development [1974] viii, 134 
p. 22 cm. (International Council for 
Educational Development. Conference ` 


papers, no. 1) Selected papers from a 3- 
week seminar in July 1973 at Aspen, 
Colo., held under the joint sponsorship of 
the Aspen Institute for Humanistic Studies 
end the International Council for 
Educational Development. Includes 
bibliographical references. [LB2301.H514] 
74-167310 Gratis 

1. Education, Higher—Congresses. I 
Perkins, James Alfred, 1911- II. Aspen 
Institute for Humanistic Studies. HI. 


Series: International Council for 
Educational Development. Conference 
papers — International Council for 


Educational Development, no. 1. 


THE University in society. 378 
Contributors: Lawrence Stone [and others] 
Edited by Lawrence Stone. [Princeton, 
N.J.] Princeton University Press [1974] p. 
em. Product of a research seminar held at 
the Shelby Cullom Davis Center for 
Historical Studies, Princeton University, 
1969-1971. Contents—v. 1. Oxford and 
Cambridge.—v. 2. Europe, Scotland, and 
tke United States. Includes bibliographical 
references. [LA183.U54] 72-14033 22.00 
(Z vols.) 

1. Education, Higher—History—~Addresses, 
essays, lectures. I. Stone, Lawrence, ed. I. 
Saelby Cullom Davis Center for Historical 
Siudies. 

Prepared from C.LP. Vol. 1 ISBN: 0-691- 
02213-1; vol. 2 ISBN: 0-691-05214-X. 


HISTORY of 378’.013°0942 
Sducation Society (Gt. Brit.) 

Education and the professions, edited for 
the Society by T. G. Cook. London, 
Methuen, 1973. viii, 88 p. 23 cm. ISBN 0- 
416-78730-4 Distributed in the USA by 
Harper & Row Publishers, Barnes & Noble 
Import Division. Papers originally 
delivered at the History of Education 
Saciety’s annual conference held at the 
Royal Ford Hall of Didsbury College, 
Manchester, in December 1972. Includes 
bibliographical references and index. 
[L71059.H57 1973b] 74-167098 7.25 

1. Professional education—-Addresses, 
essays, lectures. 2. College teaching— 
Addresses, essays, lectures. I Cook, 
TEomas Goldie, ed. IT. Title. 
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MAYHEW, Lewis B. 378'.01°30973 
Reform in graduate and professional 
education [by] Lewis B. Mayhew [and] 
Patrick J. Ford. Foreword by Winfred L. 
Godwin. [lst ed.] San Francisco, Jossey- 
Bass Publishers, 1974. xv, 254 p. 24 cm. 
ISBN 0-87589-213-2 (The Jossey-Bass 
series in higher education) Includes 
bibliographical references. [LB2371.M385] 
73-20968 10.50 

1. Universities and  colleges—United 
States—Graduate work. 2. Professional 
education—United States. I. Ford, Patrick 
Joseph, 1941- joint author. IL. Title. 


ASHBY, Eric, Sir, 1904- 378.1 
Adapting universities to a technological 
society. [lst ed.] San Francisco, Jossey- 
Bass Publishers, 1974. xvi, 158 p. 24 cm. 
ISBN 0-87589-222-1 (The Jossey-Bass 
series in higher education) Bibliography: p. 
151-154. [LB2341.A743] 73-22555 8.75 

1. Universities and colleges—United 
States—Administration. 2. Educational 
technology—United States. 3. University 
autonomy—United States. I. Title. 


EPSTEIN, Leon D. 378.101 
Governing the university; [the campus and 
the public interest, by] Leon D. Epstein. 
{Ist ed] San Francisco, Jossey-Bass 
Publishers, 1974. xiv, 253 p. 24 cm. ISBN 
0-87589-215-9 (The Jossey-Bass series in 
higher education) Bibliography: p. 233-244. 
(LB2331.4.E67] 73-20967 10.50 

1. University autonomy. I. Title. 


PATTERSON, Franklin 378.1704 
Kessel, 1916- 

Colleges in consort; [interinstitutional 
cooperation through consortia, by} 


Franklin Patterson. With a foreword by 
Robert C. Wood. [lst ed.] San Francisco, 
Jossey-Bass Publishers, 1974. xvi, 182 p. 
24 cm. ISBN 0-87589-218-3 (The Jossey- 
Bass series in higher education) 
Bibliography: p. 171-175. [LB2331.5.P37] 
73-20964 10.50 

1. University cooperation. I. Title. 


TURNER, David Reuben, 378.1°6°62 
1915- 
American college testing program; the 
complete study guide for scoring high, by 
David R. Turner. [6th ed.] New York, 
Arco [1974] 320 p. illus. 26 cm. ISBN 0- 
668-01397-4 Title on cover and spine: 
American college testing program exams. 
[LB2353.T78 1974] 73-90800 5.00 (pbk.). 
l. Universities and colleges—United 
States—Examinations—Handbooks, 
manuals, etc. I Arco Publishing Company, 
New York. If. Title. 


BROWNSTEIN, Samuel C. 
1909- 

Barron’s how to prepare for college 
entrance examinations. [by] Samuel C. 
Brownstein [and] Mitchel Weiner. 7th ed. 
Woodbury, N.Y., Barron’s Educational 
[1974] 630 p. 28 cm. ISBN 0-8120-0051-X 
Some editions published under title: How 
to prepare for college entrance 
examinations. [LB2353.B75 1974] 74-8131 
4.50 (pbk.) 

i. Universities and colleges—United 
States—Examinations—-Handbooks, 
manuals, etc. 2. Scholastic aptitude test— 
Handbooks, manuals, etc. I. Weiner, 
Mitchel, 1907- joint author. IT. Title. 


BANDT, Phillip L. 378.1°7°02812 
A time to learn; a guide to academic and 
personal effectiveness [by] Phillip L. Bandt, 
Naomi M. Meara [and] Lyle D. Schmidt. 
New York, Holt, Rinehart and Winston 
[1974] xi, 241 p. illus. 28 cm. ISBN 0-03- 


378.1°6°64 


086032-6 Bibliography: p. 175-182. 
{LB1051.B243] 13.7877 3.95 (pbk.) 

1. Learning, Psychology of 2. Study, 
Method of. I. Meara, Naomi M., joint 
author. I. Schmidt, Lyle D., joint author. 
UI. Title. 


EMDEN, Alfred 
Brotherston, 1888- 
A biographical register of the University of 
Oxford, A.D. 1501 to 1540, by A. B. 
Emden. Oxford, Clarendon Press. 1974. 
xxiv, 742 p. 24 cm. ISBN 0-19-951008-3 
Bibliography: p. x-xiii. [LF525.E52] 74- 
171882 
I. Oxford. University—Registers. 2. 
Oxford. University—Biography. I. Title. 
Distributed by Oxford University Press, 
New York; 58.00. 


AMRIK Singh. 378.54 
The higher learning in India. Edited by 
Amrik Singh fand] Philip G. Altbach. 
mia Vikas Pub. House [c1974] xviii, 451 
p. 23 cm. Bibliography: p. [421]-446. 
[LA1153.A68] 74-900214 
i. Education, Higher—India—1945- 1 
Altbach, Philip G., joint author. II. Title. 


378.425°72 


Distributed by International Scholarly 
Book Service for 15.00. 
GROSS, Edward. 378.73 


Changes in -university organization, 1964- 
1971, by Edward Gross and Paul V. 
Grambsch. New York, McGraw-Hill 
[1974] xix, 257 p. 23 cm. ISBN 0-07- 


010066-7 ”A report prepared for the 
Carnegie Commission on Higher 
Education.” Bibliography: p. 209-216. 


{LB2341.G74 1974] 73-13634 7.95 

i. Universities and  colleges— United 
States --Administration. I Grambsch, Paul 
V., 1919- joint author. II. Carnegie 
ee on Higher Education. III. 
itle. 


NIBLETT, William Roy. 378.73 
Universities between two worlds [by] W. 
Roy Niblett. New York, Wiley [1974] p. 
cm. ISBN 0-470-63660-2 "A Halsted Press 
book.” Includes bibliographical references. 
[LA227.3.N52] 74-2299 8.95 

4. Universities and colleges-- United States. 


2. Education, Higher—Aims and 
objectives. I Title. 

Prepared from C.I.P. 

TONSOR, Stephen John, 378.73 


1923- 

Tradition and reform in education [by] 
Stephen Tonsor. La Salle, Ill., Open Court 
Pub. Co. [1974] xi, 250 p. 24 cm. ISBN 0- 
87548-124-8 Includes bibliographical 
references. [LB2331.4.T66] 73-82779 8.95 
I. University autonomy—United States. 2. 
Universities and colleges—-United States— 
Finance. I. Title. 


GRUBB, W. Norton. 379°.1°0973 
States and schools; the political economy 
of public school finance [by] W. Norton 
Grubb [and] Stephan Michelson. 
Lexington, Mass.. Lexington Bocks [1974] 
p. cm. ISBN 0-669-93385-6 Includes 
bibliographical references. [LB2825.G84] 
74-10154 16.00 


- I. Education—United States—Finance. 2. 


Public schools—United States—Business 
management. 3. Education—Economic 
aspects—United States. I. Michelson, 
Stephan, 1938- joint author. IT. Title. 
Prepared from C.I.P. 


BURRUP, Percy E., 
1910- 

Financing education in a climate of change 

[by] Percy E. Burrup. Boston, Allyn and 

Bacon [1974] viii, 364 p. illus. 24 cm. 


379’.12°0973 
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Includes bibliographies. [LB2825.B86] 73- 
89261 12.95 

J. Education—United States—Finance. I. 
Title. 


UNITED States. 379°.121°0973 

Advisory Committee on Education. 
Report of the committee. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-05987-6 
(Children and youth: social problems and 
social policy) Commonly known as the 
Reeves report. Reprint of the 1938 ed. 
published by the U.S. Govt. Print. Off., 
Washington. [LC1045.U54 1974} 74-17i1 
15.00 


I. Vocational education—United States. 2. 
Federal aid to education—United States. I. 
Title. II. Title: Reeves report on education. 
ITI. Series. 

Prepared from C.1.P. 


PINCUS, John A. 379°.J,3°0973 
School finance in transition: the courts and 
educational reform. Edited by John Pincus. 
Cambridge, Mass., Ballinger Pub. Co. 
[1974] p. cm. ISBN  0-88410-156-8 
[LB2825.P49] 74-7299 15.00 

1. Education—United States—Finance. 2. 
Educational equalization—United States. I. 
Title. 

Prepared from C.I.P. 


BELL, Terrel Howard, 
1921- 

A performance accountability system for 

school administrators [by] Terrel H. Bell. 

West Nyack, N.Y., Parker Pub. Co. [1974 

p. cm. ISBN 0-13- 657189-1 [LB2805.B35 

74-1357 9.95 

1. Educational accountability. 2. School 

management and organization. I. Title. 

Prepared from C.I.P. 


BAKALIS, Michael J. 379°.152 
A strategy for excellence; reaching for new 
standards in education, by Michael J. 
Bakalis. With a foreword by Lawrence N. 
Hansen. [Hamden, Conn.] Linnet Books, 
1974. xvii, 252 p. 23 cm. ISBN 0-208- 


379.15 


01245-1 Includes bibliographical 
references. [LB2809.A2B34] 73-23101 
10.00 


I. School management and organization. 2. 
State departments of education. I. Title. 


DE LA GARZA, 380.1°45’070573025 
Peter Jack. 
International subscription agents; an 


annotated directory. Compiled by Peter J. 
de la Garza for the Serials and Resources 
Sections of the Resources and Technical 
Services Division, American Library 
Association. 3d ed. Chicago, American 
Library Association, 1974. v, 73 p. 23 cm. 
ISBN 0-8389-3153-7 Second ed. (1969) 
was compiled by the Joint Committee to 
Revise List of International Subscription 
Agents, American Library Association. 
[Z282.D32 1974] 74-2099 4.50 (pbk.} 


Li Booksellers and bookselling-—- 
Directories. 2. Acquisition of serial 
publications. L American Library 


Association. Serials Section. H. American 
Library Association. Resources Section. 
I, American Library Association. Joint 
Committee to Revise List of International 


Subscription Agents. International 
subscription agents. IV. Title. 
HELLMAN, Harold, 1927- 380.5 


Transportation in the world of the future, 
by Hal Hellman. New, rev. ed. New York, 
M. Evans [1974] 187 p. illus. 22 cm. ISBN 
0-87131-155-0 Bibliography: p. 177-180. 


55 


300 SOCIAL SCIENCE 


Describes the function and operation of a 
variety of vehicles that may be in general 
use in the future. (TA1149.H44 1974] 73- 
86220 5.95 
i. Transportation—Juvenile literature. I. 
Title. 
KENTS, Harold MacLean, 380.5°2 
9. 
Transit and transportation; and a study of 
port and industrial areas and their relation 
to transportation, by Harold M. Lewis, 
with supplementary reports by William J. 
Wilgus and Daniel L. Turner. New York, 
Arno Press, 1974. 226 p. illus. 29 cm. 
(Metropolitan America) Reprint of the 
1928 ed. published by Regional Plan of 
New York and Its Environs, New York, 
which was issued as volume 4 of its 
Regional survey. Bibliography: p. 215-218. 
[HE310.N5L45 1974] 73-20064 14.00 
d. Transportation—New York (City) 2. 
New York (City)—-Harbor. 3. New York 
(City)—ZIndustries. I. Wilgus, William John, 
1865-1949. If Turner, Daniel Lawrence, 
1869-1942. III. Title. IV. Series. V. Series: 
Regional Plan of New York and Its 
Environs. Regional survey of New York 
and its environs, v. 4. 


LOWE, David. 380.5’2 
Transport and delivery to European 
customers. London, Kogan Page, 1973. 122 
p. illus., form, maps. 23 cm. ISBN 0- 
85038-042-1 (P-E briefing guide) 
. [HE199.E87L68 1973] 74-157293 

1. Freight and freightage—European 
Economic Community countries. 2. 
Transportation, Automotive—European 
Economice Community countries—Freight. 
f. Title. 

Distributed by International Publications 
Service, 6.50 (pbk.). 


WHITE, Jack M. 381 
The angr buyer’s Complaint directory [by] 
Jack White, Gary Yanker, and Harry 
Steinberg. New York, P. H. Wyden [1974] 
xxviii, 292 p. 21 cm. ISBN 0-88326-065-4 
[HF5415.5.W55] 73-86179 7.95 

1. Complaints (Retail trade) 2. Customer 
service—Directories. 3. Consumer 
protection—United States—Directories. 4. 
Consumer education. I, Yanker, Gary, joint 
author. Il. Steinberg, Harry, 1948- joint 
author. HL. Title. 


UNITED States. Bureau 
of Domestic Commerce. 
Franchise opportunities: a business of your 
own. New York, Drake Publishers [1974] 
p- cm. [SBN '0-87749-678-1 Originally 
published in 1972 (7th ed.) under title: 
Franchise opportunities handbook. Sixth 
ed. published in 1970 under title: 
Franchise company data for equal 
opportunity in business. Bibliography: p. 
oo 1974] 74-6275 4.95 
pbk. 

1. Franchises (Retail trade)—United States. 
2. Franchises (Retail trade)—United 
States—Directories. I. Title. 

Prepared from C.I.P. 


WASSERMAN, Paul. 381°.3 
Consumer sourcebook; a directory and 
guide to government organizations; 
associations, centers and institutes; media 
services; company and trademark 
information; and bibliographic material 
relating to consumer topics, sources of 
recourse, and advisory information. Paul 
Wasserman, managing editor; Jean 
Morgan, associate editor. With a foreword 
by Chet Holifield. Detroit, Gale Research 
Co. [1974] p. ISBN 0-8103-0381-7 
Bibliography: p. [HC110.C63W37] 74- 
10494 35.00 
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381.02573 


i. Consumer _ ‘protectien—Information 
services—-United States—Directories. 2. 
Consumer education—ZInformation 
services—United States—Directories. I. 
Morgan, Jean, joint author. I. Title. 
Prepared from C.I.P. 


BOHN, Henry 
George, 1796-1884. 
A catalogue of books. With a new introd. 
by Francesco M. Cordasco. New York, 
AMS Press [1974] p. cm. ISBN 0-404- 
11610-8 Commonly known as the Guinea 
catalogue. ‘Reprint of the 1841 ed. 
published by Henry G. Bohn, London, 
which includes New, valuable, and most 
important books (v. 2, p. [Z999.B68 1974] 
74-8717 137.00 
1. Catalogs, Booksellers’—Great Britain. 2. 
Bibliography—Universal catalogs. I. Title. 
II. Title: Guinea catalogue. 
Prepared from C.I.P. 


RATHMELL, John M. 381’.45°363 
Marketing in the service sector [by]. John 
M. Rathmell. Cambridge, Mass., Winthrop 
Publishers [1974] viii, 232 p. illus. 23 cm. 
ISBN 0-87626-561-1 Bibliography: p. 221- 
229. [HF5415.1.R38] 74-1236 6.95 (pbk.). 
1. Marketing—United. States. 2. Service 
industries—United States. I. Title. 


381°.45°0705730942 


STARR, Robert. 382’.09171°301717 
East-West business transactions, edited by 
Robert Starr. New York, Praeger [1974] 
p. cm. ISBN 0-275-28870-6 (Praeger 
special studies in international economics 
and development) Bibliography: p. 
[HF1411.8796] 73-21469 32.50 

1. Commercial policy. 2. Foreign trade 
regulation. 3. East-West trade (1945- ) I. 
Title. 

Prepared from C.I.P. 


MCLACHLAN, Jean 
Olivia. 
Trade and peace with old Spain, 1667- 
1750; a study of the influence of 
commerce on Anglo-Spanish diplomacy in 
the first half of the eighteenth century, by 
Jean O. McLachlan. With a foreword by 
Harold Temperley. New York, Octagon 
Books, 1974. p. cm. ISBN 0-374-95520-4 
Reprint of the 1940 ed. published at the 
University Press, Cambridge. Bibliography: 
p. [HF3508.S7M3 1974] 74-9611 12.50 
1. Great Britain—Commerce—Spain. 2. 
Spain—Commerce-——Great Britain. 3. Great 
Britain—Foreign relations—Spain. 4. 
Spain—Foreign relations—Great Britain. I. 
Title. 
Prepared from C.I.P. 


BARRY, Patrick. 382’.0942°073 
The theory and practice of the 
international trade of the United States 
and England, and of the trade of the 
United States and Canada. With an introd. 
for the Garland ed. by Michael Hudson. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1014-0 (The Neglected 
American economists) Reprint of the 1858 
ed. published by D. B. Cooke, Chicago. 
[HF3065.B28 1974] 74-10844 

L United States—Commerce—Great 
Britain. 2. Great Britain—Commerce— 
United States. 3. United States— 
Commerce—Canada. 4. Canada— 
Commerce—United States. I. Title. II 
Series. 

Prepared from C.I.P. Available only as a 
set in 28 vols; 700.00. 


QUIGLEY, John B. 382’.0947 
The Soviet foreign trade monopoly; 
institutions and laws [by] John Quigley. 
[Columbus] Ohio State University Press 
[1974] ix, 256 p. 24 cm. ISBN 0-8142- 


382?.0942°046 


AMERICAN BOOK PUBLISHING RECORD 
0198-9 Bibliography: p. 237-253. 
[HF 1557.Q53] 74-3083 15.00 
I. Foreign trade regulation—Russia. 2. . 
Russia—Commercial policy. 3. Commercial 
law—Russia. I. Title. 


WILLS, John Elliot, 
1903- 
Pepper, guns, and parleys; the Dutch East 


382.09492°051 


India Company and China, 1622 [i.e. 
1662]-1681 [by] John E. Wills, Jr. 
Cambridge, Mass., Harvard University 


Press, 1974. xv, 232 p. maps. 25 cm. ISBN 
0-674-66181-8 (Harvard East Asian series, 
75) Bibliography: p. (213]-223. [HF483.E6 
W55] 73-81669 12.00 

1. Nederlandsche Oost-Indische 
Compagnie. 2. Netherlands—-Commerce—- 
China. 3. China—Commerce—— 
Netherlands. 4. Netherlands—Relations 
(general) with China. 5. China—Relations 
(general) with the Netherlands. I. Title. Th 
Series. 


COMMITTEE for Economic 
Development. 

Toward a new international economic 
system; a joint Japanese-American view; a 
statement by the Research and Policy 
Committee of the Committee for 


382.1 


Economic Development and Keizai 
Doyukai, the Japan Committee for 
Economic Development. [New York] 
1974. 54 p. 26 cm. ISBN 0-87186-754-0 


(HF1411.C46 1974] 74-79477 2.00 (pbk.) 
1. International economic relations. I. 
Keizai Doyu Kai. Il. Title. 


JOHNSON; David Gale, 
1916- 

U.S. agriculture in a world context; policies 
and approaches for the next decade, edited 
by D. Gale Johnson [and] Jobn A. 
Schnittker. Published for the Atlantic 
Council of the United States. New York, 
Praeger [1974] p. cm. ISBN 0-275-09450- 
2 (Praeger special studies in international 
economics and development) Includes 
bibliographical references, [HD1765 
1974.J64] 74-6732 18.50 

1. Agriculture and state—United States. 2. 
Agriculture and state. 3. Agriculture— 
Economic aspects—1945- I, Schnittker, 
John A., joint author. II. Atlantic Council 
of the United States. TII. Title. 

Prepared from C.I.P. 


BANKS, Ferdinand E. 382.4243 
The world copper market: an economic 
analysis [by] Ferdinand ŒE. Banks. 
Cambridge, Mass., Ballinger Pub. Co. 
[1974] xvii, 151 p. illus. 24 cm. ISBN 0- 
88410-257-2 Bibliography: p. 141-143. 
[HD9539.C6B35] 73-16165 15.00 

1. Copper trade and industry. I. Title. 


MACPHEE, Craig 382’.45°672 
Robert, 1944- 

Restrictions on international trade in steel 

[by] Craig R. MacPhee. Lexington, Mass., 

Lexington Books [1974] p. ISBN 0-669- 


3827.41 


89516-4 Includes bibliographical 
references. [HD9510.5.M2] 73-11650 
15.00 


1. Steel industry and trade. 2. Tariff on 
steel. I. Title. 
Prepared from C.1.P. 


BIGELOW, Erastus 
Brigham, 1814-1879. 
The tariff policy of England and of the 
United States contrasted. With an introd. 
for the Garland ed. by Michael Hudson. 
New York, Garland Pub. Inc., 1974. p. 
cm. ISBN 0-8240-1015-9 (The Neglected 
American economists) Reprint of the 2d 
ed. published in 1877 by Little, Brown, 
Boston. [HF1755.B52 1974] 74-10731 


382.7°0942 


SEPTEMBER 30,1974 


i. Taritf—United States. 2. Tariff—Great 
Britain. I. Title. H. Series. 

Prepared from C.I.P. Available only as a 
set in 28 vols; 700.00. 


GREELEY, Horace, 
1811-1872, comp. 
The American laborer. With an introd. for 
the Garland ed. by Michael Hudson. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1005-1 (The Neglected American 
economists) Reprint of the 1843 ed. 
published by Greeley & McElrath, New 
York. [HB161.G787 1974] 74-10871 
i. Economics. 2. Free trade and 
protection—FProtection. I. Title. II. Series. 
Prepared from C.I.P. Available only as a 
set in 28 vols; 700.00. 


382.7°3'0973 


LIEBER, Francis, 382.730973 
1800-1872. 
Notes on fallacies of American 


protectionists [by] Francis Lieber and 
Lectures on the history of protection in the 
United States [by] William G. Sumner. 
With an introd. for the Garland ed. by 
Michael Hudson. New York, Garland Pub. 
Inc., 1974. p. cm. ISBN 0-8240-1018-3 
(The Neglected American economists) 
Lieber’s work reprint of the 1870 ed. 
published by American Free-Trade League, 
New York; Sumner’s work reprint of the 
1883 ed. published by Putnam, New York. 
(HF1755.L73 1974] 74-10752 

1. Tariff—United States. 2. Free trade and 
protection—Free trade. I. Sumner, William 
Graham, 1840-1910. Lectures on the 
history of protection in the United States. 
1974. H. Title. HI. Series. 

Prepared from C.I.P. Available only as a 
set in 28 vols; 700.00. 


THOMPSON, Richard 
Wigginton, 1809-1900. 
The history of protective tariff laws. With 
an introd. for the Garland ed. by Michael 
Hudson. New York, Garland Publishing, 
1974. p. cm. ISBN 0-8240-1022-1 (The 
Neglected American economists) Reprint 
of the 1888 ed. published by Hill & 
Harvey, New York. [HF1753.T45 1974] 
74-9919 
I. United States—Tariff—History. 2. Free 
trade and protection—Protection. I. Title. 
II. Series. 
Prepared from C.I.P. Available only as a 
set in 28 vols; 700.00. 


KEESING’S Publications 
Ltd. 

The European communities, by Keesing’s 

Publications. New York, Scribner [1974] 

p. cm. ISBN 0-684-13928-6 Bibliography: 

p. [HC241.2.K4 1974] 74-10831 6.95 

i. European Economic Community. 2. 

European Coal and Steel Community. 3. 

European Atomic Energy Community. I. 
Title. 

Prepared from C.I.P. 


TURNER, David Reuben, 
1915- 

Postal promotion foreman-supervisor, by 
David R. Turner. [6th ed.] New York, 
Arco [1974] 256 p. illus. 26 cm. ISBN 0- 
668-00538-6 (Arco civil service test tutor) 
[HE6499.T82 1974] 74-75128 6.00 

i. Postal, service—-United — States—- 
Employees.” 2. Civil — service~United 
States—-Examinations. I. Title. 


BRADLEY, Glenn 383°.143°0973 
Danford, 1884-1930. 

The story of the pony express; an account 

of the most remarkable mail service ever in 

existence, and its place in history. Chicago, 

A. C. McClurg, 1913. Detroit, Gale 


382.7°3'0973 


382.914 


383.0973 


Research Co., 1974. 175 p. illus. 18 cm. 
[HE6375.B8 1974] 73-19635 9.50 
I. Pony express. I. Title. 


MADDOX, Brenda. 384 


Beyond Babel; new directions in 
communications. Boston, Beacon Press 
[1974] p. cm. ISBN 0-8070-6167-0 


Reprint of the 1972 ed. published by 
Simon and Schuster, New York. 
Bibliography: p. [P90.M2645 1974] 74- 
6103 3.95 

1. Communication. 1. Title. 

Prepared from C.I.P. 


SMITH, Willoughby. 384.4 
The rise and extension of submarine 
telegraphy. New York, Arno Press, 1974. 
p. cm. ISBN 0-405-06058-0 
(Telecommunications) [TK5621.S57 1974] 
74-4695 22.00 

1. Cables, Submarine. I! Title. IL Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.I.P. 


BENNETT, Hank. 384.5 
The complete short wave listener's 
handbook. [ist ed.] Blue Ridge Summit, 
Pa., G/L. Tab Books [1974] 288 p. illus. 23 
cm. ISBN 0-8306-4685-X [TK9956.B428] 
74-77023 9.95 

1. Radio, Short wave—Amateurs’ manuals. 
i Title. if Title: Short wave listener's 
handbook. 


DIAMANT, Lincoin. 384.54014 
The broadcast communications dictionary, 
edited by Lincoln Diamant. New York, 
Hastings House [1974] 128 p. 22 cm. 
ISBN 0-8038-0753-8 (Communication arts 
books) [P87.5.D48 1974] 73-19610 6.95 

1. Communication—Dictionaries. I. Title. 


MCGONAGLE, Bob. 384.54°023 
Prepare for a career in radio and television 
announcing, by Bob and Marquita 
McGonagle. New York, Lothrop, Lee & 
Shepard Co. [1974] p. ISBN 0-688-41659- 
4 A discussion of the variety of annoucing 
jobs in radio and television and suggestions 
for developing the necessary skills for the 
entering this field. [PN1991.8.A6M3] 74- 
5506 5.50 

i. Radio annoucing as a profession-- 
Juvenile literature. 2. Television 
announcing as a profession- -Juvenile 
literature. I. McGonagle, Marquita, joint 
author. II. Title. 

Prepared from C.I.P. Library binding; 4.81, 
ISBN 0-688-51659-9. 


RIDER, John R. 384.54023 
Your future in broadcasting [by] John R. 
Rider. New York, Arco [1974, ¢1971] 125 
p. illus. 21 cm. ISBN 0-668-03427-0 
(Arco-Rosen Career Guidance Series) 
Describes the various jobs avaiable in 
radio & television broadcasting & the 
requirements for a career in these fields. 
[HE8689.6.R53] 1.95 (pbk.) 

1 Radio broadcasting— -Vocational 
guidance—Juvenile literature. 2. Television 


broadcasting— Vocational guidance— 
Juvenile literature. I. Title. 
TUCHMAN, Gaye, comp. 334.5544 


The TV establishment; programming for 
power and profit. Englewood Cliffs, N.J., 
Prentice Hall [1974] vi, 186 p. illus. 21 
cm. ISBN 0-13-902403-4 (A Spectrum 
book) (The American establishments 
series) Includes bibliographical references. 
[PN 1992.5.T8}] 74-3206 6.95 

1. Television broadcasting—Addresses, 
essays, lectures. I. Title. 

Pbk. 2.95, ISBN 0-13-902395-X; contents 
omitted. 
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NORDENSTRENG, Kaarle. 384.55°44’3 
Television traffic-~a one-way street? A 
survey and analysis of the international 
flow of television programme material, by 
Kaarle Nordenstreng and Tapio Varis. 
[Paris] Unesco [1974] 62 p. illus. 27 cm. 
ISBN 9-231-01135-9 (Reports and papers 
on mass communication, no. 70) Includes 
bibliographical references. 
[PN1992.55.N58] 74-168899 

l. Television programs. I. Varis, 
Joint author. II. Title. II. Series. 
ae by Unipub, New York, for 2.00 
(pbk. 


BURNS, Thomas S. 384.6°06'273 
Tales of ITT; an insider's report [by] 
Thomas S. Burns. Boston, Houghton 
Mifflin, 1974. p. cm. ISBN 0-395-18488-6 
(HE8846.164B87] 74-10991 7.95 

I. International Telephone and Telegraph 
.Corporation. 2. Business and politics— 
United States. I. Title. 

Prepared from C.I.P. 


BROOKES, Ivan S., 
The lower St. Lawrence: a pictorial history 
of shipping and industrial development 
[by] Ivan S. Brookes. Cleveland, 
Freshwater Press [1974] p 361 p. illus. 30 
cm. Bibliography: 337-338. 
[HE635.5. S3B75] une 172721 14.75 

1. Shipping—St. Lawrence River—History. 
2. Ship-building—-Quebec — (Province}— 
History. 3. Quebec (Province)—History. 4. 
Quebec (Province)—-Industries. I. Title. 


SAWYER, Leonard 387.2°45°0973 
Arthur. 
Victory ships and tankers; the history of 
the “Victory” type cargo ships and of the 
tankers built in the United States of 
America during World War II [by] L. A. 
Sawyer and W. H. Mitchell. Drawings by 
John S. Lindsay. Cambridge, Md., Cornell 
Maritime Press [1974] 230 p. illus. 26 cm. 
ISBN 0-87033-182-5 Bibliography: p. 222. 
[VM391.S39 1974] 73-2256! 4.00 (pbk.). 
I. Freighters--United States—History. 2. 
Tank-vessels—History. 3. Ship-building— 
United States-—History. 4. World War, 
1939-1945—Naval operations, American. I. 
Micheli William Harry, joint author. I 
itle. 


CONFERENCE on Urbanisation 
and Environment, Lyngby, 
1972. 

Transport and the urban environment; 

proceedings. Edited by J. G. Rothenberg 

and Ian G. Heggie. New York, Wiley 

[1974] xxi, 273 p. illus. 23 cm. ISBN 0- 

470-73969-X Sponsored by the 

International Economic Association. "A 

Halsted Press book.” Includes 

bibliographical references. [HE305.C64 

1972] 73-15142 14.95 

1. Urban transportation--Congresses. 2. 

Urbanization—Congresses. I. Rothenberg, 

Jerome, 1924- ed. II. Heggie, lan Graeme, 


Tapio, 


387.09714 


388.4 
Denmark, 


ed. UT. International Economic 
Association. IV. Title. 
DICKEY, John W., 1941- 388.4 


Metropolitan transportation planning, by 
John W. Dickey. [Washington] Scripta 
Pub. Co. [1974] p. cm. ISBN 0-07- 
016795-8 [HE305.D5] 73-20316 15.00 

I. Urban transportation policy. 2. Urban 
transportation--Mathematical models. I. 
Title. 

Prepared from C.I.P. 


WILCOX, Ruth Turner, 1888- 391.09 
The mode in costume, by R. Turner 
Wilcox. New York, Scribner [1974, c1958] 
477 p. illus. 23 cm. ISBN 0-684-13913-8. 


300 SOCIAL SCIENCE 


(The Scribner library) Bibliography: p. 
461-463. [GT510.W55 1974] 5.95 (pbk.) 

i. Costume—History I. Title. 

L.C. card number for original ed.: 58- 
12732. 


SCHNEIDER, David Murray, 
1918- ed. 

Matrilineal kinship, edited by David M. 
Schneider and Kathleen Gough. Berkeley, 
University of California Pr. [1974, c1973] 
761 p. 23 cm. ISBN 0-520-02587-3. 
(California library reprint series) 
Bibliography: p. 731-753. [GN480.4537] 
6.50 (pbk.) 


392.3 


1. Matrilineal kinship. I. Gough, Kathleen, 
joint ed. IT. Title. 

L.C. card number for original ed.: 6l- 
7523. 


BURTON, Alfred. 394.2 
Rush-bearing: an account of the old 
custom of strewing rushes; carrying rushes 
to church; the rush-cart; garlands in 
churches; morris-dancers; the wakes; the 
rush. [Norwood, Pa.] Norwood Editions, 
1974. p. cm. Reprint of the 1891 ed. 
published by Brook & Chrystal, 
Manchester, Eng. [DA110.B98 1974] 74- 
13710 15.00 

I. England—Social life and customs. I. 
Title. 

Prepared from C.I.P. 


HUMPHREY, Grace, 1882- 394.2°6 
Stories of the world’s holidays. Springfield, 
Mass., M. Bradley Co., 1924. Detroit, Gale 
Research Co., 1974. 335 p. 18 cm. ISBN 
0-8103-3660-X Bibliography: p. 323-330. 
Explains the origin of twenty holidays of 
various countries. [GT3932.H85 1974] 74- 
3023 9.00 

I. Holidays—Juvenile literature. I. Title. 


EPSTEIN, Samuel, 1909- 394.26952 
A year of Japanese festivals, by Sam and 
Beryl Epstein. Illustrated by Gordon Laite. 
Champaign, Ill., Garrard Pub. Co., 1974. 
p. cm. ISBN 0-8116-4954-7 (Around the 
world holidays) Describes the celebration 
of several Japanese festivals including Hi 
Matsuri, Girls’ Day, The One Thousand 
Person Procession, the Okunchi Festival, 
and the Peace Festival. [GT4884.A2E62] 
73-22045 4.25 

1. Festivals—Japan—Juvenile literature. I. 
Epstein, Beryl (Williams) 1910- joint 
author. IT, Laite, Gordon, illus. IH. Title. 
Prepared from C.I.P. 


E AR Jane Werner, 
1915- 

India celebrates illustrated by Susan 
Anderson Champaign, Ill., Garrard Pub. 
Co. 1974 96 p. illus. (part col) 24 cm. 
Discusses the religious and national 
holidays of India, why they are celebrated 
and how. [GT4876.A2W37] 72-10743 3.08 
1. Festivals India—Juvenile literature. 2. 
Fasts and — feasts—Hinduism—Juvenile 
literature. I. Title. 


394.2°6954 


KIRKWOOD, Kenneth Porter, 395°.3 
1899-1968. 

The diplomat at table; a social and 
anecdotal history through the looking- 
. glass. Metuchen, N.J., Scarecrow Press, 
1974. xv, 282 p. port. 22 cm. ISBN 0- 
8108-0714:3 [D413.K57A3 1974] 74-2416 
10.00 

1. Kirkwood, Kenneth Porter, 1899-1968. 
2. Dinners and dining. 3. Diplomatic 
etiquette. I. Title. 


BARTH, Edna. 398.2 E 
Jack-o’-lantern. Pictures by Paul Galdone. 
New York, Seabury Press [1974] [46] p. 
col. illus. 25 cm. ISBN 0-8164-3120-5 "A 


Clarion book.” Retells the story of the first 
jack o’lantern, made to light the way of 
Mean Jack who, unwanted in heaven and 
hell, had to wander the carth for eternity. 
[PZ8.1.B3Jac] 73-20194 5.95 (lib. bdg.) 

I. Galdone, Paul, illus. If. Title. 


HAYWARD, Linda. [398.2] E 
Hansel and Gretel. Illustrated by Sheilah 
Beckett. Retold by Linda Hayward. New 
York, Random House [1974] [32] p. col. 
illus. 21 cm. ISBN 0-394-82811-9 A 
retelling of the adventures of a brother and 
sister left in the woods by their wicked 
ae {[PZ8.H338Han] 73-16856 0.95 
pbk.) 

L Grimm, Jakob Ludwig Karl, 1785-1863. 
Hansel and Gretel. H. Beckett, Sheilah, 
illus. II. Title. 


THOMPSON, Stith, 1885- 398.2 
One hundred favorite folktales, chosen by 
Stith Thompson. Drawings by Franz 
Altschuler. Bloomington, Indiana 
University Press [1974, c1968] 439 p, illus. 
24 cm. ISBN 0-253-20172-1 (A Midland 
book) Includes bibliographical references. 
[GR25.T5] 5.95 (pbk.) 

1. Tales. I. Title. 

L.C. card number for original ed: 68- 
27355. 


ANDREWS, Elizabeth, 
F.R.A.I. 

Ulster folklore. [Norwood, Pa.} Norwood 

Editions, 1974. p. cm. Reprint of the 1913 

ed. published by ŒE. Stock, London. 

SRA 1974] 74-13592 8.50 (lib. 
dg.). 

1. Folk-lore—Uster, Ire. I, Title. 

Prepared from C.I.P. 


398.209416 


PITRE, Giuseppe, 398.2°0945 
1841-1916. 
Bibliografia delle tradizioni popolari 


d'Italia; con tre indici speciaii. New York, 
B. Franklin Reprints [1974] p. cm. ISBN 
0-8337-2775-3 Reprint of the 1894 ed. 
published by C. Clausen, Torino. 
[Z5984.I8P6 1974] 72-82380 35.00 

1. Folk-lore—titaly-—Bibliography. I. Title. 
Prepared from C.I.P. 


GINSBURG, Mirra. 398.209577 
The Proud Maiden, Tungak, and the sun. 
Adapted from a Russian Eskimo folk tale 
by Mirra Ginsburg. Illustrated by Igor 
Galanin. New York, Macmillan [1974] p. 
cm. ISBN 0-02-736260-4 Translation of 
Gordaia devushka, Tungak i solntse. A 
Russian Eskimo tale explaining why the 
sun shines on the tundra for part of the 
year. [PZ8.1.G455Pr] 73-19060 4.95 

I Galanin, IL, illus. If. Gordaia devushka, 
Tungak i solntse. English. 1974. Il. Title. 
Prepared from C.I.P. 


LEE, Po. 398.2°0967 
Tales from old Africa, by Lee Po. 
Illustrated by Carole Byard. [lst ed. 7 


Garden City, N.Y., Doubleday [1974] p. 
em. ISBN o. 385-00561-X (PZ8.1.L368Tal] 
74-755 3.95 

I. Tales, African. I. Byard, Carole M., 
illus. If. Title. 

Prepared from C.I.P. Contents omitted. 


MOORE, Eva, 1942- 398.2°2 
Dick Whittington and his cat. Retold by 
Eva Moore. Drawings by Kurt Werth. 
New York, Seabury Press [1974] p. cm. 
ISBN 0-8164-3126-4 Retells the legend of 
the poor boy who trades his beloved cat 
for a fortune in gold and jewels and 
becomes Lord Mayor of London. 
[PZ8.1.M7795Di] 74-3428 4.95 

i. Whittington, Richard, d. 1423—Juvenije 
literature. I. Werth, Kurt, illus. II. Title. 


AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.I.P. 


BERSON, Harold. 398.2'2°0944 E 
The boy, the baker, the miller, and more. 
Adapted and illustrated by Harold Berson. 
[lst ed.] New York, Crown Publishers 
[1974] [32] p. col. illus. 24 x 26 cm. ISBN 
0-517-50326-3 ”The story is based on a 


. French folk tale called Un Morceau de 


pain.” In return for a piece of bread he 
requests from the baker’s wife, a little boy 
is sent on an errand that leads to an errand 
that leads to an errand. ... [PZ8.1.B419Bo] 
72-96413 4.95 

Z. Un Morceau de pain. I. Title. 


DURHAM, Mae. 398.2'2°0952 E 
Tobei; a Japanese folktale, retold by Mae 
Durham. Pictures by Mitsu Yashima. 
Scarsdale, N.Y., Bradbury Press [1974] 
[32] p. illus. 28 cm. Due to a series of 
unexpected events, the unusally large imo 
(a yam-like root) Tobei finds is the last 
one he ever digs up. [PZ8.1.D93To] 75- 
181740 5.95 

i. Yashima, Mitsu, pseud., illus. If, Title. 


MCLEISH, Kenneth. 398.2°452 E 
Chicken Licken. Retold by Kenneth 
McLeish. With pictures by Jutta Ash. [1st 
American ed.] Scarsdale, N.Y., Bradbury 
Press [1974, c1973] [32] p. col. illus. 22 x 
28 cm. ISBN 0-87888-065-8 A retelling of 
the events that followed when Chicken 
Licken thought a piece of sky fell on his 
head. [PZ8.1.M22Ch3] 73-81975 5.95 

A a Julia, illus. I. Chicken Little. HI 

itle. 


WHITNEY, Alex. 398.2°452°09701 
Stiff ears; animal folk tale of the North 
American Indian, written and illustrated by 
Alex Whitney. New York, H. Z. Walck 
[1974] p ISBN 0-8098-2103-6 <A 
collection of animal legends from the Hopi, 
Pawnee, Chinook, Chippewa, Iroquois, and 
eae Indians. [E98.F6W5] 74-6029 
4.9 

I. Indians of North America—Legends. 2. 
Animals, Legends and stories of—Juvenile 
literature. I. Title. 

Prepared from C.I.P. 


ROBERTS, Bruce, 
1930- 
Ghosts and specters; ten supernatural 
stories from the Deep South [by] Bruce 
and Nancy Roberts. [Illustrated with 
photos. by Bruce Roberts. [1st ed.] Garden 
City, N.Y., Doubleday [1974] p. cm. 
ISBN 0-385-07231-7 A collection of 
stories describing ghostly apparitions and 
happenings in the Deep South. 
[PZ8.1.R516Gh] 73-20909 4.50 
I. Ghost stories. 2. Tales, American— 
Southern States. I. Roberts, Nancy, 1924- 
joint author. II. Title. 
Prepared from C.I.P. 


GARAI, Jana. 398°.3 
The book of symbols. {New York] Simon 
and Schuster [1974, c1973] 143 p. illus. 25 
em. ISBN 0-671-21773-9 (A Fireside 
book) [GR950.S5G37 1974] 74-171892 
3.95 (pbk.) 

1. Symbolism. f. Title. 


MERCATANTE, Anthony S. 398.369 
Zao of the gods: animals in myth, legend, 
& fable, by Anthony S. Mercatante. 
Hlustrated by the author. [ist ed.] New 
York, Harper & Row [1974] p. cm. ISBN 
0-06-065561-5 Bibliography: p. 
[GR705.M47] 74-4618 8.95 

I. Animal lore. 2. Animals, Legends and 
stories of. 3. Animals, Mythical. I. Title. 
Prepared from C.LP. 


398.250975 
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KELLER, Charles. 398.6 
The star spangled banana and other 
revolutionary riddles. Compiled by Charles 
Keller and Richard Baker. Illustrated by 
Tomie de Paola. Englewood Cliffs, N.J., 
Prentice-Hall [1974] [64] p. illus. 22 cm. 
ISBN 0-13-430934-0 Riddles based on the 
American Revolution and other events and 
personalities from America’s early history. 
{PN6371.5.K4] 74-594 3.95 

1. Riddles—Juvenile literature. 2. United 
States—History—Revolution, 1775-1783— 
Miscellanea. I. De Paola, Thomas 
Anthony, illus. II Baker, Richard, ‘joint 
author. MI. De Paola, Thomas Anthony, 
illus. IV. Title. 


MACK, Stanley. 398.8 
10 bears in my bed, written and illustrated 
. by Stan Mack. [New York] Pantheon 
Books [1974] p. cm. ISBN 0-394-82902-6 
One by one the bears leave the bed until 
there are none. [PZ8.3.M17Be] 74-151 
2.50 (pbk.) 

I. Title. 

Prepared from C.I.P. Lib. bdg. 3.79, ISBN 
0-394-02902-0. 
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KATZNER, Kenneth. 400 
The languages of the world. New York, 
Funk & Wagnalls [1974] p. cm. ISBN 0- 
308-10120-0 [P201.K35] 74-13158 11.95 

1. Language and languages. I. Title. 
Prepared from C.I.P. 


.LEE, Laura Louise. 
Developmental sentence analysis; a 
grammatical assessment procedure for 
speech and language clinicians, by Laura 
L. Lee. With a chapter by Roy A. 
Koenigsknecht. Evanston, Northwestern 
University Press, 1974. xxi, 277 p. illus. 24 
cm. ISBN 0-8101-0441-5 Bibliography: p. 
269-273. [P136.L4] 73-90570 13.50 

1. Children—Language. I. Title. 


*JAKOBSON, Roman. 410 
Main trends in the science of language. 
New York, Harper Torchbooks [1974, 
c1970} 76 p. 21 cm. ISBN 0-06-131809-4. 
(Main trends in the social sciences) 
Includes bibliographical references. [P121] 
1.95 (pbk.) 

1. Linguistics. I. Title. 

L.C. card for original ed.: 73-22616. 


LONGHURST, Thomas M., comp. 410 
Linguistic analysis of children’s speech: 
readings, edited by Thomas M. Longhurst. 
New York, MSS Information Corp. [1974] 
347 p. illus. 23 cm. ISBN 0-8422-5173-1 A 
collection of articles previously published 
in various journals. Includes bibliographies. 
[P136.L6] 74-6104 14.00 

1. Children—Language—Addresses, essays, 
lectures. 2. Linguistic analysis 
(Linguistics)-—Addresses, essays, lectures. 


. Little. 
Pbk. 8.75, ISBN 0-8422-0404-0 


SEMANTICS and 412 
communication. Proceedings of the 3d 
colloquium oof the Institute for 
Communications Research and Phonetics, 
University of Bonn, February, 17th-19th, 
1972. Edited by Carl H. Heidrich. 
Amsterdam, North-Holland Pub. Co.; New 
York, American Elsevier Pub. Co., 1974. 
viii, 367 p. 23 cm. English or German. 
Includes bibliographies. [P325.S38 1972] 
73-93561 30.00 

Z. Semantics—Congresses. 2. 
Communication—Congresses. I. Heidrich, 
Carl Heinz, ed. If Bonn. Universitat. 


401.9 


Institut fur Phonetik und 
Kommunikationsforschung. 
PAXTON, John. 4237.1 


Everyman’s dictionary of abbreviations 
[edited by] John Paxton. London, Dent 
[1974] xiii, 384 p. 23 cm. ISBN 0-460- 
07894-1 American ed. published under 
title: Dictionary of abbreviations. [P365.P3 
4t974b} 74-168710 

1. Abbreviations. 2. Acronyms. I. Title. IT. 
Title: Dictionary of abbreviations. 
Distributed by International Publications 
Service, New York., 15.00. 


THOMAS, Owen Paul. 425 
Transformational grammar and the teacher 
of English; theory and practice [by] Owen 
Thomas [and] Eugene R. Kintgen. 2d ed. 
New York, Holt, Rinehart and Winston 
[1974] vii, 280 p. illus. 22 cm. 
Bibliography: p. 268-273. [PE1106.T47 
1974] 73-16033 5.95 (pbk.) 

L. English language—Grammar, 
Generative. I. Kintgen, Eugene R., joint 
author. IT. Title. 


REEVES, William Peters, 427.941 
1865-1945. 

A study in the language of Scottish prose 

before 1600. [Folcroft, Pa.] Folcroft 


Library Editions, 1974. p. cm. Thesis— 
Johns Hopkins University. Vita. Reprint of 
the 1893 ed. published by J. Murphy, 
Baltimore. Bibliography: [PE2112.R3 1974] 
74-13972 17.50 (lib. bdg.). 

1. English language—Dialects—Scotland. 
2. Scottish prose Hterature—To 1700— 
History and criticism. I. Title. 

Prepared from C.I.P. 


NATIONAL Council of 
Teachers of English. 
1974-75 NCTE guide to teaching materials 
for English, grades 7-12; an annotated 
listing of textbooks and related materials 
for secondary schools. (Urbana, Ill., 1974] 
vi, 171 p. 23 cm. ISBN 0-8141-0375-7 On 
spine: NCTE guide to teaching materials 
for English, 1974-75. [LB1631.N3 1974] 

74-75549 3.95 (pbk.) 

I. English language—Study and teaching 
(Secondary) —Handbooks, manuals, etc. I. 
Title. II. Title: NCTE guide to teaching 
materials for English. III. Title: Guide to 
teaching materials for English. 


428°.007°12 


BROMBERG, Murray. 428.1 
Mastering a powerful vocabulary: the 504 
essential words [by] Murray Bromberg, 
Julius Liebb [and] Arthur Traiger. 
Woodbury, N.Y., Barron’s Educational 
Series, inc. [1974] p. cm. ISBN 0-8120- 
0525-2 A self-help guide to the use of 504 
words used regularly by educated people. 
Includes sentences, articles, and exercises 
using the new words. [PE1449.B68] 74- 
5052 1.95 (pbk.) 

1. Vocabulary. I, Liebb, Julius, joint author. 
Il, Traiger, Arthur, joint author. II. Title. 
Prepared from C.I.P. 


VIZETELLY, Francis Horace, 
1864-1938. 

A desk-book of errors in English, including 
rdtes on colloquialisms and slang to be 
avoided in conversation, by Frank H. 
Vizetelly. Rev. ed. New York, Funk & 
Wagnalls Co. Detroit, Gale Research Co., 
1974. xi, 232 p. 18 cm. ISBN 0-8103- 
3637-5 Reprint of the 1920 ed., issued in 
series: Standard desk-book series. 
[PE1460.V5 1974] 74-3021 8.50 

i. English language—Idioms, corrections, 
errors. 2. English language—Slang. I. Title. 
If. Series: Standard desk-book series. 


428.3 
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VON HOFE, Harold H. 4387.6°421 
1912- 

Im Wandel der Jahre. 5th. ed. New York, 
Holt [1974, cl1969] ix, 228, 1 p. illus, 
maps. 23 cm. ISBN 0-03-008 166-1 
[PE3]15. V6 1974] 73-17459 5.20 (pbk.) 
1. German language—Readers. I. Title. 


PUCCIANT, Oreste F. 448.2421 
Langue et langage. [by] Oreste F. Pucciani 
[and] Jacqueline Hamel. Deuxieme ed. 
New York, Holt, [1974, c1967] xxvii, 496, 
xxxvi p. illus, maps. 24 cm. ISBN 0-03- 
08321257 [PC2112.P8 1974] 73-22407 
0.50, 

I. French language-—Grammar—1950- I. 
Hamel, Jacqueline, joint author. II. Title. 


SAREIL, Jean. 448.2°421 
Au jour le jour; a French review [by] Jean 
Sareil and William Ryding. Second ed. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974, cl1967] 224 p. 23 cm. ISBN 0-13- 
052977-X [PC212.S3 1974] 73-18083 7.95 
1. French language--Grammar—1950. 1. 
Ryding, William W., joint author. IT. Title. 


JASSEY, William. 460.76 
Spanish, advanced test. Consultant, Victor 
J. Sebastian. [2d ed.] New York, Arco 
[1974] 129 p. 26 cm. ISBN 0-668-01075-4 
(Arco GRE _ advanced test series) 
[PC4119.J3 1974] 73-85715 3.95 (pbk.). 

L. Spanish language—-Examinations, 
questions, ete. I. Title. 


LA GRONE, Gregory 
Gough, 1912- 
Basic Conversational Spanish. Rev. by 
Harold C. Synder. Rev. ed. New York, 
Holt [1974] xxi, 298, xxxix p. illus, maps. 
24 cm. ISBN 0-03-089250-3 [PC4121. L29 
1974] 73-19734 5.96 
i. Spanish language—Conversation and 
Phrase books. 2. Spanish ot ar es 
Facute i. Snyder, Harold C. I. 
Ytle. 


468.2421 


WOEHR, Richard, 1942- 468°.2°421 
Espanol esencial: un repaso. New York, 
Holt [1974] xvi, 224 p. 24 cm. ISBN 0-03- 
010316-9 [PC4112.W58] 73-22161 6.95 
(pbk.) 

1. Spanish language--Grammar—1950- I. 
Barson, John, joint author. II. Valadez, 
Gustavo. 1943- joint author. II. Title. 


KIDDLE, Mary Ellen, 468°.6°421 
1939- 

Perspectivas; temas de hoy y de siempre. 
New York, Holt [1974] xiv, 248, xxxiii p. 
illus. 23 cm. ISBN 0-03-00563-1 
(PC4117.K5] 73-21548 3.96 (pbk.) 

i. Spanish Janguage—Readers. L 
Wegmann, Brenda, 1941- joint author. I. 
Title. 


MCKAY, Douglas R. 468’.6°421 
comp. 
Misterio y pavor; trece cuentos. New 


York, Holt [1974] vii, 215 p. 23 cm. ISBN 
0-03-000996-0 [PC4117.M253] 73-17210 
4.80 (pbk.) 

i. Spanish language—Readers. I. Title. 
Contents omitted. 


MULLEN, Edward J. 
comp. 

Encuentro; ensayos de la actualidad. New 

York, Holt [1974] xiv, 223 p. 23 cm. ISBN 

0-03-005636-5 [PC4127.C8M8] 73-17222 

4.00 (pbk.) 

I, Title. 

Contents omitted. 


TRACY, Stephen V., 1941- 481.7 
The lettering of an Athenian mason, by 
Stephen V. Tracy. With an introd.: The 


1942- 468’.6421 


500 PURE SCIENCE 


study of lettering, by Sterling Dow. 
Princeton, N.J., American School of 
Classical Studies at Athens, 1974. p. cm. 
ISBN 0-87661-515-9 (Hesperia. 
Supplement 15) Revision of the author’s 
thesis, Harvard University, 1967. Includes 
bibliographical references. [CN384.T7 
1974] 74-8130 10.00 (pbk.) 

1. Inscriptions, Greek-—-Athens. 2. Stone- 
cutters—Athens. I Title. IL Series: 
Hesperia; journal of the American School 
a Classical Studies at Athens. Supplement 
Prepared from C.I.P. 


GERHART, Genevra. 491.7°8'3421 
The Russian’s world; life and language. 
New York, Harcourt Brace Jovanovich 
[1974] xiii, 257 p. illus, 24 cm. ISBN 0-15- 
577983-4 [PG2121.G43] 73-13208 6.95 
(pbk.) 

J. Russian language-—-Conversation and 
Phrase books. 2. Russian language—Terms 
and phrases. 3. Russia—Social life and 
customs—1917- I. Title. 


WILLIAMS, Charles 
Alfred Speed, 1884- 
A manual of Chinese metaphor. Being a 
selection of typical Chinese metaphors, 
with explanatory notes and indices, by C. 
A. S. Williams. Shanghai, Statistical Dept. 
of the Inspectorate General, 1920. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-56969-2 Bibliography: p. [PL1271.W5 
1974] 71-138094 17.50 
1. Chinese language—Figures of speech. 2. 
Metaphor. 1. Title. 
Prepared from C.I.P. 


495.1781 


500 PURE SCIENCE 


MARION, Jerry B. 500.2 
Physical science in the modern world [by] 
Jerry B. Marion. New York, Academic 
Press, [1974] xiv, 717 p. illus. 24 cm. 


ISBN 0-12-472260-1 Includes 
bibliographies. [Q161.2.M37] 73-5310 
12.95 

1. Science. I. Title. 

STOCK, Dennis. 500.9 


The circle of seasons. Photos. by Dennis 
Stock. Text by Josephine W. Johnson. 
New York, Viking Press [1974] 104 p. col. 
illus. 27 x 30 cm. ISBN 0-670-22263-1 (A 
Studio book) [QB631.867} 73-20661 16.95 
i. Seasons, 2. Natural history—United 
States. I. Johnson, Josephine Winslow, 
1910- II, Title. 


BENNETT, Isobel. 500.9°943 
The Great Barrier Reef. Photography by 
the author. New York, Scribner [1974, 
c1971] 183 p. illus. (part col.) 32 cm. 
ISBN 0-684-13620-1 Bibliography: p. 177- 
173: [QH95.55.G7B46 1974] 73-9491 
17.50 

d. Marine —_ biology—Australia—Great 
Barrier Reef. 2. Natural history— 
Australia—Great Barrier Reef. I. Title. 


MOORMAN, Thomas. 501.8 
How to make your science project 
scientific, New York, Atheneum, 1974. p. 
cm. ISBN 0-689-30415-3 Discusses the 
basic principles of the scientific method 
and the various types of experiments to 
which it may be applied. [Q175.2.M66] 74- 
75568 5.50 

i. Science—Methodology—Juvenile 
Uiterature. I. Title. 

Prepared from C.I.P. 


HAYAT, M. A., 1936- $02’.8 
Principles and techniques of scanning 


Añ 


-Includes 


electron microscopy, edited by M. A. 
Hayat. New York, Van Nostrand Reinhold 
Co., 1974- . ISBN 0-442-25677-9 
bibliographies. [QH212.S3H38] 
73-16011 22.50 (vol. 1.). 
1. Scanning electron 
Technique. I. Title. 
Prepared from C.I.P. Volume two 19.95, 
ISBN 0-442-25678-7. 


HUBLER, Clark. 507.1 
Science for children [by] H. Clark Hubler. 
New York, Random House [1974] p. 
ISBN 0-394-31378-X Includes 
bibliographical references. [Q181.H8748] 
73-8939 10.95 


microscope— 


1L Science-—Study and teaching 
(Secondary) I. Title. 
FINITE mathematics, 510 


with applications to business and the social 
sciences [by] Robert V. Hogg [and others] 
Menlo Park, Calif., Cummings Pub. Co. 
[1974] ix, 308 p. illus. 25 cm. [QA39.2.F5] 
73-90824 9.50 


1, Mathematics—1961- 2. Decision- 
making. I Hogg, Robert V. 

KRAUSE, Eugene F. 510 
A second mathematics course for 
elementary teachers [by] Eugene F. 


Krause. New York, Harper & Row [1974] 
p. ISBN 0-06-043763-4 [QA39.2.K7] 74- 
1338 11.95 

1. Mathematics—1961- I. Title. 

Prepared from C.I.P. 


LARSEN, Max D. 510 
Essentials of — elementary school 
mathematics [by] Max D. Larsen [and] 
James L. Fejfar. New York, Academic 
Press [1974] xx, 410 p. illus. 24 cm. ISBN 
0-12-436840-9 Bibliography: p. [365]-372. 
{QA135.5.L28] 73-9433 10.95 

1. Mathematics—Study and teaching 
(Elementary) 2. Mathematics—1961]- T. 
Fejfar, James L., joint author. II. Title. 


WANG, Hao. 510.1 
From mathematics to philosophy. New 
York, Humanities Press [1974] xiv, 428 p. 
23 cm. ISBN 0-391-00335-6 (International 


library of philosophy ard scientific 
method) Includes bibliographical 
references. [BD161.W27 1974] 73-16054 
50 
1. Knowledge, Theory of. 2. Logic, 
Symbolic and mathematical. 3. 
- Mathematics—Philosophy. If. Title. II. 
Series. ` 
LIN, Chia-ch‘iao, 1916- 510°.2°45 
Mathematics applied to deterministic 


problems in the natural sciences [by} C. C. 
Lin [and] L. A. Segel. With material on 
elasticity by G. H. Handelman. New York, 
Macmillan [1974] xix, 604 p. illus. 24 cm. 
ISBN 0-02-370720-8 Bibliography: p. 589- 
594. [QA37.2.L55] 73-8093 15.95 

1. Mathematics—1961- I. Segel, L. A. 
Joint author. II. Title. 


GRIFFITHS, Hubert Brian. 510.7 
Mathematics: society and curricula [by] H. 
B. Griffiths [and] A. G. Howson. [London, 
New York] Cambridge University Press 
[1974] xv, 423 p. illus. 24 cm. ISBN 0- 
521-20287-6 Bibliography: p. 396-409. 
[QA11.G82} 73-84320 22.50 

1. Mathematics—Study and teaching. I. 
ote Albert Geoffrey, joint author. IT. 

itle. 


HILL, Thomas J., comp. 510°.76 
Mathematical challenges If, plus six; 
selected problems from the Mathematics 
student journal, compiled and annotated by 
Thomas J. Hill, Reston, Va., National 


Ws 


AMERICAN BOOK PUBLISHING RECORD 


Council of Teachers of Mathematics [1974] 
vi, 122 p. illus. 23 cm. "Sequel to 
Mathematical challenges [compiled by M. 
Charosh] which was published in 1965.” 
Includes 6 articles originally published in 
the Mathematics student journal. One 
hundred problems in algebra, geometry, 
number theory, probability, and 
trigonometry, varying in difficulty. 
Solutions are included as well as six 
articles on mathematics. {QA43.H52] 74- 
9766 2.55 (pbk.) 

1. Mathematics—Problems, exercises, etc. 
I. National Council of Teachers of 
Mathematics. If Mathematics student 
Journal. HI. Mathematics student journal. 
Mathematical challenges. IV. Title. 


AMERICAN Mathematical 
Society. 

A crash course on Kleinian groups, San 
Francisco, 1974; lectures given at a special 
session at the January 1974 meeting of the 
American Mathematical Society at San 
Francisco. Edited by Lipman Bers and 
Irwin Kra. Berlin, New York, Springer- 
Verlag, 1974. p. cm. ISBN 0-387-06840-6 
(Lecture notes in mathematics, 400) 
[QA3.L28 no. 400] [QA331] 512’.55 74- 
13853 7.40 (pbk.). 

1. Kleinian groups. I. Bers, Lipman, ed. II. 
Kra, Irwin, ed. III. Title. IV. Series: 
Lecture notes in mathematics (Berlin), 400 
Prepared from C.I.P. 


510.8 s` 


DICKSON, Leonard Eugene, 
1874-1954. 

Collected mathematical papers. Editorship 

by Adrian A. Albert. Bronx, N.Y., Chelsea 

Pub. Co. [1974]- v. Bibliography: p. 

[QA3.D48] 69-19943 99.00 (5 vol. set 

1. Dickson, Leonard Eugene, 1874-1954- 

Bibliography. 2. Mathematics—Collected 

works. I. Albert, Abraham Adrian, 1905- 

ed. II. Title. 

Prepared from C.I.P. 


EILENBERG, Samuel. 510°.8 s 
Automata, languages, and machines. New 
York, Academic Press, 1974- v. 24 cm. 
ISBN 0-12-234001-9 (Pure and applied 
mathematics; a series of monographs and 
text books, 59-) Includes bibliographies. 
[QA3.P8 vol. 59A, etc] [QA267.5.S4] 
629.891 72-88333 24.00 (vol. A.). 

1. Sequential machine theory. 2. Formal 
languages. 3. Automata. I. Title. II. Series. 


FINK, Arlington M., 510°.8 s 
1932- 

Almost periodic differential equations [by] 
A. M. Fink. Berlin, New York, Springer- 
Verlag, 1974. viti, 336 p. 25 cm. (Lecture 
notes in mathematics, 377) Bibliography: p. 
[286]-332. [QA3.L28 no. 377] [QA372] 
515’.352 74-391 10.70 (pbk.). 

L Differential equations-—-Numerical 
solutions. 2. Almost periodic functions. I. 


510.8 


Title. M. Series: Lecture notes in 
mathematics (Berlin) 377. 
MATHEMATICAL questions 510.8 s 


in the theory of wave diffraction. Edited 
by V. M. Babic. Providence, R.I. 
American Mathematical Society, 1974- 
ISBN 0-8218-3015-5 (Proceedings of the 
Steklov Institute of Mathematics, no. 115) 
Translation of Matematicheskie voprosy 


teorii difraktsii i rasprostraneniia voln. 
[QA1.A413 no. 115] 531.1133 74-2362 
29.40 


I. Wave-motion, Theory of. 2. Differential 
equations, Partial. I. Babich, V. M, ed. IT. 
Series: Akademiia nauk SSSR. 
Matomatichieskir institut.. Proceedings, no. 
115. 

Prepared from C.I.P. 


t 
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OSTEYEE, David Bridston. 510°.8 s 
Information, weight of evidence, the 
singularity between probability measures 
and signal detection [by] David Bridston 
Osteyee [and] Irving John Good. Berlin, 
New York, Springer-Verlag, 1974. xi, 156 
p. 24 cm. (Lecture notes in mathematics, 
376) Bibliography: p. 131-147. [QA3.L28 
no. 376] [QA274.4] 515.42 74-393 6.60 
(pbk.). 

1. Gaussian processes. 2. Measure theory. 
3. Signal theory (Telecommunication) 4. 
Statistical communication theory. I Good, 
Irving John, joint author. If Title. HI. 


Series: Lecture notes in mathematics 
(Berlin), 376. 

WERMER, John. 510°.8 s 
Potential theory. Berlin, New York, 
Springer-Verlag, 1974. p. cm. ISBN 3- 
540-06857-0 (Lecture notes in 
mathematics, 408) Bibliography: 


p. 
[QA3.L28 no. 408] [QA331] 515.7 74- 
14663 7.40 (pbk.). 
I. Potential, Theory of. I. Title. If. Series: 
Lecture notes in mathematics (Berlin) 408. 
Prepared from C.I.P. 


SMITH, Karl J. $11.3 
Introduction to symbolic logic [by] Karl J. 
Smith. Monterey, Calif., Brooks/Cole Pub. 
Co. [1974] viii, 119 p. illus. 23 cm. ISBN 
0-8 185-01 15-4 (Contemporary 
undergraduate mathematics series) 
[BC135.S62] 73-87250 3.95 (pbk.). 

1. Logic, Symbolic and mathematical. I. 
Title. 


HART, William Le Roy, 
1892- 

Algebra and the elementary functions, with 
included instructor’s guide [by] William L. 
Hart. Special ed. Pacific Palisades, Calif., 
Goodyear Pub. Co. [1974] 1 v. (various 
pagings) illus. 24 cm. ISBN 0-87620-034-X 
[QA154.2.H38] 73-86432 11.97 (text ed.) 
1. Algebra. 2. Functions. I. Title. 


CONFERENCE on 512.2 
Discontinuous Groups and Riemann 
Surfaces, University of Maryland, 1973. 


512.1 


Discontinuous groups and Riemann 
surfaces; proceedings. Edited by Leon 
Greenberg. Princeton, N.J.. Princeton 


University Press, 1974. ix, 443 p. illus. 23 
cm. ISBN 0-691-08138-7 (Annals of 
mathematics studies, no. 79) Includes 
bibliographies. [QA333.C59 1973] 73- 
16783 13.50 (pbk.) 

I. Riemann — surfaces—Congresses. 2. 
Discontinuous —groups—Congresses. I. 
Greenberg, Leon, ed. Il. Title. IHI. Series. 


GORENSTEIN, Daniel, comp. $12°.2 
Reviews on finite groups, as printed in 
Mathematical reviews, 1940 through 1970, 
volumes 1-40 inclusive. Classified by 
Daniel E. Gorenstein, editor. Providence, 
R.I, American Mathematical Society, 
1974. xi, 706 p. 25 cm. ISBN 0-8218- 
0201-2 [QA171.G642] 74-771 50.00 

i. Finite groups—Abstracts. I 
Mathematical reviews. II. Title. 


INTERNATIONAL Conference 512.22 
on the Theory of Groups, 2d, Australian 
National University, 1973. 

Proceedings. Edited by M. F. Newman. 

Berlin, New York, Springer-Verlag, 1974. 

p. cm. ISBN 0-387-06833-3 (Lecture notes 

in mathematics. (Berlin), 372) [QA3.L28 

no. 372} [(QA171] 74-13872 19.70 (pbk.) 

1. Groups, Theory of—Cangresses. I. 

Newman, Michael Frederick, 1934- ed. IT. 

Title. HI. Series. 

Prepared from C.LP. 


FULTS, Jokn Lee, 1932- 512.72 
Magic squares. La Salle, Il., Open Court, 
1974. x, 103 p. illus. 13 x 21 cm. ISBN 0- 
87548-197-3 (Open Court paperback) 
Bibliography: p. 103. [QA165.F84] 73- 
23041 1.95 (pbk.). 

1. Magic squares. I. Title. 


COHN, Paul Moritz. 512.9 
Algebra [by] P. M. Cohn. London, New 
York, Wiley [1974- v. 24 cm. ISBN 0- 
471-16430-5 Bibliography: v. 1, p. [312] 
[QA154.2.C63] 73-2780 19.80 

1. Algebra. 


JACOBSON, Nathan, 1910- hes 9 
Basic algebra. San Francisco, W. 
Freeman [1974- v. illus. 25 cm. oe 
bibliographical references. [QA154.2.332] 
73-22316 13.95 (vol. T) 

1. Algebra. I. Title. 


PRZEWORSKA-ROLEWICZ, 
Danuta. 

Equations with transformed argument; an 
algebraic approach. Amsterdam, Elsevier 
Scientific Pub. Co. [distributed in the U.S. 
by American Elsevier Pub. Co., New 
York] 1973. xv, 354 p. illus. 24 cm. 
(Modern analytic and computational 
methods in science and mathematics [41]) 
Bibliography: p. 317-340. [QA214.P79] 72- 
87962 28.50 

1l. Equations—Numerical solutions. 2. 
Differentiai equations—Numerical 
solutions. 3. Integral equations—Numerical 
gohan 4, Operator theory. I. Title. I. 
eries. 


CARMAN. Robert A. 513°.07°7 
Quick arithmetic: for self-study or 
classroom use, by Robert A. Carman and 
Marilyn J. Carman. New York, Wiley 
(1974, c1973] p. cm. ISBN 0-471-13496-1 
(Wiley self-teaching guides) [QA107.C58] 
74-2476 4.95 (pbk.). 

1. Arithmetic—1961- 


512.9°4 


2. Arithmetic— 


Programmed instruction. J. Carman, 
Marilyn J., joint author. Il. Title. 

Prepared from CLP. 

BUSH, Grace A. 5137.93 


The mathematics of business [by] Grace A. 
Bush [and] John E. Young. [Chicago, 
Science Research Associates, 1974] 374 p. 
illus. 28 cm. ISBN 0-574-19105-4 
[HF5695.B82] 73-93624 6.95 (pbk); 
Instructor’s manual 1.50. 

L Business mathematics—Problems, 
exercises, etc. I. Young, John E., joint 
author. IT, Title. 


HIRSCH, Morris, 1933- 514°.224 
Smoothings of piecewise linear manifolds, 
by Morris W. Hirsch and Barry Mazur. 
Princeton, Princeton University Press, 
1974. p cm. ISBN  0-691-08145-X 
(Annals of mathematics studies, no. 80) 
pee: p. [QA613.4.H57] 74-2967 
30 


1. Piecewise linear topology. 2. Manifolds 


(Mathematics) I. Mazur, Barry, joint 
author. IT. Title. HI. Series. 

Prepared from C.I.P. 

ALO, Rickard A. 514.32 


Normal topological spaces [by] Richard A. 
Alo and Harvey L. Shapiro. [London, New 
York] Cambridge University Press [1974] 
xi, 306 p. 23 cm. ISBN 0-521-20271-X 
(Cambridge tracts in mathematics, no. 65) 
Bibliography: p. 281-298. [QA611.3.A46] 
73-79304 18.50 

1. Topological spaces. I. Shapiro, Harvey 
L., joint author. IT. Title. IT. Series. 


GUILLEMIN, Victor. 
Differential topology. 


314°.7 
Victor 


[by] 


500 PURE SCIENCE 


Guillemin [and] Alan Pollack. Englewood 
Cliffs, N.J., Prentice-Hall [1974] 222 p. 23 
cm. ISBN 0-13-212605-2 Bibliography: p. 
212. [QA613.6.G84] 74-4115 14.95 

i. Differential topology. I. Pollack, Alan, 
joint author. I. Title. 


MIENOR; John Willard, 

1931- 

Characteristic classes, by John W. Milnor 

and James D. Stasheff. Princeton, N.J., 

Princeton University Press, 1974. p. cm. 

ISBN 0-691-08122-0 (Annals of 

mathematics studies, no. 76) Bibliography: 
p. [QA613.618.M54] 72-4050 10.00 

T Characteristic classes. I. Stasheff, James, 

joint author. If. Title. IH. Series. 

Prepared from C.I.P. 


CARICO, Charles C. 515 
Functions and relations [by] Charles C. 
Carico. Belmont, Calif., Wadsworth Pub. 
Co. [1974] ix, 83 p. illus. 26 cm. ISBN 0- 
534-00315-X | (Wadsworth __ precalculus 
mathematics series, v. 4) [QA331.3.C37] 
73-86311 2.95 (pbk.). 

1. Functions. 2. Equations. J. Title. I. 
Series. 


514.7 


MILLER, Kenneth S. 515 
Advanced real calculus, by Kenneth S. 
Miller. [Huntington, N.Y.] R. E. Krieger 
Pub. Co. [1974, c1957] p. ISBN 0-88275- 
179-4 Reprint of the ed. published by 
Harper & Row, New York in Harper’s 
mathematics series. [QA300.M57 1974] 
74-7055 9.50 

1. Mathematical analysis. 2. Calculus. I 
Title. 

Prepared from C.I.P. 


HOFMANN, Joseph 515'.092'4 B 
Ehrenfried, 1900-1972. 

Leibniz in Paris, 1672-1676; his growth to 
mathematical maturity [by] Joseph E. 
Hofmann. [London, New York] Cambridge 
University Press [1974] xi, 372 p. illus. 24 
cm. ISBN 0-521-20258-2 Rev. translation 
of Die Entwicklungsgeschichte der 
Leibnizschen Mathmatik wahrend des 
Aufenthaltes in Paris (1672-1676). Includes 
bibliographical references. [QA24.H613 
1974] 73-80469 23.50 

1. Leibniz, Gottfried Wilhelm, Freiherr 
von, 1646-1716. 2. Mathematics—History. 
I, Title. 


KUIPERS, Lauwerens. 515’.242 
Uniform distribution of sequences [by] L. 
Kuipers [and] H. Niederreiter. New York, 
Wiley [1974] xiv, 390 p. 23 cm. ISBN 0- 


471-51045-9 (Pure and applied 
mathematics) “A Wiley-Interscience 
publication.” Bibliography: p. 333-366. 


[QA292.K84] 73-20497 24.50 
1. Sequences (Mathematics) I 
Niederreiter, H., joint author. IT. Title. 


SPIEGEL, Murray R. 515°.2433 
Schaum’s outline of theory and problems 
of Fourier analysis, with applications to 
boundary value problems, by Murra 3 
Spiegel. New York, McGraw-Hill [1974] 
191 p. illus. 28 cm. (Schaum’s outline 
series) [QA403.5.866] 73-21520 3.95 
(pbk.) 

1. Fourier analysis. 2. Boundary value 
problems. I. Title. Il. Title: Theory and 
problems of Fourier analysis. 


GOKHBERG, Izrail’ 515'.45 
TSudikovich. 
Convolution equations and projection 


methods for their solution, by 1. C. 
Gohberg and I. A. Fel’dman. [Translated 
from the Russian by F. M. Goldware.] 
Providence, American Mathematical 
Society, 1974. ix, 261 p. 24 cm. ISBN 0- 
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500 PURE SCIENCE 


8218-1591-1 (Translations of mathematical 
monographs, v. 41) Translation of 
Uravneniia v svertkakh i proektsionnye 
metody ikh resheniia. Bibliography: p. 255- 
261. [(QA431.G58713] 73-22275 27.00 

1. Integral equations. 2. Linear operators. 
I Feldman, Izrail Aronovich, joint author. 
If, Title. If. Series. 


WEINSTOCK, Robert, 1919- 515’.64 
Calculus of variations, with applications to 
physics and engineering. New York, Dover 
Publications [1974] x, 326 p. illus. 22 cm. 
ISBN 0-486-63069-2 Bibliography: p. [319] 
La W4 1974] 74-75706 4.00 (pbk.). 

1. Calculus of variations. 


SCHWARTZ, Laurent. 515.7 
Seminar Schwartz [by] Laurent Schwartz 
[and] M.-H. Schwartz. Canberra, 
Australian National University, Dept. of 
Mathematics, Dept. of Pure Mathematics 
[1973, i.e.1974] 1 v. (various pagings) 29 
cm. ISBN 0-7081-0707-9 (Notes on pure 
mathematics, 7) Contents.-Schwartz, L. 
Cylindrical probabilities and p-summing 
and p-radonifying maps.—Schwartz, M.-H. 
Local theory of analytic functions of 
several complex variables. Includes 
bibliographies. [QA322.2.S38] 73-90409 

1. Banach spaces, 2. Measure theory. 3. 
Probabilities. 4, Analytic functions. I. 
Schwartz, M. H. IT, Title. II. Series. 


Distributed by International Scholarly 
Book Service; 7.00 (pbk.). 
SHILOV, Georgii 515.7 


Evgen’evich. 
Elementary functional analysis [by] Georgi 
E. Shilov. Rev. English ed. translated and 
edited by Richard A. Silverman. 
Cambridge, Mass., MIT Press [1974] p. 
cm. ISBN 0-262-19122-9 Translation of v. 
3 of Matematicheskii analiz. Bibliography: 
P, ae (QA320.84713 1974] 73-21882 


1. Functional analysis. 
Richard A., ed. IT. Title. 
Prepared from C.I.P. 


I Silverman, 


SMART, D. R. 515°.73 
Fixed point theorems [by] D. R. Smart. 
(London, New York] Cambridge 


University Press [1974] viii, 93 p. illus. 23 
em. ISBN 0-521-20289-2 Bibliography: p. 
87-92. [QA323.855] 73-79314 8.95 

1. Function spaces. 2, Fixed point 
theorems (Topology) I. Title. 


KONKLE, Gail S., 1937- 516 
Shapes and perceptions: an intuitive 
approach to geometry [by] Gail S. Konkle. 
[Boston] Prindle, Weber & Schmidt [1974] 


p. cm. ISBN 0-87150-164-3 Includes 
bibliographies. [QA445.K64] 74-2464 
11.95 

i. Geometry. I. Title. 

Prepared from C.I.P. 

SRIVASTAVA, Jane Jonas. 516’.22 


Area. Illustrated by Shelley Freshman. 
New York, Crowell [1974] 33 p. illus. (part 
col.) 21 x 23 cm. ISBN 0-690-00404-4 
(Young math books) Explains in simple 
terms how areas are measured. [QA465.S7 
1974] 73-18057 3.95 

i. Area measurement—Juvenile literature. 
I. Freshman, Shelley, illus. II. Title. 


BEEKMAN, John A. 519.2 
Two stochastic processes, by John A. 
Beekman. Stockholm, Almqvist & Wiksell 
International; New York, Halsted Press 
[1974] 192 p. illus. 24 cm. Includes 
bibliographies. [QA274.7.B43] 73-21380 
22.50 


J. Markov processes. 2. Gaussian 
processes. 3. Risk (Insurance) I. Titie. 


aa 


FINETTI, Bruno de. $19.2 
Theory of probability; a critical 
introductory treatment. Translated by 
Antonio Machi and Adrian Smith. 
London, New York, Wiley [1974- p. cm. 


ISBN 0-472-20141-3 (Wiley series in 
probability and mathematical statistics} 
[QA273.F4913] 73-10744 22.50 

1. Probabilities. I. Title. 

Prepared from C.I.P. 

MCGARTY, Terrence P., 1943- 519.2 


Stochastic systems and state estimation 
[by] Terrence P. McGarty. New York, 
Wiley [1974] x, 401 p. illus. 23 cm. ISBN 
0-471-58400-2 "A  Wiley-Interscience 
publication.” Bibliography: p. 380-396. 
[QA402.M28] 73-18294 19.95 

1. System analysis. 2. Stochastic processes. 
3. Estimation theory. I. Title. 


SRINIVASAN, S. Kidambi. 519.2 
Stochastic point processes and their 
applications [by] S. K. Srinivasan. New 
York, Hafner Press, 1974. xi, 174 p. 22 
cm. (Griffin’s statistical monographs and 
courses, no. 34) Bibliography: p. 169-174. 
{QA274.42.874] 73-84664 7.95 (pbk.). 

1. Point processes. I. Title. 
PRESTON, Christopher 519.202453 
Gibbs states on countable sets [by] 
Christopher J. Preston. [London, New 
York] Cambridge University Press [1974] 
ix, 128 p. 23 cm. ISBN 0-521-20375-9 
(Cambridge tracts in mathematics, 68) 
Bibliography: p. 123-125. [QA273.43.P72] 
73-88310 10.95 

1. Probabilities. 2. Measure theory. 3. Set 
theory. 4. Markov processes. I. Title. I. 
eres. 


MILLER, Kenneth S. 519.274 
Multivariate distributions, by Kenneth S. 
Miller. [Augmented ed.] New York, R. E. 
Krieger Pub. Co. [1974] p. ISBN 0- 88275- 
177-8 Earlier ed. published in 1964 under 
title: Multidimensional Caussian 
distributions. Bibliography: 
[QA273.6.M55 1974] 74-9547 10.95 

1. Distribution (Probability theory) I. Title. 
Prepared from C.I.P. 


AUMANN, Robert J. 519.3 
Values of non-atomic games, by R. J. 
Aumann and L. S. Shapley. Princeton, 
N.J., Princeton University Press [1974] xi, 
333 p. 25 cm. ISBN 0-691-08103-4 (A 
Rand Corporation research study) 
Bibliography: p. 315-320. [QA269. Ao 
1974] 72-4038 14.50 

1. Game theory. I. Shapley, Lloyd S., 
1923- joint author. II. Title. III. Series. 


SINGLETON, Robert, 1913- 519.3 
Games and programs: mathematics for 
modeling [by] Robert Singleton [and] 
William F. Tyndall. San Francisco, W. H. 
Freeman [1974] p. ISBN 0-7167-0448-X 
Bibliography: p. [QA269.858] 72-3948 


1. Game theory. 2. Linear programming. 3. 
Mathematical models. I. Tyndall, William 
F., joint author. I. Title. 

Prepared from C.I.P. 


LAWSON, Charles L. 519.4 
Solving least squares problems (by| Charles 
L. Lawson [and] Richard J. Hanson. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] xii, 340 p. illus. 24 cm. ISBN 0-13- 
822585-0 (Prentice-Hall series in automatic 
computation) Bibliography: p. 312-326. 
[QA275.L38] 73-20119 14.50 

i. Electronic data  processing—Least 
squares. I. Hanson, Richard J, 1938- joint 
author. IT. Title. 


AMERICAN BOOK PUBLISHING RECORD 

RAO, Thammavarapu R. N., 519.4 
1933- 

Error coding for arithmetic processors [by] 
T. R. N. Rao. New York, Academic Press, 
1974 [c1972] p. cm. ISBN 0-12-580750-3 
(Electrical science) Includes bibliographical 
references; [QA268.R36 1974] 73-22381 
16.50 
i. Error-correcting codes (Information 
theory) 2. Computer arithmetic and logic 
units. I. Title. 
Prepared from C.I.P. 


CHAO, Lincoln N. 519.5 
Statistics: methods and analyses [by] 
Lincoln L. Chao. 2d ed. New York, 
McGraw-Hill [1974] xii, 556 p. illus. 24 
cm. ISBN 0-07-010525-1 [HA29.C5425 
1974} 73-13896 12.95 

1. Statistics. 2. Mathematical statistics. I. 
Title. 


EVERITT, Brian. 519.5°3 
Cluster analysis. New York, Wiley [19747] 
vi, 122 p. illus. 23 cm. ISBN 0-470-24898- 
X (Reviews of current research, 11) "A 
Halsted Press book.” Bibliography: p. 111- 
122. [(QA278.E9] 74-4532 8.95 

1. Cluster analysis. 


INTERNATIONAL Commission of 
Optics. 

Space optics; proceedings of the ninth 
international congress of the International 
Commission for Optics (ico IX) Editors: B. 
J. Thompson [and] R. R. Shannon. 
Washington, National Academy of 
Sciences, 1974. viii, 841 p. illus. 24 cm. 
ISBN 0-309-02144-8 Held in Santa 
Monica, Calif., Oct. 9-13, 1972. Includes 
bibliographies: [QB86.I59 1974] 73-19588 
27.00 


522 


1. Astronomical instruments—Congresses. 
2. Optical instruments—Congresses. I. 
Thompson, Brian J, ed. If. Shannon, 
Robert Rennie, 1932- ed. Ill, Title. 


ASTROPHYSICS. 522.6 
New York, Academic Press, 1974- v. 
illus. 24 cm. ISBN 0-12-474912-1 
(Methods of experimental physics, v. 12) 
Contents.—pt. A. Optical and infrared, 
edited by N. Carleton. Includes 
bibliographical references. [QB465.A8] 73- 
17150 43.50 

1. Astronomical spectroscopy. 2. 
Photometry, Astronomical 3. Spectrum, 
Infra-red. I. Carleton, Nathaniel, 1929- ed. 
IL Title. HI. Series. 


KALS, W. S. 523 
How to read the night sky; a new and easy 
way to know the stars, planets, and 
constellations [by] W. S. Kals. [Ist ed.] 
Garden City, N.Y., Doubleday, 1974. vi, 
155 p. illus. 25 cm. ISBN 0-385-02504-1 
Bibliography: p. [146] [QB63.K24] 73- 
83643 4.95 

1  Astronomy—Observers’ 
Title. 


manuals. T. 


BRANLEY, Franklyn 
Mansfield, 1915- 
Comets, meteoroids, and asteroids: 
mavericks of the solar system, by Franklyn 
M. Branley. Illustrated by Helmut K. 
Wimmer. New York, Crowell [1974], 115 
p. illus. 23 cm. ISBN -0-690-20176-1 
(Exploring our universe) Bibliography: p. 
107. Discusses some of the lesser-known 
astronomical phenomena such as 
meteorites, asteroids, tektites, zodiacal 
light, solar wind, and cosmic rays. 

[QB501.3.B7] 73-16043 5.50 
1. Solar system—Juvenile literature. I 
Wimmer, Helmut K., illus. If. Title. 


$23.2 
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JOHNSON, Hildegard Binder. 526 
Carta marina; world geography in 
Strassburg, 1525. Westport, Conn., 


Greenwood Press [1974, c1963] 159 p. 
illus. 22 cm. ISBN 0-8371-7210-8 A 
publication from the James Ford Bell 
Collection in the University of Minnesota 
Library. Reprint of the ed. published by 
the University of Minnesota Press, 
Minneapolis. Includes bibliographical 
references. [GA311 1525.F73J63 1974] 73- 
19222 9.25 

1. Fries, Lorenz, of Colmar, 1490-ca. 1531. 
Carta Marina. 2. Fries, Lorenz, of Colmar, 
1490-ca. 1531, Uslegung der Mer Carthen. 
3. Gruninger, Johann, d. 1532. L 
Minnesota. University. Library. James 
Ford Bell Collection. If. Title. 


NOBEL Symposium, 24th, Lerum, 
Sweden, 1973. 

Collective properties of physical systems; 
proceedings of the twenty-fourth Nobel 
Symposium held June 12-16, 1973 at 
Aspenasgarden, Lerum, Sweden. Editors: 
Bengt Lundqvist and Stig Lundqvist; 
administrative editor: Vera Runnstrom- 
Reio. Stockholm, Nobel Foundation; New 
York, Academic Press [1974, c1973] 271 
p. illus. 25 cm. (Medicine and natural 
sciences) Includes bibliographies. 
(QC173.28.N6 1973] 73-19099 24.50 

l. Matter—Properties—Congresses. TI. 
Lundqvist, Bengt, ed. If. Lundqvist, Stig, 
1925- ed. HI. Runnstrom-Reto, Vera, 1919- 
ed. IV. Nobelstiftelsen, Stockholm. V. 
Ttle. 


PENNY, Royston Kenneth. 530'.028 
The experimental method; a text for 
students of engineering and science, edited 
by R. K. Penny. Contributors to the text 
are J. C. Gibbings fand others. London] 
Longman [1974] viii, 179 p. illus. 22 cm. 
ISBN 0-582-44351-2 Label mounted on 


530 


t.p: Distributed in the U.S.A. by 
Longman, New York. Includes 
bibliographies. [QC39.P38 1974b] 73- 


86103 12.00 (U.S.) 

1. Physical measurements. I. Gibbings, J. 
C. II. Title. 

Pbk. 5.95, ISBN 0-582-44352-0. 


ie Robert Martin, 
ed. 

The encyclopedia of physics, edited by 
Robert M. Besancon. 2d ed. New York, 
Van Nostrand Reinhold [1974] xv, 1067 p. 
illus. 26 cm. ISBN 0-442-20691-7 Includes 
bibliographical references. [QC5.B44 1974] 
73-17022 37.50 

I. Physics—Dictionaries. I. Title. 


SPECTROSCOPY of laser 530.08 s 
crystals with ionic structure. Edited by D. 
V. Skobel’tsyn. Translated from Russian by 
Albin Tybulewicz. New York, Consultants 
Bureau [1974] p. cm. ISBN 0-306-10898-4 
(Proceedings (Trudy) of the P. N. Lebedev 
Physics Institute, v. 60) Translation of 
Spektroskopiia lazernykh kristallov s 
ionnoi strukturoi. Includes bibliographical 
references. [QC1.A4114 vol. 60] [QD941] 
548.9 73-83902 27.50 


530’.03 


I. Crystal optics—Addresses, essays, 
lectures. 2. Tonic crystals—Spectra— 
Addresses, essays, lectures. 3. Lasers— 


Addresses, essays, lectures. I. Skobel’tsyn, 
Dmitrit Vladimirovich, 1892- ed. II. Series: 
. Akademiia natk SSSR. Fizicheskii institut. 
Proceedings, v. 60. 

Prepared from C.I.P. 


ee Harry Albert, 
21- 

Introduction to general relativity, by H. A. 
Atwater. [Ist ed.] Oxford, New York, 
Pergamon Press [1974] viii, 224 p. illus. 22 


530.11 


cm. ISBN 0-08-017692-5 (International 
series of monographs in natural philosophy, 
v. 63) Includes bibliographical references. 
[QC173.6.A88 1974] 73-16251 9.00 

1. General relativity (Physics) I. Title. 


MULLER, Antal. 530.1°2 
Quantum mechanics: a physical world 
picture. Oxford, New York, Pergamon 
Press, 1974. p. cm. ISBN 0-08-017936-3 
(international series of monographs in 
natural philosophy, v. 64) Translation of 
Kvantummechanika es fizikai vilagkep. 
Bibliography: p. [QC174.12.M8313 1974] 
73-18062 15.00 

1. Quantum theory. I. Title. 

Prepared from C.I.P. 


PARK, David Allen, 1919- 530.1°2 
Introduction to the quantum theory [by] 
David Park. 2d ed. New York, McGraw- 
Hill [1974] xiv, 669 p. illus. 24 cm. ISBN 
0-07-048481-3 (International series in pure 
and applied physics) Includes 
bibliographical references. [QC174.12.P37 
1974] 74-5048 15.50 

1. Quantum theory. I. Title. 


WAERDEN, Bartel Leendert 
van der, 1903- 

Group theory and quantum mechanics [by] 

B. L. van der Waerden. Berlin, New York, 

Springer-Verlag, 1974. p. cm. ISBN 0- 

387-06740-X (Die Grundlehren der 


530.1°2 


mathematischen Wissenschaften in 
Einzeldarstellungen mit besonderer 
Berucksichtigung der Anwendungsgebiete, 
Bd. 214) Translation of Die 
gruppentheoretische Methode in der 
Quantenmechanik. Bibliography: 


[QC174.17.G7W313] 74-13914 23.00 

1, Quantum theory. 2. Groups, Theory of. 
I. Title. I. Series: Die Grundlehren der 
mathematischen Wissenschaften in 
Ejinzeldarstellungen, Bd. 214. 

Prepared from C.I.P. 


ADVANCED School for 530.1°3 
Statistical Mechanics and 
Thermodynamics, 3d, Austin, Tex., 1971. 

Lectures in statistical physics [by] J. Ehlers 

{and others.] Edited by W. C. Schieve and 

J. S. Turner. Berlin, New York, Springer- 

Verlag, 1974. vi, 342 p. illus. 24 cm. 

(Lecture notes in physics, 28) Organized 

by Center for Statistical Mechanics and 

Thermodynamics, University of Texas, 

Austin. Includes bibliographies. 

[QC174.7.A38 1971] 74-3671 9.30 (pbk.). 

1. Statistical physics—Addresses, essays, 

lectures. I. Ehlers, Jurgen. II. Schieve, W. 

C., ed, IH. Turner, Jack S., ed. IV. Texas. 

University at Austin. Center for Statistical 

Mechanics and Thermodynamics. V. Title. 

VI. Series. 


TILLEY, David R. 530.4 
Superfluidity and superconductivity [by] 
David R. Tilley and John Tilley. New 
York, Wiley [1974] p. cm. ISBN 0-470- 
86788-4 “A Halsted Press book.” 
Bibliography: p. [QC175.4.T54] 74-7081 
27.50 


1. Superfluidity. 2. Superconductivity. T. 
Tilley, John, joint author. IT. Title. 
Prepared from C.I.P. 


Pr MORe: John Sydney, 
927- 

Solid state physics [by] J. S. Blakemore. 2d 
ed. Philadelphia, Saunders, 1974. x, 506 p. 
illus. 26 cm. ISBN 0-7216-1701-8 Includes 


530.4’1 


bibliographies. [QC176.B63 1974] 73- 
89173 16.95 

1. Solids. I. Title. 

COLEMAN, Robert Vincent. 530.471 


Solid state physics. Edited by R. V. 


500 PURE SCIENCE 


Coleman. New York, Academic Press, 
1974. xix, 782 p. illus. 24 cm. ISBN 0-12- 
475911-8- (Methods of experimental 
physics, v. 11) Supplement to Solid state 
physics, edited by K. Lark-Horovitz and V. 
A. Johnson. Includes bibliographical 
references. [QC176.C57] 74-5190 48.00 

1. Solids. I. Lark-Horovitz, Karl, 1892- 
1958, ed. Solid state physics. I. Title, IT. 


_ Series. 


PLASMA electrodynamics 530.4°4 
[by] A. I. Akhiezer [and others] ‘Translated 
by D. ter Haar. lst ed. Oxford, New York, 
Pergamon Press  [1974- p. em 
(International series of monographs in 
natural philosophy, v. 68) Contents.—v. 1. 
Linear theory. [QC718.5.E4P5513] 74- 
3323 30.00 ' 

I. Plasma electrodynamics. I Akhiezer. 
Aleksandr Iich, 1911- 

Prepared from C.I.P. 


ELKANA, Yehuda, 1934- 531.62 
The discovery of the conservation of 
energy. With a foreword by I. Bernard 
Cohen. Cambridge, Harvard University 
Press, 1974. x, 213 p. 25 cm. ISBN 0-674- 
21240-1 (Harvard monographs in the 
history of science) ”This book originated 
in a Ph.D. dissertation .. at Brandeis 
University.” Bibliography: p. [199]-205. 
[QC73.8.C6E44 1974b] 73-88897 8.50 

1. Conservation laws (Physics)—History. L 
Title. II. Series. 


CURRIE, Iain G. 532 
Fundamental mechanics of fluids [by] Iain 
G. Currie. New York, McGraw-Hill [1974] 
xiv, 441 p. illus. 24 cm. ISBN 0-07- 
014950-X Includes bibliographies. 
[QA901.C8] 73-15521 18.50 

1. Fluid mechanics. I. Title. 


WHITE, Frank M. 532.0533 
Viscous fluid flow [by] Frank M. White. 
New York, McGraw-Hill [1974] xix, 725 
p. illus. 24 cm. ISBN  0-07-069710-8 
Bibliography: p. [679]-712. [QA929.W48] 
73-22420 19.75 

1. Viscous flow. I. Title. 


SARGENT, Murray. $35.56 
Laser physics [by] Murray Sargent III, 
Marlan O. Scully [and] Willis E. Lamb, Jr. 
Reading, Mass., Addison-Wesley Pub. Co., 
Advanced Book Program, 1974. p. cm. 
ISBN 0-201-06718-8 [QC476.2.S27] 74- 
5049 19.50 

1. Quantum optics. 2. Lasers. I. Scully, 
Marlan O., joint author. If. Lamb, Willis 
Eugene, 1913- joint author. II]. Title. 
Prepared from C.I.P. Pbk. 12.50; ISBN: 0- 
201-06719-6 


GAYDON, Alfred Gordon. 535.84 
The spectroscopy of flames [by] A. G. 
Gaydon. [2d ed.] London, Chapman and 
Hall; New York, Halsted Press Division, 
Wiley [1974] p. ISBN 0-470-29433-7 
[QC454.F6G38 1974] 74-4119 19.00 

1. Flame spectroscopy. I. Title. 

Prepared from C.I.P. 


ZUBAREYV, Dmitri 
Nikolaevich. 
Nonequilibrium statistical thermodynamics 
[by] D. N. Zubarev. Translated from 
Russian by P. J. Shepherd. Edited by P. J. 
Shepherd and P. Gray. New York, 
Consultants Bureau [1974] ISBN 0-306- 


536°.7'0182 


10895-X (Studies in Soviet science) 
Translation of Neravnovesnaia 
statisticheskaia termodinamika. 
Bibliography: p. 471-489. (QC311.5.Z813] 


73-83904 25.00 
i. Statistical thermodynamics. I. Title. IL 
Series. 


500 PURE SCIENCE 
Prepared from C.I.P. 


TAUC, Jan. 537.622 
Amorphous and liquid semiconductors, 
edited by J. Tauc. London, New York, 
Plenum, 1974. ix, 441 p. illus. 23. cm. 
ISBN 0-306-30777-4 Includes 
bibliographies. [QC611.8.A5T38] 73-81491 
28.00 


J. Amorphous semiconductors. 2. Liquid 
semiconductors, I. Title. 


HALE, John, 1921- 539.2 
The fundamentals of radiological science. 
Springfield, Ill., Thomas [1974] xii, 343 p. 
illus. 24 cm. ISBN 0-398-02805-2 
[QC475.H28] 73-230 14.75 


1. Radiology. [ Title. If. Title: 
Radiological science. 
TRENDS in macromolecular 539°.6 


science, edited by Hans-Georg Elias. 
London, New York, Gordon and Breach 
Science Publishers [1973, i.¢.1974] xxvii, 
104 p. illus. (part col.) 24 cm. ISBN 0-677- 
15860-2 (Midland Macromolecular 
monographs, v. 1) Lectures given at the 
occasion of the dedicating of Midland 
Macromolecular Institute on Sept. 28-29, 
1972. ‘Includes bibliographies. 
[QD381.7.T73] 73- 86253 12.00 

1. Midland Macromolecular Institute. 2. 
Macromolecules—Addresses, Essays, 
lectures. I. Elias, Hans-Georg, 1928- ed. oT 


Midland Macromolecular Institute. II. 
Title. IV. Series. 
BILEN’KII, Samoil 539.7'21 


Mikhelevich. 
Introduction to Feynman diagrams [by] S. 
M. Bilen’kii. Translated by Frances Pardee. 
[ist ed.] Oxford, New York, Pergamon 
Press [1974] p. cm. ISBN 0-08-017799-9 
(International series of monographs in 
natural philosophy, v. 65) Translation of 


Vvedenie v  diagrammnuiu  tekhniku 
Feinmana, Includes bibliographical 
eae [QC794.6.F4B5413] 73-21657 
15. 


1. Feynman diagrams. I. Title. 
Prepared from C.I.P. 


INTERNATIONAL 539.7213 
Conference on Nuclear Structure Study 
with Neutrons, Budapest, 1972. 

Nuclear structure study with neutrons. 

[Proceedings of the International 

Conference on Nuclear Structure Study 

with Neutrons, Budapest, 31 July - 5 

August 1972] Edited by J. Ero and J. 

Szucs. London, New York, Plenum Press, 

1974. 514 p. illus. 25 cm. ISBN 0-306- 

30770-7 “Organized by the Central 

Research Institute for Physics and the 

Eotvos Lorand Physical Society.” Ineludes 

bibliographical references. 

[QC793.5.N4622157 1972] 73-17651 27.50 

1. Neutrons—Congresses. 2. Nuclear 

physics—Congresses. I. Ero, J, ed. II. 

Szucs, Judith, ed. III. Magyar Tudomanyos 

Akademia, Budapest. Kozponti Fizikai 

Kutato Intezet. IV. Eotvos Lorand Fizikai 
Tarsulat. V. Title. 


COLONIAS, John S. 539.73 
Particle accelerator design: computer 
programs. [by] John S. Colonias. New 
York Academic Press [1974 v, 306 p. illus. 
tables 25 cm. ISBN _ 0-12-181550-1 
Includes bibliographical references p. 293- 
299 [QC787.P3C64] 72-9988 23.50 

i. Particle accelerators—Design and 
construction—Computer programs. I. Title. 


SHERWOOD, Martin. 540 
The new chemistry. New York, Basic 
Books [1974] xi, 322 p. illus. 22 cm. ISBN 
0-465-05002-6 (Science & discovery) 


Bibliography: p. 313-316. [QD37.847] 72- 
89183 9.50 
i. Chemistry—FPopular works. I. Title. 


JOHNSON, Obed Simon, 1881- 540.1 
A study of Chinese alchemy. [New York, 
Arno Press, 1974] p. cm. ISBN 0-405- 
05914-0 (Gold: historical and economic 
aspects) Thesis—University of California, 
1925. Reprint of the 1928 ed. published by 
the Commercial Press, Shanghai, China. 
Bibliography: p. [QD13.J5 1974] 74-352 
10.0 


1. e A E 2. Medicine, 
Magic, mystic, and spagiric. 3. Taoism. I. 
Title. H. Series. 
Prepared from C.I.P. 
TAYLOR, Frank Sherwood, 540.1 
1897-1956. 
The alchemists. New York, Arno Press, 
1974 [c1949]-x, 246 p. illus. 23 cm. ISBN 
0-405-05922-1 {Reprint of the ed. 
published by H. Schuman, New York, 
issued in series: The life science library.) 
(Gold: historical and economic aspects) 
Bibliography: p. 238-242. [QD13.T28 
1974] 74-361 14.00 í 


. 1. Alehemy—History. I. Title. If. Series. 


MORRIS, Daniel Luzon. 540°.7 
The dynamic equilibrium approach to 
teaching chemistry. West Nyack, N.Y., 
Parker Pub. Co. [1974] p. cm. ISBN 0-13- 
221259-5 Includes bibliographical 
references. [QD40.M7] 74-3018 9.95 

l. Chemistry—Study and teaching. 2. 
Chemistry—Experiments. |. Title. 

Prepared from C.I.P. 


FLETCHER, John H. 540°.8 s 
Nomenclature of organic compounds: 
principles and practice. Edited by John H. 
Fletcher, Otis C. Dermer [and] Robert B. 
Fox for the Committee on Nomenclature 
of the Division of Organic Chemistry of 
the American Chemical Society. 
Washington, American Chemical Society, 
1974. xiv, 337 p. illus. 24 cm. ISBN 0- 
8412-0191-9 (Advances in chemistry 
series, 126) Includes bibliographical 
references. [QD1.A355 no. 126] [QD291] 
547 73-92675 14.95; 5.95 (pbk.) 

l. Chemistry, Organic—Nomenclature. I. 
Dermer, O. C., 1909- joint author. II. Fox, 
Robert B., joint author. II. American 
Chemical Society. Committee on 
Nomenclature. IV. Title. V. Series. 


*ADVANCES in chemical 
physics. 

Vol. 25, 1974, edited by I. Prigogne & 
Stuart A. Rice, is available from 
Wiley /Interscience, N.Y., for 22.50. ISBN 
0-471-699306. L.C. card no.: 58-9935, 


ADAMS, David Michael, 541°.042’1 
1933- 

Inorganic solids; an introduction to 

concepts in solid-state structural chemistry 
y] D. M. Adams. London, New York, 

Wiley [1974] xvi, 


541 


336 p. illus. 23 cm. 
ISBN 0-471-00470-7 Includes 
bibliographies. [QD478.A3]  73-16863 
22.50 
1. Solid state chemistry. I. Title. 
Pbk. 10.95, ISBN 0-471-00471-5. 
INTERNATIONAL Congress of 541.28 


Quantum Chemistry, lst, Menton, 1973. 
The world of quantum chemistry. 
Proceedings of the first International 
Congress of Quantum Chemistry held at 
Menton, France, July 4-10, 1973. Ed. by 
Raymond Daudel and Bernard Pullman. 
Dordrecht, Boston, Reidel, 1974. xiv, 316 
p. with illus. 25 cm. ISBN 9-02-770421-X 
Sponsored by the International Academy 


et ee 9 peU 
AMERICAN BOOK P PUBLISHING. RECORD 


of Quantum Molecular Science. Includes ` 
bibliographies. [QD462.A1157 1973] 73- 
91429 32.50 (lib. bdg.). 

1. Quantum chemistry—Congresses. T. 
Daude, Raymond, ed. H. Pullman, 
Bernard, 1919- ed. 1H. International 
Academy of Quantum Molecular Science. 
IV. Title. 


*PROGRESS in surface and 
membrane Science 

Vol. 8, 1974, edited by D. A. Cadenhead, 
J. F. Danieli & M. D. Rosenberg, is now 
available from Academic Press, N.Y. for 


541.345 


28.50. ISBN 0-12-571808-X. L.C. card 
no.: 64-15268. 
PHOTOCHEMISTRY: 541.35 


an introduction, by D. R. Arnold [and 

ae New York, Academic Press, 1974. 
cm. ISBN 0-12-063350-7 

FQD708. 2.P46] 74-4442 15.00 

1. Photochemistry. I Arnold, Donald 

Robert, 1935- 

Prepared from C.I.P. 


MARROW, D. H. 543 
Selected experiments in physical science 
[by] D. H. Marrow. [London] Longman 
[1974] xxvii, 454 p. illus. 22 cm. ISBN 0- 
582-41007-X Label on t.p.: Distributed in 
the U.S.A. by Longman Inc., New York. 
[QD45.M26] 73-86513 8.95 (U.S.) 

1. Chemistry—Laboratory manuals. 2. 
Physics—Laboratory manuals. I. Title. 


RICHARDSON, James H. 543 
Systematic materials analysis, edited by J. 
H. Richardson and R. V. Peterson. New’ 
York, Academic Press, 1974- v. - illus. 24 
cm. ISBN 0-12-587801-X (Materials 
science series) Includes bibliographies. 
[QD131.R48] 72-12203 28.00 

1. Materials—Analysis. 2. Instrumental 


analysis. I. Peterson, Ronald V., joint 
author. II. Title. 

CERNY, Joseph. 543.085 
Nuclear spectroscopy and reactions. 


[Edited by] Joseph Cerny. New York, 
Academic Press [1974- p. cm. (Pure and 


applied physics, v. 39) Includes 
bibliographies. [QC454.N8C47] 72-13606 
47.50 

I, Nuclear spectroscopy. 2. Nuclear 


reactions. I. Title. II. Series. 
Prepared from C.1LP. 


YOUNG, Roland Stansfield, 
1906- 

Chemical phase analysis [by] Roland S. 

Young. New York, Wiley [1974] p. ISBN 

0-470-97985-2 [OD101. 2. Y67) 74-5319 

11.50 

i. Chemistry, Analytic—Quantitative. 2. 


545 


Chemistry, Inorganic. 3. Chemistry, 
Metallurgic. I. Title. 
Prepared from C.I.P. 
FRIGERIO, Alberto. 545°.33 


Essential aspects of mass spectrometry. 
Edited by Roy Carrington. Flushing, N.Y., 
Spectrum Publications; [distributed by] 
Halsted Press, New York [1974] p. cm. 
ISBN 0-470-28120-0 Bibliography: p. 
(QC454.M3F75] 74-12348 7.95 

1. Mass spectrometry. I. Title. 

Prepared from C.I.P. 


STENHAGEN, E. 545.33 
Registry of mass spectral data [by| Einar 
Stenhagen, Sixten Abrahamsson [and] Fred 
W. McLafferty. New York, Wiley [1974- 
v. 28 cm. ISBN 0-471-82115-2 "A 
Wiley-Interscience publication.” “Source of 
supplier of mass spectra”: v. 1, p. xiii-xiv. 
Includes bibliographical references. 
[QC454.M3S74] 74-910 250.00 (4.vol. set) 


aera 
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i. Mass spectrometry-——-Tables, etc. 2. 
Molecular weight—Tables, ete. L 
Abrahamsson, S., joint author. H 
McLafferty, Fred W., joint author. I. 
Title. 


ASIMOV, Isaac, 1920- 546 
Building blocks of the universe. New, 
updated ed. New York, Abelard-Schuman, 
1974. p. cm. ISBN 0-200-71099-0 A brief 
discussion: of 105 basic chemical elements 
introduces a more detailed account of the 
structure, forms, and uses of the most 
common elements. [QD466.A75 1974] 74- 
9615 5.95 

1. Chemical elements—Juvenile literature. 
T. Title. 

Prepared from C.I.P. 


COPELAND, James L. 546.34 
Transport properties of ionic liquids [by] 
James L. Copeland. New York, Gordon 
and Breach [1974] v, 76 p. illus. 24 cm. 
ISBN 0-677-02830-X Includes 
bibliographical references. [QD189.C66] 
75-115196 11.50 

1. Fused salts. 2. Transport theory. I. Title. 


JACOBS, Thomas Lloyd, 547.0028 
1908- 

Laboratory practice of organic chemistry 
[by] Thomas L. Jacobs, William E. Truce 
[and] G. Ross Robertson. 5th ed. New 
York, Macmillan [1974] x, 463 p. illus. 24 
cm. ISBN 0-02-360050-0 First-3d ed. by 
G. R. Robertson, 4th. ed. by G. R. 
Robertson and T. L. Jacobs. Includes 
bibliographical references. [QD261.J27 
1974} 73-7349 10.95 

L Chemistry, Organic—-Laboratory 
manuals. I. Truce, William E., joint author. 
II. Robertson, George Ross, 1888- joint 
author. IH, Robertson, George Ross, 1888- 
Laboratory practice of organic chemistry. 
IV. Title. 


ORGANICUM: practical 547.0028 
handbook of organic chemistry. Authors: 
Heinz Becker [and others] English 
translation by B. J. Hazzard. Edited by P. 
A. Ongley. [ist English ed.] Berlin, 
Deutscher Verlag der Wissenschaften. 
Oxford, New York, Pergamon Press; [sole 
distributors: Addison Wesley Pub. Co., 
Reading, Mass., 1973, [i.e.1974] xx, 747 p. 
illus. 23 cm. ISBN 0-08-012789-4 
“Translated from the Sth edition of the 
German book ’Organikum’ ... and revised 
during translation to correspond to the 
1lth German edition published in 1972.” 
Includes bibliographies. [QD261.0713 
1973b] 72-169591 25.00 

I; Chemistry, Organic—Laboratory 
manuals. I. Becker, Heinz, Mar. 4, 1922- 


PATAI, Saul. 547.02 
The chemistry of the carbon-halogen bond. 
London, New York, John Wiley & Sons, 
1973, [i.e.1974] 2 v. illus. 24 cm. ISBN O- 
471-66943-1 (The Chemistry of functional 
groups) “An Interscience publication.” 
Includes bibliographical references. 
[QD305.H15P39] 74-165941 32.50 (each). 
1. Organohalogen compounds. I. Title. H. 
Series. 


HECK, Richard F. 547.056 
Organotransition metal chemistry: a 
mechanistic «approach [by] Richard F. 
Heck. New York, Academic Press, 1974. 
p. cm. ISBN 0-12-336150-8 
(Organometallic chemistry) Includes 
bibliographical references. [QD411.H37] 
73-22378 27.00 

L Organometallic 
Transition metal compounds. 
Prepared from C.I.P. 


compounds. 2. 
I. Title. 


JOLLY, P. W. 547.056252 
The organic chemistry of nickel [by] P. W. 
Jolly and G. Wilke. New York, Academic 
Press [1974- p. cm. (Organometallic 
chemistry series) Contents.—v. 1. Organo- 
nickel complexes. Includes bibliographical 


references. [QD412.N6J64]  73-19711 
58.00 
1. Organonickel compounds. I. Wilke, 


Gunther, 1925- joint author. II. Title. 
Prepared from C.I.P. 


RIFI, M. R. 547.137 
Introduction to organic electrochemistry, 
by M. R. Rifi and Frank H. Covi:z. New 
York, M. Dekker, 1974. viii, 417 p. illus. 
24 cm. ISBN 0-8247-6063-8 (Techniques 
and applications in organic synthesis) 
Includes bibliographical references. 
[QD273.R53] 72-97484 26.50 

1. Electrochemistry. 2. Chemistry, Organic. 
I. Covitz, Frank H., joint author. I. Title. 
II. Title: Organic electrochemistry. 


SILVERSTEIN, Robert 547.346 
Milton, 1916- 
„Spectrometric identification of organic 


compounds [by] Robert M. Silverstein, G. 
Clayton Bassler Yand] Terence C. Morrill. 
3d ed. New York, Wiley [1974] 340 p. 
illus. 28 cm. ISBN 0-471-79177-6 Includes 
bibliographical references. [QD272.S6S55 
1974] 74-3008 13.95 

I. Spectrum analysis. 2. Chemistry, 
Organic. I. Bassler, G. Clayton, joint 
author. II. Morrill, Terence C, Joint 
author. III. Title. 


SANDLER, Stanley R., 
1935- 

Polymer syntheses [by] Stanley R. Sandler 

[and] Wolf Karo. New York, Academic 

Press, 1974- p. cm. (Organic chemistry; a 

series of monographs, v.) Includes 

bibliographic references. [QD281.P6S27] 

73-2073 39.50 

1. Polymers and polymerization. I. Karo, 
Wolf, 1924- joint author. If. Title. II. 

Series. 

Prepared from C.I.P. 


BRANDRUFP, J., ed. 547’.84’0202 
Polymer handbook, for synthetic polymers 
including cellulose and derivatives. J. 
Brandrup, E. H. Immergut, editors. With 
the collaboration of W. McDowell. 2d ed. 
New York, Wiley [1974] p. em. ISBN 0- 
471-09804-3 "A Wiley Interscience 
publication.” Includes bibliographies. 
[QD388.B7 1974] 74-11381 34.50 

1. Polymers and polymerization—Tables, 
etc. I. Immergut, E. H., joint ed. I. 
McDowell, W., joint ed. Ill. Title. 
Prepared from C.I.P. 


PREUSS, Eduard. 548°.83 
Laue atlas: plotted Laue back-reflection 
patterns of the elements, the compounds 
RX and RX2 [by] Eduard Preuss, 
Bernhard Krahl-Urban [and] Rainer Butz. 
Edited by Kernforschungsanlage Julich. 
(Julich Nuclear Research Center). New 
York, Wiley [1974] 432 p. illus. 24 cm. 
ISBN 0-470-69685-0 ”A Halsted Press 
book.” Includes bibliographical references. 
[QD945.P7] 73-10599 49.50 

i. X-ray  erystallography—Atlases. 2. 
Crystals—A tlases. rA Krahl-Urban, 
Bernhard, joint author. II. Butz, Rainer, 
joint author. II. Kernforschungsanlage 
Julich des Landes Nordrhein- Westfalen. 
IV. Title. 


RANSOM, Jay Ellis, 1914- 549’.075 
Gems and minerals of America. {ist ed.} 
New York, Harper & Row [1975, c1974] 
p. cm. ISBN 0-06-013512-3 Bibliography: 
p- [QE392.5.U5R36 1975] 72-9147 15.95 


547.84 


500 PURE SCIENCE 


i. Precious stones—Collectors and 
collecting —United States. 2. Mineralogy— 
Collectors and collecting—United States. I. 
Title. 

Prepared from C.I.P. 


NATO Advanced Study 549.68 
Institute on Feldspars, 2d, Manchester, 
Eng., 1972. 

The feldspars; proceedings of a NATO 

Advanced Study Institute, Manchester, Íl- 

21 July 1972. Edited by W. S. Mackenzie 

fand] J. Zussman. [Manchester, Eng] 

Manchester University Press; New York, 

Crane, Russak [1974] xi, 717 p. illus. 24 

em. ISBN 0-7190-0544-2 Bibliography: p. 

[673]-706. [QE391.F3N37 1972] 73-87831 

27.50 

i. Feldspar—Congresses. I. Mackenzie, W. 

S., ed. H. Zussman, J., ed. IIT. Title. 


TRICART, Jean. 551.4 
Structural geomorphology [by] J. Tricart; 
translated by S. H. Beaver and E. 
Derbyshire. [London, New York] Longman 
[1974] xiii, 305 p. illus. 24 cm. ISBN 0- 
582-48462-6 (Geographies for advanced 
studies) Translation of Geomorphologie 
structurale which is v. 1 of the authar’s 
Precis de geomorphologie. Bibliography: p. 
282-301. [GB406.T7613 1974] 73-86130 
15.00 

1. Geomorphology. 2. Geology, Structural. 
I. Title. 


BOYER, Robert E., 1929- 551.46 
Oceanography, by Robert E. Boyer. 
Northbrook, Ill., Hubbard Press [1974] p. 
cm. ISBN 0-8331-1707-6 (A Hubbard 
Press fact book) An almanac of 
oceanographical information profusely 
illustrated with line drawings, photographs, 
harts; and maps. [GC21.B72] 74- 1643 


1. Oceanography. I. Title. 
Prepared from C.I.P. 


SOULE, Gardner. 551.4°6 
New discoveries in oceanography. New 
York, Putnam [1974] 126 p. illus. 21 cm. 
ISBN 0-399-20387-7 Discusses the modern 
techniques and equipment being used to 
make new discoveries about the nature of 
the ocean depths and the creatures that 
live oe [GC21.8715] 73-88521 4.97 (lib. 
bdg. 

1. Oceanography—Juvenile literature. L 
Title. 


BROECKER, Wallace S., 
1931- 

Chemical oceanography [by] Wallace S. 
Broecker. Under the general editorship of 
Kenneth S. Deffeyes. New York, Harcourt 
Brace Jovanovich [1974] x, 214 p. illus. 24 
cm. ISBN 0-15-506437-1 Includes 
bibliographical references. [GC98.B76] 74- 
1519 7.95 (pbk.) 

1. Chemical oceanography. 


551.4601 


FREEMAN, Mae Blacker, 551.4607 
1907- 
Undersea base, by Mae Freeman. 


Illustrated by John Mardon. New York, 
Watts, 1974. 64 p. illus. 26 cm. ISBN 0- 
531-02664-7 Takes the reader to the 
bottom of the sea to walk underwater, ride 
in a sea scooter, see a fish ranch, and view 
aquanauts at work in their undersea base. 
[GC66. F73] 73-9996 4.95 

1. Manned undersea research stations—— 
Juvenile literature. I. Mardon, John, illus. 
IT, Title. 


NATURAL gases in 551.4°6083 
marine sediments. Edited by Isaac R. 
Kaplan. New York, Plenum Press [1974] 
p- cm. ISBN 0-306-35503-5 (Marine 


oe 


500 PURE SCIENCE 


science, v. 3) ’Proceedings of a symposium 
conducted by the Ocean Science and 
Technology Division of the Office of 
Naval Research ... held at the University 
of California Conference Center, Lake 
Arrowhead, November, 1972.” Includes 
bibliographies. [GC380.2.G3N37] 74- 
11492 25.00 

d. Marine  sediments—Gas  content— 
Congresses. I. Kaplan, Isaac R, ed. II. 
United States. Office of Naval Research. 
Ocean Science and Technology Division. 
Prepared from C.I.P. 


LIND, Owen T., 1934- 551.4’82°028 

Handbook of common methods in 

limnology [by] Owen T. Lind. Saint Louis, 

Mosby, 1974. p. cm. ISBN 0-8016-3017-7 

Peo p. [QH96.57.A1L55] 74-8422 
6.00 (pbk. 


1. Limnology—Technique. I. Title. 
Prepared from C.I.P. 


BATTAN, Louis J. 551.6 
Weather [by] Louis J. Battan. Englewood 
Cliffs, N.J., Prentice-Hall [1974] viii, 136 
p. ilus. 24 cm. ISBN 0-13-947770-5 
(Foundations of earth science series) 
Bibliography: p. 133. [QC981.B33] 73- 
17080 7.95 

1. Weather. 

Pbk. 3.50, ISBN 0-13-947762-4. 


BUDYKO, Mikhail Ivanovich. 551.6 
Climate and life, by M. I. Budyko. English 
ed. edited by David H. Miller. New York, 
Academic Press, 1974. xvii, 508 p. illus. 24 
cm. ISBN 0-12-139450-6 (International 
pies series, 18) Translation of 
limat i zhizn’. Includes bibliographies. 
[QC809.E6B813] 73-801 35.00 . 
If Heat budget (Geophysics) 2. 
Climatology: 3. Bioclimatology. I. Title. II. 
Erics, 


CLIMATIC resources and 551.6 
economic activity; a symposium. Edited by 
James A. Taylor. New York, Wiley [1974] 
264 p. illus. 22 cm. ISBN 0-470-84826-X 
"A Halsted Press book.” Papers presented 
at the 15th annual Aberystwyth 
symposium held under the auspices of the 
Geography Dept. at the University College 
of Wales, Aberystwyth, Mar. 8-9, 1972. 
Includes bibliographies. [TA198.C54] 74- 
823 15.75 

l1. Industry and weather—Congresses. 2. 
Crops and climate—Congresses. I. Taylor, 
James Allan, ed. I Wales. University 
College, Aberystwyth. Geography Dept. 


HESS, Wilmot N. 551.6°8 
Weather and climate modification, edited 
by W. N. Hess. New York, Wiley [1974] 


p. ISBN 0-471-37453-9 "A Wiley- 
Interscience publication.” Includes 
bibliographies. [QC928.H47}] 73-21829 
29.95 


J. Weather control. I. Title. 
Prepared from C.I.P. 


HOLLAND, Charles 
Hepworth. 

Cambrian of the British Isles, Norden, and 
Spitsbergen, edited by C. H. Holland. 
London, New York, J. Wiley, 1974. [7], 
300 p., [8] p. of plates, [3] leaves of plates. 
illus., maps. 28 cm. ISBN 0-471-40627-9 
{Lower Palaeozoic rocks of the world, v. 2) 
"A Wiléy-Interscience publication.” 
Includes bibliographies. [QE656.H58] 73- 
2784 29.95 

I. Geology, Stratigraphic—Cambrian. 2. 
Geology—Great Britain. 3. Geology— 
Scandinavia. 4.  Geolagy-—-Svalbard. I. 
Title. IT. Series. 


551.7°2'0942 


COX, Keith Gordon. 552 
An introduction to the practical study of 
crystals, minerals, and rocks [by] K. G. 
Cox, N. B. Price, and B. Harte. Revised 
Ist ed. New York, Wiley [1974] p. cm. 
ISBN 0-470-18139-7 “A Halsted Press 
book.” [QE363.2.C69 1974] 74-13833 
10.75 


1. Mineralogy. 2. Petrology. 3. 
Crystallography. I. Price, Norman Brian, 
Joint author. II. Harte, Ben, joint author. 
Ii, Title. 

Prepared from C.I.P. 


SoRENSEN, Henning. 552:1 
The alkaline rocks, edited by H. Sorensen. 
London, New York, J. Wiley [1974] xii, 
622 p. illus. 26 cm. ISBN 3-471-81383-4 
"A Wiley-Interscience publication.” 
Includes bibliographies. [QE462.A4S65] 
72-5725 49.95 

1. Alkalic igneous rocks. I. Title. 


AMSTUTZ, Gerhardt 
Christian, 1922- 
Spilites and spilitic rocks, ecited by G. C. 
Amstutz. Berlin, New York, Springer, 
1974. vi, 482 p. illus. 25 cm. (International 
Union of Geological Scienc2s. Series A, 
no. 4) English or French. B:bliography: p. 
pr 471. [QE462.S65A47] 73-19100 


ri Sliten I. Title. II. Series. 


PORTER, William Woods, 
1904- 

Basic oil geology [by] William W. Porter 
Il. [3d. ed.] New York, Vantage Press 
[1974] 149 p. illus. 21 cm. ISBN 0-533- 
00700-3 First ed. published :n 1938 under 
title: The practical geology cf oil. Includes 
bibliographical references. [QE33.P65 
1974] 74-172765 6.95 

1. Petroleum—Geology. T. Title. 


EMMONS, William Harvey, 
1876- 


5527.2 


553°.28 


553.41 


Gold deposits of the world; with a section 
on prospecting. [New York, Arno Press, 
1974, c1937] p. cm. ISBN 9-405-05912-4 
(Gold: historical and economic aspects) 
Reprint of the lst ed. published by 
McGraw-Hill, New York. Includes 
bibliographical references. [TN420.E6 
1974] 74-350 30.00 

1. Gold ores. 2. Gold mines and mining. 3. 
Prospecting. I. Title. II. Series. 

Prepared from C.I.P. 


RUTLAND, E. H. 553°.8 
An introduction to the wor/d’s gemstones 
[by] E. H. Rutland. Gardea City, N.Y., 
Doubleday [1974] 192 p. illus. (part col.) 
27 cm. ISBN 0-385-05191-3 Bibliography: 
p. 187-188. [QE392.R87] 73-19294 14.95 
1. Precious stones. I Title. IL Title: 
Gemstones. 


EMMONS, Ebenezer, 
1863 

American geology, containing a statement 
of the principles of the science, with full 
illustrations of the characteristic American 
fossils. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-05734-2 (Natural sciences 
in America) Repro of the 1855 ed. 
published by prague, Albany. 
[QE26.2.E55 1974] SP 17818 28.00 G 
Vols. in one.) 

1. Geology. 2. Geology—United States. I. 
Title. II. Series. 

Prepared from C.I.P. 


HOFFMEISTER, John Edwerd, 
1899- 

Land from the sea; the gealogic story of 

south Florida. Coral Gables, University of 

Miami Press [1974] 143 p. illus. 23 cm. 


1799- 557.3 


557.59 


eat : K xO 


AMERICAN BOOK PUBLISHING RECORD 


ISBN 0-87024-268-7 Bibliography: p. [139] 
-140. [QE100.S68H63] 73-20120 7.95 
I, Geology—Florida. I. Title. 


SELECTED works in ` $60°.973 
nineteenth-century North American 
paleontology. Introd. by Keir B. Sterling. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-05763-6 (Natural sciences in 
America) [QE745.S4 1974] 73-17841 


1 Paleontology—North America— 
Addresses, essays, lectures. I Title. IT. 
Series. 
Prepared from C.I.P. Contents omitted. 
ERICKSON, John Mark, $64’.3'09784 
1943- 
Revision of the Gastropoda of the Fox 
Hills Formation, Upper Cretaceous 
(Maestrichtian) of North Dakota, by J. 
Mark Erickson. Ithaca, N.Y,, - 
Paleontological Research Institution, 1974. 
132-253 p. illus. 23 cm. ` (Bulletins of 
American Paleontology, v. 66, no. 284) 
Bibliography: p. 232-240. [QE808.E66] 74- 
78644 18.00 
i. Gasteropoda, Fossil. 2. Paleontology-—- 
Cretaceous.. 3. FPaleontolłlogy—-North 
Dakota. I. Title. II. Series. 


COLE, Joanna. 568.19 
Dinosaur story. Ilustrated by Mort 
Kunstler. New York, Morrow [1974] p. 
cm. ISBN 0-688-21826-1 Describes the 
giant creatures who lived millions of years 
ago and whose fossilized bones offer the 
only record of their existence. 
[QE862.D5C69] 74-5931 3.95 

1. Dinosauria—Juvenile literature. I. 
Kunstler, Mort, illus. I. Title. 

Prepared from C.I.P. Lib. bdg. 3.78, ISBN 
0-688-31826. 


MAY, Julian. 569’.097 
How the animals came to North America. 
Illustrated by Lorence F. Bjorklund. New 
York, Holiday House [1974] 37 p. illus. 
(part col.) 21 x 24 cm. ISBN 0-8234-0234- 
7 Describes the migration of animal life to 
the North American continent and its 
subsequent evolution. [QL754.M33] 73- 
17145 4.50 (lib. bdg.). 

1. Animal migration—Jivenile literature. 2. 
Evolution—Juventle literature. 3. 
Zoogeography—North America—Juvenile 


literature. I, Bjorklund, Lorence F, illus. 
If, Title. 
MCKERN, Sharon S. 573 


Living prehistory: an introduction to 
physical anthropology and archaeology 
[by] Sharon S. McKern [and] Thomas W. 
McKern. Menlo Park, Calif., Cummings 


: Pub. Co. [1974] xi, 274 p. illus. 24 cm. 


ISBN 0-8465-3753-2 
bibliographies. [GN60.M24 
90645 5.25 (pbk.) 

1. Physical anthropology. 2. Archaeology. 
3. Anthropology, Prehistoric.  McKern, 
Thomas W., joint author. If. Title. 


Includes 
1974] 73- 


STEIN, Philip L. 573 
Physical anthropology [by] Philip L. Stein 
[and] Bruce M. Rowe. New York, 
McGraw-Hill [1974] xii, 424 p. illus. 24 
cm. ISBN 0-07-060986-1 . Includes 
perth) [GN60.872 1974] 74-1219 
9.95 

l. Physical anthropology. I. Rowe, Bruce 
M., joint author. 


MOROWITZ, Harold J. 574 
Life on the planet Earth [by] Harold J. 
Morowitz [&] Lucille S. Morowitz. [Ist 
ed.] New York, Norton [1974] xv, 379 p. 
illus. 25 cm. ISBN 0-393-06397-6 Includes 


SEPTEMBER 30,1974 
bibliographies. [QH308.2.M67] 73-20174 
8.95 (text ed.) f 

1. Biology. I. Morowitz, Lucille S£., joint 
author. if. Title. 


MATHEMATICAE problems | 574’.01’51 
in biology, Victoria conference, University 
of Victoria, Victoria, B.C., Canada, May 7- 
10, 1973. Editor, P. van den Driessche. 
Berlin, New York, Springer-Verlag, 1974. 
p. cm. ISBN 3-540-06847-3 (Lecture notes 
in biomathematics, v. 2) Bibliography: p. 
(QH323.5.M37] 74-13574 11.50 
1. Biomathematics—Congresses. I. Van 
Den Driessche, P., 1941- ed. If. Title. HI. 
Series. 

Prepared from C.I.P. 


BERNARD, Claude, 1813-1878. 574.1 
Lectures on the phenomena of life 
common to animals and plants. Translation 
by Hebbel E. Hoff, Roger Guillemin [and] 
Lucienne Guillemin. Springfield, Ill., 
Thomas [1974- v. illus. 24 cm. ISBN 0- 
398-02857-5 (American lecture series, 
publication no. 900. A monograph in the 
Bannerstone division of American lecture 
series in the history of medicine and 
science) Reprint of the 1878 ed. published 
by J. Librairie, Paris. Includes 
bibliographical! references. [QH501.B5213] 
73-4297 12.95 


1. Physiology, Comparative. 2. Life 
(Biology) I. Title. 
*ANNUAL review of 574.19105 


biophysics and bioengineering. 

Vol. 3, 1974, edited by L. J. Mullins and 
others is available from Annual Reviews, 
Palo Alto, Calif., for 12.00. ISBN 0-8243- 


1803-X. L.C. card no.: 79-188446. 
JACOBS, Francine. 574.1°9125 
Nature's light: the story of 


bioluminescence. Illus. by Pamela Carroll. 
New York, Morrow [1974] p. ISBN 0- 
688-20115-6 Describes the plants and 
animals that glow with their own light and 
discusses what scientists have discovered 
about this phenomenon and its possible 
uses. [QH641.J3] 73-18326 4.25 

1. Bioluminescence—Juvenile literature. I. 
Carroll, Pamela, illus. If. Title. 

Prepared from C.I.P. Lib. bdg. 3.94, ISBN 
0-688-30115-0. 


BIOCHEMISTRY; 574.1°92’076 
a problems approach [by] William B. Wood 
{and others] Menlo Park, Calif, W. A. 
Benjamin [1974] xii, 511 ‘p. illus. 24 cm. 
ISBN 0-8053-9850-3 Includes 
a [QP518.5.B56}] 73-11819 
as 


L. Biological chemistry—Problems, 
exercises, etc. I. Wood, William Barry, 
1938- 


BIOCHEMISTRY of 574.1°92°08 s 
- lipids, edited by T. W. Goodwin. London, 
Butterworths; Baltimore, University Park 
Press [1974] 294 p. illus. 25 cm. ISBN 0- 
8391-1043-X. (MTP international review 
of science.) (Biochemistry, series one, v. 4) 
[QP501.B527 vol. 4] [QP751] 574.1°'9247 
73-19646 19.50 

I. Lipids. I. Goodwin, Trevor Walworth, 
ed. If Title. II. Series. IV. Series: MTP 
international review of science. 


TAKAMIY4, Atusi, 
comp. 

Photosynthesis. Baltimore, University Park 
Press [1974] xviii, 470 p. illus. 27 cm. 
ISBN 0-8391- 0622- X (Selected papers in 
biochemistry, v. 12) Introductory matter 
also in Japanese. Includes bibliographical 
references. [QP509.845 vol. 12] [QK882] 
581.1°3342°08 74-877 15.50 


ae 1°92708 s 


1. Photosynthesis—Addresses, essays, 
lectures. I. Title. 
LYSOZYME, 574.19256 


edited by Elliott F. Osserman, Robert E. 
Canfield [and] Sherman Beychok. New 
York, Academic Press, 1974. 641 p. illus. 
23 cm. ISBN 0-12-528950-2 Sponsored by 
the Institute of Cancer Research, Columbia 
University. Bibliography: p. 493-621. 
[QP609.L9L95 1972] 73-9442 52.50 

I. Lysozyme—Congresses. I. Lysozyme 
Conference, Arden House, 1972. I. 
Osserman, Elliott F, ed. Ill. Canfield, 
Robert E., ed. IV. Beychok, Sherman, ed. 
V. Columbia University. Institute of 
Cancer Research. 


*PROGRESS in nucleic acid 574.196 
research and molecular biology. 

Vol. 14, 1974, edited by Waldo E. Cohn, is 
available from Academic, N.Y. for 23.50. 


ISBN 0-12-540014-4. L.C. card no.: 63- 
15847. 
*CONTEMPORARY topics in 578.29 


immunobiology. 

Vol. 3 1974, edited by Max D. Cooper and 
Noel L. Warner, retitled Contemporary 
topics in molecular immunology is 
available form Plenum for 19.50. ISBN 0- 
306-37803-5. C.C. card no.: 68-26769. 


BONNER, John Tyler. $74.3 
On development; the biology of form. 
Cambridge, Mass., Harvard University 
Press, 1974. 282 p. illus. 24 cm. ISBN 0- 
674-63410-1 ”A Commonwealth Fund 
book.” Includes bibliographical references. 
[QH491.B62] 73-88053 10.00 

1. Developmental biology. I. Title. 


INSTITUTE of Ecology. 574.5°098 
Fragile ecosystems: evaluation of research 
and application in the neotropics; a report. 
Edited by Edward G. Farnworth and 
Frank B. Golley. New York, ee 
Verlag, 1973 fie. 1974] p. cm. 
(QH541.155 1974] 74-8290 7.80 (pbk.) 

1. Ecology—Tropics. 2. Ecology—Latin 


America. I. Farnworth, Edward G., ed. II. 
Golley, Frank B., ed. III. Title. 

Prepared from C.I.P. 

QUICK, Horace Floyd, 574.5°24 


1915- 

Population ecology [by] Horace F. Quick. 
Indianapolis, Pegasus [1974] xi, 187, [1] p. 
illus. 21 cm. ISBN 0-672-53678-1 (The 
Science and society series) *Biological 
Sciences Curriculum Study book.” 
Sa ee p. [186]-[188] [QL752. Q52] 
73-19664 6.95 


l. Animal populations. 2. Plant 
populations. 3. Ecology. 4. Human 
ecology. T. Title. 

Pbk. 2.95, ISBN 0-672-63678-6. 

HASLER, Arthur Davis, 574.5263 


1908- 
Coupling of land & water systems. Edited 
by Arthur D. Hasler. New York, Springer- 
Verlag, 1974. p. cm. ISBN 0-387-06707-8 
(Ecological studies, v. 10) 
(QH541.5.W3H37] 74- 8931 24.80 


I. Aquatic ecology. 2. Landscape 
protection. I. Title. II. Series. 

Prepared from C.I.P. 

FRESCHET, Berniece. 574.5°2632 


Year on Muskrat Marsh. Wlustrated by 
Peter Parnall. New York, Scribner [1974] 
[56] p. illus. 20 x 24 cm. ISBN 0-684- 
13748-8 Describes the life of the marsh 
creatures as the seasons change. 
[QH541.5.M3F73] 73-19559 4.95 

J. Marsh ecology—Juvenile literature. I. 
Parnall, Peter, illus. Tf. Title. 


500 PURE SCIENCE 


KALINA, Sigmund. 574.5°2632 
Three drops of water. Illus. by Charles 
Robinson. [New York] Lothrop, Lee & 
Shepard Co., 1974. p. ISBN 0-688-41547- 
4 [QH96.16.K34] 73-12468 4.25 

1. Fresh-water biology—Juvenile literature. 
2. Stream ecology—-Juvenile literature. 3. 
Water—Pollution—Juvenile literature. T. 
Robinson, Charles, 1931- illus. TI Title. 
Prepared from C.I.P. Library binding 3.94, 
ISBN 0-688-51547-9. 


MODELING the 574.52632 
eutrophication process. Edited by E. Joe 
Middlebrooks, Donna H. Falkenborg fand] 
Thomas E. Maloney. Ann Arbor, Mich., 
Ann Arbor Science Publishers [1973 or 4] 
228 p. illus. 26 cm. ISBN 0-250-40059-6 
Papers of a conference convened at Utah 
State University, Logan. Includes 
bibliographies. [QH96.8.E9M62] 74-76411 
14.50 


1. Eutrophication—Mathematical mode!s-— 
Congresses. 2. Biological models— 
Congresses. I. Middlebrooks, E. J, ed. UI 
Falkenborg, Donna H., ed. IT. Maloney, 
Thomas E., ed. IV. Utah. State University 
of Agriculture and Applied Science, Logan. 


KERSTEN, Helga, 1926- 574.8°732 
Inhibitors of nucleic acid synthesis; 
biophysical and biochemical aspects [by] 
Helga Kersten and Walter Kersten. Berlin, 
New York, Springer-Verlag, 1974. p. em. 
ISBN 0-387-06825-2 (Molecular biology, 
biochemistry, and biophysics, v. 18) 
[QP620.K47] 74-11265 27.90 

1. Nucleic acid _ synthesis. 2 
Antimetabolites. 3. Antibiotics. I. Kersten, 
Walter, 1926- joint author. I. Title. IT. 
Series. 

Prepared from C.I.P. 


KENNEDY, Donald, 
comp. 
Celluiar and organismal biology; readings 
from Scientific American. With 
introductions by Donald Kennedy. San 
Francisco, W. H. Freeman [1974] 355 p. 
illus. 30 cm. ISBN  0-7167-0894-9 
Bibliography: p. [341]-346. [QH604.K46] 
74-775 12.50 
L Cellular control mechanisms—— 
Addresses, essays, lectures. 2. Biological 
control systems——Addresses, ESSAYS, 
lectures. I. Scientific American. II Title. 
Pbk. 6.95, ISBN 0-7167-0893-0. 


1931- 574.876 


TEDESCHI, Henry. 574.876 
Cell physiology: molecular dynamics. New 
York, Academic Press [1974] xiv, 724 p. 
illus. 25 cm. ISBN 0-12-685150-6 Includes 
bibliographies. [QH631.T4] 73-9448 14.50 
1. Ceil physiology. 2. Molecular biology. 


AMERICAN Association for the 
Advancement of Science. 
The species problem. Edited by Ernst 
Mayr. New York, Arno Press, 1974. p. 
em. ISBN 0-405-05749-0 (Natural sciences 
in America) Papers presented at a 
symposium held at the Atlanta meeting of 
the American Association for the 
Advancement of Science, Dec. 28-29, 
1955. Reprint of the 1957 ed. published in 
Washington, D.C. as Publication no. 50 of 
the American Association for the 
Advancement of Science. Includes 
bibliographies. [QH83.A73 1974] 73-17831 
21.00 
I. Species—Congresses. 1. Mayr, Ernst, 
1904- ed. H. Title. II. Series. IV. Series: 
American Association for the 
Advancement of Science. Publication no. 
50. 
Prepared from C.I.P. 


575 


500 PURE SCIENCE 

HYDE, Margaret Oldroyd, 575.1 
1917- 

The new genetics, by Margaret O. Hyde. 

New York, Watts, 1974. ix, 134 p. illus. 21 

cm. ISBN 0-531-02672-8 Bibliography: p. 

110-112. A description of some of the 

results of past genetic research, and a look 

at what may be possible in the future. 

[QH437.5.H9] 74-916 6.95 

1. Genetics—Juvenile literature. I. Title. 


WEISMANN, August, 
1914. f 
The germ-plasm; a theory of heredity. 
Translated by W. Newton Parker and 
Harriet Ronnfeldt. New York, Scribner, 
1893. [New York, AMS Press, 1974] p. 
cm. ISBN 0-404-08191-6 Translation + of 
Das Keimplasma. Original ed. issued in 
series: The Contemporary science series. 
[QH430.W4413 1974] 72-1659 18.50 
1. Genetics. I. Title. 
Prepared from C.I.P. 


FUNDAMENTALS of 576 
microbiology [by] Martin Frobisher [and 
others] 9th ed. Philadelphia, W. B. 
Saunders Co., 1974. xvii, 850 p. illus. 28 
cm. ISBN 0-7216-3922-4 Previous eds. by 
M. Frobisher. First-4th eds. published 
under title: Fundamentals of bacteriology. 
Includes bibliographies. [QR41.2.F84 1974] 
73-88259 16.50 

1. Microbiology. I. Frobisher, Martin, 
1896- Fundamentals of microbiology. 


1834- 575.12 


MITCHELL, Ralph. 576 
Introduction to environmental 
microbiology. Englewood Cliffs, N.J., 


Prentice-Hall [1974] xi, 355 p. illus. 25 cm. 
ISBN 0-13-482489-X (Prentice-Hall series 
in environmental sciences) Includes 
PI ograpiies [QR41.2.M57] 73-19851 


1. Microbiology. 2. Microbial ecology. 3. 
Industrial microbiology. I. Title. 


UNITED States-Japan 576.15 
Conference on Marine Microbiology, 2d, 
University of Maryland, 1972. 

Effect of the ocean environment on 

microbial activities; [proceedings] edited by 

R. R. Colwell and R. Y. Morita. Baltimore, 

University Park Press [1974] p. ISBN 0- 

8391-0702-1 [QR100.U54 1972] 74-8639 

29.50 

d. Microbial ecology—Congresses. I. 

Colwell, Rita R., 1934- ed. H. Morita, 

Richard Y., ed. UI. Title. 

Prepared from C.I.P. 


THOMAS, Meirion. 581.1 
Plant physiology [by] Meirion Thomas, S. 
L. Ranson [and] J. A. Richardson. Sth ed. 
[London], New York Longman [1973] xv, 
1062 p. illus. 25 cm. ISBN 0-582-46013-1 
Bibliography: p. 973-1004. [QK711.2.T47 
1973] 74-174968 23.50 (U.S.) 
I. Plant physiology. I Richardson, John 
Alan, joint author. II. Ranson, S. L., joint 
author. 
DITTMER, Howard James, 581.4 
1910- 
Phylogeny and form in the plant kingdom 
[by] Howard J. Dittmer. With principal 
drawings by Carolyn Dalbey Findley. 
Huntington, N.Y., R. E. Krieger Pub. Co. 
[1974] p. cm. ISBN  0-88275-167-0 
Reprint of the 1964 ed. published by Van 
Nostrand, Princeton, NJ. Includes 
bibliographical references. [QK641.D56 
1974] 74-264 17.50 
1. Botany—Morphology. 2. Phylogeny 
(Botany) I. Title. 
Prepared from C.I.P. 


ORNDUFF, Robert. 581.5°09794 
An introduction to California plant life. 
Berkeley, University of California Press 
[1974] 152 p. illus. 21 cm. ISBN 0-520- 
02583-0 Bibliography: p. 127-141. 
[QK149.073] 73-85793 1.95 (pbk.) 

i. Botany—California—Ecology. I. Title. 
II. Title: California plant life. 


NIEHAUS, Theodore 582°. 13097944 
F 


Sierra wildflowers: Mt. Lassen to Kern 
Canyon, by Theodore F. Niehaus. 
Berkeley, University of California Press 
[1974] 223 p. illus. (part col.) 21 cm. ISBN 
0-520-02742-6 (California natural history 
guides, 32) Bibliography: p. 207-208. 
[QK149.N53] 73-80828 3.95 (pbk.) 

1. Wild flowers—California—Identification. 


2. Wild flowers—Sierra Nevada 
Mountains. I. Title. I. Series. 
WATERS, John Frederick, 1930- 583 


Carnivorous plants, by John F. Waters. 
Illustrated with photos. New York, F. 
Watts, 1974. 60 p. illus. 22 cm. ISBN 0- 
531-02700-7 (A First book) Bibliography: 
57. Describes various insect-eating 
plants including the Venus Flytrap, pitcher 
plants, and bladderworts. [QK917.W28] 
73-21976 3.45 
1. Insectivorous plants—Juvenile literature. 
I. Title. 


MARTIN, Lynne. 5847.15 
The orchid family. Illustrated by Lydia 
Rosier. New York, Morrow [1974] p. cm. 
ISBN 0-688- 21784-2 Bibliography: p. 
[QK495.064M37] 73-23001 3.95 

1. Orchids—Juvenile literature. I. Rosier, 
Lydia, illus. H. Title. 

Prepared from C.I.P. Library edition, 3.78 


BLT ee Millicent Ellis, 584’.2 
12- 

Bulbs, corms, and such, by Millicent E. 
Selsam. Photos. by Jerome Wexler. New 
York, Morrow [1974] p. cm. ISBN 0-688- 
21822-9 A beginning botany book on the 
bulb family of plants describing their 
structure and growth into such flowers as 
daffodils, dahlias, and gladiolas. 
(QK646.S48] 74-5939 4.50 

1. Bulbs (Botany)—Juvenile literature. 2. 
Bulbs—Juvenile literature. 3. Corms— 
Juvenile literature. 4.  Tubers—Juvenile 
literature. I. Wexler, Jerome, illus. H. Title. 
Prepared from C.I.P. Library binding 4.14; 
ISBN 0-688-31822-3. 


SMITH, Lyman B. 584°.22 
Pitcairnioideae (Bromeliaceae), by Lyman 
B. Smith and Robert Jack Downs. New 
York, Published for Organization for Flora 
Neotropica by Hafner Press, 1974. p. cm. 
ISBN 0-02-852491-8 (Flora neotropica, 
monograph no. 14) Bibliography: p. 
[QK495.B76S498] 74-3365 39.95 

i. Bromeliaceae. 2. Botany—Latin 
America. I. Downs, Robert Jack, 1923- 
joint author. II. Organization for Flora 
Neotropica. HI Title. 1V. Series. 


` Prepared from C.I.P. 


CRAMPTON, Beecher. 584.909794 
Grasses in California. Berkeley, University 
of California Press [1974] 178 p. illus. 21 
cm. ISBN 0-520-02507-5 (California 
natural history guides, 33) Bibliography: p. 
171. [QK495.G74C7] 73-80829 3.95 
(pbk.). 

f. Grasses—California——Identification. F. 
Title. II. Series. 


RICHARDSON, David H. 589°.1 
The vanishing lichens; their history, 
biology, and importance [by] D. H. 
Richardson. New York, Hafner Press 


AMERICAN BOOK PUBLISHING RECORD 


ISBN 0-02-850930-7 


[1974] p cm. 
[QK583.R52] 74-2922 


Pibliography: p- 
5.9 


i po I. Title. 
Frepared from C.I.P. 


EING, Robert C. 589’.2°0415 
Bacteria, bacteriophages, and fungi, edited 
ty Robert C. King. New York, Plenum 
Fress [1974] ' p. cm. ISBN 0-306-37611-3 
(His Handbook of genetics, v. 1) Includes 


bibliographies. [QH434.K56] 74-8867 
37.50 

i. Microbial genetics. I. Title. 

Frepared from C.I.P. 

INTERNATIONAL Symposium 589,23 


on Yeast Protoplasts, 3d, Salamanca, 

1972. 

Yeast, mould and plant protoplasts; 
proceedings. Held -at Salamanca, Spain, in 
Oct. 1972. Edited by J. R. Villanueva [and 
athers] London, New York, Academic 
Fress, 1973. xxiv, 381 p. illus. 24 cm. 
ISBN 0-12-722160-3 Includes 
bibliographies: (QR151.156 1972] 73-7040 
19.7 


L  Yeast—Congresses. 2. Protoplasts— 
Congresses. 3. Molds = (Botany)— 
Congresses. I. Rodriguez Villanueva, Julio, 
ed. IT. Title. 


ERIDGES, William, 
1901- 

‘Gathering of animals; an unconventional 

history of the New York Zoological 

“ae New York, Harper & Row [1974] 
cm. ISBN 0-06-010472-4 

ÎQL76. 5.U62N482] 74-1793 12.50 

i. New York (City). Zoological Park— 

History. 2. New York Aquarium-—History. 

I. Title. 

Frepared from C.I.P. 


SHARP, John Anthony. 591’.02°461 
Cells, organs and animals; an approach to 
the basic medical sciences [by] J. A. Sharp. 
Oxford, Blackwell Scientific, 1973. 126, [7] 
p- illus. 24 cm. ISBN 0-632-09020-2 
Includes index. [QH308.2.849] 74-157299 
I. Biology. I. Title. 

Distributed by J. B. Lippincott; 7.50 (pbk.). 


BARKER, David. 591.1°82'08 s 
Muscle receptors, by D. Barker, C. C. 
Eunt [and] A. K. McIntyre. Edited by C. 
C. Hunt. Berlin, New York, Springer- 
Verlag, 1974. p. cm. ISBN 0-387-06891- 0 
(Handbook of sensory physiology, v. III/2) 
Contents.—Barker, D. The morphology of 
muscle receptors.—Hunt, C. C. The 
paysiology of muscle receptors.— 
McIntyre, A. K. Central actions of 
impulses in muscle, afferent fibres. 
Bibliography: p. [QP351.H34 vol. 3, no. 2] 
[QP369] 596’.01’852 74-13983 53.30 

I. Muscle receptors. 2. Neuromuscular 
transmission. I. Hunt, Carlton C., 1918- I. 
Mcintyre, Archibald Keverall, 1913- II. 
Title. IV. Series. 

Prepared from C.I.P. 


MIKHEL’SON, Mikhail 
lAkovlevich. 
4cetylcholine; an approach to the 
molecular mechanism of action, by M. J. 
Michelson and E. V. Zeimal. Translated 
from the Russian by E. Lesser and Mira 
Lesser. Oxford, New York; Pergamon 


590°.744°74723 


591.1°88 


-Press [1973, i.e.1974] xviii, 243 p. illus. 25 


cm. ISBN 0-08-017159-1 (International 
series of monographs in pure and applied 
biology. Division: Modern trends in 
paysiological sciences, v. 38) Translation of 
Atsetilkholin. Bibliography: p. 203-228. 
[QP356.3.M5513 1973] 73-11271 25.50 

I Acetylcholine. 2. Neural receptors. 3. 


SEPTEMBER 30,1974 


Cholinesterase. L Zeimal’, Ella 
Viadislavovna, joint author. IT. Title. 
DAVIS, David Edward, comp. 591.5 


Behavior as an ecological factor, edited by 
David E. Davis. Stroudsburg, Pa., Dowden, 
Hutchinson & Ross [1974] p. cm. ISBN 0 
87933-132-1 (Benchmark papers 

eçoloBy, v. 2) [QL751.6.D38] 74- 3006 


i. Animals, Habits and behavior of— 
Addresses, essays, lectures. 2. Zoology— 
Ecology—Addresses, essays, lectures. I. 
Title. 

Prepared from C.1.P. 


THORPE, William Homan, 
1902- 

Animal nature and human nature [by] W. 
H. Thorpe. [Ist ed.] Garden City, N.Y., 
Anchor Press, 1974. xviii, 435 p. illus. 24 
cm. ISBN 0-385-08241-X Based on the 
Gifford lectures, given by the author, at St. 
Andrews University, 1969-71. 
Bibliography: p. 397-418. [QL751.T52] 73- 
10821 12.50 

1. Animals, Habits and behavior of. 2. 


591.5 


Psychology, Comparative. ` 3. Human 
behavior. I. Title. 
SILVERSTEIN, Alvin. 591.5°24 


Animal invaders: the story of imported 
wildlife [by] Alvin and Virginia Silverstein. 
New York, Atheneum, 1974. p. cm. ISBN 
0-689-30146-4 Describes how animals 
introduced into a new geographic area— 
such as the rabbit in Australia and the 
mongoose in Jamaica—can destroy the 
ecological balance and become pests. 
[QL86.S54] 74-84835 5.95 

1. Animal introduction—Juvenile literature. 
I Silverstein, Virginia B., joint author. I. 
Title. 

Prepared from C.I.P. 


FRISCH, Karl von, 1886- 591.5°6 
Animal architecture [by] Karl von Frisch, 
with the collaboration of Otto von Frisch. 
Translated by Lisbeth Gombich. New 
York, Harcourt Brace Jovanovich [1974] 
p. cm. ISBN 0-15-107251-5 Translation of 
Tiere als Baumeister. "A Helen and Kurt 
Wol book.” [QL756.F7413] 74-10699 
12 

1. Animals, Habitations of. I. Frisch, Otto 
von, joint author. IT. Title. 

Prepared from C.I.P. 


COSGROVE, Margaret. 591.5°9 
Messages and voices; the communication 
of animals. Written and illustrated by 
Margaret Cosgrove. New York, Dodd, 
Mead [1974] 144 p. col. illus. 25 cm. 
ISBN 0-396-06809-X Bibliography: p. 139- 
140. "Explores basic principles behind the 
many methods of animal signal sending” 
such as a pawing hoof, a flick of fin, or a 
whiff of scent. [QL776.C68] 73-2134 4.95 
i. Animal communication—Juvenile 
literature. I. Title. 


STRAUGHAN, Robert P. 591.90942 


Exploring the reef [by] Robert P. L. 
Straughan. Rev. ed. South Brunswick, A. 
S. Barnes [1974] 298 p. illus. (part col.) 32 
cm. ISBN 0-498-01367-7 Bibliography: p. 
293. ĮQL125.S77 1974] 73-689 17.50 

I. Coral reef fauna. 2. Corals. 3. Marine 
aquariums. Ù Title. 


BRIGGS, John C. 591.9°2 
Marine zoogeography [by] John C. Briggs. 
New York, McGraw-Hill [1974] x, 475 p. 
illus. 24 cm. ISBN  0-07-007800-9 
(McGraw-Hill series in population biology) 
Includes bibliographies. [QL121.B77] 73- 
14502 25.00 


L Marine fauna—Geographical 
distribution. I. Title. 

FAY, Hermann. 591.92 
My sea. Illustrated by Hermann Fay. 
Northbrook, Ill., Hubbard Press [1974] p. 
cm. ISBN 0-8331-0021-1 Brief text and 
illustrations identify a variety of sea 
animals including the albatross, dolphin, 
eel, starfish, and walrus. [QL121.F28] 73- 
85997 3.95 

i. Marine fauna—Juvenile literature. I. 
Title. 

Prepared from C. L P. 


BARTON, Benjamin Smith, 
1766-1815. 

Notes on the animals of North America. 

Edited with an introd. by Keir B. Sterling. 

New York, Arno Press, 1974. p. cm. 

ISBN 0-405-05719-9 (Natural sciences in 


591.97 


America) Photoreproduction of the 
manuscript in 1792 in Philadelphia 
accompanied by a typescript of the 


manuscript. [orisi B37 1974] 73-17801 
8.00 

1. Zoology—North America. I. Title. II. 
Series. 

Prepared from C.I.P. 


BARNES, Robert D. 592 
Invertebrate zoology [by] Robert D. 
Barnes. 3d ed. Philadelphia, Saunders, 
1974. xii, 870 p. ilus. 27 cm. ISBN 0- 
7216-1562-7 Includes bibliographies. 
[QL362.B27 1974] 73-89172 14.48 

1. Invertebrates. I. Title. 


JONES, Alick Rowe. 593.172 
The ciliates [by] A. R. Jones. New York, 
St. Martin’s Press [1974] 207 p. ilus. 23 
cm. (Biological sciences) Bibliography: p 


[i84 198. [QL368.A22J66 1974b] 7: 
87077 8.95 ‘ 

1. Ciliata. I. Title. 

LAUBER, Patricia. 593.47 


Life on a giant cactus, Champaign, Ill., 
Garrard Pub. Co. [1974] p. cm. ISBN 0- 
8116-6101-6 (Good earth) Describes the 
life cycle of the biggest cactus, the saguaro, 
which grows only in the Sonoran Lesert of 
Arizona and Mexico. [QK495.C115L38]} 
74-4479 3.48 (lib. bdg.) 

I. Saguaro—Juvenile literature. 2. Desert 
ecology—Sonoran Desert-—Juventle 
literature. 3. Sonoran Desert-—Juvenile 
literature. I. Title. 

Prepared from C.I.P. ’ 


MORRIS, Percy A., 1899- 594.047 
A field guide to Pacific coast shells, 
including shells of Hawaii and the Gulf of 
California, by Percy A. Morris. 2d ed., rev. 
and enl. Boston, Houghton Mifflin [1974, 
c1966] xxxiii, 297 p. illus., 72 plates (part 
col.) 19 cm. ISBN 0-395-18322-7 (The 
Peterson field guide series, 6) Published in 
1952 and 1966 under title: A field guide to 
shells of the Pacific coast and Hawaii. 
Bibliography: p. 269-270. [QL417.M72 
1974] 73-14605 3.95 (pbk.). 

1. Shells—Pacific Coast (North America)— 
Identification. 2, Shells—Hawati— 


Identification. I. Title. 


RUSSELL, Solveig Paulson. 595’.3 
The crusty ones; a first look at crustaceans. 
Illustrated by Lawrence Di Fiori. New 
York, H. Z. Walck [1974] p. cm. ISBN 0- 
8098-1226-6 Surveys the class of animals 
called crustaceans describing their 
characteristics, habitats, scructure, 
development, and importance in the food 
cycle. [QL437.2.R87] 74-6028 4.95 

I. Crustacea—Juvenile literature. I Di 
Fiori, Lawrence, illus. H. Title. 

Prepared from C.I.P. 


§00 PURE SCIENCE 


CLOUDSLEY-THOMPSON, J. L. 595.44 
Spiders and scorpions, by J. L. Cloudsley- 
Thompson. Illustrated by Joyce Bee. New 
York, McGraw-Hill [1974] p. Introduces 
the characteristics and habits of some 
common spiders and scorpions in the 
United States. [QL458.4.C55] 74-9546 
33 : 


L Spiders—Juvenile literature. 2 


Scorpions—Juvenile literature. F. Bee, 
Joyce, illus. H. Title. 
Prepared from C.I.P. 
WEBSTER, David, 1930- 595.7°71 


Let’s find out about mosquitoes. Pictures 
by Arabelle Wheatley. New York, Watts, 
1974. p. ISBN 0-531-02740-6 Introduces 
the physical characteristics and habits of 
the mosquito. [QL536.W43] 74-4154 3.45 
(lib.. bdg.) 

1. Mosquitoes—Juvenile literature. T. 
Wheatley, Arabelle, illus. II. Title. 
Prepared from C.I.P. 


PYLE, Robert 

Michael. 
Watching Washington butterflies; an 
interpretive guide to the State’s 134 
species, including most of the butterflies of 
Oregon, Idaho, and British Columbia. 
Foreword by Roger Tory Peterson. With 
64 color photos. by the author. [Seattle] 
Seattle Audubon Society [1974] viii, 109 p. 
illus. (part col.) 19 cm. ISBN 0-914516-03- 
5 (The Trailside series) [QL551.W2P94] 
73-94500 3.95 (pbk.). 


595.7°89°09797 


l. SButterflies—Washington (State) 2. 
Butterflies— Washington (State}— 


Identification. I. Seattle Audubon Society. 
II. Title. JII. Title: Butterflies. IV. Series. 


DICKSON, Naida. 595.799 
The biography of a honeybee. Illustrated 
by L’Enc Matte. Minneapolis, Lerner 
Publications Co. [1974] 31 p. illus. 25°cm. 
ISBN 0-8225-0292-5 Traces the life of a 
honeybee from her birth in a wax cell to 
her death in a flower. [QL568.A6D47 
1974] 73-11976 3.95 (lib. bdg.) 

1. Bees—Juvenile literature. I. Matte, 
L’Enc, illus. IT. Title. 


MICHENER, Charles 
Duncan, 1918- 

The social behavior of the bees; a 
comparative study, by Charles D. 
Michener. Cambridge, Mass., Belknap 
Press of Harvard University Press, 1974. 
xii, 404 p. illus. 26 cm. a 0-674-81175- 
5 Bibliography: 375-394, 
[QL568. A6M357] 13. 87379 25.00 

1. Bees—Behavior. 2. Social behavior. in 
animals. J. Title. 


SYMPOSIUM on 596'.01'88 
Cholinergic Receptors, Columbus, Ohio, 
1973. 

Neurochemistry of cholinergic receptors. 

Editors: Eduardo de Robertis [and] Jochen 


595.7°99°045 


Schacht. New York, Raven Press 
Publishers [1974} vi, 146 p. illus. 25 cm. 
ISBN 0-911216-66-9 “An American 


Society for Neurochemistry monograph.” 
*Contributions .. presented as part of a 
symposium at the Fourth Meeting of the 


American Society for Neurochemistry, 
March 11-15, 1973, in Columbus, Ohio.” 
Includes bibliographical references. 


[QP363.893 1973] 73-91105 11.50 

I. Cholinergic receptors—-Congresses. 2. 
Neurochemistry—Congresses. I. Robertis, 
Eduardo D. P. de, ed. H. Schacht, Jochen, 
ed. li. American Society for 
Neurochemistry. IV. Title. i 


MORROW, James 
Edwin, 1918- 
Illustrated keys to the fresh-water fishes of 


597.0929°798 


500 PURE SCIENCE 


Alaska, by James E. Morrow. Anchorage, 
Alaska Northwest Pub. Co. [1974] 78 p. 
illus. 14 x 21 cm. ISBN 0-88240-029-0 
[QL628.A4M67] 74-77721 2.95 (pbk.) 

1. Fishes—Alaska—Identification. I. Title. 


SCHARP, Hal. $97°.31 
Shark safari. South Brunswick, A. S. 
Barnes [1974] p. cm. ISBN 0-498-01459-2 
Bibliography: p. [QL638.9.528] 73-22602 
9.9 


I. Sharks. 2. Shark fishing. I. Title. 
Prepared from C.I.P. 


GURDON, J. B. 597.8 
The control of gene expression in animal 
development [by] J. B. Gurdon. 
Cambridge, Mass., Harvard University 


Press, 1974. 160 p. illus. 22 cm. ISBN 0- 
674-16975-1 Bibliography: p. [137]-155. 
[QH450:G87] 74-76589 6.50 (pbk.) 

J. Gene expression. 2. Developmental 
genetics. 3. Genetic regulation. I. Title. 


BROWN, Vinson, 1912- 598.1°0978 
Reptiles & amphibians of the West. 
(Healdsburg, Calif.] Naturegraph Publishers 
[1974] 79 p. illus. (part col.) 22 cm. ISBN 
0-87961-029-8 Bibliography: p. 74. A guide 
to the characteristics and habits of lizards, 
snakes, turtles, tortoises, frogs, toads, 
newts, and salamanders of the western 
states with instructions for their capture 
and care. [QL653.W4B76] 74-3204 6.25 

1. Reptiles—The West. 2. Amphibians— 
The West. I. Title. 


SHAW, Charles E. 598.1°2’0978 
Snakes of the American West [by] Charles 
E. Shaw and Sheldon Campbell. [lst ed.] 
New York, Knopf; [distributed by Random 
House] 1974. xii, 328 p. illus. (part col.) 24 
cm. ISBN 0-394-48882-2. Bibliography: p. 
271-280. [QL665.S5 1974] 73-7304 12.50 
i. Snakes—The West. 2. Reptiles—The 
West. I. Campbell, Sheldon, joint author. 
H. Title. 


LOCKLEY, Ronald 
Mathias, 1903- 
Ocean wanderers, by R. M. Lockley. 
Harrisburg [Pa.] Stackpole Books [1974] 
p. ISBN 0-8117-1133-1 Bibliography: p. 
[QL673.L7] 74-9641 10.00 

1. Sea birds. 2. Sea birds—Behavior. 1. 
Title. 

Prepared from C.I.P. 


598.2°924 


CAMPBELL, Bruce, 1912- 
comp. 

The Countryman bird book, edited by 
Bruce and Margaret Campbell. Newton 
Abbot, David & Charles [1974] 194 p. 
llus. 22 om. ISBN  0-7153-6418-9 
Selections from The Countryman 
magazine. [QL690.G7C295] 74-170494 

1. Birds—Great Britain—Addresses, essays, 
lectures. I. Campbell, Margaret, Joint 
author. II. The Countryman (Idbury) IH. 
Title. 

Distributed by David & Charles, Vermont; 
10.50. 


398.2942 


BAIRD, Spencer i 
Fullerton, 1823-1887. 
The birds of North America [by] Spencer 
Fullerton Baird, John Cassin [and] George 
N. Lawrence. New York, Arno Press, 
1974, p. om. ISBN 0-405-05715-6 
(Natural sciences in America) Reprint of 
the 1860 ed. published by Lippincott, 
Philadelphia. Bibliography: p. [QL681.B138 
1974] 73-17799 55.00 (2 vols.) 
1. Smithsonian Institution. 2. Birds—North 


598.2°97 


America. 3. Birds—Catalogs and 
collections. I. Cassin, John, 1813-1869, 
joint author. H. Lawrence, George 


7A 


Newbold, 1806-1895, joint author. IMI. 
Title. IV. Sertes. 
Prepared from C.I.P. 
BAIRD, Spencer 598.297 
Fullerton, 1823-1887. 
A history of North American birds: land 
birds [by] Spencer Fullerton Baird, Thomas 
M. Brewer [and] Robert Ridgway. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-05711-3 (Natural sciences in America) 
Reprint of the 1874 ed. published by 
Little, Brown, Boston. [QL681.B16 1974] 
73-17798 102.00 (3 vols.) 
1i. Birds—North America. [. Brewer, 
Thomas Mayo, 1814-1880, joint author. IT. 
Ridgway, Robert, 1850-1929, joint author. 
II. Title. IV. Series. 
Prepared from C.I.P. 


BONAPARTE, Charles 598.2°973 
Lucien Jules Laurent, prince de Canino, 
1803-1857. 

American ornithology; or, The natural 

history of birds inhabiting the United 

States, not given by Wilson. New York, 

Arno Press, 1974. p. em. ISBN 0-405- 

05721-0 (Natural sciences in America) 

Reprint of the 1825 ed. of v. 1 published 

by S. A. Mitchell, Philadelphia, and of 

1828-33 ed. of v. 2-4 published by Carey, 

Lea & Carey, Philadelphia. [QL682.B66 

1974] 73-17804 27.00 (4 vols. in one.) 

1. Birds—United States. 2. Birds—United 


States—Pictorial works. T. Wilson, 
Alexander, 1766-1813. American 
ornithology. If. Title. IH. Series. 

Prepared from C.I.P. 

CONTRIBUTIONS to the 598.2973 


history of American ornithology. Introd. 
by Keir B. Sterling. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-05727-X 
(Natural sciences in America) 
[QL682.C66] 73-17810 19.00 

1. Ornithology—United Stetes—History— 


-Addresses, essays, lectures. I. Title. II. 


Series. 
Prepared from C.I.P. Contents omitted. 


COUES, Elliott, 1842- 598.2978 
1899. 
Birds of the Northwest. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-05731-8 
(Natural sciences in America) Reprint of 
the 1874 ed. published by the U.S. Govt. 
Print. Off., Washington, which was issued 
as Miscellaneous publications no. 3 of the 
U.S. Geological Survey of the Territories. 
[QL682.C68 1974] 73-17815 40.00 
1. Birds—United States. I. Title. I. Series. 
III. Series: United States. Geological and 
Geographical Survey of the Territories. 
Miscellaneous publications, no. 3. 
Prepared from C.I.P. 


COUES, Elliott, 
1842-1899. 
Birds of the Colorado Valley. Part first: 
Passeres to  Lanuda, bibliographical 
appendix. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-05730-X (Natural 
sciences in America) Reprint of the 1878 
ed. published by the U.S. Govt. Print. Off., 
Washington, which was issued as 
Miscellaneous publications no. 11 of the 
U.S. Geological Survey of the Territories. 

[QL683.C63C68 1974] 73-17814 41.00 

I. Birds—Colorado Valley. I. Title. II 
Series. Ill. Series: United States. 
Geological and Geographical Survey of the 
Territories, Miscellaneous publications, no. 
IL. : 
Prepared from C.I.P. 


598.2°9791°3 


CALIFORNIA. State 
Geologist. 
Ornithology. v. I: Land birds [by] James 


598.2°9794 


AMERICAN BOOK PUBLISHING RECORD 


Graham Cooper. New York, Arno Press, 
1974. ISBN 0-405-05728-8 (Natural 
sciences in America) Edited by S. F. Baird 
from the’ manuscript and notes of J. G. 
Cooper. No more published. Reprint of the 
1870 ed. published by the University Press, 
Cambridge, Mass., by authority of the 


Legislature of California. [QL684.C2C7 
1974] 73-17812 30.00 
I. Birds—California. I. Cooper, James 


Graham, 
Fullerton, 
Series. 
Prepared from C.I.P. 


1830-1902. H. Baird, Spencer 
1823-1887, ed. HI. Title. IV. 


WILSON, Scott 598.2°9969 
Barchard. 
Aves Hawaiienses: the birds of the 


Sandwich Islands, by Scott B. Wilson, 
assisted by A. H. Evans. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-05771-7 
(Natural sciences in America) Reprint of 
the 1890-99 ed. published by R. H. Porter, 
London. [QL694.H3W5 1974] 73-17848 
20.00 

1. Birds—Hawat. I. Evans, Arthur 
Humble, joint author. IT. Title. UHI. Series. 
Prepared from C.I.P. . 


MERNE, Oscar J. 598.4'1 
Ducks, geese, and swans, by Oscar J. 
Merne. Illustrated by Helen Haywood. 
New York, St. Martin’s Press [1974] 160 
p. col. illus. 20 cm. Bibliography: p. 156. 
[QL696.A52M47 1974] 73-77759 6.95 

1. Waterfow!—Identification. I. Title. 


CALLAHAN, Philip S., 598.971 
1923- 
The magnificent birds of prey, by Philip S. 
Callahan. New York, Holiday House 
[1974] p- ISBN 0-8234-0248-7 
Bibliography: p. Explores the 
characteristics, habitat, habits,.and use in 
sport of various kinds of birds of prey. 
Also discusses their appearance in art and 
mythology and their need for protection. 
[QL696.F3C34] 74-7571 6.95 
1. Birds of prey—Juvenile literature. I. 
Title. 
Prepared from C.I.P. 


LAVINE, Sigmund A. 598.9'1 
Wonders of the eagle world [by] Sigmund 
A. Lavine. New York, Dodd, Mead [1974] 
64 p. illus. 24 cm. ISBN 0-396-06911-8 
(Dodd, Mead wonders books) Presents the 
szharacteristics and habits of a variety of 
zagles discussing their relationship to man 
and their role in nature, art, history, and 
legend. [QL696.F32L36] 73-17866 4.50 

1. Eagles—-Juvenile literature. 1. Title. 


BRADY, Irene. 598.9°7 
Ow/let. Illustrated by the author. Boston, 
Houghton Mifflin, 1974. p. ISBN 0-395- 
18519-X Chronicles the life of a great 
norned owl from the time he is hatched 
antil he mates and begins his own family. 
"QL696.S83B7] 74-5483 4.95 

1. Horned owl—Juvenile literature. I. Title. 
Prepared from C.I.P. 


WIEDEMAN, Mary P. $99°.01'1 
Microcirculation, edited by Mary P. 
Wiedeman. Stroudsburg, Pa., Dowden, 


Hutchinson & Ross [1974] xi, 429 p. illus. 
26 cm. ISBN 0-87933-066-X (Benchmark 
apers in human physiology, v. 3) Includes 
bibliographies. [QP106.6.W53] 73-22327 
20.00 


1.  Microcirculation—Addresses, essays, 
tectures. I. Title. : 
MYCARDIAL biology. 599°.01°16 


Edited by Naranjan S. Dhalla. Baltimore, 
University Park Press [1973, c1974] xi, 
314 p. illus. 24 cm. ISBN 0-8391-0698-X 


SEPTEMBER 30,1974 


(Recent advances in studies on cardiac 
structure and metabolism, -v. 4) 
Proceedings of the fifth annual meeting of 
the. International Study Group for 
Research in Cardiac Metabolism, 27-30th 
June, 1972, Winnipeg.” Organized by the 


Faculty of Medicine, University of 
Manitoba. [RC667.R4 vol. 4] 73-9809 
39.50 


1. Heart—Muscle--Congresses. 2. Heart— 
Diseases—Congresses. 3. Cardiovascular 
agents-—Congresses. I. Dhalla, Naranjan S. 
ed. II, International Study Group for 
Research in Cardiac Metabolism. II. 
Manitoba. University. Faculty of Medicine. 
IV. Title. V. Series. 


MOLECULAR mechanisms 599’.02°9 s 
of complement. Papers by M. Loos, W. 
Opferkuch, James J. Thompson, et al. New 
York, MSS Information Corp. [1974] p. 
cm. ISBN 0-8422-7230-5 (MSS series on 
complement, v. 2) [QR185.8.C6M17 vol. 
2] 599°.02°9 74-8409 15.00 

1. Complements (Immunity)—Addresses, 
essays, lectures. I. Loos, M. I. Opferkuch, 
W. IIL, Thompson, James J. IV. Title. V. 
Series. 

Prepared from C.I.P. 


RESOLUTION, 599’.02’9 s 
properties, and genetic aspects of 
complement. Papers by Kunio Yonemasu, 
Carlos R, Sledge, David H. Bing, et al. 
New York, MSS information Corp. [1974] 
p. em. ISBN 0-8422-7229-1 (MSS series 
on complement, v. 1) [QR185.8.C6M17 
vol. 1] 599’.02°9 74-8406 15.00 

1. Complements (immunity)—Addresses, 
essays, lectures. J. Yonemasu, Kunio. II. 
Sledge, Carlos R. HI. Bing, David H. IV. 
Title. V. Series. 

Prepared from C.I.P. 


LARSON, Bruce Linder, 
27- 

Lactation: a comprehensive treatise, edited 
by Bruce L. Larson and Vearl R. Smith. 
New York, Academic Press, [1974] v. 
illus. 24 cm. Contents.— —v. 3. 
Nutrition and biochemistry of milk. 
Maintenance. Includes bibliographies. 
[QP246.L38] 73-5298 35.00 (v. 1); 31.50 
(v. 2); 30.00 (v. 3.) 

1. Lactation. 2. Milk. 3. Mammary glands. 
I. Smith, Vearl Robert, 1914- joint author. 
IT. Title. 


ZAPUN, Simone. 599.05 
Games animals play. Illustrated by Greg 
and Tim Hildebrandt. New York, Platt & 
Munk [1974] 61 p. col. illus. 32 cm. ISBN 
0-8228-7080-0 (A Child guidance book) 
Introduces in brief text and illustrations 
the special characteristics and behavior of 
such animals as the zebra, giraffe, swan, 
toad, and caribou. [QL751.5.Z36] 73- 
19467 2.95 (lib. bdg.). 

l. Animals, Habits and behavior of— 
Juvenile literature. I. Hildebrandt, Greg, 
illus. II. Hildebrandt, Tim, illus. IH. Title. 


AUDUBON, John James, 599.097 
1785-1851. 
The quadrupeds of North America, by 
John James Audubon and John Eachman. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-05706-7 (Natural sciences in 
America) First published under title: The 
viviparous quadrupeds of North America. 
Reprint of the 1854 ed. published by V. G. 
Audubon, New York. [QL715.A92 1974] 
73-17796 75.00 (3 vols.) 
1. Mammals—North America—FPictorial 
works, I. Bachman, John, 1790-1874, joint 
author. IT. Title. II. Series. 
Prepared from C.I.P. 


599.03 


LYON, Marcus Ward, 
1875- 
Mammals of Indiana [by] Marcus Ward 
Lyon, Jr. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-05747-4 (Natural sciences 
in America) Reprint of the 1936 ed. 
published hy The University Press, Notre 
Dame, Ind. Bibliography: p. [QL719.I6L9 


599°.09°772 


- 1974] 73-17829 22.00 


I. Mammals—Indiana. I. Title. II. Series. 
Prepared from C.I.P. 


MIZUMURA, Kazue. 599.2 
Opossum. New York T. Y. Crowell [1974] 
33 p. illus. 21 cm. ISBN 0-690-00396-X 
[M34M58] 73-13514 3.95 

1. Opossums—Juvenile literature. I. Title. 


LOCKLEY, Ronald Mathias, 599.322 
: 1903- 


The private life of the rabbit; an account of 
the life history and social behaviour of the 
wild rabbit [by] R. M. Lockley. [lst 
American ed.] New York, Macmillan 
[1974, ¢c1964] p. ISBN 0-02-573900-X 
Bibliography: p. [QL737.L32L6 1974] 74- 
8855 6.95 

1. Rabbits. I. Title. 

Prepared from C.I.P. 


LOSKOTA, William James. 599’.3233 
A stereotaxic atlas of the Mongolian gerbil 
brain (Meriones unguiculatus) [by] William 
James Loskota, Peter Lomax [and] M. 
Anthony Verity. Ann Arbor, Mich., Ann 
Arbor Science [1974] 157 p. (chiefly illus.) 
29 cm. ISBN 0-250-40040-5 Bibliography: 
p. aye tee: [QL737.R638L67] 73-90417 
7.50 


2. Brain— 
1928- joint 


1. Meriones unguiculatus. 
Atlases. I Lomax, Peter, 


author. IH. Verity, M. Anthony, joint 
author. II. Title. 
CONKLIN, Gladys Plemon. 599.51 


Journey of the gray whales, by Gladys 
Conklin. Ilustrated by Leonard Everett 
Fisher. New York, Holiday House [1974] 
p. cm. ISBN 0-8234-0244-4 Follows the 
activities of a mother whale and her calf 
from the latter’s birth to his weaning as 
they migrate up the California coast to the 
Bering Sea. [QL737.C425C66] 74-5445 
-50 


1. Pacific gray whale—Juvenile literature. 
I. Fisher, Leonard Everett, illus. I. Title. 
Prepared from C.I.P. 


YOUNG, Jim. 599’.51 
When the whale came to our town. Photos. 
by Daniel Bernstein. New York, Knopf 
[1974] p. cm. ISBN 0-394-82810-0 The 
true story of a whale washed ashore on 
Cape Cod as experienced by a little boy. 
[QL795.W5Y68] 74-159 4.50 

1. Whales—Juvenile literature. I. Bernstein, 
Daniel, illus. If. Title. 

Prepared from C.I.P. Library binding; 4.99, 
ISBN 0-394-92810-5. 


CATON, John Dean, 1812- 
189 

The antelope and deer of America. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-05723-7 (Natural sciences in America) 
Reprint of the 1877 ed. published by Hurd 
and Houghton, New York. 
[QL737.U55C35 1974] 73-17806 22.00 

i. Deer—North America. 2. Pronghorn 
antelope. 3. Mammals—North America. I 
Title. If. Series. 

Prepared from C.I.P. 


ALLEN, Joel Asaph, 
1838-1921. 

The American bisons, living and extinct. 

New York, Arno Press, 1974. p. cm. 

ISBN 0-405-05701-6 (Natural sciences in 


599°.7357 


599.7358 


500 PURE SCIENCE 


America) Reprint of the 1876 ed. 
published by University Press, Cambridge, 
which was issued as v. 4, no. 10 of the 
Memoirs of the Museum of Comparative 
Zoology Harvard College. 
[QL737. U53A44 1974] 73-17790 17.00 

1. Bison, American. I. Title. II Series. HI. 
Series: Harvard University. Museum of 
Comparative Zoology. Memoirs, v. 4, no. 
10. 


Prepared from C.I.P. 


WATERS, John Frederick, 
Camels: ships of the desert, by John F. 
Waters. Illustrated by Reynold Ruffins. 
New York, Crowell [1974] 33 p. illus. (part 
col.) 21 x 23 cm. ISBN 0-690-00394-3 
(Let’s-read-and-find-out science books) 
Describes the physical characteristics of 
camels that enable them to withstand the 
heat of the desert for days at a time 
without water. [QL737.U54W37] 73-14514 
3.95 

1. Camels—Juvenile literature. I. Ruffi ins, 
Reynold, illus. I, Title. 

Library binding 4.60, ISBN 0-690-00395-1. 


CATS. 599’.74428 
Glasgow, Collins; New York, G. P. 
Putnam’s Sons [1974] 108 p. illus. (part 
col.) 33 cm. (Animal world series) 
[QL737.C23C36 1974] 73-85369 7.95 

1. Felidae—Fictorial works. 


HANCOCK, Sibyl. 599°.74446 
The grizzly bear. Illustrated by Nancy 
McGowan. Austin, Tex., Steck-Vaughn 
[1974] 30 p. illus. (part col.) 24 cm. ISBN 
0-8114-7762-2 (Endangered animals) 
(Steck-Vaughn wildlife series) Describes 
the physical characteristics, habits, and 
natural environment of the giant bear that 
has become an endangered species. 
[QL737.C27H36] 73-16042 4.25 

1. Grizzly bear—Juvenile literature. I. 
McGowan, Nancy, illus. If. Title. 


ATEN, Joel Asaph, 1838- 
1921. 

History of the North American pinnipeds, 
a monograph of the walruses, sea-lions, 
sea-bears, and seals of North America. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-05702-4 (Natural sciences in 
America) Reprint of the 1880 ed. 
published by the U.S. Govt. Print. Off., 
Washington, which was issued as 
Miscellaneous publications no. 12 of the 
U.S. Geological and Geographical Survey 
of the Territories. [QL737.P6A4 1974] 73- 
17792 40.00 

i. Pipnipedia—North America. 2. 
Mammals—North America. L Title. IT. 
Series. II. Series: United States. 
Geological and Geographical Survey of the 
Territories, Miscellaneous publications, no. 
Z. 


Prepared from C.LP. 


COUSTEAU, Jacques Yves. 599.745 
Diving companions: sea lion——elephant 
seal—walrus [by] Jacques-Yves Cousteau 
and Philippe Diole. Translated from the 
French by J. F. Bernard. [ist ed.] Garden 
City, N.Y., Doubldeay, 1974. p. cm. ISBN 
0-385-00031-6 (The Undersea discoveries 
of Jacques-Yves Cousteau) Translation of 
Compagnons de plongee. Bibliography: p. 
(QL737.P6C6813] 73-20508 10.95 

1. Sea lions. 2. Elephant seals. 3. Walruses. 
I. Dioie, Philippe, joint author. I. Title. 
Prepared from C.I.P, 


SIMONDS, Paul E., 
1932- 

The social primates [by] Paul E. Simonds. 

New York, Harper & Row [1974] ix, 258 


599.736 


599.745 


599.8045 


600 TECHNOLOGY 


p. illus. 24 cm. ISBN  0-06-046165-9 

(Animal behavior series) Bibliography: p. 

Pee [QL737.P9S49] 73-13300 7.95 
bk.) 


1. Primates—Behavior. 2. Social behavior 
in animals. I. Title. IT. Series. 


600 TECHNOLOGY 


MORISON, Elting Elmore. 609.73 
From know-how to Nowhere; the 
development of American technology [by] 
Elting E. Morison. New York, Basic Books 
[1974] p cm. ISBN 0-465-02580-3 
Bibliography: p. [T21.M7] 74-79279 8.95 

1. Technology—History—United States. I. 
Title. 

Prepared from C.I.P. 


Medicine 610-619 


THE Medicine show, 610 
by the editors of Consumer reports. [New 
York] Pantheon Books [1974] p. ISBN 0- 
394-49577-2 [RC81.M496 1974] 74-10418 
8.50; 3.50 (pbk.). 

1. Medicine, Popular. 2. Quacks and 
quackery. 3. Cosmetics. I Consumer 
reports. 

Prepared from C.I.P. 


ie Harry Elliot, 
2- 

Handbook of biomedical instrumentation 
and measurement [by] Harry E. Thomas. 
Reston, Va., Reston Pub. Co. [1974] p. 
cm. ISBN 0-87909-323-4 [R856.T45] 74- 
13804 16.95 

1. Medical instrumentis and apparatus. 2. 


610°.28 


Medical _ electronics—-Equipment and 
supplies. I. Title. 

Prepared from C.I.P. 

NELSON, James S. 610.711 


Medical school admission: a systematic 
guide [by] James S. Nelson. Chicago, H. 
Regnery Co. [1974] x, 126 p. illus. 28 cm. 
PAN 0-8092-9265-3 [R735.N37] 73-20691 
8.9 


1 Medical colleges—Entrance 


requirements. E Medical colleges— 
Admission. I. Titl 

Pbk. 3.95, ISBN 0. 8092-9265-3 

THE Way ahead in 610°.7°15 


postgraduate medical education; papers by 
Stanley Clayton [and others]. Edited by 
Gordon McLachlan. London, New York, 
Published for the Nuffield Provincial 
Hospitals Trust by the Oxford University 
Press, 1974. x, 113 p. 22 cm. ISBN 0-19- 
721381-2 (Occasional hundreds, 7) Papers 
presented at a meeting held in Pembroke 
College, Oxford, 1973. [R840.W38] 74- 
172756 4.00 (pbk.) 

I. Graduate medical education- -Great 
Britain—Congresses. 2. Postgraduate 
medical education— Great Britain— 
Congresses. I. Clayton, Stanley George. II. 
McLachlan, Gordon, ed. 


RIEHL, Joan P. 610.73 
Conceptual models for nursing practice 
[edited by] John P. Riehl [and] Callista 
Roy. Foreword by: Rheba de Tornyay. 
[New S Appleton-Century-Crofts, 
1974] p. cm. ISBN  0-8385-1201-1 
[RT42.R49] 74-13721 8.95 

i. Nurses and nursing. I. Roy, Callista, 
joint author. If, Title. 

Prepared from C.I.P. 


O'BRIEN, Maureen J. 
Communications and 


610.73019 
relationships in 


=n 


nursing [by] Maureen J. O’Brien. Saint 
Louis, Mosby, 1974. xi, 179 p. illus. 22 
cm. ISBN 0-8016-3691-4 Bibliography: p. 
167-172. [RT42.027] 73-22244 4.95 
(pbk.). ‘ 
i. Nurses and nursing. 2. Communication 
in medicine. I. Title. 


ROBINSON, Alice M. 610.73023 
Your future in nursing careers, by Alice 
M. Robinson and Mary E. Reres. New 
York, Arco [1974, c1972] v, 113 p. illus. 
21 cm. ISBN 0-668-03429-7 (Arco-Rosen 
Career Guidance Series) Bibliography: p. 
112-113. Summary: Examines the history 
of nursing, the variety of nursing careers, 
and the educational and legal requirements 
for them. [RT82.R56] 1.95 (pbk.) 

1. Nursing as a profession. I. Reres, Mary 
E., joint author. I. Title. 

L.C. card number for original edition: 72- 
75218 


KRAMER, Marlene. 610.73°0692 
Reality shock; why nurses leave nursing. 
Saint Louis, C. V. Mosby Co., 1974. xi, 
249 p. illus. 26 cm. ISBN 0-8016-2741-9 
Includes bibliographies. [RT42.K7] 73- 
22243 7.50 

1. Nurses and nursing. 2. Nursing as a 
profession. I. Title. 


COHN, Helen. 610.7343076 
Manual for nurses in family and 
community health [by] Helen Cohn [and] 
Joyce E. Tingle. With forewords by Doris 
E. Roberts and Ruth B. Freeman. 2d ed. 
Boston, Little, Brown [1974] xvi, 99 I. 
forms. 28 em. [RT97.C54 1974] 73-17662 
6.95 (pbk.). 

I. Public health nursing. 2. Family 
medicine. I, Tingle, Joyce E., joint author. 
IlL Title. 


DEELEY, Thomas J. 610.73°6 
A guide to oncological nursing [by] T. J. 
Deeley, E. J. Fish [and] M. A. Gough. 
Edinburgh, Churchill Livingstone, 1974. 
xv, 212 p, illus. 22 cm. ISBN 0-443-01089- 
7 (Livingstone nursing texts) Label 
mounted on p. [2] of cover: Distributed in 
the U.S.A. by Longman Ine., New York. 
Includes index. [RC266.D43] 73-92737 
6.50 (pbk.). 

1. Cancer nursing. I. Fish, Elizabeth 
Janice, joint author. II. Gough, Miriam 
Aurelia, joint author. II. Title. 


LOWRY, Iva Marie. 610.736 B 
Second landing. Philadelphia, Dorrance 
[1974] 53 p. 22 cm. ISBN 0-8059-1978-3 
[RT37.L68A33] 73-93146 3.95 

1. Lowry, Iva Marie. 2. Nurses and 
nursing. 1. Title. 


HAMILTON, Persis Mary. 610.73°62 
Basic pediatric nursing. 2d ed. Saint Louis, 
Mosby, 1974. ix, 480 p. 26 cm. ISBN 0- 
8016-2037-6 Includes bibliographies. 
(RJ245.H28 1974] 73-22273 7.95 

1. Pediatric nursing. I. Title. 


HYMOVICH, Debra P. 610.7362 
Nursing of children: a family-centered 
guide for study [by] Debra P. Hymovich. 
2d ed. Philadelphia, Saunders, 1974. x, 432 
p. illus. 27 cm. ISBN 0-7216-4951-3 
Includes bibliographies. [RJ245.H9 1974] 
74-4568 6.95 

1. Pediatric nursing. 2. Children—Care and 
hygiene. I. Title. 


LIPKIN, Gladys B. 610.73678 
Psychosocial aspects of maternal-child 
nursing [by] Gladys B. Lipkin. Saint Louis, 
Mosby, 1974. x, 160 p. illus. 25 cm. ISBN 
0-8016-3020-7 Bibliography: p. 148-150. 
[RG951.L56] 73-19603 6.50 
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i. Obstetrical nursing. 
Psychological aspects. 


2. Pregnancy— 
3. Childbirth— 


Psychology. 4. Children—Care and 
hygiene. I Title. 
CRAWFORD, Annie Laurie. 610.7368 


Psychiatric nursing; a basic manual, by 
Annie Laurie Crawford and Barbara Boring 
Buchanan. Ed. 4. Philadelphia, F. A. Davis 
Co. [1974] vii, 89 p. 23 cm. ISBN 0-8036- 
2111-6 First ed. published in 1954 under 
title: Nursing manual for psychiatric. aides. 
Includes bibliographies. [RC440.C7 1974] 
73-88734 2.95 (pbk.). 

1. Psychiatric nursing. [ Buchanan, 
Barbara Boring, joint author. 


MATHENEY, Ruth 
Virginia, 1911- 
Psychiatric nursing [by] Ruth V. Matheney 
[and] Mary ‘Topalis. Guest contributor: 
Jeanette A. ibe 6th ed. Saint Louis, 
Mosby, 1974. p. cm. ISBN 0-8016-3146-7 

IRC440. M3 i974] 74-8605 8.95 

I. Psychiatric nursing. I. Topalis, Mary, 
1922- joint author. If, Weiss, Jeanette A. 
II. Title. 

Prepared from C.I.P. 


LANNING, John Tate, 
1902- 

Pedro de la Torre, doctor to conquerors. 
Baton Rouge, Louisiana State University 
Press [1974] xiv, 145 p. facsims. 23 cm. 
ISBN 0-8071-0064-1 Bibliography: p. 138- 
140. [R558.T67L36] 73-83909 7.50 

I. Torre, Pedro de la, b. ca. 1507. 2. 
Medicine~-Mexico—History. I. Title. 


MEADE, Richard 610°.92°4 B 
Hardaway, 1897- 

In the sunshine of life; a biography of Dr. 
Richard Mead, 1673-1754, by Richard H. 
Meade. Philadelphia, Dorrance [1974] 196 
p. illus. 22 cm. ISBN 0-8059-1921-X 
Bibliography: p. 168-173. [R489.M4M4] 
73-85546 7.95 

1. Mead, Richard, 1673-1754, I, Title. 


GRANT, John Charles 611.0028 
Boileau, 1886-1973. 

Grant’s dissector. Tth ed. [by] Eberhardt 

K. Sauerland Baltimore, Williams & 

Wilkins [1974] xiii, 175 p. illus. 28 cm. 

ISBN 0-683-07555-1 First-5th ed. 

published under title: A handbook for 


610.7368 


610°.92°4 B 


dissectors. [QM34.G75 1974] 73-18162 
8.50 

1. Human dissection. I. Sauerland, 
Eberhardt K. Il. Title. 

LEYSHON, Glynn A., 6117.007°7 


1929- 

Programmed functional anatomy [by] 
Glynn A. Leyshon. Saint Louis, C. V. 
Masby Co., 1974. ix, 187 p. illus. 26 cm. 
ISBN 0-8016-2999-3 (QM23.2.L5] 73- 
22279 7.95 

L. Anatomy, 
instruction. L Title. 


Human—Frogrammed 


are Leslie Brainerd, 611.013 
Developmental anatomy; a textbook and 
laboratory manual of embryology. Rev. 
seventh ed. Philadelphia, W. B. Saunders 
[1974, c1965] 695 p. illus. 26 cm. ISBN 0- 
7216-3443-5. [QL955.A7 1974] 16.50 

1. Embroyology. 1. Title. 

oo card number for original ed.: 65- 
2317. 


SCOTT, James Henderson. 611'.314 
Introduction to dental anatomy, by the late 
James Henderson Scotr and Norman 
Barrington Bray Symons. 7th ed. 
Edinburgh, Churchill Livingstone, 1974. xi, 
460 p. illus. 23 cm. ISBN 0-443-01125-7 


SEPTEMBER 30,1974 


Label mounted on t.p: Distributed in the 
U.S.A. by Longman Inc., New’ York, N.Y. 
Includes bibliographies and index. 
{RK280.S39 1974] 73-85620 17.50 

I. Teeth. IL Symons, Norman Barrington 
Bray, joint author. If. Title. 


WHEELER, Russell 6117.314 
Charles. 

Dental anatomy, physiology, and occlusion 

[by] Russell C. Wheeler. Sth ed. 


Philadelphia, Saunders, 1974. xviii, 520 p. 
illus. 27 cm. ISBN 0-7215-9262-1 First-4th 
editions published under title: A textbook 


of dental anatomy and physiology. 
Bibliography: p. 509-511. [RK280.W48 
1974] 72-95834 14.00 

1. Teeth. T. Title. 

INGLIS, John Kenneth. 612 


A textbook of human biology [by] J. K. 
Inglis. 2d ed. Oxford, New York, 
Pergamon Press [1974] p. cm. ISBN 0-08- 
017846-4 Bibliography: p. [QP34.5.153 
1974] 73-21574 7.50 

1. Human biology. I. Title. 

Prepared from C.I.P. Pbk. 5.00, ISBN 0- 
08-017847-2. 


JACOB, Stanley W. 612 
Structure and function in man [by] Stanley 
W. Jacob [and] Clarice Ashworth 
Francone. 3d ed. Philadelphia, Saunders, 
“1974. xvi, 630 p. illus. 27 cm. ISBN 0- 


7216-5097-X Bibliography: p. 575-580. 
[QP34.5.J3 1974] 73-891380 10.95 
1. Human physiology. 2. Anatomy, 


Human. I. Francone, 
joint author. II. Title. 


ANTHONY, Catherine 
Parker, 1907- 

Basic concepts in anatomy and physiology; 

a programmed presentation. 3d ed. St. 

Louis, Mosby, 1974. p. cm. ISBN 0-8016- 

0264-5 [QP34.5.A57 1974] 74-1308 6.25 

E Anatomy, Human—Programmed 

instruction. 2. Human _ physiology— 

Programmed instruction. I. Title. 

Prepared from C.I.P. 


Clarice Ashworth, 


612°.007°7 


*ANNUAL review of 612.015 
biochemistry. 

Vol. 43, 1974, is now available from 
Annual Reviews, Palo Alto, Calif. for 
16.00. ISBN 0-8243-0843-3. L.C. card 
no.: 32-25093. 

AMERICAN Chemical 612.0152 


Society Symposium on Protein-Metal 

Interactions, Chicago, 1973. 
Protein-metal interactions; [proceedings] 
Edited by Mendel Friedman. New York, 
Pienum Press [1974] p. cm. ISBN 0-306- 


39048-5 (Advances in experimental 
medicine and biology, v. 48) Includes 
bibliographies. [QP531.A42 1973] 74- 
13406 39.50 


I. Metals in the body—Congresses. 2. 
Metals—Physiological effect—Congresses. 
3. Proteins--Congresses. I. Friedman, 


Mendel, ed. IE American Chemical 
Society. HI. Title. IV. Series. 

Prepared from C.I.P. 

LEWIN, Sherry. 612.01522 


Displacement of water and its control of 
biochemical reactions. London, New York, 
Academic Press, 1974. xiv, 367 p. illus. 24 
cm. ISBN 0-12-446250-2 Bibliography: p. 
321-345. [QP535.H1L48 1974] 73-9468 
24.00 

1. Water in the body. 2. Biological 
chemistry. I. Title. 


*ADVANCES in 612.05151 
enzymology, and related areas of molecular 
biology. 


Vol. 40, 1974, edited by Alton Meister is 
available from Interscience, N.Y. for 19.50. 
BBN 0-471-59175-0. L.C. card no: 41- 
213. 


*ANNUAL review of 612.058 
physiology. 

Vol. 36, 1974, edited by Julius H. Comroe, 
Jr., Ralph R. Sonnenschein & Kenneth L. 
Zierler, is available from Annual Reviews, 
Palo Alto, Calif., for 12.00. ISBN 0-8243- 
0336-9. L.C. card no.: 39-15404. 


LOADED breathing; 6127.21 
proceedings of an international symposium 
on "The effects of mechanical Icads on 
breathing”, edited by L. D. Pengelly, A. S. 
Rebuck and E. J. M. Campbell. Edinburgh, 
C. Livingstone [1974] 254 p. 24 cm. ISBN 
0-443-01213-X Held at Hamilton, Canada; 
sponsored by the Ontario Thoracic Society 
and the Wentworth-Hamilton Tuberculosis 
and Respiratory Disease Association. 
Bibliography: p. 235-247. [QP121.A1L6] 
74-173518 

1. Respiration—Congresses. 2. Pressure 
breathing—-Congresses. I. Pengelly, L. D., 
ed. II. Rebuck, A. S., ed. Il, Campbell, 
Edward James Moran, ed. IV. Ontario 
Thoracic Society. V. Wentworth-Hamilton 
Tuberculosis and Respiratory Disease 
Association. 

Dist. by Longman, New York, 12.50. 


FOMON, Samuel Joseph, 

1923- 
Infant nutrition [by] Samuel J. Fomon. 
With contributions by Thomas A. 
Anderson [and others] 2d ed. Philadelphia, 
Saunders, 1974. xiii, 575 p. illus. 25 cm. 
ISBN 0-7216-3809-0 Includes 
bibliographies. [RJ216.F6 1974] 74-4560 
18.00 


612.3 


1. Infants—Nutrition. I. Anderson, Thomas 
Alexander, 1928- II. Title. 


GASTRO-ENTERO-PANCREATIC612’.3 
endocrine system; a cell-biological 
approach, edited by Tsuneo Fujita. Tokyo, 
Igaku Shoin; Baltimore, Williams & 
Wilkins [1974] x, 195 p. illus. 27 cm. On 
spine: GEP endocrine system. Most 
chapters based, on papers read in a 
symposium on the ”GEP endocrine 
system” held 11-12 February, 1972 at 
Ikaho, Japan. Includes bibliographies. 
(QP187.A1G37] 74-174324 23.50 

i. Endocrinology—Congresses. 2 
Alimentary canal—Congresses. 3. 
Pancreas—Congresses. 4. Gastrointestinal 
hormones-~--Congresses. I. Fujita, Tsuneo, 
1929- ed. II. Title: GEP endocrine system. 


bd eau Sue Rodwell, 612.3 
22- 

Essentials of nutrition and diet therapy. 
Saint Louis, C. V. Mosby Co., 1974. x, 342 
p. illus. 26 cm. ISBN 0-8016-5568-4 
Bibliography: p. 329-330. [RA784.W643] 
73-23018 6.95 

1. Nutrition. 2. Diet in disease. I. Title. 


LAMB, Lawrence E. 612.39 
Metabolics: putting your food energy to 
work [by] Lawrence E. Lamb. [lst ed.] 
New York, Harper & Row [1974] p. cm. 
ISBN 0-06-012484-9 [QP141.L16] 74-1829 
1. Nutrition. 2. Metabolism. I. Title. 
Prepared from C.I.P. 


RUBIN, Ronald. 61.4 
Calcium and the secretory process. New 
York, Plenum Press [1974] p. cm. ISBN 
0-306-30778-2 Bibliography: p. 
(QP535.C2R8] 74-10557 15.00 

1. Calcium in the body. 2. Secretion. 3. 
Cyclic adenylic acid. I. Title. 


600 TECHNOLOGY ` 
Prepared from C.LP. 


AVERS, Charlotte J. 612.6 
Biology of sex [by] Charlotte J. Avers. 
New York, Wiley [1974] xiii, 280 p. illus. 
23 cm. ISBN 0-471-03842-3 Includes 
bibliographies. [QP251.A9] 74-1021 7.50 

1. Sex (Biology) 2. Human reproduction. 3. 
Human genetics. I. Title. 


COHN, Frederick, 1932- 
Understanding human 
Frederick Cohn, with the editorial 
assistance of Charles E. Moritz. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] xviii, 283 p. illus. 23 cm. ISBN 0- 
13-937425-6 Includes bibliographies. 
[BF692.C63] 73-20476 10.75 

1. Sex (Psychology) 2. Sex (Biology) I. 
Title. 

Pbk. 5.50; ISBN: 0-13-937417-5. 


,KOTTLER, Dorothy. 612.6 
I wonder where I came from [by Dorothy 
Kottler and Eleanor Willis. Illustrated by J. 
William Myers. Nashville, Aurora 
Publishers, 1974] [24] p. illus. 23 cm. 
ISBN 0-87695-152-3 Describes in simple 
text and illustrations how a baby is born. 
[P251 §.K67] 72-187955 2.95 

Human reproduction—Juvenile 
enti I. Willis, Eleanor, joint author. 
I. Myers, James William, illus. HI. Title. 


PENGELLEY, Eric T. 612.6°007 
Sex and human life [by] Eric T. Pengelley. 
Reading, Mass., Addison-Wesley Pub. Co. 
[1974] xx, 267 p. illus. 24 cm. (Addison- 
Wesley series in biology) Includes 
bibliographies. [HQ31.P446] 73-11890 5.95 
1. Sex instruction. 2. Hygiene, Sexual. I. 
Title. 


612.6 
sexuality [ty] 


PATTERSON, Robert C., 612.6°3 
1912- 
A pregnancy primer, by Robert C. 


Patterson, Jr. [Nashville, Tenn., Aurora 
Publishers, 1974, c1973] 74 p. illus. 21 cm. 
ISBN 0-87695-160-4 [RG525.P27] 72- 
85160 2.95 

I. Pregnancy. 2. Childbirth. I. Title. 


WALSH, Shirley Zoe. 612.6°40171 
The human fetal and neonatal circulation: 
function and structure, by S. Zoe Walsh, 
W. W. Meyer [and] John Lind. Springfield, 
Il., C. C. Thomas [1974] xiii, 351 p. illus. 
(part col.) 27 cm. ISBN 0-398-02662-9 
{American lecture series, publication no. 
870. A publication in the Bannerstone 
division of American lectures in cerebral 
palsy) Includes bibliographies. [RG600.W3] 
72-88472 15.00 

L Fetus—Physiology. 2. Blood— 
Circulation. 3. Infants (Newborn)— 
Physiology. I. Meyer, Wladimir W., 1912- 
joint author. I. Lind, John, joint "author. 
TH. Title. 


DAVIS, John A. 612.55 
Scientific foundations of paediatrics. Edited 
by John A. Davis and John Dobbing. 
Philadelphia, Saunders [1974] xv, 836 p. 
illus. 29 cm. ISBN 0-7216-2975-X Includes 
bibliographies. [RJ47.D28] 73-90921 35.00 


I. Pediatrics. I. Dobbing, John, joint 
author. IT. Title. 
FREEMAN, Michael 612.75 


Alexander Reykers. 
Adult articular cartilage {edited by] M. A. 
R. Freeman. New York, Grune & Stratton 
[1974] xiii, 341 p. illus. 27 cm. ISBN 0- 
8089-0826-X Includes bibliographies. 
[QM142.F73] 73-10772 26.00 
1. Articular cartilage. I. Title. 
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INTERNATIONAL Colloquium 612.79 
of Dermo-Chemistry on Aging of Skin, 
lith, Paris, 1972. 

Aging of connective tissues-skin. Ed.: 

L[{adislas] Robert and Barbara] Robert. 

Basel, New York, S. Karger, 1973- x, 225 

p. illus. 25 cm. ISBN  3-8055-1633-9 

(Frontiers of matrix biology, v. 

Nov. 24, 1972; sponsored by the Societe 

de dermochimie and the Club francais du 

tissu conjontif. Includes bibliographies. 

[QP88.5.149 1972] 74-167269 30.40 

1. Skin—Aging—Congresses. 2. Connective 

tissues—Aging--Congresses. T. Robert, 

Ladislas, ed. H. Robert, Barbara, ed. IH. 

Title. IV. Series. 

Dist. by Phiebig, New York. 


“METHODS of 612.8042072 
neurochemistry. 

Vol. 2, 1974, edited by Neville Marks & 
Richard Rodnight is now available from 


Plenum Press, N.Y. for 17.50. ISBN 0- 
306-36002-0. L.C. card no.: 72-222263. 
DUVERNOY, H. M., 1931- 612.82 


The superficial veins of the human brain; 
veins of the brain stem and of the base of 
the brain [by] H. M. Duvernoy. Berlin, 
New York, Springer-Verlag [1974] p. cm. 
ISBN 0-387-06876-7 Bibliography: p. 
[QM455.D88] 74-13021 36.10 

I. Brain—Blood-vessels. 2. Veins. I. Title. 
Prepared from C.I.P. 


LAUSCH, Erwin. 612’.82 
Manipulation. Translated from the German 
by Oliver Coburn. [Ist ed.] New York, 
Viking Press [1974] p. cm. ISBN 0- 670- 
45287-4 Bibliography: p. [QP385.L3313] 
74-3509 7.95 

1. Brain—Localization of functions. 2. 
Brain research. 3. Human experimentation 
in medicine. I. Title. 

Prepared from C.I.P. 


SOMMERHOFF, G. 612°.82 
Logic of the living brain [by] Gerd 
Sommerhoff. London, New York, Wiley 
[1974] ix, 413 p. illus. 24 cm. ISBN 0-471- 
81305-2 Bibliography: p. 394-406. 
(QP385.S63] 73-8198 15.95 

i. Brain—Localization of functions. 2. 
information theory in biology. f. Title. 


WEIL, John L. 612.82 
A neurophysiological model of emotional 
and intentional behavior, by John L. Weil. 
Illustrated by Gayanne DeVry and Elaine 
Adele Gampp. Springfield, Ill., Thomas 
[1974] xiii, 189 p. illus. 27 cm. ISBN 0- 
398-02497-9 Bibliography: p. 155-164. 
[QP360.W43]} 72-88458 15.75 

I. Neuropsychology. 2. Emotions. 3. 
Motivation (Psychology) I. Title. 


SHOWERS, Paul. 612.821 
Sleep is for everyone. Illustrated by Wendy 
Watson. New York, Crowell [1974] 33 p. 
illus. (part col.) 21 x 23 em. ISBN 0-690- 
00424-9 (Let’s-read-and-find-out science 
books) Elementary discussion of the 
importance of sleep and what happens to 
our brains and bodies during slumber. 
[QP425.S58 1974] 72-83785 3.95 
I. Sleep—Juvenile literature. I. Watson, 
Wendy, illus. II. Title. 
Library binding 4.60, ISBN 0-690-00425-7. 
a John Donald, 612.85 
4- 
The electrophysiology and layout of the 
auditory nervous system [by] J. Donald 
Harris. Indianapolis, Bobbs-Merrill [1974] 
59 p. illus. 23 cm. (The Bobbs-Merrill 
studies in communicative disorders) 
Bibliography: p. 50-59. [QP461.H32] 73- 
18092 2.50 (pbk.). 
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1) Held. 


1. Hearing. 2. Electrophysiology. I. Title. 


INTERNATIONAL 6127.89 
Neurovegetative Tihany, 
Hungary, 1972. 

Neurovegetative transmission mechanisms; 

proceedings of the International 

Neurovegetative Symposium, Tihany, June 

19-24, 1972. Edited by B. Csillik and J. 

Ariens Kappers. Wien, New York, 

Springer-Verlag, [1974] viii, 332 p. illus. 24 

em. (Journal of neural transmission. 

Supplementum 11) Held under the 

auspices of the International Society for 

Neurovegetative Research. Includes 

ec [QP368.157 1972] 73-9232 

63.60 


Symposium, 


L. Nervous system, Autonomic— 
Congresses. 2. Neural transmission— 
Congresses. 3. Synapses—Congresses. I. 


Csillik, Bertalan, 1927- ed. II, Ariens 
Kappers, J, ed. III. International Society 
for ‘Neurovegetative Research. IV. Title. y. 
Series. 


INTERNATIONAL Academy of 
Preventive Medicine. 
New dynamics of preventive medicine; 
selected papers from the 5th meeting of 
the International Academy of Preventive 
Medicine, Kansas City, Mo. Edited by 
Leon R. Pomeroy. Associate editors: 
Richard O. Brennan [and others] New 
York, Intercontinental Medical Book Corp. 
[1974] 313, xiv p. illus. 24 cm. ISBN 0- 
88372-065-5 Includes bibliographical 
relerenóes, (RA422.138 1974] 74-77257 
16. 
1. Medicine, Preventive—Congresses. I. 
Pomeroy, Leon R. ed. ff. Title. 


HORNBAKER, Alice. 613'.04°38 
Preventicare; insurance against: aging. New 
York, Drake Publishers [1974] p. cm. 
ISBN 0-87749-666-8 [RC952.H67] 74- 
6133 7.95 

1. Aged—care and hygiene. I. Title. 
Prepared from C.I.P. 


BURTIS, C. Edward. 613.2 
Nature’s miracle medicine chest [by] C. 
Edward Burtis. New York, Arco [{1974, 
1971] 170 p. 18 cm. ISBN 0-668-03317-7 
”An ARC Book” Includes bibliographical 
references. [RA784.B82] 1.45 (pbk.) 

1. Nutrition. 2. Diet. 3. Vitamins. I. Title. 
L.C. card number for originel edition: 78- 
132037. 


MESSEGUE, Maurice. 613.2 
Maurice Messegue’s way to natural health 
and beauty. New York, Macmillan [1974] 
p. ISBN 0-02-584370-2 Translation of 
Cest la nature qui a raison. 
[RS164.M39313] 74-8944 6.95 

i. Nutrition. 2. Hygiene. 3. Cookery, 
French. I. Title. H. Title: Way to natural 
health and beauty. 

Prepared from C.I.P. 
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SCHIFF, Martin M., 1922- 613.2°5 
Doctor Schiffs miracle weight-loss guide 
[by] Martin M. Schiff. West Nyack, N.Y., 
Parker Pub. Co. [1974] p. em. ISBN 0-13- 
217026-4 [RM222.2.S268] 74-13147 7.95 


I. Reducing diets. I. Title. Jf. Title: 
Miracle weight-loss guide. 

Prepared from C.J.P. 

MARGOLESE, Richard G, 613.2°8 


1935- 
A doctor’s eat-hearty guide for good health 
and long life [by] Richard G. Margolese, in 
association with Harriet Margolese and 
Jacqueline Margolese. West Nyack, N.Y. 
Parker Pub. Co. [1974] p. cm. ISBN 0-13- 
216374-8 [RM237.75.M37] 74-778 7.95 


AMERICAN BOOK PUBLISHING RECORD 


L Low-cholesterol diet. 2. Heart— 
Diseases—Prevention. i. Title. 

Prepared from C.I.P. 

BRODEUR, Paul. 613.6'2°0973 


Expendable Americans. New York, Viking 
Press [1974] p. ISBN 0-670-30200-7 "The 
material in this book appeared originally as 
a series of articles in The New Yorker, in 
slightly different form.” [RC967.B69 1974] 
74-4549 8.95 

I. Industrial hygiene—Addresses, essays, 
lectures. 2. Industrial toxicology— 
Addresses, essays, lectures. T. Title. 
Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
670-00580-0. 


PRENTICE-HALL physical 613’.7045 
activities handbook for women. [Edited by] 
Donnis Hazel Thompson [and] Julia 


-Carver. Englewood Cliffs, N.J., Prentice- 


Hall [1974] 375 p. illus. 29 cm. ISBN 0- 
13-696070-7 Includes bibliographies. 
[GV439.P73 1974] 73-14999 10.95 

1. Physical education for women. I. 
Thompson, Donnis Hazel, ed. I. Carver, 


Julia, 1923- ed. III. Title: Physical 
activities handbook for women. : 
Pbk. 6.95, ISBN 0-13-696062-6. 

MEYERS, Carlton R. 613.7°07 


Measurement in physical education [by] 
Carlton R. Meyers. 2d ed. New York, 
Ronald Press Co. [1974] viii, 642 p. illus. 
24 cm. Edition for 1962 by C. R. Meyers, 
and T. E. Blesh. Includes bibliographies. 
“GV436.M46 1974] 73-77860 10.95 

1. Physical fitness—Testing. I. Title. 


WOOD, Clement, 1888- 613.70924 
1 

Bernarr Macfadden: a study in success. 
New York Beekman Publishers [1974] 
ISBN 0-8464-0001-4 (American 
aewspapermen, 1790-1933) Reprint of the 
2d. published by L. Copeland, New York. 
Jibhography: p. [GV333.M3W6 1974] 73- 
23093 16.50 

i. Macfadden, Bernarr Adolphus, 1868- I. 
Title. 

Prepared from C.I.P. 


‘SAMERON, James Malcolm. 614’.19 
Forensic dentistry by J. M. Cameron and 
3. G. Sims; foreword by C. Keith Simpson. 
Sdinburgh, Churchill Livingstone, 1974. ix, 
158 p., leaf. illus. (inc. 1 col.) 24 cm. ISBN 
-443-01075-7 Label mounted on t.p.: 
Distributed in the U.S.A. by Longman’ 
Inc., New York. Includes bibliographies 
and index. [RA1062.C35] 73-87932 16.00 
i. Dental jurisprudence. I. Sims, Bernard 
Grant, joint author. 


MEDICAL testimony. 614.19 
New York, Practising Law Institute [1974] 
288 p. illus. 22 cm. (Litigation course 
handbook series, no. 65) “H4-3800.” 
>Prepared for distribution at the medical 
testimony workshop, February 14-16, 1974 
in New York City.” Pages 285-288 blank. 
[KF8964.Z9M43] 74-172738 20.00 

1, Medical jurisprudence—United States. 2. 
Svidence, Expert—United States. I. New 
York (City). Practising Law Institute. II. 
Title. IIL. Series. 


CONFERENCE on 614.35 
Carcinogenesis Testing in the 
Development of New Drugs, , 
Washington, D.C., 1973. 

Carcinogenesis testing of chemicals; 

proceedings. Editor: Leon  Golberg. 


Cleveland, CRC Press [1974] p. cm. ISBN 
G-87819-058-9 Includes bibliographies. 
[RS189.C6122 1973] 74-11693 25.00 
Drugs—-Testing—Congresses. 2 
Chemicals—Ph siological effect— 


SEPTEMBER 30,1974 eis 


Congresses. 3. Carcinogenésis——Congresses. 
I. Golberg, Leon, ed. I. Title. 
Prepared from C.I.P. 


COOLEY, Leland 
Frederick. 
Pre-medicated murder? Your self-defense 
manual [by] Leland Cooley and Lee 
Morrison Cooley. [lst ed.] Radnor, Pa., 
Chilton Book Co. [1974] p. cm. ISBN 0- 
8019-5917-9 [RM301.C62 1974] 74-10674 
8.95 
1. Drugs—Physiological effect. 2. Drug 
abuse. 3. Drugs—Toxicology. I. Cooley, 
Lee Morrison, joint author. If. Title. 
Prepared from C.I.P. 


614.350973 


WEINBERG, George. 614.58 
The action approach. New York, St. 
Martin’s Press [1974, c1969] 243 p. 21 cm. 
[RA790.W44] 3.95 (pbk.) 

1. Mental hygiene. I. Title. 

L.C. card number for original ed.: 69- 
18517. 


SCOTT, Rachel, 1947- 614.8752 
Muscle and blood; the massive, hidden 
agony of industrial slaughter in America. 
[lst ed.] New York, Dutton [1974] p. cm. 
([HD7654.S35 1974] 74-9862 8.95 

J. Industrial hygtene—United States. I. 
Title. 

Prepared from C.I.P. 


ARNOLD, Peter, 1943- 614.878 
Check list for emergencies. Garden City, 
N.Y., Dolphin Books, 1974. xii, 226 p. 
illus. 18 cm. ISBN 0-385-00971-2 "A 
Doubleday Dolphin book.” [RC87.A77] 
73-9009 1.95 (pbk.). 

1. First aid in illness and injury. 2. Medical 
emergencies. I. Title. 


GERALD, Michael C., 1939- 615.1 
Pharmacology; an introduction to drugs 
[by] Michael C. Gerald. Englewood Cliffs., 
N.J., Prentice-Hall [1974] xv, 524 p. illus. 
24 cm. ISBN 0-13-662080-9 Includes 
bibliographies. [RM300.G47] 74-2483 
11.95 
1. Pharmacology. 2. Drugs. I. Title. 
ZIM, Herbert Spencer, 615°.1 
1909- 
Medicine [by] Herbert S. Zim. Illustrated 
by Judith Hoffman Corwin. New York, 
Morrow, 1974. p. cm. ISBN 0-688-21786- 
59° Defines the various categories of 
medications and describes their effects on 
the body. [RS158.Z55] 74-4299 4.50 
i. Drugs—Juvenile literature. I. Corwin, 
Judith Hoffman, illus. IT. Title. 
Prepared from C.I.P. Library Binding 4.14 


LOWENTHAL, Werner, 615.101513 
1930- 
Pharmaceutical calculations; a self- 


instructional text. Huntington, N.Y., R. E. 
Krieger Pub. Co. [1974, c1969] p. cm. 
ISBN 0-88275-187-5 Reprint of the ed. 
published by Wiliams & Wilkins, 
Baltimore. [RS57.L68 1974] 74-9564 9.50 
1. Pharmaceutical arithmetic. I. Title. 
Prepared from C.I.P. 


SAXTON, Dolores F. 615.101513 
Programmed instruction in arithmetic, 
dosages, and solutions [by] Dolores E 
Saxton [and] John F. Walter. 3d ed. Saint 
Louis, Mosby, 1974. vii, 65 p. 26 cm. 
ISBN 0-8016-4333-3 Paper template in 
pocket. [RS57.S28 1974] 74-1121 4.50 
(pbk.). 

1. Pharmaceutical arithmetic—Programmed 
instruction. I. Walter, John F., joint author. 
H. Title. 


ERANTZ John Christian, 615.3 
899- 

Historical medical classics involving new 
drugs [by} John C. Krantz, Jr. Foreword 
by Charles H. Best. Baltimore, Williams & 
Wilkins [1974] x, 129 p. illus. 24 cm. 
ISBN 0-683-04779-5 Includes 
bibliographical references. [RM42.K73] 73- 
21982 8.50 

1. Pharmacology—History. 2. Drugs— 
History. I. Title. 


BARKER, Brian Michael. 615.329 
Antimicrobial agents in medicine [by] 
Brian M. Barker and Frederick Prescott. 
Oxford, Blackwell Scientific, 1973. xi, 296 
p. 24 cm. ISBN 0-632-09570-9 Distributed 
in the U.S.A. by F. A. Davis Company, 
Philadelphia. Includes index. Bibliography: 
p. 280. [RM262.B28] 74-170286 18.50 
(pbk.) 

l. Ant-infective agents. F Prescott, 
Frederick, 1904- joint author. I. Title. 


*ADVANCES in 615.3705 
immunology. 
Vol. 19, 1974, edited by F. J. Dixon & 


Henry G. Kunkel, is available from 
Academic Press, New York for 22.50. 
ISBN 0-12-022419-4. L.C. card no.: 61- 
17057. 


TORNSON, Jeanne Colbert, 
1920- 

Tablet manufacture [by] J. C. Johnson. 
Park Ridge, N.J., Noyes Data Corp., 1974. 
xii, 270 p. illus. 25 cm. ISBN 0-8155-0530- 
2 (Chemical technology review no. 30) 
[RS201.T2J63] 74-75898 36.00 

1. Tablets (Medicine) I. Title. I. Series. 


HEFFEL, Leonard E. 615’.533°023 
Opportunities in osteopathic medicine 
today, ty Leonard E. Heffel. Louisville, 
Ky., Vocational Guidance Manuals [1974] 
144 p. ilus. 20 cm. ISBN 0-89022-191-X 
(VGM career series) [RZ341.H47] 74- 
78786 4.25 (lib. bdg.) 

1. Osteopathy. 2. Osteopathy as a 
professicn. I. Title. If. Title: Osteopathic 
medicine today. 

Pbk. 2.45; ISBN: 0-89022-001-8 


+ 
TURCO, Salvatore. 615.63028 
Sterile dosage forms: their preparation and 
clinical application [by] Salvatore Turco 
[and] Robert E. King. With contributions 
by Mary Jane Dugan, Stuart Feldman 
[and] Robert E. Young. Philadelphia, Lea 
& Febiger, 1974. ix, 273 p. illus. 24 cm. 


615°.43 


ISBN 0-8121-0450-1 Includes 
bibliographical references. [RS189.T84 
1974] 72-10079 8.00 

i. Drug trade—Hygienic aspects. 2. 


Drugs—Dosage. 3. Asepsis and antisepsis. 
L King, Robert E., joint author. If. Title. 


PHARMACOLOGY of intestinal 615.7 
absorption: gastrointestinal absorption of 
drugs. Contributors: A. J. Aiguiar [and 
others. Section editors: W. Forth and W. 
Rummel. Ist ed.] Oxford, New York, 
Pergamon Press [1974- p. cm. ISBN 0-08- 
016210-X (International encyclopedia of 
pharmacology and therapeutics. Section 
39B) [RM301.P46] 74-8652 60.00 

i. Drag metabolism. 2. Intestinal 
absorption. I. Aigutar, A. J. I. Forth, W., 


ed. Ill. Rummel, Walter, 1921- ed. IV. 
Title. V. Series. 

Preparec from C.I.P. 

MCMILLAN, Donald E. 615’.78°077 


Central nervous system pharmacology; a 
self-instruction text [by] Donald E. 
McMillan. [lst ed.] Boston, Little, Brown 
[1974] ix, 122 
56240-8 [RM315.M33] 73-14394 8.95 


p. 28 cm. ISBN 0-316-. 


600. TECHNOLOGY 
i. Psychopharmacology. I Title. 


BOLTON, Elizabeth. 615.824 
An introduction to pool exercises, by 
Elizabeth Bolton and Diana Goodwin. 
Foreword by Brenda J. Horsfall. 4th ed. 
Edinburgh, Churchill Livingstone, 1974. 56 
p. illus. 22 cm. ISBN 0-443-01126-5 Label ` 
mounted on t.p: "Distributed in the 
U.S.A. by Longman Inc, New York, 
N.Y.” Bibliography: p. 56. [RM813.B64 
1974] 73-92751 2.00 (pbk.) 

1. Hydrotherapy. 2. Exercise. I Goodwin, 
Diana, joint author. H. title. IH. Title. 


615.84 
radiology. 
The 1974 ed., edited by Walter H. 
Whitehouse [and others] is available from 
Year Book Medical Pubs. for 17.95. ISBN 
0-8151-9296-7. L.C. card no.: 37-767 


*THE year book of 


SHUFF, Frances L. 615’.8516°023 
Your future in an occupational therapy 
career, by Frances L. Shuff. [ist ed.] New 
York, R. Rosen Press [1974] p. cm. ISBN 
0-8239-0300-1 Bibliography: p. Discusses 
the various aspects of a career in 
occupational therapy, the training required, 
and the types of jobs available. Includes a 
list of schools offering degrees in this field. 
[RM735.S47] 74-5134 3.99 

1. Occupational therapy as a profession. I. 
Title. 

Prepared from C.I.P. 


MACNUTT, Francis. 615’.852 
Healing. Notre Dame, Ind., Ave Maria 
Press [1974] 333 p. illus. 21 cm. ISBN 0- 
87793-074-0 Includes bibliographical 
references. [BT732.5.M334] 74-81446 3.50 
(pbk 


) 
1. Faith-cure. I. Title. 


ST. Clair, David. 615’.852°0922 
Psychic "healers. [lst ed.] Garden City, 
N.Y., Doubleday, 1974. p. cm. ISBN 0 
385-04797-4 (RZ407.S23] 74-2833 8.95 

1. Mental healing—Biography. 2. Mental 
healing. I. Title. 

Prepared from C.I.P. 


LAGUA, Rosalinda T., 615.854 
1937- 

Nutrition and diet therapy; reference 
dictionary [by] Rosalinda T. Lagua, 


Virginia S. Claudio [and] Victoria F. 
Thiele. 2d ed. Saint Louis, C. V. Mosby 
Co., 1974. . ISBN 0-8016-2807-5 
Bibliography: p. [RM219.L26 1974] 74-612 
9.7 


i. Diet in disease. 2. Nutrition. I. Claudio, 
Virginia S., 1932- joint author. If. Thiele, 
Victoria F, 1933- joint author. II. Title. 
Prepared from C.I.P. 


WADE, Carlson. 615.854 
The miracle of organic vitamins for better 
health. West Nyack, N.Y., Parker Pub. Co. 
[1974] p. cm. ISBN 0-13-585430-X 
Includes bibliographical references. 
[RM259.W3] 74-7255 7.95 
i. Vitamin therapy. 2. Vitamin metabolism. 
3. Vitamin in human nutrition. I. Title. 
Prepared from C.I.P. 
WALDRON, Harry 615.9°25°688 
Arthur. 
Sub-clinical lead poisoning [by] H. A. 
Waldron [and] D. Stofen. London, New 
York, Academic Press, 1974. x, 224 p. 
illus. 24 cm. ISBN  0-12-671650-1 
Bibliography: p. [168]}-198. 
[RA1231. L4W34] 73-19022 14.25 
i. Lead-poisoning. 2. Lead-—Physiological 
effect. I. Stofen, D., joint author. H. Title. 
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BROOKS, Stewart M. 615.9754 
Ptomaine,; the story of food poisoning [by] 
Stewart M. Brooks. South Brunswick, A. S. 
Barnes [1974] p. cm. ISBN 0-498-01355-3 
Bibliography; p. [RC143.B76] 73-10512 


4. Ptomaine poisoning. [. Title. 
Prepared from C.LP. 


DIAGNOSIS and treatment of 616 
prevalent diseases of North American 
Indian populations. New York, MSS 
Information Corp. [1974] 250 p. 24 cm. 
ISBN 0-8422-7216-X (v. 2) [RA801.D5] 
74-4438 17.50 

ił. Indians of North America~—Diseases 
and hygiene. 


BOWDEN, Charles L. 616°.001°9 
Psychosocial basis of medical practice; an 
introduction to human behavior [edited by] 
Charles L. Bowden and Alvin G. Burstein. 
Baltimore, Williams & Wilkins [1974] viii, 
229 p. 23 cm. ISBN 0-683-00991-5 
Includes bibliographies. [R727.3.B63] 73- 
17198 7.95 

d. Physician and patient. 2. Emotions. 3. 
Developmental psychology. 4.  Sick— 
Psychology. I. Burstein, Alvin George, 
1931- joint author. II. Title. 


LUDWIG, Herbert, 
1939- 

Computer applications and techniques in 

clinical medicine. New York, Wiley [1974] 

x, 317 p. illus. 23 cm. ISBN 0-471-55356-5 

(A Wiley biomedical-health publication) 


616.002854 


(Stanford series on methods and 
techniques in the clinical laboratory) 
Includes bibliographical references. 


[RB38.L8] 73-20100 16.95 

d. Medicine, Clinical—Automation. 2. 
Electronic data processing—Diagnosis. I. 
Title. IT. Series. 


CARE of the critically 616.025 
ill [by] Stephen M. Ayres [and others] 
2d “ed. New York, Appleton-Century- 
Crofts [1974] p. cm. First ed by S. M. 
Ayres and S. Giannelli, Includes 
bibliographical references. [RC87.C323 
1974] 74-8709 12.50 

I. Medical emergencies. I. Ayres, Stephen 
M. H. Ayres, Stephen M. Care of the 
critically ill. 

Prepared from C.I.P. 


PLATT, Frederic W. 616'.025°0926 
Case studies in emergency medicine [by] 
Frederic W. Platt. [1st ed.] Boston, Little, 
Brown [1974] xvi, 227 p. 21 cm. ISBN 0- 
Ge [RC87.P645] 73-10611 7.95 


L Medical emergencies—Cases, clinical 
reports, statistics. I. Title. 
FREESE, Arthur S. 616’.047 


Headaches: the kinds and the cures [by] 
Arthur S. Freese. Pref. by David R. 
Coddon. New York, Schocken Books 
[1974, c1973] p. cm. ISBN 0-8052-0467-9 
Bibliography: p. [RB128.F64 1974] 74- 
10152 2.25 (pbk.). 

1. Headache. I. Title. 

Prepared from C.LP. 


MEYER, John S., 1930- 616.07 
Review of pathology [by] John S. Meyer. 
Saint Louis, Mosby, 1974. p. cm. ISBN 0- 
8016-3420-2 (Mosby’s comprehensive 
review series) [RB25.M47] 74-8558 11.50 
1. Pathology. I. Title. 

Prepared from C.I.P. 


SEWARD, Charles. 616.07°5 
Bedside diagnosis, by Charles Seward; with 
the assistance of David Mattingly. 
Foreword by Lord Cohen of Birkenhead. 


76 


hd . 

10th ed. Edinburgh, Churchill Livingstone, 
1974. xiii, 582 p. illus. 20 cm. ISBN 0-443- 
01103-6 Label mounted on tp: 
Distributed in the U.S.A. by Longman, 
New York. [RC71.3.843 1¢74] 73-89663 
14.00 (U.S) 

1. Diagnosis. I. Mattingly, David, joint 
author. IT. Title. 


ADAMS, Frank Dennette, 
1892- 

Adams’ Physical diagnosis; an introduction 
to clinical medicine. 15th ed. [by] John W. 
Burnside. Baltimore, Williams & Wilkins 
[1974] xi, 223 p. illus. 26 cm. ISBN 0-683- 
00038-1 First-llth ed. by R. C. Cabot 
(ist-2d ed., with title: Physical diagnosis of 
diseases of the chest); 12th-13th ed. by R. 
C. Cabot and F. D. Adams; 14th-15th ed. 
by F. D. Adams. [RC76.A3 1974] 74-862 
9.95 

1. Physical diagnosis. I. Burnside, John’ W., 
ed. H. Cabot, Richard Clarke, 1868-1939. 
Physical diagnosis of diseases of the chest. 
III. Title. IV. Title: Physical diagnosis. 


DIAGNOSTIC 616.0754 
ultrasound. Edited by Donald L. King. 
Saint Louis, Mosby, 1974. p. cm. ISBN 0- 
8016-2665-X ”Based on a series of lectures 
given at the College of Physicians and 
Surgeons, Columbia University, in the 
spring of 1973.” [RC78.7.U4D5] 74-12352 
30.00 

1, Diagnosis, Ultrasonic. J. King, Donald 
L., 1934- ed. If. Columbia University. 
College of Physicians and Surgeons. 
Prepared from C.I.P. 


616.07°54 


HENRY, Richard Joseph. 616.07°56 
Clinical chemistry; principles and technics 
[edited by] Richard J. Henry, Donald C. 
Cannon [and] James W. Winkelman. 2d 
ed. Hagerstown, Md., Medical Dept., 
Harper & Row [1974] xii, 1629 p. illus. 27 
cm. ISBN  0-06-141181-7 Includes 
EOUCER IEEE [RB40.H43 1974] 73-20919 
37. 


1. Chemistry, Clinical. I. Cannon, Donald 
C., joint author. II. Winkelman, James W., 
Joint author. HI. Title. 


POWELL, Nieta Whitman. 616.07°57 
Handbook for radiologic technologists and 
special procedures nurses in radiology. 
With a foreword by Bot G. Eaton. 
Springfield, Ill., Thomas [1974] xiii, 105 p. 
illus. 24 cm. ISBN 0-398-03066-9 Includes 
bibliographical references. [RM849.P68] 
73-19624 18.75 

1. Radiologic technologists. I. Title. 


MORGAN, James A. 616.07°572 
The art and science of medical radiography 
[by] James A. Morgan. 4th ed. St. Louis, 
Catholic Hospital Association [1974] xiii, 
150 p. illus. 28 cm. ISBN G-87125-013-6 
Bibliography: p. 147. [RC73.M64 1974] 
74-76885 6.50 (pbk.). 

1. Radiography—Outlines, svilabi, etc. I. 
Title. 


*SYMPOSIUM on Medical 616.07°575 
Radioisotope Scintigraphy, Monte Carlo, 
1972. 

Medical radioisotope scintigraphy 1972, 

proceedings. 

Vol. 2 is available from Unipub, N.Y. for 

28.00. L.C. card no: 73-168312. 


*BACH, Fritz H. 
Clinical immunobiology. 
Vol. 2 edited by Fritz H. Bach [&] Robert 
A. Good is available from Academic Press, 
N.Y. for 14.50. ISBN 0-12-070002-6. 
L.C. card no.: 72-77356 


616.079 


AMERICAN BOOK PUBLISHING RECORD 


KNIGHT, David C. 616.07°9 
Your body’s defenses, by David C. Knight. 
New York, McGraw-Hill [1974] p. 
Describes the body’s various natural 
defenses against diseases and gives hints 
on how one can reinforce these defenses 
with rest, proper nutrition, etc. 
[RB153.K54] 74-11083 4.72 (lib. bdg.) 

1, Natural immunity—Juvenile literature. I. 
Title. 

Prepared from C.I.P. 


ADVANCES in internal 616.08 
medicine. 
Vol. 19, 1974 edited by Gene H. 


Stollerman [and others] is now available 
from Year Book Medical Pubs., Chicago 


for 22.95. ISBN 0-8151-8289-9. L.C. 
card no.: 42-20729. 
INSEL, Paul M., comp. 616.08 


Health and the social environment; issues 
in social ecology. Edited by Paul M. Insel 
[and] Rudolf H. Moos. Lexington, Mass., 
Lexington Books [1974] p. cm. ISBN 0- 
€69-92858-5 [RC49.I55] 73-21110 13.50 

re Medicine, Psychosomatic. 2. 
Environmental health. T. Moos, Rudolf H., 
1934- joint comp. Il. Title. 

Prepared from C.L:P. 


CARDIOVASCULAR drug 616.1008 s 
therapy. Kenneth L. Melmon, guest editor. 
Philadelphia, F. A. Davis Co. [1974] p. 
cm. ISBN 0-8036-6125-8 (Cardiovascular 
clinics, v. 6, no. 2) Includes bibliographical 
references. [RC681.A1C27 vol. 6, no. 2] 
[RM345] 615.71 74-4362 15.00 

2. Cardiovascular agents. I. Melmon, 
Kenneth L., 1934- ed. I. Title. IIT. Series. 
Frepared from C.I.P. 


EDWARDS, Jesse E. 616.1°2 
The heart. Edited by Jesse E. Edwards, 
Maurice Lev, and Murray R. Abell. 
Ealtimore, Williams & Wilkins Co., 1974. 
xi, 357 p. illus. 27 cm. ISBN 0-683-02958- 
4 (International Academy of Pathology. 
Monographs in pathology, no. 15) Includes 
hibliographies. (RC682.E38] 73-11319 
21: 


i. Heart-—Diseases. I. Lev, Maurice, joint 
author. Il. Title. IHI. Series. 


STICHMAN, JoAnn. 616.1°2 
Flow to survive your fusband’s heart 
attack; what you both need to know to put 
your lives back together [by] JoAnn 
Stichman [and] Jane Schoenberg. New 
York, D. McKay Co. [1974] xi, 306 p. 22 
cm. ISBN 0-679-50445-1 [RC672.S74] 74- 
76722 7.95 

i. Heart failure. I. Schoenberg, Jane, joint 
author. II. Title. 
PLOOMFIELD; Dennis 616.1°2’0754 
Dye curves: the theory and practice of 
indicator dilution, edited by Dennis A. 
Bloomfield. Baltimore, University Park 
Press [1974, c1973] p. cm. ISBN 0-8391- 
0538-6 [RC683.B55} 73-18178 27.50 

1. Indicator dilution. I. Title. 

Prepared from C.I.P. 


CHUNG, Edward K. 616.1°2°0754 
Electrocardiography; practical applications 
with vectorial principles [by] Edward K. 
Chung. Hagerstown, Md., Medical Dept., 
Harper & Row [1974] xv, 595 p. illus. 25 
cm. ISBN 0-06-140637-6 Bibliography: p. 


538-560. [RC683.5.E5C463]  73-22869 
39.00 

1 Electrocardiography. 

ENGLEBARDI, Stanley 616.1°24°05 


Bow to avoid your heart attack, by Stanley 
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L. Englebardt. [ist ed] New York, 
Readers Digest Press; distributed by 
Dutton, 1974. p. cm. ISBN 0-88349-025-0 
[RC682.E56 1974] 74-4260 6.95 

1. Heart—Diseases—Prevention. I. Title. 
Prepared from C.I.P. 


GUNNAR, Rolf M. 616.1726 
Shock in myocardial infarction, edited by 
Rolf M. Gunnar, Henry S. Loeb [and] 
Shahbudin H. Rahimtoola. New York, 
Grune & Stratton [1974] xiii, 295 p. illus. 
24 cm. ISBN  0-8089-0830-8 (Clinical 
cardiology monographs) Includes 
bibliographical references. [RC685.16G84] 
73-22328 17.50 

1. Heart—Infarction. I. Loeb, Henry S., 
Joint author. Il Rahimtoola, Shahbudin H., 
joint author. IIT. Title. 


BHAGAT, Budh Dev. 616.1°3 
Role of catecholamines in cardiovascular 
diseases. Springfield, Il., Thomas [1974- v. 
illus. 27 cm. ISBN 0-398-02900-8 
Contents.—v. l. Hypertension. 
Bibliography: v 1, p. 185-196. [RC669.B46] 
73-7759 17.50 

l. Cardiovascular system-—Diseases. 2. 
Catecholamines. L. Title. 


LUZSA, G. 616.1°3°07572 
X-ray anatomy of the vascular system. 
(Translated by A. Deak] Philadelphia, 
Lippincott [1974] 386 p. illus. 30 cm. 
ISBN 0-397-58088-6 Bibliography: p. 351- 
373. [RC683.5.R3L8813] 73-8047 27.00 

1. Angiography. I. Title. 


PHARMACOLOGY of 616.1°36’071 
lipid transport and atherosclerotic 
processes. Contributors: S. Abraham [and 
others] [lst ed.] Oxford, New York, 
Pergamon Press  {[1974- p. cm. 
(International encyclopedia of 
pharmacology and therapeutics, section 24) 
[RC692.P36] 74-6188 45.00 

1. Arteriosclerosis. 2. Lipid metabolism. 3. 
Lipid metabolism disorders. 4. Lipotropic 
agents. I. Abraham, Samuel, 1923- II 
Title. HI. Series. 

Prepared from C.I.P. 


CUSTER, Richard 
Philip, 1903- 
An atlas of the blood and bone marrow 
[by] R. Philip Custer. Contributors: F. G. 
J. Hayhoe [and others] 2d ed. Philadelphia, 
Saunders, 1974. xiii, 562 p. illus. 27 cm. 
ISBN 0-7216-2815-X Includes 
bibliographies. [RB145.C84 1974] 78- 
165276 37.50 > 
I. Blood—Diseases—Atlases. 2. Marrow— 
Diseases—Atlases. I. Hayhoe, F. G. J. HL 

Title. 


AMERICAN Society for 
Medical Technology. 
Hematology laboratory medicine: current 
aspects. Edited by E. Anne Stiene. New 
York, Intercontinental Medical Book Corp. 
[1974] viii, 122, x p. illus. 24 cm. ISBN 0- 
88372-052-3 Selected papers and 
discussions of the hematology scientific 
session from the 41st annual ... conference 
held in Boston, Massachusetts, June 1973.” 
Includes bibliographical references. 
[RB145.A54 1974] 73-89917 14.95 
1l. Hematology—Congresses. 2. 
Diseases—Diagnosis—Congresses. 

Stiene, E. Anne, ed. Il. Title. 


QUICK, Armand James, 
1894- 


The hemorrhagic diseases and the 
pathology of hemostasis, by Armand J. 
Quick. Springfield, IIL, C. C. Thomas 
[1974, c1973] p. ISBN 0-398-02998-9 
[RC633.Q53 1974] 73-13793 23.75 


616.1°5°00222 


616.1°5°075 


Blood— 


616.1757 


1. Hemorrhagic diseases. 2. Hemostasis. I. 
Title. 
Prepared from C.I.P. 


PETTY, Thomas L. 616.2°004’6 
Intensive and rehabilitative respiratory 
care; a practical approach to the 
management of acute and chronic 
respiratory failure [by] Thomas L. Petty. 
Contributors: David G. Ashbaugh [and 
others] 2d ed. Philadelphia, Lea & Febiger, 
1974. xiii, 404 p. illus. 25 cm. ISBN 0- 
8121-0477-3 Includes bibliographical 
references, [RC732.P47 1974] 73-18053 


i. Respiratory insufficiency. L. Title. 


BERRY, Leonidas H. 616.3°3°0754 
Gastrointestinal pan-endoscopy; 
esophagoscopy, gastroscopy, bulbar and 
postbulbar duodenoscopy, procto- 
sigmoidoscopy, colonoscopy, and 
peritoneoscopy [by] Leonidas H. Berry. 
With international contributors. 
Springfield, Ill., Thomas [1974] xxiv, 632 
p. illus. 26 cm. ISBN 0-398-02912-1 
Includes bibliographical references. 
[RC804.E6B47] 73-15562 32.50 

1. Digestive organs—Diseases.--Diagnosis. 
2. Endoscope and endoscopy. I. Title. 


WILLIAMS, Robert Hardin. 616.4 
Textbook of endocrinology, edited by 
Robert H. Williams. With contributions by 
thirty-eight authorities. Sth ed. 
Philadelphia, Saunders, 1974. xxiv, 1138 p. 
illus. 27 cm. ISBN 0-7216-9397-0 Includes 


bibliographies. [RC648.W55 1974] 73- 
76190 28.00 

1. Clinical endocrinology. I. Title. 
HODGKIN'S disease. 616.42 


New York, MSS Information Corp. [1974- 
v. illus. 24 cm. Contents.—v. 1. Katz, D. 
H. and others. Basic research.—-v. 2. 
Neiman, R. S. and others. Pathological 
considerations. —v. 4, Variakojis, D. and 
others. Therapy and complications. 
Includes bibliographical references. 
[RC644.H6] 73-23030 15.00 (each). 

1. Hodgkin’s disease—Addresses, essays, 
lectures. I. Katz, David H. 


MAYER, Ann 616.4°62°00924 B 
Margaret, 1938- 

Sir Frederick Banting, doctor against 
diabetes. Illustrated by Harold Henriksen. 
Mankato, Minn., Creative Education; 
[distributed by Childrens Press, Chicago, 
1974] 36 p. col. illus. 25 cm. ISBN 0- 
87191-323-2 (Creative Education close- 
ups) Recounts the life of the Canadian 
doctor who discovered the means of 
keeping the once fatal disease of diabetes 
under control. [R464.B3M38] 92 74-2048 
4.95 (lib. bdg.). 

1. Banting, Frederick Grant, Sir, 1891- 
1941—Juvenile literature. l Henriksen, 
Harold, illus. I. Title. 


ARNDT, Kenneth A. 616.5 
Manual of dermatologic therapeutics [by] 
Kenneth A. Arndt. [1st ed.] Boston, Little, 
Brown [1974] xii, 290 p. illus. 22 cm. 
Includes bibliographies. [RL74.A75] 73- 
17660 8.95 (pbk.). 

1. Dermatology—Handbooks, manuals, etc. 
I. Title. 


ROOK, Arthur J. 616.5 
Recent advances in dermatology; number 
3. Editor: Arthur Rook. [3d ed} 
Edinburgh, Churchill Livingstone, 1973. ix, 
469 p. illus. 22 cm. ISBN 0-443-01008-0 
First ed. by W. N. Goldsmith; 2d ed. by 
W. N. Goldsmith and F. F. Hellier. 
Includes bibliographies. [RL71.R739 1973] 
74-173663 
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1. Dermatology. 1. Goldsmith, William 
Noel. Recent advances in dermatology. JI. 


Title. 

Distributed by Longman, New York, 

26.50 

FREEMAN, Leonard M., 616.6°07°575 
1937- 


Radionuclide studies of the genitourinary 
system. Leonard M. Freeman and M. 
Donald Blaufox, editors. [New York] 
Grune & Stratton [1974- v. illus. 26 cm. 
(Seminars in nuclear medicine, v. 4, no. 1) 
Cover title. Includes bibliographical 
references. [RC904.F72] 74-168223 7.00 
(pbk.) 

I. Radioisotopes in nephrology. I. Blaufox, 
M. Donald, joint author. If, Title. HL 
Series. 


BELL, Peter Robert 
Frank. 
Surgical aspects of haemodialysis [by] P. 
R. F. Bell and K. C. Calman. Edinburgh, 
Churchill Livingstone, 1974. 130 p. illus. 
24 cm. ISBN 0-443-01049-8 Includes 
bibliographies. [RC901.7.A7B36] 73-88143 
1. Hemodialysis. 2. Preoperative care. 3. 
Fistula, Arteriovenous. I. Calman, Kenneth 
Charles, joint author. I. Title. 
Dist. by Longman, New York, 15.50. 


BONE imaging with 616.7107575 
99mTc: a monograph for nuclear medicine 
technologists. [George W. Alexander, Jr. 
and Lawrence R. Muroff, guest editors] 
New York, Medcom, inc. [1974] p. cm. 
Bibliography: p. [RC930.5.B66] 74-13889 


616.6106 


1 Bone--Diseases— Diagnosis. 2. 
Radioisotope scanning. 3. Technetium-—- 
Isotopes. I. Alexander, George W., 1930- 
ed. Il. Muroff, Lawrence R., 1942- ed. IIL. 
Medcom, inc. 

Prepared from C.I.P. 


BROWN, Barbara B. 616.804754 
The alpha syllabus; a handbook of human 
EEG alpha activity. Edited by Barbara B. 
Brown and Jay W. Klug. Springfield, 1, 
Thomas [1974] xvii, 347 p. 26 cm. ISBN 
0-398-03020-0 Bibliography: p. 310-334, 
[RC349.E5B76] 73-15547 17.50 

J. Electroencephalography--Abstracts. I 
Klug, Jay W., joint author. II. Title. 

Pbk. 12.95; ISBN 0-398-03021-9. 


*THE year book of 
neurology and neurosurgery. 
The 1974 ed. is available from Year Book 


616.805 


Medical Publishers, Chicago for 17.50. 

L.C. card no.: 38-24. 

TAKAHASHI, 616.8107572 
Matsumasa. 


Atlas of vertebral angiography. [lst ed.] 
Baltimore, University Park Press [1974] 
xix, 384 p. illus. 31 cm. ISBN 0-8391- 
0681-5 Bibliography: p. 371-378. 
[RC406.V3T34] 73-19783 65.00 

dE: Spinal cord—Blood-vessels-—— 
Radiography. 2. Brain-—Tumors-— 


Diagnosis. J, Vertebral artery— 
Radiography. L. Title. 
SACKS, Oliver W. 616.8°32 


Awakenings, by Oliver Sacks. [Ist. ed. in 
the U.S.] Garden City, N.Y., Doubleday, 
1974 [c1973] xiv, 249 p. 22 cm. ISBN 0- 


385-03562-4 [RC186.T82S3 1974] 73- 
15363 7.95 
i. Sleeping-sickness-—-Cases, clinical 


reports, statistics. 2. Paralysis agitans. I. 
Title. 


LEIBOWITZ, Uri. 616.8°34 
Multiple sclerosis. Clues to its cause. [By] 
Uri Leibowitz [and] Milton Alter. 


77 
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Amsterdam, North-Holland Pub. Co.; New 
York, American Elsevier Pub. Co., 1973. 
xx, 373 p. illus, maps. 23 cm. 
Bibliography: p. [352]-363. [RC377.L44 
1973} 72-88277 32.06 

1. Multiple sclerosis. L Alter, Milton, joint 
author. 


SLABY, Andrew Edmund. 616.8°5 
Dementia in the presenium, by Andrew 
Edmund Slaby and Richard Jed Wyatt. 
Springfield, Ill, Thomas [1974] xvi, 227 p. 
24 cm. ISBN 0-398-02946-0 Bibliography: 
p. 177-214. [RC394.P7S56] 73-9990 12.95 
1. Presenile dementia. I. Wyatt, Richard 
Jed, joint author. II. Title. 


AURELIA, Joseph C. 616.8°522°06 
Aphasia therapy manual, by Joseph C. 
Aurelia. Danville, Ill., Interstate Printers & 
Publishers [1974] vii, 66 p. 28 cm. 
Bibliography: p. 65-66 [RC425.A95] 73- 
906077 2.50 (pbk.) 

L Aphasia. 2. 
Rehabilitation. I. Title. 


Therapeutics. 3. 


LION, John R. 616.8°58 
Personality disorders; diagnosis and 
management [edited by] John R. Lion. 


Baltimore, Williams & Wilkins [1974] xi, 
432 p. 24 cm. ISBN 0-683-05042-7 
Includes bibliographies. [RC555.L56] 73- 
19628 21.00 

I. Personality, | Disorders of 2. 
Psychotherapy. I. Title. 7 
PARKER Alton Morgan, 616.85844 
Suicide among young adults [by] A. 
Morgan Parker, Jr. [Ist ed.] New York, 
Exposition Press [1974] xii, 164’p. 22 cm. 
ISBN 0-682-47886-5 (An Exposition- 
university book) Bibliography: p. 151-160. 
[HV6546.P37] 73-92852 8.00 

1. Young adults—Suicidal behavior. T. 
Title. í 


HIRSCH, Sherry, 1947- 
comp. 

Madness network news reader. Edited by 

Sherry Hirsch; with the editorial assistance 

of Joe Kennedy Adams [and others] [San 


616.8°9 


Francisco] Glide Publications [1974] p. ` 


ISBN 0-912078-35-9 Essays, poems, 
letters, and graphics from the Madness 
network news. [RC458.H54] 73-88408 
5.95 (pbk.) 

1. Psychiatry-—-Addresses, essays, lectures. 
I. Madness network news. TI. Title. 
Prepared from C.I.P. 


YAP, Pow-meng. 616.8°9 
Comparative psychiatry; a theoretical 
framework. Edited by M. P. Lau and A. B. 
Stokes. [Toronto, Buffalo] Published for 
the Clarke Institute of Psychiatry by 
University of Toronto Press [1974] xviii, 
118 p. 23 cm. ISBN 0-8020-3316-4 (Clarke 
Institute of Psychiatry. Monograph series, 
3) Includes bibliographical references. 
(RC455.Y36 1974] 73-84438 10.00 

1. Social psychiatry. I. Title. If. Series. 


NOVELLO, Joseph ’R. 616.8°9°00202 
A practical handbook of psychiatry. Edited 
by Joseph R. Novello. Springfield, Hl, C. 
C. Thomas [1974] xxiv, 621 p. 24 cm. 
ISBN 0-398-02868-0 (American lecture 
series, publication no. 907. A publication 
in the Bannerstone division of American 
lectures in clinical psychiatry) Includes 
Þibliographies. [RC454.N676] 73-7518 
16.7 


1. Psychiatry—Handbooks, manuals, etc. I. 
Title. 


AMERICAN handbook of 616.8°9°008 
psychiatry. Silvano Arieti, editor-in-chief. 
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2d ed. [rev. and expanded] New York, 
Basic Books [1974- v. 27 em. Includes 
bibliographies. [RC435.A562] 73-78893 
25.00 (vol. 1); 20.00 ea. (vols. 2 and 3). 

1. Psychiatry—Collected works. I. Atrieti, 
Silvano, ed. 


MCLEAN, Alan A. 616.8°9°071 
Occupational stress, edited by Alan 
McLean. Springfield, Ill., Thomas [1974] 
xv, 111 p. illus. 24 cm. ISBN 0-398-03067- 
7 Based in part on papers and discussions 
presented at the 1972 Occupational Mental 
Health Conference. Includes bibliographies. 
[RC963.3] 73-19647 9.75 

4. Medicine, Industrial—Congresses. 2. 
Work—Psychological aspects—Congresses. 
3. Stress (Psychology)—Congresses. I. 
Title. 


ROMAN, Paul M. 616.8°9°071 
Explorations in psychiatric sociology: 
theory, method, and research, edited by 
Paul M. Roman [and] Harrison M. Trice. 
Philadelphia, F. A. Davis Co. [1974] p. 
cm. ISBN  0-8036-7550-X Includes 
bibliographies. [BF455.R578] 74-8345 9.50 
I. Social psychiatry. I. Trice, Harrison 
Miller, 1920- joint author. IT. Title. 
Prepared from C.I.P. 


AGUILERA, Donna C. 616.8791 
Crisis intervention: theory and 
methodology [by] Donna C. Aguilera [and] 
Janice M. Messick. 2d ed. St. Louis, 
Mosby, 1974. xiii, 153 p. 24 cm. ISBN 0- 
8016-0093-6 Includes bibliographies. 
[RC480.5.A36 1974] 73-22270 6.00 

1. Crisis intervention (Psychiatry) I. 
Messick, Janice M., joint author. II. Title. 


ROMAN, Paul M. ` 616.8791 
The sociology of psychotherapy. Edited by 
Pau! M. Roman and Harrison M. Trice. 
New York, J. Aronson [1974] xv, 268 p. 
24 cm. ISBN  0-87668-093-7 Includes 
bibliographies. [RC480.5.R66] 73-81212 
12.50 


J. Psychotherapy—Social aspects. I. Trice, 
Harrison Miller, 1920- joint author. II. 
Title. 


ELLIS, Albert, 1913- 616.89°14 
Growth through reason; verbatim cases in 
rational-emotive therapy. No. Hollywood, 
Calif., Wilshire Book Co. [1974, c1971] 
viii, 294 p. 21 cm. ISBN 0-87980-264-2. 


Includes verbatim excerpts from the 
therapy sessions. [RC489.R3E44] 3.00 
(pbk.) 


1. Rational-emotive psychotherapy. I. Title. 
Contents omitted. L.C. card number for 
original ed.: 77-153850. 


FRANKS, Violet. 616.8°914 
Women in therapy; new psychotherapies 
for a changing society. Edited by Violet 
Franks and. Vasanti Burtle. New York, 
Brunner/Mazel [1974] xiii, 441 p. illus. 24 
em. ISBN  0-87630-091-3 Includes 
bibliographies. [RC480.5.F743] 73-91875 
15.00 


i. Psychotherapy. 2. Women—Psychology. 
3. United States—Social conditions—1960- 
L Burtle, Vasanti, joint author. II. Title. 


HORWITZ, Leonard, 1922- 616.8°914 
Clinical prediction in psychotherapy. New 
York, J. Aronson [1974] p. cm. ISBN 0- 
87668-149-6 Bibliography: p. [RC480.H66] 
74-6949 15.00 

d. Psychotherapy—Cases, clinical reports, 
statistics. 2. Psychoanalysis—Cases, clinical 
reports, statistics. 3. Prediction 
(Psychology) I. Title. 

Prepared from C.I.P. 


AMERICAN BOOK PUBLISHING RECORD 

PATTERSON, Cecil 616.8°914 
Holden, 1912- 

Relationship counseling and psychotherapy 
[by] C. H. Patterson. New York, Harper & 
Row [1974] p. em. ISBN 0-06-045045-2 
[RC480.5.P32] 73-20864 6.95 : 
1. Psychotherapy. 2. Psychotherapist and 
petient. 3. Client-centered psychotherapy. 
I. Title. 
Prepared from C.I.P. 


RIMM, David C. 616.8°914 
Behavior therapy: techniques and empirical 
findings [by] David C. Rimm [and] John 
C. Masters. New York, Academic Press 
[1374] xvi, 513 p. illus. 25 cm. ISBN 0-12- 
5€8850-3 Bibliography: p. 451-491. 
[RC489.B4R55] 73-22037 11.95 

1. Behavior therapy. I. Masters, John C., 
joint author. IT. Title. 


BLANCK, Gertrude. 616.8°917 
Ezo psychology: theory & practice [by] 
Gertrude and Rubin Blanck. New York, 
Columbia University Press, 1974. viii, 394 
p. 24 cm. ISBN 0-231-03615-9 
Bibliography: p. [365]-384. [RC480.5.B58] 
73-17287 17.50 
1. Psychotherapy. 2. Psychoanalysis. 1. 
Beanck, Rubin, joint author. If. Title. 
NEDERLAND, William 616.8°97°09 
‘Guglielmo, 1904- 
Tae Schreber case: psychoanalytic profile 
of a paranoid personality, by William G. 
N:ederland. [New York] Quadrangle/New 
York Times Book Co. [1974] xvi, 172 p. 
illas. 25 cm. ISBN 0-8129-0420-6 Includes 
bibliographies. [RC520.N53 1974] 73- 
79923 8.95 
i. Schreber, Daniel Paul, 1842-1911. 2. 
Paranoia =Cises, clinical reports, statistics. 
. Title. 


ARIETI, Silvano. 616.8°982 
Interpretation of schizophrenia. 2d ed., 


, completely rev. and expanded. New York, 


Basic Books [1974] xvii, 756 p. illus. 25 
cm. ISBN 0-465-03429-2 Bibliography: p. 
703-737. [RC514.A7 1974] 73-91078 22.50 
1. Schizophrenia. I. Title. 


STRATEGIC 616.8'982°06 
inservention in schizophrenia, current 
developments in treatment edited by 


Rcbert Cancro, Norma Fox [and] Lester E. 
Shapiro. New York, Behavioral Pubs 
[1974] 326 p. 22 cm. ISBN 0-87705-133-X_ 
Siz of the 12 papers are expanded and rev. 
versions of papers delivered at a 
symposium held in New York in 1973, 
which was sponsored by the Joint 
Ccmmittee on Schizophrenia, American 
Psychiatric Association. [RC514.8824] 74- 
1231 14.95 

J. Schizophrenia—Congresses. I. Cancro, 
Robert, 1932- II. Fox, Norma, 1940- TIT. 
Shapiro, Lester E. IV. .American 
Psychiatric Association. Joint Committee 
on Schizophrenia. 


KURSTAK, Edouard: 616.9°2 
Vial immunodiagnosis, edited Edouard 
Kvurstak and Richard Morisset. New York, 
Academic Press [1974] p. cm. ISBN 0-12- 
422750-1 Bibliography: p. [RC114.5.K87] 
74-13475. 18.00 

i. Virus diseases—Diagnosis. 2. Serum 
dizgnosis. I. Morisset, Richard, joint 
auchor. IT. Title. f 

Prepared from C.I.P. 


THE Role of immunological 616.9°2 
factors in viral and oncogenic processes; 
seventh international symposium _... 
Ba timore, Maryland, May 31-June 1, 1973 
and ... Vienna, Austria, June 6-7, 1973. 
Edited ‘by Roland F. Beers, Jr, R. 


SEPTEMBER 30,1974 


Carmichael Tilghman, and Edward G. 
Bassett. Baltimore, Johns Hopkins 
University Press [1974] xxii, 487 p. illus. 
26 cm. ISBN 0-8018-1599-1 (The Johns 
Hopkins medical journal. Supplement no. 
3) "Sponsored by Miles Laboratories, inc.” 
Proceedings of the 7th of a series of 
meetings; proceedings of the -6th are 
entered under International Symposium on 
Molecular Biology. Includes bibliographical 
references. [RC114.5.R64] 73-19346 22.50 
1. Virus diseases—Immunological aspects— 
Congresses. 2. Cancer—Immunological 
aspects—Congresses. 3. Immunity— 
Congresses. I. Beers, Roland F, ed. II. 
Tilghman, R. Carmichael, 1904- ed. HI, 
Bassett, Edward Graham, 1927- ed. IV. 
Miles Laboratories, inc., Elkhart, Ind. V. 
Title. VI. Series. 


INTERNATIONAL 616.9654 
Conference on Trichinellosis, 3d, Miami 
Beach, Fla., 1972. 

Trichinellosis; proceedings. Edited by 

Charles W. Kim, in association with M. A. 

Bier [and others} New York, Intext 

Educational Publishers, 1973 [i:e. 1974] p. 

ISBN 0-7002-2461-0 Includes 

bibliographies. [RC186.T815I58 1972] 74- 

6357 32.00 

1. Trichina and trichinosis—Congresses. I. 

Kim, Charles W., ed. IT. Title. 

Prepared from C.I.P. 


INVESTIGATION of 616.9°92°019408 
oncogenic viruses; papers by George J. 
Todaro, Keerti V. Shah, Harish C. Chopra, 
et al. New York, MSS Information Corp. 
[1974] p. cm. Vol. 2 by Martin S. Hirsch, 
Demuri M. Mkheidze, George J. Svet- 
Moldavsky, et al. [RC268.57.158] 74-8889 
17.50 

1. Oncogenic viruses—Addresses, essays, 
lectures. I. Todaro, George J. II. Hirsch, 
Martin S. 

Prepared from C.I.P. 


BARBOSA, Jorge 
Fairbanks. : 
Surgical treatment of head and neck 
tumors. Edited by Jorge Fairbanks 
Barbosa. Illus. by Jose Goncalves. 
Translation by Rosemarie von Becker 
Froon. New York, Grune & Stratton 
{1974] xiii, 311 p. illus. 28 cm. ISBN 0- 
8089-0811-1 [RD661.B38] 74-3460 35.00 
1. Head—Tumors. 2. Neck—Tumors. 3. 
Tumors—Surgery. I. Title. 


616.9792'91 


MCCONKEY, Clarence. 616.9°94 
When cancer comes. Philadelphia, 
Westminster Press [1974] 140 p. 19 cm. 
ISBN 0-664-24987-6 Bibliography: p. [139] 
-140. [RC263.M15] 74-1330 2.95 (pbk.) 

i. Cancer. 2. Cancer patients. I. Title. 


INTERNATIONAL 616.9°94’008 s 
Symposium on Platinum Coordination 
Complexes in Cancer Chemotherapy, 2d, 
Oxford University, 1973. 

Platinum coordination complexes in cancer 

chemotherapy. Edited by T. A. Connors 

and J. J. Roberts. New York, Springer- 

Verlag, 1974. p. cm. ISBN 0-387-06793-0 

(Recent results in cancer research, 48) 

[RC261.R35 no. 48] ([RC271.07] 

616.994061 74-12406 27.90 

i. Cancer—Chemotherapy—Congresses. 2. 


Organoplatinum compounds—Therapeutic 


use—Congresses. I. Connors, T. A., 1934- 
ed. II. Roberts, J. J, 1926- ed. IIT. Title. 
IV. Series. 

Prepared from C.I.P. 


. 14 collaborators. 


SYMPOSIUM on 616.9940194 
Fundamental Cancer Research, 25th, 
Andersog Hospital and Tumor Institute, 

2 


Molecular studies in viral neoplasia. 
Baltimore, Williams & Wilkins, 1974. xiii, 
608 p. illus. 24 cm. ”Published for the 
University of Texas M.D. Anderson 
Hospital and Tumor Institute at Houston, 
Houston, Texas.” Includes bibliographies. 
[QR201.T84S93 1972] ,73-79831 24.00 

i. Oncogenic  viruses—Congresses. T. 
Anderson Hospital and Tumor Institute, 
Houston, Tex. I. Title. 


CARDEN, Terrence S., 
1938- 

The new physician surgical quiz [by] 
Terrence S. Carden, Jr. New York, 
Appleton-Century-Crofts [1974] x, 431 p. 
23 cm. ISBN 0-8385-6731-2 Includes 
bibliographical references. [RD37.C37] 73- 
23011 12.50 (pbk.). 

1, Surgery—Examinations, questions, etc. 
I Title. 


FERGUSON, Lewis Kraeer, 
1897- 

Ferguson’s Surgery of the ambulatory 
patient, edited by Mark W. Wolcott, with 
5th ed. Philadelphia, 
Lippincott [1974] xv, 554 p. illus. 26 cm. 
ISBN 0-397-50333-4 Includes 
Sy gaia [RD111.F4 1974] 74-1439 
25.00 


1. Surgery, Minor. I. Wolcott, Mark W., 
ed. II. Title. III. Title: Surgery of the 
ambulatory patient. 


IRBY, William B., 1913- 617.1 
Facial trauma and concomitant problems: 
evaluation and treatment, edited by 
William B. Irby. Saint Louis, C. V. Mosby 
Co., 1974. xi, 266 p. illus. 26 cm. ISBN 0- 
8016-2348-0 Includes bibliographies. 
[RD523.17] 74-524 24.50 

1. Face—Wounds and injuries. 2, Teeth— 
Wounds and injuries. I. Title. 


COBB, M. Mickey. 617°.1027 
Baseball injuries and training tips, by M. 
Mickey Cobb. [lst ed] New York, 
Vantage Press [1974] 160 p. 21 cm. ISBN 
0-533-00894-8 [RC1220.B3C62] 74-174940 
5.00 

d. Baseball—Accidents and injuries. I. 
Title. 


HARDY, James H., 1930- 617.375 
Spinal deformity in neurological and 
muscular disorders, edited by James H. 
Hardy. Saint Louis, C. V. Mosby Co., 
1974. . cm. ISBN 0-8016-2049-X 
[RD768.H36] 74-616 29.50 

1. Spine—Abnormities and deformities. 2. 
Neuromuscular diseases. I. Title. 

Prepared from C.I.P. 


TYERS, G. Frank O. 617’.412°0076 
Self-assessment of current knowledge in 
cardiothoracic surgery; 1,236 multiple 
choice questions and referenced answers 
derived from current journals, by G. Frank 
O. Tyers. Flushing, N.Y., Medical 
Examination Pub. Co. [1974] 224 p. 22 
cm. ISBN 0-87488-276-1 [RC667.T93] 74- 
13095 12.00 (pbk.). 

I. Cardiology—Examinations, questions, 
ete. 2. Surgery—Examinations, questions, 
etc. I. Title. 


PSYCHOSURGERY; 617.481 
a multidisciplinary symposium. [Zdited by 
Samuel Fried and the staff of the Boston 
University law review] Lexingtan, Mass., 
Lexington Books [1974] p. ISBN 0-669- 
95638-4 Articles developed from 
presentations made at the symposium 


617°.0076 


617.024 
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Psychosurgery: the legal and ethical issues, 
at Boston University on Dec. 1, 1973, 
sponsored by the Center for Law and 
Health Sciences, Boston University School 
of Law. [RD594.P7] 74-11011 11.00 

1. Psychosurgery—Congresses. 2. Human 
experimentation in medicine—Congresses. 
I. Fried, Samuel, ed. II. Boston University. 
Center for Law and Health Sciences. III. 
Boston University law review. 

Prepared from C.I.P. 


WILSON, Dorothy J. 617°.482 
Spinal cord injury; a treatment guide for 
occupational therapists [by] Dorothy J. 
Wilson, Mary W. McKenzie [and] Lois M. 
Barber. Illus. by: Gene O’Shea and 
Medical Documentation Service, Rancho 
Los Amigos Hospital, Downey, Calif. 
Thorofare, N.J., C. B. Slack [1974] 90 p. 
illus. 28 cm. ISBN  0-913590-18-5 
Bibliography: p. 89-90. [RD594.3.W54] 74- 
75685 6.50 | 

I. Spinal cord—Wounds and injuries. I. 
McKenzie, Mary W., joint author. If. 
Barber, Lois M., joint author. III. Title. 


BARRETT, Richard H., 
1915- 

Oral myofunctional disorders [by] Richard 
H. Barrett [and] Marvin L. Hanson. Saint 
Louis, Mosby, 1974. p. cm. ISBN 0-8016- 
0499-0 [RC429.B37] 74-10823 29.50 

1. Tongue thrust. 2. Speech, Disorders of. 
3. Dentistry—Practice. I. Hanson, Marvin 
L., 1932- joint author. If. Title. 

Prepared from C.I.P. 


SYMPOSIUM on Management 617.522 
of Cleft Lip and Palate and Associated 
Deformities, Duke University Medical 
Center, 1973. 

Symposium on Management of Cleft Lip 

and Palate and Associated Deformities; 

[proceedings] Editor: Nicholas G. 

Georgiade; contributing editor: Robert F. 

Hagerty. Saint Louis, C. V. Mosby Co., 

1974. p. cm. ISBN  0-8016-1800-2 

(Proceedings of the symposium of the 

Educational Foundation of the American 

Society of Plastic and Reconstructive 

Surgeons, v. 8) [RD525.S9 1973] 74-2481 

40.00 


617°.522 


1. Cleft palate. 2. Harelip. I. Georgiade, 
Nicholas G., 1918- ed. II. Series: American 
Society of Plastic and Reconstructive 
Surgeons. Educational Foundation. 
Proceedings of the symposium, v. 8. 
Prepared from C.I.P. 


SYMPOSIUM on 617.575 
Reconstructive Hand Surgery, New York, 
1972. 

Symposium on Reconstructive Hand 

Surgery; [proceedings] Editors: J. William 

Littler, Lester M. Cramer [and] James W. 

Smith. Saint Louis, Mosby, 1974. p. cm. 

ISBN 0-8016-3022-3 (Proceedings of the 

Symposium of the Educational Foundation 

of the American Society of Plastic and 

Reconstructive Surgeons, v. 9) 

”[Symposium held] in collaboration with 

the Committee on Continuing Education 

[of] the American Society for Surgery of 

the- Hang? [RD559.884 1972] 74-12410 

39.50 


1. Hand—Surgery—Congresses. 2. Surgery, 
Plastic—Congresses. I. Littler, J. William, 
ed. ff. Cramer, Lester M., 1926- ed. HI. 
Smith, James Walter, 1926- ed. IV. 
American Society for Surgery of the Hand. 
Committee on Continuing Education. V. 
Series: American Society of Plastic and 
Reconstructive Surgeons. Educational 
Foundation. Proceedings of the 
symposium, v. 9. 

Prepared from C.I.P. 
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*THE year book of 617.6058 
dentistry. 
The 1974 ed. is now available from 


Yearbook Medical Publishers, Chicago, for 
19.50. L.C. card number: 37-8950. 


HARVOLD, Egil P., 1912- 617.643 
The activator in interceptive orthodontics 
[by] Egil P. Harvold. Saint Louis, C. V. 
Mosby Co., 1974. p. cm. ISBN 0-8016- 
2094-5 [RK521.H35] 74-7466 27.50 

1. Orthodontia. I Title. 

Prepared from C.I.P. 


SALZMANN, Jacob Amos. 617.6°43 
Orthodontics in daily practice [by] J. A. 
Salzmann, with il contributors. 
Philadelphia, Lippincott [1974] xi, 658 p. 
illus. 29 cm. ISBN 0-397-50324-5 Includes 


bibliográphiss, [RK521.8243] 73-22136 
49. 

1. Orthodontia. I. Title. 

ECCLES, John Desmond. 617.672 


The conservation of teeth [by] J. D. 
Eccles, R. M. Green. Oxford, Blackwell 
Scientific, 1973. ix, 261 p. illus. 23 cm. 
ISBN 0-632-09550-4 Includes 
bibliographies and index. [RK541.E32] 74- 
173656 

1. Fillings (Dentistry) I. Green, Richard 
Manners, joint author. Il. Title. 

Distributed by J. B. Lippincott; 22.50. 


APPLE, David J., 1941- 617.71 
Clinicopathologic correlation of ocular 
disease; a text and stereoscopic atlas [by] 
David J. Apple [and] Maurice F. Rabb. 
Saint Louis, Mosby, 1974. p. cm. ISBN 0- 
8016-0242-4 [RE46.A66] 74-10744 85.00 
1. Eye—Diseases and defects. I. Rabb, 
Maurice F., joint author. If. Title. 

Prepared from C.I.P. 


May: Charles Henry, 1861- 
43. 
May's Manual of the diseases of the eye 
for students and general practitioners. 24th 
ed. rev, and edited by James H. Allen. 
Baltimore, Williams & Wilkins, 1968. 
(Huntington, N.Y., R. E. Krieger Pub. Co., 
1974, c1968] p. cm. ISBN 0-88275-190-5 
[RE46. M4 1974] 74-10746 15.95 

1. Eye—Diseases and defects. I. Allen, 
James Harrill, 1906- ed. II. Title. III. Title: 
Manual of the diseases of the e ye. 
Prepared from C.I.P. 


CATARACT Surgical 
Congress, 3d, Miami, 1973. 
Current concepts in cataract surgery; 
selected proceedings. Editors: Jared M. 
Emery [and] gee Paton. Saint Louis, 
Mosby, 1974. p. cm. ISBN 0-8016-1522-4 
IRE4Si. C36 1973] 74-12350 29.00 
1. Cataract—Surgery. I. Emery, Jared M. 
1940- ed. IT. Paton, David, ed. IM. Title. 
Prepared from C.I.P. 


GREGG, James R., 1914- 617.7522 
The sportsman’s eye; how to make better 
use of your eyes in the outdoors [by] 
James R. Gregg. New York, Collier Books 
[1974, c1971] p. cm. [RE971.G67 1974] 
74-8915 2.95 (pbk.) 

d. Eyeglasses. 2. Outdoor recreation. I. 
Title. 

Prepared from C.I.P. 


BURIAN, Hermann M. 617.7°62 
Binocular vision and ocular motility; 
theory and management of strabismus [by] 
Hermann M. Burian [and] Gunter K. 
Spey Saint Louis, C. V. Mosby, 1974. 
p. cm. ISBN 0-8016-0897-X [(RE771.B87] 
74-8611 52.50 
1. Strabismus. I. Von Noorden, Gunter K. 
Il. Title. 
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617.771 


617.742 


Prepared from C.I.P. 


EYE movement disorders 617.762 
[by] Andrew J. Gay [and others] Original 
drawings by David R. Bellucci. Saint 
Louis, Mosby, 1974. p. cm. ISBN 0-8016- 
1763-4 [RE731.E9] 74-10747 17.50 

i. Eye—Movements. 2. Eye—Muscles— 
Anomalies. I. Gay, Andrew J. 

Prepared from C.LP. 


WINDSOR, Charles E. 617.762 
Eye muscle problems in childhood; a 
manual for parents [by] Charles E. 
Windsor [and] Jane Hurtt. 2d ed. Saint 
Louis, C. V. Mosby Co., 1974. p. ISBN 0- 
8016-5598-6 A revision and condensation 
of Strabismus in childhood, by H. M. 
Katzin and G. Wilson, published in 1968. 
[RE771.W56 1974] 74-7332 2.75 (pbk.). 

i. Strabismus. I. Hurtt, Jane, joint author. 
II. Katzin, Herbert Maurice. Strabismus in 
childhood. ITI. Title. 

Prepared from C.I.P. 


SYMPOSIUM on 
Reconstruction of the 
Charlottesville, Va., 1973. 

Symposium on Reconstruction of the 

Auricle; proceedings. Editors: Radford C. 

Tanzer [and] Milton T. Edgerton. Saint 

Louis, C. V. Mosby Co., 1974. p. cm. 

ISBN 0-8016-4852-1 (Proceedings of the 

symposium of the Educational Foundation 

of the American Society of Plastic and 

Reconstructive Surgeons, v. 10) 

[RD119.S97 1973] 74-7329 47.50 

i. Surgery, Plastic—Congresses. 2. Ear— 

Abnormities and deformities—Congresses. 

3. Ear—Surgery—Congresses. 1. Tanzer, 

Radford C., 1905- ed. H. Edgerton, Milton 

T, 1921- ed. HI. Series: American Society 

of Plastic and Reconstructive Surgeons. 

Educational Foundation. Proceedings of 

the symposium, v. 10. 

Prepared from C.I.P. 


MCDOWELL, Frank, 1911- 617°.95 
Surgical rehabilitation in leprosy, and in 
other peripheral nerve disorders, by 43 
authors. Edited by Frank McDowell and 
Carl Damien Enna. Baltimore, Williams & 
Wilkins [1974] xiii, 447 p. illus. 27 cm. 
ISBN 0-683-05853-3 Includes 
bibliographies. [RC154.M33] 74-1279 
36.50 


617.8'2 
Auricle, 


L. ‘Leprosy. 2. Rehabilitation. 3. Surgery. I. 
Enna, Carl Damien, joint author. Il. Title. 


RIDLEY, John H., 1914- 618.1 
Gynecological surgery: errors, safeguards, 
and salvage. Authored and edited by John 
H. Ridley. Foreword by Richard W. 
TeLinde. Baltimora Williams & Wilkins 
[1974] ISBN 0-683-07276-5 
[RG104. R53] 73-17408 19.50 

1. Gynecology, Operative. I. Title. 


MCLENNAN, Charles E. 618.2°002'02 
Synopsis of obstetrics [by] Charles E. 
McLennan [and] Eugene C. Sandberg. 9th 
ed. Saint Louis, Mosby, 1974. p. cm. 
ISBN 0-8016-3317-6 First-Sth ed. by J. C. 
Litzenberg. [RG101.M17 1974] 74-1147 
9.75 

1. Obstetrics. IL Sandberg, Eugene C., 
1924- joint author. If, Litzenberg, Jennings 


Crawford, 1870-1948. Synopsis of 
obstetrics. HH. Title. 

Prepared from C.I.P. 

HORIZONS in perinatal 618.274 
research; implications for clinical care. 


Norman Kretchmer and Eileen G. 
Hasselmeyer, scientific editors. New York, 
Wiley [1973, ic.1974] p. cm. ISBN 0-471- 
50723-7 (A Wiley biomedical-health 
publication) ”*A symposium sponsored by 


AMERICAN BOOK PUBLISHING RECORD 


the Perinatal Biology and Infant Mortality 
Branch, National Institute of Child Health 


and Human Development, Stanford, 
California, December 6-9, 1970.” 
[RG940.H67] 73-14803 15.50 

I. Maternal and infant  welfare— 


Congresses. 2. Pregnancy—Congresses. I. 
Kretchmer, Norman, 1923- ed. IL. 
Hasselmeyer, Eileen G., ed. IH. United 
States. National Institute of Child Health 
and Human Development. Perinatal 
Etiology and Infant Mortality Branch. 
Prepared from C.I.P. 


GALACTORRHEA, 618.71 
by Barry K. Gould fand others]. 


Springfield, Ill., Thomas [1974] ix, 113 p. 
iLus. 24 cm. ISBN 0-398-02978-4 
Bibliography: p. 85-99. [RG861.G34] 73- 
12291 10.75 

1 Lactation disorders. I. Gould, Barry K. 


CHILDREN’S Bureau 618.972 
studies. New York, Arno Press, 1974. p. 
em. ISBN 0-405-05955-8 (Children and 
youth: social problems and social policy) 
Reprint of Infant mortality, by E. Duke, 
first published in 1915; of Maternal 
mortality from all conditions connected 
with childbirth in the United States and 
certain other countries, by G. L. Meigs, 
first published in 1917; of The nutrition 
and care of children in a mountain county 
of Kentucky, by L. Roberts, first published 
in 1922; of Maternal deaths; a brief report 
of a study made in 15 states, issued by the 
United States Children’s Bureau, first 
published in 1933; and of Habit clinics for 
child guidance, by D. A. Thom, first 
published in 1939. [RJ59.C54 1974] 74- 
1676 22.00 

ds Infants (Newborn)—Mortality— 
Ssatistics. 2. United States—Statistics, 
Medical. 3. Mothers—Mortality— 
Siatistics. I. United States. Children’s 
Bureau. If, Title. III. Series. 

Prepared from C.I.P. 


DUFFUS, Robert 
Luther, 1888- 
L. Emmett Holt; pioneer of a children’s 
century [by] R. L. Duffus and L. Emmett 
Holt, Jr. New York, Arno Press, 1974 
[c1940] p. cm. ISBN 0-405-05960-4 
(Children and youth: social problems and 
social policy) Reprint of the ed. published 


618.2000924 B 


by Appleton-Century, New York. 
[RJ43.H6D8 1974] 74-1683 18.00 
l. Holt, Luther Emmett, 1855-1924. I. 


Holt, Luther Emmett, 1895- joint author. 
U Title. II. Series. 
Prepared from C.I.P. 


K-SSANE, John M. 618.92’007 
Pathology of infancy and childhood [by] 
Jahn M. Kissane. 2d ed. St. Louis, Mosby, 
1675. p cm. ISBN 0-8016-2671-4 
Includes bibliographies. [RJ45.K53 1975] 
74-10824 45.00 

1. Pathology. 2. Children—Diseases. I 
Title. 

Prepared from C.I.P. 


JAMES, Alton 
Everette, 1938- 
Pediatric nuclear medicine, edited by A. 
Everette James, Jr., Henry N. Wagner, Jr. 
fand] Robert E. Cooke. Philadelphia, 
Saunders, 1974. xvi, 544 p. illus. 27 cm. 
ISBN 0-7216-5108-9 Includes 
bibliographical references. [RJ51.R3J35] 
7297912 35.00 
1. Pediatric radiology. I. Wagner, Henry 
N., 1927- joint author. I. Cooke, Robert 
E.. joint author. IH. Title. 


618.9°2007°575 


SEPTEMBER 30,1974 


SUGARMAN, Gerald I., 
1935- 

Your hyperactive child [by] Gerald I. 
Sugarman and Margaret N. Stone. 
Chicago, Regnery [1974] p. ISBN 0-8092- 
8410-3 [RJ506.H9S883] 74-6915 5.95 

d. Hyperkinesia. I. Stone, Margaret N. 
Joint author. If. Title. 

Prepared from C.I.P. 


ANTHONY, Elwyn 
James. 

Children at psychiatric risk, edited by E. 

James Anthony and Cyrille Koupernik. 

New York, Wiley [1974] p. cm. ISBN 0- 


618.9285 


618.9°28°9008 s 


471-03228-X (Yearbook of the 
International Association for Child 
Psychiatry and Allied Professions, v. 3) 


(The Child in his family, v. 3) "A Wiley- 
Interscience publication.” Based on the 
proceedings of two international study 
groups (Bled, Yugoslavia, 1972 and Dakar, 
Senegal, 1973); also a precongress 
publication for the 1974 Philadelphia 
congress of the International Association 
for Child Psychiatry and Allied 
Professions. [RJ499.A1C42 vol. 3] [RJ47] 
618.9°28905 74-6169 15.95 


1l. Vulnerable children (Psychiatry)— 
Congresses. 2. Preventive psychiatry— 
Congresses. 3 Child  psychiatry— 


Congresses. I. Koupernik, Cyrille, 1917- 
Joint author. IT. Title. III. Series. IV. Series: 
International Association for Child 
Psychiatry and Allied Professions. 
Yearbook, v. 3. 

Prepared from C.I.P. 


THOMAS, Linda L. 618.9°29°7 
Caring and cooking for the allergic child, 
by Linda L. Thomas. With a foreword by 
Allen Sosin, and an introd. by Katharine 
Crossman. New York, Drake Publishers 
1974] 144 p. 24 cm. ISBN 0-87749-593-9 
ibliography: p. 140-141. [RJ399.A4T48] 
73-18203 6.95 
1. Pediatric allergy. :2. Cookery for 
allergics. I. Title. 


GERIATRIC medicine, 618.9°7 
edited by W. Ferguson Anderson [and] T. 
G. Judge. London, New York, Academic 
Press, 1974. 328 p. 24 cm. ISBN 0-12- 
057250-8 ”Edited version of the papers 
given at an International Conference held 
in Glasgow in September, 1972.” Includes 
bibliographies. [RC952.G39 1974] 74-969 
12.50 

l. Geriatrics—Congresses. I. Anderson, 
William Ferguson, 1914- ed. If. Judge, 
Thomas Grieve, ed. 


WHITEHEAD, Anthony, 618.976089 
1926- 
Psychiatric disorders in old age; a 


handbook for the clinical team, by J. A. 
Whitehead. With a foreword by Felix Post. 
New York, Springer Pub. Co. [1974] viii, 
120 p. 23 cm. zg 0-85602-023-0 
Bibliography: 116-117. 
Reri. 4.A5W48 1974 "714-173525 5.95 

. Geriatric psychiatry. I Title. 


Engineering 620-629 


R. D. Mindlin and applied - 620.1 
mechanics; a collection of studies in the 
development, of, applied mechanics, 
dedicated to Professor Raymond D. 
Mindlin by his former students. Edited by 
George Herrmann. New York, Pergamon 
Press [1974] xiv, 289 p. illus. 24 cm . 
ISBN 0-08-0177 10-7 Includes 
bibliographical references. [TA350.3.R2 
1974] 73-22346 20.00 

1. Mindlin, Raymond David, 1906- — 


Bibliography. 2. Mechanics, Apolied— 
Addresses, essays, lectures. I Mindlin, 
Raymond David, 1906- If Hermann, 
George, 1921- ed. 
Contents omitted. 


DISTEFANO, 620.1°G01°515 
Nestor. 

Nonlinear processes in engineering; 

dynamic programming, invariant 

imbedding, quasilinearization, finite 

elements, system identification, 


optimization. New York, Academic Press, 
1974. xvii, 366 p. illus. 24 cm. ISBN 0-12- 
218050-% (Mathematics in science and 
engineering, v. 110) Includes 
bibliographies. [TA331.D57] 73-7437 26.50 
1. Engineering mathematics. 2. Nonlinear 
theories. I. Title. II. Series. 


HIBBELER, R. C. 620.1°04 
Engineering mechanics: dynamics [by] R. 
C. Hibbeler. New York, Macmillan [1974] 
viii, 435-973, B26 p. illus. 23 cm. ISBN 0- 
02-354080-X Companion volume to 
Engineering mechanics: statics. These two 
works are also published together as 
Engineering mechanics: statics and 
dynamics. [TA352.H5] 73-17146 11.95 

1. Dynamics. I. Title. 


CAVITATION and ` 620.1064 
Polyphase Flow Forum, Montreal, 1974. 
Cavitation and Polyphase Flow Forum- 
1974; przsented at joint meeting of Fluids 
Engineering Division of the American 
Society of Mechanical Engineers and the 
Canadian Society for Mechanical 
Engineers, May 13-15, 1974, Montreal, 
Quebec, Canada. Edited by Robert L. 
Waid. New York, American Society of 
Mechanical Engineers [1974] 32 p. illus. 
28 cm. "Jointly sponsored by Polyphase 
Flow Committee and Fluid Machinery 
Committee of Fluids Engineering 
Division ” Includes bibliographical 
references. [TC171.C37 1974] 74-173538 

6.50 (pbx.). 

I. Cavitation—Congresses. 2. Two-phase 
flow—Congresses. I. Waid, Robert L., ed. 
I American Society of Mec chanical 
Engineers. HI. Canadian Society for 
Mechanical Engineering. IV. American 
Society of Mechanical Engineers. 
Polyphase Flow Committee. V. American 


Society of Mechanical Engineers. Fluid 
Machinery Committee. 
*ANNUAL review of 


620.1105 
materials science = 
Vol. 4, 1974 edited by Robert A. Huggins, 
Richard H. Bube & Richard W. Roberts is 
now avzilable from Annual Reviews, Palo 
Alto, Calif. for 12.00. ISBN 0-8243-1704- 
1. L.C. card no.: 75-172108. 


FOSTER, John Farley, 
1910- 
Final report on interlaboratory cooperative 
study oř the precision and accuracy of the 
measurement of total sulfation in the 
atmospkere using ASTM method D 2010 
[by] J. F. Foster, G. H. Beatty and J. E. 
Howes, Jr. Philadelphia, American Society 
for Testing and Materials [1974] ii, 45 p. 


620.1°1°08 s 


illus. 28 cm. (ASTM data series 
publication, DS 55-S2) ”Tareshold 
ASTM.” Includes bibliographical 
references. [TA401.A18 DS55-S2] 
[TD885.5.S8] 628.5°3 74-76284 5.00 

i Air—Pollution—Measurement. 2. 


Sulphur dioxide. I. Beatty, Glenn H, joint 
author. IL Howes, James E, joint author. 
WE Title. IV. Title: Interlaboratory 
cooperative study of the precision and 
accuracy of the measurement of total 
sulfation in the atmosphere using ASTM 
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method D 2010. V. Series: ASTM data 
series, DS 55-S2, 


SERPAN, C. Z. 620.171'08 s 
Nuclear reactor neutron energy spectra, by 
C. Z. Serpan, Jr. and B. H. Menke. 
Philadelphia, American Society for Testing 
and Materials [1974] 213 p. illus. 28 cm. 
ISBN 0-505-20003-5 (ASTM data series 
publication, DS 52) Includes 
bibliographical references. [TA401.A18 no. 
D532] [TK9202] 621.48°332 74-75129 
26.00 

d. Nuclear reactors—-Tables, calculations, 
ete. 2. Nuclear physics—Tables, 
calculations, etc. 3. Neutrons—Spectra. I. 
Menke, Blaine Herman, 1940- joint author. 
Il. Title. III. Series: ASTM data series, DS 
52. 


REFRACTORY carbides. 620.1°43 
Edited by Grigorii V. Samsonov. 
Translated from Russian by Noel B. 
Vaughan. New York, Consultants Bureau 
[1974] p. cm. ISBN  0-306-10900-X 
(Studies in Soviet science) Translation of 
Tugoplavkie karbidy. Includes 
bibliographical references. 
[TA418.26.T8313] 73-83892 37.50 

I. Transition metal carbides—Addresses, 
essays, lectures. 2. Refractory transition 
metal compounds—-Addresses, essays, 
lectures. L Samsonov, Grigorii 
Valentinovich, ed. II. Title. JII Series. 
Prepared from C.I.P. 


GAYLORD, M. W., 1917- 620.1°923 
Reinforced plastics: theory and practice 
[by] M. W. Gaylord. 2d ed. Boston, 
Cahners Books [1974] p. cm. ISBN 0- 
8436-1210-X (Cahners practical plastics 
series) Bibliography: p. [TA455.P55G39 
1974] 74-9842 14.95 

1. Reinforced plastics. I. Title. 

Prepared from C.I.P. 


THERMOPLASTICS: 620.1°923 
Properties and design. A collective work 
produced by Imperial Chemical Industries 
Limited, Plastics Division. Edited by R. M. 
Ogorkiewicz. London, New York, Wiley 
[1974] xi, 248 p. illus. 24 cm. ISBN 0-471- 
65306-3 "A Wiley-Interscience 
publication.” Includes bibliographical 
references. [TA455.P5T48] 73-10742 18.95 
1. Thermoplastics. I. Ogorkiewicz, Richard 
M., ed. If. Imperial Chemical Industries, 
ltd. Plastics Division. III. Title. 


SYMPOSIUM on Recent 620.1794 
Advances and Developments in Testing 
Rubber and Related Materials, 
Philadelphia, 1973. 

Rubber and related products: new metheds 

for testing and analyzing; a symposium. 

Philadelphia, American Society for Testing 

and Materials [1974] 194 p. illus. 24 cm. 

ISBN 0-455-30002-0 (ASTM special 

technical publication 553) Presented at the 

76th annual meeting of the American 

Society for Testing and Materials, and 

sponsored by Committee D-11 on Rubber 

and Rubber-Like Materials. Includes 
bibliographical references. [TS1892.888 

1973] 73-92031 20.25 

i, Rubber—Testing—Congresses. 2. 

Rubber—Analysis—Congresses. I 

American Society for Testing and 

Materials. Committee D-11 on Rubber and 

Rubber-Like Materials. II. Title. TII. Series: 


American Society for Testing and 
Materials. Special technical publication 
553. 

STEPHENS, Raymond William 620.2 
Barrow. 


ea and vibration progress, edited by 
. W. B. Stephens and H. G. Leventhall. 
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New York, Wiley [1974- p. ISBN 0-470- 
82203-1 ”A Halsted Press book.” Includes 
bibliographical references. [TA365.S73] 74- 
6335 19.75 

L Acoustical — engineering—Collected 
works. 2. Vibration—Collected works. 3. 
Noise—Collected works. I. Leventhall, H. 
G., joint author. IT. Title. 

Prepared from C.I.P. 


GRAY, Bernard Francis, 
1924- 

Elementary engineering systems [by] B. F. 

Gray. [London] Longman [1974] 138 p. 

illus. 23 cm. ISBN 0-582-41067-3 Label 

mounted on t.p.: Distributed in the U.S.A. 


620.7 


by Longman Inc., New York. 
[TA168.G73] 73-86519 10.00 (U.S.) 
I. Systems engineering. I. Title. 
Pbk. 6.50, ISBN 0-582-4108-1. 
HECK, Carl. 621.3 


Magnetic materials and their applications. 
Translated from the German by Stuart S. 
Hill. New York, Crane, Russak [1974] xiv, 
770 p. illus. 24 cm. ISBN 0-8448-0206-9 
Translation of Magentische Werkstoffe und 
ihre technische Anwendung. Includes 
bibliographies. ‘[TK454.4.M3H413 1974b] 
73-77001 49.50 

1. Magnetic maaterials. I. Title. 


KUBALA, Thomas S. 621.3 
Electricity 1: devices, circuits, materials 
[by] Thomas S. Kubala. Albany, Delmar 
Publishers [1974] 98 p. illus. 27 cm. 
” #149.” [TK146.K8] 73-13482 2.72 

J. Electric engineering. I. Title. 


HANCOCK, 621.31°04’201512943 
Norman Napoleon. 

Matrix analysis of electrical machinery, by 

N. N. Hancock. 2d ed. Oxford, New York, 

Pergamon Press [1974] p. cm. ISBN 0-08- 

017898-7 Bibliography: p. [TK2211.H3 

1974] 74-3286 12.00 

1. Electric machinery. 2. Matrices. I. Title. 

Prepared from C.I.P. 


YOUNG, Louise B. 621°.312°13 
Power over people [by] Louise B. Young. 
[Foreword by ‘Stewart Udall] New York, 
Oxford University Press [1974, c1973] xii, 
234 p. illus. 21 cm. ISBN 0-19-501830-3. 
(A Galaxy book) Bibliography: p. 225- 
234. [TD195.E4Y68] 2.95 (pbk.) 

i. Electric power-plants—Environmental 
aspects. I. Title. 

L.C. card number for original ed.: 
91020. 


PEARSON, Sven Ivar. 621.319°2 
Introductory circuit analysis [by] S. Ivar 
Pearson and George J. Maler. Huntington, 
N.Y., R. E. Krieger Pub. Co., 1974 [c1965] 
p. cm. ISBN 0-88275-175-1 Reprint of the 
ed. published by Wiley, New York. 
[TK454.P3 1974] 74-10895 16.95 

1. Electric circuits. I. Maler, George J, 
Joint author. Il. Title. 

Prepared from C.I.P. 


VAN VALKENBURG, Mac 
Elwyn, 1921- comp. 
Circutt theory: foundations and classical 
contributions, edited by M. E. Van 
Valkenburg. Stroudsburg, Pa. Dowden, 
Hutchinson & Ross [1974] p. cm. ISBN 0- 


72- 


621.319°2 


87933-084-8 (Benchmark papers in 
electrical engineering and computer 
science, v. 8) [TK454.2.V35] 74-2475 
24.00 


1. Electric networks. 2. Electric circuits. I. 
Title. 
Prepared from C.I.P. 


*LASER applications 621.366 
Vol. 2, 1974 edited by Monte Ross is now 
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available from Academic Press, N.Y. for 


24.00. ISBN 0-12-431902-5. L.C. card 
no.: 79-154380. 
BULLARD, John R. 621.38 


Audiovisual fundamentals: basic equipment 
operation and simple materials production 
[by] John R. Bullard [and] Calvin E. 
Mether. Dubuque, Iowa, W. C. Brown Co. 
[1974] ix, 150 p. illus. 22 x 29 cm. ISBN 
0-697-06043-8 [TS2301.A7E84] 74-171877 
3.95 (pbk.) 

1. Audio-visual equipment. 
Calvin E., joint author. IL. Title. 


I Mether, 


GOUDKET, Michael. 621.38 
An audiovisual primer. Mlus. by the author. 
Rev. and enl. ed. New York, Teachers 
College Press [1974] 85 p. illus. 21 cm. 
Bibliography: p. 76-81. [€S2301.A7G68 
1974] 74-171925 2.25 (pbk.) 

1. Audio-visual equipment. 2. Audio visual 
education. I. Title. 


SANDS, Leo G. 621.38°0283 
Installing TV & FM antennas, by Leo G. 
Sands. [lst ed.] Blue Ridge Summit, Pa., 
G/L Tab Books [1974] 168 p. illus. 23 cm. 
ISBN 0-8306-4636-1 [TK6655.A6S33] 74- 
75210 7.95 


1. Television—Antennas. 2.  Radio— 
Antennas. I. Title. 

G/L Tab Books (Firm) 621.381 
Japanese consumer electronics 


schematic/servicing manual [by] TAB 
editorial staff. [1st ed.] Blue Ridge Summit, 
Pa. [1974] 196 p. illus. 28 cm. ISBN 0- 
8306-4732-5 [TK7870.G18 1974] 74- 
173529 8.95 

1. Electronic apparatus and appliances— 
Maintenance and repair. I. Title. 

Pbk. 5.95, ISBN 0-8306-3732-X. 


GROLLE, Carl G., 1933- 621.381 
Electronic technician's handbook of time- 
savers and shortcuts [by] Carl G. Grolle. 
West Nyack, N.Y., Parker Pub. Co. [1974] 
p. ISBN 0-13-252189-X [TK7870.G76] 73- 
20498 9.95 

1. Electronic apparatus and appliances—- 
Maintenance and repair. 2. Electronic 
apparatus and appliances—Testing. I. Title. 
Prepared from C.I.P. 


GRAF, Rudolf F. 621.381°021'2 
Electronic databook; a guide for designers 
[by] Rudolf E. Graf. 2d ed. New York, 
Van Nostrand Reinhold [1974] p. cm. 
ISBN 0-442-22796-5 First ed. published in 
1971 under title: Electronic design data 
book. [TK7825.G68 1974] 74-13987 10.95 
1. Electronics—Tables, calculations, etc. 2. 
Electronics—Graphic methods. I. Title. 
Prepared from C.I.P. 


CARR, Joseph J. 621.381°076 
CET license handbook, by Joseph J. Carr. 
[1st ed.] Blue Ridge Summit, Pa., G/L Tab 
Books [1974] 276 p. illus. 23 cm. ISBN 0- 
8306-4701-5 [TK7863.C37] 74-75215 8.95 
I. Electronics—Examinations, questions, 
etc. I. Title. 

Pbk. 5.95, ISBN 0-8306-3701-9. 


TURNER, Rufus P. 621.3815'1 
Solid-state components, by Rufus P. 
Turner. [1st ed.] Indianapolis, H. W. Sams 
[1974] 96 p. illus. 22 cm. ISBN 0-672- 
21099-1 [TK7871.85.T87] 74-78357 3.95 
(pbk.). > . ; 

1. Semiconductors—Dictionaries. I. Title. 


SHARMA, B. L., 1932- 621.3815°28 
Semiconductor heterojunctions, by B. L. 
Sharma and R. K. Purohit. [lst ed.] 
Oxford, New York, Pergamon Press [1974] 
p. cm. ISBN 0-08-017747-6 (International 


AMERICAN BOOK PUBLISHING RECORD 


series of monographs in the science of the 
solid state, v. 5) Includes bibliographical 
references. [TK7871.92.548 1974] 73- 
18449 17.50 

1. Junction transistors. I. Purohit, R. K., 
joint author. IL. Title. 

Prepared from C.I.P. 


FURLOW, Bill, comp. 621.3815°3 
Circuit design idea handbook. Boston, 
Cahners Books [1974] xiii, 209 p. illus. 29 
cm. ISBN 0-8436-0205-8 Articles 
originally published in the Design awards 
sections of the EDN and EEE magazines. 
[TK7867.F87] 73-76440 16.95 

I. Electronic circuits. I. Electrical design 
news. I. EEE; the magazine of circuit 
design engineering. III. Title. 

COWLES; Laurence 621.3815'3”0422 
Transistor circuits and applications {by] 
Laurence G. Cowles. 2d ed. Englewood 
Cliffs, N.J., Prentice-Hall [1974] xxviii, 
365 p. illus. 24 cm. ISBN 0-13-930073-2 
(Prentice-Hall series in electronic 
technology) Bibliography: p. 317-319. 
[TK7871.9.C69 1974] 73-15576 17.95; 
12.95 (student’s ed.). 

1. Transistor circuits. I. Title. 


CHINAL, Jean. 621.3815°37 
Design methods for digital systems [by] J. 
Chinal. Transl. from French by A. Preston 
and A. Sumner. Berlin, Heidelberg, New 
York, Springer, 1973, [i-e.1974] xvii, 506 
p. ill. 24 cm. Translation of Techniques 
booleennes et sete a artimetiques. 
Bibliography: [497]-503. 
[QA268.5. C5213] 72- 86277 33.90 

1. Switching theory. 2. Sequential machine 
theory. 3. Algebra, Boolean. I. Title. 


GREEN, Wayne, comp. 621.3815°48 
RF & digital test equipment you can build. 
[1st ar Blue Ridge Summit, Pa., G/L Tab 
Books [1974] 252 p. illus. 23 cm. ISBN 0- 
8306-4729-5 Projects selected from articles 
originally published in the magazine 73 
amateur radio. [TK7878.4.G74] 74-77022 
8.9 

J. Electronic instruments. 2. Electronics— 
Amateurs’ manuals. 3. Digital electronics. 
1. 73 amateur radio. I. Title. 

Pbk. 5.95; ISBN 0-8306-3729-X. 


GUPTA, K. C. 621.381°73 
Microwave integrated circuits, edited by K. 
C. Gupta & Amarjit Singh. New York, 
Wiley [1974] p. ISBN 0-470-33640-4 "A 
Halsted Press book.” Bibliography: p. 
(TK7876.G8] 74-8772 12.95 


J. Microwave circuits. 2. Integrated 
circuits. I. Singh, Amarjit, 1924- joint 
author. IT. Title. 

Prepared from C.I.P. 

BLAKE, George Gascoigne, 621.3841 


1885- 
History of radio telegraphy and telephony 
[by] G. G. Blake. New York, Arno Press, 
1974. p. cm. ISBN 0-405-06034-3 
(Telecommunications) Reprint of the 1928 
ed. published by Chapman & Hall, 
London. Bibliography: p. [TK5711.B5 
1974] 74-4667 23.00 
1I. Telegraph, Wireless—History. 2. 
Telephone, Wireless—History. I. Title. II. 
Series: Telecommunications (New York, 
1974- ) 
Prepared from C.I.P. 


SANDS, Leo G. _ 621.3845°4 
CB radio servicing guide, by Leo G. Sands. 
[3d ed.] Indianapolis, H. W. Sams [1974] 
160 p. illus. 22 em. ISBN 0-672-21074-6 
[TK6570.C5S29 1974] 74-75279 4.95 


(pbk.). 
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I. Citizens radio service. 2. Radio 
Repairing. I. Title. 
BIRD, Gordon Joseph 621.3848'1 


Alexander. 

Radar precision and resolution [by] G. J. 
A. Bird. New York, Wiley [1974] p. cm. 
ISBN 0-470-07380-2 ”A Halsted Press 
book.” Bibliography: p. [TK6575.B57 
1974] 74-8158 18.50 

1. Radar. 2. Statistical communication 
theory. 3. Signal theory 
(Telecommunication) I. Title. 
- Prepared from C.I.P. 


TILTMAN, Ronald 
Frank, 1901- 
Baird of television [by] Ronald F. Tiltman. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-06061-0 
(Telecommunications) Reprint of the 1933 
ed. published by Seeley Service, London. 
[TK6635.B3T53 1974] 74-4697 13.00 
I. Baird, John Logie, 1888-1945. 2. 
Television. i Title. U. Series: 
Telecommunications (New York, 1974- } 
Prepared from C.LP. 


621.388°0092°4 B 


COLOR TV trouble 621.3888°7 
factbook, by the editors of Electronic 
technician dealer. 2d ed. Blue Ridge 
Summit, Pa., G/L Tab Books [1974] 348 
p. 23 cm. ISBN 0-8306-4719-8 "No. 719.” 
[TK6670.C58 1974] 74-75220 8.95 

1. Color televísion—Repairing. I 
Electronic technician/dealer. 


FELDMAN, Len. 621.38933 
The Rolling stone guide to high fidelity 
sound. [San Francisco, Straight Arrow 
Books; distributed by Quick Fox, New 
York, 1974] 159 p. illus. 21 cm. ISBN 0- 
eerie (TK7881.7.F44] 73-90733 
4.9 

1. High-fidelity sound systems. I. Rolling 
stone. IL. Title. 


FLUID mechanics of 621.4°023 
combustion. Edited by J. L. Dussourd, R. 
P. Lohmann [and] E. M. Uram. New 
York, American Society of Mechanical 
Engineers [1974] v, 267 p. illus. 26 cm. 
Papers presented at a joint Fluids 
Engineering and CSME conference, held 
in Montreal, May 13-15, 1974, and 
sponsored by the Fluids Engineering 
Division, ASME. Includes bibliographical 
references. [TJ254.5.F58] 74-78505 20.00 
(pbk.) 

1. Combustion engineering—Congresses. 2. 
Fluid mechanics—Congresses. I. Dussourd, 
J. L, ed. If. Lohmann, Robert P., ed. III. 
Uram, Earl M., ed. IV. American Society 
of Mechanical Engineers. Fluids 
Engineering Division. V. Canadian Society 
for Mechanical Engineering. 


WILLIAMS, James Richard, 
1941- 

Solar energy: technology and applications, 
by J. Richard Williams. [Ann Arbor, Ann 
Arbor Science Publishers, 1974] ix, 120 p. 
illus. 24 cm. ISBN 0-250-40064-2 
Bibliography: p. 105-113. [TJ810.W54] 74- 
78807 9.95 

i. Solar energy. I. Title. 


HUNT, Stanely Ernest. 621.48 
Fission fusion and the energy crisis [by] S. 
E. Hunt. [lst ed.] Oxford, New York, 
Pergamon Press [1974] p. cm. ISBN 0-08- 
018102-3 (Pergamon energy series, v. 1) 
[TK9145.H86 1974] 74-9926 8.75 

1. Atomic power. l. Title. 

Prepared from C.I.P. Pbk. 6.25, ISBN 0- 
08-018079-5. 


621.47 


MCPHEE, John A. 621.4873 
The curve of binding energy [by] John 
McPhee. New York, Farrar, Straus and 
Giroux [1974] 231 p. 21 cm. ISBN 0-374- 
13373-5 ”Originally appeared in the New 
Yorker.” [UF767.M215 1974] 74-1226 
7.95 

1. Taylor, Theodore B.„ 1925- 2. Atomic 
bomb. 3. Atomic energy industries— 
Security measures. I. Title. 


WILLIAMS, Michael 
Maurice Rudolph. 
Random processes in nuclear reactors [by] 
M. M. R. Williams. [lst ed.] Oxford, New 
York, Pergamon Press [1974] p. cm. ISBN 
0-08-017920-7 Includes bibliographies. 

[TK9202.W53 1974] 74-4066 30.00 

i. Nuclear reactors—Noise. 2. Nuclear 
reactors—Mathematical models. 3. 
Stochastic processes. I. Title. 

Prepared from C.I.P. 


621.48°3'0184 


KERLIN, T. W. 621.4831 
Frequency response testing in nuclear 
reactors [by] T. W. Kerlin. New York, 
Academic Press, 1974. x, 175 p. illus. 24 
cm. ISBN 0-12-404850-1 (Nuclear science 
and technology, 11) Includes 
bibliographical references. [TK9202.K4] 
73-5301 19.00 

i. Nuclear reactors—Testing. 2. Nuclear 
reactor kinetics. 3. Frequency response 
(Dynamics) I. Title. 


*WORKING group meeting 621.4835 
on Nuclear Power Plant Control -and 
Instrumentation, Vienna, 1971. 

Nuclear power plant control 

instrumentation. 

The 1973 edition is available from Unipub, 

N.Y. for 34.00. L.C. card no.: 72-1935736. 


TECHNOLOGY of controlled 621.484 
thermonuclear fusion experiments and the 
engineering aspects of fusion reactors: 
proceedings òf a symposium held at 
Austin, Texas, November 20-22, 1972. 
Editor: E. Linn Draper, Jr. [Oak Ridge, 
Tenn.] Technical Information Center, U.S. 
Atomic Energy Commission; [available 
from National Technical Information 
Service, Springfield, Va.] 1974. xii, 1040 p. 
illus. 23 cm. ISBN 0-87079-010-7 (AEC 
symposium series, 31) “Sponsored by 
Texas Atomic Energy Research 
Foundation [and others]? ”CONF- 
721111.” Includes bibliographical 
references. [TK9204.T42] 74-600044 16.60 
1. Fusion reactors—Congresses. 2. 
Controlled fusion—Congresses. I. Draper, 
Ernest Linn, 1942- ed. II. Texas Atomic 
Energy Research Foundation. III. Series: 
United States. Atomic Energy 
Commission. AEC symposium series, 31. 


and 


KRATFEL, Edward R., 1938- 621.7°5 
Modern shop procedures [by] Edward R. 
Kratfel [and] George R. Drake. Reston, 
Va., Reston Pub. Co. [1974] xii, 356 p. 
illus. 24 cm. ISBN  0-87909-506-7 
[TJ1160.K678] 73-19644 9.95 

1. Machine-shop practice. I. Drake, 
George R., 1938- joint author. If. Title. 
Pbk. 7.95, ISBN 0-87909-505-9 


CONSIDINE, Douglas 621.78 
Maxwell, ed. 
Process instruments and controls 


handbook. Prepared by 110 specialists. 
Douglas M. Considine, editor-in-chief. 2d 
ed. New York, McGraw-Hill [1974] 1 v. 
{various pagings) illus. 24 cm. ISBN 0-07- 
012428-0 Includes bibliographies. 
[TS156.8.C674 1974] 73-18261 37.50 

1. Process control—Handbooks, manuals, 
ete. 2. Automatic control—Handbooks, 
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manuals, etc. 3. Engineering instruments— 
Handbooks, manuals, ete. I. Title. 


6227.092°4 B 


HAMMOND), John Hays, 
1855-1936. 
The autobiography of John Hays 


Hammond. [New York, Arno Press, 1974, 
c1935] p. cm. ISBN 0-405-05913-2 (Gold: 
historical and economic aspects) Reprint of 
the ed. published by Farrar & Rinehart, 
New York. Bibliography: 
[CT275.H3585A3 1974] 74-351 44.00 

1. Hammond, John Hays, 1855- sea i 
Title. H. Series. 

Prepared from C.I.P. 


PANEL on Uranium 622’.18'493 
Exploration Methods, Vienna, 1972. 
Uranium exploration methods; proceedings. 
Vienna, International Atomic Energy 
Agency, 1973. 320 p. illus. 24 cm. (Panel 
proceedings series) “STI/PUB/334.” Held 
10-14 April 1972; sponsored by the 
International Atomic Energy Agency. 
Includes bibliographies. _[TN271.U7P36 
1972] 74-167782 15.00 (U.S.) 
i. Prospecting—Congresses. 2. Uranium 
ores—Congresses. I. International Atomic 
Energy Agency. IT. Title. II. Series: 
International Atomic Energy Agency. 
Panel proceedings series. 
Dist. by Unipub. 


GOUGEON, Meade. 623.82'03 
Sailboat design: yesterday, today, and 
tomorrow [by] Meade Gougeon [and] 
Tyrus Knoy. Illus. by Leon C. Stecker. 
New York, Collier Books [1974, Paget 
ISBN 0-02-001400-7 Published in 197 by 
Winchester Press, New York, under title: 
The evolution of modern sailboat design. 
Bibliography: p. [VM351.G68 1974] 74- 
8837 3.95 (pbk.) 
1. Sailboats. 2. Sailing ships—History. I. 
Knoy, Ty, joint author. II. Title. 
Prepared from C.I.P. 
DODMAN, Frank Ellerton, 623.8204 
1908- 
The Observer's book of ships [by] Frank E. 
Dodman. Rev. ed. London, New York, F. 
Warne, [1974, cl1973] 192 p., 32 plates. 
illus. (some col.) 15 cm. ISBN 0-7232- 
1517-0 (Observer’s pocket series 15) 
Includes index. [VM149.D6 1970] 73- 
80246 2.50 
1. Ships. 2. Ship-building—History. I. Title. 
Il. Series. 


BUDD, Rhonda. 623.82°2 
Sailing boats of the world: a guide to 
classes, edited by Rhonda Budd. Foreword 
by Sir Alec Rose. Designed by Rebecca 
Lee. Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. Bibliography: p. 
[VM351.B82] 73-22237 19.95 

1. Sailboats. 2. Sailing ships. I. Title. 
Prepared from C.I.P. 


NICHOLS, Herbert Lownds, 624.152 
1908- 
Excayator operation, by Herbert L. 


Nichols, Jr. Ulus. by Helen Schwagerman 
and Joseph A. Romeo. Greenwich, Conn., . 
North Castle Books, 1974. x, 196 p. illus. 
25 cm. ISBN 0-911040-11-0 First 
published in 1954 under title: How to 
operate excavation equipment. [TA735.N5 
1974] 74-75023 6.00 

I. Excavating machinery. f. Title. 


PARKES, Edward Walter, 
1926- 

Braced frameworks; an introduction to the 

theory of structures [by] E. W. Parkes. 2d 

ed. Oxford, New York, Pergamon Press 

(1975, i.e.1974] p. cm. ISBN 0-08- 

018078-7 (Structures and solid body 


624.17 


on 
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mechanics series) Bibliography: p- 
[TA645.P3 1975] 74-10556 9.50 

1. Structures, Theory of. I. Title. 

Prepared from C.I.P. Pbk. 6.25, ISBN 0- 
08-018077-9. 


PILKEY, Walter D. 624’.17°0285425 
Structural mechanics computer programs; 
surveys, assessments, and availability. 
Edited by W. Pilkey, K. Saczalski [and] H. 
Schaeffer. Charlottesville, University Press 
of Virginia [1974] xiii, 1105 p. illus. 24 cm. 
ISBN 0-8139-0566-4 Papers presented at a 
symposium heid at the University of 
Maryland, June 1974. Includes 
bibliographical references. [TA641.P54] 74- 
8300 15.00 

1. Structural engineering—Computer 
programs—Congresses. I. Saczalski, K. 
joint author. I. Schaeffer, Harry G., joint 
authot. TII. Title. 


BAKOS, Jack D. 624°.1771 
Structural design for engineering 
technology [by] Jack D. Bakos, Jr. 
Columbus, Ohio, Merrill [1974] xii, 450 p. 
illus. 26 cm. ISBN 0-675-08850-X 
Bibliography: p. 429-432. [TA658.B34] 73- 
91052 15.95 

i, Structural design. I. Title. 


HEYMAN, Jacques. 624.1772 
Beams and framed structures. 2d ed. 
Oxford, New York, Pergamon Press [1974] 
p. cm. ISBN 0-08-017945-2 (Structures 
and solid body mechanics) [TA660.B4H47 
1974] 74-2234 9.00 

1. Girders. 2. Structural frames. I. Title. 
Prepared from C.I.P. Pbk. 6.00, ISBN 0- 
08-017946-0. 


WADDELL, Joseph J. 624’.1834 
Concrete construction handbook. Joseph J. 
Waddell, editor-in-chief. 2d ed. New York, 
McGraw-Hill [1974] 1 v. (various pagings) 
illus. 24 cm. ISBN 0-07-067654-2 Includes 
bibliographical references. [TA681.W23 
1974] 73-17385 32.50 

J. Concrete construction. I. Title. 


SCHAFER, Mike. 625.19 
Traction guidebook for model railroaders. 
Edited by Mike Schafer. Milwaukee, 
Kalmbach Pub. Co. [1974] 120 p. illus. 29 
cm. [TF197.$32] 74-76225 3.50 

i. Electric railroads—Models. 2. Electric 
ratilroads—Cars—Models. I. Title. 


NATIONAL Safety Council. 625.7°6 
Public employee safety guide: street and 
highway maintenance. Chicago [1974] 40 
p. illus. 28 cm. ISBN 0-87912-107-6 
Bibliography: p. 40. [TE220.N38 1974] 74- 
174435 5.00 (pbk.). 

1. Roads—Maintenance and repair—Safety 
measures. I. Title. 


NATIONAL Research 625.7°94 
Council. Highway Research Board. 

Maintenance management of traffic signal 
equipment and systems. [Washington] 
1974. 41 p. illus. 28 cm. ISBN 0-309- 
02205-3 (Synthesis of highway practice 22) 
Bibliography: p. 38-39. [TE228.N3 1974a] 
74-3531 4.00 (pbk.). 

1. Traffic signs and signals—Maintenance 
and repair. I. Title. Il. Series. 


ADOLFSON, John. 627.72 
Perception and performance under water 
[by] John Adolfson [and] Thomas 
Berghage. New York, Wiley [1974] xx, 359 
p. illus. 23 cm. ISBN 0-471-00900-8 
(Wiley series in human factors) "A Wiley- 
interscience publication.” Bibliography: p. 
325-348. [RC1015.A32] 73-23009 19.95 

i. Underwater physiology. I. Berghage, 
Thomas, joint author. II. Title. 
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ENGINEERING Foundatian 627'.8 
Conference: Inspection, Maintenance, 
and Rehabilitation of Old Dams, Pacific 
Grove, Calif., 1973. 

Inspection, maintenance, and rehabilitation 

of old dams; proceedings - of the 

Engineering Foundation conference. New 

York, American Society of Civil Engineers 

[1974] 946 p. illus. 22 cm. [TC540.E63 

1973] 74-173657 16.00 

1. Dam safety—Congresses. I. Engineering 

Foundation, New York. If. Title. 


CAMP, Thomas R. 628.16 
Water and its impurities, by Thomas R. 
Camp and Robert L. Meserve. 2d ed. 
Stroudsburg, Pa., Dowden, Hutchinson & 
Ross [1974] xii, 384 p. illus. 24 cm. ISBN 
0-87933-112-7 Includes bibliographical 
nee (TD420.C34 1974] 73-20219 
22.0 

1. Water—Pollution. 2. Water quality. I. 
Meserve, Robert L., 1929- joint author. IT. 
Title. 


CULP, Gordon L. 628.1°6 
New concepts in water purification [by] 
Gordon L. Culp and Russell L. Culp. New 
York, Van Nostrand Reinhold Co. [1974] 
ix, 305 p. illus. 24 cm. ISBM 0-442-21781- 
1 (Ven Nostrand Reinhold environmental 
engineering series) Includes bibliographical 
references. [TD430.C84] 74-1067 16.95 

1. Water—Purification. I. Culp, Russell L., 
1916- joint author. IT. Title. 


NATIONAL Incinerator 628’.445 
Conference, Miami, Fla., 1974. 
Resource recovery thru incineration; 


papers. New York, American Society of 
Mechanical Engineers [1974] viii, 372 p. 


illus. 28 cm.. "Sponsored by ASME 
Incinerator Division.” Includes 
bibliographical references. [TD796.N37 


1974] 74-174407 35.00 
1. Incineration—Congresses. I. American 


Society of Mechanica’, Engineers. 
Incinerator Division. IT. Title. 
POLLUTION and the use of 628.5 


chemicals in agriculture; based on the 
proceedings of a symposium held at the 
Polptechnic of North London, 6-7th April, 
1972. Edited by David E. G. Irvine and 
Brian Knights. Ann Arbor. Mich., Ann 
Arbor Science Publishers [1974] 136 p. 23 
cm. ISBN 0-250-40051-0 Includes 
bibliographies. [QH545.A25P64 1972] 73- 
92511 12.50 

i. Agricultural chemicals—Environmental 
aspects—-Congresses. 2 Agricultural 
chemicals—Congresses. I. Irvine, David E. 
G., ed. II. Knights, Brian, ed. 


SITTING, Marshall. 628.5028 
Pollution detection and monitoring 
handbook, Park Ridge, N.J., Noyes Data 
Corp., 1974. ix, 401 p. illus. 25 cm. ISBN 
0-8155-0529-9 (Environmental technology 
handbook no. 1) Includes bibliographical 
references. [TD890.S57] 74-75905 36.00 

1. Air—Pollution—Measurement. 2. 
Water—Pollution—Measurement. I. Title. 
JE. Series. 


EDWARDS, John B. 628.5°3'2 
Combustion: the formation and emission of 
trace species, by John B. Edwards. Ann 
Arbor, Mich, Ann Arbor Science 
Publishers [1974] xiii, 240 p. illus. 24 cm. 
ISBN 0-250-40054-5 Includes 
bibliographical references. [TD883.1.E35] 
73-93952 22.50 

1. Ait—Pollution. 2. Combustion. I. Title. 


GREEN Vale School. 628.7°028 
Ninth Grade English Class, 1973. 
Bulldozers, loaders, and spreaders; a book 
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about roadbuilding machines [by] the 1973 
Ninth Grade English Class of the Green 
Vale School, Nancy Arnaout, teacher, 
Mary Anderson [and others. lst ed.] 
Garden City, N.Y., Doubleday, 1974. 58 p. 
illus. 21 x 27 cm. ISBN 0-385-02375-8 
Photographs and brief text present the 
machines used for each step in the 
construction of a road, from clearing the 
land to pouring the concrete surface. 
([TE223.G68 1973] 73-10799 4.95 

1. Road machinery—Juvenile literature. 2. 
Road construction—Juvenile literature. I. 
Arnaout, Nancy. Il. Title. 

Library binding; 5.70, ISBN 0-385-02376-6 


BRYAN, John L., 1926- 628.925 
Fire suppression and detection systems 
[by] John L. Bryan. Beverly Hills, Calif., 
Glencoe Press [1974] x, 409 p. illus. 25 
cm. (Glencoe Press fire science series) 
Bibliography: p. 402. [TH9362.B78] 73- 
7367 12.95 

1. Fire extinguishers. 2. Fire extinguishing 
agents. 3. Fire-alarms. I. Title. 


HOSNY, A. N. 629.1 
Propulsion systems [by] A. N. Hosney. 
Rev. ed., expanded. Columbia, University 
of South Carolina Press [1974] xiv, 551 p. 
illus. 23 cm. ISBN 0-87249-310-5 Includes 


pibliographical references. [TJ759.H58 
1974] 73-18277 19.50 

4. Jet propulsion. I. Title. 

PETERSON, Barby. 629.13 


Come fly with me! By Barby and Glen 
Peterson. [New York, Golden Press, 1974] 
25] p. col. illus. 21 cm. Cover title. 
Photographs and simple text trace a little 
boy's first flight in an airplane. 
"TL547.P42] 73-84348 2.95 

J. Aeronautics—Juvenile literature. I. 
Peterson, Glen, joint author. II. Title. 


DOUTY, Esther 629.13°0973 
(Morris) 
The brave balloonist: America’s first 
airmen, by Esther M. Douty. Illustrated by 
Victor Mays. Champaign, Ill., Garrard Pub. 
To. [1974] p. cm. ISBN 0-8116-6926-2 
‘How they lived) A brief history of balloon 
flights in the United States from the late 
eighteenth century until the flight of the 
first airplane in 1903. [TL620.A1D68] 73- 
19642 4.25 
1. Balloon ascensions—Juvenile literature. 
2. Aeronautics—United States—History— 
Juvenile literature. I. Mays, Victor, 1927- 
„oint author. If. Title. 
Prepared from C.I.P. 


TEICHMANN, Frederick 629.132 
Kurt, 1905- 
“undamentals of aircraft flight [by] 


Frederick K. Teichmann. Rochelle Park, 
N.J., Hayden Book Co. [1974] 178 p. illus. 
23 cm. ISBN 0-8104-5588-9 (Hayden 
series in aeronautical technology) 
[TL570.T43] 73-11925 5.65 

1. Flight. 2. Aerodynamics. I. Title. 


POLKING, Kirk. 629.137503 

The private pilots dictionary and 

aandbook. New York, Arco [1974] 190 p. 

illus. 22 cm. [TL509.P64] 72-95274 5.95 

1, Aeronautics—Dictionaries. 2. Private 

Hying—Dictionaries. I. Title. 

SMITH, Frank 629.132°524°0422 
Kingston. 

Week-end pilot. New York, Vintage Books 

[1974, c1957] p. ISBN 0-394-71069-X 

[TL721.4.856 1974] 74-5195 1.95 (pbk.) 

-. Private flying. 2. Airplanes—Piloting. I 

Title. 

Prepared from C.I.P. 
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TREAGER, Irwin E. 629.134°353 
Jet aircraft engines; how they work [by] 
Irwin E. Treager. New York [Sports Car 
Press; distributed by Crown Publishers, 
1974] 125 p. illus. 21 cm. ISBN 0-87112- 
063-1 (Modern aircraft series) [TL709.T69 
1974] 73-86140 2.95 (pbk.). 

1, Airplanes—Jet propulsion. I. Title. 


SIBERRY, Mervyn. 629.135 
Instruments of flight; a guide to the pilot’s 
flight panel of a modern airliner. New 
York, Crane, Russak [1974] 124 p. illus. 23 
cm. ISBN 0-8448-0301-4 [TL589.S47] 73- 
91533 7.50 

i. Aeronautical instruments. I. Title. 


DARK, Harris Edward, 629.2504 
1922- 

The Wankel rotary engine; introduction 

and guide. Bloomington, Indiana 


University Press [1974] xii, 145 p. illus. 25 
cm. ISBN 0-253-19021-5 Bibliography: p. 
139-140. [TL210.7.D37 1974] 73-16676 
6.95' 

1. Wankel engine. I. Title. 


AUTOMOTIVE 629.254 
electronics. New Yerk, Society of 
Automotive Engineers, 1974. vii, 259 p. 
illus. 29 cm. Papers presented at the 
SAE/IEEE conference tutorial sessions on 
automotive electronics, Detroit, Feb. 27- 
28, 1974. ”’Cosponsored by Institute of 
Electrical and Electronics Engineers, inc. 
and the Society of Automotive Engineers, 
inc., under the auspices of Automotive 
Electronics Committee, IEEE Vehicular 
Technology Group and Electrical Systems 
Committee, SAE Passenger Car Activity.” 
*SP-388.” [TL272.5.A97] 74-173542 27.95 
1. Automobiles—Electronic equipment. I. 
IEEE Vehicular Technology Group. 
Automotive Electronics Committee. II. 


SAE Passenger Car Activity 
(Organization). Electrical Systems 
Committee. 

AARON, James E. 629.28'3°07 


Driving task instruction: — dual-control, 
simulation, and multiple-car [by] James E. 
Aaron [and] Marland K. Strasser. New 
York, Macmillan [1974] x, 429 p. illus. 26 
em. ISBN  0-02-300040-6 Includes 
bibliographies. [TL152.A22] 73-14429 8.95 
(pbk.) 

education. 2. 


i, A utomobile driver 


Motorcycling—Study and teaching. I. 
Strasser, Marland Keith, 1915- joint 
author. II. Title. l 

GURNEY, Gene. 629.28°3°2 


How to save your life on the Nation’s 
highways and byways. Illustrated by Bill 
Chadbourne. New York, Crown Publishers 
[1974] 186 p. illus. 29 cm. ISBN 0-517- 
$1535-0 [TL152.5.G87] 73-91510 7.95 

1. Automobile driving. I. Title. 


STEVENSON, John, 1926- 629.28°3°2 
Learning to drive; a practical approach. 
New York, Arco [1974] 115 p. illus. 21 
cm. [TL152.5.S72] 73-85252 2.95 (pbk.) 

1. Automobile driving. I. Title. 


OLNEY, Ross Robert, 
1929- 
Driving: how to get a license (and keep it!) 
by Ross R. Olney. Illustrated by Ric 
Estrada. New York, Watts, 1974. 64 p. 
illus. 24 cm. ISBN 0-531-02718-K (A 
Concise guide) A handbook for the 
prospective driver discussing the 
responsibility one accepts when driving a 
car, how to get a drivers license, 
techniques of city, highway, and racing 
driving, kinds of insurance, and what to do 


629.28'3'22 


in case of an accident. [TL152.52.044] 73- 
23003 3.95 

1. Automobile driving—United States. I. 
Estrada, Ric, illus. If. Title. 


PERRY, Robin. 629.28°4°75 
The road rider; a guide to on-the-road 
motorcycling. New York, Crown 
Publishers [1974] 152 p. illus. 24 cm. 
ISBN 0-517-51501-6 Text and photographs 
introduce considerations in buying a 
motorcycle and the fundamentals for riding 
in safety and comfort, pleasurably and 


inexpensively. [TL440.5.P45 1974] 73- 
91519 4.95 

1. Motorcycling. I. Title. 

*FIX your Chevrolet. 629.287 


The 1974 edition by Bill Toboldt, covering 
all models 1974 to 1963, is available from 
Goodheart-Willcox, South Holland, Ill., for 
4.40. ISBN 0-87006-177-1. L.C. card no.: 
62-12426. 

*FIX your Ford V8’s and 629.287 
6's. 

The 1974 ed. by Bill Toboldt covering 
models 1974 to 1963 is available from 
Goodheart-Willcox, South Holland, Ill. for 


4.40. ISBN 0-87006-178-X. L.C. card 
no.: 61-9347. 
*FIX your Volkswagen. 629.287 


The 1974 edition by Larry Johnson, is 
available from Goodheart-Wilcox, South 
Holland, Ill., for 4.40. ISBN: 0-87006- 
179-8. L.C. card no.: 62-9724. 


TURNER, David 629.28°7°076 
Reuben, 1915- 
Auto mechanic: automotive serviceman, by 
David R. Turner. [Sth ed.] New York, 
Arco [1974] 288 p. illus. 26 cm. ISBN 0- 
668-00514-9 (Arco civil service test tutor) 
At head of title: The complete study guide 
for scoring high. [TL152.T79 1974] 73- 
91578 6.00 (pbk.) 
1. Automobiles—Maintenance and repair— 
Examinations, questions, etc. 2. Civil 
Service New York (City)—Examinations. 
. Title. 


JORGENSEN, Eric. 629.28°7°22 
Volkswagen service, repair handbook; 
Beetle, Super Beetle, Karmann Ghia, 1961- 
1974. Los Angeles, Clymer Publications 
[1974] 309 p. illus. 26 cm. [TL215.V6J665 
1974] 74-176045 6.00 

i. Volkswagen automobile. I. Title. 


CHILTON Book Company. 629.28°7°3 
Automotive Editorial Dept. 

Chilton’s repair and tune-up guide: 
Chevrolet/GMC vans. [lst ed.] Radnor, 
Pa., Chilton Book Co. [1974] p. 
[TL230.5.C45C47 1974] 74-12293 8.95; 
7.95 (pbk.) > 

I. Chevrolet trucks. 2. GMC trucks. I. 
Title. II. Title: Repair and tune-up guide: 
Chevrolet/GMC vans. 

Prepared from C.I.P. 


CHILTON Book Company. 
Automotive Editorial Dept. 
Chilton’s new repair and tune-up guide: 
Hodaka. [lst ed.] Radnor, Pa., Chilton 
Book Co. [1974] p. ISBN 0-8019-6026-6 
[TL448.H56C47 1974] 74-8643 8.95 
i. Hodaka motorcyle. I. Title. H. Title: 
New repair and tune-up guide: Hodaka. 
Prepared from C.I.P. Pbk. 7.95, ISBN 0- 
8019-6027-4. 


VON BRAUN, Wernher, 
1912- 

History of rocketry & space travel [by] 

Wernher von Braun [and] Frederick I. 

Ordway III. Original illus. by Harry H-K 


629.28775 


629.409 
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Lange. Introd. by Frederick C. Durant III. 
3d rev. ed. New York, Crowell [1974, 


cl975] p. cm. ISBN 0-690-00588-1 
Bibliography: p. [TL781.V6 1975] 74- 
13813 19.95 


1. Rocketry—History. 2. Astronautics— 
History. I. Ordway, Frederick Ira, 1927- 
joint author. II. Title. 
Prepared from C.I.P. 


SMOLDERS, P. L. L. 629.40947 
Soviets in space [by] Peter L. Smolders. 
Translated by Marian Powell. Foreword by 
Patrick Moore. New York, Taplinger Pub. 
Co. [1974, c1973] 286 p. illus. 22 cm. 
ISBN 0-8008-7340-8 Rev. translation of 
Russen in de ruimte published in 1971. 
[TL789.8.R9S613 1974] 73-16177 9.95 

1. Astronautics—Russia. I. Title. 


HERING, Robert G., 629.4101'536 
comp. 

Thermophysics and spacecraft thermal 

controi; technical papers selected from the 

AIAA llth Aerospace Sciences Meeting, 


January 1973, and the AIAA 8th 
Thermophysics Conference, July 1973, 
subsequently revised for this volume. 


Edited by Robert G. Hering. Cambridge, 
Mass., MIT Press [1974] xxi, 551 p. illus. 
24 cm. ISBN 0-262-08075-3 (Progress in 
astronautics and aeronautics, v. 35) 


Includes bibliographical references. 
[TL507.P75 vol. 35] [TL900] 74-4417 
20.00 

I. Space _vehicles—Thermodynamics— 


Congresses. I. AIAA Aerospace Sciences 
Meeting, 11th, Washington, D.C., 1973. IT. 
AIAA Thermophysics Conference, 8th, 
Talm Springs, Calif, 1973. III. Title. IV. 
eries. 


LORENTS, Aivar 
.Arvidovich. 

Stochastic automata; constructive theory 
[by] A. A. Lorenz. Translated from 
Russian by D. Louvish. New York, Wiley 
[1974] vii, 174 p. illus. 25 cm. ISBN 0- 
470-54750-2 Translation of Elementy 


629.8'91 


konstruktivnoi teorii + veroiatnostnykh 
avtomatov. ”A Halsted Press book.” 
Bibliography: p. 164-172. 
[QA267.5.S4L6513] 74-8184 25.00 

I. Sequential machine theory. 2. 
Constructive mathematics. I. Title. 
Agriculture 630-639 

JOHNSON, Vance, 1910- 631.4’5 


Heaven's tableland; the Dust Bowl story. 
New York, Da Capo Press, 1974 [c1947] 
288 p. map. 22 cm. ISBN 0-306-70606-7 
(Franklin D. Roosevelt and the era of the 
New Deal) Reprint of the ed. published by 
Farrar, Straus, New York. [S441.J67 1974] 
73-20453 15.00 (lib. bdg.) 

1. Agriculture—Great Plains. 2. Great 
Plains—Climate. 3. Dust storms. I. Title. 
II. Title: The Dust Bowl story. LIT. Series. 


STEVENS, Russell B., 1915- 632 
Plant disease [by] Russell B. Stevens. New 
York, Ronald Press Co. [1974] vii, 459 p. 
illus. 24 cm. Bibliography: p. 441-451. 
[SB731.S83] 73-77863 11.95 

1. Plant diseases. 


LAMB, Kenneth 632’.7°0913 
Percival, 1922- 

Economic entomology in the tropics [by] 

K. P. Lamb. London, New York, 


Academic Press, 1974. vii, 195 p. illus. 24 


cm. ISBN  0-12-434650-2 Includes 
bibliographies. [SB935.T7L35] 73-19017 
10.25 


I. Insects, Injurious and  beneficial— 
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Tropics. 2. Insect control—Tropics. I. 
Title. 


MCCLUNG, Robert M. 632’.7°81 
Gypsy moth: its history in America. 
Written and illustrated by Robert M. 
McClung. New York, Morrow, 1974. p. 
cm. ISBN 0-688-20124-5 Bibliography: p. 
Describes the life cycle of the gypsy moth 
and man’s attempts to control this insect’s 
often damaging effects on trees and forests. 
[SB945.G9M29] 74-6245 4.95 

1. Gipsy-moth—United States—Juvenile 
literature. 2. Gipsy-moth—Control—United 
States—Juvenile literature. I. Title. 
Prepared from C.I.P. Library binding; 4.32, 
ISBN 0-688-30124-X. 


BROOKS, Gerald T. 632.951 
Chlorinated insecticides. Author: G. T. 
Brooks. Cleveland, CRC Press [1974- v. 
illus. 27 cm. ‘ISBN 0-87819-043-0 
(Pesticide chemistry series) At head of 
title: CRC. Contents.—v. 1. Technology 
and application. Bibliography: v. 1, p. 211- 
232. [SB952.C44B76] 73-90535 30.00 

L Organochlorine compounds. 2. 
Insecticides. I. Chemical Rubber Company, 
Cleveland. IT. Title. 


WILHELM, Stephen. 6347.75 
A history of the strawberry, from ancient 
gardens to modern markets [by] Stephen 
Wilhelm & James E. Sagen. [Berkeley] 
University of California, Division of 
Agricultural Sciences, 1974. xiv, 298 p. 
illus. 25 cm. Bibliography: p. 233-274. 
[SB385.W64] 72-619644 10.00 

1. Strawberries—History. I. Sagen, James 
E., joint author. II. Title. 


KURELEK, William, 1927- 634.9°82 
Lumberjack. Paintings and story by 
William Kurelek. Boston, Houghton 


Mifflin, 1974. p. cm. ISBN 0-395-19922-0 
The author’s paintings of Canadian lumber 
camps accompany his first-hand 
observations of the life of a lumberjack. 
[SD538.3.C2K87 1974] 74-9377 6.95 

1. Kurelek, William, 1927-  —Juvenile 
literature. 2. Lumbering—Canada— 
Juvenile literature. 3. Lumbermen— 
Canada—Juvenile literature. 4. Lumber 
camps—Canada—Juvenile literature. T. 
Title. 

Prepared from C.I.P. 


JACKSON, William 
H., 18830r4-1970. 
Handloggers, by W. H. Jackson with Ethel 
Dassow. Line drawings by Laura Dassow. 
[Anchorage, Alaska, Northwest Pub. Co., 
1974] 251 p. illus. 22 cm. ISBN 0-88240- 
023-1 [SD129.J3A33 1974] 74-77720 4.95 
(pbk.). 
1. Jackson, William H., 1883 or 4-1970. 2. 
Lumbermen—Correspondence, 
reminiscences, etc. I. Dassow, Ethel, joint 
author. IT. Title. 


GRAHAM, Ada. 635 
Dooryard .garden; Tim & Jennifers 
calendar from planning to harvesting, by 
Ada & Frank Graham. Photos. by Susie 
Fitzhugh. Drawings by Jocelyn Polikoff. 
New York, Four Winds Press [1974] 91 p. 
illus. 26 cm. Describes how a brother and 
sister plan their garden, build a compost 
pile, choose and plant the seeds, and 
harvest the vegetables. Includes suggestions 
for indoor gardening. [SB324.G7] 73- 
88075 5.95 

1. Vegetable gardening—Juvenile literature. 
I. Graham, Frank, 1925- joint author. IT. 
Fitzhugh, Susie, illus. ITI. Polikoff, Jocelyn, 
illus. IV. Title. 
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RICE, Eddy, 1911- 635 
How to eat better and spend less: a 
complete guide to vegetable gardening. 
Reston, Va., Reston Pub. Co. [1974] xii, 
176 p. illus. 24 cm. ISBN 0-87909-346-3 
[SB321.R53] 74-3110 7.95 

1. Vegetable gardening. I. Title. 


STOUT, Ruth. 635 
Gardening without work; for the aging, the 
busy, and the indolent. Line drawings by 
Nan Stone. New York, Cornerstone 
Library [1974, c1961] [191 p.] illus. 21 cm. 
[SB454.882] 1.95 (pbk.) 
1. Gardening. 2. Mulching. I. Title. 
L.C. card number for original ed.: 61-8763 
DOWNING, Andrew Jackson, 635.9°08 
1815-1852. 
Rural essays. Edited by George William 
Curtis. With a memoir of the author by 
George William Curtis and a letter to his 
friends by Frederika Bremer. New introd. 
by Georgee B. Tatum. New York, Da 
Capo Press, 1974. p. cm. ISBN 0-306- 
71035-8 (Da Capo Press series in 
architecture and decorative art, v. 20) 
Reprint of the 1853 ed. published by 
Putnam, New York. Includes 
bibliographical references. [SB43.D68 
1974] 69-13713 15.00 (lib. bdg.) 
1. Gardening—Addresses, essays, lectures. 
2. Architecture, Domestic—Addresses, 
essays, lectures. 3. Landscape 
architecture—Addresses, essays, lectures. 
4. Trees—Addresses, essays, lectures. T. 
Title. 
Prepared from C.I.P. 


FENTEN, D. X. 635.965 
Indoor gardening, by D. X. Fenten. 
Illustrated by Howard Berelson. New 
York, F. Watts, 1974. 61 p. illus. 22 cm. 
ISBN 0-531-02731-7 (A First book) 
Bibliography: p. 57. Instructions on 
successfully growing such indoor plants as 
the hibiscus, orchid, passion flower, 
African violet, and velvet plant. 
[SB419.F43] 74-3278 3.95 

1. House plants—Juvenile literature. J. 
Berelson, Howard, illus. IT. Title. 


GRANT John Alexander, 
1913- 

Trees and shrubs for Pacific Northwest 
gardens, by John A. Grant & Carol L. 
Grant. [second ed.] Palo Alto, Calif., 
Pacific Books [1974, c1967] 335 p. illus. 
22 cm. ISBN 0-87015-204-19 
[SB435.G693 1974] 4.95 (pbk.) 

i. Ornamental woody plants—Northwest, 
Pacific. I. Grant, Carol Longabaugh, 1906- 
joint author. II. Title. 

L.C. card no. for first paperback ed.: 67- 
27099. 


HERSEY, Jean, 1902- 635.976 
Flowering shrubs and small trees; one 
hundred and sixty nine varieties for your 
garden. Illustrated by Allianora Rosse. 
New York, Scribner [1974] 81 p. illus. 28 
cm. Bibliography: p. [77]-[78] [SB435.H47] 
73-18299 9.95 

1. Flowering shrubs. 2. Flowering trees. I. 
Title. 


635.976 


COLE, Harold Harrison, 1897- 636 
Animal agriculture; the biology of domestic 
animals and their use by man. Edited by 
H. H. Cole [and] Magnar Ronning. San 
Francisco, W. H. Freeman [1974] xii, 788 
p. illus. 26 cm. ISBN 0-7167-0791-8 (A 
Series of books in agricultural science. 
Animal science) Bibliography: p. [747}-770. 
[SF61.C59] 73-20360 15.00 

i. Stock and-stock-breeding. 2. Domestic 
animals. I. Ronning, Magnar, joint author. 
IL. Title. 
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WILD, Robin. 636 
How animals work for us, by Robin and 
Jocelyn Wild. Illustrated by the authors. 
New York, Parents’ Magazine Press [1974] 
p. cm. ISBN 0-8193-0707-6 (Finding-out 
tooks) Published in 1973 by W. 
Heinemann, London, under title: Animals 
et work. Describes how man, throughout 
the centuries, has trained animals to work 
for him in many capacities. [SF75.5.W54 ' 
1974] 73-15799 3.97 

<. Domestic animals—Juvenile literature. Í. 
Wild, Jocelyn, joint author. If. Title. 
Prepared from C.I.P. 


FRANDSON R. D. 636.089°2 
Anatomy and Physiology of farm animals. 
Dy] R. D. Frandson. [2d ed.] Philadelphia, 
Lea & Febiger 1974 1974 xxi, 494 p. illus 
26 cm. ISBN 0-8121-04560 Bibliography: 
F. 445-447 [SF761.F8 1974] 73-8689 15.00 
a. Veterinary anatomy. 2. Veterinary 
Physiology. I. Title. 


DENT, Anthony Austen. 636.1009 
The horse, through fifty centuries of 
civilization, presented by Anthony Dent. 
[ist ed.] New York, Holt, Rinehart and 
Winston [1974] . cm. ISBN 0-03- 
012781-5 [SF283.D43] 73-22562 25.00 

L Horses—History. I. Title. 

Frepared from C.I.P. 


AMARAL, Anthony, 
1930- 

Movie horses; their treatment and training. 
Ilustrated with photographs 1974 ed. No. 
Eollywood, Calif., Wilshire Book Co. 
[-974, c1966] 152 p. illus. 21 cm. ISBN 0- 
87980-274-X. (Wilshire horse lovers’ 
library) [SF287.A43] 2.00 (pbk.) 

I. Horse training. 2. Animals, Treatment of 
L Title. 

LC. card number for original ed.: 66- 
39503. 


BOWEN, Godfrey. 636.314 
Wool away; the art and technique of 
shearing. Introd. by Allen Fannin. New 
York, Van Nostrand Reinhold Co. [1974, 
c1955] 192 p. illus. 22 cm. ISBN 0-442- 
22964-9 Reprint of the ed. published by 
Whitcombe and Tombs, Chirstchurch, N.Z. 
Includes bibliographical references. 
SF379.B67 1974] 73-16702 4.50 

1 Sheep-shearing. I. Title. 


636.1°08°88 


POND, Wilson G., 1930- 636.4 
Swine production in temperate and tropical 
eavironments [by] W. G. Pond [and] J. H. 
Maner. San Francisco, W. H. Freeman 
[1974] viii, 646 p. illus. 25 cm. ISBN 0- 
7167-0840-X (A Series of books in 


agricultural science. Animal’ science) 
Includes bibliographies. [SF395.P57] 73- 
15068 17.50 


J. Swine. I. Maner, J. H., 1935- joint 
author. II. Title. 


VILLIARD, Paul. 636.6°86 
Birds as pets. With 75 photos. by the 
author. [Ist ed.] Garden City, N.Y., 
Doubleday [1974] 177 p. illus. 24 cm. 
ISBN 0-385-03226-9 Considers the care, 
food, and housing needed for a variety of 
birds kept as pets. [SF461.V53] 73-20722 
5.95 

1. Cage-birds—Juvenile literature. I. Title. 


LOEB, Paul, 1935- 636.7 
Complete book of dog training. Drawings 
by Dale Payson. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-13- 
6£4533-4 [SF431,L63] 74-9531 6.95 

I. Dogs—Training. I. Title. ' 
Prepared from C.I.P. 


SEPTEMBER 30,1974 


COOPER, Kay. 636.93°22 
All about rabbits as pets. Photos. by Alvin 
E. Staffan. New York, J. Messner [1974] 
p cm. ISBN 0-671-32693-7 An 
introduction to rabbits emphasizing their 
care, raising, and breeding as pets. 
[SF453.2.C66] 74-7592 5.95 

i. Rabbits—Juvenile literature. I. Staffan, 
Alvin E., 1924- illus. II. Title. 

Prepared from C.I.P. Library binding 5.29; 
ISBN 0-671-32694-5. 


WEBB, Byron Horton, 1903- 637 
Fundamentals of dairy chemistry, edited 
by Byron H. Webb, Arnold H. Johnson 
[and] John A. Alford. 2d ed. Westport, 
Conn., Avi Pub. Co., 1974. ix, 929 p. illus. 


24 cm. ISBN  0-87055-143-4 Includes 
bibliographies. [SF253.W34 1974] 73- 
85050 39.00 

i. Dairy — products—Analysis and 


examination. I. Johnson, Arnold Harvey, 
1896- joint author. IL Alford, John A., 
Joint author. HI. Title. 


COX, Graham F. 639.34 
Tropical marine aquaria. [by] Graham F. 
Cox [and] illustrated by George 
Thompson. rev. edition. New York, 
Grosset & Dunlap [1974, cl1971] 160 p 
illus. 23 cm. ISBN 0-448-11718-5 
Originally published in Grosset all-color 
guide series. [SF457.1C68] 5.95 

T. Title. 

L.C. card no. for original edition: 73- 
une Lib. bdg. 6.95; ISBN 0-448-13200- 


WHITE, William, 1934- . 
The guppy: its life cycle, by William 
White, Jr. Photos. by the author. New 
York, Sterling Pub. Co. [1974] 64 p. col. 
illus. 24 cm. ISBN 0-8069- 3476-X 
(Colorful nature series) Describes the 
physical characteristics, life cycle, 
environment, and relatives of the guppy, 
an almost perfect aquarium pet. 
[SF458.G8W47 1974] 73-83441 5.95 

1. Guppies—Juvenile literature. I. Title. 


ATTRACTING birds to 639’.97°82 
your garden, by the editors of Sunset 
books and Sunset magazine. Menlo Park, 
Calif, Lane Books [1974] 96 p. illus. 28 
em. ISBN 0-376-03091-7 (A Sunset book, 
309) Bibliography: p. 94. [QL676.5.A87] 
73-75759 1.95 (pbk.) 

1. Birds, Attracting of. I. Sunset. 


639.3753 


THE Battle of the 640.73 
household budget, by the editors of 
Dreyfus Publications. Illustrated by John 
Huehnergarth. New York, Dreyfus 
Publications [1974] 191, 48 p. illus. 25 cm. 
(The Dreyfus family money management 
service) ”Budget planning, household 
shopping: a personal analysis and guide”: 
p. [1]-42 (2d group) Bibliography: p. 43-48 
(2d group) [TX335.B38] 74-77284 4.95 


l. Consumer education. If. Dreyfus 
Publications Ltd. 
BENDICK, Jeanne. 640.73 


The consumer’s catalog of economy and 
ecology, by Jeanne and Robert Bendick. 
Pictures by Karen Watson. New York, 
McGraw-Hill [1974] p. cm. ISBN 0-07- 
004510-0 Describes the economic and 
environmental responsibility of the 
consumer when exercising his purchasing 


power. [TX335.B39] 74-8081 5.72 (lib. 
g 
f: Consumer education—Juvenile 


literature. I Bendick, Robert, joint author. 


II. Watson, Karen Bendick, 1948- illus. HH. 
Title. 

Prepared from C.I.P. Pbk. 3.95; ISBN 0- 
07-004511-9 


BITTINGER, Marvin L. 640.73 
The consumer survival book [by] Marvin 
L.  Bittinger. Danvers, Mass., Book 
Production Services [1974] x, 208 p. illus. 
21 cm. ISBN 0-913900-01-X Bibliography: 
p. 207-208. [TX335.B57] 73-81252 3.95 

i. Consumer education. I. Title. 


DE FORREST, Michael. 640.73 
How to buy at auction. New York, 
Cornerstone Library [1974, c1972] 192 p. 
21 cm. [HF5476.D39] 1.95 (pbk.) 

I. Title. 

L.C. card number for original edition: 76- 
188500. 


GARMAN, E. Thomas. 640.73 
The consumer’s world: buying, money 
management, and issues; resource [by] E. 
Thomas Garman [and] Sidney W. Eckert. 
New York, McGraw-Hill [1974] xv, 451 p. 
illus. 24 cm. ISBN  0-07-022875-2 
(TX335.G36] 73-19698 9.50 (text ed.) 

1. Consumer education. I. Eckert, Sidney 
W., joint author. Il. Title. 

Instructor’s manual and key 3.50, ISBN 0- 
07-022877-2; practicum 3.75, ISBN 0-07- 
022876-0 


GAY, Kathlyn. 640.73 
Be a smart shopper. Photos. by David C. 
Sassman. New York, Messner [1974] p. 
cm. ISBN 0-671-32695-3 Explains 
advertising psychology, comparative 
shopping, and consumer protection and 
advises the reader in being a more 
responsible shopper. [TX335.G39] 74-7593 
9 


1 Consumer education—Juvenile 
literature. I. Sassman, David C., illus. IL. 
Title. 

Prepared from C.I. P. Lib. bdg. 5.29, ISBN 
0-671-32696-1. 


WILSON, C. Anne. 641.0942 
Food & drink in Britain; from the stone 
age to recent times [by] C. Anne Wilson. 
New York, Barnes & Noble [1974] 472 p. 
illus. 23 cm. ti 0-06-497747-1 
Bibliography: [453]-459. 
(GT2853.G7W54 1974} 74-174390 17.50 
1. Dinners and dining—Great Britain— 
History. 2. Cookery, British—History. 3. 
Gastronomy—RHistory. I. Title. 


WILLIAMS, Sue Rodwell, 
1922- 

Self-study guide for nutrition and diet 

aie Saint Louis, Mosby, 1974. vii, 207 
pP. 27 cm. ISBN  0-8016-5569-2 

([RM219.W653] 73-22240 4.95 

1. Nutrition. 2. Diet in disease. I. Title. H. 

Title: Nutrition and diet therapy. 


DURAC, Jack. 641.22 
Wines and the art of tasting. [1st ed.] New 
York, Dutton, 1974. p. cm. (A Sunrise 
book) [TP548.D85 1974] 73-18284 8.95 

1. Wine and wine making. I. Title. 
Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
87690-122-4. 


KORSHIN, Nathaniel. 641.22 
Better wines for less money. New York, 
Stein and Day [1974] 263 p. 24 cm. ISBN 
0-8128-1692-7 Bibliography: p. 257-258. 
[TP548.K63] 73-92191 7.95 

1. Wine and wine making. I. Title. 


LEE, Susan, 1943- 641.22 
Inexpensive wine; a guide to best buys. 
[New York] Quadrangle/New York Times 
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Book Co. [1974] p. cm. ISBN 0-8129- 
0486-9 [TP548.L42] 74-77955 6.95 

1. Wine and wine making. I. Title. 
Prepared from C.I.P. 


YOXALL, Harold Walda. 641.72 
The enjoyment of wine [by] H. W. Yoxall. 
New ae Drake Publishers [1974, c1972] 
199 p. 23 cm. ISBN  0-87749-463-0 
[TP548.Y69 1974] 73-3882 5.95 

1. Wine and wine making. I. Title. 


BODE, Charles 
Gustav, 1901- 
Wines of Italy, by Charles G. Bode. New 
York, Dover Publications [1974] 122 p. 
map. cm, ISBN 0-486-23003-1 
ee 18862) 73-93282 2.00 (pbk.) 
. Wine and wine making—Italy. I. Title. 


HERDT, Sheryl] Patterson. 641.3 
Nitty gritty foodbook; a compendium of 
basic foods for earthy people. New York, 
Praeger [1974] p. cm. ISBN 0-275- 51440- 
4 Bibliography: p. [TX355°H47] 73-10918 
7.95; 3.95 (pbk.). 

i. Food. 2. Cookery. 3. Organic farming. L 
Title. 

Prepared from C.I.P. 


HUNTER, Beatrice Trum. 641.3°008 
Food and your health; selected and 
abbreviated articles from Consumers’ 
research magazine. Edited and with, an 
introd. by Beatrice Trum Hunter. New 
Canaan, Conn., Keats Pub. [1974] 143 p. 
18 cm. (A Pivot original health book) 
(TX355.H84] 73-93651 1.50 (pbk.)’ 

1. Food—Addresses, essays, lectures. I. 
Consumers’ research magazine. II. Title. 


BRYAN, John E., 1931- 641.3°03 
The edible ornamental garden, by John E. 
Bryan & Coralie Castle. San Francisco, 
101 Productions; [distributed in the U.S. 
by Scribner, New York] 1974. 192 p. illus. 
21 cm. ISBN 0-912238-47-X [SB453.B86] 
73-91941 7.95 

1. Gardening. 2. Cookery. 3. Plants, 
Edible. I. Castle, Coralie, joint author. IT. 
Title. 

Pbk. 3.95, ISBN 0-912238-46-1. 


NUTRITIONAL qualities of 641.3°4 
fresh fruits and vegetables. Edited by 
Philip L. White and Nancy Selvey. [Mount 
Kisco, N.Y.] Futura Pub. Co., 1974. xii, 
186 >p. illus. 24 cm. ISBN 0-87993-036-5 
Papers presented at a symposium held 
Nov. 9-10, 1972 and sponsored by the 
AMA Council on Foods and Nutrition, 
with the cooperation of the USDA. 
Includes bibliographical references. 
(TX557.N87] 73-89312 12.50 

1. Fruit—Congresses. 2. Vegetables— 
Congresses. 3. Nutrition—Congresses. l. 
White, Philip L., ed. H. Selvey, Nancy, ed. 
HI. American Medical Association. 
Council on Foods and Nutrition. IV. 
United States. Dept. of Agriculture. 


MILGROM, Harry. 641.3°7°54 
Egg-ventures. Illustrated by Giulio 
Maestro. [lst ed.] New York, Dutton 
[1974] 31 p. col. illus. 22 cm. ISBN 0-525- 
29160-1 (His First science experiments) 
Instructions for simple experiments that 
reveal the characteristics of an egg. 
(SF490.M54 1974] 74-5231 4.95 

1. Eggs—Experiments—Juvenile literature. 
I. Maestro, Giulio, illus. Il. Title. 


CANNON, Poppy. 641.5 
Poppy Cannon's all-time, no-time, anytime 
cookbook. New York, Crowell [1974] p. 
em. ISBN 0-690-00263-7 [TX715.C217 
1974] 74-12124 7.95 
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1. Cookery. I. Title. If. Title: All-time, no- 
time, anytime cookbook. 
Prepared from C.LP. 


FREDERICKS, Carlton. 641.5 
The new and revised Carlton Fredericks 
cook book for good nutrition. New York, 
Grosset & Dunlap [1974] 318 p. 22 cm. 
ISBN 0-448-11665-0 First ed. published in 
1960 under title: The Carlton Fredericks 
cook book for good nutrition. 
[TX715.F848 1974] 73- 15132 6.95 

1. Cookery. 2. Nutrition. I. Title. If. Title: 
Carlton Fredericks cook book for good 
nutrition. 


FRUCHT, Phyllis, comp. 641.5 
The best of Jewish cooking. Edited by 
Phyllis Frucht, Joy Rothschild [and] 
Gertrude Katz, with the Ladies Auxiliary 
of Temple Beth Israel. New York, Dial 
Press, 1974. p. cm. ISBN 0-8037-0974-9 
[TX724.F78] 74-12608 8.95 

1. Cookery, Jewish. I. Rothschild, Joy, 
joint comp. I. Katz, Gertrude Donath, 
joint comp. III. Title. 

Prepared from C.I.P. 


LEE, Elsie. 641.5 
Party cookbook. New York, Arbor House 
[1974] 288 p. 22 cm. ISBN 0-87795-084-9 
[TX731.L38] 73-93419 7.95 

i. Entertaining. I. Title. 


MARTEL, Jane G. 641.5 
Smashed potatoes; a kid’s eye view of the 
kitchen. Edited by Jane G. Martel. Boston, 
Houghton Mifflin, 1974. p. cm. ISBN 0- 
395-19775-9 "A portion of this book has 
previously appeared in McCall’s.” Gives 
children’s versions of their favorite dishes 
such as "Basketti,” "A whole turkey,” and 
ae cake.” [TX652.M29] 74-10947 
1. Cookery. I. Title. 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
395-199775-1, 


PELTON, Robert W., 1934- 641.5 
Natural cooking the old-fashioned way 
[by] Robert W. Pelton. South Brunswick, 
A. S. Barnes [1974] p. cm. ISBN 0-498- 
01274-3 [TX715.P39] 73-112 7.95 

1. Cookery. I. Title. 

Prepared from C.I.P. 


CADWALLADER, Sharon. 641.5°02’405 
Cooking adventures for kids. Illustrated by 
Diane Devine. Boston, Houghton Mifflin, 
1974. p. ISBN 0-395-19976-X Basic hints 
on kitchen procedures and herbs 
accompany recipes for a variety of dishes 
for every meal numbered according to 
degree of simplicity. [TX652.5.C28] 74- 
9544 5.95 

1. Cookery—Juvenile literature, I. Devine, 
Dianė, illus. II. Title. 

Prepared from C.LP. Pbk. 3.95, ISBN 0- 
395-18092-9. 


KAHAN, Ellen 
House. 

Cooking activities for the retarded child. 
Nashville, Abingdon Press [1974] p. qm. 
ISBN 0-681-09650-2 A cookbook for the 
trainable and educable retarded child. 
Includes advice for parents and teachers as 
well as recipes for breads, salads, main 
dishes, and desserts presented primarily 
through pictorial symbols. [TX652.K3] 74- 
9606 2.50 (pbk.) 

I. Cookery for mentally handicapped 
children. I. Title. 

Prepared from C.I.P. 


MEYER, Edith M. 641,563 
Enjoying food on a diabetic diet [by] Edith 
M. Meyer. New York, Doubleday [1974, 
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c1971] [vii], 227 p. 21 cm. ISBN 0-385- 
01344-2 [RC662.M49} 2.95 (pbk.) 

1. Cookery for diabetics. I. Title. 

L.C. card number for original edition: 70- 
163655. 


LO, Kenneth H. C. 641.5636 
Chinese vegetarian cooking, by Kenneth H. 
C. Lo. [ist American ed.] New York, 
Pantheon Books [1974] 185 p. illus. 22 cm. 
ISBN 0-394-49165-3 [TX837.L55 1974] 
73-18728 5.95; 2.95 (pbk.) 

i. Vegetarianism. 2. Cookery, Chinese. I. 
Title. 


DANNETT, Sylvia G. L., 
1909- 

The low blood sugar gourmet cookbook, by 
Sylvia G. L. Dannett with Maureen 
McCabe. Foreword by A. B. Vivera. New 
York, Drake Publishers [1974] viii, 160 p. 
24 cm. ISBN 0-87749-599-8 
[RM221.H9D36] 73-18182 8.95 

1. Cookery for hypoglycemics. I. McCabe, 
Maureen, joint author. IT. Title. 


641.5638 


BETTER homes and gardens 641.5°68 
best buffets cook book. lst ed. (Des 
Moines] Meredith Corp., 1974. 112 p. 


illus. 27 cm. [TX738.5.B47] 73-10914 2.49 
1. Buffets (Cookery) I. Better homes and 
gardens. IT. Title: Best buffets cook book. 


PAPPAS, Lou Seibert. 641.568 
Party menus. [lst ed.] New York, Harper 
& Row [1974] p. cm. ISBN 0-06-013272- 
8 [TX731.P294] 74-1845 8.95 

I, Entertaining. 2. Menus. I. Title. 
Prepared from C.I.P. 


MCMORRIS, William B. 641.5°78 
The all outdoors cookbook [by] Bill and Jo 
McMorris. New York, D. McKay Co. 
[1974] x, 310 p. 21 cm. ISBN 0-679- 
20279-X [TX823.M275] 73-92071 7.95 

1. Outdoor cookery. I. MeMorris, Jo, joint 
author. IT. Title. 


HAZELTON, Nika Standen. 641.5°9 
I cook as I please; travels, opinions, 
recipes, by Nika Hazelton. Illustrated by 
Lorraine Filippone. New York, Grosset & 
Dunlap [1974] 344 p. illus. 24 cm. ISBN 
0-448-01024-0 [TX725.A1H35] 73-11400 
10.00 

1. Cookery, International. I. Title. 


WEPPNER, Eileen, comp. 641.5°9 
The international grandmothers’ cookbook; 
favorite recipes of grandmothers from 
around the world. Boulder, Colo., Blue 
Mountain Arts [1974] 96 p. illus. 22 cm. 
ISBN 0-88396-003-6 [TX725.A1W38] 73- 
86814 2.95 (pbk.) 

1. Cookery, International. I. Title. 


OLEKSY, Walter G., 1930- 641.594 
The old country cookbook [by] Walter 
Oleksy. Chicago, Nelson-Hall Co. [1974] 
xiv, 402 p. 24 cm. ISBN 0-88229-105-X 
[TX725.A1038] 73-81082 12.50 
1. Cookery, International. I. Title. 


KRIEG, Saul, comp. 641.5°9469 
What’s cooking in Portugal. New York, 
Macmillan [1974] 370 p. illus. 22 cm. 
[TK723.5.P7K74] 73-21788 7.95 
I. Cookery, Portuguese. I. Title. 


MARK, Theonie. 641.5°9495 
Greek islands cooking. [ist ed.] Boston, 
Little, Brown [1974] p. cm. ISBN 0-316- 
54623-2 [TX723.5.G8M28] 74-8092 8.95 
1. Cookery, Greek. f. Title. 

Prepared from C.I.P. 


RAMAZANI, Nesta, 1932- 641.5°955 
Persian cooking; a table of exotic delights. 


AMERICAN BOOK PUBLISHING RECORD 


[New York] Quadrangle [1974] p. cm. 
ISBN 0-8129-0430-3  [TX724.5.I7R35 
1974] 73-90182 9.95 

1. Cookery, Iranian. I. Title. 

Prepared from C.I.P. 


TARR, Yvonne Young, 
comp. 
The farmhouse cookbook. New York, 
Quadrangle (1974, c1973] x, 581 p. illus. 
24 cm. ISBN 0-8129-0398-6 [TX715.T17 
1973] 73-79937 9.95 
1. Cookery. 2. Vegetable gardening. 3. 
Fruit-culture. I. Title. 


641.5°973 


GRABER, Kay, 1938- 
comp. 

Nebraska pioneer cookbook. Illustrated by 
Peggy W. Link. Lincoln, University of 
Nebraska Press [1974] ix, 164 p. illus. 22 
cm. ISBN 0-8032-5801-1 ”A Bison book.” 
(TX715.G723] 74-77089 3.25 (pbk.) 

1. Cookery, American—Nebraska. I. Title. 


641.5°9782 


LUCIA, Salvatore Pablo, 641.6'2 
1901- 

The wine diet cookbook, by Dr. Salvatore 

P. Lucia [and] Emily Chase. N.Y., 


Abelard-Schuman published in association 
with Piper Co [1974] 132 p. illus. 27 cm. 
ISBN 0-200-04021-9 [RM256.L82] 73- 
18361 7.95 

I. Wine--Therapeutic use. 2. Low-calorie 
diet. I. Chase, Emily, joint author. IT. Title. 


COOKING with spices & 641.6383 
herbs, by the editors of Sunset books and 
Sunset magazine. [Edited by Judith A. 
Gaulke. ‘Ist ed.] Menio Park, Calif., Lane 
Books [1974] 80 p. illus. 28 cm. ISBN 0- 
376-02681-2 (A Sunset book) Companion 
volume: How to row herbs. 
[TX819.H4C66] 73-89587 1.95 (pbk.). 

1. Cookery (Herbs) 2. Spices. I. Gaulke, 
Judith A., ed. Hf, Sunset. HI. Title: Spices 
& herbs. 


NORWAK, Mary. 641.64 
Cooking with fruit New York, Dover 
Publications [1974] 160 p. 21 cm. ISBN 0- 
486-23002-3 [TX811.N6 1974] 73-87047 
1.50 (pbk.) 

1. Cookery (Fruit) I. Title. 


TONN, Maryjane Hooper, 641.65 
comp. 

The Ideals family garden cookbook. 
Maryjane Hooper Tonn, editor. 


Milwaukee, Ideals Pub. Corp. [1974] 64 p. 
ilus. 28 cm. [TX801.T58] 74-171912 1.95 
(pbk.) 
1. Cookery (Vegetables) 2. Cookery (Fruit) 
I. Ideals. II. Title. HI. Title: Family garden 
book. 


BETTER homes and gardens 641.66 
meat stretcher cook book. ist ed. [Des 
Moines} Meredith Corp. [1974] 112 p. col. 
illus. 27 cm. ISBN 0-696-00720-7 (Better 
homes and gardens books) [TX749.B47] 
73-10912 2.49 

1. Cookery (Meat) I. Better homes and 
gardens: IL Title: Meat stretcher cook 
ook. 


DE GOUY, Louis Pullig, 
1869-1947. 

Creative hamburger cookery; 182 unusual 
recipes for casseroles, meat loaves, and 
hamburger. New York, Dover Publications 
[1974, c1951] v, 120 p. 22 cm. ISBN 0- 
486-23001-5 Reprint of the ed. published 
by Greenberg, New York, under title: The 
burger book. [TX749.D4 1974] 73-88330 
1.50 (pbk.). ; 

1. Cookery (Beef) I. Title. 
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GRIGSON, Jane. 641.6'8 
The mushroom feast. [lst ed] New York, 
Knopf, 1974. p. cm. ISBN 0-394-48124-0 
(TX804.G77] 73-20776 8.95 

1. Cookery (Mushrooms) I. Title. 

Prepared from C.I.P. 


LANGSETH-CHRISTENSEN, 641.7°9 
Lillian. 
Cold foods for summer and winter. 


Illustrated by Bill Goldsmith. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. vii, 
260 p. illus. 20 x 24 cm. ISBN 0-385- 
08282-7 [TX830.L36] 73-11713 9.95 

1. Cookery (Cold dishes) I. Title. 


REUTER, Carol. 641.8 
The roll 'em & stuff ‘em cookbook; the art 
of filling & saucing gourmet food, by Carol 
Reuter & Susan Freelund. New York, Sea 
cliff Press [1974] 305 p. illus. 22 cm. ISBN 
0-913604-01-1 [TX836.R48] 74-83013 7.95 
I. Stuffed foods (Cookery) 2. Sauces. I. 
Freelund, Susan, joint author. IT. Title. 


BETTER homes and gardens 641.8712 
snacks and appetizers. lst ed. [Des 
Moines, Meredith Corp., 1974] 112 p. col. 
illus. 27 cm. ISBN 0-696-00730-4 (Better 
homes and gardens books) [TX740.B5] 73- 
10911 2.49 

1. Cookery (Appetizers) 2. Snack foods. I. 
Better homes and gardens. IT. Title: Snacks 
and appetizers. 


DE GOUY, Louis Pullig, 
1869-1947. 

The soup book; 770 recipes. New York, 

Dover Publications [1974, c1949] xi, 414 

p. 22 cm. ISBN 0-486-22998-X Reprint of 

the ed. published by Greenberg, New 

York. [TX757.D43 1974] 73-88332 3.00 


(pbk.). 
1. Soups. I. Title. 


DE GOUY, Louis Pullig, 
1869-1923. 

The bread tray; nearly 600 recipes for 
homemade breads, rolls, muffins, and 
biscuits. With a foreword by Dorothy 
Thompson. New York, Dover Publications 
[1974, c1944] vii, 463 p. 22 cm. ISBN 0- 
486-23000-7 Reprint of the ed. published 
by Greenberg, New York. [TX769.D4 
1974] 73-88329 3.50 (pbk.) 

i. Bread. I. Title. 


SELDIS, Anna Bruni. 641.86 
La dolce cucina; the great Italian dessert 
cookbook. New York, Macmillan [1974] 
p. cm. ISBN 0-02-609100-3 In English. 
([TX773.837 1974] 73-22531 7.95 

1. Desserts. 2. Cookery, Italian. L Title. IL. 
Title: The great Italian dessert cookbook. 
Prepared from C.I.P. 


SELDIS, Anna Bruni. 641.8°6 
La dolce cucina New York, Collier Books 
[1974] xxi, 153 p. illus. 21 cm. ISBN 0-02- 
010300-X In English. [TX773.837 1974b] 
74-6263 2.95 (pbk.) 

1. Desserts. 2. Cookery, Italian. I. Title. II. 
Title: he Italian dessert cookbook 


DUEKER, Joyce S. 641.8°62 
The ald fashioned homemade ice cream 
cookbook, by Joyce & Christopher W. 
Dueker. Indianapolis, Bobbs-Merrill [1974] 
xii, 167 p..22 cm. ISBN 0-672-51765-5 
(TX795.D83] 73-11803 7.50 
l. Ice cream, ices, ete. I. Dueker, 
Christopher Wayne, 1929- joint author. I. 
Title. 


ESHBACH, Charles E., 1914- 
comp. 

Food service trends; seiected articles from 

publications of the Society for the 


641.813 


641.815 


642’.5 


Advancement of Food Service Research. 
Chalres E. Eshbach, editor. Sponsoring 
editor: Jane Young Wallace. Boston, 
Cahners Books [1974} 326 p. illus. 24 cm. 
ISBN 0-8436-0581-2 [TX943.E83] 74-220 
12.95 

i. Food — service—Addresses, essays, 
lectures. I. Society for the Advancement of 
Food Service Research. IT. Title. 


KAHRL, William L. 642.5 
Foodservice on a budget for schools, senior 
citizens, colleges, nursing homes, hospitals, 
industrial, correctional institutions [by] 
William L. Kahri. Jule Wilkinson, editor. 
Boston, Institutions/ Volume feeding 
magazine; distributed by Cahners Books 
[1974] 198 p. illus. 24 cm. ISBN 0-8436- 
0587-1 [TX943.K33] 74-221 12.95 

1. Food service. I. Title. 


AXLER, Bruce H. 642°.6 
Showmanship in the dining room, by Bruce 
H. Axler. Indianapolis, ITT Educational 
Pub. [1974] vii, 116 p. illus. 18 cm. ISBN 
0-672-26117-0 (His Focus on ... the 
hospitality industry) At head of title: Focus 
on ... [TX925.A9] 73-85989 3.25 (pbk.). 

1. Food service. 2, Table service. I, Title. 


AXLER, Bruce H. 642.6 
Tableservice techniques, by Bruce H. 
Axler. Indianapolis, ITT Educaticnal Pub. 
[1974] vii, 136 p. illus. 18 cm. ISBN 0- 
672-26116-2 (His Focus on ... the 
hospitality industry} At head of title: Focus 
on ... [TX925.A92] 73-85979 3.25 (pbk.). 
1. Table service. I. Title. 


BRANN, Donald R. 643.5 
How to modernize a basement, by Donald 
R. Brann. Rev. ed. Briarcliff Manor, N.Y., 
Directions Simplified, 1974. 82 p. illus. 23 
cm. (Easi-bild home improvement library, 
615) (Easi-bild simplified directions.) 
[TH3000.B69] 74-170906 2.00 (pbk.) 

1. Basements. 2. Dwellings—Remodeling. 
I. Title. 


BRANN, Donald R. 643’.52 
How to add an extra bathroom; a complete 
guide to home plumbing, by Donald R. 
Brann. Rev. ed. Briarcliff Manor, N.Y., 
Directions Simplified, 1974. 162 p. illus. 
23 cm. (Easi-bild simplified directions) 
{Easi-bild home improvement library, 682) 
[TH6485.B67 1974] 74-173530 2.50 (pbk.) 
J. Bathrooms. 2. Dwellings—Remodeling. 
I. Title. 


KINNEY, Jean Brown. 643’.7 
47 creative homes that started as bargain 
buildings, by Jean & Cle Kinney. New 
York, Funk & Wagnalls [1974] p. cm. 
ISBN 0-308-10127-8 [TH4816.K56] 74- 
12305 10.00 

1. Dwellings—Remodeling. I. Kinney, Cle, 
joint author. II. Title. 

Prepared from C.I.P. 


SCHULER, Stanley. 643’.7 
Home renovation: making your home more 
attractive, modern, and valuable. Reston, 
Va., Reston Pub. Co. [1974] p. cm. ISBN 
Rees [TH4816.8286] 74-8769 
9.9 

1, Dwellings--Remodeling. I. Title. 
Prepared from C.I.P. 


SCHULER, Stanley. 643.7 
The wall book; the interior walls of your 
home and how to build them, move them, 
and tear them down, how to decorate them 
with paint, paper, panelling, mirrors, tiles, 
carpets, and hundreds of other things. 
Illustrated by Marilyn Grastorf. New York, 
M. Evans [1974] 172 p. illus. 29 cm. ISBN 
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0-87131-143-7 [TH2231.S38] 73-87709 
8.95 
i. Walls. 2. Dwellings—Remodeling. I 


Title. 
Pok. 4.95, ISBN 0-87131-150-X. 


TREVES, Ralph. 643'.7 
The homeowners complete guide. 
Illustrated with photos., drawings, and 
diagrs. [lst ed.] New York, Dutton, 1974. 
vii, 275 p. illus. 27 cm. ”A Sunrise book.” 
Bibliography: p. 268-270. [TH4817.T73 
1974] 72-94705 8.95 

1. Dwellings—Maintenance and repair. 2. 


Do-it-yourself work. 3. Repairing— 
Amateurs’ manuals, I. Title. 
BROCK, Delia. 646.4 


Gladrags; redesigning, remaking, refitting 
all your old clothes [by] Delia Brock and 
Lorraine Bodger. New York, Simon and 
Schuster [1974] p. cm. ISBN 0-671- 
21796-8 [TT550.B68] 74-4278 8.95 

1. Clothing and dress—Remaking. 2. 
Clothing and dress—Alteration. I. Bodger, 
Lorraine, joint author. IT. Title. 

Prepared from C.I.P. 


NORDQUIST, Barbara. 646.404 
The complete guide to pattern-making, by 
Barbara K. Nordquist. New York, Drake 
Publishers [1974, cl1973] 279 p. illus. 26 
cm. ISBN 0-87749-595-5 [TT520.N66] 73- 
18041 14.95 

1.  Dressmaking—-Pattern design. 2. 
Children’s clothing—Pattern design. I. 
Title. 


MANSFIELD, Evelyn A., 646.4304 
1908- 

Clothing construction [by] Evelyn A. 

Mansfield [and] Ethel L. Lucas. 2d ed. 


Boston, Houghton Mifflin [1974] viii, 403 
p. illus. 25 cm. ISBN 0-395-16728-0 
[TT518.M36 1974] 73-8446 11.50 

1. Dressmaking. I. Lucas, Ethel L., joint 
author. IT. Title. 


TIME-LIFE Books. 646.4304 
The persona! touch, by the editors of 
Time-Life Books. New York [1974] 200 p. 
illus. 29 cm. (The Art of sewing) 
[TT515.T55 1974a] 74-77030 8.95 

1. Dressmaking. 2. Clothing and dress—- 
Remaking. 3. Needlework. I. Title. 


AUTOMOBILE Association. 647.9442 
AA budget guide 1974. [Basingstoke, Eng., 
1974] 189, 48 p. illus. (part col.) 22 om. 
On cover: AA budget guide; over 3700 
farmhouse holidays, guest houses, inns, and 
inexpensive restaurants. "Distributed in the 
USA by Harper and Row inc.”, New York, 
N.Y. [TX910.G7A79 1974] 74-170982 


2.95 
1, Hotels, taverns, etc.—Great Britain—~ 
Directories. 2. Hotels, taverns, ete. 


freland—Directories. 3. Restaurants, lunch 
rooms, etc.—Great Britain—Directories. 4. 
Restaurants, lunch rooms, etc.——Ireland-- 
Directories. I. Title. 


COHEN, Marjorie Adoff. 647.9473 
Where to stay USA from S0fcent sign} to 
$7 a night. Edited by Margaret E. 
Sherman. [New York] Council on 
International Educational Exchange; 
[distributed by Simon and Schuster, 1974] 
240 p. illus. 18 cm. [TX907.C64] 74- 
171919 2.50 (pbk.) 

1. Hotels, taverns, etc.—United States— 
Directories. T. Title. 


AXLER, Bruce H. 6487.5 
Room care for hotels and motels, by Bruce 
H. Axler. Indianapolis, ITT Educational 
Pub. [1974] 122 p. illus. 18 cm. ISBN 0- 
672-26125-1 (His Focus on the 
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hospitality industry) At head of title: Focus 
nm... [TX928.A92] 73-85980 3.25 (pbk.) 
1. Hotel housekeeping. I. Title. 


DILLAWAY, Hope. 6497.1 
Wake up, parents! North Quincy, Mass., 
Christopher Pub. House [1974] 184 p. 21 
cm. ISBN 0-8158-0317-6 Bibliography: p. 
181-182. [HQ769.D46] 74-75161 5.95 

1. Children—Management. 2. Parent and 
enild. 3. Education of children. I. Title. 


KESSLER, Diane C. 649.1 
The parents and the experts [by] Diane C. 
Kessler. Valley Forge, Pa., Judson Press 
[1974] p cm. ISBN 0-8170-0613-3 
Includes bibliographical references. 
[HQ772.K45] 74-2889 1.95 (pbk.) 

I. Child study. 2. Children—Management. 
3. Parent and child. I. Title. 

Prepared from C.I.P. 


NIELSEN, Gary E., 
1939- 

Helping children behave; a handbook of 

applied learning principles [by] Gary E. 

Nielsen. Chicago, Nelson-Hall Co. [1974] 

p. cm. ISBN 0-911012-90-7 Bibliography: 

p. [RJ499.N53] 73-94303 8.95 

l. Problem children—Case studies. 2. 

Behavior modification. I. Title. 

Prepared from C.I.P. 


BRAZELTON, T. Berry, 
Toddlers and parents: a declaration of 
independence [by] T. Berry Brazelton. 
[New York] Delacorte Press/ Seymour 
Lawrence [1974] 250 p. illus. 26 cm. ISBN 
0-440-08750-X "A Merloyd Lawrence 
book.” Bibliography: p. 239-240. 
[HQ769.B6743] 74- 5342 10.00 


649°.1'019 


649.122 


I. Children—Management. 2. Infant 
psychology. I. Title. 

Business 650-659 

RAHE, Harves, 1914- 651°.07°2 


Index to research in business and office 
education; a comprehensive list of research 
studies in the teaching of accounting, 
bookkeeping, record-keeping, secretarial 
studies, shorthand, transcription, and 
typewriting from 1891 to 1972, classified 
by author and subject. New York, Gregg 


and Community College Division, 
McGraw-Hill [1974] p. cm. ISBN 0-07- 
051138-1 [HF1121.R33] 74-2354 7.50 
(pbk.) 


1. Business education—Research—Iindexes, 
i. Title. 
Prepared from C.I.P. 


TURNER, David 

Reuben, 1915- 
College office assistant, college secretarial 
assistant, by David R. Turner. [4th ed.] 
New York, Arco [1974] 256 p. illus. 26 
em. ISBN 0-668-00181-X (Arco Civil 
Service test tutor) (Arco self-tutor for high 
scores) [I.B1761.T87 1974] 73-86812 5.00 


651.3741076 


(pbk.) 

L. School secretaries—Examinations, 
questions, etc. 2. Civil service—United 
States—-Examinations. I. Title. 

BERNI, Rosemarian, 1925- 651.5 
Problem-oriented medical record 


implementation: allied health peer review 
{by] Rosemarian Berni [and] Helen 
Readey. St. Louis, C. V. Mosby Co., 1974. 
p. cm. ISBN 0-8016-0649-7 Bibliography: 
p. [R864.B47] 74-8267 6.50 

1. Medical records. I. Readey, Helen, joint 
author. II. Title. 

Prepared from C.I.P. 


PROGRESS in mental health 651.5 
information systems: computer applications 
[edited by] Jeffrey L. Crawford and 
Donald W. Morgan [and Daniel T. 
Gianturco. Cambridge, Mass., Ballinger 
Pub. Co. [1974] xvi, 366 p. illus. 24 cm. 
ISBN 90-88410-109-6 Papers presented at a 
symposium sponsored by the Dept. of 
Psychiatry and Neurology, Walter Reed 
Army Medical Center, the Walter Reed 
Army Institute of Research, and the U.S. 
Army Medical Research and Development 
Command; held on March 22-23, 1973. 
Includes bibliographies, [RA790.5.P74] 73- 
17348 13.50 

1. Electronic data processing—Mental 
Aygiene—Congresses. I. Crawford, Jeffrey 
L., ed. IL Morgan, Donald W., ed. HI. 
Gianturco, Daniel T, ed. IV. United 
States. Army. Walter Reed Army Medical 
Center, Washington, D.C Dept. of 
Psychiatry and Neurology. V. United 
States. Walter Reed Army Institute of 
Research, Washington, D.C VI. United 
States. Army Medical Research and 
Development Command. 


EWING, David W. 651.75 
Writing for results: in business, 
government, and the pročessions poyi 
David W. Ewing. New York, Wiley [1974 
xiv, 466 p. 22 cm. ISBN 0-471-24962-9 
"A Wiley-Interscience publication.” 
Includes bibliographical 

(HF5721.E9] 73-22171 14.95 
L Commercial correspondence. 2 
Government correspondence. J. Title. 


RYAN, Charles 651.7°5°077 
William, 1932- 

Writing: a practical guide for business and 

industry [by] Charles W. Ryan. New York, 

Wiley [1974] xv, 256 p. illus. 26 cm. ISBN 


0-471-74789-0 (Self-teachin guides) 

Bibliography: p. 245-253. F5726.R93] 
74-4289 4.95 (pbk.) 

1 Commercial correspondence— 
Programmed instruction. I. Title. 

EAGER, Fred. 652".1 


The italic way to beautiful handwriting, 
cursive and calligraphic. New York, Collier 
Books [1974] p. cm. ISBN 0-02-079990-X 
[Z43.E118 1974] 74-10505 2.95 (pbk.) 

1. Writing, Italic. I. Title. 

Prepared from C.I.P. 


EAGER, Fred. 652’.1 
The italic way to beautiful handwriting, 
cursive and calligraphic. New York, 
Macmillan [1974] p. cm. ISBN 0-02- 
oo [Z43.E118 1974b] 74-10506 


I Writing, Italic. I Title. 
Prepared from C.I.P. 


LANDMARK abc shorthand. 653’.2 
New York, ITT Educational Services 
(1974, c1973] 3 v. illus. 23 em. [Vol. 1] 
lacks collective title. Contents.—[1] 
Principles of Tandmatk shorthand.—[2] 
Dictation transcription.—[3] 
Dictionary. (Z53. 1357] 73-7&476 5.95 (v. 
1.); 6.70 (v. 2.); 6.75 (v. 3.). 

1, Shorthand—Landmark. 

Publisher’s address: 60 East 42 Street, 
Suite 1914, New York 10017. 


BROCK, Horace R. 657 
Accounting: principles and applications 
[by] Horace R. Brock, Charlas E. Palmer 
[and] Fred C. Archer. 3d ed. New York, 
McGraw-Hill [1974] xx, 1,000 p. illus. 25 
cm. ISBN  0-07-008021-6 Second ed. 
published in 1969 under title: College 
accounting: theory/practice. complete. 
First ed., by R. H. Van Voorhis, C. E. 
Palmer and F. C. Archer, published in 


references. 


AMERICAN BOOK PUBLISHING RECORD 


1963 under title: College accounting: 
theory and practice. [HF5635.B8545 1974] 
73-12580 10.95 

Ł Accounting. I. Palmer, Charles Earl, 
i919- joint author. Il Archer, Fred 
Coleman, 1915- joint author. HI. Title. 


MAHER, John Edward, 1925- 657 
Ideas about measuring & accounting, by 
John E. Maher. Illus. by Elissa Della- 
Fiana. New York, Watts, 1974. 47 p. illus. 
22 cm. ISBN 0-531-02657-4 Briefly 
explains the basic principles of accounting 
used by businesses, families, and 
government to keep track of money. 
[3F5635.M217] 73-8977 3.45 

i Accounting—Juvenile literature. 2. 
/4ensuration—Juvenile literature. I. Della- 
Piana, Elissa, illus. H. Title. 

Frepared from C.I.P. 


GOODMAN, Hortense. 657.3 
filustrations of reporting accounting 
changes; a survey of reporting under APB 
opinion no. 20, by Hortense Goodman and 
Thomas W. McRae. [New York] American 
Iastitute of Certified Public Accountants 
[1974] 148 p 28 cm. Includes 
bibliographical references. [HF5657.G66] 
7T4-173638 5.00 he) 

L Accounting. 2. Financial statements. T. 
MeRae, Thomas W, joint author. I. Title. 


MCNEILL, I. Eugene. 657.48 
Financial accounting; a decision 
information system [by] I. Eugene 
McNeill. 2d ed. Pacific Palisades, Calif., 


Goodyear Pub. Co. [1974] xv, 461 p. illus. 
25 cm. ISBN 0-87620-302-0 
[HF5630.M264 1974] 73-81070 12.00 

i. Accounting. I. Title. 


RHODE, John Grant. 657.61076 
CPA examination review; a complete guide 
[by] John Grant Rhode [and] Edward H. 


Murphy. Pacific Palisades, Calif., 
Goodyear Pub. Co. [1974] x, 604 p. 29 
cn. ISBN  0-87620-166-4 Includes 
b:bliographies, [HF5661.R44] 73-80022 
23. 


I. Accounting—Examinations, questions, 
etc. I. Murphy, Edward Henry, 1941- joint 
author. IT. Title. 

Pbk. 15.95, ISBN 0-87620-165-6. 


EAY, Leon Edwards, 1923- 657.835 
Governmental accounting [by] Leon E. 
Eay [and] R. M. Mikesell. 5th ed. 
Eomewood, Ill., R. D. Irwin, 1974. xiii, 
747 p. 24 cm. ISBN 0-256-01543-0 (The 
Willard J. Graham series in accounting) In 
tke earlier editions Mikesell’s name 
appeared first on the. title page. Includes 
bbiographiies: [HJ9733.H38] 73-91789 
14.9 


1 Finance, Public—Accounting. I 


Adikesell, Rufus Merrill, 1893- 
Governmental accounting. I. Title. 
POLLARD, Harold R. 658’.001 


Developments in management thought [by] 
Earold R. Pollard. New York, Crane, 
Russak [1974] ix, 277 p. 23 cm. ISBN 0- 
8448-0069-4 Includes bibliographies. 
[HD30.5.P64] 72-84394 12.50 

1 Management—RHistory. I. Title. 


AMAZING Life Games 
Company. 

Good cents: every kid's guide to making 
ironey. Boston, Houghton Mifflin, 1974. 
p cm. ISBN 0-395-19500-4 A collection of 
schemes that suggest how to make money 
and what to do with it (besides spend it). 
[HD8036.A45 1974] 74-9378 5.95 

1 Self-employed—Juvenile literature. 2. 
Small  business—Juvenile literature. 3. 


658°.022 


SEPTEMBER 30,1974 


Finance, Personal—Juvenile literature. I. 
Title. 

Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
395-19501-2. 


COHN, Theodore. 658’.022 
Survival & growth: management strategies 
for the small firm [by] Theodore Cohn 
[and] Roy A. Lindberg. [New York, 
AMACOM, 1974] p. cm. ISBN 0-8144- 
5359-7 [HD69.S6C65]} 73-92163 16.50 

l. Small business—-Management. L 
Lindberg, Roy A., joint author. II. Title. 
Prepared from C.I.P. 


COLBERT, Douglas A. 658.054 
Computers and management for business 
[by] Douglas A. Colbert. Ist ed. New 
York, Petrocelli Books [1974] p. cm. 
ISBN 0-88405-064-5 Bibliography: p. 
[HF5548.2.C55] 74-8038 12.95 

i. Electronic data processing—Business. 2. 


Computers and civilization. I. Title. 
Prepared from C.I.P. 

LILES, Patrick R. 658.171 
New business ventures and the 
entrepreneur [by] Patrick R. Liles. 


Homewood, Ilil, R. D. Irwin, 1974. xiii, 
517 p. illus. 24 cm. ISBN 0-256-01560-0 
Includes bibliographies. [HD69.N3L54 
1974] 73-89109 11.95 

J. New business enterprises. 2. New 
business enterprises—United States. I. 
itle. 


COPELAND, Ronald M. 658.1°5 
Managerial accounting: an introduction to 
planning, information processing, and 
control [by] Ronald M. Copeland [and] 
Paul E. Dascher. Santa Barbara, Calif., 
Hamilton Pub. Co. [1975, ¢1974] xix, 533 


p. illus. 23 cm. ISBN 0-471-17174-3 
paren biblingtaphies: [HF5635.C762] 
4n 


L pm 2. Cost accounting. I. 
Dascher, Paul E., joint author. II. Title. 


PUBLIC reporting of 658.1’5 
corporate financial forecasts. Edited by 
Prem Prakash {and} Alfred Rappaport. 
New York, Commerce Clearing House 
[1974] viii, 332 p. illus). 24 cm. 
"Proceedings of conference sponsored by 
the Center for Advanced Study in 
Accounting and Information Systems, 
Graduate School of Management, 
Northwestern University.” Includes 
bibliographical references. [HF5681.B2P77] 
73-90477 15.00 

1. Financial statements—Congresses. 2. 
Business forecasting-—Congresses. 3. 
Corporation reports-—Congresses. 1 
Prakash, Prem, 1933- ed. IH. Rappaport, 
Alfred, ed. HI. Northwestern University, 
Evanston, Ill. Center for Advanced Study 
in Accounting and Information Systems. 


LINES, James. 658. 1°55 
Beyond the balance sheet; evaluating profit 
potential. New York, Wiley [1974] p. cm. 
ISBN - 0-470-53906-2 ”A Halsted Press 
book.” Bibliography: p. [HG4028.C4L57] 
74-5512 12.50 

i. Capital investments. 2. Corporations— 
Finance. 3. Consolidation and merger of 
corporations. 4. Financial statements. I. 
Title. 

Prepared from C.I.P. 


LINES, James. 658.1755 
Profit improvement; a comprehensive 
approach to improving managerial 


effectiveness. New York, Wiley [1974] x, 
217 p. 23 cm. ISBN 0-470-53902-X "A 
Halsted Press book.” Includes 
bibliographical references. [HD31.L475] 
73-13010 12.95 


-leadership in 


i. Management. 2. Profit. I. Title. 


RACHLIN, Robert, 1937- 658.1755 
Yow to use return on investment; concepts 
and techniques for profit improvement. 
New York, Pilot Books [1974] p. cm. 
SBN 0-87576-047-3 ([HG4028.C4R25] 74- 
13392 4.95 (pbk.) 

d. Capital investments. 2. Profit. I. Title. 
?repared from C.I.P. 


DELL'ISOLA, Alphonse J. 658.1552 
Value engineering in the construction 
industry [by] Alphonse J. Dell’Isola. [2d 
2d.] New York, Construction Pub. Co. 
71974] x, 181 p. illus. 28 cm. Bibliography: 
% ae (TH437.D43 1974] 74-175984 
16.50 

41. Construction industry—Costs. 2. Value 
analysis (Cost control) I. Title. 


KOLDE, Endel Jakob, 1917- 658.18 
The muitinational company; behavioral and 
managerial analyses [by] E. J. Kolde. 
Lexington, Mass., Lexington Books [1974] 
xix, 266 p. illus. 23 cm. ISBN 0-669- 
33351-1 Bibliography: p. 245-255. 
THD69.17K65] 74-2136 14.00 

4. Intemational business enterprises. I. 
Title. 


KAUFMAN, H. G., 1939- 658.3 
-Obsolescence and professional career 
development [by] H. G. Kaufman. [New 
York] AMACOM [1974] xiii, 193 p. illus. 
22 cm. ISBN 0-8144-5344-9 Includes 
bibliographical references. [HF5549.K283] 
73-85187 11.95 

1. Personnel management. 2. Job 
descriptions. 3. Industry and education. 4. 
Organizational change. I. Title. 


ROMAN, Eva. 658.3171 
Recruitment & selection of typists & 
secretaries [by] Eva Roman & Derek 
Gould. London, Business Books [1974] x, 
211 p. illus., forms. 24 cm. ISBN 0-220- 
66235-5 Bibliography: p. 207. 74-173612 

I. Secretaries—Recruiting. 2. Personal 
management. I. Gould, Derek Robert, joint 
author. H. Title. 

Distributed by Cahners Books; 17.95 


WARSTLER, Mary Ellen, 658.312 
comp. 
Staffing: a Journal of nursing 


administration reader. [lst ed.] Wakefield, 
Mass., Contemporary Pub. [1974] 57 p. 28 
cm. ISBN  0-913654-01-9 Includes 
bibliographical references. [RT89.W37] 74- 
76942 2.95 (pbk.) 

1. Nursing service administration— 
Addresses, essays, lectures. I. The Journal 
of nursing administration. H. Title. 
Contents omitted. 


MAGNER, Monica Mary. 658.31'243 
Inservice education manual for the nursing 
department. St. Louis, Catholic Hospital 
Association [1974] vii, 141 p. forms. 28 
cm. ISBN 0-87125-012-8 [RT73.M33] 74- 
75607 6.00 (pbk.). 

1. Nurses and nursing—tIn-service training. 
Zi. Title. 


DOUGLASS, Laura Mae. 658.31'28 
Nursing leadership in action; principles and 
application to staff situations [by] Laura 
Mae Douglass [and] Em Olivia Bevis. 2d 
ed. Saint Louis, C. V. Mosby, 1974. xi, 
214 p. illus. 26 cm. ISBN 0-3016- 1436-8 
Published in 1970 under title: Team 
- action. Includes 
bibliographies. [RT90.5.D64 1974] 74-674 
5.75 (pbk.) 
J. Team nursing. 2. Nursing service 
administration. I. Bevis, Em Olivia, joint 
author. IT. Title. 
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FROST, Carl F. 658.3225 
The Scanlon plan for organization 
development: identity, participation, and 


equity [by] Carl F. Frost, John H. Wakeley 
[and] Robert A. Ruh. [East Lansing] 
Michigan State University Press, 1974. xii, 
197 p. 24 cm. ISBN 0-87013-184-2 
Bibliography: p. 192-197. [HD2971.F76] 
74-75366 10.00 

1. Profit-sharing. 2. Labor productivity. 3. 
Psychology, Industrial. 4. Organizational 
change. I Wakeley, John H. I Ruh, 
Robert A. IIT. Title. 


BRYAN, John R. 658.3'7'64795 
Managing restaurant personnel: 4 
handbook for food service operators [by] 
John R. Bryan. New York, Chain Store 
Age Books [1974] viii, 184 p. 28 cm. ISBN 
0-912016-33-7 [TX911.3.P4B78] 73-94217 
7.95 


I. Restaurants, lunch rooms, etc.— 
Personnel management. I. Title. 
FERGUSON, Charles R., 1925- 658.4 


Measuring corporate strategy [by] Charles 
R. Ferguson. Homewood, Ill., Dow Jones- 
Irwin, 1974. viii, 120 p. 24 cm. ISBN 0- 
87094-072-4 [HD38.F37] 73-93361 9.95 

1. Management. 2. Management audit. I. 
Title. 


HARRISON, Jared F. 658.4 
Management by obstruction; or, How to 
save your organization from needless 
efficiency [by] Jared F. Harrison. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] x, 240 p. 22 cm. ISBN 0-13- 
549055-3 [HD31.H346] 74-4470 6.95 
1. Management. 2. Efficiency, Industrial. I. 
Title. 


HASTINGS; Paul Guiler, 
1914- 

Introduction to business [by] Paul G. 
Hastings. 2d ed. New York, McGraw-Hill 
[1974] ix, 738 p. illus. 24 cm. ISBN 0-07- 
027020-1 Includes bibliographies. 
[HF5351.H32 1974] 73-13801 10.95 

1. Business. I. Title. 


658.4 


Instructors manual 2.50, ISBN 0-07- 
027021-X 
HELLRIEGEL, Don. 658.4 


Management; a contingency approach [by] 
Don Hellriegel [and] John W. Slocum, Jr. 
Reading, Mass., Addison-Wesley Pub. Co. 
[1974] 490 p. illus. 24 cm. ISBN 0-201- 
02832-8 Includes bibliographical 
references. [HD38.H44] 73-10591 11.50 

1. Management. I. Slocum, John W., joint 
author. 


HUSSEY, David E. 658.4 
Corporate planning theory and practice 
[by] D. E. Hussey. [Ist ed.] Oxford, New 
York, Pergamon Press [1974] xiii, 399 p. 
illus. 25 cm. ISBN 0-08-017748-4 "A 
European bibliography of corporate 
planning, 1961-1972 [by] P. J. Kettlewell’: 
p. 200: [HD31.H826 1974] 73-17304 
22. 

1. Industrial management. I. Title. 


KIEV, Ari. 658.4 
A strategy for handling executive stress. 
Chicago, Nelson-Hall [1974] vi, 178 p. 23 
cm. ISBN 0-88229-153-X [HF5548.8.K46] 
74-7319 8.95 

1. Psychology, Industrial. 2. Executives. 3. 
Stress (Physiology) I. Title. 


ROBBINS, Stephen P., 1943- 658.4 
Managing organizational conflict; a 
nontraditional approach [by] Stephen P. 
Robbins. Englewood Cliffs, N.J. Prentice- 
Hall [1974] xiv, 156 p. illus. 23 cm. ISBN 
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0-13-550491-0 Bibliography: p. 
(HD38.R57] 73-22343 7.50 

1. Management. 2. Industrial sociology. 3. 
Social conflict. I. Title. 

Pbk. 3.95; ISBN 0-13-550483-X, 


SCOTT, Charles R. 658.4 
Tempomatic IV; a management simulation 
[by] Charles R. Scott, Jr. [and] Alonzo J. 
Strickland III. Boston, Houghton Mifflin 
[1974] ix, 77 p. [20] 1. illus. 28 cm. ISBN 
0-395-18165-8 [HD20.7.S4] 73-14496 4.95 
(pbk.). 

1. Management games. I Strickland, 
Alonzo J., joint author. IT. Title. 


146-152. 


MUELLER, Robert Kirk. 658.4003 
Buzzwords; a guide to the language of 
leadership. New York, Van Nostrand 
Reinhold Co. [1974] viii, 172 p. 22 cm. 
ISBN 0-442-25596-9 Bibliography: p. 171- 
172. [HD19.M75] 74-1403 7.95 

i ; Jndustrial management—Dictionaries. I. 

Itle. 


LUCAS, Henry C. 658.4°03 
Toward creative systems design [by] Henry 
C. Lucas, Jr. New York, Columbia 
University Press, 1974. p. ISBN 0-231- 
03791-0 Bibliography: p. [158.6.L82] 74- 
4129 10.00 

i. Management information systems. 2. 
Systems engineering. I. Title. 

Prepared from C.I.P. 


MANAGEMENT problem-658.4'03'02854 
solving with APL; a guide to the solution 
of typical accounting and finance problems 
through APL time-sharing [by] John W. 
Buckley [and others] Los Angeles, Melville 
Pub. Co. [1974] 1 v. (various pagings) illus. 
29 cm. ISBN 0-471-11612-2 
(HF5657.M236] 74-4536 12.95 

i. Electronic data processing-—Accounting. 
2. Electronic data processing—Finance. 3. 
Accounting—Computer programs. 4. 
ee ee programs. I. Buckley, 


John W. 
Pbk. 9.95, ISBN 0-471-11611-4. 
TAYLOR, William John. 658.404 


Practical project management [by] W. J. 
Taylor & T. F. Watling. New York, Wiley 


(1974, cl1973] xii, 198 p. illus. 23 cm. 
ISBN 0-470-84620-8 ”A Halsted Press 
book.” Bibliography: 193-195. 


p. 
[T56.8.T38 1974] 73-12716 13.50 
1. Industrial project management. I. 
Watling, Thomas Francis, joint author. I. 
ytle. 


DICKERMAN, Allen 
Briggs, 1914- 
Training Japanese managers [by] Allen 
Dickerman. New York, Praeger [1974] p. 
cm. ISBN 0-275-28828-5 (Praeger special 
studies in international economics and 
development) ”Published in cooperation 
with the Center for International Business, 
Los angeles.” Bibliography: p. 
[HD70. BD] 73-19443 11.00 
d. Industrial managemank- Japan. 2. 
Executives, Training of—Japan. I. Title. 
Prepared from C.I.P. 


658.4°0952 


UNITED States. Small 658.47 
Business Administration. 

How to protect your business against 
crime; a guide for the small businessman. 
New York, Drake Publishers [1974] p. 
ISBN 0-87749-682-X Originally published 
in 1969 under title: Crime against small 
business. [HF5429.3.US7 1974] 74-6386 
3.95 (pbk.) 

i. Retail trade—Security measures. 2. 
Retail trade—United States. 3. Crime 
prevention. I. Title. 

Prepared from C.I.P. 


eee Richard Arvid, 658.5 
1917- 

Production and operations management; a 
systems concept [by] Richard A. Johnson, 
William T. Newell [and] Roger c. Vergin. 
Boston, Houghton Mifflin [1974] ix, 572 p. 
illus. 25 cm. ISBN 0-395-04695-5 Includes 
bibliographies. [TS155.J57] 73-14021 12.50 
1. Production management. [ Newell, 
William T., joint author. Il. Vergin, Roger 
C., joint author. Hf. Title. 


KING, John Russell. 658.5 
Production planning and control; an 
introduction to quantitative methods, by J. 
R. King. [lst ed.] Oxford, New York, 
Pergamon Press [1974] p. cm. ISBN 0-08- 
017721-2 (Omega management science) 
»Based on material collected and 
developed principally for the Production 
Planning and Control Course within the 
one-year postgraduate MSc programme in 
Operational Research and Management 
Studies at Imperial College [London]” 
Bibliography: p. [TS176.K52 1974] 74- 
3387 36.00 

1. Production planning. 2. Production 
control. I. Title. 

Prepared from C.LP. 


DAVIS, Grant Miller. 658.7°8 
Logistics management, by Grant M. Davis 
[and] Stephen W. Brown. Lexington, 
Mass., Lexington Books [1974] p. cm. 
ISBN 0-669-93047-4 [HF5415.7.D38] 74- 
295 20.00 

1. Physical distribution of goods— 
Management. I. Brown, Stephen Walter, 
1943- joint author. I. Title. 

Prepared from C.I.P. 


FROST & Sullivan, inc., 
New York. 

The point of sale market study. New York, 
1974. viii, 223 p. 29 cm. On spine: Point 
of sale in the U.S. [HD9999.B93U534 
~1974] 74-174352 445.00 

1. Point-of-sale systems industry—United 
States. I. Title. 


658.7°87 


*FARIA, A. J. 658.8 
qompete: a dynamic marketing simulation 
[by] A J. Faria, D. G. Johnstone [and] R. 
Q. Nulsen, Jr. Dallas, Business 
Publications, 1974. lv. 28 cm. [HF5415] 
4.75 (pbk.) i 
1. Marketing. 2. Marketing research. I. 
Johnstone, D. G., joint author. II. Nulsen, 
R. O., joint author. TII. Title. 


GELB, Gabriel M., 1929- 
comp. 
Insights. for marketing management 
[compiled by] Gabriel M. Gelb [and] Betsy 
D. Gelb. Pacific Palisades, Calif., 
Goodyear Pub. Co. [1974] vii, 288 p. illus. 
24 cm. ISBN 0-87620-476-0 Includes 
bibliographical references. 
[HF5415.13.G39] 73-90189 6.95 (pbk.). 
1. Marketing management—Addresses, 
essays, lectures. I. Gelb, Betsy D., 1935- 
joint comp. II. Title. 


KEISER, Stephen K. 658.8°007’7 
Study guide to Boone/Kurtz Contemporary 
marketing. [By] Stephen K. Keiser, Robert 
E. Stevens [and] Lynn J. Loudenback. 
Hinsdale, Hi., Dryden Press [1974] 148 p. 
illus. 24 cm. ISBN 0-03-010786-5 
Complements Contemporary marketing, by 
L. E. Boone and D. L. Kurtz. 
[HF5415.K43] 73-17260 3.95 (pbk.). 

1. Marketing—Programmed instruction. I. 
Stevens, Robert E., joint author. II 
Loudenback, Lynn J, joint author. IL. 
Boone, Louis E. Contemporary marketing. 
IV. Title. 


658.8 


AMERICAN BOOK PUBLISHING RECORD 


ANDERSON, 658.8°09°0705730973 
Charles B. 
A manual on bookselling; how to open and 
run your own bookstore. Edited by Charles 
B. Anderson and G. Roysce Smith. [2d 
ed.] New York, Harmony Books [1974] p. 
em. ISBN 0-517-51646-2 Bibliography: p. 
[Z476.A63 1974] 74-79783 10.95 
1. Booksellers and bookselling—United 
States. 2. Booksellers and bookselling— 
Handbooks, manuals, etc. I Smith, G. 
Roysce, joint author. If. Title. 
Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
$17-51647-0. 


ROSTENBERG, 658.8'09°070573 
Leona. 

Old & rare; thirty years in the book 
business, by Leona Rostenberg and 


Madeleine B. Stern. New York, A. Schram 
[1974] p. cm. ISBN  0-8390-0130-4 
Bibliography: p. [Z286.A55R67] 74-8970 
12.00 

1. Rostenberg, Leona, firm, New York. 2. 
Antiquarian booksellers—Correspondence, 
reminiscences, etc. 3. Bibliography—Rare 
books. I. Stern, Madeleine Bettina, 1912- 
joint author. IT. Title. 

Prepared from C.I.P. 


CARTER, David C. 658.8'1 
Action techniques for the take-charge sales 
manager [by] David C. Carter. West 
ne N.Y., Parker Pub. Co. [1974] 241 
p. 25 cm. ISBN _ 0-13-003376-6 
(HF5438.C3469] 74-1381 9.95 
1. Sales management. 2. Salesmen and 
salesmanship. I. Title. 


CRON, Rodney L., 1922- 658.8712 
Assuring customer satisfaction; a guide for 
business and industry [by] Rodney L. 
Cron. New York, Van Nostrand Reinhold 
Co. [1974] p. cm. ISBN 0-442-21754-4 
Includes bibliographical references. 
(HF5415.5.C76] 74-13206 16.95 

1. Customer relations. 2. Complaints 
(Retail trade) 3. Consumer protection. I. 
Title. 

Prepared from C.I.P. 


KARP, Robert E. 658.834’09561 
Cross cultural considerations of marketing 
and consumer behavior: the case of 
marketing and the consumer in Turkey, by 
Robert E. Karp and Allan Gorlick. New 
York, MSS Information Corp. [1974] 150 
pP. 23 cm. PE 0-8422-0407-5 
Bibliography: 149-150. 
[HF5415.12. T8K3] 74- 3353 3.75 (pbk.) 

1. Marketing—Turkey. 2. Marketing— 
Turkey—Case studies. 3. Consumers— 
Turkey. I. Gorlick, Allan, joint author. II. 
Title. 

BERRY, Leonard L., 658.89°3321 

1942- comp. 

Marketing for the bank executive. Edited 
by Leonard L. Berry [and] L. A. Capaldini. 
Ist ed. New York [Mason & Lipscomb] 


1974. p. cm. ISBN  0-88405-290-7 
Bibliography: p. [HG1616.M3B47] 74- 
11363 14.50 

1. Bank marketing—Addresses, essays, 


lectures. I. Capaldin:, L. A., joint comp. I. 
Title. 
Prepared from C.I.P. 


ROBINSON, Sol. 658.89°65914°2 
Radio advertising—how to sell it & write 
it. [ist ed.] Blue Ridge Summit, Pa, G/L 
Tab Books [1974] 227 p. 23 cm. ISBN 0- 
8306-4565-9 [HF5439.R36R6] 76-162410 
12.95 

I, Salesmen and  salesmanship—Radio 
advertising. 2. Radio advertising. I. Title. 


SEPTEMBER 30,1974 


RUCKER, Frank Warren. 658°.91°07 
Newspaper organization and management 
[by] Frank W. Rucker [and] Herbert Lee 
Wiliams. 4th ed. Ames, Iowa State 
University Press [1974] p. cm. ISBN 0- 
8138-1150-3 Bibliography: p. [PN4775.R8 
1974] 73-19878 12.95 

1. Journalism. I. Williams, Herbert Lee, 
joint author. IT. Title. 

Prepared from C.I.P. 


MANAGING the 
modern law office. Neil T. Shayne, 
chairman. New York, Practising Law 
Institute [1974] 304 p. illus. 22 cm. 
(Commercial law and practice course 
handbook series, no. 101) ”A4-2010.” 
Prepared for distribution at the Managing 
the modern law office seminar, Jan.-Feb. 
1974.” [KF318.Z9M3] 74-170993 20.00 

1. Law offices—United States. I. Shayne, 
Neil T, 1931- IL New York (City). 
Practising Law Institute. IH. Title. IV. 
Series. 


658°.91°3400973 


HUGHES, Meredydd G. 658’.91°373 
Secondary school administration; a 
management approach, edited by 
Meredydd Hughes. Foreword by 


Andrew Taylor. [2d ed.] Oxford, New 
York, Pergamon Press [1974] p. cm. ISBN 
0-08-018010-8 (The Commonwealth and 
international library. Education and 
educational research) [LB2822.H84 1974] 
74-4453 8.75 

1. High schools—Administration. I. Title. 
Prepared from C.I.P. Pbk. 5.00, ISBN 0- 
08-018011-6. 


THARP, Charles 
Patrick, 1939- 
Pharmacy management for students and 
practitioners [by] C. Patrick Tharp [and] 
Pedro J. Lecca. Saints Louis, Mosby, 1974. 
xiii, 192 p. 26 cm. ISBN 0-8016-4897-1 
Includes bibliographies. [RS100.T48], 73- 
23014 9.25 
i. Pharmacy administration. I Lecca, 
Pedro J., 1936- joint author. II. Title. 


ROBINSON, Glen E. 658’.91°6176 
Dental organization management; tools, 
technics and skills, by Glen E. Robinson 
[and] M. Gene Newport. Springfield, Ill., 
C. C. Thomas [1974] vii, 187 p. illus. 24 
cm. ISBN 0-398-03045-6 Includes 
bibliographies. [RK58.R6] 73-17454 10.50 
1 Dentistry—Practice. 2. Dental 
economics. I. Newport, Marvin Gene, joint 
author. IT, Title. 


ROSENMAN, Joel. 658’.91’784 
Young men with unlimited capital [by] 
Joel Rosenman, John Roberts, and Robert 
Pilpel. New York, Harcourt Brace 
Jovanovich [1974] p. cm. ISBN 0-15- 
155977-5 [ML38.W66W67] 74-9833 7.95 
i. Woodstock Festival. I. Roberts, John 
Peter. If. Pilpel, Robert. II. Title. 

Prepared from C.I.P. 


658’.91°6154 


STERN, Lawrence, 6587.91°792 
1935- 
Stage management; a guidebook of 


practical techniques. Boston, Allyn and 
Bacon [1974] x, 323 p. illus. 24 cm. 
([PN2085.S77] 73-20884 11:95 

i. Stage management. 


DANIELS, Mary 659.14°3°0973 
Morris. New York Morrow 1974 [64 p] 
illus. 20 cm. ISBN  0-688-00282-X 
(HF6146.T42D35] 74-9633 4.95 

1. Television advertising—United States, I. 
Title. 


DAUBERT, Harold E., 1934- 
Industrial publicity [by] 


659.2 
Harold E. 


Daubert. New York, Wiley [1974] ix, 225 
p. illus. 23 cm. ISBN 0-471-19640-1 
(Wiley series on human communication) 
"A Wiley-Interscience publication.” 
Includes bibliographies. [HD59.D33] 74- 
1043 13.95 

1. Public relations. I. Title. 


FINK, Joseph, 1915- 659.293632 
The community and the police—conflict or 
cooperation? [By] Joseph Fink [and] Lloyd 
G. Sealy. New York, Wiley [1974] xxii, 
216 p. 22 cm. ISBN 0-471-25894-6 "A 
Wiley-Interscience publication.” Includes 
bibliographical references. [HV7936.P8F56] 
74-1144 9.95 

i. Public relations—Police. 2. Police. 3. 
Team policing. I. Sealy, Lloyd G., joint 
author. IT, Title. 


CHEMICAL and process 660.03 
technology encyclopedia. Editor-in-chief, 
Douglas M. Considine. New York, 
McGraw-Hill [1974] xxix, 1261 p. illus. 24 
cm. Includes bibliographies. [TP9.C49] 73- 
12913 35.00 

I. Chemistry, Technical-—Dictionaries. l. 
Considine, Douglas Maxwell, ed. 


FOGLER, H. Scott. 660.2°8°0077 
The elements of chemical kinetics and 
reactor calculations: a self-paced approach 
[by] H. Scott Fogler. Englewood Cliffs, 
N.J., Prentice-Hall |1974] p. cm. ISBN 0- 


13-263442-2 (Prentice-Hall international 
series in the physical and chemical 
engineering sciences) Includes 
bibliographical references. [TP155.F658] 
73-14611 21.00 (pbk.). 

1. Chemical engineering—Programmed 


instruction. 2. Chemical reaction, Rate 
of—Programmed instruction. I. Title. 


Prepared from C.LP. 


WORLD Filtration 
Congress, İst, Paris, 1974. 
ler fie. Premiere] Congres mondial de la 
filtration. Ist World Filtration Congress, 
Paris, 14-17 mai 1574; [papers] New York, 
Wiley [1974] p. cm. ISBN 0-470-25965-5 
At head of title: Federation europeenne du 
genie chimique, European Federation of 


660.2°8424 


Chemical Engineering, Europaische 
foderation fur chemie-ingenieur-wesen 
(139eme Manifestation), American 


Institute of Chemical Engineers (AICHE). 
”A Halsted Press book.” Text in English 
or French. "Organise par La Societe de 
chimie industrielle (S.C.I.) [et al.] avec le 
concours de la Delegation generale a la 
recherche scientifique et technique 
(D.G.R.8.T.)” [TP156.F5W64 1974] 74- 
8856 32.50 

1. Filters and filtration—Congresses. I. 
Societe de chimie industrielle, Paris. 
Prepared from C.I.P. 


HUCKNALL, D. J. 6617.81 
Selective oxidation of hydrocarbons [by] 
D. J. Hucknall. London, New York, 
Academic Press, 1974. vii, 212 p. 24 cm. 
ISBN 0-12-358950-9 Includes 
bibliographical references. [TP-156.09H82 
1974] 73-19013 14.00 


i. Oxidation. 2. Catalysis. 3. 
Hydrocarbons. I. Title. 
ADVANCES in 664.0284 


preconcentration and dehydration of foods, 
edited by Arnold Spicer. New York, Wiley 
[1974] p. cm. ISBN 0-470-81591-4 A 
symposium organized by IUFoST and held 
in Croydon, Eng., Sept. 2-8, 1973. "A 


Mg: 
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Halsted Press book.” [TP371.5.A38] 74- 
9512 60.00 
1. Food—Drying—Congresses. I. Spicer, 
Arnold, ed.: I. International Union of 


Food Science and Technology. 
Prepared from C.I.P. 


PETTIT, Florence Harvey. 667.26 
America’s indigo blues; resist-printed and 
dyed textiles of the eighteenth century, by 
Florence H. Pettit. With 106 photos., 8 
color plates, and 44 woodcuts, engravings, 
and drawings. New York, Hastings House 
[1974] p. cm. ISBN 0-8038-0376-1 
Bibliography: p. [TP930.P468] 74-1077838 
17.50 


1. Textile printing—History. 2. Dyes and 
dyeing—Textile fibers—History. 3. 
Indigo—History. 4. Textile industry and 
fabrics, American—History. I. Title. 
Prepared from C.LP. 


HAHN, James. 668.4 
Plastics, by James and Lynn Hahn. New 
York, F. Watts, 1974. 65 p. illus. 22 cm. 
ISBN 0-531-02702-3 (A First book) 
Bibliography: p. 62. Describes the 
chemistry, manufacture, and history of 
plastics, and discusses their many uses now 
and in the future. [TP1125.H34] 73-21944 
3.45 

1. Plastics—Juvenile literature. I. Haha, 
Lynn, joint author. If. Title. 


OTT; Chester 
William, 1910- 
Suggested arc-welding procedures for steels 
meeting standard specifications [by] C. W. 
Ott and D. J. Snyder. [New York, Welding 
Research Council] 1974. 45 p. 29 cm. 
(WRC bulletin no. 191) Cover title. 
[TS227.A1673 no. 191) [TK4660] 
672’.5'212 74-174959 5.00 (pbk.). 
1. Electric welding—Tables, calculations, 
ete. 2. Steel—Welding. I. Snyder, D. J., 
joint author, H. Title. HI. Series: 
Engineering Foundation, New York. 
Welding Research Council. Bulletin series, 
no. 191. 
Publisher’s address: 
New York, 10017. 


671.5°2’08 s 


345 East 47 Street, 


ROBERTS, H. Edward. 6817.14 
Electronic calculators, by H. Edward 
Roberts. Edited by Forrest M. Mims HI. 
{ist ed.] Indianapolis, H. W. Sams [1974] 
176 p. illus. 22 cm. ISBN 0-672-21039-8 
(TK4090.R62] 74-75276 5.95 

1. Calculating-machines. I. Mims, Forrest 
M., joint author. II. Title. 


ADLER, Michael H. 681.61 
The writing machine, by Michael H. Adler. 
London, Allen & Unwin [1973] 381 p. 
illus. 25 cm. ISBN  0-04-652004-X 
Bibliography: p. 21-23. [Z49.A1A33] 73- 
178515 27.50 

1. Typewriters—History. I. Title. 
Distributed by Rowman & Littlefield. 


GUN collector's 683.40075 
digest. Edited by Joseph J. Schroeder, Jr. 
Northfield, Ill., Digest Books [1974] 320 p. 
illus. 28 cm. Bibliography: p. 303-320. 
[TS532.4.G85 1974b] 74-173515 6.95 

I. Firearms—Collectors and collecting. I. 
Schroeder, Joseph J., ed. 


GRENNELL, Dean A. 683.406 
The abc’s of reloading, by Dean A. 
Grennell. Edited by Robert R. Springer. 
Chicago, Follett Pub. Co. [1974] 320 p. 
illus. 28 cm. ISBN 0-695-80467-7 ”T- 
0467.” [TS538.3.G73] 73-91588 6.95 

1. Handloeding of ammunition. I. Title. 
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HAYWARD, Charles Harold, 
1898- 

The complete book of woodwork, by 

Charles H. Hayward. Rev. Ed. New York, 

Drake Publishers [1974] p. cm. ISBN 0- 


6847.08 


87749-665-X [TT185.H3915 1974] 74- 
.6079 9.95 

i. Woodwork-—-Amaieurs’ manuals. £. 
Title. 


Prepared from C.I.P. Pbk. 4.95; ISBN 0- 
87749-688-9 


CLEAVER, Diane. -684.1°042 
The box book; the world’s cheapest way to 
build furniture. Written & illustrated by 
Diane Cleaver. New York, McKay [1974] 
xiv, 114 p. illus. 24 cm. ISBN 0-679- 
50417-6 [TT195.C55] 73-84064 4.95 

i. Furniture making—Amateurs’ manuals. 
I Title. 


WEISS, Harvey. 686 

How to make your own books. New York, 

Crowell [1974] 71 p. illus. 24 cm. ISBN 0- 

690-00400-1 Basic instructions for makirig 

a book accompany suggestions for special 

types of book making projects—travel 

journals, diaries, photo albums, scrapbooks, 

comic books, and others, [Z4.Z9W44] 73- 

17267 5.50 

1. Books—Juvenile literature. I. Title. 

V & M Typographical, 686.224 
inc. 

The type specimen book. New York, Van 

Nostrand Reinhold [1974] p. [Z250.V115 

1974] 74-5951 15.95; 9.95 (pbk.) 

1. Printing—Specimens. I. Title. 

Prepared from C.I.P. 


HOWELL, Ruth Rea. 690 
The dome people. Text by Ruth Howell. 
Photos. by Arline Strong. [lst ed.] New 
York, Atheneum, 1974. 57 p. illus. 19 x 24 
cm, ISBN 0-689-30139-1 Follows each 
step in the building of a geodesic dome by 
a group of teenagers who, failing to'find a 
suitable building for their activities, 
decided to build one. [TH2170.H68 1974] 
73-84829 5.25 

1. Geodesic domes—Juvenile literature. I. 
Strong, Arline, illus. II. Title. 


BRANN, Donald R. 690.15 
Roofing simplified, by Donald R. Brann. 
Rev. ed. Briarcliff Manor, N.Y., Directions 
Simplified, 1974. 98 p. illus. 23 cm. (Easi- 
bild home improvement library, 696) (Easi- 
bild simplified directions) [TH2431.B7 
1974] 74-170420 2.00 (pbk.). 

1. Roofing. I. Title. 


DAGOSTINO, Frank R. 690.572 
Methods and materials of commercial 
construction, by Frank R. Dagostino. 
Reston, Va., Reston Pub. Co. [1974] viii, 
392 p. illus. 29 cm. ISBN 0-87909-486-9 
{[TH145.D24] 73-19622 16.50 

- d. Building. 2. Building materials. 3. 
Industrial buildings. I. Title. 


BROWNE, Dan. 690.8 
The housebuilding book. New York, 
McGraw-Hill [1974] 182 p. illus. 28 cm. 
ISBN 0-07-008486-6 [TH4815.B76] 73- 
17076 10.95 

L. House 
manuals. I. Title. 
Pbk. 5.95, ISBN 0-07-008487-4. 


s 


construction—Amateurs 


BLACKBURN, Graham, 690’.8°64 
1940- 
Illustrated _housebuilding. Woodstock, 


N.Y., Overlook Press [1974] 155 p. illus. 
29 cm. ISBN  0-87951-020-X Includes 
bibliographies. [TH4818.W6B55 1974] 73- 
87998 10.00 


I. Wooden-frame houses. 2. House 


construction. I. Title. 


HUNT, Walter Bernard, 
1888-1970. 
How to build and furnish a log cabin [by] 
W. Ben Hunt. New York, Macmillan 
[1974] p cm. ISBN  0-02-557440-X 
Reprint of the author’s Rustic construction 
and Building a log cabin published in 1939 
and 1947, respectively. [TH4840.H86] 74- 
12010 7.95 
1. Log cabins. 2. Rustic woodwork. I. 
Hunt, Walter Bernard, 1888- Rustic 
construction. 1974. II. Hunt, Walter 
Bernard, 1888- Building a log cabin. 1974. 
Iii. Title. 
Prepared from C.I.P. 


690°.8°7 
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BARZUN, Jacques, 1907- 700 
The use and abuse of art. [Princeton, N.J.] 

Princeton University Press [1974] 150 p. 

27 cm. ISBN 0-691-09993-0 (Bollingen 

series, 35. The A. W. Mellon lectures in 

1e- Ming arts, 22) [NX456.B38] 73-16780 
9 


1. Arts and society—Addresses, essays, 
lectures. 2. Arts, Modern—20th century— 
Addresses, essays, lectures. 3. Arts and 
religion—Addresses, essays, lectures. T. 
Title. II. Series: Bollingen series, 35. II. 
Series: The A. W. Mellon lectures in the 
fine arts, 22. 


GARROD, Heathcote William, 701 
1878-1960. 

Tolstoi’s theory of art. [Folcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 


Reprint of the 1935 ed. published by 
Clarendon Press, Oxford, which was issued 
in series: The Taylorian lecture, 1935. 
[N70.T78G3 1974] 74-13080 4.50 

1. Tolstoi, Lev Nikolaevich, graf, 1828- 


_1910. Chto takoe iskusstvo. I. Title. H. 


Series: The Taylorian lecture, 1935. 
Prepared from C.I.P. 


RICHARDSON, John Adkins. 701°.1 
Art: the way it is. New York, H. N. 
Abrams [1974] 348 p. illus. (part col.) 28 
cm. ISBN 0-8109-0544-2 Bibliography: p. 
[334]-[339] [N7425.R48 1974] 73-14638 
15.00 > 


1. Art. I. Title. 
Prepared from C.I.P. 


BERLYNE, D. E. 701.17 
Studies in the new experimental aesthetics: 
steps toward an objective psychology of 
aesthetic appreciation, edited by D. E. 
Berlyne. Washington, Hemisphere Pub. 
Corp., 1974. p. cm. ISBN 0-470-07039-0 
“A Halsted Press book.” [N71.B42] 74- 
13600 14.95 

1. Aesthetics. 2. Art—Psychology. I. Title. 
Prepared from C.I.P. 


JARVIS, Alan, 1915-1972. 704’.361 
Douglas Duncan, a memorial portrait. 
Edited by Alan Jarvis. [Toronto, Buffalo] 
University of Toronto Press [1974] viii, 74 
p. illus. (part col.) 18 x 23 cm. ISBN 0- 
ga: (N5230.C3D864] 72-97526 
i. Duncan, Douglas Moerdyke, 
1968—Art patronage. I. Title. 


HOWE, Winifred Eva, 
1876- 


1902- 


708.1471 


A history of the Metropolitan Museum of 
Art, with a chapter on the early 
institutions of art 
Winifred E. Howe. New Yark, 1913. [New 
York] Arno Press, 1974. xvi, 361 p. illus. 


in New York, by | 


AMERICAN BOOK PUBLISHING, RECORD 


23 cm. ISBN 0-405-02260-3 Reprint of v. 
1 of the 2 v. work originally published, 
1913-46, by the Metropolitan Museum of 
Art, New York. [N610.H76] 76-168422 


27.00 

1. New York (City). Metropolitan Museum 
of Art. 2. Art—New York (City)— 
.Galleries and Museums. 3. New York 
(City)—Museums. I. Title. 


HOLLANDER, Hans. 709’.02 
Early medieval art. [English translation by 
Caroline Hillier] New York, Universe 
Books [1974] 192 p. illus. (part col.) 23 
cm. ISBN 0-87663-166-9 Translation of 
Kunst des fruhen Mittelalters. 
Bibliography: p. 188-189. [N5975.H613] 
72-91633 6.95 

1. Art, Medieval. I. Title. 


HENRI, Adrian. 709.04 
Total art environments, happenings, and 
performance New York, Praeger, 1974. 
ISBN 0-275-43540-4 (World of art) 
Pibliogfaphy; p- [PN3203.H4] 72-79509 
10.00 


1. Happening (Art) I. Title. 
Prepared from C.I.P. Pbk. 5.95, ISBN 0- 
275-71580-0. 


TUFTS, Eleanor. 709’.2’2 B 
Our hidden heritage: five centuries of 
women artists. [New York] Paddington 
Press [1974] p. cm. ISBN 0-913600-29-6 
Bibliography: p. [N6536.T93] 73-20955 
12.95 


i. Women  artists—United States— 
Biography. I. Title. 
Prepared from C.I.P. 


METKEN, Gunter, 1928- 709.24 
Yaacov Agam. New York, H. N. Abrams 
[1974] p. cm. ISBN 0-8109-4408-1 
[N7279.A4M47] 74-5115 7.50 

1l. Agam, Yaacov, 1928- I. Agam, Yaacov, 
1928- 

Prepared from C.I.P: 


PHELAN, Anna Augusta von 
Helmholtz. 

The social philosophy of William Morris, 

by Anna A. von Heimholtz-Phelan. 

{Foleroft, Pa.] Folcroft Library Editions, 

1974. p. cm. Reprint of the 1927 ed. 

published by Duke University Press, 

Durham, N.C. Bibliography: 

[PR5087.S6P5 1974] 74-13029 25.00 

L Morris, William, 1834-1896— 

Philosophy. 2. Socialism. I. Title. 

Prepared from C.I.P. 


709.24 


PAATZ, Walter, 1902- 709.45 
The arts of the Italian Renaissance: 
painting, sculpture, architecture. New 
York, H. N. Abrams [1974] p. cm. ISBN 
0-8109-0029-7 [N6915.P15 1974] 69- 
12488 25.00 

i. Art, Renaissance--Italy. 2. Art, Italian. 
I. Title. 

Prepared from C.I.P. 


THOMPSON, Robert Farris. 709.67 
African art in motion; icon and act in the 
Collection of Katherine Coryton White. 
(Catalog of an exhibition] National Gallery 
of Art, Washington, D.C.; Frederick S. 
Wight Art Gallery, University of 
California, Los Angeles. Los Angeles, 
University of California Press [1974] xv, 
275 p. illus. (part col.) 28 cm. ISBN 0-520- 
02685-3 Bibliography: p. 243-249. 
[NX588.75.T47] 73-91679 20.00 

i. White, Katherine | Coryton—Art. 
collections. 2. Arts, African—Exhibitions. 
3. Arts—Africa, Sub-Saharan. I. United 
States. National Gallery of Art. ID 
Frederick S. Wight Art Gallery. ITI. Title. 
Pbk. 9.95 


SEPTEMBER 30,1974 


GLUBOK, Shirley. 709°.73 
The art of America in the early twentieth 
century. Designed by Gerard Nook. New 
York, Macmillan [1974] p. cm. Traces the 
trends in American painting, sculpture, 
architecture, photography, and crafts from 
1900 to the eve of World War IL. 
[N6512.G57] 74-6329 6.95 

i, Art, American—Juvenile literature. 2. 
Art, Modern—20th century—-United 
States—Juvenile literature. I. Title. 
Prepared from C.I.P, 


ADAMS, Robert Hickman, 
1937- 

The architecture and art of early Hispanic 
Colorado. Written and photographed by 
Robert Adams. [Boulder] Colorado 
Associated University Press [1974] vi, 234 
. illus. 23 cm. ISBN 0-87081-059-6 
[N6530.C6A32] 73-92503 10.00 

i. Art, Spanish American—Colorado. 2. 
Art—Colorado. I. Title. 


HOLLIDAY, John C. 711°.4°0942 
City centre redevelopment; a study of 
British city centre planning and case 
studies of five English city centres. Edited 
by John Holliday, and with contributions 
by Neville Borg [and others] New York, 
Wiley [1974, c1973] 244 p. illus. 28 cm. 
ISBN 0-470-40644-5- "A Halsted Press 
book. Bibliography: p- 236-238. 
(aT 178.G7H64 1974} 73-17764 19.50 

J. Urban renewal—Great Britain—Case 
studies. I. Title. 


BARASCH, Stephen B. T11.4°0973 
Recreational planning for new communities 
[by] Stephen B. Barasch. [ist ed.] New 
York, Exposition Press [1974] 54 p. illus. 
24 cm. ISBN 0-682-47775-3 (An 
Exposition-university book) Bibliography: 
p. 53-54. [GV53.B36] 73-86541 5.00 

1. Recreation—United States—Case 
studies. 2. New towns—United States— 
Case studies. I. Title. 


NOBLE, Iris. 712.0924 B 
Frederick Law Olmsted, park designer. 
New York, J. Messner [1974] p. cm. 
ISBN 0-671-32675-9 Bibliography: p. A 
biography of the nineteenth-century park 
and city planner and conservationist who 
designed New York’s Central Park, among 
countless others, and was instrumental in 
the creation of the National Park Service. 
[SB470.05N62] 92 74-7585 5.95 : 

i. Olmsted, Frederick Law, 1822-1903— 
Juvenile literature. 2.  Parks—United 
States—History—Juvenile literature. 3. 
Landscape architecture—United States— 
History—Juvenile literature. I. Title. 
Prepared from C.I.P. Library binding; 5.29, 
ISBN 0-671-3267-7. 


GARDEN pools, fountains & 714 
waterfalls, by the editors of Sunset books 
and Sunset magazine. [2d ed.] Menlo Park, 
Calif., Lane Books [1974] 80 p. illus. 28 
cm. ISBN 0-376-01453-9 (A Sunset book) 
(SB423.G37 1974] 73-89588 1.95 (pbk.). 

1. Water gardens. 2. Fountains. 3. 
Landscape gardening. I. Sunset. 


PSYCHOLOGY and the built 720 
environment. Edited by Terence Lee & 
David Canter’ New York, Wiley [1974] p. 
ISBN 0-470-52149-X ”A Halsted Press 
book.” [NA2540.P79] 74-8792 22.50 

i. Architecture—Psychological aspects— 
Addresses, essays, lectures. 2. Architecture 
and society—Addresses, essays, lectures. I. 
a Terence, 1924- ed. II. Canter, David 
V., ed. 

Prepared from C.I.P. 


709°.788 


LESIGNING for human 


720.18 
behavior: architecture and the behavioral 
seiences. Edited by Jon Lang [and others] 
S-roudsburg, Pa., Dowden, Hutchinson & 
Ross [1974] xiii, 353 p. illus. 25 cm. ISBN 
0 87933-054-6 (Community develcpment 
series) Bibliography: : 341-350. 
[HA2750.D42] 73-22208 20.00 (text ed.) 

I Architectural design. 2. Architecture— 
Fsychological aspects. I. Lang, Jon T, 
comp. 


EENJAMIN, Asher, 1773-1845. 721 
Lhe builder's guide, illustrated by sixty-six 
eagravings which exhibit the orders of 
acchitecture and other elements of the art. 
Lesigned for the use of builders, 
particularly of carpenters and joiners. New 
‘ork, Da Capo Press, 1973, [i.e.1974] p. 
cn. ISBN 0-306-79971-6 (The werks of 
Asher Benjamin, 6) (Da Capo Press series 
in architecture and decorative art, 14) 
Feprint of the 1839 ed. [NA2815.B4 1973] 
74-8676 29.50 

i Architecture—Or;ders. 2, Architecture— 
Details. I. Title. 

Frepared from C.I.P. 


FUTNAM, R. E. 721.03 
Architectural and building trades 
cictionary [by] R. E. Putnam [and] G. E. 
Carlson. 3d ed. Chicago, American 
Technical Society [1974] 510 p. illus. 24 
cm. ISBN 0-8269-0402-5 Previous editions 
ty A. E. Burke. [TH9.P82 1974] 74-75483 
£25 

Building—Dictionaries. 2 
Architecture—Dictionaries. I. Carlson, G. 
£., joint author. IE Burke, Arthur Edward, 
909- Architectural and building trades 
cictionary. III. Title. 


BUSSAGLI, Mario. 722 
Oriental architecture [edited by] Mario 
Eussagli. Contributions by Paola Mortari 
Wergara Caffarelli [and others] Translated 
ty John Shepley. New York, H. N. 
abrams [1974] p. cm. ISBN 0-8109-1016- 
C (History of world architecture) 
“ranslation of Architettura orientale. 
BNA1460.B8713] 74-4024 35.00 

~", Architecture, Oriental. T. Mortari 
Jergara Caffarelli, Paola. II. Title. 
Prepared from C.I.P. 


RUBACH, Hans Ezich, 1909- ` 123’.4 
Romanesque architecture. Translated by 
Robert Erich Wolf. New York, Abrams 
[1974] p. cm. ISBN 0-8109-1024-1 
History of world architecture) Translation 
«f Architettura romanica. [NA390.K7913] 
~3-21549 35.00 

*, Architecture, Romanesque. I. Titie. 
Prepared from C.I.P. 


HARVEY, John Hooper. 726°.6°0942 
Zathedrals of England and Wales, by J. 
-Jarvey. [2d ed.] New York, Hastings 
Jouse [1974] p. ISBN 0-8038-1195-0 
Bibliography: p. [NA5461.H29 1974] 74- 
3158 15.95 

41, Cathedrals—England. 2. Cathedrals— 
Wales. I. Title. 

>repared from C.I.P. 


SORDON, Barclay F., comp. 729 
interior spaces designed by architects. 


Sdited by Barclay F. Gordon. New York, 


McGraw-Hill [1974] ix, 230 p. illus. 32 
om. ISBN 0-07-002220-8 "An 
Architectural record book.” A collection of 
shotos. previously published in 
Architectural record. [NK2113.G67] 73- 
21599 22.50 

J. Interior decoration. 2. Space 
Sane) I. Architectural record. II. 
Title. 


700 THE ARTS: 

GIACOMETTI, Alberto, 730'.92’4 
1901-1966. 

Alberto Giacometti. [New York] Praeger 
in asscciation with the Solomon R. 
Guggenheim Museum [1974] p. cm. ISBN 
0-275-46650-9 Catalog of a retrospective 
exhibition held at the Solomon R. 
Guggenheim Museum. Includes 
bibliographical references. [NB553.G4S64]} 
74-77334 25.00 
1. Giacometti, Alberto, 1901-1966. T. 
Solomon R. Guggenheim Museum, New 
York. i 
Prepared from C.I.P. 


HUNTER, Sam, 1923- 730.924 
Chryssa. New York, H. N. Abrams [1974] 


ISBN 0-8108-4409-X ` [NB237.C48 H86} 
74-6199 7.50 

1. Chryssa, Varda, 1933- 

Prepared from C.I.P. 

MICHAEL, Marjorie M., 73.924 


1920- 

A woman’s journey. Sculpture by Marjorie 
Michael. Words by Virginia Olsen Baron. 
Photography by Carole Lowenstein. [lst 
ed.] New York, Knopf; [distributed by 
Random House] 1974. [62] p. col. illus. 24 
cm. ISBN 0-394-70670-6 [NB237.M5B37] 
73-19681 3.95 (pbk.) 

1. Michael, Marjorie M., 1920- I. Baron, 
Virginia Olsen. JI. Title. 


DANCYGER, Irene. 731.4°2 
Clay models and stone carving. New York, 
Drake Publishers [1974] 116 p. illus. 26 
cm. ISBN 0-87749-564-5 (Pelham crafts 
series) [NB1180.D36] 73-17639 6.95 

1. Modeling. 2. Stone carving. I. Title. 


GRANT, Campbell, 732’,.2’09701 
1909- 

Rock art of Baja California. With Notes on 
the pictographs of Baja California by Leon 
Diguet (1895), translated by .Roxanne 
Lapidus. Los Angeles, Calif., Dawson’s 
Book Shop, 1974. 146 p. illus., maps, col. 
plates. 23 cm. ISBN 0-87093-233-0 (Baja 
California travels series, 33) Diguet’s 
article was originally published in Paris in 
L’anthropologie, v. 6 (1895), p. 160-175. 
Bibliography: p. 129-135. [F1219.1.B3G72] 
73-89732 24.00 

i. Indians of Mexico—Baja California— 
Antiquities. 2. Baja California—Antiquities. 
3. Rock paintings—Mexico—Baja 
California. 4. Petroglyphs—Baja California. 
I. Diguet, Leon. Note sur la pictographie 
de Ja Basse-Californie. English. 1974. II. 
Title. II. Series. 


SCHEDEL, J. J. 736.240951 
The splendor of jade; four thousand years 
of the art of Chinese jade carving, by J. J. 
Schedel. New York, Dutton, 1974. p. cm. 
(A Dutton visual book) Bibliography: p. 
[NK5750.539] 74-9855 35.00 

I. Schedel, J. J—Art collections. 2. Jade 
art objects—China—Catalogs. I. Title. 
Prepared from C.LP. 


WHEELER, William, 1895- 736.4 
Wood carving, by William Wheeler and ' 
Charles H. Hayward. New York, Drake 
Publishers [1974] p. cm. ISBN 0-87749- 
709-5 [TT199.7.W49 1974] 74-6469 3.95 
(pbk.) 

1. Wood-carving. I. Hayward, Charies 
Harold, 1898- joint author. TE. Title. 
Prepared from C.LP. 


RITCHIE, Carson A. I. 736.5 
Soft stone carving [by] C. A. I. Ritchie. 
London, Academy Editions; New York, St. 
Martin’s Press [1973, i.e.1974] 91 p. illus. 
22 cm. ISBN 0-85670-016-9 (A Scopas 
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handbook) [NB1208.R57 1973] 73-77763 
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T Stone carving. 2. Sculpture—Technique. 
Title. 
Pbk. 3.95; ISBN 0-85670-021-5. 


AIREY, Graham. 736°.98 
New ideas in card and paper crafts [by] 
Graham Airey, Ben Bates [and] Ian Price. 
New York, Van Nostrand Reinhold [1974, 
c1973] 94 p. illus. (part col.) 28 x 26 cm. 
ISBN 0-442-29951-6 Photographs and brief 
text present progressively more difficult 
ideas for paper and cardboard creations, 
from flat modular figures to folded and 
three-dimensional constructions. 
[TT870.A35] 71-39887 5.95 

1. Paper work. I. Bates, Ben, joint author. 
UW. Price, fan, joint author. IH. Title. IV. 
Title: Card and paper crafts. 


*CURRENT coins of the 
world. 

6th ed., 1974, by R. S. Yeoman is available 
from Whitman Coin Products, Racine, 
Wisconsin for 3.50. ISBN: 0-307-09383- 
2. 


BRESSETT, Kenneth E. 737.4973 
Buying and selling United States coins, by 
Ken Bressett. [Sth ed.] Racine, Wis., 
Western Pub. Co. [1974] 128 p. illus. 18 
cm. (An Official Whitman coin guide) 
[CJ1826.B67 1974] 74-172720 1.00 (pbk.). 
1. Coins, American. I. Title. 


- CHROMAN, Eleanor. 738.1 
The potter’s primer. New York, Hawthorn 


737.4075 


Books [1974] xiii, 238 p. illus. 24 cm. 
[TT920.C49 1974] 73-11741 8.95 

i. Pottery craft. IL Title. 

SANDERS, Herbert H. 738.144 


Glazes for special effects, by Herbert H. 
Sanders. New York, Watson-Guptill 
Publications [1974] p. cm. ISBN 0-8230- 
2134-3 Bibliography: p. [TT922.S26] 74- 
6126 13.95 

1. Clazes. I. Title. 

Prepared from C.I.P. 


SCHUSTER, Felicia. 738.2095 
Vases of the sea; Far Eastern porcelain and 
other treasures [by] Felicia Schuster and 
Cecilia Wolseley. New York, Scribner 
[1974] 157 p. col. illus. 25 cm. ISBN 0- 


684-13556-6 Bibliography: p. 153. 
[NK4565.S32] 73-7215 12.50 
1. Porcelain, Chinese. 2. Porcelain, 


Japanese. 3. Art objects, Chinese. 4. Art 
objects, Japanese. I. Wolseley, Cecilia, joint 
author. H. Title. 


HALSEY, Richard 738.3°09424'6 
Townley Haines, 1865-1942. 

Pictures of early New York, on dark blue 
Staffordshire pottery, together with 
pictures of Boston and New England, 
Philadelphia, the South and West. With a 
new introd. by Marvin D. Schwartz. New 
York, Dover Publications [1974] xxiv, 326 
p. illus. 24 cm. ISBN 0-486-21950-X 
Reprint of the 1899 ed. published by 
Dodd, Mead, New York. [NK4087.S6H2 
1974] 73-77376 5.00 (pbk.). 

1, Staffordshire pottery. 2. New York 
(City)—History. I. Title. 


NEW York (City). 739.2°3°7747 
Metropolitan Museum of Art. 

An exhibition of early New York silver, by 
C. Louise Avery. New York, December 8, 
1931, through January. 31, 1932. [New 
York] Arno Press, 1974 [c1931] 20 p., 70 
p. of illus. 23 em. [NK71I12.N4 1974a] 77- 
168417 12.00 

1. Silver articles, American—Exhibitions. 


2. Silversmithing—New York (State) L 
Avery, Clara Louise, 1891- H. Title. 


LEE, Stan. 741.5°973 
Origins of Marvel Comics. New York, 
Simon and Schuster [1974] p. cm. ISBN 
0-671-21864-6 [PN6725.L4] 74-11141 
9.95; 5.95 (pbk.). 

1. Marvel Comics Group. 2. Comic books, 
strips, etc.—American. I. Title. 

Prepared from C.I.P. 


GIBRAN, Kahlil, 1883- 
1931. 

Twenty drawings. With an introductory 

essay by Alice Raphael. [2d ed.] New 

York, Knopf, 1974 [c1919] p. cm. ISBN 

0-394-49426-1 [NC319.L43G53 1974] 74- 

7723 10.00 

i. Gibran, Kahlil, 1883-1931. T. Raphael, 

Alice Pearl, 1887- Il. Title. 

Prepared from C.1.P. 


GIBRAN, Kahlil, 
1931. 

Twenty drawings. With an introductory 
essay by Alice Raphael. New York, 
Vintage Books [1974, c1919] p. cm. ISBN 
0-394-71123-8 Reprint of the ed. published 
by Knopf, New York. [NC319.L43G53 
1974b] 74-9154 4.95 (pbk.). 

1. Gibran, Kahlil, 1883-1931, I. Raphael, 
Alice Pearl, 1887- IT. Title. 

Prepared from C.I.P. 


MEYER, Susan E. 741.9°73 
James Montgomery Flagg, by Susan E. 
Meyer. New York, Watson-Guptill 
Publications [1974] p. cm. ISBN 0-8230- 
1835-0 [NC975.5.F55M48] 74-9628 27.50 
1, Flagg, James Montgomery, 1877-1960. 
Prepared from C.I.P. 


SCHAU, Michael, 1945- 741.9°73 
J. C. Leyendecker. New ee Waton- 
Guptill Publications [1974] p. cm. ISB 
0-8230-2757-0 [NC975.5.L4S32] 74- F125 
27.50 

I. Leyendecker, J. C, 
Leyendecker, J. C., 1874-1951. 
Prepared from C.I.P. 


AMES, Lee J. 743.6 
Draw 50 animals [by] Lee J. Ames. [lst 
ed.] Garden City, N.Y., Doubleday [1974] 
1 v. (chiefly col. illus.) 32 cm. ISBN 0- 
385-07712-2 Step-by-step instructions for 


741.9°5691 


1883- 741.95691 


drawing fifty different animals. 
[NC780.A48 1974] 73-13083 5.95; 6.70 
(lib. bdg.) 

l. Animal painting and illustration— 
Juvenile literature. I. Title. ` 
PRONIN, Alexander. 745.0947 


Russian folk arts [by] Alexander and 
Barbara Pronin. South Brunswick, [N.J.] 
Barnes [1974] p. cm. ISBN 0-498-01276- 
X Oy cali p. [NK975.P76] 73-117 
20 

1. Folk art—Russia-—History. I. Pronin, 
Barbara, joint author. II. Title. 

Prepared from C.I.P. 


NEWMAN, Thelma R. 745.0967 
Contemporary African arts and crafts: on- 
site working with art forms and processes 
[by] Thelma R. Newman. New York, 
Crown Publishers [1974] xiii, 306 p. illus. 
27 cm. Bibliography: p. 292-293. 
[TT115.N48 1974] 73-91515 9.95 

1. Handicraft—Africa. I. Title. 


DOUSSY, Michel. ~ 745.1°028 
Antiques: professional secrets for the 
amateur. Translated from the French by 
Patriek Evans. [New York] 
Quadrangle/New York Times Book Co. 
[1974, c1973] 373 p. illus. 24 cm. ISBN 0- 


1874-1951. L 


AMERICAN BOOK PUBLISHING RECORD 


8129-0380-3 Translation of Guide des 
secrets de lantiquaire. [NK1125.D6513 
1973b] 73-79910 10.00 

1. Art objects—Collectors and collecting. 
2. Art objects—Handbooks, manuals, ete. 
I. Title. 


THE Language of pattern, 745.4 
an enquiry inspired by Islamic decorations 
[by] Keith Albarn [and others. ist U.S. 
ed.] New York, Harper & Row [1974] 112 
p. illus. 29 cm. ISBN 0-06- P 1 deon 
editions) Bibliography: 112. 
[NK1505.L33 1974b] 73-20057 5 95 (pbk.) 
1. Design, Decorative. 2. Arabesques. I. 
Albarn, Keith. 

PETRIE, William Matthew 745,4 

Flinders, Sir, 1853-1942. 

Decorative patterns of the ancient world 
for craftsmen. New York, Dover 
Publications [1974] 16 p., Ixxxvili p. of 
illus. 29 cm. ISBN 0-486-22986-6 Reprint 
of the 1930 ed. published by the British 
School of Archaeology in Egypt, London, 
under title: Decorative patterns of the 


ancient world. [NKI180.P4 1974] 73- 
79745 2.50 (pbk.). 

L Title. 

ROWE, William, 1941- 745.4°49'24 


Exotic alphabets and, ornament. New York, 
Dover Publications [1974] 72 p. of illus. 29 
cm. ISBN 0-486-22989-0 (Dover pictorial 
archive series) [NK1535.R68A45 1974] 
73-93544 2.50 (pbk.) 


1. Rowe, William, 1941- 2. Art deco. I. 
Title. 

COMINS, Jeremy. 745.5 
Art from found objects. New York, 


Lothrop, Lee & Shepard Co., 1974. p. cm. 
ISBN 0-688-41646-2 Instructions for 
making sculpture, jewelry, mobiles, 
collages, and other items from various 
found found and mechanical objects. 
[N7433.C54 1974] 74-8220 5:50; 4.81 (lib. 
bdg.) 

I. Found objects (Art)—Juvenile literature. 
1. Title. 

Prepared from C.I.P. 


COYNE, John. 745.5 
By hand; a guide to schools and careers in 
crafts [by] John Coyne & Tom Hebert. [1st 
2d.] New York, E. P. Dutton, 1974. 255 p. 
22 cm. ”A Sunrise book.” Bibliography: p. 
-221]-223. [TT12.C69 1974] 73-18022 8.95 
1. Handicraft—Study and teaching— 
Directories. 2. Artisans. I. Hebert, Tom, 


Joint author. IT. Title. 


DOLE, Hilary, 1945- 745.5 
Craft digest, edited by Hilary Dole. 
Northfield, 111., Digest Books [1974] 288 p. 
illus. 28 cm. Includes bibliographical, 
references. [TT157.D62] 73-91586 5.95 

i. Handicraft. I. Title. 


EPPLE, Anne Orth. 745.5 
Nature crafts. [lst ed.] Radnor, Pa., 
Chilton Book Co. [1974] 149 p. illus. 27 
em. ISBN 0-8019-5939-X [TT157.E66] 73- 
20367 9.95 

1. Handicraft. [. Title. 

Pbk. 4.95, ISBN 0-8019-5940-3. 


ERLANDSEN, Ida Merete. 745.5 
The bead book, by Ida-Merete Erlandsen 
znd Hetty Mooi. New York, Van Nostrand 
Reinhold Co. [1974] p. cm. ISBN 0-442- 
0052-2 Combined translation of Sy og 
vav med perler, by I. -M. Erlandsen, and 
Kralen weven & weven met kralen, by H. 
Mooi. [TT860.E7313] 74-3582 5.95 

2. Beadwork. I Mooi, Hetty, joint author. 
H. Erlandsen, Ida Merete. Sy og vaaev 
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med perler. IHI. Mooi, Hetty. Kralen weven 
& weven met kralen. IV. Title. 

Prepared from C.LP. Pbk. 3.50, ISBN 0- 
442-30053-0. 


GLOVACH, Linda. 745.5 
The little witch’s Christmas book. 
Englewood Cliffs, N.J., Prentice-Hall 


[1974] p. cm. ISBN 0-13-537951-2 The 
little witch demonstrates how she 
celebrates a traditional Christmas with her 
family and friends. Includes instructions 
for making invitations, presents, and 
decorations. [TT900.C4G54] 74-2371 4.95 
1. Christmas—Juvenile literature. 2 
Christmas decorations—Juvenile literature. 
L Title. 

Prepared from C.I.P. 


WOOSTER, Ann-Sargent, 1946- 745.5 
Techniques ‘of fabric sculpture. New York, 
Drake Publishers [1974] p. cm. ISBN 0- 
87749-671-4 [NB1203.W66] 74-6459 12.95 
1. Soft sculpture. I. Title. 

Prepared from C.LP. 


BLANDFORD, Percy W. 745.5°028 
Country craft tools [by] Percy W. 
Blandford. Drawings and photos. by the 
author. Detroit, Gale Research Co. [1974] 
p. cm. ISBN 0-8103-2011-8 Bibliography: 
p. [1T153.B6] 73-22569 8.50 

T Handicraft—Equipment and supplies. 2. 
Tools. I. Title. 

Prepared from C.I.P. 


ERDMANN, La Dora. 745.51 
Driftwood: techniques and projects. New 
York, Drake Publishers [1974] . p. cm. 
ISBN 0-87749-717-6 [TT185.E7] 74-10177 
1. Woodwork—Amateurs’ 
Title. 

Prepared from C.I.P. 


SOMMER, Elyse. 745.51 
Creating with driftwood and weathered 
wood: innovations, inspirations, methods 
[by] Elyse and Mike Sommer. New York, 
Crown Publishers {1974] 96 p. illus. 29 cm, 
ISBN 0-517-51572-5 Bibliography: p. 91. 
[TT185.8595 1974] 74-80315 5.95 

1. Woodwork—Amateurs’ manuals. I. 
Sommer, Mike, joint author. II. Title. 


DELANO, Joseph. 745.5371 
The new book of leatherwork; projects for 
today’s craftsperson. New York, Drake 
Publishers [1974] p. ISBN 0-87749-681-1 
[TT290.D43] 74-6076 9.95 

1. Leather work. I. Title. 

Prepared from C.I.P. 


CHRISTY, Betty. 745.54 
Quilling: paper art for everyone [by] Betty 
Christy and Doris Tracy. Chicago, Regnery 
[1974] p. cm. ISBN  0-8092-8843-5 
[TT870.C52] 74-8481 8.95 (pbk.). 

1. Paper quiliwork. I. Tracy, Doris, joint 
author. IT, Title. 

Prepared from C.I.P. 


NASSIET, Claude. 745.55 
_ Fun with seashells. Illus. by Marc Berthier. 
Photos: Promophot. New York, Drake 
Publishers [1974] 62 p. illus. (part col.) 23 
cm. ISBN 0-87749-477-0' Translation of 
Avec des coquillages. Instructions for 
creating a variety of objects with seashells. 
[TT862.N3713] 73-3719 3.95 

1. Shellcraft. I. Berthier, Marc, ilus. H. 
Title. 


manuals. I. 


FELLMAN, Barbara C. 745.592 
Fun with baskets [by] Barbara C. Fellman. 
New York, Scribner [1974] p. cm. ISBN 
0-684-13992-8 [TT157.F44] 74-12226 7.95 
1. Handicraft. 2. Baskets. I. Title. 


Prepared from C.I.P. 


NEWMAN, Lee Scott. 745.592 
Kite craft; the history and processes of 
kitemaking throughout thé world [by] Lee 
Scott Newman [and] Jay Hartley Newman. 
New York, Crown Publishers [1974] vi, 
214 p. illus. 27 cm. ISBN 0-517-51470-2 
Bibliography: p. 211. [TL759.N48 1974] 
73-91154 8.95 

J. Kites. I. Newman, Jay Hartley, joint 
author. IT. Title. 


DEAN, Audrey Vincente. 745.5922 
Puppets that are different. Illustrated by 
the author. New York, Taplinger Pub. Co. 
[1974, c1973] 64 p. illus. 26 cm. ISBN 0- 
8008-6564-2 [TT174.7.D4 1974] 73-13436 
7.95 

i. Puppet making. I. Title. 


HUTCHINGS, Margaret. 745.59°24 
Toys from the tales of Beatrix Potter. With 
sections on the baskets by Eve Legg, and 
the furniture and accessories by Richard 
Hutchings. Photography by Eve Legg. 
New York, F. Warne [1974, c1973] 314 p. 
illus. 26 cm. ISBN  0-7232-6098-2 
[TT174.H87 1974] 73-75922 15.00 

1. Potter, Beatrix, 1866-1943. 2. Toy 
making—Amateurs’ manuals. If. Legg, 
Evelyn. If. Hutchings, Richard. III. Title. 


HIRST-SMITH, Ann. < 745.593 
The complete candlemaker, New York, 
Van Nostrand Reinhold Co. [1974] p. cm. 
ISBN 0-442-23414-7 Bibliography: p. 
[TT896.5.H57] 74-7823 8.95; 4.95 (pbk.). 
1. Candlemaking. I. Title. 

Prepared from C.I.P. 


BERRY, Jane. 745.5941 
Christmas creations. [1st ed.] Radnor, Pa., 
Chilton Book Co. [1974] p. cm. ISBN 0- 
8019-6141-6 [TT900.C4B47] 74-12214 
12.50 

1. Christmas decorations. I. Title. 

Prepared from C.I.P. Pbk. 5.95; ISBN 0- 
8019-6142-4. 


TRITHEMIUS, Jehannes, 
1462-1516. 

In praise of scribes. De laude scriptorum. 
Edited with introd. by Klaus Arnold. 
Translated by Roland Behrendt. Lawrence, 
Kan., Coronado Press, 1974. viii, 111 p. 
illus. 22 cm. ISBN 0-87291-066-0 Includes 
bibliographical references. [(Z105.T7413 
1974] 74-77102 6.50 

1. Copyists. I. Title. I. Title: De laude 
scriptorum. 


745.61 


BOARDWELL, Robert. 745.6197 
Beginning calligraphy; a guide to italic 
writing. Introd. by Lloyd Reynolds. 
Beaverton, Or., Touchstone Press [1974] 
115 p. illus. 28 cm. ISBN 0-911518-24-X 
Bibliography: p. 115. [Z43.B69] 74-76842 
4.95 

1. Writing, Italic. I. Title. 


POND, Marg, 1913- 745.72 
Decorative painting. [New York] Creative 
Home Library, in association with Better 
homes and gardens [1974] 160 p. illus. 
(part col.) 22 x 27 cm. ISBN 0-696-18950- 
X [ND1473.P66] 73-21913 8.95 

J. Painting—Technique. 2. Art, Amateur. 
i. Better homes and gardens. II. Title. 


FIELDS, Nora. 745.92 
Flower arranging for parties. South 
Brunswick, A. S. Barnes [1974] p. cm. 
ISBN 04 0-498-01316-2 [SB449.5.P3F53] 73- 
9 

i; Hower arrangement. 2. 
decorations. I. Title. ; 
Prepared from C.I.P. 


Party 


700 THE ARTS 


HALL, Carolyn Vosburg, 1927- 746 
Stitched and stuffed art; contemporary 
designs for quilts, toys, pillows, soft 
sculpture, and wall hangings. fist ed.] 
Garden City, N.Y., Doubleday [1974] p.. 
ISBN 0-385-07188-4 [TT835.H33] 73- 
20987 12.50 

I. Quilting. 2. Pillows. 3. Soft toy making. 
4. Wall hanging. I. Title. 

Prepared from C.I.P. 


FLETCHER, Helen Jill, 
1910- 
String projects. Illustrated by Francoise 
Webb. [ist ed] Garden City, N.Y., 
Doubleday [1974] 62 p. illus. 22 cm. ISBN 
0-385-06371-7 (Crafts for children) 
Instructions for making belts, pictures, 
puzzles, a bulletin board, basketball hoop, 
and other useful or decorative items from 
string. [TT880.F59] 73-15338 4.95 
. String craft-—Juvenile literature. I. 
Webb, Francoise, illus. II. Title. 
Library binding 5.70, ISBN 0-385-02366-9. 


LIGHTBODY, Donna M. 746.1°4 
Easy weaving, by Donna M. Lightbody. 
Illustrated with photos. New York, 
Lothrop, Lee, & Shepard Co. [1974] p. 
ISBN 0-688-40057-4 Bibliography: p. 
Introduces the basic techniques and 
materials of weaving without a loom, 
including instructions for making weaving 
frames and for weaving many projects. 
Includes information on the history `of 
weaving. [TT848.L53] 74-9823 5.50; 4.81 
(lib. bdg.) 

1. Hand weaving—Juvenile literature. I. 
Title. 

Prepared from C.LP. 


NORDFORS, Jill Denny. 746.22 
Needle lace & needleweaving: a new look 
at traditional stitches. Photos. by Beverly 
Rush. Line drawings by the author. New 
York, Van Nostrand Reinhold Co. [1974] 
159 p. illus. 26 cm. ISBN 0-442-26059-8 
Bibliography: p. 156. [TT800.N67] 73- 
10893 9.95 

1. Needlepoint lace. 2. Drawn-work. I 
Title. 


SCHMID-BURLESON, Bonny. 746.4 
The technique of macrame. London, B. T. 
Batsford; Newton Centre, Mass., C. T. 
Branford Co. [1974] 128 p. illus. 26 cm. 
ISBN 0-8231-7034-9 Bibliography: p. 127. 
[TT840.S36] 73-17335 8.25 

1. Macrame. I. Title. 


RUBENSTONE, Jessie. 746.473 
Crochet for beginners. Photos. by Edward 
Stevenson. [ist ed] Philadelphia, 
Lippincott [1974] 64 p. illus. 23 cm. ISBN 
0-397-31547-3 Describes the materials and | 
basic stitches for the beginning crocheter 
and gives directions for making such 
crocheted items as a headband, belt, pot 
holder, rug, poncho, and others. 
[TT820.R778] 74-4462 5.95 

ĵi.  Crocheting—Juvenile literature. I 
Stevenson, Edward, illus. If. Title. 

Pbk 2.25, ISBN 0-397-31548-1 


GRAY, Jennifer. 746.44 
Canvas work. Newton Centre, Mass., C. T. 
Branford Co. [1974] p. ISBN 0-8231- 
4031-8 [TT778.C3G69 1974] 73-17337 
9.50 

1. Canvas embroidery. I. Title. 

Prepared from C.I.P. 


MARKRICH, Lilo. 746.474 
Victorian fancywork: nineteenth century 
needlepoint patterns and designs [by] Lilo 
Markrich & Heinz Edgar Kiewe. Chicago, 
Regnery [1974] p. cm. ISBN 0-8092- 


746.0471 


ae 
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8348-4 Bibliography: p. [TT778.C3M37] 
74-6901 10.95 

i. Canvas  embroidery—Patterns. 2 
Decoration and ornament—Victorian style. 
r Kiowe Heinz Edgar, joint author. II. 
Ti 

Prepared from C.I.P. 


MYERS, Carole Robbins. 746.44 
A primer of left-handed embroidery. New 
York, Scribner [1974] 158 p. illus. 24 cm. 
{TT770.M9] 73-1105 7.95 

1. Embroidery. I. Title. 


FRAGER, Dorothy. 746.46 
The quilting primer. [lst ed.] Radnor, Pa., 
Chilton Book Co. [1974] p. cm. ISBN 0- 


8019-5859-8 [TT835.F7] 74-8721 12.50; 
5.95 (pbk.). 

I. Quilting. I. Title. 

Prepared from C.I.P. 

IVES, Suzy. 746.46 


Ideas for patchwork. [Newton Centre] 
Mass., C. T. Branford Co. [1974] p. ISBN 
0-8231-5042-9 [TT835.19] 74-597 6.50 

1. Patchwork. I. Title. 

Prepared from C.I.P. 


TRAMES: Ge George Wharton, 
Indian A and their makers. New 
York, Dover Publications [1974] xvi, 213 
p. illus. 24 cm. ISBN 0-486-23068-6 
Reprint of the 1920 ed. published by A. C. 
McClurg, Chicago. Includes bibliographical 
references. [E99.N3J3 1974] 73-90526 
5.00 (pbk.) 

1. Navaho Indians—Textile industry and 
fabrics. 2. Indians of North America— 
Southwest, New-—-Textile industry and 
fabrics. I. Title. 


STODDARD, Alexandra. 747.213 
Style for living; how to make where you 
live you. Illus. by Bill Goldsmith. [1st ea 
Garden City, N.Y., Doubleday, 1974. p. 
cm. ISBN 0-385-08252-5 [NK2115.8698] 
73-82250 12.50 

1. Interior decoration. I. Title. 

Prepared from C.LP. 


LIMAN, Ellen. 1747.17 
Decorating your room: a do-it-yourself 
guide, by Ellen Liman and Carol Panter. 
Illustrated by Boche Kaplan and Roz 
Abisch. New York, F. Watts, 1974 [c1973] 
p. ISBN 0-531-02651-5 Ideas and 
instructions for decorating one’s own room 
including how to choose colors, fabrics, 
wallpaper, lighting, and accessories. 
(NK2115.L54] 73-9999 7.95 

i. Interior decoration—Juvenile literature. 
i. Panter, Carol, joint author. I. Kaplan, 
Boche, lus. It. Abisch, Roz, illus. IV. 
Title. 

Prepared from C.I.P. 


EICHEN, Carole, 1932- TAT B88 
How to decorate model homes and 
apartments. Edited by June R. Vollman. 
Designer: Jan White. Illustrator: J. Dyck 
Fledderus. New York, House & Home 
Press [1974] p. cm. [NK2195.M6E35] 74- 
8713 24.95 

1. Model houses. 2. Model apartments. 3. 
Interior decoration. I. Title. 

Prepared from C.I.P. Publisher’s address: 
Hoe Avenue of the Americas, New York, 
10036. 


746.97 


SCHWARTZ, Marvin D., 748.2913 
comp. 

American glass from the pages of 
Antiques. Edited, with an introd., by 


Marvin D. Schwartz. Princeton [N.J.] Pyne 
Press [1974- v illus. 28 cm. ISBN 0- 
87861-068-5 Contents—I. Blown and 


no 


molded. [NK5112.S37] 73-91978 8.95 (v. 
1) 


i. Glassware, American. I. Antiques. II 
Title. 


ZAIDENBERG, Arthur, 1903- 751.4 
The painting of pictures. New York, Funk 
& Wagnalls [1974] xi, 128 p. illus. 27 cm. 
ISBN 0-308-10121-9 [ND1500.Z34 1974] 
74-2072 3.50 


1. Painting—Technique. 2. Artists’ 
materials. I. Title. 
KAN, Diana, 1926- 751.4°25 


The kow and why of Chinese painting. 
Photos. by Sing-Si Schwartz. Text by 
Diana Kan, with Miriam Mermey. New 
York, Van Nostrand Reinhold Co. [1974] 
p. em. ISBN 0-442-24243-3 (Art-in- 
practice series) [ND1505.K36] 73-16711 
16.50 

d. PFainting—Technique. 2. Painting, 
Chinese. I. Mermey, Miriam, joint author. 
II. Titie. 

Prepared from C.I.P. 


MAZONOWICZ, Douglas. 759.011 
Voices from the stone age; a search for 
cave and canyon art, written and 
illustrated by Douglas Mazonowicz. New 
York, Crowell [1974] p. ISBN 0-690- 
00574-1 Bibliography: p. [N5310.M33] 74- 
8590 12.95 

1. Rock paintings. 2. Cave drawings. I. 
Title. 

Prepared from C.I.P. 


SCHNEEDE, Uwe M. 759.06 
Surrealism, by Uwe M. Schneede. 
Translated by Maria Pelikan. New York, 
H. N. Abrams [1974] p. cm. ISBN 0- 
8109-0499-3 (The Library of great art 
movements) Translation of Malerei des 
Surrealismus. Bibliography: p. 
[NX600.S982813] 74-2302 25.00 

1. Surrealism. I. Title. 

Prepared from C.I.P. 


Bae Mahonri Sharp, 759.06 
1911- 
Early American moderas. New York, 


Watson-Guptill Publications [1974] p. cm. 
ISBN 0-8230-1598-X Bibliography: p. 
(ND212.5.875Y67] 74-9909 24.50 

i. Stieglitz Group. 2. Stieglitz, Alfred, 
1864-1946—Art patronage. 3. Painting, 
Modera—20th century—United States. I. 
Title. 

Prepared from C.I.P. 


ANDREW Crispo Gallery. 759.13 
Ten Americans: Avery, Burchfield, 


Demuth, Dove, Homer, Hopper, Marin, 
Prendergast, Sargent, Wyeth. May 16-June 
30. New York [1974] [128] p. illus. (part 
col.) 27 cm. On spine: Masters of 
watercolor. Includes bibliographical 
references. [ND1808.A6 1974] 74-81596 
10.80 (pbk.) 

1. Water-colors, American—Exhibitions. I. 
Title. H. Title: Masters of watercolor. 


CONSTANT, Alberta Wilson. 759.13 
Paintbox on the frontier: the life and times 
of George Caleb Bingham. New York, 
Crowell [1974] x, 193 p. illus. (part col.) 
26 cm. ISBN 0-690-60844-6 Bibliography: 
b sleek 186. [ND237.B59C66] 73-6954 


i A E George Caleb, 1811-1879. I. 
Title. 
DAVIDSON, Abraham A. 759.13 


The story of American painting [by] 
Abraham A. Davidson. New York, H. N. 
Abrams [1974] p. cm. ISBN 939-8109-0498- 
5 Companion volume: The story of 


AMERICAN BOOK PUBLISHING RECORD 


painting, by H. W. and D. J. Janson. 
[ND205.D23] 74-5116 15.00 

i. Painting, American—History. I. Title. 
Prepared from C.I.P. 


FRANKENSTEIN, Alfred 759.13 
Victor, 1906- 
William Sidney Mount, by Alfred 


Frankenstein. New York, Abrams [1974] 
p. ISBN 0-8109-0315-6 [ND237.M855F72] 
74-4007 25.00 

1. Mount, William Sidney, 1807-1868. I. 
Mount, William Sidney, 1807-1868. 
Prepared from C.I.P. 


RATTNER, Abraham. 759.13 
Abraham Rattner. [Compiled by] Allen 
Leepa. New York, H. A. Abrams [between 
1970 and 1974] 235 p. illus. (part col.) 28 
x 30 cm ey 0-8109-0429-2 
Bibliography: 233-235. 
[ND237. R174143] 79- 133247 35.00 


i. Rattner, Abraham. I. Leepa, Allen, 
comp. 
BLUNT, Anthony, Sir, 1907- 759.2 


The art of William Blake. New York, 
Harper & Row [1974, c1959] 122 p. illus. 
23 cm. ISBN 0-06-430045-5. (Harper icon 
editions) Bibliography: p. 115-118. 
[ND497.B6B42] 5.95 (pbk.} 

1. Blake, William, 1757-1827 I. Title. 
feats number for original ed. 59- 
2 x 


TURNER, Joseph Mallord 759.2 
William, 1775-1851. 

Turner's sketches, 1802-20 [by] Gerald 
Wilkinson. New York, Watson-Guptill 
Publications [1974] p. ISBN 0-8230-5473- 
X [ND1942.T8 W54] 73-20483 17.50 

1. Turner, Joseph Mallord William, 1775- 
1851. I. Wilkinson, Gerald. II. Title. 
Prepared from C.I.P. 


PETER, Adeline. 759.4 B 
Paul Gauguin, by Adeline Peter and Ernest 
Raboff. Edited by Bradley Smith. Garden 
City, N.Y., Doubleday [1974] [31] p. illus. 
(part col.) 29 cm. ISBN 0-385-05012-7 

(Art for children) (A Gemini-Smith book) 
A brief biography of this nineteenth- 
century French artist accompanies 
reproductions and analyses of several of 


his works. [ND553.G27P45] 73-75360 
4.95 
J. Gauguin, Paul, 1848-1903—Juvenile 


literature. I. Raboff, Ernest Lloyd, joint 
author. I. Title. 
Library binding; 5.70, ISBN 0-385-06994-4 


TERRASSE, Antoine. 759.4 
Degas. [1st U.S. ed.] Garden City, N.Y., 
Doubleday [1974, c1973] 95 p. illus. (part 
col.) 34 cm. ISBN 0-385-09543-0 (The 
Great impressionists) Includes 
bibliographical references. 
[ND553.D3T4713 1974] 73-11047 9.95 

1. Degas, Hilaire Germain Edgar, 1834- 
1917. 


HEYDENREICH, Ludwig 
Heinrich, 1903- 
Leonardo: The last supper [by] Ludwig H. 
Heydenreich. [New York, Viking Press, 
1974] 123 p. illus. (part col.) 23 cm. ISBN 
0-670-42387-4 (Art in context) Includes 
bibliographical references. 
[ND623.L55H49] 73-3233 8.95 
I. Leonardo da Vinci, 1452-1519. Last 
supper. 2. Mural painting and decoration— 
ane and restoration. I. 
itle. 


PETER, Adeline. 759.9492 B 
Vincent Van Gogh, by Adeline Peter and 
Ernest Raboff. Garden City, N.Y. 
Doubleday [1974] [31] p. illus. (part col.) 


759.5 
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29 cm. ISBN 0-385-05009-7 (Art for 
children) (A Gemini-Smith book) A brief 
biography of this nineteenth-century Dutch 
painter accompanies reproductions and 
analyses of several of his works. 
[ND653,G7P43] 73-75362 4.95 

i. Gogh, Vincent van, 1853-1890— 
Juvenile literature. I. Raboff, Ernest Lloyd, 
joint author. If. Title. 

Library binding, 5.70, ISBN 0-385-06695-5 


GENAUER, Emily, 1910- 759.972 
Rufino Tamayo. New York, Abrams 
[1974] p- ISBN 0-8 109-0500-0 
Bibliography:` p. [ND259.T3G4] 74-2150 
35.00 

1. Tamayo, 


Rufino, 
Rufino, 1899- 
Prepared from C.I.P. 


1899- I. Tamayo, 


JUSSIM, Estelle. 760 
Visual communication & the graphic arts; 
photographic technologies in the 
nineteenth century. New York, R. R. 
Bowker Co., 1974. p. cm. ISBN 0-8352- 
0760-9 Bibliography: p. [TR15.J87] 74- 
12032 25.00 

L Photography —History. 2. 
Photomechanical processes—History. 3. 
Graphic arts—History. I. Title. 

Prepared from C.I.P. 


LALIBERTE, Norman. 760’.28 
The art of monoprint; history and modern 
techniques [by] Norman Laliberte [and] 
Alex Mogelon. New York, Van Nostrand 
Reinhold Co. [1974] 104 p. illus. (part col.) 
21 cm. ISBN 0-442-24607-2 (An Art 
horizons book) [NE2242. L34] 73-1635 
8.95 

L Monotype (Engraving) I Mogelon, 
Alex, joint author, I. Title. 


ROSS, John, 1921- è 760.28 
The complete new techniques in 
printmaking; the art and technique of the 
collagraph, the dimensional print, dry 
lithography, photographic prints, care of 
prints, the dealer and the edition, 
collecting prints, print workshop, sources, 
and charts [by] John Ross [and] Carl 
Romano. New York, Free Press [1974] xiv, 
133 p. illus. (part col.) 31 cm. 
Bibliography: p. 127-129. [NE850.R58] 74- 
2695 6.95 (pbk.) 

1. Prints—Technique. I. Romano, Clare, 
Joint author. If. Title. 


ROSS, John, 1921- 760.28 
The complete screenprint and lithograph; 
the art and technique of the screen print, 
the lithograph, photographic techniques, 
care of prints, the dealer and the edition, 
collecting prints, print workshop, sources 
and charts [by] John Ross [and] Clare 
Romano. New York, Free Press [1974] xiv, 
129 p. illus. (part col.) 31 cm. "Compiled 
from ... [the authors’] larger work, The 


complete printmaker.” Bibliography: p. 
123-125. [NE850.R596] 74-2696 6.95 
(pbk.). 


I. Prints—Technique. I Romano, Clare, 
joint author. If. Ross, John, 1921- The 
complete printmaker. III. Title. 


ROSS, John, 1921- 761.028 
The complete relief print; the art and 
technique of the relief print, children’s 
prints, care of prints, collecting prints, 
dealer and the edition, sources, and charts 
-[by] John Ross [and] Clare Romano. New 
York, Free Press [1974] xiv, 115 p. illus. 
(part col.) 31 cm. Bibliography: p. 109-111. 
(NE850.R594] 74-2694 6.95 (pbk.) 

I. Relief printing. I. Romano, Clare, joint 
author. II. Title. 


MARSH, Roger. 764.8 
Silk screen printing. London, Academy 
Editions; New York, St. Martin’s Press 
[1973] 77 p. illus. (part col) 22 cm. (A 
Scopas handbook) First published in 1968 
under title: Silk screen printing for the 
artist. [NE2236.M37 1973] 74-173591 3.95 
(pbk.). 

1. Serigraphy. 


ROSS, John, 1921- 765.028 
The complete intaglio print; the art and 
technique of the intaglio print, the 
collagraph, photographic intaglio, care of 
prints, the dealer and the edition, 
collecting prints, print workshop, sources, 
and charts [by] John Ross [and] Clare 
Romano. New York, Free Press [1974] 
xiii, 121 p. illus. (part col) 31 cm. 
Bibliography: p. 117-118. [NE1625.R67] 
74-2697 6.95 (pbk.) 

1. Intaglio printing. I. Romano, Clare, joint 
author. IT. Title. 


TUER, Andrew White, 1838- 
1900. 

1,000 quaint cuts; from books of other 

days, including amusing illustrations from 

children’s story books, fables, chap-books, 

&c., &c., a selection of pictorial initial 

letters & curious designs & ornaments 
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. from original wooden blocks belonging to 


the Leadenhall Press. [Reprinted.] London, 
Field & Tuer: New York, Scribnen & 
Welford. [New York, Art Direction Book 
Company, 1974, c1973]. 170 p. (chiefly 
illus.) 25 cm. ISBN 0-910158-15-0 Label 
mounted on _ half-title page: Hastings 
House, New York. [NE1080.T82 1973] 
73-89743 13.50 


' 1. Wood-engravings. I. Leadenhall Press 


Limited, London. Il. Title. 


ALLEN, Jon L. 769°.56’075 
Stamp collector’s guide to Europe [by] Jon 
L. Allen and Paul H. Silverstone. New 
York, Arco [1974] ix, 309 p. illus. 25 cm. 
ISBN 0-688-03344-4 Includes 
bibliographical references. [HE6215.A45] 
73-78494 3.95 (pbk.) 

i, Postage-stamps—Collectors and 
collecting—Europe—Handbooks, manuals, 
etc. 2 Postal service——Europe—— 
Handbooks, manuals, etc. I. Silverstone, 
Paul H., joint author. IT. Title. 

Hardbound 5.95; ISBN: 0-668-03343-6. 
WARD, Lynd Kendall, 769.924 
- 1905- 

Storyteller without words; the wood 
engravings of Lynd Ward. With text by the 
artist. New York, Abrams [1974] 310, [73] 
p. (chiefly illus.) 28 cm. ISBN 0-8109- 
0541-8 Bibliography: p. [383] 


l. Ward, Lynd Kendall, 1905- 2. Wood- 
engravings, American. I. Title. 


(NE1112.W37A57] 70-163308 25,00 


WEINER, Douglas. 769.9515 
Tibetan and Himalayan woodblock prints. 
Introd. and captions by Douglas Weiner. 
New York, Dover Publications [1974] vii, 
[66] p. of illus. 41 cm. ISBN 0-486-22988- 
2 [NE1183.W37 1974] 73-89752 3.50 
(pbk.) : 

1. Wood-engravings—Tibet. I. Title. 


SWEDLUND, Charles. 770 
Photography: a handbook of history, 
materials, and processes. New York, Holt, 


Rinehart and Winston [1974] xvi, 368 p.. 


illus. 26 cm. ISBN 0Q-03-010751-2 
Bibliography: p. 352-358. [TR146.S93] 73- 
1236 12.95 

1. Photography—Handbooks, manuals, etc. 
T. Title. 


` Solarization [by] Sandy 
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FEININGER, Andreas, 1906- 770.1 
The perfect photograph. Garden City,- 
N.Y., AMPHOTO [1974] 176 p. illus. 23 
cm. ISBN 0-8174-0565-8 [TR642.F44] 73- 
92420 9.95 

1. Photography, Artistic. I. Title. 


AMPHOTO, New York. 770.28 
Photographic tricks simplified; a modern 
photoguide, by the Amphoto editorial 
board. Englewood Cliffs, N.J., Prentice- 
Hall [1974] 96 p. illus. (part col.) 26 cm. 
ISBN 0-13-665562-9 (A Spectrum book, 5- 
PG-4) [TR148.A56 1974] 73-92424 7.95 

I. Photography—Special effects. 2. 
Photography, Trick. I. Title. 
Pbk. 2.95, ISBN 0-13-665554-8. 
WALKER, Sandy. 770.28 
Walker fand] 
Clarence Rainwater. Garden City, N.Y., 
Amphcto [1974] 160 p. illus. (part col.) 26 
cm. ISBN 0-8174-0561-5 Bibliography: p. 
157-160. [TR148.W34] 73-91379 14.95 

1. Photography—Special effects. I 
Rainwater, Clarence, 1920- joint author. IT. 
Title. 


SMITH, Edwin, 1912-1971. 778.8 
All the photo-tricks; ways and ideas off the 
beaten track. A pref. by Olive Cook. [4th 
ed.] London, Focal Press; Garden City, 
N.Y., Amphoto [1973, i.e.1974] 272 p. 
illus. 23 cm. ISBN  0-8174-0602-6 
(TR148.S55 1973] 73-84539 14.95 (U.S.) 

I Smith, Edwin, 1912-1971. 2. 
Photography, Trick. 3. Photography— 
Specia! effects. I. Title. 


MELTZER, Milton, 
1915- . 

The eye of conscience; photographers and 
social change, with 100 photographs by 
noted photographers, past and present, by 
Milton Meltzer and Bernard Cole. 
Chicago, Follett Pub. Co. [1974] 192 p. 
illus. 21 x 24 cm. ISBN 0-695-80445-6 
Bibliography: p. 188-189. [HN57.M35] 73- 
90055 6.95; 6.98 (lib. bdg.). 

I. United States—Social conditions— 
Pictorial works. 2. Poor—United States— 
Pictorial works. I. Cole, Bernard, joint 
author. IT. Title. s 


SMYTH, Pete. 778.993872 
A guide to marine photography. [lst ed. 
New York] Norton [1974] p. cm. ISBN 0- 
393-03182-9 [TR670.5.S58 1974] 74-13741 
12.50 

J. Photography of ships. 2. Photography— 
Marines. I. Title. 

Prepared from C.I.P. 


CUNNINGHAM, Imogen, 
1883- 


778.9°9°309173 


779.0924 


Imogen! Imogen Cunningham photographs, 
1910-1973. Introd. by Margery Mann. ` 
Seattle, Published for the Henry Art 
Gallery by the University of Washington 


` Press [1974] 110 p. illus. 29 cm. ISBN 0: 


295-95332-2 (Index of art in the Pacific 
Northwest no. 7) ”’Published in connection 


‘with an exhibition shown at the Henry Art 


Gallery, University of Washington, March 
23-April 21, 1974.” Bibliography: p. 109- 
110. [TR647.C8H45] 74-2490 15.00 

i. Cunningham, Imogen, 1883- 2 
Photography, Artistic—Exhibitions. I. 
Henry Art Gallery. II. Title. HI. Series. 
Pbk. 7.95, ISBN 0-295-95333-0. 


PICKER, Fred. 779’.9°919618 
Rapa Nui. Photos. and text by Fred 
Picker. Historical summary by Thor 
Heyerdahl. New York, Paddington Press 
[1974] 131 p. illus. 29 cm. ISBN 0-8467- 
0021-2 [F3169.P58] 73-15025 14.95 


an 
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i. Easter Island. I. Heyerdahl, Thor. I. 
Title. 


Music 780-789 


EWEN, David, 1907- 780 


Solo instrumental and chamber music; its. 


story told through the lives and works of 
its foremost composers. New York, F. 
Watts, 1974. p. cm. ISBN 0-531-02685-X 
(His Mainstreams of music, v. 3) 
[ML460.E9]} 73-17143 9.95 

i. Instrumental music—History and 
criticism. 2. Chamber music—History and 
criticism. 3. Composers. T. Titie. 

Prepared from C.I.P. 


MORRIS, Berenice 
Robinson. 
American popular music: the 20th century. 
New York, F. Watts, 1974. 86 p. illus. 22 
cm. ISBN 0-531-02729-5 Bibliography: p. 
79-80. [ML3930.A2M6645] 74-2461 3.75 
1. Music—Juvenile literature. 2. Music— 
Unirea States—History and criticism. I. 
itle. 


KLIEWER, Vernon L. 780.77 
Aural training; a comprehensive approach 
[by] Vernon L. Kliewen Englewood Cliffs, 
N.J. Prentice Hall [1974] xii, 499 p. illus. 
24 cm. ISBN 0-13-053231-2 [MT35.K58] 
73-2803 7.95 

1. Ear training. I. Title. 


PORTER, Andrew, 1928- 780.8 
A musical season; a critic from abroad in 

America. New York, Viking Press [1974] 
313 p. illus. 22 cm. ISBN 0-670-49650-2 
[ML60.P895M9] 73-19478 10.00 . 

a Muse RA JArESSES essays, lectures. I. 
atle. 


MATHEWS, William Smythe 
Babcock, 1837-1912. 

A popular history of music, from the 

earliest times to the present. New York, 

AMS Press [1974] p. cm. ISBN 0-404- 

07212-7 Reprint of the 1915 ed. published 

by J. Church Co, New York. 

[ML160. M42 1974] 74-173058 30.00 

+ 1. Musio—History and criticism. I. Title. 

Prepared from C.I.P. 


YOUNG, Percy Marshall, 
1912- 
A concise history of music from primitive 
times to the present, by Percy M. Young. 
New Tork, D. White Co. [1974] 167 p 
illus, em. ISBN 0-87250-455- x 
[M1160 1664] 72-83990 8.95 
1. Music—History and criticism. I. Title. 


BLUNT, Wilfrid, 1901- 780’.9274 B 
On wings of song; a biography of Felix 
Mendelssohn. New York, Scribner [1974] 
288 p. illus. 26 cm. Pel 0-684-13633-3 
Bibliography: (279]-281. 
[ML410. M5B62] 73- 16840 17.50 


780°.42'0973 


780°.9 


780.9 


1. Mendelssohn-Bartholdy, Felix, 1809- 

1847. I. Title. 

FOSS, Hubert James, 780'.92°4 B 
1899-1953. 

Ralph Vaughan Williams; a study. 


Westport, Conn., Greenwood Press [1974] 
p. cm. ISBN 0-8371- 7610-7 Reprint of the 
1950 ed. published by Harrap, London. 
Bibliography: p. [ML410.V3F6 1974] 74- 
9042 10.75 

1. Vaughan Williams, Ralph, 1872-1958. 
Prepared from C.I.P. 


*RIEZLER, Walter. 780°.924 [B] 
Beethoven. With an introduction by 
Wilhelm Furtwangler. Translated from the 


TAN 


German by G. D. H. Pidcosk. New York, 

Vienna House [1974, c1972] 312 p. 21 cm. 

ISBN 0-8443-0076-4. Bibliography: p. 

299-302. [ML410] 72-80708 3.95 (pbk.) 

5 Beethoven, Ludwig van, 1770-1827. L 
itle. 


HUGHES, David G. 7807.94 
A history of European music; the art music 
tradition of Western culture [by] David G. 
Hughes. Chapter appendixes compiled by 
Thomas F. Kelly. Illus. selected by Mary 
R. Rasmussen. New York, McGraw-Hill 
[1974] xiii, 557 p. illus. 25 cm. Includes 
bibliographies. [ML160.H87] 73-21597 
11.95 

1. Music—History and criticism. I. Title. 


PAVLAKIS, Christopher. 780’.973 

The American music handbook. New 

York, Free Press [1974] xx, 836 p. 26 cm. 

[ML13.P39] 73-2127 25.00 

rs Music—United States—Directories. I 
Ytle. 


FAULHABER, Martha. 
Music: invent your own, by Martha 
Faulhaber and Janet Underhill. Illus. by 
Lois Axeman. Chicago, A. Whitman 
[1974] p. cm. ISBN 0-8075-5355-7 (Music 
involvement series, ) [MT7.F37] 74- 
13315 3.95. 

1. Music—Theory, Elementary. I. 
Underhill, Janet, 1941- jdint author. II. 
Title. HI. Series. 

Prepared from C.I.P. 


REICH, Willi, 1898- 781.610924 
Alban Berg. Translated by Cornelius 
Cardew. New York, Vienna House [1974, 
1965] 239 p. 21 cm. ISBN 0-8443-0078-0 
Bibliography: [p. 233] [ML410.B47R3973] 
3.95 (pbk. 

1. Berg, Alban, 1885-1935 I. Title. 
oe number for original ed.: 65- 

105. 


se Hugh Wiley, 
Music in the United States; a historical 
introduction [by] H. Wiley Hitchcock. 2d 
ed. Englewood Cliffs, N.J., Prentice-Hall, 
[1974] xvii, 286 p. illus. 24 cm. ISBN 0- 
13-608398-6 (Prentice-Hall history of 
music series) Includes bibliographies. 
(ML200.H58 1974] 73-19751 8.95 

1. Music—United States—History and 
criticism. I. Title. 

Pbk. 4.95, ISBN 0-13-608380-3 


HERIOT, Angus, 1927- 782.1°09°033 
The castrati in opera. New York, Da Capo 
Press, 1974. p. cm. ISBN 0-306-70650-4 
(Da Capo Press music reprint series) 
Reprint of the 1956 ed. published by 
Secker & Warburg, London. Bibliography: 
p. [ML400.H47 1974] 74-1332 14.50 

I. Singers—Biography. 2.  Castrati— 


781.773 


Biography. 3. Opera—History and 
criticism. I. Title. 

Prepared from C.I.P. 

PAHLEN, Kurt, 1907- 782.1°092’2 B 


Great singers, from the seventeenth 
century to the present day. Translated by 
Oliver Coburn. New York, Stein and Day 
[1974, c1973] 266 p. illus. 25 cm. ISBN 0- 


8128-1698-6 [ML400.P2413 1974] 73- 
+ 93033 10.00 

1. Singers. I. Title. 

MOORE, Robert 782.1°092’4 


Etheridge, 1920- 
Henry Purcell & the Restoration theatre. 
Foreword by Sir Jack Westrup. Westport, 
Conn., Greenwood Press [1974, c1961] xv, 
223 p. illus. 22 cm. ISBN 9-8371-7155-5 
Reprint of the ed. published by 


781 - 


_ RUBSAMEN, Walter 


AMERICAN BOOK PUBLISHING RECORD 


Heinemann, London. "A selected 
discography”: p. 215. [ML410.P93M6 
1974] 73-15057 11.25 

1658 or 9-1695. 2. 


1. Purcell, Henry, 
Opera—London. 3. English drama— 
and 


Restoration, 1660-1700——-History 
criticism. I Title. 


HUGHES, Gervase. 782.871°0922 B 
Composers of operetta. Westport, Conn., 
Greenwood Press [1974, c1962] p. ISBN 
0-8371-7612-3 Reprint of the 1962 ed. 
published by Macmillan, London; St. 
Martin’s Press, New York. Bibliography: p. 
[ML390.H887C6 1974} 74-9604 14.00 
1. Composers—Biography. I. Title. 
Prepared from C.I.P. 
RUBSAMEN, Walter 782.8'1°208 s 
Howard, 1911-1973, comp. 
The beggar’s opera, imitated and parodied. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-0900-2 (The Ballad opera, v. 
1) Facsims. [ML48.B18 vol. 1] 782.871°208 
74-3146 
1. Ballad operas—To 1800--Librettos. I 
Title. IT. Series. 
Prepared from C.I.P. Available in a set 
only, 28 vol. 700.00; contents omitted. 


RUBSAMEN, Walter , 782.8°1°208 s 
Howard, 1911-1973, comp. 

Classical subjects I: Satire and burlesque. 

New York, Garland Pub., 1974. p. cm. 

ISBN 0-8240-0906-1 (The Ballad opera, v. 

7) Facsims. [ML48.B48 vol. 7} 782.8°1°208 

74-3174 

1. Ballad operas—To 1800—Librettos. I. 

Title. II. Series. 

Prepared from C.I.P. Available in a set 

only, 28 vol. 700.00; contents omitted. 


RUBSAMEN, Walter 
Howard, 1911-1973, comp. 

Farce: Broad or satirical. New York, 

Garland Pub., 1974. p. cm. ISBN 0-8240- 

0910-X (The Ballad opera, v. 11) Facsims. 

[ML48.B18 vol. 11] 782.8'1’208 74-3199 

1. Ballad operas—To 1800--Librettos. I. 

Title. II. Series. 

Prepared from C.LP. Available in a set 

only, 28 vol. 700.00; contents omitted. 


782.8'1°208 s 


782.8°1°208 s 
Howard, 1911-1973, comp. 

Satire, burlesque, protest, and ridicule I. 

New York, Garland Pub., 1974. p. cm. 

ISBN 0-8240-0904-5 (The Ballad opera, v. 

5) Facsims. [ML48.B18 vol. 5] 782.8°1'208 

74-3175 

1. Ballad operas—To 1800-—-Librettos. I. 

Title. II. Series, 

Prepared from C.I.P. Available in a, set 

only, 28 vol. 700.00; contents omitted. 


PRICE, Steven D. 784 
Take me home; the rise of country and 
western music [by] Steven D. Price. New 
York, Praeger Publishers [1974] p. cm. 
ISBN 0-275-53610-2 Bibliography: p. ; 
discography: p. [ML3561.C69P7] 71- 
189922 6.95 

i, Country music—United States—History 
and criticism. I. Title. 

Prepared from C.I.P. 


REDD, Lawrence N. 784 
Rock is rhythm and blues; the impact of 
mass media, by Lawrence N. Redd. [East 
Lansing] Michigan State University Press, 
1974. xviii, 167 p. 24 cm. ISBN 0-87013- 
180-X Includes bibliographical references. 
[ML3556.R35] 73-90267 7.50 > 

1. Negro music—History and criticism. 2. 
Communication—Social aspects—United 
States. I. Title. 


SEPTEMBER 30,1974 


FREEDLAND, Michael, 
1934- 

Irving Berlin. New York, Stein and Day 

[1974] 224 p. illus. 25 cm. ISBN 0-8128- 

Age [ML410.B499F74 1974b] 73-90699 
9 

1. Berlin, Irving, 1888- 


SCADUTO, Anthony. 784.0924 B 
Mick Jagger; everybody's Lucifer [by] 
Tony Scaduto. New York, D. McKay Co. 
[1974] 375 p. illus. 22 cm. ISBN 0-679- 
50452-4 [ML420.J2283] 74-81264 8.95 

1. Jagger, Mick. I. Title. 


QUACKENBUSH, Robert M. 784.4 E 
There'll be a hot time in the old town 


784.0924 B 


tonight [by] Robert Quackenbush. [1st ed.]- 


Philadelphia, Lippincott [1974] [33] p. col. 
illus. 20 x 26 cm. ISBN 0-397-31585-6 
Illustrations accompany the verses of the 
folksong describing the Chicago fire. 
Includes the music and information on fire 
safety. [PZ8.3.Q2Th] 74-4283 5.50 

I. Title. 


GO tell Aunt Rhody. >. 784.4°973 
New York, MacMillan [1974] lv. (chiefly 
illus.) 26 cm. ISBN 0-02-711920-3 
a G] 74-681 5.95 

Children’s songs. 
eee I Aliki, illus. 


HARDENDORFF, Jeanne 
B 


2. Folk songs, 


784.6°24°06 


Sing song scupperonong, by Jeanne B. 
Hardendorff. [Illustrated by Jacqueline 
Chwast. [Ist ed] New York, Holt, 
Rinehart:and Winston [1974] p. ISBN 0- 
03-011986-3 Children’s songs. 
{M1997.H26S5] 73-12399 5.95 

~ J. Children’s songs. I. Chwast, Jacqueline, 
illus. TI. Title. 

Prepared ‘from C.I.P 


BUTTS, Carrol M. 785’.06'7107 
How to arrange and rehearse football band 
shows [by] Carrol M. Butts. West Nyack, 
N.Y., Parker Pub. Co. [1974] 204 p. illus. 
24 em. ISBN 0-13-402073-1 
(MT733.4.B88] 73-22117 8.95 

I. Marching bands. 2. Instrumentation and 
orchestration (Band) I. Title. IL Title: 
Football band shows. 


WELK, Lawrence, 
1904- 

Ah-one, ah-two! Life with my musical 
family [by] Lawrence Welk with Bernice 
McGeehan. Englewood Cliffs, N.J., 
Prentice-Hall [1974] 215 p. illus. 24 cm. 
ISBN 0-13-020990-2 [ML422.W33A27] 
74-8086 7.95 

d. Welk, Lawrence, 1904- 2. Musicians— 
Correspondence, reminiscences, etc. I. 
McGeehan, Bernice. I. Title. 


ENOCH, Yvonne. 786.3°04'1 
Group piano-teaching. London, New York, 
Oxford University Press, 1974. viii, 113 p. 
music. 20 cm. ISBN  0-19-318421-4 
Bibliography: p. [L11]-113. [MT220.E6] 
74-171371 7.00 

1. Piano—ZInstruction 
Piano—Methods—Group — 
Title. 


785.410924 B 


and study. 2 
instruction. I. 


CASALS, Pablo, 1876- 787.30924 
1974 
Joys and sorrows Toy] Pablo Casals as told 
to "Albert E. Kahn. [New York] Simon and 
Schuster [1974, c1970] 314 p. illus. 23 cm. 
(A Touchstone book) [ML418.C4A35] [[B] 
l 0-671-21774-7 3.95 (pbk.) 
Musicians-Correspondence, 
AE TE etc. I. Kahn, Albert Eugene, 
1912- IT. Title. 


L.C. card number, for original ed.: 73- 
101879 


TURNBULL, Harvey. 787.61°09 
The guitar, from the Renaissance’ to the 
present day. New York, C. Scribner's Sons 
[1974] vii, 168 p. illus. 23 cm. ISBN 0- 
684-13215-X Bibliography: p. 146-157. 
(MLi015.G9T9 1974b} 72-9038 12.50 

1. Guitar—RHistory. I. Title. 


WESTPHAL, Frederick 788.0507 
William, 1916- 

Guide to teaching woodwinds [by] 
Frederick W. Westphal. 2d ed. Dubuque, 
Iowa, W. C. Brown Co. [1974] viii, 336 p. 
illus. 28 cm. ISBN 0-697-03507-7 (College 
instrumental technique series) 
Bibliography: p. 303-306. [MT339.W475 
1974] 73-8 023 7.95 (pbk.). 

1. Woodwind instruments—Instruction and 
study. I. Title. 


COLE, Bill, 1937- 788’.170924 B 
Miles Davis: a musical biography. New 
York, W. Morrow, 1974. p. cm. ISBN 0- 
688-00203-K A revision of the author’s 
thesis (M.A.), University of Pittsburgh. 
*Recording sessions”: p. [ML419. parsa 
74-2405 7.95 

1. Davis, Miles. 2. Jazz music. 

Prepared from C.I.P. 


COLLINS, Lee, 
1960. 

Oh, didn’t he ramble; the life story of Lee 
Collins, as told to Mary Collins. Edited by 
Frank J. Gillis and John W. Miner. 
[Urbana, University of Illinois Press, 1974] 
xv, 159 p. illus. 27 cm. ISBN 0-252-00234- 
2 (Music in American life) Discography: p. 
141-147; bibliography: p. 149-150. 
[ML419.C64A3] 73-85485 10.00 

1. Collins, Lee, 1901-1960. 2. Musicians— 
Correspondence, reminiscences, etc. I. 
Collins, Mary Spriggs. I. Title. 


PAILLARD, Jean Saint-Fort. 789.2 
Understanding equitation, by Commandant 
Jean Saint-Fort Paillard. Drawings by 
Pierre Chambry. Foreword by Wiliam 
Steinkraus. Garden City, N.Y., Doubleday, 
1974. viii, 198 p. illus. 24 cm. ISBN 0-385- 
08547-8. [SF309.P24] 73-20529 8.95 

1. Horsemanship. I Title. 


YOLEN, Jane H. 789.5 
Ring out! A book of bells [by] Jean Yolen. 
Drawings by Richard Cuffari. New York, 
Seabury Press [1974] p. cm. ISBN 0-8164- 
3127-2 Bibliography: p. Presents the 
development and uses of bells and their 
effect on man’s life over the centuries 
through a combination of folk tales and 
facts. [CC207.Y64] 74-4043 6.50 

1. Bells—Juvenile literature. I Cuffari, 
Richard, 1925- illus. I. Title. 

Prepared from C.LP. 


STEANE, J. B. 789.9' 136210922 
The grand tradition; seventy years of 
singing on record [by] J. B. Steane. New 
York, C. Scribner’s Sons [1974] xii, 628 p. 
illus. 25 cm. ISBN 0-684-13634-1 
Bibliography: p. [611]-612. [ML400.S82 
1974b] 74-174401 25.00 

I. Singers. 2. Phonorecords—History and 
criticism. I. Title. 


Z 


1901- 788°.1°0924 B 


Sports 790-799 


WRENN, Charles Gilbert, 
1902- 


790.0135 


` Time on their hands; a report on leisure, 


recreation, and young people [by] `C. 
Gilbert Wrenn and D. L. 


Harley. New. 
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York, Arno Press, 1974. p. cm. ISBN 0- 
405-05993-0 (Children' and youth: social 
problem and social policy) Reprint of the 
1941 ed. published by the American 
Council on Education, Washington, D.C. 
Includes bibliographies. [GV53.W7 1974] 
74-1718 17.00 

1. Youth—United States—Recreation.~ 2. 
Leisure—United States. I. Harley, Dudley 
Lee, 1909- joint author. I Title. TI. 
Series. 

Prepared from C.I.P. 


BERLE, Milton. 791.0924 B 
Milton Berle, an autobiography, with 
Haskel Frankel. New York, Delacorte 


Press [1974] p. cm. ISBN 0-440-05609-8 
[PN2287.B436A52] 74-9720 8.95 

I. Berle, Milton. I. Frankel, Haskel. ` 
Prepared from C.I.P. 


CHASE, Chris. 791.0924 B 
How to be a movie star; or, A terrible 
beauty is born. [Ist ed.] New York, Harper 
& Row [1974] p. cm. ISBN 0-06-010726- 
X [PN2287.C52A33] 72-9750 5.95 

L. Chase, Chris. 2.  Actresses— 
Correspondence, reminiscences, etc. I. 
Title. 


' Prepared from C.I.P. 


DALTON, David. 791.0924 B 
James Dean, the mutant king; a biography. 
[San Francisco, Straight Arrow Books, 
1974] 356 p. illus. 25 cm. ISBN 0-87932- 
076-1 Bibliography: p. 344-350. 
[PN2287.D33D3] 74-76600 9.95 

1. Dean, James, 1931-1955. 


PARISH, James 
Robert. 
Vincent Price unmasked, by James Robert 
Parish with Steven Whitney. New York, 
Drake Publishers [1974] p. cm. ISBN 0- 


791.0924 B 


87749-667-6 [PN2287.P72P3] 74-6151 
8.95 

‘1. Price, Vincent, 1911- E Whitney, 
Steven, joint author. II. Title. 
Prepared from C.I.P. 
OLYSLAGER Organisation. 791.3'028 


Fairground and circus transport; compiled 
by the Olyslager Organisation. Research by 
Denis N. Miller; edited by Bart H. 
Vanderveen. London, New York, F. Warne 
[c1973] 63 p. illus. 20 x 26 cm. ISBN 0- 
7232-1727-0 (Olyslager auto library) 
[TL230.045 1973] 73-80249 5.95 

1. Motor-trucks—History. 2.  Circus— 


History. I. Miller, Denis N. M 
Vanderveen, Bart Harmannus, ed. III 
Title. 

GIANNETTI, Louis D. 791.4301 


Godard and others: essays on film form 
[by] Louis D. Giannetti. Rutherford [N.J.] 
Fairleigh Dickinson University Press 
[1974] p. cm. ISBN 0-8386-1291-1 
Includes bibliographical references. 
[PN1995.G48] 73-2893 10.00 

1. Moving-pictures—Aesthetics. I. Title. 
Prepared from C.I.P. 


MERRITT, Russell 791.43°013 
LaMonte. 

The impact of D. W. Griffith's motion 

pictures from 1908 to 1914 on 


contempoary American culture. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
04875-0 (The Arno Press cinema program) 
(PN1998.A3G76] 74-2076 23.00 

1. Griffith, David Wark, 1875-1948. I. 
Title. II. Series. HI. Dissertations on film 
series 

Prepared from C.I.P. 
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BENDERSON, 
Albert Edward. 
Critical approaches to Federico Fellini's "8 
1/2”. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-04877-7 (The Arno Press 
cinema program) [PN1997.077B4] 74- 
2078 12.00 
1. Fellini, Federico. 2. Otto e mezzo 
(Motion picture) I. Title. II. Series. III. 
Dissertations on film series 
Prepared from C.I.P. 


791.43°0233'0924 


791.43'0233'0924 
films of Eisenstein, together with an 
unpublished essay by Eisenstein. 
Translated by John Hetherington. [Ist ed.] 
New York, Dutton, 1974 [cl972] 154 p. 
illus. 21 x 27 cm. ISBN 0-525-47371-8 
Translation of S. M. Eisenstein; tous ses 


THE Complete 


films. Bibliography: p. 12. 
[PN1998.A3E567513 1974] 74-171918 
8.95 (pbk.) 


i. Eisenstein, Sergei Mikhailovich, 1898- 
1948. 


HOCHMAN, 791.43'0233'0922 
Stanley, comp. 
American film directors. With 


filmographies and index of critics and 
films. New York, Ungar [1974] xiv, 590 p. 
25 cm. ISBN 0-8044-3120-5 (A Library of 


film criticism) [PN1995.9.P7H57] 73- 
92923 18.50 
L Moving-pictures—Production and 


direction. 2. Moving-picture producers and 
directors—United States. I. Title. 


WALSH, Raoul, 791.43'0233°0924 B 
2- 

Each man in his time; the life story of a 
director. New York, Farrar, Straus and 
Giroux [1974] 385 p. illus. 24 cm. ISBN 0- 
374-14553-9 [PN1998.A3W258 1974] 74- 
9721 8.95 

1. Walsh, Raoul, 1892- I. Title. 


DRUXMAN, 791,43°028'0924 B 
Michael B., 1941- 

Paul Muni; his life and his films [by] 
Michael B. Druxman. South Brunswick, A. 
S. Barnes [1974] 227 p. illus. 26 cm. ISBN 
0-498-01413-4 [PN2287.M79D7] 73-10519 
10.00 

1. Muni, Paul, 1895-1967. 


HARRIS, Warren 791.43°028'0924B 
G 


Gable and Lombard [by] Warren G. 
Harris. New York, Simon and Schuster 
[1974] 189 p. illus. 25 cm. ISBN 0-671- 
21744-5 [PN2287.G3H3] 74-117 7.95 

1. Gable, Clark, 1901-1960. 2. Lombard, 
Carole, 1908-1942. I. Title. 


JENSEN, Paul M. 791.43°028'0924 B 
Boris Karloff and his films, by Paul M. 
Jensen. Cranbury, N.J., A.S. Barnes [1974] 
p. cm. ISBN 0-498-01324-3 Bibliography: 
p. [PN2287.K25J4] 72-9940 6.95 

1. Karloff, Boris, 1887-1969. I. Title. 
Prepared from C.I.P. 


MILLAND, Ray. 791.43°028°0924 B 
Wide-eyed in Babylon; an autobiography. 
New York, Morrow, 1974. 264 p. illus. 24 
cm. ISBN 0-688-00257-9 
[PN2287.M633A38] 74-4016 7.95 

i. Milland, Ray. I. Title. 


PARISH, James 791.43'028'0922 B 
Robert. - 
The RKO gals. Manuscript editor: T. Allan 
Taylor. Research associates: John Robert 
Cocchi fand] Florence Solomon. New 
Rochelle, N.Y., Arlington House [1974] p. 
cm. ISBN 0-87000-246-5 Includes 
bibliographical references. 
[PN1998.A2P398] 74-8346 14.95 


na 


1. RKO Radio Pictures, inc. 2. Moving- 
picture actors and _ actresses—United 
States—Biography. I. Title. 

Prepared from C.I.P. 


THOMAS, Tony, 
1927- 

The films of Gene Kelly, song and dance 
man. Foreword by Fred Astaire. [1st ed.] 
Secaucus, N.J., Citadel Press [1974] 243 p. 
illus. 29 cm. ISBN 0-8065-0400-5 
(PN2287.K64T5 1974] 73-90949 12.00 

1. Kelly, Gene, 1912- I. Title. 


ZOLOTOW, 79 1.43°028°0924 B 
Maurice, 1913- 

Shooting star; a biography cf John Wayne. 

New York, Simon and Schuster [1974] 416 

p. illus. 23 cm. ISBN 0-671-21686-4 

[PN2287.W36Z6] 73-20549 9.95 

1. Wayne, John, 1907- I. Title. 


LAWTON, Richard, 
1943- 

A world of movies. With captions by Hugo 
Leckey and an introd. by Ella Smith. New 
York, Delacorte Press [1974] p. cm. ISBN 
ep ada (PN1993.5.A1L35] 74-6301 
1. Moving-pictures—Pictorial 
Leckey, Hugo. If. Title. 
Prepared from C.I.P. 


BARRIS, Alex. 791.43'0909°27 
Hollywood’s other men. South Brunswick, 
A. S. Barnes [1974] p. cm. ISBN 0-498- 
01428-2 Filmography; p. 

[PN 1998.A2B36] 73-18863 15.00 

1. Moving-picture actors and actresses. I. 
Title. 

Prepared from C.I.P. 


MAYNARD, Richard 
A., comp. 

Africa on film: myth and reality [edited 

by] Richard A. Maynard. Rochelle Park, 
J., Hayden Book Co. [1974] p. cm. 

ISBN 0-8104-5896-9 (His Hayden film 

attitudes and issues series) 

[PN1995.9.A43M3] 74-5051 3.50 (pbk.). 

1. Africa in moving-pictures. I. Title. 

Prepared from C.I.P. Contents omitted. 


BARRETT, Rona. 791.43°092’4 
Miss Rona; an autobiography. Los Angeles, 
Nash Pub. [1974] 281 p. illus. 24 cm. 
ISBN 0-8402-1336-0 [PN1998.A3B386] 
73-93029 7.95 

1. Barrett, Rona. I. Title. 


COHEN, Louis Harris. 791.43°0947 
The cultural-political traditions and 
developments of the Soviet cinema, 1917- 
1972. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-04876-9 (The Arno Press 
cinema program) [PN1993.5.R9C6] 74- 
2077 35.00 

1. Moving-pictures—Russia. 2. Moving- 
pictures—Social aspects. I. Title. II. Series. 
IIT. Dissertations on film series 

Prepared from C.I.P. 


STOIL, Michael Jon, 
1950- 

Cinema beyond the Danube: the camera 
and politics. Metuchen, N.J., Scarecrow 
Press, 1974. x, 198 p. illus. 22 cm. ISBN 
0-8108-0722-X Bibliography: p. 181-185. 
[PN 1993.5.E82S8] 74-5274 6.00 

1. Moving-pictures—Europe, Eastern— 
History. 2. Moving-pictures—Political 
aspects. I. Title. 


HIGHAM, Charles, 
1931- 


791,43'028°0924 


791.43'09°04 


works. I. 


791.43’0909°32 


791.430947 


791.43°0973 


The art of the American film. Garden 
City, N.Y., Anchor Books [1974- c1973] 
322 p. illus. 23 cm. ISBN 0-385-06971-5. 


AMERICAN BOOK PUBLISHING RECORD 
(A Doubleday Anchor book) 
[PN1993.5.U6H5] 4.95 (pbk.) 
1. Moving-pictures—United States. I. Title. 
L.C. card number for original ed.: 70- 
186026. 


KARDISH, Laurence. 791.43'0973 
Reel plastic magic; a history of films and 
filmmaking in America. Boston, Little, 
Brown [1974, cl1972] 297 p. 24 cm. 
[PN1993.5.U6K35] 2.95 (pbk.) 
i. Moving-pictures—United 
History. I. Title. 

L.C. card number for original ed.: 71- 
154965. ` 


States— 


KUBICKI, Jan T. 792 
Techniques of group theatre [by] Jan T. 
Kubicki. [Ist ed.] New York, R. Rosen 
Press [1974] 142 p. illus. 29 cm. (The 
Theatre student series) Bibliography: p. 
141-142. Discusses the nature of group 
theater, explores the relationship of 
director and actor to the group as a whole, 
and examines different kinds of group 


productions. [PN2037.K73] 73-86317 
12.00 
1. Theater. L Title. If Title: Group 
theatre. 
CORSON, Richard. 792’.027 


Stage makeup. Sth ed. Englewood Cliffs, 
N.J., Prentice-Hall [1975] p. ISBN 0-13- 
840496-8 [PN2068.C65 1975] 74-12197 
13.50 

1. Make-up, Theatrical. I. Title. 

Prepared from C.I.P. 


KRAWITZ, Herman E. 792.0973 
Royal American Symphonic Theatre; a 
vision of a professional performer’s 
zompany [by] Herman E. Krawitz with 
Howard K. Klein. New York, Macmillan 
11974] p. cm. ISBN 0-02-566700-9 
Includes bibliographical references. 
“PN2266.K7] 73-21296 8.95 
1. Theater—United States. I Klein, 
Howard Kenneth, 1931- joint author. II. 
Title. 

Prepared from C.I.P. 


ATKINSON, Justin 
Brooks, 1894- 
Broadway [by] Brooks Atkinson. Rev. ed. 
New York, Macmillan [1974] . cm. 
ISBN 0-02-504180-0 = [PN2277.N5A78 

1974] 74-12077 12.95 

1. Theater—New York (City)—History. I. 
Title. 

?repared from C.I.P. 


HAMMOND, Sandra Noll. 792.82 
Ballet basics. Illustrated by Robert Carr. 
“Ist ed. Palo Alto, Calif.] National Press 
3ooks [1974] vi, 130 p. illus. 23 cm. ISBN 
-87484-259-X Bibliography: p. 125-126. 
-GV1788.H35] 73-91991 6.95 

1. Ballet dancing. I. Title. 

>bk. 3.95; ISBN: 0-87484-2581. 


XEMMERER, James W. 793 
Games and parties for all occasions, by 
-ames W. Kemmerer and Eva May 
Srickett Grand Rapids, Baker Book House 
[1974, c1962] 200 p. illus. 21 cm. ISBN 0- 
3010-5347-1 [GV1201.K32] 2.95 (pbk.} 

’. Games. 2. Entertaining. I. Brickett, Eva 
May, joint author. II. Title. : 

ae card no. for original*edition: 61- 
-8650. 


"VACKERBARTH, Marjorie. 793 
successful parties and how to give them, 
by Marjorie Wackerbarth and Lillian S. 
Graham. Grand Rapids, Baker Book House 
(1974, ci961] 285 p 21 cm. ISBN 0-8010- 
9550-6 [GV1201.W17] 2.95 (pbk.) 


792.097471 


SEPTEMBER 30,1974 


1. Children’s parties. I. Graham, Lillian S., 
joint author. II. Title. 
L.C. card no. for original edition: 61-9689. 


LABAN, Rudolf von, 1879- 
1958. 

The language of movement; a guidebook to 
choreutics, by Rudolf Laban. Annotated 
and edited by Lisa Ullmann., [1st American 
ed.] Boston, Plays, inc. [1974, c1966] x, 
214 p. illus. 26 cm. ISBN 0-8238-0159-4 
British ed. published in 1966 under title: 
Choreutics. {GV 1587. L25 1974] 73-13552 
14.95 

1 Movement notation. 2. Dance notation. 
£ Ullman, Lisa, ed. If. Title. 


DUNCAN, Isadora, 
1878-1927. 

”Your Isadora”: The love story of Isadora 
Duncan and Gordon Craig, edited with a 
connecting text by Francis Steegmuller. 
New York Random House & The New 
York Public Library [1974] 399 p. illus. 25 
cm. ISBN 0-394-48698-6 
[GV1785.D8A43] 74-5178 12.50 

J. Craig, Edward Gordon, I. Steegmuller, 
Francis, 1906- ed. II. Title. 


793.3 


793.3°2°0924 


EVANS, Larry. 
Evans on chess. New York, Drake 
Publishers [1974] p. cm. ISBN 0-87749- 
699-4 [GV1447.E92] 74-6306 6.95 

1. Chess—Addresses, essays, lectures. I. 
Title. 

Prepared from C.I.P. 


BISGUIER, Arthur. 794.1°0973 
American chess masters from Morphy to 
Fischer [by] Arthur Bisguier [and] Andrew 
Soltis. New York, Macmillan [1974] viii, 
291 p. illus. 21 cm. ISBN 0-02-511050-0 
[GV1438.B57] 73-18510 7.95 

1. Chess—Biography. 2. Chess—History. I. 
Soltis, Andrew, joint author. If. Title. 


BRADY, Frank Robert, 
1934- 

Chess: how to improve your technique, by 
Frank Brady. New York, F. Watts, 1974. 
64 p. illus. 24 cm. ISBN 0-531-02730-9 (A 
Concise guide) Bibliography: p. 58-60, A 
shortcut to successful playing for the 
beginning of occasional chess player 
explaining, among other things, the idea 
behind a move and why certain positions 
are more favorable than others. 
[GV1446.B74] 74-4103 3.45 (lib. bdg.) 

1. Chess—Juvenile literature. I. Title. 


794.1 


794.1°2 


STERN, Donald. 795.1 
Backgammon; the quick course to winning 
play. New York, Cornerstone Library 
[1974, c1973] 224 p. illus. 21 cm. 
[GV1469.B2S883] 1.95 (ptk.) 

1. Backgammon. I. Title. 

L.C. card number for original ed.: 73- 
5517. 


ZADEH, Norman, 1950- 795.412 
Winning poker systems. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. cm. ISBN 0- 
13-961292-0 [GV1251.Z32] 74-5234 8.95 
I. Poker. I. Title. 

Prepared from C.I.P. 


MOREHEAD, Albert 795.4152 
Hodges, 1909- 

Morehead on bidding; Albert H. 
Morehead’s classic book. Rev. and 


modernized by Richard L. Frey. New 
York, Simon and Schuster [1974] 446 p. 
illus. 23 cm. ISBN 0-671-21699-6 
[GV1282.3.M63 1974] 73-21053 8.95 

1. Contract bridge. I. Frey, Richard L., ed. 
II. Title. 


HUGARD, Jean, 1872-1959. 755.4°38 
More card manipulations, series 1-4. New 
York, Dever Publications [1974] 205 p. 
illus. 22 cm. ISBN 0-486-23060-0 ”An 
unabridged and corrected republication of 
the series originally published by Max 
Holden, New York, between 1933 and 
1941.” [GV1549.H753 1974] 74-75264 
2.50 (pbk). 

i. Card tricks. I. Title. 


*PATTON, Temple C. 795.438 
Card tricks anybody can do; a 
mathematical approach to card magic, by 
Temple C. Patton. New York, Cornerstone 
Library [1974, c1968] 141 p. illus. 21 cm. 
[GV1549] 1.95 (pbk.) 

i. Card tricks I. Title. 


GALLNER, Sheldon. 796 
Pro sports: the contract game [by] Sheldon 
Gallner, with contributions by Michael 
Dennis. New York, Scribner [1974] p. cm. 
ISBN 0-684-13994-4 [GV733.G34] 74- 
13399 6.95 

1. Professional sports—United States— 
Contracts. I. Dennis, Michael. IT. Title. 
Prepared from C.I.P. 


OFFEN, Neil. . 796 
God save the players; the funny, crazy, 
sometimes violent world of sports fans. [lst 
ed. Chicago, Playboy Press, 1974] x:v, 204 

cm. ISBN 0-87223-397-9 


Pov715. 035] 73-91658 7.95 

1. Spectator control—Miscellanea. 2. 
Sports stories. I. Title. 

SCRIVEN, F. B. 796 


Sports facilities for schools in developing 
countries; an inventory of experience and 
proposals for future projects, by F. B. 
Scriven. [Paris] Unesco [Distributed in 
U.S. by Unesco Publications Center, New 
York, 1973] 39 p. illus. 27 cm. ISBN 9- 
231-01043-2 (Educational studies and 
documents. New series, 8) 
”ED/72.XXIV.8A” Bibliography: p. 35-38. 
[GV401.S37] 72-96367 1.00 (pbk.). 

d. Physical education facilities. I. Title. II. 
Series. 


*BEST sports stories; 796.082 
a panorama of the sports world. 

The 1974 ed., edited by Irving T. Marsh 
and Edward Ehre is available from Dutton 
for 6.95. ISBN 0-525-06620-9. L.C. card 
no.: 45-55124. 


LORIMER, Lawrence 
T; comp. 

Breaking in: nine first-person accounts 
about becoming ‘an athlete. Edited and 
with introductory notes by Lawrence T. 
Lorimer. Hlustrated with photos. New 
York, Random House [1974] p. cm. ISBN 
0-394-82553-1 [GV697.A1L67 1974] 73- 
18743 2.95 

I. Athletes—United States—Biography— 
Juvenile literature. I. Title. 


796’.092’2 B 


Prepared from C.LP. Library binding; 4.99, 


ISBN 0-394-92653-6. 


BRONDFIELD, Jerry, 
1913- 
Great moments in American sports. 
Illustrated with photos. New York, 
Random House [1974] p. cm. ISBN 0- 
394-826C8-6 (Landmark giant, no. 24) 
Describes forty six great events in United 
States sports history from the first Rose 
Bowl in 1902 to Hank Aaron’s record- 
breaking home run in 1974. [GV533.B66] 
74-4928 3.95 
ve Sports—United States—History— 
Juvenile literature. I Title. 
Prepared from C.LP. Library binding; 5.99, 
ISBN 0-394-92608-0. 


796.0973 
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HILL, Ray. 796.32’3'0922 B 
Pro basketball's little men. Illustrated with 
photos. New York, Random House [1974] 
p. cm. ISBN 0-394-82768-6 (Pro basketball 
library #9) Traces the success stories of 
nine shorte:-than-usual pro basketball stars 
who made up for in skill what they lacked 


in height. “GV884.A1H49 1974] 74-4933 
1.95 
L Basketball—Biography—Juvenile 


literature. I. Title. 
Prepared from C.I.P. Library binding; 3.77, 
ISBN 0-394-92768-0. 


SABIN, Louis. 796.32'3'0922 B 
Hot shots of pro basketball, by Lou Sabin. 
Illustrated with photos. New “York, 
Random House [1974] p. cm. ISBN 0- 
394-82901-3 (Pro basketball library) 
Profiles of nine professional basketball 
superstars with exceptional scoring records. 
Levees: A1S214 1974] 920 74-4932 1.95 
Basketball—Biography—Juveniie 
oe I. Title. ° 
Prepared from C.I.P. Library binding; 3.77, 
ISBN 0-394-92901-2. 


RIEMCKE, Cal, 1926- 796.3232 
The guard freedom offense for winning 
basketball. West Nyack, N.Y., Parker Pub. 
Co. [1974] 215 p. illus. 24 cm. ISBN 0-13- 
367805-9 Includes bibliographical 
references. [GV889.R53] 74-2148 7.95 

1. Basketball—Offense. I. Title. 


ALLEN, George Herbert, 
1923- 

George Allen’s new handbook of football 
drills. Englewood Cliffs, N.J., Prentice-Hall 
[1974] 232 p. illus. 24 cm. ISBN 0-13- 
352716-6 [GV951.A682] 73-19668 8.95 

1. Football. I. Title. Hf. Title: Handbook of 
football drills. 


MARKBREIT, Jerry. 796.33°202 
The armchair referee-500 questions and 
answers about football Updated ed. Garden 
City, N.Y.. Doubleday [1974, c1973] xii, 
[220 p] illus. 21 cm. ISBN 0-385-04327-9. 
(A Dolphin book) Bibliography: [p. 220] 
[GV951.M32] 2.50 (pbk.) 

1. Football—Miscellanea. I. Title. 

A card number for original ed.: 73- 
1414. 


COPE, Myron. 796.33209 
The game that was; the early days of pro 
football. Rev. ed. New York, Crowell 
[1974] p. ISBN 0-690-00586-5 
[GV954.C€6 1974] 74-8349 10.95 

1. Football—-History. I. Title. 

Prepared from C.I.P. 


BEER, Tom. 796.33°2°0924 B 
Sunday's fools: stomped, tromped, kicked, 
and chewed in the NFL, by Tom Beer 
with George Kimball. Ilustrated with 
a ee Houghton Mifflin, 1974. 
ISBN 0-395-19952-2 
fGV939. B43A37] 74-12417 6.95 
1. Beer, Tom. 2. National Football League. 
3. Football. I. Kimball, George, joint 
author. If. Title. 
Prepared from C.I.P. 


ZIMMERMAN, Paul, 
1903- 

The last season of Weeb Ewbank. New 

York, Farrar, Straus and Giroux [1974] p 

ISBN 0-374-18462-3 [GV939. E93Z55] 7 

11325 7.95 

i. Ewbank, Weeb. 2. Football. 3 Football 

coaching. F. Title. 

Prepared from C.I.P. 


COOMBS, Charles Ira, 
1914- 
Be a winner in footbal, by Charles 


796.33'2 


796.33'2'0924 B 


796.3322 


a 
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Coombs. New York, Morrow [1974] p. 
cm. ISBN 0-688-20119-9 Explains the 
game of football and „Elves instructions on 
improving playing techniques. 
[Gv950. 7 C66] 14- 5932 4.75 

4. Football—Juvenile literature. I. Title. 
Prepared from C.I.P. Lib. bdg. 4.32, ISBN 
0-688-30119-3 


LANGFORD, 
George, 1929- 
The Crimson Tide: Alabama football. 
Chicago, H. Regnery Co. [1974] p. cm. 
ISBN 0-8092-8363-8 [GV958.A4L36] 74- 
6899 7.50 
i. Alabama. University—-Football. I. Title. 
Prepared from C.I.P. 


796.33'263°0976184 


PIERSON, Don, 
1944- 

The Trojans: Southern California football. 

Chicago, H. Regnery Co. [1974] p. ISBN 

0-8092-8364-6 [GV958.L63P53] 74-6904 

7.50 

1. Los Angeles. University of Southern 

Californita—Football. 2. Football. I. Title. 

Prepared from C.I.P. 


MAY, Julian. 


796.33'°263'0979494 


796.33'264°09778411 
Kansas City Chiefs. Mankato, Minn., 
Creative Education; [distributed by 
Children’s Press, Chicago, 1974} 47 p. 
illus. 25 cm. ISBN 0-87191-353-4 (Her 
Super bowl champions) The history of the 
Kansas City Chiefs, winner of the last 
Super Bowl game between the separate 
AFL and NFL teams. [GV956.K35M38] 
74-2301 4.95 (lib. bdg.). 
1, Kansas City, Mo. Football Club 
(American League)—Juvenile literature. I. 
ttle. 


PAUL, William 
Henry, 1948- 
The gray-flannel pigskin: movers and 
shakers of pro football. [ist ed} New 


796.33°264'06273 


York, Lippincott [1974] p. cm. ISBN 0- 
397-01025-7 [GV939.A1P37] 74-10669 
7.95 


1, Football--Biography. 1. Title. 
Prepared from C.I.P. 


DOMINI, Enzo. 796.3342 
The book of soccer. Edited, and with 
photos., by James Wagenvoord. Boston, 
Little, Brown [1974, c1972] p. cm. ISBN 
0-316-18930-8 Reprint of the ed. published 
by Van Nostrand Reinhold, New York. 
(GV943.D64 1974] 74-8480 3.95 (pbk.). 

1. Soccer. I. Title. 

Prepared from C.I.P. 


TALBERT, William F. 796.342 
Bill Talbert’s weekend tennis; how to have 
fun and win at the same time, by Bill 
Talbert with Gordon Greer. Illus. by 
Frank Modell. No. Hollywood, Calif., 
Wilshire Book Co. [1974, c1970] 227 p. 
illus. 21 om. ISBN  0-87980-277-4. 
[GV995.T28] 2.00 (pbk.) 

i. Tennis. I. Greer, Gordon. II. Title. HI. 
Title: Weekend tennis. 

L.C. card number for original ed.: 77- 
103779. 


SMITH, Stan. 796.3422 
Stan Smith’s six tennis basics. Edited by 
Larry Sheehan. New York, Atheneum, 
1974. 48 p. illus. 23 cm. Text and 
illustrations offer instructions for improving 
tennis technique. [GV995.S655] 74-176280 
3.9 


L Tennis. I. Title. 


WOOD, Peter, 1930- 796.343 
The book of squash. Boston, Little, Brown 
(1974, c1972] p. cm. ISBN 0-316-95160-9 
Reprint of the ed. published by Van 


Nostrand Reinhold, New York. 
[GV1004.W66 1974] 74-8530 3.95 (pbk.). 
1. Squash rackets (Game) I. Title. 
Prepared from C.I.P. 


ae Marty, 

The money player; the confessions of 

America's greatest table tennis champion 

ae hustler. New York, Morrow, 1974. p. 
ISBN 0-688-00273-0 

FGV1005. 22.R44A35] 74-6197 6.95 

1. Reisman, Marty, 1930- 2. Table tennis. 

t. Title. 

Prepared from C.I.P. 


ADWICK, Ken. 796.352’03 
The dictionary of golf. New York, Drake 
Publishers [1974] p. cm. ISBN 0-87749- 
715-X [GV965.A38] 74-10224 9.95 

1. Golf—Dictionaries. I. Titie. 

Prepared from C.I.P. 


TOSKI, Bob. 796.352'3 
12 Shortcuts to better golf. Edited by Dick 
Aultman. New York, Atheneum, 1974. 45 
p. illus. 23 cm. [GV979.S9T62] 74-174398 
3.95 (pbk.). 

1. Swing (Golf) I. Title. 


BARKOW, Al. 796.352°64'0973 
Tour or Golf's Golden Grind. the history 
of the tour. New York, Harcourt Brace 
Jovanovich [1974] p. cm. ISBN 0-15- 
190885-0 [GV970.B37] 74-13785 8.95 

1. Golf—Tournaments—AHistory. I. Title. 
Prepared from C.I.P. 


TAYLOR, 

Dawson. f 
The Masters; all about its history, its 
records, its players, its remarkable course 
and even more remarkable tournament. 
Photography by Frank Christian. 2d ed., 
rev. South Brunswick, A. S. Barnes [1974, 
c1973] 159 p. illus. 29 cm. ISBN 0-498- 
01475-4 [GV970.T39 1973] 73-16670 9.50 
1. Masters Golf Tournament. 2. Augusta 
National Golf Club. I. Title. 


KOPPETT, Leonard. 796.357 
All about baseball. (Rev. and enl. ed. New 
York] Quadrangle [1974] viii, 400 p. 22 
cm. ISBN 0-8129-0408-7 Published in 
1967 under title: A thinking man’s guide 


796.34'6'0924 B 


796.352°74'0975864 


to baseball. [GV867.K6 1974] 73-79917 
9.95 

1. Baseball. I. Title. 

TANNER, Chuck. 796.357 
The official major league baseball 


playbook. Edited by Chuck Tanner and 
Jim Enright. Englewood Cliffs, N.J. 
Prentice-Hall [1974] 160 p. illus. 26 cm. 
ISBN 0-13-630954-2 ”A Rutledge book.” 
Discusses general offensive and defensive 
strategy including sixty-one diagrams of 
oa plays. [GV867.T26] 73-22020 
1. Baseball. I. Enright, Jim, Joint author. If. 
Title. 


ADELMAN, Bob. 796.3570924 B 
Out of left field: Willie Stargell and the 
Pittsburgh Pirates, by Bob Adelman and 
Susan Hall. Boston, Little, Brown [1974] 
p. cm. ISBN 0-316-01100-2 ”A Sports 
illustrated book.” [GV865.S76A65] 74- 
10035 10.00 

i. Stargell, Willie, 1941- 2. Pittsburgh. 
Baseball club (National League) 3. 
Baseball. I. Hall, Susan, joint author. Il 
Title. ~ 

Prepared from C.I.P. 


COHEN, Joel H. 796.3570924 B 
Inside corner; talks with Tom Seaver. 
Edited by Joel H. Cohen. [Ist ed.] New 


* AMERICAN BOOK PUBLISHING RECORD 


York, Atheneum, 1974. 246 p. illus. 22 
cm. ISBN 0-689-10600-9 [GV865.S4C63 
1974] 73-91636 7.95 

1. Seaver, Tom, 1944- 2. Baseball. I. Title. 


CREAMER, Robert 796.357'092'4 B 
W. 


Babe; a look at the life and times of 
George Herman Ruth, the best-known and 
best-rememberėd of America’s sporting 
gods [by] Robert W. Creamer. New York, 
Simon and Schuster [1974] p. cm. ISBN 
ol ILTIO [GV865.R8C73] 74-3319 
9.9 

I. Ruth, George Hermen, 1895-1948. 2. 
Baseball. 1. Title. 

Prepared from C.I.P. 


EPSTEIN, Samuel, 
1909- 
Jackie Robinson: baseball's gallant fighter, 
by Sam and Beryl Epstein. Illustrated by 
Victor Mays. Champaign, Il., Garrard Pub. 
Co. [1974] p. cm. ISBN 0-8116-6668-9 
(Sports library) Brief biography of the 
baseball star who was the first black player 
to be accepted by a major league team. 
[GV865.R6E67] 92 74-4499 4.25 
1. Robinson, John Roosevelt, 1919-1972-—~ 
Juvenile literature. 2. Baseball—Juventile 
fiterature. I. Epstein, Beryl (Williams) 
1910- joint author. I. Mays, Victor, 1927- 
illus. HI. Title. 
Prepared from C.I.P. 


HASKINS, James, 
1941- 

Babe Ruth and Hank Aaron; the home run 

kings. Illustrated with photos. New York, 

Lothrop, Lee & Shepard [1974] p. ISBN 

3-688-41654-3 a dual biography of Babe 

Ruth and Hank Aaron, from childhood to 


796.3570924 B 


796.3570922 B 


zhampionship. Includes comparative 
statistics, batting averages, and famous 
zames. [GV865.R8H37] 920 74-11018 


4.50; 4.14 (lib. bdg.) 

di. Ruth, George Herman, 1895-1948. 2. 
Aaron, Henry, 1934- 3. Batting (Baseball) 
f. Title. 

Prepared from C.I.P. 


OLSEN, James T. 796.357'092'4 B 
Roberto Clemente: the great one, by James 
T. Olsen. Wlustrated by Harold Henriksen. 
Mankato, Minn., Creative Education; 
distributed by Childrens Press, Chicago, 
[1974] 31 p. illus. (part col.) 25 cm. ISBN 
0-87191-279-1 (Creative's superstars) 
=mphasizes the career and the kind deeds 


of a Puerto Rican baseball star. 
AREA 92 73-13645 4.95 (lib. 
bdg.). 


i. Clemente, Roberto, 1934-1972—Juvenile 
“iterature. I. Henriksen, Harold, illus. IT. 
Title. 


PEPE, Phil. 796.3570924 
The wit and wisdom of Yogi Berra. New 
York, Hawthorn Books [1974] 183 p. illus. 
22 cm. ”An Associated Features book.” 
[GV865.B4P46 1974] 73-19375 6.95 

1. Berra, Yogi, 1925- 2. Baseball. I. Title. 


SHOEMAKER, Robert  796.357°092’2 B 


Hilles, 1911- 
The best in baseball, by Robert H. 
Shoemaker. 3d ed, rev. New York, 


Crowell [1974] 274 p. 21 cm. ISBN 0-690- 
00314-5 Profiles of twenty-two baseball 
greats provide an outline’ of baseball 
history. [GV865.A1S513 1974] 920 73- 
20442 5.50 

Baseball—Biography—Juvenile 
Hterature. I. Title. 


SMITH, Robert, 796.3570924 
1905- 


Babe Ruth's America. New York, Crowell 


SEPTEMBER 30,1974 ae 


[1974] 309 p. illus. 24 em. ISBN 0-690- 
00502-4 [GV865.R8S64] 74-8737 10.00 

i. Ruth, George Herman, 1895-1948. I 
Title. 


SOBOL, Ken. 796.357°092'4 B 
Babe Ruth & the American dream. With 
an introd. by Dick Schaap. [New York] 
Random House [1974] p. cm. ISBN 0- 
394-49233-1 Bibliography: p. 
[GV865.R8S72] 74-9051 8.95 

1. Ruth, George Herman, 1895-1948. 2. 
Baseball. 

Prepared from C.I.P. 


SULLIVAN, George, 
1927- 

Baseball’s art of hitting. Illustrated with 
photos. and diagrams. New York, Dodd, 
Mead [1974] 128 p. illus. 19 x 24 cm. 
Discusses the techniques of hitting a 
baseball, profiles some of the best hitters of 
the 1970's, and includes all-time hitting 
records. [GV869.S94] 73-17864 4.50 

D Batting (Baseball)—Juvenile literature. 1. 
itle. 


796.357'26 


PLAYING 796.357°64'0974886 
around; the million-dollar infield goes to 
Florida. Donald Hall [and others] Boston, 
Little, Brown [1974] 248 p. illus. 21 cm. 
"A Sports illustrated book.” 
[GV875. PSP55] 74-953 6.95 

1. Pittsburgh. Baseball club (National 
League) I. Hall, Donald, 1928 


TRORN, John, 796.357°64'°0973 
1947- 

A century of baseball lore. Illustrated by 
Jesse Jacobs. New York, Hart Pub. Co. 
[1974] 239 p. illus. 24 cm. ISBN 0-8055- 
1122-9 [GV873.T48] 73-93657 7.95 


1. Baseball—Anecdotes, facetiae, satire, 

etc. I. Title. 

ae Ajit, 796.358°09274 
1941- 


My cricketing years [by] Ajit Wadekar, as 
told to K. N. Prabhu. Foreword by Vijay 
Merchant. Delhi, Vikas Pub. House [1973, 
ic, 1974] x, 159 p. illus. 22 cm. 
[GV915.W27A35] 72-908460 

1. Wadekar, Ajit, 1941- 2. Cricket. I. 
Prabhu, K. N. H. Title. 

Distributed by International Publications 
Service; 4.95 


BUSH, Jim, 1926- 796.4°2 
Inside track [by] Jim Bush with Tom 
Valentine. Chicago, Regnery [1974] 75 p 
illus. 29 cm. ISBN  0-8092-8889-3 
[GV 1060.5.B85] 73-20378 5.95 

I. Track-athletics. I. Valentine, Tom, joint 
author. IT. Title. 

Pbk. 3.95, ISBN 0-8092-8885-5 


CRETZMEYER, Francis X. 796.472 
Track and field athletics [by] Francis X. 
Cretzmeyer, Louis E. Alley [and] Charles 
M. Tipton. 8th ed. Saint Louis, Mosby, 
1974. ix, 329 p. illus. 27 cm. ISBN 0-8016- 
1075-3 First-7th ed. by G. T. Bresnahan 
and W. W. Tuttle published under the 
same title. Includes bibliographical 
eo [GV1060.5.C73 1974] 74-2486 


1. Athletics. 2. Track-athletics. I. Alley, 
Louis E.,, jaint author. I. Tipton, Charles 
M., 1927- foint author. ITI. Bresnahan, 
George Thomas, 1891- Track and field 
athletics. IV. Title. 


ECKER, Tom. 796.42 
Olympie track and field techniques; an 
illustrated guide to developing champions. 
[Edited by] Tom Ecker, Fred Wilt, and 
Jim Hay. West Nyack, N.Y., Parker Pub. 


Co. [1974] p. cm. ISBN 0-13-633990-5 
[GV1060.5.E285] 74-1034 8.95 

. Olympic Games, Munich, 1972. 2. 
Track-athletics. L Wilt, Fred, 1920- joint 
author. If. Hay, James G, 1936- joint 
author. II. Title. 

Prepared from C.I.P. 


MATTHEWS, Vincent, 796.426 B 
1947- 

My race be won [by] Vincent Matthews, 

with Neil  Amdur. New York, 

Charterhouse [1974] 396 p. 22 cm. ISBN 

0-88327-023-4 Autobiographical. 


[GV697.M34A35] 73-93025 10.00 
1. Matthews, Vincent, 1947- 2. Running. I. 
Amdur, Neil, joint author. IT. Title. 


WILT, Fred, 1920- comp. 796.4°35 
The throws; contemporary theory, 
technique, and training. [Los Altos, Calif., 
Tafnews Press, 1974] 159 p. illus. 28 cm. 
ISBN 0-911520-56-2 [GV1093.W54] 73- 
89911 5.00 (pbk.). 

1. Weight throwing. I. Title. 


JACOBSON, 796.5270924 B 
Frederick L. 
The meek mountaineer; a climbers 


armchair companion, by Frederick L. 
Jacobson. New York, Liveright [1974] xv, 
192 p. illus. 22 cm. ISBN 0-87140-584-9 
[GV199.92.132A35] 73-93127 8.95 

L. Jacobson, Frederick L. 2; 
Mountaineering. I. Title. 


WILLIAMS, Cicely. 796.5'22’0922 B 
‘Women on the rope; the feminine share in 
mountain adventure. London, Allen & 
Unwin [1973] 240 p. illus. 22 cm. ISBN 0- 
04-796040-X Bibliography: p. [229] 
(G512.A2W54] 73-178479 13.25 

1. Mountaineers, Women. J. Title. 
Distributed by International Publications 
Service, New York. 


ENGEL, Lyle Kenyon. 796.72 
Off-road racing. Produced by Lyle Kenyon 
Engel. Text by Monty Norris. Edited by 
George Engel and Marla Ray. New York, 
Dodd, Mead [1974] xi, 148 p. illus. 24 cm. 
ISBN 0-396-06867-7 Introduces the 
participants, machines, courses, and 
challenge of off-road automobile and 
motoreyele racing. [GV1033.E5] 73-11553 
1. Automobile racing—Southwest, New. 2. 
Automobile racing—Baja California 3. 
Motorcycle racing. I. Norris, Monty. II. 
Title. 


ORR, Frank. 796.72 
Great moments in auto racing. New York, 
Random House [1974] 152 p. illus. 22 cm. 
ISBN 0-394-82763-5 (Random House 
sports library, no. 4) Tales of dramatic 
triumphs and failures in such automobile 
racing events as the Grand Prix, 
Indianapolis 500, and Le Mans. 
(GV1029.15.077 1974] 73-18087 1.95 

1. Automobile racing—History—Juvenile 
literature. I. Title. 

Lib. bdg. 3.37, ISBN 0-394-92763-X 


ALBINSON, Jack. 796.7°2°0977252 
The oily grail; a story of the Indy 500. 
Minneapolis, T. S. Denison [1974] 101 p. 
illus. (part col.) 29 cm. ISBN 0-513-01322- 
9 A history of the Indianapolis Motor 
Speedway, its races, and the men who 
have sought their fortune there at the risk 
of their lives. [GV1033.5.IS5A42] 73- 
87667 5.95 

I. Indianapolis Speedway Race. 2. 
Indianapolis Speedway Race. I. Title. 


MCCOY, Malachy 
Steve McQueen. 


796.74 B 


the unathorized 


„The Karl Schranz 7-day ski 


Ka 


700 THE-ARTS 


biography. Chicago, H. Regnery Co. [1974] 
233 p. illus. 22 cm. ISBN 0-8092-9056-1 
[PN2287.M19M25 1974] 73-19731 7.95 

I. McQueen, Steve, 1930- 


STREANGO, Vince. 796.75 
Touching America with two wheels. New 
York, Vintage Books [1974] 139 p. illus. 
28 cm. ISBN 0-394-71053-3 
[GV1059.5.877 1974b] 73-20564 3.95 
(pbk.). 


1. Motorcycling. 2. Motorcycling—United 
States. I. Title. 


PALLIDINI, Jodi. 796.79 
Roll your own; the complete guide io 
living in a truck, bus, van, or camper [by] 
Jodi Pallicini [and] Beverly Dubin. New 
York, Macmillan [1974] 191 p. illus. 29 
cm. [TX1105.P34] 72-92452 7.95 

1. Mobile home living. I. Dubin, Beveriy, 
Joint author. II. Title. 


MARTONE, John. 796.8 
Handbook of self-defense for law 
enforcement officers; law enforcement 


officers’ manual of offensive and defensive 
techniques. New York, Arco [1974, c1955] 
111 p. illus. 20 cm. ISBN 0-668-03425-4 
(GV1111.M35} 1.50 (pbk.) 

1. Self-defense. I. Title. 


L.C. card number for hardbound ed.: 55- 
6878. 
CARSON, Ray F., 1939- 796.8°12 


Championship wrestling; coaching to win 
[by] Ray F. Carson. South Brunswick, A. 
S. Barnes [1974] p. cm. ISBN 0-498- 
01335-9 Bibliography: p. [GV1195.C33] 
73-103 8.95 

1. Wrestling. I. Title. 

Prepared from C.I.P. 


CARSON, Ray F., 1939- 796.812 
Encyclopedia of championship wrestling 
drills [by] Ray F. Carson. South 
Brunswick, A. S. Barnes [1974] p. cm. 
ISBN 0-498-01468-1 Bibliography: p. 
[GV1195.C335] 73-18862 8.95 

1. Wrestling. I. Title. 

Prepared from C.I.P. 


TULLENERS, Tonny, 1944-  796.8'153 
Beginning karate. Graphic design by David 
Kaplan. Los Angeles, Ohara Publications 
[1974] 191 p. illus. 23 cm. [GV476.T84] 
74-78904 4.50 (pbk.) 

1. Karate. I. Title. 


PATTERSON, Floyd. 796.8°3 
Inside boxing [by] Floyd Patterson with 
Bert Randolph Sugar. Chicago, Regnery 
[1974] p. cm. ISBN  0-8092-8904-0 
Discusses the techniques, exercises, skills, 
and strategies of boxing. [GV1133.P37 
1974] 74-8266 5.95 

I. Boxing. T. Sugar, Bert Randolph, Joint 
author. I]. Title. 

Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
8092-8903-2. 


OSTERREICHISCHER 
Berufsschilehrerverband. 
The new national Austrian ski system, 
issued by the Austrian Association of 
Professional Ski Teachers. Translated by 
Roland Palmedo. South Brunswick, A. S. 
Barnes [1974] p. cm. ISBN 0-498-01412-6 
Tanan Osterreichischer 
Srhilehrplan; [av85a. 035 1974] 73-22605 


1. Skis and sking I. Title, 
Prepared from C.I.P. 


SCHRANZ, Karl. 


796.9°3 


796.93 
system. 
Translated by Curtis W. Casewit. New 
York, Macmillan [1974] p. cm. ISBN 0- 


sar 


800 LITERATURE 


02-607300-5 Translation of Die Karl 
Schranz Skischule. [GV854.83413] 74- 
8871 5.95 

1. Skis and skiing. I. Title. 

Prepared from C.I.P. Pbk. 2.95. 


ANDRESEN, Jack. 796.9°7 
Sailing on ice. South Brunswick, A. S. 
Barnes [1974] p. cm. ISBN 0-498-01241-7 
[GV843.A52] 73-101 8.95 

1. Ice-boats. I. Title. 

Prepared from C.I.P. 


RINKOFF, Barbara. 797 
No pushing, no ducking; safety in the 
water. Ilustrated by Roy Doty. New York, 
Lothrop, Lee and Shepard [1974] p. cm. 
ISBN 0-688-41587-3 Two children learn 
the importance of the safety rules applying 
to swimming and boating. [GV775.R56 
1974] 74-1207 4.75 

i. Aquatic sports—Safety measures— 
Juvenile literature. I. Doty, Roy, 1922- 
illus. I. Title. 

Prepared from C.I.P. Lib. bdg. 4.32, ISBN 
0-688-51587-8 


PILKINGTON, Roger. 797.1 
Waterways in Europe; a guide to inland 
cruising. New York, Scribner [1974, 
c1972] xi, 279 p. illus. 21 cm. ISBN 0-684- 
13555-8 [HE662.P54 1974] 73-7213 8.95 

1. Inland navigation—Europe. 2. Canals— 
Burope: 3. Boats and boating—Europe. I. 

itle. 


ROBINSON, William Wheeler, 
1918- 


The right boat for you [by] Bill Robinson. 
[lst ed.] New York, Holt, Rinehart and 


797.1 


Winston [1974] p. cm. ISBN 0-03- 
012246-5 [GV775.R62 1974] 73-16243 
7. 


1. Boats and boating. I. Title. 
Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
03-088388-1. 


MORGAN, Lael. 797.1'25 
The woman's guide to boating and 
cooking. Original art work by Paul Plumer, 
Jr. Rev. ed. [New York, Doubleday, 1974] 
p. cm. ISBN 0-385-08072-7 ”A Bond 
Wheelwright book.” Bibliography: p. 
[GV813.5.M67 1974] 73-81444 7.95 

1. Boating for women. 2. Cookery, Marine. 
I. Title. 

Prepared from C.I.P. 


CARRIER, Rick. 797.5'5 
Fly; the complete book of sky sailing. New 
York, McGraw-Hill [1974] p. cm. ISBN 
0-07-010097-7 [GV764.C37] 74-4221 7.95 
1. Gliding and soaring. I. Title. I. Title: 
Sky sailing. 

Prepared from C.I.P. 


WILLS, Philip 
Aubrey, 1907- 

Free as a bird [by Philip Wills]. New York, 

Barnes & Noble [1974] xii, 246 p. illus. 23 

cm. ISBN 0-06-497736-6 [TL760.W514 

1974] 74-173665 13.50 

i gliding and soaring —Great Britain. I. 
ytle. 


DE KUNFFY, Charles, 1936- 798'.23 
Creative horsemanship. South Brunswick, 
A. S. Barnes [1974] p. cm. ISBN 0-498- 
01386-3 Bibliography: p. [SF309.5.D44] 
73-10517 9.95 

1. Dressage. I. Title. 

Prepared from C.I.P. 


MULLEN, C. J. J. 798°.23 
Life on a slightly used horse [by] C. J. J. 
Mullen. Mlustrated by Al Ostervich. South 
Brunswick, A. S. Barnes [1974] p. cm. 


797.550942 


ISBN 0-498-01405-3 [SF301.M78] 73- 
10525 6.95 

1. Horsemanship—Anecdotes, facetiae, 
satire, etc. 2. Horses—Anecdotes, facetiae, 
satire, etc. I. Title. 

Prepared from C.I.P. 


HIRSCH, Joe. 798'.43'0922 B 
In the winner's circle: the Jones boys of 
Calument Farm [by] Joe Hirsch and Gene 
Plowden. New York, Mason & Lipscomb 
Publishers, 1974. p. cm. ISBN 0-88405- 
087-4 [SF336.A2H57] 74-11021 7.95 

1. Jones, Benjamin Allyn, 1882-1961. 2. 
Jones, Horace Allyn, 1906- 3. Horse- 
racing—United States. I. Plowden, Gene, 
Joint author. II. Title. 

Prepared from C.I.P. 


EVANS, Donald P. 798’.46 
Super bird; the story of Albatross [by] 
Donald P. Evans. South Brunswick, A. S. 
Barnes [1974] p. cm. ISBN 0-498-01351-0 
(SF343.A5E9] 73-10520 9.95 

I. Albatross (Race horse) I. Title. 

Prepared from C.I.P. 


ALASKA fishing 799.09798 
guide, by the editors of Alaska magazine. 
[Anchorage] Alaska Northwest Pub. Co., 
1974. xii, 171 p. illus. 21 cm. ISBN 0- 
88240-030-4 [SH467.A6] 74-79086 3.95 
1. Fishing—Alaska. I. Alaska magazine. 


ZWIRZ, Robert. 799.1 
The ABC's of fishing, by Bob Zwirz. 
Northfield, Ill., Digest Books [1974] 288 p. 


illus. 28 cm. [SH441.Z88 1974b] 74- 
173649 5.95 

1. Fishing. I. Title. 

WESTMAN, James. 799.1097 


Why fish bite and why they don’t. 
Drawings by Ray Ingham. 1974 ed. No. 
Hollywood, Calif., Wilshire Book Company 
(1974, c1961] 211 p. illus. 21 cm. ISBN 0- 
87980-261-8. Cover title: The secret: why 
fish bite. [SH462.W4] 2.00 (pbk.) 
1. Fishing—North America. 2. 
North America. I. Title. 

TS card number for original ed.: 6l- 
10318. 


KREH, Lefty. 799.1°2 
Fly casting with Lefty Kreh. Planned by 
Hermann Kessler. Sequence photos. by Irv 
Swope. [lst ed.] Philadelphia, Lippincott 
[1974] 117 p. illus. 23 x 29 cm. ISBN 0- 
397-00999-2 [SH454.2.K7 1974] 73-16374 
8.95 

1. Fly-casting. I. Kessler, Hermann, 1904- 
Il. Title. 


Fishes— 


NETHERBY, Steve. 799.1°2 
The experts’ book of freshwater fishing. 
Edited by Steve Netherby. New York, 
Simon and Schuster [1974] 317 p. illus. 25 
em. ISBN 0-671-21743-7 ”A Cord 
communications book.” [SH441.N47] 74- 
1133 9.95 

1. Fishing. I. Title. 


BROOKS, Charles E., 
1921- 

The trout and the stream [by] Charles E. 

Brooks. Illustrated by Dave Whitlock. New 

York, Crown Publishers [1974] viii, 216 p. 

illis. 27 cm. [SH456.B69 1974] 73-91522 

7.9 


799.1755 


1. Fly fishing. 2. Trout fishing. 3. 
Fishing——Montana. I. Title. 
EAST, Ben. 799.2°0973 


The Ben East hunting book. Foreword by 
William E. Rae. New York. Outdoor life 
[1974] xxi, 360 p. illus. 25 cm. ISBN 0-06- 
011237-9 [SK40.E17] 73-80715 13.95 
i. Hunting—North America. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


LEARN, C. R. 799.215 
Bowhunter’s digest, by C. R. Learn. Edited 
by Jack Lewis. Northfield, Il, Digest 
Books [1974] 288 p. illus. 28 cm. ISBN 0- 
695-80451-0 [SK36.L4] 73-91589 6.95 

1. Hunting with bow and arrow. I. Title. 


800 LITERATURE 


RICHARDS, Ivor Armstrong, 
1893- 

Beyond [by] I. A. Richards. [1st ed.] New 
York, Harcourt Brace Jovanovich [1974] 
xv, 201 p. 22 cm. ISBN 0-15-11985-6 
Includes bibliographical references. 
[PN49.R47 1974] 73-18249 8.50 

I. Literature—Philosophy. 2. Literature— 
History and criticism. I. Title. 


LINDAUER, Martin S. 8017.92 
The psychological study of literature: 
limitations, possibilities, and 
accomplishments [by] Martin S. Lindauer. 
Chicago, Nelson-Hall [1974] p. cm. ISBN 
0-911012-74-5 Bibliography: p. [PN49.L49] 
73-80499 11.00 

1. Literature—Psychology. I. Title. 
Prepared from C.I.P. 


STRAUCH, Edward H. 8017.95 
A philosophy of literary criticism; a 
method of literary analysis and 
interpretation, by Edward H. Strauch. [1st 
ed.] Jericho, N.Y., Exposition Press [1974- 
v. 21 cm. ISBN 0-682-47911-X (An 
Exposition-university book) Contents.—v. 
1. Patterns of comparison. Bibliography: v. 
1, p. 249-250. [PN441.874] 73-92855 
10.00 (v. 1) , 

I. Literature—History and criticism— 
Theory, etc. I. Title. 


BOOTH, Wayne C. 808 
Modern dogma and the rhetoric of assent 
[by] Wayne C. Booth. Notre Dame [Ind.] 
University of Notre Dame Press [1974] 
xvii, 235 p. 24 cm. ISBN 0-268-00506-7 
(Ward-Phillips lectures in English language 
and literature, v. 5) Bibliography: p. 213- 
218. [PE1408.B613] 73-21601 10.95 

1. Russell, Bertrand Russell, 3d Earl, 1872- 
1970. 2. English language—Rhetoric. 3. 
Reasoning. I. Title. IT. Series. 


ANDERSON, Margaret J. 8087.02 
The Christian writers handbook [by] 
Margaret J. Anderson. [Ist ed.] New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
360191-4 Bibliography: p. [BR44.A5 1974] 
73-18706 8.50 
I. Religious 
Title. 

Prepared from C.I.P. 


TOLWELL, C. Carter. 808.02 
The complete term paper [by] C. Carter 
Colwell fand] James H. Knox. Reston, Va., 
Reston Pub. Co. [1974] viii, 277 p. illus. 
23 cm. ISBN 0-87909-155-X Step-by-step 
explanation of the process of writing a 
term paper with examples of the finished 
product, exercises, and check sheets. 
'LB2369.C613] 74-1210 4.95 (pbk) 

l. Report writing. I. Knox, James H., joint 
author. IT. Title. 


MEREDITH, Scott. 808’.02 
Writing to sell. 2d rev. ed. New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
012929-8 [PN147.M48 1974] 74-1837 6.95 
4. Authorship. 2. Fiction—Technique. I 
Title. 

Prepared from C.I.P. 


SKILLIN, Marjorie E. 808’.02 
Words into type. Based on studies by 


8017.9 


literature—Authorship. I. 


- SEPTEMBER 30,1974 


Marjorie E. Skillin, Robert M. Gay, and 
other authorities. 3d ed., completely rev. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] xx, 585 p. illus. 24 cm. Includes 
pibliogfaphics, [PN160.552 1974] 73-21726 
12. : 


i. Authorship~-Handbooks, manuals, etc. 
2. Printing, Practical—Style’ manuals. I. 
Gay, Robert Malcolm, 1879-1961, ‘joint 
author. IT. Title. 


GLORFELD, Louis E. 808.042 
A concise guide for writers [by] Louis E. 
Glorfeld, David A. Lauerman [and] 
Norman C. Stageberg. 3d ed. New York, 
Holt, Rinehart and Winston [1974] viii, 
171 p. 21 cm. First ed. published in 1963 
under title: A concise. guide for student 
ce [PE1408.G56 1974] 73-10100 3.95 


.) . 
L English —language—Rhetoric. L 
Lauerman, David A., 1931- joint author. 
II. Stageberg, Norman C., joint author. II. 
Title. 


HOGINS, James Burl, 
comp 

Reading for insight; a perceptual approach 
to college English [by] J. Buri Hogins 
[and] Gerald A. Bryant, Jr. 2d ed. [Beverly 
Hills, Calif.] Glencoe Press [1974] xv, 407 
p. illus. 26 cm. [PE1122.H63 1974] 73- 
7371 6.95 (pbk.) 

1.. College readers. I. Bryant, Gerald A., 
joint comp. IT. Title. 


CUMMINGS, Donald 
Wayne, 1935- comp. 
Tempo: life, work, and leisure [by] D. W. 
Cummings [and] John Herum. Boston, 
Houghton Mifflin [1974] xxii, 341 p. illus. 
23 cm. ISBN 0-395-17839-8 [PE1122.C78] 
73-14018 4.95 (pbk.) 
i. College readers. I. Herum, John, joint 


808’.0427 


808.04275 


comp. II. Title. 

MCKENZIE, Barbara, 808’.04275 
comp. 

The process of fiction; contemporary 


stories and criticism. 2d ed. New York, 
Harcourt Brace Jovanovich [1974] xvii, 


611 p 22 cm. ISBN  0-15-571986-6 
Includes bibliographies. [PE1122.M27 
1974] 73-16733 5.95 (pbk.) 
1. College readers. I. Title. 
TRAPNELL, Coles. 808.066 


Teleplay; an introduction to television 
writing. Revised ed, New York, Hawthorn 
Books [1974, c1966] 245 p. 23 cm. ISBN 
0-8015-7486-2. Appendix (p. [163]-240): 
A complete teleplay script, Question: 
What is truth? by James E. Moser. Pilot 
teleplay for the television series: Slattery’s 
people. [PN1992.7.T7] 4.95, (pbk.} 

1. Television authorship. I. Moser, James 
E. Question: What is truth. IT. Title. 

be card number for original ed: 66- 
12571. 


LESIKAR, 
Raymond Vincent. 

How to write a report your boss will read 

(and remember) [by] Raymond V. Lesikar.’ 

ae nl., Dow Jones-Irwin, 1974. 

ISBN 0-87094-078-3 

TAES719. L444] 74-10902 9:95 

I. Business report writing. 2. Report 

writing. L Title. 

Prepared fror C.I.P. 


SWAIN, Dwight V. 808.3 
Techniques of the selling writer, by Dwight 
V. Swain, [New ed.] Norman, University 
of Oklahoma Press [1974, c1965] viii, 330 
p. 21 cm. ISBN 0-8061-1139-9 First ed. 
published in 1965 under title: Tricks & 
techniques of the selling writer. 


.808°.066°65178021 


Bibliography: p. 1321]-323. [PN147.S88 
1974] 73-7419 6.95 
i. Fiction—Authorship. I. Title. 


JOSEPH, Michael, 1897- 
1958. 

How to write a short story. 2d ed. 

[Folcroft, Pa.] Folcroft Library Editions, 

1974. p. cm. Reprint of the ed. published 

by Hutchinson, London. [PN3378.J6 1974] 

74-1397C 8.50 (lib. bdg.). 

1. Short story. I. Title. 

Prepared from C.I.P. 


NOTESTEIN, Lucy Lilian. 808.371 
The modern shori-story; a study of the 
form: its plot, structure, development, and 
other requirements, by .Lucy Lilian 
Notestein in collaboration with Waldo 
Hilary Dunn. ([Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. Reprint of the 
1914 ed. published by A. S. Barnes, New 
York. [PN3373.N6 1974] 74-9904 15.00 
(lib. bdg.). 

i. Short story. I. Dunn, Waldo Hilary, 
1882-1969, joint author. II. Title. y 
Prepared from C.I.P. 


MUSCATINE, Charles, ed. 808.8 
The Borzoi college reader [edited by] 
Charles Muscatine & Marlene Griffith. 2d, 
shorter ed. New York, Knopf; [distributed 
by Random House, 1974] xiii, 412, v p. 24 
cm. ISBN 0-394-31834-X [PE1122.M8 
1974} 73-20137 4.95 (pbk.). 

1. College readers. I. Griffith, Marlene, 
joint ed. II. Title. 


WELLS, C. Michael, comp. 808.803 
Apple seeds and beer cans; man and 
nature in literature [compiled by] C. 
Michael Wells, Alan R. Velie [and] Donita 
Williams Walker. Pacific Palisades, Calif., 
Goodyeer Pub. Co. [1974] p. cm. ISBN 0- 
87260-076-5 [PN6071.H78W4] 73-85499 
5.95 (pbx.). 

I. Human ecology—Literary collections. I. 
Velie, Alan R., 1937- joint comp. If. 
Walker, Donita Williams, 1944- joint 
comp. Il. Title. 

Preparec from C.I.P. 


JACOBUS, Lee A. 


808.371 


808.81 


Poems in context [by] Lee A. Jacobus: 


{and} William T. Moynihan. New York, 
Harcour: Brace Jovanovich [1974] xx, 524 
p 22 cm. ISBN 0-15- 570652-7 
[PN1111.J3] 73-21081 4.95 (pbk.) 

1. Poetry—Histery and criticism. T. 
Moynihan, William T., joint author. II. 
Title. 


THE Pocket poet series. 808.8104 
no. 1-23 [New York] Kraus Reprint Co. 
[1973-1974] 4v. 15 x 22 cm. ISBN 0-527- 
71600-6. Reprint of a series issued in San 
Francisco by City Lights Books, 1955-71. 
Accompanied supplement. 


by a 
[PN6101.P462} 73-12817 95.00 (for 4 vol.’ 


set) 
1. Poetry, Modern—20th century. 


PHILLIPS, Robert S., 808.8 1°9°36 
comp. 

Moonstruck; an anthology of lunar poetry. 

Selected and with an introd. by Robert 

Phillips. New York, Vanguard Press [1974] 

xxix, 1&1 p. illus. 24 cm. ISBN 0-8149- 


0734-2 [PN6110.M6P5 1974] 73-83042 - 


7.95 
1. Moon—Poetry. I. Title. 


SOULE, George, 1930- comp. 808.82 
The theatre of the mind. Englewood Cliffs, 
N.J., Prentice-Hali [1974] p. cm. ISBN 0- 
13-913020-9. [PN6112.S684] 73-22408 
7.95 (ptk.). 

1. Drama-—Collections. I. Title. 


800 LITERATURE 
Prepared from C.I.P. 


CHICOREL, Marietta. 808’.82°016 
Chicorel theater index to plays for young 
people in periodicals, anthologies, and 
collections, edited by Marietta Chicorel. 
ist ed. New York, Chicorel Library Pub. 
Corp., 1974. 489 p. 26 cm. ISBN 0-87729- 
237-8 (Her Chicorel index series, v. 9) 
[Z5784.C5C55] 74-173632 49.50 

1. Children’s plays—Bibliography. 1. Title. 


BURACK, Abraham Saul, 
1908- comp. 

Popular plays for classroom reading. 

Edited by A. S. Burack and B. Alice 

Crossley. Boston, Plays, inc. [1974] xx, 

353 p. 24 cm. ISBN  0-8238-0151-9 

[PN6120.44B8487] 74-998 7.95 

I. College and school drama. 2. Oral 

reading. I. Crossley, B. Alice, joint comp. 

Il. Title. 

Contents omitted. 


AMPHITRYON: three 808.82°9°351 
plays in new verse translations. Plautus: 
Amphitruo, translated by James H. 
Mantinband. Moliere: Amphitryon, 
translated by James H. Mantinband. Kleist: 
Amphitryon, translated by Charles E. 
Passage. Together with a comprehensive 
account of the evolution of the legend and 
its subsequent history on the stage. Chapel 
Hill, University of -North Carolina Press, 
1973, [i.e.1974] p. cm. ISBN 0-8078- 
7057-9 (University of North Carolina 
studies in comparative literature, no. 57) 
A .A6A43] 73-14955 14.00; 8.00 


808.8241 


1. Amphitryon—Drama. I. Mantinband, 
James H., tr. Il. Passage, Charles E., tr. 
III Plautus, Titus Maccius. Amphitruo. 
English. 1973. IV. Moliere, Jean Baptiste 
Poquelin, 1622-1673. Amphitryon. English. 
1973. V. Kleist, Heinrich von, 1777-1811. 
Amphitryon. English. 1973. VI. Series: 
North Carolina. University. Studies in 
comparative literature, no. 57. 

Prepared from C.I.P. 


*WINTER’S tales. 808.83 
No. 19, 1974, edited by A. D. Maclean, is 
available from St. Martin’s Press, N.Y. for 
6.95. L.C. card no.: 55-13894. 


LIEBMAN, Arthur, 1926- 
comp. 

Tales of horror and the supernatural; the 

occult in literature. [1st ed.] New York, R. 

Rosen Press [1974] p. cm. ISBN 0-8239- 

0299-4 Bibliography: p. Discussions on the 

treatment of witches, ghosts, werewolves, 


808.8371 


and vampires in literature accompany 

nineteen representative short stories. 

(PZ5.L62Tal] Fic 73-94058 6.96 

1. Horror tales. I. Title. 

Prepared from C.I.P. 

BABCOCK, Clarence 808.882 
Merton, comp. 

Moments with father; warmhearted 


writings about the joys of having and being 
a father, edited by C. Merton Babcock. 
[Kansas City, Mo., Hallmark Cards, 1974] 


61 p. illus. 20 cm. ISBN 0-87529-349-2 
viene editions) [PN6084.F3B3] 73- 
78224 3.00 

1. Fathers—Quotations, maxims, etc. I. 
Title. 

CLARK, Betsey. 808.88'2 


. A little book of friendship. Illustrated by 


Betsey Clark. [Kansas City, Mo., Hallmark 
Cards, inc., 1974] [33] p. col. illus. 11 cm. 
ISBN 0-87529- 368-9 (Hallmark editions) 
[PN6084.F8C58] 73-83387 1.95 

I. Friendship—Quotations, maxims, ete. I. 
Title. 


800 LITERATURE 


ARNOLD, Matthew, 1822-1888. 809 
Essays in criticism, third series. With an 
introd. by Edward J. O’Brien. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1910 ed. Published by 
Ball Pub. Co., Boston. [PR4022.E3 1974] 
74-13264 15.00 

I. Title. 

Prepared from C.I.P. Contents omitted. 


ATKINS, Elizabeth, 1891- 809.1 
The poet’s poet; essays on the character 
and mission of the poet as interpreted in 
English verse of the last one hundred and 
fifty years. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1922 
ed. published by M. Jones, Boston. 
Originally presented as the author’s thesis, 
University of Nebraska, 1920. Includes 
bibliographical references. [PN1064.A74 
1974] 74-9902 25.00 

1. Poetry. 2. English poetry—History and 
criticism. 3. American poetry—History and 
criticism. I. Title. 

Prepared from C.I.P. 


ROGERS, Stephen. 809.1 
Classical Greece and the poetry of 
Chenier, Shelley, and Leopardi. Notre 
Dame [Ind.] University of Notre Dame 
Press [1974] p. cm. ISBN 0-268-00503-6 
Bibliography: p. 217-229. [PN1126.R64] 
79-85350 9.95 

1. Poetry, Modern-—History and criticism. 
2. Literature, Comparative—Greek and 
European. 3. Literature, Comparative— 
European and Greek. 4. Romanticism. I. 
Title. 

Prepared from C.LP. 


SNODGRASS, William DeWitt, 
In radical pursuit: critical essays and 
lectures [by] W. D. Snodgrass. [lst ed. 
New York, Harper & Row [1974, c1975 
p. cm. ISBN 0-06-013917-X [PN37.S57] 
73-14290 6.95 ` 

i. Literature—Addresses, essays, lectures. 
I. Title. 

Prepared from C.I.P. 


WEINSTEIN, Arnold L. 809.3 
Vision and response in modern fiction [by] 
Arnold L. Weinstein. Ithaca [N.Y.] Cornell 
University Press [1974] 282 p. 23 cm. 
ISBN 0-8014-0833-4 Includes 
bibliographical references. [PN3503.W39 
1974] 73-20793 11.50 

i. Fiction—20th  century—History and 


809.1 


criticism. 2. Fiction—19th century— 
History and criticism. T. Title. 
PIRANDELLO; Luigi, 1867- 809.7 
1936. 

On humor. Introduced, translated, and 


annotated by Antonio Illiano and Daniel 
P. Testa. Chapel Hill, University of North 
Carolina Press [1974] p. cm. ISBN 0- 
8078-7058-7 (University of North 
Carolina. Studies in comparative literature, 
no. 58) Translation of L’umorismo. 
[PN6147.P513 1974] 74-4281 6.00 


1. Wit and humor--History and criticism. ` 


I, Illiano, Antonio, ed. II. Testa, David P., 
ed. Jif, Title. IV. Series: North Carolina. 


University. Studies in comparative 
literature, no. 58. 

Prepared from C.I.P. 

KOSTKA, Edmund K. 8097.933 


Glimpses of Germanic-Slavic relations 
from Pushkin to Heinrich Mann [by] 
Edmund Kostka. Lewisburg [Pa.] Bucknell 
University Press [1974] p. cm. ISBN 0- 
8387-1371-8 Bibliography: p. 
(PG2981.G3K6] 73-8303 12.00 

i. Literature, Comparative—Russian and 


10A 


German. 2. Literature, Comparative— 
German and Russian. I. Title. 
Prepared from C.I.P. 


MEEKER, Joseph W. 809°.933 
The comedy of survival; studies in literary 
ecology, by Joseph W. Meeker. New York, 
Scribner [1974] xxi, 217 p. 24 cm. ISBN 0- 
684-13711-9 Bibliography: p. 203-210. 
[PN48.M4] 74-1002 8.95 

i. Human ecology in literature. L Title. 


THIEBAUX, Marcelle. 809’.933 
The stag of love; the chase in medieval 
literature. Ithaca, Cornell University Press 
[1974] 249 p. illus. 23 cm. ISBN 0-8014- 
0792-3 Includes bibliographical references. 
[PN682.H8T48] 73-14396 13.50 

l. Literature, Medieval—History and 
criticism. 2. Hunting in literature. 3. Love 
in Literature. I. Title. 


BRADLEY, Edward Sculley, 810.8 
1897- comp. 
The American tradition in literature. 


Edited by_Scully Bradley [and others] 4th 
ed., shorter ed. in 1 v. [New York] Grosset 
& Dunlap; distributed by W. W. Norton 
[1974] xxx, 2001 p. 22 cm. ISBN 0-448- 
13252-8 Bibliography: p. 1988-2001. 
[PS507.B742 1974] 73-14129 10.50 

1. American literature. I. Title. 


BRADLEY, Edward Sculley, 
1897- comp. 

The American tradition in literature. 
Edited by Sculley Bradley [and others] 4th 
ed. [New York] Grosset & Dunlap; 
distributed by W. W. Norton [1974] 2 v. 
22 cm. ISBN 0-448-13150-1 Bibliography: 
v. 1, p. 1804-1808; v. 2, p. 1831-1835. 
[PS507.B74 1974] 73-14128 9.25 per vol. 
i. American literature. I. Titie. 


810.8 


LIFE as we know it, 810.80054 
and other original fiction and poetry; with 
a symposium on ”The first novel before 
and after.” Edited with an introd. by 
George Garrett. [Ist ed.] Garden City, 
N.Y., Anchor Press, 1974. p. cm. ISBN 0- 
385-04802-5 (Intro 6) [PS508. C6163 no. 6] 
[PS536.2] 74-2836 2.95 (pbk.) 

1. American Hterature—20th entur I 
Garrett, George P., 1929- ed. II Series: 
Intro (New York, 1968- ) 6. 

Prepared from C.1.P. 


CONRON, John, comp. 810.8036 
The American landscape; a critical 
anthology of prose and poetry. New York, 
Oxford University Press, 1973 [c1974] 
xxiv, 625 p. illus. 23 cm. ISBN 0-19- 
501767-6 Bibliography: p. 616-625. 
[PS509.L3C6 1974] 73-90343 6.95 (pbk.) 
1. Landscape—Literary collections. 2. 
American literature. T. Title. 


TRENT, William Peterfield, 
1862-1939.. 

Great writers of America, by W. P. Trent 

and John Erskine. [Foleroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 


810.9 


the 1912 ed. published by Williams and ’ 


Norgate, London, which was issued as no. 
52 of The Home university library of 
modern knowledge. Bibliography: p. 
[PS92.T75 1974] 74-13032 15.00 

1. American  literature—History and 
criticism. I. Erskine, John, 1879-1951. H. 
Title. 

Prepared from C.I.P. Contents omitted. 


VOGEL, Dan. 810°.9°16 
The three masks of American tragedy. 
Baton Rouge, Louisiana Stete University 
Press [1974] xiv, 180 p. 23 cm. ISBN 0- 
8071-0066-8 Bibliography: p. 173-176. 
[PS88.V6] 73-90865 6.95 


AMERICAN BOOK PUBLISHING RECORD 


i. American  literature—History and 
erticism. 2. Tragedy. I. Title. 
RUBIN, Louis Decimus, 810°.9°975 
1923- ed. 

South: modern Southern literature in its 
cultural setting, edited by Louis D. Rubin, 
Jr, and Robert D. Jacobs. Westport, 
Conn., Greenwood Press [1974, c1961] p. 
cm. ISBN 0-8371-7224-1 Reprint of the 
ed. published by Doubleday, Garden City, 
N.Y., which was issued as no. C316 of 
Dolphin books. Bibliography: p. 
{[PS261.R65 1974] 73-16744 16.00 

1. American literature—Southern States— 
Addresses, essays, lectures. I. Jacobs, 
Robert D., 1918- joint ed. IL. Title. 
Prepared from C.I.P. 

STAUFFER, Donald Barlow, 811.009 

1930- 

A short history of American poetry. [1st 
ed.] New York, Dutton, 1974. xvii, 459 p. 
22 cm. ISBN 0-525-20365-6 Bibliography: 
p. 429-448. [PS303.S67] 69-13347 11.95 ~ 
1. American poetry—History and criticism. 


I. Title. 


ADAMS, James Taylor, 811.04 
comp. 

Death in the dark; a collection of factual 

ballads of American mine ‘disasters, with 

historical notes. [Norwood, Pa.] Norwood 

Editions, 1974. p. cm. Reprint of the 1941 

ed. published by Adams-Mullins Press, Big 

Laurel, Va. [PS595.M5A3 1974] 74-14752 

10.00 (lib. bdg.). 

i. Mine accidents—Poetry. 2. American 

ballads and songs. I. Title. 

Prepared from C.I.P. 


MERSMANN, James F., 1938- 811.05 
Out of the Vietnam vortex; a study of 
poets and poetry against the war, by James 
F. Mersmann. Lawrence, University Press 
of Kansas [1974] xii, 277 p. 25 cm. ISBN 
0-7006-0113-9 Bibliography: p. 269-274. 
[PS309.P7M4] 73-17366 10.50 

i. Protest poetry, American—20th 
century—History and criticism. Z. 


Vietnamese Conflict, 1961- —-Literature 
and the war. I. Title. 
GIMMESTAD, Victor E. 811.2 


John Trumbull, by Victor E. Gimmestad. 
New York, Twayne Publishers [1974] 183 
p. 21 cm. ISBN 0-8057-0746-8 (Twayne’s 
United’ States authors series, TUSAS 240) 
Bibliography: p. 169-176. [PS853. G5] 73- 
17016 6.50 

1. Trumbull, John, 1750-1831. 


WHITTIER, John 
Greenleaf, 1807-1892. 
Whittier’s use of the Bible. by James Stacy 
Stevens. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1930 
ed. published by University Press, Orono, 
Me., which was issued_as 2d ser., no. 16 of 
University of Maine studies, and as v. 23, 
no. 5 of Maine bulletin. [PS3253.S7 1974] 
74-13173 15.00 
1. Whittier, John Greenleaf, 1807-1892— 
Quotations. 2. Whittier, John Greenleaf, 
1807-1892—Sources. 3. Bible in literature. 
I. Stevens, James Stacy, 1864-1940, comp. 
H. Title. If. Series: Maine. University. 
oe of Maine studies, 2d ser., no. 
i . 


Prepared from C.I.P. 


WALKER, Franklin 

Dickerson, 1900- 
Irreverent pilgrims; Melville, Browne, and | 
Mark Twain in the Holy Land [by] 
Franklin Walker. Seattie, University of 
Washington Press [1974] p. cm. ISBN G0- 


“81173 B 


811’.3°09 
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295-95344-6 | Includes bibliographical 
references. [DS107.W16] 74-10644 9.95 

l. Browne, John Ross, 1821-1875. Yusef 
2. Melville, Herman, 1819-1891. Clarel. 3. 
Clemens, Samuel Langhorne, 1835-1910. 
The innocents abroad. 4. Palestine— 
Description and travel. I. Title. 

Prepared from C.I.P. 


DISPINSON, Emily, 1830- 
886. 

For love of her; poems. Drawings by 
Walter Stein. [Ist ed.] New York, C. N. 
Potter; distributed by Crown Publishers 
[1974] 76 p. illus. 29 cm. ISBN 0-517- 
51487-7 [PS1541.F6 1974] 73-94240 8.95 
I. Title. 


811.4 


SCHULTZ, Pearle 811.4 B 
Henriksen. 

Paul Lawrence Dunbar: Black poet 

laureate. Ilustrated by William 


Hutchinson. Champaign, Ill., Garrard Pub. 
Co. [1974] p. cm. ISBN 0-8116-4516-9 
(Creative people in the arts and sciences) 
Biography of a black American poet whose 
early dialectic works were superseded by 
works exposing the problems of his race. 
[PS1557.S3] 92 73-22071 4.25 

1. Dunbar, Paul Laurence, 1872-1906— 
Biography—Juvenile literature. L 
Hutchinson, William M., illus. 

Prepared from C.I.P. 


THOMPSON, Slason, 
1935. 

Eugene Field: a study in heredity and 
contradictions. New York, Beekman 
Publishers, 1974. 2 v. illus. 23 cm. ISBN 
0-8464-0005-7 (American newspapermen, 
1790-1933) Reprint of the 1901 ed. 
ublished by Scribner, New York. 
PS1668.TS 1974] 74-586 37.50 (2 vol. set) 
1. Field, Eugene, 1850-1895-—Biography. 


ADOFF, Arnold, comp. 811.508 
My Black me: a beginning book of Black 
poetry. [1st ed.] New York, Dutton [1974] 
xii, 83 p. 24 cm. ISBN 0-525-35460-3 A 
compilation of poems reflecting thoughts 
on being black by such authors as 
Langston Hughes, Lucille Clifton, Nikki 
Giovanni, and Imamu Amiri Baraka. 
[PS591.N4A29] 73-16445 5.50 (lib. bdg.) 

i. American poetry-—Negro authors. I. 
Title. II. Title: Black poetry. 


HOPKINS, Lee Bennett, 
comp 

Take thold: an anthology of Pulitzer Prize 

winning poems. [Ist ed.] Nashville, T. 

Nelson [1974] p. cm. ISBN 0-8407-6408- 

1 Offers selections from the prize-winning 

works of nineteen American poets. 

[PS613.H6] 74-14528 5.95 

l. American poetry—20th century. 2. 

Pulitzer prizes. I. Title. 

Prepared from C.I.P. 


HOPKINS, Lee Bennett, 
comp. 

Hey-how for Halloween! Illus. by Janet 
McCaffery. [1st ed.] New York, Harcourt 
Brace Jovanovich [1974] 31 p. illus. 21 cm. 
ISBN 0-15-233900-0 An anthology of 
Halloween poetry by John Ciardi, Maurice 
Sendak, e. e. cummings, ‘Carl Sandburg, 
and others. [PZ8.3.H776He] 74-5601 4.75 
il. Halloween—Juvenile poetry. — 2. 
Children’s poetry. I MeCaffery, Janet, 
illus. If. Title. 


1849- 811°.4B 


811.508 


811.50833 


BISHOP, John Peale, 81.52 
1892-1944. 

The undertaker's garland [by] John Peale 

Bishop fand] Edmund Wilson, Jr. 

Decorations by Boris Artzybasheff. 


[Folcroft, Pa.] Folcroft Library Editions, 


1974 [c1922] p. cm. Reprint of the ed. 
published by Knopf, New York. 
TPS509.D4B5 1974b] 74-14616 17.50 (lib. 
odg.). 

1. Death—Literary collections. I. Wilson, 
Edmund, 1895-1972, joint author. II. Title. 
Prepared from C.LP. 


CHAPIN, Henry. 811°.5°2 
A celebration; poems. Dublin, N.H., W. L. 
Bauhan. [1974] vii, 88 p. 23 cm. ISBN 0- 
B7233-030-3 “Some of the poems 
‘previously appeared in the London 
mercury, the Review of literature, and the 
Bound.” [P$3505.H3514C4] 73-89260 4.95 
L Title. 


FRANCIS, Robert, 1901- 811°.5°2 
Like ghosts of eagles: poems, 1966-1974. 
Drawings by Jack Coughlin. [Ambherst, 
Mass.] ara of Massachusetts Press 


[1974] 68 illus. 21 cm. 
[PS3511.R237L5] Pg. 93173 7.50 

I. Title. 

HONIG, Edwin. 811.52 


Shake a spear with me, John Berryman; 
new poems and a play. [Providence] 
Copper Beech Press [1974] 62 p. 22 cm. 
ISBN 0-914278-02-9 [PS3515.0499S5] 74- 
75514 3.00 

LI. Title. 


MANDELIK, Peter. 811.52 
A concordance to the poetry of Langston 
Hughes, compiled by Peter Mandelik and 
Stanley Schatt. Detroit, Gale Research Co. 
[1974] p cm. ISBN 0-8103-1011-2 
[PS3515.U274Z49 1974] 74-11251 40.00 
1. Hughes, Langston, 1902-1967-- 
Concordances. I. Schatt, Stanley, joint 
author. II. Hughes, Langston, 1902-1967. 
II. Title. 
Prepared from C.LP. 
MORRISON, Kathleen, 811.52 B 
Robert Frost; a pictorial chronicle. New 
Si Holt, Rinehart and Winston [1974] 
cm. ISBN 0-03-012601-0 
fPs3sit. R94Z795] 74-3383 10.95 
1. Frost, Robert, 1874-1963—Biography. 2. 
Frost, Robert, 1874-1963—Portraits, etc. 
Prepared from C.LP. 


ZATURENSKA, Marya, 1902- 8117.52 
The hidden waterfall; poems. New York, 
Vanguard Press [1974] 69 p. front. 24 em. 
ISBN 0-8149-0783-5 [PS3549.A77H5] 73- 
91288 5.95 

i. Title. 


*BAGLEY, Joyce M. 811.54 
Jots of thoughts. New York, Vantage Press 
[1974] 64 p. 21 cm. ISBN 0-533-00975-8 
3.50 

I. Title. 


BARTELS, Susan L. 811.54 
Step carefully in night grass; a collection of 
poems, by Susan L. Bartels. Winston- 
Salem, N.C., J. F. Blair [1974] 55 p. 22 
cm. ISBN 0-910244-76-6 [PS3552.A748S8] 
74-75750 4.50 


L. Title. 
BLESSING, Richard Allen. 811.54 
Theodore Roethke’s dynamic vision. 


Bloomington, Indiana University Press 
{1974] x, 240 p. port. 22 cm. ISBN 0-253- 
35910-4 Bibliography: p. 227-230. 
[PS3535.039Z58] 73-15282 8.95 

1. Roethke, Theodore, 1908-1963— 
Criticism and interpretation. I. Titie. 


CLIFTON, Lucille, 1936- 811.54 
Everett Anderson’s year. Illustrated by 
Ann Grifalconi. [ist ed.] New York, Holt, 
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Rinehart and Winston [1974] p. cm. ISBN 
0-03-012736-X A poem for each month of 
the year reflects the major and minor 
events in the life of a young boy. 
[PZ8.3.C573Ex] 73-22424 4.95 

I. Grifalconi, Ann, illus. Il. Title. 

Prepared from C.I.P. 


DE FOREST, Julie Morrow. 811.574 
Belfry chimes and other rimes. New York, 
Vantage Press [1974] 64 p. 21 cm. ISBN 
0-533-00955-3 Poems 3.95 

I. Title. 


DOWNEY, Con. 811°.5°4 
To go to Rome; poems, 1965-67, edited, 
with some revisions and additions, 1973. 
Philadelphia, Dorrance [1974] 103 p. 22 
cm. ISBN 0-8059-1992-9 
[PS3554.0933T6] 73-94157 3.95 

L Title. 


DUMAS, Henry, 1934-1968. 8117.54 
Play ebony: play ivory. Edited by Eugene 
Redmond. [Ist ed] New York, Random 
House [1974] p. cm. ISBN 0-394-48970-5 
Poems. [PS3554.U43P6 1974] 74-4126 
5.95 

I. Title. 

Prepared from C.I.P. 


DUYKERS, Andrea. 811.54 
Just the same it was raining. Illustrated by 
Claudia Ricketts. Millbrae, Ca. Celestial 
Arts [1974, c1971] [96] p. illus. 22 cm. 
ISBN 0-912310-46-4 Poems. 
[PS3554.U85J8 1974] 73-86637 2.95 (pbk.) 
L Title. 


GALVIN, Brendan. 811°.5°4 
No time for good reasons. [Pittsburgh] 
University of Pittsburgh Press [1974] p. 
em. ISBN 0-8229-5250-5 (Pitt poetry 
series) Poems. [PS3557.A44N6] 74-4091 
2.95 (pbk.). 

L Title. 

Prepared from C.I.P. 


GIZZI, Michael. 811.54 
Carmela Bianca; poems. (Providence, R.I., 
Bonewhistle Press, 1974] 60 p. 21 cm. 
ISBN 0-914298-08-9 [PS3557.I9C3] 74- 
75121 2.25 

I. Title. 

Publisher’s address: Box 4, S.A.O. Brown 
University Press, Providence, R.I. 02912. 


HAMMOND, John C. 811.54 
On God & man & other matters [by] John 
C. Hammond. Philadelphia, Dorrance 
[1974] 43 p. 22 cm. ISBN 0-8059-2002-1 
Poems. [PS3558.A44905] 74-75412 2.95 

LL Title. 


HAZO, Samuel John. 81.54 
Quartered. [Pittsburgh] University of 
Pittsburgh Press [1974] p. cm. ISBN 0- 
8229-3284-9 (Pitt poetry series) Poems. 
[PS3515.A9877Q3] 74-4523 5.95 

I. Title. 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
8229-5253-X. 


HOLT, Louise Yvonne 
Labelle. 

Potpourri of poetry, by Louise Holt. san 

Antonio, Naylor Co. [1974] viii, 104 p. 

cm. ISBN 0-8111-0530-X [PS3558. divej 

73-22709 4.95 

L Title. 


HOPKINS, Lee Bennett. 811.54 
Kim’s place, and other poems. Drawings 
by Di Fiori. [ist ed] New York, Holt, 
Rinehart and Winston [1974] [32] p. col. 
illus. 24 cm. ISBN 0-03-012081-0 Sixteen 
poems reflecting the life of the very young 
and attitudes about such things as rain, 


811.54 
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color, puppies, dreams, mirrors, and fear. 
[PZ8.3.H776Ki] 73-14613 4.95 (lib. bdg.). 
1. Children’s poetry. I. Di Fiori, Lawrence, 
illus. IT. Title. 


HOUGH, Lindy, 1944- 811.54 
Psyche. [Plainfield, Vt.] North Atlantic 
Books [1974] 142 p. 23 cm. ISBN 0- 
913028-24-K Poem. [PS3558.0844P7] 74- 
172768 3.00 (pbk.). 

I. Title. 


> JACCOTTET, Philippe. 811.574 
Breathings; the poems of Philippe 
Jaccottet. Translated by Cid Corman. 


Illustrated by Anne-Marie Jaccottet. [lst - 


ed. New . York] Grossman Publishers 
[1974] 131 p. illus. 24 cm. ISBN 0-670- 
18868-9 ”A Mushinska book.” 841/.9/14 
[PQ2670.A225B7] 73-89804 20.00 

I. Title. 

Pbk. 5.95, ISBN 0-670-18869-7. 


KELLEY, Sandy. 811.54 
Instant tears for lovers. Illustrated by 
Claudia Ricketts. Millbrae, Caf[lif.] Celestial 
Arts [1974] [96] p. illus. 22 cm. ISBN 0- 
912310-51-0 Poems. [PS3561.E389I5} 73- 
86639 2.95 (pbk.) 

I. Title. 


LANDRY, Margaret Mary. 811.54 
A garden enclosed. San Antonio, Tex., 


Naylor Co. [1974] vii, 15 p. 22 cm. ISBN 
0-8111-0532-6 Poems. [PS3562.A482G3] 
74-176 3.95 

I. Title. 

MCKUEN, Rod. 811.54 


Moment to moment. New York, Simon 
and Schuster [1974] p. cm. ISBN 0-671- 
21839-5 Poems. [PS3525.A264M6 1974] 
74-10780 5.95 

T. Title. 

Prepared from C.I.P. 


MARKS, Jim, 1934- 811.54 
Jazz, women, soul. Millbrae, Calif., 
Celestial Arts [1974] p. cm. ISBN 0- 
912310-71-5 Poems. [PS3563.A6665J3] 
74-8321 3.95 (pbk.) 

I. Title. 

Prepared from C.I.P. 

MENASHE, Samuel, 1925- 811.54 


To open. New York, Viking Press [1974] 
118 p. 21 cm. ISBN 0-670-71766-5 Poems. 
[PS3563.E4706 1974] 73-17680 6.95. 

L. Title. 


MILLER, May. 811.54 
The clearing and beyond. [lst ed.] 
Washington, Charioteer Press, 1974. vii, 49 
p. 20 cm. ”Limited to 400 copies.” 
Consists of a section of poems published 
by Charioteer Press in 1959 under title: 
Into the clearing, and a section of later 
poems. [PS3563.1418C6] 73-93070 5.00 


‘I. Miller, May. Into the clearing. 1974. II. 
Title. 


MILLER, Vassar. 811.54 
If I could sleep deeply enough; poems. 
New York, Liveright [1974] p. cm. ISBN 
0-87140-607-0 [PS3525.1563514] 74-13320 
5.95 

L Title. 

Prepared from C.I.P. Pbk. 2.45, ISBN 0- 
87140-099-5, 


MILTON, John R., comp. 811.54 
Four Indian poets. Edited by John R. 
Milton. Vermillion, S.D., Dakota Press, 
1974. 67 p. 22 cm. ISBN 0-88249-015-X 
[PS591.155M5] 73-76244 1.95 (pbk.). 

i. American poetry—Indian authors. 2. 
American poetry—20th century. I. Title. 


vn 


NIMOY, Leonard. 811.54 
Will I think of you? Millbrae, Calif., 
Celestial Arts [1974] p. cm. ISBN 0- 
912310-70-7 Poems. [PS3564.1SW5] 74- 
8357 3.95 (pbk.) 

I. Title. 


„Prepared from C.I.P. 


RINDER, Walter. 811.54 
The humanness of you. Poems & photos. 
by Walter Rinder. Millbrae, Calif., 
Celestial Arts [1973, [i.e.1974] v. illus. 
22 cm. [PS3568.I5H8] 73-86635 2.95 


(pbk.) 
È Title. 


RUDD, Margaret Thomas. 811.54 
.. and three small fishes, by Margaret 
Thomas Rudd, Dorothy Cridlin Rudd, and 
Joyce Rudd White. [Verona, Va.] McClure 
Press [1974] 85 p. illus. 24 cm. Poems. 
[PS3568.U32A83] 74-75642 5.00 

I. Rudd, Dorothy Cridlin. H. White, Joyce 
Rudd. IIT. Title. 


SAMPER], Frank. 811.54 
Lumen gloriae; poems. [1st ed. New York] 
Grossman Publishers [1974, c1973] [90] p. 
26 cm. ISBN 0-670-44435-9 "A 
Mushinsha book.” [PS3569.A466L8 1974] 
73-89803 15.00 

I. Title. 

Pbk. 5.95, ISBN 0-670-44436-7. 


SANFILIP, Thomas. 811.54 
By the hours and the years. Boston, 
Branden Press [1974] 27 p. 22 cm. ISBN 
0-8283-1538-8 Poems. [PS3569.A5257B9] 
74-75037 2.75 

I. Title. 


SPRUILL, Robert L. 811.54 

Lines of our times [by] Robert L. Spruill. 

Philagelphia, Dorrance [1974] 67 p. port. 
cm. ISBN 0-8059-1980-5 Poems. 

[PS35653 P73L5] 73-92875 2.95 

L. Title. 


TICHENOR, Jerome. 8117.5°4 
Poems in contempt of progress. Edited by 
Joel W. Hedgpeth. Pacific Grove, Calif., 
Boxwood Press [1974] viii, 70 p. 22 cm. 
[PS3570.125P6] cs 174458 2.95 

I. Title. 


VALENTINE, Jean. 811.54 
Ordinary things. New York, Farrar, Straus, 
Giroux [1974] p. cm. ISBN 0-374-22722-5 
Poems. [PS3572.A3907] 74-11452 8.95 

ï. Title. 

Prepared from C.I.P. 


*WELLESLEY, Stanley. 811.54 
Poems. New York, Vantage Press [1974] 
40 p. 21 cm. ISBN 0-533-01047-0 3.50 

L. Title. 


WHITMAN, William. 811.54 
The dancing galactic bear. Trumansburg, 
N.Y., Crossing Press [1974] 61 p. 21 cm. 
ISBN 0-912278-53-6 (Crossing Press series 
of new poets) Poems. [PS3573.H52D3] 74- 
75475 2.50 

I. Title. 


WHITTEMORE, Reed, 1919- 811.54 
The mother’s breast and the father’s house; 
a Boston, Houghton Mifflin, 1974. 

cm. ISBN 0-395-19840-2 


[rsas4s; H868M6] 74-12180 5.95; 3.95 
(pbk.). 

I. Title. 

Prepared from C.I.P. 

WIEGNER, Kathleen. 811.54 
Country Western breakdown. 


Trumansburg, N.Y., Crossing Press [1974] 
64 p. 22 cm. ISBN 0-912278-51-X 


. AMERICAN BOOK PUBLISHING RECORD 


(Crossing Press series of new poets) 


Poems. [P$3573.134C6] 73-92263 . 2.50 
(pbk.) 

L Title. 

WILD, Peter. 811°.5°4 


The cloning. [lst ed.] Garden City, N.Y., 


Doubleday, 1974. p. cm. ISBN 0-385- 
07595-2 Poems. [PS3573.142C5] 74-131 
5.95 

I. Title. 


Prepared from C.I.P. 


BELL, Bernard W. 8117.5°409 
The folk roots of contemporary Afro- 
American poetry, by Bernard W. Bell. [lst 
ed.] Detroit, Broadside Press [1974] 80 p. 
22 cm. ISBN 0-910296-93-6 (Broadside 
critics series, 3) Bibliography: p. 76-80. 
[PS153.N5B44] 73-77905 5.00 

I. American poetry—Negro authors— 
History and criticism. 2. Folk-lore, Negro. 
3. Folk-lore in literature. I. Title. II. Series. 


FRAZER, Winifred L., 
1916- 

E.G. and E. GO: Emma Goldman and 

The iceman cometh [by] Winifred L. 

Frazer. Gainesville, University Presses of 

Florida, 1974. 105 p. port. 23 cm. ISBN 0- 


812.52 


8130-0504-3 (University of Florida 
humanities monograph no. 43) ”A 
University of Florida book.” Includes 
bibliographical references.” 


[PS3529.N5Z643] 74-7361 3.00 (pbk.). 

I. O’Neill, Eugene ' Gladstone, 1888- 
1953—Political and social views. 2. 
Goldman, Emma, 1869-1940. 3. O'Neill, 
Eugene Gladstone, 1888-1953. The iceman 
cometh. If. Title. II. Series: Florida. 
University, Gainesville. University of 
Florida monographs. Humanities, no. 43. 


POR EY: William Arthur, 
Banquets & beggars; dramas and 
meditations on six parables [by] W. A. 
Poovey. Minneapolis, ' Minn., Augsburg 
Pub. House [1974] 128 p. 20 cm. ISBN 0- 
8066-1419-6 [PS3531.059B3] 74-77672 
2.95 (pbk.) 4 

i. Jesus Christ—Drama. 2. Jesus Christ— 
Parables—Meditations. I. Title. 


812’.5°2 


BEHRENS, June. 812.54 
Feast of Thanksgiving, the first American 
holiday; a play in two acts. Pictures by 
Anne Siberell. Chicago, Childrens Press 
[1974] p. ISBN 0-516-08725-8 ”A Golden 
Gate junior book.” Recreates the first 


Thanksgiving as it might have been, 


. featuring Squanto and a Pilgrim family. 


[PN6120.T5B4] 74-3113 5.25; 3.95 (for 
schools and libraries) 

1. Thanksgiving Day—Juvenile drama. I. 
Siberell, Anne, illus. IT. Title. 

Prepared from C.I.P. 


ECKERT, Allan W. 812.54 
Tecumseh! A play, by Alan W. Eckert. 
[lst ed.] Boston, Little, Brown [1974] x, 
176 p. front. 20 cm. ISBN 0-316-20872-8 
[PS3555.C55T4] 74-9562 2.50 (pbk.) 

1. Tecumseh, Shawnee chief, 1768-1813— 
Drama. I. Title. 


GELBER, Jack. . » 8127.54 
The apple & square in the eye; two plays. 
Introd. by Richard Gilman. New York, 
Viking Press [1974] x, 212 p. 20 cm. ISBN 
0-670-00422-7 (A Viking compass book) 
"A Richard Seaver book.” 
[PS3513.E42A19 1974] 73-17678 2.95 
(pbk.) 

I. Gelber, Jack. Square in the eye. 1974. II. 
Title. III. Title: Square in the eye. 
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*GLINES, John. 812.5°4 
In the desert of my soul. [New York] 
Dramatists Play Service [1974, cl971] 19 
p- 20 cm. 0.95 (pbk.} 

I Title. 


*LONDON, Roy. 8127.5°4 
The amazing activity of Charley Contrare 
and the Ninety-Eighth Street gang; a 
comic fantasy in two acts. [New York] 
Dramatists Play Service [1974, c1972] 69 
p. 20 cm. 1.75 (pbk.) 

L Title. 


*PATRICK, John. 812.54 
The enigma. [New York] Dramatists Play 
Service [1974] 47 p. 20 cm. 1.75 (pbk.) 

I. Title. 


*PATRICK, John. 812.54 
Opal’s baby; a new sequel in two acts. 
{New York] Dramatists Play Service 
[1974] 57 p. 20 cm. 1.75 (pbk.) 

L Title. 


SIEGEL, Eli, 1902- 812.54 
The Frances Sanders lesson and two 
related works. New York, Definition Press, 
1974. 54 p. illus. 21 cm. ISBN 0-910492- 
19-0 Contents.—The Frances Sanders 
lesson.—The ordinary doom.—Is beauty 
the making one of opposites? 
[PS3537.1295F7] 74-79604 1.50 (pbk.) 

d. Title. 


LUCKHARDT, Mildred 
Madeleine Corell, 1898- comp. 
Funny stories to read or tell. Compiled by 
Mildred Corell Luckhardt. Illus. by Ralph 
J. McDonald. Nashville, Abingdon Press 
[1974] 160 p. illus. 25 cm. ISBN 0-687- 
13869-8 Bibliography: (p. 154-158) 
Berl Fic 73-5984 73-5984 0-687 
4. 


1. Children’s stories. I. McDonald, Ralph. 
illus. TI. Title. 
Contents omitted. 


FARMER, Philip Jose, 
comp. 

Mother was a lovely beast; a feral man 

anthology, fiction and fact about humans 

raised by animals. [Ist ed.] Radnor, Pa., 

Chilton Book Co. [1974] p. cm. ISBN 0- 

8019-5964-0 [PZ1.F24Mo] [PS648.W58] 

74-11117 6.95 

1. Wolf  children—Fiction. 2. Wolf 

children. I. Title. 

Prepared from C.I.P. Contents omitted. 


SILVERBERG, Robert, 
comp. 

Threads of time; three original novellas of 
science fiction, by Gregory Benford, 
Clifford D. Simak [and] Norman Spinrad. 
Edited and with an introd. by Robert 
Silverberg. [Ist ed.] Nashville, T. Nelson 
[1974] . cm. ISBN 0-8407-6402-2 
[PZ1.8587Tj] [PS648.S3] 74-11290 6.50 

1. Science fiction, American. I. Benford, 
Gregory, 1941- Threads of time. 1974. II. 
Simak, Clifford D., 1904- The marathon 
Photograph. 1974. II. Spinrad, Norman. 
Riding the torch. 1974. IV. Title. 

Prepared from C.I.P. Contents omitted. 


DE FOREST, John William, 
-1826-1906 

Miss Ravenel’s conversion from secession 
to loyalty. New York, Harper, 1939. St. 
Clair Shores, Mich., Scholarly Press, 1974. 
p. ISBN 0-403-03090-0 [PZ3.D363Mi10] 
[PS1525.D5] 72-84546 19.50 

f. United States—History—Civil War, 
1861-1865—Fiction. I. Title. 

Prepared from C.LP. 


813.008 


813’.01 


813’.0876 


813.3 


BALL, Charles Edward. 813°.4 
Latcadio Hearn: an appreciation. Being a 
lecture delivered before la Societe 
internationale de philologie, sciences et 
beaux arts on 11th May, 1926, by Chas. E. 
Ball. With a foreward by J. M. Thompson. 
[Folcroft, Pa.] Foleroft Library Editions, 
1974. p. cm. Reprint of the 1926 ed. 
published by the Caxton Book Shop, 
London. [PS1918.B28 1974] 74-13639 5.00 
1, Hearn, Lafcadio, 1850-1904. 

Prepared from C.I.P. 


DE CASTRO, Adolphe 
Danziger, 1866- 
Portrait of Ambrose Bierce. New York, 


813°.4 B 


Beekman Publishers, 1974. xvi, 351 p. 
illus. 23 cm. ISBN  0-8464-0025-1 
(American newspapermen, 1790-1933) 


Reprint of the 1929 ed. published by 
Century Co., New York. Bibliography: p. 
343343. [PS1097.Z5D4 1974] 74-610 
17.00 

L. Bierce, Ambrose, 1842-19147 I. Title. 


HEERMANCE, J. Noel. 813.4 B 
Charles W. Chesnutt; America’s first great 
Black novelist, by J. Noel Heermance. 
[Hamden, Conn.] Archon Books, 1974. 
xiii, 258 p. 22 cm. ISBN 0-208-01380-6 
Bibliography: p. [247]-253. [PS1292.C6Z7] 
73-14595 8.50 

1. Chesnutt, Charles Waddell, 1858-1932. 


HOYT, Edwin Palmer. 813.4 B 
Horatio’s boys; the: life and works of 
Horatio Alger, Jr. [by] Edwin P. Hoyt. [1st 
ed.] Radnor, Pa., Chilton Book Co. [1974] 
p. cm. ISBN 0-8019-5966-7 Includes 
bibliographical references. [PS1029.43Z68] 
74-10672 8.95 

1. Alger, Horatio, 1832-1899. I. Title. 
Prepared from C.I.P. 


MOORE, Harry Thornton. 813.4 B 
Henry James [by] Harry T. Moore. New 
York, Viking Press [1974] 128 p. illus. 24 
cm. ISBN 0-670-36755-9 (A Studio book) 
Includes bibliographical references. 
[PS2123.M63 1974] 73-21499 7.95 

1. James, Henry, 1843-1916. 


BUTTITTA, Tony. 813.5°2 
After the good gay times; Asheville, 
summer of °35, a season with F. Scott 
Fitzgerald. New York, Viking Press [1974] 
xii, 173 p. 22 cm. ISBN 0-670-10912-6 
{PS3511.19Z572] 73-16826 7.95 

1. Fitzgerald, Francis Scott Key, 1896- 
1940—Biography. 2. Buttitta, Tony— 
Biography. 3. Authors—Correspondence, 
reminiscences, etc. I. Title. 


COHEN, Sarah Blacher. 813.52 
Saul Bellow’s enigmatic laughter. Urbana, 
University of Illinois Press [1974] 242 p. 
24 cm. ISBN 0-252-00401-9 Bibliography: 
p. 224-230. [PS3503.E4488Z614] 73-5408 
8.95 

1. Bellow, Saul—Style. 2. Comic, The. I. 
Title. 


HAYASHI, Tetsumaro. 813°.5°2 
Study guide to Steinbeck: a handbook to 
his major works, edited by Tetsumaro 
Hayashi. Metuchen, N.J., Scarecrow Press, 
1974. xvi, 316 p. 22 cm. ISBN 0-8108- 
0706-8 Includes bibliographies. 
[PS3537.T3234Z7142] 74-735 10.00 

1. Steinbeck, John, 1902-1968—Study— 
Outlines, syllabi, etc. I. Title. 


HEMINGWAY, Ernest, 1899- 
1961. 

The enduring Hemingway; an anthology of 

a lifetime in literature. Edited with an 

introd. by Charles Scribner, Jr. New York, 

Scribner [1974] xxix, 864 p. 24 cm. ISBN 


813°.5°2 


800 LITERATURE 


0-684-13717-8 [PS3515.E37A15 1974] 73- 
15476 14.95 
I. Scribner, Charles, ed. If. Title. 


HEYWARD, Du Bose, 1885- 
1940. 

Mamba’s daughters; a novel of Charleston. 
Dunwoody, Ga., N. S. Berg, 1974. 311 p. 
22 cm. ISBN 0-910220-59-X Reprint of 
the 1929 ed. published by Doubleday, 
Garden City, N.Y. [PZ3.H5186Mam8] 74- 
173543 9.95 

I Title. 


RASCOE, Burton, 1892- 
1957, 

Theodore Dreiser. [Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1925 ed. published by R. M. McBride, 

New York, which was issued as v. 3 of 

Modern American writers. Bibliography: p. 

91. [PS3507.R55Z8 1974] 74-14612 8.75 

(lib. bdg.). 

I. Dreiser, Theodore, 1871-1945. 

Prepared from C.LP. 


ROBERTS, Walter Adolphe, 
1886- 


813.52 


813.52 


813.52 


Royal Street, a novel of old New Orleans, 
by W. Adolphe ‘Roberts. Indianapolis, 
Bobbs-Merrill. [New York, AMS Press, 
1974, c1944] p. cm. ISBN 0-404-11415-6 
[PZ3.R5442R04]  [PS3535.01793] 73- 
18605 16.00 
I. Title. 
Prepared from C.I.P. 
SUTTON, William Alfred, 813°.5°2 
' 1915- 
Black like it is/was: Erskine Caldwell’s 
treatment of racial themes, by William A. 
Sutton. Metuchen, N.J., Scarecrow Press, 
1974. 164 p. 22 cm. ISBN 0-8108-0723-8 
Bibliography: p. 153-156. 
[PS3505.4322Z88] 74-5389 6.00 
1. Caldwell, Erskine, 1903- —Political and 
social views. I. Title. 
ANDERSON, Barbara Carol, 813.54 
1943- 
Kierkegaard: a fiction. [1st ed.] [Syracuse, 
N.Y.] Syracuse University Press, 1974. p. 
cm. ISBN 0-8156-0100-X Includes 
bibliographical references. [PZ4.A5447Ki] 
[PS3551.N357] 74-7861 8.75 
i. Kierkegaard, Soren Aabye, 1813-1855— 
Fiction. 
Prepared from C.I.P. 


LYONS, Nick. 813.54 
Fishing widows. New York, Crown 
Publishers [1974] 154 p. 22 cm. ISBN 0- 
517-51480-X [SH441.L94 1974] 73-91524 
5.95 

1. Fishing. 2. Fishing stories. T. Title. 


MICHENER, James Albert, 

1907- 7 
About Centennial; some notes on the novel 
[by] James A. Michener. New York, 
Random House [1974] p. cm. ISBN 0- 
394-45937-3 [PS3525.119C435] 74-9770 
10.00 


817.54 


1. Michener, James Alber 1907- 
Centennial. I. Title. i 
Prepared from C.I.P. 

BODE, Carl, 1911- 814.54 


Highly irregular; the newspaper columns of 
Carl Bode. Carbondale, Southern Illinois 
University Press [1974] x, 166 p. 21 cm. 
ISBN 0-8093-0684-0 [PS3503.0164H5] 
74-8704 6.95 

Lf, Title. 


ARMOUR, Richard Willard, 
1906- 
Drug store days; my youth among the pills 


817.52 


was 
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& potions. Illustrations by Catherine 
Barnes. New York, McGraw-Hill [1974, 
c1959] 184 p. illus. 21 cm. ISBN 0-07- 
002287-9. | (McGraw-Hill paperbacks) 
{[PS3501.R55D7] 2.45 (pbk.) 
I. Drugstores—U.S. 2. U.S.—Social life & 
customs. I. Title. s 
L.C. card number for original ed.: 59- 
10701. 
SEITZ, Don Carlos, 818.303 B 
1862-1935. 
Artemus Ward (Charles Farrar Browne); a 
biography and bibliography. New York, 
Beekman Publishers, 1974 [c1919] 338 p. 
illus. 23 cm. ISBN 0-8464-0009-X 
(American newspapermen, 1790-1933) 
Reprint of the ed. published by Harper, 


New York. Bibliography: p. 319-338. 
[PS1143.S4 1974] 74-622 18.50 
i. Browne, Charles Farrar, 1834-1867— 


Biography. 2. Browne, Charles Farrar, 


1834-1867—Bibliography. 


KENNEDY, William 
Sloane, 1850-1929. 
Oliver Wendell Holmes; poet, litterateur, 
scientist. [Folcroft, Pa.] Folcroft Library 
Editions, 1974 [c1883] p. cm. Reprint of 
the ed. published by S. E. Cassino, Boston. 
Bibliography: p. [PS1981.K4 1974] 74- 
13969 35.00 (lib. bdg.). 
1. Holmes, Oliver Wendell, 1809-1894. 
Prepared from C.I.P. 


818’.3°09 B 


POE, Edgar Allan, 818.3°09 B 
1809-1849. 
Edgar Allan Poe letters till now 


unpublished, in the Valentine Museum, 
Richmond, Virginia. Introductory essay 
and commentary by Mary Newton 
Stanard. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1925 
ed. published by Lippincott, Philadelphia. 
[PS2631.A34 1974] 74-14530 24.75 (lib. 


bdg.). 
1. Poe, Edgar Allan,  1809-1849— 
Correspondence. 2. Allan, John, 1780- 


1834. I. Stanard, Mary Mann Page 
Newton,. 1865-1929. I. Valentine 
Museum, Richmond, Va. II. Title. 
Prepared from C.I.P. 


BENSON, Ginny, 1923- 818’.4°09 B 
Mark Twain; in his footsteps. Illustrated by 
Harold Henriksen. Mankato, Minn., 
Creative Education; (distributed by 
Childrens Press, Chicago, 1974] 36 p. col. 
illus. 25 cm. ISBN  0-87191-325-9 
(Creative Education close-ups) A brief 
biography of the well-known nineteenth- 
century author of ”Tom Sawyer” 
Huckleberry Finn.” [PS1331.B4] 92 74- 
2105 4.95 (lib. bdg.). 

1. Clemens, Samuel Langhorne, 1835- 
1910—Biography—Juvenile literature. I. 
«Henriksen, Harold, illus. II. Title. 


WALLACE, Elizabeth, 
. 1866-1960. 

Mark Twain and the Happy Island. New 
York, Haskell House Publishers, 1974. 139 
p. illus. 23 cm. ISBN 0-8383-1756-1 
Reprint of the 1913 ed. published by A. C. 
McClurg, Chicago. [PS1334.W33 1974] 73- 
20383 16.95 (lib. bdg.) 

J. Clemens, Samuel Langhorne, 


818.4709 B 


1835- 


1910—Homes and haunts—Bermuda 
Islands. T. Title. 
CANE, Melville, 1879- 818.5209 


The first firefly; new poems and prose. [1st 
ed.] New York, Harcourt Brace Jovanovich 
[1974] x, 93 p. 21 cm. ISBN 0-15-131280- 
X [PS3505.A557F5] 73-16006 5.95 

I. Title. 


112 


and `’ 


HOLMES, Charles 8187.5°209 
Shiveley, comp. 

Thurber: a collection of critical essays, 
edited by Charles S. Holmes. Englewood 
Cliffs, N.J., Prentice-Hall [1974] p. cm. 
ISBN 0-13-920793-7 (Twentieth century 
views) (A Spectrum book) Bibliography: p. 
[PS3539.H94Z72] 74-9563 6.95 
1. Thurber, James, 1894-1961. I. Title. 
Prepared from C.I.P. Pbk. 2.45, ISBN 0- 
13-920785-6. . 

`X 


PRATHER, Hugh. 818°.5°407 
Wipe your face, you just swallowed my 
soul. [lst ed.] New York, Doubleday 


[1974] p. cm. ISBN 0-385-06207-9 
[PS3566.R27W5] 74-11642 5.95; 2.95 
(pbk.). 

L. Title. 

Prepared from C.I.P. 

SUSANN, Jacqueline. 818.5407 
Every night, Josephine! New York, 


Morrow, 1974 [c1970] x, 242 p. 22 cm. 
ISBN 0-688-00305-2 [SF426.2.887 1974] 
74-2988 6.95 

1. Dogs—Legends and stories. f. Title. 
*ENGLISH Association. 820.4 
Essays & studies. 

The 1974 edition collected by Kenneth 
Muir is available from Humanities-Hilary 
House, Atlantic Highlands, N.J. 07716 for 
5.25. L.C. card no.: 36-8431. i 


TOWNSEND, John Rowe. 820.9 
Written for children; an outline of English- 
language children’s literature. [Rev. ed.] 
Philadelphia, Lippincott [1974, c1973] p. 
ISBN 0-397-31528-7 Bibliography: p. 
{(PN1009.A1T6 1975] 74-695 4.95 

1. Children’s literature, English—History 
and criticism. I. Title. 

Prepared from C.I.P. 


BRINK, Bernhard 820’.9°001 
Aegidius Konrad ten, 1841-1892. 
History of English literature. London, G. 
Bell, 1893-96. [New York, AMS Press, 
1974] p. ISBN 0-404-09210-1 Translation 
of Geschichte der englischen Literatur. 
Original ed. issued in series: Bohn’s 
standard library. Contents—v. 1. To 
Wiclif. Translated from the German by 
Horace M. Kennedy. 1904.—v. 2. Wyclif, 
Chaucer, earliest drama, Renaissance. 
Translated from the German by Wm. 
Clarke Robinson.—v. 3. From the 
fourteenth century to the death of Surrey. 
Translated from the German by L. Dora 
Schmitz. [PR166.B8513 1974] 73-154132 
47.50 

I. English literature—Middle English, 
1100-1500—History and criticism. 2. 


Anglo-Saxon literature—History and 
criticism. I. Title. 

Prepared from C.I.P. 

EHRENPREIS, Irvin, 820°.9°004 


1920- 

Literary meaning and Augustan values. 
Charlottesville, University. Press of Virginia 
[1974] 119 p. 25 cm. ISBN 0-8139-0564-8 
Contents.—Explicitness in Augustan 
literature.-—Personae.—The style of 
sound.—The cistern and the fountain.— 
The styles of Gulliver’s travels. Includes 
bibliographical references. [PR441.E45] 73- 
94275 6.75 


1. English literature—18th century— 
History and criticism. I. Title. 
KENNEDY, John 820°.9°008 


McFarland. 
English literature, 1880-1905, by J. M. 
Kennedy. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1913 
ed. published by Small, Maynard, Boston. 


AMERICAN BOOK PUBLISHING RECORD 


[PR451.K4 1974] 74-14594 30.00 (lib. 
bdg.). 

1. English  lterature—19th century— 
History and criticism. I. Title. 

Prepared from C.I.P. 

FOSLE, Richard Harter. 820’.9°14 


The permanent pleasure; essays on classics 
of romanticism. Athens, University of 
Georgia Press [1974] xiii, 225 p. 23 cm. 
ISBN 0-8203-0311-9 Includes 
bibHographical references. [PR590.F6] 72- 
86784 8.50 
1. English = poetry—19th century— 
Adresses, essays, lectures. 2. American 
literature—19th century—Addresses, 
essays, lectures. 3. Romanticism—England. 
4. Romanticism—United States. , 
SMITH, Byron Porter, 820.93 
1389-1955. 
Islem in English literature. Edited by S. B. 
Bushrui. 2d ed. Delmar, N.Y., Caravan 
Books, 1974. p. cm. ISBN 0-88206-004-X 
Originally presented as the author’s thesis, 
Co.umbia University, 1939. Bibliography: 
p. [PR149.18S5 1974] 74-6162 12.50 
1. English  literature—History 
criticism. 2. Islam in literature. I. Title. 
Prepared from C.I.P. 


and 


DONOGHUE, Denis. 820’.9°351 
Thieves of fire. New York, Oxford 
University Press, 1974. 139 p. 22 cm. 
ISBN 0-19-519775-5 (The T. S. Eliot 
memorial lectures, 1972.) — Includes 
bitliographical references. [PR409.P68T48] 
74-75763 6.95 

L English literature—History and 
cræicism. 2. American literature—History 
and criticism. 3. Prometheus in literature. 
I. Title. I. Series. 


ROSENTHAL, Constance 
Lowengrund, 1903- 

The Vitae patrum in Old and Middle 
Erelish literature [by] Constance L. 
Resenthal. [Folcroft, Pa.] Folcroft Library 
Ecitions, 1974. 172 p. 23 cm. Thesis— 
University of Pennsylvania. Reprint of the 
1936 ed. published in Philadelphia. 
Bibliography: p. 165-168. [PR166.R7 1974] 
74-6161 30.00 (lib. bdg.) 

I. Anglo-Saxon  literature—History and 
crucism. 2. English literature—Middle 
English, 1100-1500—RHistorv and criticism. 
3. Vitae patrum. I. Title. 


820°.9°352 


PARFITT, George A. E., 
comp. 

SFver poets of the seventeenth century, 

ecited by G. A. E. Parfitt. London, Dent; 

Totowa, N.J., Rowman and Littlefield 

[1974] p. cm. ISBN _ 0-87471-517-2 

(Eowman and Littlefield university library 

series) Includes bibliographical references. 

(FR1209.P27] 74-1167 8.00 

J. English poetry—Early modern, 1500- 

1700. I. Title. 

Prepared from C.I.P. Pbk. 3.50; ISBN 0- 

8747 1-534-2. ' 


821.008 


STALLWORTHY, Jon, 
zomp. 

A book of love poetry. Edited with an 
introd. by Jon Stallworthy..New York, 
Oxford University Press, 1974 [c1973] 393 
p- 21 cm. Originally published under title: 
Tae Penguin book of love poetry. 
[PN6110.L6S65 1973] 73-92766 10.00 

I. Love poetry. I. Title. 


MASEFIELD, John, 
1878-1967, ed. 

A sailor’s gatland. 2d ed. [Norwood, Pa.] 

Norwood Editions, 1974. p. cm. Reprint 

o7% the 1908 ed. published by Methuen, 


? 


821.0080354 ` 


821.008°036 


SEPTEMBER 30,1974 


ae [PN6110.S4M3 1974] 74-13723 
1. Sea poetry. I. Title. 
Prepared from C.I.P. 


TURNER, Joseph Horsfall, 
1845- comp. 

Yorkshire anthology: ballads & songs— 

ancient & modern ... By J. Horsfall Turner. 

[Norwood, Pa.] Norwood Editions, 1974. 

p. cm. Reprint of the 1901 ed. printed by 

T. Harrison, Bingley, Eng. [PR8414.T8 

1974] 74-13892 25.00 

i. English ballads and songs—Yorkshire, 

Eng. I. Title. 

Prepared from C.I.P. 


FARLEY-HILLS, David. 821.07 
The benevolence of laughter: comic poetry 
of the Commonwealth and Restoration. 
Totowa, N.J, Rowman and Littlefield 
[1974] p. cm. ISBN 0-87471-502-4 Based 
on the authors thesis, Oxford. 
Pibliography: p. [PR549.C6F3] 73-22229 


821.04 


1. English poetry—Early modern, 1500- 
1700—History and criticism. 2. Comic, 
The. I. Title. 

Prepared from C.I.P. 


JAMES I, King of Scotland, 
1394-1437. 

The kingis quair and The quare of jelusy. 
Edited, with introd., notes, appendix, and 
glossary by Alexander Lawson. London, A. 
and C. Black, 1910. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-08563-6 
Original ed. issued as no. 8 of St. Andrews 
University publication. [PR2002.K5 1974] 
73-144450 14.25 

I. Lawson, Alexander, 1852-1921, ed. I. 
Title. IH. Title: The quare of jelusy. IV. 


821°.2 


Series: St. Andrews, Scot. University. 
Publications, no. 8. 

Prepared from C.I.P. 

DONNE, John, 1572-1631. 821°.3 


The complete English poems [of] John 
Donne. Edited by A. J. Smith. [New York] 
St. Martin’s Press [1974, c1971] 679 p. 21 
cm. Bibliography: p- [27]-31. 
[PR2245.A5S5 1974] 73-86829 10.95 

I Smith, Albert James, ed. 


GUILPIN, Edward, 1.1598. 821°.3 
Skialetheia; or, A shadowe of truth, in 
certaine epigrams and satyres, by Everard 
Guilpin. Edited by D. Allen Carroll. 
Chapel Hill, University of North Carolina 
Press [1974] 246 p. 23 cm. ISBN 0-8078- 
1220-X Includes bibliographical references. 
{[PR2283.G7S5 1974] 73-14841 12.50 
I. Carrolli, Daniel Allen, 1938- ed. H. Title. 
HERBERT, George, 1593- 821°.3 
33. i 
The English poems of George Herbert. 
Edited by C. A. Patrides. London, Dent; 
Totowa, N.J., Rowman & Littlefield [1974] 
p. cm. ISBN 0-87471-551-2 (Rowman and 
Littlefield university library) Bibliography: 
p. [PR3507.A2P3 1974] 74-7175 6.50 Pbk. 
2.95; ISBN 0-87471-552-0. 
I. Patrides, C. A. ed. 
Prepared from C.I.P. 


GEORGE, Arapura 
Ghevarghese, 1928- 
Milton and the nature of man; a 
descriptive ‘study of Paradise lost in terms 
of the concept of man as the image of God 
[by] A. G. George. New York, Asia Pub. 
House [1974] viii, 168 p. 23 cm. ISBN 0- 
210-40552-X Bibliography: p. [159]-161. 
[PR3562.G4] 74-170469 7.00 
L Milton, John, 1608-1674. Paradise lost. 
2. Milton, John, 1608-1674—Religion and 
ethics. 3. Man (Theology) I. Title. 


8217.4 


LOW, Anthony, 1935- 821°.4 
The blaze of noon: a reading of Samson 
Agonistes. New York, Columbia University 
Press, 1974. ix, 236 p. 24 em. ISBN 0-231- 
03842-9 Includes bibliographical 


references. [PR3566.L6 1974] 74-1484 
12.00 
1. Milton, John, 1608-1674. Samson 


Agonistes. I. Title. 


MARVELL, Andrew, 1621- 
1678. 

The complete English poems. Edited by 
Elizabeth Story Donno. [New York] St. 
Martin’s Press [1974, c1972] 314 p. 21 cm. 
Published in 1972 under title: The 
complete poems. Includes bibliographical 
references; [PR3546.A1 1974] 73-86828 
7. 

J. Donno, Elizabeth Story, 1921- ed. 


8217.4 


NELSON, James G. 8217.4 
The sublime Puritan: Milton and the 
Victorians [by] James G. Nelson. 
Westport, Conn., Greenwood Press [1974, 
c1963] ix, 209 p. illus. 22 cm. ISBN 0- 
8371-7586-0 Reprint of the ed. published 
by the University of Wisconsin Press, 
Madison. Bibliography: p. [188]-195. 
[PR3588.N4 1974] 74-8794 10.75 

1. Milton, John, 1608-1674—Criticism and 


interpretation. 2. Milton, John, 1608- 
1674—Influence. I. Title. 
BEDFORD, Emmett G. 8217.5 


A concordance to the poems of Alexander 
Pope, compiled by Emmett G. Bedford 
and Robert J. Dilligan. Detroit, Gale 
Research Co. [1974] p. cm. ISBN 0-8103- 
1008-2 Based on the Twickenham ed. of 


the Poems of Alexander Pope. 
[PR3632.B4] 74-852 85.00 
L Pope, Alexander, 1688-1744—- 


Concordances. I. Dilligan, Robert J., joint 
author. If. Title. 
Prepared from C.I.P. 


LINDSAY, David W., 
comp. 
English poetry, 1700-1780; contemporaries 
of Swift & Johnson. Edited, with an introd. 
by David W. Lindsay. London, Dent; 
Totowa, N.J., Rowman and Littlefield 
[1974] p. cm. ISBN 0-87471-547-4 
(Rowman and Littlefield university library) 
[PR1215.L5] 74-4240 8.00 
1. English poetry—18th century. I. Title. 
Prepared from C.I.P. Pbk. 4.00; ISBN 0- 
87471-546-6. Contents omitted. 


821.508 


HAAS, C. E. de. 821.50936 
Nature and the country in English poetry 
of the first half of the eighteenth century, 
by C. E. de Haas. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. 301 p. port. 26 cm. 
Reprint of the 1928 ed. published by H. J. 
Paris, Amsterdam. Bibliography: p. [290]- 
293. [PR565.N3H2 1974] 74-3086 25.00 
(lib. bdg.). 

I. English poetry—18th century—History 
and criticism. 2. Nature in literature. I 
Title. 


ELLINGER, Esther Parker. 821°6B 
Thomas Chatterton, the marvelous boy; to 
which is added The exhibition, a personal 
satire. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1930 
ed. published by University of 
Pennsylvania Press, Philadelphia. 
Bibliography: p. [PR3343.E6 1974] 74- 
13489 12.50 

1. Chatterton, Thomas, 1752-1770— 
Biography. I. Chatterton, Thomas, 1752- 
1770. The exhibition. 1974. If. Title. 
Prepared from C.I.P. 


. 
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JOHNSON, Samuel, 1709- 821°.6 
1784. 

The poems of Samuel Johnson. Edited by 
David Nichol Smith and Edward L. 
McAdam. 2d. ed. Oxford, Clarendon 
Press, 1974. xxviii, 496 p. 23 cm. ISBN 0- 
19-812702-2 Includes bibliographical 
references. [PR3522.S86 1974] 74-169404 
I Smith, David Nichol, 1875-1962, ed. Il. 
McAdam, Edward Lippincott, ed. 
Distributed by Oxford University Press, 
New York; 22.50. 


WILSON, James, Sir, 1853- 
1926. 

The dialect of Robert Burns as spoken in 

central Ayrshire. |Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1923 ed. published by Oxford 

University Press, H. Milford, London. 

[PR4344.W5 1974] 74-13196 25.00 

i. Burns, Robert, 1759-1796—Language. 2. 

English language—Dialects—Scoatch 

(Ayrshire) I. Title. 

Prepared from C.I.P. 


QUAYLE, Thomas, 1884- 
Poetic diction; a study of eighteenth 
century verse. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1924 ed. published by Methuen, 
London. Includes bibliographical 
references. [PR555.L3Q3 1974] 74-13197 
15.00 

1. English poetry—18th century—History 
and criticism. I. Title. 

Prepared from C.I.P. 


CAMERON, Kenneth Neill. 821.7 B 
Shelley: the golden years. Cambridge, 
Harvard University Press, 1974. x, 669 p. 
26 cm. ISBN 0-674-03160-1 Continuation 
of the authors The young Shelley. 
Includes bibliographical references. 
[PR5431.C29] 73-80566 20.00 

a Shelley, Percy Bysshe, 1792-1822. I. 
ttle. 


821.6 


821.609 


CARMICHAEL, Katherine 821.7 
Kennedy, 1912- 

A critical edition of the early poems of 
John Keats, with a philosophical 
supplement. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. em. Summary of 
thesis—Vanderbilt University, 1943. 
Reprint of the 1944 private ed., distributed 
by Joint University Libraries, Nashville. 
ooo 1974] 74-14586 5.00 (lib. 
dg.). 

1. Keats, John, 1795-1821—Criticism and 
interpretation. I. Title. 

Prepared from C.I.P. 


MOORE, Doris Langley- 
Levy, 1903- 

Lord Byron; accounts rendered [by] Doris 
Langley Moore. [lst U.S. ed.] New York, 
Harper & Row [1974] x, 511 p. illus. 24 
em. ISBN 0-06-013009-1 Bibliography: p. 
ed ee [PR4381.M69 1974b] 73-18668 
17.50 

1. Byron, Gebrge Gordon Noel Byron, 
Baron, 1788-1824—Biography. I. Title. 


MURRY, John Middleton, 821°.7 
1889-1957. 

Studies in Keats, new and old. 2d ed. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1939 ed. 
published by Oxford University Press, 
London. [PR4837.M8 1974] 74-9966 15.00 
1. Keats, John, 1795-1821—Criticism and 
interpretation. I. Title. 

Prepared from C.I.P. 


821°.7 B 


ARCHIBALD, Douglas N. 821°.8 B 
John Butler Yeats [by] Douglas N. 
Archibald. Lewisburg [Pa.] Bucknell 


11% 
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University Press [1974] p. cm. ISBN 0- 
8387-7759-7 (The Irish writers series) 
Bibliography: p. [{PR5899.Y6Z62] 71- 
125792 4.50 

John 


d. Yeats, 
Biography. 

Prepared from C.I.P. Pbk. 1.95; ISBN 0- 
8387-7733-3. 


Butler, 1839-1922— 


FUSON, Benjamin Willis. 821°.8 
Browning and his English predecessors in 
the dramatic monolog. [Folcroft, Pa.] 
Foicroft Library Editions, 1974. p. cm. 
Condensed revision of the author’s thesis, 
State University of Iowa, 1942. Reprint of 
the 1948 ed., published by the State 
University of lowa, Iowa City, which was 
issued as v. 8 of: State University of lowa 
humanistic studies. Includes bibliographical 
references. [PR4236.F8 1974] 74-13496 
10.00 

1. Browning, Robert, 1812-1889—Sources. 
2. English poetry—History and criticism. 
3. Monologue. I. Title. I. Series: lowa. 
University. University of Iowa humanistic 
studies, v. 8. 

Prepared from C.I.P. 


GENUNG, John Franklin, 
1850-1919. 

Tennyson's In memoriam, its purpose and 

its structure; a study. ([Folcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 

Reprint of the 1884 ed. published by 


8217.8 


Macmillan, London. [PR5562.G4 1974] 
74-14525 20.00 

1. Tennyson, Alfred Tennyson, Baron, 
1809-1892. In memoriam. . 
Prepared from C.I.P. 

GHOSE, Sudhindra Nath. 821.8 


Dante Gabriel Rossetti & contemporary 
criticism (1849-1882). [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1929 ed. published in Dijon. 
Originally presented as the author’s thesis, 
Strasbourg, [PR5247.G5 1974] 74-13023 
1. Rossetti, Dante Gabriel, 1828-1882— 
Criticism and interpretation—History. I. 
Title. 

Prepared from C.I.P. 


HENDERSON, Philip, 1906- 8217.8 
Swinburne; portrait of a poet. [Ist 
American ed} New York, Macmillan 


[1974] xiii, 305 p. illus. 24 cm. ISBN 0-02- 
550960-8 Includes bibliographical 
references, [PR5513.H38] 74-478 10.95 


1. Swinburne, Algernon Charles, 1837- 
1909—Biography. 
INNES, Kathleen Elizabeth 8217.8 


Royds. 

Elizabeth Barrett Browning & her poetry, 
by Kathleen E. Royds. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1912 ed. published by 
Harrap, London, in series: Poetry & life 
series. [PR4193.165 1974] 74-13200 7.00 

1. Browning, Elizabeth Barrett, 1806-1861. 
L Title. IL Series: Poetry and life series. 
Prepared from C.I.P. 


KEATING, John Edward, 
1908- 

The wreck of the Deutschland; an essay 

and commentary [by] John E. Keating. 

[Folcroft, Pa.] Folcroft Library Editions, 

1974. p. cm. Reprint of the 1963 ed. 

published by Kent State University, Kent, 


8217.8 


Ohio, which was issued as no. 6 of the 
University’s Research series. Includes 
bibliographical references, 


[PR4803.H44W74 1974] 74-13638 15.00 
1. Hopkins, Gerard Manley, 1844-1889. 
The wreck of the Deutschland. I. Title. I. 
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Ba 


> 


Kent. 


Series: Ohio. State University, 
Research series, 6. 

Prepared from C.1.P. 

RYLE, Effie. 821°.8 


Robert Browning: his life and poetry; a 
handbook of study prepared for the use of 
adult schools and study and reading 
circles. 2d ed. [Folcroft, Pa.] Folcroft 
Library Editions, 1973. 47 p. 24 cm. ISBN 
0-8414-7287-4 Reprint of the 1927 ed. 
published by National Adult School Union, 
Londor.. Includes bibliographical 
references. [PR4238.R9 1973] 73-21551 
5.50 (lib. bdg.) 

1. Browning, Robert, 1812-1889—Study. 


MESSENGER, N. P., comp. 821'.8°08 
The city of dreadful night. and other 
Victorian poems, 1850-1890, edited, with 
an introd., by N. P. Messenger and J. R. 
Watson. London, Dent; Totowa, N.J., 
Rowman and Littlefield [1974] p. cm. 
ISBN 0-87471-518-0 (Rowman and 
Littlefield university library series) 
Includes bibliographies. [PR1223.M44] 74- 
1125 8.00; 4.00 (pbk.) 

I. English poetry—I9th century. I. 
Watson, John Richard, joint author. II. 
Title. 

Prepared from C.I.P. 

TREECE, Henry, 1911- 821.912 
1966. 

Dylan Thomas, ‘dog among the fairies.’ 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1949 ed. 


published by L. Drummond, London. 
[PR6039.H52Z87 1974] 74-14609 15.00 
(lib. bdg.). 


1. Thomas, Dylan, 1914-1953—Criticism 
and interpretation. 
Prepared from C.I.P. 


WILLIAMS, Charles, 
1886-1945. 
Taliessin through Logres [and] The region 
of the summer stars, by Charles Williams. 
And Arthurian torso, by Charles Williams 
and C. S. Lewis. Introd. by Mary 
McDermott Shideler. Grand Rapids, W. B. 
Eerdmans Pub. Co. [1974] 3&4 p. 21 cm. 
ISBN = 0-8028-1578-2 Arthurian torso 
contains the posthumous fragment of 
Williams’ The figure of Arthur and a 
commentary on his Arthurian poems by C. 
S. Lewis. Reprint of 3 separate works first 
published 1938, 1944, and 1948, 
respectively, by Oxford University Press, 


821.912 


New York. Includes bibliographical 
references. [PR6045.IST3 1974] 69-12323 
5.95 (pbk.). 

id. Arthur, King—Art. I. Lewis, Clive 


Staples, 1898-1963. II. Williams, Charles, 
1886-1945. The region of the summer 
stars. 1974. HI. Williams, Charles, 1886- 
1945. Arthurian torso. 1974. IV. Title. V. 
Title: The region of the summer stars. VI. 


Title: Arthurian torso. VII Title: The 
figure of Arthur. 

HOLLO, Anselm. 821°.9°T4 
Some worlds. New Rockelle, N.Y., 


Elizabeth Press [1974] [15] p. 22 cm. 
Poems. “Edition .. of 300 copies.” 
[PR6015.0415S6] 74-173641 6.00 (pbk.) 

I. Title. 


A Celebration of Ben 822.3 
Jonson; papers presented at the University 
of Toronto in October 1972. Edited by 
William Blissett, Julian Patrick [and] R. W. 
Van Fossen. [Toronto, Buffalo] University 
of Toronto Press [1973] xiii, 194 p. 22 cm. 
ISBN 0-8020-2133-9 Includes 
bibliographical references. [PR2638.C4] 73- 
91241 8.50 

J. Jonson, Ben, 1573?-1637—Criticism and 


noe ore et age et 
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interpretation—Addresses, essays, lectures. 
Í. Blissett, William, ed. IJ. Patrick, Julian, 
ed. III. Van Fossen, Richard W., ed. 
DRUMMOND, William, 1585- 822.3 

1649. 

2n Jonson's conversations with William 
Lrummond of Hawthornden. Edited with 
introd. and notes by R. F. Patterson. New 
York, Haskell House, 1974. xli, 60 p. illus. 
23 cm. ISBN 0-8383-1835-5 [PR2262.B4 
1974] 73-22023 9.95 (lib. bdg.). 

1. Jonson, Ben, 1573?-1637. I. Patterson, 
Richard Ferrar, 1888- ed. 


INTERNATIONAL Conference 822’.3 
ən Elizabethan Theatre, 4th, University 
of Waterloo, 1972. ` 

The Elizabethan theatre IV; papers. Edited 

ard with an introd. by G. R. Hibbard. 

(Hamden, Conn.] Archon Books [1974] xv, 

175 p 23 cm. ISBN 0-208-01417-9 

“Published in collaboration with the 

University of  Waterlao.” Includes 

bibliographical references. [PR2631.15 

1972] 74-1313 10.00 

1. Jonson, Ben, 1573?-1637—Congresses. I. 

Hibbard, George Richard, ed. IT. Title. 

BSECHING, Henry 822.33 B 
Charles, 1859-1919. 

The character of Shakespeare. [{Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. Reprint of the 1917 ed. published by 

Oxford University Press, London, which 


was issued as the 1917 Annual 
Shakespeare lecture of the British 
Academy. [PR2899.B4 1974} 74-13418 
4.50 


1. Shakespeare, William, 1564-1616— 

Blography—Character. I. Title. If. Series: 
British Academy, London (Founded 1901). 

Annual Shakespeare lecture, 1917. 

Prepared from C.I.P. 


BHATTACHARYA, 
Mohinimohan. 
“Courtesy” in Shakespeare, by M. M. 
Bhattacherje. With a foreword by C. J. 
Sisson, and an introd. by Louis Cazamian. 
[{Folcroft, Pa.] Folcroft Library Editions, 
1674. p. cm. Reprint of the 1940 ed. 
published by the University of Calcutta, 
Calcutta. Bibliography: p. [PR3069.M3B48 
1°74] 74-13490 12.50 
1. Shakespeare, William, 1564-1616— 
Kaowledge—-Manners and customs. 2. 
Exiquette, Medieval (to 1600) 3. Courtesy 
in literature. I. Title. 
Prepared from C.I.P. 


822.33 


BOAS, Frederick Samuel, 822.3°3 
1862-1957. 
Aspects of classical legend and history in 
Shakespeare. [Folcroft, Pa.) Folcroft 
Library Editions, 1974. 28 p. 26 cm. 
Reprint of the 1943 ed. published by H. 
Milford, London, jin series: Annual 
Srakespeare lecture of the British 
Academy, 1943. "From the proceedings of 
the British Academy, volume xxix.” 
ao 1974] 74-13201 5.00 (lib. 
bdg. 
1. Shakespeare, William, Eat 
Kaowledge—Classical literature. 
SFakespeare, William, 1560 1616--Folk 
lore, mythology. [ Title. I. Series: British 
Academy, London (Founded 1901). 
Annual Shakespeare lecture, 1943. 


CHAMBERS, Edmund 822.3°3 
Kerchever, Sir, 1866-1954. 
Stakespearean gleanings. [Folcroft, Pa.] 
Felcroft Library Editions, 1974. p. cm. 
Reprint of the 1944 ed. published by 
Ozford University Press, London. 
[PR2899.C4 1974b] 74-13971 6.50 


SEPTEMBER 30,1974 


1. Shakespeare, William, 1564-1616. I. 
Title. 

Prepared from C.I.P. 

CLARK, Sandra. 822.33 


The new century Shakespeare handbook, 
edited: by Sandra Clark. Englewood Cliffs, 
N.J., Prentice-Hall [1974] 291 p. illus. 22 
cm. [SBN  0-13-612093-8. Includes 
bibliographical references. [PR2892.C4] 73- 
18339 9.50 ` 

1. Shakespeare, William, 1564-1616— 
Dictionaries, ‘indexes, etc. 2. Shakespeare, 
William, 1564-16 16—Characters. 3. 
English  drama—Early modern and 
Elizabethan dictionaries. I. Laurence 
` Urdang Associates. Il. Title. 


HUTCHESON, William J. 
Fraser. 

Shakespeare's other Anne; a short account 
of the life and works of Anne Whately or 
Beck, a sister of the Order of St. Clare, 
who nearly married William Shakespeare 
in November 1582 A.D., by W. J. Fraser 
Hutcheson. New York, Haskell House, 
1974. 128 p. illus. 23 cm. ISBN 0-8383- 
1793-6 Reprint of the 1950 ed., published 
by MacLellan, Glasgow. [PR2905.H8 
1974] 74-1149 12.95 (lib. bdg.). 

1. Shakespeare, William, 1564-1616— 
Relationship with women. 2. Whately, 
Anne, 15617-1600? I. Title. 


NOYES, Robert Gale. 822.3°3 
The Thespian mirror; Shakespeare in the 
eighteenth-century novel. Westport, Conn., 
Greenwood Press [1974, c1953] p. cm. 
ISBN 0-8371-7591-7 Reprint of the ed. 
published by Brown University, 
Providence, R.I., which was issued as v. 15 
of Brown University studies. [PR2968.N6 
" 1974] 74-7613 12.00 
I. Shakespeare, William, 1564-1616— 
Criticism and interpretation—History. 2. 
Shakespeare, William, 1564-1616—Stage 
history—-To 1625. 3. English fiction—I8th 
century—History and criticism. I. Title. I. 


822.3°3 


Series: Brown University. Brown 
University studies, v. 15. 

Prepared from C.I.P. 

POLLARD, Alfred William, 822.33 


1859-1944. 
Shakespeare’s fight with the pirates and 
the problems of the transmission of his 
text. 2d ed., rev. with an introd. New 
York, Haskell House, 1974. xxviii, 110 p. 
20 cm. ISBN 0-8383-1754-5 Reprint of the 
1937 ed. published by University Press, 


Cambridge, in series: Shakespeare 
problems. Includes bibliographical 
references. [PR3071.P6 1974] 73-20426 


10.95 (lib. bdg.). 

I. Shakespeare, William, 1564-1616— 
Criticism, Textual. 2. Shakespeare, 
William, 1564-1616-——Editors. 3. Publishers 
and publishing—Great Britain. I. Title. I. 
Series: Shakespeare problems. 


REED, Henry, 1808-1854. 822.3°3 
Lectures on English history and tragic 
poetry. New York, AMS Press [1974] p. 
em. ISBN 0-404-05234-7 Reprint of the 
1859 ed. published by Parry & McMillan, 
Philadelphia, [PR2982.R4 1974] 72-174305 


1. Shakespeare, William, 
Histories. 2. Shakespeare, 
1616—Tragedies. L Title. 
Prepared from C.I.P 


SHAKESPEARE, William, 
1564-1616. 

The history of King Henry the Fourth, as 

revised by Sir Edward Dering, bart. A 

facsim. ed. prepared by George Walton 

Williams and Gwynne Blakemore Evans. 


1564-1616— 
William, 1564- 


822.33 


Charlottesville, Published for the Folger 
Shakespeare Library by the University 
Press of Virginia [1974] xi, 238 p. facsims. 
37 cm. ISBN 0-8139-0557-5 (The Folger 
facsimiles. Manuscript series, v. 2) An 
exact reproduction of the Folger Library's 
unique copy of the Dering Ms., with 
facing-page transcription. Includes 
bibliographical references. [PR2809.A2D4 
1974] 72-9776 35.00 

1. Henry IV, King of England, 1367- 
1413—Drama. I. Dering, Edward, Sir, 
bart, 1598-1644. If. Williams, George 
Walton, 1922- ed. III. Evans, Gwynne 
Blakemore, ed. IV. Folger Shakespeare 


Library, Washington, D.C. V. Title. VI. 

Series. 

SHAKESPEARE, William, 822.373 
1564-1616. 


The tragedy of Othello, the Moor of 
Venice. Edited by Lawrence J. Ross. 
Indianapolis, Bobbs-Merrill [1974] xxxix, 
304 p. illus. 21 cm. ISBN 0-672-51483-4 
(The Bobbs-Merrill Shakespeare series) 
Bibliography: p. 294-300. [PR2829.A2R64] 
73-14771 8.95 

I. Ross, Lawrence J, 
Title: Othello. 

Pbk. 4.95, ISBN 0-672-61106-6. 


SHAKESPEARE'S art; seven 822.3°3 
essays. Edited & with an introd. by Milton 
Crane. Chicago, Published for George 
Washington University by University of 
Chicago Press [1973] 168 p. 23 cm. ISBN 
0-226-11835-5 (The Tupper lectures on 


ed. Il. Title. TH. 


Shakespeare) Written in honor of 
Frederick S. Tupper. Includes - 
bibliographical references. [PR2899.S35] 
72-92853 6.75 

1. Shakespeare, William, 1564-1616— 
Addresses, essays, lectures. 2. Tupper, 


Frederick, 1871-1950. I. Crane, Milton, 
1917- ed. II. Tupper, Frederick, 1871- 
1950. III. George Washington University, 
Washington, D.C. IV. Title. V. Series. 


TURMER, Robert Yongue, 822.3°3 
1927- i 
Shakespeare’s apprenticeship [by] Robert 
Y. Turner. Chicago, University of Chicago 
Press [1974] vii, 293 p. 24 cm. ISBN 0- 
226-81736-9 Includes bibliographical 
references. [PR2995.T83] 73-84195 12.50 
1. Shakespeare, William, 1564-1616— 
Technique. I. Title. 


MOORE, George, 1852-1933. 822'.8 
Diarmuid and Grania; a three act tragedy, 
by George Moore and William Butler 
Yeats. Introd. by Anthony Farrow. 
Chicago, Dé Paul University [1974] 62 p. 
22 cm. (Irish drama series, v. 10) Pages 
60-62 blank for “Notes.” [PR5042.D5 
1974] 74-172707 2.00 (pbk.). 

I Yeats, William Butler, 1865-1939, joint 
author. IT. Title. HI. Series. 


PINERO, Arthur Wing, 
Sir, 1855-1934. 

The collected letters of Sir Arthur Pinero. 
Edited by J. P. Wearing. Minneapolis, 
University of Minnesota Press [1974] ix, 
302 p. 24 cm. ISBN 0-8166-0717-6 Title 
on spine: Pinero letters. [PR5183.A44 
1974] 4 76742 15.00 

1. Pinero, Arthur Wing, Sir, 1855-1934— 
Correspondence. 2. Authors, English— 
Correspondence, reminiscences, etc. 3. 


822.8 B 


Theater—Great Britain. I. Title: Pinero 
letters. 
DEACON, Renee M. 822.912 


Bernard Shaw as artist-philosopher: an 
exposition of Shavianism, by Renee M. 
Deacon. [Folcroft, Pa.] Folcroft Library 
Editions, 1973 [cl1910] 106 p..22 cm. 


800 LITERATURE 


Reprint of the ed. published by J. Lane, 
New York. [PR5367.D36 1973] 74-990 
10.00 (lib. bdg.) 


1. Shaw, George Bernard, 1856-1950— 
Philosophy. 
ROY, R. N. 822.912 


Bernard Shaw's philosophy of life [by] R. 
N. Roy. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1964 
ed. published by K. L. Mukhopadhyay, 
Calcutta. “The present work forms the 
substantial portion of [the author’s] 
thesis . University of Calcutta.” 
Bibliography: p. [PR5366.R65 1974] 74- 
13195 15.00 

1. Shaw, George Bernard, 1856-1950. T. 


` Title. 


Prepared from C.I.P. 


EDGAR, David, 1948- 822’.9°14 
Dick deterred; a play in two acts. New 
York, Monthly Review Press [1974] p. 
cm. ISBN 0-85345-343-8 [PR6055.D44D5] 
74-7789 7.50 

I Title. i 
Prepared from C.I.P. Pbk. 1.95; ISBN 0- 
85345-342-X. 


DUTTON, Geoffrey. 823 
Patrick White. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 2d ed., 1962, published by Lansdowne 
Press, Melbourne, in series: Australian 
writers and their work. Bibliography: p. 
[PR9619.3.W5Z63 1974] 74-9788 7.50 (lib. 


bdg.). 
1. White, Patriek, 1912- 
Prepared from C.I.P. 


HAUGH, Robert F. 823 
Nadine Gordimer, by Robert F. Haugh. 
New York, Twayne Publishers [1974] p. 
cm. ISBN 0-8057-2387-0 (Twayne’s world 
authors series, TWAS 315. South Africa) 
[PR6057.063Z7] 74-1350 7.50 

1. Gordimer, Nadine. 


‘ Prepared from C.I.P. 


FORD, Ford Madox, 
1873-1939. 
Portraits from life; memories and criticisms 
of Henry James, Joseph Conrad, Thomas 
Hardy, H. G. Wells, Stephen Crane, D. H. 


823°.009 B 


Lawrence, John Galsworthy, Ivan 
Turgenev, W. H. Hudson, Theodore 
Dreiser, Algernon Charles Swinburne. 


Westport, Conn., Greenwood Press [1974, 
c1937] p. cm. ISBN  0-8371-7405-8 
Reprint of the ed. published by Houghton 
Mitin, Boston. [PR107.F6 1974] 74-2553 
1. Authors, English—Correspondence, 
reminiscences, etc. 2. Authors, American— 
Correspondence, reminiscences, etc. I. 
Title. 
Prepared from C.LP. 
ALDISS, Brian Wilson, 823°.0876 
1925- 
Billion year spree; a true history of science 
fiction [by] Brian W. Aldiss. New York, 
Schocken Books [1974, c1973] p. cm. 
ISBN 0-8052-0450-4 Reprint of the ed. 
published by Doubleday, Garden City, 
N.Y. [PR830.S35A38 1974] 74-9868 2.95 
(pbk.). 
i. Science fiction, English—History and 
criticism. 2. Science fiction, American— 
History and criticism. I. Title. 
Prepared from C.I.P. 


ir alain Mark Robert, 
1926- 

The future as nightmare: H. G. Wells and 
the anti-utopians [by] Mark R. Hillegas. 
Carbondale, Southern Illinois University 
Press [1974, c1967] p. cm. ISBN 0-8093- 


823’.0876 
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0680-8 (Arcturus books) Reprint of the ed. 
published by Oxford University Press, New 
York. Bibliography: p. [PR5777.H5S 1974] 
74-4084 7.00 (lib. bdg.); 2.45 (pbk.) 

1. Wells, Herbert George, 1896-1946— 
Criticism and interpretation. 2. Science 
fiction—History and criticism. 3. Utopias 
in literature. I. Title. 

Prepared from C.I.P. 


MOORE, George, {l.1797- 823.6 
1811 
Grasville Abbey; a romance. New 


foreword by Devendra P. Varma. New 
introd. by Robert D. Mayo. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
06019-X (Gothic novels H) Reprint of the 
1797 ed. printed for G. G. and J. 
Robinson, London. [PZ3.M7829Gr7] 
[PR5039.M58] 73-22769 60.00 

{. Title. II. Series. 

Prepared from C.I.P. 


ADAMS: Oscar Fay, 1855- 
The story of Jane Austen’s life. [Folcroft, 
Pa.) Folcroft “Library Editions, 1974. p. 
cm. Reprint of the 1891 ed. published by 
A. C. McClurg, Chicago. Bibliography: p. 
[PR4036.A7 1974] 74-14568 25.00 

i. Austen, Jane, 1775-1817—Biography. T. 
Title. 

Prepared from C.I.P. 


COMPLETE glossary for Sir 823.7 
W. Scott's novels and romances. New 
York, B. Franklin [1974] ISBN 0-8337- 
4743-6 Reprint of the 1833 ed. published 
by Baudry’s European Library, Paris. 
[PR5331.C6 1974] 72-82449 10.00 

i. Scott, Walter, Sir, bart, 1771-1832-— 
Language—Glossaries, etc. 

Prepared from C.I.P. 


OPTIE, Amelia Alderson, 

1769-1853. 
The works of Mrs. Amelia Opie; complete 
in three volumes. Philadelphia, J. Crissy, 
1843-48. [New York, AMS Press, 1974] 3 
v. 22 cm. ISBN 0-404-56796-7 (Women of 
letters) [PZ3.0614Wo15] [PR5115.03] 70- 
37706 75.00 


RAWLENCE, Guy, 1888- 823'.7 B 
Jane Austen. [Folcroft, Pa.]  Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1934 ed. published by Duckworth, 
London, in series: Great lives. 
Bibliography: p. [PR4036.R3 1974] 74- 
14688 8.75 (lib. bdg.). 

i. Austen, Jane, 1775-1817—Biography. 
Prepared from C.I.P. 


DICKENS, Charles, 
1870. 

Letters of Charles Dickens to Wilkie 

Collins, 1851-1870. Selected by Georgina 

Hogarth; edited by Laurence Hutton. New 


823.7 B 


823°.7 


1812- 823.8 B 


York, Haskell House [1974] p. ISBN 0- -> 


8383-1823-1 Reprint of the 1892 ed. 
published by J. R. Osgood, Mecellvaine, 
London. [PR4581.A4C6 1974] 73-20382 
12.95 (lib. bdg.). 

1. Dickens, Charles, 1812-1870. 2. Collins, 


Wilkie, 1824-1889. I. Collins, Wilkie, 
1824-1889. 

Prepared from C.I.P. 

*DICKENS studies annual. 823’.8 


Vol. 3, edited by R. B. Partlow is available 
from Southern’ Illinois Univ. Pr., 
Carbondale for 15.00. ISBN 0-8093-0570- 
4. L.C. card no.: 78-123048. 


GISSING, George Robert, 
1857-1903. 

Charles Dickens, a critical study. With 
topographical illus. by F. G. Kitton. 


823.8 


116 


t 


[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1902 ed. 
published by the Gresham Pub. Co., 
London. [PR4588.G5 1974b] 74-14569 
27.50 (lib. bdg.). 

1. Dickens, Charles, 1812-1870—Criticism 
and interpretation. 

Prepared from C.I.P. 


HARDY, Thomas, 1840-1928. 823°.8 
The old clock. With an appended note by 
Carl J. Weber. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1946 ed. published by Southworth- 
Anthoensen Press, Portland, Me. 
pope 1974] 74-14690 5.50 (lib. 
dg.). 

L Weber, Carl Jefferson, 1894-1966. II 
Title. 

Prepared from C.I.P. 


LASKI, Marghanita, 1915- 823.8 B 
George Eliot and her world. London, 
Thames and Hudson, 1973. 128 p. illus., 
facsims., geneal. table, maps, ports. 24 cm. 
ISBN 0-500-13043-4 Bibliography: p. [124] 
[PR4681.L3] 73-169735 

1. Eliot, George, pseud., Marian Evans, 
afterwards Cross, 1819-1880—Biography. 
I. Title. 

Distributed by Transatlantic Arts; 8.25. 


MAXWELL, Mary Elizabeth 827.8 
Braddon, 1837-1915. 
Lady Audley’s secret, by Mary Elizabeth 
Braddon. With a new introd. by Norman 
Donaldson. New York, Dover Publications 
[1974] xiv, 286 p. 22 cm. ISBN 0-486- 
23011-2 Reprint of the 1887 ed. published 
by R. B. Davis, New York. [PZ3.M45L18] 
(PRA98S -M4] 73-90527 3.00 (pbk.). 
itle. 


STUBBS, Charles William, 
Bp. of Truro, 1845-1912. 
Charles Kingsley and the Christian social 
movement. London, Blackie, 1899. [New 
York, AMS Press, 1974] p. ISBN 0-404- 
08914-3 Original ed. issued in The 
Victorian era series. [PR4843.S7 1974] 70- 
148310 10.00 
1. Kingsley, Charles, 1819-1875. 2. -Church 
and social problems—Great Britain. I. 
Title. II. Series: The Victorian era series. 
Prepared from C.I.P. 


823°.8 B 


THACKERAY, William 
Makepeace, 1811-1863. 
Some family letters of W. M. Thackeray, 
together with recollections by his 
kinswoman Blanche Warre Cornish. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974 [ci911] 76 p. port. 27 cm. Reprint of 
the ed. published by Houghton Mifflin, 
Boston. [PR5631.A3W3 1974] 74-6225 
10.00 (lib. bdg.). 
i. Thackeray, William Makepeace, 1811- 
1863—Correspondence. 2. Thackeray, 
William Makepeace, 1811-1863— 
Biography. I. Warre Cornish, Blanche 
Ritchie. I. Title. 


WATSON, Frederick, 1885- 823°.8 
Robert Smith Surtees; a critical study. 
[Foicroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1933 ed. 
published by G. G. Harrap, London. 
Bibliography: p eo S4Z5 1974] 74- 
14566 25.00 d. bdg. 

1. Surtees, Robert Sen, 1805-1864. 
Prepared from C.I.P. 


823.8 B 


ALDINGTON, Richard, 
1892-1962. 

D. H. Lawrence; an indiscretion. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. Reprint of the 1927 ed. published by 

University of Washington Book Store, 


823.912 


AMERICAN BOOK PUBLISHING RECORD 


Seattle, which was issued as no. 6 of 
University of Washington chapbooks. 
[PR6023.A93Z55 1974] 74-13379 6.50 

1. Lawrence, David Herbert, 1885-1930. I. 
Series: Washington (State). University. 
Peta of Washington chapbooks, no. 


Prepared from C.LP. 


ATHERTON, James S. 823.912 
The books at the wake; a study of literary 
allusions in James Joyce’s Finnegans wake 
[by] James S. Atherton.- Carbondale, 
Southern Illinois University Press [1974, 
c1959] p. cm. ISBN 0-8093-0687-5 
(Arcturus books, 126) Reprint of the ed. 
published by Viking Press, New York. 
Bibliography: p. [PR6019.O09F55 1974] 74- 
5407 3.25 (pbk.) 
1. Joyce, James, 
wake—Sources. 2., Joyce, James, 
1941—Allusions. I. Title. 

Prepared from C.I.P. 


1882-1941. Finnegans 
1882- 


DARTON, Frederick 
Joseph Harvey. 

Arnold Bennett, by F. J. Harvey Darton. 
New York, Haskell House, 1974. 127 p. 20 
cm. ISBN 0-8383-1769-3 Reprint of the 
1915 ed. published by Nisbet, London, in 
series: Writers of the day. Bibliography: p 
122-126. [PR6003.E6Z67 1974] 73- 20384 
10.95 (lib. bdg.). 

1. Bennett, Arnold, 1867-1931. I. Title. 


GRAVES, Robert, 1895- 823.9712 
My head! My head! New York, Haskell 
House, 1974. 141 p. 20 cm. ISBN 0-8383- 
1757-X Reprint of the 1928 ed. published 
by M. Secker, London. [PZ3.G7876My5] 
[PR6013.R35] 73-20386 10.95 (lib. bdg.). 
1. Elisha, the prophet—Fiction. 2. Moses— 
Fiction. I. Title. 


HART, Clive. 823.912 
James Joyce’s Ulysses; critical essays, 
edited by Clive Hart and David Hayman. 
Berkeley, University of California Press 
[1974] xiv, 433 p. 24 cm. ISBN 0-520- 
02444-3 Includes bibliographical 
references. [PR6019.09U6542] 73-76108 


I. Joyce, James, 1882-1941. Ulysses. I. 
Hayman, David, joint author. 


JONES, Gwyn, 1907- 823.912 
Selected short stories. London, New York, 
Oxford University Press, 1974. xi, 173 p. 
20 cm. ISBN 0-19-2&1162-2 (Oxford 
paperbacks 323) [PZ3.J7166Se] 
[PR6019.0593] 74-175073 3.95 (U.S.) 
Contents omitted. 
MOORE, Harry 823’.9°12 B 
Thornton. 
The priest of love; a life of D. H. 
Lawrence [by] Harry T. Moore. Rev. ed. 
New York, Farrar, Straus and Giroux 
[1974] ix, 550 p. illus. 24 cm. ISBN 0-374- 
23718-2 Earlier eds. published under title: 
The intelligent heart. [PR6023.A93Z685 
1974] 72-97082 15.00 
1. Lawrence, David Herbert, 1885-1930— 
Biography. I. Title. 


NAT TERSTAD, J. H. 
938- 

Francis Stuart [by] J. H. Natterstad. 
Lewisburg [Pa.] Bucknell University Press 
[1974, c1973] p. cm. ISBN 0-8387-7895- 
X (The Irish writers series} Bibliography: 
p. [PR6037.T875Z8 1974] 70-168817 4.50 
i. Stuart, Francis, 1902- 

Prepared from C.I.P, Pbk. 1.95; ISBN 0- 
8387-7979-4. 


NOVAK, Jane, 1917- 823.912 
The razor edge of balance; a study of 


823.912 


823'.9°12 B 


SEPTEMBER 30,1974 


Virginia Woolf. Coral Gables, Fla., 
University of Miami Press [1974] ISBN 0- 
87024-247-4 Bibliography: p. 


{PR6045.072Z837] 72-85111 8.95 

1. Woolf, Virginia Stephen, 1882-1941— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. 


ROSENBERG, Samuel. 823.912 
Naked is the best disguise; the death & 
resurrection of Sherlock Holmes. 
Indianapolis, Bobbs-Merrill [1974] 203 p. 
24 cm. ISBN 0-672-51914-3 Includes 
bibliographical references. [PR4624.R65] 
73-11802 8.95 

I. Doyle, Arthur Conan, Sir, 1859-1930— 
Style. 2. Doyle, Arthur Conan, Sir, 1859- 
1930—Allusions. 3. Symbolism in 
` literature. I. Title. 


SHECHNER, Mark. 823°.9°12 
Joyce in Nighttown; a psychoanalytic 
inquiry into Ulysses. Berkeley, University 
of California Press [1974] xiv, 271 p. 21 
cm. ISBN 0-520-02398-6 Bibliography: p. 
gee nee: [PR6019.09Z795]  72-95308 
.00 

1. Joyce, James, 1882-194 1—Biography— 
Character. 2. Joyce, James, 1882-1941. 
Ulysses. I. Title. 


BALDANZA, Frank. 823.914 
Iris Murdoch. New York, Twayne 
Publishers [1974] p. cm. ISBN 0-8057- 
1410-3 (Twayne’s English authors series, 
TEAS 169) Bibliography: p. 
[PR6063.U7Z58] 73-22302 6.95 (lib. bdg.) 
1. Murdoch, Iris. 

Prepared from C.I.P. 


LESSING, Doris May, 
A small personal voice, by Doris Lessing. 
New York, Knopf, 1974. p. cm. ISBN 0- 
394-49329-X [PR6023.E833Z52 1974] 74- 
7724 6.95 

1. Lessing, Doris May, 1919- I. Title. 
Prepared from C.I.P. Contents omitted. 


SHELBY, Graham, 1939- 823.914 
The devil is loose, a novel. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
ISBN 0-385-09459-0 = [PZ4.S5433De3] 
[PR6069.H42] 73-10818 6.95 

i. Richard l, King of England, 1157- 
1199—Fiction. I. Title. 

Prepared from C.I.P. 


WHITE, Alan. 823'.9°14 
The Jong fuse. [lst American ed.] New 
York, Harcourt Brace Jovanovich [1974, 
c1973] 160 p. 22 cm. ISBN 0-15-153000-9 
[PZ4.W5827Los3] [PR6073.H49] 74-3340 
5.95 

I. Title. 


GRYLLS, Rosalie 828’.6'09 B 
Glynn, 1905- 

William Godwin & his world. (Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. Reprint of the 1953 ed. published by 

Odhams Press, London. Bibliography: p. 

([PR4723.G7 1974] 74-13753 20.00 

f. Godwin, William, 1756-1836. I. Title. 

Prepared from C.I.P. 


823°.9°14 


PIOZZI, Hester Lynch 
Salusbury Thrale, 1741-1821. 
Anecdotes of the late Samuel Johnson, 
LL.D., 1786. New York, Garland Pub., 
1974. p. cm. ISBN 0-8340-1296-8 (The 
Life & times of seven major British writers: 
Johnsoniana, 18) Reprint of the 1786 ed. 
printed for Messers. Moncrieffe and 
others, Dublin. [PR3533.J59 vol. 18] 74- 
14883 22.00 
1. Johnson, Samuel, 1709-1784. I. Title. I. 
Series: Johnsoniana, 18. 


828°.6'09 B 


Prepared from C.I.P. 


RALEIGH, Walter 
Alexander, 1861-1922. 
Samuel Johnson. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1907 ed. published by the Clarendon 
Press, Oxford, issued in series: The Leslie 
Stephen lectures. ([PR3533.R3 1974] 74- 
14565 4.50 (lib. bdg.). 
L Johnson, Samuel, 1709-1784— 
Addresses, essays, lectures. I. Series: Leslie 
Stephen lectures, 1907. 
Prepared from C.I.P. 


THE Ballantyne- 828°.7°09 B 
Lockhart controversy, 1838-1839. New 
York, Garland Pub. Inc., 1974. p. cm. 
ISBN 0-8240-0986-X (The English book 
trade, 1660-1853) Reprint of Refutation of 
the mistatements and calumnies contained 
in Mr Lockhart’s Life of Sir Walter Scott, 
bart., respecting the Messrs Ballantyne, by 
the trustees and son of the late Mr James 
Ballantyne, first published in 1838 by 
Longman, Orme, Brown, Green, and 
Longmans, London; of The Ballantyne- 
humbug handled, in a letter to Sir Adam 
Fergusson, by G. Lockhart, first 
published in 1839 by R. Cadell, Edinburgh; 

and of Reply to Mr Lockhart's pamphlet, 

entitled, ”The Ballantyne-humbug 
handled,” by the authors of a Refutation of 
the mistatements and calumnies contained 
in Mr Lockhart’s Life of Sir Walter Scott, 
bart., respecting the Messrs Ballantyne, 
first published in 1839 by Longman, Orme, 
Brown, Green, and Longmans, London. 
[PR5338.B35 1974] 74-13211 22.00 

I. Scott, Walter, Sir, bart, 1771-1832— 
Friends and associates. 2. Ballantyne, 
James, 1772-1833. 3. Ballantyne, John, 
1774-1821. 4. Lockhart, John Gibson, 
1794-1854. Life of Sir Walter Scott. 5. 
Lockhart, John Gibson, 1794-1854. The 
Ballantyne-humbug handled. I. Lockhart. 
John Gibson, 1794-1854. The Ballantyne- 
humbug handled. 1974. II. Refutation of 
the mistatements and calumnies contained 
in Mr Lockhart’s Life of Sir Walter Scott, 
bart., respecting the Messrs. Ballantyne. 
1974. HI. Reply to Mr. Lockhart's 
pamphlet, entitled, "The Ballantyne- 
humbug handled." 1974, IV. Title. V. 
Series. 

Prepared from C.I.P. 


828’.6°09 


JENKS, Tudor, 1857- 828.7'09 
1922. 
In the days of Scott. [Folcroft, Pa.] 


Foleroft Library Editions, 1974. p. cm. 
Reprint of the 1906 ed. published by A. S. 
Barnes, New York, in series: Lives of great 
writers. Bibliography: p. [PR5332.J4 1974] 
74-13033 22.50 

I. Scott, Walter, Sir, bart, 1771-1832. I. 
Title. H. Series: Lives of great Writers., 
Prepared from C.I.P. 


KER, William Paton, 
1855-1923. 

Sir Walter Scott; a lecture at the Sorbonne, 

May 22, 1919, in the series of Conferences 

Louis Liard, ([Folcroft, Pa.]  Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1919 ed. published by Maclehose, 

Jackson, Glasgow. [PR5333.K4 1974b] 74- 

14534 7.75 (lib. bdg.). 

I. Scott, Walter, Sir, bart, 1771-1832— 

Influence. 

Prepared from C.I.P. 

YONGE, Charles Duke, 828’.7°09 B 
1812-1891. 

Life df Sir Walter Scott. [Folcroft, Pa.] 

Foicroft Library Editions, 1974. p. cm. 

Reprint of the 1888 ed. published by W. 

Scott, London, in series: Great writers. 


828°.7°09 


800 LITERATURE 


*Bibliography by John P. Anderson:” p. 
[PR5332.Y6 1974] 74-14533 17.50 (lib. 
bdg.). 

1. Scott, Walter, Sir, bart, 
Biography. I. Anderson, 
1841- II. Title. 

Prepared from C.I.P. 


1771-1832— 
John Parker, 


BENDZ, Ernst Paulus, 
1880- 

Oscar Wilde, a retrospect, by Ernst Bendz. 

[Folcroft, Pa.] Folcroft Library Editions, 

1974. p. cm. Reprint of the 1921 ed. 

published by A. Holder, Vienna. 

{[PR5823.B4 1974] 74-13380 8.50 

1. Wilde, Oscar, 1854-1900—Influence. 

Prepared from C.I.P. 


828.8709 


COHEN, Edward H. 8287.8°09 B 
The Henley-Stevenson quarrel [by] Edward 
H. Cohen. Gainesville, University Presses 
of Florida, 1974. vi, 92 p. 23 cm. ISBN 0- 
8130-0446-2 (University of Florida 
humanities monograph no. 42) "A 
University of Florida book.” Includes 
bibliographical references. [PR4784.C56] 
74-1431 2.25 (pbk,). 

1. Henley, William Ernest, 1849-1903— 
Friends and associates. 2. Stevenson, 
Robert Louis, 1850-1894—Friends and 
associates. 3. Henley, William Ernest, 
1849-1903—Correspondence. 4. Stevenson, 
Robert Louis, 1850-1894— 
Correspondence. 5. Baxter, Charles, 1848- 
1919. i. Title. I. Series: Florida. 
University, Gainesville. University of 
Florida monographs. Humanities, no. 42. 


DAICHES, David, 1912- 8287.8'09 B 
Robert Louis Stevenson and his world. 
London, Thames and Hudson [1973] 128 


p. illus. 24 cm. ISBN 0-500-13045-0 
Bibliography: p. 118. [PR5493.D22] 73- 
179615 


1. Stevenson, Robert Louis, 1850-1894— 
Biography. I. Title. 
Distributed by Transatlantic Arts; 8.75. 


SIMONS: Arthur, 1865- 828’.8°09 
1945. 

A study of Oscar Wilde. [Folcroft, Pa.] 
Foleroft Library Editions, 1974. p. cm. 
Reprint of the 1930 ed. published by C. J. 
Sawyer, London. [PR5823.S8 1974] 74- 
13194 10.00 

1. Wilde, Oscar, 1854-1900. I. Title. 
Prepared from C.I.P. 


CARNELL, Corbin S. 828°.9°1209 
Bright shadow of reality: C. S. Lewis and 
the feeling intellect, by Corbin Scott 
Carnell. Grand Rapids, Mich., Eerdmans 
[1974] 180 p. 22 cm. A 0-8028-1561-8 
Bibliography: 165-173. 
[PR6023.E926Z6] 74- Bs 2.95 (pbk.). 

I. Lewis, Clive Staples, 1898-1963— 
Criticism and interpretation. I. Title. 


DOOLEY, David Joseph, 828°.9°1209 
1921- 

Compton Mackenzie, by D. J. Dooley. 

New York, Twayne Publishers [1974] p. 

cm. ISBN 0-8057-1361-1 (Twayne’s 

English authors series, TEAS 171) 

[PR6025.A2526Z6] 74-1445 7.50 (lib. 

bdg.). 

1. Mackenzie, Compton, Sir, 1883-1972. 

Prepared from C.I.P. 


HAMMERTON, John 
Alexander, Sir, 1871-1949. 
J. M. Barrie and his books; biographical 
and critical studies. New York, Haskell 
House Publishers, 1974. 264 p. port. 22 
cm. ISBN 0-8383-1730-8 Reprint of the 
1900 ed. published by H. Marshall, 
London. “Barriana”’: p. 255-257. 


828°. 1209 B 
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[PR4076.H33 1974] 73-17096 13.95 (lib. 
bdg.) 


d. Barrie, James Matthews, bart, 1860- 
1937. I Title. 
SANDISON, Alan. 828.91209 


The last man in Europe; an essay on 
George Orwell. New York, Barnes & 
Noble Books [1974] 203 p. 23 cm. ISBN 
0-06-496075-7 Includes bibliographical 
references. [PR6029.R8Z78 1974b] 74- 
175915 17.50 

d. Orwell, George, 1903-1950—Criticism 
and interpretation. I. Title. 


CHADWICK, Hector Munro. 831.03 
The heroic age. Westport, Conn., 
Greenwood Press [1974] p. ISBN 0-8371- 
6939-9 Reprint of the 1912 ed. published 
by University Press, Cambridge, in series: 
Cambridge archaeological and ethnological 
series. [PN1303.C6 1974] 73-7696 19.25 

1. Homerus. 2. Epic poetry, Germanic— 
History and criticism. 3. Civilization, 
Germanic. 4. Civilization, Homeric. I 
Title. II. Series; Cambridge archaeological 
and ethnological series. 

Prepared from C.I.P. 


FIEDLER, Hermann Georg, 
1862-1945. 

Textual studies of Goethe’s Faust. Oxford, 

B. Blackwell, 1946. New York, Haskell 

House Publishers [1974] p. ISBN 0-8383- 

1809-6 [PT1942.F5 1974] 73-20371 9.95 

(lib. bdg.). 

i. Goethe, Johann Wolfgang von, 1749- 

1832. Faust—Criticism, Textual. I. Title. 

Prepared from C.I.P. 


GOETHE, Johann Wolfgang 
von, 1749-1832. 

Faust, the tragedy. Part 1; 
the English speaking stage by John 
Prudhoe. Manchester, Manchester 
University Press; New York, Barnes & 
Noble, 1974. xvii, 157 p. 19 cm. ISBN 0- 
7190-0570-1 (Classics of drama in English 
translation) Bibliography: . xvi-xvii. 
[PT2026.F2P74] 74-168705 6.00 (pbk.) 

1. Prudhoe, John Edgar, tr. I. Title. 


HANDKE, Peter. 831°.9°14 
The innerworld of the outerworld of the 
innerworld. Translated and with a 
postscript by Michael Roloff. New York, 
Seabury Press [1974] p. cm. ISBN 0-8164- 
9194-1 (A Continuum book) Poems. 
Selected from Die Innenwelt der 
Aussenwelt der Innenwelt. Bibliography: p. 
[PT2668.A515213 1974} 73- 11873 5.95 

£ Roloff Michael, tr. H. Titk 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
8164-9199-5. 


TIECK, Johann Ludwig, 
1773-1853. 

Der gestiefelte Kater. Puss-in-Boots [by] 
Ludwig Tieck. Edited and translated by 
Gerald Gillespie. Austin, University of 
Texas Press [1974] xi, 137 p. 21 cm. ISBN 
0-292-72702-X (Edinburgh bilingual 
library, 8) English and German. Includes 
bibliographical references. (PT2537.G8 
1974] 73-20869 9.95 

I. Gillespie, Gerald Ernest Paul, 1933- ed. 


831.6 


831.6 


translated for 


832’.7 


ff, Title. Hf Title: Puss-in-Boots. IV. 
Series. 

Pbk. 3.45, ISBN 0-292-72703-8. 

ELLIS, John Martin. 833.02 


Narration in the .German novelle; theory 
and interpretation [by] John M. Ellis. 
[London, New York] Cambridge 
University Press [1974] viii, 219 p. 23 cm. 
ISBN 0-521-20330-9 (Anglica Germanica. 
Series 2) Bibliography: p. 213-219. 
[PT747.S6E5] 73-82460 13.95 


TQ 


‘Billeskov 


Š 


i. Short stories, German—History and 
criticism. L Title. II. Series. 


WOLLENWEBER, Ludwig 
August, 1807-1888. 

Mountain Mary; an historical tale of early 
Pennsylvania. Translation and introd. by 
John Joseph Stoudt. York, Pa., Liberty 
Cap Books [1974] 79 p. illus. 23 cm. ISBN 
0-87387-058-1 Translation of Die Berg 
Maria. Includes bibliographical references. 
[PZ3.W8353Mo05] [PT2583.W36] 73-5412 
4.00 

I. Title. 


ROLLESTON, James, 1939- 833.912 
Kafka’s narrative theater. University Park, 
Pennsylvania State University Press [1974] 
xvi, 165 p. 24 cm. ISBN 0-271-01121-1 
(The Penn State series in German 
literature) Bibliography: p. [161]-165. 
{PT2621 "A26Z864] 73-12574 12. 5 

1. Kafka, Franz, 1883-1924. f. Title. II. 
Series. 


DILLER, Edward, 1925- 833,914 
A mythic journey: Gunter Grass’s Tin 
drum. [Lexington] University Press of 
Kentucky [1974] viii, 216 p. front. 23 cm. 
ISBN 0-8131-1308-3 Bibliography: p. [197} 
-209. [PT2613.R338B5533] 73-86402 
14.75 

L Grass, Gunter, 1927- Die 
Blechtrommel. I. Title. 


OOSTERHUIS, Huub. 839.3°1°164 
At times I see: reflections, prayers, poems, 
and songs. Translated by Redmond 
McGoldrick and Ger Groot in 
collaboration with the author. New York, 
Seabury Press [1974] p. cm. ISBN 0-8164- 
1177-8 ”A Crossroad book.” Translation of 
Zien, soms even. [PT5881.25.08Z713] 74- 
13002 6.95 

I. Title. 

Prepared from C.I.P. 


DEKKER, Eduard 
Douwes, 1820-1887. 
The oyster & the eagle: selected aphorisms 
and parables of Multatuli. Translated, 
edited, annotated, with an introductory 
essay, by E. M. Beekman. Amherst, 
University of Massachusetts Press, 1974. 
122 p. 23 cm. [PT5829.A23 1974] 73- 
93171 8.00 

I. Beekman, E. M., 1939- ed. IT. Title. 


LAMPO, Hubert. 839.3°2'364 
The coming of Joachim Stiller. Translated 
from the Netherlandic by Marga Emlyn- 
Jones. New York, Twayne Publishers 
[c1974] 155 p. 22 cm. ISBN 0-8057-3416- 
3 (The Library of Netherlandic literature, 
v. 4) Translation of De komst van Joachim 


833.8 


839.3”1°8509 


Stiller. [PZ3.L1948Co] [PT6434.L43] 73- 

3954.5.95 

I. Title. 

STRINDBERG, August, 839.736 
1849-1912. 


The people of Hemso. Translated from the 
Swedish by Elspeth Harley Schubert. 
Westport, Conn., Greenwood Press [1974] 
220 p. 22 cm. ISBN 0-8371-7252-7 
Translation of Hemsoborna. Reprint of the 
1959 ed. published by A. B. Forlag, 
Stockholm, in series: Anglo-Swedish 
Literary Foundation. [Publications]. 
[PZ3.S9179Nat5] [PT9813.H4] 73-17625 
10.50 


I. Title. 
CONTEMPORARY Danish 839.8°1'301 
prose; an anthology. [Introd. by F. J. 


Jansen. Supervision of 
translation, and notes, by Elias Bredsdorff] 
Westport, Conn., Greenwood Press [1974] 


AMERICAN BOOK PUBLISHING RECORD 


p. ISBN 0-8371-7358-2 Reprint of the 
1958 ed. published by Gyldendal, 
Copenhagen. [PZ1.C766 1974] [PT8023] 
74-41 15.25 

1. Short stories, Danish—Translations into 
English. 2. Short stories, English— 
Translations from Danish. I. Bredsdorff, 
Elias. 

Prepared from C.I.P. 


HEINESEN, William, 
1900- 
The kingdom of the earth. Translated from 
the Danish with an introd. by Hedin 
Bronner. New York, Twayne Publishers 
[1974] 171 p. 22 cm. ISBN 0-8057-3324-8 
(The Library of Scandinavian literature, v 
22) Translation of Moder Syvstjerne. 
Pz. H3638Ki] [PT8175.H367] 73-2711 


Pile, IT. Series. 


ROLVAAG, Ole Edvart, 
1876-1931. 

The boat of longing; a novel. Translated 
from the Norwegian Langselens baat by 
Nora O. Solum. Westport, Conn. 
Greenwood Press [1974, c1933] 304 p. 22 
cm. ISBN 0-8371-7069-9 Reprint of the 
ed. published by Harper, New York. 
[PZ3.R6275Bo5] [PT9150.R55] 73-11844 
13.00 

IL Title. 


CAREME, Maurice, 1899- 841.912 
Songs of beginnings. Authorized translation 
from the French by Zoe Lantelme Belth. 
Boston, Branden Press [1974] 37 p. 22 cm. 
ISBN 0-8283-1507-8 Poems. Translation of 
Mere. [PQ2605.A58M413] 73-76682 4.75 
L Belth, Zoe Lantelme, tr. If, Title. 


BOWRA, Cecil Maurice, 
Sir, 1898-1971. 

The simplicity of Racine. [Folcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 

Reprint of the 1956 ed. published by the 

Clarendon Press, Oxford, issued as the 

Zaharoff lecture for 1956. [PQ1905.B6 
1974] 74-14552 5.00 (lib. bdg.). 

1. Racine, Jean Baptiste, 1639-1699. I. 
Title. If. Series: The Zaharoff lecture, 
1956. 

Prepared from C.I.P. 


BLAIS, Marie Claire. 843 
St. Lawrence blues; a novel. Translated 
from the French by Ralph Manheim New 
York, Farrar, Straus and Giroux [1974] p. 
em. ISBN 0-374-26945-9 Translation of 
Un Joualonais, sa Joualonie. [PZ4.B637Sai] 
[PQ3919.B6] 74-4318 7.95 

£ Title. 

Prepared from C.I.P. 


DIDEROT, Denis, 1713-1784. 843°.5 
The nun; translated from the French with 
an introd. by Leonard  Tancock. 
[Harmondsworth] Penguin Books [1974, 
c1972] 188 p. 19 cm. ISBN 0-14-044300-2 
(Penguin classics) Translation of La 
religieuse. [PZ3.D5617Nu5] 74-172728 

L Title. 

Distributed by Penguin, Baltimore Md, 
1.25 (pbk.). 


GALLO, Max, 1932- 843.914 
With the victors. Translated from the 
French by Nancy Amphowux. [Ist ed.] 
Garden City, N.Y., Doubleday; 1974. p. 
cm. ISBN 0-385-05471-8 Translation of Le 
cortege des vainqueurs. [PZ4.G168Wi] 
[PQ2667.A419] 73-10536 8.95 

I. Title. 

Prepared from C.I.P. 


MCGOWAN, Margaret M. 844.3 
Montaigne’s deceits; the art of persuasion 


839.8°17372 


839.8°2736 


842.4 


SEPTEMBER 30,1974 


in the Essais [by] Margaret M. McGowan. 
Philadelphia, Temple University Press 
[1974] vii, 217 p. 25 cm. ISBN 0-87722- 
061-1 Bibliograp hy: p [195]-200. 
[PQ1645.M28] 72-91134 9.00 

d. Montaigne, Michael Eyquem de, 1533- 
1592—Style. I. Title. 
ROSE, Henry, f1.1911- 8487.8°09 
On Maeterlinck: or Notes on the study of 
symbols, with special reference to The blue 
bird. To which is added an exposition of 
The sightless. New York, Haskell House, 
1974. 133 p. 20 om. ISBN 0-8383-1829-0 
Reprint of the 1911 ed. published by A. C. 
Fifield, London. [PQ2625.A6R65 1974] 
73-21891 10.95 (lib. bdg.). 
a pos Maurice, 1862-1949. I. 

tle. 


CARSON, Ronald A. 848°.9°1409 
Jean Paul Sartre [by] Ronald A. Carson. 
Valley Forge [Pa.] Judson Press [1974] p. 
cm. ISBN 0-8170-0615-X (Makers of 
modern thought) [PQ2637.A82Z596] 73- 
12766 1.95 (pbk.) 

1. Sartre, Jean Paul, 1905- 

Prepared from C.I.P. 


COHN, Ruby. 848.91409 
Back to Beckett. Princeton, Princeton 
University Press [1974] 274 p. illus. 22 cm, 
ISBN 0-691-06256-0 Bibliography: p. 273- 
274. [PR6003.E282Z618] 72-14024 12.50 
1. Beckett, Samuel, 1906- I. Title. 


BOCCACCIO, Giovanni, 1313- 
The nymph of Fiesole (Il ninfale fiesolano) 
A translation by Daniel J. Donno. Illus. by 
Angela Conner. Westport, Conn., 
Greenwood Press [1974, c1960] p. cm. 
ISBN 0-8371-7500-3 Reprint of the ed. 
published by Columbia University Press, 
New ork. Bibliography: p. 
[PQ4272.E5N5 1974] 74-5781 9.25 

I. Title. 

Prepared from C.I.P. 


eee ee Giovanni, 1313- 
75. 

Thirteen most pleasant and delectable 
questions of love, entitled A disport of 
diverse noble personages. Written in Italian 
by Giovanni Boccaccio in his book 
Filocolo. First turned into English by H. 
G. in 1566 and now refashioned and 
illustrated by Harry Carter. [Ist ed.] New 
York, C. N. Potter; distributed by Crown 
[1974] xvii, 166 p. illus. 26 cm. ISBN 0- 


851.1 


853°.1 


. 517-51492-3 [PQ4272.ESF4 1974] 73- 
94239 7.95 
i. Carter, Harry. I. Title. 
1871- 853°.9°12 


DELEDDA, Grazia, 
1936 


The mother. Translated from the Italian by 
Mary G. Steegmann, Dunwoody, Ga., N. 
S. Berg, 1974. xii, 239 p. 22 cm. ISBN 0- 


910220-57-3 [PZ3.D3762Mo15] 
[PQ4811.E6] 74-173633 7.95 

L Title. 

GINZBURG, Natalia. 353°.9°12 


No way. Translated by. Sheila Cudahy. 
New York, Harcourt Brace Jovanovich 
[1974] p. cm. ISBN 0-15-167674-7 "A 
Helen and Kurt Wolff book.” Translation 


of Card Michele. [PZ3.G437No] 
[PQ4817.15] 74-7069 5.95 
I. Title. 
Prepared from C.I.P. 
ARIDJIS, Homero. 861 


Los espacios azules. Blue spaces; selected 
poems of Homero Aridjis. Edited with an 
introd. by Kenneth Rexroth. New York, 


Seabury Press [1974] p. cm. ISBN 0-8164- 
9190-9 (A Continuum book) English and 
Spanish. [PQ7297.A8365E8 1974] 73- 
17871 5.95 

Í. Title. II. Title: Blue spaces. 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
8164-9191-7. 


MARQUEZ, Robert, comp. 861 
Latin American revolutionary poetry. 
Poesia revolucionaria latinoamericana. A 
bilingual anthology edited and with an 
introd. by Robert Marquez. el York, 
Monthly Review Press [1974] p. cm 
ISBN 0-85345-321-7 [PQ7084.M28} 73- 
90074 16.50 

J. Revolutionary poetry, Latin American. 


iI. Title. IL Title: Poesia revolucionaria 
Jatinoamericana. 

Prepared from C.I.P. 

MCKENDRICK, 862’.3°09352 
Melveena. 


Woman and ‘society in the Spanish drama 
of the golden age; a study of the mujer 
varonil. [London, New York] Cambridge 
University Press [1974] xiv, 346 p. 23 cm. 
ISBN 0-521-20294-9 Includes 
bibliographical references. [PQ6105.M25] 
73-82457 19.50 

i. Spanish drama—Classical period, 1500- 
1700—RHistory and criticism. 2. Women in 
diterature. I. Title. 


TERRAZAS Sanchez, Filiberto. 863 
Kukulcan, by Filiberto Terrazas. 
[Translated from the Spanish by Esther 
Terrazas. ist ed.] New York, Vantage 
Press [1974] xviii, 119 p. 21 cm. ISBN 0- 
533-00495-0 [PZ4.T324Ku3] 
[PQ7298.3.E7] 74-174411 4.50 

1. Mayas—Fiction. I. Title. 


SMITH, Robinson, 1876- 
The life of Cervantes. 
Routledge, 1914. New York, Haskell 
House Publishers [1974] p. ISBN 0-8383- 
1812-6 Includes bibliographical references. 
ae S6 1974] 73-20337 10.95 (lib. 
bdg 

i. Cervantes Saavedra, Miguel de, 1547- 
1616. I. Title. 

Prepared from C.I.P. 


863’.3 B 
London, G. 


JONES, Margaret E. W. 863.64 
Dolores Medio, by Margaret E. W. Jones. 
New York, Twayne Publishers [1974] 166 
p. 22 cm. ISBN 0-8057-2610-1 (Twayne’s 


world authors series, ae 281. Spain) 
Bibliography: 157-161. 
[PQ6623. £42273] 73- 3958 5.95 

1. Medio, Dolores. 
NEWMAN, Charles Hamilton, 868 


1938- 

Prose for Borges. Edited by Charles 
Newman & Mary Kinzie. Consulting 
editor, Norman Thomas di Giovanni. 
Evanston [Iil] Northwestern University 
Press, 1974 [c1972] x, 419 p. illus. 25 cm. 
ISBN 0-8101-0438-5 (A _ TriQuarterly 
book) "Checklist of the principal works of 
Jorge Luis Borges, compiled by Norman 
Thomas di Giovanni”: . 415-417. 
[PQ7797.B635Z79 1974] 73-86066 15.00 
i. Borges, Jorge Luis, 1899- —Addresses, 
essays, lectures. I. Kinzie, Mary, joint 
author. IT. Title. 


LEACH, Eleanor Winsor. 871’.01 
Vergil's Eclogues; landscapes of 
experience. Ithaca [N.Y.] Cornell 


University Press [1974] 281 p. illus. 23 cm. 
ISBN 0-8014-0820-2 Includes 
bibliographical references. [PA6804.B7L38] 
73-17699 15.00 

1. Vergilius Maro, Publius. Bucolica. 2. 
Nature in literature. I. Title. 


800 LITERATURE 


LAMPMAN, Archibald, 1861- 8717.4 
1899. 
The poems of Archibald Lampman 


(including At the Long Sault). Introd. by 
Margaret Coulby Whitridge. [Toronto] 
University of Toronto Press [1974] xxxviii, 
xxv, 473, 45 p. 23 cm. ISBN 0-8020-2074- 
7 (Literature of Canada: poetry and prose 
in Reprint, 12) Reprint of The poems of 
Archibald Lampman (Morang, 1900), and 
At the Long Sault and other new poems 
(Ryerson, 1943). Bibliography: p. xxxvii- 
xxxviii. [PR9199.3.L29A6 1974] 73-92517 
17.50 

J. Lampman, Archibald, 1861-1899. At the 
Long Sault. 1974. H. Title. HI. Title: At 
the Long Sault. 


BEST, Thomas W. 872’.04 
Jacob Bidermann, by Thomas W. Best. 
New York, Twayne Publishers [1974] p. 
cm. ISBN 0-8057-2154-1 (Twayne’s world 
authors series, TWAS 314. Germany) 
[PA8477.B3Z6] 74-2015 8.50 

1. Bidermann, Jakob, 1577 or 8-1639. 
Prepared from C.I.P. 


DICESARE, Mario A. 873’.01 
The altar and the city; a reading of Vergil’s 
Aeneid [by] Mario A. Di Cesare. New 
York, Columbia University Press, 1974. p. 
cm. ISBN 0-231-03830-5 Bibliography: p. 
[PA6825.D47] 74-3436 12.00 
I. Vergilius Maro, Publius. Aeneis. 2. 
Vergilius Maro, Publius—Criticism, 
Textual. I. Title. - 
Prepared from C.I.P. Pbk., 5.00, ISBN 0- 
231-03831-3. 
MACKAIL, John William, 873°.01 
1859-1945. 
An introduction to Virgils Aeneid. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. "Abridged from the author’s 
edition of the Aeneid.” Reprint of the 
1946 ed., priv. print. for the Virgil Society. 
[PA6826.M28 1974] 74-13603 5.00 
1. Vergilius Maro, Publius. Aeneis. I. Title. 
Prepared from C.I.P. 
JOANNES de Garlandia, 878°.03 
ca.1195-ca.1272. 
The parisiana poctria of John of Garland. 
Edited with introd., translation, and notes 
by Traugott Lawler. New Haven, Yale 
University Press, 1974. xxv, 352 p. illus. 
25 cm. ISBN 0-300-01572-0 (Yale studies 
in English, 182) ”This edition is a collation 
of the .. six [known] manuscripts.” 
Originally presented as T. Lawler’s thesis, 
Harvard. Bibliography: p. 339-343. 
[PA2875.J6 1974] 73-77156 12.50 
I. Latin language, Medieval and modern— 
Rhetoric. I. Lawler, Traugott, ed. If. Title. 
IIT. Series. 


PINDARUS 
Pindars odes. Translated, with pref., 
introd, and notes, by Roy Arthur 
Swanson. Foreword by Kimon Friar. 
(Indianapolis, Bobbs-Merrill 1974] ivii, 358 
p. illus. 21 cm. (The library of liberal arts.) 
Bibliography: p. 308-316 [PA4275.E5S8] 
72-90908 8.95 

T. Swanson, Roy Arthur, 1925- tr. 

Pbk. 4.95, ISBN 0-672-61245-3. 


SAKLATWALLA, 
Jamshedji Edulji. 
Omar Khayyam as a mystic, by J. E. 
Saklatwalla. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1928 
ed. published by the British India Press, 
Bombay, which was issued as no. 10 of 
Dorab J. Saklatwalla memorial series. 
{[PK6525.828 1974] 74-9971 6.50 
1. Omar Khayyam—Religion and ethics. I. 


884’.01 


891.5511 B 


110 


900 HISTORY 


Title. If Series: Dorab  Saklatwalla 
memorial series, no. 10. 
Prepared from C.I.P. 
ZENKOVSKY, Serge A., 891.7'08°001 
ed. 
Medieval Russia’s epics, chronicles, and 
tales. Edited, translated, and with an 
introd. by Serge A. Zenkovsky. Rev. and 
enl. [2d] ed. New York, Dutton, 1974. xv, 
526 p. illus. 21 cm. ISBN 0-525-47363-7 
[PG3213.Z4 1974] 74-171063 6.50 (pbk.) 
1. Russian literature—To 1700— 
Translations into English. 2. English 
fiterature—Translations from Russian. I. 
Title. 


MOORE, Harry Thornton. 891.7°09 
Twentieth-century Russian literature [by] 
Harry T. Moore and Albert Parry. With a 
preface by Harry T. Moore. Carbondale, 
Southern Illinois University Press [1974] 
p. cm. ISBN 0-8093-0703-0 
(Crosscurrents/modern critiques) 
Bibliography: p. [PG3017.M6] 74-13812 
6.95 


d. Russian literature---20th century— 
History and criticism. I Parry, Albert, 
1901- joint author. II. Title. 

Prepared from C.I.P. 


*THE tale of the campaign 891.711 
of Igor; a Russian epic poem of the twelfth 
century. translated by Robert C. Howes. 
New York, Norton [1974, c1973] v, [67] 
p 22 cm. ISBN 0-393-04380-0 
Bibliography: p. 67. [PG3300.S6] 1.75 
(pbk.) 


IR ussia—History—To 1533. 


KPUROURLIS; Demetrius 891.713 
A concordance to the poems of Osip 
Mandelstam. Edited by Demetrius J. 
Koubourlis. With a foreword by Clarence 
Brown. Ithaca, Cornell University Press 
[1974] xxii, 678 p. 25 cm. ISBN 0-8014- 
0806-7 (The Cornell concordances) “This 
concordance is based on the revised and 
expanded poetry volume of Osip 
Mandel’stam: collected works in three 
volumes, edited by G. P. Struve and B. A. 
Filipoff.” Includes bibliographical 
references. [PG3476.M3552Z49 1974] 73- 
8387 18.50 

i. Mandel’shtam, Osip Emil'evich, 1891- 
1938—Concordances. 1 Mandelshtam, 
Osip Emilevich, 1891-1938. II. Title. II. 
Series. 


HUGHES, Olga Raevsky. 891.7142 
The poetic world of Boris Pasternak [by] 
Olga R. Hughes. [Princeton] N.J. 
Princeton University Press, 1974. p. cm. 
ISBN 0-691-06262-5 (Princeton essays in 
European and comparative literature) 
Bibliography: p. [PG3476.P27Z69] 73-2467 
9.00 


1. Pasternak, Boris Leonidovich, 1890- 
1960. I. Title. 
Prepared from C.I.P. 


*GORKY, Maxim 1868- 
1936. 

The lower depths. translated by Kitty 

Hunter-Blair and Jeremy Brooks, with an 

introduction by Edward Braun and a 

preface by Jeremy Brooks. New York, 

Viking Press, [1974, c1973] ix, 90 p. 21 

em. 

Seaver book) [PG3463] 73-14373 5.95 

i. Russian drama—Transfation into 

English. 2. English drama---Translated 

from Russian. I. Title. 

Pbk. 2.25, ISBN 0-670-00421-9. 


mn 


891.7°2°3 


ISBN 0-670-44354-9 (A Richard - 


DOSTOEVSKII, Fedor 
Mikhailovich, 1821-1881. 
New Dostoevsky letters. Translated from 
the Russian by S. S. Koteliansky. New 
York, Haskell House Publishers [1974] p. 
cm. ISBN 0-8383-1824-X Reprint of the 
1929 ed., published by Mandrake Press, 
London. [PG3328.A3K62 1974] 73-20335 
9.95 (lib. bdg.). 
1. Dostoevskii, Fedor Mikhailovich, 1821- 


891.733 B 


1881. L Koteliansky, Samuel 
Solomonovitch, 1880- tr. Il. Title. 

Prepared from C.I.P. 

FALEN, James E., 1935- 891.7°3°42 


Isaac Babel, Russian master of the short 
story, by James E. Falen. Knoxville, 
University of Tennessee Press [1974] xiii, 
270 p. front. 23 cm. ISBN 0-37049-156-3 
Bibliography: p. 239-266. [PG3476.B2Z66] 
74-7169 9.75 


l. Babel’, Isaak Emmanuilovich, 1894- 
1941. I. Title. : 

LINDSTROM, Thais S. 891.7°8°309 
Nikolay Gogol. New Yors, Twayne 


Publishers [1974] 216 p. 21 cm. ISBN 0- 
8057-2377-3 (Twayne's world author 
series, TWAS 299. Russia) Bibliography: p. 
209-211. [PG3335.L52] 73-17457 6.50 

1. Gogol’, Nikolai Vasilevich, 1809-1852. 


LEM, Stanislaw. 891.8°5°37 
The investigation [by] Stanislaw Lem. 
Translated from the Polish by Adele 
Milch. New York, Seabury Press [c1974] 
216 p. 22 cm. ISBN 0-8164-9165-8 (A 
Continuum book) Translation of Sledztwo. 
[PZ4.L537In] [PG7158.L.39] 73-6423 7.95 
I. Title. 


es Bohumil, 
1914- 

The death of Mr. Baltisberger, by Bohumil 
Hrabal. Translated from the Czech by 
Michael Heim. Garden City, N.Y. 
Doubleday, 1974. p. cm. ISBN 0-385- 
00692-6 Translation of Automat svet. 
Ne oa [PG5039.18.R2] 74-4737 


891.8635 


I. Title. 
Prepared from C.I.P. Contents omitted. 


LIU, James J. Y. 895.1°1°04 
Major lyricists of the Northern Sung, A.D. 
960-1126, by James J. Y. Liu. [Princeton, 
N.J.] Princeton University Press [1974] 
215 p. 23 cm. ISBN 0-691-06259-5 
Includes lyrics in English and Chinese. 
Bibliography: p. [203]-210. [PL2343.L5] 
73-10290 15.00 

1. Tz‘'u—Ħistory and criticism. l. Title. 


BUCK, Pearl 

Sydenstricker, 1892-1973. 
The Chinese novel; Nobel lecture delivered 
before the Swedish Academy at 
Stockholm, December 12, 1938, by Pearl 
S. Buck. New York, Hasxell House 
Publishers, 1974. vii, 52 p. 20 cm. ISBN 0- 
8383-1766-9 Reprint of the 1939 ed. 
published by Macmillan, London. 
[PL2415.B8 1974] 73-20425 7.95 (lib. 
bdz.). 

1. Chinese fiction—History ard- criticism. 
I. Title. 


HSIAO, Chun, 1908- 
1951. 

Village in August, by T'ien Chun. Introd. 
by Edgar Snow. Westport, Conn., 
Greenwood Press [1974] p. ISBN 0-8371- 
7458-9 Translation of Pa yueh ti hsiang 
ts'un. Reprint of the 1942 ed. published by 
Smith & Durrell, New York. 
[P73 H8592V16] [PL2765.134] 74-3729 
14.2 


895.1°3'009 


895.1°3'S 


AMERICAN BOOK PUBLISHING RECORD 


1. China—History—1937-1945—Fiction. 1. 
Title. 
Prepared from C.I.P. 


MURASAKI Shikibu, 
b.978? 

Genji monogatari Translated from the 
Japanese by Kencho Suematsu. With an 
introd. the the new ed. by Terence Barrow. 
Rutland, Vt., C. E. Tuttle [1974] 227 p. 19 
cm. ISBN 0-8048-1045-1 (Tut books. L) 
[PZ3.M9317Ge] [PL788.4.G4] 72-77523 
3.75 (pbk.) 

I. Title. 


NAKANOIN Masatada no 
musume, b.1258. 

Lady Nijo’s own story; Towazu-gatari: the 
candid diary of a thirteenth-century 
Japanese imperial concubine. Translated by 
Wilfrid Whitehouse & Eizo Yanagisawa. 
Rutland, Vt., Tuttle [1974] 395 p. 20 cm. 
ISBN = 0-8048-1117-2 [PL792.N3Z5213 
1974] 73-93503 10.00 

1. Nakanoin Masatada no musume, b. 
1258—Biography. 2. Japan---Court and 
courtiers. I, Whitehouse, Wilfrid, tr. I. 
Yanagisawa, Eizo, 1902- tr. III. Title. 


895.6731 


~ 


895.632 B 


900 HISTORY 


MUMFORD, Lewis, 1895- 901.9 
The pentagon of power. New York, 
Harcourt Brace Jovanovich [1974, c1970] 
496 p. illus. 21 cm. ISBN 0-15-671610-0 
(His The myth of the machine, v. 2) (A 
Harvest book, HB 274) Bibliography: p. 


439-469. [CB478.M783] 73-13626 4.95 
(pbk.). 
1. Technology and civilization. I. Title. 


THE Western experience 901.9 
[by] Mortimer Chambers [and others] Art 
essays by H. W. Janson. Advisory editor: 
Eugene Rice. Cartography consultant: D. 
W. Meinig. [ist ed.] New York, Knopf; 
[distributed by Random House, 1974] xviii, 
1133, xliii p. illus. 25 cm. ISBN 0-394- 
31806-4 Includes bibliographies. 
[CB59.W38 1974] 73-21732 14.95 

i. Civilization —History. 2. Civilization, 
Occidental—History. I. Chambers, 
Mortimer. 


NORTON, Frank 901.93°4°074014811 
Henry, 1836-1921, ed. 

A facsimile of Frank Leslie's illustrated 
historical register of the Centennial 
Exposition, 1876. With a new introd. by 
Richard Kenin. [New York] Paddington 
Press [1974] 324 p. illus. 41 cm. ISBN 0- 
8467-0022-0 Original t.p. reads: Frank 
Leslie’s historical register of the United 
States Centennial Exposition, 1876. 
Embellished with nearly cight hundred 
illustrations drawn expressly for this work 
by the most eminent artists in America ... 
Edited by Frank H. Norton ... New York: 
Frank Leslie’s Publishing House, 1877. 
(T825.BIN6 1877a] 73-15026 12.95 

J. Philadelphia. Centennial exhibition, 
1876. I. Leslie, Frank, 1821-1880. Il, Title. 


Wi Title: Frank Leslie's illustrated 
historical register of the Centennial 
Exposition, 1876. 

DOLLAR, Charles M. 2 907.2 


Historian’s guide to statistics; quantitative 
analysis and historical research [by] 
Charles M. Dollar fand] Richard J. Jensen. 
Huntington, N.Y., R. E. Krieger Pub. Co., 
1974. p. ISBN 0-88275-197-2 Reprint of 
the 1971 ed. published by Holt, Rinehart 
and Winston, New York. Bibliography: p. 
[HA29.D645 1974] 74-12188 12.00 
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I. Statistics. 2. Historical research. I. 
Jensen, Richard J., joint author. IT. Title. 
Prepared from C.I.P. ` 


HENIGE, David P. 907°.2 
The chronology of oral tradition; quest for 
a chimera, by David P. Henige. Oxford, 
Clarendon Press, 1974. 265 p. 22 em. 
ISBN 0-19-821694-7 (Oxford studies in 
African affairs) Bibliography: p. [214]-253. 
[DT19.H46] 74-171156 

d. Oral tradition-—Africa. 2. Africa— 
Historiography. I. Title. II. Series. 
Distributed by Oxford University Press, 
New York, 15.25. 


DOWNEY, Richard, Abp., 1881- 909 
Some errors of H. G. Wells; a Catholic’s 
criticism of the "Outline of history.” 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1933 ed. 
published by Burns, Oates & Washbourne, 


London. Includes bibliographical 
references. [D21.W43D6 1974] 74-13585 
12.50 

J. Wells, Herbert George, 1866-1946. 
Outline of history. I. Title. 

Prepared from C.I.P. 

PERRY, Marvin. 909 


Man’s unfinished journey; a world history. 
Contributing area specialists: Theodore H. 
Von Laue [and others] Howard R. 
Anderson: consulting editor. Lana D. 
Goldberg: classroam coordinator. Boston, 
Houghton Mifflin [1974] x, 901 p. illus. 24 
cm. ISBN 0-395-18016-3 (Houghton 
Mifflin history program) A history of man 
on earth beginning with theories on the 
origin of the universe and ending with a 
description of modern man’s problems. 
Bibliography: p. 859-866. [D21.P457 1974] 
74-166217 9.60; Instructor’s guide and key 
4.72. 

1. World history. I. Title. 


Travel 910-919 


COUNTRIES of the world; 

official Background notes of the 
Department of State 
contemporary political and economic 
conditions, government policies and 
personnel, political parties, religion, 
history, education, press, radio and TV, 
and other characteristics of each nation. 
Detroit, Gale Research Co. [1974] p. cm. 
ISBN 0-8103-1047-3 Bibliography: p. 
[G122.C68] 74-10861 12.50 

i. Geography. I. United States. Dept. of 
State. Office of Media Services. 
Background notes. 

Prepared from C.I.P. 


KOLARS, John F. 910 
Geography: the study of location, culture, 
and environment [by] John F. Kolars [and] 
John D. Nystuen. Drawings by Derwin 
Bell. New York, McGraw-Hill [1974] xix, 
448 p. 25 cm. ISBN  0-07-035309-3 
(McGraw-Hill series in geography) 
Includes bibliographies. [GF125.K64] 73- 
11262 12.95 

1. Cities and towns. 2. Human ecology. I. 
Nystuen, John D., 1931- joint author. II 


910 
U.S. 
covering 


Title. $ 
Instructors manual 2.95, ISBN 0-07- 
035321-2. 
LANA, Ruth. 910 


Travel sense; the travel consultant to 
6,000,000 people tells you how to take the 
trip that suits you best. [lst ed.] Garden 
City, N.Y., Doubleday, 1974. p. cm. ISBN 
0-385-06982-0 [G150.L28] 73-83647 5.95 


I. Voyages and travels—-1951- —Guide- 
books. 2. Package tours. I. Title. 
Prepared from C.I.P. 


MCCASKILL, Murray. 910 
Patterns on the land: basic concepts in 
geography [by] M. McCaskill. Camberwell, 
Vic., Longman, 1973. 82 p. ill., diagrs., 
maps. 25 cm. ISBN 0-582-68128-6 
(Fundamentals of geography) Label 
mounted on t.p.: Distributed in the U.S.A. 
by Longman, Inc. New York. 
Bibliography: p. 82. [Gi28.M26] 74- 
173661 3.95 (pbk.) | 

1. Geography---Text-books- --1945- I. Title. 


LE BON, Gustave, 
1841-1931 

The world of Islamic civilization. New 

York, Tudor Pub. Co. [1974] p. cm. ISBN 

0-8 148-0595-7 (World of ancient 

civilizations series, no. 12) [DS36.84.L4 

1974] 74-7027 3.95 

1. Civilization, Islamic. 2. Islamic Empire. 

L Title. 

Prepared from C.I.P. 


910°.0317°671 


WATT, William 

Montgomery. 
The majesty that was Islam; the Islamic 
world, 661-1100 [by] W. Montgomery 
Watt. New York, Praeger [1974] p. cm. 
ISBN 0-275-51870-3 (Great civilizations 
series) Bibliography: p. [DS36.85.W37] 74- 
331 17.50 


910°.031°7671 


1. Civilization, Islamic. 2. Islamic 
Empire—History. I. Title. 

Prepared from C.I.P. 

HARDY, James Daniel, 910°.03°1821 


1934- 

The Western world: the development of 
modern civilization [by] James D. Hardy, 
Jr. [and] Arthur J. Slavin. General editor: 
Boyd H. Hill, Jr. [lst ed.] New York, 
Random House [1974] vii, 418 p. illus. 24 
cm. ISBN 0-394-31801-3 Includes 
bibliographies. [CB245.H27] 73-16148 6.95 
(pbk.) 

1. Civilization, Occidental. 2. History, 
Modern. I. Slavin, Arthur Joseph, joint 
author. Il. Hill, Boyd H., ed. HI. Title. 


BERLITZ, Charles 
Frambach, 1913- 
The Bermuda Triangle [by] Charles Berlitz, 
with the collaboration of J. Manson 
Valentine. [lst ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
04114-4 Bibliography: p. [G525.B49] 74- 
3691 7.95 

l. Bermuda Triangle. 2. Shipwrecks— 
Bermuda Triangle. [. Title. 

Prepared from C.I.P. 


PALUKA, Frank. 910°09°1640924 B 
The three voyages of Captain Cook. 
[Pittsburgh] Beta Phi Mu, 1974. xiv, 80 p. 
illus. 21 cm. ISBN 0-910230-10-2 (Beta 
Phi Mu chapbook no. 10) Includes 
bibliographical references. Cook, James, 
1728-1779. [GZ246.C7P34] 73-88544 6.00 
1. Pacific Ocean. I. Title. IT. Series. 


KLEIN, Jerome E. 910°.202 
The tennis players vacation guide [by] 
Jerome E. Klein. [New York] Interbook 
[1974] 154 p. illus. 22 cm. ISBN 0- 
913456-71-3 ”A  Feron’s publication.” 
[GV1002.K55]} 74-80059 5.00 (pbk.). 

i. Tennis courts—Directories. 2. Hotels, 
taverns, ete.--Directories. L Title. 


ANGIER, Bradford. 910.45 
The freighter travel manual. Illus. by Vena 
Angier. [ist ed.] Radnor, Pa., Chilton 
Book Co. [1974] p. cm. ISBN 0-8019- 
6074-6 [G153.A54] 74-11465 7.95 


910.0916363 
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1. Freighters—Passenger traffic. 2. Voyages 
and travels—1951- —Guide-books. I. Title. 
Prepared from C.I.P. Pbk. 3.95; ISBN 0- 
8019-6150-5. 


HARIAN'S today’s 

outstanding buys in freighter 
Greenlawn, N.Y. Harian. 

The 16th ed., 1974, by Norman D. Ford 
and Jeffrey Robinson is available from 
Grosset, N.Y. for 3.95 (pbk.) L.C. card 
no.: 61-1539. 


910.4°5 
travel. 


PARRY, John Horace. 910.45 
The discovery of the sea, by J. H. Parry. 
New York, Dial Press, 1974. p. ISBN 0- 
8037-2019-X Bibliography: p. [G80.P37] 
74-8966 20.00 

1. Discoveries (in geography)—History. 2. 
Ocean travel—History. I. Title. 

Prepared from C.I.P. 


BUTLER, Hal. 910°.453 
Abandon ship! Chicago, H. Regnery Co. 
[1974] . cm. ISBN 0-8092-9024-3 
[G525.B94] 74-6886 7.95 

i. Shipwrecks. I. Title. 

Prepared from C.I.P. 


NATIONAL Geographic 
Society, Washington, 
Publications Division. 

Undersea treasures. Washington, National 

Geographic Society [1974] p. cm. ISBN 

0-87044-147-7 [G525.N33 1974] 74-1563 _ 

4.75 

1L Treasure-trove. 2. 

archacology. I. Title. 

Prepared from C.I.P. 


HERRMANN, Paul, 1905-1958. 910.9 
The great age of discovery. Translated by 
Arnold J. Pomerans. Westport, Conn., 
Greenwood Press [1974, cl1958] p. cm. 
ISBN 0-8371-7504-6 Reprint of the ed. 
published by Harper, New York. 
Translation of Zeigt mir Adams Testament. 
Bibliography: p. [G80.H423 1974] 74-5548 
23.50 


910.453 


D.C. Special 


Underwater 


1. Discoveries (in geography) 2. Explorers. 
1 Title. 
Prepared from C.I.P. 


LE SUEUR, Meridel. 913°.031 
The mound builders. New York, F. Watts, 
1974. 62 p. illus. 22 cm. ISBN 0-531- 
02717-1 (A First book) Bibliography: p. 
[57] Describes various ancient mound- 
building cultures from the evidence found 
in surviving mounds and their contents. 
[E73.L4] 73-22497 3.45 

1. Mound-builders—Juvenile literature. I. 
Title. 


WILLEY, Gordon Randolph, 
1913- 

A history of American archaeology [by] 

Gordon R. Willey and Jeremy A. Sabloff. 

San Francisco, W. H. Freeman [1974] 252 


913.031 


p. illus. 25 cm. ISBN 0-7167-0267-3 
Bibliography: p. 224-248. [E61.W67 
1974b] 73-17493 9.95 

1. America—-Antiquities. 2. Indians— 


Antiquities. L Sablo, Jeremy A, joint 
author. Il. Title. 
Pbk., 4.95, ISBN 0-7167-0266-5 


HAY, John, 1939- 913.3103 
Ancient China. Illustrated with photos. and 
maps and with drawings by Rosemonde 
Nairac and Pippa Brand. New York, H. Z. 
Walck [1974, c1973] 128 p. illus. (part 
col.) 26 cm. ISBN 0-8098-3530-4 (A 
Walck archaeology) Bibliography: p. 126. 
Discusses the development of archaeology 
as a discipline in China and the remarkable 
facts it has revealed about ancient Chinese 


` 
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civilizations and ways of life. [DS715.H35 
1974] 73-15528 4.95 (pbk.). 

1. China—Antiquities. 2. Archaeology. I. 
Nairac, Rosemonde, illus. II. Brand, Pippa, 
illus. TIT. Title. 


SIMPSON, William Kelly. 913.32 
The terrace of the great God at Abydos: 
the offering chapels of dynasties 12 and 
13. New Haven, Peabody Museum of 
Natural History of Yale University, 1974. 
viii, 30 p., 84 plates. 35 cm. (Publications 
of the Pennsylvania-Yale Expedition to 
Egypt, no. 5) Includes bibliographical 
references. [DT73.A16857] 73-88231 20.00 
1. Abydos, Egypt. 2. Stele (Archaeology) 
3. Tombs—Egypt. i. Title. H. Series: 
Pennsylvania-Yale Expedition to Egypt, 
1961-1962. Publications, no. 5. 


HARDING, Derek William. 913.362 
The Iron Age in lowland Britain [by] D. 
W. Harding. London, Boston, Routledge & 
K. Paul, 1974. xviii, 260 p., [20] p. of 
plates. illus., maps, plans. 26 cm. ISBN 0- 
7100-7677-0 Includes index. Bibliography: 
p. i (GN780.22.G7H318] 73-86575 
23.2 

i. ‘Tron age—England. 2. England— 
Antiquities. I. Title. 


PACHTER, Henry 
Maximilian, 1907- 
' The fall and rise of Europe; a political, 
social, and cultural history of the twentieth 
century [by] Henry M. Pachter. New 
York, Praeger [1974] p. cm. ISBN 0-02- 
753330-4 [D1058.P32] 76-189918 12.95 


914.035 


i. Europe—Politics—20th century. 2. 
Europe—Civilization—20th century. I. 
Title. - i 
Prepared from C.I.P. 

*GUIDE to continental 914.045 


motoring. 

The 1974 edition of the AA’s new Guide 
to Continental Motoring (formerly known 
as the Continental Handbook) is available 
from Harper & Row, N.Y. for 4.95 (pbk.) 


BRONOWSKI, Heinz. 914.0455 
Towers & turrets of Europe. Photography: 
Heinz Bronowski. Text: Gunter Meissner. 
New York, Hart Pub. Co. [1974, 1972] 
134 p. illus. 23 cm. ISBN 0-08-055124-5 
[NA2930.B6913] 73-76795 7.95 

1. Towers. 2. Gates. I. Meissner, Gunter. 
IT. Title. 


CARMICHAEL, Alasdair. 914.138 
Kintyre; best of all the isles. Newton 
Abbot [Eng., North Pomfret, Vt.] David & 
Charles [1974] 187 p. illus., maps. 23 cm. 
ISBN 0-7153-6317-4 (The Islands series) 
Bibliography: p. 178-179. [DA880.K56C37 
1974]. 74-170532 12.00 

1. Kintyre, Scot. I. Title. 


SAYERS, Peig. 
Peig: the autobiography of Peig Sayers of 
the Great Blasket Island. Translated into 
English by Bryan MacMahon. Introd. by 
Eoin McKiernan. Illus. by Catriona 
O’Connor. [Syracuse, N.Y.] Syracuse 
University Press, 1974. p. cm. ISBN 0- 
8156-0106-9 [DA990.B6584213 1974] 74- 
11721 7.95 

i. Sayers, Peig. 2. Blasket Islands, Ire. 
Prepared from C.I.P. 


THORNBURY, George 
Walter, 1828-1876. 
Shakspere’s England, or, Sketches of our 
social history in the reign of Elizabeth. 
London, Longman, Brown, , Green, and 
Longmans, 1856. [New York, AMS Press, 
1974] p. cm. ISBN 0-404-06425-6 

(DA320.T45 1974] 72-177453 42.50 


914.2°03°55 


914.19°6’'0380924 B: 


1. Shakespeare, William, 1564-1616— 

Contemporary England. 2. England— 

Social life and customs—16th century. I. 

Title. 

Prepared from C.I.P. 

LUBBOCK, Percy, 914.2°03°660924 B 
1879- 

Samuel Pepys. [Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1909 ed. published by Scribner, New 

York, in series: Literary lives. 

[DA447.P4L8 1974] 74-9975 22.50 {lib. 

bdg.). 

1. Pepys, Samuel, 1633-1703. I. Title. I. 

Series: Literary lives. 

Prepared from C.I.P. 


OXFORD and Asquith, 
Herbert Henry Asquith, 
1852-1928. 

Some aspects of the Victorian age; 

delivered in the Sheldonian Theatre, June 

8, 1918. [Folcroft, Pa.] Folcroft Library 

Editions, 1974. p. cm. Reprint of the 1918 

ec. published by Clarendon Press, Oxford 

as the 1918 Romanes lecture. [DA551.09 

1974] 74-13333 4.50 

1. Great Britain—Intellectual life—19th 

century. 2. English _ literature—19th 

century—RHistory and criticism. I. Title. II. 

Series: The Romanes lecture, 1918. 

Prepared from C.I.P. 


HUTCHINSON, 914.2°03°810922 B 
Horace Gordon, 1859-1932. 
Portraits of the eighties. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1920 ed. published by T. F. 
Unwin, London. [DA562.H8 1974] 74- 
13913 30.00 (lib. bdg.). 
1, Great Britain—Biography. 2. Great 
Britain—Intellectual life—19th century. I. 
Title. 
Prepared from C.I.P. Contents omitted. 


914.2°03°81 
lst Earl of, 


AUTOMOBILE 914.2°04’85 
Association. 

AA Britain’s heritage; castles, houses, 
gardens, museums, wild life parks. 


Basingstoke [Eng.]; distributed in the U.S. 
by Harper & Row, New York, 1974. 211, 
48 p. illus. 22 cm. [DA650.A92 1974] 74- 
172710 2.95 (pbk.) 

1. Great Britain—Description and travel— 
1971- —Guide-books. I. Title. II. Title: 
Britain's heritage. 


CHERRY, Mary Spooner, 
1912- 

Would you like to live in England? [New 

York] Quadrangle [1974] p. cm. ISBN 0- 

8129-0467-2 [JV7674 1974. CAT] 74-77934 

7.95 

ye Great Britain—Emigration and 

imumigration-—Handbooks, manuals, etc. 2. 

Americans in Great Britain—-Handbooks, 

manuals, etc. 3. Great Britain-—Description 

and travel—Guide-books. I. Title. 

Prepared from C.I.P. 


SASEK, Miroslav. 914.20485 
This is historic Britain [by] M. Sasek. New 
York, Macmillan [1974] 60 p. col. illus. 32 
em. ISBN 0-02-778200-X Illustrations and 
descriptive captions of historic places in 
England, Scotland, and Wales. 
[DA631.S25 1974] 73-18345 6.95 

1. Great Britain—Description and travel— 
1946- —Juvenile literature. 2 Great 
EO ivenile literature. 1. 

ttle 


914.2°04°85 


FLETCHER, Geoffrey 914.210385 
S. 

London souvenirs [by] Geoffrey S. 
Fletcher. London, G. Allen & Unwin 


AMERICAN BOOK PUBLISHING RECORD 


[1973] 92 p. illus. 26 cm. ISBN 0-04- 
711005-8 [DA684.2.F592] 73-180500 9.00 
1. London—Description—1951- I. Title. 

Distributed by International Publications 


Service, New York. Distributed by 
International Publications Service, New 
York. 

NORTHERN Kensington. 914.21°34 


(Rev. ed. London] Published for the 
Greater London Council [by] the Athlone 
Press, University of London; distributed by 
Humanities Press, New York, 1973 [i.e. 
1974] xxii, 415 p. illus, 1 map (fold. in 
pocket), 112 plates. 29 cm. ISBN 0-485- 
48237-1 (Survey of London, v. 37) 
Includes bibliographical references. 
[DA685.K5N67 1973] 74-165488 46.25 

i. Kensington, Eng.—Historic houses, etc. 
2. Architecture—Kensington, Eng. I. 
Greater London Council. If. Series: Joint 
Publishing Committee Representing the 
London County Council and the London 
Survey Committee. Survey of London, v. 
37. 


WYATT, John, 1925- 914.28 B 
The shining levels; the story of a man who 
went back to nature. Drawings by 
Elizabeth Trimby. Philadelphia, Lippincott 
[1974, c1973] p. cm. ISBN 0-397-01037-0 
[S522.G7W9 1974] 74-9642 5.95 

1. Wyatt, John, 1925- 2. Country Hfe— 
Great Britain. I. Title. 

Prepared from C.I.P. 


NEVILLE, Hastings 
Mackelcan. 
A corner in the North: yesterday and to- 
day with Border folk, by Hastings M. 
Neville. Illus. by Herbert Neville. 
[Norwood, Pa.] Norwood Editions, 1974. 
p. cm. Reprint of the 1909 ed. published 
by A. Reid, Newcastle-upon-Tyne, Eng. 
[DA670.N8N35 1974] 74-13899 8.50 (lib. 


914.28°2°03 


bdg.). 

I. sn Eng.—Social life and 
customs. 2. Agriculture—England— 
Northumberland. I. Title. 

Prepared from C.I.P. 


GIBBONS, Gavin, 
1922- 

Wales; touring guide. Get to know it - get 

to like it. New York, Drake [1974] p. cm. 

ISBN 0-87749-679-X [DA735.G533] 74- 

6098 2.50 

1. Wales—Description and travel—1951- 

—Guide-books. I. Title. 

Prepared from C.I.P. 


914.29°04’85 


KAHLER, Erich, 1885- 914.303 
1970. 

The Germans. Edited by Robert and Rita 

Kimber. Princeton, N.J., Princeton 


University Press [1974] ix, 305 p. 25 cm. 
ISBN 0-691-05222-0 Based; in part, on 
lectures originally presented by the author 
at Cornell University, 1951-52, and again 
at the University of Manchester, 1955-56. 
”Draws on materials ... that appeared in 
Kahler’s ‘earlier work, Der deutsche 
Charakter in der Geschichte Europas.” 
Bibliography: p. 294-296. [DDS.K33] 73- 
21751 13.50 

i. Germany—Civilization—Collected 
works. I. Kahler, Erich, 1885-1970. Der 
deutsche Charakter in der Geschichte 
Europas. If. Title. P 


HAHN, Lili. 914.3°03’860924 B 
White flags of surrender. [Translated by 
Sibyl Milton] Washington, R. B. Luce 
[1974] 354 p. 24 cm. ISBN 0-88331-062-7 
[DD256.5.H26913] 73-9055 9.95 

1. Hahn, Lilt 2. Germany—Polttics and 
government—1933-1945. 3. Germany— 
Social life and customs. I. Title. 
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GIDAL, Sonia. 914.39°7 
My village in Hungary. [New York] 
Pantheon Books [1974] p cm. A 


Hungarian boy from a small village 
describes his life at school and at home 
with his large family. [DB879.G66G52 
1974] 74-152 5.67 (lib. bdg.). 

1. Golle, Hungary—Social life 
customs—Juvenile literature. I. Title. 
Prepared from C.LP. 


ELSY, Mary. 914.4°1°0483 
Brittany and Normandy. [New York] 
Hastings House Publishers [1974] p. cm. 
ISBN 0-8038-0761-9 Includes 
bibliographical references. 
[DC611.B848E48] 74-13875 8.95 

l. Brittany—Description and travel. 2. 


and 


Normandy—Description and travel. I. 
Title. 

Prepared from C.I.P. 

EGBERT, Virginia Wylie. 914.4736 


On the bridges of mediaeval Paris; a 
record of early fourteenth-century life. 
Princeton, N.J., Princeton University Press 
[1974] p. cm. ISBN 0-691-03906-2 
[DC761.E35] 74-2964 10.00 

1. Paris. Bibliotheque nationale. MSS. (Fr. 
2090-2092) 2. Paris—Bridges. 3. Paris— 
Social life and customs—FPictorial works. I. 
Title. 

Prepared from C.LP. 


HOGG, Garry. 914.4°945°0483 
Corsica: the fragrant isle; with photogranhs 
by the author. London, Allen and Unwin, 
1a: oe [32] p. illus. (incl. 1 col.), map. 
ISBN 0-04-910051-3 
fDCe11. C8 121163] 73-163603 
1. Corsica—Description and travel. I. Title. 
Distributed by International Publicattons 
Service, New York, 17.50 


ALEXANDER, Sidney, 914.5°035 
1912- 

Lions and foxes: men and ideas of the 

Italian Rennaissance. New York, 


Macmillan [1974] p. ISBN 0-02-500790-4 
[DG445.A45] 74-7352 10.95 

1. Italy—Civilization. 2. Renaissance— 
Italy. I. Title. 

Prepared from C.I.P. 


MULLINS, Edwin B. 914.6°1°0482 
The pilgrimage to Santiago [by] Edwin 
Mullins. [New York] Taplinger [1974] p. 
cm. ISBN 0-8008-6249-X Bibliography: p. 
[BX2321.S3M84 1974] 74-5820 12.95 

1. Pilgrims and pilgrimages—-Santiago de 
Compostela, 2. Santiago de Compostela— 
History. I. Title. 

Prepared from C.I.P. 


SALISBURY, Charlotte Y. 914.7 
Russian diary [by] Charlotte Y. Salisbury. 
New York, Walker [1974] 179 p. 24 cm. 
ISBN 0-8027-0450-6 [DKĶ274.S279 1974] 
73-92291 6.95 

i. Salisbury, Charlotte Y. 2. Russia— 
Description and travel—1970- 3. Russia— 
Social conditions—1945- I. Title. 


PRICE, J. L. 914.92°03°4 
Culture and society in the Dutch Republic 
during the 17th century [py] J. L. Price. 
New York, Scribner [1974] 260 p. illus. 23 
cm. ISBN 0-684-13589-2 Bibliography: p. 
[230}-250. [DJ71.P68 1974b] 73-8274 
12.50 E 

1. Netherlands—Civilization. I. Title. 


SEYBOLT, Peter J., comp. 915.1703 
Through Chinese eyes, edited by Peter 
Seybolt. New York, Praeger Publishers 
[1974] 2 v. in 1. illus. 25 cm. Contents.—v. 
1 Revolution: a nation stands up.—v. 2. 
Transformation: building a new society. A 


two volume work which introduces the 
sociology and recent history of China. 
pee S39] 72-94901 7.50; 2.75 (pbk.) 

7. China—Juvenile literature. 1. Title. 


GRANET, Marcel, 1884- 915.1°03'1 
1940. 

Chinese civilization. [Translated by 
Kathleen E. Innes and Mabel R. 


Brailsford] New York, Knopf, 1930. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-56974-9 Translation of La civilisation 
chinoise. Original ed. issued in series: The 
history of civilization. Bibliography: p. 
[DS721.G788 1974] 74-38068 25.00 

I. China—Social life and customs. 2. 
China—-History—To 1643. I. Title. 
Prepared from C.I.P. 


GRAY, Noel. 915.1703’5 
Looking at China. London, A. and C. 
Black; Philadeiphia, Lippincott [1974] p. 
cm. ISBN 0-397-31584-8 (Looking at other 
countries) Introduces -briefly the 
geography, history, government, major 
Cities, industries, culture, and people of 
mainland China. [DS706.G693] 74-7046 
5.95 

1. China—Juvenile literature. I. Title. 
Prepared from C.I.P. 


SIDEL, Ruth. 915.035 
Revolutionary China: people, politics, and 
ping-pong. New York, Delacorte Press 
[1974] xiv, 178 p. illus. 24 cm. ISBN 0- 
440-07410-X Bibliography: p. 173-174. A 
personal and ancedotal view of China in 
light of its past history and present-day 


aspirations. [DS777.55.84993] 73-15396 
.95 

1. China—History—1949-  —Juvenile 
literature. I. Title. 

COHEN, Joan Lebold. 915.0#5 


China today and her ancient treasures, by 
Joan L. Cohen and Jerome A. Cohen. 
Photographs by Joan L. Cohen. New York, 
H. N. Abrams [1974] p. ISBN 0-8109- 
0157-9 [DS711.C59] 73-19994 25.00 

1. China—Description and travel—1949- 
—Views. I. Cohen, Jerome Alan, joint 
author. II. Title. 

Prepared from C.I.P. 


NACH, James. 915.125 
Hong Kong in pictures. [Rev. ed.] New 
York, Sterling Pub. Co. [1974] 64 p. illus. 
26 cm. ISBN 0-8069-1034-8 (Visual 
geography series) Discusses the history, 
land, government, people, economy, and 
future of the British Crown Colony on the 
coast of China. [DS796.H74N3 1974] 74- 
173666 1.50 (pbk.). 

1. Hongkong—Description and travel— 
Views. I. Title. 

Library binding 2.99, ISBN 0-8069-1035-6. 


ISHIDA, Eiichiro, 
1968 
Japanese culture; a study of origins and 
characteristics. Translated by Teruko 
Kachi. Honolulu, University Press of 
Hawaii [1974] ix, 156 p. 24 cm. ISBN 0- 
8248-0325-6 ”An East-West Center book.” 
Translation of Nihon bunka ron. 
Bibliography: p. [145]-147. [DS821.17213 
1974b] 73-92494 9.00 
1. Japan—Civilization. L Title. 


AMES, Evelyn 
Perkins. 

In time like glass; reflections on a journey 

in Asia [by] Evelyn Ames, with drawings 

by Joe Veno. Boston, Houghton Mifflin, 

1974. p. cm. ISBN 0-395-19419-9 

[DS10.A396] 74-10736 6.95 

ft. Ames, Evelyn Perkins. 2. Asia— 

Description and travel—1951- I. Title. 


1903- 915.203 


915.4°04’50924 B 
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Prepared from C.I.P. 


RICE, Edward. 915.4103 
The Ganges, a personal encounter. Photos. 
by the author. New York, Four Winds 
Press [1974] xiii, 189 p. illus. 26 cm. 
Explores the history and course of the 
Ganges, examining the land and cities 
along her banks and her influence on the 
history and civilization of India and 
Panipladesh, [DS485.G25R5] 73-88080 


1. Ganges River—Juvenile literature. 2. 
Ganges Valley—Description and_travel— 
Juvenile literature. 3. India—History— 
Juvenile literature. I. Title. 


HOSKEN, Fran P., 1919- 915.49°6 
The Kathmandu Valley towns; a record of 
life and change in Nepal, by Fran P. 
Hosken. [Ist ed.] New York, Weatherhill 
[1974] viii, 327 p. illus. (part col.) 25 x 27 
cm. ISBN 0-8348-0096-9 Bibliography: p. 
322. [DS495.8.K3H67 1974] 73-88467 
40.00 

1. Kathmando Valley—Description and 
travel. 2. Cities and towns—Nepal— 
Kathmandu Valley. I. Title. 


NAAMANI, Israel T., 915.6940508 
comp. 
Israel: its politics and philosophy; an 


annotated reader. Edited by Israel T. 
Naamani, David Rudavsky [and] Abraham 
I. Katsh. New York, Behrman House 
[1973, i.e.1974]. ISBN 0-87441-249-8 
Published in 1971 in Tel Aviv under title: 
Israei through the eyes of its leaders. 
[DS126.5.N22 1973] 73-15645 4.95 (pbk.). 
1, Israel—Adadresses, essays, lectures. I. 
Rudaysky, David, joint comp. I. Katsh, 
foe Isaac, 1908- joint comp. iid 
ytle. 


WEATHERBEE, Donald E. 915.9803 
Ancient Indonesia and its influence in 
modern times, by Donald E. Weatherbee. 
New York, F. Watts, 1974. 84 p. illus. 22 
cm. ISBN 0-531-02732-5 (A First book) 
Bibliography: p. 79. Examines the effect of 
Indonesia’s ancient history and society on 
that country’s modern civilization. 
[DS634.W4] 74-3004 3.95 (lib. bdg.). 

1. Indonesia—History-~Juvenile literature. 
2. Indonesia—Civilization—Juvenile 
literature. I. Title. 


JACKSON, John G. 916.03 
Introduction to African civilizations, by 
John G. Jackson. Introduction and 
additional biographical notes by: John 
Henrik Clarke. Secaucus, N.J., Citadel 
Press [1974, cl1970] 384 p. illus. 21 cm. 
ISBN Q-8065-0420-X. Includes 
yee aia ae references. [DT21.J26] 3.95 
bk. 


1. Africa—RHistory. L Title. f 
L.C. card no. for hardbound ed.: 75- 
92360. 


HUXLEY, Elspeth 
Joscelin Grant, 1907- 
Livingstone and his African journeys [by] 
Elspeth Huxley. New York, Saturday 
Review Press [1974] 224 p. illus. (part col.) 
26 cm. ISBN 0-8415-0289-7 Bibliography: 
p. zs. [DT731.L8H88 1974b] 73-87557 
2.50 
1. Livingstone, David, 1813-1873. I. Title. 


FARWELL, Byron. 916.704 B 
The man who presumed; a biography of 
Henry M. Stanley. Westport, Conn., 
Greenwood Press [1974, c1957] ix, 334 p. 
23 cm. ISBN 0-8371-7160-1 Reprint of the 
ed. published by H. Holt, New York. 
Bibliography: p. 321-326. [DT351.S9F3 
1974] 73-15205 15.25 


916.0420924 B 
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1. Stanley, Henry Morton, Sir, 1841-1904. 
I. Title. 


LYLE-SMYTHE, Alan, 
1914- 

South from Khartoum; the story of Emin 
Pasha [by] Alan Caillou. Drawings by Ian 
Smythe. New York, Hawthorn Books 
[1974] 265 p. illus. 22 cm. Bibliography: p. 
257. [DT363.L92 1974] 73-366 8.95 

1. Schnitzer, Eduard, 1840-1892. L Title. 


LOGAN, Harry Britton, 917’.04’53 
1910- 

A travelers guide to North American 
gardens. New York, Scribner [1974] vii, 
253 p. illus. 28 cm. ISBN 0-684-13493-4 
[SB466.U6L63] 73-1103 15.00 

1. Gardens—United States. 2. Gardens— 
North America. I. Title. 


KEATS, John, 1920- 917.1300924 
Of time and an island. New York, 
Charterhouse [1974] vii, 245 p. map (on 
lining papers) 22 cm. ISBN 0-88327-033-1 
(CT275.K 397A 36] 73-91123 7.95 

1. Keats, John, 1920- I Title. 


916.7°04 B 


OGILVIE, William, 1846- 917.19°1 
1912. 

Early days on the Yukon. New York, 
Arno Press, 1974. xii, 306 p. illus. 23 cm. 
ISBN 0-405-05917-5 (Gold: historical and 
economic aspects) Reprint of the 1913 ed. 
published by J. Lane, London and New 
York. [F1093.035 1974] 74-356 18.00 

I. Yukon Territory—History. 2. Yukon 
Valley—RHistory. 3. Klondike gold fields. I. 
Title. II. Series. 


CRAVEN, Roy C. 917.2°03°0222 
Ceremonial centers of the Maya. 
Photography by Roy C. Craven, Jr. Introd. 
by William R. Bullard, Jr. Site descriptions 
by Michael E. Kampen. Gainesville, 
University Presses of Florida, 1974. 152 p. 
illus. 28 cm. ISBN 0-8130-0447-0 “A 
University of Florida book.” "The collapse 
of Maya civilization, by William R. 
Bullard, Jr.”: p. 1-19. Bibliography: p. 152. 
[F1435.C79] 74-2016 20.00 
1. Mayas—Antiquities—Pictorial works. 2. 
Central America—Antiquities— Pictorial 
works. 3. Mexico—Antiquities — Pictorial 
works. I. Bullard, William Rotch, 1926- 
1972. I. Kampen, Michael Edwin. III. 
Title. 
arias Sydney Aylmer, 917.2°04'82 
890- 
All the best in Mexico, by Sydney Clark. 
New York, Dodd, Mead [1974] viii, 320 p. 
illus., maps (on lining papers) 21 cm. ISBN 
0-396-06952-5 (A Sydney Clark travel 
book) Published in 1944 under title: 
Mexico: magnetic southland. [F1209.C6 
1974] 74-2600 7.95 
1. Mexico—-Description and travel—1951- 
—Guide-books. I. Title. 


SUNSET. 917.2°04°82 
Mexico, by the editors of Sunset books 
and Sunset magazine. [5th rev. ed.] Menlo 
Park, Calif., Lane Books [1974] 160 p. 
illus. 28 cm. ISBN 0-376-06455-2 (A 
Sunset travel book) First ed. published in 
1955 under title: Discovery trips in 
hae [F1209.S8 1974] 73-89590 2.95 
pbk.). 

1. Mextco—Description and travel—1951- 
i. Title. 


NUNN, William Curtis, 
1908- 

Escape from Reconstruction, by W. C. 

Nunn. With a foreword by Austin L. 
Porterfield. Westport, Conn., Greenwood 
Press [1974, c1956] 140 p. illus. 22 cm. 


917.2°06°13 


ISBN 0-8371-7611-5 Reprint of the ed. 
published by Leo Potishman Foundation, 
Texas Christian University, Fort Worth. 
Bibliography: p. 125-127. [F1392.A5N8 
1974] 74-9977 8.75 

I. Americans in Mexico. 2. Refugees— 
Mexico. 3. Refugees—Southern States. 1. 
Title. 


WHETTEN, Nathan 
Laselle, 1900- 

Guatemala; the land and the people [by] 
Nathan L. Whetten. Westport, Conn., 
Greenwood Press [1974, c1961] p. cm. 
ISBN 0-8371-7561-5 Reprint of the ed. 
published by Yale University Press, New 
Haven, which was issued as no. 4 of 
Caribbean series. Bibliography: p. 
[F1463.W5 1974] 74-6787 20.60 

1. Guatemala. I. Series: Caribbean series, 4. 
Prepared from C.I.P. 


TRAVELLER'S guide to 917.29°04'S 
the Caribbean. [Edited by Pet Philo and 
Nicola Hemingway. Drawings by Guy 
Magnus. Maps by Tom Stalker-Miller] 
New York, Hastings House [1974] p. cm. 
ISBN 0-8038-7153-8 [F2171.2.T7] 74- 
10656 4.95 

I. Caribbean area— Description 
travel—1951- --Guide-books. 
Prepared from C.I.P. 


317.281°03°S 


and 


HOLBROOK, Sabra. 917.29°722'03 
American Virgin Islanders: on St. Croix, 
St. John & St. Thomas. Illustrated by Haru 
Wells. New York, Parents’ Megazine Press 
[1974] p. cm. ISBN 0-8193-0727-0 (A 
Finding-out book) An introduction to life, 
past and present, on the three American 
Virgin Islands, including their history, 
customs, problems, and people. 
(F2136.H63] 74-1131 3.97 

i. Virgin Islands of the United States— 
Juvenile literature. I. Wells, Haru, illus. I. 
Title. 

Prepared from C.I.P. 


BRANDT, Lawrence R., 
comp. 
Relevant geography, edited by Lawrence 
R. Brandt. New York, MSS Information 
Corp. [1974] p. cm. ISBN 0-8422-5188-X 
Bibliography: p. [GF8.B7] 74-11053 5.00 
(pbk.) 
1. Anthropo-geography—Addresses, essays, 
lectures. 2. Anthropo-geogrephy—United 
States Addresses, essays, lectures. 3. 
United States—Social life and customs— 
Addresses, essays, lectures. I. Title. 
Prepared from C.1.P. 


917.3°03 


LOSSING, Benson John, 917.3°03°03 
1813-1891. 
Harper's encyclopaedia of United States 
history from 458 A.D. to 1915. Based 
upon the plan of Benson John Lossing. 
With special contributions covering every 
phase of American history and 
development by eminent autkorities. With 
a pref. on the study of American history 
by Woodrow Wilson. New ed., entirely 
rev. and enl. New York, Harper. Detroit, 
Gale Research Co., 1974. 1C v. illus. 23 
cm. ISBN 0-8103-3954-4 Reprint of the 
1915 ed. [E174.L92 1974] 73-22093 
185.00 
1. United States—History—Dictionaries. 1 
Title. Hf. Title: Encyclopaedia of United 
States history. 


EARLE, Alice Morse, 
1851-1911. 

Child life in colonial days. With many 

illus. from photos. [Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1899 ed. published by Mazmillan, New 


917.7032 


AMERICAN BOOK PUBLISHING RECORD 


York. [E162.E13 1974] 74-13941 35.00 
(lib. bdg.). 

1. United States—Social life and customs— 
Colonial period, ca. 1600-1775. 2. Children 
in the United States. I. Title. 

Prepared from C.I.P. 


KETCHAM, Ralph Louis, 
1927- 

From colony to country: the Revolution in 
American thought, 1750-1820 [by] Ralph 
Ketcham. New York, Macmillan [1974] 
xiv, 318 p. 24 cm. ISBN 0-02-562930-1 
Bibliography: p. 297-301. [E169.1.K417] 
73-18763 9.95 

1. United States—tIntellectual life. f. Title. 


917.3°03°80222 


917.3’03°3 


SIMPSON, Jeffrey, 
comp. 
The way life was: a photographic treasury 
from the American past, by Chansonetta 
Emmons fand others] Compiled and 
written by Jeffrey Simpson. Design and 
coordination: Massimo Vignelli and 
Gudrun Buettner. [Ist ed.] New York, 
Praeger Publishers [1974] 1 v. (unpaged) 
illus. 32 cm. ISBN 0-275-51670-9 "A 
Chanticleer Press edition.” [E169.1.85883] 
73-22526 19.95 
i. United  States—Civilization—1865- 
1918--Pictorial works. I. Title. 


COOPER, John Charles. 917.3'03°92 
Finding a simpler life, by John C. Cooper. 
Philadelphia, United Church Press [1974] 
p. cm. ISBN 0-8298-0281-9 "A Pilgrim 
Press book.” Includes bibliographical 
references. [BJ1496.C66] 74-7294 5.25 

I. Simplicity. 2. United States— 
Civilization—1945- I. Title. 

Prepared from C.I.P. 


PELEN, Andrew M., 
928- 

The Devil, you say! Man and his personal 
devils and angels, by Andrew M. Greeley. 
[lst ed.] Garden City, N.Y., Doubleday, 
1974. . cm. ISBN 0-385-08789-6 
[BJ1401.G73] 74-7898 5.95 

1. Good and evil. I. Title. 

Prepared from C.I.P. 


ROBERTS, Gene, comp. 917.3’03°92 
Assignment America; a collection of 
outstanding writing from the New York 
times, edited by Gene Roberts and David 
R. Jones. [New York] Quadrangle [1974] 
xii, 274 p. illus. 25 cm. ISBN 0-8129- 
0384-6 [E169.12.R57 1974] 73-79930 8.95 
I. United States—Civilization-—1945- — 
Addresses, essays, lectures. I. Jones, David 
Rhodes, 1932- joint comp. II. New York 
times. III. Title. 


917.3°03°92 


917.3°04’924 
ideas. 


ADVENTURE trip 
guide; 1000 selected vacation 


{Editor and publisher: Pat Dickerman] 
New York, Adventure Guides; trade 
distributor: Berkshire Traveller Press, 


Stockbridge, Mass. [1974] 224 p. illus. 22 
em. ISBN 0-913216-01-1 [E158.A38 1974] 
74-175076 3.50 (pbk.) 

I. United States—Description and travel— 
1960- ~—Guide-books. 2. Outdoor 
recreation—United States—Directories. T. 
Dickerman, Pat, ed. 


DUNLOP, Richard. 917.304924 
Outdoor recreation guide. Chicago, Rand 
McNally [1974] vi, 185 p. illus. 28 cm. 
[GV191.4.D86] 73-14407 4.95 

1. Outdoor recreation—United States— 
Directories. I Title. 


BILLIGMEIER, Robert 
Henry. 

Americans from Germany: a study in 
cultural diversity. Belmont, Calif., 


917.30631 


SEPTEMBER 30,1974 


Wadsworth Pub. Co. [1974] 189 p. 24 cm. 
ISBN 0-534-00355-9 (Minorities in 
American life series) Includes 
bibliographical references. [E184.G3B38] 
74-77331 4.95 

1. Germans in the United States—History. 
I. Title. II. Series. 


MCGEE, Thomas 
D'Arcy, 1825-1868. 
A history of the Irish settlers in North 
America, from the earliest period to the 
census of 1850. Baltimore, Genealogical 
Pub. Co., 1974. 240 p. 22 cm. ISBN 0- 
8063-0618-1 Reprint of the 1852 ed. 
published by P. Donaldson, Boston. 
Includes bibliographical references. 
[E184.16M15 1974] 74-2606 10.00 
I. Irish in the United States-—History. 2. 
Irish in North America—History. I. Title. 


BRIMBERG, 917.3°06°96073 B 
Stanlee. 

Black stars. New York, Dodd, Mead 
[1974] 159 p. ports. 22 cm. ISBN 0-396- 
06914-2 Profiles:of twelve black people—a 
poet, scientist, athlete, cowboy, militant, 
civil rights worker, and others— 
representative of the black struggle for 
freedom and Seli identity, [E185.96.B83] 
920 73-17868 3.95 

L Negroes—Biography--Juvenile 
literature. I. Title. 


THORNE, Jim. 917.4°04"4 
The Northeastern States and eastern 
Canada. With special research and writing 
by Jo Anne Murphy. Indianapolis, Bobbs- 
Merrill [1974] x, 114 p. 23 cm. ISBN 0- 
672-51865-1 (His Adventurer’s guide to 
Mee} America) [F2.3.T48] 73-11796 2.95 
pbk.). 

1. New England—Description and travel— 
1951- -~-Guide-books. 2. Middle Atlantic 
States—Description and  travel—Guide- 
books. 3.  Canada—Description and 
travel—1951- —Guide-books. I. Title. 


JOHNSON, Edward, 917.44°03°2 
1599-1672. 

Wonder-working providence of Sions 
Saviour in New England (1653) A 
facsimile reproduction with an introd. by 
Edward J. Gallagher. Delmar, N.Y., 
Scholars’ Facsimiles & Reprints, 1974. p. 
em. ISBN 0-8201-1130-9 Original t.p. has 
imprint: Andover, Published by Warren F. 
Draper, 1867. First published in 1654 
under title: A history of New England. 
Includes bibliographical references. 
[F67.J67 1867a] 74-5118 12.50 

L. Massachusetts—-History—Colonial 
period, ca. 1600-1775. I. Title. 

Prepared from C.LP. 


KNICKERBOCKER, 917.44°4’0340924 
Frances Wentworth Cutler. 

The minister's daughter: a time-exposure 
photograph of the years 1903-04, by 
Frances Wentworth Cutler. Edited and 
annotated by Charles H. Knickerbocker. 
Philadelphia, Dorrance [1974] 148 p. port. 
22 cm. ISBN 0-8059-1969-4 
[CT275.K6575A35] 73-90091 6.95 

1. Knickerbocker, Frances Wentworth 
Cutler. I. Knickerbocker, Charles H., ed. 
I. Title. 


917.3°06'9 162 


WESTON, George F. 917.44°61'03 
Boston ways: high, by, and folk, by George 
F. Weston, Jr. 3d ed, updated by 
Charlotte Cecil Raymond. Boston, Beacon 
Press [1974] . ISBN 0-8070-5180-2 
[F73.3.W5 1974] 74-213 10.00 . 

L Boston—History. 2 Boston— 
Description—1951- I. Raymond, Charlotte 
Cecil. II. Title. 

Prepared from C.LP. 


WESTMAN, 
Barbara. 

A Boston picture book [by] Barbara 

Westman and Herbert A. Kenny. Boston, 

Houghton Mifflin, 1974. 45 p. 23 cm. 

ISBN 0-395-19336-2 [F73.37.W47] 74- 

3079 6.95 

f. Boston—Description-—1951- —Views. I. 

Kenny, Herbert A., joint author. IL Title. 


KAPRALOYV, Yuri. 917.47 1°0340924 
Once there was a village. New York, St. 
Martin’s Press [1974] 156 p. illus. 22 cm. 
[F128.68.E27K36] 73-87408 6.95 


917.44°61°0440222 


i. Kapralov, Yuri. 2. East Village, New 
York. I. Title. 
GOLDSTONE, Harmon 917.471044 


Hendricks, 1911- 

History preserved; a guide to New York 
City landmarks and historic districts, by 
Harmon H. Goldstone and Martha 
Dalrymple. New York, Simon and 
Schuster [1974] 576 p. illus. 25 cm. ISBN 
0-671-21610-4 Bibliography: p. [530]-532. 
[F128.7.G64] 73-19096 12.95 

1. New York (City)-—Buildings. 2. New 
York (City)—Dwellings. I. Dalrymple, 
Martha, joint author. I. Title. 


JACKSON, 917.47°1'06960730924 B 
Harrisene, 1941- 
There’s nothing I own 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN 0-13-914697-0 
[E185.97.J24A37] 74-8801 5.95 
1. Jackson, Harrisene, 1941- I. Title. 
Prepared from C.I.P. 


that I want. 


BARNETT, Lincoln 917.4753 
Kinnear, 1909- 
The ancient Adirondacks, by Lincoln 


Barnett and the editors of Time-Life 
Books. New York, Time-Life Books [1974] 
184 p. col. illus. 27 cm. (The American 
wilderness) Bibliography: p. 180. 
(F127.A2B24] 74-75617 7.95 

i, Adirondack Mountains. I Time-Life 
Books. Il. Title. 


LENGYEL, Emil, 1895- 917.48°03'2 
The Colony of Pennsylvania. New York, 
Watts, 1974. 86 p. illus. 23 cm. ISBN 0- 
531-02721-X (A First book) Bibliography: 
p. 81-82. A history of the tenth colony 
founded in America, which became known 
as the Keystone State. [F152.L54] 74-846 
3.45 

1. Pennsylvania—RHistory—Colonial period, 
ca. 1600-1775—Juvenile literature. 2. 
Pennsylvania—History—Revolution, 1775- 
1783—Juvenile literature. I. Title. 


TEITELMAN, Edward. 917.48°11°044 
Architecture in Philadelphia [by] Edward 
Teitelman [and] Richard W. Longstreth. 
George E. Thomas, special consultant. 
Cambridge, Mass., M.I.T. Press [1974] p. 
cm. ISBN 0-262-20028-7 Bibliography: p. 
ata PST44] 74-6070 15.00 

L. Architecture—Philadelphia. I 
Longstreth, Richard W., joint author. II. 
Title. 

Prepared from C.LP. 


THORNE, Jim. 917.5044 
The Southeastern and Southwestern States 
and Mexico. With special research and 
writing by Jo Anne Murphy. Indianapolis, 
Bobbs-Merrill [1974] x, 117 p. 23 cm. 
ISBN 0-672-51941-0 (His Adventurer’s 
guide to North America) [F207.3.T49] 74- 
176074 2.95 


I. Southern, States—Description and 
travel-—1951- —-Guide-books. 2. 
Southwestern States—Description and 
travel—Guide-books., 3. Mexico— 


900 HISTORY 


Description and travel—1951- ~--Guide- 
books. L Title. 


A Guide to the 917.53°04'4 
architecture of Washington, D.C. Written 
and edited by Warren J. Cox [and others] 
for the Washington Metropolitan Chapter 
of the American Institute of Architects. 
(2d ed. rev. and expanded] New York, 
McGraw-Hill [1974] 246 p. illus. 23 x 12 
cm. ISBN 0-07-013286-0 First ed. is 
entered under Hugh Newell Jacobsen. 
”[Includes] 20 walking and motoring tours 
of Washington and the vicinity.” Includes 
bibliographical references. [NA735.W3G84 
1974] 74-1336 7.95 

1I. Architecture—Washington,  D.C.— 
Guide-books. 2. , Washington, D.C— 
Buildings. I. Cox, Warren J. II. Jacobsen, 
Hugh Newell, ed. A guide to the 
architecture of Washington, D.C. MI. 
American Institute of Architects. 
Washington-Metropolitan Chapter. 

Pbk. 5.95, ISBN 0-07-13285-2 


MANN, Joan. 917.53°04°4 
Washington [by] Joan Schreiner Mann. 
Photos by Milt and Joan Mann. [lst ed.] 
Tokyo, New York, Kodansha International 
{distributed by Harper & Row, New York, 
1973] 110 p. col. illus. 19 cm. ISBN 0- 
87011-211-2 (This Beautiful world, v. 47) 
[F200.M34] 73-79764 2.50 (pbk.) 

1. Washington, D.C.—-Description——1951- 
I. Mann, Milton B., 1937- illus. 


CAMPBELL, Elizabeth 
Anderson. 

Jamestown: the beginning, by Elizabeth A. 
Campbell. Illustrated by William Sauts 
Bock. [lst ed.] Boston, Little, Brown 
[1974] x, 86 p. illus, 25 cm. ISBN 0-316- 
12599-7 Describes the founding of 
Jamestown, the first permanent English 
settlement in North America. 
[F234.J3C35] 73-14652 5.95 

1. Jamestown, Va.—-History—Juvenile 
literature. I. Bock, William Sauts, 1939- 
illus. IT. Title. 


WRIGHT, Louis 
Booker, 1899- 
Barefoot in Arcadia; memories of a more 
innocent era [by] Louis B. Wright. [Ist ed.] 
Columbia, University of South Carolina 
Press [1974] p. cm. ISBN 0-87249-318-0 
[F274.W74] 74-11038 5.95 
1. Wright, Louis Booker, 1899- 2. South 
Carolina—Social life and customs. 3. City 
and town life. I. Title. 
Prepared from C.I.P. 


MORRIS, Allen Covington, 
1909- 

Florida place names [by] Allen Morris. 
Coral Gables, Fla., University of Miami 
Press [1974] p. cm. ISBN 0-87024-256-3 
Bibliograpliy: p. [F309.M67] 74-13949 5.95 
1l. Names, Geographical-—Florida. 2. 
Florida—History. I. Title. 

Prepared from C.I.P. 


SHOUMATOFF, Alex. 917.590486 
Florida ramble. [lst ed.] New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
013858-0 [F316.2.S5] 72-9154 7.95 

1. Florida—Description and travel—-1951- 
I. Title. 

Prepared from C.LP. 


LOEWEN, James W. 917.62°03 
Mississippi: conflict and change, edited by 
James W. Loewen [and] Charles Sallis. 
Written by R. Bruce Adams [and others] 
[lst ed] New York, Pantheon Books 
[1974] p. cm. ISBN 0-394-48964-0 
Includes bibliographical references. A 
textbook which traces the history of 


917,55°421 


917.57'3'40924 B 


917.59 
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Mississippi from prehistoric times until 
today, covering all areas of social life and 
concentrating on recent developments, 
especially the civil rights struggle and the 
search for social justice. [F341.L84 1974] 
74-4768 10.00 

1. Mississippi-History. I. Sallis, Charles, 
joint author. I, Adams, R. Bruce. II. 
Title. 

Prepared from C.I.P. 


MASON, Herbert 917.64046 
Molloy. 
Missions of Texas. [Birmingham, Ala., 


Southern Living Books, 1974] 107 p. illus. 
29 cm. At head of title: Southern living. 
Bibliography: p. 105. [F389.M27] 74-75813 
12.50; 2.95 (pbk.). 

i. Missions—Texas. 2. Texas—History— 
To 1846. I. Southern living. IT. Title. 


WOLF, John 917.67°26°0350924 B 
Quincy, 1864-1949. 
Life in the Leatherwoods. Edited with an 
afterword by John Quincy Wolf, Jr. Introd. 
and notes by F. Jack Hurley. Memphis, 
Memphis State University Press [1974] p 
cm. ISBN 0-87870-020- x 
Autobiographical. Includes bibliographical 
reterences, [F417.09W64 1974] 74-3412 
1. Wolf, John Quincy, 1864-1949. 2. Ozark 
Mountain region-—Social life and customs. 
I. Wolf} John Quincy, 1901- 1972, ed. IT. 
Title. 
Prepared from C.I.P. 


GRAY, John W. 917.68°03°30924 B 
The life of Joseph Bishop, the celebrated 
old pioneer in the first settlements of 
middle Tennessee, embracing his wonderful: 
adventures and, narrow escapes with the 
Indians, his animating and remarkable 
hunting excursions. Interspersed with racy 
anecdotes of those early times. 
Spartanburg, S.C., Reprint Co., 1974 
[c1858] 236 p. -port. 22 cm. ISBN 0-87152- 
157-1 Reprint of the 1962 private ed. 
published by J. R. Fleming. [F442.2.B62 
1974] 74-582 12.00 


1. Bishop, Joseph, b. 1770. 2. Frontier and 


pioneer Hie Teanessee I. Title. 


SMITH, Saeed Gray, 917.686044 
1797- 1875. 
A brief historical, statistical, and 


descriptive review of East ‘Tennessee, 
United States of America: developing its 
immense agricultural, mining, and 
manufacturing advantages. With remarks to 
emigrants. Accompanied with a map & 
lithographed sketch of a Tennessee farm, 
mansion house, and buildings. Spartanburg, 
S.C., Reprint Co., 1974. xii, 71 p. illus. 22 
cm. ISBN 0-87152-164-4 Reprint of the 
1842- ed. published by J. Leath, London. 
[F442.1.865 1974] 74-556 10.50 

1. Tennessee, East—Description 
travel. 


and 


WATSON, Patty Jo, 
1932- 
Archeology of the Mammoth Cave area, 
edited by Patty Jo Watson. New York, 
Academic Press [1974] p. cm. ISBN 0-12- 
785927-6 (Studies in archaeology) 
Continues the editor’s The prehistory of 
Salts Cave, Kentucky. Bibliography: p. 
[E78. K3W37] 73-19967 16.00 
1. Salts Cave, Ky. 2. Indians of North 
America—Kentucky—Antiquities. 3. 
Mammoth Cave National Park— 
Antiquities. 4. Kentucky—Antiquities. 1. 
Title. 
Prepared from C.I.P. 


THORNE, Jim. . 
The Midwestern States. 


917.69°754°034 


917.7 


With special 


research and writing by Jo Anne Murphy. 
Indianapolis, Bobbs-Merrill [1974] xi, 112 
p. 23 cm. ISBN 0-672-51940-2 (His 
Adventurer’s guide to North America) 
[F355.T49] 74-174399 2.95 (pbk.). 

i. Middle West—Description and travel— 
Guide-books. F Title. 


LIEBERMAN, Archie. 917.73034 
Farm boy. New York, H. N. Abrams 
[1974] 360 p. illus. 29 cm. ISBN 0-8109- 
0148-X [S521.L467] 73-12231 18.50 

J. Hammer family—Fictorial works. 2. 


' Farm life—Pictorial works. 3. Jo Davies 


Co., Ill—FPictorial works. I. Title. 


WARNER, Robert Mark, 917.74034 
1927- comp. 

A Michigan reader: 1865 to the present, 
edited by Robert M. Warner [and] C. 
Warren Vander Hill. Grand Rapids, 
Eerdmans [1974] x, 319 p. 23 cm. ISBN 0- 
8028-7030-9 Companion vol. to A 
Michigan reader: 11,000 B.C. to A.D. 
1865, edited by G. S: May and H. J. 
Brinks. [F566.W28] 73-23054 4.95 (pbk.) 
1. Michigan—History—Addresses, essays, 
lectures. I. Vander Hill, C. Warren, 1937- 
joint comp. IT. Title. 


DIETRICHSON, 9-7.75°06'°3982 
Johannes Wilhelm Christian, 1815-1883. 
A pioneer churchman: J à W. C 
Dietrichson in Wisconsin, 1844-1850. 
Edited and with an introd. by E. Clifford 
Nelson. Malcolm Rosholt and Harris E. 
Kaasa, translators. New York Twayne 
[1974, c1973] xii, 265 p. illus. 23 cm. 
ISBN 0-8057-5443-1 (Travel and 
description series, v. 8) Consists of a 
translation of the author’s Reise blandt de 
norske emigranter i "ce forenede 
nordamerikanske fristater,” first published 
in 1846, and Kirkebog for den norsk 
lutherske menighed paa Koskonongs 
prairier i Dane og Jefferson Countier i 
Wisconsin i Nordamerika. Includes 
bibliographical references. [F590. $2D5313] 


73-8068 7.95 
1. Dietrichson, Johannes Wilhelm 
Christian, 1815-1883. 2. Norwegians in 
Wisconsin. 3. Wisconsin—Description and 
travel. 4. Lutherans in Wisconsin. T. 
Dietrichson, Johannes Wilhelm Christian, 
1815-1883. Kirkebog for den norsk 
lutherske menighed paa  Koskonongs 
prairier. English. c1973. I. Title. II. 
Series: Norwegian-American Historical 
Association. Travel and description series, 
v. &. 
BROWN, Dee 317.8030922 
Alexander. 
The Westerners [by] Dee Brown. New 
York, Holt, Rinehart and Winston [1974] 
p. cm. ISBN 0-03-088360-1 Bibliography: 
p. [F591.B88] 73-15456 17.95 
1. The West—Biography. 2. The West— 
History. 3. Indians of North America—The 
West. I. Title. 
Prepared from C.I.P. 


WILMSEN, Edwin N. 917.88 
Lindenmeier: a Pleistocene hunting society 
[by] Edwin N. Wilmsen. New York, 
Harper & Row [1974] xiv, 126 p. illus. 24 
cm. ISBN 0-06-047153-0 (Harper’s case 
studies in archaeology) Includes 
bibliographies. [E78.C6W54] 73-13205 
3.95 (pbk.). 

1. Lindenmeter site, Colo. I. Title. 


MUENCH, David. $17.89°03°50222 
New Mexico. Photography [by] David 
Muench: Text [by] Tony Hillerman. 
[Portland, Or., C. H. Belding, 1974] iv, 
186 p. col. ilus. 36 cm. ISBN 0-912856- 
14-9 [F797.M83] 74-75125 25.00 


AMERICAN BOOK PUBLISHING RECORD 


1. New Mexico—Description and travel— 


1951- —Views. I. Hillerman, Tony. If. 
Title. 
SHARP, Robert L. 917.9157 


Big outfit; ranching on the Baca Float [by] 
Robert L. Sharp. Ius. by Elaine 
Cummings. Tucson, University of Arizona 
Press [1974] x, 157 p. illus. 23 cm. ISBN 
0-8165-0409-1 [F819.B32S52] ` 74-75821 
7.50 

1. Sharp, Robert L. 2. Baca Float Ranch, 
Ariz. 3. Ranch life—Arizona. I. Title. 

Pbk. 3.95, ISBN 0-8165-0410-5. . 


BONESTELL, Chesley. 917.94045 
The golden era of the missions, 1769-1834; 
paintings, by Chesley Bonestell. Text by 
Paul Johnson. San Francisco, Chronicle 
Books [1974] p. cm. ISBN 0-87701-055-2 
[F864.B685] 74-11301 3.95 (pbk.) 

1. Missions—California. 2. California— 
History—To 1846. I. Johnson, Paul C., 
1910- II. Title. 

Prepared from C.I.P. 


‘HAYDEN, Mike. 917.94°04'5 
Fishing the California wilderness. San 
Francisco, Chronicle Books [1974] 127 p. 
illus. 23 cm. ISBN  0-87701-036-6 
[SH473.H38] 74-174334 2.95 (pbk.). 

I. Fishing—California. 2. Backpacking— 
California. I. Title. 


GOODE, Kenneth G. 917.94°06'96073 
California's Black pioneers: a brief 
historical survey [by] Kenneth G. Goode. 
Santa Barbara, Calif., McNally & Loftin, 
1974 [c1973] xiii, 222 p. illus. 22 cm. 

ISBN 0-87461-173-1 Bibliography: p. 203-> 
207. [E185.93.C2G66 1974] 73-81846 6.95 


I. Negroes—California. 2. California:— 
Race question. I. Title. 
SANBORN, Margaret. 917.9441 


The American: river of El Dorado. [ist 


ed] New York, ae Rinehart and 
Winston [1974] p cm. ISBN 0-03- 
012336-4 {Rivers of America) 

[F864.822] 73-15160 


Bibliography: p. 
10.00 


1. California—History. 2. California—Gold 
discoveries. 3. American River. I. Title. I. 
Series. 

Prepared from C.I.P. 


BULLARD, Oral, 1922- 917.9°54 
Short trips and trails: the Columbia Gorge. 
Text: Oral Bullard. Photos and maps: Don 
Lowe. Beaverton, Touchstone Press [1974] 
128 p. illus. 23 cm. ISBN 0-911518-01-0 
On spine: The Columbia Gorge. 
peed p. 128. [F853.B9] 73- 80040 


i olimi River Gorge, Or. and Wash.— 
Description and travel—Guide-books. L 
Lowe, Don, illus. I. Title. II. Title: The 
Columbia Gorge. 


CRAIN, Jim. 917.97 
Camping around Washington. Designed, 
drawn, and written by Jim ‘Crain and Terry 
Milne. [ist ed.] [New York] Random 
House [1974] 94 p. illus. 28 cm. ISBN 0- 
394-70683-8 "A Random 
House/Bookworks book.” 
[GV191.42.W2C72 1974] 73-20590 3.95 
(pbk.). 
I. Camp sites, facilities, ete*Washington 
Grate) L Milne, Terry, joint author. I. 
ytle. 


ALASKA, - 917.98’0022°2 
[Edited by Dorothy Krell. 1st ed.] Menlo 
Park, Calif, Lane Magazine & Book Co. 
[1974] 207 p. illus. (part col.) 29 cm. ISBN 
0-376-05151-5 (A Sunset pictorial) 


ki 


SEPTEMBER 30,1974 
Bibliography: p. 206-207. [F905.A42] 73- 


- 89586 10.95 


I. Alaska—Description and travel—1959- 
—Views. I Krell, Dorothy, ed. 


USLAR Pietri, Arturo, 
1906- 

A future for Latin America. Translated 
from the Spanish and with an introd. by 
Carmelo Virgillo. [Tempe, Center for Latin 
American Studies, Arizona State 
University, 1974] 24 p. port. 23 cm. ISBN 
0-87918-011-0 (Alberdi-Sarmiento Award 
lectures) [F1408.25.U7413] 73-620173 
2.00 (pbk.). 

1. Latin America—Addresses, essays, 
Jectures. I. Title. II. Series: Alberdi- 
Sarmiento Award lecture series, 1973. 


` 918.008 


CESPEDES, Guillermo, 
1920- 

Latin America: the carly years. [lst ed.] 
New York, Knopf; [distributed by Random 
House, 1974] xv, 127, vi p. 21 cm. ISBN 
0-394-31810-2 (Studies in world 
civilization) Bibliography: p. 121-124. 
[F1411.C515 1974] 73-17108 1.95 (pbk.). 
I, Latin America—History—To 1600. 2. 
Latin America—Economic conditions. 3. 
Latin America—Social conditions. I. Title. 
H. Series. 


918.0701 


HARDING, Colin. 918’.03°305 
Latin America review 1 of books, edited 
by Colin Harding and Christopher Roper. 
Foreword by Richard R. Fagen. Palo Alto, 
Calif., Ramparts Press [1974, c1973] p. 
cm. ISBN 0-87867-047-5 Published in 
London in 1973 under title: Latin America 
review of books. [Z1601.H34] 73-17942 
10.00 

1. Latin America—Book reviews. I. Roper, 
Christopher, joint author. IT. Title. 
Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
87867-048-3. 


WARREN, Leslie F. 918.4°03’5 
The land and people of Bolivia, by Leslie 
F. Warren. Philadelphia, Lippincott [1974] 
p. cm. ISBN 0-397-31578-3 (Portraits of 
the nations series) An introduction to the 
geography, history, resources, people, and 
major cities of South America’s fifth 
largest country. [F3308.5.W37] 74-8911 
4.95 

1. Bolivia—Juvenile literature. I, Title. - 
Prepared from C.I.P. 


PRESHAW, George 919.4°03°31 
Ogilvy, 1839-1890. 
Banking under difficulties. New York, 


Arno Press, 1974. xii, 179 p. 23 cm. ISBN 
0-405-05918-3 (Gold: historical and 
economic aspects) Reprint of the 1888 ed. 
published by Edwards, Dunlop, Melbourne. 
(DU102.P83 1974] 74-357 11.00 

1. Preshaw, George Ogilvy, 1839-1890. 2. 
Gold mines and  mining—Australia— 
Personal narratives. 3. Gold mines and 
mining—New Zealand—Personal 
narratives. I. Title. IL. Series. 


STEFANSSON, Vilhjalmur, 
1879-1962. š 
Northwest to fortune; the search of 
Western man for a commercially , practical 
route to the Far East. Maps designed by 
James MacDonald. Westport, Conn., 
Greenwood Press [1974, c1958] xix, 356 p. 
map. 22 cm. ISBN 0-8371-5729-3 Reprint 
of the ed. published by Duell, Sloan and 
Pearce, New York. [G640.8S75 1974] 73- 
20881 15.00 
1. Northwest Passage. 2. Transportation— 
North America. I. Title. 


919.8 
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COMAY, Joan. 920°.0092°924 
Who’s who in Jewish history; after the 
period of the Old Testament. [lst 
American ed.] New York, D. McKay Co. 
[1974] 448 p. illus. 26 cm. ISBN 0-679- 
50455-9 [DS115.C6 1974] 73-93915 16.95 
1. Jews—Biography—Dictionaries. 2. 
aa and encyclopedias. I. 
ttle. 


VINCENT, Benjamin, 1818- 920’.02 
1899. 
A dictionary of biography, past and 


present, containing the chief events in the 
lives of eminent persons of all ages and 
nations, preceded by. the biographies and 
genealogies of the chief representatives of 
the royal houses of the world. Edited by 
Benjamin Vincent. London, Ward, Lock. 
Detroit, Gale Research Co., 1974. 641 p. 
geneal. tables. 23 cm. ISBN 0-8103-3983-8 
Reprint of the 1877 ed. which was a 
revision of Haydn’s universal index of 
biography, published in 1870 in series: The 
Haydn series. [CT103.V45 1974] 77- 
174132 38.00 

1. Biography—Dictionaries. I. Haydn, 
Joseph Timothy, 1786 or 7-1856. Haydn's 
universal index of biography from the 
creation to the present time. II. Title. IT. 
Series: The Haydn series. 


HARMSWORTH, Cecil 
Bisshopp Harmsworth, 
1948. 

Immortals at first hand; famous people as 

seen by their contemporaries. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

Reprint of the 1933 ed. published by D. 

Harmsworth, London. Quotations from 

contemporaries about a number of famous 

figures in English literature and history. 
te -H3 1974] 920 74-9764 20.00 (lib. 

1. Great Britain—Biography. 2. Authors, 

English—Biography. I. Title. 

Prepared from C.I.P. 


NYE, Russel Blaine, 1913- 920.073 
A bakers dozen; thirteen unusual 
Americans, by Russel B. Nye. Westport, 
Conn., Greenwood Press {1974, c1956] p. 
cm. ISBN 0-8371-7495-3 Reprint of the 
ed. published by Michigan State University 
Press, East Lansing. [E176.N95 1974] 74- 
8067 13.75 

1. United States—Biography. I. Title. 
Prepared from C.I.P. 


WALLIS, George A. 920°.078 
unforget{[t]jable men of the West, by 
George A. Wallis. Titusville, Fla., Viking 
Press [1974] 74 p. illus. 28 cm. 
[F595.W24] 74-4595 5.00 


920°.042 
Baron, 1869- 


I. The West—Biography. I Title: 

Unforgettable men of the West. 

Contents omitted. 

JOHNSON, William Weber, 927.5 
1909- 

Kelly Blue. Foreword by Tom Lea. 

Lincoln, University of Nebraska Press 


[1974, c1960} 263 p. 21 cm. ISBN 0-8032- 
5795-3. (A Bison book) [ND237.K445]6] 
2.95 (pbk.) 

1. Kelly, Harold Osman, 1884-1956. I. 
Title. 


L.C. card number for original ed.: 60- 
8875. 
929.20971 


TIVY, Louis, 1902- 
1972. 

Your loving Anna; letters from the Ontario 

frontier. Toronto University of Toronto 

Press [1974, c1972] 120 p. 23 cm. ISBN 0- 
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Gee (CS90.L48 1972] 0-8020 2.95 
pbk. 

1. Leveridge family. 2. Hastings Co., 
Ont—RHistory. I. Leveridge, Anna Maria 
Godbolt, 1846-1928 Letters. 1972. II. 
Title. i 
L.C. card no. for hardcover edition: 72- 
86392. 


ARMSTRONG, Zella. 929°.2°0973 s 
The Sevier family. Spartanburg, S.C., The 
Reprint Co., 1974 [cl1926] [18], 325 p. 
port. 23 cm. ISBN 0-87152-149-0 (Her 
Notable Southern families, v. 4) (Series: 
Armstrong, Zella, comp. Notable Southern 
families, v. 4.) Reprint of the ed. published 
by Lookout Pub. Co., Chattanooga. 
Bibliography: p. [15] (lst group) 
[CS69.A853 vol. 4] [CS71] 929.2°0973 74- 
884 15.00 

1. Sevier family. I. Series. 


FRENCH, Janie 929°.2°0973 s 
Preston Collup, 1877- 

The Doak family. Spartanburg, S.C., The 
Reprint Co., 1974 [c1933] 98 p. port. 23 
cm. ISBN  0-87152-151-2 (Armstrong, 
Zella, comp. Notable Southern families, v. 
6.) Reprint or ne a published by the 
Lookout Chattanooga. 
[CS69.A853 B 6] i 929.20973 74- 
882 10.50 

1. Doak family. I Title. JI. Series. 


MORELL, Louise Cox. 929.20973 
Jamestown to Washington; little 
biographies of twelve generations from 
Beheathland to Cox, 1607-1950. Baltimore, 
Gateway Press, 1974. v, 76 p 
Bibliography: p. 75-76. (C871. 877 1974] 
73-93853 6.50 (pbk.) 

1. Cox family. I. Title. 


PAN, Ku, 32-92. 931 
Courtier and commoner in ancient China; 
selections from the History of the former 
Han. Translated by Burton Watson. New 
York, Columbia University Press, 1974. 
282 p. 23 cm. ‘ISBN 0-231-03765-1 
Translations from the Oriental classics.” 

Translation of selections from Han shu. 
Includes bibliographical references. 
([DS748.P3 1974] 73-18003 12.50 


i.  China—History—Han dynasty, 202 
B.C.-220 A.D. I. Title. 
BRODSKY, Alyn. 933 


The kings depart; a saga of the empire 
Judah Maccabee created and his heirs 
destroyed. [lst ed.] New York, Harper & 
Row [1974] p. cm. ISBN 0-06-010486-4 
Bibliography: p. [DS121.7.B73] 74-1794 
8.95 


1. Maccabees. I. Title. ; 
Prepared from C.I.P. 


TIERNEY, Brian, comp. 940.1 
Readings in medieval history. 2d ed. New 
York, Knopf; distributed by Random 
House, [1974] xi, 363 p. 24 cm. ISBN 0- 
394-31803-X (His The Middle Ages, v. 2) 
Includes bibliographical references. 
[D117.T585 vol. 2] 73-9798 4.95 (pbk.) 

1. Middle Ages—History—Addresses, 
essays, lectures. I. Title. I. Series. 


MACKESY, Piers. 
Statesmen at war: the strategy of 
overthrow, 1798-1799. [London, New 
York] Longman [1974] x, 340 p. maps. 24 
cm. ISBN 0-582-12077-2 Label mounted 
on tp.: Distributed in the U.S.A. by 
Longman Inc., New York. Bibliography: p. 
323-328. [DC221.M32] 73-86128 18.00 
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1. Second Coalition, War of the, 1798- 
1801. I Title. If. Title: The strategy of 
overthrow, 1798-1799. 


FISCHER, Fritz, 1908- 940.3°24'43 
World power or decline; the controversy 
over Germany’s aims in the First World 
War. New York, Norton [1974] p. cm. 
ISBN 0-393-05471-3 Translation of 
Weltmacht oder Niedergang. Includes 
bibliographical references. [D515.F27513] 
73-18318 15.00 

I. European War, 1914-1918—Germany. 
2. European War, 1914-1918 
Historiography. I. Title. 

Prepared from C.I.P. Pbk. 1.95, ISBN 0- 
393-094 13-8. 


PELZ, Stephen E. 940.53° 112 
Race to Pear! Harbor; the failure of the 
Second London Naval Conference and the 
onset of World War II [by] Stephen E. 
Pelz. Cambridge, Mass., Harvard 
University Press, 1974. vii, 268 p. map. 25 
em. ISBN 0-674-74575-2 (Harvard studies 
in American-East Asian relations, 5) 
Bibliography: p. [230]-239. [D742.J3P44] 
73-89711 17.50 

1. Japan. Kaigun—History. 2. London. 
Naval Conference, 1935-1936. 3. World 
War, 1939-1945-—Causes. 4. Japan— 
Foreign relations—-1912-1945. I. Title. I. 
Series. 


COLE, Wayne S. 940.5312 B 
Charles A. Lindbergh and the battle 
against American intervention in World 
War IT [by] Wayne S. Cole. New York, 
Harcourt Brace Jovanovich [1974] p. cm. 
ISBN  0-15-118168-3 Bibliography: p. 
[D753.C593] 73-22247 10.00 

1, Lindbergh, Charles Augustus, 1902- 2. 
World War, 1939-1945—United States. 3. 
United States—Neutrality. I. Title. 
Prepared from C.I.P. 


HELLER, James 940.53°159'0924 B 
Edward Isidore, 1906-1973. 

Our share of morning, by Paul Burmetz. 
Westport, Conn., Greenwood Press [1974, 
cl961] p. cm. ISBN  0-8371-6874-0 
Reprint of the ed. published by Doubleday, 
Garden City, N.Y. [D810.J4H39 1974] 73- 
$262 14.50 

i. Heller, James Edward Isidore, 1906- 
1973. 2. World War, 1939-1945—Personal 
narratives, Jewish. 3. Jews in Austria— 
Persecutions. I. Title. 

Prepared from C.I.P. 


PARKINSON, Roger. 940.53°2 
A day’s march nearer home; the war 
history from Alamein to VE Day based on 
the War Cabinet papers of 1942 to 1945. 
{Ist American ed.] New York, D. McKay 
Co. [1974] xxiv, 551 p. maps. 22 cm. 
ISBN 0-679-50471-0 Bibliography: p. [537] 
-540. [D750.P364 1974b] 74-78663 9.95 

i. World War, 1939-1945—Diplomatic 
history. 2. World War, 1939-1945—Great 
Britain. 3. Great  Britain—Foreign 
relations—1936-1945. I. Title. 


CARTER, George 
Goldsmith. 

The battle of Britain; the home front, by 
George Goldsmith-Carter. ist ed. [New 
York, Mason & Lipscomb Publishers] 
1974. p. cm. ISBN  0-88405-073-4 
Bibliography: p. Describes Germany's long 
siege of Britain emphasizing the effects on 
British citizens. [D759.C286] 74-4305 7.95 
1. World War, 1939-1945—Great Britain. 
2. Britain, Battle of, 1940. £ Title. 
Prepared from C.I.P. 


940.53°42 


THOMPSON, Robert 94053°44’0924 B 
Smith. 
Pledge to destiny: Charles d2 Gaulle and 
the rise of the free French. New York, 
McGraw-Hill [1974] 282 p. illus. 24 cm. 
ISBN 0-07-064390-3 Bibliogrephy: p. [263] 
-274. [D761.9.F7T4] 73-19695 9.95 
1. France combattante. 2. Gaulle, Charles 
de, Pres. France, 1890-1970. i. Title. 


DELZELL, Charles F. 940.53°45 
Mussolini's enemies; the Italian anti-fascist 
resistance, by Charles F. Delzell. New 
York, H. Fertig, 1974 [cl961] p. cm. 
Reprint of the ed. published by Princeton 
University Press, Princeton, N.J.;‘with new 
pref. Bibliography: p. [DG571.7.D44 1974] 
70-144129 18.50 

i. Italy—FPolitics and goverament—1922- 
1945. 2. Fascism—titaly. 3. World War, 
1939-1945—-Underground —movements— 
Italy. I. Title. 

Prepared from C.I.P. 


CALIFORNIA. University. 940.53°9 
University at Los Angeles. Committee on 
International Relations. 

The Southwest Pacific and the war. 

Lectures delivered under th2 auspices of 

the Committee on Internaticnal Relations 

on the Los Angeles campus of the 

University of California, spring 1943. 

Westport, Conn., Greenwood Press [1974] 

ix, 168 p. 22 cm. ISBN 0-8371-7473-2 

Reprint of the 1944 ed. published by 

University of California Press, Berkeley. 

Includes bibliographical references. 


. [D767.9.C34 1974] 74-3750 ¢.50 


1. World War, 1939-1945—Oceanica— 
Addresses, essays, lectures. 2. Oceanica— 
Description and travel—Adaresses, essays, 
lectures. 3. Ethnology—Oceanica— 
Addresses, essays, lectures. I. Title. 
Contents omitted. 


KOMOROWSKI, 
Eugenjusz Andrei. 
Night never ending. Chicago H. Regnery 
o. [1974] x, 285 p. 24 cm. ISBN 0-8092- 
9028-6 [D804.R9K65] 73-19870 8.95 
i. Komorowski, Eugenjusz Andrei 2. 
Katyn Forest Massacre, 1540. 3. World 
War, 1939-1945—Persona! narratives, 
Polish. I. Gilmore, Joseph L. 1929-. IT. 
Title. 


940.54°05'094762 


SOUTHALL, Ivan. 940.54712742 
Seventeen seconds. [New, rewritten ed.] 
New York, Macmillan [cl973] 139 p. 22 
cm. ISBN 0-02-786140-6 Edition for 1960 
published under title: Softly tread the 
brave. Recounts the exp.oits of two 
Australian mine disposal cfficers during 
the Second World War. [D759.S68 1973] 
73-19061 4.95 (lib. bdg.) 

1. Mould, John Stuart—Juvenile literature. 
2. Syme, Hugh Randal—Juvenile literature. 
3. World War, 1939-1945—Great Britain— 
Juvenile literature. 4. Bomb 
reconnaissance—Juvenile Sterature. 5. 
World War, 1939-1945—Aeziial operations, 
German. I. Title. 


HUMBLE, Richard. 940.54°13°43 
Hitler’s generals. Garden City, N.Y., 
Doubleday, 1974 [c1973] 1€7 p. ports. 22 
cm. ISBN 0-385-02962-4 [DD247.H5H83 
1974] 73-20515 5.95 

1. Hitler, Adolf, 1889-1945. 2. Generals— 
Germany. 3. World War, 1939-1945— 
Germany. I. Title. 


STRAWSON, John. 940.5421 
The battle for Berlin. New York, Scribner 
[1974] 182 p. illus. 23 cm. ISBN 0-684- 
13808-5 Bibliography: p.  [173]-175. 
[D757.9.B4887 1974b] 73-19092 7.95 

1. Berlin, Battle of, 1945. I. Title. 


ÁMERICAN BOOK PUBLISHING RECORD l 

FUNK, Arthur Layton, 940.5423 
1914- 

The politics of TORCH; the Alied 
landings and the Algiers Putsch, 1942. 
Lawrence, University Press of Kansas 
[1974] p. cm. ISBN 0-7006-0123-6 
Bibliography: p. [D766.82.F86] 74-2020 
11.00 

I. Operation Torch. 2. World War, 1939- 
1945—-Diplomatie history. I. Title. 
Prepared from C.I.P. 


BADER, Douglas, 
1910- ` k 
Douglas Bader: fight for the sky; the story 
of the Spitfire and the Hurricane, by 
Douglas Bader. With special contributions 
and help from Max Aitken [and others] 
Photo research by John Moore. Garden 
City, N.Y., Doubleday [1974, c1973] 190 
p. illus. 26 cm. ISBN 0-385-03659-0 
[TL685.3.B27 1973b] 73-19606 10.00 
1. Hurricane (Fighter planes) 2. Spitfire 
(Fighter planes) 3. World War, 1939- 
1945—-Aerial operations, British. I. Title. 
i. Title: Fight for the sky. , 


HOEHLING, Adolph A. 940.54°59°73 
The Franklin comes home [by] A. A. 
Hoehling. New York, Hawthorn, Books 
[1974] xiv, 132 . illus. cm. 
Bibliography: p. [127] [VA65. E7H63 1974] 
73-18896 6.95 

1. Franklin (Aircraft carrier) 2. World 
War, 1939-1945—Naval operations, 
American. T. Title. 


940.544942 


COLLWITZER, 
Helmut. 
Unwilling journey; a diary from Russia. 
[Translated by E. M. Delacour with help 
from Robert Fenn] Westport, Conn., 
Greenwood Press [1974] p. ISBN 0-8371- 
7585-2 Translation of ... und fuhren, wohin 
du nicht willst. Reprint of the 1956 ed. 
published by SCM _ Press, London. 
[D805.R9G6213 1974] 74-7610 13.75 
1. Gollwitzer, Helmut. 2. World War, 
1939-1 945—Prisoners and prisons, 
Russian. 3. World War, 1939-1945— 
Personal narratives, Germen. I. Title. 
Prepared from C.I.P. 


940.54°72’470924 B 


MACEOIN, Gary, 1909- 941.609 
Northern Ireland; captive of history. [1st 


ed] New York, Holt, Rinehart and 
Winston [1974] 338 p. maps. 22 cm. ISBN 
0-03-012491-3 Includes bibliographical 


references. 
10.00 
4. Northern Ireland—History. I. Title. 


FIRTH, Charles 942.00724 
Harding, Sir, 1857-1936. 

Milton as an historian. [Folcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 

Reprint of the 1908 ed. published for the 

British Academy by H. Frowde, Oxford 

University Press, London. Includes 

bibliographical references. 

[DA135.M53F57 1974] 74-13082 5.00 

1. Milton, John, 1608-1674. The history of 

Britain. I. Title. 

Prepared from C.I.P. 


TETLOW, Edwin. 942.02°1 
The enigma of Hastings. New York, St. 
Martin’s Press [1974] 208 p. illus. 23 cm. 
Bibliography: p. 197-199." [DA196.T45 
1974b] 73-92161 8.95 

1. Hastings, Battle of, 1066. I. Title. 


BRUNDAGE, James 942.03°2'0924 B 
A. 
Richard Lion Heart [by] James A. 


Brundage. New York, Scribner [1974] viii, 
278 p. maps. 24 cm. ISBN 0-684-13802-6 


{[DA990.U46M135] 73-1516] 


SEPTEMBER 30,1974 


Bibliography: p. [264]-269. [DA207.B75] 
73-1361 10.00 

1. Richard I, King of England, 1157-1199. 
2. Great Britain—History—Richard I, 
1189-1199. I. Title. 


MATHEW; David, Abp., 942.055 
2- 
The Celtic peoples and Renaissance 


Europe; a study of the Celtic and Spanish 
influences on Elizabethan history. With an 
introd. by Christopher Dawson. 
Mamaroneck, N.Y., P. P. Appel, 1974. p. 
cm. ISBN 0-911858-27-X Reprint of the 
1933 ed. published by Sheed & Ward, 
Tondon, [DA356.M3 1974] 70-162497 
15. f 

i. Catholic Church in Great Britain. 2. 
Great Britain—History—Elizabeth, 1558- 
1603. 3. Church and state in Great Britain. 
4. Celts. 5. Great Britain—Relations 
(general) with Spain. 6. Spain—Relations 
(general) with Great Britain. I. Title. 
Prepared from C.I.P. 


GREENE, Graham, 
1904- 

Lord Rochester’s monkey; being the life of 
John Wilmot, second Earl of Rochester. 
New York, Viking Press [1974] 231 p. 
illus. (part col.) 26 cm. ISBN 0-670-44055- 
8 (A Studio book) Bibliography: p. 222- 
223. [DA447.R6G7] 73-17955 15.95 

1. Rochester, John Wilmot, 2d Earl of, 
1647-1680. I. Title. 


CLARK, Mary 
Elizabeth, 1901- 
Peter Porcupine in America: the career of 
William Cobbett. New York, Beekman 
Publishers, 1974. v, 193 p. 23 cm. ISBN 0- 
8464-0036-X (American newspapermen, 
1790-1933) Originally presented as the 
author’s thesis, University of Pennsylvania, 
1937. Bibliography: p. 186-193. 
([DA522.C5C5 1974] 74-501 11.00 
1. Cobbett, William, 1763-1835. I. Title. 


GILBERT, Martin, 942.082’092°4 
1936- comp. 

Churchill a photographic portrait. [1st 

American ed.] Boston, Houghton Mifflin, 
1974. p. cm.: ISBN 0-395-19405-9 

[DA566.9.C5G444 1974] 74-4204 12.50 

1. Churchill, Winston Leonard Spencer, 

Sir, 1874-1965—-Portraits,' caricatures, etc. 

I. Title. 

Prepared from C.I.P. 


* WEIDHORN, Manfred, 
1931- 

Sword and pen; a survey of the writings of 
Sir Winston Churchill. [lst ed.] 
Albuquerque, University of New Mexico 
Press [1974] 277 p. ports. 25 cm. ISBN 0- 
8263-0323-4 Bibliography: p, 265-269. 
[DA566.9.C5W37] 73-92997 9.50 
f. Churchill, Winston Leonard Spencer, 
Sir, 1874-1965. I. Title. 


IRONSIDE, Edmund, 
Sir, 1880-1959. 
Time unguarded; the Ironside diaries, 
1937-1940. Edited by Roderick Macleod, 
and Denis Kelly. Westport, Conn., 
Greenwood Press [1974,:c1962] p. cm. 
ISBN 0-8371-7369-8 Reprint of the ed. 
published by D. McKay Co., New York. 
[DA69.3.17A3 1974] 74-64 20.00 
1. tronside, ‘Edmund, Sir, 1880-1959. 2. 
Great Britain—History, Military—20th 
century—Sources. 3. World War, 1939- 
1945—-Great Britain. [ Title. 
_Prepared from C.I.P. 


MARTIN, Ralph G., 942.0840924 B 
1920- 


The waman he loved [by] Ralph G. 


942.06°60924 B 


942.07°3°0924 B 


942.0820924 


942.0840924 B 


Martin. New York, Simon and Schuster 
[1974, c1973] 543 p. illus. 24 cm. ISBN 0- 
671-21810-7 Bibliography: p. 505-509. 
[DA581.W5M37 1974] 74-4405 9.95 

1. Windsor, Wallis Warfield, Duchess of, 
1896- 2. Edward VII, King of Great 
Britain, 1894-1972. I. Title. 


CROSSLEY, Robert N., 
1924- 
Luther and the peasants’ war; Luther’s 
actions and reactions [by] Robert N. 
Crossley. New York, Exposition Press 
[1974] xii, 164 p. 21 cm. ISBN 0-682- 
47890-3 (An Exposition-university book) 
Bibliography: p. 155-162. [BR326.6.C76] 
73-92849 8.00 
1. Luther, Martin, 1483-1546. 2. Peasants’ 
War, 1524-1525. I. Title. 


GRUNFELD, Frederic 
V 


943.031 


943.085°022°2 


The Hitler file; a social history of 
Germany and the Nazis, 1918-1945 [by] 
Frederic Grunfeld. New York, Random 
House [1974] p. cm. ISBN 0-394-49295-1 
[DD256.5.G79] 74-7076 25.00 

1. Hitler, Adolf, 1889-1945—Portraits, 
caricatures, etc. 2. Germany—History-—— 
1918-1933—FPictorial works. 3. Germany— 
History—1933-1945—FPictorial works. I. 
Title. 

Prepared from C.I.P. 


PRITTIE, Terence 943.087°092’4 B 
Cornelius Farmer, Hon., 1913- 

Willy Brandt; portrait of a statesman [by] 

Terence Prittie. New York, Schocken 

Books [1975c, cl1974] p. cm. ISBN 0- 

8052-3561-2 Bibliography: p- 

[DD259.7.B7P74 1975] 74-9229 10.50 

1. Brandt, Willy, 1913- 

Prepared from C.I.P. 


FISCHER, Ernst, 
1899-1972. 

An opposing man. Translated by Peter and 

Betty Ross. With an introd. by John 

Berger. [New York] Liveright [1974] p. 

cm. ISBN 0-87140-598-9 Translation of 

Erinnerungen und Reflexionen. 

[DB98.F55A313 1974b] 74-10602 12.50 

i. Title. 

Prepared from C.I.P. 

CHAMBERLIN, Eric 944°.031°0924 B 
Russell. 

Marguerite of Navarre; by E. R 

Chamberlin. New York, Dial Press, 1974. 

p- cm. ISBN 0-8037-5207-5 Bibliography: 

p. [DC122.9.M2C45} 74-6095 10.00 

1. Marguerite de Valois, consort of Henry 

IV, King of France, 1553-16195. I. Title. 

Prepared from C.I.P. 


PARIS. Commune, 1789-1794, 944.04 
Actes de la Commune de Paris pendant la 
Revolution. Publies et annotes par 
Sigismond Lacroix. Paris, L. Cerf, 1894-98. 
[New York, AMS Press, 1974] 7 v. 22 cm. 
ISBN 0-404-52620-9 Original ed. issued in 
series: Collection de documents relatifs a 
Phistoire de Paris pendant la Revolution 
francaise. First series, “periode de la 
municipalite provisoire.” Includes 
bibliographies. [DC194.A2A495 1974] 72- 
173489 42.50 (per vol.) i 

1. Paris—History—Revolution, 1789- 
1799-—Sources. 2. Paris—Politics and 
goverament. 3. France—History— 
Revolution, 1789-1790—Sources. 4. 
France—Politics and government— 
Revolution, 1789-1799. L Lacroix, 
Sigismond, 1845-1909, ed. I. Farge, Rene. 
HI Title. IV. Series: Collection de 
documents relatifs a histoire de Paris 
pendant la Revolution francaise. 

Contents omitted. 


943.6°05°0924 B 


900 HISTORY 


BORGHI, Armando. 945.091°092’4 B 
Mussolini, red and black. With an 
epilogue, Hitler: Mussolini’s disciple. 
Translated by Dorothy Daudiey. New 
York, Freie Arbeiter Stimme, 1938. New 
York, Haskell House Publishers [1974] p. 
ISBN 0-8383-1765-0 Translation of 
Mussolini in camicia. [DG575.M8B63 
1974] 73-20389 11.95 (lib. bdg.). 
1. Mussolini, Benito, 1883-1945. 2. Hitler, 
Adolf, 1889-1945. 3. Fascism—Italy. 
Prepared from C.I.P. 
ROSS Williamson, 945°.51'050924 B 
Hugh, 1901- 
Lorenzo the Magnificent. New York,. 
Putnam [1974] 288 p. illus. (part col.) 26 
cm. ISBN 0-399-11361-4 Bibliography: p. 
282. [DG737.9.R74] 73-93068 15.95 
1. Medici, Lorenzo de’, il Magnifico, 1449- 
1492. I. Title. 


CARMICHAEL, Joel. 947 
A short history of Russia. La Salle, Il., 
Open Court [1974] p. cm. ISBN 0-87548- 
306-7 Bibliography: p. [DK41.C274] 74- 
13924 4.95 (pbk.). 

1. Russia—History. I. Title. 

Prepared from C.I.P. 


HINGLEY, Ronald. 947.084’2°0924 
Joseph Stalin: man and legend. New York, 
McGraw-Hill [1974] xxi, 482 p. illus. 25 
cm. ISBN 0-07-028943-3 Bibliography: p. 
454-468. [DK268.S8H56] 74-991 15.00 

1. Stalin, Iosif, 1879-1953. 2. Russia— 
History——-1925-1953. 1. Title. 


KHRUSHCHEV, 947.085°092"4 B 
Nikita Sergeevich, 1894-1971. 
Khrushchev remembers; the last testament. 
Translated and edited by Strobe Talbott. 
With a foreword by Edward Crankshaw 
and an introd. by Jerrold L. Schecter. [1st 
ed.] Boston, Little, Brown [1974] xxxi, 602 
p. illus. 24 cm. The second and concluding 
volume of the author’s oral memoirs, 
begun in Khrushchev remembers, 1970. 
[DK275.K5A326] 74-4095 12.95 
1. Khrushchev, Nikita Sergeevich, 1894- 
1971. 2. Russia—Politics and 
government—1953- I. Talbott, Strobe, ed. 
U. Title. 


JUTIKKALA, Eino Kaarlo 
Ilmari, 1907- 

A history of Finland [by] Eino Jutikkala 
and Kauko Pirinen. Translated by Paul 
Sjoblom. Rev. ed. New York, Praeger 
Publishers [1974] ix, 293 p. 25 cm. 
Translation of Suomen historia. 
[DK451.378613 1974] 72-94339 10.00 

J. Finland—History. I. Pirinen, Kauko, 
Joint author. If. Title. 


PURCELL, Victor William 

Williams Saunders, 1896-1965. 
The Boxer Uprising, a background study. 
(Hamden, Conn.] Archon Books, 1974 
[c1963] xiii, 348 p. maps. 23 cm. ISBN 0- 
208-01441-1 Reprint of the ed. published 
by Cambridge University Press, London. 
Bibliography: p. 326-334. [DS761.P8 1974] 
74-2255 13.95 (pbk) ‘ 
1. China—History—-1862-1899. 2. Boxers. 
I. Title. 


ARCHER, Jules. 951.04 
China in the twentieth century. New York, 
Macmillan [1974] p. cm. Bibliography: p. 
[DS761.A72] 73-6050 6.95 i 


947.1 


951.03 


L. China—History—1900-  —Juvenile 
literature. I. Title. 

Prepared from C.I.P. 

PILARSKI, Laura. 9517.5 


Tibet: heart of Asia, Indianapolis, Bobbs- 
Merrill [1974] 125 p. illus., map (on lining 


900 HISTORY 


papers) 24 cm. ISBN 0-672-51594-6 
Bibliography: p. 118-119. Discusses the 
geography, history, religion, and culture of 
a once unique civilization, recently brought 
under Chinese control. [DS786.P53] 73- 
13232 5.95 

d. Tibet—Juvenile literature. I Title. 


WAKEMAN, Frederic E. 951.512703 
Strangers at the gate; social disorder in 
South China, 1839-1861 [by] Frederic 
Wakeman, Jr. Berkeley, University of 
California Press [1974, c1966] 276 p. 21 
cm. ISBN 0-520-02634-9. Bibliography: 
[p. 225]-247. [DS793.K7W3] 3.45 (pbk.) 

1. Kwangtung, China (Province)—History. 
2. China—History—War of 1840-1842. I. 
Title. 

L.C. card number for original ed.: 66- 
25349 


WALDER, David. 952.0371 
The short victorious war; the Russo- 
Japanese conflict, 1904-5. New York, 
Harper & Row [1974] p. ISBN 0-06- 


014516-1 Bibliography: p. [DS517.W34 
1974] 74-801 10.00 

1. Russo-Japanese War, 1904-1905. I. 
Title. 

Prepared from C.I.P. 

MUKHERJEE, Ramkrishna. 954.03'1 


The rise and fall of the East India 
Company. New York, Monthly Review 
Press [1974] p. cm. ISBN 0-85345-315-2 
Includes bibliographies. [DS465.M8 1974] 
73-90082 15.00 

1. East India Company (English)—History. 
I, Title. 

Prepared from C.I.P. 


MCDANIEL, Robert A. 955°.05 
The Shuster mission and the Persian 
Constitutional Revolution, by Robert A. 
McDaniel. Minneapolis, Bibliotheca 
Islamica, 1974. ix, 259 p. maps. 24 cm. 
ISBN 0-88297-004-6 (Studies in Middle 
Eastern history, no. 1) Bibliography: p. 
(213]-252. [DS313.M27] 72-96696 12.50 

1. Shuster, William Morgan, 1877-1960. 2. 
Tran—History—1905-1911. I. Title. I. 
Series. 


THE Yom Kippur war, 956’.048 
by the insight team of the London Sunday 
times. [ist ed. in the U.S.] Garden City, 
N.Y., Doubleday, 1974. p. ISBN 0-385- 
06738-0 [DS128.1.¥55 1974] 74-2719 
10.00 

i. Israel-Arab War, 1973. I. The Sunday 
times, London. 

Prepared from C.I.P. 


LEWIS, Geoffrey L. 956.1 
Modern Turkey, by Geoffrey Lewis. [4th 
ed.] New York, Praeger [1974] p. cm. 
ISBN 0-275-33400-7 (Nations of the 
modern world) First-3d ed. published 
under title: Turkey. Bibliography: p. 
[DR441.L45 1974] 73-15170 10.00 

1. Turkey—History. I. Title. II. Series. 
Prepared from C.I.P. 


FOLEY, Charles, 1908- 956.4’503 
The struggle for Cyprus [by] Charles Foley 
and W. I. Scobie. Stanford, Calif., Hoover 
Institution Press [1974] p. cm. ISBN 0- 
8179-1371-8 (Hoover Institution 
publications, 137) Bibliography: 
[DS54.8.F583] 74-10837 7.95 

I. Scobie, W. I, 1932- joint author. Z. 
Cyprus—History. I. Title. IIL Series: 
Stanford University. Hoover Institution on 
War, Revolution, and Peace. Publications, 
137. 

Prepared from C.I.P. 


TAA 


“North 


SAMUELS, 956.94'04'0924 B 
Gertrude. 

B-G, fighter of Goliaths; the story of 
David Ben-Gurion. Photos. by the author. 
New rev. ed. New York, Crowell [1974] 
p. em. ISBN 0-690-00630-6 Bibliography: 
p. A biography of the Israeli statesman 
which is also an account of modern Israel’s 
fight for recognition, independence, and 
survival. [DS125.3.B37S35 1974] 92 74- 
13659 5.50 

1. Ben-Gurion, David,  1886-1973— 
Juvenile literature. I. Title. 

Prepared from C.I.P. 


VON DER MEHDEN, Fred R. 959 
South-East Asia, 1930-1970; the legacy of 
colonialism and nationalism [by] Fred R. 
von der Mehden. [lst American ed.] New 
York, Norton [1974] 144 p. illus. 21 cm. 
ISBN 0-393-05513-2 (Library of world 
civilization) Includes bibliographical 
references. [DS518.1.V66 1974] 73-14767 
7.9 


1. Asia, Southeastern—History. 2. Asia, 
Southeastern—Politics. I. Title. 
Pbk. 3.45; ISBN 0-393-09320-4 


FRANKS, Lucinda. 959.70438 
Waiting out a war; the exile of Private 
John Picciano. New York, Coward, 
McCann & Geoghegan [1974] 222 p. 22 
cm. ISBN 0-698-10463-3 [DS557.A68F7] 
72-76680 6.95 

1. Picciano, John, 1947- 2. Vietnamese 
Conflict, 196l- —Desertions—United 
States. I. Title. 


JACOBSON, Daniel, 1923- 970.1 
The hunters. Ilustrated by Richard Cuffari. 
New York, Watts, 1974. 79 p. illus. 22 cm. 
ISBN 0-531-02725-2 (Indians of North 
America) Bibliography: p. 75. Traces the 
history of the Indian tribes whose way of 
life revolved around hunting. Included are 
the Comanche, Assiniboin, and 
Chipewyan. [E78.G73J32] 74-963 4.33 
(lib. bdg.) 

1. Indians of North America—Great 
Plains—Juvenile literature. 2. Indians of 
America—Hunting—Juvenile 
literature. I. Cuffart, Richard, 1925- illus. 
I. Title. III. Series. 


NEWCOMB, William Wilmoa, 970.1 
1921- 
North American Indians: an 


anthropological perspective [by] Wiliam 
W. Newcomb, Jr. Pacific Palisades, Calif., 
Goodyear Pub. Co. [1974] vii, 278 p. 
maps. 24 cm. ISBN 0-87620-458-2 
(Goodyear regional anthropology series) 
Bibliography: p. 235-263. [E77.N54 1974] 
73-88990 7.95 

1. Indians of North America. I. Title. 

Pbk. 4.95, ISBN 0-87620-623-2. 


CADDOAN Indians. 970.3 
New York, Garland Pub. Inc., 1974- p. 
cm. (American Indian ethnohistory: Plains 
Indians) [E99.C13C33] 74-2258 21.00 

1. Caddoan Indians. I. Title. II. Series. 
Prepared from C.I.P. 


CHIPPEWA Indians. 970.3 
New York, Garland Pub. Įuc., 1974- p. 
cm. (American Indian ethnohistory: North 
central and northeastern Indians) 
[E99.C6C47] 74-2289 21.00 

1. Chippewa Indians. I. Title. II. Series. 
Prepared from C.I.P. 


COAST Salish and western 970.3 
Washington Indians. New York, Garland 
Pub. Inc., 1974. p. cm. (American Indian 
ethnohistory: Indians of the Northwest) 
[E99.S21C6] 74-8571 21.00 

1. Salishan Indians. 2. Indians of North 
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` 

America—Washington (State) I Title. II 
Series. 

Prepared from C.I.P. 


ELLIS, Florence Hawley. 970.3 s 
Anthropology of Laguna Pueblo land 
claims [by] Florence H. Ellis. Defense of 
the Pueblo of Acoma land claims [by] 
Ward Alan Minge. Acoma land utilization 
[by] Robert L. Rands. New York, Garland 
Pub. Inc., 1974. p. cm. ISBN 0-8240- 
0727-1 (Pueblo Indians, 3) W. A. Minge’s 
report: Indian Claims Commission docket 
266; R.L. Rands report: Indian Claims 
Commission docket 266 and 227. Includes 
bibliographical references. [E99.P9P9 vol. 
3] [E99.A16] 970.3 74-2423 21.00 

I. Acoma Indians—Land tenure. 2. Laguna 
Indians. I. United States. Indian Claims 
Commission. IL Minge, Ward Alan. 
Defense of the Pueblo of Acoma land 
claims. 1974. IN, Rands, Robert L. Acoma 
land utilization. 1974. IV. Title. V. Series. 
VI American Indian ethnohistory: Indians 
of the Southwest 

Prepared from C.I.P. 


FAHEY, John. 970.3 
The Flathead Indians. [lst ed.) Norman, 
University of Oklahoma Press [1974] xviii, 
366 p. illus. 23 cm. ISBN 0-8061-1126-7 
(The Civilization of the American Indian 


series) Bibliography: p. 337-361. 
[E99.S2F24] 73-7420 8.95 

1. Salish Indians, I. Title. II. Series. 
GILLES, Albert S. 970.3 


Comanche days [by] Albert S. Gilles. 
Dallas, SMU Press [1974] xviii, 126 p. 24 
cm. ISBN 0-87074-139-X (Bicentennial 
series in American studies, 3) 
[E99.C85G54] 74-77543 6.95 

1. Gilles, Albert S. 2. Comanche Indians. I. 
Title. 


HACKENBERG, Robert A. 970.3 s 
Aboriginal land use and occupancy of the 
Papago Indians [by] Robert A. 
Hackenberg. Acculturation at the Papago 
village of Santa Rosa [by] Ruth M. 
Underhill. The cattle industry of the 
soutern Papago districts [by] Gwyneth H. 
Xavier. New York, Garland Pub. Inc., 
1974. p. cm. ISBN 0-8240-0721-2 (Papago 
Indians, 1) [E99.P25P35 vol. 1] 
333.7'09701 74-2368 21.00 

1. Papago Indians. I. Underhill, Ruth 
Murray, 1884- Acculturation at the Papago 
village of Santa Rosa. 1974. II. Xavier, 
Gwyneth H. The cattle industry of the 
southern Papago districts. 1974. HI. Title. 
IV. Series. V. American Indian 
ethnohistory: Indians of the Southwest 
Prepared from C.I.P. 


HACKENBERG, Robert A. 970.3 
Aboriginal land use and occupancy of the 
Pima-Maricopa Indians [by] Robert A. 
Hackenberg. New York, Garland Pub. Inc., 
1974. p. cm. ISBN  0-8240-0730-1 
(American Indian ethnohistory: Indians of 
the Southwest) At head of title: Pima- 
Maricopa Indians. Indian Claims 
Commission, docket no. 228. Bibliography: 
p. [E99.P6H28] 74-2284 21.00 

J. Pima Indians. 2. Maricopa Indians. I. 
Title. If. Title: Pima-Maricopa Indians. III. 
Series. A 

Prepared from C.I.P. 7 


HENDERSON, Nancy Wallace. 970.3 
Circle of life: the Miccosukee Indian way, 
by Nancy Henderson & Jane Dewey. 
Photos. by David Pickens. New York, J. 
Messner [1974] . cm. ISBN 0-671- 
32657-0 [E99.M615H46] 73-19235 5.95 

1. Mikasuki Indians—Juvenile literature. I 
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Dewey, Jane, joint author. II. Pickens, 
David, illus. III. Title. 
Prepared from C.I.P. Library binding; 5.29, 
ISBN 0-671-32658-9. 


HICKERSON, Harold, 1923- 970.3 s 
Ethnohistory of Chippewa of Lake 
Superior [by] Harold Hickerson. Economic 
and historical background of northeastern 
Minnesota lands: Chippewa Indians of 
Lake Superior [by] Helen E. Knuth. New 
York, Garland Pub. Inc., 1974. p. cm. 
ISBN 0-8240-0810-3 (Chippewa Indians, 
3) Reports presented before the Indian 
Claims Commission, docket no. 18-U. 
[E99.C6C47 vol. 3] 970.3 74-2287 21.00 

i. Chippewa Indians. I. United States. 
Indian Claims Commission. I. Knuth, 
Helen, 1912- Economic and historical 
background of northeastern Minnesota 
Jands. 1974. II. Title. IV. Series. V. 
American Indian ethnohistory: North 
central and northeastern Indians 

Prepared from C.I.P. 


HICKERSON, Harold, 1923- 970.3 s 
Mdewakanton Band of Sioux Indians. New 
York, Garland Pub. Inc., 1974. p. cm. 
ISBN 0-8240-0794-8 (Sioux Indians, 1) 
"Indian Land Claims Commission, docket 
no. 360.” Bibliography: p. [E99.D1S52 vol. 
1} [E99.M435] 970.3 74-2306 21.00 

I. Mdewakanton Indians. I. United States. 
Indian Claims Commission. II. Title. TI. 
Series. IV. American Indian ethnohistory: 
Plains Indians 

Prepared from C.I.P. 


HUALAPAI Indians. 970.3 
New York, Garland Pub. Inc., 1974. p. 
cm. (American Indian ethnohistory: 
Indians of the Southwest) [E99.H75H8] 
74-2141 21.00 
1. Hualapai Indians. I. Title. II. Series. 
Prepared from C.I.P. 
HURT, Wesley Robert, 970.3 s 
19 
Dakota Sioux Indians [by] Wesley R. Hurt. 
New York, Garland Pub. Inc., 1974. p. 
cm. ISBN 0-8240-0795-6 (Sioux Indians, 
2) Indian Claims Commission, docket no. 
74. [E99.D1852 vol. 2] 970.3 74-2309 
21.00 
I. Dakota Indians. I. Title. II. Series. IT. 
American Indian ethnohistory: Plains 
Indians 
Prepared from C.I.P. 


INTERIOR Salish Indians. 970.3 

A York, Garland Publishing Inc., 1974- 
p. cm. (American Indian ethnohistory: 

Indians of the Northwest) [E99.82157} 74- 

5339 21.00 

J. Salish Indians. I. Title. II. Series. 

Prepared from C.I.P. 


JENKINS, Myra Ellen. 970.3 s 
History of Laguna Pueblo land claims. 
Laguna land utilization [by] Robert L. 
Rands. New York, Garland Pub. Inc., 
1974. p cm. ISBN  0-8240-0728-X 
(Pueblo Indians, 4) R. L. Rands’ report: 
Indian Claims Commission docket no. 266 
and 227. Bibliography: p. [E99.P9P9 vol. 
4] [E99.L2] 970.3 74-2376 21.00 

1. Laguna Indians. I. United States. Indian 
Claims Commission. TI. Rands, Robert L. 
Laguna land utilization. 1974. II. Title. 
IV. Seriese V. American Indian 
ethnohistory: Indians of the Southwest 
Prepared from C.I.P. 


JENKINS, Myra Ellen. 970.3 s 
Navajo activities affecting the Acoma- 
Laguna area, 1746-1910 [by] Myra Ellen 
Jenkins [and] Ward Alan Minge. The 
Navajo Indians [by] Frank D. Reeve. New 


York, Garland Pub. Inc., 1974. p. cm. 
ISBN 0-8240-0704-2 (Navajo Indians, 2) 
M. E. Jenkins and W. A. Minge’s report 
presented before the Indian Claims 
Commission, joint exhibit no. 530, docket 
no. 229; F. D. Reeve’s report: exhibit no. 
R-150, “docket no. 229. Bibliography: p. 
[E99.N3N338 no. 2] 970.3 74-2380 21.00 
4. Navaho Indians—History. 2. Laguna 
Indians—History. 3. Acoma Indians— 
History. I. Minge, Ward Alan, joint author. 
il. United States. Indian Claims 
Commission. III. Reeve, Frank Driver, 
1899- The Navajo Indians. 1974. IV. Title. 
V. Series. VE American Indian 
ethnohistory: Indians of the Southwest 
Prepared from C.I.P. 


JONES, John Alan, 1923- 970.3 
Winnebago ethnology [by] J. A. Jones. 
Economic and historical background for 
the Winnebago Indian clams [by] Alice E. 
Smith [and] Vernon Carstensen. 
Commission findings. New York, Garland 
Pub. Inc., 1974. p. cm. ISBN 0-8240- 
0761-1 (American Indian ethnohistory: 
North central and northeastern Indians) At 
head of title: Winnebago Indians. Reports 
before the Indian Claims Commission, 
docket no. `243-245. Bibliography: p. 
[E99.W7J66] 74-2410 21.00 

1. Winnebago Indians. I. United States. 
Indian Claims Commission. If. Smith, 
Alice Elizabeth, 1896- Economic and 
historical background for the Winnebago 
Indian claims. 1974. III. Title. IV. Series. 
Prepared from C.I.P. 


KELLY, William Henderson, 970.3 s 
1902- 
The Papago Indians of Arizona; a 


population and economic study [by] 
William H. Kelly. The Papago tribe of 
Arizona [by] Bernard L. Fontana. 
Commission findings on the Papago 
Indians. New York, Garland Pub. Inc., 
1974. p. cm. ISBN 0-8240-0702-6 (Papago` 
Indians, 3) ”Indian Claims Commission, 
docket no. 345.” [E99.P25P35 vol. 3] 
330.9°701 74-2363 21.00 

1. Papago Indians. I. Fontana, Bernard L. 
The Papago tribe of Arizona. 1974. IT. 
United States. Indian Claims Commission. 
Commission findings on the Papago 
Indians. 1974. HI. Title. IV. Series. V. 
American Indian ethnohistory: Indians of 
the Southwest 

Prepared from C.I.P. 


KENT, Donald H. 970.3 s 
History of Pennsylvania purchases from 
the Indians [by] Donald H. Kent. New 
York, Garland Pub. Inc., 1974. p. cm. 
ISBN 0-8240-0768-9 (American Indian 
ethnohistory: North Central and 
northeastern Indians) (His Iroquois 
Indians, 1) Report presented before the 
Indian Claims Commission, docket 344. 
[E99.17K36 vol. 1] [E78.P4] 970.5 74-2277 
21.00 

1. Indians of North  America— 
Pennsylvania—Land transfers. I. United 
States. Indian Claims Commission. II. 
Title. TII. Series. 

Prepared from C.I.P. 


KENT, Donald H. 970.3 
Iroquois Indians. New York, Garland Pub. 
Inc., 1974- p. cm. (American Indian 
ethnohistory: North central and 
northeastern Indians) [E99.17K36] 74-2276 
21.00 

i. Iroquois Indians. I Title. If. Series. 
Prepared from C.I.P. 


KING, William S. 970.3 s 
Papago population studies [by] William S. 
King [and] Delmos J. Jones. New York, 
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1974. p. cm. ISBN 0- 
Indians, 2) 


Garland Pub. Inc., 
8240-0701-8 (Papago 
”Defendant’s exhibit no. 162, Indian 
Claims Commission, docket no. 345. 
[E99.P25P35 vol. 2] 970.3 74-2365 21.00 
i. Papago Indians. I Jones, Delmos J, 
joint author. H. United States. Indian 
Claims Commission. IH. Title. IV. Series. 
V. American Indian ethnohistory: Indians 
of the Southwest 

Prepared from C.I.P. 


LEFORGE, Thomas H., 
1931. 

Memoirs of a White Crow Indian (Thomas 
H. Leforge) as told by Thomas B. Marquis. 
With an introd. by Joseph Medicine Crow 
and Herman J. Viola. Lincoln, University 
of Nebraska Press [1974, c1928] xx, 356 p. 
21 cm. ISBN 0-8032-5800-3 “A Bison 
book.” Reprint of the ed. published by 
Century Co., New York. [E99. C92L49 
1974] 74-6222 3.95 (pbk.). 

1. Leforge, Thomas a 1850-1931. 2 
Crow Indians. 3. Indians of North 
America— Wars—1866-1895. I. Marquis, 
Thomas Bailey, 1869-1935, ed. II. Title. 


NAVAJO Indians. 970.3 
New York, Garland Pub. Inc., 1974. p. 
cm. (American Indian — ethnohistory: 
Indians of the Southwest) [E99.N3N338] 
74-2381 21:00 

1. Navaho Indians. I. Title. IT. Series. 
Prepared from C.I.P. 


OSAGE Indians. 970.3 
New York, Garland Pub. Inc., 1974- p. 
cm. (American Indian ethnohistory: Plains 
Indians) [E99.08068] 74-2144 21.00 

1. Osage Indians. I. Title. II. Series. 
Prepared from C.I.P. 


PAIUTE Indians. 970.3 
New York, Garland Pub. Inc., 1974- p. 
cm. (American Indian  ethnohistory: 
California and  Basin-Plateau Indians) 
[E99.P2P28] 74-2244 21.00 

i. Paiute Indians. I. Title. II. Series. 
Prepared from C.I.P. ` 


PAPAGO Indians. 970.3 
New York, Garland Pub. Inc., 1974. p. 
cm. (American Indian ethnohistory: 
Indians of the Southwest) [E99.P25P35] 
74-2366 21.00 

1. Papago Indians. I. Title. I. Series. 
Prepared from C.I.P. 


1850- 970.3 B 


PUEBLO Indians. 970.3 
New York, Garland Pub. Inc., 1974- v. 
cm. (American Indian ethnohistory: 
Indians of the Southwest) [E99.P9P9] 74- 
2377 21.00 

1. Pueblo Indians. I. Title. I. Series. 
Prepared from C.I.P. 


SAC, Fox, and Iowa 970.3 
Indians. New York, Garland Pub. Inc., 
1974- p. cm. (American Indian 
ethnohistory: North central and 


northeastern Indians) [E99.823818] 74- 
2183 21.00 

i. Sauk Indians. 2. Fox Indians. 3. Iowa 
Indians. I. Title. If. Series. 

Prepared from C.LP. 


SIOUX Indians. 970.3 
New York, Garland Pub. Inc., 1974- p. 
cm. (American Indian ethnohistory: Plains 
Indians) [E99.D1852] 74-2305 21.00 

1. Dakota Indians. I. Title. H. Series. 
Prepared from C.LP. 


VAN VALKENBURGH, Richard 970.3 s 
F. 


Navajo sacred places [by] Richard F. Van 
Valkenburgh. Edited by Clyde Kluckhohn. 
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A short history of the Navajo people [by] 
Richard F. Van Valkenburgh. Commission 
findings on the Navajo. New York, 
Garland Pub. Inc., 1974. p. cm. ISBN 0- 
8240-0705-0 (Navaho Indians, 3) First 
report presented before the Indian Claims 
Commission, docket no. 229, plaintiffs 
exhibit no. 687. [E99.N3N338 no. 3] 970.3 
74-2379 21.00 
1, Navaho Indians. I. United States. Indian 
Claims Commission. If. Van Valkenburgh, 
Richard F. A short history of the Navajo 
people. 1974. HI. Title. IV. Series. V. 
American Indian ethnohistory: Indians of 
the Southwest 
Prepared from C.I.P. 
VOEGELIN, Erminie 970.3 s 
Wheeler, 1903- 
The Red Lake and Pembina Chippewa [by] 
Erminie Wheeler-Voegelin [and] Harold 
Hickerson. New York, Garland Pub. Inc., 
1974. p. cm. ISBN  0-8240-0808-1 
(Chippewa Indians, 1) Bibliography: p. 
[E99.C6C47 vol. 1] 970.3 74-2292 21.00 
1. Chippewa Indians. I. Hickerson, Harold, 
1923- joint author. IL Title. HI. Series. IV. 
American Indian ethnohistory: North 
central and northeastern Indians 
Prepared from C.LP. 


CLINE, Howard Francis. 970.459 s 
Notes on colonial Indians and communities 
in Florida, 1700-1821 [by] Howard F. 
Cline. Notes on the Treaty of Coweta [by] 
Howard F. Cline. New York; Garland Pub. 
Inc., 1974. p. cm. ISBN 0-8240-0766-2 
(Florida Indians, 1) Defendant’s exhibit no. 
100 dnd 121, Indian Claims Commission 
docket no. 280. Bibliography: p. 
[E78 F6FS83 vol. 1] 970.459 74-2388 


I. Indians of North America—Florida— 
History. I. United States. Indian Claims 
Commission. IT. Cline, Howard Francis. 
Notes on the Treaty of Coweta. 1974. I. 
Title. IV. Series. V. American Indian 


ethnohistory: Southern and southeast 
Indians 

Prepared from C.I.P. l 

CLINE, Howard Francis. 970.4°59 s 
Provisional historical gazeteer with 
locational notes on Florida colonial 


communities [by] Howard F. Cline. New 
York, Garland Pub. Inc., 1974. p. cm. 
ISBN 0-8240-0767-0 (Florida Indians, 2) 
”Defendant’s exhibit no. 99, Indian Claims 
Commission docket no. 280.” [E78.F6F585 
vol. 2) 970.459 74-3211 21.00 

I. Indians of North America—Florida— 
History. 2. Florida—Gazetteers. 3. Indians 
of North America—Florida—Names. I. 
United States. Indian Claims Commission. 
Il, Title. II. Series. IV. American Indian 


ethnohistory: Southern and southeast 
Indians 

Prepared from C.I.P. 

FLORIDA Indians. 970.4°59 


“New York, Garland Pub. Inc., 1974- p. 


em. (American Indian  ethnohistory: 
Southern and southeast Indians) 
Bibliography: v. 1,.p. [E78.F6F585] 74- 
2389 21.00 


1. Indians of North America—Florida, I. 
Title. II. Series. 
Prepared from C.I.P. 


TANNER, Helen Hornbeck. 970.471 
The Greenville treaty, 1795 [by] Helen 
Hornbeck Tanner. An ethnohistorical 
report on the Indian use and occupancy of 
Royce area 11, Ohio and Indiana [by] 
Erminie Wheeler-Voegelin. New York, 
Garland Pub. Inc., 1974. p. cm. ISBN 0- 
8240-0798-0 (American Indian 
ethnohistory: North central and 
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northeastern Indians) At head of title: The 
Indians of Ohio and Indiana prior to 1795. 
H. H. Tanner’s report: Indian Claims 
Commission docket no. 13G, 29c, 64, 120, 
and 130; E. Wheeler-Voegelin’s report: 
Indian Claims Commission docket no. 13- 
G. [E78.03T36] 74-2291 21.00 

d. Greenville, Treaty of, 1795. 2. Indians 
of North America—Ohio—History. 3. 
Indians of North America—Indiana— 
History. I. United States. Indian Claims 
Commission. II. Voegelia, Erminie 
Wheeler, 1903- An ethnohistorical report 
on the Indian use and occupaney of Royce 
area 11, Ohio and Indiana. 1974. IIT. Title. 
IV. Title: The Indians of Ohio and Indiana 
prior to 1795. V. Series. 

Prepared from C.I.P. _ 


VOEGELIN, Erminie 
Wheeler, 1903- 
An ethnohistorical report on the Wyandot, 
Potowatomi, Ottawa, and Chippewa of 
northwest Ohio [by] Erminie Wheeler- 
Voegelin. New York, Garlard Pub. Inc., 


970.471 


1974. p cm. ISBN  0-8240-0799-9 
(American Indian ethnohistory: North 
central and northeastern Indians) At head 


of title: Indians of northwest Ohio. "Before 
the Indian Claims Commission, docket nos. 
13-F, et al.” [E78.03V63] 74-2387 21.00 

1. Indians of North America—Ohio. l. 
United States. Indian Claims Commission. 
JI. Title. IH. Title: Indians of northwest 
Ohio. IV. Series. 

Prepared from C.I.P. 


BERTHRONG, Donald J. 970.4’72 
An historical report on Indian use and 
occupancy of northern Indiana and 
southwestern Michigan [by] Donald J. 
Berthrong. New York, Garland Pub. Inc., 
1974. p. cm. ISBN  G-8240-0801-4 
(American Indian ethnohistory: North 
central and northeastern Indians) At head 
of title: Indians of northern Indiana and 
southwestern Michigan. ”Befcre the Indian 
Claims Commission, Miami Tribe etc. v. 
United States, docket no. 254, et al.” 
Bibliography: p. [E78.153B47] 74-2390 
00 


l. Indians of North America—Indiana. 2. 
Indians of North America—Michigan. T. 
United States. Indian Claims Commission. 
I. Title. Wt. Title: Indians of northern 
Indiana and southwestern Michigan. IV. 
Series. 

Prepared from C.I.P. 


PLOG, Fred. ; 970.4°9 
The study of prehistoric change [by] Fred 
T. Plog. New York, Academic Press [1974] 
xii, 199 p. illus. 24 cm. ISBN 0-12-892350- 
3 (Studies in archaeology) Bibliography: p. 
184-193. [E78.S7P55] 73-17114 11.50 

1. Indians of North America—Southwest, 
New—Antiquities. 2, Archaeology— 
Methodology. 3. Social change. 4. 
Southwest, New—Antiquities. I. Title. 


DELORIA, Vine. 970.5 
Behind the Trail of Broken Treaties; an 
Indian declaration of independece. New 
York, Delacorte Press [1974] p. cm. ISBN 
0-440-01406-9 (A Delta book) [E93.D35] 
74-1153 8.95 

1. Indians of North America—Government 
relations. 2. Indians of North America— 
Legal status, laws, etc. f. Title. 

Prepared from C.I.P. 


EHRLICH, Amy, 1942- 970.5 
Wounded Knee; an Indian history of the 
American West, by Dee Brown. Adapted 
by Amy Ehrlich from Dee Brown’s Bury 
my heart at Wounded Knee. [Ist ed.] New 
York, Holt, Rinehart and Winston [1974] 
p., ISBN — 0-03-091559-7 Includes 
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bibliographical references. Traces the white 
man’s conquest of the Indians of the 
American West, emphasizing the causes, 
events, and effects of the major Indian 
Wars leading to the symbolic end of Indian 
freedom at Wounded Knee. [E81.E45] 73- 
27821 6.95 

1. Indians of North America—The West— 
Wars—Juvenile literature. 2. The West— 
History—Juvenile literature. I. Brown, Dee 
Alexander. Bury my heart at Wounded 
Knee. IT. Title. 

P-epared from C.I.P. 


WORTON, Stanley N., comp. 970.5 
The first Americans [edited by] Stanley N. 
Worton. Rochelle Park, N.J., Hayden Book 
Co. [1974] p. cm. ISBN 0-8104-6008-4 


(american issues in perspective: a 
documentary approach) Includes 
bibliographies. [E93.W85] 74-7425 4.06 
(rbk.). 


-1 Indians of North America—Government 


relations. 2. Indians of North America— 
Eistory. I. Title. 
Prepared from C.I.P. 


SMITH, Justin Harvey, 
1857-1930. 

Cur struggle for the fourteenth colony: 
Canada and the American Revolution. 
New York, Da Capo Press, 1974. p. cm. 
SBN 0-306-70633-4 (The Era of the 
American Revolution) Reprint of the ist 
ed. published in 1907 by Putnam, New 
York. Bibliography: p. [E231.8654 1974] 
74-12272 65.00 (2 vol.). 
I Canadian Invasion, 1775-1776. 2. 
Canada—History—1775-1783. I. Title. 
Prepared from C.I.P. 


971.0274 


EOWARD, Joseph Kinsey, 971.05'1 
1906-1951. 

Strange empire; a narrative of the 
Northwest. Westport, Conn., Greenwood 


Press [1974, c1952] xii, 601 p. maps. 22 
cn. ISBN 0-8371-7290-X Reprint of the 
ei. published by Morrow, New York. 
Fibliography: p. 567-588. [F1060.9.H7 
1974] oe 19575 23.00 

I. Riel, Louis David, 1844-1885. 2. Red 
Fiver Rebellion, 1869-1870. 3. Riel 
Febellion, 1885. I. Title. 


*MIKE; the memoirs 971.06°43°0924 
cf the right honourable Lester B. Pearson. 
Vol. 2, 1974, by Lester B. Pearson is 
available from Quadrangle Books, N.Y. for 
12.50, ISBN 0-8129-0410-9, L.C. card no. 
72-90360. 


TREVINO, 

Elizabeth Borton, 1904- 
Juarez, man of law [by] Elizabeth Borton 
de Trevino. New York, Farrar, Straus and 
Giroux [1974] p. cm. ISBN 0-374-33950-3 
Eibliography: p. A biography of a Zapotec 
Indian who, as a civil leader and as 
president, championed equal rights for the 
poor of Mexico and whose memory is 
honored annually by a national holiday. 
[7 1233.J95463] 92 74-12012 5.95 
Ł Juarez, Benito Pablo, Pres. Mexico, 
£806-1872—Juvenile literature. I. Title. 
Frepared from C.I.P. 


SUCHLICKI, Jaime. 972.91 
Cuba: from Columbus to Castro. New 
York, Scribner [1974] ix, 242 p. illus. 24 
cm. Bibliography: p.. [225]-234. 
[71776.8593] 73-1325 8.95; 3.95 (pbk.) 

Ł Cuba—Histary. I. Title. 


972’.07°0924 B 


HOWELL, Clinton Talmage, 973 
1913- comp. 

Hfelson’s patriotic scrapbook. Clinton T. 

Howell, editor. Nashville, T. Nelson [1974] 


p [E179.H85] 74-5439 2.95 (pbk.) 


SEPTEMBER 30,1974 . 2 


1. United States—History—Miscellanea. I 
Title. IL Title: Patriotic scrapbook. 
Prepared from C.I.P. 


WEINSTEIN, Allen. 973 
Freedom and crisis; an American history 
[by] Allen Weinstein [and] R. Jackson 
Wilson. [ist ed.] [New York] Random 
House [1974] 813, lxiv p. illus. 25 cm. 


ISBN 0-394-31626-6 Includes 
bibliographies. [E178.1.W395 1974b] 73- 
18072 11.95 


1. United States—History. I. Wilson, 
Raymond Jackson, joint author. IL. Title. 


WEINSTEIN, Allen. 973 
Freedom and crisis; an American history 
[by] Allen Weinstein [and] R. Jackson 
Wilson. [Ist ed.] [New York] Random 
House [1974] 2 v. (xvi, 813, xlviii p.) illus. 
23 cm. Contents —v. 1. To 1877.—v. 2. 
Since 1860. Includes bibliographies. 
[E178.1.W395 1974] 73-18073 5.95 (per 
vol;pbk.) 

1. United States—History. I. Wilson, 
Raymond Jackson, joint author. II. Title. 


BELLOT, Hugh Hale, 973.072 
1890- 


American history and American historians; 
a review of recent contributions to the 
interpretation of the history of the United 
States, by H. Hale Bellot. Westport, Conn., 
Greenwood Press [1974] p. ISBN 0-8371- 
7325-6 Reprint of the 1952 ed. published 
by University of London, London. 
Bibliography: p. [E175.B44 1974] 73-19305 
17.50 


1. United States—Historiography. 2. 
Historians—United States. I. Title. 
Prepared from C.I.P. 


*JONES, Robert Rivers, 

1934- comp. 
The sweep of American history. 
Vol. II is available from Wiley for 6.95 
(pbk.) ISBN 0-471-44808-7. L.C. card no.: 
1713-20310. 


KANE, Joseph Nathan, 
1899- 


973.08 


973.0992 


Facts about the Presidents; a compilation 
of biographical and historical data. 3d ed. 
New York, H. W. Wilson Co., 1974. viii, 
407 p. ports. 27 cm. ISBN 0-8242-0538-3 
[E176 1. T3 1974] 74-5297 15.00 

1. Presidents—United States. I. Title. 


LANDSVERK, Ole Godfred, 973.173 
1901- 

Runic records of the Norsemen in 
America, by O. G. Landsverk. [New York] 
E. J. Friis; [distributed ' by Twayne 
Publishers, 1974] 263 p. illus. 23 cm. ISBN 
0-8057-5457-1 "Research ... sponsored by 
the Landsverk Foundation, Rushford, 
Minn.” Includes bibliographical references. 
[E105.L26] 73-8072 7.50 

1. America—Discovery and exploration— 
Norse. 2. Inscriptions, Runic—United 
States. 3. Cryptography. I. Title. 


STROMSTED, Astri A. 973.173 
Ancient pioneers; early connections 
between Scandinavia and the New World, 
by Astri A. Stromsted. [New York] E. J. 
Friis [1974] 288 p. 22 cm. ISBN 0-8057- 
5308-7 [E105.S889] 73-8067 
1. America—Discovery and exploration— 
Norse. I Titles 
Distributed by Twayne; 8.50. 
GALLOWAY, Joseph, 1731- 973.3 
1803. 
Selected tracts. Introductory essay by 
Ernest H. Baldwin. New York, Da Capo 
Press, 1973. p. cm. ISBN 0-306-70222-3 
(The Era of the American Revolution) 


[E211.G2] 70-166326 75.00 (3 vol.); 30.00. 


(per. vol.). 

i. United States—History—Revolution, 
1775-1783—Sources. 2. Great Britain— 
Colonies—America—History—Sources. T. 
Baldwin, Ernest Hickock, 1869-1922. 


` Prepared from C.I.P. 


BOATNER, Mark Mayo, 
1921- 

Encyclopedia of the American Revolution. 
Bicentennial ed. [rev. and expanded] New 
York, D. McKay Co. [1974] xviii, 1290 p. 
illus. 22 cm. ISBN 0-679-50440-0 
Bibliography: p. 1253-1273. [E208.B68 
1974] 73-91868 17.50 

l. United States—History—Revolution, 
1775-1783—Dictionaries. I. Title. 


973.303 


DELEEUW, Adele 
Louise, 1899- 
Anthony Wayne: Washington’s general, by 
Adele and Cateau deLeeuw. Illustrated by 
Andrew Snyder. Philadelphia, Westminster 
Press [1974] 143 p. illus. 22 cm. ISBN 0- 
664-32547-5 A biography of the 
Revolutionary War general renowned for 
his military skill and his courage and 

daring. [E207.W35D38] 92 74-1130 5.50 

1. Wayne, Anthony, 1745-1796—Juvenile 
literature. I. DeLeeuw, Cateau, 1903- joint 
author, IT, Snyder, Andrew, illus. IIT. Title. 


973.3°44’0924 B 


JACKSON, John W. 973.3°5 
The Pennsylvania Navy, 1775-1781; the 
defense of the Delaware [by] John W. 
Jackson. New Brunswick, N.J., Rutgers 
University Press [1974] xiv, 514 p. illus. 24 
em. ISBN 0-8135-0766-9 Bibliography: p. 
(471]-487. [E271.126] 73-18029 12.50 

I, Pennsylvania (Colony). Navy. 2. United 
States—History—Revolution, 1775-1783— 
Naval operations. 3. Delaware Valley— 


History. 4. Pennsylvania—RHistory— 
Revolution, 1775-1783. I. Title. 
LEE, Susan. 973.350924 B 


John Paul Jones, by Susan & John Lee. 


. Illustrated by Tom Dunnington. Chicago, 


Children’s Press [1974] p. cm. ISBN 0- 
516-04655-1 (Heroes of the Revolution) 
Easy-to-read biography of John Paul Jones, 


naval hero during the American 
Revolution. [E207.J7L43] 74-8938 3.95 
(lib. bdg.). 


1. Jones, John Paul, 1747-1792—Juvenile 

literature. I. Lee, John, joint author. IL. 

Dunnington, Tom, illus. II. Title. 

Prepared from C.I.P. 

FLEXNER, James 973.4'1'0924 B 
Thomas, 1908- 

Washington, the indispensible man. [lst 

ed.] Boston, Little, Brown [1974] p. cm. 

ISBN 0-316-28605-2 Bibliography: p. 

[E312.F556] 74-7235 10.95 

1. Washington, George, Pres. U.S, 1732- 
1799. I. Title. 

Prepared from C.I.P. 


COLTON, Calvin, 
1789-1857. 
The life and times of Henry Clay. With an 
introd. for the Garland ed. by Michael 
Hudson. New York, Garland Pub., 1974. 
p cm. ISBN 0-8240-1008-6 (The 
Neglected American economists, no. 9) 
Reprint of the 1846 ed. published by A. S. 
Barnes, New York. [E340.C6C74 1974] 
74-10883 
1. Clay, Henry, 1777-1852. 2. United 
States—Politics and government—1815- 
1861. I. Title. II. Series. 
Prepared from C.I.P. Available only as a 
set in 28 vols; 700.00. 


973,5°092'4 B 


900 HISTORY 
GOEBEL, Dorothy 973.5'8'0924 B 
Burne, 1898- 
William Henry Harrison: a political 
biography. Philadelphia, Porcupine Press, 
1974. xi, 456 p. illus. 22 cm. ISBN 0- 
87991-326-2 (Perspectives in American 
history, no. 11) Originally presented as the 
author’s thesis, Columbia University, 1926. 
Reprint of the 1926 ed. published by 
Historical Bureau of the Indiana Library 
and Historical Dept., Indianapolis, in 
series: Indiana historical collection, v. 14. 
Biographical series, v. 2. Bibliography: p. 
(381]-422. [E392.G59 1974] 73-20129 
17.50 (lib. bdg.) 
i. Harrison, William Henry, Pres. U.S., 
1773-1841. I. Title. II. Series. III. Series: 
Indiana historical collections, v. 14. 


MORGAN, Robert J. 973.5°8'0924 
A Whig embattled; the Presidency under 
John Tyler, by Robert J. Morgan. With a 
new pref. by the author. [Hamden, Conn.] 
Archon Books, 1974. xxi, 199 p. port. 23 
cm. ISBN 0-208-01428-4 Reprint of the 
1954 ed. published by University of 
Nebraska Press, Lincoln. Bibliography: p. 
191-195. [E396. M6 1974] 74-2004 10. $0 

1. Tyler, John, Pres. U.S., 1790-1862. 2. 
United States—Politics and government— 
1841-1845. I. Title. 


NELSON, Anson. . 973.6'1°0924 B 
Memorials of Sarah Childress Polk, wife of 
the eleventh President of the United 
States, by Anson and Fanny Nelson. 
Spartanburg, S.C., Reprint Co. [1974, 
c1892] xiv, 284 p. illus. 22 cm. ISBN 0- 
87152-163-6 Reprint of the ed. published 
by A. D. F. Randolph, New York. 
(e417, 1.N44 1974] 73-22435 15.00 

1. Polk, Sarah Childress, 1803-1891]. I. 
Nelson, "Fanny, Joint author. I. Title. 


QUARLES, Benjamin. 973.6°8'0924 
Allies for freedom; Blacks and John 
Brown. New York, Oxford University 
Press, 1974. xiv, 244 p. illus. 22 cm. ISBN 
0-19-501770-6 Includes bibliographical 
references. [E451.Q36] 73-90372 7.95 j 
I. Brown, John, 1800-1859. 2. Harpers 
Ferry, W. Va.—John Brown Raid, 1859. 3. 
Negroes—History—To 1863. I. Title. 


HASSLER, Warren W. 973.7°41°0924 
General George B. McClellan, shield of 
the Union, by Warren W. Hassler, Jr. 
Westport, Conn., Greenwood Press [1974, 
c1957] p. ISBN 0-8371-7606-9 Reprint of 
the ist ed. published by Louisiana State 
University Press, Baton Rouge. 
Bibliography: p. [E467.1.M2H4 1974] 74- 
9619 17.00 

1. McClellan, George Brinton, 1826-1885. 
Prepared from C.I.P. 


LINDSLEY, John Berrien, 
1822-1897, ed. 

The military annals of Tennessee. 
Confederate. First series: embracing a 
review of military operations, with 
regimental histories and memorial rolls, 
compiled from original and official sources. 
Spartanburg, S.C., Reprint Co. 1974 
[c1886] 910 p. ports. 22 cm. ISBN 0- 
87152-161-X Reprint of the ed. published 
by J. M. Lindsley, Nashville. Two 
additional parts (’series”) were planned, 
but never published. [E579.4.L75 1974] 
74-559 30.00 

1. United States—History—Civil War— 


973.7°468 


Regimental histories—Tennessee. 2. 
Tennessee—Militia. Tennessee— 
History—Civil War. I. Title. 

LINK, Arthur Stanley. 973.9'l s 


The era of the cold war, 1946-1973 [by] 
Arthur S. Link [and] William B. Catton. 
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900 HISTORY 


4th ed. New York, Knopf; [distributed by 
Random House, 1974] xiv, 409 p. illus. 24 
em. ISBN 0-394-31729-7 (Their American 
epoch; a history of the United States since 
1900, v. 3) Bibliography: p. 377-395. 
[E741.L56 vol. 3} 973.92 73-11062 4.95 
(pbk.) 

i. United  States—History—1945- I 
Catton, William Bruce, 1926- joint author. 
I. Title. HI. Series. 


DANIELS, Josephus, 1862- 
1948. 

The Wilson era: years of peace, 1910-1917. 

Westport, Conn., Greenwood Press [1974, 

c1944] p. ISBN 0-8371-7634-4 Reprint of 

the ed. published by The University of 


973.9173 


North Carolina Press, Chapel Hill. 
[E766.D3 1974] 74-9269 27.00 

1. Wilson, Woodrow, Pres. U.S., 1856- 
1924. 2. United States—Politics and 
government—1913-1921. I. Title. 

Prepared from C.I.P. 

*WILSON, Woodrow, 973.91°3 


Pres., U.S., 1856-1924. 
Papers. 
Vol 17, 1907-1908, edited by Arthur S. 
Link [others] is available from Princeton 
Univ. Pr. for 22.50. ISBN 0-691-04621-2. 
L.C. card no.: 66-10880. ~ 


BISHOP, James 
Alonzo, 1907- 

FDR's last year, April 1944-April 1945, by 

Jim Bishop. New York, W. Morrow, 1974. 

p. ISBN 0-688-00276-5 Bibliography: p. 

[E807.B57] 74-7002 12.50 

1. Roosevelt, Franklin Delano, Pres. U.S., 

1882-1945. I. Title. 

Prepared from C.I.P. 


FABER, Doris, 
1924- 

Franklin Delano Roosevelt. New York, 
Abelard-Schuman [1974] p. cm. ISBN 0- 
200-00142-6 Bibliography: p. A biography 
concentrating on the public career of the 
thirty-second President, who was elected 
four times. [E807.F25] 92 74-9708 5.95 

1. Roosevelt, Franklin Delano, Pres. U.S., 
1882-1945—Juvenile literature. I. Title. 
Prepared from C.I.P. 


*STEVENSON, 973.921°092’4 [B] 
Adlai Ewing, 1900-1965. 

The papers of Adlai E. Stevenson. 

Vol 4., ”Let’s talk sense to the Anierican 

people,” 1952-1955 is available from Little, 

Brown, Boston for 17.50. ISBN 0-316- 

46753-7. L.C. card no.: 73-175478. 


973.917'092’4 B 


973.917°092’4 B 


LURIE, Ranan R., 973.924’02’07 
1932- 

Nixon rated cartoons [by] Ranan R. Lurie. 

Foreword by Thomas Griffith. Rev. 1974 

ed. [New York} Quadrangle, 1974 [c1973] 

320 p. (chiefly illus.) 28 cm. ISBN 0-8129- 

0466-4 [E855.L873 1974] 74-78168 4.95 


(pbk.). 
1. Nixon, Richard Milhous, 1913- — 
Portraits, caricatures, etc. 2. United 


States—Politics and government—1969- — 
Caricatures and cartoons. 3. World 
politics—1965- —Caricatures and cartoons. 
4. American wit and humor, Pictorial. I. 
Title. 


JACOBS, William 
Jay. 
William Bradford of Plymouth Colony [by] 
W. J. Jacobs. Illustrated with authentic 
prints, documents, and maps. New York, 
Watts, 1974. 57 p. illus. 26 cm. ISBN 0- 
531-02724-4 (A Visual biography) 
Bibliography: p. 53. A biography of the 
first, governor of the Plymouth Colony who 
served in that office for thirty years and 


974.4’02°0924 B 
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„| greatly influenced the development of the 


community. [F68.B8243] 92 74-870 4.33 
(lib. bdg.) 

1. Bradford, William, 1588-1657—Juvenile 
literature. 2. Massachusetts—History— 
Colonial period (New Plymouth)—Juvenile 
literature. I. Title. 


CARO, Robert A. 974.7040924 B 
The power broker: Robert Moses and the 
fall of New York, by Robert A. Caro. New 
York, Knopf, 1974. p. cm. ISBN 0-394- 


48076-7 [NA9085.M68C37] 73-20751 
15.00 

1. Moses, Robert, 1888- I. Title. 

Prepared from C.I.P. 

BAIRD, Charles 974.7277 


Washington, 1828-1887. 

Chronicle of a border town; history `of Rye, 
Westchester County, New York, 1660- 
1870, including Harrison and the White 
Plains till 1788. Illustrated by Abram 
Hosier. New York, A. D. F. Randolph, 
1871. Harrison, N.Y., Harbor Hill Books, 
1974. xvi, 570 p. illus. 23 cm. Includes 
bibliographical references. [F129.R98B34 
1974] 74-6231 27.50 

1. Rye, N.Y.—History. 2. Rye, N.Y.— 
Genealogy. I. Title. 


SHONNARD, Frederic. 974.7277 
History of Westchester County, New York, 
from its earliest settlement to the year 
1900, by Frederic Shonnard and W. W. 
Spooner. New York, New York History 
Co., 1900. Harrison, N.Y., Harbor Hill 
Books, 1974. p. cm. [F127.W5S5 1974] 
74-10603 29.50 


J. Westchester Co., N.Y.—History. I. 


Spooner, Walter Whipple, 1861- joint 
author. II. Title. 

Prepared from C.I.P. 

NADEN, Corinne J. : 974.9°02 


The Colony of New Jersey, by Corinne J. 
Naden. New York, Watts, 1974. 80 p. 
illus. 23 cm. ISBN 0-531-02722-8 (A First 
book) Bibliography: p. 75. Traces the 
history of the ninth colony to be founded 
in America from the arrival of its first 
settlers to its ratification of the 
Constitution in 1787. [F137.N32] 74-872 
3.95 


1. New Jersey—History—Colonial period, 
ca. 1600-1775—Juvenile literature. 2. New 
Jersey—History—Revolution, 1775-1783— 
Juvenile literature. I. Title. 


WOCD, Peter H., 1943- 975.7702 
Black majority; Negroes in colonial South 
Carolina from 1670 through the Stono 
Rebellion [by] Peter H. Wood. [Ist ed.] 
New York, Knopf; [distributed by Random 
House] 1974. xxiv, 346, viii p. 25 cm. 
ISBN 0-394-48396-0 Based on the author’s 
thesis, Harvard, 1972. Bibliography: p. 
[344]-346. [E445.S7W66] 73-20167 10.00 
i. Siavery in the United States—South 
Carolina. 2. South Carolina—History— 
Colonial period, ca. 1600-1775. I. Title. 


HENDERSON, Archibald, 1877- 
1963. 

The conquest of the old Southwest; the 
romantic story of the early pioneers into 
Virginia, the Carolinas, Tennessee, and 
Kentucky, 1740-1790. Spartanburg, S.C., 
Reprint Co., 1974 [c1920] xxiv, 395 p. 
illus. 22 cm. ISBN 0-87152-158-X Reprint 
of the ed. published by Century Co., New 
York. Bibliography: p. 363-370. [F396.H49 
1974] 73-23073 18.00 

L. Southwest Old—RHistory. 2 
Tennessee—History. 3. Kentucky— 
History—To 1792. I. Title. 


976 


„Series: 


AMERICAN BOOK PUBLISHING RECORD 

GILMORE, James Roberts, 976.8 | 
1822-1903. 
The advance-guard of Western civilization, 
by James R. Gilmore (Edmund Kirke) 
Spartanburg, S.C., Reprint Co., 1974 
[c1888] xiii, 343 p. illus. 22 cm. ISBN 0- 
87152-156-3 Reprint of the ed. published 
by D. Appleton, New York. [F436.G48 
1974] 73-23068 15.00 
l. Tennessee—History. 2. Southwest, 
Old—RHistory. I. Title. 
GILMORE, James 976.8’03 B 
Roberts, 1822-1903. 

John Sevier as a commonwealth-builder; a 
sequel to The rearguard of the revolution, 
by James R. Gilmore (Edmund Kirke). 
Spartanburg, S.C., Reprint Co., 1974 
{c1887] xvi, 321 p. map. 22 cm. ISBN 0- 
87152-155-5 Reprint of the 1898 ed. 
published by D. Appleton, New York. 
[E302.6.S45G4 1974] 73-23070 15.00 
1. Sevier, John, 1745-1815. 2. Tennessee— 
History. I. Title. 


4 
976.8'03 


GILMORE, James Roberts, 

1822-1903. 

The rear-guard of the revolution. 
Spartanburg, S.C., Reprint Co., 1974 


[c1886] xv, 323 p. illus. 22 cm. ISBN 0- 
87152-154-7 Reprint of the 1903 ed. 
published by D. Appleton, New York. 
[E263.N8G4 1974] 73-23069 15.00 

1. Tennessee—History—Revolution. 2. 
North Carolina—History—Revolution. 3. 
United States—History—Revolution. I. 
Title. 


HUMES, Thomas William, 976.8°6’04 
1815-1892. : 

The Joyal mountaineers of Tennessee. 
Spartanburg, S.C., Reprint Co., 1974 


[c1888] 400 p. illus. 22 cm. ISBN 0-87152- 
159-8 Reprint of the ed. published by 
Ogden Bros., Knoxville, Tenn. [E531.H92 
1974] 73-23071 18.00 

1. Tennessee, East—History—Civil War. I. 
Title. 


STOUT, Joseph Allen. 978 
A short history of the American West [by] 
Joseph A. Stout, Jr. [and] Odie B. Faulk. 
New York, Harper & Row [1974] p. cm. 
ISBN 0-06-042013-8 Bibliography: p. 
[F591.S86] 73-19110 5.95 (pbk.) 

1. The West—History. I. Faulk, Odie B., 
Joint author. II. Title. 

Prepared from C.I.P. 


RICKARDS, Colin. 978.96404 
The gunfight at Blazer’s Mill. El Paso, 
Texas Western Press [1974] 72 p. illus. 23 
cm. (Southwestern studies monograph, no. 
40) Bibliography: p. 66-72. [F802.L7R52] 
74-167279 3.00 . 

1. Lincoln Co., N.M.—History. I. Title. II. 
Southwestern studies (El Paso, 
Tex.) monograph no. 40. 


WEBER, Francis J. 979.4020924 
The Golden State’s religious pioneer [by] 
Francis J. Weber. Los Angeles, Dawson’s 
Book Shop, 1974. 55 p. port. 19 cm. No. 
34 of a limited ed. of 350 copies signed by 
the author. [F864.8544] 73-90827 6.50 

1. Serra, Junipero, 1713-1784. I. Title. 


GRAHAM, Richard, 1934- 980°.007'2 
New approaches to Latin American 
history, edited by Richard Graham and 
Peter H. Smith. Austin, University of 
Texas Press [1974] xiv, 275 p. 23 cm. 
ISBN 0-292-75506-6 Includes 
bibliographical references. [F1409.7.G72} 
74-2017 8.75 

1. Latin America—Historiography— 
Addresses, essays, lectures. 2. Latin 
America—History—Addresses, essays, 


SEPTEMBER 30,1974 


. lectures. I. Smith, Peter H., joint author. 
I. Title. 


BEALS, Carleton, 1893- 980.03 
Latin America: world in revolution. 
Westport, Conn., Greenwood Press [1974, 
©1963] p. cm. ISBN  0-8371-7598-4 
‘Reprint of the ed. published by Abelard- 
Schuman, London, New York. 
Bibliography: p. (F1414.B42 1974] 74-9631 


L Latin America—History—20th century. 


I. Title. 
Prepared from C.I.P. 


LYON, Patricia J., comp. 980.1 
Native South Americans, ethnology of the 
least known continent. Edited by Patricia 
J. Lyon. Boston, Little, Brown [1974] xiv, 
433 p. illus. 24 cm. Part of illustrative 
matter in pocket. Bibliography: p. 403-432. 
[F222 L96] 73-16694 12.50 
1. Indians of South America. I. Title. 


GRAHAM, Robert 983°.02°0924 B 
Bontine Cunninghame, 1852-1936. 

Pedro de Valdivia, conqueror of Chile. 
- Westport, Conn., Greenwood Press [1974] 
p. cm. ISBN 0-8371-7454-6 Reprint of the 
1926 ed. published by W. Heinemann, 
London. [F3091.V15 1974] 74-3619 12.50 
1. Valdivia, Pedro de, 15002-1554? 2. 
Chile—History--To 1565. 

Prepared from C.I.P. 


ALEXANDER, Robert 
Jackson, 1918- 

The Bolivian national revolution [by] 
Robert J. Alexander. Westport, Conn., 
Greenwood Press [1974, c1958] xviii, 302 
p. illus. 22 cm. ISBN 0-8371-5730-7 
Reprint of the ed. published by Rutgers 
University Press, New Brunswick, N.J. 
Bibliography: p. [281]-284. [F3326.A6 
1974] 73-20876 14.00 

1. Bolivia—History—Revolution, 1952. 2. 
Bolivia—Politics and government--1938- I. 
Title. 


984.05 


FICTION 


ADLER, Warren. FIC 
Options. [1st ed.] Ardmore, Pa., Whitmore 
Pub. Co. [1974] 289 p. 22 cm. ISBN 0- 
87426-035-3 [PZ4.A2390p] [PS3551.D64] 
813.54 73-94210 7.95 

I. Title. 


ALDRIDGE, James. FIC 
The marvelous Mongolian. [lst English 
language ed.} Boston, Little, Brown [1974] 
183 p. illus. 22 cm. ISBN 0-316-03120-8 
[PZ3.A3655Mar3] [PR6001.L415] 
823.912 73-20234 5.95 

I. Title. 


AMIS, Kingsley. FIC 
Ending up. New ie Harcourt Brace 
Jovanovich [1974] p. cm. ISBN 0-15- 
128796-1 [PZ4.A517En3}] [PR6001.M6] 
823°.9°14 74-10678 6.50 

L Title. 

Prepared from C.I.P. 


ANDRUS, Dyckman. FIC 
Days when the house was too small. New 
York, Scribner [1974] p. cm. ISBN 0-684- 
13898-0 [PZ4.A574Day] [PS3551.N456] 
8137.54 74-8079 6.95 

I. Title. 

Prepared from C.I.P. 


ANSBACHER, Louis J. FIC 
Please don’t leave me, by Louis J. 
Ansbacher. Philadelphia, Dorrance [1974] 
112 p. 22 cm. ISBN  0-8059-1988-0 


[PZ4.A622PI] [PS3551.N] 813.54 73- 
93508 4.95 
L Title. 


ANSLE, Dorothy Phoebe. FIC 
The abbot’s house [by] Laura Conway. [Ist 
American ed.] New York, Saturday 
Review Press, 1974 [c1969] 158 p. 21 cm. 
ISBN 0-8415-0336-2 [PZ3.A6163Ab3] 
[PR6001.N75] 823’.9°12 74-3629 5.95 

i. Title. 


ASIMOV, Isaac, 1920- FIC 
The best of Isaac Asimov. [ist ed.] Garden 
City, N.Y., Doubleday, 1974. p. cm. ISBN 
0-385-05078-X Contents.— 1939: 
Marooned off Vesta——1941: Nightfall — 
1951: C-chute.—1952: The Martian way.— 
1952: The Deep.—1954: The fun they 
had.—1956: The last question —1956: The 
dead past.—1956: The dying night.—1959: 
Anniversary.—1967: The billiard ball— 
1972: Mirror-image. [PZ3.A8316Be] 
813.54 74-2863 6.95 

1. Science fiction, American. I. Title. 
Prepared from C.I.P. 


ASIMOV, Isaac, 1920- FIC 
Tales of the Black Widowers. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. xiii, 
198 p. 22 cm. ISBN 0-385-09303-3 
[PZ3.A8316Tal] [PS3551.S5] 813°.5'4 73- 
9010 5.95 

I. Title. 

Contents omitted. 


AVELINE, Claude, 1901- FIC 
The double death of Frederic Belot. 
Translated from the French by Ann 
Lindsay. Garden City, N.Y., Doubleday, 
1974. p. cm. ISBN 0-385-05195-6 
Translation of La double mort de Frederic 
Belot. | [PZ3.A947Do8] [PQ2601.V45] 
843°.9°12 73-22631 4.95 

I. Title. 

Prepared from C.I.P. 


BAIRD, Thomas P., 1923- FIC 
Losing people [by] Thomas Baird. New 
York, Harcourt Brace Jovanovich [1974] 
. ISBN 0-15-153468-3 [PZ4.B1665Lo] 
[PS3552.A39] 813°.5°4 74-5757 6.50 

I. Title. 

Prepared from C.I.P. 


BALL, John Dudley, 1911- FIC 
Mark one - the dummy {by] John Ball. [1st 
ed.] Boston, Little, Brown [1974] p. cm. 
ISBN 0-316-07950-2 [PZ4.B187Mar] 
[PS3552.A455] 813.54 74-7365 7.50 

I. Title. 

Prepared from C.I.P. 


BALLARD, Willis Todhunter, 
1903- 

Home to Texas [by] Todhunter Ballard. 

[Ist ed.] Garden City, N.Y., Doubleday, 

1974. p. cm. ISBN 0-385-09595-3 

[PZ3.B2126Ho] [PS3503.A5575] 813.52 

74-2502 4.95 

T. Title. 

Prepared from C.I.P. 


BAUMBACH, Jonathan. FIC 
Reruns: a novel. [ist ed] New York, 
Fiction Collective; [distributed by G. 
Braziller, 1974] 169 p. 23 cm. ISBN 0- 
914590-02-2 [PZ4.B348Re] [PS3552.A844] 
813.54 74-77780 7.95 

I. Title. 

Pbk. 3.95, ISBN 0-914590-01-4. 


FIC 


BENNETTS, Pamela. FIC 
The barons of Runnymede. New York, St. 
Martin’s Press [1974] 272 p. 21 cm. 
{PZ4.B4718Bar3] [PR6052.E533] 823’.9°14 
73-86656 5.95 


FICTION 


I. John, King of England, 1167?-1216— 
Fiction. I. Title. 


*BODWELL, Richard. FIC 
The mystery of fernridge manor. New 
York, Vantage Press [1974] 178 p. 21 cm. 
ISBN 0-533-00936-7 5.95 

I. Title. 


*BRANT, Lewis. FIC 
Shale creek showdown. New. York, Lenox 
Hill Press 1974 192 p. 20 cm. ISBN 0-517- 
518406 4.95 

L Title. 


BROMELL, Henry. FIC 
The slightest distance. Boston, Houghton 


Mifflin, 1974. p. ISBN 0-395-19408-3 
[PZ4.B8681481] [PS3552.R634] 813.54 
74-9775 6.95 

I. Title. 

Prepared from C.I.P. 

BROWN, J. P. S. FIC 


The ‘forests of the night, by J. P. S. Brown. 

New York, Dial Press, 1974. p. cm. ISBN 

0-8037-3212-0 [PZ4.B87825Fo] 

(PS3552.R6856] 813°.5'4 74-7007 7.95 
Title. 

Prepared from C.I.P. 


BROWN, Rosellen. FIC 
Street games. [1st ed.] Garden City, N.Y., 
Doubleday, 1974. 287 p. 22 cm. ISBN 0- 
385-09897-9 [PZ4.B87992St] [PS3552.R7] 
813°.5'4 73-18774 6.95 

I. Title. 


BRYANT, Edward, 1945- FIC 
Among the dead, and other events leading 
up to the apocalypse. New York, Collier 
Books [1974, ci973] xii, 210 p. 18 cm. 
[PZ4.B91484Am] [PS3552.P879] 813’.5°4 
1.25 (pbk.) 

I. Title. 

Contents omitted. L.C. card number for 
original ed.: 72-85764. 


BUCK, Pearl Sydenstricker, FIC 
1892-1973. 

The rainbow; a novel. New York, John 

Day Co. [1974] 256 p. 21 cm. ISBN 0- 

381-98273-4 [PZ3.B8555Rai] 813°.5°2 74- 

8696 8.95 > 


I. Title. 
BURCHARDT, Bill. FIC 
The birth of Logan Station. [lst ed.] 


Garden City, N.Y., Doubleday, 1974. p. 
em. ISBN 0-385- 00519-9 [PZ4.B9387Bi] 
[psan U494] 813.54 74-6795 4.95 


treated from C.I.P. 


BURFORD, Lolah. FIC 
MacLyon; a novel. New York, Macmillan 
[1974] xii, 310 p. 21 cm. ISBN 0-02- 
518190-4 (PZ. B947Mac] [PS3552.U714] 
813.54 73-21292 & 95 

L. Title. 


CAIDIN, Martin, 1927- FIC 
The last dogfight Boston, Houghton 
Mifflin, 1974. 281 p. 22 cm. ISBN 0-395- 


19411-3  [PZ4.C133Laq] [PS3553.A38] 
813°.5°4 74-6136 7.95 
L Title. 


*CANUCK, Abe. FIC 
Hellions’ hostage. [New York] Lenox Hill 
Press, 1974. 192 p. 20 cm. ISBN 0-517- 
51558-X. Western” 4.95 

I. Title. 


CARLISLE, Thomas. FIC 
Bonstonofavitch! A novel of madness. 
With illus. by Kathleen Joy McKie. [lst 


‘ed. Seattle] Angst World Library [1974] 


FICTION 


169 p. illus. 21 cm. ISBN 0-914580-00-0 
{PZ4.C2833Bo] [PS3553.A7217] 813°.5°4 
74-78089 5.00 

I Title. 

Publisher’s address: 2307-22, Avenue E; 
Seattle, Washington 98112. 


CARTER, Angela, 1940- FIC 
The war of dreams. {lst American ed.] 
New York, Harcourt Brace Jovanovich 
[1974, c1972] 285 p. 21 cm. First 
published in 1972 under title: The infernal 
desire machines of Doctor Hoffman. 
[PZ4.C3232War3] [PR6053.A73] 823.914 
74-1157 6.95 

I. Title. 


CHANG, Diana C. FIC 
Eye to eye, by Diana Chang. [1st ed.] New 
York, Harper & Row [1974] p. cm. ISBN 
0-06-010704-9 [PZ4.C4557Ey] 
[PS3553.H272] 813’.5°4 74-4857 6.95 

L Title. 

Prepared from C.I.P. 


*CHURCHILL, Luanna. FIC 
Glowering gables. [New York] Lenox Hill 
Press, 1974. 192 p. 20 cm. ISBN 0-517- 
51562-8. 4.95 

I Title. 


CLIFFORD, Francis. FIC 
Good-bye and amen. New York, Harcourt 
Brace Jovanovich [1974] p. cm. ISBN 0- 
15-136630-6 A novel. [PZ4.T4666Go3] 
[PR6070.H66] 823’.9°14 74-12182 6.95 

I. Title. 

Prepared from C.I.P. 


COBURN, Andrew. FIC 
The trespassers. Boston, Houghton Mifflin, 
1974. p. cm. ISBN 0-395-19429-6 
[PZ4.C6584Tr] [PS3553.023] 813.54 74- 
10942 6.95 

I. Title. 

Prepared from C.I.P. 


*CODY, Al. FIC 
East to Montana. [New York] Lenox Hill 
Press [1974] 192 p. 20 cm. ISBN 0-517- 
51566-0 4.95 

I. Title. 


COSTANTIN, M. M. FIC 
Rosie [by] M. M. Costantin. Boston, 
Houghton Mifflin, 1974. p. cm. ISBN 0- 
395-19420-2 [PZ4.C838Ro] [PS3553.076] 
813’.5°4 74-11008 6.95 

I. Title. 

Prepared from C.I.P. 


CREASEY, John. FIC 
Gideon’s fog [by] J. J. Marric. New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
012798-8 [PZ3.C86153Gh2h] 
(PR6005.R517] 823°.9°12 74-5801 5.95 

I. Title. 

Prepared from C.I.P. 


CREASEY, John. FIC 
A herald of doom, by John Creasey as 
Gordon Ashe. New York, Holt, Rinehart 
and Winston [1975, c1973] p. cm. ISBN 
0-03-012226-0 (A _ Rinehart suspense 
novel) [PZ3.C86153Hd3] [PR6005.R517] 
823’.9°12 74-4457 5.95 

L. Title. 

Prepared from C.I.P. 


CREASEY, John. FIC 
The masters of Bow Street, a novel. New 
York, Simon and Schuster [1974] 507 p. 


25 cm. ISBN 0-671-21783-6 
[PZ3.C86153Mat3] [PR6005.R517] 
823.912 74-944 9.95 

I. Title. 


Ia 


DAHL, Roald. FIC 
Switch a [ist ed.] New York, Knopf, 
1974. p. cm. A novel. [PZ3. D1373Sw3] 
{[PR6054.A35] 823°.9°14 74-7731 6.95 

L Title. 

Prepared from C.I.P. 


DARCY, Clare. FIC 
Victoire. New York, Walker [1974] 284 p. 
22 cm. SBN 0-8027-0443-3 

[PZ4.D2145Vi] [PS3554.A67] 813.54 73- 

90389 7.95 

L Title. 


DAVIS, Fitzroy. FIC 
Through the doors of brass; a novel of 
Hollywood. New York, Dodd, Mead 
[1974} 210 p. 24 cm. ISBN 0-396-06946-0 
(PZ3.D2929Th] [PS3507.A7197] 813°.5°2 
74-100 6.95 

L Title. 


DAVIS, Lawrence J. FIC 
Walking small [by] L. J. Davis. New York, 
G. Braziller [1974] 214 p. 22 cm. ISBN 0- 
8076-0748-7 [PZ4.D26196Wal3] 
[PS3554.A935] 813’.5°4 74-75686 6.95 

L, Title. 


DEIGHTON, Len, 1929- 
Spy story. New York, Harcourt Brace 
Jovanovich [1974] p. ISBN 0-15-184838-6 
[PZ4.D324Sp3] [PR6054.E37] 823°.9°14 
74-3124 6.95 

L Title. 

Prepared from C.I.P. 


DELDERFIELD, Ronald 
Frederick, 1912-1972. 
Return journey. New York, Simon and 
Schuster [1974, c1967] 318 p. 23 cm. 
ISBN 0-671-21786-0 [PZ3.D37618Re5] 
[PR6007.E36] 823’.9'12 73-21471 8.95 

I. Title. 


D’HARREL, William, 1933- FIC 
The last year. Philadelphia, Dorrance 
[1974] 133 p. 22 cm. ISBN 0-8059-1976-7 
[PZ4.D5313Las] [PS3554.H3] 813’.5’4 73- 
91536 5.95 

L Title. 


DINTENFASS, Mark. FIC 
Figure 8; a novel New York, Simon and 


FIC 


FIC 


Schuster [1974] p. cm. ISBN 0-671- 
21795-X [PZ4.D586Fi] [PS3554.15] 
813’.5°4 74-4131 6.95 

I. Title. 


Prepared from C.I.P. 


DOWNING, Warwick. FIC 
The player. [lst ed.] New York, Saturday 
Review Press [1974] 184 p. 21 cm. A 


novel. [PZ4.D752P1] [PS3554.0935] 

813.54 73-22314 5.95 

L Title. 

DU BOIS, Shirley Graham, FIC 
1906- 


Zulu heart; a novel. New York, Third 
Press [1974] 235 p. 21 cm. ISBN 0-89388- 
132-5 [PZ4.D815Zu] [PS3554.U258] 
813°.5°4 73-92801 7.95 

I Title. 


DUMAS, Henry, 1934-1968. FIC 
Ark of bones and other stories. Edited by 
Eugene Redmond. [lst ed] New York, 
Random House [1974] p. cm. ISBN 0- 
394-48971-3 [PZ4.D88774Ar6] 
[PS3554.U43] 813.54 74-4143 5.95 

Lf Title. 

Prepared from C.I.P. Contents omitted. 


DUNSANY, Edward John Moreton FIC 
Drax Plunkett, Baron, 1878-1957. 
The food of death: fifty-one tales. 


Hollywood, Calif., Newcastle Pub. Co. 


AMERICAN BOOK PUBLISHING RECORD 


[1974] p. cm. ISBN 0-87877-102-6 
(Newcastle Forgotten Fantasy classic F- 
102) Reprint of the 1915 ed. published by 
M. Kennerley, New York, under title: 
Fifty-one tales. [PZ3.D9248Fm3] 
[PR6007.U6] 823’.9°12 74-6394 2.45 (pbk.) 
1. Fantastic fiction, English. I. Title. 
Prepared from C.I.P. 


EDWARDS, Page. FIC 
Touring. New York, Grossman Publishers, 
1974. ix, 177 p. 22 cm. ISBN 0-670- 
72217-0 [PZ4.E264To]} [PS3555.D95] 
813°.5°4 73-16567 7.95 

Lf. Title. 


EISENBERG, Lawrence B. FIC 
The villa of the Ferromonte [by] Lawrence 
B. Eisenberg. New York, Simon and 
Schuster [1974] 191 p. 22 cm. ISBN 0- 
671-21765-8 [PZ4.E3452Vi] [PS3555.182] 
813’.5°4 73-22332 6.95 

Lf, Title. 


ELIGWE, Obioma I., 1943- FIC 
Beside the fire [by] Obioma I. Eligwe. [1st 
ed.] [Washington, Three Continents Press, 
1974] 83 p. 18 cm. ISBN 0-914478-01-X 
Contents.—Ojimmaeruwa and 
Afusiaemanyauwa.—Ojoko the Sharer. 
[PZ4.E417Be3] [PR9387.9.E4] 823 74- 
1441 1.75 (pbk.) 

I. Eligwe, Olioma I, 1943- Ojoko the 
Sharer. 1974. IL. Title. 


ESLER, Anthony. FIC 
The blade of Castlemayne. New York, 
Morrow [1974] p. cm. ISBN 0-688-00317- 
6 [PZ4.E762Bi] [PS3555.S52] 813°.5'4 74- 
7271 6.95 

I. Title. 

Prepared from C.I.P. 


EVANS, Max. FIC 

Bobby Jack Smith, you dirty coward! A 

ay ie Angeles, Nash Pub. [1974] 170 
cm. ISBN  0-8402-1342-5 

[PZ4. ES16Bo] [PS3555.V23] 813.54 73- 

92967 6.95 

I. Title. 


FARRELL, James Gordon, 1935- FIC 
The siege of Krishnapur [by] J. G. Farrell. 
New York, Harcourt Brace Jovanovich 
[1974] p. cm. ISBN 0-15-182323-5 
[PZ4.F2448Si3] [PR6056.A75] 823.914 
74-1228 7.95 

1, India—History—Sepoy rebellion, 1857- 
1858—Fiction. I. Title. 

Prepared from C.I.P. 


FAST, Howard Melvin, 1914- FIC 
A touch of infinity; thirteen new stories of 
fantasy and science fiction [by] Howard 
Fast. Boston, G. K. Hall, 1973 fie. 1974] 
290 p. 24 cm. ISBN 0-8161-6168-2 Large 
print ed. [PZ3.F265To4] [PS3511.A784] 
813°.5°2 73-17429 7.95 

I. Science fiction. 2. Fantastic fiction. 3. 
Sight-saving books. I. Title. 


FERGUSON, Chris. FIC 
The molting season. [lst ed.] New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
011236-0 [PZ4.F34964Mo] [PS3556.E69] 
813.54 74-1885 6.95 

L. Title. 

Prepared from C.I.P. 


*FERRIS, Jean Erskine. FIC 
House of hate. [New York] Lenox Hill 
Press, 1974. 192 p. 20 cm. ISBN 0-517- 
51569-5 4.95 

i. Title. 


FLEMING, Thomas J. FIC 
The good shepherd; a novel, by Thomas 
Fleming. [ist ed] Garden City, N.Y. 


SEPTEMBER 30,1974 


Doubleday, 1974. 416 p. 22 cm. ISBN 0- 
385-03746-5 [PZ4.F5987Gof] 
[PS3556.L45] 813’.5°4 73-82246 7.95 

Í. Title. 


FORD, Hilary. FIC 
Sarnia. [Ist ed. in the U.S.] Garden City, 
N.Y., Doubleday, 1974. 276 p. 22 cm. 
ISBN 0-385-02804-0 [PZ4.F697Sar] 
[PS3556.0699] 813’.5°4 73-15339 6.95 

Í. Title. 


FORSYTH, Frederick, 1938- FIC 
The dogs of war. New York, Viking Press 
[1974] 408 p. 23 cm. ISBN 0-670-27753-3 
[PZ4.F7349Do03] [PR6056.0699] 823.914 
73-19103 7.95 

L Title. 


GAINHAM, Sarah. FIC 
Maculan’s daughter. [lst American ed.] 
New York, Putnam [1974] 444 p. 22 cm. 
ISBN 0-399-11255-3  [PZ4.G1425Mac3] 
[PR6057.A34] 823°.9°14 73-87188 8.95 

L Title. 


GERSON, Noel Bertram, 1914- FIC 
The exploiters [by] Samuel Edwards. New 
York, Praeger [1974] p. cm. ISBN 0-275- 
05140-4 [PZ3.G323Ex] [PS3513.E8679] 
813°.5°2 73-19435 8.95 

I. Title. 

Prepared from C.I.P. 


GLEMSER, Bernard, 1908- FIC 
The 60th monarch; a novel. [lst ed.) 
Boston, Little, Brown [1974] p. cm. ISBN 
0-316-31620-2 [PZ3.G484Si] 
{[PS3513.L646] 813°.5°4 74-11260 7.95 

L Title. 

Prepared from C.I.P. 


GOLD, Herbert, 1924- FIC 
Swiftie the magician. New York, McGraw- 
Hill [1974] . ISBN  0-07-023645-3 
[PZ4.G618Sw] [PS3557.034] 813°.5°4 74- 
5020 6.95 

Í. Title. 

Prepared from C.I.P. 


GOLDSTEIN, Arthur D. FIC 
If I knew what I was doing ... [by] Albert 
Ross. New York, Random House [1974] 


p. cm. ISBN 0-394-49092-4 
[PZ4.G64137If] [PS3557.0388] 8137.5°4 
74-6321 5.95 

I. Title. 

Prepared from C.I.P. 

GOOD, Merle, comp. FIC 


People pieces; a collection of Mennonite 
and Amish stories. Merle Good, editor. 
Allan Eitzen, illustrator. Scottdale, Pa., 
Herald Press [1974] 172 p. illus. 20 cm. 
ISBN 0-8361-1735-2 [PZ1.G59Pe] 
[PS648.M37] 813°.01 74-1520 2.95 (pbk.). 
I. Mennonites—Fiction. 2. Short stories, 
American. I. Title. 

Contents omitted. 


GOYEN, William. FIC 
Come, the restorer; a novel. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
ISBN 0-385-00767-1 = [PZ3.G7484Co] 
813’.5’4 74-2829 4.95 

I. Title. 

Prepared from C.I.P. 

HALLS, Geraldine. FIC 


The voice of the crab [by] Charlotte Jay. 
[ist U.S. ed] New York, Harper & Row 
[1974] p. cm. ISBN  0-06-012196-3 
(PZ4.H192Vo03] [PR9619.3.H29] 823 74- 
1888 5.95 

J. Title. 

Prepared from C.LP. 


HAMLEY, Dennis. FIC 
Pageants of despair. New York, S. G. 
Phillips [1974] p. cm. ISBN 0-87599-205- 


(PZ4.H2215Pag3} [PR6058.A5545] 
823°.9°14 74-10841 6.95 
I. Title. 
Prepared from C.I.P. 
HAMMONDS, Michael. FIC 


One to ride the river with. [ist ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
ISBN 0-385-09631-3 [PZ4.H22650n] 
[PS3558.A454] 813’.5°4 74-2717 4.95 

L Title. 

Prepared from C.I.P, 


*HANING, Bob, 1928- FIC 
Shannon. [New York] Lenox Hill Press, 
1974. 192 p. 20 cm. ISBN 0-517-51565-2. 
4.95 

J. Title. 


HARRIS, Marilyn. FIC 
The conjurers. New York, Random House 
[1974] p. om. ISBN 0-394-49097-5 
[PZ4.H3145Co] [PS3558.A648] 813.54 
74-8370 6.95 

L Title. 

Prepared from C.I.P. 


HARRIS, Ruth. FIC 
Decades. New York, Simon and Schuster 
[1974] p cm. ISBN 0-671-21799-2 
[PZ4.H3159De] [PS3558.A655] 813.54 
74-4127 7.95 

I. Title. 

Prepared from C.I.P. 


HARRISON, Harry. FIC 
Queen Victoria’s revenge. [1st ed.] Garden 
City, N.Y., Published for the Crime Club 
by Doubleday, 1974. 161 p. 22 cm. ISBN 
0-385-07802-1 [PZ4.H319Qe] 
[PS3558.A667] 813°.5°4 73-81435 5.95 

I. Title. 


HERSEY, John Richard, 1914- FIC 
My petition for more space [by] John 
Hersey. [1st ed.] New York, Knopf, 1974. 
p. cm. ISBN 0-394-49466-0 
[PZ3.H4385My] [PS3515.E7715] 8137.52 
74-9929 5.95 

I. Title. 

Prepared from C.I.P. 


HIBBERT, Eleanor, 1906- FIC 
The murder in the tower [by] Jean Plaidy. 
[lst American ed.] New York, Putnam 
[1974, c1964] 286 p. 22 cm. ISBN 0-399- 
11396-7 [PZ3.H5212Mr5] [PR6015.13] 
823’.9°14 74-78900 6.95 

1, James I, King of Great Britain, 1566- 
1625—Fiction. I. Title. 


HJORTSBERG, William, 1941- FIC 
Toro! Toro! Toro! New York, Simon and 
Schuster [1974] 160 p. 21 cm. ISBN 0- 


671-21798-4 [PZ4.H677To] [PS3558.J6] 
813.54 74-4314 5.95 

T. Title. 

HOBAN, Russell. FIC 


Kleinzeit. New York, Viking Press [1974] 
p. ISBN 0-670-41458-1 [PZ4.H65157K]] 
[PS3558.0336] 813’.5’4 74-4533 6.95 

L. Title. 

Prepared from C.I.P. 


HOPKINS, Robert S. FIC 
Viper’s game [by] Robert Rostand. New 
York, Delacorte Press [1974] p. cm.. ISBN 
0-440-08689-2 [PZ4.H7955Vi] 
[PS3558.0636] 813’.5°4 74-3487 6.95 

Title. 
Prepared from C.I.P. 


HOWARD, Maureen, 1930- FIC 
Before my time. {ist ed.] Boston, Little, 


FICTION 


Brown [1974] . ISBN 0-316-37468-7 
[PZ4.H8524Be] [PS3558.08823] 813'.5°4 
74-6212 6.95 

T. Title. é 

Prepared from C.I.P. 


HOYLE, Fred, Sir. FIC 
Into deepest space [by] Fred Hoyle and 
Geoffrey Hoyle. [lst ed] New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
011984-5 [PZ4.H86751q3] [PR6058.098] 
823.914 74-4859 6.95 

I. Hoyle, Geoffrey, joint author. I. Title. 
Prepared from C.I.P. 


HUSTON, Fred. FIC 
Those S.O.B.’s at Tarryall, and other tales 
of the Rockies. [Quanah, Tex.] Nortex 
Press [1974] 102 p. illus. 24 cm. ISBN 0- 
89015-061-3 (Mesquite collector series, no. 
5) [PZ4.H9713Th] [PS3558.U79] 813.574 
74-79252 4.95 

T. Title. 


IRVING, John, 1942- FIC 
The 158-pound marriage. [ist ed.] New 
York, Random House [1974] p. cm. ISBN 
0-394-48414-2 [PZ4.1714On] [PS3559.R8] 
813.54 74-8787 5.95 

f. Title. 

Prepared from C.I.P. 


JAMES, Rebecca Salsbury. FIC 
Storm’s End [by] Rebecca James. [Ist ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
cm. ISBN 0-385-02633-1 [PZ4.J28478St] 
[PS3560.A394] 813’.5’4 73-20516 6.95 

£ Title. 

Prepared from C.I.P. 


JOHNSON, Stanley, 1940- FIC 
God bless America. [1st ed.] Garden City, 
N.Y., Doubleday, 1974. p. ISBN 0-385- 
07207-4 [PZ4.J716GM] [PS3560.038645] 
813.54 73-83642 5.95 

I. Title. 

Prepared from C.I.P. 


JOHNSTON, Velda. FIC 
I came to the highlands; a novel of 
suspense. New York, Dodd, Mead [1974] 
242 p. 22 cm. ISBN 0-396-06950-9 
(PZ4.J7238 af] [PS3560.0394] 813°.5°4 74- 
96 5.95 

I. Title. 


JONES, Thelma Hester. FIC 
The road to San Luis Rey, by Thelma 
Jones. Alhambra, Calif., Miller Books 
[1974] 90 p. illus. 21 cm. ISBN 0-912472- 
18-9 [PZ4.J795Ro] [PS3560.0545] 8137.54 
73-87882 4.00 

I. Title. 


KARLINS, Marvin. FIC 
Gomorrah [by] Marvin Karlins and Lewis 
M. Andrews. [1st ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
02096-1 [PZ4.K1767Go] [PS3561.A63] 
813.54 74-1503 4.95 

I. Andrews, Lewis M., joint author. If. 
Title. : 
Prepared from C.I.P. 


KATKOV, Norman. FIC 
With these hands. New York, Simon and 
Schuster [1974] 256 p. 23 cm. ISBN 0- 
671-21752-6 {[PZ3.K157 Wi] 
[PS3521.A654] 813°.5°4 74-112 6.95 

T. Title. 


KEATING, Henry Reymond 
Fitzwater, 1926- 

Bats fly up for Inspector Ghote [by] H. R. 

F. Keating. [Ist ed. in the United States of 

America] Garden City, N.Y., Published for 

the Crime Club by Doubleday, 1974. p. 


FIC 


Inar 


FICTION 


cm. ISBN 0-385-05859-4 [PZ4.K253Bat3] 
{[PR6061.E26] 823'.9°14 74-3527 4.95 

Í. Title. 

Prepared from C.I.P. 


KING, Graham, 1930- FIC 
Harrowvale. New York, Delacorte Press 
[1974, c1973] p. cm. ISBN 0-440-03476-0 
First published in London under title: The 
Pandora Valley. {PZ4.K5216Har3] 
[PR6061.146] 823’.9°14 74-6392 6.95 

L Title. 

Prepared from C.I.P. 


KNEBEL, Fletcher. FIC 
The bottom line. [ist ed.] Garden City, 
N.Y., Doubleday, 1974. p. cm. ISBN 0- 
385-06135-8 [PZ4.K68Bo] [PS3561.N4] 
813°.5°4 74-6990 7.95 

I. Title. 

Prepared from C.LP. 


KNOX, Bill, 1928- FIC 
Whitewater. [ist ed.] Garden City, N.Y., 
Published for the Crime Club by 


Doubleday, 1974. p. cm. ISBN 0-385- 
05887-X ([PZ4.K748Wf3] [PR6061.N6] 
823°.9'14 74-4899 4.95 

I. Title. 


Prepared from C.I.P. 


KUNDERA, Milan. 
Laughable loves. 


FIC 
Translated from the 
Czech by Suzanne Rappaport. Ist 
American ed. New York, Knopf; 
[distributed by Random House] 1974. xvi, 
242 p. 22 cm. ISBN 0-394-47412-0 


Translation of Smesne lasky. 
{PZ4.K96475Lau3] [PG5039.21. Uél 
891.8°6'35 73-16156 6.95 

I. Title. 


Contents omitted. Contents omitted. 


LAFFERTY, R. A. FIC 
Does anyone else have something further 
to add? Stories about secret places and 
mean men, by R. A. Lafferty. New York, 
Scribner 1974] p . cm. ISBN 0-684-13827- 
1 [PZ4. L1627De] [PS3562.A28] 8137.5'4 
74-4201 5.95 

1. Fantastic fiction, American. I. Title. 
Prepared from C.I.P. Contents omitted. 


LAMBERT, Derek, 1929- FIC 
The Yermakov transfer. New York, 
Saturday Review Press [1974]  p.cm. 


[PZ4.L2218Ye3] [PR6062.A47] 8237.9°14 
74-1103 7.95 

I. Title. 

Prepared from C.I.P. 


LANNING, John, 1884-1952. FIC 
Through envious eyes and slanderous 
tongues. Philadelphia, Dorrance [1974] 294 
pP. 22 cm. ISBN  0-8059-1954-6 
[PZ3.L275Th10] [PS3523.A618] 813.54 
73-88864 8.95 

I. Title. 


LELCHUK, Alan. FIC 
Miriam at thirty-four. New York, Farrar, 
Straus and Giroux [1974] p. cm. ISBN 0- 
374-20970-7 [PZ4.L533Mi] [PS3562.E464] 
8137.5°4 74-13311 7.95 

I. Title. 

Prepared from C.I.P. 


*LEWIS, John E. FIC 
Vengeance is mine by John E. Lewis. New 
York, Lenox Hill Press 1974 192 p. 20 cm. 
ISBN 0-517-518392 4.95 


I. Title. 
LOMAX, John. FIC 
Sezz who? A novel. [Ist ed] Port 


Washington, N.Y., Ashley Books [1974] 
139 p. 22 cm. ISBN 0-87949-021-7 


IRR 


[PZ4.L843Se] [PS3562.0468] 813.54 73- 
83916 5.95 
L Title. 


LOVESEY, Peter. FIC 
The tick of death. New York, Dodd, Mead 
[1974] 188 p. 21 cm. ISBN 0-396-06972-X 
(A Red badge novel of suspense) 
(PZ4.L89914Ti31 [PR6062.086] 823’.9°14 
74-3781 5.95 

I. Title. 


LUDLUM, Robert, 1927- FIC 
The Rhinemann exchange; 2 novel. New 
York, Dial Press, 1974. p. cm. ISBN 0- 
8037-7532-6 [PZ4.L9455Rh] [PS3562.U26] 
813°.5’4 74-9789 8.95 

I Title. 

Prepared from C.I.P. ° 


MCHALE, Tom. FIC 
Alinsky’s diamond; a love story. [lst ed.] 
Philadelphia, Lippincott [1974] p. cm. 
ISBN 0-397-01018-4 [PZ4.M1i492A]} 
[PS3563.A3115] 813’.5°4 74-11007 8.95 

L. Title. 

Prepared from C.LP. 


MALLET, Jacqueline. FIC 
They can’t hang me! New York, Harper & 
Row [1974] p. cm. ISBN 0-06-012801-1 


[PZ4.M2518Th3] [PR6063.A3657] 
823’.9°14 74-4860 6.95 

I. Title. 

Prepared from C.I.P. 

MARDEN, William. FIC 


The exile of Ellendon. {ist ed.] Garden 
City, N.Y., Doubleday, 1974. 186 p. 22 
cm. ISBN 0-385-01526-7 (Doubleday 
science fiction) A novel. [PZ4.M3254Ex] 
[E533603:A644] 813.54 73-19023 4.95 

- Litle. 


*MARTIN, Cy. FIC 
The whisky drummer. [New York] Lenox 
Hill Press, 1974. 192 p. 20 cm. ISBN 0- 
517-51559-8 “Western” 4.95 

I. Title. 


MATHER, Berkely, pseud. FIC 
The white dacoit. New York, Scribner 
[1974] p. cm. ISBN 0-684-13942-1 
[PZ4.M425Wh3] [PR9619.M32] 823°.9°14 
74-9790 6.95 

I. Title. 

Prepared from C.I.P. 


MAUGHAM, Robin, 1916- FIC 
ae sign. New York, McGraw-Hill [1974] 

cm. ISBN 0-07-040971-4 
ÎPz3. M4415Si3] [PR6025.A858] 823.914 
74-8698 7.95 


I. Title. 

Prepared from C.I.P. 

MEYER, Lewis, 1913- FIC 
The tipsy witch and other tairy fales. Ilus. 
by Deanne Hollinger. New York, 


McGraw-Hill [1974] p. cm. ISBN 0-07- 
041743-1 [PZ4.M6127Ti] [PS3563.E877} 
813’.5°4 74-11183 5.95 

I. Title. 

Prepared from C.I.P. 


MICHENER, James Albert, 1907- FIC 
Centennial [by] James A. Michener. New 
York, Random House [1974] ISBN 0-394- 
47970-X [PZ3.M583Ce} 813.54 74-5164 
10.00 

L Title. 


Prepared from C.I.P. Limited edition; 
25.00, ISBN 0-394-49345-1. 
MORGAN, Berry, 1919- FIC 


The mystic adventures of Roxie Stoner. 
Boston, Houghton Mifflin, 1974. p. ISBN 
0-395-19424-5 "Second in a series of 
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fictional works, collectively entitled 
Certain shadows.” [PZ4.M8477My] 
[PS3563.082] 813°.5’4 74-6213 5.95 

Í. Title. 

Prepared from C.I.P. 


MORTIMER, Penelope, 1918- FIC 
Long distance. [1st ed.] Garden City, N.Y., 
Doubleday, 1974. p. ISBN 0-385-02771-0 
(PZ4.M887Lo] [PR6063.0815] 823.914 
74-2721 6.95 

I. Title. 

Prepared from C.I.P. 


NEEPER, Carolyn A. FIC 
A place beyond man, by Carolyn A. 
Neeper. New York, Scribner [1974] p. 
ISBN 0-684-13888-3 [PZ4.N377P]] 
[PS3564.E26] 813°.5’4 74-12268 7.95 

Í. Title. 

Prepared from C.I.P. 


NICHOLS, John Treadwell. FIC 
The Milagro beanfield ‘war, by John 


Nichols. Illus. by Rini Templeton. [Ist ed.] 
New York, Holt, Rinehart and Winston 
[1974] p. cm. ISBN  0-03-012251-1 
[PZ4.N619Mi) [PS3564.1274] 813.54 74- 
4409 8.95 

L Title. 

Prepared from C.I.P. 


OGILVIE, Elisabeth, 1917- FIC 
igen of a lover. New York, McGraw-Hill 

974] p. cm. ISBN  0-07-047648-9 
TA 03481m] [PS3529.G39] 813.52 74- 
5016 7.95 


I. Title. 
Prepared from C.I.P. 
O’HARA, John, 1905-1970. FIC 


Good Samaritan, and other stories. [ist 
ed.] New York, Random House [1974] p. 
cm. ISBN 0-394-49070-3 [PZ3.03677Go] 
813°.5°2 74-1483 7.95 

I. Title. 

Prepared from C.I.P. Contents omitted. 


ORKIN, Harvey. FIC 
Scuffler. New York, Harcourt Brace 
Jovanovich [1974] p. cm. ISBN 0-15- 
179700-5 [PZ4.0713Sc] [PS3565.R55] 
813’.5°4 74-12270 6.95 

I. Title. 

Prepared from C.I.P. 

PARGETER, Edith. FIC 


The horn of Roland [by] Ellis Peters. New 
York, Morrow, 1974. 159 p. 21 cm. ISBN 
0-688-00320-6 [PZ3.P2163Hn3] 
[PR6031.A49] 823°.9°12 74-3801 5.95 

Í. Title. 


PARKER, Robert B., 1932- FIC 
God save the child [by] Robert B. Parker. 
Boston, Houghton Mifflin, 1974. p. cm. 
ISBN 0-395-19955-7 (Midnight novel of 
suspense) [PZ4.P244Gm] [PS3566.A686] 
813.54 74-11454 5.95 

I. Title. 

Prepared from C.I.P. 


PETERS, Elizabeth. FIC 
The murders of Richard HI. New York, 
Dodd, Mead [1974] 244 5. 22 cm. ISBN 
0-396-06936-3 [PZ4.P4816Mu] 
[PS3566.E755] 813°.5’4 73-21160 6.95 

i. Richard Hf, King of England, 1452- 
1483—Fiction. I. Title. . 


POLLITZ, Edward A., 1937- FIC 
The 2000% rule, by Edward A Pouitz, Jr. 
Indianapolis, Bobbs-Merrill [1974] 299 p. 
22 cm. ISBN 0-672-51909-7 
[PZ4.P775Tw] [PS3566.0534] 813°.5°4 73- 
11790 6.95 

i. Title. 
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PRICE, Eugenia. FIC 
Don Juan McQueen. [ist ed.] Philadelphia, 
Lippincott [1974] p. ISBN 0-397-01057-5 
[PZ4.P9443Do] [PS3566.R47] 813.54 74- 
8941 8.95 

1. McQueen, John, 1751-1807—Fiction. I. 
Title. 

Prepared from C.I.P. 


PPIICHETT, Victor Sawdon, 
900- 

The Camberwell beauty, and other stories, 
by V. S. Pritchett. [Ist ed.] New York, 
Random House [1974] p. ISBN 0-394- 
49222-6 [PZ3.P9395Cam3] [PR6031.R7] 
823°.9°12 74-5215 6.95 

L Title. 

Prepared from C.I.P. Contents omitted. 


RHODES, Evan H. FIC 
The carrion eaters [by] Evan H. Rhodes. 
New York, Stein and Day [1974] 270 p. 


FIC 


25 cm. ISBN 0-8 128-1652-8 
[PZ4.R4764Car] [PS3568.H57] 813.54 
73290694 7.95 

L Title. 

RICHARDS, Nat, 1942- FIC 


Otis Dunn; manhunter. [lst ed.] Port 
Washington, N.Y., Ashley Books [1974] 
125 p. 22 cm. ISBN 0-87949-018-7 
(PZ4.R5170t] [PS3568.1316} 813'.5°4 73- 
83919 6.95 

I. Title. 


*RICHARDSON, Kay. FIC 
Amberwood. [New York] Lenox Hill 
Press, 1974. 192 p. 20 cm. ISBN 0-517- 
51567-9 4.95 

I. Title. 


ROPERIS, Walter Adolphe, , FIC 
The moralist, by W. Adolphe Roberts. 
New York, Mohawk Press, 1931. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-11411-3 [PZ3.R5442Mo4] 
[PS3535.01793] 813’.5’2 73-18601 15.00 
£ Title. 

Prepared from C.I.P. 


*ROSS,'W. E. D. 
Witch of goblin’s acres by W. E. D. Rass. 
New York, Lenox Hill Press 1974 192 p. 
20 cm. ISBN 0-517-518414 4.95 

L Title. 


*ROSSETTI, Minerva. FIC 
Mansion of menace. [New York] Lenox 
Hill Press, 1974. 192 p. 20 cm. ISBN 0- 
517-51560-1. 4.95 

L Title. 


*ST. CLAIR, Jeananne FIC 
The house on Vickers’ Island. [New York] 
Lenox Hill Press, 1974 192 p. 20 cm. 
ISBN 0-517-51806-6. 4. 95 

T. Title. 


SANN, Paul. FIC 
Dead heat: love and money; a fable of 
New York. New York, Dial Press, 1974. 
p. cm. ISBN 0-8037-1800-4 [PZ4.S227De] 
{PS3569.A54] 813’.5'4 74-9988 6.95 

I Title. 

Prepared from CLP. 


SAVAGE, Thomas. FIC 
A strange God. [lst ed.] Boston, Little, 
Brown [1974] 310 p. 21 cm. ISBN 0-316- 


77143-0  [PZ3.$2652St]  [PS3569.A83] 
813°.5°4 74-1230 7.95 : 
L Title. 

SAWKINS, Raymond H., 1923- FIC 


Year of the ape, by Colin Forbes. New 
York, Dutton, 1974. p. cm. ISBN 0-525- 


FIC 


23895-6 [PZ4.S269Ye3] [PR6069.A94] 
823°.9°14 74-12371 7.95 i 
I. Title. 


Prepared from C.I.P. 


SCHAEFFER, Susan Fromberg. FIC 
Anya; a novel. New York, Macmillan 
[1974] ix, 489 p. 24 cm. ISBN 0-02- 


607020-0 [PZ4.S316An] [PS3569.C35] 
$13°.5°4 73-20990 6.95 

£. Title. 

*SEARS, Ruth McCarthy FIC 


The golden sentinels. New York, Lenox 
Hill Press 1974 192 p. 20 cm. ISBN 0-517- 
518430 4.95 

L Title. 


SHARPE, Tom. FIC 
Porterhouse blue. Englewood Cliffs, N.J., 
Prentice Hall [1974] . ISBN 0-13- 
685693-4 [PZ4.S5323P03] [PR6069.H345] 
823.914 74-7214 7.95 

I. Title. 

Prepared from C.I.P. 


SINGER, Loren. FIC 
Boca Grande. [lst ed.] Garden City, N.Y., 


Doubleday, 1974. p. cm. ISBN 0-385- 
05521-8. [PZ4.S6178Bo] [PS3569.1545] 
813754 73-20531 6.95 

I. Title. 

Prepared from C.I.P. 

SLATE, Sam J. FIC 


Satan’s back yard [by] Sam J. Slate. [1st 
ed.] Garden City, N.Y., Doubleday, 1974. 
254 p. 22 cm. ISBN 0-385-00501-6 
[PZ4.S61978Sat] [PS3569.L26] 813.54 
73-17771 6.95 

1. Florida—History—Cession to the United 
States, 1819—Fiction. I. Title. 


SLESAR, Henry. FIC 
The thing at the door. [1st ed.] New York, 


Random House [1974] p. cm. ISBN 0- - 


394-49007-X [PZ4.S6325Th] [PS3569.L38] 
813.54 74-8225 5.95 


«L Title. 


Prepared from C.I.P. 


SMITH, Vern E. FIC 
The Jones men [by] Vern E. Smith. 
Chicago, Regnery [1974] 287 p. 22 cm. 
ISBN 0-8092-8306-9 = [PZ4.S65897Jo] 
[PS3569.M5394] 813°.5’4 74-6910 6.95 

I. Title. 


SNELLING, Laurence, 1933- FIC 
The temptation of Archer .Watson. [1st 
ed.] New York, Norton [1974] 240 p. 21 
cm. [PZ4.S6713Te] [PS3569.N4] 813.54 
74-8576 6.95 . 
I. Title. 


SNOW, Charles Percy, Baron 
Snow, 1905- 

In their wisdom [by] C. P. Snow. New 

York, Scribner [1974] p. cm. ISBN 0-684- 

13941-3 [PZ3.S6737In3] [PR6037.N58] 

823.9712 74-12273 7.95 

Í. Title. 

Prepared from C.I.P. 


STAPLEDON, William Olaf, 
1886-1950. 

Darkness and the light. With a new introd. 

by Sam Moskowitz. Westport, Conn., 

Hyperion Press [1974] viii, 181 p. 23 cm. 

ISBN 0-88355-121-7 (Classics of science 

fiction) Reprint of the 1942 ed. published 

by Methuen, London. [PZ3.87944Dar6] 

[PR6037.T18] 823’.9°12 73-13267 7.50 

Í. Title. 

Pbk. 2.95, ISBN 0-88355-150-0. 


FIC 


FIC | 


FICTION 

STEVENSON, Dorothy Emily, FIE 
1892- 

Mrs. Tim flies home [by] D. E. Stévenson: 

New York, Holt, Rinehart and Winston 

[1974, ©1952] p. cm. ISBN 0-03-013171-5 


[PZ3.S8472Moc5] [PR6037.T458] 
823°.9°12 74-4807 7.95 

I. Title. 

Prepared from C.LP. 

STRAUS, Dorothea. FIC 


Showcases. Boston, Houghton Mifflin, 
1974. p. cm. ISBN 0-395-19423-7 "A 
portion of this book has previously 
appeared in the Serif.” A novel. 
([PZ4.S9133Sh] [PS3569.T6918] 813.54 
74-8577 6.95 

I. Title. 

Prepared from C.I.P. 


TALEB, Mirza, pseud. FIC 
Hannibai, man of destiny, by M. Taleb. 
ae Branden Press [1974, c1973] 348 
23 cm. ISBN  0-8283-1501-9 
pza. T144Han3] [PS3570.A395] 813.54 
72-97060 7.95 
1. Hannibal—Fiction. 2. Punic War, 2nd, 
218-201 B.C.—Fiction. I. Title. 


TERRELL, John Upton. 1900- FIC 
Sioux trail. New York, McGraw-Hill 
[1974] 213 p. 24 cm. ISBN 0-07-063685-0 
{E99.D1T29] 970.3 74-5299 7.95 

1. Dakota Indians. I. Title. 


THEROUX, Paul. FIC 
The black house. Boston,’ Houghton 
Mifflin, 1974. 245 p. 23 cm. ISBN 0-395- 
19400-8  [PZ4.T394Bl]  [PS3570.H4] 
813.5°4 74-6135 6.95 

L. Title. 

THOMAS, Leslie, 1931- FIC 


The man with the power. New York, 
Harper & Pow [1974, e123] p. cm. ISBN 
0-06-01427 [PZ4.T4577Man3] 
[PR6070. Hea] 823.914 74-1895 7.95 

{. Title.. 

Prepared from C.I.P. 


THOMPSON, Anne Armstrong. FIC 
The Swiss legacy. New York, Simon and 
Schuster [1974] p. cm. ISBN 0-671- 
21851-4 (A Simon and Schuster novel of 
suspense) [PZ4.T4657Sw] [PS3570.H593] 
813.54 74-11436 6.95 

I. Title. 

Prepared from C.I.P. 


TIDYMAN, Ernest. FIC 
Line of duty; a novel. [lst ed.] Boston, 
Little, Brown [1974] p. ISBN 0-316- 
84511-6 (PZ4.T5588Li] [PS3570.13] 
813.54 74-8940 6.95 

I. Title. 

Prepared from C.I.P. 

TURNBULL, Agnes Sligh, 1888- FIC 


The Ricklands. Boston, Houghton Mifflin, 


1974. p. cm. ISBN 0-395-19428-8 A 
novel. [PZ3.T849Ri] [PS3539.U76] 
813’.5’2 74-9955 6.95 

L Title. 

Prepared from C.I.P. 

TURNER, Judy. FIC 


Ralegh’s fair Bess. New York, St. Martin’s 
Press [1974, c1972] 192 p. 21 cm. 
[PZ4.T9425Ral3] [PR6070.U72] 823.914 
73-91344 5.95 

I. Raleigh, Waiter, Sir, 15527-1618, in 
fiction, drama, poetry, etc. 2. Raleigh, 
Elizabeth Throckmorton, Lady—Fiction. I. 


. Title. 


WAITE, Arthur Edward, 1857- FIC 
1942 


The quest of the golden stairs; a mystery 
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of kinghood in Faerie. Hollywood, Calif., 
Newcastle Pub. Co. [1974] p. cm. ISBN 
0-87877-028-3 (Newcastle occult book X- 
28) Reprint of the 1927 ed. published by 
Theosophical Pub. House, London. 
[PZ3.W132Qe5] [PR5706.W35] 823’.8 74- 
6440 2.95 (pbk.) 

I. Title. 

Prepared from C.I.P. 


*WAKEFIELD, Maureen E. FIC 
The dollmaker by Maureen E. Wakefield. 
New York, Lenox Hill Press 1974 192 p. 
20 cm. ISBN 0-517-518422 4.95 

I. Title. 


*WALTERS, Janet Lane. FIC 
New head nurse. [New York] Lenox Hill 
Press, 1974. 192 p. 20 cm. ISBN 0-517- 
51561-X. 4.95 

f Title. 


WARNER, Richard, 1763-1857. FIC 
Netley Abbey, a Gothic story. New introd. 
by Devendra P. Varma. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06021-1 
(Gothic novels II) Reprint of the 1795 ed. 
printed by T. Skelton, Southampton. 
(PZ3.W2468Ne] [PR5724.W6] 823.6 73- 
22771 

T. Title. If. Series. 

Prepared from C.I.P. 


WEBB, Forrest. FIC 
Brannington’s leopard. [lst ed.] Garden 
City, N.Y., Doubleday, 1974 [ci973] p. 
cm. ISBN 0-385-07371-2 [PZ4.W3645Br3] 
[PR6073.E147] 823°.9°14 73-81453 6.95 

I. Title. 

Prepared from C.I.P. 


WELLS, Evelyn. ; FIC 
I am thinking of Kelda. [lst ed.) Garden 
City, N.Y., Doubleday, 1974. p. ISBN 0- 
385-00825-2 (PZ3.W4645lae] 
{PS3545.E53477] 813°.5’4 72-89357 7.95 

I. Title. 

Prepared from C.I.P. 


WELTY, Eudora, 1909- FIC 
The wide net and other stories. New York, 
Harcourt Brace Jovanovich [1974, c1943] 
p. cm. ISBN 0-15-196395-9 (A Harvest 
book, HB278) Reprint of the ed. published 
by Harcourt, Brace & World, New York. 
[PZ3.W4696Wi5] [PS3545.E6] 813°.5'2 73- 
12880 4.95 

I. Title. 

Prepared from C.I.P. Pbk. 2.75, ISBN O- 
15-696610-7. Contents omitted. 


WESTLAKE, Donald E. FIC 
Help, I am being held prisoner [by] 
Donald E. Westlake. New York, M. Evans 
[1974] 275 p. 22 cm. ISBN 0-87131-149-6 
[PZ4.W53He] [PS3573.E9] 8137.5'4 73- 
92922 6.95 

I. Title. 


WILSON, Colin, 1931- FIC 
The schoolgirl murder case. New York, 
Crown Publishers [1974] 211 p. 22 cm. 
ISBN 0-517-51482-6 = [PZ4.W7465Sc3] 
([PR6073.144] 823.914 73-91525 5.95 

£. Title. 


*WISE, Ardath. FIC 
Dark waters. [New York] Lenox Hill 
Press, 1974 192 p. 20 cm. ISBN 0-517- 
51568-7 4.95 

£ Title. 


WODEHOUSE, Pelham Grenville, 
1881- 

Bachelors Anonymous [by] P. G. 

Wodehouse. New York, Simon and 

Schuster [1974] 186 p. 21 cm. ISBN 0- 


FIC 


PAR 


671-21741-0 [PZ3.W817Bac3] 
([PR6045.053] 823’.9°12 74-5030 6.95 
Í. Title. 


WORBOYS, Anne. FIC 
The lion of Delos. New York, Delacorte 
Press [1974] p. cm. ISBN 3-440-04814-1 
[PZ4.W92Li3] [PR6073.0657] 823.914 
74-4196 6.95 

I. Title. 

Prepared from C.I.P. 


YORK, Helen. FIC 
Malverne Manor. [lst ed.] Garden City, 
N.Y., Published for the Crime Club by 
Doubleday, 1974. 208 p. 22 cm. ISBN 0- 
385-09654-2 [PZ4.Y62Mal] [PS3575.06] 
813.54 73-14058 5.95 

I. Title. 


JUVENILE 


ADKINS, Jan. JUV 
Small garden, big surprise; story and 
pictures by Jan Adkins. [Lexington, Mass.] 
Ginn [1974] 16 p. col. illus. 20 cm. ISBN 
0-663-25445-0 (A Magic circle book) 
”Reading 360.” While examining his 
vegetable garden, a man finds something 
strange about a carrot ... . [PZ7.A2612Sm] 
[E] 73-81583 3.75 (pbk. package of 5) 

L. Title. 


AIKEN, Joan, 1924- JUV 
Not what you expected. [lst ed.) New 
York, Doubleday [1974] p. cm. ISBN 0- 
385-07518-9 [PZ7.A2695N>} [Fic] 73- 
81121 5.95 

. Title. 

Prepared from-€.I.P. Library binding 6.70. 
Contents omitted. 


AINSWORTH, Ruth. JUV 
The phantom cyclist, ana other ghost 
stories. Line drawings by Antony 


* Maitland. Jacket painting by Mike Eagle. 


Chicago, Follett Pub. Co. [1974, c1971] 
154 p. illus. 23 cm. ISBN 0-695-80461-8 
[PZ7.A28Ph5] [Fic] 73-90057 4.95 
1. Ghost stories. I. Maitland, Antony, 
1935- illus. If. Title. 
Contents omitted. 
ALCOTT, Louisa May, 1832- JUV 
1888. 
An old-fashioned Thanksgiving. Illustrated 
by Holly Johnson. [lst ed.] Philadelphia, 
Lippincott [1974] 73 p. illus. 21 cm. ISBN 
0-397-31515-5 The activities of seven 
children in  nineteenth-century New 
England as they  prepere for the 
es holiday while Mother is 
way caring for Grandmother. 
(Pz. A3350m] | [Fic] 73-15698 4.95 
L. Johnson, Holly, illus. If. Title. 


ALEXANDER, Anne. JUV 
Trouble on Treat Street. Drawings by John 
Jones. New York, Atheneum, 1974. p. 
cm. ISBN 0-689-30401-3 Constantly 
thrown together with the Chicano boy in 
his building, Clemuel, black and orphaned, 
is suspicious of the alliance they are forced 
to form for protection against a gang of 
gaer boys. [PZ7.A3765Tr] [Fic] 74-75552 


I. Jones, John Ralph, 1935- illus. H. Title. 
Prepared from C.I.P. 


ALLEN, Margaret Buell. JUV 
"What is it?” said the cog. Story by 
Margaret Buell Allen. Pictures by Judy Sue 
Goodwin. [Lexington, Mass.] Ginn [1974] 
16 p. illus. 23 x 20 cm. ISBN 0-663- 
25463-9 (A Magic circle book) “Reading 
360.” The animals try to identify the 
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strange large creature that goes fast, roars, 
and flies, but cannot swim or lay eggs. 
[PZ7.A4288Wh] [E] 73-81586 3.75 (pbk. 
package of 5) 

I. Goodwin, Judy Sue, illus. IT. Title. 


BABBITT, Natalie. JUV 
The Devil's storybook; stories and pictures. 
{1st ed.] New York, Farrar, Straus, Giroux 
[1974] 101 p. illus. 22 cm. ISBN 0-374- 
31770-4 Ten stories recount the Devil’s 
exploits, successes and failures, in Hell and 
in the world above. [PZ7.B1135De] [Fic] 
74-5488 4.95 

1. Devil—Juvenile fiction. I. Title. 


BARRETT, Judith. JUV 
Peter’s pocket [by] Judi Barrett. Illustrated 
by Julia Noonan. New York, Atheneum 
[1974] p. cm. ISBN 0-689-30403-X When 
Peter’s mother makes portable pockets that 
can be pinned on to any of his clothes, he 
is able to carry around all his important 
things. [PZ7.B2752Pe] [E] 74-75555 4.95 
I Noonan, Julia, illus. IT. Title. 

Prepared from C.I.P. 


BARTON, Byron. JUV 
Jack and Fred. New York, Macmillan 
[1974] p. cm. A rabbit named Jack finally 
convinces his parents that he needs a dog 
for a pet. [PZ7.B2848Jac] [E] 74-6205 5.95 
L Title. 

Prepared from C.I.P. 


BATTLES, Edith. JUV 
Eddie couldn’t find the elephants. Illus. by 
Tom Funk. Chicago, A. Whitman [1974] 
p. cm. Eddie’s misadventures at the zoo 
persuade him of the importance of 
knowing how to read. [PZ7.B3246Ed] [E] 
74-13997 3.50 

I. Funk, Tom, illus. II. Title. 

Prepared from C.I.P. 


BEAR, Carolyn. JUV 
the biggest dog in the world. 


Digby: 

Illustrated by Gillian Hills. Text by 
Carolyn Bear. New York, Abelard- 
Schuman [1974] p. cm. ISBN 0-200- 


00145-0 When Billy’s dog accidentally 
drinks a secret solution that causes gigantic 
growth, the.army sets out to destroy him. 
[PZ7.B368Di] [E] 74-9678 4.95 

I. Hills, Gillian, illus. II. Title. 

Prepared from C.I.P. 


BEGLEY, Evelyn M. JUV 
Duck in the park, duck in the dark, by 
Eve Begley. Illustrated by Jon Provest. 
[Lexington, Mass.] Ginn {1974] 16 p. col. 
illus. 20 x 23 cm. ISBN 0-663-25453-1 (A 
Magic circle ‘book) "Reading 360.” A 
barking dog frightens a duck living in the 
park. [PZ10.3.B4054Du] [E] 73-76835 3.75 
(pbk. package of 5) 

LI Provest, Jon, illus. If. Title. 


BENEDICT, Rex, 1920- JUV 
Last stang at Goodbye Gulch. New York, 
Pantheon Books [1974] p. cm. ISBN 0- 
394-83016-4 In Oklahoma Territory in 
1907 young Territory Gore and the Indian 
girl he meets on the trail outwit the 
outlaws of Goodbye Guich. 
{[PZ7.B4319Las] [Fic] 74-12443 4.95; 5.95 
(lib. bdg.). 

T. Title. 

Prepared from C.I.P. 


BOEGEHOLD, Betty. JUV 
What the wind told. Illustrated by 
Emanuel Schongut. New York, Parents’ 
Magazine Press [1974] p. ISBN 0-8193- 
0756-4 The wind discusses the people and 
creatures living behind six different 
windows: [PZ7.B63572Wh] [E] 73-2214184 
4.9 
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I. Schongut, Emanuel, illus. If. Title. 
Prepared from C.I.P. Lib. bdg. 4.59, ISBN 
0-8193-0757-2 


BOLTON, Evelyn. JUV 
Stable of fear. Iilustrated by John Keely. 
Mankato, Minn., Creative Education; 
[distributed by Childrens Press, Chicago, 
1974] p. ISBN 0-87191-370-4 After a bad 
kick from her favorite horse hospitalizes 
Jill, she is terrified by all the horses in the 
stable. [PZ7.B63598St] [Fic] 74-9704 4.95 
(lib. bdg.). 

I. Keely, John, illus. II. Title. 

Prepared from C.I.P. 


BONSALL, Crosby Newell. JUV 
And I mean it, Stanley, by Crosby Bonsall. 
[Ist ed.] New York, Harper & Row [1974] 
32 p. col. illus. 23 cm. ISBN 0-06-020567- 
9 (An Early I can read book) A little girl 
plays alone until her dog arrives. 
{[PZ7.B64265An] [E] 73-14324 2.50 

£ Title. 

Lib. bdg. 2.92, ISBN 0-06-020568-7 


BORLAND, Kathryn Kilby. JUV 
Good-by to Stony Crick, by Kathryn 
Borland and Helen Speicher. Illustrated by 
Deanne Hollinger. New York, McGraw- 
Hill [1974] p. ISBN 0-07-006531-4 When 
the family is forced by fire and poverty to 
leave their Appalachian home, Jeremy 
finds city life in Chicago and its effect on 
his family hard to bear. [PZ7.B64847Go] 
[Fic] 74-11457 4.95 

I. Speicher, Helen Ross, joint author. II. 
Hollinger, Deanne, illus. III. Title. 
Prepared from C.I.P. Library binding; 4.72, 
ISBN 0-07-006532-2. 


BRADBURY, Bianca. , JUV 
My pretty ‘girl. Illustrated by Charles 
Robinson. Boston, Houghton Mifflin, 1974. 
172 p. illus. 22 cm. ISBN 0-395-18518-1 
` Shannon’s gift horse brings about mixed 
reactions from the neighbors, the interest 
of the Zoning Commission, and a town 
meeting to decide the fate of all pet horses. 
[PZ7.B716My] [Fic] 73-22061 4.95 

I Robinson, Charles, 1931- illus. II. Title. 


BRANDEL, Marc, 1919- JUV 
The mine of lost days. Illus. by John 
Verling. [lst ed.] Philadelphia, Lippincott 
[1974] 187 p. illus. 23 cm. ISBN 0-397- 
31587-2 On a visit to Ireland, Henry falls 
into a “haunted” copper mine, and 
discovers that he and his new friends can 
travel into ee past. [PZ7.B7362Mi] [Fic] 
74-8051 6.5 

I Verling, "aba, illus. I. Title. 


BRINCKLOE, Julie. JUV 
The, spider web. [lst ed.] Garden City, 
N.Y., Doubleday [1974] p. ISBN 0-385- 
04829-7 Pictures relate the building of a 
spider web and its destruction by man. 
[PZ7.B7685Sp] [E] 73-20695 3.95 

d Title. 

Prepared from C.LP. 


BRINK, Carol Ryrie, 1895- JUV 
Louly. Illustrated by Ingrid Fetz. New 
York, Macmillan [1974] 198 p. illus. 21 
cm. ISBN 0-02-713680-9 In 1908 in Idaho 
fifteen-year-old Louly, left in charge during 
her parent’s absence, has an adventurous 
summer with her brother, sister, and her 
two girlfriends. [PZ7.B78Lo] [Fic] 73- 
21885 5.95 (lib. bdg.). 

I. Fetz, Ingrid, illus. II. Title. 


BROWN, Marcia. JUV 
All butterflies; an ABC, cut by Marcia 
Brown. New York, Scribner [1974] [32] 
chiefly col. illus. 27 cm. ISBN 0-684- 
13771-2 Pairs of words, such as "All 


Butterflies, ” "Cat Dance,” and ”Elephants 
Fly,” are set against illustrative woodcuts. 
(Z7. B8162Al] [E] 73-19364 5.95 

È Title. 


BROWN, Margaret Wise, 1910- 
1952. 

Wonderful storybook. Pictures by J. P. 
Miller. New York, Golden Press [1974] 61 
p. col. illus. 31 cm. Stories and poems of 
animals, bathtubs, steamrollers, night, 
farms, and other experiences familiar to a 
chila, [PZ7.B8163W04] [Fic] 72-91089 
L Miller, John Parr, 1913- illus. II. Title. 


BUNTING, Anne Eve. JUV 
Say it fast, written by Eve Bunting. 
Ilustrated by True Kelley. [Lexington, 
Mass.] Ginn [1974] 16 p. col. illus. 20 cm. 
ISBN 0-663-25467-1 (A Magic circle 
book) ”Reading 360.” Includes such 
tongue exercises as ”Pat puts books in 
boxes” and "She sees seals swim.” 
[PZ8.7.B84] [E] 73-82002 3.75 (pbk. 
package of 5) 

I. Kelley, True, illus. I. Title. 


BUNTING, Anne Eve. JUV 
We need a bigger zoo! Story by Eve 
Bunting. Pictures by Bob Barner. 
[Lexington, Mass.] Ginn [1974] 24 p. 
(chiefly col. illus.) 20 x 23 cm. ISBN 0- 
663-25446-9 (A Magic circle book) 
*Reading 360.” The illustration on each 
subsequent page becomes increasingly 
crowded with zoo animals, but it is the 
skunk that makes all the animals decide 
they need a larger zoo. [PZ7.B91527We] 
[E] 73-81999 3.75 (pbk. package of 5) 

I. Barner, Bob, illus. I. Title. 


CAREW, Jan. JUV 
The third gift. Ulustrated by Leo and 
Diane Dillon. [ist ed.] Boston, Little, 
Brown [1974, c1973] p. ISBN 0-316-- 
12847-3 The first two gifts from their 
leaders made the Jubas a strong and 
beautiful people, but the third gift was the 
bet of all. [PZ7.C2119Th] [Fic] 73-12061 


L Dillon, Leo, illus. If. Dillon, Diane, illus. 
II, Title. 


CARLE, Eric. JUV 
All about Arthur (an absolutely absurd 
ape) New York, Watts, 1974. [32] p. illus. 
(part col.) 27 cm. ISBN 0-531-02662-0 To 
cure his loneliness, Arthur the ape travels 
from city to city meeting other animals. 
[PZ10.3.C1896Al] [E} 73-9571 5.95 

L. Title. 


CARLEY, Wayne. 


JUV 


JUV 


Color my world. Illustrated by Rosalie- 


Davidson. Champaign, Hl., Garrard Pub. 
Co. [1974] p. cm. ISBN 0-8116-6056-7 A 
cat describes his activities in a colorful 
vond. [PZ7.C216333Co] [E] 73-21584 
4,2 

I. Davidson, Rosalie, illus. 17. Title. 
Prepared from C.I.P. 


CARLEY, Wayne. JUV 
Percy the parrot yelled quiet! Illus. by Art 
Cumings. Champaign, Ill, Garrard Pub. 
Co. [1974] p. cm. ISBN 0-8116-6058-3 
(Easy venture) Since the parrot in the pet 
shop is always demanding quiet, Mrs. Gary 
buys him thinking he will be a quiet pet. 
[PZ7.C216333Pej] [E] 73-21585 4.25 

I. Cumings, Art, illus. H. Title. 

Prepared from C.I.P. 


CARLEY, Wayne. JUV 
The witch who forgot. Illustrated by Lou 
Cunette. Champaign, HL, Garrard Pub. Co. 
[1974] p. cm. ISBN 0-8116-6057-5 (Easy 


JUVENILE 


venture) By the time the forgetful witch 
finds everything she needs to be ready to 
go out, she has forgotten where she is 
going. [PZ7.C216333Wi] [E] 73-21729 
4.2 

I. Cunette, Lou, illus. If. Title. 

Prepared from C.LP.. 


CARLSON, Dale Bick. JUV 
Baby needs shoes [by] Dale Carlson. 
Drawings by Victoria deLaria. New York, 
Atheneum, 1974. p. cm. ISBN 0-689- 
30404-8 Janet’s ability to predict numbers 
and her resulting involvement with Fat 
ova ome and crap games eventually 
lead unexpected complications. 
[PZ7. C21645Bab] [Fic] 74-75556 6.95 
I DeLaria, Victoria, illus. II. Title. 
Prepared from C.I.P. 


CARR, Terry, comp. JUV 
Worlds near and far; nine stories of science 
fiction and fantasy. [ist ed.] Nashville, 
Nelson [1974] p. cm. ISBN 0-8407-6404- 
9 [PZ5.C184Wo] [Fic] 74-14513 6.50 

1. Science fiction, American. 2. Fantastic 
fiction, American. I. Title. 

Prepared from C.I.P. Contents omitted. 


CHRISTOPHER, John. JUV 
Beyond the burning lands. New York, 
Collier Books [1974, c1971] 216 p. 18 cm. 
Sequel to the Prince in Waiting. Summary: 
After his father’s death Luke lives with the 
Seers in the Sanctuary waiting for the time 
he will be able to take his rightful place as 
Prince of Winchester. [PZ7.C457Be] 1.25 
(pbk.) 

L Title. 

L.C. card number for original ed.: 78- 
152288. 


CHRISTOPHER, John. JUV 
Wild Jack. New York, Macmillan [1974] 
p. cm. ISBN 0-02-718300-9 In this first in 
a trilogy of twenty-third-century England, 
young Clive Anderson, unjustly imprisoned 
in an attempt to mold him into a docile 
member of society, escapes to the 
Outlands and is befriended by Wild Jack’s 
gutaw band. [PZ7.C457Wi] [Fic] 74-6428 
.9 

1. Title. 

Prepared from C.I.P. 


CHRISTOPHER, Matthew F. JUV 
Jinx glove, by Matt Christopher. Illustrated 
by Norm Chartier. [Ist ed.] Boston, Little, 
Brown [1974] 47 p. col. illus. 22 cm. ISBN 
0-316-13965-3 Chip’s poor fielding using 
the new glove he buys with his own money 
soon makes him regret having thrown his 
father’s old mitt away. [PZ7.C458Ji] [Fic] 
73-12836 3.95 (lib. bdg.) 

I Chartier, Norman, 1945- illus. H. Title. 


CLAPP, Patricia. JUV 
King of the dollhouse. Mus. by Judith 
Gwyn Brown. New York, Lothrop, Lee & 
Shepard Co., 1974. p. cm. ISBN 0-688- 
41585-7 A miniature royal family moves 
into the dollhouse of an only child and 
keeps her company the summer her 
mother is writing a story for children. 
[PZ7.C5294Ki] [Fic] 73-21827 4.75 

I. Brown, Judith Gwyn, illus. If, Title. 
Prepared from C.I.P. Lib. bdg. 4.32, ISBN 
0-688-51585-1 


CLIFFORD, Eth, 1915- JUV 
The wild one. Illustrated by Arvis Stewart. 
Boston, Houghton Mifflin, 1974. p. cm. 
ISBN 0-395-19491-1 A fictionalized 
biography stressing the turbulent boyhood 
of the man who “hating” medicine in his 
youth went on to become a renowned 
scientist winning the Nobel Prize for 


141° 


JUVENILE 


medicine in 1906. [PZ7.C62214Wi] [Fic] 
74-8899 5.95 

J. Ramon y Cajal, Santiago, 1852-1934— 
Juvenile fiction. I. Stewart, Arvis L., illus. 
LII. Title. 

Prepared from C.I.P. 


CLIFTON, Lucille, 1936- JUV 
The times they used to be. Illustrated by 
Susan Jeschke. [1st ed.] New York, Holt, 
Rinehart and Winston [1974] [48] p. illus. 
22 cm. ISBN 0-03-012171-X A young 
black girl relates the adventures of the 


summer her Uncle Sunny died and her | 


best friend broke out in sin because she 
wasn’t saved. [PZ7.C6224Ti] [Fic] 73- 
21859 4.95 (lib. bdg.) 

I. Jeschke, Susan, illus. IT. Title. 


COLE, William, 1919- JUV 
Whats good for a three-year-old? 
© YHustrated by Lillian Hoban. New York, 
Holt, Rinehart and Winston [1974] p. 
ISBN 0-03-007441-X The three-year-olds 
at a birthday party describe the things they 
think are the greatest fun. [PZ8.3.C675 Wj] 
[E] 73-13962 4.95 

L Hoban, Lillian, illus. II. Title. 

Prepared from C.I.P. 


COLLIER, James Lincoln, 1928- JUV 
My brother Sam is dead [by] James 
Lincoln Collier and Christopher Collier. 
New York, Four Winds Press [1974] p. 
ISBN 0-590-07339-7 Recounts the tragedy 
that strikes the Meeker family during the 
Revolution when one son joins the rebel 
forces while the rest of the family tries to 
stay neutral in a Tory town. 
[PZ7.C678My] [Fic] 74-8350 5.95 

£ Collier, Christopher, 1930- joint author. 
i. Title. 

Prepared from C.I.P. 


COLMAN, Hila. JUV 
Friends and strangers on location. New 
York, Morrow, 1974. p. ISBN 0-688- 
21785-0 Seventeen-year-old Rachel lands a 
job as a script girl on a movie being filmed 
in Mexico. [PZ7.C7Fr] [Fic] 74-3027 5.95. 
L. Title. 

Prepared from C.I.P. Library binding 5.11; 
ISBN 0-688-31785-5. 


CONE, Molly. JUV 
Dance around the fire. Illustrated by 
Marvin Friedman. Boston, Houghton 


Mifflin, 1974. p. em. ISBN 0-395-19490-3 
A young girl’s difficulties with her family 
and her religion result in a consciousness- 
raising trip to Israel. [PZ7.C7592Dan] [Fic] 
74-9382 5.95 

I, Friedman, Marvin, illus. If. Title. 
Prepared from C.I.P. 


CONFORD, Ellen. JUV 
Just the thing for Geraldine. Illustrated by 
John Larrecq. [Ist ed.] Boston, Little, 
Brown [1974] p. cm. ISBN 0-316-15304-4 
After making her try ballet, weaving, and 
sculpture lessons, Geraldine’s possum 
family finally lets her do what she enjoys 
mostjubgling, [PZ7.C7593Ju] [E] 74-7193 


I. Larrecq, John M., illus. II. Title. 
Prepared from C.I.P. 


CONFORD, Ellen. JUV 
Me and the terrible two. Illustrated by 
Charles Carroll. [lst ed.] Boston, Little, 
Brown [1974] 117 p. illus. 21 cm. ISBN 0- 
316-15303-6 No one, Dorrie vows, can 
take the place of her best friend who has 
moved to Australia, so when twin boys 
move into the empty house next door, the 
yar is on. [PZ7.C7593Me] [Fic] 73-18393 
4, 

L Carroll, Charles, 1946- illus. If. Title. 


tan 


CORBETT, Scott. JUV 
Here lies the body. [1st ed.] Boston, Little, 
Brown [1974] p. cm. ISBN 0-316-15717-1 
”An Atlantic Monthly Press book.” Two 
brothers with summer jobs at a cemetery 
became involved in the nefarious secrets 
of the family who owns it. 
[PZ7.C79938He] [Fic] 74-6202 4.50 

L Title. 

Prepared from C.I.P. 


CORCORAN, Barbara. JUV 
A dance to still music. Drawings by 


.Charles Robinson. New York, Atheneum, 


1974. ISBN 0-689-30406-4 Deafened by 
an illness, fourteen-year-old Margaret 
refuses to accept her condition and runs 
away in fear that her mother’s remarriage 
may mean she’ll be sent to a boarding 
school for the deaf. [PZ7.C814Dan] [Fic] 
74-75558 6.95 

i Robinson, Charles, 1931- illus. H. Title. 
Prepared from C.I.P. 


COUTANT, Helen. JUV 
First snow. Pictures by Vo-Dinh. New 
York, Knopf [1974] p. cm. ISBN 0-394- 
82831-3 With the help of her grandmother 
and the first snow she has ever seen, a 
little Vietnamese girl begins to understand 
how death can be accepted as a natural 
part of life. [PZ7.C8327Fi] [E] 74-1187 
3. 

I. Vo-Dinh, illus. II. Title. 

Prepared from C.I.P. Library binding 4.57. 


CROMIE, Alice Hamilton. JUV 
Nobody wanted to scare her, by Alice 
Cromie. Illustrated by Julie Brinckloe. [ist 
ed.] Garden City, N.Y., Doubleday [1974] 
139 p. illus. 22 cm. ISBN 0-385-02845-8 
Many people seem interested in obtaining 
possession of the mysterious box that 
twelve-year-old Gillian is charged with 
delivering to her guardian in Europe. 
[PZ7.C878No] [Fic] 73-20723 4.95 

I. Brinckloe, Julie, illus. If. Title. 


CUNNINGHAM, Julia. JUV 
Maybe, a mole. [New York} Pantheon 
Books [1974] p. ISBN 0-394-82929-8 Five 
adventures of Maybe, a mole that can see. 
[PZ10.3.C93May] [Fic] 74-155 4.95 

I. Title. 

Prepared from C.I.P. Library binding 5.57, 
ISBN 0-394-92929-2. 


DEASY, Michael. JUV 
City ABC’s. Written by Michael Deasy. 
Photos. by Robert Perron. New, York, 
Walker [1974] [32] p. illus. 27 cm. ISBN 
Q-8027-6157-7 Alley, bridge, crane, dump, 
and other facets of city life make up this 


„alphabet book. [PZ7.D352Ci] [E] 73-81784 


5.50 
L Perron, Robert, illus. If. Title. 


DEGENS, T. JUV 
Transport 7-41-R, by T. Degens. New 
York, Viking Press [1974] p. cm. A 
thirteen-year-old girl describes her journey 
from the Russian sector of defeated 
Germany to Cologne on a transport 


carrying returning refugees in 1946. 
[PZ7.D3637Tr] [Fic] 74-10930 5.95 

£ Title. 

Prepared from C.LP. 

DIXON, Franklin W. JUV 


The clue of the hissing serpent, by 
Franklin W. Dixon. New York, Grosset & 
Dunlap [1974] 181 p. illus. 20 cm. ISBN 
G-448-08953-X (His Hardy boys mystery 
stories, 53) Their efforts to recover a 
stolen ancient chess piece lead the Hardy 
brothers to Hong Kong where they help 
smash an international criminal 
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organization. (PZ7.D644Cm] [Fic] 73- 
13373 1.50 

I. Title. 

DIXON, Paige. JUV 


Promises to keep. New York, Atheneum, 
1974. p. cm. ISBN 0-689-30408-0 
Sensitive to his hometown’s reactions to 
his family’s activities, an insecure young 
bay is sure he will be the object of ridicule 
when his orphaned Vietnamese cousin 
cames to live with them. [PZ7.D6457Pr] 
[Fic] 74-75560 6.95 

T. Title. 

Prepared from C.I.P. 


DRAPER, Cena Christopher. JUV 
Dandy and the mystery of the locked 
room. Illus. by Pat Burrows Minnis. 
Independence, Mo., Independence Press 
[1374] 224 p. illus. 22 cm. ISBN 0-8309- 
0114-0 In 1898 in Missouri a newly- 
orphaned boy goes to live with the 
grandfather he has never seen and who 
disowned his mother at her marriage. 
(PZ7.D7832Dan] [Fic] 73-90492 5.95 

LI, Minnis, Pat Burrows, illus. II. Title. 


DINCAN, Lois, 1934- JUV 
Down a dark hall. [lst ed.}] Boston, Little, 
Brown [1974] p. cm. ISBN 0-316-19547-2 
Suspicious and uneasy about the 
atmosphere at her new boarding school, 
fourteen-year-old Kit slowly realizes why 
she and the other three students at the 
school were selected. [PZ7.D9117Do] [Fic] 
7£-5294 5.95 

I. Title. 

Prepared from C.LP. 


EASTMAN, Philip D. JUV 
Tae alphabet book [by] P. D. Eastman. 
New York, Random House [1974] [32] p. 
(cniefly col. illus.) 21 cm. ISBN 0-394- 
82818-6 Such entries as American ants, 
bizds on bikes, and cow in car are in this 
alphabet book. [PZ7.E1314Al] [E] 73- 
1€859 0.95 (pbk.). 

I. Title. 


EMBERLEY, Ed. JUV 
Kiippity klop. [Ist ed.] Boston, Little, 
Brown [1974] p. ISBN 0-316-23607-1 
When Prince Krispin goes adventuring he 
discovers one advantage of staying safe at 
home. [PZ7.E565K]] [E] 74-6308 4.50 

I. Title. 

Prepared from C.I.P. 


ERICKSON, Russell E. JUV 
A toad for Tuesday [by] Russell E. 
Ezickson. Illustrated by Lawrence Di Fiori. 
ew York, Lothrop, Lee & Shepard Co. 
[1974] p. cm. ISBN 0-688-41569-5 On 
Thursday a toad is captured by an owl 
wno saves him to eat on Tuesday, the 
owl’s birthday, but the intervening five 
deys change his mind. [PZ10.3.E68To] 
[Fic] 73-19900 4.25 
i. Di Fiori, Lawrence, illus. IT. Title. ` 
Prepared from C.I.P. Lib. bdg. 3.94, ISBN 
0-688-51569-X 


EYERLY, Jeannette. JUV 
Good-bye to Budapest; a novel of 
suspense. [Ist ed.] Philadelphia, Lippincott 
[1974] 159 p. 21 cm. ISBN 0-397-31496-5 
Megan becomes involved in international 
intrigue when she is lured to Budapest 
waere spies are trying to Obtain secret 
information from her father. [PZ7.E97Go] 
[Fic] 74-4347 4.95 

T. Title. 


FARJEON, Annabel. JUV 
The siege of Trapp’s mill. New York, 
Atheneum, 1974 [c1972] 132 p. 22 cm. A 
group of teenage boys spending the night 
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in an abandoned mill find their adventure 
threatened when they are attacked by 
another gang and a member of their group 
is dijured. [PZ7.F22716S1i3] [Fic] 73-84826 
4, 

L Title. 


FENNER, Phyllis Reid, 1899- 
comp. 
Gentle like a cyclone; stories of horses and 
their riders, selected by Phyllis R. Fenner. 
Illustrated by Lorence Bjorklund. New 
York, Morrow, 1974. 190 p. illus. 22 cm. 
ISBN 0-688-21821-0 [PZ10.3.F38Ge] [Fic] 
74-2499 5.95 
1. Horses—Legends and stories. I. 
Bjorklund, Lorence F., illus. II. Title. 
Contents omitted. 


FINLAYSON, Ann. JUV 
Greenhorn on the frontier. Illustrated by 
W. T. Mars. New York, F. Warne [1974] 
209 p. illus. 23 cm. Just before the 
Revolutionary War, nineteen-year-old 
Harry and his twenty-three-year-old sister, 
Sukey, move their few possessions by hand 
cart to start their own farm on the western 
Pennsylvania frontier. [PZ7.F49583Gr] 
[Fic] 73-93587 4.95 

I. Mars, Witold T., illus. If. Title. 


FINLAYSON, Ann. JUV 
House cat. Illustrated by Harold Berson. 
New York, F. Warne [1974] 48 p. illus. 24 
cm. Despite many setbacks, Hummer 
fulfills her destiny to be a _housecat. 
[PZ10.3.F495Ho] [Fic] 73-93588 4.50 

J. Berson, Harold, illus. II. Title. 


FISK, Nicholas. JUV 
Grinny; a novel of science fiction. [New 
York, T. Nelson, 1974] p. cm. ISBN O- 
8407-6409-X Eleven-year-old Tim records 
the strange events that occur during Great 


JUV 


Aunt Emma’s visit and his growing 
conviction about her true identity. 
{[PZ7.F548Gr] [Fic] 74-13203 4.95 

1. Title. 

Prepared from C.I.P. 

FLEISCHMAN, Albert Sidney. JUV 


The ghost on Saturday night, by Sid 
Fleischman. [Illustrated by Eric Von 
Schmidt. [1st ed.] Boston, Little, Brown 
[1974] 57 p. illus. 22 cm. ISBN 0-316- 
28583-8 ”An Atlantic Monthly Press 
book.” A thick tule fog and a ghost-raising 
lead to more excitement and reward than 
Opie had counted on. [PZ7.F5992Gk] 
[Fic] 73-14751 3.95 ` 

Lf, Von Schmidt, Eric, illus. II. Title. 


FRENCH, Fiona. JUV 
City of gold. New York, H. Z. Walck 
[1974] [32] p. col. illus. 29 em. ISBN 0- 
8098-1220-7 Two brothers set out on 
different roads to fight the Demon who 
guards the City of Gold. [PZ8.F895Ci] 
[Fic] 74-644 7.95 

£ Title. 


GARDAM, Jane. JUV 
A long way from Verona. New York, 
Collier Books [1974, c1971] 277 p. 18 cm. 
Summary: A young girl aspiring to be a 
writer recounts her experiences growing up 
in England during the Second World War. 
[PZ7.G163L03] 1.25 (pbk.) 

Í. Title. 

L.C. card number for original ed.: 76- 
171923. 


GARFIELD, Leon. JUV 
The sound of coaches. With engravings by 
John Lawrence. [lst American ed.] New 
York, Viking Press [1974] 256 p. 22 cm. 
ISBN 0-670-65834-0 Orphaned at birth 
and adopted by a coachman and his wife, a 


young man struggles to discover his 


origins. [PZ7.G17943S03] 823.914 Fic 
73-20931 5.95 
L Title. 


GAULT, William Campbell. JUV 
Wild willte, wide receiver. New York, 
Dutton [1974] p. ISBN 0-525-42788-0 
Skeptical at first about the flashy black 
rookie receiver on his team, an NFL coach 
revises his opinion as the team’s long 
struggle toward the Super Bowl progresses. 
[PZ7.G233Wi] [Fic] 74-5006 4.95 

I. Title. 

Prepared from C.I.P. 


GLENDINNING, Richard. JUV 
Gargantua, the mighty gorilla, by Richard 
and Sally Glendinning. Illustrated by Jerry 
Thompson. Champaign, Ill., Garrard Pub. 
Co. [1974] p. cm. ISBN 0-8116-4855-9 
(Famous animal stories) The life of the 
famous gorilla from his departure from 
Africa to his role as a circus star. 
[PZ10.3.G49Gar] [Fic] 73-21644 3.75 

1. Gargantua (Gorilla)—Juvenile fiction. I. 
Glendinning, Sally, joint author. II. 
Thompson, Jerry, illus. TI. Title. 

Prepared from C.I.P. 


GLES, Margaret B. JUV 
Come play hide and seek, by Margaret B. 
Gles. Champaign, Ill., Garrard Pub. Co. 


‘[1974] p. cm. ISBN 0-8116-6053-2 (Easy 


venture) The reader is invited to play hide 


and seek with Jerry and Jake. 
[PZ7.G4883Co] [E] 73-20376 4.25 

L Title. 

Prepared from C.I.P. 

GOLDMAN, William, 1931- JUV 


Wigger. Illustrated by Errol Le Cain. [lst 
ed.] New York, Harcourt Brace Jovanovich 
[1974] p. Separated from her blanket, 


Wigger, an orphan nearly dies of loneliness. 


until an extraordinary wind from Zurich 


brings them together again. 
[PZ7.G5695Wi] [Fic] 74-4497 4.75 

I. Le Cain, Errol, illus. II. Title. 

Prepared from C.I.P. 

GREEN, Phyllis. JUV 


Nantucket summer. [lst ed.] Nashville, 
Nelson [1974] p. cm. ISBN 0-8407-6403- 
0 Thirteen-year-old A.D. unwillingly 
accepts a summer babysitting job on 
Nantucket Island and finds it far more 
pleasurable than she expected even though 
she must cope with her employer’s mental 
problems and a ghostly visitor. 
(PZ7.G82615Nan] [Fic] 74-14520 4.95 

I. Title. 

Prepared from C.I.P. 


GREENFIELD, Eloise. JUV 
She come bringing me that little baby girl. 
Iltustrated by John Steptoe. [ist ed} 
Philadelphia, Lippincott [1974] p. cm. 
ISBN 0-397-1586-4 A child’s 
disappointment and jealousy over a new 
baby sister are dispelled as he becomes 
aware of the importance of his new role as 
a big brother. [PZ7.G845Sh] [E] 74-8104 
5.95 

I. Steptoe, John, 1950- illus. If. Title. 
Prepared from C.I.P. 


HALL, Lynn. JUV 
Stray. Illus. by Joseph Cellini. Chicago, 
Follett Pub. Co. [1974] 95 p. illus. 23 cm. 
ISBN 0-695-80442-1 The only child in a 
town of adults, a lonely little girl makes 
friends with a stray dog. [PZ7.H1458Sw] 
[Fic] 73-90053 4.95 

I. Cellini, Joseph, illus. If. Title. 

Library binding 4.98, ISBN 0-695-40442-3. 


JUVENILE 


HAMILTON, Virginia. JUV 
M. C. Higgins, the great. New York, 
Macmillan [1974] 278 p. 22 cm. ISBN 0- 
02-742480-4 As a slag heap, the result of 
strip mining, creeps closer to his house in 
the Ohio hills, fifteen-year-old M. C. is 
torn between trying to get his family away 
and fighting for the home they love. 
{[PZ7.H1828Mac] [Fic] 72-92439 6.95 

I. Title. 


HARRIS, Rosemary, 1923- JUV 
The seal-singing. New York, Collier Books 
(1974, c1971] 280 p. 18 cm. Summary: 
While spending the summer on a Scottish 
island, three cousins find themselves 
reenacting a strange legend involving one 
of their ancestors and the seals. 
[PZ7.H2437Se3] 1.25 (pbk.) 

I Title. 

L.C. card number for original ed.: 75- 
155265. 


HAYNES, Betsy. JUV 
Spies on the Devil's belt. [ist ed. New 
York, T. Nelson, 1974] p. cm. ISBN 0- 
8407-6407-3 A fourteen-year-old boy who 
signs on with the Continental Army is 
utilized as a spy in the Long Island Sound 
area to foil the progress of the British. 
[PZ7.H314913Sp] [Fic] 74-13187 4.95 

L. Title. 

Prepared from C.I.P. 


HAZEN, Barbara Shook. JUV 
The gorilla did it. Illustrated by Ray Cruz. 
{1st ed.] New York, Atheneum, 1974. [31] 
p. illus. 20 x 26 cm. A gorilla not only 
wakes a little boy up, but it messes up his 
room and makes his mother angry. 
(PZ7.H314975 Go] [E] 73-84828 5.95 

I Cruz, Ray, illus. II. ‘Title. 


HEIDE, Florence Parry. JUV 
Mystery of the melting snowman [by] 
Florence Parry Heide and Roxanne Heide. 
Illus. by Seymour Fleishman. Chicago, A. 
Whitman [1974] p. cm. ISBN 0-8075- 
5378-6 ‘(Pilo. books series) (Their A 
Spotlight Club mystery) The Spotlight 
Club detectives are involved in a new case 
concerning a mysterious man and an iron 
dog. [PZ7.H36Myf] [Fic] 74-16333 3.95 

I. Heide, Roxanne, joint author. I. 
Fleishman, Seymour, illus. III. Title. 
Prepared from C.I.P. 


HEIN, Lucille E. JUV 
A tree I can call my own. [by] Lucille E. 
Hein [Illustrated by Joan Orfe. Valley 
Forge, Pa. Judson Press [1974] [29] p. col. 
illus 25 cm. ISBN 0-8170-0605-2 A 
youngster describes his association with a 
special apple tree throughout the year. 
(PZ7.H3677Tr] [E] 73-6550 3.95 

I. Orfe, Joan, illus H. Title. 


HICKS, Clifford B. JUV 
Alvin Fernald, superweasel, by Clifford B. 
Hicks. Illustrated by Bill Sokol. [ist ed.] 
New York, Holt, Rinehart and Winston 
[1974] 149 p. illus. 22 cm. ISBN 0-03- 
012326-7 Alvin's pollution project is 
geared to expose the biggest polluter in 
town—the owner of the chemical plant. 
[PZ7.H5316Aks] [Fic] 73-21828 5.95 

I. Sokol, Bill, illus. II. Title. 


HILDICK, Edmund Wallace. JUV 
Louie’s snowstorm [by] E. W. Hildick. 
Illustrated by Iris Schweitzer. [Ist ed.] 
Garden City, N.Y., Doubleday [1974] p. 
cm. ISBN 0-385-06452-7 Louie tries to 
beat a Christmas snowstorm and give his 
customers the usual good service despite 
the girl “observer” aboard his dairy truck. 
{[PZ7.H5463Lr] [Fic] 73-20822 4.95 

£, Schweitzer, Iris, illus. If. Title. 
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JUVENILE 
Prepared from C.I.P. 


HOFF, Sydney, 1912- JUV 
Amy’s dinosaur, written and illustrated by 
Syd Hoff. [New York] Windmill Books, 
1974. p. Amy and her friends discover a 
dinosaur in the forest that helps them 
clean up the woods and then the city. 
(PZ7.H672Am] [E] 74-4348 4.95 

I. Title. 

Prepared from C.LP. 


HOLL, Adelaide. JUV 
The long birthday. Drawings by Ethel 
Gold. Champaign, Ill., Garrard Pub. Co. 
[1974] p. cm. ISBN  0-8116-6974-2 
Though Jody starts out with three shiny 
dimes to buy something for her mother’s 
birthday, she ends up with only her 
imagination and ingenuity. [PZ7.H7078Lo] 
[E] 74-8103 3.18 (lib. bdg.) 

I. Gold, Ethel, illus. If. Title. 

Prepared from C.I.P. 


HOLL, Adelaide. JUV 
The wonderful tree; a story of the seasons. 
Text by Adelaide Holl from a story by 
Gyorgy Lehoczky. Paintings by Gyorgy 
Lehoczky. New York, Golden Press [1974] 
[28] p. col. illus. 25 x 26 cm. A young boy 


learns about the seasons from his 
grandfather who describes the 
characteristics of each one. 
[PZ7.H7078 Wo] [E] 74-75177 3.95 
I Lehoczky, Gyorgy, illus. IT. Title. 
HOWARD, Moses L., 1928- JUV 


The ostrich chase [by] Moses L. Howard. 
Illustrated by Barbara Seuling. [lst ed.] 
New York, Holt, Rinehart and Winston 
[1974] 118 p. illus. 22 cm. ISBN 0-03- 
012096-9 Although the women are 
forbidden to participate in the hunt, a 
oung Bushman girl determines to realize 


er dream of hunting an ostrich. 
ea ae [Fic] 73-17372 5.95 

. Seuling, Barbara, illus. I]. Title. 
HUBLEY, Faith JUV 


The hat. Written and illustrated by Faith 
and John Hubley. [Ist ed.] New York, 
Harcourt Brace Jovanovich [1974] p. cm. 
Adapted from the authors’ film the Hat. 
Two soldiers patrolling opposite sides of 
the border between two countries speculate 
on what the world would be like if there 
were more cooperation between individuals 
and nations. [PZ7.H8633Hat] [Fic] 74- 
1197 6.50 

I Hubley, John, joint author. If. Hat. 
[Motion picture] 

Prepared from C.I.P. 


ITERSON, Siny Rose van. JUV 
The smugglers of Buenaventura [by] S. R. 
van Iterson. New York, Morrow, 1974. 
190 p. 21 cm. ISBN 0-688-20116-4 A 
young boy tracks weapon smugglers in the 
Colombian jungle. [PZ7.19Sm] [Fic] 73- 
17723 5.50 

I. Title. 

Library edition, 4.81 


JEFFERS, Susan. JUV 
All the pretty horses. New York, 
Macmillan [1974] [32] p. col. illus. 26 cm. 
ISBN 0-02-747680-4 Lulled to sleep by 
her mother’s singing of the traditional 
lullaby, a little girl dreams of all sorts of 
horses. [PZ8.3.J393Al]] 73-19053 6.95 

i. Title. 


JENSEN, Margaret Mary. JUV 
Inside the red and white tent. Illustrated 
by George M. Ulrich. [Lexington, Mass.] 
Ginn [1974] 22 p. col. illus. 20 cm. ISBN 
0-663-25461-2 (A Magic circle book) 
“Reading 360.” A boy discovers a world of 
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strange animals inside the red and white 
tent. [PZ8.3.J42In] [E] 73-77988 3.75 
(pbk. package of 5), 

I. Ulrich, George M. illus. IT. Title. 


JONES, Adrienne. JUV 
So, nothing is forever. Illustrated by 
Richard Cuffari. Boston, Houghton Mifflin, 
1974. p. cm. ISBN 0-395-13499-7 The 
children of an interracial marriage struggle 
to keep together after the sudcen death of 
their parents. [PZ7.J677So0] [Fic] 74-9381 
6.95 

L Cuffari, Richard, 1925- illus. II. Title. 
Prepared from C.I.P. 


KATZ, Bobbi. JUV 
The manifesto & me - Meg. New York, 
Watts, 1974. 87 p. 21 cm. ISBN 0-531- 
02739-2 Sixth-grader Meg is unprepared 
for the events that follow her decision to 
organize a consciousness-raising group to 
learn more about the principles of women’s 
liberation. [PZ7.K157Man] [Fic] 74-4205 
4.95 

I. Title. 


KEATS, Ezra Jack. JUV 
Dreams. New York, Macmillan [1974] [28] 
p. col. illus. 26 cm. ISBN 0-02-749610-4 
One night while everyone is sleeping, a 
little boy watches his paper mouse save a 
cat from an angry dog. [PZ7.K2253Dr] [E] 
73-15857 5.95 (lib. bdg.) 

i Title. 


KESSLER, Leonard P., 1920- JUV 
The forgetful pirate, by Leonard Kessler. 
Champaign, Ill, Garrard Pub. Co. [1974] 
p. cm. ISBN 0-8116-6972-6 (Venture - 
grade 2) Forgetful Ben, a pirate captain, 
starts out with his crew and pet parrot in 
search of the treasure he hid, in spite of 
the fact that he can’t remembzr where he 
hid it. [PZ7.K484Fo] [E] 74-5026 3.38 (lib. 


bdg.) 

L Title. 

Prepared from C.I.P. 

KIMMEL, Eric A. JUV 
The Tartar'’s sword, by Eric A. Kimmel. 
New York, Coward, McCann & 
Geoghegan [1974] 284 p. map. 22 cm. 


ISBN 0-698-20243-0 A Ukrainian boy in 
1623 joins the Cossacks with the hope of 
freeing his people from Polish rule. 
[PZ7.K5648Tar] [Fic] 72-8975 6.95 

1. Ukraine—History—Juvenile fiction. 2. 
Cossacks—Juvenile fiction. I. Title. 


KONIGSBURG, E. L. JUV 
The dragon in the ghetto caper [by] E. L. 
Konigsburg. Drawings by the author. New 
York, Atheneum, 1974. p. cm. ISBN 0- 
689-30410-2 Determined to te a famous 
detective, Andy goes to the ghetto where 
he encounters crime for the first time, only 
to discover he is on the wrong side in the 
case. [PZ7.K8352Dr] [Fic] 74-75563 5.95 
I. Title. 

Prepared from C.I.P. 


KOTZWINKLE, William. JUV 
Up the alley with Jack and Joz. Wlustrated 
by Joe Servello. New York, Macmillan 
[1974] 62 p. col. illus. 23 cm. ISBN 0-02- 
750940-0 (Ready-to-read) An easy-reading 
story that describes a Saturday spent by 
two young boys in a small American town. 
[PZ7.K855Up] [E] 74-2127 4.95 

L Servello, Joe, illus. IT. Title. 


KRAHN, Fernando. JUV 
The self-made snowman. [lst ed.] New 
York, Lippincott [1974] [32] p. (chiefly 
illus.) 19 x 26 cm. ISBN 0-397-31472-8 
Knocked off the cliff by a mountain sheep, 
a clump of snow rolls down the mountain 
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gradually taking the appearance of an 


enormous and well-dressed snowman. 
(PZ7.K8585Se] [E] 74-551 4.95 

Í. Title. 

LA FARGE, Phyllis. JUV 


A Christmas adventure. Ilustrated by Ray 
Cruz. [1st ed.] New York, Holt, Rinehart 
and Winston [1974] p. cm. ISBN 0-03- 
012286-4 Two boys searching for a present 
for their little sister discover instead that 
on Christmas Eve animals can talk. 
[PZ7.L139Ch] [E] 74-3010 4.95 (lib. bdg.). 
L Cruz, Ray, illus. II. Title. 

Prepared from C.I.P. 


LANE, Jerry. JUV 
In the zoo. Pictures by Blair Drawson. 
{Lexington, Mass.] Ginn [1974] 24 p. col. 
illus. 20 x 23 cm. ISBN 0-663-25462-0 (A 
Magic circle book) ”Reading 360.” All the 
animals but the fox enjoy the children’s 
visit to the zoo. [PZ7.L23194In] [E] 73- 
81591 3.75 (pbk. package of 5) 

I. Drawson, Blair, illus. I. Title. 


LANE, Jerry. JUV 
Run! Story by Jerry Lane. Pictures by Joel 
Snyder. [Lexington, Mass.) Ginn [1974] 16 
p. col. illus. 20 cm. ISBN 0-663-25447-7 
(A Magic circle book) "Reading 360.” In 
their sleep two girls conjure up both 
fearsome and _ not-so-fearsome desert 
animals. [PZ7.L23194Ru] [E] 73-75066 
3.75 (pbk. package of 5) 

I. Snyder, Joel, illus. If. Title. 


LASKER, Joe. JUV 
Tales of a seadog family, written and 
illustrated by Joe Lasker. New York, 
Viking Press [1974] p. cm. An 
old”seadog” recounts his family’s 
illustrious history which includes 
Commodore Byrd-Dog, Sir Francis Seadog, 
and Christopher Collie. [PZ7.L3272Tal] 
[E] 74-2500 5.95 (lib. ed.) 

L Title. 

Prepared from C.I.P. 


LATHAM, Jean Lee. JUV 
What Tabbit the Rabbit found. Illustrated 
by Bill Dugan. Champaign, Ill., Garrard 
Pub. Co. [1974] p. cm. ISBN 0-8116- 
6052-4 (Easy venture) While looking for 
his blue ball, Tabbit finds his yellow duck, 
red shoe, and other missing articles. 
[PZ7.L348 Wf] [E] 73-20395 4.25 

I. Dugan, William, illus. If, Title. 

Prepared from C.I.P. 


LATHAM, Jean Lee. JUV 
Who lives here? Drawings by Benton 
Mahan. Champaign, Ill, Garrard Pub. Co., 
1974. p. cm. ISBN 0-8116-6063-X (Easy 
venture) Rhymes challenge the reader to 
guess the animal inhabitant of such places 


as a bog, a pen, and a dish. 
[PZ8.3.L3444Wh] [E] 73-22080 4.25 

I, Mahan, Benton, illus. II. Title. 

Prepared from C.I.P. 

LAWSON, Marion. JUV 


Maggie Flying Bird. Decorations by 
Miriam Schottland. New York, Morrow, 
1974. p. ISBN 0-688-21825-3 Having 
lived in both Indian villages and white 
settlements, a half breed woman in 
nineteenth-century Michigan is torn 
between two cultures. [PZ7.L43834Mag] 
[Fic] 74-6551 5.50 . 

T. Schottland, Miriam, illus. II. Title. 
Prepared from C.LP. Lib. bdg. 4.81, ISBN 
0-688-31825-8 


LITTLE, Mary E. JUV 
1, 2, 3 for the library. Written and 
illustrated by Mary E. Little. New York, 
Atheneum, 1974. p. cm. ISBN 0-689- 
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30411-0 A beginning counting book relates 
what happened at a library story hour. 
[PZ7.L7230n] [E] 74-75564 4.95 

T. Title. 

Prepared from C.I.P. 


LITTLE Sarah and her Johnny JUV 
cake. Pictures by William Wiesner. New 
‘York, Walck [1974] [32] p. col. illus. 22 
cm. ISBN 0-8098-1222-3 A poem for 
children. Sarah enlists the aid of- the 
storekeeper, the farmer, the, miller, and 
even the sun to make her grandmother a 
Johnny-cake for breakfast. [PZ8.3.L73468] 
[E] 74-5895 5.95 

I. Wiesner, William, illus. 

Prepared from C.I.P. 


1933- 


LIVELY, Penelope, JUV 
The house in Norham Gardens. [New 
York] Dutton [1974] p. ISBN 0-525- 


32315-5 The carved shield she finds in the 
attic, brought from New Guinea years ago, 
causes fourteen-year-old Clare disturbing 
dreams. [PZ7.L7397Ho] [Fic] 74-7891 4.95 
I. Title. 

Prepared from C.I.P. 


LORENZO, Carol Lee. JUV 
Mama’s ghosts. Pictures by Eros Keith. 
[Ist ed.] New York, Harper & Row [1974} 
169 p.’illus. 21 cm. ISBN 0-06-024007-5 
Ellie’s relationship with her grandmother 
has a great effect on her life. 
[PZ7.L886Mam] [Fic] 73-14333 4.95 

I. Keith, Eros, illus. If. Title. 

Library binding 4.79, ISBN 0-06-024008-3. 


MCCONNELL, James Douglas JUV 
Rutherford, 1915- 

The gunshot Grand Prix [by] Douglas 
Rutherford. [lst American ed.] Scarsdale, 
N.Y., Bradbury Press [1974, c1972] 184 p. 
22 cm. Eighteen-year-old Tim Ryder, one 
of the youngest drivers in Grand Prix 
racing, becomes involved, against his will, 
in the power struggle between the despotic 
Prince of Sanmaro and a revolutionary 
movement. .[PZ7.M1343Gu3] [Fic] 73- 
90296 5.95 

I. Title. 


MCDERMOTT, Beverly Brodsky. JUV 
The crystal apple. New York, Viking Press 
[1974] p. cm. ISBN 0-670-25052-X Three 
sisters receive gifts from their father, but 
Marusha’s crystal apple proves to be a 


greater gift than she had imagined. 
[PZ7.M143Cr] [E] 74-3312 5.95 

I. Title. 

Prepared from C.I.P. 

MACGREGOR, Ellen. JUV 


Miss Pickerell meets Mr. H.U.M., by Ellen 
MacGregor and Dora Pantell. Illustrated 
by Charles Geer. New York, McGraw-Hill 
[1974] p. cm. ISBN 0-07-044577-X Miss 
Pickerell was trying to think of a name for 
her cow when the telephone rang and 
plunged her into a horrifying chain of 
events. [PZ7.M1698Mot] [Fic] 74-2126 
4.95 

I. Pentell, Dora F., joint author. II. Geer, 
Charles, illus. IIT. Title. 

Prepared from C.I.P. Library binding 4.72; 
ISBN 0-07-044578-8. 


MCHARGUE, Georgess. comp. JUV 
Little victories, big defeats; war as the 
ultimate pollution. New York, Delacorte 
Press [1974] p. cm. ISBN 0-440-04899-0 
A selection of stories and essays 
demonstrating the wastefulness and 
tragedy of war. [PZ5.M23Li] [Fic] 74-5749 
5.95 


1. War stories. I. Title. 
Prepared from C.I.P. Contents omitted. 


MCINNES, John, 1927- JUV 
The ghost said boo. Illustrated by Lou 
Cunette. Champaign, Ill., Garrard Pub. Co. 
[1974] p. cm. ISBN 0-8116-6055-9 (Easy 
venture) Claude the ghost decides to scare 
the animals in the barn since they have 
frightened him so much. [PZ7.M18546Gh] 
[E] 73-20392 4.25 

I. Cunette, Lou, illus. II. Title. 

Prepared from C.I.P. 


MCKEE, David. JUV 
The magician and the sorcerer. New York, 
Parents’ Magazine Press [1974] p. cm. 
ISBN 0-8193-0772-6, With the help of his 
sister the witch, a bird, and a wise man, a 
magician confronts the evil sorcerer who 


tries to gain favor with the king. 
[PZ7.M19448Maf] [E] 73-22280 4.50 

I, Title. 

Prepared from C.I.P. 

MCKILLIP, Patricia A. JUV 


The forgotten beasts of Eid [by] Patricia 
McKillip. New York, Atheneum, 1974. p. 
cm. ISBN 0-689-30413-7 A wizard, 
accustomed to the company only of great 
legendary beasts, is introduced to the 
human world with all its sorrows and 
delights when a baby comes into her care. 
[PZ7.M19864Fo] [Fic] 74-75566 7.25 

I. Title. ~ 

Prepared from C.I.P. 


MCPAIL, David M. JUV 
The cereal box, written and illustrated by 
David McPhail. [lst ed.] Boston, Little, 
Brown [1974] p. cm. ISBN 0-316-56313-7 
Lost in their newspaper and crossword 
puzzle during breakfast, Mom and Dad are 
unaware of the significance of their 
youngster’s questions about the surprise in 
the cereal box. [PZ7.M2427Ce] [E] 73- 
20035 4.95 

I. Title. 

Prepared from C.I.P. 


MANLEY, Seon, comp. JUV 
Bewitched beings; phantoms, familiars, and 
the possessed in stories from two centuries, 
selected by Seon: Manley and Gogo Lewis. 
Illustrated by Emanuel Schongut. New 
York, Lothrop, Lee and Shepard [1974] p. 
cm. ISBN 0-688-41657-8 [PZ5.M3Be] 
[Fic] 74-8813 5.95 

1. Supernatural—Juvenile fiction. I. Lewis, 
Gogo, joint comp. II. Schongut, Emanuel, 
illus. ITT. Title. 

Prepared from C.I.P. Library binding 5.11; 
ISBN 0-688-51657-2. Contents omitted. 


MARSHALL, James, 1942- JUV 
Willis. Illustrated by the author. Boston, 
Houghton Mifflin, 1974. p. cm. ISBN 0- 
395-19494-6 Snake, Bird, and Lobster use 
their imagination to earn twenty-nine cents 
to buy sunglasses for their friend Willis. 
[PZ7.M35672Wi] [Fic] 74-5259 5.95 (lib. 


bdg.) 

I. Title. 

Prepared from C.I.P. 

MARTIN, Patricia Miles. JUV 
Cat. Story by Patricia Miles Martin. 
Pictures by Jonathan Goell. {Lexington, 


Mass.] Ginn [1974] 16 p. illus. 23 cm. 
ISBN 0-663-25455-3 (A Magic circle 
book) ”Reading 360.” A cat tries to find a 
good place to hide from its master. 
[PZ7.M36418Cat] [E] 73-81585 3.75 (pbk. 
package of 5) 

I, Goell, Jonathan, illus. II. Title. 


MARTIN, Patricia Miles. JUV 
Hide. Story by Patricia Miles Martin. 
Drawings by Jon Mcintosh. Photos. by 
Dick Rogers. [Lexington, Mass.] Ginn 
[1974] 24 p. col. illus. 23 cm. ISBN 0-663- 


JUVENILE 


25448-5 (A Magic circle book) "Reading 
360.” A boy and his dog play hide-and-go- 
seek. [PZ7.M36418Hi] [E] 73-77987 3.75 
(pbk. package of 5) 

I Melntosh, Jon, illus. II. Rogers, Dick, 
illus. III. Title. 


MAYER, Mercer, 1943- JUV 
Walk, robot, walk. Story and pictures by 
Mercer Mayer. [Lexington, Mass.] Ginn 
[1974] 32 p. of illus. 20 cm. ISBN 0-663- 
25443-4 (A Magic circle book) Reading 
360.” When the robot he builds out of 
junk obeys his command to walk, a young 
boy must then figure out how to stop him. 
[PZ7.M462Wal] [E] 72-97336 3.75 (pbk. 
package of 5) 

I. Title. 


MAYER, Mercer, 1943- JUV 
You're the scared-cat. New York, Parents’ 
Magazine Press [1974] p. ISBN 0-8193- 
0762-9 A scary story followed by strange 
noises drives the campers inside during 
their night in the backyard. [PZ7.M462Yo] 
[E] 73-22185 4.95 

T. Title. 

Prepared from C.I.P. Library binding 4.59, 
ISBN 0-8193-0763-7. 


MERRILL, Jean. JUV 
Maria’s house. Drawings by Frances Gruse 
Scott. New York, Atheneum, 1974. p. cm. 
ISBN 0-689-30412-9 When her art teacher 
asks the class members to draw pictures of 
their homes, Maria is heartsick because she 
lives in a tenament. (PZ7.M54535Map] 
[Fic] 74-75565 4.95 

Í. Scott, Frances Gruse, illus. II. Title. 
Prepared from C.I.P. 


MILES, Betty. JUV 
The real me. New York, Knopf [1974] p. 
cm. ISBN 0-394-82838-0 An eleven-year- 
old girl tells about her efforts to end sex ~ 
discrimination in choosing classes at school 
and her fight to have a paper route. 
[PZ7.M594Re] [Fic] 74-160 4.95 

L Title. 

Prepared from C.I.P. Library binding; 5.97, 
ISBN 0-394-92838-5. 


MILLER, Edna. JUV 
Mousekin’s woodland birthday. Story and 
pictures by Edna Miller. Englewood Cliffs., 
N.J., Prentice-Hall [1974] p. cm. ISBN 0- 
13-604405-0 Introduces the early life of a 
mouse, from birth to weaning, and 
describes how other animal mothers care 
for their young. [PZ10.3.M5817Mr] [E] 
74-4210 5.95 (lib. bdg.). 

I. Title. 

Prepared from C.I.P. 


MONJO, F. N. JUV 
Grand Papa and Ellen Aroon, by F. N. 
Monjo. Illustrated by Richard Cuffari. [1st 
ed.J New York, Holt, Rinehart and 
Winston [1974] p. ISBN 0-03-012091-8 


Nine-year-old Elien Wayles Randolph 
describes her relationship with her 
grandfather, Thomas Jefferson. 


pe Mie [E] 73-17435 4.95 (lib. 


bdg.). 
L Jefferson, Thomas, Pres. U.S., 1743- 
1826—Juvenile fiction. 2. Coolidge, Ellen 
Wayles (Randolph) 1796-1876—Juvenile 
fiction. I. Cuffari, Richard, 1925- illus. IT. 
Title. 
Prepared from C.I.P. 


MONTGOMERY, Jean. JUV 
Search the wild shore. Front. by Gail 
Garraty. New York, Morrow, 1974. p. 
cm. ISBN 0-688-21824-5 A Russian boy 
searches the California coast for his long- 
absent father in the nineteenth century. 
[PZ7.M7668Se} [Fic] 74-5936 5.95 
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JUVENILE 


1. California—History—To 1846—Juvenile 
fiction. I. Title. 

Prepared from C.I.P. Library binding; 5.1, 
ISBN 0-688-21824-X. 


MORTON, Miriam. JUV 
Said the little raccoon to the moon. 
Illustrated by Jon Provest. [Lexington, 
Mass.] Ginn [1974] 24 p. col. illus. 20 x 23 
cm. ISBN 0-663-25472-8 (A Magic circle 
book) "Reading 360.” The moon 
accompanies the lonely raccoon on all his 
nighttime adventures. [PZ10.3.M7173Sai] 
[E] 73-75068 3.75 (pbk. package of 5) 

I. Provest, Jon, illus. I. Title. 


MURDOCCA, Salvatore. JUV 
The boy who was a raccoon [by] Sal 
Murdocca. New York, Lothrop, Lee & 
Shepard, 1974. p. ISBN 0-688-41583-0 A 
little boy who decides to become a raccoon 
dons a costume and goes into the woods to 
find a real one to play with. [PZ7.M94Bo] 
[E] 73-21728 4.75 
Title. 
Prepared from C.LP. 


MURRAY, Jane W., 1915- JUV 
Walk the high horizon [by] Jane W. 
Murray. Philadelphia, Westminster Press 
[1974] 144 p. 22 cm. ISBN 0-664-32551-3 
Anxious to prove himself as a member of 
his father’s geological expedition in the 
Pacific Northwest, eighteen-year-old Scott 
risks his life to recover a newly-developed 
instrument lost on the glacier under 
mysterious circumstances. [PZ7.M96Wal] 
[Fic] 74-6309 5.50 

i Title. 


NESS, Evaline. JUV 
Yeck eck, written and illustrated by 
Evaline Ness. [Ist ed.] New York, Dutton 
[1974] [40] p. col. illus. 19 x 23 cm. ISBN 
0-525-43470-4 A young girl loves babies so 
much that she saves up to buy one. 
[PZ7.N4384Ye] [E] 74-3406 4.95 

I. Title. 


NORTON, Andre. JUV 
Tron cage. New York, Viking Press [1974] 
p. ISBN 0-670-40151-X A young boy who 
has been in the care of a simple tribe of 
intelligent animals he calls ”The People” 
has to decide between his loyalty to man 
and his need to be among his own Kind. 
(PZ7.N82Ir] [Fic] 74-6310 5.95 

I. Title. 

Prepared from C.I.P. 


OBUKHOVA, Lidiia 
Alekseevna. 
Daughter of night; a tale of three worlds, 
by Lydia Obukhova. Translated by Mirra 
Ginsburg. New York, Macmillan [1974] p. 
em. ISBN 0-02-768500-4 Translation of 
Lilit. Lilith, an adventurous, prehistoric 
earth girl, comes in contact with people 
from a future period who seek a planet 
hospitable to their highly developed, but 
doomed, civilization. [PZ7.016Li3] [Fic] 
74-6274 5.95 
I. Title. 
Prepared from C.I.P. 


O’DELL, Scott, 1903- JUV 
Child of fire. Illustrated by Ted Lewin. 
Boston, Houghton Mifflin, 1974. p. cm. 
ISBN 0-395-19496-2 A parole officer 
relates his efforts to keep the violence and 
heroics of two young Chicanos under 
control. [PZ7.0237Ch] [Fic] 74-8718 5.95 
I. Lewin, Ted, illus. I. Title. 

Prepared from C.I.P. 


OGAN, Margaret Nettles. JUV 
Raceway charger, by Margaret and George 
Ogan. Philadelphia, Westminster Press 


JUV 
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[1974] 141 p. 21 cm. ISBN 0-664-32550-5 
After his first taste of automobile racing, a 
college freshman keeps going back for 
more despite—or perhaps because of— 
family tragedy, his desire to stay in school, 
and periods of bad luck. [PZ7.03313Rac] 
[Fic] 74-2280 5.50 

i. Ogan, George, joint author. IT. Title. 


OPPENHEIM, Shulamith. JUV 
A trio for Grandpapa. Illustrated by Gioia 
Fiammenghi. New York, Crowell [1974] 
[40] p. illus. (part col.) 21 cm. ISBN 0- 
660-00126-6 While exploring an old castle, 
three Austrian children find a violin, viola, 
and cello and take them home to their 
grandfather who explains the origins of the 
instruments. [PZ7.0618Tr] [Fic] 72-13922 
4.95 

I. Fiammenghi, Gioia, illus. I. Title. 


PARKER, Richard, 1915- JUV 
Three by mistake. [1st U.S. ed.] (Nashville, 
T. Nelson, 1974] p. cm. ISBN 0-8407- 
6417-0 Through unforeseen circumstances 
terrorist guerrillas kidnap three children 
instead of one. Then begins the wait to see 
if government officials will meet the 
terrorists demands. [PZ7.P234Tf3] [Fic] 
74-13214 4.95 

Í. Title. 

Prepared from C.I.P. 


PATERSON, Diane, 1946- JUV 
The biggest snowstorm ever; story and 
pictures by Diane Paterson. New York, 
Dial Press [1974] p. cm. ISBN 0-8037- 
3477-8 While the Bunche family play 
outside during the snowstorm, their house 
becomes so covered with snow they can’t 
get back inside. [PZ7.P2727Bi] [E] 74- 
2884 4.95 

I. Title. 

Prepared from C.I.P. 


PATERSON, Katherine. JUV 
Of nightingales that weep. Illustrated by 
Haru Wells. New York, Crowell [1974] p. 
cm. ISBN 0-690-00485-0 The vain young 
daughter of a samurai finds her 
comfortable life ripped apart when 
opposing warrior clans begin a struggle for 
imperial control of Japan. [PZ7.P2730f] 
[Fic] 74-8294 5.95 

1. Japan—History—Gempei Wars, 1180- 


1i85—Juvenile fiction. I. Wells, Haru, 
illus. H. Title. 

Prepared from C.I.P. 

[POLITZER, Anie] JUV 
My journals and sketchbooks [by] 
Robinson Crusoe. New York, Harcourt 


Brace Jovanovich [1974] p. cm. ISBN 0- 
15-267836-0 Text by Anie Politzer; 
drawings by Michel Politzer. Translation of 
Mes carnets de croquis. Presented as a 
newly-discovered sketchbook by Daniel 


Defoe’s fictional character, Robinson 
Crusoe. Many of Robinson Crusoe’s 
adventures, told in his “own” words, 


illustrated with his “own” sketches as 
recorded in his journal and sketchbook 
supposely unearthed years later in an old 
Scottish manor house. [PZ7.P754My] [Fic] 
74-2240 5.95 

I. Politzer, Michel, illus. II. Defoe, Daniel, 
16617-1731. Robinson Crusoe. JIL Title. 
Prepared from C.LP. 


POMERANTZ, Charlotte. JUV 
Tae princess and the admiral, Drawings by 
Tony Chen. [Reading, Mass.] Addison- 
Wesley [1974] [48] p. illus. 23 cm. ISBN 
0-201-05852-9 When a fleet of warships 
atzacks the Tiny Kingdom on the eve of its 
celebration of a hundred years of peace, 
the princess uses the tides to salvage the 
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kingdom’s record and celebration. 
(PZ7.P77Pr] [Fic] 73-15525 5.25 
I. Chen, Tony, illus. I. Title. 


PRATHER, Ray. JUV 
No trespassing. New York, Macmillan 
[1974] [32] p. col. illus. 19 x 24 cm. ISBN 
0-02-775020-5 Three black children try to 
retrieve their baseball from a cranky 
neighbor's yard. [PZ7.P887No] [E] 73- 
19056 4.95 (lib. bdg.). 

I. Title. 


RASKIN, Ellen. JUV 
Figgs & phantoms. New York, E. P. 
Dutton [1974] vi, 152 p. illus. 24 cm. 
ISBN 0-525-29680-8 Chronicles the 
adventures of the unusual Figg family after 
they left show business and settled in the 
town of Pineapple. [PZ7.R1817Fi] [Fic] 
73-17309 5.95 

L Title. 


RASKIN, Ellen. JUV 
Moose, Goose, and Little Nobody. New 
York, Parents’ Magazine Press [1974] p. 
cm. ISBN 0-8193-0768-8 When a red roof 
with a little lost animal lands at their feet, 
Moose and Goose help the little creature 


find its home, mother, and identity. 
[PZ7.R1817Mq] [E] 73-23053 4.50 (lib. 
bdg.) 

L Title. 


Prepared from C.I.P. 


RICHARD, Adrienne. JUV 
Wings. [lst ed.) Boston, Little, Brown 
[1974] p. cm. ISBN 0-316-74321-6 ”An 
Atlantic Monthly Press book.” Her 
relationship with Radyar, the dashing, 
sensitive astrologer brings both great joy 
and tremendous disappointment to the life 
of a small girl in southern California after 
World War I. [PZ7.R378Wi] [Fic] 74- 
12439 5.95 

I. Title. 

Prepared from C.I.P. 


ROBISON, Nancy. JUV 
Where is Zip? Story by Nancy Robison. 
Pictures by Lynn Titleman. [Lexington, 
Mass.] Ginn [1974] 16 p. col. illus. 20 cm. 
ISBN 0-663-25457-4 (A Magic circle 
book) “Reading 360.” A child searches 
everywhere for Zip, who can hop and 
swim but can’t run or read. (Who is Zip?) 
[PZ7.R5697Wh] [E] 73-82001 3.75 (pbk. 
package of 5) 

I. Titleman, Lynn, illus. II. Title. 


ROCKWELL, Anne F. JUV 
The story snail, by Anne Rockwell. New 
York, Macmillan [1974] 57 p. col. illus. 23 
cm. ISBN 0-02-777560-7 (Ready-to-read)- 
John can do nothing well until a snail 
gives him one hundred fabulous stories to 
tell. But even they wear thin and he goes 
in search of the snail again. [PZ7.R5943St] 
[E] 73-19058 4.50 

I. Title. 


RYSS, Evgenii Samoilovich. JUV 
Search behind the lines, by Yevgeny Ryss. 
Translated from the Russian by Bonnie 
Carey. New York, W. Morrow, c1974. p. 
cm. ISBN 0-688-21831-8 Translation of 
Devochka ishchet ottsa. Two children face 
the perils of the German occupation of 
Russia during World War II. [PZ7.R987Se] 
[Fic] 74-6553 5.50 ia 

I. Russia—History—German occupation, 
1941-1944—Juvenile fiction. I. Title. 
Prepared from C.I.P. Lib. bdg. 4.81, ISBN 
0-688-31831-2. 


SAVITT, Sam. ` JUV 
Midnight, champion bucking horse. - 
Written and illustrated by Sam Savitt. New 
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York, Parents’ Magazine Press [1974, 
c1957] p. cm. ISBN 0-8193-0745-9 
Reprint of the ed. published by Dutton, 
New York. A fictionalized account of one 
of the greatest rodeo bucking horses of all 
time told in first person from the point of 
view of each of the three men who knew 
him best. [PZ10.3.5259Mi5] [Fic] 74-5490 
4. 


1. Horses—Legends and stories. I. Title. 
Prepared from C.I.P. Library binding 4.19; 
ISBN 0-8193-0746-7. 


SELLERS, Naomi John. JUV 
The little elephant who liked to play, by 
Naomi Sellers. Illustrated by Yoko 
Mitsuhashi. ([Lexington, Mass.] Ginn 
[1974] 32 p. col. illus. 23 cm. ISBN 0-663- 
25473-6 (A Magic circle book) ”Reading 
360.” A little elephant learns that there is 
a time to play and a time to pay attention. 
Or does he? [PZ7.S45699Li] [E] 73-77986 
3.75 (pbk. package of 5) 

I. Mitsuhashi, Yoko, illus. II. Title. 


SEUSS, Dr. JUV 
Great day. for up! Illustrated by Quentin 
Blake. New York, Beginner Books [1974] 
p. cm. ISBN 0-394-82913-1 (A Bright & 
early book, no. 19) Rhymed text and 
illustrations introduce the many meanings 
of "up.” [PZ8.3.G276Go] [E] 74-5517 2.50 
I Blake, Quentin, illus. II. Title. 

Prepared from C.I.P. Library binding; 3.37, 
ISBN 0-394-92913-6. 


SEUSS, Dr. JUV 
There’s a wocket in pocket! New York, 
Beginner Books [1974] p. cm. ISBN 0- 
394-82920-4 (A Bright & early book, 18) 
A household of unusual creatures help 


beginning readers recognize common 
*household” words. {PZ8.3.G276Tg] [E] 
74-5516 2.50 

I. Title. 


Prepared from C.I.P. Library binding 3.37; 
ISBN 0-394-92920-9. 


SEUSS, Dr. JUV 
Wacky Wednesday, by Theo LeSieg. 
Ilustrated by George Booth. New York, 
Beginner Books [1974] p. cm. ISBN 0- 
394-82912-3 59.” Drawings and verse 


point out the many things that are wrong ` 


one wacky Wednesday. [PZ8.3.G276Wac] 
[Fic] 74-5520 2.50 

I. Booth, George, 1926- illus. IT. Title. 
Prepared from C.I.P. Library binding 3.37; 
ISBN 0-394-92912-8. 


SLOTE, Alfred. JUV 
Tony and me. [lst ed.] Philadelphia, 
Lippincott [1974] 156 p. 21 cm. ISBN 0- 
397-31507-4 Tony, a star athlete, befriends 
Bill and gives hope to the losing baseball 
team, but Tony’s problems force Bill to 
make some tough decisions. [PZ7.S635To] 
[Fic] 74-5182 5.50 

I. Title. 


SMITH, Doris Buchanan. JUV 
Kick a stone home. New York, Thomas Y. 
Crowell [1974] 152 p. 23 cm. ISBN 0-690- 
00535-0 Summary: A shy fifteen-year-old 
girl, more at ease on the sports field than 
anywhere else, tries to cope with new 
feelings and a gradual understanding of 
herself, her divorced parents, and other 
people around her. [PZ7.S64474Ki] [Fic] 
74-4200 5.50 

I. Title. 


SNEVE, Virginia Driving Hawk. JUV 
Betrayed. New York, Holiday House 
[1974] p. cm. ISBN  0-8234-0243-6 
Relates the events of the’ Santee Indian 
raid on the Lake Shetek, Minnesota, 


settlement and the subsequent fate of the 
captives. [PZ7.S679Be] [Fic] 74-7574 5.95 


1. Dakota Indians—Wars, 1862-1865— 
Juvenile fiction. I. Title. 

Prepared from C.LP. 

STILES, Norman. JUV 


Grover and the everything in the whole 
wide world museum, by Norman Stiles and 
Daniel Wilcox. Illustrated by Joe Mathieu. 
New York, Random House [1974] [32] p. 
col. illus. 21 cm. ISBN 0-394-82707-4 
Labels the contents of each museum room, 
such as The Things You See Under the 
Water Room and The Long Thin Things 
You Can Write With Room. 
[PZ7.S8558Gr] [E] 73-18736 0.95 (pbk.) 

I Wilcox, Daniel, joint author. II 
Mathieu, Joseph, illus. IH. Title. 


STORIES from around the JUV 
world. Illustrated by Krystyna Stasiak. 
(Northbrook, Ill] Hubbard Press [1974] p. 
cm. ISBN 0-8331-0031-9 (Illustrated 
classics) [PZ5.S8818] [Fic] 74-1647 7.95; 
deluxe edition 9.95. 

1. Short stories. I. Stasiak, Krystyna, illus. 


_ Prepared from C.I.P. Contents omitted. 


SVENDSEN, Carol. JUV 
Hulda. Text by Carol Svendsen. Pictures 
by Julius Svendsen. Boston, Houghton 
Mifflin, 1974. p. cm. ISBN 0-395-19497-0 
Hulda’s temper tantrums always get her 
what she wants—until the day she meets a 
troll family. [PZ8.3.8992Hu] [E] 74-9375 


J. Svendsen, Julius, 1919- illus. IT. Title. 
Prepared from C.I.P. 


TALBOT, Charlene Joy. JUV 
A home with Aunt Florry. New York, 
Atheneum, 1974. p. cm. ISBN 0-689- 
30419-6 When orphaned twins Wendy and 
Jason go to New York to live with their 
bohemian aunt, they find her life quite 
different from what they had known in 


Kansas. [PZ7.T1418Ho] [Fic] 74-75572 
7.25 

I. Title. 

Prepared from C.I.P. 

TATE, Joan. JUV 


Ben and Annie. Illustrated by Judith Gwyn 
Brown. [Ist ed. in U.S.A.] Garden City, 
N.Y., Doubleday, 1974. 78 p. illus. 22 cm. 
ISBN 0-385-08570-2 An eleven year-old- 


boy befriends the crippled girl living 
downstairs but an unforeseen turn of 
events break up their friendship. 


[PZ7.T21125Be3] [Fic] 73-9048 3.95 
I. Brown, Judith Gwyn, illus. IT. Title. 
Library binding; 4.70 ISBN 0-385-08835-3 


TEAGUE, Kathleen. , JUV 
What happened to Hector? Drawings by 
Ric Del Rossi. Champaign, Ili., Garrard 
Pub. Co. [1974] p. cm. ISBN 0-8116- 
6050-8 (Easy venture) Hector the worm is 
put into a flower pot by mistake. 
[PZ7.T21938Wh] [E] 73-22078 4.25 

I. Del Rossi, Ric, illus. IT. Title. 

Prepared from C.I.P. 


TRUSE, Kenneth. - JUV 
Benny's magic baking pan. Drawings by 
Bill Morrison. Champaign, Ill, Garrard 
Pub. Co. [1974] p. cm. ISBN 0-8116- 
6062-1 (Easy venture) A little boy puts 
together a farm with the help of his magic 
baking pan. [PZ7.T786Be] [E] 73-22077 


I. Morrison, Bill, illus. H. Title. 
Prepared from CIP. 


UNGERER, Tomi, 1931- JUV 


JUVENILE 


Granted her wishes for all the goad things 
she never had, an impoverished orphan is 
so deluged with commodities that she 
opens a headquarters for distributing them 
to the world’s poor. [PZ8.U84Al] [E] 73- 
23055 4.50 (lib. bdg.) 

I. Title. 

Prepared from C.I.P. 


VARGA, Judy. JUV 
The battle of the wind gods. Illustrated by 
the author. New York, Morrow [1974] p. 
cm. ISBN 0-688-21783-4 An original story 
explaining the origins of Indian summer 
based on Indian legends of the struggle 
between the North Wind and South Wind 
for contrdl of the land of the Blackfeet. 
([PZ7.V43Bat] [E] 73-22446 4.50 

I. Title. 

Prepared from C.I.P. Library edition, 4.14 


VIGNA, Judith. JUV 
The little boy who loved dirt and almost 
became a Superslob. Chicago, A. Whitman 
[1974] p. cm. ISBN 0-8075-0865-9 
Jonathan James journeys in fantasy to the 
secret world of the Superslobs where 
washing is never necessary. [PZ7.V67Li} 
[E] 74-14519 4. 25 

. Title. 

Prepared from C.I.P. 


WABER, Bernard. JUV 
Lyle finds his mother. Illustrated by the 
author. Boston, Houghton Mifflin, 1974. 
p. ISBN 0-395-19489-X Lyle the Crocodile 
leaves his happy home on East 88th Street 
with the Primms to go in search of his 
mother at the urging of his former 
employer Hector P. Valenti, star of stage 
and. screen. [PZ7.W113Lx] [E] 74-5336 
T. Title. 

Prepared from C.I.P. 


WAHL, Jan. JUV 
Jeremiah Knucklebones. Illustrated by Jane 
Zalben. [lst ed.] New York, Holt, Rinehart 
and Winston [1974] p. cm. ISBN 0-03- 
012741-6 Longing to see the world, 
Jeremiah, a Scotty terrier, leaves home on 
his tricycle only to find that some of his 
adventures are not so pleasant. 
[PZ7.W1266Je] [Fic] 73-22354 5.50 

I. Zalben, Jane Breskin, illus. II. Title. 
Prepared from C.I.P. 


WALLACE, Barbara Brooks, JUV 
1922- 
Can do, Missy Charlie. Illustrated by 


Marvin Friedman. Chicago, Follett Pub. 
Co. [1974] 224 p. illus. 23 cm. ISBN 0- 
695-80444-X Relates the experiences of a 
young American girl growing up in 
Tientsin, China in the 1930s. 

OE aie [Fic] 73-90054 4.98 (lib. 
bd 

I Friedman, Marvin, illus. H. Title. 


WALT Disney’s Sleeping JUV 
beauty. New York, Random House [1974} 
p. cm. ISBN 0-394-82798-8 (Disney’s 
wonderful world of reading) Enraged at 
not being invited to the  princess’s 
christening, the wicked fairy casts a spell 
that dooms the princess to sleep for one 
hundred years. [PZ8.W188] 398.271 E 73- 
21794 2.50 

I. Title: Sleeping beauty. 


Prepared from C.I.P, 


WALTON, Bryce, 1918- JUV 
The fire trail. New York, Crowell [1974] 
p. ISBN 0-690-00542-3 Accustomed to 
beine-'a winner, Dan learns some hard 
le.sons during his training to be a forest 


Allumette. New York, Parents’ Magazine aoe fire fighter. [PZ7.W173Fi] [Fic] 74-5753 


Press [1974] p. cm. ISBN 0-8193-0730/7 


wat 


JUVENILE 


L Title. 
Prepared from C.I.P. 


WARREN, Mary Phraner. JUV 
River School detectives. Illustrated by Joe 
and Beth Krush. Philadelphia, Westminster 
Press [1974] 148 p. illus. 24 cm. ISBN 0- 
664-32549-1 Corky’s summer is full of 
activity as he cares for a collection of live 
snakes and helps his friends track down 
the mysterious killer of the local wildlife. 
[PZ7.W2535Ri] [Fic] 74-4050 5.50 

L Krush, Joe, illus. I. Krush, Beth, illus. 
I, Title. 


WATSON, Jane Werner, 1915- JUV 
Tanya and the geese. Drawings by June 
Goldsborough. Champaign, Ill, Garrard 
Pub. Co. [1974] p. ISBN 0-8116-6977-7 
With the help of three friends, Tanya 
recovers the geese and goose feathers 
needed for new featherbeds. 
Benne [E] 74-7360 3.18 (lib. 
g. 

T. Goldsborough, June, illus. IT. Title. 
Prepared from C.I.P. 


WEIL, Lisl. JUV 
Walt and Pepper. New York, Parents’ 
Magazine Press [1974] p. cm. ISBN 0- 
8193-0758-0 A neighboring cat and dog 
think they are enemies until one of them is 
missing for a while. [PZ7.W433Wal] [E] 
73-22183 4.50 

I. Title. 

Prepared from C.I.P. 


WEIR, LaVada. JUV 
Breaking point. Illustrated by Paul 
Konsterlie. Mankato, MN, Creative 


Education; [distributed by Childrens Press, 
Chicago, 1974] 31 p. col. illus. 23 cm. 
ISBN 0-87191-337-2 (Her Laurie Newman 
adventures) Laurie Newman tries to 
discover what has changed the high school 
teacher who, until a month ago, had 
always been fair and cheerful. 
[PZ7.W4415Br] [Fic] 74-641 4.95 (lib. 


bdg). 
T. Konsterlie, Paul, illus. IT. Title. 


WEIR, LaVada. JUV 
Laurie loves a horse. Illustrated by Paul 
Konsterlie. | Mankato, Mn. Creative 
Education; [distributed by Childrens Press, 


Chicago, 1974] 29 p. col. illus. 23 cm. 
ISBN 0-87191-352-6 (Her Laurie Newman 
adventures) Laurie takes care of the 
neighbor’s neglected horse and cannot face 
giving him back to his owner. 
eee [Fic] 74-643 4.95 (lib. 
bdg.). 

I. Konsterlie, Paul, illus. If. Title. 


WIESBAUER, Marcia. JUV 
The big green bean. Illustrated by Trina 
Hyman. [Lexington, Mass.] Ginn [1974] 
24 p. col. illus. 20 cm. ISBN 0-663-25475- 
2 (A Magic circle book) ”Reading 360.” 
When their garden produces a huge green 
bean, an old man and his wife take it to 
the queen in hopes of gaining a fortune. 
[PZ7.W6359Bi] [E] 73-81592 3.75 (pbk. 
package of 5) 

L Hyman, Trina Schart, illus. If. Title. 


WILDING, Suzanne. JUV 
Big jump for Robin. MUlustrated by Sam 
Savitt. New York, Parents’ Mazazine Press 
[1974, c1965] p. cm. ISBN 0-8193-0740-8 
Reprint of the ed. published by St. 
Martin’s Press, New York. To help her 
family with financial difficulties, Robin 
sells her beloved pony to a wealthy family 
with whose problems she soon becomes 
involved. [PZ7.W6464Bi5}] [F.c] 74-5489 
4.95 

L Savitt, Sam, illus. Il. Title. 

Prepared from C.I.P. Lib. bdg. 4.59, ISBN 
0-8193-0741-6 


WILLIAMS, Barbara. 
Albert's toothache. (lustrated by Kay 
Chorao. [Ist ed.] New Yark, Dutton 
[1974] [32] p. illus. 24 x 26 cm. ISBN 0- 
525-25368-8 Nobody believes Albert when 
he complains of a toothache. 
(PZ7.W65587Al] [E] 74-4040 4.95 

Í. Chorao, Kay, illus. IL Title. 


WILLIAMS, Ursula Moray, 1911- JUV 
Tiger nanny. With illus. by Gunvor 
Edwards. [lst U.S. ed.] Nashville, Nelson 
[1974] p. cm. ISBN 0-8407-6405-7 The 
zoo’s tiger cub that wants nothing more 
than to be a nanny creates world-wide 
headlines with the position she secures 
with a movie actress’ children. 
[PZ7.W6683Ti3] [Fic] 74-14518 5.95 

I. Edwards, Gunvor, illus. I. Title. 


JUV 


AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.I.P. 


WOLCOTT, Patty. JUV 
I'm going to New York to visit the Queen. 
Illustrated by Blair Drawson. (Reading, 
Mess.] Addison-Wesley [1974] p. ISBN 0- 
20:-08753-7 ”An Addisonian Press book.” 
Two children walk through the streets of 
New York and visit the ship, Queen 
Elizabeth II. [PZ7.W8185Im] [E] 74-730 
3.95 (lib. bdg.) 

I Drawson, Blair, illus. I], Title. 

Prepared from C.I.P. 


WONG, Olive. JUV 
From my window. Illustrated by Mark 
Bellerose. [Lexington, Mass.] Ginn [1974] 
16 p. col. illus. 23 cm. ISBN 0-663-25466- 
3 (A Magic circle book) ”Reading 360.” A 
box looks out at snow, trees, people, and 
otker things from his apartment window. 
[PZ7.W8423Fr] [E] 73-81587 3.75 (pbk. 
package of 5) 

I. Bellerose, Mark, illus. II. Title. 


WONG, Olive. JUV 
Here comes pops. \ilustrated by George 
Prize. [Lexington, Mass.] Ginn [1974] 24 
p. col. illus. 20 cm. ISBN 0-663-25465-5 
(A Magic circle book) "Reading 360.” 
Three children describe the fun they have 
with their elderly friend who takes them to 
the park. [PZ7.W8423He] [E] 73-82297 
3.75 (pbk. package of 5) 

I. Price, George, 1901- illus. II. Title. 


YORK, Carol Beach. JUV 
I will make you disappear. [lst ed.] 
Nashville, T. Nelson [1974] p. cm. ISBN 
0-€407-6410-3 Two young girls, spending a 
vacation with their family in a gloomy 
house, begin to play at witchcraft. 
(P27. Y82Iaw] [Fic] 74-13995 4.95 

I. Title. 

Prepared from C.I.P. 


ZIMNIK, Reiner. JUV 
Bily’s balloon ride. English version by 
Richard Whittingham. Northbrook, Ill., 
Hubbard Press [1974] p. cm. ISBN 0- 
8331-0033-5 Determined to fly, a little boy 
ties balloons to his bed and travels over 
meny lands. [PZ7.Z64Bi] [E] 74-6041 5.25 
I. Whittingham, Richard. If. Title. 
Prepared from C.I.P. 


PAPERBACK BOOKS are listed here in a separate section under which are recorded the mass-market and 
“trade” paperbacks published for general retail sale, library circulation and nontext reading in schools and colleges. 
Omitted from this Paperback section (but included in the general Weekly Record listings) are those paperbounds 
that are strickly textbooks, manuals, workbooks, highly specialized scientific and scholarly monographs, proceedings, 
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*AKERS, Alan Burt. FIC 
Manhounds of Antares. New York, DAW 
Books [1974] 185 p. 18 cm. 1.25 (pbk.) 

I. Title. : 
*AKERS, Alan Burt. FIC 
Prince of Scorpio Illustrated by Jack 
Gaughan. New York, DAW Books [1974] 
223 p. 18 cm. 1.25 (pbk.) 

i. Title. 


*ALLEN, James Lane. FIC 
The choir invisible. [New York] Avon 
[1974] 192 p. 18 cm. 0.95 (pbk.) 

Í. Title. 


ANDERSON, Carolyn. 641.8°62 
The complete book of homemade ice 
cream, milk sherbert, and sherbert. Illus. 
by Deanne Hollinger. New York, Bantam 
Books [1974, 1973] 243 p. illus. 18 cm. 
[TX795.A52] 1.25 (pbk.) 

1. Ice cream, ices, etc. I. Title. 


L.C. card number for original ed.: 76- 
182479. 
*ANNE-MARIEL. ‘FIC 


Murder in Venice, by Anne-Mariel. New 
York, Pinnacle Books [1974] 210 p. 18 cm. 
ISBN 0-523-00343-9 1.25 (pbk.) 

I. Title. 


*ANTHONY, Piers. FIC 
Kiai! [by] Piers Anthony and Roberto 
Fuentes. [New York] Berkley Pub. Co. 
[1974] 191 p. 18 cm. ISBN 0-425-02511- 
X. (A Berkley medallion book) 0.95 (pbk) 
I. Fuentes, Roberto, joint author. I. Title. 


oa ee Margaret Eleanor, 
939- 

Surfacing [by] Margaret Atwood. New 
York, Popular Library [1974, cl1973] 224 
p- 18 cm. [PZ4.A889Su4] [PR6051.T9] 
813.54 1.50 (pbk.) 

I. Title. 

L.C. card no. for original ed. is 72-86983. 


‘AUCHINCLOSS, Louis. FIC 
The rector of Justin. [New York] Avon 


FIC 


(1974, cl964] 288 p 18 cm. 
[PZ3.A898Tal] 1.25 (pbk.) 

Í. Title. 

*BAHRENBURG, 791.43°0233°0924 
Bruce. 


Filming the Great Gatsby. [New York] 

Berkley Pub. Co. [1974] 255 p. illus. 18 
- cm. ISBN 0-425-02576-4. (A Berkley 

medallion book) [PN1998] 1.25 (pbk.)} 

1. The Great Gatsby (Motion picture) I. 

Title. 


*BALDWIN, Faith. FIC 
A close and quiet love. [New York] 
Warner Paperback Library [1974, ¢1965] 
190 p. 18 cm. 0.95 (pbk.) 

Í. Title. 


BARRETT, William Edmund, FIC 
1900- 

The edge of things [by] William E. Barrett. 

[New York] Avon [1974] 350 p. 18 cm. 

[PZ3.B2766Ed] 1.50 (pbk.) 

Í. Title. 


L.C. card number for original ed.: 60- 
5913. Contents omitted. 

*BARRY, Iris. FIC 
The darkness at Mantia. [New York] 


Berkley Pub. Co. [1974] 173 p. 18 cm. 


ISBN 0-425-02542-X. (A Berkley 
medallion book) 0.95 (pbk.) 

I. Title. 

*BARRY, Mike. FIC 


Havana hit. [New York] Berkley Pub. Co. 
[1974] 192 p. 18 cm. ISBN 0-425-02527-6. 
(A Berkley medallion book) (The Lone 
Wolf series, #5) 0.95 (pbk.) 
L Title. 
a 


*BAUM, Vicki. FIC 
Grand hotel. [New York] Manor Books 
[1974, c1957] 315 p. 18 cm. 1.75 (pbk.) 

T. Title. 


BENNETT, Iva. 641.5°638 
The prudent diet, by Iva Bennett and 
Martha Simon. New York, Bantam Books 
(1974, c1973] 335 p. 18 cm. Bibliography: 
p. 322-324. [RM237.75B46] 1.95 (pbk.) 

1. Low-cholesterol diet. I. Simon, Martha, 
joint author. II. Title. 


L.C. card number for original ed: 75- 
182259. 
BENTON, John, 1933- FIC 


Carmen. New York, Bantam Books {1974, 
c1970} 166 p. 18 cm. [PZ4.B4788Car] 
[PS3552.E57] 8137.5’4 1.25 (pbk.) 

I Title. 


L.C. card number for original ed.: 74- 
112463. 
BERNSTEIN, Ken. FIC 


Intercept. New York, Pinnacle Books 
[1974, c1971] 252 p. 18 em. ISBN 0-523- 
00327-7 [PZ4.B52835In] [PS3552.E734] 
813.54 0.95 (pbk.) 

L Title. 


L.C. card number for hardbound ed.: 74- 
136437 
*BEST SF FIC 


The 1973 ed., edited by Harry Harrison 
and Brian Aldiss is available from Berkley 
Pub. Co. for 0.95 (pbk.). ISBN 0-425- 
02581-0. L.C. card no.: 74-116158 ed. 


BILLIK, Crownie. 641°.5°3 
The Brunch cookbook, by Crownie Billik 
and Kathy Kaufman. New York, Bantam 
Books [1974, cl1972] xii, 335 p. 18 cm. 
[TX733.B55 1974] 1.50 (pbk.) 

1. Brunches. 2. Cookery, International. Í. 
Kaufman, Kathy, joint author. I. Title. 


L.C. card number for original ed.: 72- 


1397. 


BIRD, Lois F. 301.4176453 
How to make your husband your lover 
[by] Lois Bird. New York, Bantam Books 
[1974, c1973] 202 p. 18 cm. [HQ46.B57] 
1.50 (pbk.) 

1. Sex instruction for women. I. Title. 


L.C. card number for original ed.: 73- 
79645 
*BLACK, David. FIC 


The Strangler. [New York], Manor Books, 
[1974] 224 p., 18 cm. 1.25 (pbk.) 
I. Title. 


BLACKSTOCK, Charity, pseud. FIC 
The jungle. [New York] Avon [1974, 
c1972] 222 p. 18 cm. ISBN 0-380-00009-1. 
(PZ3.T6306Ju3] [PR6070.065] 823.912 
0-380 1.25 (pbk.) 

I. Title. 


L.C. card number for original ed.: 70- 
172625. i 
BOGLE, Donald. 791.430973 


Toms, coons, mulattoes, mammies, and 
bucks; an interpretive history of Blacks in 
American films. New York, Bantam Books 
[1974, c1973] xiii, 364 p. illus. 18 cm. 
[PN1995.9.N4B6] 2.25 (pbk.) 

1. Negroes in moving-pictures. 2. Moving- 
pictures— United States—RHistory. I. Title. 


L.C. card number for original ed.: 72- 
76776. 
*BOOTH, Edwin. FIC 


Trouble at Tragedy Springs [New York] 
Berkley Pub. Co. [1974, c1966] 144 p. 18 
cm. ISBN 0-425-02556-X. (A Berkley 
medallion book) ”’ Western” 0.95 (pbk.) 

I. Title. 


BOULLE, Pierre, 1912- FIC 
Not the glory. [New York] Manor Books 


(1974, cl955) 235 p, 18 cm. 
(PZ4.B764No] 1.25 (pbk.) 
I. Title. 


L.C. card number for the hardbound ed.: 
55-10687 


BOVA, Benjamin. - FIC 
When the sky burned; a novel, by Ben 
Bova. New York, Popular Library [1974, 
c1973] 255 p. 18 cm. “Science-fiction™ 
[PZ4.B782Wh] [PS3552.084] 813’.5'4 1.25 
(pbk.) 

I. Title. 

L.C. card no. for original ed. is 72-95800. 


*BRALVER, Eleanor, 309. 1°73’092 
comp- 

Teenagers inside out, edited by Eleanor 

Bralver and Lou Jacobs, Jr. Photographs 

by high school students and the authors. 

New York, Pocket Books [1974] 253 p. 

illus. 18 cm. ISBN 0-671-47868-0. (A 


149 


*BRENNAN 


Washington Square Press book) [HQ796] 
0.95 (pbk.) 

d. Youth—United States. 2. United 
States—Soacial conditions—-1960- I. Jacobs, 
Lou, joint comp. IT. Title. 


*BRENNAN, Dan. FIC 
The badge of honor. New York, Belmont 
Tower Books [1974] 206 p. 18 cm. 
Mystery” 0.95 (pbk.) 

I. Title. 


BROCK, Ray, 1928- 684.082 
Now you need a toolbox. [New York, Dell 
Pub. Co.]; distributed by Dial Press [1974] 
p. cm. ISBN 0-8037-6751-X ”2.” Text and 
diagrams introduce a variety of carpentry 
tools and give instructions for making a 
tool box. [TT185.B76] 74-12047 1.50 
(pbk.) 

I.  Woodwork—Juvenile literature. 2. 
Carpentry—Tools—Juvenile literature. I. 
Title. 

Prepared from C.I.P. 


BROCK, Ray, 1928- 684.1°3 
You can build a table and a chair too! 
{New York, Dell Pub. Co.]; distributed by 
Dial Press [1974] p. cm. ISBN 0-8037- 
8823-1 1.” Illustrated step-by-step 
directions for building a table and chair. 
(TT185.B77] 74-12110 1.50 (pbk.) 

d. Woodwork—Juvenile literature. 2. 
Furniture making—Juvenile literature. I. 
Title. 

Prepared from C.I.P. 


BROMFIELD, Louis, 1896-1956 FIC 
Mrs. Parkington. (New York] Manor 
Books [1974] 320 p. 18 cm. Reprint of 
1942 ed. [PS3503.R66M52] 1.95 (pbk.) 

I. Title. 

L.C. card number for original ed.: 42- 
36416. 


BROMFIELD, Louis, 1896-1956. FIC 
The rains came. [New York] Manor Books 
[1974] 525 p. 18 cm. Reprint of the 1937 
ed. [PS3505.R66Ra] 1.75 (pbk.) 

I. Title. 


BROWN, Dee Alexander. 978 
The gentle tamers; women of the old wild 
West, by Dee Brown. New York, Bantam 
Books [1974, c1958] 295 p. illus. 18 cm. 
(Bantam Pathfinder editions). [F591.B87] 
1.50 (pbk.) 

1. Women in the West. 2. Frontier and 
pioneer life—The West. I. Title. 

ive card number for original ed: 58- 

164. 


BROWN, George 
Spencer. 

Only two can play this game [by] James 
Keys. ‘New York, Bantam Books [1974, 
c1972] 150 p. 18 cm. [CT788.B86418A36 
1974} 1.65 (pbk.) 

T. Title. 

L.C. card number for original ed.: 72- 
80667. 


828°.9°1407 


BUCHANAN, James David. FIC 
The professional.. New York, Pinnacle 
Books [1974 c1971] 212 p. 18 cm. ISBN 
0-523-00330-7. Mystery” [PZ4.B9193Pr] 
[PS3552.U325] 813.54 1.25 (pbk.) 

£ Title. 

L.C. card number for hardbound ed.: 72- 
77936. 


BURFORD, Lolah. FIC 
Edward, Edward; a part of his story and of 
history, 1795-1816, set out in three parts 
in this form of a new-old picaresque 
romance that is also a study in grace. New 
York, Bantam Books [1974, c1973] 690 p. 


rra 


18 cm. [PZ4.B947Ed] [PS3552.0714] 
813.54 1.75 (pbk.) 
I. Title. 


L.C. card number for original ed.: 73- 


` 182446. 


BURFORD, Lolah. FIC 
The vision of Stephen; an elergy. New 
York, Bantam Books [1974, ci972] 183 p. 
18 cm. [PZ4.B947V1] [PS3552.U714} 
813°.5°4 1.25 (pbk.) ; 

I. Title. 

L.C. card number for original ed.: 77- 
185142 


*BURMAN, Ben Lucien, 1895- JUV 
Blow for a landing. New York, Ballantine 
Books [1974, c1965] 240 p. 18 cm. ISBN 
0-345-24072-3. (A Mockingbird 500k) 1.50 


(pbk.) 
L Title. 


BURNFORD, Sheila (Every) JUV 
Mr. Noah and the second flood [by] Sheila 
Burnford. Illus. by Michael Foreman. 
New York, Pocket Books [1974, c1973] 94 
p. illus. 18 cm. ISBN 0-671-47916-4. (A 
Washington Square Press book) Convinced 
that a second flood is imminent as a result 
of today’s environmental pollution, Mr. 
Noah builds an art. [PZ7.B9342Mi] 0.95 
(pbk.) 
I Foreman, Michael, 1938- illus. II. Title. 
EC card number for original ed; 73- 
863. 


*CAILLOU, Alan. FIC 
Cairo Cabal. New York Pinnacle Books 
[1974] 273 p. 18 cm. ISBN 0-523-00358-7 
(rhe Coloriel Tobin War series) 1.25 (pbk.) 
» Litle. 


*CALDWELL, Celeste. , FIC 
Thirteen towers. New York, Belmont 
Tower Books [1974] 240 p. 1€ cm. 0.95 


CALDWELL, Taylor, 1900- FIC 
This side of innocence. New York, Popular 


Library [1974, c1948] 508 p. 18 cm. 
[PZ3.C1274] | [PS3505.A364A58] 1.50 
(pbk. 
L Title. 


*CAMBRAI, Jeanne. 301.42°84’0973 
Once is enough. [New York], Manor 
Books, [1974] 223 p., 18 cm [HQ834] 
1.50 (pbk.) 

1. Divorce—United States. I. Title. 


CAMERON, Gail. 973 9°0924 [B] 
Rose; a biography of Rose Fitzgerald 
Kennedy. [New York] Berkley Pub. Co. 
[1974, c1971} 320 p. illus. 18 cm. ISBN 0- 
425-02109-2 (A Berkley medallion book) 
[E748.K378C3] 1.50 (pbk.) 

i. Kennedy, Rose Fitzgerald, 1890- I. 
Title. 

L.C. card number for original ed.: 72- 
105595. 


*CAMERON, Kate. FIC 
The awakening dream. New York, Leisure 
Books [1974] 184 p. 18 cm. (Whispering 
hills gothic, #5) 0.95 (pbk.) 

I. Title. 


*CAMERON, Kate. FIC 
Legacy of terror. New Yorx, Leisure 
Books [1974] 254 p. 18 cm. (Whispering 
hills gothic, #4) 0.95 (pbk.) 

T, Title. 


CANTIN, Donald W. 623.82°02 
The care and maintenance of small boats 
[by] Donald Cantin. [New York] Manor 


AMERICAN BOOK PUBLISHING RECORD 


Books [1974, ci973] 177 p. illus. 18 cm. 
[VM321.C28] 1.65 (pbk.) 

i. Boats and boating—Maintenance and 
repair. I. Title. 

L.C. card number for hardbound ed.: 73- 
478€. 


*CARR, Kirby. FIC 
Whe killed you, Candy Castle? 
Chatsworth, Calif., Canyon Books [1974] 
[£974] 190 p. 18 cm. ISBN 0-89014-104-5 
(The Hitman, #1) 1. 50 (pbk.) 

I. Title. 


*CARTLAND, Barbara, 1902- FIC 
Journey to paradise. New York, Bantam 
Books [1974] 217 p. 18 cm. 0.95 (pbk.) 

I. Title. 


*CARTLAND, Barbara. 1902- FIC 
The ruthless rake. New York, Bantam 
Books [1974] 197 p. 18 cm. 0.95 (pbk.) 

I. Title. 


*CASSIDAY, Bruce. FIC 
To get along with the beautiful girls [New 
York] Manor Books [1974] 192 p. 18 cm. 
(The Bold Ones, #3) 1.25 (pbk.) 

L Title. 


*CHANG, Lee. FIC 
The year of the rat. [New York] Manor 
Booxs [1974] 192 p. 18 cm. (Kung Fu, #3) 
1.25 (pbk.) 

L T-tle. 


*CEANG, Lee. FIC 
The year of the snake. [New York] Manor 
Booxs [1974] 189 p. 18 cm. (Kung Fu, #2) 
1.25 (pbk.) 

I. Ttle. 


*CEASE, Glen. FIC 
Broad jump. n Tork, Leisure Books 


[1974] 202 p. cm. (Cherry 
Delight, #11) 1.25 (bk) 

I. Title. 

*CEILSON, Robert. FIC 


As the curtain falls. New York, DAW 
Booxs [1974] 174 p. 18 cm. 0.95 (pbk.) 
£ Title. 


CHISHOLM, Shirley, 
1924- 

The good fight. New York, Bantam Books 

[1974, cl973] 191 p 18 cm. 

[E840.8.C48A28] 1.50 (pbk.) 

i. Chisholm, Shirley, 1924- 2. Presidents— 

United States—Election--1972. 3. United 

States—Politics and government—1969- I. 

Title. 

L.C. card number for original ed.: 72- 

10630. 


*CHRISTIAN, Frederick H. FIC 
Trap Angel, by Frederick H. Christian. 
New York, Pinnacle Books [1974, c1973] 
149 p. 18 cm. ISBN 0-523-00452-4 (The 
Angel series, #4) 0.95 (pbk.) 

I. Title. 


CHRISTOPHER, Matthew F. JUV 
Long shot, by Matt Christopher. New 
York, Pocket Books [1974, c1966] 116 p. 
illus 18 cm. (An Archway paperback) 


320.9°73°0924 


Original title: Long shot for Paul. 
[PZ7.C458Lo] 0.75 (pbk.) 
£ Title. 


L.C card number for original ed: 64- 
14936. 


THE Citizen Kane book: 791.43°7 
Raising Kane by Pauline Kael. The 
shooting script by Herman J. Mankiewicz 
and Orson Welles and the cutting 
concinuity of the completed film. New 
York, Bantam Books [1974, cl1971] 465 p. 
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illus. 18 cm. 
Mankiewicz”: 
[PN 1997. C5117] 2.95 (pbk) 

1. Citizen Kane (Motion picture) I. Kael, 
Pauline. Raising Kane: 1971. IL 
Mankiewcz, Herman Jacob, 1897-1953. LI. 
Welles, Orson, 1915- IV. Citizen Kane 
(Motion picture) 

L.C. card number for original ed.: 72- 
149462. 


*CODY, Al. FIC 
Forbidden river. [New York] Manor Books 


"The ee of Herman J. 
449-458. 


(1974, c1952] 191 p. 18 cm. *Western” 
0.95 (pbk.) 

£ Title. 

*CODY, Al. FIC 


Trail of the maverick. [New York] Manor 


Books [1974, c1972] 192 p. 18 cm. 
”Western” 0.95 (pbk.) 

I. Title. 

COHEN, Arthur Allen, 1928- FIC 


In the days of Simon Stern; a novel, by 
Arthur A. Cohen. [New York, Dell, 1974, 
- 1973] 478 p. 18 cm. (Laurel edition) 
[PZ4.C6768In] [PS3553.0418] 813.54 
1.75 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
11429. 


*COLE, Jackson. FIC 
The lobo legion. New York, Popular 


Library [1974, c1950] 141 p. 18 cm. 
“Western” 0.75 (pbk.) 

I. Title. 

*COLLINS, Cornelius J. FIC 


Bitter is the fruit [by] Cornelius J. Collins. 
[New York] Berkley Pub. Co. [1974] 256 
p. 18 cm. ISBN 0-425-02535-9. (A Berkley 
medallion book) 1.25 (pbk.) 

I. Title. 


*CONAWAY, J. C. FIC 
Angel possessed, by J. C. Conaway. New 
York, Belmont Tower Books [1974] 197 p. 
18 cm. 0.95 (pbk.) 

T. Title. 


CONSUMER buying guide, 640.7305 
best buys & discount prices. [New York, 
Pocket Books, 1974] v. 18 cm. At head of 
os Consumer guide. This vol. compiled 

the editors of Consumer guide. 
Pex A1C5754] 72-6267387 1.50 (pbk.) 
1. Shopping—United States—Periodicals. 
2. Consumer education—Periodicals. 3. 
Commercial _ products—Periodicals. I 
Consumer guide. 


CONSUMER guide do it 684.08 
yourself products test report. [L. Teeman, 
editor. New York, New American Library, 
1974] 386 p. ilus. 18 cm. (Signet 
reference) On spine: Do-it-yourself 
products; [TA403.6. C66] 74-170903 1.95 


i. Building materials-—Handbooks, 
manuals, etc. 2. Tools—Handbooks, 
manuals, etc. I. Teeman, Lawrence, ed. II. 
Consumer guide. III. Title: Do it yourself 
products test report. 


*COOPER, Lynna. FIC 
The Brittany stones. New York, Ballantine 
Books [1974} 152 p. 18 cm. ISBN 0-345- 
26614-5. (A. Beagle Book) 0.95 (pbk.) 

L Title. 


COSTAIN, Thomas Bertram, 
1885- 

Below the salt [by] Thomas B. Costain. 

[New York] Avon [1974, c1957] 495 p. 18 

em. [PZ3.C8235Be] 1.50 (pbk.) 

L Title. 


FIC 


L.C. card number for original ed.: 56- 
10757. 


*COX, William. JUV 
The running back. New York, Bantam 
Books [1974] 148 p. 18 cm. (Bantam 
Pathfinder editions) 0.95 (pbk.) 

T. Title. 


COXE, George Harmon, 1901- FIC 
Double identity. [New York] Manor Books 
(1974, cl1970] 213 p. 18 cm. "M ystery” 
(P23. C83942Do] [PS3505.0963] 813.52 
1.25 (pbk.) 

I Title. 

re card number for original ed.: 76- 


*CRAIG, Ginger. FIC 
The sex broker. New York, Pinnacle Books 
[1974] 169 p. 18 cm. ISBN 0-523-00450-8. 


1.50 (pbk.) 

Lf, Title. 

*CRAWFORD, William. FIC 
Cop-kill New York, Pinnacle Books 


[1974] 186 p. 18 cm. ISBN 0-523-00308-0. 
(Stryker, #2) 0.95 (pbk.) 
Í. Title. 


*DANIELS, Norman. FIC 
Chase. [New York] Berkley Pub. Co. 
[1974] 159 p. 18 cm. ISBN 0-425-02553-5. 
(A Berkley medallion book) Adapted from 
the television pilot Chase written by 
Stephen J. Cannell. 0.95 (pbk) 

T. Title. 


DAVIDSON, William, 1918- 813.54 
Cut off New York Pyramid Books [1974, 
c1972] 220 p. 18 cm. ISBN 0-515-03377-4 
[PS3554.A92625] 1.50 (pbk.) 

I Title. 

L.C. card no. for original edition: 70- 
186495. 


DAVIS, Francyne. 641.5638 
The low blood sugar cookbook. Foreword 
by Carlton Fredericks. Introd. by Marilyn 
Hamilton Light. New York, Bantam Books 


(1974, cl973] xxiii, 199 p 18 cm. 
[RM237. 9.D38] 1.50 (pbk) 
Low-carbohydrate diet. 2. 


ae isi T. Title. 
L.C. card number for original ed.: 72- 
90832. 


DAVIS, Gwen. FIC 
Kingdom come. [New York] G. P. Putnam 
{1974, c1973] 160 p. 18 cm. ISBN 0-425- 
02530-0. (A Berkley medallion book) 
[PZ4.D2617Ki] [PS3554.A9346] 813°.5°4 


1.25 (pbk. 

I. Title. 

L.C. card numfor original ed.: 72-94259. 
Distributed by Berkley Pub. Co. 
DELMAR, Vina. FIC 


The freeways. [New rl, Manor ROE 
[1974, cl971] 257 18 
[PZ3.D3822Fr] [PS3507. E494] 813.52 Jo: 
153685 1.25 (pbk.) 

I. Title. 


*DENNIS, Ralph. FIC 
Pimp for the dead. New ae Popular 
Library [1974] 173 8 ; 
(Hardman, #4) ” Mystery” 0. is (pbk.} 

T. Title. 


*DERRICK, Lionel. FIC 
Mardi Gras massacre. New York, Pinnacle 
Books [1974] 178 p. 18 cm. ISBN 0-523- 
peo (The Penetrator, #5) 0.95 (pbk.) 

. Title. 


*DE VILLIERS, Gerard FIC 
Angel of vengeance, by Gerard de Villiers. 


DUFFIELD - 


Translated from the French by Lowell 
Bair. New York, Pinnacle Books [1974, 
c1973] 210 p. 18 cm. ISBN 0-523-00375-7. 


(The Malko series,#5) Originally 
published under title: S.A.S.: L’Ange de 
Montevideo. 1.25 (pbk.) 

L Title. 

*DE VILLIERS, Gerard. FIC 


Malko versus the CIA. Translated from the 
French by Adrian Shire. Revised English 
translation by Gerard de Villiers. New 
York Pinnacle Books [1974] 187 p. 18 cm. 


ISBN 0-523-00316-1 (The Malko 
series, #4) 1.25 (pbk.) 

I. Title. 

DE VRIES, Peter. FIC 


The blood of the lamb. New York, Popular 


Library [1974, c1961] 237 p. 18 em. 
[PZ3.D4998B}] 1.25 (pbk.) 

I. Title. 

L.C. card no. for original ed.: 62-8060. 
*DIANE. FIC 


Thumbing; our adventures as hitchhikers, 
by Diane and Brenda. New York, Pinnacle 
Books [1974] 184 p. 18 cm. ISBN 0-523- 
00298-X. 1.25 (pbk.) 


‘I. Brenda, joint author. H. Title. 


DICKSON, Gordon R. FIC 
The star road. [by] Gordon R. Dickson. 
New York, DAW Books [1974, c1973] 
208 p. 18 cm. [PZ4.D553St] [PS3554.1328} 
813’.5’°4 1.25 (pbk.) 

I. Title. 

Distributed by New American Library. 
L.C. card number for hardbound ed.: 72- 
89304. 


Nuance Frank Robert, 
Prepare now for a metric future, by Frank 
Donovan. New York, Popular Library 
[1974, cl1970] 212 p. 18 cm. [QC91.D64} 
1.25 (pbk.) 

1. Metric system. I. Title. 

L.C. card no. for original ed.: 71-116527. 


DRAEGER, Donn F. 796.8095 
Asian fighting arts [by] Donn F. Draeger 
and Robert W. Smith. [New York] Berkley 
Pub. Co. [1974, c1969] 207 p. illus. 20 cm. 
ISBN 0-425-02501-2. (A Berkley 
medallion book) Bibliography: p. 193-198. 
[GV1111.D7] 1.95 (pbk.) 

i. Fighting, Hand-to-hand. I Smith, 
Robert W., 1926- joint author. IT. Title. 
ae number for original ed.: 69- 
163 


DRUMMOND, Ivor. FIC 
The jaws of the watchdog. New York, 
Pyramid Books [1974 c1973] 253 p. 18 
em. ISBN 0-515-03367-7 [PZ4.D7933Jaw] 
[PR6054.R79] 823’.9°14 1.25 (pbk.) 

I. Title. 

L.C. card no. for original edition: 72- 
89593. 


389.152 


DUFFIELD, Anne 1895- FIC 
Come back, Miranda. [New York] Berkley 
Pub. Co. [1974, c1954] 255 p. 18 cm. 
ISBN 0-425-02518-7 (A Berkley medallion 
book) [PZ3.D8724Co] 0.95 (pbk.) 

I. Title. 

L.C. card number for original ed.: 55- 
43909. 


DUFFIELD, Anne, 1895- FIC 
The golden summer. [New York] Berkley 
Pub. Co. [1974, c1954] 272 p. 18 cm. 


ISBN 0-425-02500-4. {A Berkley 
Ao book) [PZ3. pea) 0.95 
pbk.) 

L. Title. 
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DU 


L.C. card number for original ed.: 55- 
10197. 


DU MAURIER, Daphne, 1907- 928.2 
The infernal world of Branwell Bronte. 
[New York] Avon [1974, c1960] 352 p. 18 
cm. Bibliography: p. 335-340. 
[PR4174.B2D8] 1.50 (pbk.) 

i. Bronte, Patrick Branwell, 1817-1848. 2. 
Bronte family. I. Title. 

L.C. card number for original ed.: 60- 
51761. 


DUNMORE, Spencer, 1928- FIC 

The last hill New York, Pinnacle Books 

(1974, cl1973} 215 p. 18 cm. ISBN 0-523- 

00307-2 Originally published under title: 

Tower of Strength. [PZ4.D922Las3] 

[PR6054.U53] 813’.5°4 0.95 (pbk.) 

1. World War, 1939-1945—Fiction. I. 

Title. 

i card number for hardbound ed.: 73- 
4. 


DURDEN, Kent. 598.9'1 
Gifts of an eagle. Illus. by Peter Parnall. 
New York, Bantam Books [1974, c1973] 
152 p. illus. 18 cm. (Bantam Pathfinder 
editions) [QL795.B57D87 1974] 1.25 
(pbk.) 

1. Golden falcon—Legends and stories. I. 
Title. 

L.C. card number for original ed.: 72- 
11705. 


*EBON, Martin. 6127.399 
Which vitamins do you need? \ntroduction 
by Dr. Henry Schroeder. New York, 
Bantam Books [1974] 287 p. 18 cm. 
[RM259] 1.50 (pbk.) 
1. Vitamins. I. Title. 
EDETSON; Edward, 791.43°0909'16 
Great monsters of the movies. New York, 
Pocket Books [1974, c1973] 119 p. illus. 
18 cm. ISBN 0-671-29616-7. (An Archway 
paperback) [PN1995.9.H6E3] 0.75 (pbk.) 
1. Horror films—History and criticism. I. 
Title. 

L.C. card number for original ed.: 72- 
87499. 


EDWARDS, Anne, 1927- FIC 
Haunted summer. New York, Bantam 
Books [1974, cl1972] 198 p. 18 cm. (A 
Bantam gothic novel) [PZ4.E247Hau] 
[PS3555.D87] 813°.5’4 1.25 (pbk.) 

1. Shelley, Mary Wollstonecraft (Godwin) 
1797-1851, in fiction, drama, poetry, etc. 
2. Shelley, Percy Bysshe, 1792-1822, in 
fiction, drama, poetry, ete. 
George Gordon Noel Byron, Baron, 1788- 
1824, in fiction, drama, poetry, etc. I. 
Title. 

rae number for original ed.: 72- 


EGLETON, Clive. FIC 
The Judas mandate. New York, Pinnacle 
Books [1974, cl1972] 251 p. 18 cm. ISBN 
0-523-00352-8. Mystery” [PZ4.E32Ju3] 
[PR6055.G55} 823’.9°14 1.25 (pbk.) 

£ Title. 

L.C. card number for hardbound ed.: 78- 
183550 


EGLETON, Clive. FIC 
Last post for a partisan. New York, 
Pinnacle Books [1974, ci971] 224 p. 18 
cm. ISBN 0-523-00344-7. [PZ4.E32Las3] 
[PR6055.G35] 823’.9'4 1.25 (pbk.) 

Title. 

L.C. card number for hardbound ed.: 71- 
136447. 


*ELLENBERG, Al, comp. FIC 
Abduction: Fiction before fact. Containing 
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3. Byron,. 


text of Black abductor by Harrison James. 
Edited and with introduction by Al 
Ellenberg [New York, Dell, 1974] 183 p. 
18 cm. (A Dell-Grove book) 1.59 (pbk.) 

I. James, Harrison. Black abductor. II. 
Title. 


ELWOOD, Roger, comp. 813.0876 
The wounded planet, edited by Roger 
Elwood and Virginia Kidd. With an 
introduction by Frank Herbert. New York, 
Bantam Books [1974, cl973] xix, 235 p. 
18 cm. Original title: Saving worlds. 
[PZ1.E49Sav] [PS648.S3] 1.25 (pbk.) 

1. Science fiction, American. I. Kidd, 
Virginia, joint comp. IT. Title. 

Contents omitted. L.C. card number for 
original ed.: 72-84910. 


*EMERSON, Jill. FIC 
The trouble with eden. [New York] 
Berkley Pub. Co. [1974, c1973] 429 p. 18 
em. ISBN 0-425-02517-9. (A Berkley 
medallion book) 1.50 (pbk.) 

I. Title. 

L.C. card number for origina! ed.: 72- 
95561. 


ETTINGER, Robert C. W. 116 
Man into superman; the startlirg potential 
of human evolution - and how to be part 
of it [by] R. C. W. Ettinger. [New York] 


Avon [1974, cl972] 288 p 18 cm. 
Bibliography: p. 269-281. [ED450.E86] 
1.50 (pbk.) 


I. Man. 2. Superman. 3. Human evolution. 
4. Cryonics. I. Title. 
L.C. card number for origina. ed.: 76- 
184552. 
FAPER, Doris, 324°.3°0924 [B] 
24- 
Oh, Lizzie! The life of Elizabeth Cady 
Stanton. New York, Pocket Books [1974, 
c1972} 175 p. illus. 18 cm. ISBN 0-671- 
29617-5. (An Archway paperback) 
Summary: The biography cf a 19th 
century pioneer in the women’s rights 
movement. [JK1899.S7F33] [92] 0.75 
(pbk.) 
1. Stanton, Elizabeth (Cady) 1815-1902- 
Juvenile literature I. Title. 
L.C. card number for original ed.: 79- 
177322. 


FALKIRK, Richard, pseud. FIC 
1929- 

Blackstone’s fancy. New York, Bantam 

Books [1974, cl973] 195 p 18 cm. 

[PZ4.L2218Bls3] [PR6062.A47] 823.914 

1.25 (pbk.) 

I. Title. 

L.C. card for original ed.: 73-80798. 

*FARMER, Fannie Merritt, 641.5 


1857-1915. 

The original Boston cooking-school cook 
book 1896. New York, New American 
Library [1974] 567 p. 21 cm. (A Plume 
book) Facsimile of the Boston Cooking- 
School Cook Book. [TX715] 3.95 (pbk) 

1. Cookery, American—Massachusetts. I. 
Title. 

L.C. card number for original ed.: 73- 
5901. 


*FARMER, Philip Jose. FIC 
Hadon of ancient Opar. New York, DAW 
Books [1974] 224 p. 18 cm. 1.25 (pbk.) 

I. Title. 


*FARNSWORTH, Mona. FIC 
The menace of Marble Hill. [New York] 
Manor Books [1974] 191 p. 18 cm. 0.95 
(pbk.) 

I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


FARRELL, James Thomas, 1904- FIC 
What time collects [by] James T. Farrell. 
[New York] Manor Books [1974, c1964] 
421 p., 18 cm. [PZ3.F2465Wf] 1.50 (pbk.) 
L Title. 

L.C. card number for hardbound ed.: 64- 
11695 


*FISHER, Clay. FIC 
Apache ransom. New York, Bantam Books 


[1974] 151 p. 18 cm. “Western” 0.75 
(pbk.) 
i. Title. 
FITZGERALD, Arlene J. 133’.3°35 
Numbers for lovers [by] Arlene J. 
Fitzgerald. [New York] Manor Books 


[1974] 192 p. 18 cm. Bibliography: p. 
191-192. [BF1623] 1.25 (pbk.) 
1. Symbolism of numbers. I. Title. 


FLEMING, Joan Margaret. FIC 
Be a good boy. [New York] Putnam [1974, 
c1971] 191 p. 18 cm. ISBN 0-425-02488-1. 
(A Berkley medallion book) ”Mystery” 
[PZ3.F62845Be3] [PR6011.L46] 823’.9'14 
0.95 (pbk) 

i. Title. 

L.C. card number for original ed.: 74- 
175253. Distributed by Berkley Pub. Co. 


*FLOREN, Lee. FIC 
Trail to high pine [New York] Manor 

Books [1974, c1956] 220 p. 18 cm. 

”Western” 0.95 (pbk.) 

I. Title. 

L.C. card number for original ed.: 56-7021 

FLYNN, Errol 791.43°028'0924 B 
Leslie, 1909-1959. 

My wicked, wicked ways. [New York] 

Berkley Pub Co. [1974, c1959] 383 p. 18 

cm. ISBN 0-425-02512-8. (A Berkley 

medallion book) [PN2287.F55A3] 1.25 

(pbk.) 

1. Actors—Correspondence, reminiscences, 

etc. I. Title. 

L.C. card number for original ed.: 59- 

7849. 


FORBES, Stanton, 1923- FIC 
Welcome, my dear, to Belfry House. [New 
York] Manor Books [1974, c1973] 179 p. 
18 cm. [PZ4.F69255Dh] [PS3556.067] 
813.54 0.95 (pbk.) 

Í. Title. 

L.C. card no. for original ed. is 72-89821. 


FOX, Sonny. 818°.5°407 
Funnier than the first one; a new joke 
book. New York, Putnam [1974, cl1972] 95 
p. ius. 18 cm. ISBN 0-425-02536-5. (A 
Berkley medallion book) A collection of 
jokes and riddles with advice for successful 
joke telling. [PZ8.7.F66Fu] 0.75 (pbk.) 

I. Gray, Bob, 1928- illus. II. Title. 

L.C. card number for original ed.: 70- 
189883. Distributed by Berkley Pub. Co. 


FRIEDLAND, Ronald, 1937- FIC 
Bringing it all back home. [New York] 
Berkley Pub. Co. [1974, c1971}] 256 p. 18 
cm. ISBN 0-425-02336-1 (A Berkley 
medallion book) [PZ4.F89845Br] 
[PS3556.R49] 813°.5’4 1.25 (pbk.) 

I. Title. 

L.C. card number for original ed.: 75- 
13492. 


FRIEDMAN, Myra. 784’.092’4 B 
Buried alive; the biography of Janis Joplin. 
New York, Bantam Books [1974] 398 p. 
illus. 18 cm. [ML420.J77F7] 1.95 (pbk.) 

I. Joplin, Janis. I. Title. 

L.C. card number for hardbound ed.: 78- 
189274. 
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FULLER, John Grant, 1913- 001.9 
Incident at Exeter; unidentified flying 
objects over America now [by] John G. 
Fuller. [New York] Putnam [1974, c1966} 
221 p. illus. 18 cm. ISBN 0-425-02539-X. 
(A _Berkléy medallion book) [TL789.F8] 
1.25 (pbk.) 

1. Flying saucers. I. Title. 

L.C. card number for original ed.: 66- 
20274. Distributed by Berkley Pub. Co. 


FULLER, John Grant, 1913- 001.9 
The interrupted journey [by] John G. 
Fuller. Introduction by Benjamin Simon. 
{New York] Berkley Pub. Co. [1974, 
c1966] 350 p. illus. 18 cm. ISBN 0-425- 
02572-1. (A Berkley medallion book) 
(TL789.F82] 1.25 (pbk.) 

4. Hill, Barney. 2. Hill, Beatrice. 3. Flying 
saucers. I. Title. 

L.C. card number for original ed.: 66- 
27393. 


GERRAS, Charles. 641.5 
Natural cooking the Prevention way; 
hundreds of nutrition-packed recipes from 
the readers of Prevention, edited by 
Charles Gerras. New York, New American 
Library [1974, c1972] 357 p. 21 cm. (A 
Plume book) [TX715.G385] 4.95 (pbk.) 

1. Cookery. I. Prevention. Il. Title. 

L.C. card number for original ed.: 72- 
75325. 


GERSON, Noel 
Bertram, 1914- 
Light-Horse Harry, a biography of 
Washington’s great cavalryman, General 
Henry Lee [by] Noel B. Gerson. New 
York, Ballantine Books [1974, c1966] 241 
p. 18 cm. ISBN 0-345-24073-1. (A 
ooo book) ` [E207.L5G4] 1.50 


1. Lee, Henry, 1756-1818. I. Title. 
L.C. card number for original ed.: 66- 
17424. 


GIBSON, William, 1914- 812.54 
American primitive: the words of John & 
Abigail Adams put into a sequence for the 
theater, with addenda in rhyme. New 
York, Bantam Books [1974, c1972] 115 p. 
18 cm. First presented under title: John 
and Abigail. [PS3513.12824J6] 1.65 (pbk.) 
1. Adams, John, Pres. U.S., 1735-1826. 2. 
Adams, Abigail (Smith) 1744-1818. I. 
Title. If. Title: John and Abigail. 

L.C. card number for original ed.: 77- 
184721. 


` *GILMAN, George G. FIC 
Black vengeance, by George G. Gilman. 
New York, Pinnacle Books [1974] 147 p. 


357.10924 [B] 


18 cm. ISBN 0-523-00333-1. (The 
Edge, #10) *Western” 0.95 (pbk.) 

L. Title. 

*GILMAN, George G. FIC 


Sioux uprising, by George G. Gilman. New 
York, Pinnacle Books [1974] 148 p. 18 cm. 
ISBN 0-523-00360-9. (The Edge,#11) 
”Western” 0.95 (pbk.) 

I. Title. 


GODEY, John, pseud. FIC 
This year’s death. [New York] Berkley 
Pub. Co. [1974, c1953] 176 p. 18 cm. 
ISBN 0-425-02538-1 (A Berkley medallion 
book) ”Mystery” [PZ3.F87557Th] 0.95 
(pbk.) $ 
I. Title. 
L.C. card number for original ed.: 52- 
"13385. 


*GOINES, Donald. FIC 
Eldorado Red. Los Angeles, Calif. 
Holloway House 1974 219 p. 18 cm. ISBN 
0-87067-447-1 1.50 (pbk.) 


L. Title. 


GOLD, Ann. 613.25 
Diet watchers guide, by Ann Gold and 
Sara Welles Briller. [New York, Bantam 
Books [1974, c1968] 85 p. 14 cm. (A 
a minibook} [RM222.2G59] 0.60 
pbk. 

1. Low-calorie diet. I. Briller, Sara Welles, 
joint author. I. Title. 

L.C. card number for original ed.: 68- 
15294. 


*GRAYSON, Elizabeth. FIC 
Macabre manor. [New York] Manor ‘Books 
1974] 191 p. 18 cm. 9:73 (pbk.) 


I. Title. 
*GRIMM, Tom. 770 
The basic book of. photography. 


Photographs by Tom and Michele Grimm. 
Drawings by Ezelda Garcia. New York, 
New American Library [1974] 288 p. illus. 
21 cm. (A Plume Book) [TR145] 73-90907 
4.95 (pbk) 

1. Photography. I. Title. ` 


*GUINNESS book of world 032 
records. Prepared by Norris and Ross 
McWhirter. 

The 1974 revised and enlarged edition is 
available from Bantam Books for 1.75 


(pbk.) > 


GUTTERIDGE, Lindsay, 1923- FIC 
Killer pine. [New York] Putnam [1974, 
c1973] 159 p 18 cm. (A Berkley 
medallion book) *Science-fiction” 
(PZ4.G986Ki3] [PR6057.U84] 823.914 
0.95 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
97295. Distributed by Berkley Pub. Co. 


GUY, Rosa. JUV 
The friends. New York, Bantam Books 
(1974, cl1973] 185 p. 18 cm. (Bantam 
Pathfinder editions) Phyllisia eventually 
recognizes that her own selfish pride rather 
than her mother’s death and her father’s 
tyrannical behavior, created the gulf 
between’ her and her best friend. 
[PZ7.G987Fr] 1.25 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
11068. 


*HALL, Stephanie. FIC 
The witch of Murray Hill. New York, 
Popular Library [1974] 253 p. 18 cm. 0.95 
(pbk.) 

I. Title. 


*HANNA, David. 364.10924 [B] 
Bugsy Siegel. New York, ee Tower 
Books [1974] 189 p. 18 (The 
Godfather series) [HV6248] 1.25 “(pbk.) 

1. Mafia. I. Title. 


*HARDIN, John W. FIC 
Sierra silver, by John W. Hardin. New 
York, Belmont Tower Books [1974] 203 p. 
18 cm. (Fargo, #16) 0.95 (pbk.) 

I. Title. 


*HARDY, Adam. FIC 
Sea of gold. New York,. Pinnacle Books 
[1974, c1973] 151 p. 18 cm. ISBN 0-523- 


00400-1 (The  Fox,#6) Originally 
published under title: Blood for Breakfast. 
0.95 (pbk.) 

L Title. 

HARRIS, Marilyn. FIC 


Hatter Fox. New York, Bantam Books 
(1974, ©1973] 273 cm. 
[PZ4.H3145Hat] [PS3558. A648) 813.54 
1.50 (pbk.) 


HESSE 


I. Title. : 
L.C. card number for original ed.: 73- 
5057. 


HARTH, Dorothy E., 
comp. 

Voices of Aztlan; Chicano literature of 
today. Edited by Dorothy E. Harth and 
Lewis M. Baldwin. New York, New 
American Library [1974] 246 p. 18 cm. (A 
Mentor book, 451 MJ1296) Bibliography: 
p. 242-243. [PS508.M4H3] 73-93824 1.95 
(pbk.). 

1. American Iiterature—Mexican American 
authors. 2. American  literature—20th 
century. T. Baldwin, Lewis M., joint comp. 
Il. Title. 


810’.8°086872 


HAVE I got a girl for 741.9973 
you. [ist ed. Chicago] Playboy Press 
[1974] 128 p. illus. 18 cm. ”Cartoons from 
Playboy.” [NC1428.H37] 72-93812 0.95 
(pbk.) 

1. American wit and humor, Pictorial [ 
Playboy. 


*HAYES, Ralph. FIC 
The bloody Monday conspiracy. New 
York, Belmont Tower Books [1974] 188 p. 
18 cm. (The Liquidator, # 1) 0.95 (pbk.) 

I. Title. 


*HAYES, Ralph. FIC 
The Turkish Mafia conspiracy. New York, 
Belmont Tower Books [1974] 170 p. 18 
cm. (Agent for Cominsec, #3) 0.95 (pbk.) 
I. Title. 


HEINLEIN, Robert Anson, 1907- FIC 
Time enough for love; the lives of Lazarus 
Long [by] Robert A. Heinlein. [New York] 
Putnam [1974, c1973] 589 p. 18 cm. ISBN 
0-425-02493-8 (A Berkley medallion book) 
”Science-fiction”. (PZ3.H364Ti3] 
[PS3515.E288] 813°.5°4 1.95 (pbk) 

T. Title. 

L.C. card number for original ed: 72- 
98131. Distributed by Berkley Pub. Co. 


HENDERSON, Nancy. 248.8°943°2 

Out of the curtained world. New York 

Pyramid Books [1974, c1972] 285 p. 18 
ISBN 0-515-03383-9 

[BX4668. 3.H45A35] 1.50 (pbk.) 

1. Ex-nuns—Fersonal narratives. I Title. 

L.C. card no. for original edition: 74- 

1711297. 

*HERBERT, Anthony L., 793.732 

comp. 

Pinnacle’s word-find puzzle book. 

No. 4 is available from Pinnacle Books for 

0.95 (pbk.) ISBN 0-523-00379-X. 


*HERSHMAN, Morris. FIC 
The cure. [New York] Berkley Pub. Co. 
[1974] 271 p. 18 cm. ISBN 0-425-02510-1. 
(A Berkley medallion book) 1.25 (pbk.) 

I. Title. 


*HERVEY, Michael. 001.93 
Fraternity of the weird. New York, Ace 
Books [1974? c1969}] 157 p. 18 cm. (The 
Exorcism series, book vii) [AGS] 1.25 
(pbk.) 

1. Curiosa. I. Title. 


HESSE, Herman, 1877- 837.912 
1962. 
Gertrude. Translated by Hilda Rosner. 


New York, Bantam Books [1974, c1969] 
215 p. 18 cm. [PZ3.H4525G5] 
[PT2617.E85] 1.50 (pbk.) 

I. Title. 

L.C. card number for original ed: 69- 
13738. 


HEYER 


HEYER, Georgette, 1902- FIC 
The Corinthian. New York, Bantam Books 
(1974, cl971] 215 p 18 cm. 
{[PZ3.H514Cor] 1.25 (pbk) 

f Title. 


HEYER, Georgette, 1902- FIC 
The foundling. [New York] Berkley Pub. 
Co. [1974, c1948] 463 p. 18 cm. ISBN 0- 
425-02541-1. (A Berkley medallion book) 
[PZ3.H514Fp] 1.25 (pbk.) 

i. Title. i 

L.C. card number for original ed: 48- 
5866. s 

HEYER, Georgette, 1902- FIC 


The unknown Ajax. New York, Putnam. 


[1974, c1959] 432 p. 18 cm. ISBN 0-425- 
02516-0. (A Berkley medallion book) 
[PZ3.H514Un] 1.25 (pbk.) 

I. Title. 

L.C. card number for the original ed.: 60- 
8471. Distributed by Berkley Pub. Co. 


*HILL, Grace Livingston. FIC 
Spice box. New York, Bantam Books 
[1974] 249 p. 18 cm. 0.95 (pbk.) 

i. Title. i 


*HILL, Grace Livington. FIC 
The search. New York, Bantam Books 
[1974, c1947] 216 p. 18 cm. 0.95 (pbk.) 

E Title. 


HOLL, Adolf. 232 
Jesus in bad company. Translated from the 
German by Simon King. New York, Avon 
[1974, c1973] 191 p. 18 cm. (A Discus 
book) Translation of Jesus in schlecter 
Gesellschaft Includes bibliographical 
references. [BT202.H5913 1974] 1.65 


1. Jesus Christ—Person and offices. I. 
Title. 
L.C. card number for original ed: 72- 
78146. 


*HOLLOWAY, Theresa. FIC 

Roses for Paula. [New York] Manor Books 

Pate c1969] 191 p. 18 cm.-0.95 (pbk.) 
itle. 


HOLMES, Marjorie, 1910- FIC 
‘ Twa ‘from Galilee. New York, Bantam 


Books {1974, c1972] 214 p. 18 cm. 
[PZ3.H7357Tw] [PS3515.04457] 813°.5°4 
1.50 (pbk.) 

L Title. 


L.C. card number for original ed.: 72- 
60273. 


HOSKINS, Robert, comp. __ FIC 
Wondermakers 2. Greenwich, Conn., 
Fawcett Publications [1974] 320 p. 18 cm. 
(A Fawcett premier book) [PZ1.H799Wo] 


[PS648.S3] 813°.0876 74-170296 1.25 
(pbk.). 

1. Science fiction, American. I Title. 
Contents omitted. 

HOUGH, Richard 359.1°334 


Alexander, 1922- 
Captain Bligh and Mr. Christain; the men 
and the mutiny [by] Richard Hough. [New 
York] Berkley Pub. Co. [1974, ct973] 344 
p. illus. 18 cm. ISBN 0-425-02523-3. (A 
Berkley medallion book) Bibliography: p. 
333-336. [DA87.1.B6H68] 1.50 (pbk.) 
i. Bligh, William, 1754-1817, 2. Christain, 
Fletcher, 1764-1793. 3. Bounty (Ship) 4. 
Pitcairn Island. I. Title. 
L.C. card number for original ed.: 72- 
82713. 


*HOYT, Edwin P. FIC 
Hellfire in Tripoli, by Edwin P. Hoyt. New 
York Pinnacle Books [1974] 151 p. 18 cm. 
ISBN 0-523-00349-8 1.25 (pbk.) 


ara 


1. Title. 


HUA, Ellen Kei, 1945- 181.11 
Kung Fu meditations & Chinese proverbial 
wisdom. Selections adapted by Ellen Kei 
Hua. Calligraphy & illustrations by Maky. 
New York, Bantam Books [1974, c1973] 
jv. illus. 18 cm. [BL1810.H83] 73-7731 
1.50 (pbk.) 

1. Meditations. 2. Proverbs, Chinese. I 
Title. 


*HUNT, Edward. FIC 
Fire in my blood. [New York] Manor 
Books [1974] 191 p. 18 cm. 1.25 (pbk. o) 

I. Title. 


*JACK, Jeremiah. FIC 
The parajacker. {New York] Warner 
Paperback Library [1974] 173 p. 18 cm. 
0.95 (pbk.) 

I. Title. 


*JAMES, William M. FIC 
The first death. New York, Pinnacle Books 
[1974] 155 p. 18 cm. ISBN 0-523-00306-4. 


` (Apache, # 1) 0.95 (pbk.) 


L Title. 


*JAMES, William M. FIC 
Knife in the night, by William N. James. 
New York, Pinnacle Books [1374] 148 p. 
18 cm. ISBN 0-523-00397-8. (The Apache 
series, #2) 0.95 (pbk.) 

I, Title. 


JAMESON, Gardner. 613.2 
The new drinking man’s diet .and 
cookbook. The Drinking man’s diet by 
Gardner Jameson and Elliott’ Williams. 
The Drinking man’s diet cookbook, édited 
by Robert Cameron. New York, Bantam 


Books [1974, cl967]° 213 p. 18. cm. 
{RM222.2335] 1.95 (pbk) i 
1. Low-carbohydrate diet. 1. Williams, 


Elliott, joint author. I. Cameron, Robert 
W. The Drinking Man’s Diet Cookbook. 
Hf, Title. IV. Title: The Drinking man’s 
diet. 
L.C. card number for original ed.: 65- 
6497. 


JANOV, Albert. 616.8914 
The anatomy of mental il'ness. [New 
York] Berkley Pub. Co. [1974, c1971] 240 
p. 18 cm: ISBN 0-425-02494-6. (Berkley 
medallion book) Bibliography: p.-233-234. 
[RC480.5J27] 1.50 (pbk.) 

1. Psychotherapy. I. Title. 

L.C. card number for original.ed.: 75- 
171474. 


*JASON, Stuart. ` . FIC 
Valley of death, New York, Pinnacle 
Books [1974] 178 p. 18 cm. ISBN 0-523- 
00332-3. (The Butcher, #11) 0.95 (pbk.) 

T. Title. 


JOHN, Owen, 1918- FIC 

Sabotage Greenwich, Conn., Fawcett 

[1974, c1973] 207 p. 18 cm. (Fawcett crest 

book) [PZ4.J645Sab3] [PR6060.024] 

823°.9°14 72-94694 0.95 (pbk.) 

L Title. 

JOHNSON, Clive, 1930- 294.5°9 
comp. 


Vedanta; an anthology of Hindu scripture, 
commentary and ‘poetry, edited by Clive 


. Johnson. New York, Bantam Books [1974, 


c1971] x, 274 p. 18 cm. Bibliography: p. 
267-269. [PK2978.E516] 1.95 {pbk.) 
i. ‘Indic Iiterature—Transiations into 
English. 2. English literature—Translations 
from Indic. L Title. 

L.C. card number for original ed.: 75- 
126033. 


AMERICAN BOOK PUBLISHING RECORD 


JOHNSON, Eric W. 612.6007 
Love and sex in plain language, by Eric W. 
Johnson. Illus. by Russ Hoover. 
Foreword by Emily H. Mudd. New rev. 
ed. New York, Bantam Books [1974, 
c1965] 111 p. illus. 18 cm. (Bantam 

Pathfinder editions) [HQS56.. is 0.95 
(pbk.) 

1. Sex instruction. I. Title. 

EC. card number for original ed.: 65- 
13697. 


JOHNSON, Vera Scott. ' 133.335 
The secrets of number [by] Vera Scott 
Johnson and Thomas Wommack. [New 
York] Berkley Pub. Co. [1974, c1973] vii, 
243 p. illus. oe cm. ISBN 0-425-02532-2. 
(A medallion book) 
(SF 1629. POIs 0.95 (pbk.) 

1. Symbolism of numbers. 1. Wommack, 
Thomas, 1940- joint author. IT. Title. 

LÇ, card number for original ed.: 72- 
1541. ; 


JONES, Dennis Feltham. ° FIC 
Denver is missing [by] D. F. Jones. [New 
York] Berkley Pub. Co. [1974, c1971] 256 
p. 18 cm. ISBN 0-425-02509-8. (A Berkley 


medallion book) *Science-fiction” 
[PZ4.J752De3] [PR6060.0496] 823.914 
1.25 (pbk.) 

I. Title. 


L.C. card number for original ed.: 70- 
161102. 


JORDAN, Hope Dahle. JUV 
Danger at Loud Lake. New York, Pocket 
Books [1974, c1972] 149 p. 18 cm. ISBN 
0-671-29620-5. (An Archway paperback) 
Originally published under title: The 
fortune cake. Summary: A girl spending 
her 17th summer at a lake deepens her 
relationship with a retarded cousin & 
becomes involved with an escaped convict. 
[EZI 11624] 76-156920 0.75 (pbk.) 

. Title. 


*KALTER, Joanmarie, comp. 793.732 
Super seek-a-word. New York, Belmont 


Tower Books [1974] 128 p. 18 èm. 
[GV1507] 0.95 (pbk.) i 
I. Crossword puzzles. I. Title. 

*KALTER, Joanmarie, ed. 793,732 


Word hunt. 
No. 3 is available from Leisure Books, 
N.Y. for 0.75 (pbk.) 


*KAUFMAN, Sue. FIC 
The headshrinker’s test. [New York] 
Berkley Pub. Co. [1974, c1971] 223 p. 18 


cm. ISBN 0-425-02540-3. (A Berkley 
medallion book) 1.25 (pbk.) 

L. Title. 

KENT, Alexander. - Fic 


Sloop of war. [New York] Putnam [1974, 
c1972] 333 p. 18 cm. ISBN 0-425-02503-9 


(A Berkley medallion book) 
[PZ4.K369S13] [PR6061.E63] 8237.9°14 
1.25 (pbk.} s 

T. Title. 


L.C. card number for original ed.: 77- 
185055. Distributed by Berkley Pub. Co. 


*KERN, Gregory. FIC 
The gholan gate. New York, DAW Books 


[1974], 124 p. 18 cm. (Cap Kennedy, #7) 
0.95 pbk.) 
E Title. è 


*KETTLE, Jocelyn. ` FIC 
Memorial to the Duchess. [New York] 
Berkley Pub. Co. [1974, c1968} 320 p. 18 
cm. ISBN 0-425-02525-X. (A Berkley 
medallion book) Bibliography: p. 319-320. 
1.25 (pbk.} 

L Title. 


SEPTEMBER 30,1974 


-*KEVERN, Barbara. FIC 
Darkness falling. New York, Pinnacle 
Books [1974] 152 p. 18 cm. ISBN 0-523- 
00325-0. 0.95 (pbk.) 

L Title. 


KIKKAWA, Jiro. 591.5 
The behavior of animals [by] Jiro Kikkawa 
[and] Malcolm J. Thorne. New York, New 
American Library [1974, c1971] 223 p. 
illus. 21 cm. (A Plume book) Bibliography: 
p. 198-203. [QL751.K47 1974] 3.50 (pbk) 
1. Animals, Habits and behavior of. I. 
Thorne, Malcolm J., joint author. H. Title. 
re card number for original ed.: 70- 
2983. 


*KING, Betty. FIC 
The rose, red & white. New York Pinnacle 
Books [1974, c1970] 224 p. 18 cm. ISBN 
0-523-00305-6. (The shadow of the tower 
series) “Formerly published in Great 
Britain under the title the rose both red 
and white. 0.95 (pbk.) 

i. Title. 


*KLEEBERG, Irene. 646.2 
Sewing for bazaars. [New York, Bantam 
Books 1974] 96 p. illus. 16 cm. (A Bantam 
minibook) [TT705] 0.60 (pbk.) 

1. Sewing. I. Title. : 


*KNOX, Susan. 333.820973 
The energy crisis survival kit. [Introduction 
by Gerald Gold] [New York] Manor 
Books [1974] 224 p. 18 cm. The book 
published in arrangement with Strawberry 
Hill Pub. Co. [HD9545] 1.65 (pbk.) 

1. Power resources—United States. I. Title. 


KOHL, Herbert R. 428'.4 
Reading, how to [by] Herbert Kohl. New 
York, Bantam Books [1974, c1973] xiii, 
207 p. illus. 18 cm. [LB1050.K6 1974] 
1.95 (pbk. 

1. Reading. I Title. 

L.C. card number for the original ed.: 78- 
158608. 


*KOPPETT, Leonard. 796’.0212 
Guide to spectator sports. [New York] 
Berkley Pub. Co. [1974, cl1971] 304 p. 
illus. 18 cm. 
[GV567] 1.25 (pbk) 
i. Sports. I Title. 


KRAUS, Barbara. 
The dictionary of calories and 
carbohydrates. New and rev. ed. New 
York, New American Library [1974, 
c1973] xii, 388 p. 21 cm. (A Plume book) 
Original title: Calories and Carbohydrates. 
a p. 384. [TX551.K7] 2.95 
bk 


641.1°3’0212 


i. Food-—-Composition. 2. Food—Tables, 
calculations, etc. I. Title. 

L.C. card number for original ed.: 70- 
119037. 


*LANGE, John. FIC 
The last tomb. New York, Bantam Books 
[1974, c1968] 212 p. 18 cm. Original title: 
Easy Go. 1.25 (pbk.) 

L Title. > 


LAPHAM, Arthur L. FIC 
Justus [by] Arthur L. Lapham. New York 
Pyramid Books [1974, c1973] 269 p. 18 
cm. ISBN 0-515-03408-8 [PZ4.L313Ju] 
[PS3562A6].8137.5°4 1.50 (pbk.} * 

L Title. 

L.C. card no. for original edition: 73- 
79486. 


LATNER, Joel. 616.8°914 
The Gestalt therapy book; a holistic guide 
to the theory, principles, and techniques of 
Gestalt therapy developed by Frederick S. 


ISBN 0-425-02277-3. . 


Perls and others. New York, Bantam 
Books [1974, c1973] 243 p. 18 cm. 
Bibliography: p. 231-238. [RC489.G4L37] 
1.95 (pbk.) 

I. Perls, Frederick S. 2. Gestalt therapy. 3. 
Mental hygiene. I. Title. 

L.C. card number for original ed.: 73- 
82442. 


LEES, Dan. FIC 

Zodiac. New York, Pinnacle Books [1974, 

stora] [191 p.] 18 cm. ISBN 0-523-00453- 
Mystery” [PZ4.L4853Z03] 

TPREOG2. E418] 823°.9°14 1.25 (pbk.) 

L Title. 

L.C. card number for hardbound ed.: 72- 

80524. 


*LEVIN, Beatrice. FIC 
The singer and the summer song. [New 
York] Berkley Pub. Co. [1974, c1963] 144 
p. 18 cm. ISBN 0-425-02496-2. (A Berkley 
Highland book) 0.75 (pbk) 

I. Title. 


LISS, Howard. 794.603 
Bowling talk for beginners. tus. by Frank 
Robbins. New York, Pocket Books [1974, 
c1973] 103 p. illus. 18 cm. ISBN 0-671- 
29619-1. (An Archway paperback) A 
dictionary of bowling terms for the 
beginning bowler. [GV903.5.L57] 0.75 
(pbk) 

1. Bowling—Dictionaries, Juvenile. I. 
Robbins, Frank, 1917- illus. IE. Title. 

L.C. peard number for original ed.: 72- 
11883. 


LITTRELL, Dennis. FIC 
A perfectly natural act. New York 
Pinnacle Books [1974, c1973] 220 p. 18 
cm. ISBN 0-523-00357-9 [PZ4.L7816Pe] 
[PS3562.1787] 813°.5’4 1.50 (pbk.) 

L Title. 

L.C. card ‘number for hardbound ed.: 72- 
87620. 


*LORD, Jeffrey. FIC 
Ice dragon. New York Pinnacle Books 
[1974] 183 p. 18 cm. ISBN 0-523-00355-2 
(The Richard Blade series,#10) Science 
fiction. 0.95 (pbk.) 


I. Title. 
*LORY, Robert. FIC 
The greenflames of Aries. New York 


Pinnacle Books [1974] 158 p. 18 cm. ISBN 


0-523-00310-2 (Horrorscope,#1) 0.95 
(pbk.) 

I. Title. 

*LORY, Robert. FIC 
The revenge of Taurus. New York 


Pinnacle Books [1974] 178 p. 18 cm. ISBN 


0-523-00347-1 (Horrorscope,#2) 0.95 
(pbk.) 

L Title. 

*LORY, Robert. FIC 
The witching of Dracula. New York, 


Pinnacle Books [1974] 177 p. 18 cm. ISBN 
0-523-00398-6 (The Dracula horror 
series, #6) 0.95 (pbk.) 

i. Title. 


MCCARTHY, Mary Therese, 1912- FIC 
The groves of academe. New York, New 
American Library [1974, c1952] 302 p. 21 
fn) (A Plume book) [PZ3.M1272Gr] 3.95 
bk 

L e 

L.C. card number for original ed.: 55- 
7255. 


MACDOUGALL, Ruth Doan, 1939- FIC 
The cheerleader. New York, Bantam 
Books [1974, c1973] 276 p. 18 cm. 


MASTERS 
[PZ4.M1376Ch] [PS3563.A292] 81354 
1.50 (pbk.) 
I. Title. 


L.C. card number for original ed: 72- 
87621. 


*MACIVERS, Sarah. FIC 
The curse of Ravenwood. New York, 
Belmont Tower Books [1974] 234 p. 18 
cm. (Ravenwood, #1) 0.95 (pbk.) 

I. Title. 


*MACLEOD, Ruth. FIC 
Hawks of Gilenaerie. {New York] Manor 
Books [1974] 191 p. 18 cm. 0.95 (pbk.) 

I. Title. 


*MCMULLEN, Katie. FIC 
Heritage of folly. New York, Bantam 
Books [1974, c1961] 215 p. 18 cm. (A Red 
rose romance, # 144) 0.75 (pbk.) 

I. Title. 


MAGGIO, Joe. FIC 
Company man. New York, Pinnacle Books 
[{1974, c1972] 222 p. 18 cm. ISBN 0-523- 
00326-9. [PZ4.M1867Co] [PS3563.A345] 
813’.5°4 1.25 (pbk.) 

I. Title. 

L.C. card number for hardbound ed.: 76- 
175267. 


*MANNERS, Alexandra. FIC 
The Stone Maiden. [New York] Putnam 
(1974, c1973] 303 p. 18 cm. ISBN 0-425- 


02524-1. (A Berkley medallion book) 
[PZ4.M28197St] [PS3563.A5363] 813°.5°4 
1.25 (pbk.) 

L Title. 


L.C. card number for original ed.: 72- 
97302. Distributed by Berkley Pub. Co. 


MARCUS, Geoffrey Jules, 910.453 
The maiden voyage [by] Geoffrey Marcus. 
[New York] Manor Books gTa, c1969] 
320 p. illus. ibliographical 
references ie in References & notes 
(p. 299-316) [G530.T6M28] 1.95 (pbk.) 

i. Titanic (Steamship) I. Title. 

L.C. card no. for original ed. is 69-12670. 


*MARTIN, Gil. FIC 
Bad times coming. [New York] Berkley 
Pub Co. [1974, c1973] 144 p. 18 cm. (A 
Berkley medallion book) Western” 0.75 
(pbk) 

I. Title. 


*MARTIN, Gil. FIC 
Satan’s mules. {New York] Berkley Pub. 
Co. [1974] 160 p. 18 cm. ISBN 0-425- 
02533-0 (A Berkley medallion book) 
”’Western” 0.75 (pbk.) 

L. Title. 


MASON, Douglas R. FIC 
The Phaeton condition. [by] Douglas R. 
Mason. New York, Berkley Pub. Co. 
(1974, c1973] 191 p. 18 cm. ISBN 0-425- 
02499-7. {A Berkley medallion book) 
*Science-fiction” [PZ4.M3975PL3] 
{[PR6063.A76] 823’.9114 0.95 (pbk) 

I. Title. 

L.C. card number for original ed.: 72- 
85627. 


MASTERS, 
Anthony, 1940- 
The summer that bled; the biography of 
Hannah Senesh. New York, Pocket Books 
[1974, c1973] 338 p. illus. 18 cm. ISBN 0- 
671-48652-7. (A Washington Square Press 


940.54°86'420924 B 


book) Bibliography: p. 327. 
[CT1919,P38S945 1974] 1.65 (pbk.) 
Szenes, Hannah, 1921-1944. 2 


Holocaust, Jewish (1939-1945)—Hungary. 
I. Title. 
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* MAXWELL 


L.C. card number for original ed.: 72- 
88429. 


*MAXWELL, Patricia. FIC 
The court of Thorntree. New York, 
Popular Library [1974] 253 p. 18 cm. (A 
Queen-size gothic) 0.95 (pbk.) 

í. Title. 

MAY, Isopel. 453.21 


Putnam’s contemporary Italian dictionary. 
[by] Isopel May. Revised by Antonia 
Sansica Scott. Catherine Wilson, special 
editor to the American edition. [New 
York] Berkley Pub. Co. [1974, c1973] xvi, 
448 p. 18 cm. ISBN 0-425-02491-1. (A 
Berkley Medallion book) Originally 
published in 1954 under title: Collins new 
gem  Italian—English, English—Italian 
dictionary; published in 1963 under title: 
Collins Italian gem dictionary: Italian— 
English, English—Italian. [PC1460.M36} 
0.95 (pbk.) 

1. Italian language—Dictionaries—English. 
2. English language-—Dictionaries—lItalian. 
I. Scott, Antonia Sansica. H. Title. 

L.C. card number for original ed.: 72- 
95756. 


MESSEGUE, 
Maurice. 
Of men and plants; the autobiography of 
the world’s most famous plant healer. New 
York, Bantam Books [1974, c1973] vi, 345 
p. 18 cm. Translation of Des hommes et 
des plantes. [RS164.M39513 1974] 1.75 

(pbk.) 

1. Materia medica, Vegetable—Addresses, 
essays, lectures. I. Title. 

L.C. card number for original ed.: 72- 
81079. 


MILLAR, Margaret. FIC 
Vanish in an instant. [New York] Avon 


615°.351'0924 B 


1974, cl1952] 223 p. 18 cm. “Mystery” 
PZ3.M5995Van] 1.25 (pbk.) 

T. Title. 

MOHR, Ulrich. 940.545 


Sea raider: Atlantis, by Ulrich Mohr and 
A. V. Sellwood. New York, Pinnacle 
Books [1974, cl1955] 278 p. illus. 18 cm. 
ISBN 0-523-00313-7. Original title: 
Atlantis. [D772.A74M58] 1.50 (pbk.) 

1. Atlantis (Steamship) 2. World War. 
1939-1945, Naval Operations, German. I. 
Sellwood, A. V., joint author. I. Title. 
Ae ee number for original ed.: 53- 
34570. 


*MOORCOCK, Michael, 1939- FIC 
The oak and the room. [New York] 
Berkley Pub. Co. [1974] 160 p. 18 cm. 
ISBN 0-425-02534-9. (A Berkley 
medallion book) (The Chronicles of 
Corum, #5) 0.75 (pbk.) 

I. Title. 


*MOORE, Dorinne. FIC 
Flight from Eden Key. [New York] 
Berkley Pub. Co. [1974] 192 p. 18 cm. 


ISBN 0-425-02531-4. {A Berkley 
medallion book) 0.75 (pbk.) 

I. Title. 

*MOORE, Robin FIC 


The London switch, by Robin Moore and 
Al Dempsey. New York, Pinnacle Books 
{1974] 209 p. 18 cm. ISBN 0-523-00351- 
X. (The Pulsar international series, #1) 
1.25 (pbk.) 

J. Dempsey, Al, joint author. If. Title. 


MORAVIA, Alberto, pseud, 853.91 
1907- 


Bought and sold. Translated by Angus 
Davidson. [New York] Manor Books 
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(1974, c1971] [222 p.] 18 cm. Translation 
of II Paradiso. [PZ3.P6475Bo] 1.50 (pbk.) 
I. Title. 

L.C. card number for original ed.: 72- 
96313 


MORAVIA, Alberto, pseud. 
1907- 

Roman tales. Selected and translated by 
Angus Davidson. [New York] Manor 
Books [1974, c1957] 229 p. 18 cm. 
[PZ3.P6475Ro2] 1.50 (pbk.) 

I. Title. 

foes card number for original edition: 57- 


853.91 


MORAVIA, Alberto, pseud., 853.91 
1907- 

Two women. Translated by Angus 
Davidson. [New York} Manor Books 


{1974, c1958] 339 p., 18 cm. Published in 

Italy as La Ciociara. [PZ3.P6475Ty] 1.50 

(pbk.) 

L. Title. 

L.C. card number for hardbound ed.: 58- 

7439 

MORAVIA, Alberto, pseud, 853.91 
1907- 

The woman of Rome. Translated by Lydia 

Holland. [New York] Manor Books [1974, 

c1949] 433 p. 18 cm. [PZ3.P6475Wo] 1.75 

(pbk.) 

I. Title. 

L.C. card number for hardbound ed.: 49- 

10785. 


MURDOCH, Iris. FIC 
The black prince. [New York] Warner 
Paperback Library [1974, ci973] 432 p. 18 
cm. [PZ4.M974B13] [PR6063.U7] 
823’.9°14 1.75 (pbk.} 

L Title. 

L.C. card number for original ed.: 72- 
91828. 


*MURPHY, W. B. FIC 
Down and dirty. New York Pinnacle 
Books [1974] 177 p. 18 cm. ISBN 0-523- 
00346-3 (The Razoni & Jacksen detective 
series, #4) 0.95 (pbk.) 

I. Title. 


NAPIER, John. 
Big foot. [New York] Berkley 


001.9°4 
Pub. Co. 


- [1974, c1973] 239 p. illus. 18 cm. ISBN 0- 


425-02546-2 (A Berkley medallion book) 
Includes bibliographical references. 
[QL89.N36 1974] 1.25 (pbk.) 

I. Sasquatch. L Title. 

L.C. card number for original ed.: 71- 
179857, 


*NAYLOR, John. 133’.5404 
Your lucky stars: Aquarius. [New York, 

Bantam Books, 1974] 143 p. 18 cm. (A 

Bantam mini-book) [BF1701] 0.60 (pbk.) 
i Orson 2. Aquarius (Astrology) 1. 
sge. 


*NAYLOR, John. 133.5404 
Your lucky stars: Aries. [New York, 
Bantam Books, 1974] 143 p. 18 cm. (A 
Bantam mini-book) [BF1701] 0.60 (pbk.) 
a or 2. Aries (Astrology) L 
ite. 


*NAYLOR, John. 
Your lucky stars: Cancer. [New York, 
Bantam Books, 1974] 143 p. 18 cm. (A 
Bantam mini-book) [BF1701] 0.60 (pbk.) 
T proroscopes, 2. Cancer (Astrology) I. 
itle. 


*NAYLOR, John. 133°,.5404 
Your lucky stars: Capricorn. [New York, 
Bantam Books, 1974] 143 p. 18 cm. (A 
Bantam mini-book) [BF1701] 0.60 (pbk.) 


133.5404 


AMERICAN BOOK PUBLISHING RECORD 


1. Horoscopes. 2. Capricorn CAsroleny) L 
Title. 


*NAYLOR, John. 
Your lucky stars: Gemini. [New York, 
Bantam Books, 1974] 143 p. 18 cm. (A 
Bantam mini-book) [BF1701] 0.60 (pbk.) 

i. Horoscopes. 2. Gemini (Astrology) I 
Title. 


*NAYLOR, John. 133.5404 
Your lucky stars: Leo. [New York, 
Bantam Books 1974] 143 p. 18 cm. (A 
Bantam mini-book) [BF1701] 0.60 (pbk.) 

1. Horoscopes. 2. Leo (Astrology) 1. Title. 


*NAYLOR, John. 133’,5404 
Your lucky stars: Libra. [New York, 
Bantam Books, 1974] 143 p. 18 cm. (A 
Bantam mini-book) [BF1701] 0.60 (pbk.) 

1. Horoscopes. 2. Libra (Astrology.) L 
Title. 


*NAYLOR, John. 133°.5404 
Your lucky stars: Pisces. [New York, 
Bantam Books, 1974] 143 p. 18 cm. (A 
Bantam minibook) [BF1701] 0.60 (pbk.) 

a oss 2. Pisces (Astrology). I. 
ytle. 


*NAYLOR, John. 133’.5404 
Your lucky stars; Sagittarius. [New York, 
Bantam Books, 1974] 143 p. 18 cm. (A 
Bantam mini-book) [BF1701] 0.60 (pbk.) 

1. Horoscopes. 2. Sagittarius. I. Title. 


*NAYLOR, John. 133°.5404 
Your lucky stars: Scorpio. [New York, 
Bantam Books, 1974] 143 p. 18 cm. (A 
Bantam mini-book) [BF1701] 0.60 (pbk.) 

L fone: 2. Scorpio (Astrology.) T. 
itle. 


133°.5404 


*NAYLOR, John. 133.5404 
Your lucky stars: Taurus. [New York, 
Bantam Books, 1974] 143 p. 18 cm. (A 


Bantam mini-book) [BF1701] 0.60 (pbk.) 
- Horoscopes. 2. Taurus (Astrology) I. 
itle. 


*NAYLOR, John. 133’.5404 
Your lucky stars: Virgo. {New York, 
Bantam Books, 1974] 143 p. 18 em. (A 
Bantam mini-book) [BF1701] 0.60 (pbk.) 

1. Horoscopes. 2. Virgo (Astrology) I. 
Title. 


*NAZEL, Joseph. FIC 
Black is back. New York, Pinnacle Books 
[1974] 179 p. 18 cm. ISBN 0-523-00342-0 
(The Black series) 0.95 (pbk.) 

I. Title. 


NEELY, Richard. FIC 
The Sexton women. [New York] Berkley 
Pub. Co. [1974, c1972] 224 p. 18 cm. 
ISBN 0-425- eats 4. (A Berkeley 
medallion book [PZ4.N375Se] 
[PS3564.E25] 813°.5'4 0.95 (pbk) 

I. Title. 

L.C. card number for original ed.: 72- 
86878. 


NICOLE, Christopher. FIC 
The Amyot crime. New York, Bantam 
Books [1974, c1965] 278 p. 18 cm. 
[PZ4.N6425Ak] 1.25 (pbk.) 

L Title. 

L.C. card number for original ed.: 66- 
42469. - $ 


NICOLE, Christopher. FIC 
Amyot's Cay. New York, Bantam Books 


[1974, c1964] 312 p 18 om. 
[PZ4.N6425Am] 1.25 (pbk.) 

I. Title. 

L.C. card number for original ed: 65- 


3967. 


SEPTEMBER 30,1974 


*NOVAK, Robert. FIC 
The concrete cage. New York, Belmont 
Tower Books [1974] 188 p. 18 cm. (Joe 
Blaze, #3) 0.95 (pbk.) 

I. Title. 


NOVOTNY, Ann. 301.3°24°0973 
Strangers at the door; Ellis Island, Castle 
Garden, and the great migration to 
America. (Abridged edition) New York, 
Bantam Books [1974, cl972] 250 p. illus. 
18 cm. (Bantam pathfinder editions) 
[JV6450.N6]} 1.65 (pbk.) 

i. US—Emimigration and immigration— 
History. 2. U.S. Immigration Station, Ellis 
Island, N.Y. I. Title. 

L.C. card number for original ed.” 70- 
137989. 


*NULL, Gary. FIC 
The secret circle: operation royal family. 
New York Pyramid Books [1974] 188 p. 
18 cm. ISBN 0-515-03379-0 (Secret 
circle# 2) *Mystery” 73-21128 1.25 (pbk.) 
L Title. 


O’HARA, John, 1905-1970. FIC 
A rage to live. New York, Popular Library 


(1974, cl949] 564 p. 18 cm. 
[PZ3.03677Rag] 1.50 (pbk.) 

f Title. 

O’NEILL, Archie. FIC 


High bid for murder. New York, Bantam 
Books [1974] 187 p. 18 cm. (Jeff Pride 
series,#3) [PZ4.0554Hi] [PS3565.N48] 
813°.5°4 74-8089 0.95 (pbk.) 

I. Title. 


*OSTRANDER, Kate. FIC 
The sea tower. New York, Popular Library 
[1974] 256 p. 18 cm. (A Queen-size 
gothic) 0.95 (pbk.) 

I. Title. 


*OWEN, Dean. FIC 
Ramrod rebel. [New York] Manor Books 
(1974, c1960] 160 p. 18 cm. ”Western” 
0.95 (pbk.) 

I. Title. 


*PACK, Robert, comp. 821°.7 
Selected letters of John Keats, edited and 
with an introduction by Robert Pack. New 
York, New American Library [1974] 242 
p. 18 cm. ISBN 73-83712. (A Signet 
classic) Bibliography: [p. 239-242] 
[PR4836] 73-83712 1.95 (pbk.) 

1. Keats, John, 1795-1821-Correspondence, 
reminiscences, ete. I. Title. 


*PAIGE, Leslie. FIC 
A house possessed. New York, Belmont 
Tower Books [1974] 184 p. 18 cm. 0.95 


(pbk.) 
T. Title. 


PALMER, Arnold, 
1929- 

Go for broke; my philosophy of winning 
golf, by Arnold Palmer with William Barry 
Furlong. New York, Bantam Books Tso 
c1973] 274 p. 18 cm. [GV964.P3A29] 1.50 
(pbk.) 

i. Palmer, Arnold, 1929- 2. Golf I. 
Furlong, William Barry, joint author. II. 
Title. 

L.C. card number for original ed.: 72- 
90399. 


*PEARL, Ralph, 1914- 070.92°4 [B] 
Las Vegas is my beat. With a foreword by 
Jack Benny. New York, Bantam Books 
[1974, ¢1973] 277 p. 18 cm. [PN4874] 
1.50 (pbk.) 

T. Title. 
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*PENDLETON, Don. FIC 
Detroit deathwatch. New York, Pinnacle 
Books [1974] 182 p. 18 cm. ISBN 0-523- 


00419-2. (The Executioner, # 19) 1.25 
(pbk.) 

£ Title. 

*PENDLETON, Don. FIC 


Jersey Guns. New York, Pinnacle Books 
[1974] [169 p.] 18 cm. ISBN 0-523-00328- 
5. (The Executioner, #17) 1.25 (pbk.) 

I. Title. 


PENTECOST, Hugh. C 
A plague of violence. New York, Pinnacle 
Books [1974, c1970] 185 p. 18 cm. ISBN 
0-523-00451-6 (The John Jericho Mystery 
series, #6) [PZ3.P5412P] [PS3531.H442] 
813.52 1.25 (pbk.) 

I. Title. 

L.C. card number for hardbound ed.: 73- 
128860. 


PERLMAN, Dorothy. 6417.3°8 
The magic of honey. [New York] Avon 
[1974] 158 p. 18 cm. [SF539.P47] 1.25 
(pbk.) 

1. Honey. I. Title. 

L.C. card number for original ed.: 73- 
167506. 


PETTY, Richard. 796.72 B 
Grand National [by] Richard Perry as told 
to Bill Neely. [New York] Berkley Pub. 
Co. [1974, c1971] 175 p. 18 cm. ISBN 0- 
425-02455-5. (A Berkley |medallion book) 
[GV1032.P47A3] 0.95 (pbk.) 

I. Neely, Bill. I. Title. 


L.C. card number for original ed.: 78- 
163255. 

*PFOUTS, Anita, ed. 793.732 
Seek-a-word. 


No. 6 is available from Belmont Tower 
Books for 0.95 (pbk.) 


*PFOUTS, Anita, ed. 
Seek-a-word. 
No. 4 is now available from Belmont 
Tower Books, N.Y. for 0.75 (pbk.) 


793.732 


PHILIPS, Judson Pentecost, FIC 
1903 
The, Larkspur conspiracy, by Judson 


Philips. New York, Pinnacle Books [1974, 
c1973] 187 p. 18 cm. ISBN 0-523-00374-9. 


(Peter Styles mystery series, #10) 
[PZ3.P5412Lar] [PS3531.H442] 8137.52 
0.95 (pbk.) 

I. Title. 


L.C. card number for hardbound ed.: 73- 
7489. 


POWERS, Anne, 1913- FIC 
The gallant years. New York, Pinnacle 
Books [1974, c1946} 316 p. 18 cm. ISBN 
0-523-00314-5. [PZ3.P8726] 1.25 (pbk.) 

I. Title. 


*POWERS, Anne 1913- FIC 
No king but Caesar. New York, Pinnacle 


Books [1974, c1960] 343 p. 18 cm. ISBN | 


0-523-00337-4 1.25 (pbk.) 

{. Title. 

L.C. card number for hardbound ed.: 60- 
16847. 


*POWERS, Art. FIC 
Framed, by Art Powers and Mike 
Misenheimer. New York Pinnacle Books 
[1974] 212 p. 18 cm. ISBN 0-523-00359-5 
1.25 (pbk.) 

i. Misenheimer, Mike, joint author. I. 
Title. 


POYER, Joe. FIC 
The Chinese agenda. New York Pyramid 
Books [1974, c1972] 280 p. 18 cm. ISBN 


RICHLER 


0-515-03382-0 (PZ4.P8894Ch] 
[PS3566.098] 813°.5’472 1.50 (pbk.) 

I. Title. 

L.C. card no. for original: 72-79418 
PROFESSOR X. 378.1277023 
This beats working for a living; the dark 
secrets of a college professor. [New York] 
Manor Books [1974, c1973] 160 p. 18 cm. 
[LB1778.P76} 1.25 (pbk.) 

I. College teaching as a profession. I. Title. 
L.C. card number for original ed: 72- 
91218. 


PYNCHON, Thomas. FIC 
Gravity’s rainbow. New York, Bantam 


Books [1974, c1973] 887 p. 18 cm. 
(PZ4.P997Gr] [PS3566.Y55] 813°.5’4 2.50 
(pbk.) 
I. Title. 


L.C. card number for original ed: 72- 
83804. 


QUATTROCCHI, Frank. 613.8°0973 
Why Johnny takes drugs [by] Frank & 
Henrietta Quattrochi. [New York] Manor 
Books [1974, c1972] 256 p. 18 cm. 
Includes bibliographical references. 
[HV5825.Q35] 1.50 (pbk.) 

1. Drugs and youth—United States. 2. 
Drug abuse. I. Quattrocchi, Henrietta, joint 
author. II. Title. 


.L.C. card number for hardcover ed.: 72- 


197778. 


*RAINE, William MacLeod. FIC 
Range beyond the law. New York, Popular 


Library [1974, c1961] 190 p. 18 cm. 

Original title: The Broad Arrow. 

”Western.” 0.95 (pbk.) 

T. Title. 

RAVENSCROFT, Trevor, 133.4°4 
1921- 


The spear of destiny; the occult power 
behind the spear which pierced the side of 


Christ. New York, Bantam Books [1974, 
c1973] xxi, 361 a illus. 18 om. 
Bibliography: 353-355. 


[DD247. H3R373 1974] Pi o5 (pbk.) 

1. Hitler, Adolph, 1889-1945. 2. Holy 
Lance. 3. Regalia (Insignia)—Austria. I 
Title. 

L.C. card number for original ed; 73- 
75239. 


RAWLS, Wilson. JUV 
Where the red fern grows; the story of two 
dogs and a boy. New York, Bantam Books 
[1974, c1961] 248 p. 18 cm. (Bantam 
pathfinder editions) [PZ4.R261Wh] 1.25 
(pbk) 

I. Title. 

L.C. card number for original ed.: 61- 
9201. 


REID, Patrick R., 940.547243 
1910- 


Men of Colditz [by] P. R. Reid. [New 


. York] Berkley Pub. Co. [1974, c1953] 279 


p. 18 cm. ISBN 0-425-02628-0. (A Berkley 
medallion book) Original title: The latter 
days. Sequel to The Colditz story. 
[D805.G3R36] 1.25 (pbk.) 

1. Colditz, Germany Castle. 2. World War, 
1939-1 945—~Prisoners and prisons, 
Germany. I. Title. 

L.C. card number for original ed.: 54- 
6923. 


RICHLER, Mordecai, 1931- FIC 
The apprenticeship of Duddy Kravitz. New 
York, Ballantine Books [1974, c1959] 287 
p. 18 cm. [PZ4.R53Ap] 1.50 (pbk.) 

i. Title. 

L.C. card number for original ed.: 59- 
11885. 
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*RICHMOND 


*RICHMOND, Lee. FIC 
High on gold. [New York] Avon [1974] 
411 p. 18 cm. 1.50 (pbk.) 

I. Title. 


*ROBINS, Denise. FIC 
Do not go, my love. New York, Ballantine 
Books (1974, c1959] 212 p. 18 cm. ISBN 
aaa (A Beagle book) 0.95 (pbk.) 
. Title. 


*ROBINS, Denise. FIC 
Loving and giving. New York, Ballantine 
Books [1974, c1965] 186 p. 18 cm. ISBN 
0-345-26603-X. (A Beagle book) 0.95 


(pbk.) 
f Title. 


ROBY, Mary Linn. FIC 
Afraid of the dark. New York, Pinnacle 
Books [1974, c1965] 184 p. 18 cm. ISBN 
0-523-00311-0 [PZ4.R669Af] 0.95 (pbk.) 


. LL Title. 


L.C, card number for hardbound ed.: 65- 
20913. 


*ROSE, Elizabeth. FIC 
Grand jury. [New York] Avon [1974] 319 
p. 18 cm. 1.50 (pbk.) 

I. Title. 


*ROSENBERGER, Joseph. FIC 
Death Merchant billionaire mission. New 
York, Pinnacle Books [1974] 213 p. 18 cm. 
ISBN 0-523-0039-0 (The Death Merchant 
series) 0.95 (pbk.) 

£ Title. 


*ROSENBERGER, Joseph. FIC 
The laser war. New York, Pinnacle Books 
[1974] 187 p. 18 cm. ISBN 0-523-00399-4 
(The prah Merchant, #9) 0.95 (pbk.) 

> Title. 


*ROSS, Clarissa. FIC 
Ghost of Dark Harbor. [New York] Avon 
[1974] 190 p. 18 cm. 0.95 (pbk.) 


T. Title. 
*ROSS, W. E. D. FIC 
Rothhaven [by] W. E. D. Ross. [New 


York] Manor Books {1974, c1972] 189 p. 
18 cm. 0.95 (pbk.) 
I. Title. 


*ROSSI, Bruno. FIC 
Muzzle biast. me Yor: Leisure Books 


[1974] 147 cm. (The 
Sharpshooter, # 6) 0. 95 (pbk) 
L Title. 


*ROSSI, Bruno. FIC 
Night of the assassins. New York, Leisure 


Books [1974] 185 p. 18 cm. (The 
Sharpshooter, # 5) 0.95 (pbk.) 

I. Title. 

ROTH, Philip. FIC 


The great American novel. New York, 
Bantam Books [1974, cl973] 416 p. 18 
em. [PZ4.R8454Gr] 8137.5’4 1.95 (pbk.) 

T. Title. 

Ci number for original ed.: 72- 


*RUNDLE, Anne. FIC 
Amberwood. New York, Bantam Books 
[1974] 250 p. 18 cm. 1.25 (pbk.) 

L Title. 


SADLER, Mark. - FIC 
The falling man. [New York] Manor Books 


[1974, ral 212 p. 18 cm. Mystery” 

tio [PS3569.A25] 813°.5°4 1.25 
bk 

I. Title. 


L.C. card number for original ed.: 78- 
102348. 
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SADLER, Mark. FIC 
Mirror image. New York, Manor Books 
(1974, c1972] 185 p. 18 cm. ”Mystery” 
{[PZ4.S126Mi] [PS3569.A25] 13.574 1.25 
(pbk.) 

I. Title. 

L.C. card number for original ed.: 70- 
37015. 


SAGAN, Francoise, 1935- FIC 
La chamade. Translated from the French 
by Robert Westhoff. New York, Popular 
Library [1974, c1966] 159 p. 18 cm. 
[PZ4.Q9Ch] 0.95 (pbk.) 

L. Title. 


L.C. card no. for original ed. is 66-21294. 


SALKMANN, Victoria. 362.734 
There is a child for you. [New York] 
Warner Paperback Library [1974, c1972] 
222 p. 18 cm. [HV875.S25] 1.50 (pbk.) 

I. Interracial adoption—United States. 2. 
Negro children. I. Title. 

L.C. card number for original ed.: 72- 
83079. 


*SAPIR, Richard. FIC 
Judgment day, by Richard Sapir & Warren 
Murphy. New York, Pinnacle Books 
[1974] 184 p. 18 cm. ISBN 0-523-00303- 
X. (The Destroyer, # 14) 1.25 (pbk.) 

T. Murphy, Warren, joint author. IT. Title. 


*SAPIR, Richard. FIC 
Oil slick, by Richard Sapir and Warren 
Murphy. New York, Pinnacle Books 
[1974] 170 p. 18 cm. ISBN 0-523-00418-4 
(The Destroyer, # 16) 1.25 (pbk.) 

I. Murphy, Warren, joint author. IT. Title. 


*SARGENT, Joan. FIC 
Head in the clouds. New York, Bantam 
Books [1974] 168 p. 18 cm. 0.75 (pbk.) 

. Title. 


*SCARPETTA, Frank. FIC 
Body count. New York, Belmont Tower 


Books [1974] 182 p. 18 cm. (The 
Marksman, #9) 0.95 (pbk.) 

I. Title. 

*SCARPETTA, Frank. FIC 


Open contract. New York, Belmont Tower 


Books [1974] 166 p 18 cm. (The 
Marksman, # 10) 0.95 (pbk.) 

£ Title. 

*SCARPETTA, Frank. FIC 


Stone killer. New York, Belmont Tower 


Books [1974] 174 p. 18 cm. (The 
marksman, # 8) 0.95 (pbk.) 

£ Title. 

SHAIN, Merle. 301.41 


Some men are more perfect than others; a 
book about men, and hence about women, 


and love and dreams. New York, Bantam ` 


Books [1974, 1973] 

[HQ801.S47] 1.50 (pbk.) 
i. Dating (Social customs) 2. Single 
women. 3. Sex. I. Title. 

L.C. card number for original ed.: 72- 
96619. 


SHECKLEY, Robert. FIC 

Can you feel anything when I do this? 

ae x ON Books [1974, c1971] 
160 cm. [PZ4.8538Can] 

[PS3569. +1309] 13" 5°4 0.95 (pbk.) 

T. Title. 

Contents omitted. L.C. card for original 

ed.: 70-163095. 


*SHORT, Luke, 1907- FIC 
Rimrock. New York, Bantam Books [1974, 
c1955] 149 p. 18 cm. Western” 0.75 
{pbk.) 

L Title. 


128 p. 18 cm. 
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SIODMAK, Curt, 1902- FIC 
The third ear. New York, Pinnacle Books 
(1974, c1971] 254 p. 18 cm. ISBN 0-523- 
00345-5. ”Science-fiction” [PZ3.S618Th] 
[PS3569] 813°.5°2 1.25 (pbk.) 


- L Title. 


L.C. card number for hardbound ed.: 75- 
163415. 


*SLADE, Jack. FIC 
Honcho. New York, Leisure Books [1974] 
188 p. 18 cm. (Sundance, # 13) 0.95 (pbk.) 
I. Title. 


*SLADE, Jack. FIC 
The man from Tombstone. New York, 
Belmont Tower Books [1974, c1971] 139 
p. 18 cm. (Lassiter, #14) 0.95 (pbk.) 

I. Title. 


*SLADE, Jack. FIC 
Ride into hell. New York, Belmont Tower 
Books [1974] 171 p. 18 cm. (Lassiter, # 16) 
0.95 (pbk.) 

I. Title. 


SMITH, James Walter, 
1926- 

“Doctor, make me beautifull’ By James 

W. Smith and Samm Sinclair Baker. New 

York, Bantam Books [1974, cl1973] 308 p. 

18 cm. [RD118.S64] 1.75 (pbk.) 

I. Surgery, Plastic. I. Baker, 

Sinclair, joint author. IT. Title. 

L.C. card number for original ed.: 72- 

96616. 


SMITHIES, Richard H. R. FIC 
The shoplifter. [New York] Manor Books 
[1974, c1968] 254 p. 18 cm. [PZ4.S663Sh] 
1.25 (pbk.) 

I. Title. 

L.C. card no. for original ed. is 68-23528. 


STAFFORD, Jean, 1915- FIC 
The Catherine wheel. [New Yon, Manor 
Books [1974, c1952] 224 p. cm. 
[PZ3.S7783Cat] 1.25 (pbk.} 

Í. Title. 

A card number for original ed.: 52- 


*STANTON, Ken. FIC 
Operation sea monster. [New York] Manor 
Books [1974] 190 p. 18 cm. (The 
Aquanauts # 10) 0.95 (pbk.) 

L Title. 


*STARK, Richard. FIC 
Deadly edge. [New York] Berkley Pub. 
Co. [1974, c1971] 176 p. 18 cm. ISBN 0- 
425-02502-0. (A Berkley medallion book) 
(Parker, #7) 0.75 (pbk.) 

£ Title. 


617.95 


Samm 


*STEINER, Irene Hunter. FIC 
The gentle intruder. New York, Bantam 
Books [1974, c1973] 198 p. 18 cm. (A Red 
rose romance, # 145) 0.75 (pbk.) 

I. Title. 


STERN, Richard Martin, 1915- FIC 
The tower. [New York] Warner Paperback 


Library [1974, c1973] 303 p. 18 cm. 
[PZ4.S83945To] [PS3569.T394] 813°.5°4 
1.75 (pbk.) 

I. Title. 


L.C. card number for original ed: 73- 
76565. 


STEWART, Fred Mustard, 1932- FIC 
The Mannings; a novel. ‘New York, 
Bantam Books [1974, c1973] 792 p. 18 
cm. [PZ4.88516Man] [PS3569.T464] 
813.54 1.95 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
82173. 


SEPTEMBER 30,1974 


STOUT, Rex. FIC 
Might as well be dead, a Nero Wolfe novel 
New York, Bantam Books [1974, c1956] 
154 p. 18 cm. ’Mystery” [PZ3.S8894Mh] 
0.95 (pbk.) 

I. Title. 

L.C. card number for original ed.: 56- 
11950 


STOUT, Rex. FIC 
Trio for blunt instruments; a Nero Wolfe 


threesome. New York, Bantam Books 
(1974, cl1964] 200 p 18 cm. 
{PZ3.S8894Tx] 1.25 (pbk) 

T. Title. 


L.C. card number for original ed.: 64- 
15163 


*STUART, V. A. FIC 
The cannons of Lucknow, by V. A. Stuart. 
New York, Pinnacle Books [1974] 244 p. 
maps. 18 cm. ISBN 0-523-00340-4. (The 
Adventures of Alexander Sheridan, #4) 
1.25 (pbk.) 

T. Title. 


SUGARMAN, Daniel A. 248.83 
The Seventeen guide to you and other 
people [by] Daniel H. Sugarman New 
York, Pocket Books [1974, cl1972] 159 p. 
18 cm. ISBN 0-671-48147-9. (A 
Washington Square book) [BJ1661.S94] 
1.25 (pbk.) 

1. Youth—Conduct of life. I Hochstein, 
Roline A., joint author. U. Seventeen. HI. 

ïtle. 


L.C. card number for original ed.: 77-' 


187076. 


SUSANN, Jacqueline. FIC 
Once is not enough. New deg Bantam 
Books [1974, c1973] 499 p. 18 cm. 
Eas] [PS3569.U75] 813.54 1.95 


L Title. 
L.Ç. card number for original, ed.: 72- 
14251. 


*SUTHERLAND, James. FIC 
Stormtrack, New York Pyramid Books 
[1974] 188 p. 18 cm. ISBN 0-515-03297-2 
(The Harlan Ellison discovery series: # 1) 
ee Fiction” 73- 21121 0.95 (pbk.) 

itle. 


SWEENEY, William J. 618.0924 B 
Woman’s doctor; a year in the life of an 
obstetrician -gynecologist, by Dr. William 
J. Sweeney II, with Barbara Lang Stern. 
New York, Popular Library [1974, c1973] 
352 p. 18 cm. [RG76.894A33] 1.75 (pbk.) 
1. Sweeney, William J. 2. Gynecologists— 
Correspondence, reminiscences, etc. 3. 
Obstetricians—Correspondence, 
reminiscences, etc. I, Stern, Barbara Lang, 
joint author. II. Title. 

L.C. card no. for original ed. is 73-4225. 


*THOMAS, Jack. FIC 
Girl’s farm. New York, Bantam Books 
[1974] 183 p.-18 cm. 1.25 (pbk.) 

L Title. 


*THOMPSON, Ann Lorraine. FIC 
A ery for love. [New York] Avon [1974] 
240 p. 18 cm. 1.25 (pbk.) 

L. Title. 


THORNBURG, Newton. FIC 
To die in California. [New York] Avon 
[1974, c1973] 288 p. 18 cm. [PZ4.T494To] 
(PS3570.H649] 8137.54 1.50 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
13857. 


*THORNE, Jim. FIC 
The whitehand of Athene. New York, 


Pinnacle Books [1974] 148 p. 18 cm. ISBN 
0-523-00395-1 1.25 (pbk.) 
I. Title. 


*TUBB, E. C. FIC 
Zenya, by E. C. Tubb. New York, DAW 
Books [1974] 157 p. 18 cm. 0.95 (pbk.} 

L Title. 


TUNNEY, Kieran. 791.43'028'0924 B 
Tallulah: darling of the gods; an intimate 
portrait. New York, Manor Books [1974, 
c1972] 228 p. ports. 18 cm. 
[PN2287.B17T8 1974] 1.75 (pbk.) 

i. Bankhead, Tallulah, 1902-1968. i. Title. 
Se card number for original ed.: 72- 
94689 


TURNBULL, 
Patrick. 

Napoleon’s second empress; a life of 
passion. [New York] Manor Books [1974, 
c1971} 304 p. illus. 18 cm. Bibliography: 
p. 294-295. [DC216.2T87] 1.95 (pbk.) 

i. Marie Louise, consort of Napoleon J, 
1791-1847. 2. Napoleon I, Emperor of the 
French, 1769-1821. 1. Title. 

L.C. card no. for original ed. is 77-183925. 


*VAN GULIK, Robert. FIC 
The lacquer screen; a Chinese detective 
story. With ten illustrations drawn by the 
author in Chinese style. [New York] 
Warner Paperback Library [1974] 173 p. 
18 cm. (A Judge Dee detective story} 0.95 
(pbk.) 

Í. Title. 

L.C. card number for original ed.: 76- 
85257. 


944°.05°0924 [B] 


*VAN VOGT, A. E. FIC 
The man with a thousand names [by] A. E. 
Van Vogt. New York, DAW Books [1974] 
159 p. 18 cm. 0.95 (pbk.) 

L Title. 


*WARFIELD, Nicole. FIC 
Superball. New York, Bantam Books 
[1974] 184 p. 18 cm. 1.25 (pbk.) 

I. Title. 


WATSON, George, 1912- 616.8 
Nutrition and your mind; the 
psychochemical response. Foreword by W. 
D. Currier. New York, Bantam Books 
[1974, c1972] xiv, 204 p 18 cm. 
[RC455.4N8W38] 1.95 (pbk.) 

1. Mental illness—Nutritional aspects. I. 
Title. 

L.C. card number for original ed.: 70- 
123969. 


WATSON, Lyail. 133 
Supernature. New York, Bantam Books 
[1974, ¢1973] 310 p. 18 cm. Bibliography: 
p. 283-300. [BF1411.W35 1974] 1.95 
(pbk.) 

1. Occult sciences. 2. Psychical research. I. 
Title. 

L.C. card number for original ed.: 72- 
92399. 


*WATSTEIN, Esther. 745.5 
Pillow talk. [New York, Bantam Books 
[1974] 89 p. 16 cm. (A Bantam minibook) 
{TT157] 0.60 (pbk.) 

i. Handicraft. I. Title. 


*WAYNE, Alice. 301.41°7973 
Games singles play, by Alice Wayne and 
John Harper. New York, Popular Library 
[1974] 224 p. 18 cm. [HQ18] 1.25 (pbk.) 
i. Sex customs—United States. I. Harper, 
John, joint author. II. Title. 


*WEBSTER, Ned, comp. 
Play the look for words game. 


793.732 


WORMSER 


No. 2 is available from Pocket Books for 
0.75 (pbk.). ISBN 0-671-29615-9. 


*WEBSTER, Ned., comp. 793.732 
Play the look for words game, edited by 
Ned Webster. Illus. by Deborah Speed. 
New York, Pocket Books [1974] 156 p. 
illus. 18 cm. ISBN 0-671-29614-0. (An 
Archway paperback) [GV1507] 0.75 (pbk.) 
I. Title. 

*WEISMAN, John. FIC 
Heroin triple cross, by John Weisman and 
Brian Boyer. New York, Pinnacle Books 
[1974] 187 p. 18 cm. ISBN 0-523-00312-9, 
(The Headhunters, #1) 1.25 (pbk.) 

I. Boyer, Brian, joint author. I. Title. 


WEST, Elliot. FIC 
The double trap. New York, Bantam 


Books [1974, c1972] 272 p. 18 cm. 
Original title: These lonely victories. 
[PZ4.W517Th] [PS3573.E817] 8137.5°4 
1.25 (pbk.) 

T. Title. 


L.C. card number for original ed.: 78- 
188723. 


*WHERE'’S Archie? 741.5973 
New York, Bantam Books [1974] 122 p. 
illus. 18 cm. [NC1428] 0.60 (pbk.) 

1. American wit and humor, Pictorial. 


*THE White House 
transcripts; submission of recorded 
presidential conversations to the 
Committee on the Judiciary of the House 
of Representatives by President Richard 
Nixon. Introduction by R. W. Apple, Jr. 
Chronology by Linda Amster. General 
editor: Gerald Gold of The New York 
Times. New York, Bantam Books [1974] 
877 p. 18 cm. [E859] 2.50 (pbk.) 

1. Watergate affair, 1972- 


WICKER, Tom. FI 
Facing the lions. [New York] Avon [1974, 
c1973] 511 p. 18 cm. ISBN 0-380-00045-8. 
{[PZ4.W636Fac] [PS3573.125] 813.54 1.75 
(pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
11065 


*WILDE, Larry. 


364’.1320973 


741.5973 


The official Jewish/Irish joke book. 
Illustrations by Ron Wing. New York, 


Pinnacle Books [1974] 115, 117 p. 18 cm. 
ISBN 0-523-00320-X. Two books, the 
official Jewish joke book and the official 
Irish joke book are bound in this one 
volume. [NC1428] 1.25 (pbk.) 

I. Title. 


WILKES, Paul, 1938- 818'.5°408 
Fitzgo: the wild dog of Central Park. 
[New York] Berkley Pub. Co. [1974, 
c1973] 142 p 18 cm. (A Berkley 
medallion book) The adventures of a stray 
dog that survives by scavenging in Central 
Park and eventually goes to live with the 
author and his wife in a brownstone in 
Brooklyn. [SF426.2.W54] 1.25 (pbk.) 

J, Dogs—Legends and stories. Í. Title. 
vase card number for original ed.: 73- 
1826. 


*WINGATE, Ramona. FIC 
My imprisoned heart. New York, Pinnacle 
Books [1974] 178 p. 18 cm. ISBN 0-523- 
00376-5. (Dear Miss Lonelyhearts) 0.95 
(pbk.) 

E Title. 


WORMSER, Richard Edward, FIC 
1908- 

Double decker [by] Richard Wormser. 

{New York] Manor Books [1974, ¢1970] 


WYLIE 


173 p. 18 cm. ’Western”. Original title: 
The ranch by the sea. [PZ3.W896Ran] 
[PS3545.088] 813’.5°4 0.95 (pbk.) 

L Title. 


L.C. card number for original ed.: 71- 
105620. 
WYLIE, Philip, 1902- FIC 


They both were naked. [New York] Manor 
Books [1974, c1965] 418 p. 18 cm. 
(PZ3.W9768T.h] 1.75 (pbk.) 

I. Title. 


L.C. card number for original ed.: 65- 
22585 
YOUNG, Carter Travis. FIC 


The pocket hunters. [New York] Manor 
Books [1974, c1972] 191 p. 18 cm. 


"Western” [PZ4.Y68Po] [PS3575.07] 0.95 
(pbk.) 


Í. Title. 
L.C. card no. for original ed: 77-171331. 


YOUNG, Frank Rudolph. 1317.32 
Secret mental powers; miracle of mind 
magic. [New York] Manor Books [1974, 
1973] 225 p. 18 cm. [BJ1611.2.Y68] 1.25 
(pbk.) 

I. Success. 2. Mental suggestion. J. Title. 


L.C. card number for original ed.: 72- 
11508. 
YOUNG, Jean. 658.8 


The better garage sale manual, by Jean and 
Jim Young. [New York, Bantam Books, 
1974, c1973] 89 p. 16 cm. (A Bantam 
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minibook) An abridgement of The Garage 
sale manual. [HF5482.Y67] 0.60 (pbk.) 

1. Secondhand trade. 2. Sales. 3. Auctions. 
L Young, Jim, joint author. IT. Title. 

are card number for original ed.: 72- 
92473 . 


*ZEIGER, Henry A. 364.1°0924 
Frank Costello [by] Henry A. Zeiger. 
[New York] Berkley Pub. Co. [1974] 190 
p. 18 cm. ISBN 0-425-02554-3. (A Berkley 
medallion book) [HV6248] 1.25 (pbk.) 

1. Costello, Frank. I. Title. 


*ZELDIS, Chayym. FIC 
Golgotha. [New York] Avon [1974] 222 p. 
18 cm. 1.25 (pbk.) 

I. Title. 
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BREED, Paul Francis, 
1916- 

Dramatic criticism index; a bibliography of 
commentaries on playwrights from Ibsen to 
the avant-garde, compiled and edited by 
Paul F. Breed and Florence M. Sniderman. 
Detroit, Gale Research Co. [1972] 1022 p. 
23 cm. [Z5781.B8] 79-127598 20.00. 

1. Drama—20th century—History and 
criticism—Indexes. I. Sniderman, Florence 
M., joint author. II. Title. 


ENCYCLOPEDIA of business 016.33 
information sources; a detailed listing of 
primary subjects of interest to managerial 
personnel, with a record of sourcebooks, 
periodicals, organizations, directories, 
handbooks, bibliographies, and other 
sources of information on each topic. Paul 
Wasserman, managing editor. Detroit, Gale 
Research Co., 1970. 2 v. (xxi, 689 p.) 30 
em. [HF5353.E52] 79-127922 47.50 

1. Business—Information services. 2. 
Information services. I. Wasserman, Paul, 


016.8092°04 


ed. 


MURDOCH, Joseph S. F. 016.796352 
The library of golf, 1743-1966; a 
bibliography of golf books, indexed 
alphabetically, chronologically, & by 
subject matter. Compiled and annotated by 
Joseph S. F. Murdoch. Detroit, Gale 
Research Co., 1968. viii, 314 p. illus. 24 
em. [Z7514.G6M8] 67-29083 12.50 

1. Golf—Bibliography. I. Title. 


OSTER, Harry. 784.756 
Living country blues. Detroit, Folklore 
Associates, 1969. xv, 464 p. illus., music, 
ports. 25 cm. Bibliography: p. 457-459. 
”Discography of performances in this 
collection”: p. 455-456. [ML3561.J3089] 
69-20397 10.00 

1. Blues (Songs, etc.)—History and 
criticism. 2. Blues (Songs, etc.) 1. Title. 


RTAYER, Joseph Russell, 813.52 





An O'Neill concordance. Compiled by J. 
Russell Reaver. Detroit, Gale Research Co. 
[1969] 3 v. (1846 p.) 28 cm. 
[P53323. N5Z793] 73-75960 87.50 


J. O'Neill, Eugene Gladstone, 1888- 
1953—Concordances. I. Title. 
WALL, C Edward. 050 


Periodical title abbreviations. Compiled by 
C. Edward Wall. Detroit, Gale Research 
Co., 1969. 210 p. 22 cm. [Z6945.A2W34] 
78-86599 20.00 

1. Periodicals—Abbreviations of titles. I. 
Title. 


WILCOX, Dennis L 070°.025 
English language newspapers abroad; a 
guide to daily newspapers in 56 non- 
English-speaking countries [by] Dennis L. 
Wilcox. Detroit, Gale Research Co. [1967] 
243 p. 29 cm. Bibliography: p. 219-220. 
(Z6941.W5] 67-25558 11.75 

l. English newspapers in 


foreign 
countries—Direct. I. Title. 
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Dewey Classification number. The location of those entries in the Fiction, Juvenile 
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A 


Aaron, James E. 629.28307 

Abbot, Willis John. 070.924 

Aboud, Antone. 344.730189 

Abraham, Gerald Ernest Heal. 193 

Abt, Henry Edward. 362.784309 

Academy of Political Science, New York. 
345.73 

Acheson, Dean Gooderham. 328.73 

Adair, Douglass. 329.1008 

Adams, David Michael. 541.0421 

Adams, Edward L. 331.702 

Adams, Frank Dennette. 616.0754 

Adams, James Taylor. 811.04 

Adams, Oscar Fay. 823.7 

Adams, Robert Hickman. 709.788 

Adelman, Bob. 796.357092 

Adkins, Jan. JUV 

Adler, Michael H. 681.61 

Adler, Warren. FIC 

Adoff, Arnold. 811.508 

Adolfson, John. 627.72 

Advanced School for Statistical Mechanics and 
age dm 3d, Austin, Tex., 1971. 

1 


Adwick, Ken. 796.35203 

Aguilera, Donna C. 616.891 

Aiken, Joan. JUV 

Ainsworth, Ruth. JUV 

Airey, Graham. 736.98 

Ajami, Fouad. 330.91724 

Akers, Alan Burt. PBK 

Albinson, Jack. 796.720977 

Alcott, Louisa May. JUV 

Alderman, Clifford Lindsey. 

Aldington, Richard. 823.912 

Aldiss, Brian Wilson. 823.0876 

Aldridge, James, FIC 

Aldwinckle, Russell Foster. 236.2 

Alexander, Anne. JUV 

Alexander, Robert Jackson. 984.05 

Alexander, Sidney. 914.5035 

Allen, George Herbert. 796.332 

Allen, James Lane. PBK 

Allen, Joel Asaph. 599.7358; 599.745 

Allen, Jon L. 769.56075 

Allen, Margaret Buell. JUV 

Allen, Richard Hugh Sedley. 320.956 

Alo, Richard A. 514.32 

Amaral, Anthony. 636.10888 

Amazing Life Games Company. 658.022 

American Academy of Pediatrics. Committee for 
the Study of Child Health Services. 362.78 

American Academy of Political and Social 
Selenee; Philadelphia. 301.4315; 362.70973; 

4 

American Association for the Advancement of 
Science. 575 

American Chemical Society Symposium on 
Protein-Metal Interactions, Chicago, 1973. 
612.0152 

American Mathematical Society. 510.8 

American Society for Medical Technology. 
616.15075 

American Society of Criminology. 363.2 

Ames, Evelyn Perkins. 915.404509 

Ames, Lee J. 743.6 

Amis, Kingsley. FIC 


133.40973 


AUTHOR INDEX 


Amphoto, New York. 770.28 

Amrik Singh. 378.54 

Amstutz, Gerhardt Christian. 552.2 

Anderson, Barbara Carol. 813.54 

Anderson, Carolyn. PBK 

Anderson, Charles B. 658.809070 

Anderson, Jack A. 370.973 

Anderson, Margaret J. 808.02 

Anderson, Peggy. 369.135 

Andresen, Jack. 796.97 

Andrew Crispo Gallery. 759.13 

Andrews, Elizabeth. 398.209416 

Andrus, Dyckman. FIC 

Angebert, Jean Michel. 135.40943 

Angier, Bradford. 910.45 

Anne-Mariel. PBK 

Ansbacher, Louis J. FIC 

Ansle, Dorothy Phoebe. FIC 

Anthony, Catherine Parker. 612.0077 

Anthony, Elwyn James. 618.928900 

Anthony, Piers. PBK 

Applbaum, Ronald L. 153.852 

Apple, David J. 617.71 

Apsler, Alfred. 335.9 

Archer, Jules. 951.04 

Archibald, Douglas N. 821.8 

Arey, Leslie Brainerd. 611.013 

Argyris, Chris. 070.572; 301.55 

Aridjis, Homero. 861 

Arieti, Silvano. 616.8982 

Armour, Richard Willard. 817.52 

Armstrong, Zella. 929.20973 

Arndt, Kenneth A. 616.5 

Arnold, Eberhard. 289.70922 

Arnold, Matthew. 809 

Arnold, Peter. 614.88 

Arvio, Raymond Paavo. 338.476146 

Asakawa, Kan‘ichi. 320.95202 

Ashby, Eric. 378.1 

Ashby, Philip H. 294.509 

Asimov, Isaac. FIC; 546 

Association for Programmed Learn-ng. 
371,39442 

Astor, Gerald. 364.153 

Atherton, James S. 823.912 

Atkins, Elizabeth. 809.1 

Atkinson, Justin Brooks. 792.097471 

Atkinson, Wilmer. 070.40924 

Atwater, Harry Albert. 530.11 

Atwood, Margaret Eleanor. PBK 

Auchincloss, Louis. PBK 

Audubon, John James. 599.097 

Auerbach Publishers. 001.64044 

Aumann, Robert J. 519.3 

Aurelia, Joseph C. 616.852206 


+ Automobile Association. 647.9442; 914.20485 


Aveline, Claude. FIC 

Avers, Charlotte J. 612.6 
Avery, Gillian Elise. 309.142081 
Axler, Bruce H. 642.6; 648.5 
Axon, Gordon V. 330.973091 


B 


Babbitt, Natalie. JUV 

Babcock, Clarence Merton. 808.882 
Bach, Fritz H. 616.079 

Backman, Jules. 330.973092 
Bacon, Margaret Hope. 322.440924 
Bader, Douglas. 940.544942 


Baerwald, Hans H. 328.5209 

Bagley, Joyce M. 811.54 

Bahr, Howard M. 364.148097 

Bahrenburg, Bruce. PBK 

Baille, Donald Macpherson. 252.052 

Bainton, Roland Herbert. 270.60922 

Baird, Charles Washington. 974.7277 

Baird, Spencer Fullerton. 598.297 

Baird, Thomas P. FIC 

Bakalis, Michael J. 379.152 

Baker, Sara Josephine. 362.70924 

Bakos, Jack D. 624.1771 

Baldanza, Frank. 823.914 

Baldwin, Faith. PBK 

Ball, Charles Edward. 813.4 

Ball, John Dudley. FIC 

Ballard, Willis Todhunter. FIC 

Bandt, Phillip L. 378.170281 

Banff International Conference on Behavior 
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American history and Amencan historians. 
973.072 

American laborer. 382.730973 

American landscape. 810.8036 

American life. 364.132097 

American military policy. 355.033573 

American music handbook. 780.973 

American Navy, 1865-1918. 016.359009 


American ornithology. 598.2973 

American painting. 016.75913 

American popular music: the 20th century. 
780.420973 

American primitive (Gibson) PBK 

American radical press, 1880-1960. 335.00973 

American: river of El Dorado. 917.9441 

American tradition in literature. 810.8 

American Virgin Islanders: on St. Croix, St. 
John & St. Thomas. 917.297220 

Americans from Germany. 917.30631 

America’s House of Lords. 323.445 

America’s indigo blues. 667.26 

Among the dead, and other. events leading up to 
the apocalypse (Bryant) FIC 

Amorphous and liquid semiconductors. 537.622 

Amphitryon: three plays in new verse 
translations. 808.829351 

Amyot crime (Nicole) PBK 

Amyot’s Cay (Nicole) PBK 

Amy's dinosaur (Hoff) JUV 

Anarchist collectives. 335.946 

Anatomy and Physiology of farm animals. 
636.0892 

Anatomy of mental illness (Janov) PBK 

Ancient Adirondacks. 917.4753 

Ancient China. 913.3103 

Ancient Indonesia and its influence in modern 
times. 915.9803 

Ancient logic and its modern interpretations. 
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Ancient pioneers. 973.13 

And I mean it, Stanley (Bonsall) JUV 
. and three small fishes. 811.54 

Anecdotes of the late Samuel Johnson, LL.D., 
1786. 828.609 

Angel of vengeance (De Villiers) PBK 

Angel possessed (Conaway) PBK 

Angry buyer’s complaint directory. 381 

Animal agriculture. 636 

Animal architecture. 591.56 

Animal invaders: the story of imported wildlife. 
591.524 

Animal nature and human nature. 591.5 

Annotated bibliography of John Updike 
criticism, 1967-1973, and a checklist of his 
works. 016.81354 

Annotated bibliography of library automation, 
1968-1972, 016.025020 

Annual fertilizer review. 338.476862 

Annual review of biochemistry. 612.015 

Annual review of biophysics and bioengineering. 
574.19105 

Annual review of materials science. 620.1105 

Annual review of physiology. 612.058 

Antelope and deer of America. 599.7357 

Anthony Wayne: Washington’s general. 
973.344092 

Anthropological studies in the strange sexual 
practises of all races in all ages, ancient and 
modern, oriental and occidental, primitive and 
civilized. 301.415 

Anthropology of Laguna Pueblo land claims. 
970.3 


Antimicrobial agents in medicine. 615.329 

Antiques: professional secrets for the amateur, 
745.1028 

Anya (Schaeffer) FIC 

Apache ransom (Fisher) PBK 

Aphasia therapy manual. 616.852206 

APL Congress 73. 371.39442 

Apple & square in the eye. 812.54 
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APPLE SEEDS AND BEER 


Apple seeds and beer cans. 808.803 
Applicability of organizational sociology. 301.55 
Apprenticeship of Duddy Kravitz (Richler) 

PBK 


Approaches to innovation in social work 
education. 361.007 

Arab attitudes to Israel. 301.154330 

Arbitration of labor-management disputes. 
344.730189 

Archeology of the Mammoth Cave area. 
917.697540 

Architectural and building trades dictionary. 
721.03 

Architecture and art of early Hispanic Colorado. 

09.788 


Architecture in Philadelphia. 917.481104 

Are children neglecting their mothers? 
155.633020 

Area. 516.22 

Ark of bones and other stories (Dumas) FIC 

Armchair referee-500 questions and answers 
about football. 796.33202 

Armstrongism. 230.99 

Arnold Bennett. 823.912 

Aroused by books. 028.1 

Art and environment. 372.5044 

Art and science of medical radiography. 
616.07572 

Art from found objects. 745.5 

Art of America in the early twentieth century. 
709.73 

Art of loving. 301.42 

Art of monoprint. 760.28 

Art.of philosophizing, and other essays. 192 

Art of the American film. 791.430973 

Art of William Blake. 759.2 

Art: the way it is. 701.1 

Artemus Ward (Charles Farrar Browne) 
818.303 

Arts of the Italian Renaissance: painting, 
sculpture, architecture. 709.45 

As the curtain falls (Chilson) PBK 

Asian fighting arts (Draeger) PBK 

Aspects of classical legend and history in 
Shakespeare. 822.33 

Aspects of Soviet policy toward Latin America. 
327.4708 

Assignment America. 917.30392 

Assuring customer satisfaction. 658.812 

Astrology of America’s destiny. 133.58973 

Astrophysics. 522.6 

At times I see: reflections, prayers, poems, and 
songs. 839.31164 

Atlas of the blood and bone marrow. 
616.150022 

Atlas of vertebral angiography. 616.810757 

Atmanushasana (Discourse to the soul) 294.48 

Atonement. 232.3 

Attorney General’s survey of release procedures. 
345.73077 

Attracting birds to your garden. 639.9782 

Au jour le jour; a French review. 448.2421 

Audiovisual fundamentals: basic equipment 
operation and simple materials production. 
621.38 

Audiovisual primer. 621.38 

Auerbach guide to operating systems. 
001.64044 

Aural training. 780.77 

Auto mechanic: automotive serviceman. 
629.287076 

Autobiography of John Hays Hammond. 
622.0924 

Automata, languages, and machines. 510.8 

Automata, languages, and programming: 2nd 
colloquium, University of Saarbrucken, July 
29-August 2, 1974. 001.53 

Automobile insurance and no-fault law. 
346.73086 

Automotive electronics. 629.254 

Automotive scrap recycling: processes, prices, 
and prospects. 338.476285 

Aves Hawaiienses: the birds of the Sandwich 
Islands. 598.29969 

Awakening dream (Cameron) PBK 

Awakenings. 616.832 


B 


B-G, fighter of Goliaths. 956.940409 

Babe. 796.357092 

Babe Ruth and Hank Aaron. 796.357092 

Babe Ruth & the American dream. 796. 357092 
Babe Ruth’s America. 796.357092 

Baby needs shoes (Carlson) JUV 
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i 
Í 
f 
ra 
Bachelors Anonymous (Wodehouse) FIC 
Back to Beckett. 848.91409 
Bacxgammon. 795.1 
Bacteria, bacteriophages, and fungi. 589.20415 
Bad times coming (Martin) PBK 
Badge of honor (Brennan) PBK 
” ... baffling eyes of youth.” 364.360977 
Baird of television. 621.388009 
Baker’s dozen; thirteen unusual Americans. 
920.073 
Ballantyne-Lockhart controversy, 1838-1839. 
828.709 
Ballet basics. 792.82 
Banking under difficulties. 919.40331 
Barquets & beggars. 812.52 
Barefoot in Arcadia. 917.573409 
Barons of Runnymede (Bennetts) FIC 
Barriers to establishing urban ombudsmen. 
352.002909 
Barriers to youth employment. 331.340973 
Barron’s how to prepare for college entrance 
examinations. 378.1664 
Baseball injuries and training tips. 617.1027 
Baseball’s art of hitting. 796.35726 
Basic algebra. 512.9 
Basic book of photography (Grimm) PBK 
Basic concepts in anatomy and physology. 
612.0077 
Basic Conversational Spanish. 468.2421 
Basic oil geology. 553.28 
Basic pediatric nursing. 610.7362 
Bats fly up for Inspector Ghote (Keeting) FIC 
Battle for Berlin. 940.5421 
Battle of Britain. 940.5342 
Battle of the household budget. 640.73 
Battle of the wind gods (Varga) JUV 
Be a good boy (Fleming) PBK 
Be a smart shopper. 640.73 
Be a winner in football. 796.3322 
Bead book. 745.5 
Beams and framed structures. 624.1772 
Becoming bilingual. 301.21 
Bedside diagnosis. 616.075 
Beethoven. 780.924 
Before my time (Howard) FIC 
Before the law. 347.735 
Beggar’s opera, imitated and parodied. 
782.81208 
Beginning calligraphy. 745.6197 
Beginning karate. 796,8153 
Beginnings of child labor legislation in certain 
states. 331.310973 
Behavior as an ecological factor. 591.5 
Behavior modification: applications to education. 
370.15 = 
Behavior of animals (Kikkawa) PBX 
Behavior therapy: techniques and empirical 
findings. 616.8914 
Behind the front page. 070.572 
Behind the Trail of Broken Treaties. 970.5 
Behold His love. 232.96 
Being where you are. 248 
Belfry chimes and other rimes. 811.54 
Believing people; literature of the Latter-Day 
Saints. 289.308 
Bellievre, Sully and the Assembly cf Notables of 
1596. 320.944031 
Below the salt (Costain) PBK 
Ben and Annie (Tate) JUV 
Ben East hunting book. 799.20973 
Ben Jonson’s conversations with William 
Drummond of Hawthornden. 822.3 
Bench and bar of the Commonwea-th of 
Massachusetts. 340.0922 
Benevolence of laughter: comic poetry of the 
Commonwealth and Restoration. 821.07 
Benny’s magic baking pan (Truse) JUV 
Bermuda Triangle. 910.091636 
Bernard Shaw as artist-philosopher. 822.912 
Bernard Shaw’s philosophy of life. 822.912 
Bernarr Macfaddep. 613.70924 
Bertrand Russell speaks his mind. 192 
Beside the fire (Eligwe) FIC 
Best in baseball. 796.357092 
Best of Isaac Asimov (Asimov) FIC 
Best of Jewish cooking. 641.5 
Best of teacher’s arts and crafts workshop. 
372.5044 
Best SF. PBK 
Best sports stories. 796.082 
Betrayed (Sneve) JUV 
Better garage sale manual (Young} PBK 
Better homes and gardens best buffets cook 
book. 641.568 
Better homes and gardens meat st-etcher cook 
book. 641.66 
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Eetter homes and gardens snacks and appetizers. 
641.812 

Better wines for less money. 641.22 

Between belief and unbelief. 121 

Between myth and morning. 301.412097 

Bewitched beings; phantoms, familiars, and the 
possessed in stories from two centuries 
(Manley) JUV 

Beyond. 801.9 

Beyond Babel; new directions in 
communications. 384 

Beyond curriculum; changing secondary 
education. 373.19 

Beyond petition. 248.3 

Beyond pledging. 262.15 

Beyond positive thinking. 248.4 

Beyond the balance sheet. 658.155 

Beyond the burning lands (Christopher) JUV 

Bhakti sutras of Narada. 294.592 

Bibliografia delle tradizioni popolari d’Itatia. 
398.20945 

Bibliography of the writings of Sir Charles Firth. 
016.907202 

Big foot (Napier) PBK 

Big green bean (Wiesbauer) JUV 

Big jump for Robin (Wilding) JUV 

Big outfit; ranching on the Baca Fioat. 
917.9157 

Biggest snowstorm ever (Paterson) JUV 

Bill Talbert’s weekend tennis. 796.342 

Billion year spree. 823.0876 

Billy’s balloon ride (Zimnik) JUV 

Binocular vision and ocular motility. 617.762 

Biochemistry. 574.192076 

Biochemistry of lipids. 574.19208 

Biographical register of the University of 
Oxford, A.D. 1501 to 1540. 378.42572 

Biography as theology. 209.22 

Biography of a honeybee. 595.799 

Biological bases of human social behaviour. 

L. 

Biology of sex. 612.6 

Birds as pets. 636.686 

Birds of North America. 598.297 

Birds of the Colorado Valley. 598.297913 

Birds of the Northwest. 598.2978 

Birth of Logan Station (Burchardt) FIC 

Bitter is the fruit (Collins) PBK 

Black crusaders for ie 301.451960 

Black house (Theroux) F. 

Black into white. ae eis 

Black is back (Nazel) PBK 

Black liberation & socialism. 323.119607 

Black like it is/was: Erskine Caldwell’s 
treatment of racial themes. 813.52 

Black Mafia; ethnic succession in organized 
crime. 364.106073 

Black majority. 975.702 

Black political theology. 230 

Black prince (Murdoch) PBK 

Black protest; issues and tactics. 322.440973 

Black slaves in Britain. 301.449309 

Black stars. 917.306960 

Black vengeance (Gilman) PBK 

Blackstone’s fancy (Falkirk) PBK 

Blade of Castlemayne (Esler) FIC 

Blanford Barnard Dougherty, mountain 
educator. 370.924 

Blaze of noon. 821.4 

Blessings unlimited. 248.4 

Blood of the lamb (De Vries) PBK 

Bloody Monday conspiracy (Hayes) PBK 

Blow for a landing (Burman) PBK 

Boat of longing. 839.8236 

Bobby Jack Smith, you dirty coward! (Evans) 
FIC 

Boca Grande (Singer) FIC 

Body count (Scarpetta) PBK 

Bolivian national revolution. 984.05 

Bone imaging with 99mTc. 616.710757 

Bonstonofavitch! (Carlisle) FIC 

Book of charms. 133.44 

Book of love poetry. 821.008035 

Book of soccer. 796.3342 

Book of squash. 796.343 

Book of symbols. 398.3 

Book selection; an introduction to principles and 
practice. 025. 21 

Books afloat & ashore. 026.3875 

Books at the wake. 823.912 

Border patrol. 363.232097 

Boris Karloff and his films. 791.430280 

Borzoi college reader. 808.8 

Boston picture book. 917.446104 

Boston ways: high, by, and folk. 917.446103 

Bottom line (Knebel) FIC 

Bought and sold (Moravia) PBK 
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Bowhunter’s digest. 799.215 

Bowling talk for beginners (Liss) PBK 

Box book. 684.1042 

Boxer Uprising. 951.03 

Boy, the baker, the miller, and more. 
398.220944 

Boy who was a raccoon (Murdocca) JUV 

Braced frameworks. 624.17 

Brannan plan. 338.1873 

Brannington’s leopard (Webb) FIC 

Brave balloonist: America’s first airmen. 
629.130973 

Breach of contract in a shortage economy. 
346.73022 

Bread tray. 641.815 

Breaking in: nine first-person accounts about 
becoming an athlete. 796.0922 

Breaking point (Weir) JUV 

Breast for life. 362.196994 

Breathings. 811.54 

Brief historical, statistical, and descriptive review 
of East Tennessee, United States of America: 
developing its immense agricultural, mining, 
and manufacturing advantages. 917.686044 

Brief introduction to Piaget. 155.413 

Bright shadow of reality: C. S. Lewis and the 
feeling intellect. 828.91209 

Brihajjatakam of Varaha Mihira. 133.509176 

Bringing it all back home (Friedland) PBK 

Britain and the conquest of Africa. 325.342096 

Britain in the Common Market. 330.942085 

British immigrants and Australia. 301.328420 

British Labour Party; a short history. 329.942 

British statutes in American law, 1776-1836. 
348.7309 

Brittany and Normandy. 914.410483 

Brittany stones (Cooper) PBK 

Broad jump (Chase) PBK 

Broadcast communications dictionary. 
384.54014 

Broadway. 792.097471 

Browning and his English predecessors in the 
dramatic monolog, 821.8 

Brunch cookbook (Billik) PBK 

Buddhism. 294.342 

Bugs sy S Siegel (Hanna) PBK 

Builder's guide. 

Building blocks of ie universe. 546 

Bulbs, corms, and such. 584.2 

Bulldozers, loaders, and spreaders. 628.7028 

Bullion and foreign exchanges  ticoretically and 
practically considered. 332. 

Buried alive (Friedman) PBK 

Buried past. 016.917306 

Business law; principles and cases. 346.7307 

Business problems of the seventies. 330.973092 

Business research methods. 330.072 

Business week's guide to personal business. 
332.024 

Buying and selling United States coins. 
737.4973 

Buzzwords. 658.4003 

By hand; a guide to schools and careers in 
crafts. 745.5 

By the hours and the years. 811.54 

Byzantine thought and art. 001.209495 


C 


Caddoan Indians. 970.3 

Cairo Cabal (Caillou) PBK 

Calcium and the secretory process. 612.4 
Calculus of variations. 515.64 

California real estate practice. 333.33 
California’s Black pioneers. 917.940696 

Call to action. 329.8801 

Calvinism versus democracy. 285.80924 
Camberwell beauty, and other stories (Pritchett) 


Cambrian of the British Isles, Norden, and 
Spitsbergen. 551.720942 

Camels: ships of the desert. 599.736 

Camping around Washington. 917.97 

Can do, Missy Charlie (Wallace) JUV 

Can you feel anything when I do this? 
(Sheckley) PBK 

Cannons of Lucknow (Stuart) PBK 

Canvas work. 746.44 

Capital punishment: nineteenth-century 
arguments. 364.660974 

Captain Bligh and Mr. Christain (Hough) PBK 

Carcinogenesis testing of chemicals. 614.35 

Card tricks anybody can do. 795.438 

Cardinal protectors of England. 282.42 

Cardiovascular drug therapy. 616.1008 


N 


` 
~ 


Care and education of crippled children in the 
United States. 362.784309 

Care and maintenance of small boats {Cantin} 
PBK 


Care, cure, and education of the crippled child. 
362.784309 

Care of dependent children in the late 
nineteenth and early twentieth centuries. 
362.70973 

Care of dependent i neglected, and wayward 
children. 362.710973 

Care of handicapped children. 362.784 

Care of the critically ill. 616.025 

Career advancement guide. 331.702 

Career education; what it is and how tə do it. 

70.113 


Career job guide for college students and others. 
331.702 

Careers: exploration and decision. 331.702 

Caring and cooking for the allergic child. 
618.9297 

Carmela Bianca; poems. 811.54 

Carmen (Benton) PBK 

Carnivorous plants. 583 

Carriages from New Haven. 338.476886 

Carrion eaters (Rhodes) FIC 

Carta marina. 526 

Case studies in emergency medicine. 
616.025092 

Cases and materials on food and drug law. 
344.73042 

Cases in urban management. 352.008997 

Castrati in opera. 782.109033 

Cat (Martin) JUV 

Catalogue of books. 381.450705 

Catalogue of the Edward E. Ayer Ornithological 
Library. 016.5982 

Catechism of Hindu dharma. 294.52 

Cathedrals of England and Wales. 725.60942 

Catherine wheel (Stafford) PBK 

Catholic child care in nineteenth century New 
York. 362.7 

Cats. 599.74428 

Cavitation and Polyphase Flow Forum-1974. 
620.1064 

CB radio servicing guide. 621.38454 

Celebration. 811.52 

Celebration of Ben Jonson. 822.3 

Celebration of life. 128.5 

Cell physiology: molecular dynamics. 574.876 

Cells, organs and animals. 591.02461 

Cellular and organismal biclogy. 574.876 

Celtic peoples and Renaissance Europe. 
942.055 

Cement of the universe. 122 

Center.nial (Michener) FIC 

Central nervous system pharmacology. 
615.78077 

Century of baseball lore. 796.357640 

Cereal box (McPail) JUV 

Ceremonial centers of the Maya. 917.203022 

CET license handbook. 621.381076 

Ch‘i: a neo-Taoist approach to life. 181.09514 

Challenge of teaching social studies in the 
elementary school. 372.83044 

La chamade (Sagan) PBK 

Championship wrestling; coaching to win. 
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Change and innovation in education. 370.973 

Change in education. 371.1 

Changes in university organization, 1964-1971. 

78.7 


Changing America and the Supreme Court. 
347.7326 

Changing pattern of employment. 331.110942 

Changing perspectives in the scientific study of 
religion. 200.7 

Character of Shakespeare. 822.33 

Characteristic classes. 514.7 

Charge is rape. 364.153 

Charities of London, 1480-1660. 362.9421 

Charles A. Lindbergh and the battle against 
American intervention in World War IT. 
940.5312 

Charles Dickens. 823.8 

Charles E. Chapin’s story. 070.924 

Charles Kingsley and the Christian social 
movement. 823.8 

Charles W. Chesnutt. 813.4 

Chase (Daniels) PBK 

Check list for emergencies. 614.88 

Cheerleader (MacDougall) PBK 

Chemical and process technology encyclopedia. 


Chemical oceanography. 551.4601 
Chemical phase analysis. 545 
Chemistry of the carbon-halogen bord. 547.02 
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Chess. 016.7941 

Chess: how to improve your technique. 794.12 

Chicago, 1930-70. 309.262097 

Chicken Licken. 398.2452 

Chicorel theater index to plays for young people 
in periodicals, anthologies, and collections. 
808.82016 

Chief! 364.97471 

Child health services and pediatric education. 
362.78 

Child labor and the Constitution. 331.310973 

Child labor in city streets. 301.4314 

Child life in colonial days. 917.3032 

Child of fire (O’Dell) JUV 

Child welfare Services. 362.70973 

Children astray. 364.36 

Children at psychiatric risk. 618.928900 

Children in a depression decade. 362.70973 

Children in fear. 152.432 

Children of freedom. 261.834519 

Children’s allawances and the economic welfare 
of children, 362.7 

Children’s Bureau studies. 618.92 

Chilton’s new repair and tune-up guide: Hodaka. 
629.28775 

Chilton’s repair and tune-up guide: 
Chevrolet/GMC vans. 629.2873 

China in the twentieth century. 951.04 

China today and her ancient treasures. 
915.1045 

China’s policy in Africa, 1958-71. 327.5106 

Chinese agenda (Poyer) PBK 

Chinese Americans. 301.451951 

Chinese civilization. 915.1031 

Chinese economy. 330.95105 

Chinese novel. 895.13009 

Chinese vegetarian cooking. 641. 5636 

Chippewa Indians. 970.3 

Chlorinated insecticides. 632.951 

Choice and challenge. 301.4208 

Choice for survival. 355.0217 

Choices in 1974 tax revision. 336.200973 

Choir invisible (Allen) PBK 

Christ for the world. 232 

Christian: celebrate your sexuality. 241.66 

Christian writer’s handbook. 808.02 

Christian Zen. 248 

Christianity meets Buddhism. 294.3372 

Christmas adventure (La Farge) JUV 

Christmas creations. 745.5941 

Chronicle of a border town. 974.7277 

Chronology of oral tradition. 907.2 

Chryssa. 730.924 

Churchill; a photographic portrait. 942.082092 

CIA and the cult of intelligence. 327.120617 

Ciliates. 593.172 

Cinema beyond the Danube. 791.430947 

Circle of life. 970.3 

Circle of seasons. 500.9 

Circuit design idea handbook. 621.38153 

Circuit theory: foundations and classical 
contributions. 621.3192 

Citizen attitudes toward local government, 
services, and taxes. 301.154335 

Citizen Kane book. PBK 

Citizen looks at Congress. 328.73 

City ABC’s (Deasy) JUV 

City centre redevelopment. 711.40942 

City of dreadful night, and other Victorian 
poems, 1850-1890. 821.808 

City of gold (French) JUV 

City planning. 309.262097 

Classical Greece and the poetry of Chenier, 
Shelley, and Leopardi. 809.1 

Classical subjects I: Satire and burlesque. 
782.81208 

Clay models and stone carving. 731.42 

Clearing and beyond. 811.54 

Clergyman’s psychological handbook. 253.5 

Climate and life. 551.6 

Climatic resources and economic activity. 551.6 

Clinical chemistry; principles and technics. 
616.0756 

Clinical immunobiology. 616.079 

Clinical prediction in psychotherapy. 616.8914 

sare a a correlation of ocular disease. 


Cloning. 811.54 

Close and quiet love (Baldwin) PBK 

Clothing construction. 646.4304 

Clue of the hissing serpent (Dixon) JUV 

Cluster analysis. 519.53 

Coast Salish and western Washington Indians. 
970.3 


Cognition and the symbolic processes. 153.4 


Cognitive behavior modification. 153.85 
Cognitive organization and change. 153 
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COLD FOODS FOR SUMMER 


Cold foods for summer and winter. 641.79 

Collected letters of Sir Arthur Pinero. 822.8 

Collected mathematical papers. 510.8 

Collective properties of physical systems. 530 

College office assistant, college secretarial 
assistant. 651.374107 

Colleges in consort. 378.104 

Colony of New Jersey. 974.902 

Colony of Pennsylvania. 917.48032 

Color my world (Carley) JUV 

Color TV trouble factbook. 621.38887 

Comanche days. 970.3 

Combustion. 628.532 

Come back, Miranda (Duffield) PBK 

Come fly with me! 629.13 

Come out—or stay in? 248.4861 

Come play hide and seek (Gles) JUV 

Come, the restorer (Goyen) FIC 

Comedy of survival. 809.933 

Comets, meteoroids, and asteroids. 523.2 

Coming of age: urban America, 1915-1945. 
301.360973 

Coming of Joachim Stiller. 839.32364 

Commercial and industrial condominiums, 1974. 
346.730433 

Commodity futures game: who wins? 332.644 

Commodity prices. 338.520973 

Common millionaire and how to get that way. 
332.024 

Common sense of teaching mathematics. 372.7 

Common stock investment. 332.6322 

Communes through the ages. 335.9 

Communication involement [sic]: personal 
perspectives, 301.14 

Communications and relationships in nursing. 
610.73019 

Community and environment. 301.31 

Community and the police—conflict or 
cooperation? 659.293632 

Company man (Maggio) PBK 

Comparative psychiatry. 616.89 

Comparative studies by Harold E. Driver and 
essays in his honor. 301.2 

Compete. 658.8 

Complete book of dog training. 636.7 

Complete book of homemade ice cream, milk 
sherbert, and sherbert (Anderson) PBK 

Complete book of woodwork. 684.08 

Complete candiemaker. 745.593 

Complete English poems. 821.4 

Complete English poems [of] John Donne. 


Complete films of Eisenstein. 791.430233 

Complete glossary for Sir W. Scott’s novels and 
romances. 823.7 

Complete guide to pattern-making. 646.404 

Complete intaglio print. 765.028 

Complete new techniques in printmaking. 
760.28 


Complete relief print. 761.028 

Complete screenprint and lithograph. 760.28 

Complete short wave listener's handbook. 384.5 

Complete term paper. 808.02 

Composers of operetta. 782.810922 

Compton Mackenzie. 828.91209 

Computer acronym handbook. 001.640148 

Computer applications and techniques in clinical 
medicine. 616.002854 

Computers and management for business. 
658.054 

Computers in chemical research and education. 
001.642 

Conceptual models for nursing practice. 610.73 

Concise guide for writers. 808.042 

Concise history of music from primitive times to 
the present. 780.9 

rma to the poems of Alexander Pope. 

21. 
aye vice to the poems of Osip Mandelstam. 
-71 


Se to the poetry of Langston Hughes. 

Concrete cage (Novak) PBK 

Concrete construction handbook. 624.1834 

Conduct of American diplomacy. 353.00892 

Configurations: biological and cultural factors in 
sexuality and family life. 301.42 

Conjurers (Harris) FIC 

Connecticut estates practice: settlement on 
estates. 346.746056 

Conquest of the old Southwest. 976 

Conscience, a structural theory. 170 

Conservation of teeth. 617.672 

Consumer buying guide, best buys & discount 
prices. PBK 

Consumer guide do it yourself products test 
report. PBK 
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Consumer protection experiments in Sweden. 
343.48507 

Consumer sourcebook. 381.3 

Consumer survival book. 640.73 

Consumer's catalog of economy and ecology. 
640.73 

Consumer’s world: buying, money management, 
and issues. 640.73 

Contemporary African arts and crafts: on-site 
working with art forms and processes. 
745.0967 

Contemporary criminal justice. 364 

Contemporary Danish prose. 839.81301 

Contemporary presidency. 353.00313 

Contemporary topics in immunobiology. 574.29 

Context for Soviet education today. 370.947 

Contributions to the history of American 
ornithology. 598.2973 

Control of gene expression in animal 
development. 597.8 

Conversations on the principal subjects of 
political economy. 330.1 

Convolution equations and projection methods 
for their solution. 515.45 

Cooking activities for the retarded child. 
641.502408 

Cooking adventures for kids. 641.502405 

Cooking with fruit. 641.64 

Cooking with spices & herbs. 641.6383 

Cool arm of destruction. 261.873 

Cop-kill (Crawford) PBK 

Corinthian (Heyer) PBK 

Corner in the North: yesterday and to-day with 
Border folk. 914.28203 

Corporate planning theory and practice. 658.4 

Corruptors. 248.4 

Corsica. 914.494504 

Cosmology of freedom. 323.4401 

Cost of capital to a public utility. 338.43 

Cost of dying. 338.476146 

Counseling and rehabilitating the diabetic. 
362.196462 : 

Counselor as an applied behavioral scientist. 
361.3208 

Countries of the world. 910 

Country craft tools. 745.5028 

Country Western breakdown. 811.54 

Countryman bird book. 598.2942 

Coupling of land & water systems. 574.5263 

Court of Thorntree (Maxwell) PBK 

“Courtesy” in Shakespeare. 822.33 

Courtier and commoner in ancient China. 931 

Courts and criminals. 345.7305 

CPA examination review. 657.61076 

Craft digest. 745.5 

Crafts for today: ceramics, glasscrafting, 
leatherworking, candlemaking, and other 
popular crafts. 016.7455 

Crash course on Kleinian groups, San Francisco, 
1974. 510.8 

Creating change in mental health organizations. 


Creating with driftwood and weathered wood: 
innovations, inspirations, methods. 745.51 

Creative hamburger cookery. 641.662 

Creative horsemanship. 798.23 

Crime and criminal statistics in Boston. 
364.974461 

Crime and the community. 364.9747 

Crime in the United States. 364.973 

Crime investigation. 364.12 

Crime prevention and social control. 364.4 

Criminal courts in New York State. 345.74701 

Criminal justice, readings. 364.973 

Criminal law in action. 345.7305 


- Criminologist: crime and the criminal. 364.08 


Crimson Tide: Alabama football. 796.332630 

Crisis intervention: theory and methodology. 
616.891 

Critical approaches to Federico Fellini’s "8 1/2” 
791.430233 

Critical edition of the early poems of John 
Keats. 821.7 

Critical examination of our financial policy 
during the Southern Rebellion. 336.73 

Critical study of Hinduism. 294.5 

Crochet for beginners. 746.43 

Cross cultural considerations of marketing and 
consumer behavior. 658.834095 

Crusty ones. 595.3 

Cry for love (Thompson) PBK 

Crystal apple (McDermott) JUV 

Crystal mountain. 248.4 

Cuba: from Columbus to Castro. 972.91 

Cultural democracy, bicognitive development, 
and education. 371.97 
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Cultural-political traditions and developments of 
the Soviet cinema, 1917-1972. 791.430947 

Culture and society in the Dutch Republic 
during the 17th century. 914.92034 

Culture and the educative process. 301.56 

Cure (Hershman) PBK 

Current coins of the world. 737.4075 

Current concepts in cataract surgery. 617.742 

Curse of Ravenwood (Maclvers} PBK 

Curses, hexes & spells. 133.4 

Curve of binding energy. 621.483 

Cut off (Davidson) PBK 


D 


D. H. Lawrence. 823.912 

Dag Hammarskjold, the peacemaker. 341.232 

Daily practice of the Hindus, containing the 
morning and midday duties. 294.53 

Dakota Sioux Indians. 970.3 

Dance around the fire (Cone) JUV 

Dance to still music (Corcoran) JUV 

Dancing galactic bear. 811.54 

Dandy and the mystery of the locked room 
(Draper) JUV 

Danger at Loud Lake (Jordan) PBK 

Dante Gabriel Rossetti & contemporary 
criticism (1849-1882) 821.8 

Dark waters (Wise) FIC 

Darkness and the light (Stapledon) FIC 

Darkness at Mantia (Barry) PBK 

Darkness falling (Kevern) PBK 

Data management for on-line systems. 001.64 

Daughter of night (Obukhova) JUV 

Daughters. 369.135 

Day’s march nearer home. 940.532 

Days, when the house was too small {Andrus} 


Dead heat: love and money (Sann} FIC 

Deadly edge (Stark) PBK 

Deaf child in the public schools. 371.912 

Dear Frances. 248.833 

Death in the dark. 811.04 

Death in the secular city. 236.2 

Death Merchant billionaire mission 
(Rosenberger) PBK 

Death of Mr. Baltisberger. 891.8635 

Decades (Harris) FIC 

Decorating your room. 747.77 

Decorative painting. 745.72 

Decorative patterns of the ancient world for 
craftsmen. 745.4 

DeFunis versus Odegaard and the University of 
Washington. 344.730798 

Degas. 759.4 

Delinquency and dropout. 364.360973 

Dementia in the presenium. 616.85 

Democracy and dictatorship in Venezuela, 1945- 
1958. 320.987063 

Dental anatomy, physiology, and occlusion. 
611.314 

Dental organization management. 658.916176 

Denver is missing (Jones) PBK 

Dependence and transformation. 338.091724 

Dependent and neglected children. 362.70973 

Dependent child. 362.71 

Deputies to the Estates General in Renaissance 
France. 328.44 

Der gestiefelte Kater. 832.7 

Design methods for digital systems. 621.381537 

Designing for human behavior: architecture and 
the behavioral sciences. 720.18 

Designing water pollution detection systems. 
363.61 

Desk-book of errors in English. 428.3 

Detailed analysis of the Constitution. 342.73023 

Detroit deathwatch (Pendleton) PBK 

Developers’ dictionary and handbook. 
338.002573 

Developing artistic and perceptual awareness. 
372.5044 

Development in infancy. 155.422 

Development of English thought. 309.142 

Developmental anatomy. 611.013 

Developmental sentence analysis. 401.9 

Developments in management thought. 658.001 

Deviant behavior and control strategies. 301.62 

Deviant children grown up. 155.453 

Devil is loose. 823.914 

Devil, you say! 917.30392 

Devil’s storybook (Babbitt) JUV 

Diagnosis and treatment of prevalent diseases of 
North American Indian populations. 616 

Diagnostic ultrasound. 616.0754 
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Dialect of Robert Burns as spoken in central 
Ayrshire. 821.6 

Diarmuid and Grania. 822.8 

Dick deterred. 822.914 

Dick Whittington and his cat. 

Dickens studies annual. 823.8 

Dictionary catalog of the William Andrews 
Clark Memorial Library. 019.1 

Dictionary of biography, past and present, 
containing the chief events in the lives of 
eminent persons of all ages and nations. 
920.02 

Dictionary of calories and carbohydrates (Kraus) 
PBK 

Dictionary of golf. 796.35203 

Diet watchers guide (Gold) PBK 

Differential topology. 514.7 

Digby: the biggest dog in the world (Bear) JUV 

Dinosaur story. 568.19 

Diplomacy and revolution: the Soviet mission to 
Switzerland, 1918. 327.470494 

Diplomacy in a demooraey:. 327.73 

Diplomat. 341.33 

Diplomat at table. 395.3 

Direct action and liberal democracy. 322.44 

Directory of special libraries and information 
centers. 026.000257 

Directory of the occult. 133.025973 

Discontinuous groups and Riemann surfaces. 
512.2 

Discovery of the conservation of energy. 531.62 

Discovery of the sea. 910.45 

Displacement of water and its control of 
biochemical reactions. 612.01522 

Disturbances approach to the demand for 
international reserves. 332.45 

Divided nations in a divided world. 320.904 

Diving companions: sea lion—elephant seal— 
walrus. 599.745 

Divining red. 133.3232 

Divorce: the new freedom. 301.4284 

Do not go, my love (Robins) PBK 

Doak family. 929.20973 

“Doctor, make me beautiful!” (Smith) PBK 

Doctor Schiff’s miracle weight-loss guide. 
613.25 : 

Doctor’s eat-hearty guide for good health and 
long life. 613.28 

Documents of Iriki, illustrative of the 
development of the feudal institutions of 
Japan. 320.95202 

Does anyone else have something further to 
add? (Lafferty) FIC 

Dogs of war (Forsyth) FIC 

La dolce cucina. 641.86 

Dollmaker (Wakefield) FIC 

Dolores Medio. 863.64 

Domain-referenced testing. 371.26 

Dome people. 690 

Domination of nature. 110 

Don Juan McQueen (Price) FIC 

Donn Piatt: his work and his ways. 070.924 

Doors to perception. 248.483 

Dooryard garden. 635 

Double death of Frederic Belot (Aveline) FIC 

Double decker (Wormser) PBK 

Double identity (Coxe) PBK 

Double trap (West) PBK 

Douglas Bader: fight for the sky. 940.544942 

Douglas Duncan, a memorial portrait. 704.361 

Dow Jones-Irwin guide to interest. 332.82 

Down a dark hall (Duncan) JUV 

Down and dirty (Murphy) PBK 

Dragon in the ghetto caper (Konigsburg) JUV 

Dramakinetics in the classroom. 371.332 

Dramatic criticism index (Breed) BL 

Draw 50 animals. 743.6 

Dreams (Keats) JUV 

Driftwood: techniques and projects. 745.51 

Driving: how to get a license (and keep it!) 
629.28322 

Driving task instruction: dual-control, 
simulation, and multiple-car. 629.28307 

Drug store days. 817.52 

Duck in the park, duck in the dark (Begley) 
JUV 

Ducks, geese, and swans. 598.41 

Dye curves. 616.120754 

Dylan Thomas, dog among the fairies. 821.912 

Dynamic equilibrium approach to teaching 
chemistry. 540.7 

Dynamics of population policy in Latin 
America. 301.321 


398.22 


E. E. Cummings. 016.81152 

E.G. and E.G.O.: Emma Goldman and The 
iceman cometh. 812.52 

Each man in his time. 791.430233 

Early American books & printing. 070.573097 

Early American moderns. 759.06 

Early days on the Yukon. 917.191 

Early medieval art. 709.02 

East to Montana (Cody) FIC 

East-West business transactions. 382.091713 

Easy weaving. 746.14 

Eating and drinking with Jesus. 234.163 

Echoing green. 309.142081 

Econometrics: statistical foundations end 
applications. 330.018 

Economic entomology in the tropics. 632.70913 

Economic freedom and representative 
gove-nment. 330.08 

Economic growth & stability. 338.9 

Economic theory and the construction industry. 
338.476900 

Economics and public policy. 363 

Economics and world order from the 1970’s to 
the 1990’s. 330.904 

Ecumenical testimony. 285 

Eddie couldn’t find the elephants (Battles) JUV 

Edgar Allan Poe letters till now unpublished, in 
the Valentine Museum, Richmond, Virginia. 
818.309 

Edge of adventure. 248.0922 

Edge of things (Barrett) PBK 

Edible ornamental garden. 641.303 

Editorials of Lafcadio Hearn. 081 

Educating the library user. 021 

Education and Black struggle: notes from he 
colonized world. 370 

Education and day care for young children in 
need. 362.71 

Education and rehabilitation techniques. 362.85 

Education and the professions. 378.013094 

Edward, Edward (Burford) PBK 

sei a social security on personal savings. 


Effect of the ocean environment on microbial 
activities. 576.15 

Effective secretarial education. 373.246509 

Egg-ventures. 641.3754 

Ego psychology: theory & practice. 616.8917 

Eldorado Red (Goines) PBK 

Electricity 1: devices, circuits, materials. 621.3 

Electrocardiography; practica! applications with 
vectorial principles. 616.120754 

Electronic calculators. 681.14 

Electronic databook. 621.381021 

Electronic technician’s handbook of time-savers 
and shortcuts. 621.381 

Electrophysiology and layout of the auditory 
nervous system. 612.85 

Elementary engineering systems. 620.7 

Elementary functional analysis. 515.7 

Elementary theory of microeconomic behavior. 
338.001 

Elements of chemical kinetics and reactor 
calculations. 660.280077 

Elizateth Barrett Browning & her poetry. 821.8 

Elizabethan theatre IV. 822.3 

Ellen G. White, prophet of destiny. 286.709 

Emerging Democratic majority. 329.3 

EMIC (Emergency maternity and infant care) a 
study of administrative experience. 
353.008419 

Emily Bronte criticism, 1900-1968. 016.8238 

Empirical analytics of demand systems. 339.47 

Employment and earnings inadequacy. 
331.10973 

Employment security in the public sector. 
344.730189 

Encuentro. 468.6421 

Encyclopedia of business information sources. BL 

Encyclopedia of championship wrestling drills. 
796.812 

Encyclopedia of physics. 530.03 

Encyclopedia of the American Revolution. 
973.303 

End of man. 252.03 

End of the notabies. 320.94408 

Ending up (Amis) FIC 

Enduring Hemingway. 813.52 

Energy. 333.7 

Energy and the environment: selected readings. 
333:7 


Energy crisis. 333.7 
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Energy crisis, 1969-1973. 333.7 

Energy crisis survival kit (Knox) PBK 

Energy for survival. 333.7 

Energy policy evaluation. 333.70184 

Engineering mechanics: dynamics. 620.104 

English language newspapers abroad (Wilcox) 
BL 


English literature, 1880-1905. 820.9008 

English novel. 016.82303 

English poems of George Herbert. 821.3 

English poetry, 1700-1780. 821.508 

Enigma. 812.54 

Enigma of faith. 201.1 

Enigma of Hastings. 942.021 

Enjoying food on a diabetic diet. 641.563 

Enjoyment of wine. 641,22 

Enter at your own risk. 248.4861 

Environmental modeling: analysis and 
management. 301.31 

Equal employment opportunity—responsible 
management in 1974. 344.730113 

Equations with transformed argument. 

Era of the cold war, 1946-1973. 973.91 


512.94 


519.4 

Escape from Amorgos. 365.60924 

Escape from Reconstruction. 917.20613 

Eschatology and ethics, 236 

ESP and dream analysis. 133.8 

Espanol esencial: un repaso. 468.2421 

Essay on the development of Christian doctrine. 
230.209 

Essays & studies (English Association) 820.4 

Essays designed to elucidate the science of 
political economy. 330 

Essays in criticism, third series. 809 

Essential aspects of mass spectrometry. 545.33 

Essentials of elementary school mathematics. 
510 

Essentials of nutrition and diet therapy. 612.3 

Ethnic identification among American Jews. 
301.451924 

Ethnohistorical report on the Wyandot, 
Potowatomi, Ottawa, and Chippewa of 
northwest Ohio. 970.471 

Ethnohistory of Chippewa of Lake Superior. 
970.3 


Eugene Field. 811,4 

European communities. 382.914 

Evaluating health program impact. 362.107204 

Evaluation of behavioral programs in 
community, residential, and school settings. 
362.22 

Evaluations of year-round school programs. 

71.236 


Evans on chess. 794.1 

Everett Anderson’s year. 811.54 

Every night, Josephine! 818.5407 

Everyman’s dictionary of abbreviations. 423.1 

Everyone's children. 362.70973 

Evolution of intelligence. 156.39 

Excavator operation. 624.152 

Exchange in the social structure of the 
Orokaiva. 301.29953 

Exhibition of early New York silver. 
739.237747 

Exile of Ellendon (Marden) FIC 

Existentialism and phenomenology in education: 
collected essays. 370.1 

Exorcism: overcome black magic with white 
magic. 131.32 

Exotic alphabets and ornament. 745.44924 

Expendable Americans. 613.620973 

Experimental method. 530.028 

Experts’ book of freshwater fishing. 799.12 

Exploitation of illness in capitalist society. 
362.104220 

Exploiters (Gerson) FIC 

Explorations in psychiatric sociology: theory, 
method, and research. 616.89071 

Exploring the reef. 591.90942 

Export-import financing. 332.742 

Extraction of minerals and energy: today’s 
dilemmas. 333.8 

Extraterrestrial intervention: the evidence. 

01.93 


Eye movement disorders. 617.762 

Eye muscle problems in childhood. 617.762 
Eye of conscience. 778.993091 

Eye to eye (Chang) FIC 


F, 


Feces of God. 242 
Fecial trauma and concomitant problems: 
evaluation and treatment. 617.1 
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FACING THE LIONS (WICKER) 


Facing the lions (Wicker) PBK 

Facsimile of Frank Leslie's illustrated historical 
register of the Centennial Exposition, 1876. 
901.934074 

Fact and folklore: social and psychological 
foundations of teaching. 371.102 

Facts about the Presidents. 973.0992 

Fairground and circus transport. 791.3028 

Fall and rise of Europe. 914.035 

Falling man (Sadler) PBK 

Fame and the founding fathers. 329.1008 

Family socialization and the adolescent. 
301.157 

Famine in Russia, 1891-1892. 361.550947 

Famous war correspondents. 070.449904 

Farce: Broad or satirical. 782.81208 

Farm boy. 917.73034 

Farmhouse cookbook. 641.5973 

Fate of small business in Nazi Germany. 
338.642094 

Faust. 831.6 

FDR’s last year, April 1944-April 1945. 
973.917092 

Feast of Thanksgiving. 812.54 

Federico Garcia Lorca y su mundo. 016.868620 

Feldspars. 549.68 

Ferguson’s Surgery of the ambulatory patient. 
617.024 

Ferment in special education. 371.908 

Field guide to Pacific coast shells, including 
shells of Hawaii and the Gulf of California. 
594.047 

Field of social service. 361 

Fifth biennial Conference on Tax Planning for 
Private Foundations, Tax Exempt Status and 
Charitable Contributions. 343.73052 

Fifth year of the Nixon watch. 320.973092 

Fifty years’ work with girls, 1883-1933. 362.8 

Figgs & phantoms (Raskin) JUV 

Fighting editor—-Warren and the Appeal. 
070.924 

Fighting for life. 362.70924 

Figure 8 (Dintenfass) FIC 

Filming the Great Gatsby (Bahrenburg) PBK 

Films of Gene Kelly, song and dance man. 
791.430280 

Final report. 362.70973 

Final report on interlaboratory cooperative study 
of the precision and accuracy of the 
measurement of total sulfation in the 

‘ atmosphere using ASTM method D 2010. 
620.1108 

Financial accounting. 657.48 

Financing education in a climate of change. 
379.120973 

Finding a simpler life. 917.30392 

Finite mathematics. 510 

Fire in my blood (Hunt) PBK 

Fire suppression and detection systems. 628.925 

Fire trail (Walton) JUV 

First Americans. 970.5 

First and second reports of the Bureau of 
Agriculture for the State of Tennessee. 
338.109768 

First death (James) PBK 

First firefly. 818.5209 

First shop stewards’ movement. 331.880942 

First snow (Coutant) JUV 

Fiscal interactions in a metropolitan area. 
336.753 

Fishing the California wilderness. 917.94045 

Fishing widows. 813.54 

Fission fusion and the energy crisis. 621.48 

Fitago: the wild dog of Central Park (Wilkes) 

Five cries of youth. 170.20223 

Fix your Chevrolet. 629.287 

Fix your Ford V8"s and 6’s. 629.287 

Fix your Volkswagen. 629.287 

Fixed point theorems. 515.73 

Flathead Indians. 970.3 

Flight from Eden Key (Moore) PBK 

Florida Indians. 970.459 

Florida place names. 917.59 

Florida ramble. 917.59046 

Flower arranging for parties. 745.92 

Flowering shrubs and small trees. 635.976 

Fluid mechanics of combustion. 621.4023 

Fly. 797.55 

Fly casting with Lefty Kreh. 799.12 

Focus on the western. 016.79143 

Folk lore, old customs, and superstitions in 
Shakespeare land. 309.14248 

Folk roots of contemporary Afro-American 
poetry. 811.5409 

Folklore of wells. 291.212 ` 

Food & drink in Britain. 641.0942 
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Food and your health. 641.3008 

Food of death: fifty-one tales (Dunsany) FIC 

Food service trends. 642.5 

Foodservice on a budget for schools, senior 
citizens, colleges, nursing homes, hospitals, _ 
industrial, correctional institutions. 642.5 

For love of her. 811.4 

Forbidden river (Cody) PBK 

Forced labor; maternity care in the United 
States. 362.198200 

Forensic dentistry. 614.19 

Forests of the night (Brown) FIC 

Forgetful pirate (Kessler) JUV 

Fargotten beasts of Eld (McKillip) JUV 

47 creative homes that started as bargain 
buildings. 643.7 

Forty years in Washington. 320.97308 

Foster parenting young children. 362.733 

Foundations of aesthetics. 111.85 

Foundations of interpersonal attraction. 301.112 

Foundling (Heyer) PBK 

Four Indian poets. 811.54 

Fragile ecosystems. 574.5098 

Framed (Powers) PBK 

Frances Sanders lesson and two related works. 
812.54 

Franchise opportunities. 381.02573 

Francis Stuart. 823.912 

Frank B. Kellogg and American foreign 
relations, 1925-1929. 327.73 

Frank Costello (Zeiger) PBK 

Franklin comes home. 940.545973 

Franklin Delano Roosevelt. 973.917092 

Fraternity of the weird (Hervey) PBK 

Frederick Law Olmsted, park designer. 
712.0924 

Free as a bird. 797.550942 

Freedom and crisis. 973 

Freedom for sale. 345.73072 

Freedom of the press and the literary property 
debate: six tracts, 1755-1770. 346.420482 

Freedom to know. 323.445097 

Freeways (Delmar) PBK 

Freighter travel manual. 910.45 

Frequency response testing in nuclear reactors. 
621.4831 

Friends and strangers on location (Colman) 


Friends (Guy) PBK 

From colony to country. 917.3033 

From ditches to discipleship. 248.487 

From know-how to Nowhere. 609.73 

From mathematics to philosophy. 510.1 

From my window (Wong) JUV 

Fun with baskets. 745.592 

Fun with seashells. 745.55 

Functions and relations. 515 

Fundamental mechanics of fluids. 532 

Fundamentals of aircraft flight. 629.132 

Fundamentals of dairy chemistry. 637 

Fundamentals of microbiology. 576 

Fundamentals of organizational behavior. 
301.1832 

Fundamentals of radiological science. 539.2 

Funnier than the first one (Fox) PBK 

Funny stories to read or tell. 813.008 

Funny thing happened on the way to the 
crusade. 269.20924 

Future as nightmare: H. G. Wells and the anti- 
utopians. 823.0876 

Future for Latin America. 918.008 

Future: human ecology and education. 370.13 

Future of education: 1975-2000. 370.9048 

Future of motherhood. 301.412097 
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Gable and Lombard. 791.430280 

Galactorrhea. 618.71 

Gallant years (Powers) PBK 

Game that was. 796.33209 

Games and parties for all occasions. 793 

Games and programs: mathematics for modeling. 
519.3 

Games animals play. 599.05 

Games singles play (Wayne) PBK 

Games without words. 371.9123 

Ganges, a personal encounter. 915.4103 

Garden enclosed. 811.54 

Garden pools, fountains & waterfalls. 714 

Gardening without work. 635 

Garganta, the mighty gorilla (Glendinning) 
JU 

Gastro-entero-pancreatic endocrine system. 
612.3 $ 
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Gastrointestinal pan-endoscopy. 616.330754 

Gathering of animals. 590.744747 

Gautama the Buddha. 294.3 

Gems and minerals of America. 549.075 

General George B. McClellan, shield of the 
Union. 973.741092 

Genji monogatari. 895.631 

Gentle intruder (Steiner) PBK 

Gentle like a cyclone (Fenner) JUV 

Gentle tamers (Brown) PBK z 

Geographical perspectives in the Soviet Union. 
309.147085 

Geography and politics in America. 320.12 

Geography: the study of location, culture, and 
environment. 910 

George Allen’s new handbook of football drills. 
796.332 

George Eliot and her world. 823.8 

Geriatric medicine. 618.97 

Germ-plasm. 575.12 

German politica] system. 320.943087 - 

Germans. 914.303 

Germans in Chile: immigration and colonization, 
1849-1914. 325.243098 

Gertrude (Hesse) PBK 

Gestalt therapy book (Latner) PBK 

Getting to know the Eucharist. 234.163 

Getting your money’s worth. 368.973 

Gholan gate (Kern) PBK 

Ghost of Dark Harbor (Ross) PBK 

Ghost on Saturday night (Fleischman) JUV 

Ghost said boo (McInnes) JUV 

Ghosts and specters. 398.250975 

Gibbs states on countable sets. 519.202453 

Gideon’s fog (Creasey) FIC 

Gifts of an eagle (Durden) PBK 

Girl’s farm (Thomas) PBK 

Give! Who gets your charity dollar? 
361.730973 

Gladrags; redesigning, remaking, refitting all 
your old clothes. 646.4 

Glazes for special effects. 738.144 

Glimpses of Germanic-Slavic relations from 
Pushkin to Heinrich Mann. 809.933 

Global populists: third-world nations and world- 
order crises. 330.91724 

Glorious presence. 181.48 

Glowering gables (Churchill) FIC 

Go for broke (Palmer) PBK 

Go tell Aunt Rhody. 784.4973 

Go where the money is. 332.632 

Goals of human sexuality. 155.3 

God bless America (Johnson) FIC 

God in public: political theology beyond 
Niebuhr. 261.7 

God save the child (Parker) FIC 

God save the players. 796 

God tomorrow. 281 

Godard and others: essays on film form. 
791.4301 

Gold and silver in the Presidential campaign of 
1896. 332.4973 

Gold deposits of the world. 553.41 

Gold fever. 338.274109 

Gold mines of Southern Africa. 338.274109 

Gold mining company prospectuses. 
338.762234 

Gold panic investigation. 332.422209 

Golden era of the missions, 1769-1834. 
917.94045 

Golden sentinels ears) FIC 

Golden State’s religious pioneer. 979.402092 

Golden summer (Duffield) PBK 

Golf course developments. 333.770973 

Golgotha (Zeldis) PBK 

Gomorrah (Karlins) FIC 

Good-by to Stony Crick (Borland) JUV 

Good-bye and amen (Clifford) FIC 

Good-bye to Budapest (Eyerly) JUV 

Good cents: every kid's guide to making money. 
658.022 

Good fight (Chisholm) PBK 

Good Samaritan, and other stories (O’Hara) 
FIC 

Good shepherd (Fleming) FIC 

Good word. 242 

Goodness of God. 231.8 

Gorilla did it (Hazen) JUV s 

Gospel and the land. 236 

Gospel of Mark for growing Christians. 
226.3077 

Gospel of Moses. 225.95 

Governing New York State. 353.9747 

Governing the university. 378.101 

Government and agriculture. 338.1873 

Governmental accounting. 657.835 

Grand hotel (Baum) PBK 





-y 





"SEPTEMBER 30,1974 


Grand jury (Rose) PBK 

Grand National (Petty) PBK 

Grand Papa and Ellen Aroon (Monjo) JUV 

Grand tradition. 789.913621 

Grant's dissector. 611.0028 

Grasses in California. 584.909794 

Grasville Abbey. 823.6 

Gravity's rainbow (Pynchon) PBK 

Gray-flannel pigskin: movers and shakers of pro 
football. 796.332640 

Great age of discovery. 910.9 

Great American novel (Roth) PBK 

Great Barrier Reef. 500.9943 

Great day for up! (Seuss) JUV 

Great industries of the United States. 338.0973 

Great land hustle. 338.473333 

Great moments in American sports. 796.0973 

Great moments in auto racing. 796.72 

Great monsters of the movies (Edelson) PBK 

Great shorter works of Pascal. 194 p 

Great singers, from the seventeenth century to 
the present day. 782.10922 

Great writers of America. 810.9 

Greek economics. 330.0938 

Greek islands cooking. 641.59495 

Greenflames of Aries (Lory) PBK 

Greenhorn on the frontier (Finlayson) JUV 

Greenville treaty, 1795. 970.471 

Grinny (Fisk) JUV 

Grizzly bear. 599.74446 

Group piano-teaching. 786.3041 

Group theory and quantum mechanics. 530,12 

Grover and the everything in the whole wide 
world museum (Stiles) JUV 

Groves of academe (McCarthy) PBK 

Growth centres in spatial planning. 309.25 

Growth through reason. 616.8914 

Guard freedom offense for winning basketball. 
796.3232 

Guatemala. 917.281035 

Guidance: program development and 
management. 371.4 

Guide to continental motoring. 914.045 

Guide to marine photography. 778.993872 

Guide to oncological nursing. 610.736 

Guide to spectator sports (Koppett) PBK 

Guide to subjects and concepts in picture book 
format. 028.52 

Guide to teaching woodwinds. 788.0507 

Guide to the architecture of Washington, D.C. 
917.53044 

Guinness book of world records. PBK 


Guitar, from the Renaissance tq the present day. 


787.6109 
Gun collector’s digest. 683.40075 
Gunfight at Blazer’s Mill. 978.96404 
Gunshot Grand Prix (McConnell) JUV 
Guppy: its life cycle. 639.3753 
Gynecological surgery: errors, safeguards, and 
salvage. 618.1 ` 
Gypsy moth: its history in America. 632.781 


H 


Hadon of ancient Opar (Farmer) PBK 

Hammer of the Lord. 252.071 

Handbook for radiologic technologists and 
special procedures nurses in radiology. 
616.0757 

Handbook in diagnostic teaching. 372.1102 

Handbook of behavior modification for the 
classroom. 371.102 

Handbook of biomedical instrumentation and 
measurement. 610.28 

Handbook of common methods in limnology. 
551.482028 

Handbook of law office forms. 347.7355 

Handbook of self-defense for law enforcement 
officers. 796.8 

Handbook of Virginia rules of procedure in 
actions at law, 347.75505 

Handbook on hanging. 364.66 

Handling special materials in libraries. 025.17 

Handloggers. 634.982092 

Hannibal, man of destiny (Taleb) FIC 

Hansel and Gretel. 398.2 

Hardrock miners. 331.881222 

Harian’s today’s outstanding buys in freighter 
travel. 910.45 

Harper's encyclopaedia of United States history 
from 458 A.D. to 1915. 917.30303 

Harrowvale (King) FIC 3 

Hat (Hubley) JUV 

Hatter Fox (Harris) PBK 

Haunted summer (Edwards) PBK 


Neca 


x 


Havana hit (Barry) PBK 

Have I got a girl for you. PBK 

Hawks of Glenaerie (MacLeod) PBK 

He opened the door of Japan. 327.20924 

Head in the clouds (Sargent) PBK 

Headaches. 616.047 

Headshrinker’s test (Kaufman) PBK 

Healing. 615.852 

Health and the social environment. 616.08 

Health care issues. 362.1 

Health insurance racket and how to beat it. 
368.380097 

Health services in the United States. 362.10973 

Heart. 616.12 

Heaven's tableland. 631.45 

Hefner. 070.50924 

Hellenistic philosophy. 180 

Hellfire in Tripoli (Hoyt) PBK 

Hellions’ hostage (Canuck) FIC 

Help, I am being held prisoner (Westlake) FIC 

Help yourself. 158.1 

Helping children behave. 649.1019 

Hematology laboratory medicine: current 
aspects. 616.15075 

Hemorrhagic diseases and the pathology of 
hemostasis. 616.157 

Henley-Stevenson quarrel]. ` 828.809 

Henry Ford vs. Truman H. Newberry. 
329.023730 

Henry James. 813.4 

Henry Purcell & the Restoration theatre. 
782.10924 

Henry Ward Beecher. 285.80924 

Herald of doom (Creasey) FIC 

Here comes pops (Wong) JUV 

Here lies the body (Corbett) JUV 

Heritage of folly (McMullen) PBK 

Hero next door. 358.4 

Heroic age. 831.03 

Heroin triple cross (Weisman) PBK 

Hey-how for Halloween! 811.50833 

Hidden human image. 128 

Hidden waterfall. 811.52 

Hide (Martin) JUV 

High: a farewell to the pain of alcokolism. 
362.292092 

High bid for murder (O'Neill) PBK 

High on gold (Richmond) PBK 

Higher education: crisis and support. 378 

Higher learning in India. 378.54 

Highly irregular. 814.54 

Hindu woman. 301.412095 

Historian’s guide to statistics. 907.2 

Historical medical classics involving new drugs. 

15.3 

Historical report on Indian use and occupancy 
of northern Indiana and southwestern 
Michigan. 970.472 

History of American archaeology. 313.031 

History of American city government. 320.973, 
320.973091 

History of anti-Semitism. 301.451924 

History of corporal punishment. 364.67 

History of economic thought. 330.09 

History of English literature. 820.9001 

History of European music. 780.94 

History of Finland. 947.1 

History of King Henry the Fourth. 822.33 

History of Laguna Pueblo land claims. 970.3 

History of North American birds: land birds. 
598.297 

History of Pennsylvania purchases “rom the 
Indians. 970.3 

History of protective tariff laws. 382.730973 

History of radio telegraphy and telephony. 
621.3841 

History of rocketry & space travel. 629.409 

History of the concept of association of ideas. 
150.192 

History of the Irish settlers in North America, 
from the earliest period to the census of 1850. 
917.306916 

History of the life sciences. 016.5709 

History of the Metropolitan Museum of Art. 
708.1471 

History of the North American pinnipeds. 
599.745 

History of the penal, reformatory, and 
correctional institutions of the State of New 
Jersey. 365.9749 

History of the public school kindergarten in 
North Carolina. 372.218097 

History of the strawberry, from ancient gardens 
to modern markets. 634.75 

History of Westchester County, New York, from 
its earliest settlement to the year 1900. 
974.7277 

x 


HUNTERS. 970.1. 


History preserved. 917.471044 

Hitler file. 943.085022 

Hitler's generals. 940.541343 

Hodgkin’s disease. 616.42 

Hollywood’s other men. 791.430909 

Home renovation: making your home more 
attractive, modern, and valuable. 643.7 

Home to Texas (Ballard) FIC 

Home with Aunt Florry (Talbot) JUV 


- Homeowner's complete guide. 643.7 


Homes of homeless children. 362.732097 * 

Honcho (Slade) PBK 

Hong Kong in pictures. 915.125 

Horace Greeley. 071.471 

Horace Greeley, founder of the New York 
tribune. 071.471 

Haratio’s boys. 813.4 

Horizons in perinatal research. 618.24 

Horn of Roland (Pargeter) FIC 

Horse, through fifty centuries of civilization. 
636.1009 

Hospital construction act. 362.110973 

Hot shots of pro basketball. 796.323092 

House cat (Finlayson) JUV 

House in Norham Gardens (Lively) JUV 

House of hate (Ferris) FIC 

House on Vickers’ Island (St. Clair) FIC 

House possessed (Paige) PBK 

Housebuilding book. 690.8 

Houses: their signs and planets. 133.508 

Housing the poor in suburbia. 301,54 

How and why of Chinese painting. 751.425 

How animals work for us. 636 

How family members perceive each other. 
301.420723 

How fare American youth? 301.431509 

How foster children turn out. 362.733097 

How the animals came to North America. 
569.097 $ 

How to add an extra bathroom. 643.52 

How to arrange and rehearse football band 
shows. 785.067107 

How to avoid your heart attack. 616.12405 

How to be a movie star. 791.0924 

How to build and furnish a log cabin. 690.87 

How to buy at auction. 640.73 

How to decorate model homes and apartments. 
747.88 

How to eat better and spend less, 635 

How to find out. 011.02 

How to get things changed. 309.26 

How to have a giving church. 254.8 

How to make high profits in apartment 
investments. 332.6324 

How to make your husband your lover (Bird) 
PBK 

How to make your life work. 158.1 

How to make your own books. 686 

How to make your science project scientific, 
501.8 

How to modernize a basement. 643.5 

How to program computers in COBOL. 
001.6424 

How to protect your business against crime. 
658.47 

How to read the night sky. 523 

How to save your life on the Nation’s highways 
and byways. 629.2832 

How to succeed in high school and score high 
on college entrance examinations. 373.130281 

How to survive your husband’s heart attack. 
616.12 

How to use return on investment. 658.155 

How to write a report your boss will read (and 
remember) 808.066651 

How to write a short story. 808.31 

How two hundred children live and learn. 
362.732097 

How you can get better medical care for less 
money. 338.43 ` 

Hualapai Indians. 970.3 

Hulda (Svendsen) JUV 

Human fertility im India. 301.321095 

Human fetal and neonatal circulation: function 
and structure. 612.64011 

Human infancy. 155.7 

Human relations: from theory to practice. 
301.11 

Human services. 362.20973 

Humanities. 016.0013 

Humanness of you. 811.54 

Hundred years of anthropology. 301.209 

Hungry for God. 248.92 

Hunters. 970.1 
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I am thinking of Kelda (Wells) FIC 

I came to the highlands Johnston) FIC 

I cook as I please. 641.59 

I give you my word. 070.40924 

I speak for my slave sister: the life of Abby 
Kelley Foster. 322.440924 

T want that mountain! 248.461 

I was a monk. 271.6 

I will make you disappear (York) JUV 

I wonder where I came from. 612.6 

Ice dragon (Lord) PBK 

Idea and practice of world government. 341.2 

Ideals family garden cookbook. 641.65 

Ideas about measuring & accounting. 657 

Ideas for patchwork. 746.46 

If I could sleep deeply enough. 811.54 

If I knew what I was doing .. (Goldstein) FIC 

If your child has a learning disability. 371.928 

Illegitimacy as a child-welfare problem, parts 1 
and 2. 362.7 

Illustrated housebuilding. 690.864 

Ilustrated keys to the fresh-water fishes of 
Alaska. 597.092979 ` 

Mustrations of reporting accounting changes. 


Tm going to New York to visit the Queen 
(Wolcott) JUV 

Im Wandel der Jahre. 438.6421 

Image of a lover (Ogilvie) FIC 

Images of man. 301.209 

Immortals at first hand. 920.042 

Imogent! Imogen Cunningham photographs, 
1910-1973. 779.0924 ` 

Impact of D. W. Griffitk’s motion pictures from 
1908 to 1914 on contempoary American 
culture. 791.43013 

Imperialism and nationalism in the Fertile 
Crescent. 320,956 K 

Implementation: how great expectations in 
Washington are dashed in Oakland. 
309.262097 

Implementing the learning society. 338.43 

Implications of induction. 161 

Improving marking and reporting in classroom 
instruction. 371.272 

In praise of scribes. 745.61 

In radical pursuit: critical essays and lectures. 
809.1 


In the days of Scott. 828.709 

In the days of Simon Stern (Cohen) PBK 

In the desert of my soul. 812.54 

In the matter of the investigation of the 
Magistrates’ courts in the First Judicial 
Department and the magistrates thereof, and 
of the attorneys-at-law practicing in said 
courts. 347.747035 

In the sunshine of life. 610.924 

In the winner’s circle. 798.430922 

In the zoo (Lane) JUV 

inher own behalf: voices from the margin. 

1 


62 
In their wisdom (Snow) FIC 
In time like glass. 915.404509 
Incendium amoris of Richard Rolle of Hampole. 
242 


Incident at Exeter (Fuller) PBK 

Index to instructional media catalogs. 371.33 

Index to research in business and office 
education. 651.072 

India and the United Nations. 341.2354 

India celebrates. 394.26954 

Indian blankets and their makers. 746.97 

Indian people in Natal. 301.451914 

Indian women of the western morning. 
301.412097 

Indonesia after the 1971 elections. 320.959803 

Indoor gardening. 635.965 

Induction and justification. 121 

Industrial decentralisation i in South Africa. 
338.0968 

Industrial publicity. 659.2 

Inexpensive wine. 641.22 

Infant nutrition, 612.3 

er world of Branwell Bronte (Du Maurier) 


Inflation & the Nixon administration. 
332.410973 
_ Information retrieval and documentation in 
chemistry. 029.954 
Information, weight of evidence, the singularity 
between probability measures and signal 
detection. 510.8 
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Inhibitors of nucleid acid synthesis. 574.8732 

Inishkillane; change and decline in the west of 
Ireland. 301.29415 

Inner healing. 248 S 

Innerworid of the outerworld of the innerworld. 
831.914 

Innovations in secondary education. 373.73 

Inorganic solids. 541.0421 

Inquiries into the fundamentals of aesthetics. 
111.85 


Inservice education manual for the nursing 
department. 658.31243 

Inside boxing. 796.83 

Inside corner; talks with Tom Seaver. 
796.357092 

Inside Soviet schools. 370.947 

Inside the red and white tent (Jensen) JUV 

Inside track. 796.42 _ 

Insights for marketing management. 658.8 

Inspection, maintenance, and rehabilitation of 
old dams. 627.8 

Installing TV & FM antennas. 621. 380283 

Instant tears for lovers. 811.54 

Instructional implications of inquiry. 372.83044 

Instruments of flight. 629.135 

Intensive and rehabilitative respiratory care. 
616.20046 

Intercept (Bernstein) PBK 

Interest groups in international perspective. 
320.05 

Interior Salish Indians. 970.3 

Interior spaces designed by architects. 729 

International education: the American 
experience. 016.370196 

International grandmothers’ cookbook. 641.59 

International lesson annual. 268.61 

International monetary conferences. 332.45 

International subscription agents. 380.145070 

International tax planning. 343.73067 

International trade. 337.91 

International urban crisis. 301.36 

Interpretation of schizophrenia. 616.8982 

Interpretations of fascism. 320.533 

Interrupted journey (Fuller) PBK 

Interstellar communication; scientific 
perspectives. 001.50999 

Into deepest space (Hoyle) FIC 

Introduction to Affican civilizations. 916.03 

Introduction to African religion. 299.6 

Introduction to business. 330; 658.4 

Introduction to California plant life. 581.509794 

Introduction to dental anatomy. 611.314 

eee to environmental microbiology. 


Introduction to environmental science and 
technology. 301.31 
Introduction to experimental psychology. 
150.724 
Introduction to Feynman diagrams. 539.721 
Introduction to general relativity. 530.11 
Introduction to homiletics. 251 
Introduction to organic electrochemistry. 
547.137 
Introduction to pool exercises. 615.824 
Introduction to process economics. 338.51 
Introduction to programming languages. 
001.6424 
Introduction to symbolic logic. 511.3 
Introduction to the IBM 360 computer and 
OS/ICL (job control language) 001.64044 
Introduction to the practical study of crystals, 
minerals, and rocks. 552 
Introduction to the quantum theory. 530.12 
Introduction to the world’s gemstones. 553.8 
Introduction to Virgil’s Aeneid. 873.01 
Introductory circuit analysis. 621.3192 
Introductory macroeconomics. 339 
Invertebrate zoology. 592 
Investigation of the metropolitan police 
department. 363.209753 
Investigation. 891.8537 
Investigation of oncogenic viruses. 616.992019 
Investigation of the New York State prisons. 
365.9747 
Investigation of vice, crime, and law 
enforcement. 364.974811 
Iris Murdoch. 823.914 
Iron Age in lowland Britain. 913.362 
Iron cage (Norton) JUV 
Iroquois Indians. 970.3 
Irreverent pilgrims; Melville, Browne, and Mark 
Twain in the Holy Land. 811.309 
Irving Berlin. 784.0924 
Is Cuba socialist? 335.434097 
Isaac Babel, Russian master of the short story. 
891.7342 
Islam in English literature. 820.93 
a 
N 
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Israel: its politics and philosophy. 915.694050 

Italic way to beautiful handwriting, cursive and 
calligraphic. 652.1 

It’s the law! 340.09764 

Tve been had. 269.20924 


J 


J. C. Leyendecker. 741.973 

J. M. Barrie and his books. 828.91209 

Jack and Fred (Barton) JUV 

Jack-o’-lantern. 398.2 

Jackie Robinson: baseball’s gallant fighter. 
796.357092 

Jacob Bidermann. 872.04 

James Dean, the mutant king. 791.0924 

James Gordon Bennetts. 070.50922 

James Joyce’s Ulysses. 823.912 

James Luby, journalist. 070.40924 

James Montgomery Flagg. 741.973 

Jamestown: the beginning. 917.55421 

Jamestown to Washington. 929.20973 

Jane Austen. 823.7 

Japanese consumer electronics 
schematic/servicing manual. 621.381. ` 

Japanese culture. 915.203 

Japan's parliament. 328.5209 

Jaws of the watchdog (Drummond) PBK 

Jazz, women, soul. 811.54 

Jean Paul Sartre. 848.91409 

Jeremiah Knucklebones (Wahl) JUV 

Jeremiah: spokesman out of time. 224.207 

Jersey Guns (Pendleton) PBK 

Jesus in bad company (Holl) PBK 

Jet aircraft engines. 629.134353 

Jews and politics. 320.973092 

Jinx glove (Christopher) JUV 

John Butler Yeats. 821.8 . 

John J. Crittenden. 328.730924 

John Newton, author of the song "Amazing 
grace,” 283.0924 

John Paul Jones. 973,350924 

John Sevier as a commonwealth-builder. 
976.803 . 

John Trumbull. 811.2 

Jones men (Smith) FIC 

Joseph Stalin: man and legend. 947.084209 

Jots of thoughts. 811.54 

Journal of William Edmundson, 1627-1712 . 
(abridged and designed for daily devotional 
reading) 289.60924 

Journey of the gray whales. 599.51 

Journey to paradise (Cartland) PBK 

Joy is. 242 

Joyce in Nighttown. 823.912 

Toys and sorrows. 787.30924 

Juarez, man of law. 972.070924 

Judas mandate (Egleton) PBK 

Judges and law reform. 345.744610 

Judgment day (Sapir) PBK 

Julian of Norwich. 248.22 

Jungle (Blackstock) PBK 

Just the same it was raining. 811.54 

Just the thing for Geraldine (Conford) JUV, 

Justice in everyday life: how it really works. 
323.40973 

Justice under fire. 343.730143 

Justus (Lapham) PBK 

Juvenile justice. 364 

Juvenile offenders. 364.36 


K 


Kafka’s narrative theater, 833.912 

Kansas City Chiefs. 796.332640 

Karl Schranz 7-day ski system. 796.93 

Kathmandu Valley towns. 915.496 

Kelly Blue. 927.5 

Khrushchev remembers; te last testament. 
947.085092 

Kiai! (Anthony) PBK 

Kick a stone home (Smith) JUV 

Kidnapping. 364.154 i 

Kierkegaard. 813.54 can 

Killer pine (Gutteridge) PBK 

Kim's place. 811.54 f 

Kindergarden teacher's activities desk book. 
372.13 

King of the dollhouse oe JUV 

Kingdom come! 209. 

Kingdom come (Deis) PBK 

Kingdom of self. 233 

Kingdom of the earth. 839.81372 
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Kingis quair and The quare of jelusy. 821.2 

Kings depart. 933 

Kintyre; best of all the isles. 914.138 

Kiplinger’s you and your taxes. 343.73052 

Kite craft. 745.592 

Kleinzeit (Hoban) FIC 

Klippity klop (Emberley) JUV 

Knife in the night James) PBK 

Kohn report: crime and politics in Chicago. 
364.106077 

Kukulcan. 863 

Kung Fu meditations & Chinese proverbial 
wisdom (Hua) PBK 


L 


L. Emmett Holt. 618.920009 

La dolce cucina. 641.86 

Labor economics. 331.0973 

Labor laws in Texas. 344.76401 

Laboratory practice of organic chemistry. 
547.0028 

Lacquer screen (Van Gulik) PBK 

Lactation. 599.03 

Lady Audley’s secret. 823.8 

Lady Nijo’s own story. 895.632 

Lafcadio Hearn: an appreciation. 813.4 

Land and people of Bolivia. 918.4035 

Land from the sea. 557.59 

Land of the hart: Israelis, Arabs, the territories. 
320.956940 

Land reform and democracy. 333.30972 

Landmark abe shorthand. 653.2 

Language of movement. 793.3 

Language of pattern. 745.4 

Languages of the world. 400 

Langue et langage. 448.2421 

Larkspur conspiracy (Philips) PBK 

Las Vegas is my beat (Pearl) PBK 

Laser applications. 621.366 

Laser physics. 535.58 

Laser war (Rosenberger) PBK 

Last dogfight (Caidin) FIC 

Last exodus. 323.119240 

Last hill (Dunmore) PBK 

Last man in Europe. 828.91209 

Last of the conquistadors, Junipero Serra, 1713- 
1784. 282.0924 

Last post for a partisan (Egleton) PBK 

Last season of Weeb Ewbank. 796.332092 

Last stand at Goodbye Gulch (Benedict) JUV 

Last tomb (Lange) PBK 

Last twelve verses of Mark. 226.3 

Last year (D’Harrel) FIC 

Later woolen mills in Oregon. 338.476773 

Latin America review 1 of books. 918.03305 

Latin America: the early years. 918.0301 

Latin America: world in revolution. 980.03 

Latin American revolutionary poetry. 861 

Latin American thought. 199.8 

Latin American urban research. 301.36098 

Laue atlas: plotted Laue back-reflection patterns 
of the elements. 548.83 

Laughable loves (Kundera) FIC 

Laurie loves a horse (Weir) JUV 

Law and theology in Judaism. 296.179 

Law enforcement in Los Angeles. 363.209794 

Law of the sea: the emerging regime of the 
oceans. 341.45 

Law, the Supreme Court, and the people’s 
rights. 342.73085 

Lawyer and client: who’s in charge? 347.735 

Leaders of reform: progressive Republicans in 
Kansas, 1900-1916. 320.978103 

Leadership in the secondary school. 373.12 

Learning sex roles: American and Scandinavian 
contrasts. 301.4175 

Learning to drive. 629.2832 

Lectures in statistical physics. 530.13 

Lectures on English history and tragic poetry. 
822.33 

Lectures on the phenomena of life common to 
animals and plants. 574.1 

Legacy of terror (Cameron) PBK 

Legal aspects of engineering. 340.02462 

Legal point of view. 340.1 

Legal rights of children. 346.73013 

Legal rights of the elderly. 346.73013 

Legends of the patriarchs and prophets and 
other Old Testament characters from various 
sources. 221.922 

Legends of the saints. 270.09 

Leibniz in Paris, 1672-1676. 515.0924 

Leonardo. 759.5 

Let my children work! 372.13 





Let’s find out about mosquitoes. 595.771 
Let’s talk about computers. 001.64 
Lettering of an Athenian mason. 481.7 
Letters of Charles Dickens to Wilkie Collins, 
1851-1870. 823.8 
Leveraged leasing, 1974. 346.73047 
Library of golf, 1743-1966 (Murdoch) BL 
Life and times of Henry Clay. 973.50924 
Life and work of William Pryor Letchworth, 
student and minister of public benevolence. 
367.924 
Life as we know it, and other original fiction 
and poetry. 810.80054 
Life in the Leatherwoods. 917.672603 
Life of Cervantes. 863.3 
Life of Horace Greeley. 071.471 
Life of Joseph Bishop. 917.680330 
Life of O. O. McIntyre. 070.924 
Life of Sir Walter Scott. 828.709 
Life on a giant cactus. 593.47 
Life on a slightly used horse. 798.23 
Life on the planet Earth. 574 
Light-Horse Harry (Gerson) PBK 
Lighter side of the library. 027.4 
Like ghosts of eagles: poems, 1966-1974. 
- 811.52 
Lincolnshire politics, 1832-1885. 320.942530 
Lindenmeier: a Pleistocene hunting society. 
917.88 
Line of duty (Tidyman) FIC 
Lines of our times. 811.54 


Linguistic analysis of children's speech: readings. 


410 

Lion of Delos (Worboys) FIC 

Lions and foxes: men and ideas of the Italian 
Rennaissance. 914.5035 

List of English tales and prose romances printed 
before 1740, 016.823085 

Listen, little man! 301.1 

Listen to your heart. 362.784 

Literary meaning and Augustan values. 
820.9004 

Literature and music as resources for social 
studies. 016.91003 

Little book of friendship. 808.882 

Little boy who loved dirt and almost became a 
Superslob (Vigna) JUV 

Little elephant who liked to play (Sellers) JUV 

Little Sarah and her Johnny cake. JUV 

Little victories, big defeats (McHargue) JUV 

Little witch’s Christmas book. 745.5 

Living country blues (Oster) BL 

Living prehistory. 573 

Livingstone and his African journeys. 
916.042092 

Lloyd’s of London. 368.942 

Loaded breathing. 612.21 

Lobo legion (Cole) PBK 

Local government in rural America. 352.073 

Logic of social systems. 300.1 

Logic of the living brain. 612.82 

Logistics management. 658.78 

London souvenirs. 914.210385 

London switch (Moore) PBK 

Long birthday (Holl) JUV 

Long distance (Mortimer) FIC 

Long fuse. 823.914 

Long polar watch. 355.00971 

Long shot (Christopher) PBK 

Long term projections of power: political, 
economic, and military forecasting. 301.5 

Long way from Verona (Gardam) JUV 

Look of things. 082 

Looking at China. 915.1035 

Lord Byron; accounts rendered. 821.7 

Lord Rochester’s monkey. 942.066092 

Lorenzo the Magnificent. 945.510509 

Los espacios azules. 861 

Losing people (Baird) FIC 

Louie’s snowstorm (Hildick) JUV 

Louly (Brink) JUV 

Love and sex in plain language (Johnson) PBK 

Love in the Western world. 157.3 

Love letters of Mary Wollstonecra“t to Gilbert 
Imlay. 301.412092 

Loving and giving (Robins) PBK 

Loving women/loving men. 261.834157 

Low blood sugar cookbook (Davis} PBK 

Low blood sugar gourmet cookbook. 641.5638 

Low-wage workers in an affluent society. 
331.2973 

Lower depths. 891.723 

Lower St. Lawrence: a pictorial history of 
shipping and industrial development. 
387.09714 

Loyal mountaineers of Tennessee. 976.8604 

Lumberjack. 634.982 


f 
/ 


MARX AND THE BIBLE. 


Lumen gloriae; poems. 811.54 

Luther and the peasants’ war. 943.031 
Lyle finds his mother Waben) JUV 
Lysozyme. 574.19256 


M 


M. C. Higgins, the great (Hamilton) JUV 

Macabre manor (Grayson) PBK 

MacLyon (Burford) FIC 

Macro processors and techniques for portable 
software. 001.6425 

Maculan’s daughter (Gainham) FIC 

Madness network news reader. 616.89 

Magazine editing and production. 070.572 

Maggie Flying Bird (Lawson) JUV 

Magic of honey (Perlman) PBK 

Magic of love. 133.442 

Magic squares. 512.72 

Magician and the sorcerer (McKee) JUV 

Magnetic materials and their applications. 621.3 

Magnificent birds of prey. 598.91 

Maiden voyage (Marcus) PBK 

Main trends in the science of language. 410 

Mainspring of productivity. 158.7 

Maintenance management of traffic signal 
equipment and systems. 625.794 

Majesty that was Islam. 910.031767 

Major international treaties, 1914-1973. 
341.026 

Major lyricists of the Northern Sung, A.D. 960- 
1126. 895.1104 

Male homosexuals; their problems and 
adaptations. 301.4157 

Male machine. 301.411 

Malko versus the CIA (De Villiers) PBK 

Malverne Manor (York) FIC 

Mama’s ghosts (Lorenzo) JUV 

Mamba’s daughters. 813.52 

Mammals of Indiana. 599.09772 

Man and metals. 338.209 

Man & water. 333.91 

Man and woman among the Azande. 
301.410962 

Man before God. 282.0924 

Man from Tombstone ae PBK 

Man in motion. 153. 

Man into superman vanger PBK 

Man who presumed. 916.704 

Man with a thousand names (Van Vogt) PBK 

Man with the power (Thomas) FIC 

Management. 658.4 

Management by obstruction. 658.4 

Management of childhood behavior problems in 
school and at home. 371.102 

Management of marine fisheries. 338.3727 

Management of water quality and the 
environment. 333.91 

Management problem-solving with APL. 
658.403028 

Management, taxation, and sale of the closely 
held business. 346.730668 

Managerial accounting. 658.15 

Managing organizational conflict. 658.4 

Managing restaurant personnel. 658.376479 

Managing the modern law office. 658.913400 

Manhounds of Antares (Akers) PBK 

Manifesto & me - Meg (Katz) JUV 

Manipulation. 612.82 

Mannings (Stewart) PBK 

Manpower issues and voluntary regulation in the 
medical specialty system. 331.126 

Man’s unfinished journey. 909 

Mansion of menace (Rossetti) FIC 

Manual for nurses in family and community 
health. 610.734307 

Manuali of Chinese metaphor. 495.181 

Manual of dermatologic therapeutics. 616.5 

Manual on bookselling. 658.809070 

Mardi Gras massacre (Derrick) PBK 

Margin of life: population and poverty in the 
Americas. 301.3298 

Marguerite of Navarre. 944.031092 

Maria’s house (Merrill) JUV 

Marine zoogeography. 591.92 

Mark one - the dummy (Ball) FIC 

Mark Twain and the Happy Island. 818.409 

Mark Twain; in his footsteps. 818.409 

Marketing economics guide. 330 

Marketing for the bank executive. 658.893321 


` Marketing in the service sector. 381.45363 


Marriage in Australia. 301.42 
“Marse Henry” 070.410924 
Marvelous Mongolian (Aldridge) FIC 
Marx and the Bible. 220.66 


N 


` 
Av 


MASK OF STATE: WATERGATE 


Mask of state: Watergate portraits. 364.132097 

Mastering a powerful vocabulary. 428.1 

Masters; all about its history, its records, its 

r players, its remarkable course and even more 
remarkable tournament. 796.352740 

Masters of Bow Street (Creasey) FIC 

Mathematical challenges II, plus six. 510.76 

Mathematical economics. 330.0151 

Mathematical problems in biology, Victoria 
conference. 574.0151 

Mathematical questions in the theory of wave 
‘diffraction.’ 510.8 

Mathematical talent: discovery, description, and 
development. 371.95 

Mathematics applied to deterministic problems 
in the natural sciences. 510.245 

Mathematics of business. 513.93 

Mathematics: society and curricula. 510.7 

Matrilineal kinship. 392.3 

Matrix analysis of electrical machinery. 
621.310420 

Matsya puranam. 294.5925 

Matter of allegiances; Maryland from 1850 to 
1861. 320.975203 

Matter of honor. 355.00954 

Maturing of multinational enterprise. 338.88 

Maurice Messegue’s way to natural health and 
beauty. 613.2 

sMaybe, a mole (Cunningham) JUV 

May's Manual of the diseases of the eye for 
students and general practitioners. 617.71 

Mdewakanton Band of Sioux Indians. 970.3 

Me and the terrible two (Conford) JUV 

Meaning of criminal insanity. 345.7304 

Measurement in physical education. 613.707 

Measuring corporate strategy. 658.4 

Media literacy: thinking about. 001.5 

Medical radioisotope scintigraphy 1972. 
616.07575 

Medical school agmission., 610.711 

. Medical testimony. 614 

Medicine. 615.1 

Medicine and social work. 362.1 

Medicine show. 610 

Medieval aspects of Ponnismee learning. 001.2 

Medieval Japan. 320.9520 

Medieval Russia’s epics, h roniclés: and tales. 
891.708001 

Meditations. 232.901 

Meek mountaineer. 796.522092 

Meet these men. 220.92 

Memoirs of a White Crow Indian (Thomas H. 
Leforge) 970.3 

Memorial to the Duchess (Kettle) PBK 

Memorials of prison life. 365.66 

Memorials of Sarah Childress Polk, wife of the 
eleventh President of the United States. 
973.610924 

Men of Colditz (Reid) PBK 

Menace of Marble Hill (Farnsworth) PBK 

Messages and voices, 591.59 G 

Messages of the body. 153 

Metnbolics: putting your food energy to work. 
612.39 

Metal bulletin handbook. 338.45669 

Methods and materials of commercial 
construction. 690.52 

Methods and styles in the study of culture. 
301.2018 

Methods of neurochemistry. 612.804207 

Metropolitan transportation planning. 388.4 

Mexican income and commercial receipts tax 
laws, as of January 1, 1974. 343.72052 

Mexico. 917.20482 

Michigan reader: 1865 to the present. 
917.74034 

Mick Jagger; everybady’s Lucifer. 784.0924 

Microcirculation. 599.011 

Microeconomics. 330.077 

Microwave integrated circuits. 621.38173 

Middle East, oil, and the great powers. 
* 338.272820 

Midnight, champion pucking horse (Savitt) JUV 

Midwestern States. 917.7 

Might as well be dead, a Nero Wolfe novel 
(Stout) PBK 

Mike; the memoirs of the right honourable 
Lester B. Pearson. 971.064309 

Milagro beanfield war (Nichols) FIC 

Miles Davis. 788.10924 

Military annals of Tennessee. 973.7468 

Military living’s Temporary military lodging 
around the world. 355.129 

Milton and the nature of man. 821.4 - 

Milton as ‘an historian. 942.00724 

Milton Berle. 791.0924 

Mine of lost days (Brandel) JUV 
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Minimizing costs and maximizing benefits on 
providing legal services to the poor. 
362.580973 

Minister's daughter. 917.444034 

Minister's library. 016.2 

Minister’s worship handbook. 264.00202 

Minutes of the testimony taken before John Q. 
Wilson, Joseph Eaton & Morris Woodruff. 
365.97462 

Miracle of new avatar power. 133 

Miracle of organic vitamins for better health. 
615.854 

Miriam at thirty-four (Lelchuk) FIC 

Mirror image (Sadler) PBK 

Miss Pickerell meets Mr. H.U.M. (MacGregor) 
JUV 


Miss Ravenel’s conversion from secession to 
loyalty. 813.3 

Miss Rona. 791.430924 

Missions of Texas. 917.64046 

Mississippi: conflict and change. 917.6203 

Mr. Noah and the second flood (Burnford) 
PBK 

Misterio y pavor; trece cuentos. 468.6421 

Mithraic studies. 295 

Mode in costume. 391.09 

Modeling the eutrophication process. 574.52632 

Modern dogma and the rhetoric of assent. 808 

Modern Islam in India. 301.452971 

Modern Italy. 309.14509 

Modern parliamentary procedure. 060.42 

Modern shop procedures. 621.75 

Modern short-story. 808.31 

Modern theories of motivation. 152.5 

Modern trends in Hinduism. 294.509 

Modern Turkey. 956.1 

Molecular mechanisms of complement. 599.029 

Molecular studies in viral neoplasia. +616.994019 

Molting season (Ferguson) FIC 


_Moment to moment. 811.54 


Moments with father. 808.882 

Monetarist model of inflationary expectations. 
4 

Money player. 796.346092 

Montaigne’s deceits. 844.3 

Monumenta codicum manu scriptorum. 091 

Moonstruck. 808.81936 

Moose; Goose, and Little Nobody (Raskin) 


Moralist (Roberts) FIC 

Morality of killing. 179.7 

More card manipulations, series 1-4. 795.438 

Morehead on bidding. 795.4152 

Morris. 659.143097 

Most revealing book of the Bible: making sense 
out of Revelation. 228.077 

Mother. 853.912 

Mother was a lovely beast. 813.01 

Mother’s breast and the father’s house. 811.54 

Mound builders. 913.031 

Mountain Mary. 833.8 

Mourning song. 248.86 

Mousekin’s woodland birthday (Miller) JUV 

Movie horses. 636.10888 

Mrs. Parkington (Bromfield) PBK 

Mrs. Tim flies home (Stevenson) FIC 

Multi-access computing. 001.64404 

Multinational company. 658.18 

Multiple sclerosis. 616.834 

Multivariate distributions. 519.24 

Murder in the tower (Hibbert) FIC 

Murder in Venice (Anne-Mariel.TB Murder in 
Venice) PBK 

Murders of Richard III (Peters) FIC 

Muscle and blood. 614.852 

Muscle receptors. 591.18208 

Mushroom feast. 641.68 

Music in the United States. 781.773 

Music: invent your own. 781 

Music Library Association catalog of cards for 
printed music, 1953-1972. 016.78 

Musical season. 780.8 

Mussolini, red and black. 945.091092 

Mussolini’s enemies. 940.5345 

Muzzle blast (Rossi) PBK 

My Black me. 811.508 

My brother Sam is dead (Collier) JUV 

My cricketing years. 796.358092 

My eyes are my ears. 362.42 

My head! My head! 823.912 

My imprisoned heart (Wingate) 

My journals and sketchbooks reinen) JUV 

My petition for more space (Hersey) FIC 

My pretty girl (Bradbury) JU 

My race be won. 796.426 

My sea. 591.92 

My village in Hungary. 914.397 
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My wicked, wicked ways (Flynn) PBK 

Mycardial biology. 599.0116 

Mystery of fernridge manor (Bodwell) FIC 

Mystery of pain. 248.86 

Mystery of the melting snowman (Heide) JUV 

Mystic adventures of Roxie Stoner (Morgan) 
Cc 


Myth, allegory, and gospel. 239 

Myth of the Jewish race. 301.451924 

Mythic journey: Gunter Grass’s Tin drum. 
833.914 


N 


Nadine Gordimer. 823 

Naked is the best disguise. 823.912, 

Nantucket summer (Green) JUV 

Napoleon’s second empress (Turnbull) PBK 

Narcotics: knowledge and nonsense; program 
disaster versus a scientific model. 363.450974 

Narration in the German novelle; theory and 
interpretation. 833.02 

National Archives and urban research. 
301.360720° 

National Youth Administration. 362.70973 

Native South Americans. 980.1 

Natural cooking the old-fashioned way. 641.5 

Natural cooking the Prevention way (Gerras) 
PBK. 

Natural gases in marine sediments. 551.46083 

Nature and the country in English poetry of the 
first half of the eighteenth century. 821.50936 

Nature crafts. 745.5 

Nature of personal reality. 133.93 

Nature’s light: the story of bioluminescence. 
574.19125 

Nature’s miracle medicine chest. 613.2 

Navajo activities affecting the Acoma-Laguna 
area, 1746-1910. 970.3 š 

Navajo Indians. 970.3 

Navajo sacred places. 970.3 

Nebraska ombudsman. 353.978200 

Nebraska pioneer cookbook. 641.59782 

Needle lace & needleweaving. 746.22 

Negro church in America. 301.58 

Nelson's patriotic scrapbook. 973 

Netley Abbey (Warner) FIC 

Neurochemistry of cholinergic receptors. 
596.0188 

Neurophysiological model of emotional and 
intentional behavior. 612.82 

Neurovegetative transmission mechanisms. 
612.89 : 

New and revised Carlton Fredericks cook book 
for good nutrition. ` 641.5 

New approaches to Latin American history. 
980.0072 , 

New book of leatherwork. 745.531 

New business ventures and the entrepreneur, 

8.11 : 


New castle. 200 

New century Shakespeare handbook. 822.33 

New chemistry. 540 

New concepts in water purification. 628.16 

New corporatism. 320.531 

New discoveries in oceanography. 551.46 

New Dostoevsky letters. 891.733 

New drinking man’s diet and cookbook 
(Jameson) PBK 

New dynamics of preventive medicine. 613 

New genetics. 575.1 

New head nurse (Walters) FIC 

New ideas in card and paper crafts. 736.98 

New Jersey inheritance and estate taxes. 
343.749053 

New Mexico. 917.890350 

New morality. 301.431509 

New national Austrian ski system. 796.93 

New perspectives in moral theology. 241 

New physician surgical quiz. 617.0076 

New politics Congress. 328.73001 

New system of slavery. 331.6254 

New urban history: quantitative explorations by 
American historians.. 301.363097 

New wind blowing! 269.20924 

News and the market. 332.642097 

Newspaper days. 070.40924 . ` 

Newspaper organization and management. 
658.9107 

Nietzsche. 193 

Nigeria: options for long-term development. 
330.966905 

Night never ending. 940.540509 

Night of the assassins (Rossi) PBK 

Nikolay Gogol. 891.78309 
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Nine Mayan women. 301.412097 

Nine old men. 347.7326 

1974-75 NCTE guide to teaching materials for 
English, grades 7-12. 428.00712 

Nitty gritty foodbook. 641.3 

Nixon guaranteed income proposal: substance 
and process in policy change. 362.5 

Nixon rated cartoons. 973.924020 

Nixon’s good deed. 362.5 

No cheering in the press box. 070.449796 

No child is ineducable: special education— 
provision and trends. 371.90942 

No king but Caesar (Powers) PBK 7 

No pushing, no ducking. 797 

No time for good reasons. 811.54 

No trespassing ather JUV 

No way. 853.912 

Nobody wanted to scare her (Cromie) JUV 

Nomenclature of organic compounds: principles 
and practice. 540.8 

Nonequilibrium statistical thermodynamics. 
536.70182 

Nonlinear processes in engineering. 620.100151 

Normal topological spaces. 514.32 

Norman Vincent Peale’s treasury of courage and 
confidence. 170.202 

North American Indians. 970.1 i 

Northeastern States and eastern Canada. 
917.4044 

Northern Ireland; captive of history. 941.609 

Northern Kensington. 914.2134 

Northwest to fortune. 919.8 

Not the glory (Boulle) PBK 

Not what you expected (Aiken) JUV 

Notes on colonial Indians and communities in 
Florida, 1700-1821. 970.459 

Notes on fallacies of American protectionists. 
382.730973 

Notes on life. 191 

Notes on the animals of North America. 591. 97 

Nothing is impossible with God. 248.2 

Now you need a toolbox (Brock) PBK 

Nuclear power plant control and 
instrumentation. 621.4835 

Nuclear reactor neutron energy spectra. 
620.1108 

Nuclear spectroscopy and reactions. 543.085 

Nuclear structure study with neutrons. 
539.7213 

Numbers for lovers (Fitzgerald) PBK 

Nun. 843.5 

Nursing leadership in action. 658.3128 

Nursing of children. 610.7362 

Nutrition and diet therapy. 615.854 

Nutrition and your mind (Watson) PBK 

Nutritional qualities of fresh fruits and 
vegetables. 641.34 

Nymph of Fiesole (il ninfale fiesolano) 851.1 


O 


Oak and the room (Moorcock) PBK 

Obscenity and the law. 345.730274 

Observer's book of ships. 623.8204 

Obsolescence and professional career 
development. 658.3 

Occult and the Third Reich. 135.40943 

Occupational health and safety. 016.61362 

Occupational stress. 616.89071 

Ocean wanderers. 598.2924 

Oceanography. 551.46 

Of delinquency and crime. 364.36 

Of men and plants (Messegue) PBK 

Of nightingales that weep (Paterson) JUV 

Of time and an island. 917.137009 

Off-road racing. 796.72 

Official and political manual of the State of 
Tennessee, 320.9768 

Official Jewish/Irish joke book (Wilde) PBK 

Official major league baseball playbook. . 
796.357 

Oh, didn’t he ramble. 788.10924 

Oh, Lizzie! (Faber) PBK 

Oil and gas development in the U.S.S.R. 
338.272809, 

Oil slick (Sapir) PBK 

Oil spills and the marine environment. 363.6 

Oily grail. 796.720977° 

Old & rare. 658.809070 

Old clock. 823.8 

Old country cookbook. 641.594 

Old fashioned homemade ice cream cookbook. 
641.862 

Old-fashioned Thanksgiving (Alcott) JUV 

Old men drunk and sober. 364.148097 





Oliver Wendell Holmes. 818.309 

Olympic track and field teBhniques. 796.42 

Omar Khayyam as a mystic. 891.5511 

On development. 574.3 

On God & man & other matters. 811.54 

On humor. 809.7 

On Maeterlinck: or Notes on the study of 
symbols. 848.809 

On the bridges of mediaeval Paris. 914.436 

On wings of song. , 780.924 

Once is enough (Cambrai) PBK 

Once is not enough (Susann) PBK 

Once there was a village. 917.471034 

One and indivisible French Republic. 320.944 

100 better ideas for children’s workers. 377 

One hundred favorite folktales. 398.2 

158-pound marriage (Irving) FIC 

1,000 quaint cuts. 769 

One to ride the river with (Hammonds) FIC 

1, 2, 3 for the library (Little) JUV 

O’Neill concordance (Reaver) BL 

Only two can play this game (Brown) PBK 

Opal’s baby. 812.54 

Open contract (Scarpetta) PBK 

Open education and the American school. 
372.13 

Open sesame. 371.102 

Operating systems. 001.64404 

Operation Intercept. 363.450973 

Operation sea monster (Stanton) PBK 

Opossum. 599.2 

Opportunities for faith. 230 

Opportunities in osteopathic medicine today. 
615.533023 

Opposing man. 943.605092 

Optimal personality. 155.2 

Options (Adler) FIC 

Oral myofunctional disarders: 617.522 

Orchid family. 584.1 7 

Ordinary things. 811. Sa 

Organic chemistry of nickel. 547.056252 

Organicum: practical handbook of organic 
chemistry. 547.0028 

Organization and administration of educational 
programs for exceptional children. 
371.904209 

Organization of pupil personnel programs— 
issues and practices. 371.4042 

Organizational behaviour. 158.7 

Organizational communication. 301.1832 

Organizing for health care. 081 

Organizing public services in metropolitan 
America. 352.008097 

Organotransition metal chemistry. 547,056 

Oriental architecture. 722 

Origin and destiny of man. 233 

Original Boston cooking-school cook book 1896 
(Farmer) PBK 

Origins of Marvel Comics. 741.5973 

Origins of the common law. 340.0942 

Ornithology. v. 1: Land birds. 598.29794 

Orthodontics in daily practice. 617.643 

OS data processing with review of OS/VS. 
001.64044 

Osage Indians. 970.3 

Oscar Wilde. 828.809 

Ostrich chase (Howard) JUV 

Otis Dunn, manhunter (Richards) FIC 

Our classroom is wild America. 301.310712 

Our criminal courts. 345.7305 

Our hidden heritage: five centuries of women 
artists. 709.22 

Our share of morning. 940.531590 

Our struggle for the fourteenth colony: Canada 
and the American Revolution. 971.024 

Out of left field: Willie Stargell and the 
Pittsburgh Pirates. 796.357092 ` 

Out of Nazareth. 271.97 

Out of the curtained world (Henderson) PBK 

Out of the Vietnam vortex. 811.05 

Outdoor recreation guide. 917.304924 

Owlet. 598.97 

Oyster & the eagle: selected aphorisms and 
parables of Multatuli. 839.318509 


P 


P. T. Forsyth. 285.80924 

Pageants of despair (Hamley) FIC 
Paintbox on the frontier. 759.13 
Painting of pictures. 751.4 

Paiute Indians. 970.3 

Palledium of conscience. 323.442094 
Papego Indians. 970.3 


Papago Indians A 970.3 


‘PHOTOSYNTHESIS. 574.19208 


Papago population studies. 970.3 

Papers (Jefferson, Thomas) 308.1 

Papers of Adlai E. Stevenson. 973.921092 

Papers (Wilson, Woodrow) 973.913 

Parajacker Gack) PBK 

Parents and the experts. 649.1 

Parisiana poetria of John of Garland. 878.03 

Particle accelerator design: computer programs. 
539.73 

Partnership in urban education: an alternative 
school. 370.19348 

Party cookbook. 641.5 

Party menus. 641.568 

Paternal deprivation; family, school, sexuality, 
and society. 155.924 

Pathology of infancy and childhood. 618.92007 

Pathways to work: unemployment among black 
teenage females. 331.340974 

Patient as consumer. 368.382009 

Patrick White. 823 . 

Patterns for parish development. 254 

Patterns on the'land: basic concepts in 
geography. 910 

Paul Gauguin. 759.4 

Paul Lawrence Dunbar: Black poet laureate. 
811.4 


` Paul Muni; his life and his films. 791.430280 


Paulus and Stalingrad. 355.331092 

Peace projects of the eighteenth century. 
327.172 

Peasant citizens: politics, religion, and 
modernization in Kelantan, Malaysia. 
301.295951 

Pediatric nuclear medicine. 618. 920075 

Pedro de la Torre, doctor to conquerors. 
610.924 

Pedro de Valdivia, conqueror of Chile. 
983.020924 

Peer-oriented group work for the physically 
handicapped child. 362.784 

Peig. 914.196038 

Peloubet’s notes. 268.61 

Pennsylvania Navy, 1775-1781. 973.35 

Pentagon of power. 901.9 

People and Parliament. 328.42072 

People of Hemso. 839.736 

People pieces (Good) FIC 

Pepper, guns, and parleys. 382.094920 

Perception and performance under water. 
627.72 

Percy the parrot yelled quiet! (Carley) JUV 

Perfect photograph. 770.1 

Perfectly natural act (Littrell) PBK 

Performance accountability system for school 
administrators. 379.15 

Periodical title abbreviations (Wall) BL 

Permanent pleasure. 820.914 

Persian cooking. 641.5955 

Personal counselling. 361.3 

Personal experiences of a cub reporter. 070.924 

Personal touch. 646.4304 

Personality disorders. 616.858 

Perspectivas. 468.6421 3 

Perspectives on communication in social 
conflict. 301.63 

Perspectives on State and local politics. 320.473 

Peter Porcupine in America. 942.073092 

Peter’s pocket (Barrett) JUV 

Phaeton condition (Mason) PBK 

Phantom cyclist, and other ghost stories 
(Ainsworth) JUV 

Pharmaceutical calculations. 615.101513 

Pharmacology. 615.1 

Pharmacology of intestinal absorption: 
gastrointestinal absorption of drugs. 615.7 

Pharmacology of lipid transport and 
atherosclerotic processes. 616.136071 

Pharmacy management for students and 
practitioners. 658.916154 

Philanthropic work of Josephine Shaw Lowell, 
containing a biographical sketch of her life, 
together with a selection of her public papers 
and private letters. 361.924 

Philippine independence: motives, problems, and 
prospects. 320.959903 

Philosophies men live by. 109 

Philosophy and economic prophecy. 191 

Philosophy and education. 370.1 

Philosophy of literary criticism. 801.95 

Phoenix House: studies in a therapeutic 
community (1968-1973) 362.293097 

Photochemistry. 541.35 

Photographic tricks simplified. 770.28 

Photography: a handbook of history, materials, 
and processes. 770 

Photosynthesis. 574.19208 N 


PHYLOGENY AND FORM IN 


Phylogeny and form in the plant kingdom. 
581.4 


Physical anthropology. 573 

Physical education for elementary school 
children. 372.86 

Physical science in the modern world. 500.2 

Physician productivity and the demand for 
health manpower. 331.126 

Picking the right mutual fund. 332.632709 

Pictures of early New York, on dark blue 
Staffordshire pottery, together with pictures of 
Boston and New England, Philadelphia, the 
South and West. 738.309424 

Pilgrimage to Santiago. 914.610482 

Pillow talk (Watstein) PBK 

Pimp for the dead (Dennis) PBK 

Pindar’s odes. 884.01 

Pinnacle: the contemporary American 
Presidency. 353.0313 

aa word-find puzzle book (Herbert) 
PBK : 

Pioneer churchman: J. W. C. Dietrichson in 
Wisconsin, 1844-1850. 917.750639 

Pitcairnioideae (Bromeliaceae) 584.22 

Place beyond man (Neeper) FIC 

Plague of violence (Pentecost) PBK 

Planning and human need. 309.262090 

Planning and probating the collector’s estate. 
343.73053 

Plant disease. 632 

Plant physiology. 581.1 

Plasma electrodynamics. 530.44 

Plastics. 668.4 

Platinum coordination complexes in cancer 
chemotherapy. 616.994008 

Play as exploratory learning. 153.152 

Play ebony: play ivory. 811.54 

Play the look for words game (Webster) PBK 

Player (Downing) FIC 

Playing around. 796.357640 

Please don’t leave me (Ansbacher) FIC 

Pledge to destiny: Charles de Gaulle and the 
rise of the free French. 940.534409 

Pocket hunters (Young) PBK 

Pocket poet series. no. 1-28. 808.8104 

Poems in contempt of progress. 811.54 

Poems in context (Jacobus, Lee A. 808.81 

Poems of Archibald Lampman (including At the 
Long Sault) 871.4 

Poems of Samuel Johnson. 821.6 

Poems (Wellesley, Stanley) 811.54 

Poetic diction. 821.609 

Poetic world of Boris Pasternak. 891.7142 

Poet's poet. 809.1 

Point of sale market study. 658.787 

Police dogs in action. 363.232 

Police emergency squad no. 1. 363.209747 

Police: perspectives, problems, prospects. 363.2 

Police politics. 363.2 

Political character of adolescence. 301.592 

Political economy; an inquiry into the natural 
grounds of right to vendible property or 
wealth. 330.16 

Political learning, political choice, and 
democratic citizenship. 320.07 

Political man; toward a conceptual base. 
320.019 

Political parties in Israel. 329.95694 

Political register, setting forth the principles of 
the Whig and Locofoco Parties in the United 
States. 329.4 

Political thought of Hannah Arendt. 320.50924 

Political unification. 341.24 

Political writings. 320.94028 

Politics and social change in Latin America. 
309. 18003 

Politics in a pluralist democracy. 329.023730 

Politics in England. 320.442 

Politics of abolition. 364.08 

Politics of central Asia. 327.1095 

Politics of disorder. 301.592 

Politics of modernization in Eastern Europe. 
320.947 

Politics of TORCH. 940.5423 

Politics of underdevelopment. 320.91724 

Politics within nations. 320.3 


Pollution and the use of chemicals in agriculture. 


628.5 

Pollution, congestion, and nuisance. 330 

Pollution control problems and related Federal 
legislation. 344.73046 

Pollution detection and monitoring handbook. 
628.5028 

Polymer handbook, for synthetic polymers 
including cellulose and derivatives. 
547.840202 

P syntheses. 547.84 





Pope John XXIII. 236.130924 

Poppy Cannon’s all-time, no-time, anytime 
cookbook. 641.5 

Popular handbook for ESP. 133.803 

Popular history of music, from the ezrliest times 
to the present. 780.9 

Popular plays for classroom reading. 808.8241 

Population ecology. £74.524 

Population of Latin America. 301.3298 

Population policymaking in the American States. 

01.31 


Porterhouse blue (Sharpe) FIC 

Portfolio aspects of corporate capital budgeting. 
332.67 

Portrait of Ambrose Bierce. 813.4 

Portraits from life. 823.009 

Portraits of the eighties. 914.203810 

Postal promotion foreman-supervisor. 383.0973 

Potential theory. 510.8 

Potpourri of poetry. 811.54 

Potter’s primer. 738.1 

Power broker: Robert Moses and the fall of New 
York. 974.704092 

Power over people. 621.31213 

Power to the public worker. 331.881135 

Practical education. 370 

Practical guide to individual income tax return 
preparation. 343.73052 

Practical handbook of psychiatry. 616.890020 

Practical project management. 658.404 

Pre-medicated murder? 614.350973 

Predators; tales of legendary liberated ladies. 
301.412092 

Pregnancy primer. 612.63 

ler [i.e. Premiere] Congres mondial de la 
filtration. 1st World Filtration Congress, Paris, 
14-17 mei 1974. 660.28424 

Prentice-Hall physical activities handbook for 
women. 613.7045 

Prepare for a career ir. radio and television 
announcing. 384.54023 

Prepare now for a metric future (Donovan) 
PB 


Preschool education. 372.21 

Pre-school play. 372.21 

Presentment concerning the enforcement by the 
Police Department of the City of New York of 
the laws against gambling. 345.747230 

Presidential impeachment. 353.036 

Presidential transcripts. 364.132097 

Pressure groups in Britairi: a reader. 322.430942 

Preventicare; insurance against aging. 613.0438 

Priest of love. 823.912 

Primer in computer utilization. 001.642 

Primer of left-handed embroidery. 746.44 

Primer set furth by the Kinges Maiestie & his 
clergie (1545) 264.02 

Prince of Darkness. 235.47 

Prince of Scorpio (Akers) PBK 

Princess and the admiral (Pomerantz: JUV 

Principles and techniques of scanning electron 
microscopy. 502.8 

Principles of information retrieval. 029.7 

Principles of law enforcement. 363.2 

Prisoner at the bar. 345.7305 

Prisons of tomorrow. 365 

Private independent schools; Americzn private 
schools for boys and girls. 370.58 

Private life of the rabbit. 599.322 

Private lives and publis surveillance. 323.44 

Private pilot’s dictionary and handbook. 
629.132503 

Pro basketball’s little men. 796.323092 

Pro sports: the contract game. 796 

Probation. 364.630973 

Probation and criminal justice. 345.73077 

Problem-oriented medical record 
implementation: allied health peer review. 

i 


Proceedings (Georgia. General Assembly. Joint 
Committee Appointed to Investigate the 
Condition of the Georgia Penitentizry) 
365.975877 

Proceedings (Governor’s Conference on Crime, 
the Criminal and Society, Albany} 364.9747 

Proceedings (international Conference on the 
Theory of Groups, 2d, Australian National 
University) 512.22 

Proceedings of May 27-29, 1964 and interim 
report, May 1964-April 1965. 345.73072 

Process and outcome of negotiations. 301.64 

Process instruments and controls handbook. 
621.78 

Process of fiction. 808.04275 

Product labeling and the law. 343.7307 . 

Production and operations management. 658.5 

Production planning and ay 658.5 


r 
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Production theory. 338.001 

Production yearbook. 338.105 

Productivity through people. 331.118 

Professional (Buchanan) PBK 

Professional commodity trader (look over my 
shoulder) 332.644 

Professional fence. 364.162 

Profit improvement. 658.155 

Programmed functional anatomy. 611.0077 

Programmed instruction in arithmetic, dosages, 
amd solutions. 615.101513 

Progress in mental health information systems: 
ccmputer applications. 651.5 

Progress in nucleic acid research and molecular 
biology. 574.196 

Progress in surface and membrane Science. 
541.345 

Prokgue to the future: the United States and 
Japan in the post-industrial age. 309.15204 

Promises to keep (Dixon) JUV 

Property taxes, amenities, and residential land 
values. 333.332097 

Prophet of the people. 271.36024 

Propulsion systems. 629.1 

Prose for Borges. 868 

Protecting the health care facility. 362.1 

Protein-metal interactions. 612.0152 

Protest by the poor: the welfare rights 
movement in New York City. 322.44 

Proud Maiden, Tungak, and the sun. 
368.209577 

Provisional historical gazeteer with locational 
nctes on Florida colonial communities. 
970.459 

Prudent diet (Bennett) PBK 

Psyche. 811.54 

Psychedelic drugs. 362.293 

Psychiatric disorders in old age. 618.97689 

Psychiatric nursing. 610.7368 

Psychiatric rehabilitation in the ghetto. 
3€2.20425 

Psychic healers. 615.852092 

Psychological challenges to modernization. 
320.019 

Psychological foundations of education: readings. 
3C€1.1508 


Psychological study of literature: limitations, 
pessibilities, and accomplishments. 801.92 

Psychology and the built environment. 720 

Psychology of atheism. 239.7 

Psychology of color and design. 152.145 


‘Psychology of human development. 155 


Psychosocial aspects of maternal-child nursing. 
610.73678 
Psychosocial basis of medical practice. 
16.0019 
Psychosurgery. 617.481 
Ptoraine; the story of food poisoning. 615.954 
Public defender. 345.7301 
Public employee safety guide: street and 
highway maintenance. 625.76 
Pubic library catalog. 011 
Bre reporting of corporate financial forecasts. 
53.1 


Pubishers’ trade list annual. 015.73 

Pueblo Indians. 970.3 

Puerto Rico and the Puerto Ricans. 309.17295 

Puppets that are different. 745.5922 

Pursuit of happiness. 323.4 

on contemporary Italian dictionary (May) 
PE 


Q 


Quairupeds of North America. 599.097 
Quantum mechanics. 530.12 

Quactered. 811.54 

Queen Victoria’s revenge (Harrison) FIC 
Quest of the golden stairs (Waite) FIC 
Questions in the House. 328.42 

Quick arithmetic. 513.077 

Quiet crisis in India, 338.954 

Quiet prince. 285.70924 

Quil ing: paper art for everyone. 745.54 
Quil-ing primer. 746.46 . 


R 


R. C. Mindlin and applied mechanics. 620.1 

Race and politics in school/community 
organizations. 370.1931 

Race to Pearl Harbor. 940.53112 

Raceway charger (Ogan) JUV 


Ma 


` 
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Racketeering in Washington. 320.973 

Radar precision and resolution. 621.38481 

Radical journalist: H. W. Massingham (1860- 
1924) 070.40924 

Radical paradoxes;dilemmas of the American 
left: 1945-1970. 322.440973 

Radical visions and American dreams. 
001.20973 

Radio advertising—how to sell it & write it. 
658.896591 

Radionuclide studies of the genitourinary 
system. 616.607575 

Rage to live (O'Hara) PBK 

Rainbow (Buck) FIC 

Rains came (Bromfield) PBK 

Ralegh’s fair Bess (Turner) FIC 

Ralph Vaughan Williams. 780.924 

Ramrod rebel (Owen) PBK 

Random processes in nuclear reactors. 
621.483018 

Range beyond the ed aine) PBK 

Rapa Nui. 779.9919 

Rather die than thee oii. 224.92007 

Rational hospital psychiatry. 362.21 

Raw materials; a study of American policy. 
333.7 

Razor edge of balance. 823.912 

Reaching the unreached. 269.2 

Reading; a basic guide for parents and teachers. 
372.4 

Reading for insight. 808.0427 

Reading, how to (Kohl) PBK 

Reading statistics and research. 001.422014 

Readings in co-operative housing. 334.1 

Readings for educational research. 370.78 

Readings in medieval history. 940.1 

Real estate; tax and financial considerations. 
343.73054 

Real me (Miles) JUV 

Reality shock; why nurses leave nursing. 
610.730692 

Rear-guard of the revolution. 976.803 

Recent advances in dermatology. 616.5 

Recognition of patterns using the frequencies of 
occurrence of binary words. 001.534 

Recollections of a newspaperman. 070.50924 

Record of evidence and statements before the 
Penitentiary Investigating Committee 
appointed by the Thirty-third Legislature of 
Texas. 365.9764 

Recreational planning for new communities. 
711.40973 

Recruitment & selection of typists & secretaries. 
658,311 

Rector of Justin (Auchincloss} PBK 

Red Lake and Pembina Chippewa. 970.3 

Reel plastic magic. 791.430973 

Reform in graduate and professional education. 
378.013097 

Reform of the criminal law and procedure. 
345.73 

Refractory carbides. 620.143 

Registry of mass spectral data. 545.33 

Regulating health facilities construction. 
362.110973 

Rehabilitation Medicine Services. 362.4 

Reinforced plastics: theory and practice. 
620.1923 

Rejoice! 242 

Relationship counseling and psychotherapy. 
616.8914 

Relative national accounts. 339.20973 

eta in contemporary Christian ethics. 


Relevant geography. 917.303 

Religion and social class. 301.580941 

Religion, politics, and social change in the Third 
World. 291.17 

Religious body: design for a new reformation. 
262.001 

Renegotiation of Government contracts. 
346.73023. 

Report. 362.820974; 365.974153 

Report in favor of the abolition of the 
punishment of death by law. 345.747077 

Report of Joint Committee created under Joint 
resolution 662 of 1937 to investigate law 
enforcement. 363.2 

Report of the committee. 379.121097 

Report of the Pennsylvania State Parole 
Commission. 364.620974 

Report of the Special Commission on 
Investigation of the Judicial System. 
347.74401 

Report on the penitentiary system in the United 
States. 365.973 


Reports comprising the survey of the cook 
County Jail. 365.97731 

Reptiles & amphibians of the West. 598.10978 

Reruns (Baumbach) FIC 

Research and revolution. 338.475095 

Research design in anthropology: paradigms and 
pragmatics in the testing of hypotheses. 
301.2072 

Research guide in economics. 330.072 

Residential fuel policy and the environment. 
333.820973 

Resolution, properties, and genetic aspects of 
complement. 599.029 

Resource recovery thru incineration. 628.445 

Resource sharing in libraries: why, how, when, 
next action steps. 021.64 

Restrictions on international trade in steel. 
382.45672 

Retirement handbook. 301.435 

Return journey (Delderfield) FIC 

Revenge of Taurus (Lory) PBK 

Revered by all. 296.61 

Review of pathology. 616.07 

Reviews on finite groups, as printed in 
Mathematical reviews, 1940 through 1970, 
volumes 1-40 inclusive. 512.2 

Revision of the Gastropoda of the Fox Hills 
Formation, Upper Cretaceous (Maestrichtian) 
of North Dakota. 564.309784 

Revolution at Queretaro. 342.72029 

Revolutionary China: people, politics, and ping- 
pong. 915.1035 

Revolutionary party. 329.02 

Revolutionary potential of the working class. 
331.110973 

RF & digital test equipment you can build. 
621.381548 

Rhinemann exchange (Ludlum) FIC 

Ribbons and medals. 355.13409 

Richard Lion Heart. 942.032092 

Richlands (Turnbull) FIC 

Ride into hell (Slade) EBE, 

Right boat for you. 797. 

Right to development. 561. 809172 

Right to strike in public employment. 
344.730189 

Rights we have. 323.40973 

Rimrock (Short) PBK 

Ring out! 789.5 

Rise and extension of submarine telegraphy. 


384.4 

Rise and fall of the East India Company. 
954.031 

Rituals and magic for perfect living. 131.32 

River School detectives (Warren) JUV 

RKO gals. 791.430280 

Road rider. 629.28475 

Road to San Luis Rey (Jones) FIC 

Robert Baillie and the second Scots 
Reformation. 285.20924 

Robest Browning: his life and poetry. 821.8 

Robest Frost. 811.52 

Robert Louis Stevenson and his world. 828.809 

Robert Smith Surtees. 823.8 

Robezto Clemente: the great one. 796.357092 

Rock art of Baja California. 732.209701 

Rock is rhythm and blues. 784 

Role of catecholamines in cardiovascular 
diseases. 616.13 

Role of immunological factors in viral and 
oncogenic processes. 616.92 

Roll ‘em & stuff ’em cookbook. 641.8 

Roll your own. 796.79 

Rolling stone guide to high fidelity sound. 
621.38933 

Roman tales (Moravia) PBK 

Romanesque architecture. 723.4 

Roofing simplified. 690.15 

Room care for hotels and motels. 648.5 

Roots of reference. 153.7 

Rope of sand. 325.342097 

Rose (Cameron) PBK 

Rose, red & white (King) PBK 

Roses for Paula (Holloway) PBK 

Rosie (Costantin) FIC 

Rothhaven (Ross) PBK 

Royal American Symphonic Theatre. 792.0973 

Royal Street. 813.52 

Rubber and related products: new methods for 
testing and analyzing. 620.194 

Rufino Tamayo. 759.972 

Rule 146; (seminar, April-May 1974]. 
346.73092 

Ruminator. 332.632097 

Run! (Lane) JUV 

Runaways: America’s lost youth. 301.431509 


SELF-ASSESSMENT OF CURRENT KNOWLEDGE 


Runic records of the Norsemen in America. 
973.13 

Running back (Cox) PBK 

Rural crime control. 363.20973 

Rural essays. 635.908 

Rural resource development. 309.263094 

Rush-bearing. 394.2 

Russia and the Rumanian national cause, 1858- 
1859. 327.470498 

Russian diary. 914.7 

Russian folk arts. 745.0947 

Russian political system. 320.947084 

Russian’s world; life and language. 491.783421 

Ruthless rake (Cartland) PBK 


S 


Sabotage (John) PBK 

Sac, Fox, and Iowa Indians. 970.3 

Sacrament of peace. 265.6 

Said the little raccoon to the moon (Morton) 
JUV 


Sailboat design: yesterday, today, and tomorrow. 
623.8203 

Sailing boats of the world. 623.822 

Sailing on ice. 796.97 

Sailor’s garland. 821.008036 

St. Lawrence blues. 843 

Sakharov speaks. 323.40947 

Samuel Johnson. 828.609 

Samuel Pepys. 914.203660 

Sarnia (Ford) FIC 

Satan’s back yard (Slate) FIC 

Satan’s mules (Martin) PBK 

Satire, burlesque, protest, and ridicule I. 
782.81208 

Saul Bellow’s enigmatic laughter. 813.52 

Say it fast (Bunting) JUV 

Scanlon plan for organization development: 
identity, participation, and equity. 658.3225 

Schaum’s outline of theory and problems of 
Fourier analysis. 515.2433 

School finance in transition. 379.130973 

School management by objectives. 371.2 

School media programs: case studies in 
management. 025.1 

Schoolgirl murder case ba FIC 

Schools for all. 370.975 

Schreber case: psychoanalytic profile of a 
paranoid personality. 616.89709 

Science and policy. 338.475094 

Science and politics of 1.Q. 153.93 

Science and technology policies, yesterday, 
today, and tomorrow. 338.475097 

Science and values. 301.243 

Science for children. 507.1 

Science, reason, and religion. 149.7 

Scientific foundations of paediatrics. 612.65 

Scientists and public affairs. 353.00855 

Scuffler (Orkin) FIC 

Sea of gold (Hardy) PBK 

Sea raider: Atlantis (Mohr) PBK 

Sea tower (Ostrander) PBK 

Seal-singing (Harris) JUV 

Search behind the lines (Ryss) JUV 

Search (Hill) PBK 

Search the wild shore Montgomery) JUV 

Second landing. 610.7 

Second mathematics re for elementary 
teachers. 510 

Secondary school administration. 658.91373 

Secret circle: operation royal family (Null) 
PBK 

Secret mental powers (Young) PBK 

Secrets of number Johnson) PBK 

Seek-a-word (Pfouts) PBK 

Seeking for the Kingdom of God. 289.70922 

Selected experiments in physical science. 543 

Selected guide to sports and recreation books. 
016.7901 

Selected letters of John Keats (Pack) PBK 

Selected readings in macroeconomics and capital 
theory from Econometrica. 339 

Selected readings on American industry. 
338.0973 

Selected short stories ence, Gwyn) 823.912 

Selected tracts. 

Selected works in eiee eentu North 
American paleontology. 560.973 

Selections from the court reports originally 
published in the Boston morning post, from 
1834 to 1837. 345.744610 

Selective oxidation of hydrocarbons. 661.81 

Self-assessment of current knowledge in 
cardiothoracic surgery. 617.412007 N 


SELF-MADE SNOWMAN (KRAHN) 


Self-made snowman (Krahn) JUV 
Seif, society, and the search for transcendence. 
108 


Self-study guide for nutrition and diet therapy. 


Semantics and communication. 412 

Semiconductor heterojunctions. 621.381528 

Seminar Schwartz. 515.7 

Sensible book. 152.1 

Separating parents and adolescents. 362.73 

Serve the people. 362.10951 

Setting national priorities. 353.00722 

Seventeen guide to you and other people 
(Sugarman) PBK 

Seventeen seconds. 940.541242 

Seventh annual Immigration and Naturalization 
Institute. 342.73082 

Sevier family. 929.20973 

Sewing for bazaars (Kleeberg) PBK 

Sex and human life. 612.6007 

Sex and the confessional. 261.83417 

Sex broker (Craig) PBK 

Sexton women (Neely) PBK 

Sexual life between Blacks and Whites. 301.429 

Sexual revolution. 301.41 

Sezz who? (Lomax) FIC 

Shake a spear with me, John Berryman. 811.52 

Shakespearean gleanings. 822.33 

Shakespeare's apprenticeship. 822.33 

Shakespeare’s art; seven essays. 822.33 

Shakespeare’s fight with the pirates and the 
problems of the transmission of his text. 
822.33 

Shakespeare’s other Anne. 822.33 

Shakspere’s England. 914.20355 

Shale creek showdown (Brant) FIC 

Shannon (Haning) FIC 

Shapes and perceptions. 516 

Shaping of American anthropology, 1883-1911. 


301.2 

Shark safari. 597.31 

She come bringing me that little baby girl 
(Greenfield) JUV 

Shelley: the golden years. 821.7 

Shining levels. 914.28 

Shock in myocardial infarction. 616.126 

Shoeleather and printers’ ink, 1924-1974. 081 

Shooting star. 791.430280 

Shoplifter (Smithies) PBK 

Shoreline for the public. 346.730469 

Short history of American poetry. 811.009 

Short history of Russia. 947 

Short history of the American West. 978 

Short trips and trails. 917.954 

Short victorious war. 952.031 

Showcases (Straus) FIC 

Showmanship in the dining room. 642.6 

Shreveport plan. 340.097639 

Shuster mission and the Persian Constitutional 
Revolution. 955.05 

Sickle cell hemoglobinopathies. 016.616152 

Siege of Krishnapur (Farrell) FIC 

Siege of Trapp’s mill (Farjeon) JUV 

Sierra silver (Hardin) PBK 

Sierra wildflowers: Mt. Lassen to Kern Canyon. 
582.130979 

Sign (Maugham) FIC 

Silk screen printing. 764.8 

Silver poets of the seventeenth century. 821.008 

Simplicity of Racine. 842.4 

Simulation using GPSS. 001.6425 

Sing song scupperonong. 784.62406 

Singer and the summer song (Levin) PBK 

Sioux Indians. 970.3 

Sioux trail (Terrell) FIC 

Sioux uprising (Gilman) PBK 

Sir Frederick Banting, doctor against diabetes. 
616.462009 

Sir James Kay-Shuttleworth on popular 
education. 370.942 

Sir Walter Scott. 828.709 

Six months among the charities of Europe. 
361.7094 

60th monarch (Glemser) FIC 

Size of the slave population at Athens during 
the fifth and fourth centuries before Christ. 
301.449309 

Sketches of the judicial history of Massachusetts 
from 1630 to the Revolution in 1775. 
347.744010 

Skialetheia. 821.3 

Sleep is for everyone. 612.821 

Slightest distance (Bromell) FIC 

Sloop of war (Kent) PBK 

Small garden, big surprise (Adkins) JUV 

Small groups and political rituals in China. 


jor 


Small personal voice. 823.914 

Smashed potatoes. 641.5 

Smoothings of piecewise linear manifolds. 
314.224 

Smuggiers of Buenaventura (Iterson) JUV 

Snake handlers: God-fearers? 289.9 

Snakes of the American West. 598.120978 

So, nothing is farever (Jones) JUV 

So who's afraid of a polygraph test? 364.12 

Social behavior of the bees. 595.799045 

Social change: sources, patterns, and 
consequences. 301.24 

Social communication and movement. 156.3 

Social philosophy of William Morris. 709.24 

Social primates. 599.8045 

Social psychology for sociologists. 301.102430 

Social worker as psychotherapist. 362.20425 

Society and political structure in the Arab 
world. 320.917492 

Society and the youthful offender. 364.36 

Sociological perspectives on community mental 
health. 362.20973 

Sociological theory. 301.01 

Sociology and the demystification of the modern 
world. 301 

Sociology in context: scientific and humanistic. 
301 


Sociology in Israel. 301.072056 

Sociology of education. 301.56 

Sociology of psychotherapy. 616.891 

Sociology of social problems. 362.042 

Soft stone carving. 736.5 i 

Solar energy: technology and applications., 
621.47 

Solarization. 770.28 

Solid-state components. 621.38151 

Solid state physics. 530.41 

Solo instrumental and chamber music. 780 

Solomon Zeitlin’s studies in the early history of 
Judaism. 296.0901 

Solovyov anthology. 197.2 

Solving least squares problems. 519.4 

Some aspects of the Victorian age. 914.20381 

Some errors of H. G. Wells. 909 

Some family letters of W. M. Thackeray. 823.8 

ae men are more perfect than others (Shain) 


Some worlds. 821.914 

Songs of beginnings. 841.912 

Sound of coaches (Garfield) JUV 

Soup book. 641.813 

South central frontiers. 289.775 

South-East Asia, 1930-1970. 959 

South from Khartoum. 916.704 

South: modern Southern literature ir its cultural 
setting. 810.9975 

Southeastern and Southwestern States and 
Mexico. 917.5044 

Southwest Pacific and the war. 940.539 

Sovereign equality among states. 320.157 

Soviet energy balance: natural gas, other fossil 
fuels, and alternative power sources. 333.7 

Soviet foreign trade monopoly. 382.0947 

Soviet politics and society in the 1970's. 
309.147085 

Soviet Union and the Middle East. 327.47056 

Soviets in space. 629.40947 

Space optics. 522 

Spanish, advanced test. 460.76 

Speaking of God today. 296.3872 

Spear of destiny (Ravenscroft) PBK 

Special horoscope dimensions. 133.508 

Special problems in rehabilitation. 362.85 

Species problem. 575 

Spectrometric identification of organic 
compounds. 547.346 

Spectroscopy of flames. 535.84 

Spectroscopy of laser crystals with ionic 
structure. 530.08 

Speculator’s handbook. 332.678 

Spice box (Hill) PBK 

Spider web (Brinckloe) JUV 

Spiders and scorpions. 595.44 

Spies on the Devil’s belt (Haynes) JUV 

Spilites and spilitic rocks. 552.2 

Spinal cord injury. 617.482 

Spinal deformity in neurological and muscular 
disorders. 617.375 

Splendor of jade. 736.240951 

Spoken essays. 082 

Sports facilities for schools in develaping 
countries, 796 

Sportsman’s eye. 617.7522 

Spy story (Deighton) FIC 

Stable of fear (Bolton) JUV 

Staffing. 658.312 

Stag of love. 869.933 `N 
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Stage makeup. 792.027 

Stage management. 658.91792 

Stamp collector’s guide to Europe. 769.56075 

Stan Smith’s six tennis basics. 796.3422 

Staadard Fortran programming manual. 
031.6424 

Standards of child welfare. 362.70973 

Sta- road (Dickson) PBK 

Sta- spangled banana and other revoluticnary 
riddles. 398.6 

Staze legislative committees. 328.730765 

Sta-es and schools. 379.10973 

Sta:esmen at war. 940.27 

Sta-istics: methods and analyses. 519.5 

Step carefully in night grass. 811.54 

Ste-eotaxic atlas of the Mongolian gerbil brain 
(Aeriones unguiculatus) 599.3233 

Ste-ile dosage forms: their preparation and 
Ciinical application. 615.63028 

Ste:tinius, Sr.: portrait of a Morgan partner. 
332.10924 

Steve McQueen. 796.74 

Stiff ears; animal folk tale of the North 
American Indian. 398.245209 

Stitched and stuffed art. 746 

Stochastic automata; constructive theory. 
629.891 

ee point processes and their applications. 

2 


Stozhastic systems and state estimation. 519.2 

Stozk market crash of 1929. 330.973091 

Stone killer (Scarpetta) PBK 

Stone Maiden (Manners) PBK 

Stories from around the world. JUV 

Stories of the world’s holidays. 394.26 

Stozm’s End (James) FIC 

Stormtrack (Sutherland) PBK 

Stozy of American Methodism. 287.673 

Stozy of American painting. 759.13 

Stoty of Jane Austen’s life. 823.7 

Story of the pony express. 383.143097 

Story snail (Rockwell) JUV 

Storyteller without words. 769.924 

Strange empire. 971.051 

Strange God (Savage) FIC 

Strenger in my home. 286.70924 

Strangers at the door (Novotny) PBK 

Strangers at the gate. 951.512703 

Strangler (Black) PBK 

Strategic intervention in schizophrenia. 
616.898206 

Strategies for persuasive communication. 
133.852 

Strategies for political participation. 329.01 

Strategy for excellence. 379.152 

Strategy for handling executive stress. 658.4 

Stray (Hall) JUV 

Street games (Brown) FIC 

String projects. 746.0471 

Structural design for engineering technology. 
624.1771 

Stractural geomorphology. 551.4 

Structural mechanics computer programs. 
624.170285 

Structure and function in man. 612 

Structure of classical economic theory. 330.153 

Structure of morality. 171 

Structure of urban reform. 309.262097 

Struggle and contemplation. 282.0924 

Straggle for Cyprus. 956.4503 

Straggle in the Andes: peasant political 
mobilization in Peru. 322.20985 

Studies in Keats, new and old. 821.7 

Studies in the new experimental aesthetics: steps 
toward an objective psychology of aesthetic 
appreciation. 701.17 

Studies of type-images in poetry, religion, and 
piilosophy. 201 

Study and compilation of computer languages. 
091.6424 

Study guide to Boone/Kurtz Contemporary 
marketing. 658.80077 

Study guide to Steinbeck. 813.52 

Study in the language of Scottish prose tefore 
1500. 427.941 

Study of Chinese alchemy. 540.1 

Study of culture. 301.2 R 

Study of Oscar Wilde. 828.809 

Study of prehistoric change. 970.49 

Study of the early journalistic writings of Henry 
W. Grady. 070.924 

Sty e for living. 747.213 

Sut-clinical lead poisoning. 615.925688 

Sonime Puritan: Milton and the Victorians. 

21.4 
Successful job hunting for executives. 331.128 
Successful parties and how to give them. 793 
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Suggested arc-welding procedures for steels 
meeting standard specifications. 671.5208 

Suicide among young adults. 616.85844 

Summer that bled (Masters) PBK 

Sunday's fools: stomped, tromped, kicked, and 
chewed in the NFL. 796.332092 

Super bird. 798.46 

Super seek-a-word (Kalter) PBK 

Superball (Warfield) PBK 

Superficial veins of the human brain. 612.82 

Superfluidity and superconductivity. 530.4 

Supernature (Watson) PBK 

Superpowers in a multinuclear world. 
355.033004 

Supersenses; our potential for. parasensory 
experience. 133.8 

Supervision and education in charity. 361 

Surfacing (Atwood) PBK 

Surgical aspects of haemodialysis. 616.6106 

Surgical rehabilitation in leprosy, and in other 
peripheral nerve disorders. 617.95 

Surgical treatment of head and neck tumors. 
616.99291 

Surrealism. 759.06 

Survey of Commonwealth affairs. 327.091712 

Survey of the administration of criminal justice 
in Oregon. 345.795490 

Survival & growth: management strategies for 

t the small firm. 658.022 

Sweep of American history. 973.08 

Swiftie the magician (Gold) FIC 

Swinburne. 821.8 

Swine production in temperate and tropical 
environments. 636.4 

Swiss legacy (Thompson) FIC 

Switch bitch (Dahl) FIC 

Sword and pen. 942.082092 

Symmetry in science and art. 003 

Symposium on Management of Cleft Lip and 
Palate and Associated Deformities. 617.522 

ae on Reconstruction of the Auricle. 


Symposium on Reconstructive Hand Surgery. 
617.575 

Synopsis of obstetrics. 618.200202 

Systematic materials analysis. 543 

Systematic social psychology. 301.109 

Systems and theories of psychology. 150.19 

S/Z. 301.21 


T 


T. E. Lawrence. 016.828912 

Tableservice techniques. 642.6 

Tablet manufacture. 615.43 

Take hold. 811.508 

Take me home. 784 

Taking sides. 320.973092 

Tale of the campaign of Igor. 891.711 

Tales from old Africa. 398.20967 

Tales of a seadog family (Lasker) JUV 

Tales of horror and the supernatural. 808.831 

Tales of ITT. 384.606273 

Tales of the Black Widowers (Asimov) FIC 

Taliessin through Logres [and] The region of the 
summer stars. 821.912 i 

Talks to truth searchers with answers to 
puzzling "why” questions. 248 

Tallulah: darling of the gods (Tunney) PBK 

Tanya and the geese (Watson) JUV 

Tar Heel editor. 070.40924 

Tarbell's teacher’s guide to the international 
Bible lessons for Christian teaching of the 
uniform course. 268.61 

Tariff policy of England and of the United 
States contrasted. 382.70942 

Tarnished badge. 363.20973 

Tartar’s sword (Kimmel) JUV 

Taxes of Hawaii. 343.96904 

Teacher-student relationships: causes and 
consequences. 371.102 

Teachers’ centres. 371.1 

Teacher’s guide to open education. 371.3 

Teaching and learning in the model classroom. 
371.102 

Teaching aphagics and other language deficient 
children. 371.914 

Teaching for social values in social studies. 
370.114 

Teaching health in elementary schools. 372.37 

Teaching reading in the middle grades. 372.41 

Technique of macrame. 746,4 

Techniques of fabric sculpture. 745.5 

Techniques of group theatre. 792 

Techniques of the selling writer. 808.3 


Technology of controlled thermonuclear fusion 
experiments and the engineering aspects of 
fusion reactors. 621.484 

Tecumseh! 812.54 

Teenagers inside out (Bralver) PBK 

Teleplay. 808.066 

Television traffic—a one-way street? 384.55443 

Tempo: life, work, and leisure. 808.04275 

Tempomatic [V. 658.4 

Temptation of Archer Watson (Snel:ing) FIC 

Ten Americans: Avery, Burchfield, Demuth, 
Dove, Homer, Hopper, Marin, Prendergast, 
Sargent, Wyeth. 759.13 

10 bears in my bed. 398.8 

Ten commandments for today. 222.1606 

Tennessee beginnings. 342.768029 

Tennis player’s vacation guide. 910.202 

Tennyson’s In memoriam, its purpose and its 
structure. 821.8 

Tenth generation. 221.95 

Teotihuacan map. 301.360972 

Terrace of the great God at Abydos. 913.32 

Textbook of endocrinology. 616.4 

Textbook of human biology. 612 

brs studies of Goethe’s Faust. 


Theatre of the mind. 808.82 

Theodore Dreiser. 813.52 

Theodore Roethke’s dynamic vision. 811.54 

Theology and Christian ethics. 241 š 

Theories of punishment. 364.608 

Theory and measurement in sociology. 301.018 

Theory and methods of police patrol. 363.232 

ay. and practice of international relations. 

27 

Theory and practice of the international trade of 
the United States and England, and of the 
trade of the United States and Car.ada. 
382.094207 

Theory of probability. 519.2 

There is a child for you (Salkmann) PBK 

er be a hot time in the old town tonight. 
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There’s a wocket in pocket! (Seuss) JUV 

There’s nothing I own that I want. 917.471069 

Thermophysics and spacecraft thermal control. 
629.410153 

Therraoplastics: properties and design. 620.1923 

Thespian mirror. 822.33 

They both were naked (Wylie) PBK 

They can’t hang me! (Mallet) FIC 

They could not trust the king. 364.132097 

They were better parents after group discussion. 
301.427 

Thieves of fire. 820.9351 

Thing at the door (Slesar) FIC 

Thinking: its nature and development. 153.42 

Third ear (Siodmak) PBK 

Third gift (Carew) JUV 

Thirteen most pleasant and delectable questions 
of love, entitled A disport of diverse noble 
personages. 853.1 

Thirteen towers (Caldwell) PBK 

This beats working for a living (Professor X.TB 
This beats working for a living;TR the dark 
secrets of a college professor.1L [New York]IN 
Manor BooksID [1974) PBK 

This is historic Britain. 914.20485 

This side of innocence (Caldwell) P3K 

This year’s death (Godey) PBK 

Thomas Chatterton, the marvelous boy. 821.6 

Thomas J. Wise in the original cloth. 364.163 

Thomas Merton. 016.2 

Those mysterious priests. 253.2 

Those S.O.B.’s at Tarryall, and other tales of the 
Rockies (Huston) FIC 

Thousand friends. 070.190924 

Threads of time. 813.0876 

Three by mistake (Parker) JUV 

Three drops of water. 574.52632 

Three masks of American tragedy. &10.916 

Three voyages of Captain Cook. 910.091640 

Through Chinese eyes. 915.103 

Through envious eyes and slanderous tongues 
(Lanning) FIC 

Through the doors of brass (Davis) FIC 

Throws; contemporary theory, technique, and 
training. 796.435 

Thumbing (Diane.) PBK 

Thurber: a collection of critical essays. 
818.5209 

Tibet: heart of Asia. 951.5 

Tibetan and Himalayan woodblock prints. 
769.9515 

Tick of death (Lovesey) FIC 

Tiger nanny (Williams) JUV 

Time enough for lovg (Heinlein) PBK 
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Time on their hands. 790.0135 

Time to learn. 378.170281 

Time unguarded. 942.084092 

Times they used to be (Clifton) JUV 

Timothy Leary. 301.22 

Tipsy witch and other tairy fales (Meyer) FIC 

To be mature. 248.4 

To cope with the current: guidelines and 
activities for learning to deal with change. 
170.20223 

To die in California (Thornburg) PBK 

To die with style! 155.937 

19, get along with the beautiful girls (Cassiday) 

To go to Rome. 811.54 

To open. 811.54 

To settle your conscience. 248.482 

To whom shall we go? 252.052 

Toad for Tuesday (Erickson) JUV 

Tobei. 398.220952 

Toddlers and parents. 649.122 

Tolstoi’s theory of art. 701 

Toms, coons, mulattoes, mammies, and bucks 
(Bogie) PBK 

Tony and me (Slote) JUV 

Torment of secrecy. 327.1 

Toro! Toro! Toro! (Hjortsberg) FIC 

Total art; environments, happenings, and 
performance. 709.04 

Touch of infinity (Fast) FIC 

Touching America with two wheels. 796.75 

Tour or Golfs Golden Grind. 796.352640 

Touring (Edwards) FIC 

Toward a new international economic system. 
382.1 

Toward an Andean common market for science 
and technology. 338.475098 

Toward creative systems design. 658.403 

Towards an American army. 355.00973 

Tower (Stern} PBK 

Towers & turrets of Europe. 914.0455 

Toys from the tales of Beatrix Potter. 745.5924 

Track and field athletics. 796.42 

Tracks of a fellow struggler. 248.86 

Traction guidebook for model raliraaders: 
625.19 

Trade and peace with old Spain, 1667- 1750. 
382.094204 

Trade unions: a century of privilege? 330.08 

Tradition and reform in education. 378.73 

Traffic control agent. 363.233 

Tragedy of Othello. 822.33 

Trail of the maverick (Cody) PBK 

Trail to high pine (Floren) PBK 

Training Japanese managers. 658.40952 

Training of functional literary personnel. 370.71 

Transformational grammar and the teacher of 
English. 425 

Transistor circuits and applications. 621.381530 

Transit and transportation. 380.52 

Transport 7-41-R (Degens) JUV 

Transport and delivery to European customers. 
380.52 

Transport and the urban environment. 388.4 

Transport properties of ionic liquids. 546.34 

Transportation in the world of the future. 380.5 

Trap Angel (Christian) PBK 

Travel sense. 910 

Traveler’s guide to North American gardens. 
917.0453 

Traveller’s guide to the Caribbean. 917.29045 

Treatises. 230.2 

Tree I can call my own (Hein) JUV 

Trees and shrubs for Pacific Northwest gardens. 
635.976 

Trends in macromolecular science. 539.6 

Trends influence curriculum. 375.0008 

Trespassers (Coburn) FIC 

Trial of Chaplain Jensen. 343.730143 

Trial of Martin Luther King. 342.730850 

Trichinellasis. 616.9654 

Trio for blunt instruments (Stout) PBK 

Trio for Grandpapa (Oppenheim) JUV 

Trojans: Southern California football. 
796.332630 

Tropical marine aquaria. 639.34 

Trouble at Tragedy Springs (Booth) PBK 

Trouble on Treat Street (Alexander) JUV 

Trouble with eden (Emerson) PBK 

Trout and the stream. 799.1755 

Turkish Mafia conspiracy (Hayes PBK 

Turner’s sketches, 1802-20. 759. 

TV establishment. 384.5544 

Twelve apostles. 225.922 

12 Shortcuts to better golf. 796.3523 

Twentieth century political philosophy. 320.5 


Twentieth-century Russian literature. oe 
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Twenty cases suggestive of reincarnation. 
133.9013 

Twenty drawings. 741.95691 

Twenty thousand years in Sing Sing. 
365.974727 

Two-dimensional man. 301.18 

Two from Galilee (Holmes) PBK 

Two stochastic processes. 519.2 

2000% rule (Pollitz) FIC 

Two to get ready. 248.4 

Two women (Moravia) PBK 

Type specimen book. 686.224 

Types of drug abusers and their abuses. 362.293 


j U 


Ugly palaces. 301.540973 

Ulster folklore. 398.209416 

Undersea base. 551.4607 

Undersea treasures. 910.453 

Understanding equitation. 789.2 

Understanding human sexuality. 612.6 

Understanding of faith: interpretation and 
criticism. 201.1 

Undertaker’s garland. 811.52 

Unforget[t]able men of the West. 920.078 

Uniform distribution of sequences. 515.242 

United Nations and the maintenance of 
international peace and security. 341.23 

United States against the Third World. 327.73 

U.S. agriculture in a world context. 382.41 

United States and the United Nations. 
341.2373 

United States Children’s Bureau, 1912-1972. 
362.706173 

United they teach. 331.881137 

Universities between two worlds. 378.73 

University in society. 378 

Unknown Ajax (Heyer) PBK 

Unwilling journey. 940.547247 

Up against Daley. 320.977311 

Up ee alley with Jack and Joe (Kotzwinkle) 


Uphill. 328.730924 

Uranium exploration methods. 622.18493 

Urban environmental management: planning for 
pollution control. 301.31 

Urban world. 301.3608 

Use and abuse of art. 700 

Users’ guide to computer crime: its commission, 
detection & prevention. 364.162 

Utopias on Puget Sound, 1885-1915. 335.97977 


Vv 


Valiant woman. 248.833 

Valley City. 301.451951 

Valley of death (Jason) PBK 

Value engineering in the construction industry. 
658.1552 

Values Americans live by. 301.210973 

Values, objectivity, and the social sciences. 300 

Values of non-atomic games. 519.3 

Vanish in an instant (Millar) PBK 

Vanishing lichens. 589.1 

Variation in Kinship. 301.421 

Vases of the sea. 738.2095 

VAT explained. 336.271 

Vedanta (Johnson) PBK 

Venereal disease bibliography for 1972. 
016.61695 

Vengeance is mine (Lewis) FIC 

Vergils Eclogues; landscapes of experience. 
871.01 

Veterans in politics. 329.03 

Victoire (Darcy) FIC 

Victorian fancywork: nineteenth century 
needlepoint patterns and designs. 746.44 

Victorian nonconformity. 280.4 

Victory ships and tankers. 387.245097 

Villa of the Ferromonte (Eisenberg) FIC 

Village in August. 895.135 

Village life in South India: cultural design and 
environmental variation. 301.352095 

» Vincent Price unmasked. 791.0924 

Vincent Van Gogh. 759.9492 

Violence and aggression in the history of ideas. 
301.633 

Viper’s game (Hopkins) FIC 

Viral immunodiagnosis. 616.92 

Virgin birth: doctrine of deity. 232.921 

Viscous fluid flow. 532.0533 


Vision of Stephen (Burford) PBK 


- Visual communication & the graphic arts. 760 


Vitae patrum in Old and Middle English 
literature. 820.9352 

Vocational rehatilitation of the mentally 
retarded. 362.3 ` 

Voice in the wilderness. 081 

Voice of the crab (Halls) FIC 

Voices from the stone age. 759.011 

Voices of Aztlan (Harth) PBK 

Volkswagen service, repair handbook. 
629.28722 

Voluntary action research: 1974. 361.7 


W 


W. J. Simmonite’s The complete arcana of astral 
philosophy. 133.5 

Wacky Wednesday (Seuss) JUV 

Waiting out a war. 959.70438 

Wake up, parents! 649.1 

Wales; touring guide. 914.290485 

Walk, robot, walk (Mayer) JUV 

Walk the high horizon (Murray) JUV 

Walking small (Davis) FIC 

Wall book. 643.7 

Wall Street and the Bolshevik Revolution. 
332.673730 

Wall Street gang. 332.645097 

Walt and Pepper (Weil) JUV 

Walt Disney’s Sleeping beauty. JUV 

Wandering of the soul. 299.31 

Wankel rotary engine. 629.2504 

War of dreams (Carter) FIC 

Warriors of peace. 301.632 

Washington. 917.53044; 973.410924 

Watching the world go by. 070.924 

Watching Washington butterflies. 595.789097 

Water and its impurities. 628.16 

Waterways in Europe. 797.1 

Way ahead in postgraduate medical education. 
610.715 

Way life was: a photographic treasury from the 
American past. 917.303802 

We need a bigger zoo! (Bunting) JUV 

Weather. 551.6 

Weather and climate modification. 551.68 

Weather modification in the public interest. 
301.243 

Week-end pilot. 629.132524 

Welcome, my dear, to Belfry House (Forbes) 
PBK 

Welfare bind. 362.50973 

Welfare medicine in America. 368.420097 

Western experience. 901.9 

Western world. 910.031821 

Westerners. 917.803092 

What happened to Hector? (Teague) JUV 

"What is it?” said the dog (Allen) JUV 

What Tabbit the Rabbit found (Latham) JUV 

What the wind told (Boegehold) JUV 

What time collects (Farrell) PBK 

What to do until the money comes. 332.024 

What you should know about condaminiums. 
346.730433 

What’s ahead for old first church. 254.22 

What’s best for the children. 371.010973 

What’s cooking in Portugal. 641,59469 

What’s good for a three-year-old? (Cole) JUV 

When all else fails ... read the directions. 254 

When cancer comes. 616.994 

When the sky burned (Bova) PBK 

When the whale came to our town. 599.51 

Where He leads. 248.4 

Where is Zip? (Robison) JUV 

Where the red fern grows (Rawls) >BK 

Where to stay USA from 50[cent sign] to $7 a 
night. 647.9473 

Where’s Archie? PBK 

Which vitamins do you need? (Ebon) PBK 

Whig embattled. 973.580924 

Whisky drummer (Martin) FIC 

White dacoit (Mather) FIC 

White flags of surrender. 914.303860 

White House transcripts. PBK 

Whitehand of Athene (Thorne) PBK 

Whitewater (Knox) FIC 

Whittier’s use af the Bible. 811.3 

Who killed you, Candy Castle? (Carr) PBK 

Who lives here? (Latham) JUV 

Who’s who in Jewish history. 920.009292 

Why fish bite and why they don’t. 799.1097 

Why Johnny takes drugs (Quattrocchi) PBK 

Wide-eyed in Babylon. 791.430280 


Vigion and response in modern fiction. 809.3 Wide net and other stories Welty) FIC 
ws i ` 
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Wigger (Goldman) JUV 

Wild Jack (Christopher) JUV 

Wild one (Clifford) JUV 

Wild willie, wide receiver (Gault) JUV 

Wilderness areas of North America. 333.95 

WiL I think of you? 811.54 

Wiliam Bradford of Plymouth Colony. 
974.402092 

Wiliam Godwin & his world. 828.609 

Wil iam Henry Harrison. 973.580924 

Wiliam Lloyd Garrison. 322.440924 

Wiliam Rockhill Nelson: the story of a man, a 
newspaper, and a city. 070.409214 

Wiliam Sidney Mount. 759.13 

Wilis (Marshall) JUV 

WiLy Brandt; portrait of a statesman. 
943.087092 

Wilmer Atkinson, an autobiography. 070.40924 

Wilson era: years of peace, 1910-1917. 973.913 

Wilting of the hundred flowers. 335.434095 

Wind chimes. 170.202 

Wind has many faces. 242 

Winds of change: teacher education for the open 
area school. 371.122 

Wine diet cookbook. 641.62 

Wimes and the art of tasting. 641.22 

Wines of Italy. 641.220945 

Wings (Richard) JUV 

Winnebago ethnology. 970.3 

Winners and losers. 158.1 

Wianing poker systems. 795.412 

Wiater’s tales. 808.83 

Wipe your face, you just swallowed my soul. 
818.5407 

Wit and wisdom of Yogi Berra. 796.357092 

Witch of goblin’s acres (Ross) FIC 

Witch of Murray Hill (Hall) PBK 

Witch who forgot (Carley) JUV 

Witchcraft in America. 133.40973 

Witchcraft in the Southwest. 133.409789 

Witching of Dracula (Lory) PBK 

With the victors. 843.914 

Wi:h these hands (Katkov) FIC 

Wirhout cloak or dagger. 327.12 

Weman and society in the Spanish drama of the 
golden age. 862.309352 

Wcman, culture, and society. 301.412 

Wcman he loved. 942.084092 

Wcman of Rome (Moravia) PBK 

Wcman+woman; attitudes toward lesbignism. 
331.4157 

Wcman’s doctor (Sweeney) PBK 

Wcman’s guide to boating and cooking. 
797.125 

Wcman’s journey. 730.924 

Wcmen in modern America. 301.412097 

Wcmen in therapy. 616.8914 

Wcmen of the Reformation in Germany and 
Traly. 270.60922 

Wcmen on the rope. 796.522092 

Wcnder-working providence of Sions Saviour in 
Mew England (1653) 917.44032 

Wcnderful storybook (Brown) JUV 

Wcnderful tree (Holl) JUV 

Wendermakers 2 (Hoskins) PBK 

Wonders of the eagle world. 598.91 

Weod carving. 736.4 

Weol away. 636.314 

Werd hunt (Kalter) PBK 

Werd meanings in the New Testament. 225.4 

Werds into type. 808.02 

Werk accidents to minors in Illinois. 368.41 

Work and the quality of life. 331.0973 

Workers’ control. 331.89 

Working with rural youth. 362.70973 

Works of Mrs. Amelia Opie. 823.7 

World as teacher. 370.196 

World copper market: an economic analysis. 
382.4243 

World crisis and American responsibility. 
327.73 

World evangelism and the word of God. 269.2 

World of Islamic civilization. 910.031767 

World of movies. 791.430904 

World of quantum chemistry. 541.28 

World power or decline. 940.32443 

World rule of law: prospects and, problems. 341 

World’s largest Sunday school. 268.097729 

Worlds near and far (Carr) JUV 

Would you like to live in England? 914.20485 

Wounded Knee. 970.5 

Wounded planet (Elwood) PBK 

Wreck of the Deutschland. 821.8 

Writing: a practical guide for business and 
industry. 651.75077 

Writing for results. 651.75 

Writing machine. 681.61 
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Writing to sell. 808.02 
Written for children. 820.9 


X 


X-ray anatomy of the vascular system. 
616.130757 


Y 


Yaacov Agim. 709.24 

Yankee Doodle’s literary sampler of prose, 
poetry, and pictures. 028.52 

Year book of dentistry. 617.6058 

Year book of neurology and neurosurgery. 
616.805 

Year book of radiology. 615.84 

Year of Japanese festivals. 394.26952 

Year of the ape (Sawkins) FIC 

Year of the rat (Chang) PBK 

Year of the snake (Chang) PBK 


Year on Muskrat Marsh. 574.52632 

Yearbook of fishery statistics. 338.3727 

Yeast, mould and plant protoplasts. 589.23 

Yeck eck (Ness) JUV j 

Yellow pages of undergraduate innovations. 
016.37 

Yermatov transfer (Lambert) FIC 

Yom Kippur war. 956.048 

Yorkshire anthology: ballads & songs—ancient & 
modern. 821.04 

You can build a table and a chair too! (Brock) 
PBK 

Young men with unlimited capital. 658.91784 

Your body’s defenses. 616.079 

Your future in an occupational therapy career. 
615.851602 s 

Your future in broadcasting. 384.54023 

Your future in nursing careers. 610.73023 

Your future in publishing. 070.5023 

Your hyperactive child. 618.9285 

”Your Isadora” 793.320924 

Your loving Anna. 929.20971 

Your lucky stars: Aquarius (Naylor) PBK 

Your lucky stars: Aries (Naylor) PBK 


ZULU HEART (DU BOIS} 


Your lucky stars: Cancer (Naylor) PBK 
Your lucky stars: Capricorn (Naylor) PBK 
Your lucky stars: Gemini (Naylor) PBK 
Your lucky stars: Leo (Naylor) PBK 

Your lucky stars: Libra (Naylor) PBK 
Your lucky stars: Pisces (Naylor) PBK 
Your lucky stars: Sagittarius (Naylor) PBK 
Your lucky stars: Scorpio (Naylor) PBK 
Your lucky stars: Taurus (Naylor) PBK 
Your lucky stars: Virgo (Naylor) PBK 
You're the scared-cat (Mayer) JUV 

Youth in the CCC. 363.6 

Youth tell their story. 301.431509 

Youth, transition to adulthood. 301.431509 


Z 


Zenya (Tubb) PBK 

Zodiac (Lees) PBK 

Zoo of the gods: animals in myth, legend, & 
fable. 398.369 

Zulu heart (Du Bois) FIC 
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' Environment 





pinpoints the environmental activists—the 
more than 5,800 individuals and groups 
working to solve the problems facing ` 
modern society. Government agencies, 
professional organizations, consultants, 
educational institutions, the media—if they’re 
a source of information or assistance on envi- 
ronmental improvement, they’re listed here. 

- “does a remarkable job of compiling 


sources to answer widely diverse questions... 


a fine reference.” Library Journal. 
1974. Compiled and edited by The Onyx 
Group. $15.95, plus shipping and handling. 
Order your copies today on 30-day 
approval: R.R. Bowker Company, 


PO. Box 1807, Ann Arbor, Michigan 48106. 
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BOOK PUBLISHING 
RECORD 


000 GENERALITIES 


SIVAZLIAN, B. D. 001.4°24 
Optimization techniques in operations 
research [by] B. D. Sivazlian [and] L. E. 
Stanfel. Englewood Cliffs, N.J., Prentice- 
Hall [1974] p. cm. ISBN 0-13-638163-4 
(Prentice-Hall international series in 
industrial and systems engineering) 
Companion volume to Analysis of systems 
in operations research. Includes 
bibliographies. [T57.6.S59] 73-18320 18.50 
i. Operations research. 2. Mathematical 
optimization. 3. Programming 
(Mathematics) I. Stanfel, L. E., 1940- joint 
author. H. Title. 


GRANTSMANSHIP: money and 001.44 
how to get it. Jerry I. Reitman, Publisher. 
Jon S. Greene, editor, and the staff of 
Academic Media. Rev. ed. Orange, N.J., 
Academic Media [1973] 27 p. illus. 28 cm. 
ISBN 0-87876-046-6 Bibliography: p. 27. 
[HG174.G72 1973b] 73-20025 5.00 

i. Fund raising. 2. Subsidies. 3. Research 
grants. I. Greene, Jon S., ed. II. Academic 
Media, Orange, N.J. 


BOETTINGER, H. M. 001.542 
Moving mountains; ot, The art and craft of 
letting others see things your way, by H. 
M. Boettinger.: New York, Collier Books 
[1974] p. cm. ISBN _ 0-02-079520-3 
[PN4121.B528 1974] 74-9745 3.95 (pbk.) 
1. Oral communication. I. Title. 

Prepared from C.I.P. 


NORMAN, Bruce. 001.54°36'°09 
Secret warfare; the battle of codes and 
ciphers. Washington, Acropolis Books 
[1974, c1973] 187 p. illus. 23 cm. ISBN 0- 
87491-600-3 Bibliography: p. 177-179. 
[Z103.N67 1973} 73-8334 6.95 

i. Cryptography—History. 2. Ciphers. I. 
Title. 


KURLANSKY, Mervyn. 001.55 
The faith of graffiti. Documented by 
Mervyn Kurlansky and Jon Naar. Text by 
Norman Mailer. New York, Praeger [1974] 
[16] p., [78] p. of col. illus. 34 cm. ISBN 
0-275-43660-8 ”An  Alskog book.” 
[GT3913.N72N44] 73-19458 14.95; 7.95 
(pbk.). . : 

I. Graffiti—New York (City) I. Naar, Jon, 
joint author. II. Mailer, Norman. IT. Title. 


BASSLER, Richard A., 001.6°4 
comp. 

Applications of computer systems [by] 
Richard A. Bassler [and] Edward O. Joslin. 
Arlington, Va., College Readings [1974] iv, 
164 p. illus. 28 cm. (Computer readings 
series) Includes bibliographical references. 
[QA76.B298] 73-93850 3.95 (pbk.} 

i. Electronic data processing—Addresses, 
essays, lectures. 2. Computers—Addresses, 
essays, lectures. I. Joslin, Edward O., joint 


\ 


comp. IT. Title. 


CASHMAN, Thomas J. 
Data processing; a text an tine 
[by] Thomas J. Cashman [and] Witten J. 
Keys. 2d ed. New York, McGraw-Hill 
Book Co. [1974] x, 279, [91] p. illus. 28 
em. ISBN 0-07-010206-6 [HF5548.C368 
1974] 74-175948 9.95 
1. Punched card systems—Handbooks, 
manuals, etc. 2. Electronic data 
processing—Handbooks, manuais, etc. I 
Keys, William J., joint author. II. Title. 
FROST & Sullivan, Ltd., 001.64 
London. 
The European market for banking systems. 
Markt der Europaischen Banken Systemen. 
Marche Europeen des systemes bancaires. 
London, 1973, [i.c.1974] 2 v. 29 cm. 
Summary in French and German. 
[HG1709.F76 1973] 74-175904 
i. Electronic data processing—Banks and 
banking. 2. Banks and banking—Europe. I. 
Title. If, Title: Markt der Europaischen 
banken systemen. III. Title: Marche 
europeen des systemes bancaires. 


Distributed by Frost & Sullivan, New 
York; 475.00. 
LOGSDON, Thomas S. 001.674 


The computers in our society, by Tom 
Logsdon & Fae Logsdon. Fullerton, Calif., 


Anaheim Pub. Co. [1974] vi, 267 p. illus. . 


28 cm. ISBN 0-88236-177-5 Bibliography: 
p. 261-263. [QA76.5.L62] 74-77397 8.95 
(pbk.) 

1. Electronic digital computers. 2. 
Electronic data processing. I. Logsdon, 
Fae, joint author. I. Title. 


SPENCER, Donald D. 001.674 
Computers in action; how computers work 
[by] Donald D. Spencer. Rochelle Park, 
N.J., Hayden Book Co. [1974] 150 p, illus. 
24 cm. ISBN 0-8104-5862-4 Includes 
papers [QA76.52.865] 74-4251 


1. Electronic digital computers. I. Title. 
Pbk. 4.95; ISBN 0-8104-5861-6. 


OPERATING systems; 001.6'4°044 
proceedings of an international symposium 
held at Rocquencourt, April 23-25, 1974. 
[Edited by] E. Gelenbe [and] C. Kaiser. 
Berlin, New York, Springer-Verlag [1974] 
p. cm. ISBN 0-387-06849-X (Lecture rotes 
in computer science, no. 16) Spensored by 
the Institut de recherche d’informatiqve et 
automatique with the participation of the 
Association francaise pour la cy>ernetique 
economique et technique and others. 
English and French. [QA76.5.058] 74- 
14991 12.30 (pbk.) 

i. Electronic digital 
Congresses. 2. Electronic digital 
computers—Programming—Congresses. I. 
Gelenbe, E., 1945- ed. ĮI. Kaiser, Claude, 


computers— 







Decimal classification. The primary divisions of the Dewey classification are 
given below; these categories are repeated above each page to which they apply. 
Juvenile fiction, adult fiction, paperback books and “Below-the-Line” entries 
are listed separately and arranged by main entry. Author and title indexes appear 
at the end of the text. 
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000 GENERALITIES 


ed. III. Institut de recherche d'information 
et d’automatique. IV. Association francaise 
de cybernetique economique et technique. 
V. Title. VI. Series. 

Prepared from C.I.P. 


WEITZMAN, Cay. 001.64044 
Minicomputer systems: structure, 
implementation, and applications. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p.. cm. ISBN 0-13-584227-1 


Includes bibliographies. 
74-12991 15.95 

1. Miniature computers. I. Title. 
Prepared from C.I.P. 


BASSLER, Richard A., 
comp. . 

The technology of data base management 
systems [compiled by] Richard A. Bassler 
and Jimmie J. Logan. 2d ed. Arlington, 
Va., College Readings Inc. [1974] 163 p. 
illus. 28 cm. (Computer readings series) 
Includes bibliographical references. 
[QA76.6.B39 1974] 74-81795 7.95 

1. Electronic digital computers— 
Programming. 2. Data base management. I. 
Logan, Jimmie J., joint comp. I. Title. 


INTERNATIONAL Symposium 001.642 
on Theoretical Programming, 
Novosibirsk, 1972. 

International Symposium on Theoretical 

Programming [Proceedings held on August 

7-11, 1972] Edited by Andrei Ershov and 

Valery A. Nepomniaschy. Berlin, New 

York, Springer-Verlag, 1974. 407 p. illus. 

25 cm. (Lecture notes in computer science, 

5) Includes bibliographies. [QA76.15798 

1972] 74-176124 12.50 (pbk.). 

1. Programming (Electronic computers)— 

Congresses. 2. Programming languages 

(Electronic computers)—-Congresses. I. 

Ershov, Andrei Petrovich, ed. IL 

Nepomniashchii, Valerii Aleksandrovich, 

1939- ed. IIT. Title. IV. Series. 


[TK7888.3.W43] 


001.6°42 


RUDE, Paul A. 001.642 
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bi-monthly author and title indexes 
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recent edition of BOOKS IN PRINT. 
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Introduction to computers [by] Paul A. 
Rude [and] John A. Page. New York, 
McGraw-Hill [1974] . ISBN  0-C7- 
054203-1 [QA76.6.R83] 73-13746 8.95 

de Electronic digital _ computers— 
Programming—Programmed instruction. I. 
Page, John A., joint author. Ii. Title. 
Prepared from C.I.P. 


CASSEL, Don, 1942- 001.6°424 
BASIC programming in real time [by] 
Donald Cassel. Reston, Va., Reston Pub. 
Co. [1974, c1975] p. cm. ISBN 0-87909- 
072-3 [QA76.73.B3C37] 74-13805 9.95 

1. Basic (Computer program language) 2. 
Real-time data processing. I. Title. 
Prepared from C.I.P. Pbk. 7.95, ISBN 0- 
87909-071-5. 


JENSEN, Kathleen, 1949- 001.6424 
PASCAL: user manual and report [by] 
Kathleen Jensen [and] Niklaus Wirth. 
Berlin, New York, Springer-Verlag, 1974. 
p. cm. ISBN 3-540-06950-X (Lecture notes 
in computer science, v. 18) Bibliography: 
p. [QA76.73.P35J46] 74-16327 8.20 

1. PASCAL (Computer program language) 
L Wirth, Niklaus, joint author. II. Title. 
IT. Series. 

Prepared from C.I.P. 


LEE, John A. N. ` 001.6425 
The anatomy of a compiler [by] John A. 
N. Lee. 2d ed. New York, Van Nostrand 
Reinhold Co. [1974] p. cm. ISBN 0-442- 
24733-8 (Computer science series) 
[QA76.6.L37 1974] 74-10766 13.75 

A Compiling {Electronic computers) I. 

ttle. 

Prepared from C.I.P. Pbk. 9.95; ISBN: 0- 
442-24734-6. 


MANNA, Zohar. 001.6'425 
Introduction to mathematical theory of 
computation. New York, McGraw-Hill 
[1974] p. ISBN 0-07-039910-7 (McGraw- 
Hill computer science series) Includes 
bibliographical references. [QA76.6.M356] 
73-12753 15.95 

J. Electronic digital computers— 
Programming. 2. Debugging in computer 
science. I. Title. 

Prepared from C.I.P. 


UFO’S—A scientific 001.9°4 
debate. Edited by Carl Sagan and Thorton 
Page. New York, Norton [1974, c1972] p. 
cm. ISBN 0-393-00739-1 Reprint of the 
ed. published by Cornell University Press, 
Ithaca, N.Y. Papers presented at a 
symposium sponsored by the American 
Association for the Advancement of 
Science, held in Boston on Dec. 26-27, 
1969. Includes bibliographies. 
[TL789.A1U23 1974] 74-10560 3.95 
(pbk.). 


i. Flying saucers—Congresses. I. Sagan, 
Carl, 1934- ed. II. Page, Thornton, ed. III. 


American Association for the 
Advancement of Science. ' 
Prepared from C.I.P. i 
BOOKS for college l O11 


libraries; a core collection of 40,000 titles. 
A project of the Association of ‘College 
and Research Libraries. 2d ed., Chicago, 
American Library Association, 1974. p. 
cm. ISBN 0-8389-0178-6 Contents.—v. 1. 


Humanities.—v. 2: Language’ and 
literature.—v. 3. History.—v. 4. Social 
sciences.—v. 5. Psychology, science, 
technology.—v. 6. Index. [Z1035.B72 


1974] 74-13743 45.00 

I. Bibliography—Best books. 2. Libraries, 
University and college. I. Association of 
College and Research Libraries. 

Prepared from C.I.P. 
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HARTWIG, Gerald W. 016.016916°03 
The student Africanist’s handbook; a guide 
to resources [by] Gerald W. Hartwig [and] 
William M. O’Barr. [Cambridge, Mass.] 
Schenkman Pub. Co.; [distributed solely by 
Halsted Press, New York, 1974] p. ISBN 
0-470-35773-8 ”A Halsted Press book.” 
[Z3501.H27] 74-8758 5.95 , 

i. Aftica—Bibliography. 2. Bibliography— 


Bibliography—Africa. I, O’Barr, William 
M. joint author. Il. Title. 

Prepared from C.I.P. 

SZIGETHY, Marion C. 016.020924 
Maurice Falcolm Tauber; a 


biobibliography: 1934-1973, by Marion C. 
Szigethy. Foreword by Jack Dalton. 
Biographical appreciations by Louis and 
Round Wilson [and others] Metuchen, 
N.J., Published for Beta Phi Mu, Nu 
Chapter, Columbia University, School of 


‘Library Service, by Scarecrow Press, 1974. 


xv, 121 p. port. 22 cm. ISBN 0-8108-0725- 


4 Includes bibliographical references. 
[Z8861.15.895] 74-7401 6.00 

J. Tauber, Maurice Falcolm, 1908- — 
Bibliography. 2. Library — science— 
Bibliography. 

DANKY, James Philip, 1947- 016.05 


Undergrounds; a union list of alternative 
periodicals in libraries of the United States 
and Canada. Madison, State Historical 
Society of Wisconsin, 1974. p. cm. ISBN 
0-87020-142-5  [Z6944.U5D3] 74-8272 
12.95 

1. Underground press—Bibliography— 
Union lists. 2, Catalogs, Union-—United 
States. 3. Catalogs, Union—Canada. I. 
Title. 

Prepared from C.I.P. 


NEW York (City). Public 
Library. 
A check list of cumulative indexes to 
individual periodicals in the New York 
Public Library, compiled by Daniel C. 
Haskell. New York, New York Public 
Library, 1942. Detroit, Gale Research Co., 
1974. p. ISBN 0-8103-4025-9 [Z6293.N45 
1974] 77-175775 18.50 
1. New York (City). Public Library. 2. 
Periodicals—Indexes-—-Bibliography— 
Catalogs. I. Haskell, Daniel Carl, 1883- II. 
Title. 
Prepared from C.I.P. 


SPECIAL Libraries 016.05 
Association. New York Chapter. Union 
List Revision Committee. 

Serials: advertising, business, finance, 

marketing, social science, in libraries of the 

New York area. Coordinator and editor: 

Muriel Regan. 2d ed. New York; 

[distributed by M. Regan] 1974. xi, 131 p. 

28 cm. ISBN 0-87111-226-4 First ed. 

(1965) by the Committee on Serials, New 

York Chapter, S.L.A. [Z6945.S77 1974] 

74-174966 35.00 

1. Periodicals—Bibliography-—-Union lists. 

2. Social sciences—Periodicals— 

Bibliography. I Regan, Muriel, ed. IL. 

Special Libraries Association. New York 

Chapter. Committee on Serials. Serials: 

advertising, business, finance, marketing, 

social science, in libraries in the New York 
area, IIT. Title. 


016.05 


WATSON, Robert Irving, 016.15 
1909- 
Eminent contributors to psychology. 


Robert J. Watson, Sr., editor. New York, 
Springer Pub. Co. [1974- p. ISBN 0-8261- 
1450-4 -Contents.—v. 1. A bibliography of 
primary references. [27201.W37] 73-88108 
24.00 ` 

i. Psychology—Bibliography—Collected 
works. I. Title. 


OCTOBER 31,1974 
Prepared from CLP." sis 


*GOODE, Stephen H., 
_comp. 

Population and the population explosion; a 
bibliography for 1971, by Stephen H. 
Goode. Troy, N.Y. Whitson Pub. Co., 
1974. xxv, 287 p. 24 cm. ISBN 0-87875-, 
033-9. (Z7164.D3] 72-87106 15.00 

1. Population—Bibliography. T. Title. 


SEIDE, 
Katharine. 
The Paul Felix Warburg union catalog of 
arbitration; a selective bibliography and 
subject index of peaceful dispute settlement 
procedures. Compiled and edited by 
Katharine Seide. Totowa, N.J., Published 
for the Eastman Library of the American 
Arbitration Association by Rowman and 
Littlefield, 1974- p. cm. ISBN 0-87471- 
523-7 Contents.—vy. 1. Alphabetical index. 
[Z7164.L1S43] 74-5266 85.00 (3 vol. set) 
1. Arbitration, Industrial—-Bibliography— 
Union lists. 2. Arbitration, International— 
Bibliography—Union lists. I. Lucius Root 
Eastman Arbitration Library, New York. 
if, Title. II. Title: Union catalog of 
arbitration. 
Prepared from C.I.P. 
LYONS, Timothy 016.3387°61°79143 
James. 
The silent partner: the history of the 
American Film Manufacturing Company, 
1910-1921, New York, Arno Press, 1974. 
p. cm. ISBN 0-405-04872-6 (Dissertations 
on film series of the Arno Press cinema 
program) Originally presented as the 
author’s thesis. [PN1999.ASL9 1974] 73- 
21590 14.00 
1. American Film Manufacturing 
Company. I. Title. II. Series: Dissertations 
on film series. 
Prepared from C.I.P. 


MILLER, Robert 
Harold, 1919- 
Root anatomy and morphology; a guide to 
the literature, by Robert H. Miller. 
(Hamden, Conn.] Archon Books [1974] p. 
cm. ISBN 0-208-01452-7 Includes 
pibliogtapnical references. [Z5354.R6M48] 

74-8606 11.50 
1. Roots (Botany) Bibliography: I. Title. 
Prepared from C.I.P. 


CONTRIBUTIONS to the 016.599097 
bibliographical literature of American 
mammals. Introd. by Keir B. Sterling. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-05725-3 (Natural sciences in America) 
Reprint of Material for a bibliography of 
North American mammals, by T. N. Gill 
and E. Coues issued by the U.S. Govt. 
Print. Off. in 1877, originally published in 
the Report of the United States Geological 
Survey of the Territories, v. 11, Appendix 
B; and of Preliminary list of works and 
papers relating to the mammalian orders 
Cete and Sirenia, by J. A. Allen issued by 
the U.S. Govt. Print. Off. in 1882, 
originally published in the Bulletin of the 
United: States Geological and Geographical 
Survey of the Territories, v. 6. 
121336. M3C65 1974] 73-17808 15.00 
Mammals—North America— 
Bibliography L Coues, Elliott, 1842-1899. 
if, Gill, Theodore Nicholas, 1837-1914. 
Material for „a bibliography of North 
American mammals. 1974. TII. Allen, Joel 
Asaph, 1838-1921. Preliminary list of 
works and papers relating to the 
mammalian orders Cete and Sirenia. 1974. 
IV. Title V. Title: Material for a 
bibliography of North American mammals. 
VI. Title: Preliminary list of works and 


'016.30132951 


016.33189714°0973 


016.581498 


- Rodgers, Jr. 


papers. rélating to the mammalian, orders 
Cete and Sirenia. VII. Series. 
Prepared from C.I.P. 


SCHIPF, Robert G. 016.643°7 
Home repair and improvement [by] Robert 
G. Schipf. Littleton, Colo., Libraries 
Unlimited, 1974. 75 p. 24 cm. ISBN 0- 
87287-078-2 (Spare time guides: 
information sources for hobbies and 
recreation, no. 3) [Z7914.D87S34] 73- 
88698 7.50 

1. Dwellings—Maintenance and repair— 
Amateurs’ manuals—Bibliography. 2. 
Interior decoration—Amateurs’ manuals— 


Bibliography. 3. Home  ownership— 
Bibliography. I. Title. 
CHORAL music in 016.7841 


print. Philadelphia, Musicdata, 1974- v. 
29 cm. ISBN 0-88478-000-7. 
[ML128.V7C56] 73-87918 35.00 (vol. 1 
lib. bdg.) 

1. Choral music—Bibliography. 

Vol. 1, 25.00 (pbk.), ISBN 0-88478-001-5; 
vol. 2, 35.00 (lib. bdg.), ISBN 0-88478- 
002-3; vol. 2, 25.00 (pbk.), ISBN 0-88478- 
003-1. 


*MOULDS, Michael, comp. 016.79143 
International index to film periodicals 
1973, edited by Michael Moulds. New 
York, R. R. Bowker, 1974. 395 p. 29 cm. 
ISEN 0-8352-0742-0. [Z5784] 72-1964 
28.50 

1. Moving—Pictures—Bibliography. 2. 
Periodicals—Bibliography. I. Title. 


GROBANYI, Anton. 016.796357 
Guide to baseball literature, edited by 
Anton Grobani. Detroit, Gale Researc 
Co. [1974] p. cm. ISBN 0-8103-0962-9 
Includes bibliographical references. 
(Z7514.B3G76] 74-17223 15.00 

1. Baseball—Bibliography. I. Title. 
Prepared from C.I.P. 


GAER, Joseph, 1897- ed. 016.813°4 
Frank Norris (Benjamin Franklin Norris) 
bibliography and biographical data. 
{Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1934 ed. 
which was published as no. 3 of California 
Literary Research Project Monographs. 
[Z8633.G13 1974] 74-16033 9.95 

1. Norris, Frank, 1870-1902—Bibliography. 
2. Norris, Frank, 1870-1902—Biography. I. 
Series: California Literary Research 
Project. Monographs, no. 3. 

Prepared from C.I.P. 


PHILLIPS, Le Roy, 1870- 016.813°4 
A bibliography of the writings of Henry 
James. [Boston] Milford House [1974, 
c1906] p. cm. ISBN 0-87821-247-7 
Reprint of the ed. published by Houghton 
Mifflin, Boston. [Z8447.P55 1974] 73- 
19941 20.00 (lib. bdg.). 

1. James, Henry, 1843-1916—Bibliography. 
Prepared from C.I.P. 


MCCOLLUM, Kenneth G 016.81352 
Nelson Algren; a checklist, compiled by 
Kenneth, G. McCollum. Introd. by Studs 
Terkel: Detroit, Gale Research Co., 1973, 
[i.e.1974] 107 p. illus. 23 cm. "A Bruccoli- 
anced book.” [Z8027.16.M3] 74-6606 
1.0 

1. Algren, Nelson, 1909- —Bibliography. 


serve vase Bernard F., 016.813°5°4 
1947- 

Philip Roth: a bibliography, by Bernard F. 
Metuchen, N.J., Scarecrow 
Press, 1974. p. cm. ISBN 0-8108-0754-8 
(The Scarecrow author bibliographies, no. 
19) [Z8761.2.R63] 74-16224 5.00 

1. Roth, Philip—Bibliography. 


000 GENERALITIES 
Prepared from C.I.P. 


FIRMAGE, George 
James. . 
A check-list of the published writings of 
Gertrude Stein. [Folcroft, Pa.] Foleroft 
Library Editions, 1974. p. cm. Reprint of 
the 1954 ed. published by University of 


016.81875°209 


Massachusetts, Amherst. [28838.9.F5 
1974] 74-16361 4.50 

1. Stein, Gertrude, 1874-1946— 
Bibliography. L Title. 

Prepared from C.I.P. 

HAAS, Robert 016.8187°5°209 


Bartlett. 
A catalogue of the published and 
unpublished writings of Gertrude Stein, 
exhibited in the Yale University Library 22 
February to 29 March 1941. Compiled by 
Robert Bartlett Haas and Donald Clifford 
Gallup. [Folcroft, Pa] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1941 


-ed. published by Yale University Library, 


New Haven. [PS3537.T323Z64 1974] 74- 
16094 12.50 

1. Stein, Gertrude, 1874-1946-— 
Exhibitions. I, Gallup, Donald Clifford, 
1913- joint author. If, Yale University. 
Library. II. Title. 

Prepared from C.I.P. 


TOLLERS, Vincent L. 016.821°8 
A bibliography of Matthew Arnold, 1932- 
1970, edited by Vincent L. Tollers. 
[University Park, Pennsylvania State 
University Press, 1974] p. cm. ISBN 0- 


271-01113-0 Bibliography: p- 
[Z8044.5.T64] 70-38635 10.00 
1. Arnold, Matthew,  1822-1888— 


Bibliography. I. Title. 
Prepared from C.I.P. 


MCMANAWAY, James 
Gilmer, 1899- 

A selective bibliography of Shakespeare: 
editions, textual studies, commentary [by] 
James G. McManaway and Jeanne 
Addison Roberts. Published for the Folger 
Shakespeare Library. Charlottesville, 
University Press of Virginia [1974] p. cm. 
ISBN 0-8139-0551-6 [Z8811.M23] 74- 
6285 8.75; 3.95 (pbk.). 

I. Shakespeare, William, 1564-1616-— 
Bibliography. I. Roberts, Jeanne Addison, 
Joint author. IZ. Title. 

Prepared from C.I.P. 


016.822.3'3 


BELL, Inglis Freeman, 016.823°03 
1917- 
The English novel, 1578-1956; a checklist 
of twentieth-century criticisms [by] Inglis 
F. Bell and Donald Baird. [Hamden, 
Conn.} Shoe String Press, 1974 [c1958] 
xix, 168 p. 22 cm. ISBN 0-208-01442-X 
Reprint of the ed. published by A. 
Swallow, Denver. [Z2014. Hobs 1974) 74- 
8609 7.50 
1. English fiction—History and criticism-— 
Bibliography. I. Baird, Donald, 1926- joint 
author. II. Title. fe 
RAY, Gordon Norton, = 016.823°03 
1915- 
Bibliographical resources for the study of 
nineteenth century English fiction, by 
Gordon N. Ray. [Folcroft, Pa.) Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1964 ed. published by the School of 
Library Service, University of California, 
Los Angeles. [Z2014.F5R39 1974] 74- 
14751 4.50 (lib. bdg.). 
1. English  fiction—19th 
Bibliography. I. Title. 
Prepared from C.I.P. 


century— 





í 
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CHRISTOPHER, Joe 016.828°9°1209 
R 


°C S. Lewis: an annotated checklist of 


writings about him and his works. 
Compiled by Joe R. Christopher and Joan 
K. Ostling. [lst ed. Kent, Ohio] Kent State 
University Press [19747] xiii, 389 p. 23 cm. 
ISBN 0-87338-138-6 (The Serif series: 


bibliographies and checklists, no. 30) 
[Z8504.37.C57] 73-76556 15.00 
i. Lewis, Clive Staples, 1898-1963— 


Bibliography. I. Ostling, Joan K. joint 
author. I. Title. 


STONEHILL, Charles 
Archibald, 1900- 

A bibliography of the writings of Norman 

Douglas, by C. A. Stonehill. [Folcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 

Reprint of the 1926 ed., which was issued 

as a supplement to The Bookman’s journal, 

v. 14. [Z8238.5.886 1974] 74-14753 6.50 

1. Douglas, Norman, 1868-1952— 

Pibliography. ZI, The Bookman’s journal. T. 
Title. 


016.828°9' 1209 


Prepared from C.I.P. 


NEW England 
Educational Media 
Bicentennial Committee. 

New England and the Revolution; a 

bibliography for elementary and secondary - 

schools [by] NEEMA Bicentennial 

Committee. [Providence? 1974] 26 p. 28 

em. ISBN 0-914946-01-5 [Z1251.E1N46 

1974] 74-83089 1.00 

1. New England—History—Revolution, 

1775-178 3— Juvenile literature— 

Bibliography. I. Title. 

Division of Cleveland State University 

Press, Cleveland, Ohio 44115. 


WISCONSIN. State 016.91775°06'924 
Historical Society. 
Guide to the Wisconsin Jewish archives at 
the State Historical Society of Wisconsin. 
Edited by Lindsay B. Nauen. [Madison] 
1974. p. cm. ISBN 0-87020-145-X (Its 
Guides to historical resources) ”This guide 
«. Was a project of the Wisconsin Society 
for’ .Jewish Learning.” [Z6373.USW57 
1974] 74-16073 1.00 (pbk.) 
i. Jews in Wisconsin—Bibliography. 1 
Nauen, Lindsay B., ed. H. Wisconsin 
Society for Jewish Learning: III. Title. IV. 
Series. 
Prepared from C.I.P. 


CHICOREL, Marietta. 016.92 
Chicorel index to biographies. \st ed. New 
York, Chicorel Library Pub. Corp., 1974. 2 
v. (898 p.) 26 cm. ISBN 0-87729-052-3 
(Her Chicorel index series, v. 15-15A) 
[Z5301.C54] 74-175082 49.50 (each). 

SR Biograph, eee Ly. 2. 
Autobiographies—Bibliography. 1. Title. 


GIBSON, Jeremy Sumner 016.929°342 
Wycherly. 

Wills and where to find them. Compiled 

by J. S. W. Gibson. Baltimore, 

Genealogical Pub. Co., 1974. xxii, 210 p. 

maps 23r; cm. ISBN 0-8063-0619-XK 

[CD 1068. A2G5 1974] 74-2775 15.00 

1. Wills—Great Britain—Directories. 2. 

Archives—Great Britain—Directories. 3. 
sre Britain—Bibliography. L 
ttle. 


MEADOR, Daniel John. 017°.6 
Mr.: Justice Black and his books [by] 
Daniel ,_ J. Meador. Charlottesville, 
University Press of Virginia [1974] x, 200 
p. ports, facsims. 26 cm. ISBN 0- 8139- 
6562. 1 [KF8745. B55M42] 73-92623 15.00 
i. Black, Hugo LaFayette, 1886-197i— 
Books and reading. I. Title. 


016.9174°03 
Association. 


4 


DAVIS, Charles Hargis, 020°.28°54 
1938- 
Illustrative computer programming for 
libraries; selected examples for information 
specialists [by] Charles H. Davis. Westport, 
Conn., Greenwood Press [1974] p. cm. 
ISBN 0-8371-7354-X (Contributions in 
librarianship and information science, no. 
D Bibliography: p. [Z678.9.D28] 74-22 


FA Tieck data processing—Library 
science. 2. PL/I (Computer program 
language) I. Title. II. Series, 

Prepared from C.I.P. 


ALLEN, Lawrence A. 020.711 
Continuing education needs of special 
librarians; a research review, by Lawrence 
A. Alien. New York, Special Libraries 
Association [1974] p. cm. ISBN 0-87111- 
222-1 (SLA state-of-the-art review no. 3) 
”Commissioned by the Special Libraries 
Association Research Committee.” 
Bibliography: p. [Z668.A33] 74-9805 5.00 
1. Library education (Continuing 
education) 2. Special librarians. I. Special 
Libraries Association. Research 
Committee. If. Title. If. Series: Special 
Libraries Association. SLA state-of-the-art 
review no. 3. 

Prepared from C.LP. 


STEWART, Seumas. 020.75 
Book collecting; a beginner’s guide. With a 
foreword by John F. Fleming. [ist ed.] 
New York, E. P. Dutton, 1974 312 p. illus. 
23 cm. ISBN 0-525-06968-2 Bibliography: 
p. a 1-289. [Z987.873 1973] 72-76049 


8.9 

1. Book collecting. 

BECKER, Carol A. 021°.28°02573 
Community information service: a 


directory of public library involvement, by 
Carol A. Becker. [College Park] College of 
Library and Information Serviczs, 
University of Maryland, 1974. 92 p. illas. 
23 cm. (Student contribution series, no. 5) 
Includes bibliographies. [Z674.5.U5B4¢3] 
74-620019 5.00 (pbk.) 

1. Information services—United States— 
Directories. 2. Libraries and community. L 
Title. I. Series: Maryland. University. 
School of Library and Information 
Services. Student contribution series, no. $. 


U.S.-JAPAN Conference on 025.1 
Libraries and Information Science in 
Higher Education, 2d, Racine, Wis., 
1972.: 

Zssues in library administration; papers. 

Edited by Thomas R. Buckman, Yukihisa 

Zuzuki [and] Warren M. Tsuneishi. New 

York, Columbia University Press [1974] p. 

em. ISBN 0-231-03818-6 Includes 

bibliographical ee [Z675,U5U52 

1972] 74-3002 7.5 

d. Libraries, A AEE and College— 

United States—Administration— 

Congresses. 2. Libraries, University and 

College—Japan—Administration—, 

Congresses. 3. Research librarie§-+United 

States—Administration—Congresses. 4. 

Research libraries——Japan— 

Administration—Congresses. I. orman, 

Thomas R. ed. II. Suzuki, Yukihisa, ed. 

Tl. Tsuneisht, Warren Michio, 11921- ed. 

IV. Title. 

Prepared from C.I.P. a 


ANGLO-AMERICAN cataloging "025.32 
rules. Prepared by the American Library 
Association, the Library of Congress, the 
Library Association, and the Canadian 
Library Association. North American text. 
Chapter 6: Separately published 
monographs, incorporating chapter 9, 
"Photographic and other reproductions,” 





AMERICAN BOOK PUBLISHING "RECORD ` f 


with 


and revised td accord, the 
International Standard-.:. Bibliographic : 
Description (Monographs) Chicago, 


American Library Association, 1974. vi, 
122 p. 23 cm. ISBN 0-8389-3156-1 "The 
redrafting...for this revision was undertaken 
by Paul W. Winkler, Principal Descriptive 
Cataloger of the Library of Congress.” 


"[Z694.A48 1974] 74-10946 2.50 (pbk) 


1. Descriptive cataloging. I. Winkler, Paul 
Walter, ed. I American Library 
Association. Il. United States. Library of 
Congress. 


MATTHEWS, Noel. 026’.9166 s 
Materials for West African history in the 
archives of the United Kingdom. London, 
Athlone Press, 1973. x, 225 p. 21 cm. 
ISBN 0-485-17205-4 (Guides to materials 
for west African history in European 
archives, 5) Distributed by Tiptree Book 


Services, Tiptree, Essex; U.S.A., 
Humanities Press, New York. Includes 
index. [CD1000.G8 no. 5] [CD1042] 


026°.9166 74-173940 12.00 (pbk.) 

1. Archives—Great Britain—Directories— 
Bibliography. 2. Africa, West—History— 
Sources. I. Title. If. Series. 


SOERGEL, Dagobert. 029.5 
Indexing languages and thesauri: 
construction and maintenance. Los 


Angeles, Melville Pub. Co. [1974] xliii, 632 
p. illus. 23 cm.’ ISBN 0-471-81047-9 
(Information sciences series) ”A Wiley- 
Becker & Hayes series book.” 
Bibliography: p. 559-608. [Z695.9.S63] 73- 
20301 29.50 

1. Indexing. 2. Thesauri. I. Title. 


SYMPOSIUM on Health 029.961 
Information Systems Evaluation, Aspen, 
Colo., 1973. 

Health information systems evaluation; 

proceedings. Edited by Russell C. Koza. 

Contributing editors: Leonard L. Hurst and 

Gerald A. Giebink. Boulder, Colorado 

Associated University Press [1974] ix, 352 

p. illus. 24 cm. ISBN 0-87081-060-X 

Sponsored by Health Care Management 

Systems, inc. Bibliography, by D. A. Klein: 

p. 343-352. [Z699.5.M39S9 1973] 74- 

75391 10.00 

i. Information storage and retrieval 

systems—Medicine—Congresses. 2 

Information storage and retrieval 

systems-—Evaluation—Congresses. I. Koza, 

Russell C., ed. If. Hurst, Leonard L., ed. 

If. Giebink, Gerald A., ed. IV. Health 

Care Management Systems. V. Title. 


NEW standard encyclopedia. 031 
Chicago, Standard Educational Corp., 
1975, [i.e.1974] p. cm. ISBN 0-87392- 
180-1 First published in 1910 under title: 
Aiton’s encyclopedia. Published 1912-1929 
under title: The Standard reference work 
for the home, school, and library. 
[AE5.S87 1975] 74-9875 187.50 (14 vols.) 
1. Encyclopedias and dictionaries. L 
Standard Educational Corporation. 
Prepared from C.I.P. 


BLOLAND, Harland G. 061’.3 
American learned societies in transition: 
the impact of dissent and recession, by 
Harland G. Bloland and Sue M. Bloland. 
New York, McGraw-Hill [1974] xvii, 130 
p. 23 cm. ISBN 0-07-010107-8 ”A report 
prepared for the Carnegie Commission on 
Higher Education.” Bibliography: p. 115- 
124. [AS25.B57] 74-1339 6.95 

1. United States—Learned institutions and 
societies. I. Bloland, Sue M; “joint author. 
iI. Carnegie Commission ‘on Higher 
Education. HI. Title. ne 


` OCTOBER 31, 127A: 


*HOGG, ‘Gariy. ` 069 
Museums of igland. New York, “Arco 
[1974, c1973] 112 p. illus. 26 cm. ISBN 0- 
668-03378-9 [N1040] 73-85999 8.95 
i. Museums—Great Britain. I. Title. 


BAXI, Smita J. 069.0954 
Modern museum: organisation and practice 
in India, by Smita J. Baxi [and] Vinod P. 
Dwivedi. With a foreword by Grace 
Morley. [lst ed.] New Delhi, Abhinav 
Publications [1973] xv, 208 p. illus. 22 cm. 
Bibliography: p. 193-197. [AM73.A2B33] 
73-903725 

1. Museums—India. 2. Museum 
techniques. I. Dwivedi, Vinod P., joint 
author. II. Title. 

Distributed by International Publications 
Service, New York for 13.50. 


WALKER, John, 069°.9°70924 B 
Dec.24,1906- 

Self portrait with donors; confessions of an 

art collector. [lst ed.] Boston, Little, 

Brown [1974] p. cm. ISBN 0-316-91803-2 

"An Atlantic Monthly Press book.” 

[N856.W34] 74-9511 12.95 

1. Walker, John, Dec. 24, 1906- 2. United 

States. National Gallery of Art. 3. Art— 

Collectors and collecting—United States. I. 

Title. 

Prepared from C.I.P. 


PITTS, Alice Fox. 070.406273 

Read all about it! 50 years of ASNE. With 

contributions by scores of eminent editors. 

(Easton, Pa.] American Society of 
- Newspaper Editors, 1974. xiv, 378 p. illus. 

22 cm. [PN4841.A643P5] 74-75050 7.50 

1. American Society of Newspaper Editors. 

I. Title. 

Publisher’s address: 1350 Sullvan, Easton, 

Pa., 18042. 


HAYDN, Hiram 070.4°092'4 B 
Collins, 1907-1973. 

Words & faces. New York, Harcourt Brace 

Jovanovich [1974] p. ISBN 0-15-198460-3 

Autobiographical. [PS3515.A934Z52 1974] 

74-7184 8.95 

i. Haydn, Hiram Collins, 1907-1973. I. 

Title. 

Prepared from C.I.P. 


O’NEILL, Carol L. 
The complete guide to editorial freelancing 
[by] Carol L. O’Neill [and] Avima Ruder. 
New York, Dodd, Mead [1974] viii, 307 p. 
illus. 22 cm. ISBN 0-396-06887-1 
Bibliography: p. 228-233. [PN162.05] 73- 
15033 10.00 

I. Editing. I. Ruder, Avima, joint author. 
I. Title. 


COBB, Joseph Beckham, 1819- 081 
1858. 


Leisure labors; or, Miscellanies historical, 
literary, and political. Plainview, N.Y., 
Books for Libraries Press [1974] p. cm. 
ISBN 0-518-10177-0 (Essay index reprint 
series) Reprint of the 1858 ed. published 
by D. Appleton, New York. [AC8.C56 
1974] 74-4344 19.50 

I. Title. 

Prepared from C I.P. 


DE MORGAN, Augustus, 1806-` 081 
1871. : 


The encyclopedia of eccentrics. La Salle, 
Ill., Open Court [1974, c1915] vii, 414 p. 
21 cm. ISBN 0-87548-194-9 (Open Court 
paperback) Reprint of v. 1 of the 2 v. work 
published by Open Court Pub. Co. under 
title: A budget of paradoxes. Includes 
bibliographical references. [AC8.D54 1974] 
74-175990 3.95 (pbk.) 

I. Title. : 


-10185-1 


070.471 — 


KNORR, Klaus Eugen, 1911- ‘081s 
The Atlantic alliance: a reappraisal, by 
Klaus Knorr. [New York, Foreign‘ Policy 
Association] 1974. 63 p. 20 cm..(Headline 
series, no. 221) [E744.H43_ no. 221] 
[D1065.U5] -301.29°4°073 74:78164 1.25 
(pbk.) . 

1- Europe—Relations (general) with, the 
United States. 2. United ‘States—Relations 
(general) with Europe. I. Title. II. Series. 


LUNT, George, 1803-1885. 081 
Three eras of New England, and other 
addresses, with papers critical and 
biographical. Plainview, N.Y., Books for 
Libraries Press [1974] p. cm. ISBN 0-518- 
(Essay index reprint series) 
Reprint of the 1857 ed. published by 
Ticknor and Fields, Boston. [AC8.L92 
1974] 74-4220 15.00 : 

£ Title. If. Title: New England. 

Prepared from C.I.P. Contents omitted. 
MEARNS, Edgar Alexander, 08I s 

1856-1916. 

Mammals of the Mexican boundary of the 
United States. Part 1: Families 
Didelphiidae to Muridae. New York, Arno 


Press, 1974. p. cm. ISBN 0-405-05777-6: 


(Natural sciences in America) No more 
published. Reprint of the 1907 ed. issued 
by the U.S. Govt. Print. Off., Washington 
as Bulletin 56 of the Smithsonian 
Institution, United States National 


` Museum. [QL722.M53 1974] 599.2097 


73-18487 30.00 


1. Mammals—Mexico. 2. Mammals— 
Southwest, New. 3. Trees—Mexico. 4. 
Trees—Southwest, New. 5. Natural 


history—Mexico. 6. Natural history— 
Southwest, New. I. Title. II. Series. TI. 
Series: United States. National Museum. 
Bulletin 56. , 
Prepared from C.I.P. 


OLSEN, Larry Dean, 1939- 081s 
‘Wilderness survival. North Brunswick, 
N.J., Boy Scouts of America [1974] 40 p. 
illus. 21 cm. ISBN 0-8395-3265-2 (Boy 
Scouts of America. Merit badge series, no. 
3265) Bibliography: p. 40. Describes such 
survival techniques as building a shelter, 
preparing edible plants, making fire, 
finding water, and many more. 
[HS3313.Z95W54] [GV200.5] 613.69 74- 
177188 0.45 

‘I. Wilderness survival—Juvenile literature. 
I. Title. IZ. Series. 


STEPHEN, James Fitzjames, __ 081 
` Sir, bart., 1829-1894, 
Horae sabbaticae; reprint of articles 


contributed to the Saturday review. Third 
series. Pleinview, N.Y., Books for Libraries 
Press [1974] p. cm. ISBN 0-518-10190-8 
(Essay index reprint series) Reprint of v. 3 
of the 1892 ed. published by Macmillan, 
London. TACS. S75 1974] 74-4292 19. 00 

I. Saturday review. II. Title. 

Prepared. from C.I.P. Contents omitted. 


TUDEBODUS, Petrus. 081 s 
Historiay de Hierosolymitano itinere [by] 
Peter Tudebode. Translated with introd. 
and notes by John Hugh Hill and Laurita 
Is Hill. Philadelphia, American 
Philosophical Society, 1974. ix, 137 p. 
maps. 25 cm. ISBN  0-87169-101-9 
(Memoirs of the American Philosophical 
Society, v. 101) Bibliography: p. 130-133. 
(Q11.P612 vol. 101] [D161.1] 940.1°8 74- 
78091 5.00 (pbk.) 

i. Crusades—First, 1096-1099. I. Title. II. 
Series: American Philosophical Society, 
Philadelphia. Memoirs, v. 101. 


100 PHILOSOPHY ~ 


SWEET, Henry, 1845-1912, 082 s 
d 


ed. 
‘The oldest English texts. Edited, with 


introductions and a glossary, by Henry 
Sweet. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1885 
ed. published ' by N. Trubner, London, 
which was issued as no. 83 of the Original 
series of Publications of the Early English 
Text Society. [PR1119.A2 no. 83, 1974] 
[PR1502] 430°, 08 74-16226 85.00 . 

I. Beda Venerabilis, 673-735. Historia 
ecclesiastica. 2. Anglo-Saxon language— 
Texts. 3. Anglo-Saxon language— 
Glossaries, vocabularies, etc. I Bible. 
Manuscripts, Latin. O.T. Psalms. Vespasian 
Psalter. II. Title. HII. Series: Early English 
Text Society. Publications. Original series, 
no. 83. 

Prepared from C.I.P. Contents omitted. 


LEONARDO da Vinci, 1452-1519. 091 
The Madrid codices. New York, McGraw- 
Hill [1974] p. cm. ISBN 0-07-037194-6 
Title from v. 3-5. Contents—v. 1. 
Facsimile edition of Codex Madrid I. 
Original Spanish title: Tratado de estatica 
y mecanica en italiano, 1493. Library no. 
8937.—v. 2. Facsimile edition of Codex 
Madrid II. Original Spanish title: Tratados 
varios de fortificacion, estatica y geometria 
escritos en italiano. Library number 
8936.—v. 3. Commentary, by L. Reti—v. 
4. Transcription and translation of Codex 
Madrid I, by L. Reti—v. 5. Transcription 
and translation of Codex Madrid II, by L. 
Reti. Bibliography: v. 3, p. [Z6616.L58R47 
1974] 73-23091 500.00 (5v.) 

I. Leonardo da .Vinei, 1452-1519— 
Manuscripts. I. Reti, Ladislao, ed. II. 
Madrid. Biblioteca Nacional. MSS. (89.36- 
8937) III. Title. 


Prepared from C.I.P. Deluxe edition 
750. 00 (Sv. l ISBN 0-07-037207-1. t 
100 PHILOSOPHY , 
SINGER, Michael A. 111.873 


The search for truth [by] Michael “A. 
Singer. [Gainesville, Fla.] Anhinga Press 
[1974] xvi, 153 p. illus. 24 cm. ISBN Q0- 


‘914374-03-6 (Books aes something to 


say) Bibliography: [145]-147. 
[BD171.S524] 74- 30782 2. 55 (pbk.) 

1. Truth. I. Title. 
Publisher’s address: 420 Blvd. P.O. Box 
13501,- Gainesville, Fla. 32604. 


CRAWFORD, Donald W., 
1938- 

Kant’s aesthetic theory [by]. Donald W. 

Crawford. Madina] University of 

Wisconsin Press [1974] ix, 189 p. 24 cm. 

ISBN 0-299-06510-3 Bibliography: p. 181- 

184. [B2799.A4C7] 73-15259 12:50 


111.8'5 


1. Kant, Immanuel, 1724-1804— 
Aesthetics. I. Title. eA 
SCHNEIDER, Elisabeth ny A 111.8°5 


Wintersteen, 1897- 
Aesthetic motive, by Elisabeth “Schneider. 


New York, Octagon Books, 1974 [c1939] . 


p. cm. ISBN 0-374-97127-7 Reprint of the 
ed. published by Macmillan, New York. 
[BH201.842 1974] 73-159226 7.75 

1. Aesthetics. I. Title. 

Prepared from C.I.P. 


BLUM, Alan F. “121 
Theorizing [by] Alan F. Blum. Léndon, 
Heinemann [1974] xi, 272 p. 23 cm. ISBN 
0-435-82070-2 Includes bibliographical 
references. [BD183.B57] 74-168900: 

1. Aristoteles. 2. Inquiry (Theory of 
knowledge) 3. Theory (Philosophy) 4. 
Sociology. I. Title. 


be 


100 PHILOSOPHY 


Distributed by Humanities Press, 10.50; 
5.25 (pbk), ISBN 0-435-82071-0. 


SCHOPENHAUER, Arthur, 1788- 
On the fourfold root of the principle of 
sufficient reason. Translated from the 
German by E. F. J. Payne. With an introd. 
by Richard Taylor. La Salle, Ill, Open 
Court [1974] xxx, 260 p. 20 cm. ISBN 0- 
87548-187-6 (The Open Court library of 
philosophy) Translation of Uber die 
vierfache Wurzel des Satzes vom 
zureichenden Grunde. Bibliography: p. 
257-260. [B3123.E5P39] 76-156072 3.95 
(pbk.) 

1. Sufficient reason. 2. Will. I. Title. 


went Georg Henrik von, 
1916 

Causality and determinism. New York, 

Columbia University Press, 1974. p. cm. 

ISBN 0-231-03758-9 (Woodbridge lectures 

delivered at Columbia University, no. 10, 

1972) [BD591.W74] 74-11030 8.00 

1. Causation. 2. Free will and determinism. 

I Title. IL Series: The Woodbridge 

lectures, Columbia University, no. 10, 

1972. 

Prepared from C.I.P. 


PAZ, Octavio, 1914- 128 
Conjunctions and disjunctions. Translated 
from the Spanish by Helen R. Lane. New 
York, Viking Press [1974] 148 p. illus. 22 
em. ISBN 0-670-23717-5 ”A Richard 
Seaver book” Includes bibliographical 
references. [HQ21.P2813] 72-9732 7.95 

1. Sex. 2. Sex and religion. 1 Title. 


SEPETYS, Jonas. 128 
The revelation of humanity. New York, 
Philosophical Library [1974] xii, 221 p. 22 
cm. ISBN 0-8022-2137-8 [BD450.S396] 
73-88709 7.50 

1. Man. 2. Space and time. 3. Ethics. I. 
Title. 


CROWLEY, Aleister, 1875- 
47. 

The soul of the desert. (Kings Beach, 
Calif.] Thelema Publications [1974] p. cm. 
ISBN 0-913576-08-5 "Written at Tozeur, 
17 March 1914.” [BF1999.C7454] 74- 


121 


122 


1287.1 


10890 8.25 

T. Title. 

Prepared from C.I.P. 

THE Development of mind. 128.2 
[by] A. P. Kenny [and others]. 


Edinburgh, Edinburgh University Press, 
1973; [i.e.1974] [8], 152 p. illus. 21 cm. 
ISBN 0-202-21011-1. (Gifford lectures, 
1972-73) Includes index. Distributed by 
Aldine Publishing Co., Chicago. 
[BF711.D4] 74- 176107 5.00 

1. Genetic psychology—Addresses, essays, 
lectures. I. Kenny, Anthony John Patrick. 
I, Title. HI. Series. 


RHINELANDER, Philip H. 128’.3 
Js man incomprehensible to man? By 
Philip H. Rhinelander. San Francisco, W. 
H. Freeman [1974] p. ISBN 0-7167-0765- 
9 Reprint of the 1973 ed. published by 
Stanford Alumni Association, Stanford, 
Calif., in series: The Portable Stanford. 
Bibliography: p. [BD450.R445 1974] 74- 
8626 4.95 

1. Man. I. Title. 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
7167-0764-0. 


HOLCK, Frederick H., 1927- 1287.5 
Death and Eastern thought. Frederick H. 
Holck, editor. Nashville, Abingdon Press 
[1974] p cm. ISBN  0-687-10341-X 


ó 


Includes bibliographical references. 
[BL504.H6] 74-10650 12.95 

1. Death—Comparative studies. I. Title. 
Prepared from C.I.P. Pbk., 4.95, ISBN 0- 


687-10340-1. 


PORTER, Jean. 1317.32 
Psychic development. [New York] 
Random House [1974] p. cm. ISBN 0- 


394-49357-5 [BF1031.P752] 74-8133 5.95 
1. Psychical research. I. Title. 

Prepared from C.I.P. Pbk. 1.45; ISBN 0- 
394-70939-X 


BASKIN, Wade. 133’.03 
The sorcerers handbook. New York, 
Philosophical Library [1974] 635 p. illus. 
22 cm. ISBN 0-8022-2112-2 [BF1407.B39] 
73-77399 15.00 

I. Occult  sciences-—Djictionaries. 2. 
Psychical research—Dictionartes. I. Title. 


MURPHY, Joseph, 1898- 1337.32 
The cosmic energizer: miracle power of the 
universe. West Nyack, N.Y., Parker Pub. 
Co. [1974] p. cm. ISBN 0-13-170036-6 
[BJ1611.2.M792] 74-11089 7.95 

1. Success. 2. Occult sciences. I. Title. 
Prepared from C.I.P. 


WARNER, Rebecca Micca. 133.3°2424 
Tarot; an illustrated guide. London, 
Academy Editions; New York, St. Martin’s 
Press [1974] 87 p. illus. 30 cm. a 0- 


902620-18-5 Bibliography: 87. 
[BF1879.T2W35 1974] 7285555 10.00; 
4.95 (pbk.) 


1. Tarot. I. Title. 


MCKINNIE, Ian. 133.3°244 
Fun in a teacup; your complete guide to 
tea leaf reading. Illus. by Dian de Wolf. 
Photos. by Sonoma Classics, Martin L. 
Nelson. Millbrae, Ca[lif.] Celestial Arts 
[1974] 61 p. illus. 22 cm. ISBN 0-912310- 
61-8 [BF1881.M3] 74-5159 2.95 (pbk.) 


I. Fortune-telling by tea leaves. I. De 
Wolf, Dian, illus. II. Title. 
FARREN, David. 133.4 


Living with magic. New York, Simon and 
Schuster [1974] p. cm. ISBN 0-671- 
21805-0 Bibliography: p. [BF16{1.F29] 74- 
4359 7.95 

4. Magic. 2. Witchcraft. I. Title. 

Prepared from C.I.P. 


ROBERTS, Susan. 133.4 
Witches U.S.A. [Rev. ed. Hollywood, 
Calif., Phoenix House, 1974] 318 p. 22 cm. 
[BF1573.R62 1974] 74-75805 3.95 (pbk.) 
1. Witchcraft—United States. I. Title. 


CARROLL, David, 1942- 133.4’09 
The magic makers; magic and sorcery 
through the ages. New York, Arbor House 
[1974] 286 p. illus. 22 cm. ISBN .0-87795- 
080-6 [BF1589.C344 1974] 73-91503 8.95 
1. Magic—History. I. Title. 


CROWTHER, Patricia. 133.40924 
Witch blood! The diary of a witch high 
priestess! By Patric[i]Ja Crowther. Introd. 
by Leo L. Martello. New York, House of 
Collectibles [1974] 192 p. 18 cm. ISBN 0- 
87637-161-6 [BF1408.2.C76A34] 73-93243 
1.25 (pbk.) 

i. Crowther, Patricia. I. Title. 


LARNER, Saul P., 1940- 133.5 
Astrological assistance, by Saul P. Larner. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN 0-13-049460-7 
[BF1708.1.L37] 74-11039 7.95 

i. Astrology. L Title. 

Prepared from C.I.P. 


AMERICAN BOOK PUBLISHING RECORD 


LIVINGSTON, Peter. . 133.5 
On astrology. [Illustrated by Rick 
Schneider. Englewood Cliffs, N.J., 


Prentice-Hall [1974] p. cm. ISBN 0-13- 
638825-6 An introduction to the history 
and practice of astrology including how to 
cast and interpret a simple horoscope. 
{BF1708.1.L58] 74-8164 5.95 

1. Astrology—Juvenile literature. L 
Schneider, Rick, illus. H. Title. 

Prepared from C.I.P. 


TYL, Noel, 1936- 133.5°08 s 
Astrological counsel, [1st ed.] St. Paul, 
Llewellyn Publications, 1974. p. cm. ISBN 
0-87542-809-6 (The Llewellyn syllabus for 
home study and college curriculum) (His 
The principles and practice of astrology, v. 
10) [BF1661.T95 vol. 10] [BF1708.1] 
133.5 73-19927 3.95 (pbk.) 

1. Astrology. 2. Counseling. I Title. II. 
Series. 

Prepared from C.I.P. 


WALKER, George Benjamin, 
1913- 

Beyond the body; the human double and 

the astral planes [by] Benjamin Walker. 

London, Routledge & K. Paul [1974] viii, 

224 p. 23 cm. ISBN  0-7100-7808-0 

Bibliography: p. 195-207. [BF1389.A7W34] 

74-174785 

1. Astral projection. I. Title. 

Distributed by Routledge and Kegan Paul, 

Boston, 9.25. 


133,9°2 


GOOD, Patricia King- 137.82 
Ellison. 

A practical guide to the MMPI, [by] 
Patricia King-Ellison Good and John P. 
Brantner. Minneapolis, University of 
Minnesota Press [1974, c1961] 102 p. 23 
cm. ISBN  0-8166-0706-0 "Originally 
published under the title: Physician’s 
Guide to the MMPI.” [RC473.M5G6] 6.00 
I. Brantner, John P. IT. Title. 

Pe card number for original edition: 61- 


CARROLL, John, 1944- 141.409034 
Break-out from the Crystal Palace; the 
anarcho-psychological critique; Stirner, 
Nietzsche, Dostoevsky. London, Boston, 
Routledge & K. Paul, 1974. ix, 188 p. 23 
cm. ISBN 0-7100-7750-5 (international 
library of sociology) Includes index. 
Bibliography: p. 178-184. [BD450.C287] 
73-89193 15.00 
1. Schmidt, Johann Kasper, 1806-1856. 2. 
Nietzsche, Friedrich Wilhelm, 1844-1900. 
3. Dostoevskii, Fedor Mikhailovich, 1821- 
£881. 4. Man. 5. Anarchism and 
anarchists. 6. Idealogy—History. I. Title. 
BUYTENDIIK, Frederik 150’.19°2 
Jacobus Johannes, 1887- 
Prolegomena to an anthropological 
physiology [by] F. J. J. Buytendijk. 
Translated by Anneke J. Orr. [Pittsburgh, 
Duquesne University Press; distributed by 
Humanities Press, New York, 1974] p. 
cm. ISBN 0-391-00332-1 (Duquesne 
studies. Psychological series, v. 6) 
Translation of Prolegomena van een 
anthropologische fysiologie. Includes 
bibliographical references. [QP360.B8913] 
72-90636 15.00 
I. Psychology, Physiological. I Title. I. 
Series. 
Prepared from C.I.P. ° 


SPECTOR, Jack J. 150.1952 
The aesthetics of Freud; a study in 
psychoanalysis and art [by] Jack J. 
Spector. New York, McGraw-Hill [1974, 
c1973] xiv, 242 p. illus. 20 cm. ISBN 0-07- 
060015-5. (McGraw-Hill paperbacks) 


` with 


NP Ne ENP ETT OP 


Bibliog Tap, [226]-237. 
[BF173. Y 3.95 (pbk,) 
Freud, Sigmund, 1856-1939. 2. 


Psychoanalysis. and art. I. Title. 
.C. card number for original ed.: 70- 
168347. 


DIAMOND, Solomon, 1906- 
comp. y 

The roots of psychology; a sourcebook in 
the history of ideas. New York, Basic 
Books [1974] xvii, 781 p. illus. 25 cm. 
ISBN 0-465-06740-9 Contributions 
translated from various languages. 
Bibliography: p. 758-764. [BF81. D5] 72- 
76919 24.95 

1. Psychology-—History—Addresses, 
essays, lectures, I. Title. 


EVANS, Ralph Merrill. 152.1°45 
The perception of color. New York, Wiley 
[1974] p. cm. ISBN 0-471-24785-5 "A 
Wiley-Interscience publication.” 
Bibliography: p. [QP483.E9] 74-10812 
4. 


- 150°.9 


1. Color-sensė. 2. Perception. 3. Color— 
Psychology. I. Title. 
Prepared from C.I.P. 


*JONAS, Gerald 1935- 152.3 
Visceral learning; toward a science of self- 
control. New. York, Cornerstone Library 
[1974, c1973] 154 p. 21 cm. Portions of 
this book originally appeared in The New 
Yorker. [BF319.5.B5J66] 1.95 (pbk.) 

1. Biofeedback training. I. Title. 

L.C. card for original ed.: 72-12064 


SIMON, Norma. 152.42 
I was so mad! ïllus. by Dora Leder. 
Chicago, A. Whitman [1974] [40] p. col. 
illus. 24 cm. ISBN 0-8075-3520-6 Text and 
pictures relate situations which sometimes 
result, in such reactions as frustration, 
anxiety, humiliation, and loss of control. 
[BF723.A4S55] 73-22425 3.95 

i. Anger—Juvenile literature. I Leder, 
Dora, illus. II.. Title, 


MCGOUGH, Elizabeth. 153 
Your silent language. Ilustrated by Tom 
Huffman. New York, Morrow, 1974. p. 
em. ISBN .0-688-21820-2 Bibliography: p. 
Discusses how people talk to each other 
: body movements and facial 
expressions. [BF637.C45M25] 74-4253 
d. Nonverbal communtication—Juvenile 
literature. I. Huffman, Tom, illus. II. Title. 

Prepared from C.I.P. Library binding; 4.59, 
ISBN 0-688-26680-X. 


SILVERSTEIN, Albert, 
Human communication: 
explorations. Edited by Albert Silverstein. 
Potomac, Md., L. Erlbaum; {distributed by] 
Halsted Press Division, Wiley, New York, 
1974. p. cm. ISBN 0-470-79172-1 
Includes bibliographical references. 
[BF637.C45S55 1974] 74-14880 12.50 

1. Communication—Psychological aspects. 
I. Title. 

Prepared from C.I.P. 


KINTSCH, Walter, 1932- 153.172 
The. representation of meaning in memory, 
by: Walter Kintsch, with the collaboration 
of Edward J. Crothers {and others] 
Potomac, Md., Lawrence Erlbaum 
Associates; [distributed solely by Halsted 
Press Division, Wiley, New York] 1974. 
p cm. ISBN 0-470-48074-2 (The 
Experimental psychology series) 
ae p. [BF371.K477] 74-17331 


1935- 153 


d- Memory.” 2. Meaning (Psychology) L 
` Title. II. Series. 
Prepared from C.I.P. 


“LUNDBERG, Margaret J. 


theoretical | 


EZELL, Mancil. 153.35 
Being creative [by] Mancil and Suzanne 
Ezell. Illustrated by Mancil _ Ezell. 
Nashville, Broadman Press [1974] 88 p. 
illus. 13 x 20 cm. ISBN 6-8054-6913-3 
[BF408.E93] 73-91608 1.95 (pbk.) 

1. Creation (Literary, artistic, ete) 1 Ezell, 
Suzanne, joint author. H. Title. 


WOODS, Ralph Louis, 153.6308 
1904- comp. . 

The new world of dreams. Raph L. Woods 

and Herbert B. Greenhouse, editors. New 

York, Macmillan [1974] p. sm. ISBN 0- 

02-631540-8 Updated version of The world 

of dreams, published in 1947. Bibliography: 

p. [BF1078.W65 1974]-73-16503 9.95 

FA Dreams—Collected works. L 

Greenhouse, Herbert B., joint comp. II. 

Title. 

Prepared from C.I.P. 


WEINER, Bernard, comp. 153.8 
Achievement motivation and attribution 
theory. Morristown, N.J., General 
Learning Press [1974] vi, 215 p. illus. 23 
cm. ISBN 0-382-25065-6. [BF683.W42] 
73-91838 10.60 

1. Achievement motivation. I. Title. 

Pbk. 5.20; ISBN 0-382-25066-4. Contents 
omitted. 


MAERR, Martin L; 153.9°2 
Sociocultural origins of achievement [by] 
Martin L. Maehr. Monterey, Calif., 
Brooks/Cole Pub. Co. [1974] x, 100 p. 
illus. 23 cm. ISBN 0-8185-0112-X (Basic 
concepts in educational psychology series) 
Bibliography: p. 89-96. [BF6é83.M32} 73- 
87051 2.95 (pbk.) 

1. Achievement motivation. 
and culture. I. Title. 


KEEN, Sam. 154 
Voices and yisions. {1st ed.] New York, 
Harper & Row ee p. cm. ISBN 0-06- 
064260-2 [BF311.K36] 74-4624 6.95 

1. Consciousness. 2. Visions. L Title. 
Prepared from C.I.P. 


FARADAY, Ann. : 154.6°3 
The dream game. [ist ed.] New York, 
Harper & Row [1974] p. cm ISBN 0- 06- 
011237-9 Bibliography: p. [BF1031.F36] 
73-14258 8.95 

1. Dreams. I. Title. 

Prepared from C.I.P. 


2. Personality 


155.2°34 
The incomplete adult; social class 
constraints on personality development 
[by] Margaret J. Lundberg. Westport, 
Conn., Greenwood Press [1974] p. cm. 
ISBN  0-8371-7362-0 (Contributions in 
sociology, no. 15) Bibliography: p. 
[BF698.L8] 74-67 12.50 

1. Personality. 2. Social classes. 3. 
Socialization. I. Title. ‘ 
Prepared from C.I.P. 


EIBL-EIBESFELDT, Irenaus. 155.2°4 
Love and hate; the natural history of 
behavior, patterns. Translated by Geoffrey 
Strachan. New York, Schocken Books 
[1974, ¢i972] p. cm. ISBN 0-8052-0459-8 


Reprint of the ed. published by Holt, 
Rinehart and Winston, New York. 
Translation. of Liebe und Hass. 


Bibliography: p. [BF575.A3E3313 1974] 
74-10145 4.50 (pbk.). - 

1. Aggressiveness (Psychology) 2. Social 
interaction. I. Title. 

Prepared from C.I.P. 


KATCHADOURIAN, Herant A. 155.3 
Human sexuality; sense and nonsense, by 
Herant Katchadourian. San Francisco, W. 
H. Freeman [1974] p..ISBN 0-7167-0589- 


bey poe 


2 Reprint of the 1972 ed. published by 
Stanford Alumni Association, Stanford, 
Calif, issued in series: The Portable 
Stanford. Includes bibliographies. 
pees. 1974] 74-8600 4.95; 2.95 


(pbk.). 
1. Sex (Psychology) f. Title. 
Prepared from C.I.P. 


SEX differences in 155.373 
behavior; a conference. Edited by Richard 
C. Friedman and Ralph M. Richart. With 
foreword by Raymond L. Vande Wiele. 
New York, Wiley [1974] p. cm. ISBN 0- 
471-28053-4 (A Wiley biomedical-health 
publication) (Seminars in human 
reproduction) ”Sponsored by International 
Institute for the Study of Human 
Reproduction.” Includes bibliographical 
references. [BF692.S43] 74-9769 25.00 

I. Sex differences (Psychology)— 
Congresses. I. Friedman, Richard C., 1941- 
ed. IL Richart, Ralph M, ed. Il. 
International Institute for the: Study of 
Human Reproduction. IV. Title. V. Series. : 


_ Prepared from C.I.P. 


BEE, Helen L., 1939- comp. 155.4 
Social issues in developmental psychology 
[by] Helen L. Bee. New York, Harper & 
Row [1974] p. cm. ISBN 0-06-040581-3 
[BF723.P25B4] 73-21846 5.25 (pbk.) 

J. Parent and child. 2. Sex differences 
(Psychology) 3. Poverty—Psychological 
aspects. 4. Education, Preschool. I. Title. 
Prepared from C.I.P. 


BRYANT, Peter Elwood. 155.413 
Perception and understanding in young 
children; an experimental approach [by] 
Peter Bryant. New York, Basic Books 
[1974] viii, 195 p. illus. 21 cm. ISBN 0- 
465-05488-9 Bibliography: p. 182-189. 
[BF723.C5B74 1974b] 73-92722 7.95 

1. Cognition (Child psychology) I. Title. 


MUUSS, Rolf Eduard Helmut, 155.5 
24- 

Theories of adolescence. Author: Rolf E. 
Muuss. 3d ed. New York, Random House 
[1974, c1975}] p. cm. ISBN 0-394-31867-6 
Bibliography: [BF724.M8 1974] 74-10575 
3.95 (pbk.). 

1. Adolescent psychology. I. Title. 
Prepared from C.I.P. 


CUTTER, Fred, 1924- 155.9°37 
Coming to terms with death: how to face 
the inevitable with wisdom and dignity. 
Chicago, Nelson-Hall Co. [1974] p. cm. 
ISBN 0-911012-29-X Bibliography: p. 
[BF789.D4C87] 74-8397.8.95 

1. Death—Psychology. I. Title. 

Prepared from C.I.P. 


TAVES, Isabella. 155.9°37 
Love must not be wasted. New York, 
Crowell [1974] .p. ISBN 0- 6390-00573- 3 
[BF789.D4T38 1974] 74-8617 6:95; 

1. Death—Psychology. a Terminal care! I. 
Title. 

Prepared from C.LP. 


COLEMAN, Thomas R. i 157 
Abnormal psychology, ` Thomas R. 
Coleman. New York, ois’ Information 
Corp. [1974] p. cm. ISBN 0-8422-0465-2 
[RC454.C63] 74-16248 5.00 (pbk.) 

1. Psychology, Pathological. I. Title. 
Prepared from C.I.P. 


BRENNEN, Stephen A. 17158". 
Successfully yours, by Stephen A. Brennen. 
Coral Gables, Fla. Human Resources 
Development Unlimited [1974] 159 p. 23 
cm. [BJ1611.B73] 73-93363 7.95 

1. Success. I. Title. 
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ROSE, Anthony L. 1587.1 
Growing up human [by] Anthony L. Rose 
[and] Andre Auw. [lst ed.] New York, 
Harper & Row [1974] p. cm. ISBN 0- 06- 
067011-8 [BF697.R655] 74-4622 5.95 

1. Self-actualization (Psychology) I. Auw, 
Andre, joint author. I. Title. 

Prepared from C.I.P. Pbk. 2.25, ISBN 0- 
06-067012-6. 


WAHLROOS, Sven. 1587.24 
Family communication; a guide to 
emotional ae New York, Macmillan 
[1974] p. ISBN 0-02-622400-3 
[BF637.C45W24] 73-17104 8.95 

1. Communication—Psychological aspects. 
2. Family. I. Title. 

Prepared from C.I.P. 


INTERNATIONAL Congress for 160 
Logic, Methodology and Philosophy of 
Science, 4th, Bucharest, 1971. 

Logic, methodology and philosophy of 

science. Proceedings. Ed. by Patrick 

Suppes [a. o.] Amsterdam, North-Holland 

Pub. Co.; New York, American Elsevier 

Pub. Co., 1973 [i.e. 1974] x, 981 p. 23 cm. 

(Studies in logic and the foundations of 

mathematics, v. 74) Jointly sponsored by 

the Division of Logic, Methodology and 

Philosophy of Science of the International 

Union of History and Philosophy of 

Science and the Academy of the Socialist 

Republic of Rumania. Text in English, 

French, German, and Russian. Includes 

bibliographies. [BC135.155 1971] 72-88505 

56.00 

I. Logic, Symbolic and mathematica!— 

Congresses. 2. Methodology—Congresses. 

3.  Sctence—Philosophy—Congresses. T. 

Suppes, Patrick Colonel, 1922- ed. I. 

International Union of the History and 

Philosophy of Science. Division of Logic, 

Methodology and Philosophy of Science. 

II Academia Republicii Socialiste 

Romania. IV. Title. V. Series. 


JOHNSTON, Frederick S. 160 
Fundamental relationships and their logical 
formulations [by] Frederick S. Johnston, Jr. 
New York, Philosophical Library [1974] 
231 p. 22 cm. ISBN 0-8022-2134-3 
[BC50.J637] 73-91714 7.50 

1. Logic. 2. Relation (Philosophy) 3. Form 
(Logic) I. Title. 


PLANTINGA, Alvin. 160 
The nature of necessity. Oxford, Clarendon 
Press, 1974. ix, 255 p. 23 cm. ISBN 0-19- 
824404-5 (Clarendon library of logic and 


philosophy) Includes bibliographical 
references. [BC199.M6P55] 74-174797 
1 Modality (Logic) 2. Essence 


(Philosophy) 3. Necessity (Philosophy) 4. 
Good and evil. I. Title. 

Distributed by Oxford University Press, 
New York; 14.50. 


KOENIG, 'Thomas. 170 
An introduction to ethics; a philosophical 
orientation, by Thomas R. Koenig. New 
York, MSS Information Corp. [1974] p. 
cm. ISBN 0-8422-0444-X Bibliography: p. 
[BJ1012.K'57] 74-10571 5.00 (pbk.) 

1. Ethics. I. Title. 

Prepared from C.I.P. 


NOUWEN, Henri J. M. 170°.202°26 
Aging [by] Henri J. M. Nouwen [and] 
Walter J. Gaffney. Photos. by Ron P. Van 
Den Bosch. [1st ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
04181-0. Includes bibliographical 
references. [BJ1691.N68] 74-1773 6.95 

1. Aged—Conduct of life. I. Gaffney, 
Walter J, 1938- joint author. II. Title. 
Prepared from C.I.P. 


ri 


WOLFF, Robert Paul. 171 
The autonomy of reason; a commentary on 
Kant’s Groundwork of the metaphysic of 
morals. New York, Harper & Row [1974, 
c1973] x, 228 p. 22 cm. ISBN 0-06- 


136113-5 Includes bibliographical 
references. [B2766.Z7W64 1974] 74- 
173620 12.50 (lib. bdg.). 

L. Kant, Immanuel, 1724-1804. 


Grundlegung zur Metaphysik der Sitten. I. 
Title. 


HUMPHREY, Robert L. 171.2 
Scientific ethic dual life value: theory & 
ramifications [by] Robert L. Humphrey. 
[lst ed.] San Diego, Calif., Grossmont 
Press [1974] 64 p. illus. 22 cm. ISBN 0- 
913182-01-X Includes bibliographical 
references. [BJ1031.H85] 74-78845 2.50 

1. Ethics. 2. Social ethics. I. Title. 


AMERICAN Viewpoint, inc. 172 
How to make America more honest. 
{Written by Carl Biemiller. Chapel Hill, 
N.C., 1974] ix, 115 p. 19 cm. [H83.A524 
1974] 74-11111 1.50 (pbk.) 

1. Civics. 2. Ethics. I. Biemiller, Carl L. IT. 
Title. 


BOYD, Forrest, 1921- 172’.2 
Instant analysis; confessions of a White 
House correspondent. Atlanta, John Knox 
Press [1974] 159 p. 22 cm. ISBN 0-8042- 
0829-8 [PN4899.W29B6] 73-21356 6.50 

1. Boyd, Forrest, 1921- 2. Journalism— 
Washington, D.C. 3. Presidents—United 
States. 4. United States—Politics and 
government—1945- I. Title. 


ERASMUS, Desiderius, 
d.1536. 

The complaint of peace. Translated from 

the Querela pacis (A.D. 1521) La Salle, 

Ill., Open Court [1974] 80 p. 21 cm. ISBN 

0-87548-195-7 Reprint of the 1917 ed. 

published by Open Court, Chicago. 


172.4 


[JX1942.E7813 1974] 74-176179 1.45 
(pbk.) 

1. Peace. I. Title. 

AMERICAN Institute 174’.9°65761 


of Certified Public Accountants. 

Code of professional ethics: concepts of 
professional ethics, rules of conduct, 
interpretations of rules of conduct. 
Effective March 1, 1973. [New York] 
1974. 41 p. 23 cm. [HF5629.A54 1974] 
74-175089 5.00 (pbk.). 

1. Accountants, Professional ethics for. 2. 
Accountants—United States. I. Title. 


SPURRIER, William Atwell. 177.6 
Natural law and the ethics of love; a new 
synthesis, by William A. Spurrier. 
a Westminster Press [1974] 159 
p. 21 cm. ISBN 0-664-20702-2 
Bibliography: p. [157]-159. [BJ1251.S69] 
74-6211 5.95 
I. Christian ethics. 2. Natural law. 3. 
Social ethics. I. Title. 


AMORY, Cleveland. 179.3 
Man kind? Our incredible war on wildlife. 
New York, Harper & Row [1974] p. cm. 
ISBN 0-06-010092-3 [QL82.A45] 76- 
181605 8.95 

1. Wildlife conservation. 2. Hunting— 
Moral and religious aspects. I. Title. 
Prepared from C.I.P. 


JASPERS, Karl, 1883-1969. 180 
Anaximander, Heraclitus, Parmenides, 
Plotinus, Lao-tzu, Nagarjuna. Edited by 
Hannah Arendt. Translated by Ralph 
Manheim. New York, Harcourt Brace 
Jovanovich [1974, c1966] p. cm. (A 
Harvest book, HB 288) ”A Helen and Kurt 
Wolff book.” Previously published as part 


AMERICAN BOOK PUBLISHING: RECORD — 


of v. 2 of the author’s.-The great 
philosophers, which is a translation of Die 
grossen Philosophen. Bibliography: p. 
[B113.J3713] 74-4335 3.25 (pbk.) 

1. Philosophers, Ancient. I. Title. 

Prepared from C.I.P. 


EFROS, Israel Isaac, 1890- 181.3 
Studies in medieval Jewish philosophy, by 
Israel Efros. New York, Columbia 
University Press [1974] p. ISBN 0-231- 
03194-7 Substantially the same material as 
originally published in the author’s ha- 
Filosofyah ha-yehudit bi-yeme ha-benayim. 
Contents—The philosophy of Saadia 
gaon.—Three essays. Includes 
bibliographies. [B755. E33] 73-12512 17.50 
1. Saadiah ben Joseph, gaon, 8927-942. al- 
Amanat wa-al-i'tiqadat. 2. Judah, ha-Levi, 
12th cent. Kitab al-Hujjah. 3. Moses ben 
Maimon, 1135-1204. Dalalat al-ha’irin. 4. 
Abraham bar Hiyya, ha-Nast, 12th cent. 5. 


Philosophy, Jewish. 6. Philosophy, 
Medieval. T. Title. 

Prepared from C.I.P. 

LANZA del Vasto, Joseph 181°.4 


Jean, 1901- 

Gandhi to Vinoba; the new pilgrimage [by] 
Lanza del Vasto. Translated from the 
French by Philip Leon. New York, 
Schocken Books [1974] p. cm. ISBN 0- 
8052-3554-X Reprint of the 1956 ed. 
published by Rider, London. Translation of 
Vinoba; ou, Le nouveau pelerinage. 
[HD875.B5L3413 1974] 74-6324 7.95 

1. Bheve, Vinoba, 1895- 2. Land tenure— 


India. I. Title. I. Title: The new 
pilgrimage. 

Prepared from C.I.P. 

SIVARAMAN, K. 181.4 


Saivism in philosophical perspective; a 
study of the formative concepts, problems, 
and methods of Saiva Siddhanta [by] K. 


Sivaraman. [lst ed.] Delhi, Motilal 
Banarsidass [1973] a v, 687 p. 24 cm. 
Bibliography: [646]-656. 


[BL1245. 55558] 73- 91126 

1. Sivaism. 2. Saiva Siddhanta philosophy. 
I. Title. 

Distributed by Verry, Mystic Conn. for 
22.50; ISBN: 0-8426-0538-x. 


JASPERS, Karl, 1883-1969. 189.4 
Anselm and Nicholas of Cusa. Edited by 
Hannah Arendt. Translated by Ralph 
Manheim. New York, Harcourt Brace 
Jovanovich [1974, c1966] ix, 188 p. 21 cm. 
(A Harvest book, HB 289) ”A Helen and 
Kurt Wolff book.” Previously published as 
part of v. 2 of the authors The great 
philosophers, which is a translation of Die 
grossen Philosophen. Bibliography: p. 183- 
(ook eters 1974]] 74-4484 3.50 
bk. 

I. Anselm, Saint, Abp. of Canterbury, 
1033-1109. 2. Nicolaus Cusanus, Cardinal, 
1401-1464. I. Title. 


BERTOCCI, Peter Anthony. 191 
Mid-twentieth century American 
philosophy: personal statements. Edited by 
Peter A. Bertocci. New York, Humanities 
Press, 1974. xvi, 251 p. 25 cm. ISBN 0- 
391-00340-2 Includes bibliographical 
references. [B935.B47] 73-18467 10.00 

1. Philosophy, American—20th century— 
Addresses, essays, lectures. I. Title. 


DAVIS, Forest K., 1918- 191 
Journey among mountains [by] Forest K. 
Davis. [lst ed.] Adamant, Vt., Adamant 
Press, 1974. ix, 226 p. 23 cm. ISBN 0- 
912362-03-0 Bibliography: p. 211-217. 
[B29.D348] 74-175896 7.50 

1. Philosophy—Addresses, essays, lectures. 
2. Education—Philosophy—Addresses, 
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essays, lectures. 3. ‘Religion—Addresses, 
‘essays, lectures. I. Title. 
Pbk. 5.25, ISBN 0-912362-04-9. 


dere , Richard Buckminster, 191 
1895- 

Synergetics; explorations in the secmnekyy 
of thinking, by R. Buckminster Fuller. E. J. 
Applewhite, editor. Pref. and contribution 
by, Arthur L. Loeb. New York, Macmillan 
[1974] p cm. ISBN  0-02-541870-X 
[Q295.F84] 74-7264 15.00 i 

1. System theory. 2. Thought and thinking. 
3. Mathematics—Philosophy. L Loeb, 
Arthur Lee. II. Title. 

Prepared from C.LP. 


LIPSHIRES, Sidney. 191 
Herbert Marcuse: from Marx to Freud and 
beyond. Cambridge, Mass., Schenkman 
Pub. Co.; [distributed by General Learning 
Press,. Morristown, N.J., 1974] xv, 133 p. 
23 cm. ISBN 0-382-21230-4 Bibliography: 
p. 109-133. [B945.M2984L5] 73-82377 
2.85 (pbk.). 

1. Marcuse, Herbert, 1898- 2. Marx, Karl, 
1818-1883, 3. Freud, Sigmund, 1856-1939. 


SCHEFFLER, Israel. 191 


Four pragmatists; a critical introduction to 
Peirce, James, Mead, and Dewey. London, 
Routledge & Kegan Paul; New York, 
Humanities Press [1974] xv, 259 p. 22 cm. 
ISBN 0-7100-7888-9 (International library 
of philosophy and scientific method) 
Includes bibliographical references. 
[B832.S296] 74-174471 13.50 

1. Peirce, Charles Santiago Sanders, 1839- 
1914. 2. James, William, 1842-1910. 3. 
Mead, George Herbert, 1863-1931. 4. 
Dewey, John, 1859-1952. 5. Pragmatism— 
Histon. L. Title. I. Series. 


SPRIGGE, Timothy L. S. , 191 
Santayana; an examination of his 
Philosophy [by] Timothy L. S. Sprigge. 
London, Boston, Routledge & K. ‘Paul 
[1974] xii, 247 p. 24 cm. ISBN 0-7100- 
7721-1 (The Arguments of the 
philosophers Includes bibliographical 
references. [B945.824S65] 73-91038 15.00 

1. Santayana, George, 1863-1952. I. Title. 


WATTS, Alan Wilson, 1915- 191s 
1973, z 
Meditation. Millbrae, Ca., Celestial Arts 


[1974] p. cm. ISBN 0-912310-76-6 (His 
The essence of Alan Watts, v. 2) 
[B945.W321 1974 vol. 2] [BL627] 291.4#3 
7174-13647 3.95 (pbk.) 

1. Meditation. 2. Incense. I. Title. 
Prepared from C.I.P. 


bare Alan Wilson, 1915- 
973. 

Nothingness. Millbrae, Ca., Celestial Arts 
[1974] p. cm. ISBN 0-912310-77-4 (His 
The essence of Alan Watts, v. 3) 
[B945.W321 1974 vol. 3] [B945.W323] 
111 74-13650 3.95 (pbk.) 

1. Nothing (Philosophy) I Title. 

Prepared from C.I.P. 


CACOULLOS, Ann R. 192 B 
Thomas Hill Green: philosopher of rights 
[by] Ann R. Cacoullos. New York, Twayne 
Publishers [1974] p. cm. ISBN 0-8057- 
3683-2 (The Great thinkers series) 
Bibliography: p. [B1636.C3] 73-21997 8.50 
(lib. bdg.) 

1. Green, Thomas Hill, 1836-1882. 
Prepared from C.I.P. 


COOK, Richard I. 192 
Bernard Mandeville [by] Richard I. Cook. 
New York, Twayne Publishers [1974] 174 
p. facsim. 22 cm. ISBN 0-8057-1371-9 
(Twayne’s English authors series, TEAS 


191s 


170) Bibliography: p. ` 165-170. 
[PR3545.M6Z6] 73-21513 7.95 : 

1. Mandeville, Bernard, 1670-1733— 
Criticism and interpretation. : 
EAWRENCE, Nathaniel Morris, 192 
Alfred North Whitehead, a primer of his 
philosophy [by] Nathaniel Lawrence. New 
York, Twayne Publishers [1974] 192 p. 
port. 21 cm. ISBN 0-8057-3734-0 (The 
Great thinkers series) Bibliography: p. 183- 
184. [B1674.W354L29] 79-187623 €.95 

1. Whitehead, Alfred North, 1861-1947. 


HORKHEIMER, Max, 1895-1973. 193 
Critique of instrumental reason; ‘ectures 
and essays since the end of World War II. 
Translated by Matthew J. O’Connell and 
others. New York, Seabury Press [1974] 
p. cm. ISBN 0-8164-9221-2 (A Cortinuum 
book) Translation of Zur Kritik der 
instrumentellen Vernunft. 
{B3279.H8473E35 13] 74-8450 7.95 

1. Reason. 2. Civilization. I. Title. 

Prepared from C.LP. 


LAUER, Quentin. 193 
Hegel’s idea of philosophy. With a new 
translation of Hegel’s Introduction to the 
history of philosophy. [2d print., rev.] New 
York, Fordham University Press [1974] x, 
159 p. 21 cm. ISBN 0-8232-0925-3 (A 
Rose Hill book) [B2936.Z7L37 1974] 74- 
175987 8.00 

1. Philosophy—History. I. Hegel, Georg 
Wilhelm Friedrich, 1770-1831. Einleitung 
in. die Geschichte der Philosophie. English. 
1974. II. Title. 

Pbk. 4.50; ISBN 0-8232-0926-1. 


TILLICH, Paul, 1886-1965. 193 
The construction of the history of religion 
íin Schelling’s positive philosophy: its 
presuppositions and principles. Translated 
with an introd. and notes by Victor 
Nuovo. Lewisburg [Pa] Bucknell 
University Press [1974] p. cm. ISBN 0- 
8387-1422-6 Translation of Die 
religiongeschichtliche Konstruktion in 
Schellings positiver Philosophie. Originally 
presented as the author’s thesis, Breslau, 
1910. Includes bibliographical references. 
[B2899.R4T5413] 73-22865 10.00 ` 

1. Schelling, Friedrich Wilhelm Joseph 
von, 1775-1854. 2. Religion—History. I. 
Title. 

Prepared from C.I.P. 


BLUM, Carol, 1934- 194 B 
Diderot: the virtue of a philosopher. New 
York, Viking Press [1974] p. ISBN 0-670- 
27227-2 Bibliography: p. [B2016.B54] 74- 
490 7.95 

1. Diderot, Dents, 1713-1784. I. Title. 
Prepared from C.I.P. 


CROCKER, Lester G. : 194 
Diderot’s chaotic order; appreach to 
synthesis [by] Lester G. Crocker. 
[Princeton, N.J.] Princeton University 
Press, 1974. xiv, 183 p. 23 cm. ISBN 0- 
691-07199-3 Bibliography: p. 170-174. 
{B2017.C74] 73-22127 12.00 

1. Diderot, Denis, 1713-1784. I. Title. 


HAZELTON, Roger, 1909- 194 B 
Blaise Pascal: the genius of his thought. 
Philadelphia, Westminster Press [1974] 218 
p 21 cm. ISBN 0-664-20999-8 
Bibliography: p. [211]-212. [B1903.H33] 
73-21951 7.50 

1. Pascal, Blaise, 1623-1662. I. Title. 


CLAVELIN, Maurice. 195 
The natural philosophy of Galileo; essay 
on the origins and formation of classical 
mechanics. Translated by A. J. Pomerans. 
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Cambridge, Mass., M.LT. Press [1974] 
xxiii, 498 p. illus. 23 cm. ISBN 0-262- 
03050-0 Translation of La philosophie 
naturelle de Galilee. Bibliography: p. [487]- 
491. [B785.G24C513] 74-978 22.50 (pbk. 


i. Galilei, Galileo, 1564-1642. 2 

Philosophy of nature. I. Title. 

FREEMAN, Eugene, 1906- 199°, 492 
comp. Š 

Spinoza: essays in interpretation, edited by 

Eugene Freeman and Maurice 

Mandelbaum. La Salle, Ill, Open Court 


Pub. Co., 1974 [cl1973] p. cm. ISBN 2- 
87548-079-9 (Monist library of philosophy) 
Bibliography: p. [B3998.F7 1974] 72-84079 
12.00 (lib. bdg.) 


1. Spinoza, Benedictus de, 1632-1677— 
Addresses, essays, lectures. , 
Mandelbaum, Maurice H., 1908- jomt 
comp. 


Prepared from C.I.P. Pbk. 4.95, ISBN D- 
87548-196-5. 


JASPERS, Karl, 1883-1969. 199.492 
Spinoza. Edited by Hannah Arendt. 
Translated by Ralph Manheim. New York, 
Harcourt Brace Jovanovich [1974, c1966] 
p. cm. (A Harvest book, HB 290): “A 
Helen and Kurt Wolff book.” Previously 
publishea as part of v. 2 of the autho-’s 
The great philosophers, which is a 
translation of Die grossen Philosophen. 
Bibliography: p. [B3998.J3713] 74-4336 
2.75 (pbk.) 

1. Spinoza, Benedictus de, 1632-1677. . 
Prepared from C.I.P. 


200 RELIGION 
CHARTER, Emile, 1868- 


The gods [by] Alain. Translated by 
Richard Pevear. [New York, New 
Directions Pub. Corp., 1974] p. cm. ISEN 
0-8112-0547-9 (A New Directions bock) 
Translation of Les dieux. Contents.— 
Aladdin.—Pan.—-Jupiter.— 
Christophorous.—Selected bibliography: {p. 
[BL51.C513] 74-8291 8.95 

1. Religion—Philosophy. 2. Truth. 3. Gods. 
I. Title. 

Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
8112-0548-7 


*DRURY, John. 200.1 
Angels and dirt; an inquiry into theolcgy 
and -prayer. New York, Macmillan. [1974, 
c1972]. 104 p. 18 cm. [BL51] 1.95 (pbk. 
1. Religion—Philosophiy. I. Title. 

L.C. card number for original ed: 73- 
14427. 


200".1 


LIN, Timothy Tian-min, 
comp. 

Readings in the world's living ‘religicns. 
Dubuque, Iowa, Kendall/Hunt .Rub. Co. 
[1974] vii, 253 p. 23 cm. ISBN .0-8403- 
0913-9 [BL29.L56] 74-76460-6.50, (pbk.) -. 

1. Religious literature—Collected works L 
Title. D, 


SEIFERT, Harvey. ` : 200°.9 
Reality and ecstasy; a religion for the 21st 
century. Philadelphia, Westminster Press 
[1974] p. cm. ISBN  0-664-24999-6 


200.8 


Includes bibliographical references. 
[BL48.543] 74-9713 3.25 (pbk.). 

1. Religion. I. Title. pth es 
Prepared from C.I.P. fibre 
STROUP, Herbert 


200’.92’2 B 
Hewitt, 1916- : 
Founders of living religions, by Hertert 
Stroup.’ Philadelphia, Westminster Press 
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[1974] p om. ISBN 0-664-24994-9 
Bibliography: p. [BL72.S8] 74-10934 4.25 
1. Religions—Biography. 2. Religions. I. 
Title. 

Prepared from C.I.P. 


RICHEY, Russell E. 200.973 
American civil religion. Edited by Russell 
E. Richey and Donald G. Jones. [ist ed.] 
New York, Harper & Row [1974] p. cm. 
(Harper forum books) Bibliography: p. 
[BR515.R5] 73-18702 3.95 

1. United States—Religion. 
Donald G., joint author. I. Title. 
Prepared from C.I.P. 


BUCHER, Glenn Richard. 209.73 
Confusion and hope; clergy, laity, and the 
church in transition, edited by Glenn 
Richard Bucher and Patricia Ruth Hill. 
Philadelphia, Fortress Press [1974] xi, 128 
p. 21 cm. ISBN 0-8006-1303-1 Includes 
bibliographical references. [BR123.B76] 74- 
76923 3.50 (pbk.). 

1. Christianity—20th century—Addresses, 
essays, lectures. I. Hill, Paricia Ruth, joint 
author. If, Title. 


GARVIN, Philip, 1947- 209.73 
Religious America. Photos. by Philip 
Garvin. Text by Philip Garvin & Julia 
Welch. New York, McGraw-Hill [1974] p. 
cm. ISBN 0-07-022918-X [BR515.G27] 
74-11049 15.00 


I. Jones, 


d. United States-—-Religious life and 
customs. I. Welch, Julia. I. Title. 

Prepared from C.I.P. 

CIORAN, Emile M., 1911- 210 


The new gods. Translated from the French 
by Richard Howard. [New York] 
Quadrangle [1974] p. ISBN 0-8129-0475- 
3 Translation of Le Mauvais demiurge. 
{BL226.C5613] 74-77939 5.95 

1. Creation. 2. Good and evil. 3. Man 
(Theology) 4. Suicide. I. Title. 

Prepared from C.I.P. 


TYRRELL, Bernard, 1933- 211 
Bernard Lonergan’s Philosophy of God 
[by] Bernard Tyrrell. [American ed.} 
[Notre Dame, Ind.] University of Notre 
Dame Press [1974] xiv, 202 p. 23 cm. 
ISBN 0-268-00540-0 Based on the author’s 
thesis, Fordham University, 1972. Includes 
bibliographical references. [BT102.T9 
1974] 73-22205 12.95 

d. Lonergan, Bernard J. F 2. God— 
ees of doctrines—20th century. I. 
ytle. 


HAGEE, John C. 220.15 
Like a cleansing fire [by] John C. Hagee. 
Old Tappan, N.J., Revell [1974] p. cm. 
ISBN 0-8007-0685-4 [BS649.U6H33] 74- 
13523 1.25 (pbk.) 

1. Bible—Prophecies—United States. L 
Title. 

Prepared from C.I.P. 


BIBLE. English. 
Selections: 1974. 

The English Bible: from Wycliffe to 
William Barnes [compiled] by ane Levi. 

Grand Rapids, Eerdmans [1974] p. cm. 

ISBN 0-8028-3446-9 [BS391.2.148 1974] 

73-23038 6.95 

1. Bible. English—Versions. I. Levi, Peter, 

comp. IT. Title. 

Prepared from C.I.P. 


BIBLE. English. 

Authorized. Selections. 1974. 
Hid in my heart: the word of God in times 
of need, by Florence M. Taylor. New 
York, Seabury Press [1974] p. cm. ISBN 
Q-8164-1186-7 ”A Crossroad book.” 
(BS391.2.T39 1974] 74-9828 5.95 


10 


220.52 


220.5'°203 


I Taylor, Florence Marian Tompkins, 
1892- comp. If. Title. 
Prepared from C.I.P. 


THOMSEN, Russel J. 220.861 
The Bible book of medical wisdom [by] 
Russel J. Thomsen. Old Tappan, N.J., F. 
H. Revell Co. [1974] p. cm. ISBN 0-8007- 
0682-X Includes bibliographical references. 
[R135.5.T47] 74-11162 4.95 

i. Bible—Medicine, hygiene, etc. I. Title. 
Prepared from C.I.P. 


ROBERTSON, Jenny. 220.9°505 
The encyclopedia oF Bible stories. Stories 
retold by Jenny Robertson. Illustrated by 
Gordon King. Designed by Roger Whisker. 
Philadelphia, Holman, 1974. p. cm. ISBN 
0-87981-036-X [BS550.2.R6] 74-1081 7.95 
I. Bible stories, English. I. Title. 

Prepared from C.I.P. 


ARCHER, Gleason Leonard, 
1916- 

A survey of Old Testament introduction, 
by Gleason L. Archer, Jr. [Rev. ed.] 
Chicago, Moody Press [1974] 528 p. illus. 
24 cm. ISBN 0-8024-8446-8 Bibliography: 
p. 510-512. [BS1140.2.A7 1974] 74-176038 
7.95 

1. Bible. O.T.—Introductions. I. Title. II. 
Title: Old Testament introduction. 


221 


BOTTERWECK, G. Johannes. 221.3 
Theological dictionary of the Old 
Testament. Edited by G. Johannes 
Botterweck and Helmer  Ringgren. 


Translator: John T. Willis. Grand Rapids, 
Eerdmans [1974] p. ISBN 0-8028-2325-4 
Translation of Theologisches Worterbuch 
zum Alten Testament. [BS440.B5713] 73- 
76170 18.50 (vol. 1). 

I. Bible. O.T.—Dictionartes—Hebrew. 2. 
Hebrew  language—Dictionaries—English. 
I. Binggren, Elmer, 1917- joint author. I. 
Title. 

Prepared from C.I.P. 


CAMPBELL, D. B. J. 221.6 
The Old Testament for modern readers 
[by] D. B. J. Campbell. Atlanta, John 
Knox Press [1974, c1972] viii, 135 p. 23 
cm. ISBN  0-8042-0197-8 [BS1194.C35 
1974] 73-16913 5.95 


1. Bible. O.T.—Study—Text-books. 2. 

Cultus, Jewish. I. Title. 

JOINES, Karen Randolph, 221.674 
1938- 

Serpent symbolism in the Old Testament: a 

linguistic, archaeological, and literary 

study. Haddonfield, N.J., Haddonfield 


House [1974] p. cm. ISBN 0-88366-005-9 
[BS1199.837J64] 74-11359 25.00 

1. Serpents in the Bible. 2. Serpents (in 
religion, folk-lore, etc.) I. Title. 

Prepared from C.I.P. 


PRITCHARD, James 
Bennett, 1909- 
Solomon and Sheba, edited by James B. 
Pritchard. New York, Praeger [1974] p. 
cm. ISBN 0-275-46540-3 [BS580:S6P74] 
72-79551 15.00 

1. Solomon, King of Isracl—Legends— 
History and criticism. 2. Sheba, Queen 
of—Legends—History and criticism. I 
Title. 

Prepared from C.I.P. 


221.9°22 


t 


KUNTZ, John Kenneth. 221.9°5 
The people of ancient Israel; an 
introduction to the Old Testament 
literature, history, and thought [by] J. 
Kenneth Kuntz. New York, Harper & Row 
[1974] p. cm. ISBN  0-06-043822-3 
Bibliography: p. [BS1140.2.K86] 74-8042 
7.95 (pbk.) 


AMERICAN BOOK PUBLISHING RECORD 


i. Bible. O.T.—Introductions. 2. Bible. 
O.T.—History of Biblical events. I. Title. 
Prepared from C.I.P. 


VAN DOREN, Mark, 1894- 
1972. 
The book of praise; dialogues on the 
Psalms [by] Mark Van Doren and Maurice 
Samuel. Edited and annotated by Edith 
Samuel. New York, John Day Co. [1974] 
p. cm. ISBN 0-381-98271-8 [BS1430.2.V36 
1974] 74-9362 8.95 
L. Bible. O.T. Psalms-—Criticism, 
interpretation, ete. I. Samuel, Maurice, 
1895-1972. II. Samuel, Edith, ed. HI Title. 
Prepared from C.I.P. 


RHEIN, Francis Bayard 225.6 
Understanding the new testament rev. ed. 
Woodbury, New York, Barron’s 
Educational Series [1974, c1966] xiii, 387 
p. maps 20 cm. ISBN 0-8120-0027-7 
Bibliography: p. 379-381. [BS2330.2.R5] 
3.25 (pbk.) 
1. Bible. 
I Title. 
L.C. card number for original edition: 65- 
23532. 


FINEGAN, Jack, 1908- 225.6'1 
Encountering New Testament manuscripts; 
an introduction to textual criticism. Grand 
Rapids, Mich., Eerdmans [1974, c1973] p. 
cm. ISBN  0-8028-3445-0 Includes 
bibliographical references. [BS2325.F56 
1974] 74-1297 10.00 

1. Bible. N.T.—Criticism, Textual. 2. Bible. 
N.T. Manuscripts. I. Title. 

Prepared from C.I.P. 


BIBLE. N.T. Gospels. 
English. Coulter. 1974. 
A harmony of the Gospels in modern 
English; the life of Jesus Christ, by 
Frederick R. Coulter. [Los Angeles,] York 
Pub. Co. [1974] viii, 264 p. illus. 27 cm. 
[BT299.2.C68] 73-93940 12.50 
i. Jesus — Christ—Biography-—Sources, 
Biblical. I. Coulter, Frederick R. If. Title. 


eee David Edmond, 226.307 
1910- 

Mark, a portrait of the servan; a 
commentary by D. Edmond Hiebert. 
Chicago, Moody Press [1974] 437 p. 24 
cm. ISBN 0-8024-5182-9 Bibliography: p. 
432-437. [BS2585.3.H5] 73-15084 7.95 

a woe N.T. Mark—Commentaries. I. 
itle. 


STEDMAN, Ray C. 227.87077 
What more can God say? A fresh look at 
Hebrews [by] Ray C. Stedman. Glendale, 
Calif., G/L Regal Books [1974] 247 p. 18 
cm. ISBN 0-8307-0296-2 [BS2775.3.875] 
74-176002 1.45 (pbk.) 

i. Bible. N.T. Hebrews—Commentaries. I. 
Title. 


SNAITH, John G. 229°.4°077 

Ecclesiasticus, or the wisdom of Jesus son 

of Sirach, commentary by John G. Snaith. 

[London, New York] Cambridge 

University Press, [1974] x, 271 p. 21 em. 

ISBN 0-521-08657-4 (The Cambridge Bible 

commentary: New English Bible) 

Bibliography: p. 263. (BS1765.3. S6] 73- 

82459 4.95 : 
1. Bible. O.T. Apocrypha. Ecclesiasticus— 
Commentaries. l, Bible. O.T. Apocrypha. 

Ecclesiasticus. New English Bible. 1974. I. 

Title. HI. Series. 

Pbk. 2.95; ISBN 0-521-09775-4. 


HUNTER, Archibald Macbride. 230 
Taking the Christian view [by] A. M. 
Hunter. Atlanta, John Knox Press [1974] 


223°.2°077 


New Testament—Introductions. 


226.1 


“OCTOBER 31,1974" 


rn REYES ETE 


p. cm. ISBN 0-8042-0721-6 [BT77.H85 
1974} 73-16919 1.95 (pbk.) 
d. Theology, Docrinal—Popular works. 2. 
Christian life-—-1960- I. Title. 
Prepared from C.LP. 
RAHNER, Karl, 


1904- 230.2 


. A Rahner reader. Edited by Gerald A. 


McCool. New York, Seabury Press [1974] 
p. cm. ISBN 0-8164-1173-5 ”A Crossroad 
book.” Bibliography: p. [BX891.R253 
1974] 74-16138 12.50 ‘ 

1. Catholic Church—Collected works. 2. 
Theology—-Collected works—20th century. 
I. McCool, Gerald A., ed. II. Title. 
Prepared from C.I.P. Pbk. 4.95, ISBN 0- 
8164-2107-2. 


KETCHERSIDE, W. Carl. 231.3 
Heaven help us (the Holy Spirit in your 
life). by W. Carl Ketcherside. Cincinnati, 
New Life Books [1974] 176 p. 18 cm. 
ISBN 0-87239-007-1 Includes 
bibliographical references. [BT121.2.K45] 
74-77225 2.95 (pbk.) 

1. Holy Spirit. I. Title. 

Division of Standard Publishing. 


RIGA, Peter J. 232.3 
Gift of the Spirit [by] Peter J. Riga. Notre 
Dame, Ind., Fides Publishers [1974] p. 
om. ISBN  0-8190-0603-3 Includes 
bibliographical references. [BT121.2.R53] 
74-9963 1.50 (pbk.) ` 

1. Roly Spirit. I. Title. 

Prepared from C.I.P. 


ALLEN, Diogenes. 231’.6 
Finding our father. Atlanta, John Knox 
Press [1974] 124 p. 21 cm. ISBN 0-8042- 
0557-4 Includes bibliographical references. 
(BT 102.443] 73-16917 6.00 

1. Jesus Christ—Resurrection. 2. God. 3. 
Love. 4. Death. I. Title. 


HARKNESS, Georgia Elma, 231.7 
Understanding the kingdom of God [by] 


Georgia Harkness. Nashville, Abingdon 
Press [1974] p. cm. ISBN 0-687-42864-5 


Includes bibliographical references. 
[BT94.H34] 74-10809 6.50 

1. Kingdom of God. I. Title. 

Prepared from C.I.P. 

JONGE, Marinus de, 1925- 232 


Jesus: inspiring and disturbing presence. 
John E. Steely, trans. Nashville, Abingdon 
Press [1974] p. cm. ISBN 0-687-19919-0 
Translation of Jezus, inspirator en 
spelbreker. Includes bibliographical 
references. [BT202.J6513] 74-10915 10.95 
J. Jesus Christ—Person and offices— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. Pbk., 4.95, ISBN 0- 
687-19920-4. 


YUNGBLUT, John R. 232 
Rediscovering the Christ, by John 
Yungblut. New York, Seabury Press [1974] 
p. em. ISBN 0-8164-1187-5 ”A Crossroad 
book.” [BT202.Y92] 74-10810 6.95 

i. Jesus Christ—Person and offices. I. 
Title. 

Prepared from C.I.P. 


A Son is given. 232.9°01 
Based on God so loved the world by 
Adeline Hill Ostwalt. [Richmond, John 
Knex Press, 1974, c1973] p. ISBN 0- 
8042- 9507-7 A record of the significant 
events in the life of Christ as noted in the 
writings of Luke. [BT302.S64 1974] 73- 
9599 3.50 (pbk.) 

1. Jesus — Christ—Biography—Juvenile 
literature. I. Ostwalt, Adeline Hill. God so 
loved the world. 

Prepared from C.I.P. 


ERE SSE: 


SERB ETI Toe Stenger Scie 


HEPPENSTALL, Edward. 234 
Salvation unlimited: perspectives jn 
righteousness by faith. Washington, Review 
and Herald Pub. Association [1974] 256 p. 
21 cm. Bibliography: p. 255-256. 
(BT751.2.H46] 73-91425 6.95 

1, Salvation. I. Title. 


MACGORMAN, Jack W. 234.1 
The gifts of the spirit [by] Jack W. 
MacGorman. Nashville, Broadman Press 
(1974] 124 p. 21 cm. ISBN 0-8054-1341-3 


Includes bibliographical references. 
(BT767.3.M32] 73-85700 3.95 

1. Gifts, Spiritual. I. Title. 

TUTTLE, Robert G., 1941- 234.1 


The partakers [by] Robert G. Tuttle, Jr. 
Nashville, Abingdon Press [1974] p. cm. 
ISBN 0-687-30109-2 Includes 
bibliographical references. [BT121.2.T87] 
74-9561 4.95 

1. Holy Spirit. I. Title. 

Prepared from C.I.P. 


BROWN, Robert McAfee, 
1920- 

Is faith obsolete? Philadelphia, Westminster 

Press [1974] p. cm. ISBN 0-664-20715-4 


234.2 


Includes bibliographical references. 
(BV4637.B8] 74-13420 5.95 

J. Faith. [ Title. 

Prepared from C.I.P. 

EDWARDS, Jonathan, 1745- 234.9 


1801. 

A dissertation concerning liberty & 
necessity; containing remarks on the essays 
of Dr. Samuel West, and on the writings of 
several other authors, on those subjects. 
New York, B. Franklin Reprints [1974] 
234 p. 23 cm. ISBN 0-8337-1003-6 (Burt 
Franklin research & source works series. 
Philosophy & religious history 
monographs, 140) Reprint of the 1797 ed. 
rinted by L. Worcester at Woczcester. 
BJ1461.E32 1974] 73-21786 15.00 

l. West, Samuel, 1730-1807. Essays on 
liberty and necessity. 2. Free will and 
determinism. I. Title. 


RICHARDSON, Carl. 235.4 
Exorcism: New Testament style! Old 
Tappan, N.J., F. H. Revell Co. [1974] p. 
cm. ISBN 0-8007-8171-6 (Spire books) 
[BT981.R45] 74-14911 1.25 (pbk.) 


1. Devil. 2. Demonology. 3. Occult 
sciences. 4. Exorcism. I. Title. 

Prepared from C.I.P. 

BROOKS, D. P. 236.1 
Dealing with death—a Christian 
perspective [by] D. P. Brooks. Nashville, 
.Broadman Press [1974] 126 p. 21 cm. 
ISBN 0-8054-8229-6 Includes 


bibliographical references. [BT825.B74] 73- 
85697 1.50 (pbk.) 
I. Death. I. Title. 


HAUERWAS, Stanley, 1940- 241 
Vision and virtue; essays in Caristian 
ethical reflection. Notre Dame, Ind., Fides 
Publishers [1974] p. cm. ISBN 0-8190- 
0485-5 Includes bibliographical references. 
(BJ1241. H38] 74-9712 5.00 


1. Christian ethics—Addresses, essays, 
lectures. I. Title. 

Prepared from C.I.P. 

JONES, Major J., 1919- 241 


Christian ethics for Black theology [by] 
Major J. Jones. Nashville, Abingdoz Press 
[1974] p. cm. ISBN 0-687-07208-5 
Includes bibliographical references. 
[BJ1251.J63] 74-8680 4.50 (pbk.) 

i. Christian ethics. 2. Negrces—Religion. 
I. Title. 

Prepared from C.I.P. 
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BASSET, Elizabeth, comp. 242 
Love is my meaning; an anthology cf 
assurance. Atlanta, John Knox Press [197«, 
c1973] p. cm. ISBN  0-8042-2300-9 
[BV4801.B28 1974] 74-3708 5.95 

i. Devotional literature. L Title. 

Prepared from C.I.P. 


*DEJONG, Benjamin R. 242 
God’s promise for today [by] Benjamin F.. 
DeJong. Grand Rapids, Baker Book House 
(1974, c1951] lv. (unpaged) 18 cm. ISBN 
0-8010-2834-5. [BV4832] 1.45 (pbk.) 

1. Meditations. I. Title. 


FRANKLIN, Jessie Merle. 242 
A song about forever things. Nashville, 
Broadman Press [1974] 127 p. 20 cm. 
ISBN 0-8054-8234-2 [BV4832.2.F63] 75- 
93904 1.50 (pbk.) 

1. Devotional literature. I. Title. 


NOUWEN, Henri J. M. 242 
Out of solitude; three meditations on the 
Christian life, by Henri J. M. Nouwen. 
Photography by Ron P. van den Bosch. 
Notre Dame, Ind., Ave Maria Press [197¢] 
63 p. illus. 20 cm. ISBN 0-87793-071-6 
”These mediations were first given és 
sermons at "Battell,’ The United Church of 
Christ at Yale University.” 
(BX2182.2.N67] 74-176325 3.50 

1. Meditations. I. Title. 

Pbk. 1.75; ISBN 0-87793-072-4. 


WERSELL, Thomas W. 242 
Spiritual thoughts and prayers [by] Thomes 
W. Wersell. Philadelphia, Fortress Press 
[1974] 76 p. 18 cm. ISBN 0-8006-1305-8 
[BV245.W395] 74-76920 1.95 (pbk.). 

1. Prayers. 2. Meditations. I. Title. ee 


BARCLAY, William, 242.2. 
lecturer in the University of Glasgow. 

A guide to daily prayer. New York, 
Harper & Row [1974, c1962] 160 p. 21 
cm. ISBN 0-06-060401-8. [BV4811.B33] 
1.95 (pbk.) 

1. Devotional calendars. l. Title. IL Title: 
Daily prayer. 


L.C. card number for original ed.: 62- 
11473. 
CASSELS, Louis, comp. 242.2 


Preludes to prayer. Nashville, Abingdon 
Press [1974] p. cm. ISBN 0-687-33916-2 
[BV4810.C33] 74-1132 3.95 

1. Devotional calendars. f. Title. 

Prepared from C.I.P. 


READ, Leonard Edward, 
1898- comp. 

The free man’s almanac, compiled ty 

Leonard E. Read. Irvington-on-Hudsona, 

N.Y., Foundation for Economic Education, 

1974. vi, 376 p. 17 cm. ISBN 0-910614- 

51-2 [BV4810.R33] 74-174427 5.00 

1. Devotional calendars. I. Title. 


RONGIONE, Louis A. 2427.23 
Reform and rejoice; daily homily- 
meditation themes for Advent [by] Louis 
A. Rongione. New York, Alba House 
[1974] . cm. ISBN  0-8189-0294-9 
[BX2170.A4R66] 74-8989 2.95 (pbk.) 

1. Advent—Meditations. I. Title. 

Prepared from C.LP. 


242.2 


BREWSTER, H. Pomeroy, 242.37 
d.1906. 
Saints and festivals of the Christien 


church. New York, F. A. Stokes Co. 
Detroit, Gale Research Co., 1974 [c1904] 
p. ISBN 0-8103-3992-7 "A considerab-e 
part ‘of the matter presented in tke 
following pages was printed [as] a series of 
articles in the Union and advertiser of 


1 


OE TRIAL 7 AEA TEE TER 


200 RELIGION 


Rochester, N.Y.” [BR1710.B7 1974] 73- 
159896 17.50 

1. Christian saints—Calendar. 2. Fasts and 
feasts. I. Title. 

-Prepared from C.I.P. 


GIUDICE, Liliane, 1913- 242’.4 
Alone until tomorrow. [Translated by 
David E. Green] Atlanta, John Knox Press 
[1974] 64 p. 21 cm. ISBN 0-8042-1982-6 
Translation of Ohne meinen Mann. 
(BF575.G7G5813] 73-16912 3.95 

1. Bereavement—Personal narratives. I. 
Title. 


ROBERTSON, Josephine. 2427.65 
Meditations for the later years. Drawings 
by Giorgetta Bell McRee. Nashville, 
Abingdon Press [1974] 80 p. illus. 21 cm. 
ISBN 0-687-24099-9 [BV4580.R57] 73- 
19935 3.50 

1. Aged—Prayer-books and devotions— 
English. I. Title. 


CUNNINGHAM, Gail Harano. 242’.8 
The little book of prayer, with inspiration 
from the Psalms. Selected and written by 
Gail Harano Cunningham. Illustrated by 
Linda Welty. [Kansas City, Mo., Hallmark, 
1974] [48] p. col. illus. 16 cm. ISBN 0- 
87529-348-4 (Hallmark editions) 
[BV245.C83] 73-78223 2.50 

1. Prayers. I. Welty, Linda, illus. II. Bible. 
O.T. Psalms. English. Revised Standard. 
Selections. 1974. HI. Title. 


BANKS, Louis Albert, 245’.21 
1855-1933. 
Immortal hymns and their story ... With 


ports. and illus. by Norval Jordan. [Boston] 
Milford House [1974] p. cm. ISBN 0- 
87821-258-2 Reprint of the 1898 ed. 
published by Burrows Bros. Co., Cleveland. 
[BV315.B3 1974] 73-20093 25.00 

1. Hymns—RHistory and criticism. I. Title. 
Prepared from C.I.P. 


BRANDON, Samuel George 

Frederick. 
Man and God in art and ritual; a study of 
iconography, architecture and ritual action 
as primary evidence of religious belief and 
practice [by] S. G. F. Brandon. New York, 
Scribner [1974] p. ISBN 0-684-13657-0 
Bibliography: p. [N72.R4B72] 73-1358 
20. 


J. yy and religion. 2. Ritual. I. Title. 
Prepared from C.I.P. 


COOPER, W. Norman. 248 
Finding your self, by W. Norman Cooper. 
Santa Monica, Calif., DeVorss [1974] 88 p. 
21 cm. ISBN 0-87516-183-9 [BL53.C655] 
74-78511 3.00 (pbk.) 

1. Psychology, Religious. I. Title. 


KEMP, Charles F., 1912- 248 
Prayer-based growth groups [by] Charles F. 
Kemp. Nashville, Abingdon Press [1974] 
p. ISBN .‘0-687-33369-5 Bibliography: p. 
[BV652.2.K45] 74-11174 2.95 (pbk.). 

1. Church group work. 2. Prayers. I. Title. 
Prepared from C.I.P. 


246 


BEALL, Jamis Lee. 248.273 
The adventure of fasting; a practical guide. 
Old Tappan, N.J., F. H. Revell [1974] p. 
cm. ISBN 0-8007-0683-8 Bibliography: p. 
[BV5055.B4] 74-10741 1.95 (pbk.) 

I. Fasting. I. Title. 

Prepared from C.I.P. 


KIMMEL, Jo, 1931- 248.4 
Stop™ playing pious games. Nashville, 
Abingdon Press [1974] 126 p. 20 i 
ISBN 0-687-39595-X Bibliography: p. 
[125]-126, [BV4501.2.K493] 73-13625 3.95 
1. Christian life—1960- I. Title. 


12 


MCGINNIS, Marilyn. 2487.4 
Single: the woman’s view. Old Tappan, 
N.J., Revell [1974] p. cm. ISBN 0-8007- 
0678-1 [BJ1610.M29] 74-9837 4.95 

1. Single women—Conduct of life. 2. 
Single women—Religious life. I. Title. 
Prepared from C.I.P. 


ROY, Joseph, 1935- 2487.4 
Scripturegraphics; living messages for 
modern man. Written and illustrated by 
Joseph Roy. St. Meinard, Ind. Abbey 
Press, 1974. ix, 157 p. (chiefly illus.) 14 x 
21 cm. ISBN 0-87029-022-3 (A Priority 
edition) [BV4832.2.R69] 73-94168 5.95 
(pbk.) 

1. Meditations. I. Title. 


WRIGHT, H. Norman. 2487.4 
The Christian use of emotional power [by] 
H. Norman Wright. Old Tappan, N.J., F. 
H. Revell Co. [1974] 159 p. illus. 21 cm. 
ISBN 0-8007-0679-X Bibliography: p. 157- 
159. [BF561.W74] 74-10755 4.95 

1. Emotions. 2. Christian life—1960- I. 
Title. 


MARSHALL, Catherine 
Wood, 1914- 
Something more, by Catherine Marshall. 
New York, McGraw-Hill [1974] p. cm. 
ISBN 0-07-040607-3 [BV4501.2.M3643] 
74-4235 6.95 

1. Marshall, Catherine Wood, 1914- 2. 
Christian life—Presbyterian authors. I. 
Title. 

Prepared from C.I.P. 


HINSON, E. Glenn. 248’.4861 
A serious call to a contemplative life-style 
[by] E. Glenn Hinson. Philadelphia, 
Westminster Press [1974] p. ISBN 0-664- 
24992-2 Bibliography: p. [BV4501.2:H52] 
74-9658 2.85 (pbk.) 


248°.48°51 


1. Spiritual life—Baptist authors. 2. 
Contemplation. I. Title. 

Prepared from C.I.P. 

MASTON, Thomas 248°.48'61 


Bufford, 1897- 

Why live the Christian life? [By] T. B. 
Maston. Nashville, T. Nelson [1974] p. 
cm. ISBN 0-8407-5584-8 Bibliography: p. 
[BV4501.2.M3677] 74-14797 3.50 (pbk.) 

1. Christian life—Baptist authors. I. Title. 
Prepared from C.I.P. 


PAULSON, J. Sig. 248°.48°99 
How to love your neighbor [by] J. Sig 
Paulson. [lst TE Garden City, N.Y., 
Doubleday, 1974. p. ISBN 0-385-04263- 9 
[BV4639.P316] 76- $9098 4.95 

1. Love (Theology) 2. Christian life—Unity 
School of Christianity authors. I. Title. 
Prepared from C.I.P. 


GETZ, Gene A. , 248’.832 
The measure of a man, by Gene A. Getz. 
Glendale, Calif., G/L Regal Books [1974] 
219 .p. 18 cm. [BV4843.G47} 74-175983 
1.25 (pbk.) 

1. Men—Religious life. I. Title. 


LARSEN, Earnest. 1.248.833 
"How do I change my man?” (For women 
only). Liguori, Mo., Liguori Publications 
[1974] 144 p. illus. 18 cm. [BJ1610.L3] 74- 
80939 1.95 (pbk.) 

1. Conduct of life. 2. Woman—Religious 
life. I. Title. 


*CHAPPELL, Clovis G. 248.843 
Feminine faces. Grand Rapids, Baker Book 
House [1974, c1970] 219 p. 20 cm. ISBN 
0-8010-2355-6. (Clovis G. Chappell 
library) [BV4527] 2.95 (pbk) 

1. Woman—Religious life. L Title. 


AMERICAN BOOK PUBLISHING RECORD 

SANGSTER, William Edwin 250 
Robert, 1900- 

The approach to preaching [by] W. E. 
Sangster Grand Rapids Baker Book House 
[1974, c1952] 112 p. 20 cm. ISBN 0-8010- 
8023-1 [BV4010.S16] 1.95 (pbk.) 
1. Theology, Pastoral. I. Title. 
L.C. card no. for original edition: 52-7115. 


DEVINE, George, 1941- 252’.02 
If I were to preach. New York, Alba 
House [1974- p. cm. ISBN 0-8189-0297-3 
Contents.—v. 1. Liturgical homiletic aids 
for cycle A. Includes bibliographical 
aaa [BX1756.D4713] 74-9914 4.95 


(pbk.) 

i. Catholic Church—Sermons. 2. Church 
year sermons. 3. Sermons, American. I. 
Title. 

Prepared from C.I.P. 


CHAPPELL, Clovis Gillham, 
1882- 

Questions Jesus asked. Grand Rapids, 

Baker Book House [1974, c1948] 181 p. 19 

cm. ISBN 0-8010-2352-1 ”A Clovis G. 

Chappell Library Book” [BX8333.C5Q4] 


2.95 (pbk.) 
Church—Sermons. 2. 


252.07 


1. Methodist 
Sermons, American. I. Title. 

L.C. card number for original edition: 48- 
10044. 


STEWART, Charles William. 253.2 
Person and profession; career development 
in the ministry. Nashville, Abingdon Press 
[1974] p. cm. ISBN 0-687-30779-1 
[BV660.2.S75] 74-11334 5.95 

1. Clergy—Office. I. Title. 

Prepared from C.I.P. 


HARN, Celia A. 254 
The minister is leaving: a Project Test 
Pattern book in parish development, by 
Celia A. Hahn. New York, Seabury Press 
[1974] p. cm. ISBN 0-8164-2099-8 ”A 
crossroad book.” [BV664.H34] 74-9943 
3.50 (pbk.). 

1. Clergy—Appointment, call, and 
election—Case studies. I. Project Test 
Pattern. II. Title. 

Prepared from C.I.P. 


VANDER Kaay, Dorothy. 254.6 
Women’s world handbook of ideas and 
procedures for ladies groups. Des Plaines, 
Il., Regular Baptist Press [1974] 133 p. 19 
cm. [BV2610.V36] 74-79541 1.50 (pbk.). 

1. Women in missionary work. I. Title. 


MCINECRY, Dennis 255’.125°00924 B 


Thomas Merton; the man and his work 
[by] Dennis Q. MclInerny. Kalamazoo, 
Mich., Cistercian Publications, 1974. p. 
cm. ISBN  0-87907-827-8 (Cistercian 
studies series, no. 27) [BX4705.M542M3] 
74-4319 7.95 

1. Merton, Thomas, 1915-1968. I. Title. II. 
Series. 

Prepared from C.I.P. 


WILKERSON, David R. 259 
Beyond the cross and the switchblade [by] 
David Wilkerson. Special introd. by John 
and Elizabeth Sherrill. Old Tappan, N.J., 
Chosen Books; distributed by F. H. Revell 
[1974] p. cm. ISBN  0-912376-08-2 
[BV4470.W48] 74-12155 5.95 

1. Wilkerson, David R. 2. Church work 
with narcotic addicts. I. Title. 

Prepared from C.I.P. 


RAHNER, Karl, 1904- 260 
The shape of the church to come. 
Translation and introd. by Edward Quinn. 
New York, Seabury Press [1974] p. cm. 





> “OCTOBER 31,1974 . 


ISBN 0-8164-1181-6 ”A Crossroad book.” 
[BV600.2.R3613 1974] 73-17907 6.95 

i. Church. Ñ Title: 

Prepared from C.I.P. 


KEUCHER, William F. 261.1 
Main Street‘ and the mind of God [by 
William F.‘Keucher. Valley: Forge [Pa. 
Judson Press [1974] 127 p. 22 cm. ISBN 
0-8170-0639-7 Includes bibliographical 
ee TBR115. W6K48] 74-4425 2.65 


1. Chiirch ànd the world. 2. Mission of the’ 


church. 3. God. I. Title. ‘ 


CASEBOOK on church and 261.873 
society. Edited by Keith R. Bridston [and 
others] Nashville, Abingdon Press [1974] 
p. cm. ISBN 0-687-04709-9 Bibliography: 
p. [BV3.C37] 74-13419 5.95 (pbk.) 

1. Theology, Practical—Case studies. 2. 
Church and social problems—Case studies. 
Í. Bridston, Keith R., ed. 

Prepared from C.I.P. 


RUSSELL, Letty M. 261.83412 
Human liberation in a , feminist 
perspective—a theology, by Letty M. 
Russell. Philadelphia, Westminster Press 
[1974] . p. cm. ISBN 0-664-24991-4 
Includes : bibliographical references. 
[BT810.2.R87] 74-10613 3.95 (pbk.). 

i. Freedom (Theology) 2. Salvation.: 3. 
Woman (Theology) I. Title. , + 

Prepared from C.I.P. 


JACKSON, Warner. 261.8°34°5 196073 
Theology: -White, Black, or: Christian? 
Scottdale, Pa., Herald Press, 1974. 47 p. 
18 cm. ISBN  0-8361-1743-3 (Focal 
popiler no. 25) [BT734.J3] 74-6543 0.75 


. Race (Theology) I. Title. 


; MACGREGOR, Geddes. 264 
_The rhythm of God; a philosophy of 
worship. New York, Seabury Press [1974] 
p. cm. ISBN 0-8164-1174-3 ?A .Crossroad 
book.” [BV15.M28] 74-13598 6. 95 
. d. Public worship. I. Title. 

-Prepared from C.I.P. 


VAUX, James Edward. 264’.03 
Church folklore; a record of some post- 
Reformation usages in the English Church, 
now mostly obsolete, by J. Edward Vaux. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1894 ed. 
published by Griffith Farren, London. 
ban ENS 1974] 74-16217 40.00 (lib. 
g-)- 


1. Great Britain—Religious life and 
customs. I. Title. 

Prepared from C.I.P. 

RILEY, Hugh M. 265’.1 


Christian initiation; a comparative study of 
the interpretation of the baptismal liturgy 
in the mystagogical writings of Cyril of 


Jerusalem, John Chrysostom, Theodore of 


Mopsuestia, and Ambrose of Milan, by 
Hugh M.’ Riley. Washington, Catholic 
University of America Press, 1974. p. cm. 
ISBN 0-8132-0531-X (Catholic University 
of ‘America. Studies in Christian antiquity, 
no. 17) Bibliography: p. [BV803.R54] 74- 
11191 21.00 

I. Cyrillus, Saint, Bp. of Jerusalem, 315 
(ca.)-386. 2. Chrysostomus, Joannes, Saint, 
Patriarch of Constantinople, d. 407. 4 
Theodorus, Bp. of Mopsuestia, d. ca. 428. 
4. Ambrosius, Saint, Bp. of Milan. 5. 
Baptism—History—Early church. L- Title. 
IT. Series. 

Prepared from C.I.P. 


TURNBULL, Ralph G. 265.3 
At.the Lord’s Table, by Ralph G. Turnbull. 


Grand Rapids, Baker Book House [1974, 
c1967] 141 p. 20 cm. ISBN 0-8010-8822-4. 
[BV827.T8] 1.95 (pbk.) Ve 

i. Lord’s Supper-—Sermons. 2. Sérmons, 
American. 3. Presbyterian -Church— 
Sermons. I, Title. 

A number for original eds. 67- 


RICHARDS, John. 265°.9 
But deliver us from evil; an introduction to 
the demonic dimension in pastoral care. 
New York, Seabury Press [1974] p. cm. 
ISBN 0-8164-1184-0 "A Crossroads book.” 
Bibliography: p. [BV873.E8R52 1974] 74- 
10845 8.95 

1. Exorcism. 2. Demoniac possession. 3. 
Occult sciences. I. Title. 


Prepared from C.I.P. 


*BROADMAN comments on the 268.61 
international Bible lessons for Christian’ 
teaching. 

The 1974-1975 edition ‘by Denald F. 
Ackland [and others] is available from 
Broadman Pr., Nashville for 3.25 (pbk.). 
IBN 0-8054-1418-5. L.C. card no.: 45- 
437. 


HAGGAI, John Edmund. 269.2 
New hope for planet Earth [ty] John 
Haggai. Nashville, T. Nelson [1974] 160 p. 
illus. 21 cm. [BV3790.H26] 73-21518 5.95 
1. Evangelistic work. 2. Missions. 1. Title. 


ORR, James Edwin, 1912- 269.2 
The fervent prayer: the worldwide impact 
of the Great Awakening of 1858, by J. 
Edwin Orr. Chicago, Moody Press [1974] 
XX, 236 p. 24 cm. ISBN 0-8024-2615-8 
Pibilography: p.` 225-233.. [BV3770.067] 
74-2938 

L karril i Title. 


HARGIS, Billy 
James, 1925- 
Why J fight for a Christian America. 
Nashville, T. Nelson [1974] p. cm. ISBN 
0-8407-5557-0 [BR1725.H237A37] 74- 
14714 1.95 (pbk.) 
1. Hargis, Billy James, 1925- I. Title. 
Prepared from C.I.P. 


BRUCE, Dickson D., 269.20973 
1946- 


And they all sang hallelujah; plain-folk 
camp-meeting religion, 1800-1845 [by] 
Dickson D. Bruce, Jr. [1st ed.] Knoxville, 
University of Tennessee Press [1974] xii, 
155 p. illus. 22 cm. ISBN 0-87049-157-1 
Bibliography: p. 137-150. [BV3798.B78] 
74-11344 7.50 


269.20924 B 


1. Camp-meetings. 2. Southern States— - 


Religion. 3. Frontier and pioneer life— 
United States—Southern States. I. Title. 


DUNNEY, Joseph Aloysius, 270 B 
1881- 


: Chureh history in the light of the saints, by 


Joseph A. Dunney. Plainview, N.Y., Books 
for Libraries Press [1974] p. cm. ISBN 0- 
518-1G162-2 (Essay index reprint series) 
Reprint of the 1944 ed. published by 
Macmillan, New York. Bibliography: p. 
[BR145.D86 1974] 74-2196 21. 50 

1. Catholic Church—History. 2. Church 
Aistory. 3. Christian saints. I. Title. 

Prep from C.I.P. 


BEACH, Bert Beverly. 270.8 
Ecumenism: boon or bane? Washington, 
Review and Herald Pub. Association 
[1974] 314 p. 22 cm. Bibliography: p. 297- 
314. [BX8.2.B385] 73-87678 8.95 

1. Christian union. }Ł Title. 


BRADSHAW, Brendan. 271'.009415 
The dissolution of the religious orders in 


| 1547. 2. 


1974] 


: - 200 RELIGION 
Ireland under Henry VIII. [London, ‘New 
York] Cembridge University Press [1974] 
viii, 276 p. illus. 23 cm. ISBN 0-521- 
20342-3 Bibliography: p. 256-251. 
[BX2600.B72] 73- 33104 16.50 
J. ‘Henry VIII, King of England, 1491- 
Monasticism .and religious 
orders—treland. I. Title. 


BISHOP, Morris, 
1893-1973. 

St. Francis of Assisi. [lst ed.] Boston, 

Little, Brown [1974] p. cm. ISBN 0-316- 

09665-2 Bibliography: p. [BX4700.F6B52 

1974] 74-10757 6.95 

1. Francesco d’Assisi, Saint, 1182-1226. 

Prepared from C.LP. 


DONALDSON, Gordon. 274.1 
Scotland: church and nation through 
sixteen centuries. New York Barnes & 
Noble [1974,, c1972] 128 p. 23 cm. ISSN 
0-06-491738-X Bibliography p 124-125. 
[BR782.D57] 5.00 

1. Scotland—Church history. I. Title. 

ye card number for original edition: 60- 
4701. ; 


KRASINSKI, Walerjan 
Skorobohaty, d.1855. 
Historical sketch of the rise, progress, and 
decline of the Reformation in Poland, and 
of the influence which the scriptural 
doctrines have exercised on that country in 
literary, moral, and political respects, by 
Count Valerian Krasinski. New York, B. 
Franklin [1974] p. cm. ISBN 0-8337- 
1957-2 Reprint. of the 1838-40 ed. 

[BR420.P7K8 1974] 72-82255 42.50 

i. Reformation—Poland. 2. pone 
Church history. I. Title. 

Prepared from C.I.P. 


MCCRIE, Thomas, 1772-1835. 274.5 
History of the Progress and suppression of 
the Reformation in Italy in the sixteenth 
century; including a sketch of the history 
of the Reformation in the Grisons. A’new 
ed. edited by his son. Edinburgh, W. 
E 1856; INew York, AMS Press, 
p. ISBN 0-404-04118-3 
[BR390.M29 1974] 72-1006 13.00 «4 

1. ‘Reformation—Italy. 2. Retormaticn— 
Switzerland-—Grisons. I Title. 

Prepared from C.I.P. 


271°.3°024¢ B 


274.38 


AN, Yong-jun. : 275.19 B 
The triumph of Pastor Son; from Korea .. 

a true story of faith under persecution [by] 
Yong Choon Ahn with Phyllis Thompson. 
Downers Grove, Ill, InterVarsity Press 
[1974, c1973] 96 p. 18 cm. ISBN 0-87784- 
555-7 [BX9225.862A83 1974] 73-93140 
1.50 (pbk.) 

1. Son, Yang-won. I. Thompson, Phyllis, 
joint author. I. Title. 


*THE Negro church in sath 277.3 
America, by E. Franklin . Frazier. New 
York, Schocken Books [1974, c1963] 216 
p. 21 cm. Also included intfthis: volume: 
The Black since Fraziersby- C. Eric 
Lincoln. Bibliography: où t. {207}-208 
[BR563.N4] 72-96201 2.95 (pbk. j 

1. Negroes—Religion.. Ins\Frazier,-. E. 
Franklin 1894-1962. The Negro church in 
America. IF, Lincoln, C. Eric. The’ Plack 
church. since Frazier. HI. Title: The Black 
church since Frazier. 

Also available in hardcover for 10.00. 


CLABAUGH, Gary K. 3807.4 
Thunder on the righ; the: Protestant 
fundamentalists [by] Gary K., Clabaugh. ` 


Y 
Chicago, Nelson-Hall Co. [1974] p. cm. 


ISBN 0-88229-108-4 ; Includes 
bibliographical references. [BT82.2.C53] 
74-9551 8.95 


13 


"200 RELIGION ` 


1. Fundamentalism. 2. Radicalism—United 
States. I. Title. 
Prepared from C.I.P. 


ALDERSON, Jo 
Bartels. 

The man Mazzuchelli, pioneer priest [by] 
Jo Bartels Alderson and Michael 
Alderson. [Ist ed. Madison, Wisconsin 
House, 1974] 1 v. (unpaged) illus. 24 cm. 
ISBN 0-88361-026-4 Includes bibliography. 
[BX4705.M475] 73-89029 7.95 

1. Mazzuchellt, Samuel Charles, 1806- 
1864. I. Alderson, Jim Michael, joint 
author. II. Title. 


CLARKE, Martin 
Lowther. 
Paley; evidences for the man [by] M. L. 
Clarke. [Toronto, Buffalo] University of 
Toronto Press [1974] viii, 161 p. 22 cm. 
ISBN 0-8020-2112-3 Includes 
bibliographical references. 
Pe P26C55 1974] 73-86991 10.00 
1. Paley, William, 1743-1805. 


2827.092'4 B 


283’.092’4 B 


JACKSON, Thomas, 283’.092°4 B 
1942- 

Go back, you didn’t say "May I’; the 

diary of a young priest. New York, 


Seabury Press [1974] p. cm. ISBN 0-8164- 
1170-0 "A Crossroad book.” 
[BX5995.J23A33] 74-11382 7.95 
1. Jackson, Thomas, 1942- I. Title. 
Prepared from C.I.P. 
TROSSE, George, 285.0924 B 
1631-1713. 
The life of the Reverend Mr. George 
Trosse, written by himself, and published 
posthumously according to his Order in 
1714. Edited by A. W. Brink. Montreal, 
McGill-Queen’s University Press, 1974. xi, 
140 p. port. 23 cm. ISBN 0-7735-0153-3 
Includes bibliographical references. 
[BX5207.T75A33 1974] 73-79097 9.75 
1. Trosse, George, 1631-1713. I. Brink, A. 
W., ed. IT. Title. 
Distributed by McGill Queens University 
‘Press, New York. 


SIMONSON, Harold 
Peter, 1926- 

Jonathan Edwards: theologian of the heart, 
by Harold P. Simonson. Grand Rapids, W. 
B. Eerdmans Pub. Co. [1974] p. cm. ISBN 
0-8028-3448-5 Includes bibliographical 
references. [BX7260.E3S56] 74-4494 7.95 
1. Edwards, Jonathan, 1703-1758. I. Title. 
Prepared from C.LP. 


GARRETT, James Leo. 286 
Baptist relations with other Christians. 
James Leo Garrett, Jr. editor. Valley 
Forge [Pa.] Judson Press [1974] p. cm. 
ISBN 0-8170-0602-8 Includes 
bibliographical references. 
[BX6329.A1G37] 73-16788 12.00 

1. Baptists—-Relations. I. Title. 

Prepared from C.I.P. 


WALSTON, Marie. 286’.10924 [B] 

These were my hills. New Canaan, Conn., 

Keats [1974, c1972] 134 p. 18 cm. (A 

fee) family reader) [BX6495.W3A3] 1.50 
bk. 


ZL. Title. 
L.C. card number for original ed.: 72- 
189436. 


MERWIN, Wallace C. 286°.651 
Adventure in unity; the Church of Christ 
in China, by Wallace C. Merwin. Grand 
- Rapids, Mich., Eerdmans [1974] p. ISBN 
0-8028-344 1-8 Bibliography: p. 
. [BX7014.M47] 73-22119 6.95 
i. Church of Christ in China. I. Title. 
Prepared from C.LP. 


285’.8'0924 B 
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REECE, Colleen L. 288.3°092’2 B 
The unknown witnesses, by Colleen L. 
Reece. [Independence, Mo., Herald Pub. 


‘House, 1974] 159 p. 18 cm. ISBN 0-8309- 


0107-8 [BX8693.R43] 73-87642 5.00 
1. Bible—Biography. 2. Mormons and 
Mormonism—Biography. I. Title. 


CLAYTON, William, 289.3°427°2 
1814-1879. 
Manchester Mormons; the journal of 
William Clayton, 1840 to 1842. Edited by 
James B. Allen and Thomas G. Alexander. 
Santa Barbara [Calif.] Peregrine Smith, 
1974. p. cm. ISBN 0-87905-024-1 (Classic 
Mormon diary series, v. 1) 
[BX8617.G7C55 Yo74] 73-89749 8.95 
i. Clayton, William, 1814-1879. 2. 
Mormons and Mormonism in Manchester, 
Eng. 3. Manchester, Eng.—Religion. I. 
Title. 
Prepared from CLP. 


CAMPBELL, Faith, 1913- 289.9 B 
Stanley Frodsham, prophet with a pen. 
Springfield, Mo., Gospel Pub. House 
[1974] 146, [1] p. 18 cm. (Radiant books) 
"Books by Stanley H. Frodsham”: p. [147] 
[BX6198.A7F763] 74-77406 1.25 (pbk.) 

I Frodsham, Stanley Howard, 1882-1969. 
. Title. 


BARNES, Hazel Estella. 292'.2’11 
The meddling gods; four essays on classical 
themes [by] Hazel E. Barnes. Lincoln, 
University of Nebraska Press [1974] p. 
ISBN 0-8032-0838-3 Includes 
bibliographical references. [BL785.B3] 73- 
92003 8.50 

1. Mythology, Greek. I. Title. 

Prepared from C.I.P. Contents omitted. 


GARGI, Balwant, 1916- 294 
Nirankari Baba. [Delhi] Thomson Press 
(India), Publication Division, 
1973,[i.e.1974] 172 p. illus. 23 cm. 
[BP605.S12G37] 73-906699 

i. Sant Nirankari Mandai. 2. Singh, 
Gurbachan, 1930- I. Title. 

Distributed by International Publications 
Service; 9.00. 


BEYER, Stephan, comp. 294.3 
The Buddhist experience; sources and 
interpretations. Encino, Calif., Dickenson 
Pub. Co. [1974] vii, 274 p. illus. 23 cm. 
ISBN 0-8221-0127-0 (The Religious life of 
man series) [BQ4012.B49] 73-93289 4.95 


pbk. 
i. Buddha and Buddhism. 2. Buddhist 
literature. I. Title. 


SHAKU, Soyen. 294.3708 
Zen for Americans. Translated by Daisetz 
Teitaro Suzuki. La Salle, Ill, Open Court 
[1974, c1906] 7, 220 p. illus. 21 cm. ISBN 
0-87548-273-2 (Open court paperback) 
Reprint of the 1913 ed. published by Open 
Court Pub. Co. under title: Sermons of a 
Buddhist abbot. Includes bibliographical 
teferences. [BQ4055.S5 1974] 74- 176035 
2.95 (pbk.) 

1. Buddha and Buddhism—Addresses, 
essays, lectures. I. Title. 


REYMOND, Lizelle. 294. 5°42 

aia {ist ed] New York, Knopf,’ 1974. 
cm. ISBN '0-394-49339-7 

ĪBL1245. S4R43 1974] 74-7725 5. 00; 

1. Shaktism. I. Title. 

Prepared from C.I.P. 


AKHILANANDA, Swami. 294.5°44 
Spiritual practices, by Swami Akhilananda. 
Memorial ed. with reminiscences by his 
friends. Edited by Alice Mary Stark and 
Claude Alan Stark. Cape Cod, Mass., C. 
Stark [1974] 225 p. port. 23 cm. ISBN 0- 


AMERICAN BOOK PUBLISHING RECORD 


89007-001-6 Writings of Swami 
Akhilananda”: A 221. Includes 
bibliographical references. [BL1228.A34 


1974] 74-76003 8.50 

1. Akhilananda, Swami—Addresses, essays, 
lectures, 2. Spiritual life--Hindu authors. I. 
Title. 


CHINMOY. 294.5°44 
The inner promise; paths to self perfection, 
by Sri Chinmoy. New York, Simon and 
Schuster [1974] p. cm. ISBN 0-671- 
21720-8 (A Touchstone book) 
[BL624.C465] 74-9552 7.95; 3.95 (pbk.) 

1. Spiritual life. T. Title. 

Prepared from C.I.P. 


JUDAH, J. Stillson. 294.5°5 
Hare Krishna and the counterculture pyl 
J. Stillson Judah. New York, Wiley [1974 
p. cm. ISBN 0-471-45200-9 
{Contemporary religious movements) "A 
Wiley-Interscience publication.” 

Bibliography: p. [BL1220.J8 1974] 74-8209 


1. Krishna (Cult)—United States. 2 
Vaishnavism. 3. Youth—Religious life. I. 
Title. 


Prepared from C.I.P. 


STARK, Claude 
Alan. 

God of all: Sri Ramakrishna’s approach to 
religious plurality. Cape Cod, Mass. [1974] 
xvii, 236 p. port. 23 cm. ISBN 0-89007- 
000-8 Bibliography: p. 216-233. 
[BL1175.R26S8] 74-76001 12.00 

I. Ramakrishna, 1836-1886. I. Title. 


ABOTH de-Rabbi Nathan. 296.1 
English. 

The Fathers according to Rabbi Nathan. 
Translated from the Hebrew by Judah 
Goldin. New York, Schocken Books [1974, 
c1955] p. cm. ISBN  0-8052-0465-2 
Reprint of the ed. published by Yale 
University Press, New Haven, which was 
issued as v. 10 of Yale Judaica series. 
Includes bibliographical references. 
[BJ1287.A22E5 1974] 74-9638 4.95 (pbk.) 
1. Ethics, Jewish. I. Goldin, Judah, 1914- 
fr. n Title. TII. Series: Yale Judaica series, 
V. A 

Prepared from C.I.P. 


294.5°55°0924 B 


PICK, Bernhard, 1842- 
1917. 
The cabala: its influence on Judaism and 
Christianity. La Salle, Ill, Open Court 
[1974] 109, [2] p. 21 cm. ISBN 0-87548- 
199-X (Open Court paperback) Reprint of 
the 1913 ed. published by the Open Court 
Pub. Co., Chicago. Bibliography: p. [110]- 
[111]. [BM526.P4 1974] 74-176088 1.45 
(pbk.) 
1. Cabala—History. I. Title. 


DRESNER, Samuel H. 296.6'1'0924 B 
Levi Yitzhak of Berditchev; portrait of a 
Hasidic master, by Samuel H. Dresner. 
New York Hartmore House [1974] p. cm. 
ISBN  0-87677-144-4 Bibliography: p. 
[BM755.L44D73] 73-91739 10.00 

i. Levi Isaac ben Meir, of Berdichev, 
1740-1809. I. Title. 

Prepared from C.I.P. 


296.1°6 


MILLER, William McElwee. 297.89 
The Baha'i faith: its history and teachings. 
South Pasadena, Calif, William Carey 
Library [1974] p. ISBN 0-87808-137-2 
Includes bibliographical references. 
[BP365.M49] 74-8745 8.95 (pbk.). 

I. Bahism. I. Title. 

Prepared from C.I.P. 


SQUIRE, Charles. 299.16 
Celtic myth & legend, poetry & romance. 


OCTOBER 31,1974 — 


With illus. in colour & monochrome after 
paintings by J. H. F. Bacon & other artists. 
Boston, Milford House [1974] p. ISBN 0- 
87821-194-2 First ed. published in 1905 
under title: The mythology of the British 
Islands. Reprint of the 1910 ed. published 
by Gresham Pub. Co., London, in series: 
Myth and legend in literature and art. 
Bibliography: p. [BL900.S6 1974] 73-16082 
40.00 (lib. bdg.). 

4. Mythology, Celtic. 2. Folk-lore, Celtic. 
3. Legends, Celtic. I. Title. II. Series: Myth 
and legend in literature and art. 

Prepared from C.I.P. 


TOLAND, John, 1670-1722. 299.16 
The history of the Celtic religion and 
learning: containing an account: of the 
Druids; or, the priests and judges, of the 
vaids, or the diviners and physicians; and 
of the bards, or the poets and heralds; of 
the ancient Gauls, Britons, Irish, and 
Scots. With the history of Abaris, the 
hyperborian, priest of the sun. To which is 
added an abstract of the life of the author. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Edition of 174-? published 
under title: A critical history of the Celtic 
religion and learning. Reprint of the ed. 
published by Lackington, Hughes, Harding, 
London. [BL910.T7 1974] 74-16159 30.00 

i. Druids and Druidism. 2. Mythology, 
Celtic. I. Title. 

Prepared from C.I.P. 


ELLWOOD, Robert S., 1933- 299.56 
The Eagle and the Rising Sun; Americans 
and the new religions of Japan, by Robert 
S. Ellwood, Jr. Philadelphia, Westminster 
Press [1974] 224 p. 21 cm. ISBN 0-664- 
20707-3 Includes bibliographical 
teferences. [BL2209.E44] 74-7317 7.95 


1. Japan—Religion—1945- 2. United 
States—Religion-—-1945- I. Title. 
BRINTON, Daniel Garrison, 299.7 


1837-1899. 

The myths of the New World, a treatise on 
the symbolism and mythology of the red 
race of America. Philadelphia, D. McKay, 
1896. Detroit, Gale Research Co., 1974. 
360 p. 18 cm. ISBN 0-8103-3959-5 
Reprint of the 3d ed. rev. „Bibliography: p. 
55-59. [E59.R38B85 1974] 74-1038 11.00 
i. Indians—Religion and mythology. 2. 
Folk-lore, Indian. I. Title. 


CASTANEDA, Carlos. 299°.7 
Tales of power. New York, Simon and 
Schuster [1974] p. ISBN 0-671-21858-1 
[E99.Y3C295] 74-10601 7.95 

i. Juan, Don, 1891- 2. Yaqui Indians— 
Religion and mythology. 3. Hallucinogenic 
drugs and religious experience. I. Title. 
Prepared from C.I.P. 


300 SOCIAL SCIENCE 


HANDY, Rollo. 300 
A current appraisal of the behavioral 
sciences, by Rollo Handy and E. C. 
Harwood. Rev. ed. Great Barrington, 
Mass., Behavioral Research Council [1974, 
c1973] xi, 148 p. 29 cm. ISBN 0-913610- 
01-1 Includes bibliographies. [H61.H28 
1973] 73-79255 12.50 

1. Social sciences. I. Harwood, Edward 
Crosby, 1900; joint author. IT. Title. 


LILLY, William Samuel, 1840- 300 
1919. 

On shibboleths. Plainveiw, N.Y., Books for 

Libraries Press [1974] p. cm. ISBN 0-518- 

10182-7 (Essay index reprint series) 

Reprint of the 1892 ed. published by 


Chapman and Hall, London. [HM261.L7 
1974] 74-4232 15.50 


1. Social _sciences—Addresses, essays, 
lectures. I. Title. 

Prepared from C.I.P. 

MACDONALD, Dwight. 300 


The responsibility of peoples, and - other 
essays in political criticism. Westport, 
Conn., Greenwood Press [1974, c1957] p. 
em. ISBN 0-8371-7478-3 Reprint of the 


ed. published by Gollancz, London. 
[H35.M18 1974] 74-4659 11.00 

i. Social sciences—Addresses, essays, 
lectures. I. Title. -> 

Prepared from C.I.P. 

OGBURN, William Fielding, 300 


1886-1959, ed. 

The social sciences and their interrelations, 
edited by William Fielding Ogburn and 
Alexander Goldenweiser. New York, Arno 
Press, 1974 [c1927]} viii, 506 p. 23 cm. 
ISBN 0-405-05516-1 (Perspectives in 
social inquiry) Reprint of the ed. published 
by Houghton Mifflin, Boston. Includes 
bibliographies, [H83.05 1974] 73-14173 
27. 


I Golderweiser, 
1880-1940, joint ed. TI. 


I. Social sciences. 
Alexander A., 
Title. IT. Series. 


FERMAN, Gerald S. 300°.1°8 
Social science research: a handbcok for 
students [by] Gerald S. Ferman and Jack 
Levin. [Cambridge, Mass.} Schenkman 
Pub. Co.; [distributed by] Halsted Press, 
New York [1974] p. ISBN 0-470-25759-8 
Bibliography: p. [H62.F399] 73-22223 4.95 
1. Social science research—Handbooks, 


manuals, etc. I Levin, Jack, 194.'- joint 
author, II. Title. 

Prepared from C.I.P. 

CORTES, Fernando, 300’.1°84 


1941- 

Systems analysis for social scientists [by] 
Fernando Cortes, Adam Przeworski fens 
John Sprague. New York, Wiley [1974] xv, 
336 p. illus. 23 cm. ISBN 0-471-17509-9 
(Comparative studies in behavioral science) 
"A Wiley-Interscience publication.” 
Includes bibliographical references. 
[H61.C67] 73-23061 17.95 

i. Social sciences—Methodology. 2. 
System theory. 3. Social systems. I. 
Przeworski Adam, joint author. HM. 
Sprague, John D., joint author. If. Title. 


BRIER, Alan. 300°.28°5 
Computers and the social sciences [by] 
Alan Brier and Ian Robinson. New York, 
Columbia University Press, 1974. p. cm. 
ISBN 0-231-03914-X Includes 
bibliographies. [H61.B645 1974b] 7¢-12052 
12.50 


i. Electronic data processing—Social 
sciences. 2. Electronic data processing. 3. 
Computer simulation. 4. FORTRAN 
(Computer program language) I. Robinson, 
fan C., joint author. IT. Title. 

Prepared from C.I.P. Pbk., 6.00, ISBN 0- 
231-03915-8. 


HOROWITZ, Irving Louis, 
comp. 
The rise and fall of project Camelot; 
studies in the relationship between social 
science and practical politics, ecited by 
Irving Louis Horowitz. Cambridge, Mass., 
M.LT. Press [1974] p. ISBN 0-262-58029- 
2 [H62.H62 1974] 74-6367 4.45 (pbk.} 
1. Social science research—United States. 
2. Social sciences and state—United States. 
3. United States relations (generel) with 
Chile. 4. Chile—Relations Gee) with 
the United States. I. Title. 
Prepared from C.I.P. 


300’.7’°2 
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KRAUSZ, Ernest. 300.72 
Social research design [by] Ernest Krausz 
and Stephen H. Miller. [London] Longman 
[1974] x, 118 p. 20 cm. ISBN 0-582- 
48763-6 (Aspects of modern sociology. 
Social research) Label on t.p.: Distributed 
in the U.S.A. by Longman Inc., New York. 
Includes bibliographical references. 
[H62.K69] 73-86127 6.00 

I. Social science research. 2. Social 
sciences—Methodology. I. Miller, Stephen 
H., Ph.D., joint author. IT. Title. 

Pbk. 4.50, ISBN 0-582-48764-1. 


PIAGET, Jean, 1896- 300°.7°2 
The place of the sciences of man in the 
system of sciences. New York, Harper & 
Row [1974, c1970] 87 p. 21 cm. ISBN 0- 
06-131832-9 (Harper torchbooks, TB 1832) 
Originally published as the Introduction to 
Main trends of research in the social and 
human sciences, pt. 1. Includes 
bibliographical references. [H62.P464 
1974] 73-22612 2.45 (pbk.) 

I. Social science research. 2. Social 
sciences—Methodology. I. Main trends of 
research in the social and human sciences. 
1974. II. Title. 


PROTHEROE, Donald. 300°.7°2 
More social science projects you can do, 
by Donald W. Protheroe & Thomas P. 
Weinland. Illustrated by Leonard Shortall. 
[Englewood Cliffs, N.J., Prentice-Hall, 
1974] 106 p. illus. 24 cm. ISBN 0-13- 
600940-9 Instructions for projects to 
investigate community problems and 
attitudes. [H95.P76] 73-17087 5.95 

1. Social sciences—Juvenile literature. 2. 
Social sciences—Problems, exercises, etc. f. 
Weinland, Thomas P, joint author. II. 
Shortall, Leonard W., illus. III. Title. 


CHINOY, Ely. 301 

Sociological perspective [by] Ely Chinoy 

[and] John P. Hewitt. 3d ed. New York, 
andom House [1974, c1975] p. cm. 

ISBN 0-394-31869-2 Includes 

bibliographies. [HM66.C573 1975] 74- 

11417 3.95 (pbk.). 

1. Sociology. I Hewitt, John P, 1941- 

joint author. If. Title. 

Prepared from C.I.P. 


DEFLEUR; Melvin Lawrence, 
23. 

Sociology: human society [by] Melvin L. 
DeFleur, William V. D’Antonio [and] Lois 
B. DeFleur. Brief ed. Glenview, Ill., Scott, 
Foresman [1974] 417 p. illus. 26 cm. ISBN 
0-673-07952-X "Diamond printing.” 
Published in 1972 under title: Sociology: 
man in society. Includes bibliographical 
references. [HM51.D39 1974] 73-94059 
7.75 (pbk. 

1. Sociology. I. D'Antonio, William V. 
joint author. II. DeFleur, Lois B., 1936- 
Joint author. Ill. Title. 


PATTERSON, Janet. ; 
Abortion: the Trojan horse [by] ‘Janet 
Patterson and R. C. Patterson, Jr. 
[Nashville, T. Nelson, 1974] `p. cm. ISBN 
0-8407-5583-K  [HQ767.5.U5P38] 74- 
14637 3.50 (pbk.) 2 
1. Abortion—United States. 2. Abortion— 
Psychological aspects. 3. Parent and child. 
I. Patterson, Robert C, 1912- joint author. 
I. Title. 

Prepared from C.I.P. 


BALDOCK, Cora 
Vellekoop, 1935- 
Sociology in Australia and New Zealand; 
theory and methods [by] Cora V. Baldock 
and James Lally. Westport, Conn., 
Greenwood Press [1974] p. cm. ISBN 0- 
8371-6126-6 (Contributions in sociology, 


301 


301 


3017.07°20931 


15 


ros 
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no. 9 Bibliography: p. [HM48.B34] 72- 
778 14. 

i. eel research—Australia. 2. 
Sociological research—New Zealand. I. 
Lally, James, joint author. I. Title. 
Prepared from C.I.P. 


HOULT, Thomas Ford, comp. 3017.08 
Sociology readings for a new day. [1st ed.] 
New York, Random House [1974] p. cm. 
ISBN 0-394-31885-4 [HM51.H68] 74- 
12256 5.95 (pbk.). 

1. Sociology—Addresses, essays, lectures. 
T. Title. 

Prepared from C.I.P. 


MURCH, Arvin, 301.15°43°301310973 


comp. 
Environmental concern; personal attitudes 
and behavior toward environmental 


problems. Edited by Arvin W. Murch. 
New York, MSS Information Corp. [1974] 
p. cm. ISBN 0-8422-5169-3 [GF503.M87 
1974] 74-8174 15.00 . 

1. Human ecology—United States—Public 
opinion—Addresses, essays, lectures. 2. 
Environmental protection—United States— 
Public opinion—Addresses, Essays, 
lectures. 3. Human ecology—Canada— 
Public opinion—Addresses, essays, 
lectures. 4. Environmental protection— 
Canada—Public opinion—Adzdresses, 
essays, lectures. 5. Public opinion—United 
States. 6. Public opinion-—-Canada. I. Title. 
Prepared from C.I.P. Pbk. 10.00; ISBN 0- 
8422-0410-5. Contents omitted. 


RICHARDS, Martin. 301.15°72 
The integration of a child into a social 
world; edited by Martin P. M. Richards. 
[London, New York] Cambridge 
University Press [1974] 316 p. 24 cm. 


ISBN 0-521-20306-6 Includes 
bibliographies. [HQ783.R47 1974] 73- 
82464 15.50 

i. Socialization—Addresses, essays, 
lectures. I. Title. 

Pbk. 4.95; ISBN: 0-521-09830-0. 
EDELSTEIN, Alex S. 301.16 


The uses of communication in decision- 
making; a comparative study of Yugoslavia 
and the United States [by] Alex S. 
Edelstein. New York, Praeger [1974] p. 
cm. ISBN 0-275-28779-3 (Praeger special 
studies in international politics and 
government) Bibliography: p. [HM258.E3] 
73-15184 18.50 

1. Public opinion polls. 2. Communication. 
3. Decision-making. I. Title. 

Prepared from C.LP. 


KLEIN, Ted. 301.1671°0202 
How to be heard; making the media work 
for you [by] Ted Klein and Fred Danzig. 
New York, Macmillan [1974] xx, 346 p. 
illus. 21 cm. ISBN — 0-02-563900-5 
Bibliography: p. 297-302. [P92.USK5] 73- 
14109 9.95 

L. Mass media—United  States— 
Handbooks, manuals, etc. I. Danzig, Fred, 
Joint author. II. Title. 


MAYER, Thomas F., 
1937- 
Mathematical models of group structure 
[by] Thomas F. Mayer. Indianapolis, 
Bobbs-Merrill [1974] p. cm. ISBN 0-672- 
61212-7 (The Bobbs-Merrill studies in 
ee ogy) [HM131.M372] 74-1031 2.25 


301.180151 


1. Social groups—Mathematical models. I. 
Title. 
Prepared from C.I.P. 


LOO, Chalsa M., comp. 301.18°2°08 
Crowding and behavior. Edited by Chalsa 
M. Loo. New York, MSS Information 


16 


Corp. [1974] p. cm. ISBN 0-8422-5180-4 
[HM291.L63] 74-8362 11.00 

1. Personal space—Addresses, essays, 
lectures. 2. Crowds—Addresses, essays, 
lectures. 3. Crowding stress—Addresses, 
essays, lectures. I. Title. 

Prepared from C.I.P. 


LORSCH, Jay William. 301.18°32 
Organizations and their members: a 
contingency approach [by] Jay W. Lorsch 
[and] John J. Morse. New York, Harper & 
Row [1974] p. cm. ISBN 0-06-044044-9 
(Harper & Row’s series in organization and 
management) [HD38.L582] 74-8622 11.95 
1. Industrial organization—Case studies. I. 
Morse, John J., joint author. If. Title. 
Prepared from C.I.P. 


ACEVES, Joseph B. 301.2 
Identity, survival, and change: exploring 
social/cultural anthropology [by] Joseph B. 
Aceves. Morristown, NJ., General 
Learning Press [1974] xiii, 284 p. illus. 23 


cm. ISBN 0-382-18031-3. Includes 
bibliographies. [GN315.A24] 73-89093 
5.00 (pbk.) 

1. Ethnology. I. Title. 

LEAF, Murray J. 301.2 


Frontiers of anthropology; an introduction 
to anthropological thinking. [Edited by] 
Murray J. Leaf. With Bernard G. Campbell 
[and others] New York, Wan Nostrand 
[1974] xii, 350 p. illus. 24 cm. ISBN 0- 
442-24720-6 Bibliography: p. 325-338. 
[GN24.L42 1974] 74-4535 6.50 (pbk.) 

1. Anthropology. I. Campbell, Bernard 
Grant. If. Title. 


MASON, Carol, comp. 301.2 
Anthropology through science fiction. 
Edited by Carol Mason, Martin Harry 
Greenberg [and] Patricia Warrick. New 
York, St. Martin’s Press [1974] xi, 387 p. 
24 cm. Includes bibliographies. 
[GN27.M37] 73-92060 9.95 

1. Anthropology. 2. Science fiction, 
American. I. Greenberg, Martin Harry, 
Joint comp. II. Warrick, Patricia, joint 
comp. ITI. Title. 

Contents omitted. Pbk. 4.95. 
MONTAGU, Ashley, 1905- 301.2 
comp. ` 

Frontiers of anthropology. Edited, with an 
introd. and notes, by Ashley Montagu. 
New York, Putnam [1974] xvii, 617 p. 
illus. 24 cm. ISBN 0-399-11199-9 
Bibliography: p. 597-617. 
1974] 73-78599 12.50 

1. Anthropology—ĦHistory. I. Title. 


[GN17.M59 


WOLF, Eric Robert, 1923- 301.2 
Anthropology [by] Eric R. Wolf. New 
York, Norton [1974, c1964] xiii, 113 p. 20 
cm. ISBN 0-393-09290-9 Reprint of the 
ed. published by Prentice-Hall, Englewood 
Cliffs, N.J., in series: The Princeton 
studies: humanistic scholarship in America. 
Bibliography: p. 99-107. [GN24.W63 1974] 
74-2372 2.25 (pbk.) 

1. Anthropology. I. Series: The Princeton 
studies: humanistic scholarship in America. 


CRANE, Julia G. 301.7072 
Field projects in anthropology: a student 
handbook [by] Julia G. Crane [and] 
Michael V. Angrosino. Morristown, N.J., 
General Learning Press [1974] ix, 197 p. 
illus. 21 cm. ISBN 0-382-18033-X. 
Includes bibliographies. [GN346.C72] 74- 
78017 4.95 pbk. 

I. Ethnology—Field work. I Angrosino, 
Michael V., joint author. IT. Title. 


AMERICAN BOOK PUBLISHING’ RECORD ` 


AINSWORTH, Charles H., 301.208 
comp 
Selected readings for introductory 


anthropology. Edited by Charles H. 
Ainsworth. New York, MSS Information 
Corp. [1974] p. cm. [GN29.A37] 74- 
11102 3.75 (pbk.) 


I. Anthropology—Addresses, ESSAYS, 
lectures. I. Title. 

Prepared from C.LP. 

BERNSTEIN, Basil B. 301.271 
Class, codes, and control: theoretical 


studies towards a sociology of language 
[by] Basil Bernstein. New York, Schocken 
Books [1974, cl1971] p. cm. ISBN 0-8052- 
0458-X Originally published as v. 1 of the 
author’s Class, codes and control. Includes 
bibliographies. [P41.B36 1974] 74-9130 
3.95 (pbk.) 

1.  Sociolinguistics—Addresses, essays, 
lectures. 2. Children—Language— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. 


LEAVITT, Ruby Rohrlich. 301.2°1 
The Puerto Ricans; culture change and 
language deviance. Tucson, Published for 
the Wenner-Gren Foundation for 
Anthropological Research [by] University 
of Arizona Press [1974] ix, 268 p. 23 cm. 
ISBN 0-8165-0457-1 (Viking Fund 
publications in anthropology, no. 51) 
Bibliography: p. 247-263. [F1960.L38] 73- 
90914 4.95 (pbk.). 

i. Puerto Rico—Civilization. 2. Puerto 
Ricans in New York (City) 3. Stammering. 
I. Title. II. Series. 


NEEDHAM, Rodney, comp. 301.271 
Right & left; essays on dual symbolic 
classification. Edited and with an introd. 
by Rodney Needham. Foreword by E. E 
Evans-Pritchard. Chicago, University of 
Chicago Press [1973, i.e.1974] xxxix, 449 
p. illus. 24 cm. ISBN 0-226-56995-0 
Essays by Hertz, Granet and Kruyt 
translated by R. Needham; one by 
Chelhod translated by J. J. Fox. Includes 
bibliographies, [GN470.N43] 73-82982 
19.5 


1. Left and right (Symbolism) —Addresses, 
essays, lectures. 2. Classification, 
Primitive—Addresses, essa ys, fectures. I. 
Title. 


RUSHDOONY, Rousas John. 301.21 
The politics of pornography. By Rousas J. 
Rushdoony. New - Rochelle, N.Y., 
Arlington House, [1974] 163 p. 22 cm. 
ISBN 0-87000-274-0 Includes 
bibliographical references. [HQ471.R92] 
74-11485 6.95 

d. Literature, Immoral. 2. Fall of man in 
literature. 3. Death of God theology. I. 
Title. 


JACKSON, Dave. 301.2°2 
Living together in a world falling apart 
[by] Dave & Neta Jackson. Carol Stream, 
It, Creation House [1974] 304 p. illus. 18 
em. ISBN 0-88419-055-2 (New leaf 
library) Bibliography: p. 298-304. 
[BV4406.U6J3] 73-82857 1.95 (pbk.) 

4. Christian communities—United States. I. 
Jackson, Neta. II. Title. 


MARRIS, Peter. 301.24 
Loss and change. {1st American ed.] New 
York, Pantheon Books [1974] p. cm. 

ISBN 0-394-49409-1 Bibliography: p. 
[HM101.M2686 1974] 74-4756 7.95 

l. Social change. 2. Diffusion of 
innovations. 3. Conservatism. 4. Traditions. 
3. Bereavement. I. Title. 

Prepared from C.I.P. 


OCTOBER 31,1974 


SINGH, Yogendra. 301.240954 
-Modernization of {adian tradition; a 
systemic study of social change. Delhi, 
Thomson Press (India), Publication 
Division [1973] xi, 267 p. 24 cm. "Notes 
and references”: p [216]-251. 
[HN683.S56] 73-907089 

2. Social 


i. India—Social conditions. 
change. I. Title. 
Distributed by South Asia Books; 6.00. 
LANE, James B., 

1942- 
Jacob A. Riis and the American city [by] 
James B. Lane. Port Washington, N.Y., 
Kennikat Press, 1974. xi, 267 p. illus. 22 
cm. ISBN 0-8046-9038-8 (Kennikat Press 
national university publications. 
Interdisciplinary urban studies) 
Bibliography: p. 247-259. [HN64.L24] 74- 
77650 12.50 
1. Ris, Jacob August, 1849-1914. 2. 
United States—-Social conditions—1865- 


1918. 3. Urbanization—United States. I. 
Title. 


ALLEN, Robert L., 
1942- 
Reluctant reformers; racism and social 
reform movements in the United States, by 
Robert L. Allen with the collaboration of 
Pamela P. Allen. Washington, Howard 
University Press, 1974. 324 p. 25 cm. 
ISBN 0-88258-007-2 Includes 
bibliographical references. [HN57.A57] 73- 
85495 8.95 

I. United States—Social conditions. 2. 
United States—Race question. 3. Social 
movements. I, Allen, Pamela P., joint 
author. IT. Title. 


TEAGUE, Robert, comp. 301.243 
han arabe and society; a reader [compiled 
] Robert Teague [and] Clint Erickson. 
Re Paul, Minn., West Pub. Co., 1974] x, 
374 p. illus. 26 cm. ISBN 0-8299-0020-9 
Includes bibliographical references. 
[HC110.A9T4] 74-4279 5.95 
1. Automation—Social aspects—United 
States—Addresses, essays, lectures. 2. 
Technology and  society—Addresses, 
essays, lectures. 3. United States—Social 
conditions—-1960- —Addresses, essays, 
ee T. Erickson, Clint, joint comp. II. 
ttle. 


FIELDING, Gordon J. 301.29 
Geography as social science [by] Gordon 
J. Fielding. New York, Harper & Row 
[1974] p cm. ISBN  0-06-042051-0 
Bibliography: p. [GF41.F53] 74-1296 9.95 
1. Anthropo-geography. Z. Social 
sciences—Text-books. I. Title. 

Prepared from C.I.P. 


CHINWEIZU. 301.29°6'01713 
The West and the rest of us: white 
predators, Black slavers, and the African 
elite. [Ist ed.] New York, Random House 
[1974] p cm. ISBN 0-394-48051-1 
Includes bibliographical references. 
[pret C45 1974] 74-9836 10.00 

i. Africa—History. 2, Aftica— 
Colonization. 3. Africa—Politics—1960- 4. 
Africa—Foreign economic relations. I. 
Title. 

Prepared from C.I.P. 


ROHEIM, Geza, 1891- 
1953. 

The children of the desert; the Western 
tribes of central Australia. Edited and with 
an introd. by Werner [ie. Warner] 
Muensterberger. New York, Basic Books 
[1974- v. illus. 22 cm. ISBN 0-465- 
01042-3 Includes bibliographical 
references. [GN665.R59] 73-91079 8.50 

1. Australian aborigines—Social life and 


301.24’2°0924 


301.24’2°0973 


301.29°942 


customs. 2. Australian aborigines— 


Psychology. I. Muensterberger, Warner, 
1913- ed. Il. Title. 
DOGAN, Mattei. 301.3 


Social ecology, edited by Mattei Dogan 
and Stein Rokkan. Cambridge, Mass., 
M.LT. Press [1974, c1969] xv, 607 p. 
illus., maps, 21 cm. ISBN 0-262-54022-3. 
(M.LT. studies in comparative politics) 
Original title: Quantitative ecological 
analysis in the Social Sciences. Includes 
bibliographical references. [HM206.D6] 
5.95 (pbk.) 

1. Human ecology—Addresses, essays, 
lectures. 2. Social sciences—Statistical 
methods—Addresses, essays, lectures. I. 
Rokkan, Stein, joint author. II. Title. HL. 
Series: MIT. studies in comparative 


politics series 


L.C. card number for original ed.: 68- 
21558. 


ASIMOV, Isaac, 1920- 301.31 
Earth: our crowded spaceship. Illustrated 
with photos. New York, John Day Co. 
[1974] p. ISBN 0-381-99625-3 
Bibliography: p. Discusses the problems 
faced by the Earth’s inhabitants as 
population increases and energy sources, 
food, and land become more scarce. 
[GF48.A84] 74-8967 5.95 

1. Human ecology—Juvenile’ literature. 2. 
Population—Juvenile literature. 3. 


Conservation of natural resources— 
Juvenile literature. I. Title. 

Prepared from C.I.P. 

FISK, George, 1922- 301.31 


Marketing and the ecological crisis. New 
York, Harper & Row [1974] viii, 147 p. 21 
em. ISBN 0-06-042081-2 (Perspectives on 
marketing series) Includes bibliographical 
references. [HF5415.F5428] 73-22510 3.95 
1. Marketing—Social aspects. 2. Human 
ecology. I. Title. 


MCGRAW-HILL 301.3103 
encyclopedia of environmental science. 
New York, McGraw-Hill [1974] p. cm. 
ISBN 0-07-045260-1 Includes 
bibliographies; [QH540.4.M3] 74-13065 
9.95 


l. Ecology—Dictionaries. 2. Man— 
Influence on nature—Dictionaries. 3. 
Environmental protection—Dictionaries. I. 
Title: Encyclopedia of environmental 
science. 

Prepared from C.I.P. 


JUZEK, Charles, comp. 301.3108 
Earthkeeping; readings in human ecology. 
Edited by Charles Juzek and Susan 
Mehrtens. Pacific Grove, Calif, Boxwood 
Press [1974] p. cm. ISBN 0-910286-38-8 
Bibliography: p. A collection of essays 
dealing with pollution, wildlife 
conservation, depletion of natural 
resources, and other aspects of ecology. 
[QH540.3.589] 74-13964 3.95 (pbk.). 

1. Ecology—Addresses, essays, lectures. I. 
Mehrtens, Susan, joint comp. If. Title. 
Prepared from C.I.P. 


GOULD, Peter R. 301.34°01°9 
Mental maps [by] Peter Gould and 
Rodney White. Harmondsworth, Penguin, 
1974. 204 p. illus., maps. 20 cm. ISBN 0- 
14-021688-X (Pelican geography and 
environmental studies) (Pelican books) 
Includes index. Bibliography: p. 193-197. 
[G71.5.G68] 74-176062 : 
1. Geographical perception. T. White, 
Rodney, joint author. If. Title. 

Distributed by Penguin, Baltimore, Md. 
2.95 (pbk.). 
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AMINUL Islam, A. 301.35°2'095492 
K. M. 

A Bangladesh village: conflict and 
cohesion; an anthropological study of 
politics [by] K. M. Aminul Islam. 
Cambridge, Mass., Schenkman Pub. Co.; 
[distributed by General Learning Press, 
Morristown, N.J., 1974] an 196 p. illus. 23 
cm. Bibliography: 187-196. 
[HN690.6. ABAAA T- 97191 6.75 (pbk.) 

l. Bangladesh—Rural conditions. 2. 
Villages—Bangladesh. I. Title. 


HAWLEY, Willis D. 301.3608 5 
Improving the quality of urban 
management. Edited by Willis D. Hawley 
and David Rogers. Beverly Hills, Sage 
Publications [1974] 639 p. 25 cm. ISBN 0- 
8039-0292-1 (Urban affairs annual reviews, 
v. 8) Bibliography: p. 625-635. [HT108.U07 
yol gs] [JS331] 352’.008’0973 72-98108 
20. 


1. Municipal government—United States— 
Addresses, essays, lectures. 2. Municipal 
services—United States—Addresses, 
essays, lectures. I Rogers, David, 1930- 
joint author. IT. Title. IIL Series. 


COLEMAN, Bruce Ivor, 301.36°0942 
comp. 
The idea of the city in nineteenth-century 
Britain, edited by B. I. Coleman. London, 
Boston, Routledge & Kegan Paul, 1973. 
xiv, 241 p. 23 cm. ISBN 0-7100-7591-X. 
(Birth of modern Britain series) Includes 
index. Bibliography: p. 235-238. 
[HT133.C64] 73- m56 9.25 
i. Cities and towns—Great Britain— 
Ee Adaresges. essays, lectures. I. 
ý : 
Pbk. 4.75, ISBN 0- 7100- 7592-8. 


MACCORKLE, Stuart 
Alexander, 1903- 
Cities from scratch; new towns planned for 
people, by Stuart A. MacCorkle. San 
Antonio, Tex., Naylor [1974] viii, 68 p. 2? 
cm. ISBN 0-8111-5039-3 [HT166.M225] 

74-14621 5.95 
J. New towns. 2. Cities and towns— 
Planning—1945- I. Title. 


GOLANY, Gideon. 301.36°3'0973 
The contemporary new communities 
movement in the United States. Edited by 
Gideon Golany and Daniel Walden. 
Urbana, University of Illinois Press [1974] 
p. em. ISBN 0-252-00434-5 Includes 
bibliographies. [HT167.G65] 74-13861 8.95 
I. New towns—United States. 2. Cities 
and towns—Planning—United States. I. 
Walden, Daniel, 1922 (Aug. 1)- joint 
author. IT. Title. 

Prepared from C.I.P. 


HUGHES, James W. 301.36°3’0973 
Urban indicators, metropolitan evolution, 
and public policy [by] James W. Hughes. 
With an introd. by George Sternlieb. New 
Brunswick, N.J., Center for Urban Policy 
Research, Rutgers University [1974? 
c1972] 233 p. 24 cm. Revision of the 
author’s thesis, Rutgers University. 
Bibliography: p. 228-233. [HT123.H84] 74- 
622057 8.00 (pbk.) 

i. Cities and towns—United States— 
Statistics. 2. Social indicators—United 
States. I. Title. 


STILL, Bayrd. 301.3630973 
Urban America; a history with documents. 
Boston, Little, Brown [1974] xxvi, 566 p. 
illus. 21 cm. Includes bibliographical 
references. [HT123.S784 1974] 73-14084 
7.95 (pbk.) 

1. Cities and towns—United States— 
History. 2. Cities and towns—United 
States—History—Sources. [. Title. 


301.3673 
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FRANCOEUR, Anna K. 301.41 
Hot and cool sex; cultures in conflict, by 
Anna K. and Robert T. Francoeur. Introd. 
by Robert H. Rimmer. New York, 
Harcourt/Brace/Jovanovich [1974] p. 
ISBN 0-15-142173-0 Bibliography: p. 
[HQ12.F7] 74-10984 7.95 

1. Sex. 2. Marriage. 3. Interpersonal 
relations. 4. Family. I. Francoeur, Robert 
T, joint author. IH. Title. 

Prepared from C.I.P. 


PLECK, Joseph H., comp. 301.4171 
Men and masculinity, edited by Joseph H. 
Pleck and Jack Sawyer. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. cm. ISBN 0- 
13-574319-2 (The Patterns of social 
behavior series) (A Spectrum book) 
Bibliography: p. [HQ1067.P6] 74-13395 
6.95; 2.45 (pbk.) 

i. Men. 2. Sex role. 3. Men—Psychology. 
I. Sawyer, Jack, 1931- joint comp. H. Title. 
Prepared from C.I.P. 


TOMALIN, Claire. 301.41°2’0924 B 
The life and death of Mary Wollstonecraft. 
New York, Harcourt Brace Jovanovich 
[1974] p. cm. ISBN 0-15-151539-5 
Bibliography: p. [PR5841.W8Z84] 74- 
14816 8.95 

1. Wollstonecraft, 141759-1797— 
Biography. I. Title. 

Prepared from C.E.P. 


SCOTT, Hilda. 301.41°2’0947 
Does socialism liberate women? 
Experiences from Eastern Europe. Boston, 
Beacon Press [1974] p. cm. ISBN 0-8070- 
4162-9 Includes bibliographical references. 
[HQ1587.S36] 74-212 7.95 

1. Women in Europe, Eastern. 2. Women 
and socialism. 3. Discrimination in 
employment. I. Title. 

Prepared from C.I.P. 


GURKO, Miriam. 301.41°2°0973 
*The ladies of Seneca Falls; the birth of the 
woman’s rights movement. New York, 
Macmillan [1974] p. cm. ISBN 0-02- 
737770-9 Bibliography: p. An account of 
the feminist movements of the eighteenth 
and nineteenth centuries focusing on 
Elizabeth Cady Stanton and Susan B. 
Anthony. HQ. G85] 73-6049 6.95 

1. Women in the United States— 
Biography—Juvenile Jiterature. 2 
Woman—Suffrage—United States— 
Juvenile literature. 3. Woman—Rights of 
women—Juvenile literature. I. Title. 
Prepared from C.I.P. 


LANDAU, Elaine. 301.41°2’0973 
Woman, woman! Feminism in America. 
New York, J. Messner [1974] p. cm. 
ISBN 0-671-32689-9 Bibliography: 
Discusses the role of women in American 
history, stereotypes and discrimination that 
have kept them from realizing their 
potential, and the move for equality in the 
Bas and °70s. [HQ1426.L33] 74-7590 
1. Women in the United States—Juvenile 
literature. 2. Women’s rights—United 
States—Juvenile literature. I. Title. 
Prepared from C.I.P. Library binding 5.29, 
ISBN 0-671-32690-2. 


NATIONAL YWCA 301.41°20973 
Resource Center on Women. 

Attention is needed, action is called for; 
teen women tell about their needs [by 
Helen Southard] New York [1974] 86 p. 
illus. 23 cm. Report on four workshops 
sponsored by YWCAs in El Paso, Tex., 
Greenville, S.C., Philadelphia, and South 
Bend, Ind. [HQ1229.N37 1974] 74-173614 
2.00 (pbk.) 

1. Young women—Congresses. 2. Women 


Mary, 
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in the United States—Congresses. 3. 
United States—Social cond'tions—1960- — 
Congresses. I. Southard, Helen Elizabeth 
Fairbairn, 1906- II. Title. 


Address of publisher: National Board 
YWCA, 600 Lexington Avenue, New 
York, N.Y. 10022. 

LAURITSEN, John. 301.41°57°09 


The early homosexual rights movement 
(1864-1935) by John Lauritsen and David 
Thorstad. New York, Times Change Press 
[1974] p cm. ISBN  0-87810-527-1 
Bibliography: p. [HQ76.5.L38] 74-79104 


1. Gay liberation movement—History. I. 
Thorstad, David, joint author. IT. Title. 
Prepared from C.I.P. 


GILMER, Elizabeth 301.42 
Meriwether, 1861-1951. 
How to win and hold a husband [by] 
Dorothy Dix. New York, Arno Press, 
1974. p. cm. ISBN 0-405-06086-6 
(Women in America: from colonial times 
to the 20th century) Reprint of the 1st ed. 
published in 1939 by Doubleday, Doran, 
New. York. [HQ734. G513 1974] 74- 3939 


1. Marriage. I. Title. II. Series. 
Prepared from C.I.P. 


LANGSDALE, Richard. 301.42 

Getting ready for living together. 

Philadelphia, Fortress Press [1974] x, 81 p. 

illus. 18 cm. ISBN  0-8006-1302-3 

[HQ734.L324] 74-76918 1.95 (pbk.). 

a Mariage 2. Interpersonal relations. I. 
Itle. 


RYAN, Michael, 1800-1841. 301.42 
The philosophy of marriage, in its social, 
moral, and physical relations. New York, 
Arno Press, 1974. viii, 388 p. 22 cm. ISBN 
0-405-05815-2 (Sex, marriage, and society) 
Reprint of the 1839 ed. published by H. 
Bailliere, London. [HQ734.R9 1974] 73- 
20638 20.00 

1. Marriage. 2. Human reproduction. I. 
Title. If. Series. 


MURSTEIN, Bernard I. 301.4209 
Love, sex, and marriage through the ages 
[by] Bernard I. Murstein. With a foreword 
by Wiliam M. Kephart. New York, 
Springer Pub. Co. [1974] p. cm. ISBN 0- 
8261-1460-1 Bibliography: p. 
[HQ503.M85] 73-92201 16.95 

1. Marriage—History. 2. Sex. 3. Love. I. 
Title. 

Prepared from C.I.P. 


OPPONG, Christine. 301.42°09667 
Marriage among a matrilineal elite; a 
family study of Ghanaian senior civil 
servants. [London, New York] Cambridge 
University Press [1974] xv, 186 p. map. 24 
em. ISBN 0-521-20328-7 (Cambridge 
studies in social anthropology, no. 8) 
Cover title. A revision of the author’s 
thesis, Cambridge, 1970. Bibliography: p. 
166-174. [DT510.42.066 1974] 73-82452 
13.9 

i. Akans (African people)—Social life and 
oo 2. Marriage—Ghana—Accra. I. 
itle. 


CONSTANTINE, Larry L. 301.4272 
Group marriage; a study of contemporary 
multilateral marriage [by] Larry L. and 
Joan M. Constantine. New York, Collier 
Books [1974, c1973] p. cm. ISBN 0-02- 
075910-X Reprint of the ed. published by 
Macmillan, New York. Bibliography: p. 
[HQ964.C65 1974] 74-10607 2.95 (pbk.) 

1. Free love. 2. Marriage—United States. I. 
Constantine, Joan M, joint author. I. 

ttle. 


AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.LP. 


BEL Geddes, Joan. 301.42°7 

How to parent alone; a guide for single 

ge New York, Seabury Press [1974] 
em. ISBN 0- 8164- 1160-3 (A Continuum 

Book) [HQ734.B514] 74-8241 6.95 

1. Single-parent family. 2. Single people. I. 

Title. 

Prepared from C.I.P. 


GREENBERG, Kenneth R. 301.42°7 
A tiger by the tail: parenting in a troubled 
society [by] Kenneth R. Greenberg. 
Chicago, Nelson-Hall [1974] xii, 259 p. 23 
cm. ISBN 0-911012-77-K [HQ769.G74] 
73-93103 7.95 

1. Children—Management. 2. Parent and 
child. I. Title. 


MCFADDEN, Michael, 1939- 301.42'7 
Bachelor fatherhood; how to raise and 
enjoy your children as a single parent. 
New York, Walker [1974] 158 p. 24 cm. 
ISBN 0-8027-0456-5 Bibliography: p. 155- 
158. [HQ769.M19] 73-90390 7.95 

1. Children—Management. 2. Father and 
child. 3. Single parent family. I. Title. 


SULLIVAN, Judy. 301.4278°0924 

Mama doesn't live here anymore. [ist ed.] 

New Yoik, A. Fields Books, 1974. 243 p. 
SBN 0-525-63011- 5 

E S9A34 1974] 73-18889 6.95 

1. Sullivan, Judy. Family—United 

States. 3. Social role. 4. Sex role. I. Title. 


RESPECT for 301.43°1°09701 
life; report of a conference at Harper’s 
Ferry, West Virginia on the traditional 
upbringing of American Indian children. 
Edited by Sylvester M. Morey and Olivia 
L. Gilliam. Illus. by Warren P. Jennerjahn. 
Garden City, N.Y., Waldorf Press [1974] 
xxii, 202 p. illus. 22 cm. ISBN 0-914614- 
01-0 Sponsored by Myrin Institute. 
Includes bibliographical references. 
[E98.C5R47] 74-80759 3.50 (pbk.) 

1. Indians of North America—Children— 
Congresses. 2. Indians of North America— 
Education—Congresses. L Morey, 
Sylvester M., 1896- ed. II. Gilliam, Olivia 
L., ed. HI. Myrin Institute. 


DRANE, James F. 301.4315 
A new American reformation; a study of 
youth culture and religion, by James 
Drane. Totowa, N.J., Littlefield, Adams, 
1974 [c1973] p. cm. ISBN 0-8226-0293-8 
(A Littlefield, Adams quality paperback 
no. 293) [HQ799.7.D7 1974] 74-14796 
2.95 (pbk.). : f 
i. Young adults—United States. 2, 
Youth—Religious life. 3. Jesus People. f. 
Title. 

Prepared from C.I.P. 


KLEYMAN, Paul, 
1945- 

Senior power: growing old rebelliously. a9 

Francisco, Glide Publications pora 

om. ISBN 0-912078-38- 5 

HQ1064.U6C34] 74-7286 3.95 (pbk.) 

1. Aged—San Francisco. I. Title. 

Prepared from C.I.P. 


=DWARDS, Marie. 301.44 
The challenge of being single, by Marie 
Sdwards & Eleanor Hoover. Los Angeles, 
J. P. Tarcher; distributed by Hawthorn 
Books, New York [1974] vi, 241 p. 22 cm. 
ISBN 0-87477-020-3 Bibliography: p. 236- 
240. [HQ800.E37 1974] 73-92096 6.95 

1. Single people. I. Hoover, Eleanor, joint 
author. IT. Title. 


SENNETT, Richard, 1943- 301.44°1 
Families against the city; middle class 


301.43’5°0979461 


OCTOBER 31,1974 
homes of industrial Chicago, 1872-1890. 
New York, Vintage Books [1974, c1970] 
p. ISBN 0-394-71089-4 Reprint of the ed. 
published by Harvard University = 
Cambridge. Bibliography: 
[HQ557. C5845 1974] 74-4293 1.95 (pbk). 
1. Family—Chicago. 2. Middle classes— 
Iilfinois—Chicago. 3. Chicago—Social 
conditions. I. Title. 
Prepared from C.I.P. 
HOPEMANN, Charles, 301.44°42°0951 
921- 
The Chinese worker. Albany, State 
University of New York Press, 1974. x, 
252 p. illus. 24 cm. ISBN 0-87395-283-3 
Includes bibliographical references. 
[HD8676.5.H6] 74-3053 15.00 
i. Labor and era classes—China. 2. 
Labor policy--China. I. Title. 
JUSTER; Francis Thomas, 301.44’5 
Education, income, and human behavior. 
Edited by F. Thomas Juster, with chapters 
by Albert E. Beaton [and others] New 
York, McGraw-Hill [1974] p. cm. ISBN 
Q0-07-010068-3 (National Bureau of 
Economic Research. Other conference 9) 
“A report prepared for the Carnegie 
Commission on Higher Education.” 
[LB2424.187] 73-85442 17.50 
i. College graduates—United States. 2. 
Education, Higher—Economic aspects— 
United States. I. Beaton, Albert E. UI. 
Carnegie Commission on Higher 
Education. III, Title. IV. Series. 
Prepared from C.I.P. 


MUSGROVE, Frank. 301.44°94 
Ecstasy and holiness; counter-culture and 
the open society. Bloomington, Indiana 
University Press [1974] p. cm. ISBN 0- 
Aa -31906-4 [HN17.5.M87 1974] 74-6081 
1. Social history—1945- 2. Conflict of 
generations. 3. Social change. I. Title. 
Prepared from C.I.P. 


LAWRENCE, Daniel. 
Black migrants: white natives; a study of 
race relations in Nottingham. [London, 
New York] Cambridge University Press 
[1974] 251 p. maps. 22 cm. ISBN 0-521- 
20353-8 Bibliography: p.  [241]-246. 
[DA690.N92L37] 73-89005 14.50 

brag = Notingham, Eng. 2. 
Nottingham, Eng.—Race question. I. Title. 
Pbk. 3.95, ISBN í 0-521-09847-5. 


oe Andrew M., 
1928- 

Ethnicity in the United States: a 
preliminary reconnaissance [by] Andrew 
M. Greeley. New York, Wiley [1974] p. 
cm. ISBN 0-471-32465-5 (Wiley series in 
urban research) ”A  Wiley-Interscience 
publication.” Bibliography: p. 
[E184.A1G827] 74-11483 14.95 

1. Minorities—-United States. I. Title. 
Prepared from C.I.P. 


SARTORIO, Henry 
Charles. 

Social and religious life of Italians in 
America, by Enrico C. Sartorio, with an 
introduction by Dean George Hodges. 
With a new foreword by Francesco 
Cordasco. Clifton [N.J.] A. M. Kelley, 
1974 p. ISBN 0-678-01364-0 Reprint of 
the 1918 ed. published by the Christopher 
Publishing House, Boston. Bibliography: p. 
[E184.18524 1973] 73-13520 10.00 

1. Italians in the United States. I. Title. 


SERVIN, Manuel 301.45°16°872073 
P., 1920- comp. 
An awakened minority: The Mexican- 


301.45°0973 


301.45715°1073 


301.45°09425°2 . 


Americans [compiled by] Manuel P. 
Servin. 2d ed. Beverly Hills, Glencoe Press 
[1974] viii, 309 p. 24 cm. Running title: 
The Mexican Americans: an awakened 
minority. First ed. published in 1970 under 
title: The Mexican-Americans: an 
awakening minority. Includes 
bibliographies. [E 184. M584 1974] 73-8357 
3.95 pbk. 

i. Mexican Americans—Addresses, essays, 
lectures. £ Title. IIL Title: The Mexican- 
Americans: an awakened minority. 


YERETZIAN, 301.45°19°1992079493 
Aram Serkis. 
A history of Armenian immigration to 
America with special reference to 
conditions in Los Angeles. [San Francisco, 
R and E Research Associates, 1974] viii, 
78 p. 28 cm. ISBN 0-88247-266-6 Reprint 
of the author’s thesis presented in 1923 to 
the University of Southern California. 
Bibliography: p. 77-78. [F869.L89A78 
1974] 73-82400 8.00 
I. Armenians in Los Angeles. 2. 
Armenians in the United States. I. Title. 
SIROBER, Gerald 301.45719°24073 
American Jews: community in crisis [by] 
Gerald Strober. [lst ed.] Garden City, 
N.Y., Doubleday, 1974. p. cm. ISBN 0- 
385-06494-2 Includes bibliographical 
references. [E184.J5S85] 73-22793 7.95 
1. Jews in the United States—Political and 
social conditions. 2. Judaism—United 
States. I. Title. 
Prepared from C.I.P. 


ASWAD, Barbara 
C., comp. 
Arabic speaking communities in American 
cities. Edited by Barbara C. Aswad. [lst 
ed. Staten Island, N.Y.] Center for 
Migration Studies of New York [1974] vii, 
191 p. illus. 23 cm. ISBN 0-913256-12-9 
Includes bibliographies. [E184.A65A86] 
73-88936 5.95 
1. Arabs in the United States—Addresses, 
essays, lectures. I. Title. 
Publisher’s address: 209 Flagg Place, 
Staten Island, New York 10304. Contents 
omitted. 


STEARNS, 

Marjorie Ruth, 1898- 
The history of the Japanese people in 
Oregon, by Marjorie R. Stearns. [San 
Francisco, R and E Research Associates, 
1974] iii, 106 p. 28 cm. ISBN 0-88247- 
251-8 Reprint of the author’s thesis (M.A.) 
presented in 1937 to the University of 
Oregon as no. 4 of the Universizy of 
Oregon thesis series. Bibliography: p. 105- 
106. [F885.J3S83 1974] 73-166060 8.00 
1. Japanese in Oregon—RHistory. [ Title. 
If, Series: Oregon. University. University 
of Oregon thesis series, no. 4. 


GIVENS., Helen 

Lewis. 
The Korean community in Los Angeles 
County. [San Francisco, R and E Research 
Associates, 1974] v, 60 p. 28 cm. ISBN 0- 
88247-253-4 Originally presented as the 
author’s thesis (M.A.) University of 
Southern California, 1939. Bibliography: p. 
50-53. [F869.L87K63 1974] 74-76511 7.00 
J. Koreans in Los Angeles. 2. Los 
Angeles—History. I. Title. 


CLARKE, John 301.45°19°6024 B 
Henrik, 1915- comp. 

Marcus Garvey and the vision of Africa. 

Edited, with an introd. and commentaries 

by John Henrik Clarke. New York, 

Vintage Books [1974] p. Bibliography: p. 


301.45°19°27073 


301.45°19°560795 


301.45°19°5 7079493 
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[E185.97.G3C55 1974] 73-16276 2.95 
(pbk.). 


I. Garvey, Marcus, 1887-1940. I. Title. 
Prepared from C.LP. 


MULLARD, Chris, 
1944- 
On being Black in Britain. Washington, 
Black Orpheus Press, 1974. p. cm. ISBN 
0-87953-014-6 British ed. published in 
1973 under title: Black Britain. 
Bibliography: p. [DA125.A1M84 1974] 73- 
21656 12.50 
i. Great Britain—Race question. 2 
Negroes in Great Britain. I. Title. 
Prepared from C.I.P. 


TAYLOR, 
Alrutheus Ambush. 
The Negro in Tennesse, 1865-1880 
Spartanburg, S.C., Reprint Co., 1974 
[c1941] 306 p. 22 cm. ISBN 0-87152-165- 
2 Reprint of the ed. published by the 
Associated Publishers, Washington. 
Bibliography: p. 267-273. [E185.93.T3T3 
1974] 73-22436 15.00 
1. Negroes---Tennessee. I. Title. 


KULKE, Eckehard. 301.45°29°5054 
The Parsees in India; a minority as agent 
of social change. Munchen, Weltforum 
Verlag [1974] 300 p. 22 cm. ISBN 3-8039- 
0070-0 (Arnold-Bergstraesser-Institut. 
Studien zu Entwicklung und Politik, 3) 
Bibliography: p. 269-282. [DS432.P3K84] 
72-94997 

1. Parsees. I. Title. II. Series: Studien zu 
Entwicklung und Politik, 3. 

Distributed by Humanities Press; 17.25. 


ENVIRONMENTAL spectrum; 301.5 
social and economic views on the quality 
of life. [Edited by] Ronald O. Clarke [and] 
Peter C. List. New York, Van Nostrand 
[1974] xiv, 161 p. illus. 21 cm. ISBN 0- 
442-21611-4 *Revisions of papers which 
were initially presented at a public 
symposium sponsored by the College of 
Liberal Arts of Oregon State University on 
May 10 and 11, 1973.” Bibliography: p. 
151-161. [HD82.E58] 74-4605 2.95 (pbk.). 
1. Economic development—Congresses. 2. 
Economie development—Social aspects— 
Congresses. 3. Human ecology— 
Congresses. I. Clarke, Ronald O., ed. I. 
List, Peter C, ed. III. Oregon. State 
ou versity, Corvallis. College of Liberal 
ts. 


301.45°19°6042 


301.45°19°60730768 


MUNVES, James. 301.571 
Minding the corporate conscience. New 
York, J. Messner [1974] ISBN 0-671- 
32683-X Details some of the many 
“corporate crimes” against society and 
describes the attempts by individuals and 
citizen groups to correct these abuses. 
[HD60.5.USM86] 74-7589 5.95 

i, Industry—Social aspects—United 
States—Juvenile literature. I. Title. 
Prepared from C.LP. Library binding 5.29, 
ISBN 0-671-32684-8. 


PRODUCTIVITY and 301.5°5 
amenity; achieving a social balance, edited 
by Michael Beesley. London, Croom 
Helm; New York, Crane, Russak [1974] 
135 p. 23 cm. (The Stockton lectures, 
1973) Lectures delivered at the Londen 
Graduate- School of Business Studies 
between Jan. and Apr. 1973. Includes 
bibliographical references. [HD60.P76 
1974] 73-91528 11.00 

1. Industry—Social aspects—Addresses, 
essays, lectures. I. Beesley, M. E., ed. H. 
London Graduate School of Business 
Studies. TII. Title. IV. Series. 
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FACEY, Paul W. 1909- 301.5°7 
The Legion of Decency; a sociological 
analysis of the emergence and development 
of a social pressure group, by Paul W. 
Facey. New York, Arno Press, 1974. ISBN 
0-405-04871-8 (Dissertations on film- series 
of the Arno Press cinema program) 
Originally presented as the author’s thesis. 
[PN1995.5.F27 1974] 73-21596 11.00. 
1. National Legion of Decency. 2. Moving- 
pictures—Moral and religious aspects. 3. 
Moving-pictures—Censorship—United 

, States. I. Title. II. Series: Dissertations on 
film series. 
Prepared from C.LP. 


FISCHER, David W., comp. > 301.5°7 
Land & leisure; concepts and methods in 
outdoor recreation. Edited by David W. 
Fischer, John E. Lewis [and] George B. 
Priddle. Chicago, Maaroufa Press [1974] 
xiv, 270 p. illus. 23 cm. ISBN 0-88425- 
000-8 (Maaroufa Press geography series) 
Includes bibliographies. [GV191.4.F57] 73- 
86872 4.95 (pbk.) 


1. Outdoor recreation—United States. I 


Lewis, John Edward, 1943- joint comp. I. 

Priddle, George B., joint comp. III. Title. 

Publisher’s address: 610 North Fairbanks 
~ Courts, Chicago, Ill. 60611. 


WILLIAMS, Melvin D., 
1933-. 

Community in a Black Pentecostal church; 

an anthropological study [by] Melvin D. 

” Williams. Pittsburgh, University of 

Pittsburgh Press [1974] p. cm. ISBN 0- 

8229-3290-3 

[BR563.N4W523] 74-5108 9.95 

1. Negroes—Religion. 2. Pentecostal 

churches—Pennsylvania—Pittsburgh. 

Negroes-—Pittsburgh. I. Title. 

Prepared from C.I.P. 


MOORE, Robert 
_ Samuel, 
Pit-men, preachers & politics; the effects of 
.Methodism in a Durham mining 
community [by] Robert Moore. [London, 
New York] Cambridge University Press 
[1974] x, 292 p. 24 cm. ISBN 0-521- 
20356-2 Bibliography: - p. 273-278. 
[BX8277.D87M66] 73-88307 16.50 

d. Methodists in Durham, Eng. (County) 
2. Sociology, Christian—England—Durham 
(County) 3. Church and labor—Durham, 
Eng. (County) I. Title. 


BILL, James A. 301.5°92°0956 
The Middle East: politics and power [by] 
James A. Bill and Carl Leiden. Boston, 
‘Allyn and Bacon [1974] p. Bibliography: 
p. [DS62.8.B53] 74-2709 12.95 


301.5°8 


301.5°8’094281 


1. Near East—Politics. L Leiden, Carl, 
joint author. IT. Title.. 
- Prepared from C.I.P. 
STRAIT, Paul, 1940- 309. 1°43’55 - 
Colognes in the twelfth century. 


eee University Presses of Florida, 
74 

` Florida State University book.” 
oe T p. [DD901.C76885] 74-1292 


‘I. Cologne—History. I. Title. 
` Prepared ‘from C.LP. 


KUTHIALA, S. K., 1943- 309.1754 
From tradition to modernity [by] S. K. 
Kuthialai" - New Delhi, Abhinav 
Publi¢dtions, 1973. xv, 227 p. 22 cm. 
Bibliography: p. 149-159. THC435.2.K887] 
73-905937 

L.-India—ZIndustries. 2. Cities and towns— 
India.'3: Industrialization. I. Title. 
Distributed by International Publications 
Service, New York for 11.25. 
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Bibliography: Pp. 


prem. ISBN 0-8130-0448-9 "A ` 


{1974] p. 


MAGNARELLA, Paul J. . 309.1562 
Tradition and change in a Turkish town, 
by Paul J. Magnarella. [Cambridge, Mass.] 
Schenkman Pub. Co.; [distributed by 
Halsted Press, New York, 1974] p. cm. 
ISBN 0-470-56338-9 (Schenkman series on 
serio-economic change, 5} Bibliography: p. 
[DS51.894M3] 74-14927 10.00 

1. Susurluk, Turkey. I. Titie. 

Prepared from CLP. Pbk. 4.95; ISBN 0- 
470-56339-7. 


JONES, Schuyler, 1930- 309.1°58'1 
Men of influence in Nuristan; a study of 
social control and dispute settlement in 
Waigal Valley, Afganistan. With photos. by 
the author and pencil drawings by Kenneth 
F. Campbell. London, New York, Seminar 
Press, 1974. xii, 299 p. illus. 23 cm. ISBN 
0-12-785393-6 (Seminar studies in 
anthropology, 3) Bibliography: p. 283-288. 
[DS354.6.K3J66] 73-9482 12.75 

1. Kalashum (Afghanistan people) 2. 
Kafiristan, | Afghanistan—Politics and 
government. T. Title. 


LECHT, Leonard Abe, 
1920- 

Dollars for national goals: looking ahead to 

1980 [by] Leonard A. Lecht. New York, 

Wiley [1974] p. cm. ISBN 0-471-52095-0 

"A Wiley-Interscience publication.” 

Includes bibliographical references. 

[HC106.6.L392] 74-8353 17.95 

1. United States—Econonzc policy—1971- 

2. United States—Social policy. 3. United 

States—A pproprjations and expenditures. I. 

Title. 

Prepared from C.I.P. 


WATTENBERG, Ben J. 309.1°73'0924 
The real America; a.surprising examination 
of the state of the Union, by Ben J. 
Wattenberg. With an introd. by Richard 
Scammon. [lst ed.] Garcen City, N.Y., 
Doubleday, 1974. p. ISBN 0-385-07074- 8 
Includes bibliographical references. 
[HN59.W315] 73-14422 12.50 

f puted States—Social conditions—1960- 
. Title. 


309.1°73°0924 


. Prepared from C.I.P. 


LATIN American 309.1°81°106 
ion 23d, University of Florida, 
973. 


Mar in the Amazon. Edited by Charles 
Wagley. Gainesville, University Presses of 
Florida, 1974. p. cm. Papers read at the 
Conference held Feb. 18-21, 1973, 
sponsored by the Center for Latin 
American Studies and the Center for 
Tropical Agriculture, University of Florida, 
and by the Conselho Federal de Cultura of 
the Ministry of Education and Culture of 
Brazil. Includes bibliographies. 
[HC188.A5L37 1973] 74-10857 10.00 

1. Amazon Velley—Economic conditions— 


Congresses. 2. Amazon Valley—Social 
conditions—Congresses. 3. +! Amazon 
Valley—Description and © travel— 


Congresses. I. Wagley, Charles;*1913- ed. 
If, Florida. University, Gainesville. Center 
for Latin American Studies. HI. Florida. 
University, Gainesville. Center for Tropical 


Agriculture. IV. Conselho Féderal de 
, Cultura. V. Title. 
Prepared from C.I.P. Lo 
a85 
CENTRALLY planned -2309.212 


- change; a reexamination of theory and 


experience. [Edited by] Robert Mayer, 
Robert Moroney [and] Robert Morris. 
With contributions by Robert Barre [and 
others] Urbana, University of Illinois Press 
ISBN 0-252-00435-3 
Proceedings of a conference, sponsored by 
Brandeis University and University of 
North Carolina, which was the 2d of 2 


AMERICAN BOOK-PUBLIS HNG? "RECORD aoa 
related conferences; proceedings of Te Ist - 
conference are entered wunder:’ Morris, 

Robert, 1910- ed. Centrally planned 
change; prospects and concepts. 

[HN65.C45] 74-8240 8.95 

I. Social policy—Congresses. 2. United 
States—Social _policy—-Congresses. 3. 
Social change—Congresses. I` Mayer, 
Robert R., ed. IL Moroney, Robert, 1936- 
ed. II. Morris, Robert, 1910- ed. IV. 
Brandeis University, Waltham, Mass. V. 
North Carolina. University. 

Prepared from C.I.P. 


NEW directions in 309.272°098 
development; Latin America, export credit, 
population growth, and U.S. attitudes [by] 
Colin I. Bradford [and others] Foreword by 
James P. Grant. New . York, Praeger 
Publishers [1974] p. cm. ISBN 0-275- 
09610-6 (Overseas Development Council 
studies, 2) (Praeger special studies in 
international economics and development) 
*Published in cooperation with the 
Overseas Development Council.” 
Bibliography: p. [HC125. N48 1974] 74- 
11599 15.00 

i. Latin America—Economic conditions— 
1945. — Addresses, essays, lectures. 2. 
Export credit—Addresses, essays, lectures. 
3. Birth  control—Addresses, essays, 
lectures. 4. Economie assistance, . 
American—Public opinion—Addresses, 
essays, lectures. 5. Public opinion—United 
States—-Addresses, essays, lectures. I. 


Bradford, Colin I. II. Series: Overseas 
Development Council. Studies, 2: 

Prepared from C.LP. 

ALDEN, Jeremy. 309.275 


Regional planning: a comprehensive view 
[by] Jeremy Alden and Robert Morgan. 
[New York] Wiley [1974] p. cm. ISBN 0- 
470-02053-9 ”A Halsted Press book.” | 
Bibliography: p. [HT391.A43] 74-12635 
15. ; 


1. Regional planning. I. Morgan, -Robert, 
1941- joint author. IT. Title. 
Prepared from C.I.P. 


FRIEDMANN, John, comp. 309.2°5 
Regional policy; readings in theory and: 
applications, edited by John Friedmann 
and William Alonso. Cambridge, Mass., 
MIT Press [1974] p. ISBN 0-262-06057-4 
Published in 1964 under title: Regional 
development and planning. Bibliography: p. 

(HT391.F75, 1974] 74-7412 18.00 

1. Regional planning—Addresses, essays, 
lectures. I. Alonso, William, joint comp. IT. 
Title. 

Prepared from C.I.P. 


MEIER, Richard L. 309.2'62 
Planning for an urban world: the design of 
resource-conserving cities [by] Richard L. 
Meier. Cambridge, Mass., MIT Press 
[1974] p. cm. ISBN 0-262-13112-9 
[HT166.M424] 74-9740 15.00 

i. Cities and towns—Planning—1945- 2. 
Natural resources. I. Title. 

Prepared from C.I.P. 


DAVIES, Jon Gower. 309.2'62’09428 
The evangelistic bureaucrat; a study of a 
planning exercise in Newcastle upon Tyne. 


[London] Tavistock Publications + [1974] 
239 p. illus. 23 cm. (Social. science 
paperbacks) Includes , bibliographical 


references. [HT169.G72N483] 

1. Cities and towns—Planning—Newcastle- 
upon-Tyne. 2. Newcastle-upon-Tyne— 
Social conditions. I. Title. - . $ 
L.C. card for original ed.: 72-181042. 

Distributed by Barnes & Noble ier 5.25 


(pbk.) 


“OCTOBER 31,1974 . eo 


ARE new towns for 309.2°62'0973 
lower-income Americans too? Edited by 
John C. DeBoer [and] Alexander 
Greendale. New York, Praeger [1974] p. 
cm. ISBN 0-275-09230-5 (Praeger special 
studies in U.S. economic, social, and 
political issues) Based on a conference held 
at the Institute of Human Relations of the 
American Jewish Committee, May 31, 
1973, sponsored by the Interreligious New 
Communities Coalition and the National 
Job-linked Housing Center. [HT167.A82] 
73-19444 13.50 

1. New towns—United States—Congresses. 
2. Poor—United States—Congresses. I. 
DeBoer, John C, ed. If Greendale, 
Alexander, ed. 

Prepared from C.I.P. 


KAPLAN, Marshall. 309.2’62°0973 
Urban planning in the 1960s; a design for 
irrelevancy. Cambridge, Mass., MIT Press 
[1974, c1973] 128 p. 21 cm. ISBN 0-262- 


61018-3. Includes bibliographical 
references. [HT167.K33 1974] 73-22129 
2.95 (pbk.) 


1. Cities and towns—Planning—United 
States. 2. Cities and towns—Planning— 
1945- I. Title. 


COMMUNITIES left 309.2°63°0973 
behind: alternatives for development. [Vol. 
editor: Larry R. Whiting] [lst ed.] Ames, 
Iowa State University Press, 1974. p. cm. 
ISBN 0-8138-0345-4 Papers presented 
during a symposium at South Dakota State 
University, Brookings, May 16-18, 1973; 
sponsored by the North Central Regional 
Center for Rural Development, in 
cooperation with South Dakota State 
University. Includes bibliographies. 
ce’ C6C63] 74-11286 6.95 
Community development—United 

States Congresses 2. United States— 

Rural conditions—Congresses. 3. 
Sociology, Rural—Congresses. I. Whiting, 
Larry R., ed. II. North Central Regional 
Center for Rural Development. III. South 
Dakota State University. 
Prepared from C.I.P. 


BEAN, Judy A. 312’.07°23 s 
Distribution and properties of variance 
estimators for complex multistage 
probability samples; an empirical 
distribution, by Judy A. Bean. Rockville, 
Md., National Center for Health Statistics 
[1974] p. cm. ISBN 0-8406-0029-1 (Series 
2: Data evaluation and methods research, 
no. 65) (DHEW publication no. (HRA) 
75-1339) ”Final report.” [RA409.U45 no. 
el. eee 6] 519.52 74-16356 1.25 


i. Sampling (Statistics) 2. Estimation 
theory. 3. Monte Carlo method. T. Title. I. 
Series: United States. National Center for 
Health Statistics. Vital and health statistics. 
Series 2: Data evaluation and methods 
research, no. 65. III. Series: United States. 
Dept. of Health, Education, and Welfare. 
DHEW publication no. (HRA) 75-1339. 
Prepared from C.I.P. 


ROBERTS, Jean, 1918- 312.0973 s 
Family background, early development, 


and intelligence of children 6-11 years: ` 


United States [by Jean Roberts and Arnold 
Engel] Rockville, Md., National Center for 
Health Statistics [1974] p. cm. ISBN 0- 
8406-0008-9 (National Center for Health 
Statistics. Data from the National Health 
Survey, series 11, no. 142) (DHEW 
publication no. (HRA) 74-1624) Includes 
bibliographical references. [RA407.3.A347 
no. 142] [RJ131] 362.7°8°04220973 74- 
2102 0.70 (pbk.). 

i. Developmental 


psychobiology— 
Statistics. 2, 


Deformities—Genetic 


- Education, 


aspects—Statistics. 3. Children—United 
States—Statistics. 4.  Family—United 
States—Statistics. I. Engel, Arnold, joint 
author. II. Title. ITI. Series: United States. 
National Center for Health Statistics. Vital 
and health statistics. Series 11: Data from 
the National Health Survey. Data from the 
health examination survey, no. 142. IV. 
Series: United States. Dept. of Health, 
Education, and Welfare. DHE wW 
publication no. (HRA) 74-1624. 

Prepared from C.I.P. 


ROCHE, Alexander T., 
Skeletal maturity of children 6-11 years, 
United States; skeletal age (hand-wrist), 
onset of ossification, and bone-specific 
skeletal ages by chronological age and sex 
of boys and girls 6-11 years of age, as 
assessed by the health examination survey 
standard, based on the Greulich-Pyle 
radiographic atlas [by A. F. Roche, Jean 
Roberts, and Peter V. V. Hamill] 
Rockville, Md., National Center for Health 
Statistics [1974] p. cm. ISBN 0-8406- 
0006-2 (National Center for Health 
Statistics. Data from the National Health 
Survey, series 11, no. 140) (DHEW 
publication no. (HRA) 74- Br 
Bibliography: p. [RA407.3.A347 no. 140 
[RJ131] 612.13 74-3219 1.25 (pbk.) 

I. Bone—Growth. 2. Ossification. 3. Sex 
differences. 4. United States—Statistics, 
Medical. I. Roberts, Jean, 1918- joint 
author. II. Hamill, Peter, V. V., 1926- joint 
author. Ill. Title. IV. Series: United States. 
National Center for Health Statistics. Vital 
and health statistics. Series 11: Data from 
the National Health Survey. Data from the 
health examination survey, no. 140. V. 
Series: United States. Dept. of Health, 
and Welfare. DHEW 
publication no. (HRA) 74-1622. 

Prepared from C.I.P. 


*MICHIGAN. State 317.74 
University of Agriculture and Applied 
Science, East Lansing. Bureau of 
Businessand Economic Research. 

Michigan statistical abstract. 

The 10th ed., 1974, comp. under the 

direction of David I. Verway, is now 

available from Division of Resources, 

Graduate School of Business 

Administration, 5-J Berkey Hall, Michigan 

State University, East Lansing, Michigan 

for 5.25 (pbk.). ISBN 0-87744-123-5. 


312.0973 s 


L.C. card no.: 56-62855. 
DANTE Alighieri, 1265- 320.01 
1321. 


The De monarchia of Dante Alighieri, 
edited with translation and notes by 
Aurelia Henry. Plainview, N.Y., Books for 
Libraries Press [1974] p. cm. ISBN 0-518- 
19073-0 Reprint of the 1904 ed. published 
by Houghton, Mifflin, Boston. 
Bibliography: [PQ4315.62.H5 1974] 74- 
4430 15.00 

1. Political science—Early works to 1700. 
2. Italy—Politics and government—1268- 
1559. 3. Church and state. I Henry, 
Aurelia, 1877- ed. II. Title: De monarchia. 
Prepared from C.I.P. 


ROGOWSKI, Ronald. 320.01 
Rational legitimacy. [Princeton, N.J.] 
Princeton University Press [1974] p. cm. 
ISBN 0-691-07563-8 [JC328.2.R64] 74- 
9821 13.50 

1. Legitimacy of governments. I. Title. 
Prepared from C.I.P. 


ALKER, Hayward R. 320’.01’84 
Mathematical approaches to politics. Ed. 
by Hayward R. Alker, Karl W. Deutsch, 
and Antoine H. Stoetzel. Amsterdam, New 
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York, Elsevier Scientific Pub. Co., 1973, 
[i-e.1974] viii, 479 p. 23 cm. ISBN 0-444- 
41050-3 Includes bibliographies. 
[JA73.A39 1973b] 74-171383 15.95 -. 

1. Political science—Mathematical models. 
I. Deutsch, Karl Wolfgang, 1912- ed. iI. 
Stoetzel, Antoine H., ed. II. Title. 


DI RENZO, Gordon J. 320°.01'9 
Personality and politics. [Edited by] 
Gordon J. DiRenzo. [Ist ed.] Garden City, 
N.Y., Anchor Books, 1974. xv, 539 p. illus. 
18 cm. ISBN 0-385-06516-7. Bibliography: 
p. AT -517. [JA74.5.D55] 73-15479 3.50 


1. Political psychology—Addresses, essays, 
lectures. 2. Personality—Addresses, essays, 
lectures. I. Title. 


KIRK, Russell. 320°.09 
The roots of American order. LaSalle, Ill., 
Open Court [1974] p. cm. ISBN 0-87548- 
292-9 Includes bibliographical references. 
[JA81.K55] 74-13521 15.00 

1. Political science—History. 2. Law— 
History and criticism. I. Title. 

Prepared from C.LP. 


BEER, Samuel Hutchison, 
1911- 

Modern political development [by] Samuel 
H. Beer. New York, Random House 
[1974] viii, 141 p. 24 cm. ISBN 0-394- 
31819-6 Originally published as pt. 1 of 
the 3d ed. of Patterns of government: the 
major political systems of Europe, edited 
by S. H. Beer and A. B. Ulam. 
Bibliography: p. 133-134. [JF31.B42] 73- 
20358 2.95 (pbk.). 

1. Constitutional history. 2. Comparative 
government. 3. Economic development. I. 
Beer, Samuel Hutchison, 1911- ed. 
Patterns of government. II. Title. 


CLARK, Terry N., comp. 320.3 
Comparative community politics, edited by 
Terry N. Clark. [Beverly Hills, Calif.] Sage 
Publications; [distributed by] Halsted Press, 
New York [1974] p. cm. ISBN 0-470- 
15858-1 Selection of papers presented at 3 
conferences held in Grenoble, France, 
Sept. 9-11, 1968, Milan, Italy, July 1-3, 
1969, and: Varna, Bulgaria, Sept. 14-19, 
1970. [JS91.C58] 72-98030 17.50 

1. Local government—Addresses, essays, 
lectures. 2. Community power—Addresses, 
essays, lectures. 3. Comparative 
government—Addresses, essays, lectures. I. 
Title. 

Prepared from C.I.P. 


PRESTHUS, Robert Vance. 320.3 
Elites in the policy process [by] Robert 
Presthus. [London, New York] Cambridge 
University Press [1974] xiii, 525 p. 24 cm. 


320.3 


ISBN 0-521-20344-9 Includes 
bibliographical references. [JF529.P73 
1974] 73-94135 19.50 

J. Pressure groups—Canada. 2. Pressure 
gtoups—United States. 3. Elite (Social 
sciences)—Canada. 4. Elite (Social 
sciences)—United States. I. Title. 
QUIGLEY, Harold Scott, 320.4°52 


1889- 


The new Japan: government and politics ' 


[by] Harold S. Quigley and John 

Turner. Westport, Conn., Greenwood Press 
[1974, c1956] p. cm. ISBN 0-8371-7689-1 
Reprint of the ed. published by University 
of Minnesota Press, Minneapolis. Includes 
legislation. Includes bibliographical 
references. [JQ1615 1974.Q5] 74-10473 


1. Japan—Politics and government—1945- 
I. Turner, John Elliot, 1917- joint author. 
IT. Title. 

Prepared from C.I.P. 
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ESSENTIALS of American 320.4°73 
democracy [by]: Robert K. Carr [and 
others] [7th ed.] Hinsdale, Ill, Dryden 
Press [1974] p. ISBN 0-03-089205-8 Fifth 
ed., by Carr, Bernstein, and Murphy, 
published in 1968 under title: American 
democracy. Includes bibliographies. 
[Jk274.E81974b] 73-16157 7.95 

Li United States—Politics and 


government—Handbooks, manuals, etc. I. 


Carr, Robert Kenneth, 1908- American 
democracy. 
Prepared from C.I.P. 


SUN, Yat-sen, 1866- 
1925 
The triple demism of Sun Yat-sen. 
Translated from the Chinese, annotated 
and appraised by Paschal M. d’Elia. With 
introd. and index. Eng. ed. Wuchang, The 
Franciscan Press, 1931. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-56929-3 
Translation of San min chu i, from the 
French ed. published in 1929 under title: 
Le triple demisme. [DS777.A55 1974] 78- 
38069 50.00 
I. Elia, Pasquale M. d’, 1890- tr. II. Title. 
Prepared from C.I.P. 


SHAFER, Boyd C. 320.5°4’09 
Faces of nationalism; new realities and old 
myths [by] Boyd C. Shafer. New York, 
Harcourt Brace Jovanovich [1974, c1972] 
p. cm. (A Harvest book HB 296) 
Bibliography: p. [JC311.8S477 1974] 74- 
6068 5.45 (pbk.) 

1. Nationalism—History. I. Title. 

Prepared from C.I.P. 


WHITE, Albert Beebe, 
1871-1952. 
Self-government at the king’s command; a 
study in the beginnings of English 
democracy. Westport, Conn., Greenwood 
Press [1974; c1933] p. cm. ISBN 0-8371- 
7526-7 Reprint of the ed. published by the 
University of Minnesota Press, 
Minneapolis. [JN137.W5 1974] 74-5927 


320.50924 


1. Great Britain—Politics and 
government—1 154-1399. 2. Representative 
government and  representation—Great 
' Britain. 3. Law—Great Britain—History 
and criticism. I. Title. 
Prepared from C.I.P. 

MCDOWELL, Robert 320.942081 

Brendan. 
British conservatism, 1832-1914 [by] R. B. 


McDowell. Westport, Conn., Greenwood 
Press [1974, c1959] p. cm. ISBN 0-8371- 


7708-1 Reprint of the ed. published by `’ 


Faber and Faber, London. Bibliography: p. 
[DA550.M27 1974] 74-11987 9.75 (lib. 


bdg.) 

i. Great Britain—Politics and 
government—1837-1901: 2. Great 
Britain—Politics and government—1901- 
1910. I. Title. 

Prepared from C.I.P. 


ASOPA, D. N. 320.9°43 
Political system of West Germany; a study 
in party Politics and parliamentary process 
of the Fedéral Republic of Germany [by] 
D. N. ‘Asopa. Meerut, Meenakshi 
Prakashan [1973] 292 p. 23 cm. ”A revised 


version of [the author’s] Ph.D. thesis 
submitted to Jawaharlal Nehru ° 
University.” Bibliography: p. [283]-289. 


[JN3971.A979A8 1973] 73-907422 

1. Political parties—Germany (Federal 
Republic, 1949- ) 2. Representative 
government and representation—Germany 
(Federal Republic, 1949- ) I. Title. 

Distributed by International Publications 
Service, New York for 13.50. Publishers 
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ad BUSET “gi 


address: P. O. Box 1490, Milwaukee, Wis. 
53201. 


TANENBAUM, Jan 
Karl, 1936- 
General Maurice Sarrail, 1856-1929; The 
French Army and left-wing politics. Chapel 
Hill, University of North Carolina Press 
[1974] p. ISBN  0-8078-1222-6 An 
extensive revision of the author’s thesis, 
University of California at Berkeley. 
Bibliography: p. [DC373.S3T36 1974] 73- 
17109 12.95 
1. Sarrail, Maurice Paul Emmanuel, 1856- 
1929. 2. France—Folitics and 
government—1914-1940. 
Prepared from C.I.P. 


PARETO, Vilfredo, 
1848-1923, 

The ruling class in Italy before 1900. New 

York, H. Fertig, 1974 [c1950] p. English 

or French. Reprint of the ed. published by 

S. F. Vanni, New York, in series: Old and 

new sheaves. [JN5449.P3 1374] 73-20130 

9.50 

1. Italy—Politics and government—1870- 

1915. I. Title. 

Prepared from C.I.P. 


PRESNIAKOV, 320.9°47°07 
Aleksandr Evgen’evich, 1870-1929. 
Emperor Nicholas I of Russia, the apogee 
of autocracy, 1825-1855 [by] A. E. 
Presniakov. Edited and translated by 
Judith C. Zacek. With Nicholas I and the 
course of Russian history, by Nicholas V. 
Riasanovsky. [Gulf Breeze, Fla.] Academic 
International Press, 1974. xl, 102. p. illus. 
23 cm. ISBN 0-87569-053-X (The Russian 
series, v. 23) Translation of Apogei 
ee -Nikolai 1 ”Notes”: p. 80- 
”Suggestions for further reading”: 
ba: 102. [DK210.P713] 74-1765053 10. 00 
1. Nicholas I, Emperor of Russia, 1796- 
1855. 2. Russia—History-—Nicholas L 
1825-1855. I. Riasanovsxy, Nicholas 
Valentine, 1923- Nicholas I and the course 
of Russian history. 1974. II. Title. 


MACFARQUHAR, 320.95105 
Roderick, ed. 
The hundred flowers campaign and the 
Chinese intellectuals. With an epilogue by 
G. F. Hudson. New York, Octagon Books, 
1974 [cl960] p. ISBN 9-374-95238-8 
Reprint of the ed. published by Praeger, 
New York. Includes , bibliographical 
references. [DS777.57.M3 1974] 74-12169 
13.00 
J. Communist self-criticism. 2. China— 
Politics and government—1949- I. Title. 
Prepared from C.I.P. 


NAM, Koon Woo. 320.975 1973043 
The North Korean Communist leadership, 
1945-1965; a study of factionalism and 
political consolidation. University, Ala., 
abe as of Alabama Press [1974] x, 214 
p. 22 cm. ISBN 0-8173- 4723-2 
Bibliography: p. 190-209. [DS935.5.N35] 
73-13433 7.50 
1. Korea (Democratic People’s Republic)— 


320.9°44’081 B 


320.9°45’09 


Politics and government. 2. Communism— . 


Korea (Democratic People’s Rome) L 
Title. 


SRIVASTAVA, Nagendra 
Mohan Prasad, 1941- 
Growth of nationalism in India; effects of 
international events. Meerut, Meenakshi 
Prakashan [1973] viii, 207 p. 23 cm. A 
revision of the author’s thesis, Patna 
University, 1969. Bibliography: p. 196-203. 

[HN683.5.S78 1973] 73-905944 

1. India—Social  conditiors—1947- 2. 
Nationalism—India. 3. World politics— 
20th century. I. Title. 


320.9°54035 


Distributed by International Publications 
Service, New York for 11.25. : 


BHAGWAN Singh, 1905- 320.9546 
Political conspiracies of Kashmir. [1st ed.] 
Rohtak, Light & Life Publishers [1973] 9, 
158 p. illus., map. 22 cm. [DS485.K2B435] 
73-900626 

I. Kashmir—Politics and government. 2. 
Kashmir—History. I. Title. 

Distributed by South Asia Books for 7.50. 


CHOUDHURY, Golam Wahed. 320.9°549 
The. last days of united Pakistan [by] G. 
W. Choudhury. Bloomington, Indiana 
University Press [1974] p. cm. ISBN 0- 
253-33260-5 Includes bibliographical 
seterences, [DS384.C446 1974] 74-8977 
I. Pakistan—Politics and government. 2. 
Bangladesh—Politics and government. I. 
Title. 

Prepared from C.I.P. 


CHOMSKY, Noam. 320.95604 
Peace in the Middle East? Reflections on 
custice and nationhood. [Ist ed.] New 
York, Pantheon Books [1974] p. 
“SBN 0-394-49408-3 [DS119.7.C52 1974] 
74-4752 7.95 

1. Jewish-Arab relations—Addresses, 
assays, lectures. I. Title. 

Prepared from C.I.P. 


CHOMSKY, Noam. 320.9°56'04 
Peace in the Middle East? Reflections on 
justice and nationhood. [ist ed.] New 
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Press, Lexington. [JK1081.J4 1974] 74- 
11587 10.50 y 
1. United States—Foreign relations—1945- 
2. Political parties—United States. 3. 
United States—Politics and government— 
1945- I. Title. 
Prepared from C.LP. 


MERLI, Frank J., 1929- 327.73 B 
Makers of American diplomacy. Edited by 
" Frank J. Merli and Theodore A. Wilson. 
New York, Scribner [1974] p. ISBN 0- 
684-13786-0 Contents—v. 1. From 
. Benjamin Franklin to Alfred Thayer 
Mahan.—v. 2. From Theodore Roosevelt 
to Henry Kissinger. Includes 
bibliographies. [E183.7.M47] 73-19866 
17.50 (2 vol.). 
1. Diplomats—United States. 2. United 


' States——Foreign 


Í LISTON, Robert A. 


relations. I. Wilson, 
Theodore A., 1940- joint author. H. Title. 
Prepared from C.I.P. Vol. 1, 4.50 (pbk.), 
ISBN 0-684-13797-1; Vol. 2, 4.95 (pbk.), 
ISBN 0-684-13798-4 : 


DAVIS, Lyon Etheridge, 327.73°047 
1943- 


The Cold War begins: Soviet American 
conflict over Eastern Europe. Princeton, 
N.J., Princeton University Press [1974] p. 
cm. ISBN 0-691-05217-4 Bibliography: p. 
[E183.8.R9D38] 73-2476 15.00 

I. United States—Foreign relations— 
Russia. 2. Russia—Foreign relations— 
United States, 3. United States--Foreign 
relations—Europe, Eastern. 4. Europe, 
Fe es relations—United States. 
. Title. 


f Prepared from C.I.P. 


TURBERVILLE, Arthur 328.42’07°1 
Stanley, 1888-1945. 

The House of Lords in the Age of Reform, 

1784-1837; with an epilogue on aristocracy 

and the advent of democracy, 1837-1867. 

Westport, Conn., Greenwood Press [1974, 

c1958] p. cm. ISBN  0-8371-7699-9 


` Reprint of the ed. published by Faber and 


Faber, London. Bibliography: p. [JN621.T8 
1974] 74-11885 20.50 (lib. bdg.). 

J. Great Britain. Parliament. House of 
Lords. I. Title. 

Prepared from C.I.P. 


DENISON, Edward, 
1840-1870. 
Letters and other writings of the late 
Edward Denison, M.P. for Newark. Edited 
by Sir Baldwyn Leighton, bart. Boston, 
Milford House [1974] p. cm. ISBN 0- 
87821-276-0 Reprint of the 1875 ed. 
published by R. Bentley, London. 


328.42°092°4 B 


aoe 1974] 74-12259 : 30.00 (lib. 
’ bdg.). 


1. Denison, Edward, 1840-1870. 
Prepared from C.I.P. 


SINGH, Bhawani, 1935- 328.54071 
Council of States in India; a structural and 
functional profile. Meerut, Meenakshi 
Prakashan [1973, i.e.1974] vi, 360 p. 22 
cm. Bibliography: p- [348]-352. 
[1Q261.S55] 73-905361 

1. India (Republic). Parliament. Council! of 
States. I. Title. 

Distributed by International Publications 
Service, 15.00. 


328.73 
We the people? Congressional power, by 
Robert A. Liston. New York, McGraw- 
Hill [1974] p. cm. ISBN 0-07-038066-X 
Discusses the functions, organization, 
strengths, and. weaknesses of Congress, 
examining suggestions for improving it and 
the effect of events during the Nixon 
Administration: [JK1021.L57] 74-14618 


1. United States. 
literature. I. Title. 
Prepared from C.I.P. Lib. bdg. 4.72, ISBN 
0-07-038067-8. 


UNITED States. ist 

Congress, 1789-1791. Senate. 
Senate executive journal and related 
documents. Linda Grant De Pauw, editor; 
Charlene Bangs Bickford [and] La Vonne 
Marlene Siegel, assistant editorf[s] 
Baltimore, Johns Hopkins University Press 
[1974] xvii, 574 p. illus. 23 cm. ISBN 0- 
8018-1572-X (Doucmentary history of the 
First Federal Congress of the United States 
of America, March 4, 1789-March 3, 1791, 
v. 2) Bibliography: p. 557-561. [JK1059 
Ist.D6 vol. 2} [JK1251] 73-13443 22.50 
i United States—Politics 


Congress—Juvenile 


328.7301 


and 


` Presidential election; 


' States—Election—Addresses, 
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government—1789-1797. I. De 
Linda Grant, ed. IT. Title. 


BIOGRAPHICAL 328.757'092'2 B 
directory of the South Carolina House cf 
Representatives. Waiter B. Edgar, editor; 
Inez Watson, research consultant. 
Columbia, University of South Carolina 
Press [1974- p. ”Compiled under the 
direction of the House Researcr 
Committee.” Contents.—v. 1. Faunt, J. $. 
R. and Rector, R. E., with Bowden, D. K. 
Session lists, 1692-1973. Includes 
bibliographical references. [JK4278.B5€] 
73-13630 25.00 

1. South Carolina. General Assembly. 
House of  Representatives—History— 
Collected works. 2. South Carolina. 
General Assembly. House of 
Representatives—Registers—Collected 
works. South Carolina. General 
Assembly. House of Representatives 
Biography—Collected works. I, Edgar, 
Walter B., 1943- ed. IE South Carolina. 
General Assembly. House of 
Representatives. Research Committee. 
Prepared from C.I.P. 


CALIFORNIA 328.794°07°345 
legislative and congressional districts for 
1974-1980; official maps, descriptions, and 
Statistics. Claremont, Calif., oo for 
California Public Affairs, 1974. p. cm. 
ISBN 0-912102-18-7 [JK8768. C34] 74- 
11379 6.50 (pbk.) 

1. Election districts—California. I. Center 
for California Public Affairs. 

Prepared from C.I.P. 


O BRIEN, Lawrence 


Pauw, 


329°.0092’4 B 


No final victories; a life in politics - from 
John F. Kennedy to Watergate [by] 
Lawrence F. O’Brien. [ist ed.] Garden 
City, N.Y., Doubleday, 1974. p. cm. ISBN 
0-385-02484-3 Autobiographical. 
[E840.8.024A36] 73-22535 12.50 

1. O’Brien, Lawrence F. 2. United States— 
Politics and government—1945- I. Title. 
Prepared from C.I.P. 


HESS, Stephen. 329’.01°0973 
The Presidential campaign; an essay on the 


leadership selection process after 
Watergate. Washington, Brookings 
Institution [1974] p. cm. ISBN 0-8157- 


3589-8 Bibliography: p. [JK528.H45] 14- 
1433 2.50 (pbk.) 

1. Presidents—United States—Election. I. 
Title. 

Prepared from C.I.P. 


WEINBAUM, Marvin G., 
1935- 


329°.023°73 


a simulation with 
readings [by] Marvin G. Weinbaum [and] 
Louis H. Gold. [2d ae Hinsdale, IN., 
Dryden Press [1974] p. ISHN 0-03- 
089240-6 [JK516.W4 1974] 73-13919 5.95 
1. Presidents—United States—Election— 
Study and teaching. 2. Presidents—United 
essays, 
lectures. 3. Educational games. I. Gold, 
Louis H., joint author. IT. Title. \¢ 
Prepared from C.I.P. Q 


i 
EVANS, John L. 329.072 
The Communist International, 1919-1943, 
by John Lewis Evans. [Ist ed.] Brooklyn, 
N.Y., Pageant-Poseidon [1974, c1973] vii, 
194 p. -22 cm. ISBN 0-8181-0322-1 
Bibliography: p. 179-187. [HX11.I5E87] 
73-84643 7.95 

1. Communist International. I. Title. 


BRAND, Carl Fremont. 329.9742 
The British Labour Party; a short history 
[by] Carl F. Brand. Rev. ed. Stanford, 


a5 
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Calif., Hoover Institution Press, 1974. viii, 


424 24 cm. ISBN 0-8179-1361-0 
(Hoover Institution Pian, 136) 
- Bibliography: [405]-408. 


[JN1129.L32B68 1974] "73-85103 10.00 

i. Labour Party (Gt. Brit)—History. I. 
Title. II. Series: Stanford University. 
Hoover Institution on War, Revolution, 
and Peace. Publications, 136. 


KRISCH, Henry. 329.9°43 
German politics under Soviet occupation. 
New York, Columbia University Press, 
1974. p.. cm. ISBN 0-231-03835-6 
Bibliography: p. [DD257.4.K75] 74-3288 
12.50 


Í Sozialistische Einheitspartei 
Deutschlands—History. 2. Kommunistische 
Partei Deutschlands—History. 3. 


Sozialdemokratische Partei Deutschlands— 
History. 4. Germany (Territory under 
Allied occupation, 1945-1955. Russian 
Zone) I. Title. 

Prepared from C.I.P. 


KOMMUNISTICHESKAIA 
partiia Sovetskogo Soiuza. 
Program of the Communist Party of the 
Soviet Union. With a special pref. to the 
American ed. by N. S. Khrushchev. 
Westport, Conn., Greenwood Press [1974] 
p. ISBN 0-8371-7685-9 Originally 
published in 1963 by International 
Publishers, New York. [JN6598.K6P7113 
1974] 74-10423 8.50 
1. Russia—Politics and government—1953- 
2. Communism—Russia—Congresses. T. 
Khrushchev, Nikita Sergeevich; 1894-1971. 
Prepared from C.I.P. 


329.9°47 


Economics 330-339 


BOWDEN, Elbert V. 330 
Economics: the science of common sense 
[by] Elbert V. Bowden. Cincinnati, South- 
Western Tub Co. [1974] xiv, 703 p. illus. 
ISBN 0-538-08900-8 
(B171. SD B6924] 73-81097 12.25 
1. Economics. I. Title. 


PHILLIPS, Llad. 330 
Economic analysis of pressing social 
problems [by] Llad Phillips and Harold L. 
Votey, Jr. Chicago, Rand McNally College 
Pub. Co. [1974] xii, 348 p. illus. 23 cm. 
ISBN 0-528-67313-0 (Rand McNally 
economics series) Includes bibliographies. 
[HB171.5.P534] 73-15434 5.95 (pbk.) 

1. Economics—Addresses, essays, lectures. 
2. Social problems—Addresses, essays, 
lectures. I. Votey, Harold L., joint author. 
IZ, Title. 


ROBINSON, Joan, 1903- 330 
An introduction to modern economics [by] 
Joan Robinson [and] John Eatwell. 
Maidenhead, McGraw-Hill, 1974. xvii, 350 
p. illusg¢:25 cm. ISBN 0-07-084024-3 
‘Includes (index. Bibliography: p. 339-340. 
[HB171.5.R673] 74-159338 
i. Economics. 2. Economic policy. 3. 
Comparative economics. I. Eatwell, John, 
Joint author. 
. Distributed by McGraw Hill, New York 
tòr 11.50. Pbk. 7.95; ISBN: 0-07-084025- 
CHIANG, Alpha C., 330.0151 
1927- 
Fundamental methods of mathematical 
economics [by] Alpha C. Chiang. 2d ed. 
New York, McGraw-Hill [1974] xv, 784 
p. illus. 23 cm. ISBN 0-07-010780-7 
Bibliography: p. 773-776. [HB135.C47 
1974] 74-1214 16.50 
1. Economics, Mathematical. I. Title. 
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KELEJIAN, Harry H. 330°.01’8 
Introduction to econometrics; principles 
and applications [by] Harry H. Kelejian 
[and] Wallace E. Oates. New York, Harper 
& Row. [1974] p. cm. ISBN 0-06-043617- 
4 [HB139.K44] 73-22650 9.95 

1. Econometrics. I. Oates, Wallace E., joint 
author. IT. Title. 

Prepared from C.I.P. 


WIEGAND, G. Carl. 330°.02’02 
Economics: its nature and importance [by] 
G. Carl Wiegand. 2d rev. ed. Woodbury, 
N.Y., Barron’s Educational Series, inc. 
[1974] p. cm. ISBN 0-8120-0274-1 
Bibliography: p. Discusses the nature of 
economics; the cultural and institutional 
framework within which the economy 
functions; institutions, theories, and 
policies affecting the nation’s economic 
development; and price, value, and 
distribution. [HB171.5.W6 1974] 74-10642 
7.95 

1. Economics. I. Title. 

Prepared from C.I.P. 


THE Economist, 1843- 330.05 
1943: a contenary volume. Plainview, 
N.Y.. Books for Libraries Press [1974] p. 
cm. ISBN 0-518-10163-0 (Essay index 
reprint series) Reprint of the 1943 ed. 
published by Oxford University Press, 
London. [HG11.E22 1974] 74-2346 12.00 
1. The Economist (Lordon) I. The 
Economist (London) 

Prepared from C.I.P. 


BOWDEN, Elbert V. 330.09 
Economics through the looking glass [by] 
Elbert V. Bowden. San Francisco, Canfield 
Press [1974] p. cm. ISBN 0-06-380850-1 
[HB75.B7766] 74-11179 9.25 (pbk.) 

1. Economics—History. 2. Economic 
history. I. Title. 

Prepared from C.I.P. 


BECKWITH, Burnham Putnam. 330.1 
Liberal socialism; the pure welfare 
economics of a liberal socialist economy 
[by] Burnham P. Beckwith. 2d enl. ed. 
Jericho, N.Y., Exposition Pzess [1974] xv, 
463 p. 24 cm. ISBN 0-682-47785-0 (An 
Exposition-university book) First ed. 
published in 1949 under title: The 
economic theory of a socialist economy. 
Bibliography: p. 445-455. [HB171.B35 
1974] 73-92848 20.00 

1. Economics. 2. Socialism. 1. Title. 


HILDENBRAND, Werner, 1936- 330.1 
Core and equilibria of a large economy. 
Princeton, N.J., Princeton University Press 
[1974, c1973] p. cm. ISBN 0-691-04189- 
X (Princeton studies in mathematical 
economics, 5) [HB145.H54 1974] 72- 
12112 12.50 

1. Equilibrium (Economics) 2. Hecnomtcs 
Mathematical. I. Title. IT. Series. 

Prepared from C.I.P. 


MINI, Piero V., 1936- * 330.1 
Philosophy and economics; the origins and 
development of economic theory ‘[by] Piero 
V. Mini. Gainesville, The “University 
Presses of Florida, 1974. p. cm. ISBN 0- 
8130-0318-4 ”A University of... Florida 
book.” Bibliography: p. [HB72. Ms] 74- 
7122 8.00 

L. Economics—History. 2. Economics— 
Methodology. 3. Philosophy—RHistory. I. 
Title. 

Prepared from C.I.P. 


SALVATORE, Dominick. 330.1 
Schaum’s outline of theory and problems 
of microeconomic theory. New York, 
McGraw-Hill [1974] p. cm. ISBN 0-07- 


AMERICAN. BOOK PUBLISHING. RECORD 


054495-6 (Schaum’s outline 
[HB171.5.5246] 74-9818 4.50 (pbk.). 
1. Microeconomics. I. Title. IL Title: 
Outline of theory and problems of 
microeconomic theory. 

Prepared from C.I.P. 


series) 


SHACKLE, George Lennox _ 330.15°6 
Sharman. 
Keynesian kaleidics; the evolution of a 
general political economy [by] G. L. S. 
Shackle. [Edinburgh] Edinburgh University 
Press [Chicago, Aldine Pub. Co., -1974] 92 
p. 22 cm. ISBN _ 0-85224-260-3 
Bibliography: p. 84. [HB99.7.845] 73- 
91497 5.00 
1. Keynes, John Maynard, 1883-1946, 2. 
Keynesian economics. I. Title. 


BOESCH, Hans Heinrich, 
1911- 

A geography of world economy [by] Hans 
Boesch. 2d ed. New York, Wiley [1974] 
p. cm. ISBN 0-470-08517-7 "A Halsted 
Press book.” Bibliography: p. [HF1025. B58 
1974] 74-6973 12.95 

1. Geography, Economic. I. Title. 

Prepared from C.I.P. 


330.9 


FLOUD, Roderick, comp. 330.9 
Essays in quantitative economic history, 
edited, for the Economic History Society, 
and with an introd. by Roderick Floud. 
Oxford, Clarendon Press, 1974. viii, 250 p. 
illus. 24 cm. ISBN  0-19-877018-9 
Bibliography: p. [248] [HC26.F56] 74- 
173961 : ' 


‘I. Economic history—Addresses, essays, 


lectures. 2. Econometrics—Addresses, 
essays, lectures. I. Title. 

Distributed by Oxford baat Press, 
New York; 18.50 


LEWIS, Russell. 330.9 
The new service society. Harlow, 
Longman, 1973. [7], 179 p.-23 cm. ISBN 
0-582-46061-1 Label mounted on t.p.: 
Distributed in the U.S.A, by Longman, 
New York. Includes index. 
[HD9980.5.L47] 74-169688 10.00 

1. Service industries. 2. Bureaucracy. 3. 
Welfare state. 4. International business 
enterprises. I. Title. 


HARRISON, Bennett. 330.91732 
Urban economic development; 
3uburbanization, minority opportunity, and 
the condition of the central city. 
Washington, Urban Institute [1974] xiv, 
200 p. illus. 24 cm. ISBN 0-87766-098-0 
Bibliography: p. 196-198. [HT123.H37] 73- 
36699 10.00 

1. Cities and towns—United States. 2. 
‘Urban economics—Case studies. I. Title. . 
Pbk. 4.50, ISBN 0-87766-102-2. : 


PAN, Ku, 32-92. 330.9°31 
Food & money in ancient China; the 
2arliest economic history of China to A.D. 
25: Hanh shu 24, with related texts, Han 
shu 91 and Shih-chi 129. Translated. and 
\annotated by Nancy Lee Swann, New 
York, Octagon Books, 1974 [c1950] p. 
ISBN 0-374-96202-2 Ch‘ien Han shu, 
generally attributed to Pan Ku, was begun 
>y his father, Pan Piao, and compiled, by 
nis sister, Pan Chao. Reprint of the’ ed. 
published by Princeton University “Press, 
>rinceton, N.J. "Reproductions of Chinese 
zexts”: [79] p. at end. Includes 
bibliographical references. [HC427.6. P3613 
1974] 74-12170 18.50 
l. China—Economic conditions—To 1644. 
T7, Ssu-ma, Chien, ca. 145-ca. 86 B.C. 
Shih-chi. 1974. II. Title. : 
Prepared from C.I.P. 


OCTOBER 31,1974 ` 


MONTIAS, John 
Michael, 1928- 
Central planning in, Poland. Westport, 
Conn., Greenwood Press [1974, c1962] p. 
em. ISBN 0-8371-7560-7 Reprint of the 
ed. published by Yale University Press, 
New Haven, which was issued as v. 13 of 
Yale studies in economics. Bibliography: p. 
[HC337.P7M6 1974] 74-6785 18.75 
I. Poland—Economic policy—1945- I. 
Tie. II. Series: Yale studies in economics, 


330.9°438’05 


Prepared from C.LP. 


MEHTA, Asoka. 330.9°54’05 
India today. New Delhi, S. Chand [1974] 
112 p. 23 cm. (Lala Lajpatrai memorial 
lectures, 1973) [HC435.2.M4273] 73- 
906812 

I. India—Economic conditions—1966- 2. 
India—Politics and government—1947- 3. 
India—Relations (general) with foreign 
countries. I. Title. IE. Series: Lala Lajpat 
Rai memorial lectures, 1973. 

Distributed by International Publications 
Service, 7.50. 


DENISON, Edward 
Fulton, 1915- 
Accounting for United States economic 


330.97309 


growth, 1929-1969 [by] Edward F. 
Denison. Washington, Brookings 
Institution [1974] xviii, 355 p. illus. 26 cm. 
ISBN 0-8157-1804-7 Includes 
bibliographical references. 


[HC106.3.D3667] 74-1137 12.95 

i. United States—Economic conditions— 
1918-1945. 2. United States—Economic 
conditions--1945- I. Brookings Institution, 
Washington, D.C. I. Title. 


POTTER, Jim. 330.9°73°091 
The American economy between the 
World Wars [by] J. Potter. New York, 
Wiley [1974] p. cm. ISBN 0-470-69553- 6 
"A Halsted Press book.” Bibiiogtaphy: p- 
[HC106.3.P57] 74-7104 10.50 

L United States——Economic conditions— 
1918-1945. I. Title. 
Prepared from C.I.P. 
Te Derek, 330.9°752°04 
An economic and social atlas of Maryland, 
by Derek Thompson [and] Joseph W. 
Wiedel [and associates] Assisted by 
Kathleen Danz [and others] College Park, 
Dept. of Geography, University of 
Maryland [1974] 126 p. illus. (part col.) 28 
cm. (Occasional papers in geography, no. 
3) Errata slip inserted. Bibliography: p. 99- 
126. [HC107.M3T56] 74-650036 5.00 

I. Maryland--Economie conditions. 2. 
Maryland—Social conditions. $ 
Maryland—Economic conditions—Maps. I. 
Wiedel, Joseph W., joint author. IL. 
Maryland. University. Dept. of Geography. 
JT. Title. IV. Series: Occasional papers in 
geography (College Park, Md.) no. 3. 


LATIN American 330.9°8’003 
oA mata 21st, University of Florida, 
Fiscal policy for industrialization and 
development in Latin America, edited by 
David T. Geithman. Gainesville, 
University Presses of Florida [1974] p. 
ISBN 0-8130-0397-0 ”A University of 
Florida book.” Proceedings of the 
conference held in February, 1971 and 
sponsored by’ the Center for Latin 
American Studies, University of Florida. 
[HJ799.52.L38 1971] 74-2231 12.50 

1L Fiscal  policy—Latin America— 
Congresses. 2. Latin America— 
Industries—-Congresses. 3. Finance, 
Public~Latin  America—Congresses. L 
Geithman, David T, ed. IL Florida. 


University, Gainesville. Center for Latin 
American Studies. III. Title. 
Prepared from C.I.P. 


WEBB, Kempton Evans. 330.9°81°306 
The changing face of Northeast Brazil [by] 
Kempton E. Webb. New York, Columbia 
University Press, 1974. p. cm. ISBN 0- 
231-03767-8 Bibliography: p. [F2583.W42] 
74-1029 20.00 

J. Brazil, Northeast—Description and 
travel. 2. Brazil, Northeast—Economic 
conditions. I. Title. 

Prepared from C.I.P. 


CHAISCN, Gary N., comp. 331°.0971 
Readings in Canadian industrial relations. 
Edited by Gary N. Chaison and Joseph B. 
Rose. New York, MSS Information Corp. 
[1974] p. cm. ISBN  0-8422-5191-X 
[HDS105. 5.C47] 74-11073 13.00 

L Industrial relations—Canada— 
Addresses, essays, lectures. I. Rose, Joseph 
B., joint comp. IL Title. 
Prepared from C.I.P. Pbk. 7.50; ISBN 0- 
8422-0441-5. 


PEGNETTER, Richard, 
comp. 
Studies in labor and manpower. Richard 
Pegnetter, editor. Iowa City, Center for 
Labor and Management, University of 
Iowa [1974] vii,"155 p. 23 cm. (University 
of Iowa. Center for ‘Labor and 
Management. College of Business 
Administration. Research series 4) Cover 
title: Labor & manpower. Bibliography: p. 
149-153. [HD5724.P364] 74-174452 3.00 


331.1°0973 


(pbk.). 
i. Labor  supply—United States— 
Addresses, essays, lectures. I. Title. UL. 


Title: Labor & manpower. III. Series: Iowa. 


University. Center for Labor and 
Management. Research series — Center 
for Labcr and Management, University of 
Towa, 4. 

Contents omitted. . 
MANPOWER planning 331.171 


models; proceedings of a conference held 
in Cambridge, U.K., under the aegis of the 
NATO Science Committee and the NATO 
Advisory Panel on Operational Research 
[edited by] D. J. Clough, C. G. Lewis 
[and] A. L. Oliver. London, English 
Universities Press; New York, Crane, 
Russak, 1974. xv, 504 p. illus., forms. 24 
cm. Includes six papers in French. Includes 
bibliogranliies: [HF5549.M3142] 72-95946 
19.7 


1. Personnel management—Congresses. 2. 
Personnel management—Mathematical 
models—Congresses. I. Clough, Donald J., 
ed. If. Lewis, Christopher Gray, ed. HI. 
Oliver, Alain Lancelot, ed. IV. North 
Atlantic Treaty Organization. Science 


Committee. V. North Atlantic Treaty 
Organization. Advisory Panel on 
Operational Research. 


SPENCE, Andrew Michael. 331.171 
Market, signaling: informational transfer in 
hiring and related screening processes [by] 
A. Mickael Spence. Cambridge, Harvard 
University Press, 1974. viii, 221 p. illus. 22 
cm. ISBN 0-674-54990-2 (Harvard 
economic studies, v. 143) Bibliography: p. 
[213]-217. [HD5707.S7] 73-83419 10.00 

1. Labor supply. 2. Markets. 3. Information 
measurement. I. Title. II. Series. 


FREGLY, Bert, 1922- 331.1728 
How to get a job. [Homewood, Ill., ETC 
Publications] 1974. viii, 150 p. 29 cm. 
ISBN 0-88280-009-4 "An ETC 
publication.” [HF5383.F87] 74-8216 4.95 
(pbk. 

for 


1. Applications positions. 2. 
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Employment interviewing. 3. Vocational 
guidance. I. Title. 
Hardbound 8.95; ISBN 0-88280-011-6. 


TAYLOR, Jim, PhD. 331.1°37 
Unemployment and wage inflation with 
special reference to Britain and the USA. 
[Harlow, Eng.] Longman [1974] xi, 120 p. 
illus. 24 cm. ISBN 0-582-50044-3 Imprint 
covered by label: Distributed in the USA 
by Longman, New York. Bibliography: p. 
103-106. [HD5707.T38] 73-86107 9.95 

1. Unemployed. 2. Disguised 
unemployment. 3. Inflation (Finance) 4. 
Wage-price policy. I. Title. 


CALIFORNIA 331.2°81°3711009794 
Agency for Research in Education. 
Salaries and salary schedules for county 
school department certificated personnel, 
1973-1974. Burlingame [California 
Teachers Association] 1974. viii, 38 p. 29 
cm. (Its C.A.R.E. document no. 20) 
[LB2842.2.C26 1974a] 74-163531 2.00 


(pbk.) 
L. Teachers—California—Salaries, 
pensions, etc. I. Title. IT. Series. 


CALIFORNIA 331.2'81°37120109794 

Agency for Research in Education. 
Selected salary data for school 
administrators, 1973-1974. Burlingame 
[California Teachers Association] 1974. v, 
185 p. 28 cm. (Its C.A.R.E. document no. 
18) [LB2831.874.C2C33 1974] 74-163563 
5.00 


L School  administrators—California— 
Salaries, pensions, etc. I. Title. Il. Series. 


CALIFORNIA 331.2°81°3711009794 
Agency for Research in Education. 

Teachers salaries and salary schedules, 
1973-1974. Burlingame [California 
Teachers Association] 1974. x, 547 p. 28 
cm. (its C.A.R.E. document no. 17) 
[B2842 2.C26 1974] 74-162962 10.00 

Teachers-—California—Salaries, 
AETA etc. I. Title. II. Seriés. 


SURI, G. K. 331.2°954 
Wage incentives: theory and practice. 
Editor: G. K. Suri. New Delhi, Shri Ram 
Centre for Industrial Relations and Human 
Resources [1973, i.e. rig 231 p. 22 cm. 
Bibliography: [218]-222. 
(HF5549.5. 15885] 73- $08012 

1. Incentives in industry—India. 2. Wage 
payment systems—tIndia. I. Title. 
Distributed by International Publications 
Service; 12.00. 


YOUSSEF, Nadia 
Haggag. 
Women and work in developing societies. 
Berkeley, Institute of International Studies, 
University of California [1974] -x, 137 p. 
24 cm. ISBN 0-87725-315-3 (Population 
monograph series, no. 15) Bibliography: p. 
129-137. [HD6223.Y55] 73-620205 2.50 
(pbk) 
i Underdeveloped areas— Women’s 
employment. I. Title. I. Series’ ” 


GREGORY, Chester W. 331.40973 
Women in defense work during World War 
JT; an analysis of the labor problem and 
women’s rights [by] Chester W. Gregory. 
[lst ed.] New York, Exposition Press 
[1974] xxii, 243 p. illus. 22 cm. ISBN 9- 
682-47234-4 (An Exposition—university 
book) Bibliography: p. 208-219. 

[HD6095.G73] 78-152123 9.00 

1. Women—Employment—United States— 
History. 2. Women’s rights—United 
States—History. 3. World War, 1939- 
1945—-Women’s work. I. Title. 


331.4091774 
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SUMNER, Helen L. 331.4°0973 
History of women in industry in the 
United States [by] Helen L. Sumner. New 
York, Arno Press, 1974. p. em. ISBN 0- 
405-06124-2 (Women in America: from 
colonial times to the 20th century) Reprint 
of the 1910 ed. published by Govt. Print. 
Off., Washington, which was issued as no. 
9 of U.S. Bureau of Labor’s Report on 
condition of women and child wage- 
earners in the United States, and in series, 
Senate document no. 645, 61st Congress, 
2d eee [HD6095.S78 1974] 74-3976 
1. Women—Employment—United States— 
History. I. Title. If. Series. HI. Series: 
United States. Bureau of Labor. Report on 
condition of women and child wage- 
earners in the United States, v. 9. IV. 
Series: United States. 6Ist Congress, 2d 
session. 1910. Senate. Document no. 645. 
Prepared from C.I.P. 


INTERNATIONAL Labor 331.69 
Office. 
Living and working conditions of 


indigenous populations in independent 
countries. Eighth item on the agenda. 
Westport, Conn., Greenwood Press [1974, 
c1953] p. cm. ISBN 0-8371-7424-4 At 
head of title: Report 8 (1)-(2) International 
Labour Conference, 39th session, 1956. 
Reprint of the 1955 ed. published by the 
International Labour Office, Geneva. 
[HD6303.15 1974] 74-2685 22.50 

1. Native labor. IL International Labor 
Conference, 39th, Geneva, 1956. IT. Title. 
Prepared from C.I.P. 
Weis Beatrice H., 331.7°61°353 
Jobs in public service [by] Beatrice and 
Calvin Criner. Consultants: Robert 
Babcock [and] Carl M. Tausig. New York, 
Lothrop, Lee & Shepard [1974] 96 p. illus. 
24 cm. ISBN 0-688-75008-7 (Exploring 
careers) Uses case histories to discuss jobs 
in teaching, park service, social services, 
law enforcement, city planning, customs 
service, and legislative work. [JK424.C73] 
73-17706 5.50 ‘ 

1. Civil service positions—United States— 
Juvenile literature. I. Criner, Calvin L., 
joint author. IT. Title. 


BAKER, Ethel 
Jo, 1923- 
Middle-level workers: characteristics, 
training & utilization of mental health 
associates [by] E. Jo Baker [and] Harold L. 
McPheeters. New York, Behavioral 
Publications [1974] p. cm. ISBN 0-87705- 
159-3 (Community mental health 
monograph series, #8) Bibliography: p. 
[RC440.2.B34] 74-5770 4.50 (pbk.) 
1. Allied mental health personnel I. 
McPheeters, Harold L., joint author. HM. 
Title. H. ‘Series. 
Prepared from C.I.P. 


LESTER, 

Richard Allen, 1908- 

Antibias regulation of universities; faculty 
problems and their solutions, by Richard 
A. Lester, A report prepared for the 
Carnegie Commission on Higher 
Education. New York, McGraw-Hill 
[1974] xvi, 168 p. 23 cm. ISBN 0-07- 
010120-5 Bibliography: p. 165-168. 
[LB2331.7.L47] 74-6422 4.95 (pbk.) 
1. Universities and colleges—United 
States—Faculty. 2. Faculty integration— 
United States. I. Carnegie Commission on 
Higher Education. IL Title. 


CHERRY, Mike, 331.7°69°3710924 B 
1934- 
On high steel 


331.7°61°36220425 


331.7°61°378120973 


the education of an 
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ironworker. [New York] Quadrangle 
[1974] . cm. ISBN  0-8129-0470-2 
[HD8039.B82U63] 74-77935 8.95 

di. Structural steel workers—United 
States—Personal narratives. I. Title. 
Prepared from C.I.P. 


GERHART, Paul F. 331.7°95'0973 s 
Political activity by public employee 
organizations at the local level: threat or 
promise [by] Paul F. Gerhart. Chicago, 
International Personnel Management 
Association [1974] 85 p. 23 cm. ISBN 0- 
87373-144-1 (Public employee relations 


library, 44) Includes bibliographical 
references. [HD8C08.A1P8 no. 44] 
[HD8008] 322’.2°0973 73-94376 6.00 
(pok) 


Trade-unions—Government 
pR E E States. 2. Trade- 
unions—United States—Political activity. I. 
Title. H. Series. 


FINK, Gary M. 331.88°092’2 B 
Biographical dictionary of American labor 
leaders. Editor in chief: Gary M. Fink. 
Advisory editor: Milton ' Cantor. 
Contributing editors: John Hevener [and 
others] AE PEN Conn., Greenwood Press 
1974] ISBN 0-8371-7643-3 
HD8073. AIF56] 74-9322 19.95 
I. Labor and laboring classes—United 
States—Biography. I. Title. 
Prepared from C.I.P. 


GRILLO, R. D. 331.88°11°3850967 
Race, class, and militancy; an African 
trade union, 1939-1965 [by] R. D. Grillo. 
New York, Chandler Pub. Co. [1974] p. 
cm. ISBN 0-8102-0483-5 (Case studies in 
social and economic change) Bibliography: 
p. [HD6870.E3G74] 74-8437 3.95 (pbk.) 

1. Trade-unions—Railroads—Affica, East. 
2. Ratlroads—Africz, East—Employees. I. 
Title. 

Prepared from C.I.P. 


AUERBACH, Sylvia. 332.024 
Your money; how to make it stretch. [1st 
ed.] Garden City, N.Y., Doubleday, 1974. 
p. ISBN 0-385-00351-X [HG179.A93] 73- 
83611 3.95 (pbk.) 

1. Finance, Personal. I. Title. 

Prepared from C.I.P. 


PUSEY, Merlo John, 
1902- 

The three careers of Eugene Meyer [by] 

Merlo J. Pusey. [lst ed.] New York, 

Knopf, 1974. 'p. ISBN 0-394-47897-5 

Includes bibliographical references. 

[HG172.M5P87] 74-7174 12.50 

1. Meyer, Eugene, 1875-1959. T. Title. 

Prepared from C.I.P. 


CANFIELD, Cass, 
1897- 

The incredible Pierpont Morgan; financier 

and art collector. New York, Harper & 

Row [1974] p. cm. ISBN 0-06-010599-2 

Bibliography: p. [HG2463.M6C35] 73- 

15000 15.00 

1. Morgan, John Pierpont, 1837-1913. I. 

Title. 

Prepared from C.I.P. 


332.0924 B 


332. 0924: B 


SCHULZE, David. 332.4 
A general equilibrium study ‘of the 
monetary mechanism [by] David L. 


Schulze. Gainesville, University Presses of 
Florida, 1974. p. cm. ISBN 0-8130-0407-1 
{University of Florida social sciences 
monograph no. 51) ”A University of 
Florida k.” Bibliography: 
[HG221.5358] 74-12495 3.50 (pbk.) 
i. Money supply. 2. Equilibrium 
(Economics) 3. Money supply— 
Mathematical models. I. Title. II. Series: 


-TEICHOVA, Alice. 


AMERICAN BOOK PUBLISHING RECORD 


Florida. University, Gainesville. University 
əf Florida monographs. Social sciences, no. 
51. 


Prepared from C.LP. 


LICHELLO, Robert, 1926- 332.6 
Superpower investing; the superpower way 
zo bank and invest your money (featuring 
zhe revolutionary new investment 
discovery SYNCHROVEST). Rockville 
Centre, N.Y., Farnsworth Pub. Co. [1974] 
vi, 153 p. 24 cm. ISBN 0-87863-042-2 
IHG4521.L64] 74-78729 8.95 

1. Investments. 2. Saving and investment. 
3. Finance, Personal. I Title. 


TRAIN, John. 332.6 
The dance of the bees: a professional tells 
the truth about investing. [Ist ed.] New 
York, Harper & Row [1974] p. cm. ISBN 
206 01434973 [HG4521.T68] 74-5796 
8.9 

1. Investments. 2. Brokers. I. Title. 
Prepared from C.LP. 


TEMPLE, Douglas M. 332.6°324°0973 
Investing in residential income property 
[by] Douglas M. Temple. Chicago, 
Regnery [1974] p. cm. ISBN 0-8092- 
8404-9 [HD1379.T285] 74-6917 12.95 
1. Real estate investment. 2. Real estate 
investment—-United States. I. Title. 
Prepared from C.I.P. 
PERSONS, Robert H., 332.6°328 
1922- 
The investor’s encyclopedia of gold, silver, 
and other precious metals; how to invest in 
all forms of precious metals [by] Robert H. 
Persons, Jr. [1st ed.] New York, Random 
House [1974] p. cm. ISBN 0-394-49597-7 
[HG5073.P38] 74-14860 12.95 
I. Precious metals. 2. Investments—United 
States. 3. Mining industry and finance— 
United States. I. Title. 
Prepared from C.I.P. Pbk. 7.95, ISBN 0- 
394-73036-4. 


THOMAS, William 
Arthur. 

The provincial stock exchanges [by] W. A. 

Thomas. London, Cass, 1973. xii, 335 p., 

[8] p. of plates. illus. 23 cm. ISBN 0-7146- 

2981-2 Includes bibliographical references 

and index. [HG5432.T55] 72-92979 


332.6°42°0942 


1. Stock-exchange—Great Britain— 
History. I. Title. 
Distributed by International Scholarly 


Book Services, Portland, Ore. for 19.50. 


KALLARD, Thomas. 332.6°44 
Make money in commodity spreads! 
Limited-risk and dynamic commodity 
futures trading method for bull and bear 
markets ... [New York] Optosonic Press 
[1974] viii, 190 p. illus. 25 cm. ISBN 0- 
87739-008-8 Bibliography: p. 161-177. 
[HG6046.K3] 74-75430 10.00 (pbk.) 

i. Commodity exchanges. 2. Commodity 
exchanges—United States. I. Title. 


LABYS, Walter C., 1937- 332.6°44 
Quantitative models of commodity 
markets. Walter C.  Labys, editor. 
Cambridge, Mass., Ballinger Pub. Co. 
[1974] p. cm. ISBN 0-88410-254-8 
[HF1040.7.L34] 74-13784 13.50 

1. Commercial products—Mathematical 
models. 2, Commodity exchanges. I. Title. 
Prepared from C.I.P. 


332.6°79'09437 
An economic background to Munich; 
international business and Czechoslovakia 
1918-1938. {London, New York] 
Cambridge University Press [1974] xix, 
422 p. 23 cm. ISBN 0-521-20065-2 (Soviet 
and East European studies) Bibliography: 


i OCTOBER 31,1974 
TE 389- 403. [HG5462. 5.C9T44] 72-89811 
2 


1. Valeo Foreign—Czechoslovak 
Republic. I. Title. II. Series. 


JONNARD, Claude M. 
. Caribbean investment handbook [by] 
Claude M. Jonnard. Park Ridge, . NJ., 
Noyes Data Corporation, 1974. xii, 306 p. 
maps. 25 cm. ISBN  0-8155-0535-3 
{Corporate investor’s review, no. 1) 
[HG5242.J66] 74-75903 24.00 

i. Investments, Foreign—Caribbean area— 
Handbooks, manuals, etc. 2. Industrial 
promotion—-Caribbean area—Handbooks, 
manuals, etc. 3. Caribbean area— 
Commercial policy-—-Handbooks, manuals, 
ete. Caribbean area—Economic 
conditions. I. Title. 


HARFIELD, Henry. 332.7 
Bank credits and acceptances. 5th ed. New 
York, Ronald Press Co. [1974] xi, 363 p. 
24 cm. First ed. by W. Ward published in 
1922 under title: American commercial 
credits. Includes bibliographical references. 
(HG3751.H37 1974] 74-75649 15.95 
1. Letters of credit—United States. 2. 
Acceptances. 3. Export credit—United 
' States. I. Ward, Wilbert, 1888- American 
commercial credits. If. Title. 


REDDING, Harold T. 332.7 
The Dun & Bradstreet handbook of credits 
and collections, by Harold T. Redding 
[and] Guyon H. Knight, III. New York, 
Crowell [1974] p. cm. ISBN 0-690-00590- 
3 [HF5566.R43] 74-9777 20.00 

1. Credit: 2. Collecting of accounts. I. 
Knight, Guyon H., joint author. I. Title. 
Prepared from C. LP. 


WIEDEMER, John P., 1918- 332.7°2 
Real estate finance [by] John P. Wiedemer. 
Reston, Va., Reston Pub. Co. [1974] p. 
cm. ISBN 0- 87909-704-3 [HD1375.W53] 
74-11210 13.95 

I. Real estate business—United States— 
Finance. 2. Mortgages—United States. I. 
Title. 

Prepared from C.I.P. 


UNGER, Maurice Albert, 
1917- . 


332.6°73'09729 


333.3°3 


Real estate: principles & practices [by] 
Maurice A. Unger. Sth ed. 
South-Western Pub. Co. [1974] viii, 760 p. 
illus. 24 cm. ISBN 0-538-19640-8 Includes 
bibliographical references. [HD1375.U6 
1974] 73-75650 12.30 

1. Real estate business. I. Title. 


WENDT, Paul Francis, 
1908- 

Real estate appraisal: review and outlook 
[by] Paul F. Wendt. [Athens] University of 
Georgia Press: [1974] viii, 268 p. illus. 25 
cm. ISBN 0-8203-0317-8 Bibliography: p. 
261-266..[HD1387.W46] 72-97939 11.00 

i. Real property—-Valuation. I. Title. 


AICHE Southwestern Ohio 
Conference on Energy and 
Environment, Ist, Oxford, Ohio, 1973. 

Energy and the environment. Proceedings 

of the first annual AIChE Southwestern 

Ohio “Conference. Edited by Anthony J. 

Buonicore, Edmund J. Rolinski [and] 

Duane E. Earley. Dayton, Dayton and 

Ohio Valley Sections, American Institute 

of Chemical Engineers [1974] vii, 259 p. 

illus. 28 cm. "Sponsored by the Dayton 

and Ohio Valley Sections, American 

Institute of Chemical Engineers.” Includes 

bibliographical references. [HD9502.A2S68 

1973] 74-167268 15.00 (pbk.) 

i. Power  resources—Congresses. 2. 

Pollution—~Congresses. .3.- Energy 


G 


333.3°32 


333.7 
the 


Cincinnati, ' 


a £2) Sas 
F is + 


conservation—Congresses. 4. ; Waste 
products—Congresses. i Buonicore, 
Anthony J, ed. II. Rolinski, Edmund J, 

ed. IHM. Earley, Duane E, ed, I V. 
American Institute of Chemical Engineers. 
Dayton Section. V. American Institute of 
Chemical Engineers. Ohio Valley Section. 
VI. Title. 


COOPERATIVE approaches to 333.7 
world energy problems; a tripartite report 
by fifteen experts from the European 
Community, Japan, and North America. 
Washington, Brookings Institution [1974] 
iv, 51 p. 23 cm. ISBN 0-8157-1555-2 
Report of conclusions reached ai a 
conference held in Brussels, Mar. 25-29, 
1974, sponsored by the European 
Community Institute for University 
Studies, the Japan Economic Research 
Center, and the Brookings Institution. 
[HD9502.A2C66] 74-176108 1.00 (pbk) 

i. Energy policy—Congresses. I. European 
Community Institute for University 
Studies. If. Nihon Keizai Kenkyu Senta. 
UI. Brookings Institution, Washington, 
D.C 


DWIGGINS, Don. 333.7 
The search for energy. Chicago, Childrens 
Press [1974] p. ISBN 0-516-08857-2 "A 
Golden Gate junior book.” Discusses the 
discovery of different forms of energy, 
their uses in the past, and the possibilities 
for new kinds of energy in the future. 
[TJ153.D88] 74-7407 5.25 (lib. bdg.) 
I. Power resources—Juvenile literature. I. 
Title. 
Prepared from C.I.P. 
FORD Foundation. Energy 333.7 
Policy Project. 
Exploring energy choices; a preliminary 
report. [Washington, 1974] iii, 81 p. illus. 
28 cm. Includes bibliographical references. 
e N 1974] 74-7717157 0.75 
bk.). 
1. Energy policy—United States. I. Title. 


FROST & Sullivan, inc., New 333.7 
York. 

Government energy 'R & D market, New 

York [1974] x, 309 p. illus. 29 cm. 

[HD9502.U52F75 1974] 74-176194 445.00 

1. Energy policy—United States. 2. Power 

Peter Ce Eyre States. I 
Ttle. 


MITCHELL, Edward John, 
1937- 


333.7 


` US. energy policy: a primer [by] Edward 


J. Mitchell. Washington, American 
Enterprise Institute for Public Policy 
Research [1974] 103 p. illus. 23 cm. ISBN 
0-8447-3131-5 (National energy study 1) 
Includes bibliographical references. 
[HD9502,U52M57] 74-81456 3.00 (pbk.) 

1. Enelgy policy—United States. I. 


` American, Enterprise Institute for Public 


Policy Research. UZ. Title. HI. Series. 


NATIONAL Academy of 
Engineering. Task Force on Energy. 
U.S. energy prospects: an engineering 
viewpoint; a report. Washington, National 
Academy of Engineering, 1974. iii, 141 p. 
illus. 28,cm. ISBN 0-309-02237-1 Includes 
bibliographical references. [TJ153.N265 
1974] 74-10293 5.75 
1. Power resources—United States. 2. 
Energy conservation—United States. I. 
Title. 


PREDICASTS, inc. 333.7 
World energy supply & demand. Senior 
research analyst: Warren Ware. 
Cleveland, 1974. v, 97 L 30 cm. (ts 
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Special study 93) [HD9502.A2P74 1974] . 


74-172698 375.00 
1. Power resources—Statistics. I Ware, 
Warren W. II. Title. III. Series. : 


SHUTTLESWORTH, Dorothy E. 333.7 
Disappearing energy; an earth-shaking 
crisis [by Dorothy E. Shuttlesworth with 
Lee Ann Williams. [lst ed.] Garden City, 
N.Y., Doubleday [1974] p. cm. ISBN 0- 
385-04862-9. Discusses the sources of 
energy, their rapid depletion, and ways of 
conserving them. [TJ153.857] 73-20943 
5.95; 5.70 (lib. bdg.) ` 


1. Power resources—Juvenile literature. 2. 


Energy conservation—Juvenile literature. I. 
Williams, Lee Ann, joint author. II. Title. 
Prepared from C.I.P. 


SMITH, Vincent 
Kerry, 1945- 
Technical change; relative prices, and 
environmental resources evaluation [by] V. 
Kerry Smith. [Washington] Resources for 
the Future; distributed by Johns Hopkins 
University Press, Baltimore [1974] p. 
ISBN 0-8018-1626-2 Includes 


333.7°01°5118 


bibliographies. [HC79.E5S54] 74-6840 8.00 ` 


1. Environmental policy—Mathematical 
models, 2. Externalities (Economics)— 
Mathematical models, 3. Technological 


innovations—-Mathematical models. I. 
Title. 

Prepared from C.I.P. 

REYNOLDS, John Everett, 333.708 


comp. 
Readings in natural resource economics. 
Edited by John E. Reynolds, Robert N. 
Shulstad & J. Martin Redfern. saa York, 
MSS Information Corp. [1974] p. cm. 
TON 0-8422-5202-9 [HC55.R5] 74-13248 
1. Natural resources-—Addresses, ESSAYS, 
lectures. I. Shulstad, Robert N., joint 
comp. II. Redfern, J. Martin, joint comp. 
IIT. Title. 

Prepared from C.I.P. Pbk. 5.00, ISBN 0- 
8422-0449-0. 


BRANNON, Gerard 
Marion, 1922- 

Energy taxes and subsidies [by] Gerard. M. 

Brannon. [Cambridge, Mass.) Ballinger 

Pub. Co. [1974] p. ISBN 0-88410-308-0 

[HD9502.U52B68] 74-9645 8.50 

1. Energy policy--United States. 2. Power 


333.7°0973 | 


resources—Taxation—United States. 3. 


Subsidies—-United States. 4. Public 
utilities—Rates. I. Title. 

Prepared from C.I.P. 

FORD Foundation. 333.7°0973 


Energy Policy Project. 
A time to choose: America’s energy future; 
final report. Cambridge, Mass., Ballinger 
Pub. Co. [1974] p. cm. ISBN .0-88410- 
T [HD9502. U52F67 1974a] > 574- 14787 


1. Energy policy—United States” È Titte. 
Prepared from C.I.P. 


THE Good earth of Fndo73 
America; planning our land use. t Lowell, 
Harriss, editor] Englewood C 


Prentice-Hall [1974] p. cm. ISBN oy is 5 


w 


360347-4 (A Spectrum book) At head of. 


title: The American Assembly, Columbia 
University. Papers, prepared as background 
material for the Arden House Assembly on 
Land Yse. Includes bibliographical 
ret rèno; [HD205 1974.G65] 74:12007 


L Land—United States—Adidresses, 
essays, lectures. I. Harriss, ‘Clement 
Lowell, 1912- ed. II. American Assembly. 
Prepared from C.I.P. Pbk., 2.45, ISBN 0- 
13-360339-3. 
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HALACY, Daniel 

Stephen, 1919- 
The energy trap [by] D. S. Halacy, Jr. 
New York, Four Winds Press [1974] p. 
ISBN 0-590-07283-8 Describes the energy 
crisis, its link to the gross national product, 
and alternatives for. current and future fuel 


resources. [HD9502.U52H34] 74-8592 
6.50 
I. Power  resources—United States— 


Juvenile literature. 2. Energy policy— 
United States—Juvenile literature. 3. 
Environmental policy—United States— 
Juvenile literature. I. Title. 

Prepared from C.I.P. 


ISRAEL, Elaine. 333.7°0973 
The great energy crisis. New York, J. 
Messner [1974] p. cm. ISBN 0-671- 
32701-1 Discusses the fuel shortage, how it 
came about, and the search for new energy 
sources for the future. [HD9502.U52177] 
74-7596 5.95 

d. Power  resources—United States— 
Juvenile literature. 2. Energy policy— 
United States—Juvenile literature. 3. 
Fuel--United States—Juvenile literature. I. 
Title. 

Prepared from C.I.P. Library binding 5.29; 
ISBN 0-671-32702-X. 


MANOKE, Richard B., 
943- 

The’ failure of US. energy policy [by] 
Richard B. Mancke. New York, Columbia 
University Press, 1974. p. cm. ISBN 0- 
231-03787-3 Bibliography: p. 
[HD9502.U52M35] 74-5253 10.00 

i. Energy policy—United States. 2. 
Environmental policy—United States. 3. 
Petroleum—-Taxation—United States. I. 
Title. 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
231-03853-4. 


333.7°0973 


CONSERVATION 333.7'2°08 s 
Education Association. Publication 
Committee. 


Environmental conservation education; a 
selected annotated bibliography. Compiled 
for the Conservation Education 
Association. Danville, Ill, Interstate 
Printers & Publishers [1974] 70 p. 28 cm. 
(Conservation Education Association. 
Education: key to conservation, key no. 9) 
"Includes most of the books listed in the 
CEA bibliography [compiled by J. Carvajal 
and M. E. Munzer] published in 1968 and 
the supplement published in 1971.” 
(S946.C58 no. 9] [Z7164.N3] 016.333707 
73-92152 2.50 (pbk.). 

I. Conservation of natural resources— 
Study and  teaching—Bibliography. 2. 
Ecology—Study and teaching— 
Bibliography. L Title. If. Series. 


PROWER, Kenneth, 333.72’09965 
44- 

With their islands around them. [ist ed.] 
New York, Holt, Rinehart and Winston 
[1974] p. cm. ISBN  0-03-013121-9 
[QL84.7.P44B76] 74-4455 8.95 

1. Wildlife conservation—Pelew Islands. 2. 
Natural history—Pelew Islands. 3. Pelew 
Islands. I. Title. ; 

Prepared from C.I.P. 


BROKAW, Dennis. 333.7'8°0979 
The Pacific shore: meeting place of man 
and nature, by Dennis Brokaw and bse 
Marx. New York, Dutton, 1974. p. cm 

Dio iography;: p- [QH77. P33B76] 74-10667 


i. Nature conservation—Pacific coast 
(North America) 2. Natural history— 
Pacific coast (North America) 3. Pacific 
coast (North America) I Marx, no 
Joint author. IT. Title. 
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333.70973 


Prepared from CLP. 


CREDIT unions. 334.2 
Edited by Stephen Feldman. {Hempstead, 
N.Y., Hofstra University] 1974. xi, 489 p. 
illus. 28 cm. (Hofstra University yearbook 
of business, ser. 10, v. 2) Joint project of 
the Hofstra University Graduate School of 
Business and the Cow Bay Federal Credit 
Union. Includes bibliographies. 
[HG2037.C66] 74-75149 12.00 

i. Banks and banking, Cooperative— 
United States—Addresses, essays, lectures. 
L Feldman, Stephen, 1944- ed. Il. Hofstra 
University, Hempstead, N.Y. School of 
Business. II. Cow Bay Federal Credit 
Union. IV. Series: Hofstra University, 
Hempstead, N.Y. Yearbook of business, 
ser. 10, v. 2. 


WHITE, Anne Terry. 335.370924 B 
Eugene Debs: American Socialist. [New 
York] L. Hill [1974] p. cm. ISBN 0- 
88208-045-8 A biography of the trade 
union leader, political activist, and pacifist 
who ran five times as the socialist 
candidate for president. [HX84.D3W48] 92 
74-9350 5.95 


1. Debs, Eugene Victor, 1855-1926— 
Juvenile literature. I. Title. 

Prepared from C.I.P. 

LABEDZ, Leopold, ed. 335.4 


Revisionism; essays on the history of 
Marxist ideas. Plainview, N.Y., Books for 
Libraries Press [1974, c1962] p. cm. ISBN 
0-518-10166-5 (Essay index reprint series) 
(Reprint of the ed. publisned by Praeger, 
New York, which was issued as v. 1 of 
Library of international studies, and as no. 
102 of Praeger publications in Russian 
history and world communism.) 
[HX518.R4L28 1974] 74-2314 19.50 
Communist _ revistonism-——Addresses, 
essays, lectures. I. Title. 
Prepared from C.I.P. 


SOCIETY for the 335.4711 
Philosophical Study of Dialectical 
Materialism. 


Dialogues on the philosophy of Marxism, 
from the proceedings of the Society for the 
Philosophical Study of Dialectical 
Materialism. Edited by John Somerville 
and Howard L. Parsons. Westport, Conn., 
Greenwood Press [1974] xvi, 420 p. 23 
cm. ISBN 0-8371-6062-6 (Contributions in 
philosophy, no. 6) Includes bibliographical 
oye [B809.8.8557 1974] 77-149963 
.00 

I. Dialectical materialism—Addresses, 
essays, lectures. I. Somerville, John, 1905- 
ed. If. Parsons, Howard L., ed. Ill. Title. 
HODGES, Donald Clark, 333. 43°098 
923- 


The Latin American fevalitiod: politics - 


and strategy from Apro- en to 
Guevarism [by] Donald C Hodges. New 
York, W. Morrow, 1974. p. cm. ISBN 0- 
688-00315-X Bibliography:. p- [F1414. H62] 
74-7085 9.95 


l. Latin America-—Poliics. 2. Latin 
America—History—20th century. 3. 
Communism—Latin America. 4. 
Revolutions—Latin America. 5. 
Communist strategy. I. Title. 

Prepared from C.I.P. 

HSIUNG, James 335.43°4’0951 

Chieh, 1935- -> 


The logic of ”Maoism”; critiques and 
explication. Edited and with an introd. by 
James Chieh Hsiung. New York, Praeger 
[1974] p. cm. ISBN 0-275-09070-1 
(Praeger special studies in international, 
politics and government) Bibliography: p. 
[HX387.H77} 74-3515 18.59 


AMERICAN BOOK PUBLISHING RECORD 


1. Cominunism-—-China—Addresses, essays, 
lectures. 2. China—Foreign _relations— 
Addresses, essays, lectures. T. Title. 
Prepared from C.I.P. 


BROWN, Phil. 335.43°8'°15 
Toward a Marxist psychology. New York, « 
Harper & Row [1974] xix, 186 p. 19 cm. 
ISBN 0-06-091012-7 (Harper colophon 
books, CN 1012) Bibliography: p. -[171]- 
179. [BF121.B833] 73-17853 2.95 (pbk.) 

1. Psychology. 2. Communism. I. Title. 


DOMMEL, Paul Ro 336.1°85°0973 
The politics of revenue sharing [by] Paul 
R. Dommel. Bloomington, Indiana 
University Press [1974] p. cm. ISBN 0- 
253-34551-0 Bibliography: p. [HJ275.D65} 
74-376 6.95 

I. Intergovernmental fiscal relations— 
United States. 2. Grants-in-aid—United 
States. 3. United States—Politics and 
government—1969- I. Title. 

Prepared from C.I.P. 


PERSPECTIVES on tax 336.2°00973 
reform; death taxes, tax loopholes, and the 
value added tax [by] Richard E. Wagner 
[and others] Foreword by Thomas F. 
Johnson. New York, Praeger Publishers 
[1974] p. cm. ISBN 0-275-09280-1 
(Praeger special studies in U.S. economic, 
social, and political issues) "Published in 
cooperation with the American Enterprise 
Institute for Public Policy Research.” 
[HJ2381.P47 1974] 74-1749 13.50 

1. Inheritance and transfer tax—United 
States—Addresses, essays, lectures. 2. 
Income tax—United States—Addresses, 
essays, lectures. 3. Value-added tax— 
United States—Addresses, essays, lectures. 
4. Value-added tax—-Europe—Addresses, 
essays, lectures. I. Wagner, Richard E. 
Prepared from C.I.P. Contents omitted. 


CUNNANE, Thomas 336.2°424°0973 
F., 1936- 

Tax aspects of buying and leasing business 
property and equipment [by] Thomas F. 
Cunnane. Englewood Cliffs, N.J., Prentice- 
Hall [1974] 192 p. 29 cm. ISBN 0-13-. 


884965-X Includes bibliographical 
references. [HG4028.C4C85] 74-1390 
24.95 


I. Capital investments—United States. 2. 
Industrial equipment leases. 3. Leases— 
Taxation—United States. I. Title. 


HOLZMAN, Robert S. 336.2743 
Accountant's and treasurer’s complete 
guide to the accumulated earnings tax. 
Englewood Cliffs, Prentice-Hall 
[1974] p cm. ISBN  0-13-001099-5 
Includes bibliographical references, 
[HJ4653.U46H64] 74-8187 17.95 

i. Undistributed profits tax—United States. 
Í. Title. 

Prepared from C.LP. 


BRANNON, Gerard 

Marion, 1922- - 
Studies in energy tax policy, edited. by 
Gerard M. Brannon. Cambridge, Mass., 
Ballinger Pub. Co. [1974] p. cm. ISBN 0- 
88410-334-X “Reports to the Ford 
Foundation’s Energy Policy Project.” 
[HD9566.B64] 74-10960 8.50 


336.2'78°33827282 


L Petroleum industry and  trade— 
Taxation—United States. 2. Power. 
resources—United States. L Ford 


Foundation. Energy Policy Project. H. 
Title. 
Prepared from C.LP. 


THE Economics of public ‘336.73 
finance; essays by Alan S. Blinder . and 
[others] Washington, Brookings Institution 


` OCTOBER 31,1974 


[1974] p cm. 
(Studies on 


government finance) 
Bibliography: p. 
9.95 


[HJ257.2.E25] 74-276 


1. Finance, Public—United . States— 
Addresses, essays, lectures. 2. Finance, 
Public—Addresses, essays, lectures. I. 
Blinder, Alan S. H. Series: Brookings 
Institution, Washington, D.C. National 
Committee on Government Finance. 
Studies of government finance. 

Prepared from C.I.P. Pbk. 4.50, ISBN, 0- 
8157-0997-8. 


BAHL, Roy W. 336.7471 
Taxes, expenditures, and the economic 
base; case study of New York City [by] 
Roy W. Bahl, Alan K. Campbell [and] 
David Greytak. New York, Praeger [1974] 
p. cm. ISBN 0-275-08810-3 (Praeger 
special studies in U.S. economic, social, 
and political issues) Includes 
bibliographical references. [HC108.N7B25] 
74-1742 20.00 

1. New York (City)—-Economic conditions. 
2. Taxation—New York (City) 3. New 
York (City)—A ppropriations and 
expenditures. I Campbell, Alan K., joint 
author. II. Greytak, David, joint author. 
HY, Title: 

Prepared from C.I.P. 


BATY, Gordon B., 1938- 3387.04 
Entrepreneurship: playing to win [by] 
Gordon B. Baty. Reston, Va., Reston Pub. 
Co, [1974] p. cm. ISBN 0-87909-253-X 
Includes bibliographical . references. 
[HD69.N3B38] 74-13215 15.95 

i. Entrepreneur. 2. New business 
enterprises. I. Title. 

Prepared from C.I.P. 


IKE, Nobutaka. 338.0952 
Japan: the new superstate. San Francisco, 
W. H. Freeman [1974] p. cm. ISBN 0- 
7167-0767-5 Bibliography: p. 
[HC465.I5138] 74-6290 4.95 

i. Gross national product—Japan. 2. 
Japan—Economic conditions—1945- 3. 
Japan—Politics and government—1945- 4 
Japan—Foreign relations. I. Title. 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
7167-0766-7. 


NADIRI, M. Ishaq. 338.0973 
A disequilibrium model of demand for 
factors of production [by] M. Ishaq Nadiri 
and Sherwin Rosen. New York, National 
Bureau of Economic Research; distributed 
by Columbia University Press, 1973 
{c1974] xxiii, 200 p. illus. 24 cm. ISBN 0- 
87014-261-5 {National Bureau of 
Economic Research. General series, no. 
99) Bibliography: 191-196. 
(HC106.5.N218] 73-81541 12.50 

1. United States-—-Economic conditions— 
Mathematical models. 2. United States— 
Economic conditions—1945- 3. United 
States—Manufactures. 4. Production 
functions (Economic theory) I Rosen, 
Sherwin, joint author. II. Title. HI. Series. 


STONE, Donald N. 338’.09744'61 
Industrial location in metropolitan areas: a 
general model tested for Boston [by] 
Donald N. Stone. Foreword by Benjamin 
Chinitz. New York, Praeger [1974] p. cm. 


ISBN 0-275-09410-3 (Praeger special 
studies in U.S. economic, social, and 
political issues) Bibliography: 


[HC108.B65885 1974] 74-6282 12.50 

l1. Industries, Location of—Boston 
metropolitan area. 2. Industries, Location 
of. I. Title. 

Prepared from C.LP. 


ISBN 0-8157-0998-6 


HEWES, Laurence 
Isley, 1902- 
Rural development: world frontiers [by] 
Laurence Hewes. [ist ed.) Ames, Iowa 
State University Press, 1974. xxviii, 186 p. 
23 cm. ISBN 0-8138-1480-4 ”Several 
chapters of this book are heavily 
dependent on papers prepared for a 
Conference on Expanding World Needs 
for Food and Fiber and the Protection of 
the Ecosystem at the Center for the Study 
of Democratic Institutions (CSDI), Santa 
Barbara, California, August 9-13, 1971.” 
Bibliography: p. 173-180. [HD1417.H47] 
74-5199 6.95 

1. Underdeveloped areas—Agriculture. 2. 
International economic integration. 3. 
Rehabilitation, Rural. [I Conference on 
Expanding World Needs for Food and 
Fiber and the Protection of the Ecosystem, 
Center for the Study of Democratic 
Institutions, 1971. IT. Title. 


GOLDBERG, Ray Allan, 
1926- 

Agribusiness management for developing 
countries—Latin America [by] Ray A. 
Goldberg. Cambridge, Mass., Ballinger 
Pub. Co. [1974] p. cm. ISBN 0-88410- 
267-X [HD9014.C462G64] 74-9525 15.00 
1. Produce trade—Central America. 2. 
Agriculture—Economic aspects—Central 
America. 3. System analysis--Case studies. 
I. Title. 

Prepared trom C.I.P. 


TAYLOR, Henry Charles, 
1873-1969. 
The story of agricultural economics in the 
United States, 1840-1932: men, services, 
ideas [by] Henry C. and Anne Dewees 
Taylor. Farm finance section by Norman 
J. Wall; foreword by Everett E. Edwards; 
indexed by Adelaide R. Hasse Westport, 
Conn., Greenwood Press [1974, c1952] p. 
cm. ISBN 0-8371-7653-0 Reprint of the 
ed. published by the Iowa State College 
Press, Ames. Includes bibliographical 
aes [HD1761 -T28 1974] 74-10646 
1. Agriculture—Economic aspects—United 
States.: 2. Agriculture and state—United 
States. I. Taylor, Anne Dewees, joint 
author. Hf. Title. HI. Title: Agricultural 


338.1°09172°4 


338.1°0972 


338.1°0973 


economics in the United States, 1840- 
1932. 

Prepared from C-IP. 

DECANIO, Stephen J. 338.1°0975 


Agriculture in the postbellum South: the 
economics of production and supply [by] 
Stephen J. DeCanio. Cambridge, M.I.T. 
Press [1974] p. cm. (M.I.T. monographs 
in economics, 12) Includes bibliographical 
references. [HD1773.A5D4] 74-9636 15.00 
1. Agriculture—Economic aspects— 
Southern States—History. 2. Agriculture— 
Economic  aspects—Southern States— 
Mathematical models. I. Title. II. Series. 
Prepared from C.I.P. 


COCHRANE, Willard Wesley, 338.1°3 
1914- 


Farm prices, myth and reality-{eylN -Willard 
W. Cochrane. Po f i Conn., 
Greenwood Press [1 Cc ip. 
ISBN 0-8371-7688- 
published by Uni 
Press, Minneapolis. 
references. [HD176 
10.75 

i. Agricultural prices 
Agriculture—Economi 
States. I. Title. 
Prepared from C.I.P. 


LAL, Deepak. 338.173 
Methods of project analysis: a review. 
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{Washington, International Bank for 
Reconstruction and Development]; 
distributed by Johns Hopkins University 
Press, Baltimore [1974] xviii, 56 p. illus. 23 
cm. ISBN 0-8018-1615-7 (World Bank 
staff occasional papers, no. 16) 
Bibliography: p. 54-56. [HD47.5.L25] 73- 
20916 3.00 (pbk.) 

1. Cost effectiveness. 2. Underdeveloped 
areas-——Prices. I. Title. IT. Series. 
MAY, Jacques Meyer, 338.179°8 

1896- 

The ecology of malnutrition in westerr 
South America: Colombia, Ecuador, Peru. 
Bolivia, and Chile, by Jacques M. May anc 
Donna L. McLellan. [lst ed.} New York. 
Hafner Press, 1974. p. cm. ISBN 0-02- 


849070-3 (His Studies in medica. 
geography, v. 14) “Sponsored by the 
Office, - Chief of Research anc 


Development, United States Army, under 
contract no. DAAG-17-71-C-0042.”" 
[TX360.863M4] 74-4060 25.00 

1. Food supply—South America. 2. Diet— 
South America. 3. Malnutrition—South 
America. I. McLellan, Donna L., joint 
author. IT. Title. 

Prepared from C.I.P. 


HASS, Jerome E. 338.2°3 
Financing the energy industry [by] Jerome 
E. Hass, Edward J. Mitchell, [and] Bernell 
K. Stone, with the assistance of David H. 
Downes. Cambridge, Mass., Ballinger Pub. 
Co. [1974] p. cm. ISBN 0-88410-332-3 
"Report to the Ford Foundation’s Energy 
Policy Project.” Includes bibliographical 
references. [HD9564.H37] 74-10963 8.50 
I. Petroleum industry and trade—United 
States—Finance. 2. Power resources-— 
United States. I. Mitchell, Edward Johr, 
1937- If. Stone, Bernell Kenneth. HI, Ford 
Foundation. Energy Policy Project. IV. 
Title. 

Prepared from C.I.P. 


FROST & Sullivan, inc., 
New York. 

The coal gasification market. New York, 

1974. iv, 146 1. 29 cm. Issued in case. 

(HD9581.U5F76 1974] 74-175894 445.00 

1. Gas industry—United States. 2. Coal 

gasification—United States. I. Title. 


ROLT, Lionel Thomas 338.2°7°61 
Caswall, 1910- 

The potters’ field; a history of the South 
Devon ball clay industry [by] L. T. C. 
Rolt. Newton Abbot, North Pomfret, Vt, 
David & Charles [1974] 159 p. illus. 22 
cm. ISBN 0-7153-6504-5 Bibliography: p. 
151-152. [HD9592.8.D48R64 1974] 74- 
171464 10.50 

1. Clay industries—Devon, Eng.—History. 
L Title. , 


ROBERTSON, 
Marian. 

Diamond fever; South, African diamond 
history, 1866-9 from primary sources. Cape 
Town, New York, Oxford University Press, 
1974. 250 p. illus. 25 cm. ISBN 0-19- 
570002-3 Includes bibliographical 
references. [TN991.R6] 74-170826 22.00 

1. Diamond mines and mining—Africa, 
South—RHistory. I. Title. 


BERLIN, Edward. 338.4°3 
Perspective on power: a study of the 
regulation and pricing of electric power 
[by] Edward Berlin, Charles Cicchetti 
[and] William Gillen. Cambridge, Mass., 
Ballinger Pub. Co. [1974] p. cm. ISBN C- 
88410-312-9 Includes bibliographical 
references: [HD9685.U5B47] 74-12125 


338.272 


338.2°7°8209685 


L. Electric utilities—United -States—Costs. 


Ka] 
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2. Electric utilities—United States—Rates. 
3. Power resources--Law and legislation— 
United: States. I, Cicchetti, Charles J, joint 
author. I Gillen, William, joint author. 
UIT. Title. 

Prepared from C.I.P. 


HALPERIN, Don A. 338.473 
Construction funding; where the money 
comes from [by] Don A. Halperin. New 
York, Wiley [1974] p. cm. ISBN 0-471- 
34570-9 (Wiley series of practical 
construction guides) ”A Wiley-Interscience 
publication.” [HD9715.A2H3] 74-11188 


1. Construction industry—Finance. 2. 
Mortgage loans. 3. Leases. I. Title. 
Prepared from C.I.P. 


ALLVINE, 
Fred C. 
Highway robbery: an analysis of the 
gasoline crisis [by] Fred C. Allivine and 
James M. Patterson. Bloomington, Indiana 
University Press [1974] p. cm. ISBN 0- 
253-13750-0 Includes bibliographical 
ene [HD9564.A79 1974] 74-1598 

.00 
1. Petroleum industry and trade—United 
States. 2. Petroleum products—Prices— 
United States. I. Patterson, James Milton, 
joint author. II. Title. 
Prepared from C.I.P. 


FOSTER Associates. 338.4°3665'5 
Energy prices 1960-73; a reference book. 
eae Mass., Ballinger Pub. Co. 
[1974] p. cm. ISBN  0-88410-327-7 
[HD9564.F67} 74-9503 13.50 

Petroleum products—Prices—United 
States. 2. Gas, Natural—United States— 
Rates. 3. Electric utilities—United States— 
Rates. I. Title. 
Prepared from C.I.P. 


CANNON, James Spencer, 
1949- 

Environmental steel; pollution in the iron 
and steel industry, researched and written 
by James S. Cannon. Edited by Jean M. 
Halloran. Assisted by Joseph Adams. 
Advisors: Alice Tepper Marlin [and] 
Stephen Moody. New York, Praeger 
[1974] xii, 521 p. illus. 25 cm. (Praeger 
special studies in U.S. economic, social, 
and political issues) Study by the Council 
on Economic Priorities. Includes 
bibliographical references. [TD195.S7C36 
1974] 74-4333 16.50 

i. Steel-works—Environmental aspects— 
United States. I Council on Economic 
Priorities. II. Title. 


338.4’3665'538270973 


338.4°5 


NATIONAL 338.4°7'33333 
Association of Realtors. Dept. of 
Economics and Research. 

Real estate and construction; basic 


analytical tables. Chicago, 1974. v, 71 p. 
28 cm. [HD255.N35 1974] 74-170937 
10.00 

J. Real estate business—United States— 
Statistics. 2. Construction industry—United 
States—Statistics. T. Title. 


FROST & Sullivan, inc., 338.4°7°6 
New York. 
The process control market; a 


technological assessment & forecast. New 
York, 1974. iv, 168 1. 29 cm. On spine: 


Process control. [HD9696.P7F76 1974) 74- 


176064 445.00 
1. Process control equipment industry— 


United States. I. Title. If. Title: Process 
control 
FROST & 338.4’7°621381950973 


Sullivan, inc., New York. 
Computer performance evaluation (CPE) 


32 


market study. New York, 1974. vi, 195 p. 
29 cm. [HD9696.C63U51772 1974] 74- 
174988 445.00 

J. Computer industry—United States. 2. 
Electronic digital computers—Evaluation. 
I. Title. 


FROST & Sullivan, 
inc., New York. 
Ground & shipbased radars. New York 
[1974] 2 v. Gi, 490 p.) 29 cm. Title on 


338.4'7'6213848 


spine: The round radar market. 
THD 9696. R343U54 1974]  74-175953 
445.00 

i. Radar. I. Title. If. Title: The ground 
radar market. 

UNITED States. 338.4°7'6213841 


Federal Trade Commission. 

Report of the Federal Trade Commission 
on the radio industry. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06046-7 
(Telecommunications) Reprint of the 1924 
ed. published by the Gcvt. Print. Off., 
Washington. [HD9999.R15U5 1974] 74- 
4680 19.00 

1. Radio industry and trade—United 
States. 2. Radio—United States—Laws and 
regulations. I Title. I. Series: 
Telecommunications (New York, 1974- ) 


Prepared from C.I.P. 


WORLDWIDE 338.4°7°62138195025 
directory of computer companies, 1973- 
1974. Marie B. Waters, editor, and the 
staff of Academic Media. Orange, N.J., 
Academic Media [1973] viii, 633 p. 28 cm. 
"Represents a complete -evision of the 
1970 World directory of computer 
companies.” [HD9696.C62W67 1973] 77- 
114301 39.50 

1. Computer industry—Directories. I. 
Waters, Marie B., ed. II. Academic Media, 
Orange, N.J. 
NAU, Henry R., 333.4°7'621483094 

1941- 

National politics and international 
technology; nuclear reactor development in 
Western Europe [by] Henry R. Nau. 
Baltimore, Johns Hopkins University Press 
[1974] p. cm. ISBN  0-8018-1506-1 


Includes bibliographical references. 
[HD9698.E82N3] 73-19344 11.50 (lib. 
bdg.) 


1. Atomic energy industries—Europe. 2. 
Nuclear reactors. 3. Technology—Europe. 
I. Title. 

Prepared from C.I.P. 


FROST & Sullivan, 
inc., New York. 
The military airborne display market. New 
York, 1974. iti, 171 p. 29 cm. Title on 
spine: Airborne military displays. 

(UG485.F77 1974] 74-174987 445.00 

i. Information display systems. 2. United 
States—Armed Forces—Weapons systems. 
3. Aeronautics, Military—United States. I. 
Title. II. Title: Airborne misitary displays. 


338.4°7°623746 


FROST & 338.4’7°623730973 
Sullivan, inc., New York. 
The military commanc control & 


communications (C3) market. New York, 
1974. x, 280 p. illus. 29 cm. On spine: 
Command, control & communications. 
Issued in case. [UC263.F762 1974] 74- 
174943 445.00 

l. United States. Dept. of Defense— 
Procurement. 2. United States—Armed 
Forces—Comimunication systems. 3. 
United States—Armed Forces—Weapons 
systems. I Title. Hf. Title: Command, 
control & communications. 
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FROST & 338.4°7°6292260973 
Sullivan, inc., New York. 

The recreational vehicle and camping 

equipment markets in the U.S. New York, 

1974. xi, 171 1. 29 cm. [HD9710.U52F76 

1974] 74-175059 395.00 

I. Recreational vehicles—Statistics. 2. 


Camping—Outtits, supplies, ete.— 


Statistics. 3. Camping—United States-— 
Statistics. I. Title. 
ROTHSCHILD, 338.4°7°6292220973 
Emma, 1948- 


Paradise lost; the decline of the auto- 
industrial age. New York, Vintage Books 
(1974, c1973] p. cm. ISBN 0-394-71204-8 
Includes bibliographical references. 
oe U52R66 1974] 74-3349 1.95 


L. OA eee industry and trade—United 
States. I Title. 
Prepared from C.I.P. 


FROST & Sullivan, 
inc., New York. 
The food service and associated food, 
beverage, and disposables markets. New 
York, 1974. 2 v. (xii, A-G, a-d, 316 p.) 30 
cm. On spine: Food _ service-food, 
beverages & disposables. Each vol. issued 
in a case. [TX943.F76 1974] 74-175988 

475.00 
1. Food service. I. Title. If. Title: Food 
service-food, beverages & disposables. 


FROST & 338.4°7°66100973 
Sullivan, inc., New York. 

The industrial chemical specialties market. 
New York, 1974. iii, 164 1. 29 cm. On 
spine: Chemical specialties. Issued in case, 
[HD9651. 4.F76 1974] 74-175063 445.00 

1. Chemical industries—-United States. I. 
Title. If. Title: Chemical specialities. 


FROST & 338.4’7'66100973 
Sullivan, inc., New York. 

The U.S. industrial chemicals market. New 
York [1974] v, 162 1. illus. 29 cm. On 
spine: Chemical industries market. 
(HD9651.4.F76 1974a] 74-175058 445.00 
1. Chemical industries—United States. 2. 
Chemicals—Manutfacture and industry—- 
United States. I. Title. H. Title: Chemical 
industries market. 


MORENO 
Fraginals, Manuel. 
The sugarmill: the socioeconomic complex 
of sugar in Cuba. Translated by Cedric 
Belfrage. New York, Monthly Review 
Press [1974] p. cm. ISBN 0-85345-319-5 
Translation of El ingenio. Includes 
bibliographical references. 
[HD9114.C89M613] 73-90074 13.50 
1. Sugar trade—Cuba—RHistory. 2. Sugar-— 
Manufacture and refining—Cuba—RHistory. 
3. Sugar machinery. L Title. 
Prepared from C.I.P. 


COX, Thomas R., 
1933- 
Mills and markets; a history of the Pacific 
coast lumber industry to 1900 [by] Thomas 
R. Cox. Seattle, University of Washington 
Press [1974] p. cm. ISBN 0-295-95349-7 
(The Emil and Kathleen Sick lecture-book 
series in western history and biography) 
Pibliography: p. [HD9757.A5C69} 74-9505 
7.50 


338.47642 


338.4°7°664122097291 


338.4’7°6740979 


I. Lumber trade—Pacific Coast—RHistory. 
2. Sawmilis—Pacific Cqast—History. L 
Title. IT. Series. 

Prepared from C.I.P. 


FROST & Sullivan, 
inc., New York. 
Personal calculator market. New York, 
1974. iv, 134 1. 29 cm. On spine: Personal 


338.4°7°68114 
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calculators. ` [HD9696.C63U51772 1974a] 
74-175062 445.00 

1. Computer industry—United States. 2. 
Computer industry—Japan. I. Title. 


FROST & Sullivan, 
inc., New York. 
The air pollution bao arr aa market. 
New York, 1974. vii, p. 29 em. 
[HD9999.A563U54 ova) 74-175895 

445.00 

1. Air pollution control industries—United 
States. 2. Instrument industry—United 
States. I. Title. 


FROST & Sullivan, 
inc., New York. 
The commercial navigation and air traffic 
control markets. New York, 1974. vii, 239, 
21 p. 29 cm. On spine: Commercial 
navigation and air traffic control. 
(HD9696.A3U554 1974] 74-175908 445.00 
L Air traffic control—Equipment and 
supplies. 2. Aeronautical instruments. 3. 

Nautical instruments. I. Title. 


SHEMEL, Sidney. 338.4°7°780973 
More about this business of music [by] 
Sidney Shemel and illiam 
Krasilovsky. Edited by Lee Zhito. Rev. 
and enl. ed. [New York] Billboard 
Publications [1974] p. cm. ISBN 0-8230- 
7566-1 [ML3790.S49 1974] 74-12029 
10.95 

4. Music trade—United States. 2. Music— 
Economic aspects. 3. Copyright—Music. 4. 
Music, Popular (Songs, etc.)—Writing and 
publishing. I. Krasilovsky, M. William, 
joint author. IT. Title. 

Preparéd from C.I.P. Publisher’s address: 
1 Oster Plaza, New York 10036. 


GOVERNMENT and 338.4°7’7960973 
the sports business; papers prepared for a 
conference of experts, with an introduction 
and summary. Roger G. Noll, editor. 
Washington, D.C., Brookings Institution 
[1974] xiv, 445 p. illus. 24 cm. ISBN 0- 
8157-6106-6 (Studies in the regulation of 
economic activity) Bibliography: p. 429- 
432. [GV583.G68 1974] 74-4371 9.95 

i. Sports and  state—United States— 
Congresses. 2. Sports—United States— 
Congresses. I. Noll, Roger G., ed. I. Title. 
IIT. Series. 

Pbk. 3.95; ISBN 0-8157-6105-8. 


FRIEDMANN, Wolfgang 
Gaston, 1907-1972. 

Public and private enterprise in mixed 
economies, edited by Wolfgang Friedmann. 
New York, Columbia University Press, 


338.4°7°681755 


338.4'7°681753 


338.6°048 


1974. p. ISBN 0-231-03776-9 
(International legal studies) Includes 
bibliographical references. [LAW] 73- 
12406 17.50 


1. Government business enterprises---Law 

and legislation. 2. Trade regulation. 3. 
Government competition. I Title. H. 

Series: International legal studies (New 
York) 

Prepared from C.I.P. 

MARCUS, 338.7°6173810924 B 
Stanley, 1905- 

Minding the store; a memoir. [lst ed.] 

Boston, Little, Brown [1974] p. ISBN 0- 

316-54623-2 Autobiographical. 

[HF5429.5.D2M37] 74-10833 8.95 

L. Marcus, , Stanley, 1905- 2. 

Businessmen—Correspondence, 

reminiscences, etc. I. Title. 

Prepared from C.LP. 


SONNICHSEN, 338.7°62’23430924 B 
Charles Leland, 1901- 

Colonel Greene and the copper skyrocket; 

the spectacular rise and fall of William 


Cornell Greene: copper king, cattle baron, 
aad promoter extra-ordinary in Mexico, 
tte American Southwest, and the New 
York financial district [by] ©. L. 
Sonnichsen. Tucson, University of Arizona 
Fess [1974] x, 325 p. illus. 23 cm. ISBN 
0-8165-0429-6 Bibliography: p. 307-315. 


. [HD9539.C7U573] 74-77205 9.50 


f Greene, William Cornell, 1853-1911. 2. 
Copper industry and trade—United States. 
L Title. 

Fok. 4.95, ISBN 0-8165-0465-2. 


= TWART: Frank H., 1873- 
Fistory of the first United States mint. 
Lawrence, Mass., Quarterman Publications 
[ 974, c1924] 209 p. illus. 24 cm. ISBN 0- 
83000-030-9 Original t.p. reads: History of 
tae First United States mint, its people and 
is operations, by Frank H. Stewart. 
Frivately printed, 1924. Facsimile reprint. 
[1G459.S75 1974] 76-189173 15.00 

¿ Philadelphia. Old Mint Building. 2. 
f4ints—United States. I. Title. 


338.7°68 


WALSHE, G. 338.8°2°0942 
Fecent trends in monopoly in Great 
Eritain [by] G. Walshe. [London] 


Cambridge University Press [1974] xii, 144 
E 24 cm. ISBN 0-521-09863-7 (National 
lastitute of Economic and Social Research. 
Qccasional Papers, 27) [HD2847.W3] 74- 
75570 

ies Monopolies—Great Britain. 2. 
Oligopolics—Great Britain. L Title. IL 
teries. 

Distributed by Cambridge University Press, 
Mew York; 5.95 (pbk.). 


CAID, Abdul Aziz. 338.88 
“he new sovereigns; multinational 
corporations as world powers, edited by 
ébdul A. Said and Luiz R. Simmons. 
Englewood Cliffs, N.J., Prentice-Hall 
(1974, c1973] p. cm. ISBN 0-13-615799-8 
CA Spectrum book) Includes bibliographical 
nee [HD69.17823 1974] 74-11043 


— International business  enterprises-- 
addresses, essays, lectures. 2. World 
rolitics—1965- —Addresses, essays, 
ectures. I. Simmons, Luiz R. S., joint 
euthor. IT. Title. 

Trepared from C.I.P. 


aLTON, Thad Paul. 338.9438 
olish postwar economy. Westport, Conn., 
Greenwood Press [1974, c1954] p. cm. 
BBN 0-8371-7502-X Reprint of the 1955 
ed. published by Columbia University 
Fress, New York, in series: Studies of the 
Eussian Institute, Columbia University. 
Bibliography: p. [HC337.P7A68 1974] 74- 
2780 15.75 

. Poland—Economic policy-—1945-1955, 
— Title. II. Series: Columbia University. 
Russian Institute. Studies. 
Prepared from C.I.P. 


‘WILCZYNSKI, Jozef, 1922- 338.947 
Technology in Comecon: acceleration of 
æchnological progress through economic 
wanning and the market. New York, 
Praeger [1974, c1973] p. cm. (Praeger 
special studies in international economics 
znd development) [HC244.W57] 74-4414 
22.50 

‘. Europe, Eastern—Economie policy. 2. 
Technological Innovations---Europe, 
astern. 3. Technology—-Europe, Eastern. 
Z Title. 

Prepared from C.I.P. 


“AIR, Ray C. 339 
å model of macroeconomic activity [by] 
Ray C. Fair. Cambridge, Mass., Ballinger 
Pub. Co. [1974- p. cm. ISBN 0-88410- 


300 SOCIAL SCIENCE 


269-6 Contents.—v. 1. The theoretical 
model. Bibliography: v. 1, p. [HB171.F24] 
74-12199 12.50 

i. Macroeconomics— Mathematical 
models. I. Title. 

Prepared from C.I.P. 


SWEENEY, Richard J. 339 
A macro theory with micro foundations 
[by] Richard J. Sweeney. Cincinnati, 
South-Western Pub. Co. [1974] vii, 201 p. 
illus. 24 cm. JSBN 0-538-08780-3 
Bibliography: p. [192]-194. [HB171.S9&] 
73-90122 8.00 

L Macroeconomics—Mathematical 
models. I. Title. 


BLINDER, Alan S. 339.2701 
Toward an economic theory of income 
distribution [by] Alan S. Blinder. 
Cambridge, Mass., MIT Press [1974] p. 


cm. ISBN 0-262-02114-5 (M.LT. 
monographs in economics, 11) 
Bibliography: p. [HB601.B53] 74-5417 
10.00 


1. Income—Mathematical models. 2. 
Income——United States—Mathematical 
models. J. Title. I. Series. 

Prepared from C.1.P. 


FRIEDMAN, Philip, 1945- 339.2°094 
The impact of trade destruction cn 
national incomes; a study of Europe, 1924- 
1938. Gainesville, University Presses of 
Florida [1974] p. cm. ISBN 0-8130-0450- 
0 (University of Florida social sciences 
monographs, no. 52) Bibliography: p. 
[HF1531.F74] 74-6172 4.25 

1. Europe—Commercial policy—History. 
2. Europe-—Commerce— Mathematical 
models, 3. Income—Europe-—History. I. 
Title. Il. Series: Florida. University, 
Gainesville. University of Florida 
monographs. Social sciences, no. 52. 
Prepared from C.I.P. 


MICHIGAN. 339.47 170973 
University. Survey Research Center. 

Five thousand American families~patterns 
of economic progress. [Ann Arbor, 1974] 2 
v. 26 cm. ISBN  0-87944-154-2. 
Contents.—v. 1. An analysis of the first 
five years of the panel study of income 
dynamics.—-v. 2. Special studies of the first 
five years of the panel study of income 
dynamics. Includes bibliographies. 
[HC110.15M465 1974] 74-620002 15.00 
(each); 9.50 (each; pbk.) 

1. Income—-United States-—Case studies. 2. 
Family—United States—Case studies. 3. 
Cost and standard of living—United States. 
4. Panel analysis. I. Title. 


Law 340-349 


FENTEN, D. X. 340.023 
Ms.-attorney, by D. X. _ Fenten. 
Philadelphia, Westminster Press [1974] p. 
ISBN 0-664-32552-1 Discusses, for women 
interested in a law career, the scholastic 
preparation necessary, the training required 
for different specialties, and the particular 
challenges they face as women. 
[KF299.W6F45] 74-4492 5.50 

i. Women lawyers—United States. 2. 
Law-—Study and teaching—United States. 


3. Law schools~-United States— 
Directories. I. Title. 
Prepared from C.I.P. 
NATIONAL Association 340.024651 


of Legal Secretaries. 
Manual for the legal secretarial profession. 
Robert B. Krogfoss, editor. Rhoda V. 
Polley, book chairman. 2d ed. St. Paul, 
Minn., West Pub. Co., 1974. xxx, 928 p. 


33 


300 SOCIAL SCIENCE 


25 cm. Bibliography: p. 899-911. 
[KF319.N375 1974] 74-3533 12.00 

1. Legal secretaries—Handbooks, manuals, 
etc. I. Krogfoss, Robert B., ed. I. Title. 


LOUISIANA Association of 340.03 
Legal Secretaries. 

Legal secretary’s concise dictionary. Rev. 

and enl. Baton Rouge, Claitor’s Book 

Store, 1974. v, 304 p. 16 cm. (Claitor’s law 

books) [KF156.L67 1974] 74-176266 5.50 

1, Law-~-Terms and phrases. I. Title. 


KOGAN, Herman. 340°.06°277311 
The first century: the Chicago Bar 
Association, 1874-1974, Chicago, Rand 
McNally [1974] 320 p. illus. 24 cm. ISBN 
0-528-81974-7 Bibliography: p. 306-310. 
[KF334.C52C545] 74-788 12.50 

a oleae Bar Association—History. I. 
ytle. 


KRAINES, Oscar, 1916- 340.0973 
The world and ideas of Ernst Freund: the 
search for general principles of legislation 
and administrative law. University, 
University of Alabama Press [1974] ix, 221 
p. port. 22 cm. ISBN 0-8173-4819-0 
”Bibliography: the published writings of 
Ernst Freund”: p. 168-173. 
[KF373.F75K7] 73-22719 8.00 

1l. Freund, Ernst, 1864-1932. 2. 
Legislation—United States. 
Administrative law--United States. I. Title. 
Pbk. 3.50, ISBN 0-8173-4822-0 


SCHWARTZ, Bernard, 

1923- 
The American heritage history of the law 
in America. Editor: Alvin M. Josephy, Jr. 
New York, American Heritage Pub. Co.; 
book trade distribution by McGraw-Hill 
[1974] p. cm. ISBN  0-07-055749-7 
Bibliogigphy p. [KF352.834] 74-8264 
25.0 


340.0973 


I. Law—United States—History and 
criticism. I. American heritage. II. Title. 
IW, Title: History of the law in America. 
IV. Title: The law in America. 

Prepared from C.I.P. 


WATSON, Alan. 340.5°4°09 
Law making in the later Roman Republic. 
Oxford [Eng.] Clarendon Press, 1974. xii, 
211 p. 23 cm. ISBN 0-19-825326-5 
Includes bibliographical references. [LAW] 
74-171342 

i. Roman law—RHistory. I. Title. 
Distributed by Oxford University Press, 
New York, 17.00. 


SHEIKH, Ahmed, 1934- 341 
International law and national behavior; a 
behavioral interpretation of contemporary 
international law and politics. New York, 
Wiley [1974] p. om. ISBN 0-471-78229-7 
Bibtiography: p. [JX1395.S44] 73-19922 
11.9 


1. International relations. 2. International 
law. I Title. 
Prepared from C.I.P. Pbk. 7.95, ISBN 0- 
471-78230-0. 


BALL, Mary Margaret, 
1909- 

NATO and the European union 
movement, by M. Margaret Ball. Westport, 
Conn., Greenwood Press [1974, c1959] p. 
cm. ISBN 0-8371-7642-5 ”Published under 
the auspices of the London Institute of 
World Affairs.” Reprint of the ed. 
published by Stevens, London, which was 
issued as no. 45 of the Library of world 
affairs. Bibliography: p. [JN15.B3 1974] 
74-9319 19.25 

1. North Atlantic Treaty Organization. 2. 
European federation. T. Title. If. Series: 
The Library of world affairs, no. 45. 


34 


341.242 


Prepared from C.I.P. 


DEAK, Francis, 1898-1972, 341.3 
comp. 
A collection of neutrality laws, regulations 
and treaties of various countries, edited 
and annotated by Francis Deak and Philip 
C. Jessup. Westport, Conn., Greenwood 
Press [1974, c1939] 2 v. (Ixvii, 1615 p.) 23 
em. ISBN 0-8371-5715-3 Reprint of the 
ed. published by Carnegie Endowment for 
International Peace, Washington, in series: 
Publications of the Carnegie Endowment 
for International Peace, Division of 
International Law. Includes bibliographical 
Dearie [JX5355.D4 174] 70-138607 
.00 

4. Neutrality. 2. Treaties—Collections. 3. 
War (International law) I. Jessup, Philip 
C, joint comp. H. Title. IIL Title: 
Neutrality laws, regulatiors and treaties. 
IV. Series: Carnegie Endowment for 
International Peace. Division of 
International Law. Publications. 


VINCENT, R. J., 1943- 341.3 
Nonintervention and international order 
[by] R. J. Vincent. Princeton, N.J., 
Princeton University Press [1974] p. ISBN 
0-691-05652-8 ”Written under the auspices 
of the Center of International Studies, 
Princeton University.” A revision of the 
author’s thesis, Australian National 
University, Bibliography: p. [JX4071.V55] 
72-6526 18.50 

i. intervention (International law) 2. 
Sovereignty. I. Title. 

Prepared from C.I.P. 


LEWIN, Isaac, 1906- 341.4871 
Shall the sword devour forever? Essays. 
New York, Shengold Publishers [1974] 76 
p. 24 cm. ISBN 6-88400-007-9 [LAW] 74- 
78633 3.50 

1. Religious liberty (International law)-— 
Addresses, essays, lectures. I. Title. 


HENKIN, Louis. 341.73 
Arms control and inspectian in American 
Jaw. With a foreword by Philip C. Jessup. 
Westport, Conn., Greenwood Press [1974, 
c1958] p. cm. ISBN  0-8371-750i-1 
Reprint of the ed. published by Columbia 
University Press, New York. Bibliography: 
p. [JX1974.H44 1974] 74-5783 14.75 

1, Disarmament—Inspection. I. Title. 
Prepared from C.I.P. 


PELTON, Joseph N. 341.7°577 
Global communications satellite policy: 
INTELSAT, politics, and functionalism 
[by] Joseph N. Pelton. Foreword by Eric 
Burgess. Mt. Airy, Md., Lomond Books, 
1974. xi, 183 p. charts. 24 cm. ISBN 0- 
912338-32-6 Bibliography: p. 163-176. 
[HE9719.P4] 74-77978 14.50 

1 International Telecommunications 
Satellite Organization. I. Title. 


ASSOCIATION of the 342.73062 
Bar of the City of New York. Committee 
on Federal Legislation. 

The law of Presidential impeachment. New 

York, Harper & Row [1974] 57 p. 18 cm. 

ISBN 0-06-087074-5 (Harrow books} 

Includes bibliographical references. 

[KF5075.Z9A84] 74-175070 1.00 (pbk.). 

1. Impeachments—United States. I. Title. 


BLACK, Charles Lund, 342.73062 
1915- 


Impeachment; a handbook [by] Charles L. 
Black, Jr. New Haven, Yale University 
Press, 1974. ix, 80 p. 21 cm. ISBN 0-300- 
01813-5 (A Yale fastback, 14) 
Bibliography: p. 71-76. [KF5075.Z9B55] 
74-82692 1.95 (pbk.). 

1. Impeachments—United States. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


FRIEDMAN, Leon, comp. 342’.73°062 
U.S. versus Nixon, Nixon versus U.S.; the 
President in the Supreme Court. Editor: 
Leon Friedman. Introductory essay by 
Alan Westin. New York, Chelsea House 
Publishers, 1974. p. cm. ISBN 0-8352- 
0802-8 [KF4570.A7F74] 74-16403 15.00 

I. Nixon, Richard Milhous, 1913- 2. 
Executive privilege (Government 
intormation)J—United  States--Cases. 3. 
Watergate Affair, 1972- I. Title. 

Prepared from C.I.P. Distributed by R. R. 
Bowker. N. Y. 


NIKOLAIEFF, George 
À., comp. 
The President and the Constitution, edited 
by George A. Nikolaieff. New York, H. 
W. Wilson Co., 1974. p. cm. ISBN 0- 
8242-0523-5 (The Reference shelf, v. 46, 
no. 3) Bibliography: p. [KF5053.A2N54] 
74-16442 5.25 
1. Nixon, Richard Milhous, 1913- — 
Impeachment—Addresses, essays, lectures. 
2. Executive power—United  States— 
Addresses, essays, lectures. 3. Watergate 
Affair, 1972- —Addresses, essays, lectures. 
I. Title. If. Series. 
Prepared from C.I.P. 


ELLIOTT, Ward E. Y. 342’.73°07 
The rise of guardian democracy; the 
Supreme Court’s role in voting rights 
disputes, 1845-1969, [by] Ward E. Y. 
Elliott. Cambridge, Harvard University 
Press, 1974. xiv, 391 p. 25 cm. ISBN 0- 
674-77156-7 (Harvard political studies) 
Bibliography: p. 281-299. [KF4891.E43] 
73-90611 15.00 

1. United States. Supreme Court. 2. 
Suffrage—United States—History. I Title. 
IT. Series. 


FUNSTON, Richard, 
comp. 

Judicial crises; the Supreme Court in a 
changing America. [Cambridge, Mass.] 
Schenkman Pub. Co.; [distributed by 
Halsted Press, New York, 1974] viii, 376 
p. 23 cm. ISBN 0-470-28780-2 "A Halsted 
Press book.” Includes bibliographical 
references. [KF4549.F85} 74-2419 12.50 

1. United States. Supreme Court. 2. Civil 
rights—United States—Cases. I. Title. 


HOWARD, A. E. Dick. 
Commentaries on the constitution of 
Virginia [by] A. E. Dick Howard. 
Charlottesville, University Press of Virginia 
[1974] p. cm. ISBN  0-8139-0520-6 
Includes bibliographical references. 
([KFV2801 1970.A6H68] 74-10745 25.00 

i. Virginia—Constitutional law. I. Virginia. 
Constitution. 1974. If. Title. 

Prepared from C.LP. 


GINGER, Ray. 343 - 
Six days or forever? Tennessee v. John 
Thomas Scopes. New York, Oxford 
University Press [1974, c1969] 258 p. 20 
cm. ISBN 0-19-519784-4. (A Galaxy book) 
"Sources and acknowledgments”: p. 242- 
249, [[LAW]] 74-78755 2.95 (pbk.) 

or ta John Thomas. 2. Evolution. I. 
itle. 


TAX and other problems 343.06°7 
across the U.S.-Canada border. Arthur A. 
Feder [and] David A. Ward, co-chairmen. 
New York, Practising Law Institute [1974] 
544 p. 22 cm. (Tax law and practice course 
handbook series, no. 71) ”J4-3400.” 
“Prepared for distribution at the tax and 
other problems across the U.S.-Canada 
border seminar, April-May 1974.” [LAW] 
74-176008 20.00 

i. Investments, 
Canada. 2. 


342’.73°062 


342°.73°085 


342?.755’023 


Foreign—Taxation— 
Investments, Foreign— 
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Taxation—United States. 3. Taxation— 
Canada—Law. 4. Taxation—United 
States—Law. I. Feder, Arthur A. If. Ward, 
David A. II. New York (City). Practising 
Law Institute. IV. Title. V. Series. 


OLDMAN, Oliver 343.73043 
Sanford. 

State and local taxes and finance: text, 
problems, and cases, by Oliver Oldman 
[and] Ferdinand P. Schoettle. Mineola, 
N.Y., Foundation Press, 1974. xliv, 1094 
p. 26 cm. (University casebook series) 
Includes bibliographical references. 
[KF6730.A704] 74-75472 19.00 

i. Taxation, State—Cases. 2. Local 
taxation—United States—Cases. - L 
Schoettle, Ferdinand P., joint author. II. 
Tide. IH. Series. 


MILLER, Kenneth G. 343.73052 
Miller’s oil and gas; Federal income 
taxation. Editor: Kenneth G. Miller. 
Associate editor: James L. Houghton. 
[12th ed.] New York, Commerce Clearing 
House, 1974. viii, 547 p. 23 cm. First-l1th 
ed. published under title: Oil and gas. 
Includes bibliographical references. 
([KF6482.M5 1974] 74-176188 17.50 (pbk.) 
1. Income tax—United States—Law. 2. 
Petroleum—Taxation—United States. 3. 
Gas, Natural—Taxation—United States. I. 
Houghton, James L., joint author. II. Title. 


MICHAELSON, Arthur M. — 343”.73°053 
Income taxation of estates and trusts [by] 
Arthur M. Michaelson. Rev. ed. New 
York, Practising Law Institute, 1974. vi, 
129 p. 24 cm. (Estate planning and 
administration practice handbook series, 
no. 11) ”D1-0135.”? Includes 
bibliographical references. [KF6443.M45 
1974] 74-75362 20.00 

1. Decedents’ estates—Taxation—United 
States. 2. Trusts and trustees—Taxation— 
United States. I. Title. II. Series. 


ESTATE planning for 343’.73°062 
the corporate executive. Richard Reichler, 
chairman. New York, Practising Law 
Institute [1974] 384 p. 22 cm. (Estate 
planning and administration course 
handbook series, no. 45) ”’D4-2157.” Pages 
380-384 blank for notes. ”Prepared for 
distribution at the estate planning for the 
corporate executive seminar, April-May 
1974.” Includes bibliographies. 
[KF750.E83] 74-175869 20.00 

i. Estate planning—United States. 2. 
Executives—Taxation—United States. I. 
Reichler, : Richard, 1934- I. New York 
(City). Practising Law Institute. IHI. Title. 
IV. Series. 


THE Limited 343’.73°066 
partnership as an investment vehicle. 
Jacquin D. Bierman, chairman. Lyn 
Oliensis, editor. New York, Practising Law 
Institute [1974] xxvi, 487 p. 24 cm. (Tax 
transcript series, no. 10) ”J2-0490.” 
“Edited transcript, thoroughly revised and 
expanded by the faculty members from a 


PLI program ... given in New York City 
on April 27 and 28, 1973.” Includes 
bibliographical references. [KF6452.L49 


1974] 73-92302 50.00 

1, Limited parinership—Taxation—United 
States. I. Bierman, Jacquin D., 1915- ed. 
If, Series: Tax law and practice transcript 
series, no. 10. 
SMID William H., 343.73066 

7- 

Private foundations before and after the 
Tax reform act of 1969 [by] Wiliam H. 
Smith [and] Carolyn P. Chiechi. 
Washington, American Enterprise Institute 
for Public Policy Research [1974] 83 p. 23 


cm. ISBN 0-8447-3127-7 (Domestic affairs 
study 23) Includes bibliographical 
references. [HJ2337.U6S55] 74-81002 3.00 
(pbk 


1. United States. Laws, statutes, etc. Tax 
reform act of 1969. 2. Corporations, 
Nonprofit—Taxation—United States. 
Taxation, Exemption from—United States. 
I, Chiechi, Carolyn P., 1943- joint author. 
IL Title. Ill. ‘Series: Domestic affairs 
studies, 23. 


ROTHENBERG, Waldo G., 
1919- 

Tax aspects of acquisitions and mergers 

[by] Waldo G. Rothenberg. Englewood 

Cliffs, N.J., Prentice-Hall [1974] 212 p. 29 

em. ISBN  0-13-884908-0 Includes 

bibliographical references. 

[KF6499.C6R68] 74-787 24.95 

1 Consolidation and merger of 

corporations Taxadn- -United States. I. 
Ytle. 


343’.73°068 


LINDSTROM, Talbot S. 343°.73'072 
Antitrust consent decrees; voluntary 
antitrust compliance: analysis and history 
of Justice Department consent decrees. 
Compiled and edited by Talbot S. 
Lindstrom and Kevin P. Tighe. Rochester, 
N.Y., Lawyers Co-operative -Pub. Co., 
1974. 2 v. (ccxxiv, 1819 p.) 26 cm. 
Expanded compilation of the 1968 ed. 
issued by the American’ Enterprise 
Institute. [KF1657.C6L5] 74-76323 70.00 


(2v.). 
1. Trusts, Industrial—United States— 
Cases. 2. Consent decrees—United 


States—Cases. I. Tighe, Kevin P., joint 
author. II. American Enterprise Institute 
for Public Policy Research. Antitrust 
consent decrees, 1906-1966. Ill. Title. 


ROCKEFELLER, Edwin S. — 343”.73’072 
Antitrust questions and answers, by Edwin 
S. Rockefeller. Washington, Bureau of 
National Affairs [1974] xix, 683 p. 24 cm. 
ISBN 0-87179-183-8 [KF1649.R62] 73- 
93042 18.50 

I. Trusts, Industrial—United States—Law. 
I. Title. 


TREBLE damage 343’.73°072 
actions. Alexander Hammond, chairman. 
New York, Practising Law Institute [1974] 
184 p. 22 cm. (Litigation course handbook 
series, no. 67) ’Prepared for distribution at 
the Treble Damage Actions Program, June- 
July 1974.” ”H4-3804.” Pages 178-184 
blank. [KF1657.T7T743] 74-176265 20.00 
1. Trusts, Industrial—United States—Law. 
L Hammond, Alexander, 1916-. Ii. New 
York (City). Practising Law Institute. IIT. 
Title. IV. Series. 


bi alec Howard R., 
-ed. 

Cases and materials on the law of oil and 
gas, by Howard R. Williams, Richard C. 
Maxwell [and] Charles J. Meyers. 3d ed. 
Mineola, N.Y., Foundation Press, 1974. xl, 
890 p. 27 cm. (University casebook series) 
On cover: Oil and gas: cases and materials. 
Includes bibliographical references. 
[KF1843.W54 1974] 74-77465 16.50 

I. Petroleum law and legislation—United 
States—Cases. 2. Gas, Natural—Law and 
legislation—United States—Cases. L 
Maxwell, Richard Callender, 1919- ed. II. 
Meyers, Charles J, ed. HI. Title. IV. Title: 
Oil and gas: cases and materials. V. Series. 


COMMERCE Clearing 
House. 

New 1974 minimum wage law, with 

explanation: Fair labor standards act, with 

1974 amendments. Signed into law by the 

President, April 8, 1974. Public law 93- 


343.73077 


344.730121 
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259. [Chicago, 1974] 112 p. 23 cm. 
[KF3490.C59] 74-174948 3.00 (pbk.) 

1. Wages—Minimum wage—United States. 
IL United States. Law, statutes, etc. Fair 
labor standards act. 1974. IL Title. 


NATIONAL Medicolegal 344.73041 
Symposium, Las Vegas, 1973. 
Medicolegal. [Chicago, American Bar 
Association, 1974] 96 p. 28 cm. Sponsored 
by the National Conference of 
Representatives of the American Bar 
Association and the American Medical 
Association. Includes bibliographical 
references. [KF3821.A75N37 1973] 74- 
176152 5.00 

I. Medical laws and legislation—United 
States—Addresses, essays, lectures. 2. 
Medical jurisprudence-—-United States-—- 
Addresses, essays, lectures. I. National 
Conference of Representatives of the 
American Bar Association and the 
American Medical Association. I. Title. 


CALIFORNIA. Laws, 
statutes, etc. 

The workmen’s compensation laws of 
California [1973-1974] effective January 1, 
1974, including insurance, safety and 
related provisions. Compiled from the 
Labor code and other sources. Warren L. 
Hanna, editorial director. L. W. Peterson, 
associate editor-in-chief. New York, M. 
Bender [1974] 1 v. (various pagings) 24 
cm. [KFC592.A3 1974] 74-176245 15.00; 
5.50 (pbk.) 

1. Workmen’s compensation—California. I. 


344°.794’021 


Hanna, Warren Leonard, 1898- ed. I. 
Title. 
RIEL, Louis David, 345°.71°0231 


1844-1885, defendant. 

The Queen v Louis Riel. With an 
introduction by Desmond Morton. 
[Toronto, Buffalo] University of Toronto 
Press [1974] xxxv, 383 p. illus. 23 cm. 
ISBN 0-8020-2124-7 (Social history of 
Canada 19) Includes bibliographical 
references. [LAW] 73-91562 18.50 

1. Riel, Louis David, 1844-1885. 2. Riel 
rebellion, 1885. L Morton, Desmond. II. 
Title. III. Series. 
Pbk. 4.95, ISBN 0-8020-6232-6. 


SINK, John M. 345’.73'023 
Political criminal trials; how to defend 
them, by John M. Sink. New York, C. 
Boardman Co., 1974. xxvii, 666 p. 24 cm. 
ISBN 0-87632-103-1 (Criminal law series) 
([KF9656.S56] 73-89533 27.50 

i. Trial practice—United States. 2. 
Political crimes and offenses—United 
States. I. Title. 


SCHRAG, Peter. 345.730231 
Test of loyalty: Daniel Ellsberg and the 
rituals of secret government. New York, 
Simon and Schuster [1974] 414 p. 23 cm. 
ISBN 0-671-21787-9 [KF224.E46S37] 74- 
111 9.95 

I. Ellsberg, Daniel. 2. Russo, Anthony 
Joseph. 3. The Pentagon papers. I. Title. 


ZIMROTH, Peter L. 345’.73'0231 
Perversions of justice; the prosecution and 
acquittal of the Panther 21 [by] Peter L. 
Zimroth. New York, Viking Press [1974] 
423 p. 22 cm. ISBN 0-670-54838-8 
(KF224.B55Z5] 73-19040 12.95 

1. Black Panthers Trial, New York, 1970- 
1971. I. Title. 


MEIKLEJOHN Civil 
Liberties Institute. 
Angela Davis case collection; annotazed 
procedural guide and index. Ann Fagan 
Ginger, editor. [Berkeley, Calif., 1974] 
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300 SOCIAL SCIENCE 


xxix, 162 p. 22 cm. ISBN 0-913876-05-4 
(KF224.D3M4] 74-75744 12.50 

1. Davis, Angela Yvonne, 1944- I. Ginger, 
Ann Fagan, ed. IT. Title. 


MORE, Harry W. 345.7305 
Principles and procedures of the justice 
system, Harry W. More, volume 
coordinator. New York, Wiley [1974] p. 
em. ISBN 0-471-61508-0 (Administration 
of justice series) Includes bibliographies. 
[KF9223.M643] 74-7062 9.95 

1. Criminal justice, Administration of— 
United States. I. Title. 

Prepared from C.I.P. 


VARON, Joseph A. 345’.73°052 
Searches, seizures, and immunities, by 
Joseph A. Varon. 2d ed. Indianapolis, 
Bobbs-Merrill [1974] 2 v. (xvi, 1484 p.) 
forms. 27 cm. [KF9630.Z95V37 1974] 73- 
20923 60.00 

1. Searches and seizures—United States— 
sates, 2. Arrest—United States—States. I. 

ytle. 


THE Juvenile court. 345.7308 
Introduction by Robert M. Mennel. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-05965-5 (Children and youth: social 
problems and social policy) Reprint of the 
Chicago Juvenile Court, by H. R. Jeter, 
first published in 1922; of The child, the 
family, and the court, by B. Flexner, R. 
Oppenheimer, and K. F. Lenroot, first 
published in 1939, and of 3 -other 
previously published articles: In re Gault 
and the future of juvenile law, by N. 
Dorsen and D. A. Rezneck; The Gault 
case: its practical impact on the philosophy 
of juvenile court, by J. W. Polier; and the 
Dilemma of the post-Gault juvenile court, 
by J. G. Miller. Includes bibliographical 
references. [HV9091.J88] 74-1688 17.00 

i, Juvenile courts—United States— 
Queer essays, lectures. IL Title. II. 
eri 

Prepared from C.I.P. 


BARNES, James J. 346.0482 
Authors, publishers, and politicians: the 
quest for an Anglo-American copyright 
agreement, 1815-1854 [by] James J. 
Barnes. Columbus, Ohio State University 
Press [1974] p. cm. ISBN 0-8142-0210-1 
[LAW] 74-12489 13.00 

1. Copyright, International. 2. Copyright— 
United States—History. 3. Copyright— 
Great Britain—History. I. Title. 

Prepared from C.I.P. 


CRAWFORD, Clan, 1927- 346.73 
Handbook of zoning and land use 
ordinances—with forms. Englewood Cliffs, 
N.J., Prentice-Hall [1974] 207: p. illus. 26 
cm. ISBN 0-13-382945-6 [KF5698.C68] 
045 73-13629 17.95 

l. Zoning law—United States. 2. Zoning 
law—United States—Forms. I. Title. 


KEHOE, Patrick E., 346’.73'0433 
1941- 
Cooperatives and condominiums, by 


Patrick E. Kehoe. Dobbs Ferry, N.Y., 
Oceana Publications, 1974. p. cm. ISBN 
0-379-11091-1 (Legal almanac series, no. 
72) [KF581.Z9K4] 74-8270 4.00 

4. Condominium (Housing)—United States. 
2. Housing, Cooperative—United States. I. 
Title. 

Prepared from C.I.P. 


JESSUP, Libby F. 346°.73°04342 
Landlord and tenant, by Libby F. Jessup. 
[Rev. ed.] Dobbs Ferry, N.Y., Oceana 
Publications, 1974. p. cm. ISBN 0-379- 
11089-X (Legal almanac series, no. 11) 
Rev. ed. of Landlord, tenant, and co-op 
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housing, b F. W. H. Kuchler. 
[KF590.Z9347 1974] 74-11376 4.00 

i. Landlord and tenant—United States. I. 
Kuchler, Frances W. H. Landlord, tenant, 
and co-op housing. IT. Title. 

Prepared from C.I.P. 


MOSBURG, Lewis G. 346.730437 
Real estate syndicate offerings: law & 
practice [by] Lewis G. Mosburg, Jr. San 
Francisco, Real Estate Syndication Digest 
[1974] xi, 266 p. 24 cm. ISBN 0-913388- 
01-7 Includes bibliographical references. 
[KF1079.M68] 74-75195 22.50 

i. Real estate investment trusts—Unites 
States. 2. Syndicates (Finance)—United 
States. I. Title. 


Publisher’s address: 235 Montgomery 
Street, Suite 901, San Francisco, Ca. 
94104. 
STEUBEN, Norton L., 346°.73°0437 
comp. 
Real estate planning; cases, materials, 


problems, questions and commentary on 
the planning of real estate transactions, by 
Norton L. Steuben. Mineola, N.Y., 
Foundation Press, 1974. liv, 958 p. 27 cm. 
(University casebook seriesi Kept up to 
date by supplements. [KF665. A487] 73- 
94338 16.00 

1. eds and  purcaasers—United 
States—Cases. 2. Real estate business— 
Law and legislation—United States—Cases. 
3. Real estate business—United States— 
Finance. I. Title. II. Series. 


LAND use regulation: 346.73045 
practice and procedure. 2d. Jerome L. 
Hillis, chairman. New York, Practising 
Law Institute [1974] 256 p. illus. 22 cm. 
(Real estate law and practice course 
handbook series, no. 97} ”N4-3336.” 
”Prepared for distribution at the land use 
regulation program, May 23-24, New York 
City.” Includes bibliographical references. 
[KF5698.L36] 74-176157 20.00 

i. Zoning law—United States. I. Hillis, 
Jerome L. I. New York (City). Practising 
Law Institute. III. Title. IV. Series. 


BELL, Alexander 346’.73°0486 
Graham, 1847-1922. 

The Bell telephone. New York, Arno 
Press, 1974. p. cm. ISBN 9-405-06032-7 
Reprint of the 1908 ed. printed by 
American Bell Telephone Co., Boston. 
[TK6018.B4B44 1974] 74-4665 25.00 

1. Telephone—United States. I. Title. 
Prepared from C.I.P. 


CALVERT, Robert 
Peyton, 1889-1969, ed. 
The encyclopedia of patent practice and 
invention management; a comprehensive 
statement of the principles and procedures 
in solicitation, enforcement, and licensing 
of patents and recognition end utilization 
of inventions, written by an eminent staff 
of contributing authors. Edited by Robert 
Calvert. Huntington, N.Y., R. E. Krieger 
Pub. Co. [1974, c1964] xix, 860 p. illus. 24 
em. ISBN 0-88275-184-6 Reprint of the 
ed. published by Reinhold, New York. 
Includes bibliographical references. 
[KF3109.5.C3 1974] 74-1028 36.75 
1. Patent laws and legisiation—United 
States. I. Title. If. Title: Patent practice 
and invention management. 


COLEMAN, Peter J. 346.7307709 
Debtors and creditors in America: 
insolvency, imprisonment for debt, and 
bankruptcy, 1607-1900 [by] Peter J. 
Coleman. Madison, State Historical 
Society of Wisconsin, 1974. p. cm. ISBN 
0-87020-141-7 Includes bibliographical 
references. [KF1501.C64] 74-502 17.50 


346.730486 


` AMERICAN BOOK PUBLISHING RECORD 


I. Debtor and creditor—United States-—- 
History. I. Title. 
Prepared from C.LP. 


WAPREN, William D, 
1924- 

Cases and materials on debtor—creditor 
daw, by William D. Warren and William E. 
Hogan. Mineola, N.Y., Foundation Press, 
1974. xxvi, 872 p. 27 cm. (University 
casebook series) “Successor to Creditors’ 
rights and secured transactions under the 
UCC [by W. E. Hogan and W. D. Warren] 
” Title on spine: Cases on debtor-creditor 
law. [KF1501.A7W37] 74-75313 16.00 

1. Bankruptcy—United States—Cases. 2, 
Security (Law)—United States—Cases. 3. 
Debtor and creditor--United States-—— 
Cases. I. Hogan, William Edward, 1928- 
joint author. If, Hogan, William Edward, 
1928- Cases and materials on creditors’ 
rights and secured transactions under the 
UCC. IIT. Title. IV. Title: Debtor—creditor 
law. V. Series. 


WHITE, Edwin Harold, 
1894- 
Business insurance [by] Edwin H. White 
and Herbert Chasman. 4th ed. Englewood 
Cliffs, N.J., Prentice-Hall [1974] p. ISBN 
0-13-100859-5 [KF1180.B8W47 1974] 74- 
5286 15.00 
1. Insurance, Business life—United States. 
2. Insurance, Business--United States. I. 
Chasman, Herbert, joint author. If, Title. 
Prepared from C.I.P. 


MIRZA, Jerome. 346.77303 
Illinois tort law and practice, by Jerome 
Mirza and Jean Appleman. Rochester, 
N.Y., Lawyers Co-operative Pub. Co., 
1974. xvii, 516 p. 26 cm. Includes 
bibliographical references. [KFI1395.M57] 
74-79806 35.00 

J. Torts—Illinois. I. Appleman, Jean, joint 
author. IT. Title. 


DAINES, David 
Rainey. 
Water legislation in the Andean pact 
countries, by David Rainey Daines and 
Gonzalo Falconi H. Logan, Utah State 
University Press, 1974. p. cm. ISBN 0- 
87421-066-6 Translation of Legislacion de 
aguas en los paises del Grupo Andino. 
Contributions and suggestions received 
from participants to the Andean Pact 
Water Law Seminar (Seminario de Leyes 
de Agua del Pacto Andino) held in Quito, 
Leap in Jan. 1974. [LAW] 74-16405 
1. Water—Laws and legislation—South 
America. I. Falconi H, Gonzalo, joint 
author. IT. Title. 

Prepared from C.I.P. 


CUNEO, John R. 347’.73'2634 B 
John Marshall, judicial statesman, by John 
R. Cuneo. New York, McGraw-Hill [1974] 
p. A biography of the Supreme Court 
justice who strengthened the Supreme 
Court and made t z fully equal third 
branch of overnment. 
{[KF8745.M3C85] 74- 971 17 4.72 (lib. bdg.). 
1. Marshall, John, 1755-1835. I. Title. 
Prepared from C.I.P. 


UNITED States. 
Congress. Senate. 
Judiciary. 

A judge on trial. Hearings, Ninety-first 

Congress, second session, on the 

nomination of George Harrold Carswell, to 

be Associate Justice of the-Supreme Court 
of the United States. And an appendix’ 
including the Committee on the Judiciary 
report together with individual views on 
the nomination of George Harrold 


346.73078 


346’.73°086 


346°.8'04691 


347.732634 
Committee on the 


OCTOBER 31,1974 


Carswell. With a new introd. by William F. 
Swindler. New York, Da Capo Press, 
1974. p. cm. ISBN 0-306-70209-6 Reprint 
of the 1970 ed. issued by U.S. Govt. Print. 
Off., Washington, under title: George 
Harrold Carswell. [KF26.J8 1970f] 74-9917 
15.00 (lib. bdg.) 

1. Carswell, George Harrold, 1919- 1I. Title. 
Prepared from C.LP. 


LEE, Alfred T., 1927- 347.7366 
Handbook for the businessman as a 
witness, by Alfred T. Lee. New York, 
United States Trademark Association 
[1974] vi, 53 p. 22 em. [KF8950.Z9L43] 
74-80504 3.50 (pbk.). 

1. Witnesses—United States. I. Title. 
Publisher’s address: 6 East 45 Street, New 
York, 10017. 


KLEINER, Jack, 1933- 347’.758°07 
Trial handbook for Georgia lawyers, by 
Jack Kleiner. Rochester, N.Y., Lawyers 
Co-operative Pub. Co., 1974. xxi, 433 p. 
28 cm. [KFG538.K55] 73-92581 35.00 

1. Trial practice--Georgia. I. Title. 


SHEPARD'S law review 348.7327 
citations; a compilation of citations to law 
reviews and legal periodicals. [Compiled b 
the publisher’s editorial staff] 2d ed. 
Colorado Springs, Shepard’s Citation, inc., 
1974. 854 p. 26 cm. Kept up to date by 
cumulative supplements, which are 
replaced from time to time by bound vols. 
[KF105.2.844 1974] 74-8539 85.00 

i. Annotations and citations (Law)— 
United States. I. Shepard's Citations, inc. 





NATIONAL 350°.0007°1173 
Association of Schools of Public Affairs 
and Administration. 

Guidelines and standards for professional 

masters degree programs in public 

affairs/public administration. Washington, 

1974. ii, 38 p. 23 cm. [JF1338.A2N28 

1974] 74-83241 2.00 (pbk.). 

1. Public _administration—Study and 

teaching (Higher)-—United States. I. Title. 


oA ee Alexander, 1888- 
962. 

Reflections on international administration. 
Westport, Conn., Greenwood Press [1974] 
p. cm. ISBN 0-8371-7618-2 Reprint of the 
1956 ed. published by the Clarendon Press, 
Oxford. [JX1995.L6 1974] 74-9168 15.00 
(lib. bdg.) 

1. International officials and employees. 2. 
International agencies. I. Title. 

Prepared from C.I.P. 


350.89 


GWYN, William B. 352’.0029°0973 
Barriers to establishing urban ombudsmen: 
the case of Newark [by] William B. Gwyn. 
Berkeley, Institute of Governmental 
Studies, University of California, 1974. xiv, 
93 p. 23 cm. ISBN 0-87772-200-5 "A 
publication of the Institute’s Ombudsman 
Activities Project.” Includes bibliographical 
references. [JS1242.4.A4 1974] 74-11446 
4.50 (pbk.). 

1. Ombudsman—Newark, N.J. 2. Newark, 
N.J.—Politics » and government. i 
California. University. Institute of 
Governmental Studies, IT. Title. 


TORRENCE, Susan 
Walker. 
Grass roots government; the county in 


352’.0073°0973 


American politics. Washington, R. B. Luce 
[1974] ix, 243 p. illus. 23 cm. ISBN, 0- 
$8331-027-9 Includes bibliographical 
references. [JS411.T67] 72-97709 7.95 

1. County government—United States. I. 
Title. 


KOTTER, John P., 
1947- 

Mayors in action: five approaches to urban 

governance [by] John P. Kotter [and] Paul 

R. Lawrence. New York, Wiley [1974] p. 

cm. ISBN 0-471-50540-4 (Wiley series in 

urban research) ”A  Wiley-Interscience 

publicaticn.” Bibliography: p. [JS141.K67] 

74-10790 16.50 

1. Mayars—United States. 2. Mayors— 

United States—Case studies. I. Lawrence, 

Paul R., joint author. IT. Title. 

Prepared from C.I.P. 


352’.0083°0973 


BURKHEAD,, Jesse. 352’.12°0973 
Municipal budgeting; a primer for elected 
officials, by Jesse Burkhead and Paul 
Bringewatt. Washington, Joint Center for 
Political Studies, 1974. viii, 90 p. 28 cm. 
Written for the Joint Center for Political 
Studies.” Bibliography: p. 89-90. 
[HJ9147.B84] 74-79953 3.00 (pbk.) 

I. Municipal budgets—United States. 2. 
Municipal finance—United States. 3. 
Grants-in-aid—United States. L 
Bringewatt, Paul, joint author. II. Joint 
Center for Political Studies. IT. Title. 


BENJAMIN, Gerald. 352’.98°097471 
Race reiations and the New York City 
Commission on Human Rights. Ithaca 
[N.Y.] Cornell University Press [1974] 274 
p. 22 cm. ISBN  0-8014-0826-1 
Bibliography: p. 261-268. 
[JC599.U52N523] 73-20790 12.50 

1. New York (City). City Commission on 
Human Rights. 2. Civil rights—New York 
(ay 3. New York (City)—Race question. 
. Title. 


ARCHER, Jules. 353 
Washington vs. Main Street; the struggle 
between Federal and local power. New 
York, Crowell [1974] p. ISBN 0-690- 
00005-7 Bibliography: p. Chronicles the 
Struggles between Federal and local power 
from before the Declaration of 
Independence through the present. 
[JK325.A77] 74-8623 5.95 

1. Federal government—United States— 
Juvenile literature. I. Title. 

Prepared from C.I.P. 


BLACK, Peter E., 353.008’232 
comp. 
Readings in environmental impact. Edited 
by Peter E. Black & Lee P. Herrington. 
New York, MSS Information Corp. [1974] 
p. cm. ISBN 0-8422-5201-0 
[KF3775.A75B55] 74-13079 14.00 
1. Environmental law—United States— 
Addresses, Essays, lectures. 2. 
Environmental policy—United States— 
Addresses, essays, 
Environmental impact statements— 
Addresses, essays, lectures. I Herrington, 
Lee Pierce, joint comp. IT. Title. 
Preparec from C.I.P. Pbk. 8.75, ISBN 0- 
8422-0451-2. 


GROSS, James A., 1933- 353.008'3 
The making of the National Labor 
Relations Board; a study in economics, 
politics, and the law [by] James A. Gross. 
Albany, State University of New York 
Press, 1974- p. ISBN 0-87395-270-7 


lectures. an 
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1933-1937. Includes 
[KF3372.G76] 


Contents.—1. 
bibliographical references. 
74-5284 10.00 . 
1. United States. National Labor Relations 
Board. I. Title. 

Prepared from C.I.P. 


MCCULLOCH, Frank W. 353.008°3 
The National Labor Relations Board [by] 
Frank W. McCulloch and Tim Bornstein. 
New York, Praeger Publishers [1974] xii, 
200 p. illus. 22 cm. (Praeger library of U.S. 
Government departments and agencies, 41) 
Bibliography: p. 193-195. [KF3372.M23] 
73-10657 10.00 

1. United States. National Labor Relations 
Board. I. Bornstein, Tim, joint author. 


GOLDSMITH, William M. 353.03°2 
The growth of Presidential power; a 
documentary history, by William M. 
Goldsmith. New York, Chelsea House 
Publishers [1974] p. cm. ISBN 0-8352- 
0778-1 Contents.—v. 1. The formative 
years.—v. 2. Decline and resurgence.—v.- 
3. Triumph and re-appraisal. Includes 
bibliographies. [JK511.G64] 74-9623 96.50 
(3 vol. set.) 

i. Executive power—United States— 
History. 2. Presidents—United States— 
History. I Title. 

Prepared from C.I.P. Distributed by 
Bowker. 


UNITED States. Library 353.03'2 
of Congress. Legislative Reference 
Service. 

The powers of the President as 


Commander in Chief of the Army and 
Navy of the United States, by Dorothy 
Schaffter and Dorothy M. Mathews. New 
York, Da Capo Press, 1974. xi, 145 p. 23 
cm. ISBN 0-306-70615-6 (Da Capo Press 
reprints in American constitutional and 
legal history) Reprint of the 1956 ed. 
published by the U.S. Govt. Print. Off., 
Washington, which was issued as 84th 
Congress, 2d session, House document no. 
443. [JK558.U54 1974] 76-172099 10.00 

1. Executive power—United States. 2. 
United States—Miulitary policy. I. Schaffter, 
Dorothy. II. Mathews, Dorothy M. HI. 
Title. IV. Series: United States. 84th 


Congress, 2d session, 1956. House. 
Document no. 443. 
JOHNSON, Andrew, Pres. 353.03°6 


U.S., 1808-1875, defendant. 
The impeachment and trial of Andrew 
Johnson, President of the United States; 
the complete record of the impeachment in 
the House of Representatives, the 
preliminary proceedings in the Senate, the 
articles of impeachment, and the full 
proceedings in the court of impeachment 
of the Senate of the United States. By the 
United States Congress. New York, Dover 
Publications [1974] 289 p. 29 cm. ISBN 0- 
486-23093-7 Reprint of the 1868 ed. 
published by T. B. Peterson, Philadelphia, 
under title: The great impeachment and 
trial of Andrew Johnson. [KF5076.J6A2 
1974] 74-80726 4.95 (pbk.) 
1. Johnson, Andrew, Pres. U.S. 1808- 
1875—JImpeachment. I. Title. 


BACCHUS, William L., 1940- 353.1 
Foreign policy and the bureaucratic 
process; the State Department’s country 
director system [by] William L. Bacchus. 
Princeton, N.J., Princeton University Press 
[1974] p. cm. ISBN 0-691-07565-4 


37 


300 SOCIAL SCIENCE 


Bibliography: p. [JX1706.A4 1974c] 73- 
16759 14.50 
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DAVIS, Ann, 1932- 362.2 


Schizophrenics in the new custodial 
community: five years after the experiment 
[by] Ann Davis, Simon Dinitz [and] 
Benjamin - Pasamanick. [Columbus] Ohio 
State University [1974] p. cm. ISBN 0- 
8142-0215-2 Bibliography: p. [RC514.D28] 
74-11383 12.00 

i. Schizophrenics—Home care. I. Dinitz, 
Simon, joint author. JI.  Pasamanick, 
Benjamin, joint author. TII. Title. 

Prepared from C.I.P. 


HETZNECKER, William. 362.2 
On behalf of children {by] William 
Hetznecker [and] Marc A. Forman. New 
York, Grune & Stratton [1974] p. cm. 
ISBN 0-8089-0844-8 Includes 
bibliographical references. [RJ111.H47] 74- 
8454 9.75 

1. Child mental health. I Forman, Mare 
A., joint author. II. Title. 

Prepared from C.I.P. 


HERMAN, Melvin. i 362.2°0973 
The pursuit of mental health [by] Melvin 
Herman and Lucy Freemar. New York, 
Macmillan [1974] p. cm. ISBN 0-02- 
551190-4 [RC443.H47] 74-9774 6.95 

1. Mentally ul—Care anc treatment— 
United States. I. Freeman, Lucy, joint 
author. I. Title. 

Prepared from C.I.P. 


* KARNO, Marvin. 


AMERICAN BOOK PUBLISHING RECORD 


SZASZ, Thomas Stephen, 362.2' 109 
1920- comp. 

The age of madness; the history of 
involuntary mental hospitalization, 


presented in selected texts. Edited with 


-pref., introd., and epilogue by Thomas S. 


Szasz. New York, J. Aronson [1974, 
c1973] p. cm. ISBN 0-87668-144-5 
Reprint of the ed. published by Anchor 
Books, Garden City, N.Y. [RC439.S96 
1974] 74-8401 12.50 
1. Psychiatric hospitals—History. I Title. 
Prepared from C.I.P. 
HYDE, Margaret Oldroyd, 362.2°2 
1917- 
Hotline! By Margaret O. Hyde. New York, 
McGraw-Hill [1974] p. cm. ISBN 0-07- 
031565-5 Describes a service dealing with 
social problems in which people in need of 
help receive advice and encouragement 
over the telephone from trained personnel. 
Makes suggestions for setting up such a 
service. [RJ503.H9] 74-9655 4.72 (lib. 
bdg.). 
i. Crisis intervention  (Psychiatry)— 
Juvenile literature. 2. Adolescent 
psychiatry—Juvenile literature. L Title. 
Prepared from C.I.P. 


362.2°2 
Community mental health; reflections and 
explorations [by] Marvin Karno and 
Donald A. Schwartz. Flushing, N.Y., SP 
Books Division of Spectrum Publications; 
distributed by the Halsted Press Division 
of Wiley, New York [1974] 202 p. 24 cm. 
ISBN 0-470-45938-7 Includes 
bibliographical references. [RA790.K333] 
74-1113 15.00 

1. Community mental health services. I. 
Sehwarte, Donald A., joint author. IL 
tle. 


PELTAK, Leopold, 362.2°2°0973 
A concise handbook 


of Sy ond 
psychiatry and community mental heal 
Leopold Bellak, editor. New York, Grune 
& Stratton [1974] p. cm. ISBN 0-8089- 
0833-2 Includes bibliographical references. 
[RA790.6.B46] 74-6249 11.00 

1. Community mental health services— 
United States. 2. Social psychiatry-—-United 
States. I. Title. 

Prepared from C.I.P. 


KERR, Barbara, 
1941- 

Strong at the broken places; women who 
have survived drugs. Chicago, Follett Pub. 
Co. [1974] 333 p. illus. 24 cm. ISBN 0- 
695-80447-2 Includes bibliographical 
references. [HV5801.K38] 73-91581 8.95 

1. Drugs and women—Case studies. 2. 
Drug abuse. I. Title. 


RUBLOWSKY, John. 362.2°93'0973 
The stoned age; a history of drugs in 
America. New York, Putnam [1974] 218 p. 
21 cm. ISBN 0-399-11306-1 Bibliography: 
p. 208-212, [HV5825.R8 1974] 73-93744 
.9 

1. Drug abuse—United States—History. 2. 
Drugs—United States—History. I. Title. 


WELCH, Michael W. 362.3 
The open token economy system; a 
handbook for a behavioral approach to 
rehabilitation, by Michael W. Welch and 
Jerre W. Gist. With a foreword by Gerard 
J. Bensberg. Springfield, IIL, Thomas 
[1974] p. cm. ISBN 0-398-03079-0 
[HV3004.W38] 73-19621 13.75 

1. Mentally handicapped—Rehabilitation. 
2. Conditioned response. 3. Behaviorism 
(Psychology) I. Gist, Jerre W., joint 
author. If. Title. 


362.2°93'0926 


“OCTOBER 37,1974" 


eS ce ae 


Prepared fram C.I.P. 


MAY, Jacques Meyer, 1896- 362.5 
The ecology of malnutrition in eastern 
South America: Venezuela, Guyana, 
Surinam (and the Netherlands Antilles), 
French Guiana, Brazil, Paraguay, Uruguay, 
and Argentina, [1st ed.] New York, Hafner 
Press, 1974. p. cm. ISBN 0-02-849060-6 
(His Studies in medical geography, v. 13) 
*Sponsored by the Office, Chief of 
Research and Development, United States 
Army, under contract no. DAAG-17-71-C- 
0042.” [TX360.863M39] 74-3207 25.00 

1. Food supply—South America. 2. Diet— 
South America. 3. Malnutrition—South 
America. I. McLellan, Donna L., joint 
author. II. Title. 

Prepared from C.I.P. 


TRELA, James E. 362.5°0977 1°32 
Social rehabilitation and poverty: the 
Cleveland Inner-City Project, by James E. 
Trela. mee York, MSS Information Corp. 
[1974] p. cm. Bibliography: p. 
[HC108.C7T73] 74-13076 3.75 (pbk.) 

l. Economic assistance, Domestic— 
Cleveland. 2. Socially handicapped 
Rehabilitation—Cleveland. I. Title. 
Prepared from C.I.P. 


KORIM, Andrew S. 362.6 
Older Americans and community colleges: 
an overview [prepared by Andrew S. 
Korim. Washington; American Association 
of Community and Junior Colleges, 1974] 
35 p. illus. 23 cm. [LC5251.K58] 74- 
176158 1.50 

1. Education of the aged—United States. 2. 
Municipal junior colleges—United States. 
I American Association of Community 
and Junior Colleges. IT. Title. 
pene Charles H., 362.6°0973 
Growing old in the country of the young, 
by Charles H. a New York, McGraw- 
Hill [1974] p. cm. ISBN 0-07-049315-4 
- [HV1461.P47] 74-13940 6.95 

1. Aged—United States. I. Title. 

Prepared from C.I.P. 


NASSAU, Jean. 362.6'11°6 
Nursing homes; an expose. New York, 
Drake Publishers, 1974. p. cm. ISBN 0- 
87749-718-4: [RA997.N37] 74-10179 7.95 
1. Nursing homes. 2. Aged—Medical care. 
Í. Title. 

Prepared from C.I.P. 


NATIONAL Federation of 
Settlements and Neighborhood Centers. 

Young working girls; a summary of 
evidence from two thousand social 
workers. Edited for The National 
Federation of Settlements by Robert A. 
Woods and Albert J. Kennedy, its 


secretaries. With an introd. by Jane 
Addams. Boston, Milford House [1974, 
c1913] p. cm. ISBN  0-87821-280-9 


Reprint of the ed. published by Houghton 
Mifflin, Boston. [HQ798.N3 1974] 74- 
.12460 20.00 (lib. bdg.). 

I. Girls. 2. Young women. 3. Women— 
Employment—United States. I. Woods, 
Robert Archey, 1865-1925, g 
Kennedy, Albert Joseph, 1879-1968, ed. 
IIT. Title. ‘ 

Prepared from C.I.P. 


VAUS, James Arthur. 362.7°092'4 B 
The devil loves a shining mark; the story 
of my life [by] Jim Vaus with Julie Maxey. 
Waco, Tex., Word Books [1974] 157 p. 
oe 23 cm. [HV6248.V37A325] 73-91555 
i. Vaus, James Arthur. 2. Crime and 
criminals—Correspondence, reminiscences, 


bibliographies. 
22.50 


362.7 . 


-JONES, Clinton R. 


aunes mp prom oy 


` ete. 3. Social workers—Correspondence, 


reminiscences, etc. I. Maxey, Julie. H. 
Title. 


LOVE, Leonore R., 1921- 362.74 
Troubled children: ‘their families, schools, 
and treatments [by] Leonore R. Love [and] 
Jaques W. Kaswan, with Daphne Blunt 
Bugental. New York, Wiley [1974] p. cm. 
ISBN 0-471-54788-3 (Wiley series on 


personality processes) "A Wiley- 
Interscience publication.” Bibliography: p. 
[RJ499.L69] 74-12232 17.95 

wd: Problem — - children. z; Child 
psychotherapy. I Kaswan, Jaques 
Waldeman, 1924- joint author. T. 


. Bugental, Daphne Blunt, joint author. IIT. 


Title. 
Prepared from C.I.P. 


MURPHY, Patrick T. 362.7°4°0973 
Our kindly parent—the State; the juvnile 
justice system and how it works [by] 
Patrick T. Murphy. New York, Viking 


‘Press [1974] x, 180 p. 22 cm. ISBN 0-670- 


53111-1 [HV9104.M87 1974] 73-19322 
8.95 
1. Juvenile justice, Administration of— 
United States. 2. Child welfare—United 
States. 3. Juvenile courts—United States. I. 
Title. 


DOWNEY, John A., 1930- 362.781 
The child with disabling illnéss; principles 
of rehabilitation, edited by John A. 
Downey and Niels, L. Low. Philadelphia, 
Saunders, 1974. xv, 627 p. illus. 26 cm. 
ISBN 0-7216-3183-5 Includes 
.[RJ138.D68]  73-77937 


1. Handicapped children—Rehabilitation. I. 
Low, Niels L., joint author. I. Title. 


MATSON, Virginia F., 362.783 
A school for Peter [by] Virginia F. Matson. 
Carol Stream, Ill, Creation House [1974] 
300 p. 22 cm. ISBN 0-88419-079-X 
Bibliography: p. 300. [HV889.13M37] 73- 
86955 5.95 

1. Handicapped 
Handicapped 
MMlinois. I. Title. 


WOLF, Bernard. 362.7°8°430924 B 
Don’t feel sorry for: Paul Written and 
photographed by Bernard Wolf. [ist ed.] 
Philadelphia, Lippincott [1974] p. cm. 
ISBN 0-397-31588-0 Photographs and 
simple text capture two weeks in the life of 
a handicapped boy learning to live 
successfully in a world made for people 
without handicaps. [RJ138.W65] 74-9925 
6.95 

1. Jockimo, Paul—Juvenile literature. 2. + 
Handicapped —_ children—Rehabilitation— 
Juvenile literature. I” Title. 

Prepared from C.I.P. 


children—Illinois. 2. 
children—Education— 


362.8 

Homosexuality and counseling, by Clinton 

R. Jones. Philadelphia, Fortress Press 

[1974] xii, 132 p. 19 cm. ISBN 0-8006- 

1301-5 [HQ76.3.U5J63] 74-76922 3.50 . 
(pbk.). 

f, Homosexuality—United States. 2. 

Counseling. 3. Marriage counseling—Case 

studies. I. Title. 


IRELAND, David, 1937- 362.82 


- Letters to an unborn child [by] David 


Ireland with Louis B. Tharp. New York, 

Harper & Row [1974] p. cm. ISBN 0-06- 

panies ([RC406.S9173 1974] 74-4626 
9 

1. Syringomyelia—Personal narratives. I. 
Tharp, Louis B. II. Title. 

Prepared from C.I.P. 


a oy reez v 


SCARPITTI, Frank R. 362.973 
Social problems [by] Frank R. Scarpitti. 
New York, Holt, Rinehart and Winston 
[1974] 656 p. illus. 25 cm. ISBN 0-C3- 
011471-3 ”A Leogryph book.” Includes 
bibliographical references. [HN59. S4] 73- 
20207 4.60 

1, United States—Soctal conditions—1960- 
—Addresses, essays, lectures. 2. Social . 
problems Addresses essays, lectures. I. 
itle. 


GOLDSMITH, Jack, comp. 363.20973 
The police community; dimensions of an 
occupational subculture. Edited by Jack 
Goldsmith and Sharon S. Goldsmith. [lst 
ed.] Pacific Palisades, Calif., Palisades 
Publishers [1974] vii, 288 p. 23 cm. ISBN 
0-913530-02-6 Includes bibliographical 
references. [HV8138.G64] 74-77142 8.95 
1.. Police—United States—Addresses, 
essays, lectures. I. Goldsmith, Sharon S., 
joint comp. II. Title. 

Pbk. 5.25, ISBN 0-913530-01-8. 


TOBIAS, Marc Weber. 363.242 
Police communications. (Springfield, I.) 
Thomas [1974] p. ISBN 0-398-02973-9 
[HV7936.C8T6] 73-13569 27.50 

1. Police communication systems. I. Title. 
Pbk. 19.75; ISBN 0-398-02994-6. Prepared 
from C.I.P. 


CLINE, Victor B., 
comp. 

Where do you draw the line? An 
exploration into media violence, 
pornography, and censorship. Contributors: 
Walter Berns [and others]. Edited by 
Victor B. Cline. [Provo, Utah] Brigkam 
Young University Press [1974] xi, 365 p 
23 cm. ISBN 0-8425-0986-0 Includes 
bibliographies. [P96.C4C58] 74-9670 9.¢5 

1. Mass media—Censorship. 2. Violence in 
mass media. 3. Sex in mass media. 4. 


363.3°1°0973 


Censorship—United States. I. Berns, 
Walter Fred, 1919- II. Title. 
OBOLER, Eli M. 363.3°1°0973 


The fear of the word: censorship and sex, 
by - Eli M. Oboler. Metuchen, N.J., 
Scarecrow Press, 1974. viii, 362 p. 22 cm. 
ISBN 0-8108-0724-6 Bibliography: p. 311- 
324. [KF4770.02] 74-6492 10.00" 

1. Ceùsorship—United States. 2 
Censorship. 3. Obscenity (Law)—Urited 
States. 4. Obscenity (Law) I. Title. 


KELLY, Jack, 1921- 363.4’°5°0924 B 
On the street [by] Jack Kelly with Richard 
R. Mathison. Chicago, Regnery [1974] p. 
cm. ISBN 0-8092-8357-3 [HV5833.A8hk44] 
74-6897 7.95 

1. Narcotics, Control of—Atlantic City— 
Personal narratives. I. Mathison, Richard 
R. joint author. If. Title. 

Prepared from C.I.P. 


AUTOMATIC air quality 363.6 
monitoring systems. Proceedings of the 
conference held at the National Instituce of 
Public Health, Bilthoven, The Netherlends, 
5-8 June, 1973. Ed. by T. Schneider. 
Amsterdam, New York, Elsevier Scientific 
Pub. Co., 1974. xvi, 267 p. illus. 25 cm. 
Includes pibliographies, [TD890.49] 73- 
90962 15. 
i. Sik Pops Masai enc 
Congresses. 2. Air quality monitoring 
stations—Congresses. I. Schneider, Tonny, 
ed. II, Netherlands (Kingdom, 1815- ) 
Rijksinstituut voor de Volksgezondheid. 


BIBBERO, Robert J. 363.6 
Systems approach to air pollution control, 
by Robert J. Bibbero [and] Irving G. 
Young. New York, Wiley [1974] p. cm. 
ISBN 0-471-07205-2 "A Wiley- 


4l 


reer 300 SOCIAL SCIENCE TTA 


Interscience publication.” Includes 
bibliographical references. 
74-8905 24.95 

i. Air—Pollution. 2. Air ghality 
management. I Young, Irving G., Joint 
author. IT. Title. 

Prepared from C.I.P. 


COLORADO River Basin 363.6 
Environmental Management Conference, 
Salt Lake City, 1973. 

Environmental management in the 

Colorado River Basin; [proceedings] A. 

Berry Crawford and Dean F. Peterson, 

editors. Logan, Utah State University 

Press, 1974. p. cm. ISBN 0-87421-068-2 

Sponsored by the Environmental 

Protection Agency and others. Includes 

bibliographies. [TD171.3.C58C64 1973] 

74-12364 6.00 (pbk.) 

1. Environmental protection—Colorado 

River watershed—Congresses. 2. Water 

resources development—Colorado River 

watershed—Congresses. 3. Colorado River 
watershed—Economic conditions— 

Congresses. I. Crawford, A. Berry, ed. II. 

Peterson, Dean F., ed. Ill, United States. 


Environmental Protection Agency. IV. 
Title. 

Prepared from C.I.P. 

FARMER, Gary, 1923- 363.6 


Unready kilowatts; the high-tension politics 
of ecology. La Salle, Iil., Open Court 
[1974] p. cm. ISBN  0-87548-296-1 
Includes bibliographical references. 
[TD195.E4F37] 74-13372 8.95 

1. Atomic power-plants—Environmental 
aspects. 2. Energy policy. 3. 
Environmental policy. I. Title. 

Prepared from C.I.P. 


LAUBER, Patricia. 

Too much itt eee Re 

Garrard Pub. [1974] p. cm. ISB 

8116-6102-4 (Good earth) Sore ie 

tremendous problem of disposing of 

America’s 250 million tons of waste every 
year. oe can help! [TD792.L38] 74-8455 
48 lib. bdg. 

I. Refuse and refuse disposal—Juvenile 

literature. I. Title. 

Prepared from C.I.P. 


VOLGYES, Ivan, 1936- 363.6 
Environmental deterioration in the Soviet 
Union and Eastern Europe. Edited by Ivan 
Volgyes. New York, Praeger Publishers 
[1974] p. cm. ISBN 0-275-08920-7 
(Praeger special studies in international 
politics and government) [TD186.5.R9V6] 
74-3141 13.50 

d. Pollution—Russia. 2. Pollution—-Europe, 
Eastern. I. Title. 

Prepared from C.I.P. 


HASKELL, Martin R., 1912- 364 
Criminology: crime and criminality [by] 
Martin R. Haskell [and] Lewis Yablonsky. 
Chicago, Rand McNally College Pub. Co. 
[1974] ix, 620 p. illus. 23 cm. ISBN 0-528- 
68011-0 (Rand McNally sociology series) 
Includes bibliographical references. 
[HV6025.H33] 73-21107 6.95 (pbk.). 

i. Crime and criminals. 2. Corrections. I 
Yablonsky, Lewis, joint author. I. Title. 


WALLS, Henry James. 364.12 
Forensic science; an introduction to 
scientific crime detection, by H. J. Walls. 
2d ed. New York, Praeger [1974] p. ISBN 
0-275-51660-0 Bibliography: A 
[HV8073.W34 1974] 74-1452 13.95 

i. Criminal investigation. I. Title. 

Prepared from C.LP. 


THE offenses of Richard 364.1°32 
M. Nixon: a guide for the people of the 


363.6 


42 


[TD883.1.B52] - 


a. 
United States; bribery, and other high*’ 


crimes and misdemeanors, by William A. 
Dobrovir [and others] With a foreword by 
Raoul Berger. [Washington, Public Issues 
Press, 1974] vi, 169 p. 23 cm. ISBN 0- 
8129-0451-6 Includes bibliographical 
references. [E855.034 1974] 73-92658 


3.00 (pbk.) 

I. Nixon, Richard Milhous, 1913- 2. 
Misconduct in office—United States. I. 
Dobrovir, William A. 


Available from Quadrangle. 


MCCORD, James W. 364.1°32’0973 
A piece of tape; the Watergate story: fact 
and fiction, by James W. McCord, Jr. 
(Rockville, Md.] Washington Media 
Services [1974] xvi, 329 p. 22 cm. ISBN 0- 
914286-00-5 Bibliography: p. 329. 
[E860.M36] 74-79864 3.95 (pbk.) 

1. McCord, James W. 2. Watergate Affair, 
1972- I. Title. 
Publisher's address: Maryland National 
Center, Suite 215, Rockville, Md. 20850. 


SUSSMAN, Barry. 364. 1°32’0973 
The great coverup: Nixon ard the scandal 
of Watergate. New York, Crowell [1974] 
p. cm. ISBN 0-690-00729-9 [E860.S97] 
7416367 7.95 

1. The Washington post. 2. Watergate 
Affair, 1972- I. Title. 

Prepared from C.I.P. 


HUTTON, Harold. 364.1°5°0924 B 
Doe Middleton; life and legends of the 
notorious Plains outlaw. [1st ed.] Chicago, 
Swallow Press [1974] 290 p. illus. 24 cm. 
ISBN 0-8040-0532-X Bibliography: p. 272- 
277. [F666.M5H87] 67-14260 10.00 


tf. Middleton, David C, 1851-1913. I 
Title. 

BUGLIOSI, 364.1°523°0979493 
Vincent. 


Helter skelter: the Manson murders [by] 
Vincent Bugliosi, prosecutor of the Tate- 
LaBianca trials, with Curt Gentry. [1st ed.] 
New York, Norton [1974] p. cm. ISBN 0- 
aaa [HV6533.C2B83] 74-11108 
10.0 

1. Manson, Charles, 1934- 2. Murder— 
California—Case studies. I. Gentry, Curt, 
1931- joint author. II. Title. 

Prepared from C.I.P. 


OLSEN, Jack. 364.1°523°097641411 
The man with the candy; the story of the 
Houston mass murders. New York, Simon 
and Schuster [1974] p. cm. ISBN 0-671- 
21821-2 [HV6534.H8043] 74-7260 7.95 

1. Murder—Houston, Texas—Case studies. 
I. Title. 

Prepared from C.I.P. 


LAMOUR, Catherine. 364.1570904 
The second Opium War [by] Catherine 
Lamour and Michel R. Lamberti. 
Translated from the French by Peter and 
Betty Ross. [lst Amer. ed.] New York, 
Pantheon Books [1974] p. ISBN 0-394- 
48411-8 Translation of Les grandes 
manouvres de Popium. Includes 
bibliographical references. [HV5816.L3313] 
74-4775 7.95 

1. Opium trade. I Lamberti, Michel R. 
joint author. If. Title. 

Prepared from C.I.P. 


SHAW, David, 1943- 364.1763 
The re caper. New York, Macmillan 
[1974] p. cm. ISBN  0-02-610010-X 
[HV6695.85] 74-10897 7.95 

i. Swindlers and swindling—United States. 
2. Stocks—United States. 3. Fraund—United 
States. i. Title. 

Prepared from C.LP. 


PATTERSON, David W., 
comp. 

Readings in juvenile delinquency. Edited 

by David W. Patterson. New York, MSS 
“nformation Corp. [1974] p. cm. 

[HV9069.P35] 74- 4238 3.75 (pbk.) 


364.3608 


1. Juvenile delinquency-—Addresses, 
essays, lectures. 2. Juvenile justice, 
Administration of—Addresses, essays, 
-ectures. I. Title. 

Prepared from C.I.P. 

DANIELIAN, Noobar 364.6'06°573 


Retheos. 
A.T. & T.: the story of industrial conquest 
[by] N<oobar> R. Danielian. New York, 
Arno Press, 1974 [c1939] p. cm. ISBN 0- 
«05-06038-6 (Telecommunications) Reprint 
of the ed. published by the Vanguard 
Press, New York. [HE8846.A55D3 1974] 
74-4672 25.00 
J$. American Telephone and Telegraph 
Company. Title. Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.I.P. 


UNITED States. 364.6°06'573 
Federal Communications Commission. 

investigation of the telephone industry in 
the United States. New York, Arno Press, 
1974. p cm. ISBN 0-405-06045-9 
(Telecommunications) Reprint of the 1939 
ed. printed by the U.S. Govt. Print. Off., 
Washington as House document no. 340 of 
the 76th Congress, Ist Session. 
([HE8803.F43 1974] 74-4679 34.00 

i American Telephone and Telegraph 
Company. 2. Telephone—United States. I. 


Title. JIE Series: United States. 76th 
Congress, Ist session, 1939. House. 
Document no. 340. IN. Series: 


Telecommunications (New York, 1974- ) 
Frepared from C.I.P. 


ANDREWS, William, 1848- 
1908. 


364.6°6 


Eygone punishments. London, W. 
Andrews, Ta Detroit, Gale Research 
Co., 1974. p. cm. ISBN 0-8103-4021-6 
[HV8532. G8A5 abla 74-6189 7.00 

1 Punishment. I. Ti 

Prepared from erp 


AMNESTY International. 364.67 
Keport on torture. [1st American ed.] New 
York, Farrar, Straus and Giroux [1974, 
c.973] p. ISBN 0-374-24937-7 
Bibliography: p. [HV8593.A44 1974] 74- 
10569 6.95; 2.25 (pbk.) 

i. Torture. 2. Torture—Case studies. I. 
Title. 

Prepared from C.I.P. 


CHO, Yong Hyo, 1934- 364.973 
Public policy and urban crime. Cambridge, 
Mass., Ballinger Pub. Co. [1974] xvii, 224 
p. illus. 24 cm. ISBN 0-88410-201-7 
Bibliogriphy: p. 209-219. [HV8141.C45] 
72-1145 13.50 

1. Criminal justice, Administration of— 
United States. 2. Crime and criminals— 
United States. 3. Criminal justice, 
Administration of—Economic aspects— 
United States. I. Title. 


CRIME and justice. 364°.973 
Ramsey Clark, advisory editor. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
04167-5 (The Great contemporary issues) 
Articles from the New York times. 
Bisliography: p. [HV6789. C687] 74-7581 


1. Crime and criminals—United States— 
Addresses, essays, lectures. 2. Criminal 
justice, Administration of—United States— 
Addresses, essays, lectures. I. Clark, 
Ramsey, 1927- ed. I. New York times. 
IE. Title. IV. Series. 


“OCTOBER 31,1974 
Prepared from C.I.P. 


DAVIDSON, R. Theodore. 365.6 
Chicano prisoners; the key to San Quentin, 
by R. Theodore Davidson. New York, 
Holt, Rinehart and Winston [1974] p. cm. 
ISBN 0-03-091616-X (Case studies in 
cultural anthropology} Bibliography: p. 
[HV9475.C387317] 74-8668 3.00 (pbk.) 

1. California. State Prison, San Quentin. 2. 
Mexican American prisoners—California. I. 
Title. If. Series. : 
Prepared from C.I.P. 


CAPEK, Karel, 365’.6'0924 B 
1930- 

Good men still live! I am the other 

Karel Capek.”) The odyssey of a 

professional prisoner, by Alan Levy. 


Chicago, J. P. O'Hara [1974] 315 p. 24 


cm. ISBN 0-87955-308-1 ”A Howard 
Greenfeld book.” [DB215.5.C33] 73-4746 
8.95 

I. Capek, Karel, 1930- 2. Political 
prisoners—Czechoslovak Republic— 
Personal narratives. 3. Czechoslovak 


Republic—Politics and government—1945- 
I. Levy, Alan. II. Title. IT. Title: I am the 
other Karel Capek. 


SOBELL, Morton. 365’.6°0924 B 
On doing time. New York, Scribner [1974] 
p. ISBN 0-684-13938-3 Autobiographical. 
[HV9468.S7] 74-11203 8.95 

1. Sobell, Morton. 2. Political prisoners— 
United States—Personal narratives. 3. 
Espionage—United States. I. Title. 
Prepared from C.I.P. 


HOWE, Samuel Gridley, 
1801-1876. 

An essay on separate and congregate 
systems of prison discipline. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
06147-1 (Criminal justice in America) 
Reprint of the 1846 ed. published by W. 
D. Ticknor and Co., Boston, in series: 
Prison discipline pamphlets, v. 5, no. 4. 
[HV8766.H83 1974] 74-3827 8.00 

1. Prison discipline. I. Title. II. Series. LIT. 
Series: Prison discipline pamphlets, v. 5, 


no. 4. 
Prepared from C.I.P. 


DALLIN, David J., 
1889-1962. 
Forced labor in Soviet Russia, by David J. 
Dallin and Boris I. Nicolaevsky. New 
York, Octagon Books [1974, c1947] p. 
cm. ISBN 0-374-92040-0 Reprint of the 
ed. published by Yale University Press, 
New Haven. Bibliography: 
[HV8931.R8D3 1974] 74-14597 13.00 
I. Convict labor—Russia. 2. Service, 
Compulsory —_non-military—Russia. L 
Nikolaevskii, Boris Ivanovich, 1887-1966, 
joint author. IT. Title. 
Prepared from C.I.P. 


BAKER, J. E., 1917- 365’.973 
The right to participate: inmate 
involvement in prison administration, by J. 
E. Baker. Metuchen, J., Scarecrow 
Press, 1974. 260 p. 22 cm. ISBN 0-8108- 
0727-0 Includes bibliographical references. 
[HV9304.B34] 74-7071 8.00 

1. Corrections—United States—History. 2. 
Correctional institutions—United States— 
History. I. Title. 


MITFORD, Jessica, Hon., 
1917- 

.Kind and usual punishment; the prison 
business. New York, Vintage Books [1974, 
c1973] p. ISBN 0-394-71093-2 
[HV9471.M58 1974] 74-3262 1.95 (pbk.) 

1. Prisons—United States. 2. Corrections— 
United States. I. Title. 


365’.643 


365”.65°0947 


365.973 


a 


' Ərepared from C.I.P. 


4 


3ICKELHAUPT, David Lynn. 368 
General insurance [by] David L. 
Bickelhaupt. 9th ed. Homewood, IIL, R. D. 
“rwin, 1974. xix, 924 p. illus. 24 cm. ISBN 
3-256-01555-4 (Irwin series in insurance 
and economic security) Editions 1-7 by J. 
H. = Magee. Includes bibliographical 
-eferences. [HG8051.B44 1974] 74-75090 
12.95 

1. Insurance. I. Magee, John Henry, 1895- 
1961. General Insurance. II. Title. 


DAVIDS, Lewis E. 368.003 
Dictionery of insurance, by Lewis E. 
Davids. [4th ed.] Totowa, N.J., Littlefield, 
Adams, 1974. v, 276 p. 21 cm. (Littlefield 
quality paperbacks, no. 62 ) [HG8025.D3 
1974] 74-1761275 2.95 

1. Insurance—Dictionaries. I. Title. 


Education 370-379 


HUSEN, Torsten, 1916- 370 
The learning society. With a foreword by 
W. Kenneth Richmond. [London] 
Methuen; distributed by Harper & Row, 
Barnes & Noble Import Division [1974] 
xviii, 268 p. 21 cm. ISBN 0-416-79490-4 
Bibliography: p. [255]-260. [LA132. H82] 
74-174121 13.75 

1. Education—1965- 2. International 
education. 3. Educational research. I. Title. 
Pbk. 6.00; ISBN 0-416-79500-5. 


SAHAKIAN, Mabel 
Lewis. 
Rousseau as educator [by] Mabel Lewis 
Sahakian [and] William S. Sahakian. New 
York, Twayne Publishers [1974] 152 p. 
port. 21 cm. ISBN  0-8057-3589-5 
(Twayn2’s great educators series, 3) 
Bibliography: p. 145-148. [LB518.S$33] 73- 
20201 6.95 

1. Rousseau, Jean Jacques, 1712-1778. 2. 


370.1°09274 


Education—Philosoph 1y- L Sehakian, 
William S., joint author. IT. Title. 

TOWARD a mankind 370.112 
school: an adventure in humanistic 


education, by John I. Goodlad [and others] 
New York, McGraw-Hill [1974] p. cm. 
ISBN  0-07-023624-0 Bibliography: p. 
(LC1021.T68] 74-14758 7.95° 

1. Education, Humanistic. 2. Interpersonal 
relations. I. Goodlad, John I. 

Prepared from C.I.P. 


RYAN, Charles William, 
1932- 

Career education; a handbook of funding 
resources [by] Charles W. Ryan. 2d ed. 
Boston, Houghton Mifflin [1974] iii, 67 p. 
28 cm. Cover title. Bibliography: p. 67. 
([LB1027.5.R88 1974] 74-165308 1.08 
(pbk.). 

i. Personnel service in education. 2. 
Vocational education. I. Title. 


CRAIG, Robert C. 370.15 
Contemporary educational psychology: 
concepts, issues, applications [by] Robert 
Craig, William Mehrens [and] Harvey 
Clarizio. New York, Wiley [c1975] p. cm. 
ee p. (LB1051.C698] 74-13462 


370.1173 


7  rdocatiönal psychology. I. Mehrens, 
William A. joint author. II. Clarizio, 
Harvey F, 1934- joint author. IIT. Title. 
Prepared from C.I.P. 


SCHMUCK, Richard A. 370.15 
A humanistic psychology of education; 
making the school everybody’s house [by] 
Richard A. Schmuck and Patricia A. 


300 SOCIAL SCIENCE 


Schmuck. [ist ed. Palo Alto, Calif.) 
National Press Books [1974] xi, 388 p. 22 
cmJISBN 0-87484-303-0 Bibliography: _p. 
365-376. [LB1051.S335] 73-93345 5.95 
(pbk.) 

1. Educational psychology. I. Schmuck, 
Patricia A., joint author. II. Title. 


MUELLER, Richard, 370.15'2°08 
1927- comp. 
Readings in classroom learning and 


perception. Edited by Richard Mueller, 
Donald Ary, and Charles McCormick. 
New York, Praeger [1974] p. cm. ISBN 0- 
275-51190-1 Includes bibliographies. 
[LB1055.M78] 73-10656 10.00 

I. Learning, Psychology of—Addresses, 
essays, lectures. I. Ary, Donald, joint 
comp. II. McCormick, Charles, joint comp. 
II. Title. 

Prepared from C.I.P. 


NOVICK, Melvin R. 370’.1°82 
Statistical methods for educational and 
psychological research [by] Melvin R. 
Novick [and] Paul H. Jackson. New York, 
McGraw-Hill [1974] xviii, 456 p. illus. 24 
cm. ISBN 0-07-047550-4 (McGraw-Hill 
series in psychology) Bibliography: p. [xvii] 
-xviii. [LB1028.N79] 74-1233 17.50 

i. Educational research. 2. Educational 
statistics. I. Jackson, Paul H., joint author. 
IT. Title. 


BALDWIN, Carol. 370.19°342 
The buses roll; an experiment in 
desegregating schools, Berkeley, Calif. A 
book of photos. by Carol Baldwin end 
Peter Whitney. Text by Robert Coles. Pref. 
by Erik H. Erikson. [lst ed.] New York, 
Norton [1974] p. cm. ISBN 0-393-05529- 
9 [LA245.B4B34] 74-11072 8.95 

1. School integration—Berkeley, Calif— 
Pictorial works. 2. Berkeley, Calif— 
Schools. I. Whitney, Peter, illus. II. Coles, 
Robert. IIT. Title. 

Prepared from C.I.P. Pbk., 4.95, ISBN 0- 
393-05535-3. 


WILLIAMS, Robert 370.19°342 
. Lewis, 1903- 
Educational alternatives for colonized 


people: models for liberation, by Robert L. 
Williams. Edited by Anne M. St. Pierre. 
New York, Dunellen [1974] xiv, 130 p. 
illus. 22 cm. ISBN _ 0-8424-0077-X 
Bibliography: p. 120-126. [LA210.W49] 
73-88214 8.95 

J. Discrimination in education—United 
States. 2. Negroes—Education. 3. 
Minorities- Educadon United States. I 
itle. 


BAUGHMAN, Millard Dale, 370.207 
1919- 
Baughman’s handbook of humor in 


education [by] M. Dale Baughman. West 
Nyack, N.Y., Parker Pub. Co. [1974] p. 
ISBN 0-13-072504-8 Includes 
bibliographical references. [LA23.B36] 74- 
11150 8.95 

1. Education—Anecdotes, facetiae, satire, 
etc. I. Title. If. Title: Handbook of humor 
in education. 

Prepared from C.I.P. 


*NATIONAL Society for 
the Study of Education. 

Yearbook. 

The Seventy-Third Yearbook, Part 1, 1974, 

Media and Symbols, edited by David R. 

Olson is available from the University of 


370.6273 


Chicago Press for 10.00. L.C. card no.: 6- 
16938. 
STIRRINGS in teacher 370.732 


education [by] Gerald R. Smith [and 
others. Bloomington] Indiana University 


43 


[Research Center for the Langudge 
Sciences; order from] School of Education 
[1974] 213 p. 22 cm. “Indiana TTT.” 
Bibliography: p. 201-202. [LB1715.S724] 
74-176173 2.00 (pbk.) 

1. Teachers, Training of—United States. 2. 
Educators—United States. I. Smith, Gerald 
Ralph, 1929- 


CARTER, William D. 370°.8 s 
Study abroad and educational development 
[by] William D. Carter. Paris, Unesco, 
International Institute for Educational 
Planning, 1973, [i.e.1974] 49 p. 21 cm. 
ISBN 9-280-31059-3 (Fundamentals of 
educational planning, 19) Includes 
bibliographical references. [LB5.F85 no. 
19] [LC2605] 370°.9172'4 74-169718 

1. Underdeveloped areas—Education. 2. 
Educational planning. J. Title. II. Series. 
Distributed by Unipub, New York; 2.65 


(pbk.). 


OSBORN, George 
Coleman, 1904- 

John James Tigert: American educator. 

Gainesville, The University Presses of 

Florida [1974] p. ISBN 0-8130-0498-5 "A 

University of Florida book.” Bibliography: 

p. [LA2317.T54072} 74-6314 15.00 

1. Tigert, John James, 1882-1965. 

Prepared from C.I.P. 


SANBORN, Franklin 
Benjamin, 1831-1917. 
Bronson Alcott at Alcott House, England, 
and Fruitlands, New England (1842-1844). 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1908 ed. 
published by Torch Press, Cedar Rapids, 
Towa. [B908.A54S22 1974] 74-17078 10.00 
1. Alcott, Amos Bronson, 1799-1888. I. 
Title. 
Prepared from C.I.P. 


MENACKER, Julius, comp. 370°.973 
Emerging educational issues; conflicts and 
contrasts, edited by Julius Menacker [and] 
Erwin Pollack. Boston, Little, Brown 
[1974] xii, 400 p. 23 cm. Includes 
bibliographical references. [LA217.M46]} 
73-20821 5.95 (pbk.) 

1. Education—United States—Addresses, 


370’.92°4 B 


370.924 B 


essays, lectures. 2. Education—1965- — 
Addresses, essays, lectures. JI. Pollack, 
Erwin W., joint comp. II. Title. 

STODDARD, George 370.973 


Dinsmore, 1897- 
The outlook for American education [by] 
George D. Stoddard. Carbondale, Southern 
Ilinois University Press [1974] p. cm. 
ISBN 0-8093-0681-6 Includes 
bibliographical references. [LA210.S73] 74- 
11369 8.95 
1. Education—United States. I. Title. 
Prepared from C.I.P. 


KOHL, Herbert R. 371.1°0092’4 
Half the house [by] Herbert Kohl. [ist ed.] 
New York, Dutton, 1974. 269 p. 22 cm. 
ISBN 0-525-12030-0 Bibliography: p. 269. 
(LA2317.K64A34 1974] 74-1472 7.95 

I. Kohl, Herbert R. 2. Teaching, Freedom 


of 3. Conduct of life. 4. Negroes— 
Education. I. Title. A 
WELDY, Gilbert R. 371.2°01 


Time: a resource for the school 
administrator, by Gilbert XR. Weldy. 
Reston, Va., National Association of 


Secondary School Principals [1974] viii, 54 
p. illus. 20 cm. ISBN 0-88210-053-X 
Includes bibliographical references. 
[LB2831.8.W44] 74-176169 3.00 (pbk.) 

1. School administrators. 2. Job analysis. 3. 
School management and organization. I. 


44 


National Association of Secondary-School 
Principals. If. Title. 


COVIN, Theron M., 
comp. 

Classroom test construction: a sourcebook 

for teachers, edited by Theron M. Covin. 

New York, MSS Informatioa Corp. [1974] 

p. cm. ISBN 0-8422-0416-4 [LB3051.C67] 

74-8132 2.75 (lib. bdg.) 

1. Educational tests and measurements— 

Addresses, essays, lectures. I. Title. 

Prepared from C.I.P. 


BARTH, George Francis. 371.262 
Your aptitudes; you do best what you are 
best fitted to do. New York. Lothrop, Lee 
& Shepard [1974] p. cm. ISBN 0-688- 
41651-9 Leads the reader to consider his 
own abilities through a discussion of 
nineteen aptitudes important in today’s job 
market. [HF5381.2.B35] 74-10875 5.50 

1. Occupational aptitude tests—Juvenile 
literature. 2. Vocational interests—Juvenile 
literature. I. Title. 

Prepared from C.I.P. 


371.2°61'08 


MADAN Mohan, comp. 371.39°4’08 
Individualized instruction and learning. 
Compiled and edited by Madan Mohan 
and Ronald E. Hull. Chicago, Nelson-Hall 
Co. [1974] xiii, 440 p. 24 cm. ISBN 0- 
88229-113-0 (Professional/technical series) 
Includes bibliographies. [LB1031.M32] 73- 
89605 14.00 

1. Individualized instructicn—Addresses, 
essays, lectures. I. Hull, Ronald E., joint 
comp. IT. Title. 


STUDENT X. 371.8°0973 

Professors and other inmates [by] Student 
New ears N.Y., Arlington House 

tional p. cm. ISBN 0-87000-240-6 

[LA229.S74] 74-13394 7.95 

I. College  students—United States— 

Personal narratives. 2. College students— 

Recreation. I. Title. 

Prepared from C.I.P. 


COLIN, Jean. 371.9 
Never had it so good. London, Gollancz, 
1974. 160 p. 23 cm. ISBN 0-575-01692-2 
Bibliography: p. [160] [HV700.G7C65] 74- 
171426 

1. Family social work—Great Britain. 2. 
Single parent family. 3 Physically 
handicapped children. I. Title. 

Distributed by Verry; 7.50. 


STEWART, Jack C. 371.9 
Counseling parents of exceptional children: 
principles, problems, and procedures, by 
Jack C. Stewart. New York, MSS 
Information Corp. [1974] p. ISBN 0-8422- 
0422-9 [HQ773.S67] 74-10595 3.75 (pbk.) 

1. Exceptional children. 2. Parent and 
child. 3. Counseling. 4. Children— 
Management—Study and teaching. I. Title. 
Prepared from C.I.P. 


VANOSDOL, William R. 371.9 
An introduction to exceptional children 
[by] William R. Van Osdol [and] Don G. 
Shane. Dubuque, Iowa, W. C. Brown Co. 
[1974] ix, 355 p. illus. 23 cm. ISBN 0-697- 
06004-7 Includes bibliographies. 
[LC4015.V36] 74-170950 5.9% 

Handicapped children—Zducation. T. 
Shane, Don G., joint author. If. Title. III. 
Title: Exceptional children. 


VAN OSDOL, Bob, comp. 371.9°08 
Special education: a new lock. Edited by 
Bob M. Van Osdol. New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
8422-5181-2 [LC4661.V38 1974] 74-8361 
14.00 


I. Mentally handicapped children— 


AMCRIVAIN DYYK PUDLIONNNG ROGYRY 


Education—Addresses, essays, lectures. - I. 


Title. 
Prepared from C.I.P. Pbk. 8.75; ISBN 0- 
8422-0417-2. 


HAWKINS, Frances 
Pockman, 1913- 
The logic of action: from a teacher's 
notebook. Photos. and notes by Claire 
Ulam Grusin. [Ist ed] New York, 
Pantheon Books [1974] p. ISBN 0-394- 
49389-3 Rev. ed. of a work first published 
in 1969 by the Elementary Science 
Advisory Center, University of Colorado. 
Bibliography: p. [HV2430.H38 1974] 74- 
5270 7.95; 2.95 (pbk.) 

1. Deaf—Education. 2. Open plan schools. 
3. Teachers of the deaf. I. Title. 

Prepared from C.I.P. 


371.9°12 


COHEN, Martin E. 371.9°2 
Bets wishs Doc [by] Martin E. Cohen with 
Barbara Davidson. [Ist ed.] New York, A. 
Fields Books, 1974. 305 p. 22 cm. ISBN 0- 
525-63002-3 Bibliography: p. 301-305. 
[LC4661.C57 1974] 72-94677 7.95 

1. Slow learning children. I Davidson, 
Barbara, joint author. II. Title. 
GRZYNKOWICZ, Wineva 371.9°2 

Montooth. 

Meeting the needs of learning disabled 
children in the regular class, by Wineva 
Grzynkowicz, with contributions by Diane 
Spurgeon Wirtz and Rebecca Cation [and] 
Barbara Bullock. Springfield, Ill., Thomas 


[1974] p. cm. ISBN 0-398-03159-2 
Bibliography: p. [LC4602.G79] 74-2239 
11.75 

i. Mentally handicapped children— 
Education. I. Title. 

Prepared from C.I.P. 

LUCAS, Virginia. 371.926 


Classroom activities for helping slower 
learning children. New York, Center for 
Applied Research in Education [1974] 56 
p. illus. 23 cm. ISBN 0-87628-202-8 
(Classroom activities for helping children 
with special needs) Includes bibliographies. 
[LC4661.L86] 74-3366 3.95 (pbk.) 

1. Slow learning children. 2. Activity 
programs in education. I. Title. II. Series. 


PERRY, Natalie. 371.9°28 
Teaching the mentally retarded child. 2d 
ed., enl. New York, Columbia University 
Press, 1974. p. cm. ISBN 0-231-03652-3 
{LC4601.P4 1974] 73-20246 15.00 


1. Mentally handicapped — children— 
Education. I. Title. 

Prepared from C.I.P. 

BROWN, Alan R., comp. 371.9°3 


Modifying children’s behavior; a book of 
readings. Compiled and edited by Alan R. 
Brown and Connie Thompson. Springfield, 
Ill, Thomas [1974] p. cm. ISBN 0-398- 
02953-9 [LB3011.B72] 74-3338 
1. Classroom management—Addresses, 
essays, lectures. 2: Behaviorism 
Psychology) Addresses essays, lectures. 
3 Problem children—Education— 
Addresses, essays, lectures. I. Thompson, 
Connie, joint comp. Il. Title. 
Prepared from C.I.P. 


CONNOR, James P. 371.9°3 
Classroom activities for helping 
hyperactive children [by] James P. Connor. 
New York, Center for Applied Research in 
Education [1974] p. cm. ISBN 0-87628- 
200-1 (Classroom activities for helping 
children with special needs) Bibliography: 
p. [LC4711.C66] 74-11365 3.95 (pbk.) 

I. Hyperactive children—Education— 
Handbooks, manuals, etc. 2. Activity 


PA es 


“OCTOBER 31,1974 


programs in education—Handbooks, 
manuals, etc. I. Title. II. Series. 
Prepared from C.I.P. 


LABUDA, Michael. 371.9°5 
Creative reading for gifted learners: a 
design for excellence. Michael Labuda, 
editor. Newark, Del, International 
Reading Association [1974] vi, 141 p. 23 
em. ISBN 0-87207-717-9 Papers from a 
preconvention institute held by the 
International Reading Association in 1972. 
Includes bibliographies. [LC3993.5.L32] 
74-10850 4.50 (pbk.) 

1. Gifted children—Education—Reading— 
Addresses, essays, lectures. I. International 
Reading Association. Il. Title. 


CHESS, Stella. 372 


How to help your child get the most out of. 


school [by] Stella Chess, with Jane 
Whitbread. [lst ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
06746-1 [LC225.C48] 74-1769 7.95 

1. Home and school 2. Parent-teacher 
relationships. 3. Education of children. T. 
Whitbread, Jane, joint author. II. Title. 
Prepared from C.I.P. 


MANN, Philip H. 372.1102 
Handbook in diagnostic teaching: a 
learning disabilities approach [by] Philip H. 
Mann [and] Patricia Suiter. Boston, Allyn 
and Bacon [1974] xii, 240 p. illus. 30 cm. 
Bibliography: p. 233-240. [LB1029.R4M36] 
74-174459 5.95 (pbk.) 

1, Remedial teaching—Handbooks, 
manuals, etc. 2. Reading—Remedial 
teaching—Handbooks, manuals, etc. I. 
Suiter, Patricia, joint author. II. Title. 


BRANDIS, Walter. 372.264 
Selection and control: teachers’ ratings of 
children in the infant school [by] Walter 
Brandis and Basil Bernstein. London, 
Boston, Routledge and Kegan Paul, 1974. 
xi, 163 p. 23 cm. ISBN 0-7100-7729-7 
(Primary socialization, language and 
education [7]) Index. Bibliography: p. 158. 
[LB3056.G7B68] 73-87313 11.75 

1l. Grading and marking (Students) 2. 
Education, Preschool—Great Britain. I. 
Bernstein, Basil B., joint author. If. Title. 
II, Series. 


AUSTIN Association for 

the Education of Young Children. 
Ideas for learning environments. [1973, 
i.e.1974] 65 p. illus. 23 cm. Issued in case 
with the author’s Ideas for administrators, 
Ideas for creative curriculum, Ideas for 
teacher planning, and its Ideas for Nigger 
with nature. Bibliography: p. 
[LB1043.A87 1973] 74-156273 5.75 (set.). 
d. Teaching—Aids and devices. 2. School 
facilities. I. Title. 


AUSTIN Association for 

the Education of Young Children. 
Ideas for teacher planning. [1973, i.e.1974] 
$2 p. illus. 23 cm. Issued in case with the 
author’s Ideas for administrators, Ideas for 
creative curriculum, Ideas for learning 
environments, and Its Ideas for teaching 
with nature. Bibliography: p. 11-12. 
{LB1173.A95 1973] 74-156275 5.75 (set.). 
i. Creative activities and seat work— 
Handbooks, manuals, etc. I. Title. 


PFLUM, John, 1934- 372.173 
Open educatipn: for me? [by] John Pflum 
[and] Anita Hanks Waterman. Photos. by 
Ron Bowman. Washington, Acropolis 
Books [1974] p. cm. ISBN 0-87491-396-9 
Bibliography: p. [LB1029.06P45] 74-3468 


372.1°3 


372.1°3 


1. Open plan schools. I. Waterman, Anita 
Hanks, 1938- joint author. IT. Title. 


Prepared from C.I.P. 


SPODEK, Bernard. 372.1°3 
Studies in open education, edited by 
Bernard Spodek and Herbert J. Walberg. 
New York, Agathon Press [1974] p. ISBN 
0-87586-045-1 Includes bibliographies. 
[LB1029.06S66] 73-19109 10.00 

1. Open plan schools—Addresses, essays, 
lectures. I. Walberg, Herbert J, 1937- joint 
author. If, Title. 

Prepared from C.LP. 


LEVIN, A. Joyce. 372.414 
Classroom activities for encouraging 
reluctant readers [by} A. Joyce Levia. New 
York, Center for Applied Research in 
Education [1974] p. cm. ISBN 0-87628- 
199-4 (Classroom activities for helping 
children with special needs) Bibliography: 
p. [LB1050.5.L39] 74-11175 3.95 (pbk.) 

1 Reading—Remedial teaching— 
Handbooks, manuals, etc. 2. Activity 
programs in education—Handbooks, 
manuals, etc. I. Title. I. Series. 

Prepared from C.I.P. 


FELDER, Emma Guy. 372.4145 
Beginning phonics for parents. St. 
Petersburg, Fla., Johnny Reads, inc. [1974] 
32 p. illus. 23 cm. ISBN 0-910812-05-5 
[LB1573.F37] 77-135316 1.00 (pbk.) 

L. Reading (Elementary)—Phonetic 
method. I. Title. 


HERBERHOLZ, Barbara J. 372.5°044 
Early childhood art [by] Barbara 
Herberholz. Dubuque, Iowa, W. C. Brown 
[1974] xi, 174 p. illus. 29 cm. ISBN 0-697- 
03241-8 (Trends in art education) 
Bibliography: p. 165-169. [N361.H47] 73- 
91058 4.50 (pbk.) 

I. Art—Study and teaching (Primary)— 
United States. I. Title. 


PALMER, Mary. 372.87044 
Sound exploration and discovery. New 
York, Center for Applied Research in 
Education [1974] p. cm. ISBN 0-87628- 
217-6 (Classroom music enrichment units) 
”Sources for further exploration”: p. 
[MT10.P185S7] 74-7237 3.95 (pbk.} 

1. School music—Instruction and study. 2. 
Sound. I. Title. II. Series. 

Prepared from C.I.P. 


SILVER, Pamela. 372.94214 
The education of the poor; the history of a 
National school 1824-1974 [by] Pamela 
Silver and Harold Silver. London, Boston, 
Routledge & K. Paul [1974] x, 197 p. 23 


cm. ISBN  0-7100-7804-8 (Routledge 
library in the aa of education) 
Bibliograph: [186]-190. 


y: 
[LC5056.G7S854] 73- 91036 12.95 
1. Labor and laboring classes—Education— 
Great Britain—History. 2. Poor—Great 
fee I. Silver, Harold, joint author. II. 
ïtle. 


CHANAN, Gabriel. 373 
What school is for [by] Gabriel Chanan 


‘and Linda Gilchrist. New York, Praeger 


[1974] p. cm. ISBN 0-275-51930-8 
[LB1607.C43 1974] 74-4077 7.50 

l. Education, Secondary—1965- T. 
Gilchrist, Linda, joint author. IL. Title. 
Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
275-05020-X. 


CORRESPONDENCE education 374’.46 
in Africa. Edited by Antoine Kabwasa and 
Martin M. Kaunda. London, Boston, 
Routledge & K. Paul [1973] xv, 173 p. 23 
em. ISBN 0-7100-7681-9 Based on a 
conference held by the Economic 
Commission for Africa in April 1971. 


“300 SOCIAL SCIENCE -”* 


Bibliography: p. 170.. 
1973] 73-83076 11.75... 
1. Correspondence schools and courses— 
Africa—Congresses. I. Kabwasa, Antoine, 
ed. I. Kaunda, Martin M., ed. III. United 
Nations. Economie Commission for Africa. 


376’.65 


[LC5957.A2C67 


CLARKE, Edward Hammond, 
1820-1877. 

Sex in education; or, A fair chance for the 

girls. Boston, J. R. Osgood, 1873. [Buffalo, 

Heritage Press, 1974] p. cm. ISBN 0- 

88471-011-4 (Sex in history, v. 3) Includes 

bibliographical references. [LC1621.C6 

1974] 73-19407 16.00 

i. Education of women. 2. Woman— 

Health and hygiene. I. Title. I Title: A 

fair chance for the girls. 

Prepared from C.I.P. 


BYRNES, Lawrence, 1940- 377.1 
Religion and public education. New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
041119-8 (Critical issues in education) 
Bibliography: p. [LC111.B97] 74-4530 3.95 


1: M ods education—United States. I. 
Title. 
Prepared from C.I.P. 


PLUDE, Frances Forde. 377.8273 
The flickering light; what's happening to 
Catholic schools? New York, W. H. Sadlier 
[1974] 175 p. 22 cm. ISBN 0-8215-6500-1 
Includes bibliographical references. 
[LC501.P48] 74-174389 5.28 (pbk.) 

1. Catholic schools--United States. T. Title. 


HECHT, Miriam. 378 
Alternatives to college [by] Miriam Hecht 
[and] Lillian Traub. a York, Macmillan 
Information [1974] p. cm. ISBN 0-02- 
468900-9 [LB2322.H37] 74-9194 8.95 

1, Education, Higher—-1965- 2. Vocational 
education. 3. Vocational guidance. I. 
Traub, Lillian, joint author. II. Title. 
Prepared from C.I.P. 


*WASHINGTON, Booker 
Taliaferro, 18592-1915. 
The Booker T. Washington papers. ` 
Volume 3, 1889-95, ed. by Louis R. Harlen 
and others, is published in 1974, by Univ. 
of Ill. Press at Urbana, for 17. 50, ISBN 0- 

252-00410-8. 


BARRON'S how to 378.1'66'4 
prepare for the college level examination 
program, CLEP. William C. Doster, editor. 
Woodbury, N.Y., Barron's Educational 
Series, inc. [1974, c1973] p. cm. ISBN 0- 
8120-0420-5 (LB2353.B33 1974] 74-11303 


378.1°11’0924 


6.50 (pbk.) 
I. Universities and  colleges—United 
States—Examinations. 2. Scholastic 


aptitude test. 3. Universities and colleges— 
United States—Entrance requirements. I. 
Doster, William C., ed. II. Title: How to 
prepare for the college level examination 
program. 

Prepared from C.I.P. 


PAUK, Walter. 378.1°7'02812 
How to study in college. 2d ed. Boston, 
Houghton Mifflin [1974] viii, 274 p. illus. 


24 cm. ISBN 0-395-17815-0 Includes 
bibliographical references. [LB2395.P3 
1974] 73-14498 3.95 (pbk.) 

1. Study, Method of. I. Title. 

SCARINGI, Louis T., 378.3°0973 


1925- 
Student financial help; a guide to money 


‘for college [by] Louis T. and Joyce W. 


Scaringi. [ist ed.] Garden City, N.Y. 
Dolphin Books, 1974. 139 p. 26 cm. ISBN 
0-385-01977-7 [LB2337.4.S28] 73-16513 
2.95 (pbk.} 
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JUV FINAAL OQUIEINVE 


1. Student aid—United States. I. Scaringi, 
Joyce W., 1929- joint author. IT. Title. 


KAGAN, Richard L., 1943- 378.46 
Students and society in early modern 
Spain [by] Richard L. Kagan. Baltimore, 
Johns Hopkins University Press [1974] p. 
cm. ISBN 0-8018-1583-5 Includes 
bibliographical references. [LA917.K33] 
74-6828 13.50 

i. Universities and colleges—Spain— 
History. 2. Higher education and state— 
Spain—History. I. Title. 

Prepared from C.I.P. 


CREATING the African 378.6 
university; emerging issues in the 1970's, 
edited by T. M. Yesufu. Ibadan, Published 
for the Association of African Universities 
[by] Oxford University Press, 1973. 294 p. 
22 cm. ISBN 0-19-646088-3 “Proceedings 
of a workshop of the Association of 
African Universities held in Accra, Ghana, 
from 10 to 15 July 1972.” Includes 
bibliographical references. [LA1501.C73] 
774-174485 

i. Universities and colleges—Africa, 
Southern—Congresses. '2. Universities and 
colleges—Africa, Southern--Case studies. 
IL, Yesufu, Tijani M., ed. II. Association of 
African Universities. 

Distributed by Oxford University Press, 
New York, 10.95 (pbk.). 


GUIDE to alternative 378.73 
colleges and universities [by] Wayne Blaze 
[and others]. Boston, Beacon Press [1974] 
p. cm. ISBN 0-8070-3162-3 [L901.G83] 
» 74-205 9.95 

1, Education, Higher—United States— 
Directories. 2. Universities and colleges— 


United States—Directories. I. Blaze, 
Wayne. 
Prepared from C.I.P. 

378.73 


JENSEN, Oliver Ormerod, 
1914- 


A college album, by Oliver Jensen and the 
editors of American heritage. New York, 
American Heritage Pub. a distribution 
by McGraw-Hill [1974] p. cm. ISBN 0- 
07- 032457-3 [LA226.J43] 74-11045 10.00 
1. Universities and colleges—United 
States—History—FPictorial works. 
American heritage. IT, Title. 

Prepared from C.I.P. 


HULSE, James W. 378.793°55 
The University of Nevada: a centennial 
history [by] James W. Hulse. Reno, 
University of Nevada Press, 1974. xii, 258 
p. illus. 28 cm. ISBN 0-87417-040-0 
Includes bibliographical references. 
[LB3763.H84] 74-2447 8.00 

1. Nevada. University—History. L Title. 


JALLADE, Jean 379°.121°09861 
Pierre. 
Public expenditures on education and 


income distribution in Colombia. 
[Washington, International Bank for 
Reconstruction and Development]; 
distributed by the Johns Hopkins 


University Press, Baltimore [1974] xvi, 74 
p. illus. 23 cm. ISBN 0-8018-1628-9 
(World Bank staff oo papers, no. 
18) Bibliography: 73-74. 
[LB2899.C62J34] 74-4216 4. bo (pbk.) 

1. Education—Colombia—Finance. I. Title. 
IT, Series. 


CARNEGIE Commission on 
Higher Education. 

Tuition; a supplemental statement to the 

report of the Carnegie Commission on 

Higher Education on ”Who pays? Who 

benefits? Who should pay?” [Berkeley, 

Calif, 1974] 88 p. illus. 23 cm. 
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379.1214 


Bibliography: p. 87-88. [LB2342.C27 1974] 
74-78943 2.50 (pbk.) 

d. Universities and colleges—Finance. I. 
Carnegie Commission on Higher 
Education. Higher education. II. Title. 


LUCIE-SMITH, 380.1025421 
Edward. 


The first London catalogue. [New York] 


Paddington Press [1974] p. cm. ISBN 0- 
8467-0020-4 [HF5159.L6L8] 73-15024 
5.95 (pbk.) 


1. Shopping—London-—-Directories. 2. 
Commercial products—London. I. Title. 
Prepared from C.I.P. 


FROST & 380. 1°45°621381953094 
Sullivan, Ltd., London. 
The market for computer terminals in 
Europe, 1973 to 1982. Le marche des 
terminaux d’ordinateurs en Europe, 1973 a 
1982. Der Market fur Computer- 
Datenstationen in Europa, 1973 bis 1982. 
London, 1973, [i.e.1974] 2 v. 29 cm. 
Summary in French and German. On 
spine: E106. [HD9696.C63U51774 1973] 
74-175902 
1. Computer industry-—-United States. 2. 
Computer industry—Europe. 3. Computer 
input-output equipment. I. Title. 
Distributed by Frost and Sullivan, New 
York; 475.00. 


AARRISON , Anthony John, 
The economics of transport appraisal, [by] 
A. J. Harrison. New York, Wiley [1974] 
p. ISBN 0-470-35577-8 “A Halsted Press 
book.” Bibliography: p. [HE151.H27] 74- 
10625 17.75 

1. Transportation. 2. Cost effectiveness. I. 
Title. 3 

Prepared from C.I.P. 


380.5 


BIRD, Jean. 
Factory outlet shopping guide. [4th a 
Oradell], N.J., F.O.S.G. Publications 


[1974, c1973] ii, 52 p. illus. 28 cm. ISBN 
0-913464-37-6 "THF5421.B57 1973} 73- 
180888 1.50 (pbk.) 

i. Outlet stores—New York metropolitan 
area—Directories. I. Title. 


HAPGOOD, David. 381 
The screwing of the average man. [lst ed.] 
iets City, N.Y., Doubleday, 1974. p. 

ISBN 0-385-00589-X 


me 10.C63H36] 74-4872 7.95 


1. Consumer protection—United States. 2. 
Consumers—United States. I. Title. 
Prepared from C.I.P. 


SIMPICH, Frederick, Jr. 381 
Dynasty in the Pacific. New York, 
McGraw-Hill [1974] p. cm. ISBN 0- 07-, 
057450-2 Bibliography: p. [HD9503. S54] 
74-11387 8.95 

1. Amfac. I. Title. 

Prepared from C.I.P. 


FROST & 381°.45°61510973 
Sullivan, inc., New York. 

Retail drug chains and associated products 

in the U.S.A. New York, 1974. vi, 198 p 

29 cm. Issued in case. [HD9665. 4. F76 

1974] 74-175952 445.00 

i. Drug trade—United States—Statistics. 2. 


Drugstores—United States. 3. Chain 
stores—United States. I. Title. 
FROST & 381’.45°623823 10973 


Sullivan, inc., New York. 
The pleasure boat and boat equipment 
market. New York, 1974. vi, 146 1. 29 cm. 


AMERICAIN DUWA FUDLIONING RELVURKU 


Title on spine: Recreational boating. 
([HD9993.B633U53 1974] 74-175909 
395.00 


1. Boating industry—United States. I. Title. 
If, Title: Recreational boating. 


TWO studies in 38 1’.45°6292220973 
automobile franchising: A marketing 
rationale for the distribution of automobiles 
[by] H. O. Helmers. Financial and 
operating characteristics of automobile 
dealers and the franchise system [by] 
Charles N. Davisson and Herbert F. 
Taggart. [Ann Arbor] Division of 
Research, Graduate School of Business 
Administration, University of Michigan 
[1974] xiv, 249 p. illus. 24 cm. ISBN 0- 
qa 19- 5 (Michigan business studies, v. 

1) Includes bibliographies. 
Frmonio. U52T96] 74-175907 9.50 
I. Automobile industry and trade—United 
States—Case studies. 2. Franchising (Retail 
trade)—United States—Case studies. I. 
Taggart, Herbert Francis, 1898- IT. 
Helmers, Henrik O. A marketing rationale 
for the distribution of automobiles. 1974. 
JIE, Davisson, Charles Nelson, 1917- 
Financial and operating characteristics of 
automobile dealers and the franchise 
system. 1974. IV. Title. V. Series. 


DEAN, Britten. 382°.0942’052 
China and Great Britain; the diplomacy of 
commercial relations, 1860-1864. 
Cambridge, Mass., East Asian Research 
Center, Harvard University; distributed by 
Harvard University Press, 1974. 223 p. 26 
em. ISBN 0-674-11725-5 (Harvard East 
Asian monographs, 50) Bibliography: p. 
ee [HF3778.G7D4] 73-75059 6.00 
p 

1l. China—Commerce-—-Great Britain— 
History. 2. Great Britain—Commerce— 
China—History. 3. China—Foreign 
relations—Great Britain-—History. 4. Great 
Britain—Foreign relations—China— 
History. I. Title. 1I. Series. 


HOLZMAN, Franklyn D. 382.0947 
Foreign trade under central planning [by] 
Franklyn D. Holzman. Cambridge, 
Harvard University Press, 1974. xiii, 436 p. 
illus. 25 cm. ISBN 0-674-30885-9 (Russian 
Research Center studies, 73) A collection 
of essays written over the past decade. 
Includes bibliographies. [HF3626.H6] 73- 
83966 17.00 

1. Russia—Commerce—Addresses, essays, 
lectures. 2. Russia-~Commercial policy— 
Addresses, essays, lectures. 3. Communist 
countries—Commerce-—-Addresses, essays, 
lectures. I. Title. If. Series: Harvard 
University. Russian Research Center. 
Studies, 73. 


UNITED States. Bureau 

of International Commerce. 
Markets abroad for U.S. consumer goods; a 
brief U.S. Government survey of the 
market potential for American consumer 
goods in 20 foreign countries. 
[Washington; available from the National 
Technical Information Service, Springfield, 


382.0973 


Va., 1974] 144 p. 27 cm. Cover title. 
[HF1455.U458 1974] 74-601775 3.00 
(pbk.) 


I. Foreign trade promotion —United States. 
2. Market surveys. 3. United States— 
Commerce. I. Title. 


BOARMAN, Patrick 
M., comp. 
Trade with China; assessments by leading 
businessmen and scholars. Edited by 
Patrick M. Boarman, with the assistance of 
Jayson Mugar. New York, Praeger [1974] 
p. om. ISBN 0-275-28853-6 (Praeger 
special studies in international economics 


382’.0973'051 


and development) Papers presented at two 
conferences sponsored jointly by the 
Center for International Business, 
Pepperdine University and the Graduate 
School of Business Administration, 
University of Southern California, June 
and Oct. 1972, in Los Angeles. 
Bibliography: p. [HF3120.B6] 74-1727 
00 


1. United States—Commerce—China— 
Congresses. 2. China—Commerce—United 
States—-Congresses. 3. China—Economic 
conditions—-Congresses. I. Title. 

Prepared from C.I.P. 


BACKMAN, Jules, 1910- 382.1 
Multinational corporations, ttade and the 
dollar in the seventies. Edited by Jules‘ 
Backman and Ernest Bloch. With a 
-foreword by Harold S. Geneen. New York, 
New York University Press, 1974. viii, 108 
p. 24 cm. ISBN 0-8147-0977-X (Key 
_ issues lecture series) A lecture series of the 
College of Business and Public 
Administration, New York University, 
delivered in the fall of 1974. Bibliography: 
p. [107]-108. [HF1411.B19] 74-77713 5.75 
1. International economic relations— 
Addresses, essays, lectures. 2. International 
finance-—Addresses, essays, lectures. 3. 
Commercial policy—Addresses, essays, 
lectures. 4. International business 
enterprises—-Addresses, essays, lectures. I. 
Bloch, Ernest, 1921- joint author. I. New 
York. University. College of Business and 
Public Administration. III. Title. 
Pbk. 2.95; ISBN 0-8147-0978-8. 


KOLKO, Joyce. 382.1 
America aed the crisis of world capitalism. 
Boston, Beacon Press [1974] xiv, 202 p. 22 
cm. ISBN  0-8070-4790-2 Includes 
bibliographical references. [HC106.5.K538] 
74-253 7.95 

1. United States—Economic conditions— 
1945- 2. Economic history—1945- 3. 
International economic relations. I. Title. 


FROST & Sullivan, 382°.45°68175 
Ltd., London. 
Analytical instrumentation market in 


Europe. Le marche des instruments 
analytiques en Europe. Der Markt fur 
analytische Messgerate in Europa. London, 
1974, 2 v. 29 a Summary i in French and 
German. spine: E108. 
[HD9999. $433E84 1974] 74- 175974 

l. Instrument industry—Europe. 2. 
Scientific apparatus and instruments. I. 
Title. 

Distributed by Frost &. Sullivan, New 
York; 475.00. 


LE Corbeiller, 382’.45°73820951 


Clare. 
China trade porcelain: ‘patterns of 
exchange; additions to the ‘Helena 


Woolworth McCann Collection. Foreword 
by John Goldsmith Phillips. [New York] 
Metropolitan Museum of Art [1974] p. 
cm. ISBN 0-87099-089-6 Includes 
bibliographical references. [NK4565.5.L43] 
74-2097 15.00 

‘I. McCann, Helena Woolworth—Art 
collections. 2. China trade porcelain— 
Catalogs. I. Title. 

Prepared from C.I.P. 


HERRING, James Morton. 384’.0973 
Telecommunications: economics and 
regulation, by James M. Herring and 
Gerald C. Gross. New York, Arno Press, 
1974 [c1936] p. cm. ISBN 0-405-06050-5 
(Telecommunications) Reprint of the ed. 
published by McGraw-Hill,-New York. 
(HE7781.H47 1974] 74-4686 29.00 

i. -Telecommunication—United States. 2. 


Telecommunication—Law and legislation— - 


United States. I. ;Gross, Gerald Connop, 
1903- joint author. If Title. HI. Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.I.P. 


REID, James D. 384.1°0973 
The telegraph in America; its founders, 
promoters, and noted men [by] James D. 
Reid. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-06056-4 
(Telecommunications) Reprint of the 1879 
ed. published by Derby Bros., New York. 
ITKS123. R4 1974] 74-4693 47.00 

1. Morse, Samuel Finley Breese, 1791- 
1872. 2. Orton, William, 1826- 1878. 3. 
Telegraph—-United States. I. Title. IL. 
Series: Telecommunications (New York, 
1974») : 
Prepared from C.I.P. 


SMITH, Anthony, 1938- 384.54°0942 
British broadcasting. Compiled and edited 
by Anthony Smith. Newton Abbot, David 
& Charles [1974] 271 p, 22 cm. ISBN 0- 
7153-6326-3 (David & Charles sources for 
contemporary issues series) Bibliography: 
p. 255-259. [HE8689.9.G7S6] 74-158582 

1. Television broadcasting—Great Britain. 
2. Radio broadcasting—Great Britain. I. 
Title. 

Distributed by David & Charles, North 
Pomfret, Vermont for 15.00. 


EOYANG, Tsao, 1904- 384.54°0973 


‘An economic study of the radio industry 


in the United States of America [by] 
Thomas T. Eoyang. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-0604 1- 6 
(Telecommunications) Reprint of the 
author’s thesis, Columbia University, 1937. 
[HD9999.R153U5354 1974] 74-4675 12.00 
i. Radio industry and trade—United 
States. 2. Radio broadcasting—United 
States. i Title. I. Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.I.P. 


THE Radio industry; 384.54°0973 
the story of its development, as told by 
leaders of the industry. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06055-6 
(Telecommunications) Addresses to the 
students of the Graduate School of 
Business Administration, Harvard 
University. Reprint of the 1928 ed. 
published by A. W. Shaw, Chicago. 
[TK6547.R3 1974] 74-4687 19.00 

1. Radio industry and trade. 2. Radio 
broadcasting. 3. Radio—RHistory. I. 
Harvard University. Graduate of Business 
Administration. II. Series: 


- Telecommunications (New York, 1974- ) 


Prepared from C.I.P. 


SPECIAL reports on 384.54’0973 
American broadcasting, 1932-1947. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-06059-9 (Telecommunications) Reprint 
of Commercial radio advertising, by the 
Chairman, Federal Radio Commission, first 
published in 1932 by Govt. Print. Off., 
Washington, as Senate Document no. 137, 
72d Congress, Ist session; of Report on 
social and economic data pursuant to the 
informal hearing on broadcasting, docket 
4063, beginning October 5, 1936, by the 
Engineering Department of the Federal 
Communications Commission, ‘first 
published in 1938 by Govt. Print. Off., 
Washington; of Report on chain 
broadcasting, by Federal Communications 
Commission, first published in 1941 by 
Govt. Print. Off., Washington; and of An 
economic study of standard broadcasting, 
by the Federal Communications 


_Commission, first published in 1947 by the 


Commission, 


Washington. [HE8698.S63] 
74-4682 39.00 d 


1. Radio broadcasting—United States. 2. 
Radio advertising—United States. I. United 
States. Federal Communications 
Commission. II. United States. Federal 
Radio Commission. Commercial radio 
advertising. 1974. III. Series: United States. 
72d Congress, Ist session, 1932. Senate. 
Document no. 137, IV. Series: 
Telecommunications (New York, 1974- ) 


. Prepared from C.I.P. 


UNITED States. Federal 384.54°4 
Communications Commission. 

Public service responsibility of broadcast 
licensees. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-06064-5 
(Telecommunications) Reprint of the 1946 
ed. published in Washington. [HE8698.U53 
1974] 74-5225 7.00 

J. Radio broadcasting—United States. 2. 
Radio programs, Public service. I. Title. II. 
oe Telecommunications (New York, 
Prepared from C.I.P. 


BRUSH, Judith M. 384.55°43 
Private television communications: a report 
to management, by Judith M. and Douglas 
P. Brush. White Plains, N.Y., Knowledge 
Industry Publications [1974] v, 187 p. 28 
cm. (K.I.P. studies) Bibliography: p. 172- 
175. [HD9999.T373U625] 74-176061° 
275.00 

1. Television industry—United States. I. 
Brush, Douglas P., joint author. I. Title. 


Id. Series: Knowledge Industry 
Publications, inc. K.LP. studies. 
BORNTRAGER, Karl A. 385’.092’4 B 


Keeping the railroads running; the carzer 
of Karl A. Borntrager; an autobiography, 
and a review of the railroad crisis today. 
New. York, Hastings House [1974] p. cm. 
ISBN _0-8038-3941-3 [HE2754. BI6A33] 
74-11392 8:95 

I Borntrager, Karl A. 2. Railroads and 
state—United States. I. Title. 

Prepared from C.I.P. 


Coe Tom, 385’.092’4 B 
Mountain enginemen. Auckland, Collins 
[1973] 207 illus. . 22 om. 


[TF140.M33A35] 74-157436 
J. Masterson, Tom, 1905- 2. Railroads— 
New Zealand—History. I. Title. 
Distributed by International Publications 
Service, N.Y. for 10.40. 


BROADBRIDGE, S. R. _— 386’.48’094248 
The Birmingham Canal Navigations, by S. 
R. Broadbridge. Newton Abbot, David & 
Charles [1974- v. illus. 23. cm. (Inland 
waterways histories) Contents.—v. 1. 1768- 
1846. Includes bibliographical references. 
[HE437.B6B76] 74-171408 

1. Birmingham, Eng.—Canals—History— 
Collected works. I. Title. 

erica by David & Charles, Vermont; 
2.00. 


MOSTERT, Noel. 387.2745 
Supership. [Ist ed.] New York, Knopf, 
1974. . cm. ISBN 0-394-49480-6 
[VM395.A7M67 1974] 74-7735 8.95 

1. Ardshiel (Ship) 2. Tank-vessels. 3. 


Petroleum—Transportation. 4. Ocean 
travel. I. Title. 

Prepared from C.I.P. 

BACH, Richard. 387.7°092'4 B 


A gift of .wings. Illustrated by K. O. 
Eckland. [New York] Delacorte Press/E. 
Friede [1974] p. cm. ISBN 0-440-03203-2 
[TL 540.B27A28] 74-2125 8.95 

I. Bach, Richard. 2. Air  pilots— 
ae reminiscences, etc. L 
Title. Í 
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Prepared from C.I.P. 


FROST & Sullivan, Ltd., 
London. 

Civil transport aircraft market to 1985 in 
Western European countries. London, 
1973, [i-e.1974] 1 v. (various pagings) 29 

cm. Summary in French and German. 
[HE9842.A35F76 1973] 74-175905 

1. Aeronautics, Commercial—Europe. I. 
Title. 

Distributed by Frost and Sullivan, New 

York; 445.00. 


387.7°094 


HARRIS, Curtis C. 388.171’0973 
Regional economic effects of alternative 
highway systems, by Curtis C. Harris, Jr. 
With the assistance of Jay O. Casey, 
‘Stanley J. Hille fand] Charles E. Olson. 


Cambridge, Mass., Ballinger Pub. Co. 
[1974] p. cm. ISBN 0-88410-412-5 
Includes bibliographical references. 


[HE336.E3H34] 74-11357 16.00 

l. Roads—Economic aspects—United 
States—Mathematical models. I. Title. 
Prepared from C.I.P. 


ZERBE, Richard. 388.4 
Urban transportation and the environment 
[by] Richard Zerbe [and] Kevin Croke. 
Cambridge, Mass., Ballinger Pub. Co. 
[1974] . cm. ISBN 0-88410-325-0 
[TD195.T7Z47] 74-14645 8.50 

l. Urban transportation—Environmental 
aspects. 2, Air—Pollution. 3. Automobile 
exhaust gas. I. Croke, Kevin, joint author. 
I. Title. 

Prepared from C.I.P. 


ISSUES in public 388.4°0973 
transportation; proceedings of a conference 
held by the Highway Research Board at 
Henniker, New Hampshire, July 9-14, 
1972. [Washington] National Research 
Council, Transportation Research Board 
[1974] 130 p. illus. 25 cm. ISBN 0-309- 
02262-2 (Transportation Research Board. 
Special report 144) Sponsored by the 
Engineering Foundation in cooperation 
with the Highway Research Board. 
Includes bibliographical references. 
[HE4461.178] 74-1897 4.20 (pbk.) 

1. Local transit—United  States— 
Congresses. I. National Research Council. 
Highway Research Board. If. Engineering 
Foundation, New York. Til. Series: 
National Research Council. Transportation 
Research Board. Special report — 
Transportation Research Board, 144. 


ROSSINI, Frederick Dominic, 
1899- 

Fundamental measures and constants for 

science and technology [by] Frederick D. 

Rossini and his affiliates. Cleveland, CRC 

Press [1974] p. cm. ISBN 0-87819-051-1 

Includes bibliographies. [QC39.R66] 74- 

14759 23.00 

i. Units. 2. Physical measurements. I. 

Title. 

Prepared from C.I.P. 


389 


ROSS, Frank Xavier, 
1914- 
The metric system—measures for all 
mankind [by] Frank Ross, Jr. New York, 
S. G. Phillips [1974] p. cm. ISBN 0- 
87599-198-X Bibliography: p. Traces the 
history of weights and measures 
emphasizing the metric and British systems 
and discussing the likelihood of United 
States adoption of the metric system. 
[QC92.5.R67] 74-14503 8.95 
1. Metric system—Juvenile literature. I. 
Title. 
Prepared from C.I.P. 


389.152 
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SMART, James R. 389.152 
Metric math; the modernized metric 
system (SI) [by] James R. Smart. 
Monterey, Calif., Brooks/Cole Pub. Co. 
[1974] x, 85 p. illus. 23 cm. ISBN 0-8185- 
0126-X (Contemporary undergraduate 
mathematics series) Bibliography: p. 77-78. 
[QC91.S55] 73-93954 3.50 (obk.) 

1. Metric system. 2. International system 
of units. I. Title. 


ZIM, Herbert Spencer, 
1909- 
Metric measure, by Herbert S. Zim and 
James R. Skelly. Illustrated by Timothy 
Evans. New York, Morrow, 1974. p. cm. 
ISBN 0-688-20118-0 Discusses the origin 
and application of the metric system with 
examples illustrating its use. {QC92.5.Z55] 
74-702 4.50 
1. Metric system—Juvenile literature. I. 
Skelly, James R., joint author. If. Evans, 
Timothy, illus. III. Title. 
Prepared from C.I.P. Lib. bg. 4.14, ISBN 
0-688-30118-5. 


BAKER, Margaret, 1928- 390’.0942 
Folklore and customs of rural England. 
Totowa, N.J., Rowman and Littlefield 
[1974] p. cm. ISBN  9-87471-549-0 
Bibliography: p. [DA110.B26] 74-7065 
10.00 


389.152 


J. England—Social life and customs. 2. 
Country life—England. 3. Folk-lore— 
England. I. Title. 

Prepared from C.I.P. 


CHALMERS, Helena. 391’.009 
Clothes, on and off the stage; a history of 
dress from the earliest times to the present 
day. Illustrated by the author. New York, 
D. Appleton, 1938. Detroit, Gale Research 
Co., 1974. p. cm. ISBN C-8103-4033-X 
[GT510.C5 1974] 73-180965 15.00 

1. Costume—RHistory. I. Title. 

Prepared from C.I.P. 


EARLE, Alice Morse, 
1851-1911. 

Costume of colonial times. New York, 
Empire State Book Co., 1924. Detroit, 
Gale Research Co., 1974 [c1894] xiv, 263 
p. 18 cm. ISBN 0-8103-3965-X [GT607.E2 
1974] 75-159946 11.00 

1. Costume—United States—History. 2. 
Costume—History—I18th century. I. Title. 


394.2 


391’.00973 


PRESTON, Effa Estelle, 
1884- 

The popular commencement book; 

valedictories,  salutatories, prophecies, 

histories etc, by Effa E. Preston. 

Minneapolis, T. S. Denison. Detroit, Gale 

Research Co., 1974 [c1931] p. cm. ISBN 

0-8103-4034-8 [LB3020.P7 1974] 70- 

175776 15.00 

1. Baccalaureate addresses. 2 Universities 

and colleges—Sermons. I. Titie. 

Prepared from C.I.P. 


BURNETT, Bernice. 394.2°6 
The first book of holidays. Fev. ed. New 
York, F. Watts, 1974. p. cm. ISBN 0-531- 
00548-8 Bibliography: Describes the 
origins and ceremonies of the major 
holidays observed in the United States and 
some of those observed in other parts of 
the world. [GT3932.B86 1974] 74-3075 
3.95 

1. Holidays—Juvenile literature. F. Title. 
Prepared from C.I.P. 


COFFIN, Tristram 
Potter, 1922- 
The illustrated book of Christmas folklore. 
New York, Seabury Press [1974] p. cm. 
ISBN 0-8164-9219-0 (A Continuum book) 
Published in 1973 under title: The book of 


394.2°68282 


Christmas folklore. [GT4985.C546 1974] 
74-14716 12.95 

1. Christmas. I. Title. 

Prepared from C.I.P. 


TIME-LIFE Books. 394.268282 
The glory and pageantry of Christmas, by 
the editors of Time-Life Books. Special ed. 
Maplewood, N.J., Hammond [1974, c1963] 
p. ISBN  0-8437-3751-4 Originally 
published as v. 1 and 2 of The Life book 
of Christmas, by the editors of Life. 
Includes bibliographies. [GT4985.T55 
1974] 74-7130 14.95 

1. Christmas. I Life (Chicago). The Life 
book of Christmas. IT. Title. 

Prepared from C.I.P. 


BJERRE, Jens. 394’.9°0995 
The last cannibals. New York, Drake 
Publishers [1974] p. cm. ISBN 0-87749- 


692-7 Translation of Blandt 
menneskeaedere pa Ny Guinea. 
[GN671.N5B5513 1974] 74-5971 3.95 
(pbk.). 

1 Ethnology—New Guinea. 2, 


Cannibalism. I. Title. 
Prepared from C.I.P. 


WILBERT, Johannes. 398°.042’09801 
Yupa folktales. Los Angeles, Latin 
American Center, University of California, 
1974. xiii, 191 p. illus. 23 cm. ISBN 0- 
87903-024-0 (Latin American studies, v. 
24) Bibliography: p. 187-191. 
[F2319.2.Y8 W54] 73-620200 7.25 (pbk.) 

1. Yupa Indians. 2. Yupa Indians— 
Legends. 3. Indians of South America— 
Venezuela—Legends. I. Title. I. Series: 
California. University. University at Los 
Angeles. Latin American Center. Latin 
American studies, v. 24. 


HEUSCHER, Julius E. 398.2 
A psychiatric study of myths and fairy 
tales [by] Julius E. Heuscher Springfield, 
Ill. Thomas [1974] vii, 422 p. 23 cm. ISBN 
0-398-02851-6 Bibliography: p. 399-406. 
[GR550.H4 1973] 73-4267 14.95 

1. Fairy tales—History and criticism. 2. 
Subconsciousness. I. Title. 


KIRN, Ann. [398.2] E 
Never run scared, written and illustrated 
by Ann Kirn. New York, Four Winds 
Press [1974] p. cm. ISBN 0-590-07383-4 
In this Indian version of Chicken Little, a 
little rabbit is the one convinced the world 
is ending. [PZ8.1.K64Ne] 74-8987 4.95 

L Title. 

Prepared from C.I.P. 


REESINK, Maryke, 1919- [398.2] E 
The magic horse. Illustrated by Adrie 
Hospes. New York, McGraw-Hill [1974] 
p. cm. ISBN 0-07-030456-4 Translation of 
Grauwstaatje, toverpaardje. The miller sets 
his two older sons the task of discovering 
who trampled his wheat field during the 
night. [PZ8.R255Mag] 74-8512 5.95 

I Hospes, Adrie, illus. If. Title. 

Prepared from C.I.P. Library binding 5.72, 
ISBN 0-07-030457-2. 


WALT Disney’s The brave 398.2 E 
little tailor. New York, Random House 
[1975, ie.1974] p. cm. ISBN 0-394- 
82559-4 (Disney’s wonderful world of 
reading, no. 18) When Mickey the tailor 
kills seven flies, everyone thinks they were 
seven giants and he inadvertently becomes 
the king’s giant-killer. [PZ8.W1917} 74- 
1253 2.50; 3.77 (lib. bdg.). 

I Title: The brave little tailor. 

Prepared from C.I.P. 


JUNNE, I. K., comp. 398.2’095 
Floating clouds, floating dreams; favorite 


Asian folktales. Edited by I. K. Junne. [Ist 
ed.] Garden City,.N.Y., Doubleday [1974] 
vii, 134 p. 25 cm. ISBN 0-385-05204-9 
{PZ8.1.J89Fl] 73-15349 4.95 

I. Folk-lore, Oriental. I. Title. 

Contents omitted. 


MACGOWAN, John, 398.2095 1 
d.1922. 
Chinese folk-lore tales. [Folcroft, Pa.] 


Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1910 ed. published by 
Macmillan, London. [GR335.M28 1974] 
74-9650 20.00 

1. Tales, Chinese. I. Title. 

Prepared from C.I.P. 


MANUNET Banhan, 
phya. 
Siamese tales old and new: The four 
riddles and other stories. Translated by 
Reginald le May, with some reflections on 
the tales. [Folcroft, Pa.} Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1930 
ed. published by N. Dougals, London. 
[GR312.M3 1974] 74-16311 25.00 
1. Tales, Thai. 2. Folklore—Thailand. I. Le 
May, Reginald Stuart, 1885- tr. IT. Title. 
Prepared from C.I.P. 


SERWADDA,: W. Moses. 398.2'09676'1 
Songs and stories from Uganda,-by W. 
Moses Serwadda. Transcribed and edited 
by Hewitt Pantaleoni. Illustrated by Leo 
and Diane Dillon. New York, Crowell 
[1974] 80 p. illus. 21 x 26 cm. ISBN 0- 
690-75240-7 Thirteen songs with 
accompanying stories retold from Ugandan 
folklore. [PZ8.1.84577S0] 72-7556 6.50 

1. Tales, Ugandan. I. Dillon, Leo, illus. IL. 
Dillon, Diane, illus. III. Title. 


SKINNER, Charles 
Montgomery, 1852-1907. 

American myths & legends. Philadelphia, 

Lippincott. Detroit, Gale Research Co., 
1974 [c1903] p. cm. ISBN 0-8103-4036-4 

([GR105.S52 1974] 78-175743 24.00 

1. Tales, American. 2. Indians of North 

America—Legends. 3. Folk-lore, Indian. I. 
Title. 

Prepared from C.I.P. 


BODEN, Alice. 398.271’09415 
The field of buttercups; an Irish story 
retold by Alice Boden. New York, H. Z. 
Waick [1974] p. cm. ISBN 0-8098-1225-8 
Michael O’Grady catches an Irish 
leprechaun hoping to get his pot of gold, 
but doesn’t take into account the little 
men s cunning. [PZ8.1.B588Fi] 74-5451 
I. Title. 

Prepared from C.I.P. 


JACOBS, Joseph, 
1854-1916. 
Jack and the beanstalk. Illustrated by 
Margery Gill. New York, H. Z. Walck 
[1974] p. cm. ISBN 0-8098-1221-5 
(Walck fairy tales with historical notes) 
Joseph Jacob’s version of the tale in which 


398.2°09593 


398.2°0973 


398.271°0942 E 


a boy climbs to the top of a giant - 


beanstalk where he must use his quick wits 
to outsmart an ogre and make his and his 
mothers fortune. [PZ8.J19Jab5] 74-5477 
i. Gill, Margery, illus. II. Jack and the 
beanstalk. 

Prepared from C.I.P. 


THE Six swans 398.2°1°0943 
[by] the Brothers Grimm. Illustrated by 
Adrie Hospes.: New York, McGraw-Hill 
[1974] The Six swans [by] the Brothers 
Grimm. ISBN 0-07-030475-0 ”The text of 
this book is a much-shortened version of 


the Grimm fairytale translated by Margaret 


Hunt.” A retelling of how the king’s 
daughter rescues her six brothers fram the 
enchantment imposed on them by their 
wicked stepmother. [PZ8.S365] 74-8580 
5.95 ; 

I Grimm, Jakob Ludwig Karl, 1785-1863. 
Die sechs Schwane. II. Hunt, Margaret 
Raine, 1831-1912, tr. III. Hospes, Adrie, 
illus. 

Preparec from C.I.P. Lib. ad 5.72; ISBN: 
00-07030476-9 


TARCOV, Edith. 398.2°1'0943 E 
The frog prince, retold from Grimm by 
Edith H. Tarcov. Illustrated by James 
Marshal. New York, Four Winds Press 
[1974] 32 p. col..illus. 23 cm. Angry at 
being forced to keep Her promise to a frog, 
the princess finally resorts to violent action 
with unexpected results. [PZ8. T175Fr] 73- 
22491 3.95 

Ł Grimm, Jakob Ludwig Karl, 1785-1863. 
Der Froschkonig. II. Marshall, James, 
1942- illus. HT. Title. 


SHERLOCK, Philip 
Manderson, Sir 
Ears ard tails and common sense: more 
Stories from the Caribbean, by Sir Philip 
M. Sherlock and Hilary Sherlock. 
Illustrated by Aliki. New York, Crowell 
{1974] p. cm. ISBN 0-690-00450-8 During 
each evening of their six-day party the 
forest animals listen to a story told by the 
animals who guess the answers .to 
Chimpanzee’s riddles. [PZ8.1.S54Ear] 74- 

2045 4.95 

i. Tales, West Indian. 2. Animals, Legends 
and stories of. I. Sherlock, Hilary, joint 
author. II: Aliki, illus. III. Title. 

Prepared from C.I.P. 


SPICER, Dorothy Gladys. 


398.2745 


398.2°454 


.13 dragons. Illustrated by Sofia. New 


York, Coward, McCann & Geoghegan 
[1974] 157 p. illus. 27 cm. ISBN 0-698- 
20254-6 Thirteen tales from throughout 
the world about dragons of various kinds 
and temperaments. [PZ8.1.8767Te] 72- 
94130 5.86 (lib. bdg.) 

1. Dragons—Legends and stories. I. Sofia, 
illus. II. Title. 


FRIEND, Hilderic, 
1852-1940. 

Flowers and flower lore. With illus., index, 
and notes. London, G. Allen. Detroit, Gale 
Research Co., 1974. p. cm. Reprint of the 
1884 ed. ”A brief bibliography of flower 
lore”: p. [QK83.F75 1974] 73-2010565 14.00 
1. Plant lore. I, Title. 

Prepared from C.I.P. 


FONTENROSE, Joseph Eddy, 
1903- 

Python; a study of Delphic myth and its 
origins [by] Joseph Fontenrose. New York, 
Biblio & Tannen, 1974 [c1959] p. ISBN 
0-8196-0285-X Reprint of the ed. 
published by University of California Press, 
Berkeley. Bibliography: p. [BL795.D7F66 
1974] 70-162299 24.50 


398’.368'213 


398.45 


i. Dragons. 2. Mythology, Greek. 3. 
Delphic oracle. I. Title. 

Prepared from C.I.P. 

RUNEBERG, Arne. 398.45 


Witches, demons, and fertility magic; 
analysis of their significance and mutual 
relations in West-European folk religion. 
[Norwood, Pa.] Norwood Editions, 1974. 
p. Reprint of the 1947 ed. published by 
Societas Scientiarum Fennica, Helsingfors, 
which was issued as no. 14:4 of the 
Commentationes humanarum litterarum. 
Bibliography: p. [BF1584.E9R86 1974] 74- 
3091 17.50 

J. Witchcraft—Europe. 2. Demonology, 


European. 3. Magic—Europe. I Title. I. 


Series: Suomen Tiedeseura. 
Commentationes humanarum  fitterarum, 
14:4, 

Prepared from C.I.P. 

BISHOP, Ann. 398.6 


The Ella Fannie elephant riddle book. 
Illustrations by Jerry Warshaw. Chicago, 


_ A. Whitman [1974] p. cm. ISBN 0-8075- 


1966-9 Ninety-two elephant jokes provide 
answers to such questions as "How do you 
raise a baby elephant?” and "Why do 
elephants lie on their backs with their feet 
in the air?” [PZ8.7.B5E!] 74-14931 3.50 

I. Warshaw, Jerry, illus. If. Title. 

Prepared from C.I.P. 


MOTHER Goose. 
Favorite rhymes 


398.8 
of. Mother Goose. 
Illustrated by Frederick Richardson. 
Northbrook, Ill., Hubbard Press [1974] 32 
p. col. illus. 28 cm. ISBN 0-8331-0024-6 
An illustrated collection of thirty-five 
traditional nursery rhymes. [PZ8.3.M85Rg] 
73-93718 1.95 (pbk.) 

i. Nursery rhymes. I. Richardson, 
Frederick, 1862-1937, illus. II. Title. 


A Selection of old nursery 398.8 
rhymes [compiled by R. P. Greg. 
Norwood, Pa.] Norwood Editions, 1974. 
p. cm. Reprint of the 1903 ed., which was 


_ printed for private circulation only. A 


collection of over two hundred nursery 
rhymes including lesser- and well-known 
ones, counting-out rhymes, and rhymed 
games. [PZ8.3.84635] 74-17263 6.00 

1. Nursery rhymes. I. Greg, R. P., comp. 
Prepared from C.I.P. 


CHRISTY, Robert, 1830- 398.9 
1906, comp. 

Proverbs, maxims, and phrases of all ages, 

classified subjectively and arranged 

alphabetically. New York, Putnam. 


Detroit, Gale Research Co., 1974 [c1888] 
p. cm. ISBN 0-8103-4022-4 [PN6405.C5 
1974] 78-99071 29.50 (2 vols.) 

1. Proverbs. 2. Maxims. I. Title. 

Prepared from C.I.P. 
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KELLING, George W. 401.9 
Language: mirror, tool, and weapon [by] 
George W. Kelling. Chicago, Nelson-Hall 
[1974] p. cm. ISBN  0-911012-85-0 


- Bibliography: p. [P37.K4] 74-10511 11.95 


1. Whorf Benjamin Lee, 1897-1941. 2. 
Languages—Psychology. I. Title. 
Prepared from C.I.P. 


OSGOOD, Charles Egerton. 401°.9 
Cross-cultural universals of affective 
meaning [by] Charles E. Osgood, William 
H. May [and] Murray S. Miron. Urbana, 
University of Illinois Press [1974] p. cm. 
ISBN 0-252-00426-4 Bibliography: p. 
[P106.08] 74-8498 20.00 

1. Languages—Psychology. 2. Semantics, 
Comparative. I May, William H, 1933- 
joint author. H. Miron, Murray S, joint 
author. II. Title. 

Prepared from C.I.P. 


SWEET, Henry, 1845-1912. 
The history of language. [Folcroft, 


409 
Pa.) 


< Folcroft Library Editions, 1974. p. cm. 


Reprint of the 1930 ed. published by J. M. 
Dent, London, in series: The Temple 
primers. Bibliography: p. [P121.S86 1974] 
74-16090 15.00 (lib. bdg.). 

1. Philology, Comparative. 2. Language 


' and languages. I. Title. 


Prepared from C.I.P. 
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1909- comp. 
primer of linguistics [by] Anne 
Fremantle. New York, St. Martin’s Press 
[1974] xiii, 321 p. 21 cm. Bibliography: p. 
321. [P25.F69] 72-89425 3.95 (pbk.) 
1. Linguistics—Addresses, essays, lectures. 
Å. Title. 


HYMES, Dell H. 410°.9 
Studies in the history of linguistics: 
traditions and paradigms, edited by Dell 
Hymes. Bloomington, Indiana University 
Press [1974] viii, 519 p. 24 cm. ISBN 0- 
253-35559-1 (Indiana University studies in 
the history and theory of linguistics) 
Paes bibliographies. [P61.H9] 72-88630 
T. 


1. Linguistics—History—Addresses, essays, 
lectures. I. Title. I. Series: Indiana. 
University. Indiana University studies in 
the history and theory of linguistics. 


LEECH, Geoffrey N. 412 
Semantics [by] Geoffrey Leech. 
Harmondsworth, Penguin, 1974. xii, 386 p. 
illus. 19 cm. ISBN 0-14-021694-4 Includes 
index. Bibliography: p. (371]-380. 
[P325.L36] 74-173945 

1. Semantics. 

Distributed by Penguin, Baltimore, Md. 
2.95 (pbk.). 


BREND, Ruth Margaret, comp. 415 
Advances in tagmemics. Editor: Ruth M. 
Brend. Amsterdam, North-Holland Pub. 
Co.; New York, American Elsevier Pub. 
Co., 1974, xiii, 460 p. 23 cm. ISBN 0-444- 
10534-4 (North-Holland linguistic series, 
9) Includes bibliographies. [P291.B7] 73- 
81526 17.75 

1. Tagmemes. I. Title. 


GREEN, Georgia M. 415 
Semantics and syntactic regularity [by] 
Georgia M. Green. Bloomington, Indiana 
University Press [1974] p. cm. ISBN 0- 
253-35160-X Bibliography: p. [P281.G68 
1974] 74-9947 12.50 

1. Grammar, Comparative and general— 
Verb, 2. Semantics. 3. Grammar, 
Comparative and general—Syntax. I. Title. 
Prepared from C.I.P. 


LEIFRINK, Frans. 415 

Semantico-syntax. London, Longman, 

1973. xi, 178 p. 23 cm. ISBN 0-582- 

55035-1 (Longman linguistics library, 15) 

Includes index. Bibliography: p. [171]-173. 

[P151.L47] 74-176096 

i. Generative grammar. 2. Semantics. 3. 
- Grammar, Comparative and general— 

Syntax. I. Title. 

Distributed by Longman, New York 7.50. 


SHOSTAK, Jerome. 420’.76 
How to prepare for college board 
achievement tests: English; | English 


composition test, literature test. 2d rev. ed. 
Woodbury, N.Y., Barron’s Educational 
Series, inc. [1974] p. cm. ISBN 0-8120- 
0064-1 [PE1114.S55 1974] 74-4083 2.95 


(pbk.) 

i. English philology—Examinations, 
questions, etc. 2. English language— 
Idioms, corrections, errors. I. Title. 
Prepared from C.I.P. 


DEW, Donald, 1928- 421.54 
Phonetic transcription; an audio-tutorial 
program [by] Donaid Dew [and] Paul J. 
Jensen. Columbus, Ohio, Merrill [1974] vii, 
_150 p. 25 cm. ISBN 0-675-08804-6 
Bibliography: p. 149-150. [PE2815.D4] 74- 
75078 5.95 

1. English Janguage—Phonetic 
transcriptions. 2. English language in the 
United States—Pronunciation. 3. 
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English. 


i. Jensen, Paul J, joint author. H. Title. 


MAWSON, Christopher 422.4 
Orlando Sylvester, 1870-1938. 
Dictionary of foreign terms. Rev. and 


updated by Charles Berlitz 2d ed. New 
York, Crowell [1974] p. cm. ISBN 0-690- 
00171-1 Previously published under title: 
Dictionary of foreign terms found in 
English and American writings of 
yesterday and today. [PE1570.M3 1974] 
74-12492 6.95 

1. English language—Foreizn words and 


phrases—Dictionaries. I. Berlitz, Charles 
Frambach, 1913- I Title. 

Prepared from C.I.P. 

DE SOLA, Ralph, 1908- 4237.1 
Abbreviations dictionary: abbreviations; 


acronyms; anonyms; contractions; initials 
and nicknames; short forms and slang 
shortcuts; signs and symbols. New 
international 4th ed. New York, American 
Elsevier Pub. Co. [1974] x:ii, 428 p. 24 
cm. ISBN 0-444-00139-5 [PE1693.D4 
1974] 73-7687 24.50 

1. Abbreviations, English. 2. Acronyms. 3. 
Signs and symbols. I. Title. 


DIXON, James Main, 1856- 4237.1 
1933. 
English idioms. London, T. Nelson. 


Detroit, Gale Research Co., 1974. p. cm. 
ISBN 0-8103-3986-2 ”First published in ... 
1927.” Reprint of the ed., which was 
issued as no. 125 of the ”Teaching of 
English” series. [PE1460.D49 1974] 73- 
163172 14.00 

I. English language—Idioms, corrections, 
errors. I. Title. I. Series: The ”Teaching of 
English” series, no. 125. 

Prepared from C.I.P. 


NICKLES, Harry G. 427.1 
The dictionary of do’s and don'ts; a guide 
for writers and speakers, by Harry G. 
Nickles. New York, McGraw-Hill [1974 
p. cm. ISBN 0-07-046502-9 [PE1460.N5 
74-9856 7.95 

1. English language—Usage. 2. English 


language—Idioms, corrections, errors. I. 
Title. 

Prepared from C.I.P. 

A manual for dialect 427.976 


research in the Southern States. Edited by 
Lee Pederson [and others] 2d ed. 
University, University of Alabama Press 
[1974] xii, 244 p. 24 cm. ISBN 0-8173- 
0502-5 Includes bibliographies. 
[PE2922.M3 1974] 74-17436C 2.95 (pbk.} 
1. English language in the United States— 
Dialects—Southern States. 2. Linguistic 
research--Handbooks, manuals, etc. I. 
Pederson, Lee A., ed. 


MORSON, Lillian Í. 428 
An English guide for court reporters, by 
Lillian I. Morson. [lst ed.] New York, 
Vantage Press [1974] 242 p. 22 cm. ISBN 
0-533-00947-2 [PE1116.L3M6] 74-175932 
9.00 

1. English language—Grammar—1950- 2. 
Law reporting—United States. I. Title. 


MAGER, Nathan H., 1913- 428’.003 
Encyclopedic dictionary of English usage, 
by N. H. Mager and S. K. Mager. 
Englewood a N.J., Prentice-Hall 
[1974] x, 342 p. 25 cm. ISBN 0-13- 
275792-3 [PE1628.M23] 78-37656 9.95 

i. English language—Usage. 2. English 
Janguage—Dictionaries. I. Mager, Sylvia 
K., 1916- joint author. IT. Title. 


ALGEO, John. 4287.2 
Exercises in contemporary English. New 


xiv, 217 p. 24 cm. ISBN 0-15-512931-7 
Designed to accompany A concise 
grammar of contemporary English by R. 
Quirk and S. Greenbaum. [PE1413.A36] 
74-292 4.95 (pbk.) 

1. English Janguage—Composition and 
exercises. 2. English Janguage— 
Grammar--1950- I. Quirk, Randolph. A 
concise grammar of contemporary English. 
H. Title. 


BECHTEL, John Hendricks, 428°.3 
b.1841. 
Slips to speech; a helpful book for 


everyone who aspires to correct the 
everday errors of speaking and writing. 
Philadelphia, Penn Pub. Co., 1901. Detroit, 
Gale Research Co. 1974 [ci895] p. cm. 
ISBN 0-8103-4041-0 [PE1460.B43 1974] 
77-159889 12.00 

1. English language--Idioms, corrections, 
errors. I. Title. 

Prepared from C.I.P. 


SMITH, Samuel Stephenson, 
1897-1961. 

How to double your vocabulary [by] S$. 

Stephenson Smith. Revised by Herbert B. 

Greenhouse. 2d. ed. New York, Funk and 

Wagnalls [1974, c1964] viii, 435 p. 22 cm. 

ISBN 0-308-10099-9. Also published in a 

special ed. entitled The Vocabulary builder. 

[PE1449.S624 1974] 3.45 (pbk.) 

1. Vocabulary. I. Greenhouse, Herbert B., 

ed. II. Title. 

L.C. card number for original ed.: 64- 

12109. 


MEASURING reading 428.407 
performance. Edited by Wiliam E. 
Blanton, Roger Farr [and] J. Jaap 
Tuinman. Newark, Del., International 
Reading Association [1974] vi, 70 p. 23 
cm. ISBN 0-87207-718-7 Papers originally 
presented at a conference held by the IRA 
Test Committee at Indiana University in 
the fall of 1971. Includes bibliographies. 
[LB1050.M4] 74-11048 3.50 (pbk.) 

1. Reading—Ability testing—Addresses, 
essays, lectures. I. Blanton, William, ed. IT. 
Farr, Roger C., ed. III. Tuinman, J. Jaap, 
ed. IV. International Reading Association. 


428.3 


DOMANDI, Agnes 4387.6°421 
Korner, comp. 

Deutsche Literatur von Heute; an 
intermediate German course [by] Agnes 
Korner Domandi [and] Doris Starr 


Guilloton. New York, Holt, Rinehart and 
Winston [1974] p. ISBN 0-03-005626-8 
(PF3117.D63] 73-21640 6.95 (pbk.) 

J. German language—Readers. 2. German 
literature—20th century. I. Guilloton, 
Doris Starr, 1929- joint comp. II. Title. 
Prepared from C.I.P. 


REGAN, Brian T., 1938- 439.9 
Dictionary of the Biblical Gothic language, 
by Brian T. Regan. [Phoenix, Ariz.] 
Wellspring Books [1974] xxi, 182 p. 22 
cm. ISBN  0-89019-000-3 Includes 
bibliographical [PD1191.R4] 
74-4907 11.00 

1. Bible. Gothic. 2. Gothic language— 
Glossaries, vocabularies, etc. I. Title. 


CLOSE, Elizabeth. 459.09 
The development of modern Rumanian; 
linguistic theory and practice in Muntenia 
1821-1838. [London, New York] Oxford 
University Press, 1974. xxi, 316 p. 23 cm. 
(Oxford modern languages ‘and literature 
monographs} A revision of the author’s 
thesis, Oxford, 1970. Bibliography: p. [255] 
-266. [PC625.C5 1974] 74-171190 22.50 

I Romanian language—History. 2. 


references. 


Romanian  literature—19th — century— 
History and criticism. I. Title. 
AGARD, Frederick 459°.8°2 


Browning, 1907- 
Spoken Romanian; standard colloquial 
Romanian [by] Frederick B. Agard 
Magdalena  Petrescu-Dimitriu. _[Ithaca, 
N.Y.] Spoken Language Services [1974- v. 
13 x 20 cm. ISBN  0-87950-315-7 
{PC635.A37] 74-1000 7.00 
i. Romanian language—Spoken Romanian. 
2. Romanian language—Self-instruction. I. 
Pee Cauca Magdalena, joint author. 
. Title. 


NIHI, John J. 469.5 
201 Portuguese verbs fully conjugated in 
all the tenses, alphabetically arranged, [by] 
John J. NiHi. Woodbury, New Yor 
Barron’s Educational Series [1974, c1968] 
2.95 (pbk.) vii, 223 p. 21 cm. ISBN 0- 
8120-0330-6 [PC5145.N5] 2.95 (pbk.) 
1. Portuguese language-——Verbs. I. Title. 
LE. gard number for original edition: 68- 
25. 


*KITTELL, Gerhard, 1888- 487.3 
1918, ed. 
Theological dictionary of the New 


Testament. Ed. by Gerhard Friedrich. Tr. 
& ed., by Geoffrey W. Bromiley. 

The final volume, number 9, 1974, is now 
available from Eerdmans, Grand Rapids 
for 22.50. L.C. card no.: 64-15136. 


*WEISS, Paul 492.4 
Omor V'oseh. [by] Paul Weiss [and] Sol 
Scharfstein. Part One. New York, KTAV 
Pub. House [1974, c1973] 153 p. illus. 26 
cm. ISBN 0-87068-406-X. (Part 1) Part II: 
Anahu Ba’ Ulpan by Shilomo Kodesh. 
[E4601] 3.50 (pbk.) ea. 

L. Hebrew language—Readers. I. 
Scharfstein, Sol, joint author. II. Title. 


UEHARA, Toyoaki. 495.6°82’421 
Fundamentals of Japanese [by] Toyoaki 
Uehara and Gisaburo N. Kiyose. 
Bloomington, Indiana University Press 
[1974] p. cm. ISBN 0-253-32523-4 
(Indiana University East Asian series) 
(PL539.3.U3] 73-21245 15.00 (pbk.) 

1. Japanese Janguage—Text-books for 
foreigners. I. Kiyose, Gisaburo N., joint 
author. If Title. I. Series: Indiana. 
University. East Asian series. 

Prepared from C.I.P. 


VuoNG Gia Thuy. 
Vietnamese in a nutshell, lst ed. 
Montclair, N.J., Institute for Language 
Study; exclusive distributor to the book 
trade: Doubleday, Garden City, N.Y. 
1974. p. cm. [PL4373.V8] 78-94773 2.95 
(pbk.) 

I. Vietnamese Janguage—Grammar. I. 
Title. 

Prepared from C.LP. 


495.9°22°82421 


500 PURE SCIENCE 


HIEMAN, Ruth Estelyn, 
925- 

Life along the regia Scottdale, Pa., 
Herald Press, 1974. p. cm. ISBN 0-8361- 
1746-8 [QH81.H63] 74-10859 4.95 

1. Nature. I. Title. 

Prepared from,C.LP. 


500.9 


MOSELEY, Henry Nottidge, 
1844-1891. 

Notes by a naturalist. An account of 

observations made during the voyage of 

H.M.S. Challenger” 

- the years 1872-1876 ... 


500.9 


A new and rev. ed., 


round the world in > 


with map, port., and woodcuts, and a brief 
memoir of the author. London, J. Murray, 
1892. [New York, AMS Press, 1974] p. 
cm. ISBN 0-404-08159-2 Published in 
1879 under title: Notes by a naturalist on 
the Challenger. [QH11.M88 1974] 72-1710 
21.50 


1. Challenger expedition, 1872-1876. 2. 
Natural history. 3. Voyages around the 
world. I. Title. 

Prepared from CLP. 


ZAPPLER, Georg. 500.9 
Science in winter and spring [by] Georg 
and Lisbeth Zappler. [1st ed.] Garden City, 
N.Y.. Doubleday, 1974. viii, 162 p. illus. 
24 cm. ISBN 0-385-04728-0 Discusses a 
number of observations and activities for 
winter and spring concerning astronomy, 
geology, meteorology, and biology. 
foies, Z28} 73-20785 5.95 
i Science—Juvenile literature. 2: 
Seasons—Juvenile literature. I. Zappler, 
Lisbeth, joint author. IT. Title. 
Library binding 6.70. . 


JORDAN, David Starr, 
1851-1931. 
Science sketches. New and enl. ed. 
Plainview, N.Y., Books for Libraries Press 
[1974] p. cm. ISBN 0-518-10181-9 (Essay 
index reprint series) Reprint of the 1911 
{c1896] ed. published by A. C. McClurg, 
Chicago. [QH81.J79 1974] 74-4295 15.75 
J. Natural history—Addresses, essays, 
lectures. I. Title. 
Prepared from C.I.P. Contents omitted. 


RUSSET, Lois Jackson, 500.9°173’2 
1921- 

Collecting for the city naturalist [by] Lois 
J. Hussey and Catherine Pessino. 
Hlustrated by Barbara Neill. New York, 
Crowell [1974] p. ISBN 0-690-00317-X. 
Suggestions for exploring such city 
environments as streets, vacant lots, and 
ponds and for making collections from the 
natural specimens found there. 
[QH48.H83] 73-17293 4.95 

1. Natural history—-Technique—Juvenile 
literature. I. Pessino, Catherine, 1925- joint 
author. II. Neill, Barbara, illus. TII. Title. 


BURROUGHS, John, 500.974738 
1837-1921. 

In the Catskills; selections from the 
writings of John Burroughs. With illus. 
from photos. by Clifton Johnson. 
Dunwoody, Ga., N. S. Berg, 1974. xi, 250 
p. illus. 24 cm. ISBN 0-910220-58-1 
Reprint of the 1910 ed. published by 
Houghton Mifflin, Boston. Contents.—The 
snow-walkers.—A white day and a red 
fox.—Phases of farm  life—In the 
hemlocks.—Birds’-nests.—The heart of the 
southern Catskills——Speckled trout.—A 
bed of boughs. [QH81.B935 1974] 74- 
173531 12.50 

1. Nature. 2. Catskill Mountains. I. Title. 


POLANYI, Michael, 1891- 501 
Scientific thought and social reality; essays. 
Edited by Fred Schwartz. New York, 
International Universities Press [1974] p. 
cm. ISBN 0-8236-6005-2 (Psychological 
issues, v. 8, no. 4. Monograph 32) 
Bibliography: p. [Q175.P822] 74-5420 


500.908 


1. Science—Philosophy. 2. Knowledge, 
Theory of. I. Title. If. Series. 
Prepared from C.I.P. 


GILMORE, Clarence Percy, 
1926- 

The unseen universe; photographs from the 
scanning electron microscope [by] C. P. 
Gilmore. New York, Schocken Books 
[1974, c1972] p. cm. ISBN 0-8052-0453-9 


502.8 


First ed. published under title: The 
scanning electron microscope. 
[QH212.83G55 1974] 74-10141 8.95 
(pbk.). 


1. Scanning electron microscope—Pictorial 
works. I. Title. 
Prepared from C.I.P. 


WELLS, Oliver C. 502.8 
Scanning electron microscopy [by] Oliver 
C. Wells, with portions contributed by 
Alan Boyde, Eric Lifshin, and Alex 
Rezanowich. New York, McGraw-Hill 
[1974] p. cm. ISBN 0-07-069253-X 
Bibliography: p. [QH212.S3W44] 74-1387 
22.95 


I. Scanning electron microscope. I. Title. 
Prepared from C.I.P. 


WOOD, William Gordon. 502.8 
Experimental method; a guide to the art of 
experiment for students of science and 
engineering, by W. G. Wood and D. G. 
Martin. London, Athlone Press; distributed 
in the U.S.A. by Humanities Press, New 
York, 1974. [7], 106 p. 22 cm. ISBN 0- 
485-12022-4 Includes index. Bibliography: 
p- URA [QC39.W67] 74-174083 4.50 
(pbk. 


i. Physical measurements. I. Martin, 
Derek Gordon, joint author. I. Title. 


FLOOD, Walter Edgar. 503 


Scientific words: their structure and 
meaning, by W. E. Flood. Westport, 


Conn., Greenwood Press [1974, cl1960] p. 
cm. ISBN 0-8371-7541-0 Reprint of the 
ed. published by Duell, Sloan, and Pearce, 
New York. [Q123.F57 1974] 74-6707 
11.00 

1. Science—Dictionarites. I. Title. 

Prepared from C.I.P. 


UNITED States. Library of 507 
Congress. Science and Technology 
Division. 


Mainland China organizations of higher 
learning in science and technology and 
their publications; a selected guide. 
Compiled by Chi Wang [oriental science 
specialist] Washington, 1961. [New York, 
AMS Press, 1974] p. ISBN 0-404-56963-3 


Bibliography: p. [AS448.US 1974] 77- 
38090 17.50 

1. China—Learned institutions and 
societies—Directories. 2: Scientific 


societies—China—Directories. 3. Technical 
societies—China—Directories. 4. Scientific 
societies—China—Bibliography. 5. 
Technical societies—China—Bibliography. 
I Wang, Chi, 1930- II. Title. 

Prepared from C.I.P. 


BIOMEDICAL perspectives 508°.1 s 
of agglutinins of invertebrate and plant 
origins. Editor, Elias Cohen. [New York] 
New York Academy of Sciences, 1974. 
412 p. illus. 23 cm. (Annals of the New 
York Academy of Sciences, v. 234) Papers 
presented at a conference held by the New 
York Academy of Sciences, May 21-23, 
1973, which was sponsored by the 
Society’s Section of Biological and Medical 
Sciences. Includes bibliographical 
references. [Q11.N5 vol. 234] [QR187.A3] 
574.295 74-176251 32.00 (pbk.) 

i. Agglutinins—Congresses. 2. 
Invertebrates—Physiology—Congresses. 3. 
Botanical chemistry—Congresses. I. Cohen, 
Elias, ed. IL New York Academy of 
Sciences. Section of Biological and Medical 
Sciences. IH. Series: New York Academy 
of Sciences. Annals, v. 234. 


MODE of action of $087.1 s 
antibiotics on microbial walls and 
membranes. Editors: Milton R. J. Salton 
[and] Alexander Tomasz. [New York] New 


51 


York Academy of Sciences, 1974. 620 p. 
illus. 23 cm. (Annals of the New York 
Academy of Sciences, v. 235) Cover title. 
Result of a conference held by the New 
York Academy of Sciences, June 6-8, 
1973. Includes bibliographical references. 
{QILNS vol. 235] [QR99] 615.7 74- 
175930 40.00 (pbk.). 

1. Antibiosis—Congresses. 2. Bacterial cell 
walls—Congresses. 3. Plasma membranes— 
Congresses. 4. Antibiotics—Congresses. I. 
Salton, Milton R. J, ed. IL Tomasz, 
Alexander, ed. III. -New York Academy of 
Sciences. IV. Series: New York Academy 
of Sciences. Annals, v. 235. 


TROPHIC functions of the 5087.1 s 
neuron. Editor: Daniel B. Drachman. [New 
York] New York Academy of Sciences, 
1974. 423 p. illus. 23 cm. (Annals of the 
New York Academy of Sciences, v. 228) 
Cover title. "This series of papers is the 
result of a conference entitled The trophic 
functions of the neuron held by the New 
‘York Academy of Sciences on March 5, 6, 
and 7, 1973” and sponsored by the 
Academy’s Section of Biological and 
Medical Sciences. Includes bibliographical 
references. [Q11.N5 vol. 228] [QP363] 
612°.811 74-176073 31.00 (pbk.) 


1. Neurotrophic functions—Congresses. 2. . 


Neuromuscular transmission—Congresses. 
I Drachman, Daniel B., ed. Il. New York 
Academy of Sciences. Section of Biological 
and Medical Sciences. II. Series: New 


York Academy of Sciences. Annals, v. 
228. 
NEYMAN, Jerzy, 1894- 509 


The heritage of Copernicus: theories 
"pleasing to the mind”. Edited by Jerzy 
. Neyman. Cambridge, Mass., MIT Press 


[1974] p. ISBN 0-262-14021-7 ”The 
Copernican volume of the National 
Academy of Sciences.” [Q126.8.N48] 74- 
6415 30.00 

I. Copernicus, Nicolaus, 1473-1543. 2. 
Science-—History—Addresses, Essays, 
lectures. I. Title. 

Prepared from C.I.P. 

CHON, Sang-un. 509.519 
Science and technology in Korea; 


traditional instruments and techniques [by] 
Sang-woon Jeon. Cambridge, Mass., M.I.T. 
Press [1974] p. cm. ISBN 0-262-10014-2 
(The M.I.T. East Asian science series, v. 4) 
Based largely on the author’s Han‘guk 
kwahak kisul sa (A history of science and 
technology in Korea), 1966. Bibliography: 
p. [Q127.K8C49] 73-18480 17.50 


Science—History—Korea. 2. 
OI a iste force I Title. Il. 
Series: Massachusetts Institute of 


Technology. M.LT. East Asian science 
series, v. 4. 
Prepared from-C.1.P. 


CROWDIS, David G. 510 
Finite mathematics [by] David G. Crowdis, 
Susanne M. Shelley [and] Brandon W. 
Wheeler. San Francisco [i.e. Corte Madera, 
Calif.] Rinehart Press [1974] ix, 417 p. 
illus. 24 cm. [QA39.2.C76] 73-18108 10.95 
1. Mathematics—1961- I. Shelley, Susanne, 
1928- joint author. I. Wheeler, Braridon 
W., joint author. III. Title. 


HERSTEIN, I. N. 510 
Matters mathematical [by] I. N. Herstein 
[and] I. Kaplansky. New York, Harper & 
Row [1974] p. cm. ISBN 0-06-042803-1 
_ Includes bibltographiēs: [QA39.2.H48] 74- 
3755 10.95 

1. Mathematics—1961- I Kaplansky, 
Irving, 1917- joint author. H. Title. 
Prepared from C.LP. 
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PETERSON, John M., 1938- 510 
Basic concepts of elementary mathematics 
[by] John M. Peterson. 2d ed. Boston, 
Prindle, Weber & Schmidt [1974] 500 p. 
illus. 24 cm. ISBN 0-87150-175-9 (The 
Prindle, Weber & Schmidt series in 
mathematics education) [QA248.P39 1974] 
74-8751 11.95 

1, Arithmetic—Foundations. I. Title. 


CAJORI, Florian, 1859- 510°.1°48 
1930. 

A history of mathematical notations. La 
Salle, II., Open Court Pub. Co. [1974- 
c1928- v. illus. 21 cm. ISBN 0-87548- 
154-X (Open Court paperback) Reprint of 
the 1928-29 ed. published by the Open 
Court Pub. Co., Chicago. Contents.—v. 1. 
Notations in elementary mathematics. 
Includes bibliographical references. 
[QA41.C32] 74-176142 4.95 (pbk.) 

1. Mathematical notation—History. 2. 


Mathematics—History. 3. Numerals— 

History. f. Title. 

SYMPOSIUM in Applied 510.7 
Mathematics, 20th, . University of 
Montana, Missoula, 1973. 

The influence of computing on 

mathematical research and education 


[proceedings. Edited by Joseph P. LaSalle} 
Providence, American Mathematical 
Society, 1974. viii, 205 p. illus. 26 cm. 
ISBN 0-8212-1326-1 (Proceedings of 
symposia in applied mathematics, v. 20) 
Prepared by the American Mathematical 
Society. On spine: Conference on the 


influence of computing. Includes 
bibliographical references. [QA1.S894 
1973] 74-5166 16.50 

1. Electronic data processing— 


Mathematics—Congresses. 2. Mathematical 
research—-Congresses. 3. Mathematics— 
Study and  teaching—Congresses. I. 
LaSalle, Joseph P, ed. I American 
Mathematical Society. IIT. Title. IV. Title: 
Conference on the influence of computing. 
V. Series. 


AUSTRALIAN Conference on 
Combinatorial Mathematics, 
University of Melbourne, 1973. 

Combinatorial mathematics; proceedings of 

the second Australian conference. Edited 

by D. A. Holton. Berlin, New York, 

Springer-Verlag, 1974. p. cm. ISBN 3- 

540-06903-8 (Lecture notes in 

mathematics, 403) [QA3.L28 no. 403] 

[QA164] 511’.6 74-14845 7.40 (pbk.). 

1. Combinatorial analysis—Congresses. I. 

Holton, Derek A., 1941- ed. I. Title. III. 

Series: Lecture notes in mathematics 

(Berlin) 403. 

Prepared from C.I.P. 


CAPITAL Conference on 510.8 s 
Graph Theory and Combinatorics, 
George Washington University, 1973. 

Graphs and combinations; proceedings. 

Edited by R. A. Bari and F. Harary. 

Berlin, New York, Springer-Verlag, 1974. 

p. cm. (Lecture notes in mathematics, 406} 

Bibliography: p. [QA3.L28 no. 406] 

[QA164] 511.6 74-13955 12.30 (pbk.) 

1. Combinatorial analysis—Congresses. 2. 

Graph theory—Congresses. I. Bari, Ruth 

A., 1971- ed. I. Harary, Frank, ed. III. 


510°.8 s 
2d, 


Title. IV. Series: Lecture notes in 
mathematics (Berlin) 406. 

Prepared from C.I.P. 

DEVLIN, Keith J. 510.8 s 


The Souslin problem [by] Keith Devlin 
[and] Havard Johnsbraten. Berlin, New 
York, Springer-Verlag, 1974. p. cm. ISBN 
0-387-06860-0 (Lecture notes in 
mathematics, 405) Bibliography: p. 


[QA3.L28 no. 405] [QA248] 511°.3 74- 
17386 7.40 (pbk.) 

I. Set theory. I Johnsbraten, Havard, 
1945- joint author. II. Title. HI. Series: 
Lecture notes in mathematics (Berlin) 405. 
Prepared from C.LP. 


FUNCTIONAL analysis and 510°.8 s 
its applications: international conference, 
Madras, 1973. Edited by H. G. Garnir, K. 
R. Unni, and J.. H. Williamson. Berlin, 
New York, Springer-Verlag, 1974. p. cm. 
ISBN 3-540-06869-4 (Lecture notes in 
mathematics, 399) [QA3.L28 no. 399] 
[QA320] 515°.7 74-13998 18.60 (pbk.) 

I. Functional analysis—Congresses. I. 
Garnir, Henri G., ed. IL Unni, K. R., 
1933- ed. II. Williamson, John Hunter, 
1926- ed. IV. Series: Lecture notes in 
mathematics (Berlin) 399. 

Prepared from C.I.P. 


GUGENHEIM, V. K. A. M., 510.8 s 
33. 
On the theory and applications 


of 
differential torsion products [by] V. K. A. 
M. Gugenheim and J. Peter May.. 
Providence, American Mathematical 
Society, 1974. ix, 93 p. 26 cm. ISBN 0- 
8218-1842-2 (Memoirs of the. American 
Mathematical Society, no. 142) 
Bibliography: p. 92-93. [QA3.A57 no. 142] 
[QA169] 512.55 74-2164 3.20 (pbk.) 
1. Algebra, Homological. 2. Torsion 
products. 3. Spectral sequences 
(Mathematics) 4. Algebra, Differential. I. 
May, J. Peter, joint author. II. Title. IIT. 
Title: Differential torsion products. IV. 
Series: American Mathematical Society. 
Memoirs, no. 142. 


PETRICH, Mario. 510.8 s 
Rings and semigroups. With an appendix 
by Richard Wiegandt. Berlin, New York, 
Springer-Verlag, 1974. viii, 182 p. 24 cm. 
(Lecture notes in mathematics, 380) 
Bibliography: p. 168-174. [QA3.L28 no. 
380] [QA171] 512’.4 74-2861 7.40 (pbk.) 
1. Semigroups., 2. Associative rings. I. 
Title. IE Series: Lecture notes in 
mathematics (Berlin), 380. 


PHAN Dinh Dieu. 510.8 s 
Some questions in constructive functional 
analysis. [Translated by J. M. Danskin] 
Providence, American Mathematical 
Society, 1974. p. cm. ISBN 0-8218-3014-7 
(Proceedings of the Steklov Institute of 
Mathematics, no. 114 (1970)) Translation 
of Nekotorye voprosy konstruktivnogo 
funktsional’nogo analiza. Bibliography: p. 
[QA1.A4t114, 1974] [QA322] 515.7 73- 
21929 33.90 (pbk.) 

1. Locally convex spaces. 2. Distributions, 
Theory of (Functional analysis) 3. 
Constructive mathematics. I. Title. II. 
Series: Akademiia nauk SSSR. 
Aa temakichesgi institut. Proceedings, no- 
Prepared from C.I.P. 


POPP, Herbert. 510.8 s 
Classification of algebraic varieties and 
compact complex manifolds. Berlin, New 
York, Springer-Verlag, 1974. p. cm. ISBN 
3-540-06951-8 (Lecture notes in 
mathematics, 412) [QA3.L28 no. 412] 
[QA564] 516’.353 74-16463 12.30 (pbk.) 

1. Algebraic varieties—Addresses, essays, 
lectures. 2. Complex manifolds— 
Addresses, essays, lectures I. Title. IL. 
Series: Lecture notes in mathematics 
(Berlin), 412. 

Prepared from C.I.P. 


SANDERS, Jack Palmer, 510.8 s 
1943- 


The category of H-modules over a 


spectrum. Providence, American 
Mathematical Society, 1974. ifi, 136 p. 25 


cm. ISBN 0-8218-1841-4 (Memoirs of the . 


American Mathematical Society, no. 141) 
Bibliography: p. 136. [QA3.A57 no. 141] 
(QA612.3] 514°.23 73-22409 3.50 (pbk.) 

1. Homology theory. 2. Cobordism theory. 
3. Spéctral theory (Mathematics) I. Title. 
H. Series: American Mathematical Society. 
Memoirs, no. 141. 


‘SYMPOSIUM on Analysis, 510.8 s 
Recife, Brazil, 1972. 
Functional analysis and applications; 


proceedings of the Symposium of Analysis, . 


Universidade Federal de Pernambuco, 
Racife, Pernambuco, Brasil, July 9-29, 
1972. Edited by Leopoldo Nachbin. Berlin, 
New York, Springer-Verlag, 1974. 270 p. 
25 cm. (Lecture notes in mathematics, 
384) English or French. Sponsored by the 
Sociedade Brasileira de Matematica. 
Includes bibliographies. [QA3.L28 no. 384] 
[QA320] 515’.7 74-4653 9.10 (pbk.). 

i. Functional analysis—Congresses. I 
Nachbin, Leopoldo, ed. H. Sociedade 
Brasileira de Matematica. If. Title. IV. 


Series: Lecture notes in mathematics 
(@erlin), 384. 

THEORIES de 510’.8 s 
information; actes des Rencontres de 


Marseille-Luminy, 5 au 7 juin 1973. Edite 
par J. Kampe de Feriet et C. Picard. 
Berlin, New York, Springer-Verlag, 1974. 
p. cm. ISBN 3-540-06844-9 (Lecture notes 
in mathematics, 398) French or English. 
Sponsored by the Centre de rencontres 
mathematiques de Luminy. Bibliography: 
p. (QA3.L28 no. 398] [Q350] 001.53°9 74- 
13984 9.50 (pbk.). 

1. Information theory—Congresses. I. 


Kampe de Feriet, Joseph, 1893- ed. I 


Picard, Claude Francois, 1926- ed. MI. 
Centre de rencontres mathematiques de 
Luminy. IV. Series: Lecture notes in 
mathematics (Berlin) 398. 

Prepared from CLP. 


TITS, Jacques. 510.8 s 
Buildings of spherical type and finite BN- 
pairs. Berlin, New York, Springer-Verlag, 
1974. x, 299 p. 25 cm. (Lecture. notes in 
mathematics, 386) Bibliography: p. 277- 
286. [QA3.L28 no. 386] [QA171] 512’.55 
74-5714 9.90 (pbk.). 

i. Linear algebraic groups. 2. Finite 
groups. 3. Isomorphisms (Mathematics) I. 
Title. If. Series: Lecture notes in 
mathematics (Berlin), 386. 


VICTORIA Symposium on 
Nonstandard Analysis, 1972. 
Victoria Symposium on Nonstandard 
Analysis, University of Victoria, 1972. 
Edited by Albert Hurd [and] Peter Loeb. 
Berlin, New York, Springer-Verlag, 1974. 
xviii, 339 p. 25 cm. (Lecture notes in 
mathematics, 369) Includes bibliographical 
references. [QA3.L28 no. 369] [QA299.82] 
515 73-22552 10.10 (pbk.). 
d. Mathematical analysis, Nonstandard— 
Congresses. I Hurd, Albert `E, ed. M. 
Loeb, Peter, ed. Ill. Series: Lecture notes 
in mathematics (Berlin), 369. 


CRAIG, William. 511°.3 
Logic in algebraic form. Three languages 
and theories. Amsterdam, North-Holland 
Pub. Co.; New York, American Elsevier 
Pub. Co., 1974. viii, 204 p. 23 cm. (Studies 
in logic and the foundations of 
romemiie v. 72) Bibliography: p. 182- 
183.. [QA10.C7] 72-88292 18.50, 

1. Algebraic logic. 2. Proof theory. i Title. 
IT. Series. 


510.8 s 


STOLL, Robert R. $117.3 
Sets, logic, and axiomatic theories, by 
Robert R. Stoll. 2d ed. San Francisco, W. 
H. Freeman [1974] p. cm. ISBN 9-7167- 
0457-9 Includes . bibliographies. 
[QA248.3.878 1974] 74-8932 9.50 

i. Set theory. 2. Logic, Symbolic and 
mathematical. I. Title. 

Prepared from C.I.P. 


DEVINE, Donald F. 512.1 


. Mathematics for elementary education [by] 


Donald F. Devine [and] Jerome E. 
Kaufmann. New York, Wiley [1974] xviii, 
609 p. illus. 26 cm. ISBN 0-471-20946-4 
[QA107.D48] 73-14692 10.95 

1. Mathematics—1961- I, Kaufmann, 
Jerome E., joint author. Il. Title. 


BILA, Dennis, 1941- 5.12°.13°077 
Integrated algebra and trigonometry: a 
modified programmed approach [by] 
Dennis Bila and Donald Ross. San 
Francisco, Rinehart Press [1974] p. cm. 
[QA152.2.B54] 73-18193 10.50 

1. Algebra—Programmed instruction. 2. 
Trigonometry—Programmed instruction. I. 
Ross, Donald, 1930- joint author. IX. Title. 
Prepared from C.I.P. 


LOWENTHAL; Franklin, 
1938- 

Linear algebra with linear differential 
equations. New York, Wiley [1974] p. cm. 
ISBN 0-471-55150-3 Bibliography: p. 
[QA184.L68] 74-8933 12.95 

I. Algebras, Linear. 2. | Differential 
equations, Linear. I. Title. . 
Prepared from C.I.P. 


LUSZTIG, George, 1946- 512.2 
The discrete series of GL over a finite 
field. Princeton, N.J., Princeton University 
Press, 1974. p. cm. ISBN 0-691-08154-9 
(Annals of mathematics studies, no. 81) 
Bibliography: p. [QA171.L848] 74-11058 


512°.15 


1. Representations of groups. 2. Linear 
algebraic groups. 3. Series. 4. Fields, 
Algebraic. I. Title. II. Series. 

Prepared from C.I.P. 


WINTER, David J. 512?.32 
Structure of fields. New York, Springer- 
Verlag [1974] p. cm. ISBN 0-387-90074-4 
(Graduete texts in mathematics, v. 16) 
[QA247.W55] 73-21824 12.80 

1, Fields, Algebraic. 2. Galois theory. I. 
Title. IL. Sèries. 

Prepared from C.I.P. 


SHILOV, Georgii 

Evgen’evich. 
An introduction to the theory of linear 
spaces [by] Georgi E. Shilov. Tzanslated 
from the Russian by Richard A. Silverman. 
New York, Dover Publications [1974] ix, 
310 p. illus. 22 cm. ISBN 0-486-63070-6 
Translation of Vvedenie v teoriiu lineinykh 
prostranstv.. Bibliography: p- 304. 
[QA184.85513 1974] 73-94345 4.C0 (pbk.). 
A oy ia Linear. 2. Functional analysis. 
. Title. . 


BOGNAR, Janos. 512’.523 
Indefinite inner product spaces. Berlin, 
New York, Springer, 1974. ix, 223 p. 24 
cm. (Ergebnisse der Mathematik und ihrer 
Grenzgebiete, Bd. 78) Bibliography: p. 
[210]-220. [QA322.5.B63] 73-106€9 18.50 

1. Inner product spaces, Indefinite. I. Title. 
I. Series. 


MONTGOMERY, Deane, 1909- 512.55 
Topological transformation groups [by] 
Deane Montgomery fand] Leo Zippin. 
Huntington, N.Y., R. E. Krieger Pub. Co. 
[1974, c1955] p. ISBN 0.88275- 169-7 


5127.5 


- 00312-5 


Reprint of the ed. published by 
Interscience Publishers, New York, which ~ 
was issued as no. I of Interscience tracts in 
pure and applied mathematics. 
Bibliography: p. [QA613.7.M66 1974] 74- 
265 15.25 

1. Topological groups. 2. Transformation 
groups. I. Zippin, Leo, joint author. I. 
Title. 

Prepared from C.LP. 


WEIL, Andre. 512°.7 
Basic number theory. 3d ed. Berlin, New 
York, Springer-Verlag, 1974. p. cm. (Die 
Grundlehren der mathematischen 
Wissenschaften in Einzeldarstellungen mit 
besonderer Berucksichtigung der 
Anwendungsgebiete, Bd. 144) 
[QA241.W33 1974] 74-13963 18.30 

1. Numbers, Theory of 2. Class field 
theory. I. Title. II. Series: Die Grundlehren 
der mathematischen Wissenschaften in- 
Einzeldarstellungen, Bd. 144. - 
Prepared from C.I.P. 


CARICO, Charles C. ~ 5129 
Algebraic expressions [by] Charles C. 
Carico. Belmont, Calif, Wadsworth Pub. 
Co. [1974] ix, 98 p. 26 cm. ISBN 0-534- 
(Wadsworth, precalcufus 
mathematics series, v. 2) [QA152.2.C36] 
73-85408 2.95 (pbk.). 

L Algebra. T. Title. If, Series. 


MUELLER, Francis J. 512.9 
Elements of algebra [by] Francis J. 
Mueller. 2d ed. Englewood Cliffs, N.J., 
Prentice-Hall [1974, c1975] p. cm. ISBN 
0-13-262436-2 [QA154.2.M83 1975] 73- 
22199 9.95 

1. Algebra. I. Title. 

Prepared from C.LP. 


KEEDY., Mervin Laverne. 512.9°2 
College algebra: a functions approach [by] 
Mervin L. Keedy [and] Marvin L. 
Bittinger. Reading, Mass., Addison-Wesley 
Pub. Co. [1974] vi, 467, 44, 2 p. 28 cm. 
ISBN 0-201-03718-4 [QA 154.2.K432] 73- 
22729 8.95 

1. Algebra. I. Bittinger, Marvin L., jcint 


` author. IT. Title. 


BEN-ISRAEL, Adi. 512.943 
Generalized inverses: theory end 
applications [by] Adi Ben-Israel [and] 


Thomas N. E. Greville. New York, Wiley 
[1974] xi, 395 p. 23 cm. ISBN 0-471- 
06577-3 (Pure and applied mathematics) 
"A Wiley-Interscience publication.” 
Bibliography: p. 359-381. [QA188.B46] 73- 
23078 22.50 

1. Matrix inversion. I. Greville, Thomas 
Nall Eden, 1910- Joint author. IT. Title. 


SENETA, Eugene, 1941- $12.9°43 
Non-negative matrices; an introduction to 
theory and applications [by] E. Seneta. 
New York, Wiley [1973, i.e.1974] x, 214 
p. 24 cm. ISBN 0-470-77605-6 ”A Halsted 
Press book.” Bibliography: p. [196]-[206] 
[QA188.S46] 73-10891 19.50 

1. Non-negative matrices. 


FELDMAN, Harold, .1919- 517.93 
Mathematics of business affairs [by] 
Harold Feldman and John H. Hindle. 
College ed. Providence, Programs for 
Achievement in Reading [1974] x, 37€ p. 
28 cm. ISBN 0-913310-09-3 [HF5691.F34 
1974] 73-94292 5.88 (pbk.). 

J. Business mathematics. 2. Busiress 
mathematics—Problems, exercises, etc. L 
Hindle, John H., joint author. IT. Title. 
Publisher’s address: Abbot Park Place, 
Providence, R.I. 02903. 
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SHAO, Stephen 
Pinyee, 1924- 
Mathematics for management and finance 
[by] Stephen P. Shao. 3d ed. Cincinnati, 
South-Western Pub. Co. [1974] xi, 768 p. 
illus. 24 cm. ISBN 0-538-13320-1 First ed. 
published in 1962 under title: Mathematics 
of finance. [HF5691.8432 1974] 73-83506 
12.75 
1. Business mathematics. I. Title. 


JAMESON, Graham James Oscar. 514 
Topology and normed spaces [by] G. J. O. 
Jameson. London, Chapman and Hall; 
[Distributed by Halsted Press, New York, 
1974] xv, 408 p. 22 cm. ISBN 0-412- 
12880-2 (Chapman and Hall series) 
Bibliography: p. 402-404. [QA611.J34 
1974b] ‘74-174977 17.75 

5 Topology. 2. Normed lincar spaces. I. 

itle. 


“FROMAN, Robert, 1917- 515 
The game of functions. (llustrated by 
Enrico Arno. New York, Crowell [1974] 
p. cm. ISBN 0-690-00544-X (A Young 
math book) Gives directions for a game 
which demonstrates the basic principles of 
functions and graphs. [QA331.3.F76] 74- 
2266 3.95 
1. Functions—Juvenile literature. 2. 
Graphic methods—Juvenile literature. I. 
Arno, Enrico, illus. II. Title. 

Prepared from C.I.P. Library binding 4.70; 
ISBN 0-690-00545-8. 


313°.93°024658 


OLDHAM, Keith B. $15 
The fractional calculus; theory and 
applications of differentiation and 


integration to arbitrary order [by] Keith B. 
Oldham [and] Jerome Spanier. New York, 
Academic Press, 1974. xiii, 234 p. illus. 24 
cm. ISBN 0-12-535550-5 (Mathematics in 
science and engineering, v. 111) 
Bibliography: p. 219-223. [QA303.034] 
73-5304 19.50 

1. Calculus. I. Spanier, Jerome, 1930- joint 
author. If, Title. III Series. 


SYMPOSIUM on Generalized 
Recursion Theory, Oslo, 1972 
Generalized recursion theory. Proceedings 
of the 1972 Oslo symposium. Ed. by J. E. 
Fenstad and P. G. Hinman. Amsterdam, 
North-Holland Pub. Co; New York, 
American Elsevier Pub. Co., 1974. viii, 456 
p. 23 cm. (Studies in logic and the 
foundations of mathematics, v. 79) 
Includes 12 papers from the symposium. 
Bibliography: p. 445-451. [QA248.5.893 
1972] 73-81531 34.00 
1. Recursive functions. I. Fenstad, Jens 


515.25 


Erik, ed. I. Hinman, Peter G., ed. IM. 
Title. IV. Series. 
ROSS, Shepley L. 515.35 


Differential equations [by] Shepley L. 
Ross. 2d ed. Lexington, Mass., Xerox 
College Pub. [1974] xi, 712 p. illus. 27 cm. 
ISBN 0-536-00930-9 [QA371.R6 1974] 73- 
84447 12.95 

1. Differential equations. 


NONLINEAR wave motion. 515.353 
Alan C. Newell, editor. Providence, R.I., 
American Mathematical Society, 1974. viii, 
229 p. illus. 24 cm. ISBN 0-8218-1115-0 
(Lectures in applied mathematics, v. 15) 
Proceedings of the Summer seminar, 
sponsored by the American Mathematical 
Society and the Society for Industrial and 
Applied Mathematics, and held at 
Potsdam, New York, 1972. Proceedings of 
the previous Summer seminars are entered 
under: Summer Seminar on Applied 
Mathematics. Bibliography: p. 219-221. 
[QA927.N66] 73-19504 19.00 

i. Wave motion, Theory of—Congresses. 
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2. Nonlinear theories—Congresses. 3. 
Differential equations, Nonlinear— 
Congresses. I. Newell, Alan C., 1941- ed. 
JI. American Mathematical Society. HI. 
Society for Industrial and Applied 
Mathematics. IV. Series: Lectures in 
applied mathematics (Providence) y. 15. 


BLEISTEIN, Norman. 515’.43 
Asymptotic expansions of integrals [by] 


Norman Bleistein [and] Richard A. 
Handelsman. New York, Holt, Rinehart 
and Winston [1974, ©1975] p. 


[QA311.B58] 74-3376 20.00 

J. Integrals. 2. Asymptotic expansions. I. 
Handelsman, Richard A., joint author. II. 
Title. 

Prepared from C.I.P. 


RIVLIN, Theodore J., 
1926- 

The Chebyshev polynomials [by] Theodore 

J. Rivlin. New York, Wiley [1974] p. cm. 

ISBN 0-471-72470-X (Pure and applied 

mathematics) "A Wiley-Interscience 

publication.” Bibliography: 

[QA404.5.R58 1974] 74-10876 15.95 

1. Chebyshev polynomials. I. Title. 

Prepared from C.I.P. 


NIRENBERG, L. 515’.7 
Topics in nonlinear functional analysis, 
1973-1974 [by] L. Nirenberg. Notes by R. 
A. Artino New York, Courant Institute of 
Mathematical Sciences [1974] viii, 259 p. 
illus. 28 cm. Bibliography: p. 254-259. 
[QA320.N57] 74-176230 6.75 

J. Functional analysis. 2 Differential 
equations, Nonlinear. 3. Integral equations, 
Nonlinear. T. Courant Institute of 
Mathematical Sciences. IT. Title. 


OBERHETTINGER, Fritz. 515’.723 
Tables of Mellin transforms. Berlin, New 
York, Springer-Verlag, 1974. p. cm. ISBN 
0-387-06942-9 Bibliography: p. 
[QA432.024] 74-16456 14.00 

i. Mellin transftorm—Tables. I. Title. 
Prepared from C.I.P. 


POLYA, George, 1887- 515.9 s 
Location of zeros. Edited by R. P. Boas. 
Cambridge, MIT Press [1974, c1973] p. 
cm. ISBN 0-262-02103-6. (Mathematicians 
of our time, v. 8) (His Collected papers, v. 


515’.55 


2) English, French, and German. 
’Bibliography of George Polya”: p. 
[QA3.P73 vol. 2] [QA331] 515.9 73- 
15679 22.50 


1. Analytic functions. 2. Polynomials. 3. 
Zero (The number) I. Title. If. Series. 
Prepared from C.1.P. 


SCHOENEBERG, Bruno. 515’.983 
Elliptic modular functions; an introduction 
[by] B. Schoeneberg. Translated from the 
German by J. R. Smart and E. A. 
Schwandt. Berlin, New York, Springer, 
1974. viii, 232 p. illus. 24 cm. (Die 
Grundiehren der mathematischen 
Wissenschaften in Einzeldarstellungen mit 
besonderer Berucksichtigung der 
Anwendungsgebiete, Bd. 203) 
Bibliography: p. [227]-229. [QA343.S2613} 
73-8486 27.90 

1. Functions, Modular. 2. Functions, 
Elliptic. 3. Modular groups. I. Title. IT. 


Series: Die Grundlehren der 
mathematischen Wissenschaften in 
Einzeldarstellungen, Bd. 203. 

DAWES, William M. 516.15 


The hyperbola and the parabola, by 
William M. Dawes. Boston, Branden Press 
[1974] 112 p. illus. 23 cm. ISBN 0-8283- 
1485-3 [QA559.D25] 72-86314 9.75 

1. Hyperbola. 2. Parabola. I. Title. 


WALSH, Edward T., 1934- 516.2 
A first course in geometry [by] Edward T. 
Walsh. San Francisco, Rinehart Press 
[1974] xiii, 370 p. illus. 25 cm. Includes 


bibliographies. [QA453.W22] 73-18298 
10.95 

1. Geometry. I. Title. 

HEINEMAN, Ellis Richard. 516.24 


Plane trigonometry with tables [by] E. 
Richard Heineman. 4th ed. New York 
McGraw-Hill [1974] xvi, 325 p. illus. 23 
cm. ISBN 0-07-027931-4 [QA533.H47 
1974] 74-2039 10.50 

I. Trigonometry, Plane. 


CHUNG, Kai Lai, 1917- 519.2 
ELementary probability theory with 
stochastic processes. New York, Springer- 
Verlag [1974] x, 325 p. illus. 25 em. ISBN 
0-387-90096-9 (Undergraduate texts in 
mathematics) Bibliography: p. 307. 
[QA273.C5774] 73-21210 12.00 

1. Probabilities. 2. Stochastic processes. I. 
Title. 


MCSHANE, Edward James, 
1904- 

Stochastic calculus and stochastic models 

[by] E. J. McShane. New York, Academic 

Press, 1974. p. cm. ISBN 0-12-486250-0 

(Probability and mathematical statistics 

series, Bibliography: p. 

[QA274.22.M32] 74-1640 19.50 

1. Integrais, Stochastic. 2. Stochastic 

differential equations. I. Title. 

Prepared from C.I.P. 


MEYER, Stuart L., 1937- 519. 2 
Data analysis for scientists and engineers 
[by] Stuart L. Meyer. New York, Wiley 
[1974] p cm. ISBN 0-471- 59995-6 
Bibliography: p. [QA276.M437] 74-8873 


519.2 


1. Mathematical statistics. 2. Probabilities. 
I. Title. 
Prepared fram C.I.P. 


ISAACS, Rufus Philip, 1914- 519.3 
Differential games; a mathematical theory 
with applications to warfare and pursuit, 
control and op tization [by] Rufus Isaacs. 
Huntington, N.Y., R. E. Krieger Pub. Co. 
1975 [c1965] p. cn ISBN 088275- 153-0 
Chapters 1-4 are .revised versions of the 
author’s reports published as the Rand 
Corporation’s Research memorandum, 
RM-1391, RM-1399, RM-1411, RM-1486, 
all entitled Differential games. Reprint of 
the 1967 ed. published by Wiley, New 
York, in series: The SIAM series in 
applied mathematics. Bibliography: 
[QA270.18 1975] 73-92141 17.50 

1. Differential games. I. Title. 

Prepared from C.I.P. 


CLIFFORD, Jerrold R. 519.4 
Computer mathematics handbook [by] 
Jerrold R. Clifford [and] Martin Clifford. 
Boston, Allyn and Bacon [1974] xiv, 338 
p. 28 cm. [QA141.C53] 73-87539 14.95 

1. Numeration. 2. Mathematics—Tables, 
etc. 3. Algebra. I. Clifford, Martin, 1910- 
Joint author. I. Title. 


MOORE, Ramon E. 519.4 
Mathematical elements of scientific 


computing [by] Ramon Edgar Moore. 
[New York] Holt, Rinehart and Winston 
[1974] p. cm. ISBN 0-03-088125-0 
Piblography; P. [QA297.M64] 74-8185 
10. 


i. Electronic data processing—Numerical 
analysis. I. Title. 
Prepared from C.LP. 


MENDENHALL, William. 519.50243 
Statistics: a tool for the social sciences [by] 


"OCTOBER 31,1974 mae 
William Mendenhall, Lyman Ott [and] 
Richard F. Larson. North Scituate, Mass., 
Duxbury Press [1974] xii, 505 p. illus. 25 
cm. ISBN  0-87872-053-7 Includes 
bibliographies. [HA29.M5218] 73-84305 
11.00 


1. Statistics. I. Ott, Lyman, joint author. I. 
Larson, Richard F. joint author. III. Title. 


CHOU, Ya-lun, 1922- 519.5°02°433 
Statistical analysis. 2d ed. New York, Holt, 
Rinehart and Winston [1975] p. cm. ISBN 
0-03-089422-0 Bibliography: p. 
[HA29.C5549 1975] 74-4082 8.95 

1. Statistics. I. Title. 

Prepared from C.I.P. 


CLARK, Charles 519.5024658 
Tallifero. 
Statistical analysis for administrative 


decisions [by] Charles T. Clark [and] 
Lawrence L. Schkade. 2d ed. Cincinnati, 
South-Western Pub. Co. [1974] vii, 887 p. 
24 cm. ISBN 0-538-13260-4 First ed. 


published in 1969 under title: Statistical - 


methods for business decisions. Includes 
bibliographies. [HA29.C59 1974] 73-91754 
13.35 

1. Statistics. I. Schkade, Lawrence L., joint 
author. IT. Title. 


WILLIS, Raymond 519.5°02°4658 
Edson. 

Statistical analysis and modeling for 
management decision-making [by] 
Raymond E. Willis [and] Norman L. 
Chervany. Belmont, Calif., Wadsworth 


Pub. Co. [1974] xi, 558 p. illus. 25 cm. 
ISBN > 0-534-00337-0 Includes 
bibliographies. [HD20.4.W52] 74-76374 
13.95 


1. Industrial management—Mathematical 
models. 2. Industrial management— 
Statistical methods. 3. Decision-making— 
Mathematical models. 4. Statistical 
decision. I. Chervany, Norman L., joint 
author. IT. Title. 


KONIJN, H. S. 519.52 
Statistical theory of sample survey design 
and analysis. [By] H. S. Konijn. 


Amsterdam, North-Holland Pub. Co., New 
York, American Elsevier Pub. Co., 1973 
[i.e.1974] xv, 429 p. 23 cm. Includes 
bibliographical references. [QA276.6.K66] 
73-146183 32.50 

1. Sampling (Statistics) I. Title. 


BISHOP, Yvonne M. M. 519.53 
Discrete multivariate analysis: theory and 
practice [by] Yvonne M. M. Bishop, 
Stephen E. Fienberg [and] Paul W. 
Holland. With the collaboration of Richard 
J. Light [and] Frederick Mosteller. 
Cambridge, Mass., MIT Press [1974] p. 
ISBN 0-262-02113-7 Bibliography: p. 
[QA278.B57] 74-5177 27.50 

J. Multivariate analysis. I. Fienberg, 
Stephen E., joint author. If. Holland, Paul 
W. joint author. III. Title. 

Prepared from C.I.P. 


DURAN, Banjamin S., 1939- 519.53 
Cluster analysis; a survey [by] Benjamin S. 
Duran [and] Patrick L. Odell. Berlin, New 
York, Springer-Verlag, 1974. p. cm. ISBN 
0-387-06954-2 (Lecture notes in economics 
and mathematical systems, 100. Operations 
research) Bibliography: p. [QA278.D87} 
74-17099 7.40 (pbk.). ` 

1. Cluster analysis. I. Odell, Patrick L. 
1930- joint author. II. Title. III Series: 
Lecture notes in economics and 
mathematical systems, 100. IV. Series: 
Operations research. . 

Prepared from C.I.P. 


SU ATT o : 


SOIREE a r a E} 


FINN, Jeremy D. -519.53 
A general model for multivariate analysis 
[by] Jeremy D. Finn. [New York, Holt, 
Rinehart and Winston, 1974] p. cm. ISBN 
0-03-083239-X (International series in 
decision processes) Bibliography: p. 
[QA278.F56] 74-8629 10.95 

i. Multivariate analysis. 2. Analysis of 
variance. J. Title. 

Prepared from C.I.P. 


LACHENBRUCH, Peter A. 519.5°3 
Discriminant analysis, by Peter A. 
Lachenbruch. New York, Hafner Press, 
1974. ; ISBN 0-02-848250-6 
Bibliography: p. [QA278.65.L32] 74-11057 


1. Discriminant analysis. I. Title. 
Prepared from C.I.P. 


CONFERENCE on Applications 519.7 
of Optimization Methods for Large-Scale 
Resource Allocation Problems, 
Helsingfor, Denmark, 1972. : 

Optimization methods for 

allocation; proceedings of a NATO 

conference held in Elsinore, Denmark. 

Editors: Richard Cottle [and] Jacob 

Krarup. London, English Universities 

Press; New York, Crane, Russak & Co. 

[1974] vii, 440 p. 24 cm. English or 

French. Sponsored by the Scientific Affairs 

Division of NATO. Includes 


resource 


‘bibliographies. [QA402.5.C58 1972] 72- 


96097 36.50 

1. Mathematical optimization—Congresses. 
2. Programming > (Mathematics)— 
Congresses. I. Cottle, Richard, ed. II. 
Krarup, Jacob, ed. III. North Atlantic 
Treaty Organization. Division of Scientific 
Affairs. IV. Title. 


VAJDA, S. 519.7 
Theory of linear and non-linear 
programming [by] S. Vajda. [London] 


Longman [1974] viii, 118 p. 22 cm. ISBN 
0-582-46231-2 Bibliography: p. 112-115. 
[T57.74.V32] 73-85679 

i. Linear programming. 2. Nonlinear 
programming. I. Title. 

nee by Longman, New York, 
10.50. 


ROTH, Gunter Dietmar. 520 
Astronomy: a handbook. Edited by G. D. 
Roth, with the collaboration of A. Guttler 
[and others] Translated and revised by 
Arthur Beer. 1st English ed. Berlin, New 
York, Springer-Verlag, 1975, [i.e.1974] p. 
em. ISBN 0-387-06503-2 Based on the 2d 
German ed. of Handbuch fur Sterrfreunde, 
published in .1967. Bibliography: p. 
[QB64.R59] 74-11408 18.40 

1. Astronomy—Handbooks, manuals, etc. 
I. Beer, Arthur, 1900- ed. II. Title. 
Prepared from C.I.P. 


SZYMCZAK, Chester J. 520.924 
The legacy of Mikolaj Kopernik; one man’s 
love affair with the universe, by Czeslaw 
Jozef Szymczak. Milwaukee, Great Lakes 
Pub. Co., 1973, [i.e.1974.] xvii, 83 p. illus. 
17 ` cm. Bibliography: p. 81-83. 
[QB36.C8S93] 73-91916 3.00 (pbk.) 


1. Copernicus, Nicolaus, 1473-1543. I. 
Title. 
PHYSICAL Science for 530 


Nonscience Students Project. 

An approach to physical science; physical 
science for nonscience students [by] PSNS 
Project staff, with the editorial assistance 
of Arnold A. Strassenburg. Brief ed. New 
York, Wiley [1974] xiii, 416 p. illus. 23 
cm. ISBN 0-471-68922-X Includes 
bibliographical references. [QC23.P568 
1974] 74-1024 9.95 

1. Physics. 2. Physics—Experiments. 3. 


Chemistry. 4. Chemistry—Experiments. I. 
Strassenburg, Arnold A. II. Title. 


PENNY, Royston Kenneth. 530.028 
The experimental method; a text for 
students of engineering and science, edited 
by R. K. Penny. Contributors to the text 
are J. C. Gibbings [and others. London] 
Longman [1974] viii, 179 p, illus. 21 cm. 
ISBN 0-582-44351-2 (Introductory 
engineering series) (A Longman text) 
Label mounted on t.p.: Distributed in the 
U.S.A. by Longman, New York. Includes 
bibliographies. [QC39.P38 1974} 74- 
175074 12.00 

1. Physical measurements. I. Gibbings, J. 
C. II. Title. 

Pbk. 5.95, ISBN 0-582-44352-0. 


CROWTHER, James Gerald, 
1899- 

The Cavendish Laboratory, 1874-1974 [by] 
J. G. Crowther. New York, Science 
History Publications, 1974. p. cm. ISBN 
0-88202-029-3 [QC51.G72C353] 74-13623 
25.00 

1. Cambridge. 
Laboratory. I. Title. 
Prepared from C.I.P. 


530°.07°2 


University. Cavendish 


CHEN, Min, 1940- 530’°.076 
University of California, Berkeley, physics 
problems, with solutions. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. cm. ISBN 0- 
13-938902-4 [QC32.C43] 74-8798 7.50 

1. Physics—Problems, exercises, etc. I. 
Title. 

Prepared from C.I.P. 


EISBERG, Robert Martin. 530.1°2 
Quantum physics of atoms, molecules, 
solids, nuclei, and particles [by] Robert 
Eisberg and Robert Resnick. New York, 
Wiley [1974] p. cm. ISBN 0-471-23464-8 
Bibliography: p. [QC174.12.E34] 74-1195 
16.9 


1. Quantum theory. I. Resnick, Robert, 
1923- joint author. II. Title. ! 
Prepared from C.I.P. 


RAJA Gopal, Erode 

Subramanian, 1936- 
Statistical mechanics and properties of 
matter. Chichester, [Eng.] E. Horwood 
Ltd.; New York, Halsted Press [1974] p. 
cm. ISBN 0-470-31529-6 [QC174.8.R34] 
74-3382 27.50 


530.1'3 


1. Statistical- mechanics. 2. Matter— 
Properties. I. ,Title. 

Prepared from C.I.P. 

ALLEN, Geoffrey. 530.133 


Statistical mechanics and spectroscopy [by] 

G. Allen [and] H. O. Pritchard. New York, 

Wiley [1974] p. cm. ISBN 0-470-02331-7 

”A Halsted Press book.” [QC454.M6A4 

1974] 74-7034 5.75 (pbk.) 

1. Molecular spectra. 2. Statistical 

mechanics. I. Pritchard, Huw Owen, 1928- 
» joint author. If. Title. 

Prepared from C.I.P. 


CAIRO Solid State 
Conference, 2d, 1973. , 
Recent advances in science and technology 
of materials; [proceedings] Edited by Adli 
Bishay. New York, Plenum Press [1974- 
p. cm. ISBN 0-306-37691-1 Sponsored by 
the U.S. National Science Foundation. 
Includes bibliographical references. 
[QC176.A1C3 1973] 74-17098 27.50 
1. Solids—Congresses. I. Bishay, Adli, ed. 
I. United States. National Science 
Foundation. II. Title. 
Prepared from C.I.P: Volume two 27.50, 
ISBN 0-306-37692-X; vol. 3 27.50, ISBN 
0-306-37693-8. 


530.4°1 
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CALLAWAY, Joseph. ` 530.4'1 
Quantum theory of the solid state. New 
York, Academic Press, 1974 2 v. 24 cm. 
ISBN 0-12-155201-2. (v. 1) Includes 
Bibliographies. [QC176.C32] 72-12200 
28. 


1. Solids. 2. Quantum theory. I. Title. 
Vol. 2, 29.50, ISBN 0-12-155202-0. 


HALL, Henry Edgar, 1928- 530.41 
Solid state physics [by] H. E. Hall. 
London, New York, Wiley [1974] p. cm 
ISBN 0-471-34280-7 (The Manchester 
physics series) Bibliography: p. 
{OC176. H24] 73-10743 16.95 

1. Solids. I. Title. 

Prepared from C.I.P. Pbk. 9.95; ISBN 0- 
471-34281-5. 


LAX, Melvin J. 530.4’1 
Symmetry principles in solid state and 
molecular physics [by] Melvin Lax. New 
York, Wiley [1974] p. ISBN 0-471- 51903- 
0 7A Wiley-Interscience publication.” 
Bibliography: p. [QC174.5.L38] 74-1215 
19.50 


i. Groups, Theory of 2. Solids. 3. 
Molecules. 4. Symmetry (Physics) 5. 
Lattice theory. 

Prepared from C.I.P. Pbk. 13.50, ISBN 0- 
471-51904-9. 


DAVIDSON, Ronald C. 530.44 
Theory of nonneutral plasmas [by] Ronald 
C. Davidson, Reading, Mass., W. A. 
Benjamin, 1974. p. cm. ISBN 0-8053- 
2345-7 (Frontiers in physics) Bibliography: 
p. [(QC718.5.N4D38] 73-17125 15.00 

I. Nonneutral plasma. I. Title. II. Series. 
Pbk. 8.50; ISBN 0-8053-2346-5. Prepared 
from C.LP. 


CORBEN, Herbert Charles. 531 
Classical ‘mechanics [by] H. C. Corben 
[and] Philip Stehle. 2d ed. Huntington, 
N.Y., R. E. Krieger Pub. Co., 1974 [c1960] 
p. cm. ISBN 0-88275-162-X Reprint of the 
ed. published by Wiley, New York. 
[QA805.C75 1974] 74-141 15.00 


1. Mechanics. I Stehle, Philip, joint 
author. I. Title. 

Prepared from C.I.P. 

LAI, W. Michael, 1930- 531 


Introduction to continuum mechanics [by] 
W. Michael Lai, David Rubin [and] Erhard 
Krempl. New York, Pergamon Press 
[1974] xii, 311 p. illus. 24 cm. ISBN 0-08- 
017622-4 (Pergamon unified engineering 
oo 17) [QA808.2.L3 1974] 72-10904 
17,50 


1. Continuum mechanics. T. Rubin, David, 
1942- joint author. IL. Krempl, E., joint 
author. III. Title. 


WHITHAM, Gerald 
Beresford, 1927- 
Linear and nonlinear waves [by] G. B. 
Whitham. New York, Wiley [1974] xvi, 
636 p. illus. 23 cm. ISBN 0-471-94090-9 


531.1133 


(Pure and applied mathematics) "A Wiley- - 


Interscience publication.” Bibliography: p. 
621-628. [QA927.W48] 74-2070 22.50 

1. Wave-motion, Theory of. 2. Waves. I. 
Title. 


KAUFMANN, John. 532.05 
Streamlined, Written and illustrated by 
John Kaufmann. New York, Crowell 
[1974] p. cm. ISBN 0-690-00273-4 (Let’s- 
read-and-find-out science book) Discusses 
in simple terms, with examples from nature 
and technology, the effects of shape on the 
speed and efficiency of movement through 
air and water. [QA930.K36] 74-2357 3.95 
1. Aerodynamics—Juvenile literature. 2. 
Fluid dynamics—Juvenile literature. T. 
Title. 
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Prepared from C.I.P. Library binding 4.70, 
ISBN 0-690-00565-2. 


SCHNEIDER, Herman, 1905- 535 
Science fun with a flashlight by Herman 
and Nina Schneider. Pictures by Harriet 
Sherman. New York, McGraw-Hill [1974] 
p. cm. Suggestions for experiments with a 
flashlight which demonstrate concepts 
about light, shadows, colors, filters, the sun 
and moon, and more. [Q163.84527] 74- 
9982 4.72 (lib. bdg.). 

1. Science—Juvenile literature. 2. Shades 
and shadows—Juvenile literature. 3. 
Flashlights—Juvenile literature. A 
Schneider, Nina, 1913- joint author. II. 
Sherman, Harriet, illus. III. Title: 

Prepared from C.I.P. 


ADLER, Irving. 536 
Hot and cold. Rev. ed. New York, J. Day 
Co. [1974] p. cm. ISBN 0-381-99990-4 
Defines the properties and theories of heat 
and shows how scientists have learned to 
produce and measure extreme degrees of 
heat and cold. [QC256.A34 1974] 74-9357 
4.68 

1. Heat—Juvenile literature. 2. Cold— 
Juvenile literature. 3. Temperature 
Juvenile literature. I. Adler, Peggy, illus. I. 
Title. 

Prepared from C.I.P. 


HEAT transfer—research and 536.2 
design. Dimitri Gidaspow. editor. New 
York, American Institute of Chemical 
Engineers, 1974. p. cm. (AIChE 
symposium series, no. 138, v. 70) A 
selection of papers originally presented at 
the 14th National Heat Transfer 
Conference in Atlanta in 1973 and at 
AIChE meetings in New York, New 
Orleans, and Philadelphia. Includes 
bibliographical references. [QC319.8.H45] 
74-10801 15.00 (pbk.) 

1. Heat—Transmission—Cungresses. I. 
Gidaspow, Dimitri, 1934- ed. II. Series: 
American Institute of Chemical Engineers. 
AIChE symposium series, no. 138. 
Prepared from C.I.P. 


ABRAHAM, Farid F. 536’.443 
Homogeneous nucleation theory; the 
pretransition theory of vapor condensation 
[by] Farid Fadlow Abraham. New York, 
Academic Press, 1974. xiv, 263 p. illus. 24 
em. ISBN 0-12-038361-6 (Advances in 
theoretical chemistry. Supplement 1) 
Includes bibliographical references. 
[QD535.A27] 73-7439 23.06 

1. Nucleation. 2. Condensation. I. Title. I. 
Series. 


aaa Nugent F., 
1916- 

The practice of NMR spectroscopy, with 
spectra-structure correlations for hydrogen- 
1 [by] Nugent F. Chamberlain. New York, 
Plenum Press [1974] p. ISBN 0-306- 
30766-9 Bibliography: p. [QC762.C43] 74- 
11479 29.50 


538’.3 


1. Nuclear magnetic resonance 
Spectroscopy. 2. Hydrocarbons—Spectra. 3. 
Nuclear magnetic resonance 


spectroscopy—Charts, diagrams, etc. I. 
Title. 
Prepared from C.I.P. 


KROTO, H. W. 539°.6 
Molecular rotation spectra [by] H. W. 
Kroto. London, New York, Wiley [1974] 
p. cm. ISBN 0-471-50853-5 Bibliography: 
p. [QC454.M6K76] 73-14381 19.50 

1. Molecular spectra. 2. Molecular 
rotation. I. Title. 

Prepared from C.I.P. 


- AMERICAN BOOK PUBLISHING ‘KECORD ` 


RECENT advances in 539.7'21 
particle physics. Editor: Fred Cooper. 
[New York] New York Academy of 
Sciences, 1974. 265 p. illus. 23 cm. 
(Annals of the New York Academy of 
Sciences, v. 229) Cover title. Result of a 
conference held by the New York 
Academy of Sciences, Mar. 15-17, 1973. 
Includes bibliographical references. 
[Q11.N5 vol. 229] [QC793] 74-175914 
26.00 (pbk) 

1, Particles (Nuclear physics)--Congresses. 
I. Cooper, Fred, 1944- ed. IL New York 


Academy of Sciences. III. Series: New 
York Academy of Sciences. Annals, v. 
229. 

PERL, Martin L., 1927- 539.7216 


High energy hadron physics [by] Martin L. 
Perl. New York, Wiley [1974] p. ISBN 0- 
471-68049-4 Includes bibliographies. 
[QC793.5.H322P47] 74-6348 21.95 

I. Hadrons. 2. Nuclear reactions. I. Title. 
Prepared from C.I.P. 


WEINBERG, Norman L. 540.28 s 
Technique of electroorganic synthesis. 
Edited by Norman L. Weinberg. New 
York, Wiley [1974, c1973] p. cm. ISBN 
0-471- 93271-X (Techniques of chemistry, 
v. 5) "A Wiley-Interscience publication.” 
Includes bibliographical references. 
(QD61.T4 vol. 5] [QD273] 547.137 73- 
18447 47.50 


l. Electrochemistry. 2. Chemistry, 
Organic—Synthesis. I. Title. 

Prepared from C.I.P. 

SILICON chemistry. 540°.8 s 


Berlin, New York, Springer-Verlag, 1974. 
p. cm. ISBN 0-387-06722-1 (Topics in 
current chemistry, 51) Vol 2 by E. 
Hengge. Bibliography: v. 2, p. [QD1.F58 
vol. 51, etc] [QD181.S6] ” Fie. 683 74- 
3513 17.30 

1. Stlicon—Addresses, essays, lectures. I. 
Hengge, Edwin. Il. Title. HI. Series. 
Prepared from C.I.P. 


EPR of free radicals in 541°.224 
radiation chemistry [by] S$. Ya. 
Pshezhetskii [and others]. Translated from 
Russian by P. Shelnitz. Translation edited 
by D. Slutzkin. New York, Wiley [1974] 
p. cm. ISBN 0-470-70154-4 Translation of 
EPR svobodnykh radikalov v radiatsionnoi 
khimii. “A Halsted Press book.” 
[QC451.6.E213] 74-8760 57.50 

1. Radicals ' (Chemistry)—Spectra. 2. 
Radiation chemistry. 3 Electron 
paramagnetic resonance spectroscopy. I. 
Pshezhetskii, Samuil [Akovievich. 

Prepared from C.I.P. 


EPSTEIN, Saul T. 541.28 
The variation method in quantum 
chemistry [by] Saul T. Epstein. New York, 
Academic Press, 1974. p. cm. ISBN 0-12- 
240550-1 (Physical chemistry, a series of 
monographs, Bibliography: p. 
(QD462.E67] 73-18960 34.00 

1. Quantum chemistry. 2. Calculus of 
variations. f. Title. II. Series. 

Prepared from C.I.P. 


LIEBHAFSKY, H. A. 541.30924 B 
William David Coolidge: a centenarian and 
his work [by] Herman A. Liebhafsky. New 
York, Wiley [1974] p. cm. ISBN 0-471- 
53430-7 “A Wiley-Interscience 
publication.” Includes bibliographical 
references. [TK140.C65L53q 74-11233 6.95 
I. Coolidge, William David, 1873- 2. 


Tungsten. 

Prepared from C.I.P. 

AGEEV, V. N. 541.3453 
Studies of adsorption by electron- 


OCTOBER 31,1974 


stimulated desorption and flash-filament 
methods, by V. N. Ageev and N. I. Ionov. 
[Ist ed.] Oxford, New York, Pergamon 
Press [1974] 118 p. illus. 21 cm. ISBN 0- 
08-017904-5 (Progress in surface science. 
v. 5, pt. 1) Bibliography: p. 114-118. 
fQnsoe. P76 vol. 5, pt. 1] 74-174474 11.50 
I. Adsorption. 2. Surface chemistry. 1. 
Jonov; Nikolai Iich, joint author. I. Title. 
HI. Series. 


WORKSHOP on Ion- 541.3724 
Selective Microelectrodes, Boston 
University, 1973 

Ion-selective microelectrodes, edited by 


Herbert J. Berman and Normand C. 
Hebert. New York, Plenum Press [1974] 
p. cm. ISBN 0-306-39050-7 (Advances in 
experimental medicine and biology, v. 50) 
Includes bibliographical references. 
[QD571.W7 1973] 74-14914 19.50 

1. Electrodes, lon selective—Congresses. I. 
Berman, Herbert J, ed. II. Hebert, 
Normand C., ed. III. Title. IV. Series. 
Prepared from C.I.P. 


SOVIET-JAPANESE Seminar 541°.395 
on Catalysis, Ist, Novosibirsk, 1971. 

Some theoretical problems of catalysis; 
research reports. Edited by Takao Kwan, 
Georgii K. Boreskov [and] Kenji Tamaru. 
[Tokyo] University of Tokyo Press [1973] 
328 p. illus. 24 cm. Includes bibliographical 
references. [QD505.868 1971] 74-170139 
1. Catalysis—-Congresses. I. Kwan, Takao, 
1915- ed. JIE Boreskov, Georgii 
Konstantinovich, ed. IHI. Tamaru, Kenji, 
1923- ed. IV. Title. 


Distributed 'by International Scholarly 
Book Service; 25.00 
LIPPINCOTT, William Thomas, 542 


1924- 
Experimental general chemistry [by] W. T. 
Lippincott, Devon W. Meek [and] Frank 
H. Verhoek. 2d ed. Philadelphia, Saunders, 
1974. xxiii, 502 p. illus. 27 cm. ISBN 0- 
7216-5788-5 (Saunders golden series) 
Includes bibliographical erence 
[QD45.L774 1974)" 74 1393 6.9 
L Chemistry-—Laboratory A I 
Meek, Devon W., joint author. T. 
Verhoek, Frank Henry, joint author. TI. 
ttle. 


O'CONNOR, Raymond F. 542 
A laboratory manual for Chemical 
principles and their biological implications 
[by] Raymond F. O'Connor. Santa 
Barbara, Calif., Hamilton Pub. Co. [1974] 
. ISBN 0-471-65247-4 [QD415.5.027] 
73-17024 4.95 (pbk.) 
L Biological 
manuals. I. Title. 
Prepared from C.I.P. 


ELECTRO-ANALYTICAL 543°.008 s 
chemistry. Edited by H. W. Nurnberg. 
London, New York, Wiley [1974] p. cm. 
ISBN 0-471- 65234- 2 (Advances in 
analytical chemistry and instrumentation, 
v. 10) "A Wiley-Interscience publication.” 
[QD71i.A2 vol. 10] [QD115] 543.087 73- 
15061 39.50 

I. Electrochemical analysis. I. Nurnberg, 
H. W., ed. I, Title. HI. Series. 

Prepared from C.I.P. 


INTERNATIONAL Conference 543.085 

on Laser Speatroscopy, Vail, Colo., 1973. 
Laser spectroscopy; [proceedings] Edited 
by Richard G. Brewer and Aram 
Mooradian. New York, Plenum Press 
[1974] p. cm. ISBN 0-306-30802-9 
Sponsored by International Business 
Machines Corporation and others. Includes 
bibliographical references. [QC454.L3157 
1973] 74-12090 34.50 


cheaustry—Laboratory 


I. Laser  spectroscopy—Congresses. I. 
Brewer, Richard G, ed. If. Mooradian, 
Aram, ed. HI International Business 
Machines Corporation. IV. Title. 

Prepared from C.I.P. 


SEMIN, Granit 
Konstantinovich. 
Nuclear quadrupole resonance in chemistry 
[by] G. K. Semin, T. A. Babushkina, and 
G. G. Yakobson. Translated from Russian 
by P. Shelnitz. New York, Wiley [1974] 
p. ISBN 0-470-77580-7 Translation of 
Primenenie iadernogo  kvadrupol’nogo 
rezonansa v khimii. “A Halsted Press 
book.” [QD95.84713] 74-8776 47.50 
1. ' Nuclear quadrupole resonance 
spectroscopy. JI. Babushkina,  Tat’tana 
Aleksandrovna, joint author. II. [Akobson, 
Georgii Gustavovich, joint author. III. 
Title. 
Prepared from C.I.P. 


STOCK, Ralph. 544’.92 
Chromatographic methods [by] R. Stock 
[and] C. B. F. Rice. [3d ed.] London, 
Chapman and Hall; New York, Halsted 
Press Division, Wiley (1974 J p. 
Bibliography: p. [QD79. C4S76 1974] 73- 
15217 12.50 

I. Chromatographic analysis. I. Rice, 
Cedric Bertram FitzSimons, joint author. 
IL. Title. 

Prepared from C.I.P. Pbk. ed; 7.25 


GUILBAULT, George G. 545 
Modern quantitative analysis experiments 
for non-chemistry majors [by] George G. 
Guilbault. New York, M. Dekker, 1974. ix, 
243 p. illus. 26 cm. ISBN 0-8247-6106-5 
Includes bibliographies. [QD101.2.G84] 
73-86817 7.75 (pbk.). 

J. Chemistry, Analytic—Quantitative. 2. 
Chemistry, Analytic—Laboratory manuals. 
. Title. 


BURRELL, David C. 546.22 
Atomic spectrometic [sic] analysis of 
heavy-metal pollutants in water [by] David 
C. Burrell. Ann Arbor, Ann Arbor Science 
Publishers [1974] xi, 331 p. illus. 24 cm. 
ISBN 0-250-40052-9 Includes 
bibliographical references. [QD142.B8] 73- 
92513 24.50 

1. Water—Analysis. 2. Heavy metals— 
Analysis. 3. Atomic spectra. I. Title. 


WILKINS, R. G. 546.6 
The study of kinetics and mechanism of 
reactions of transition metal complexes 
[by] Ralph G. Wilkins. Boston, Allyn and 
Bacon {1974] Pp. cm: Includes 
bibliographies. [QD474.W54] 74-10756 
17.9 


5447.6 


I. Complex compounds. 2. Transition 
metal compounds. 3. Chemical reaction, 
Conditions and laws of. I. Title. 

Prepared from C.I.P. 


ORGANIC chemistry, 547°.008s 
series one London Butterworths [1974]. 
182 p. 24 cm. (MTP international review 
of science) Contents: v. 1. Structure 
determination in organic chemistry, edited 
by W. B. Olis. v. 2. Aliphatic 
compounds, edited by N. B. Chapman v. 3. 
Aromatic compounds, edited by H. 
Zollinger [etc.} Includes bibliographical 
references [QD251.2.074] 72-11631 12.50 
1. Chemistry, Organic—Collected works. I. 
Hey, Donald Holroyde, ed. 

Distributed by University Park Press, 
Baltimore. 


GAWARGIOUS, Y: A. 547.04 
The determination of nitro and related 
functions [by] Y. A. Gawargious. London, 
New York, ' Academic Press, 


500 PURE SCIENCE 


1973,fie.1974] 154 p. illus. 24 cm. ISBN 
0-12-277950-9 (The Analysis of organic 
materials, no. 5) Includes bibliographies. 
[{QD305.N8G38] 73-9459 9.00 

i. Organonitrogen compounds—Analysis. 
Lf Title. ` 


COXON, J. M. 54r. r35 
Organic photochemistry [by] J. M. Coxon 
and B. Halton. [London, New York} 
Cambridge University Press [1974] vii, 196 
p. illus. 22 cm. ISBN 0-521-20322-8 
(Cambridge chemistry texts) Includes 
bibliographical references. [QD708.2.C68] 
73-82447 13.00 

1. Photochemistry. 2. Chemistry, Organic. 
I. Halton, B., joint author. IT. Title. 

Pbk. 5.95, ISBN 0-521-09824-6. 


JENKINS, Aubrey Dennis. 547.28 
Reactivity, mechanism and structure in 
polymer chemistry, edited by A. D. 
Jenkins and A. Ledwith. London, New 
York, Wiley-Interscience, 1974. xvii, 613 
p. illus. 24 cm. ISBN 0-471-44155-4 
Includes bibliographies and index. 
[QD281.P6543] 73-2786 37.50 

i. Polymers and polymerization. I. 
Ledwith, A., joint author. IT. Title. 


VARSANYI, Gyorgy. 547.35°83 
Assignments for vibrational spectra of 
seven hundred benzene derivatives, by G. 
Varsanyi. [Rev. by K. Lempert. Edited by 
L. Lang.] New York, Wiley [1974] p. cm. 
ISBN 0-470-90330-9 Continuation of the 
author’s Vibrational spectra of benzene 
derivatives. "A Halsted Press book.” 
Bibliography: p. [QC463.B4V28 1974] 74- 
8113 60.00 

1. Benzene—Spectra. 2. Vibrational 
spectra. I. Lang, Laszlo, ed. I. Title. 
Prepared from C.I.P. 


GILL, Gerald Byron, 1938- 547.5 
Pericyclic reactions [by] G. B. Gill and M. 
R. illis. London, Chapman and Hall 
[distributed in the U.S.A. by Halstead 
Press, New York, 1974] viii, 240 p. 21 cm. 
ISBN 0-412-12490-4 (Chapman and Hall 
chemistry textbook series) Bibliography: p. 
(ook) [QD281.R5G5] 74-2778 9.00 
bk. 

i. Ring formation (Chemistry) 2. Addition 
reactions. 3. Stereochemistry. I. Willis, 
Martin Richard, 1934- joint author. II. 
Title. > 


MEYERS, Albert Irving, 
Heterocycles in organic synthesis [by] A. I. 
Meyers. New York, Wiley [1974] p. cm. 
ISBN 0-471-60065-2 (General heterocyclic 
chemistry series) "A Wiley-interscience 
publication.” [QD262.M56 73-17355 
19.50 


547.59 


1. Chemistry, Organic—Synthesis. 2. 
Heterocyclic compounds. I. Title. 
Prepared from C.LP. 


PHYSICAL methods in 547.59 
heterocyclic chemistry, edited by A. R. 
Katritzky. Volume VI. New York, 


Academic Press, 1974. xvi, 301 p. illus. 24 
cm. ISBN  0-12-401106-3. Includes 
bibliographies; [QD400.P59] 63-12034 
28. 


1. Heterocyclic compounds. I. Katritzky, 
Alan R., ed. 


PATAI, Saul. 547.636 
The chemistry of the quinonoid 
compounds, edited by Saul Patai. London, 
New York, Interscience, 1974. 2 v. (xiv, 
1274, xiv p.) illus. 24 cm. ISBN 0-471- 
66929-6 (The Chemistry of functional 
groups) Includes bibliographies and index. 
[QD341.Q4P37] 73-17765 78.00 
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i. Quinone. I. Title. II. Series. 


AMERICAN Chemical Society 547.84 
International Symposium on Advances in 
Polymer Friction and Wear, Los Angeles, 
1974. 

Advances in polymer friction and wear; 

[proceedings] Edited by Lieng-Huang Lee. 

New York, Plenum Press [1974] p. cm. 

(Polymer science and technology, v. 5) 

Includes bibliographical references. 

[QD380.A43 1974] 74-17059 29.50 ~ 

i. Polymers and polymerization— 

Congresses. I. Lee, Lieng-Huang, 1924- ed. 

I. Title. 

Prepared from C.I.P. 


SYMPOSIUM on Polymer 547.84 
Characterization by Thermal Methods of 
Analysis, Detroit, 1973. 

Polymer characterization 

methods of analysis; selected papers. 

Edited by Jen Chiu. New York, M. 

Dekker, 1974. viii, 254 p. illus. 24 cm. 

ISBN 0-8247-6176-6 Symposium held 

during a joint meeting of the Polymer 

Chemistry and Rubber Chemistry 

Divisions of the American Chemical 

Society. First published in Journal of 

macromolecular science (Chemistry) v. A8, 

No. 1, 1974. Includes bibliographical 

references. [QD139.P6S95 1973] 74-77063 

22.50 

L. Polymers and poymenzanon s 

Analysis—Congresses. Thermal 

analysis—Congresses. I. Chin, Jen, 1924- 

ed. If American Chemical Society. 

Division of Polymer Chemistry. TII. 

American Chemical Society. Division of 


by thermal 


Rubber Chemistry. IV. Journal of 
macromolecular science. [Part Aj: 
Chemistry. V. Title. 

PAMPLIN, Brian R. 5487.5 


Crystal growth, edited by Brian R. 
Pamplin. [ist ed.] Oxford, New York, 
Pergamon Press [1974] p. cm. ISBN 0-08- 
017003-X (International series of 
monographs on the science of the solid 
state, v. 6) [QD921.P32 1974] 73-21909 
54.00 

I. Crystals-—Growth. I. Title. 

Prepared from C.I.P. 


GENNES, Pierre G. de. 548’.81 
The physics of liquid crystals, by P. G. de 
Gennes. Oxford [Eng.] Clarendon Press, 
1974. xi, 333 p. illus. 24 cm. ISBN 0-19- 
851285-6 (The International series of 
monographs on physics) Includes 
bibliographical references. [QD923.G46] 
74-176184 

1. Liquid crystals. I. Title. 

Distributed by Oxford University Press, 
New York; 32.50. 


GRAY, G. W. 548’.81 
Liquid crystals & plastic crystals. Editors: 
G. W. Gray [and] P. A. Winsor. 
Chichester [Eng.] E. Horwood; New York, 
Halsted Press [1974] v. illus. 24 cm. 
(Ellis Horwood series in physical 
chemistry) Contents— —v. 2. Physico- 
chemical properties and methods of 
investigation. Includes bibliographies. 
[QD923.G7] 73-11505 32.50 

1. Liquid crystals. 2. Plasticity. I. Winsor, 
Philip Alan, joint author. If. Title. 


U.S.-JAPAN Seminar on the 548°.84 
Polymer Solid State, Cleveland, 1972. 
The solid state of polymers; report. Edited 
by P. H. Geil, E. Baer [and] Y. Wada. 
New York, M. Dekker, 1974. xii, 708 p. 
illus. 24 cm. ISBN 0-8247-6215-0 Includes 


bibliographical references. [QD380.U54 
1972] 74-80466 47.50 
1. Polymers and _ polymerization— 
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Congresses. 2. Solids—Congresses. I. Geil, 
Phillip Herbert, 1930- ed. II. Baer, Eric, 
ed. ITI. Wada, Yasaku, ed. IV. Title. 


ROBERTS, Willard Lincoln. 549.03 
Encyclopedia of minerals. Edited by 
Willard Lincoln Roberts, George Rapp, Jr. 
[and] Julius Weber. New York, Van 
Nostrand Reinhold Co. [1974] p. ISBN 0- 
442-26820-3 Includes bibliographical 
references. [QE355.R6] 74-1155 69.50 

1. Mineralogy—Dictionaries. I. Rapp, 
George Robert, 1931- joint author. II. 
Weber, Julius, joint author. HI. Title. 
Prepared from C.I.P. 


SMITH, Joseph V. 549.68 
Feldspar minerals [by] Joseph V. Smith, 
with editorial assistance of Brenda F. 
Smith. Berlin, New York, Springer-Verlag, 
1974- v. illus. 23 cm. Contents.—1. 
Crystal structure and physical properties. 
Includes bibliographies. [QE391.F3S63] 
73-14236 40.30 

1. Feldspar. I. Title. 


WOLFF, Edward A. 550.28 
Geoscience instrumentation, edited by 
Edward A. Wolff [and] Enrico P. 


Mercanti. New York, Wiley [1974] xxvi, 


_ 819 p. illus. 24 cm. ISBN 0-471-95952-9 


”A Wiley-Interscience 
Includes bibliographies. 
1974] 73-18195 39.50 

1. Earth science instruments. I. Mercanti, 
Enrico P., joint author. IT. Title. 


EBY, James Brian, 
1896- 

My two roads [by] J. Brian Eby. Houston, 

Pacesetter Press [1974] xiii, 292 p. illus. 24 

cm. ISBN 0-88415-000-3 Bibliography: p. 

283-286. [QE22.E28A33] 73-92259 7.95 

1. Eby, James Brian, 1896- T. Title. 


BRUNSDEN, Denys, comp. 551.4 
The unquiet landscape. Edited by Denys 
Brunsden and John C. Doornkamp. 
Bloomington, Indiana University Press 
[1974] p. cm. ISBN 0-253-36171-0 A 
series of articles originally published in 
Geographical magazine. [GB401.B78] 74- 
8404 15.00 

1. Landforms—Addresses, essays, lectures. 
IL Doornkamp, John Charles, joint comp. 
II. Title. 

Prepared from C.I.P. 


GARNER, H. F. 551.4 
The origin of landscapes; a synthesis of 
geomorphology [by] H. F. Garner. With 
drawings by Mary Craig Garner. New 
York, Oxford University Press, 1974. xx, 
734 p. illus. 26 cm. Includes bibliographies. 
[GB401.G37] 73-90377 16.95 

I. Geomorphology. I. Title. 


publication.” 
[QE49.5.W64 


550.924 B 


NATIONAL Academy of 551.4’6°0028 
Engineering. Panel on Buoy Technology 
Assessment. 

Directions for data buoy technology, 1978- 

1983. Washington, National Academy of 

Engineering, 1974. vii, 101 p. 28 cm. ISBN 

0-309-02230-4 Includes findings of the 

workshop convened June 26-29, 1973 to 

assist the panel. Bibliography: p. 100-101. 

[GC41.N37 1974] 74-7082 2.50 (pbk.) 

1. Oceanographic buoys. I. Title. 


NAIRN, A. E. M. 551.4608 
The ocean basins and margins, edited by 
Alan E. M. Nairn and Francis G. Stehli. 
New York, Plenum Press [1973- v. _ illus. 
26 cm. Contents—v. 1. The South 
Atlantic—v. 2. The North Atlantic. 
Includes bibliographies. [QE39.N27] 72- 
83046 38.00 (each) 


i. Submarine geology. 2. Continental 


AMERICAN BOOK PUBLISHING RECORD 


margins. I. Stehli, Francis Greenough, joint 
author. IT. Title. 


WRIGHT, Frederick 
Fenning. 

Estuarine oceanography [by] F. F. Wright. 

New York, McGraw-Hill [1974] p. cm. 

ISBN 0-07-012336-5 (Concepts in 

introductory geology) Bibliography: p. 

[GC97.W7 1974] 73-22466 2.50 (pbk.). 

1. Estuarine oceanography. I. Title. I. 

Series. 

Prepared from C.I.P. 


BERGER, Melvin. 551.5 
The new air book. Illustrated by’ Giulio 
Maestro. New York, Crowell [1974] p. 
cm. ISBN 0-690-00444-3 Bibliography: p. 
Describes the composition and 
characteristics of air, its indispensability to 
plants and animals, and the necessity of 
keeping air fit to breathe. [QC863.5.B47 
1974] 74-2355 4.95 


551.4°609 


1. Air—Juvenile literature. 2. Air— 
Experiments—Juvenile literature. L 
Maestro, Giulio, illus. II. Title. 

Prepared from C.I.P. 

*CORLISS, William R., comp. 551.5 


Strange phenomena; a sourcebook of 
unusual natural phenomena. Volume g-1, 
compiled by William R. Corliss. Glen Arm, 
Md. [1974] 277 p. 22 cm. ISBN 0- 
9600712-1-0. [QC863.4] 73-91248 6.95 

1. Meteorology—Popular works. I. Title. 
Publishers’ address: P.O. Box 107 Glen 
Arm, Md. 21057 


DISTRIBUTION of 551.508 s 
Precipitation in mountainous areas; Geilo 
symposium, Norway, 31 July-5 Aug. 1972. 
La distribution des precipitations dans les 
regions montagneuses; Colloque de Geilo, 
Norvege, 31 juillet-5 aout 1972. Geneva, 
Secretariat of the World Meteorological 
Organization, 1972-73. 2 v. illus. 28 cm. 
(WMO/OMM [publications] no. 326) 
Organized by the World Meteorological 
Organization. English and/or French. 
Contents.—v. 1. Proceedings and key- 


papers presented during the session. 
Comptes rendus et rapports generaux 
presentes pendant la  session.—v. 2. 
Technical papers. Exposes techniques. 


Includes bibliographies. [QC851.W6445 no. 
326] [QC924.5} 551.5°77 74-167710 27.00 
1. Precipitation (Meteorology) — 
Measurement—Congresses. 2. Weather, 
Influence of mountains on—Congresses. I. 
World Meteorological Organization. _ II. 
Title: La distribution des precipitations 
dans les regions montagneuses. III. Series: 
World Meteorological Organization. WMO 
[publications] no. 326. 

Distributed by Unipub for 27.00. 


BARRETT, Eric Charles. 551.6354 
Climatology from satellites [by] E. C. 
Barrett. London, Methuen; [distributed in 
the U.S.A. by Harper & Row, Barnes & 
Noble Import Division.] 1974. xii, 418 p. 
illus. 25 cm. ISBN 0-416-65940-3 
Bibliography: p. [374]-403. [QC981.B32] 
74-171320 27.50 

1. Climatology. 2. 
meteorology. I. Title. 


OAKS, Robert Q. 551.78 
Post-Miocene stratigraphy, central and 
southern Atlantic coastal plain. Edited by 
Robert Q. Oaks, Jr. and Jules R. DuBar. 
Logan, Utah State University Press, 1974. 
vii, 275 p. illus. 29 cm. ISBN 0-87421-065- 
8 Bibliography: p. [247]-265. [QE691.018] 
73-90781 12.00 

i. Geology, Stratigraphic—Tertiary. 2. 
Geology—Atlantic coast (United States) I. 
DuBar, Jules R., joint author. If. Title. 


Astronautics in 


OCTOBER 31,1974 


SYMPOSIUM on the Genesis §53°.3 
of Pre-Cambrian Iron and Manganese 
Deposits, Kiev, 1970.. 

Genesis of Precambrian iron and 

manganese deposits; proceedings of the 

Kiev Symposium, 20-25 August 1970. 

Genese des formations precambriennes de 

fer et de manganese; actes du colloque de 

Kiev, 20-25 aout 1970. Paris, Unesco, 

1973. 382 p. illus., maps. 27 cm. ISBN 9- 

230-01108-8 (Earth sciences, 9) Organized 

by Unesco, in collaboration with the 

International Association of Geochemistry 

and Cosmochemistry of the International 

Union of Geological Sciences and the- 

Academy of Sciences of the Ukrainian 

S.S.R. English and French, with summaries 

in French. Includes bibliographies. 

[QE390.2.176895 1970] 73-79858 

1, Iron ores—Congresses. 2. Manganese 

ores—CONngTESSES. 3. Geology, 

Stratigraphic—Pre-Cambrian—Congresses. 

L United Nations Educational, Scientific 

and Cultural Organization. If. International 

Association of Geochemistry and 

Cosmochemistry. II. Akademija nauk 

URSR, Kiev. IV. Title. V. Title: Genese 


des formations precambriennes de fer et de - 


manganese. VI. Series. 
Distributed by Unipub, 41.50. 


COLLET, Leon William, - 
1880-1957. 

The structure of the Alps. Foreword by O. 

T. Jones. With introd. by Albert V. 

Carozzi. Huntington, N.Y., Krieger Pub. 

Co., 1974. p. cm. ISBN 0-88275-150-6 

Reprint of the 1935 ed. published by E. 

Arnold, London. Includes bibliographies. 

[QE285.C67 1974] 73-92864 15.50 

1. Geology—Alps. I. Title. 

Prepared from C.I.P. 


ROWE, Royle C. 557.8 
Geology of our western national parks and 
monuments [by] Royle C. Rowe. [Ist ed.] 
Portland, Or., Binfords & Mort [1974] xii, 
220 p. illus. 22 cm. ISBN 0-8323-0237-6 
Bibliography: p. a 218. [QE79.R67] 74- 
13979 3.50 

1. Geology—The West. 2. National parks 
and reserves—The West. I. Title. 


HITCHCOCK, Edward, 1793-1864. 560 
A report on the sandstone of the 
Connecticut Valley, especially its fossil 
footmarks. New York, Arno Press, 1974. 
p cm. ISBN 0-405-05743-1 (Natural 
sciences in America) Reprint of the 1858 
ed. issued by W. White, Printer to the 
State, Boston under title: Ichnology of 
New England; a report on the sandstone of 
the Connecticut Valley, especially its fossil 
nome [QE845.H6 1974] 73-17825 
21. 

i. Footprints, Fossil. 2. Paleontology— 
New England. I. Title. IT. Series. 

Prepared from C.I.P, 


554.947 


-. 


MATTHEW, William Diller, 

1871-1930. 
Climate and evolution. 2d ed., rev. and enl. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-05748-2 (Natural sciences in 
America) Reprint of the 1939 ed. 
published by the New York Academy of 
Sciences, New York as v. 1 of its Special 
publications. [QE721.M3 1974] .73-17830 
8.00 


560 


I. Paleontology. 2. Zoogeography. 3. 
Bioclimatology. 4. Paleoclimatology. 5. 
Evolution. I. Title. IL Series. HI. Series: 
New York Academy of Sciences. Special 
publications, v. 1. 

Prepared from C.I.P. Contents omitted. 


_aarno Press, 


_ Journal of 


HAY, Oliver Perry, 1846- 
1930. : 
3ibliography and catalogue of the fossil 
“ertebraia of North America. New York, 
1974. p. cm. ISBN 0-405- 
€5741-5 (Natural sciences in America) 
Reprint of the 1902 ed. issued by the U.S: 
Govt. Print. Off., Washington as Bulletin 
79 of the United States Geological 
Survey. Bibliography: [Z6033.P2H4 1974] 
~3-17823 44.00 ; 
3 Paleontology—North America— 
3ibliography. 2. Vertebrates, Fossil— 
Bibliography. I. Title. II. Series. If. Series: 
United States. Geological Survey. Bulletin 
179. 
Prepared from C.I.P. 


566.097 


ZOSGRIFF, John. 
Zower Triassic Temnospondyli of 
Tasmania . [by] John W.  Cosgriff. 
Ərincipally illustrated by Elizabeth E. 
Zosgriff. [Boulder, Colo.} Geological 
3ociety of America [1974] vi, 134 p. illus. 
24 cm. ISBN 0-8137-2149-0 (Geological 
Society of America. Special paper 149) 
3ibliography: p. 125-130. [QE868.L3C67] 
"3-87235 11.00 (pbk.) 
7. Temnospondyli. 2. Paleontology— 
Triassic. 3. Paleontology—Tasmania. T. 
Title. II. Series: Geological Society of 
‘America. Special papers, 149. 


567.6 


DALY, Eileen. 568°.19 
Dinosaurs. Illustrated by Rod Ruth. 
Racine, Wis., Golden Press [1974] p. cm. 
‘SBN 0-307-10501-6 Published in 1973 
ander title: My littie book of dinosaurs. 
Text and illustrations introduce the 
3hysical characteristics and natural habitat 
of dinosaurs. [QE862.D5D34 1974] 74- 
3404 1.25 

4. Dinosauria—Juvenile literature. I. Ruth, 
Rod, ilfus. IT. Title. 

Prepared from C.I.P. 


MCGOWEN, Tom. 569 
Album of prehistoric animals. Illustrated 
>y Rod Ruth. Chicago, Rand McNally 
71974] p. cm. ISBN 0-528-82033-8 A 
rief, general introduction to the history 
and characteristics of prehistoric mammals 
n general, and specific descriptions of 
zwelve different kinds. [QE881.M337] 74- 
3486 4.95; 4.79 (lib. bdg.). 

d. Mammals, Fossil—Juvenile literature. I. 
Ruth, Rod, illus. If, Title. 

Prepared from C.I.P. 


LEIDY, Joseph, 1823- 
1891. 

The extinct mammalian fauna of Dakota 
and Nebraska. New York, Arno Press, 
1974. p. cm. ISBN 0-405-05746-6 
{Natural sciences in America) Reprint of 
the 1869 ed. published in Philadelphia 
which was issued as v. 7, 2d ser., of the 
the Academy of Natural 
Sciences of Philadelphia. [QE881.L52 
1974} 73-17828 28.00 

1. Mammals, Fossil. 2. Paleontology— 
Tertiary. 3. Paleontology—Dakota. 4. 
Paleontology—Nebraska. I. Title. H. Series. 


569’.0978 


. Hf. Series: Academy of Natural Sciences . 


of Philadelphia. Journal, 2d ser., v. 7. 
Prepared from C.I.P. 


LEAKEY, Louis 569’.9°0924 B 
Seymour Bazett, 1903-1972. 

By the evidence: memoirs, 1932-1951. 

New York, Harcourt Brace Jovanovich 

[1974] . om. ISBN 0-15-149454-1 

[GN21.L37A32] 74-7376 9.95 

i. Leakey, Louis Seymour Bazett, 1903- 

1972. I. Title. 

Prepared from C.I.P. 
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PAOLETTI, Robert A., 
comp. 

Selected readings: genetic engineering ard 

bioethics, edited by Robert A. Paoletti. 2d 

ed. New York, MSS Information Corp. - 

[1974] p. cm. ISBN  0-8422-5172-3 

[QH442.P36 1974] 74-7336 10.00 

1, Genetic engineering—Addresses, essays, 

lectures. 2. Bioethics—Addresses, essays, 

lectures. I. Title. If. Title: Genetic 

engineering and bioethics. 

Prepared from C.LP. Pbk. 5.00; ISBN 0- 

8422-0403-2. 


ANTHROPOLOGICAL studies 573’ 6 
related to health problems of North 
American Indians. Papers by Robert 3. 
Corruccini, J. D. Niswander, P. Ł. 
Workman, et al. New York, MES 
Information Corp. [1974] p. ISBN 0-8422- 
7157-0 [E98.A55A57] 74-5180 15.00 

i. Indians of North America— 
Anthropometry—Addresses, eSSAFS, 
lectures. 2. Indians of North America— 
Physical characteristics-—-Addresses, essays, 
lectures. I. Corruccini, Robert S. 

Prepared from C.I.P. 


SNOW, Charles 

Ernest, 1910- 
Early Hawaiians; an initial study of 
skeletal remains from Mokapu, Oahu [by] 
Charles E. Snow. [Lexington] Universizy 
Press ‘of Kentucky [1974] xi, 179 p. illus. 
29 cm. ISBN 0-8131-1277-X Includas 
bibliographies. [GN57.H38S67] 72-813-7 
16.7 


573.71 


573°.6'099691 


J. Hawatians—Anthropometry. 2. Mokapu 
Peninsula, Hawaii—Antiquities. I. Title. 


HAECKEL, Ernst 574.0272 
Heinrich Philipp August, 1834-1919. 

Art forms in nature. New York, Dover 
Publications [1974] 1 v. (100 plates) 31 
cm. ISBN 0-486-22987-4 (Dover's pictor:al 
archive series) Reprint of the plates fram 
Kunstformen der Natur, published in 1904 
by Verlag der Bibliographischen Institu:s, 
Leipzig and Vienna; with brief captions 
replacing the original text. [QH46.H1813 
1974] 73-87238 4.00 (pbk.) 

1. Zoology—FPictorial works. 2. Botany— 
Pictorial works. 3. Nature (Aesthetics) 4. 
Morphology. I. Title. 


STERLING, Keir 
Brooks. 
Last of the naturalists: the career of C. 
Hart Merriam. New York, Arno Press, 
1974. -p. cm. ISBN  0-405-0577C-9 
(Natural sciences in America) 
faint M45257] 73-17847 23.00 

1. Merriam, Clinton Hart, 1855-1942. 2. 
Naturalists—Biography. I Title. if, Series. 
Prepared from C.I.P. 


INTERNATIONAL Conference 574.1°91 
on Theoretical Physics and Biology, 3d, 
Versailles, 1971. 

From theoretical physics to biology, 

proceedings, Versailles, June 21-26, 1971. 

Editor: M. Marois. Basel, New York, S. 

Karger [1973] xv, 467 p. illus. 25 cm. 

ISBN 3-8055-1578-2 At head of title: 

Institut de la vie. Includes bibliographies. 

[QHS505.159 1971] 74-175875 

1. Biological physics—Congresses. I. 

Marois, Maurice, 1922- ed. IL Institut de 

la vie. HL. Title. 

Distributed by Phiebig, White Plains, New 

York, 43.25. 


574’.092°4 B 


PAUL, John, 1922- 574.1°92'08 s 
Biochemistry of cell differentiation. Edited 
J. Paul. London, Butterworths; 


Baltimore, University Park Press [1974] p. 
cm. ISBN 0-8391-1048-0 (MTP 
international réview of science) 
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(Biochemistry, seriés one, 9) 
{QP501.B527 vol. 9] [QH607] 574. 8°761 
74-6296 19.50 

I. Cell differentiation. 2. Cytochemistry. I. 


Tite. IE Series. Wl. Series: MTP 
International review of science. 

Prepared from C.I.P. 

CARBON dioxide and 574.1°9212 


metabolic regulations; [proceedings of a] 
satellite symposium of the XXV 
International Congress of Physiology, 
edited by Gabriel Nahas and Karl E. 
Schaefer. New York, Springer-Verlag, 
1974. xxxv, 372 p. illus. 27 cm. ISBN 0- 
387-06627-6 (Topics in environmental 
physiology and medicine) Includes 
bibliographies: [QP535.C1C37] 74-6247 


I. Carbon dioxide in the body—Addresses, 
essays, lectures. 2. Carbon dioxide— 
Physiological effect-~Addresses, essays, 
lectures. 3. Metabolic regulation— 
Addresses, essays, lectures. L Nahas, 
Gabriel G., 1920- ed. Il. Schaefer, Karl 
Ernst, 1912- ed. III. International Congress 
of Physiological sciences, 25th, Munich, 
71. 


AGING and immune 574.2908 
functions, papers, by T. Makinodan fand 
others] New York, MSS Information Corp. 
[1974] p. cm. ISBN 0-8422-7228-3 
Reprinted from various journals. 
[QR186.A33] 74-6319 17.50 

1, Immunity —Addresses, essays, lectures. 
2. Aging—Addresses, essays, lectures. I. 
Makinodan, T. 

Prepared from C.I.P. 


COOPER, Edwin 
Lowell, 1936- 
Invertebrate immunology, edited by E. L. 
Cooper. New York, Plenum Press [1974] 
xvii, 299 p. illus. 24 cm. ISBN 0-306- 
37804-3 (Contemporary topics in 
immunobiology, 4 Includes 
bibliographies. [QR180.C632 vol. 4] 

[QR181] 592’.02’9 74-6092 19.50 
. Immunology. 2. —Invertebrates— 
Physiology. I. Title. II. Series. 


HAUG, Finn-Mogens 
Smejda. 

Heavy metals in the brain; a light 
microscope study of the rat with Timm’s 
sulphide silver method. Methodological 
considerations and cytological and regional 
staining patterns. Berlin, New York, 
Springer-Verlag, 1973. 71 p. illus. 25 cm. 
(Advances in anatomy, embryology and 
cell biology, v. 47, fasc. 4) Bibliography: p. 
64-69. [QL801.E67 vol. 47, fasc. 4] 
[QP376] 599.3233 73-11599 18.10 (pbk.) 
1. Brain chemistry. 2. Metals in the body. 
3. Histochemistry—Technique. 4. Stains 
and staining (Microscopy) I. Title. I. 
Series: Ergebnisse der anatomie und 
entwicklungsgeschichte, v. 47, fasc. 4. 


FELL, Howard Barraclough, 
1917- 


Life, space, and time; a course in 
environmental biology [by] H. Barraclough 
Fell. New York, Harper & Row [1974] p. 
em. ISBN 0-06-042033-2 [QH541.F38] 74- 
495 8.95 

1. Ecology. 2. Natural history. I. Title. 
Prepared from C.I.P. 


ROSENBERG, Norman J., 
1930- 

Microclimate: the biological environment 
[by] Norman J. Rosenberg. New York, 
Wiley [1974] p. cm. ISBN 0-471-73615-5 
"A Wiley-Interscience publication.” 
Includes bibliographies. [QH543.R6] 74- 
8952 13.50 
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574.2908 s 


574.4708 s 


574.5 


574.5°2 


ro yg wre 
1 


ME 


i. Microclimatology. 2. Meteorology, 


Agricultural. [. Title. 
Prepared from C.LP. 


COASTAL ecology: Bodega 574.5°26 


Head [by] Michael G. Barbour [and 
others] Drawings by Mary Breckon. 
Photos. by Ted Barnes. Berkeley, 


University of California Press [1974, 
c1973] xix, 338 p. illus. 23 cm. ISBN 0- 
520-02147-9 Bibliography: p. [303]-316. 
[QH105.C2C58] 70-173902 10.95 

1. Seashore ecology—-California—Bodega 
Head. I. Barbour, Michael G. 


AMERICAN Association 574.8°732 
for the Advancement of Science. 
The role of RNA in reproduction and 
development. Proceedings of the A.A.A.S. 
symposium, December 28-30, 1972. Ed. by 
M. C. Niu and S. J. Segal. Amsterdam, 
North-Holland Pub. Co; New York, 
American Elsevier Pub. Co., 1974. xiii, 357 
p. with illus. 25 cm. Sponsored by the 
Division of Developmental Biology, 
American Society of Zoologists. Includes 
bibliographical references. [QP623.A43 
1974] 73-81529 17.75 
i. Ribonucleic acid—Congresses. 2. 
Developmental _ btology—Congresses. T. 
Niu, Mann Chiang, 1914- IL. Segal, 
Sheldon Jerome, 1926- ed. HI. American 
Society of  Zoologists. Division of 
Developmental Biology. IV. Title. 


THE Cell nucleus. 574.8°732 
Edited by Harris Busch. New York, 
Academic Press, 1974. 3 v. illus. 24 cm. 
ISBN 0-12-147601-4 Includes 
bibliographies, [QH595.C44] 73-18944 


1. Cell nuclei. I. Busch, Harris, ed. 
Vol. 2, 45.00, ISBN 0-12-147602-2; vol. 3, 
48.00, ISBN 0-12-147603-0. 


MECHANISM and 574.8°732 
regulation of DNA replication. Edited by 
Alan R. Kolber and Masamichi Kohiyama. 
New York, Plenum Press [1974] p. cm. 
ISBN 0- 306- 30818-5 *Proceedings of two 
recent NATO Advanced Study Institutes 
on the mechanism and regulation of DNA 
replication.” Includes bibliographies. 
[QP624.M42] 74-14571 32.50 

1. Deoxyribonucleic acid  synthesis— 
Congresses. 2. Chromosome replication— 
Congresses. I. Kolber, Alan R., ed. I. 


Kohiyama, Masamichi, ed. III. Nato 
Advanced Study Institute. 

Prepared from C.I.P. 

OLBY, Robert. _ 574.8°732 


The path to the double helix. Foreword by 

Francis Crick. Seattle, University of 

Washington Press [1974] p. cm. ISBN 0- 

295-95359-4 Bibliography: p. [QH506.045] 

74-10676 23.50 

1. Molecular biology—HĦHistory. 2. 

Deoxyribonucleic acid. I. Title. 

Prepared from C.I.P. 

LIH, Marshall Min-Shing, 574.8°75 
1936- 

Transport phenomena in medicine and 

biology. New York, Wiley [1974] p. cm. 

ISBN 0-471-53532-X (Biomedical 

engineering and health systems: a Wiley- 

Interscience series) "A Wiley-Interscience 

publication.” Includes bibliographical 

references. [QH509.L53] 74-6059 29.95 

I. Biological transport—Mathematical 

models. I. Title. 

Prepared from C.I.P. 


WALLACH, Donald Francis 574.8°75 
Hoelzi, 1926- 
Evolving strategies and tactics in 


membrane research [by] Donald F. H. 
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Wallach and Richard J. Winzler. New 
York, Springer Verlag [1974] viii, 381 p. 
illus. 24 cm. ISBN .0-387-06576-8 Includes 
bibliographical references. [QH601.W27] 
73-21715 29.80 

I. Membranes (Biology) I. Winzler, 
Richard J, 1914-1972, joint author. IL 
Title. 


CELL aggregation and 574.8°76 s 
adhesion; papers by Nicholas W. Seeds, 
Beatrice B. Garber, Irving Goldschneider, 
et al. New York, MSS Information Corp. 
[1974] p. cm. ISBN 0-8422-7130-9 (MSS 
series on the mechanism of cell-cell 


interactions and communication, v. 1) 
[QH604.2.M17 vol. 1] 574.876 74-9984 
15.00 


i. Cell aggregation—Addresses, essays, 
lectures. 2. Cell adhesion—Addresses, 
essays, lectures. I. Seeds, Nicholas W. II. 
Garber, Beatrice B. Ill. Goldschneider, 
Irving. IV. Title. V. Series. 

Prepared from C.I.P. 


CELL junctions; 574.876 s 
papers by Andrew L. Staehelin, Daniel S. 
Friend, Esmond J. Sanders et al. New 
York, MSS Information Corp. [1974] p. 
em. ISBN 0-8422-7131-7 (MSS’ series on 
the mechanism of cell—cell interactions 
and communication, v. 2) [QH604.2.M17 
pa 2] [QH603.C4] 574.8°76 74-9993 
l. Cell junctions—-Addresses, essays, 
lectures. I. Staehelin, Andrew L. If. Friend, 
Daniel S. If. Sanders, Esmond J. IV. Title. 
V. Series. 

Prepared from C.I.P. 


CELLULAR induction; 574.8°76 s 
papers by Harold C. Slavkin, Stig 
Nordling, Leo Rubin, et al. New York, 
MSS Information Corp. [1974] p. cm. 
ISBN 0-8422-7132-5 (MSS’ series on the 
mechanism of cell-cell interaction and 
communication, v. 3) [QH604.2.M17 vol. 
3] 574.8°76 74-9983 15.00 


1. Cell interaction—Addresses, essays, 
lectures. 2 Cellular recognition- 
Addresses, essays, lectures. I Slavkin, 


Harold C. IL Nordling, Stig. IHI. Rubin, 
Leo. IV. Title. V. Series. 
Prepared from C.I.P. 


COX, Rody P., 1926- 574.876 
Cell communication, edited by Rody P. 
Cox. New York, Wiley [1974] p. cm. 
ISBN 0-471-18135-8 (Wiley series in the 
dynamics of cell biology) (A Wiley 
biomedical-health publication) Includes 
bibliographical references. [QH604.2.C69] 
74-10547 2. 

1. Cell PEKSA I. Title. 

Prepared from C.I.P. 


PADILLA, George M. 574.8762 
Cell cycle controls. Edited by George M. 
Padilla, Ivan L. Cameron [and] Arthur 
Zimmerman. New York, Academic Press, 
1974. p. cm. ISBN 0-12-543760-9 
Includes bibliographical 
[QH604.P3] 74-10966 16.00 
1. Cellular control mechanisms. 2. Cell 
cycle. I Cameron, Ivan L., joint author. IT. 


references. 


Zimmerman, Arthur M., 1929- joint 
author. III. Title. 

Prepared from C.I.P. 

ANDERSON, Walter 574.9762°12 


Inglis, 1903- 1965. 

The Horn Island logs of Walter Inglis 
Anderson. Edited, with an introd., by 
Redding S. Sugg, Tr. [Memphis] Memphis 
State University Press, 1973. xxxv, 185 p. 
illus. (part col.) 27 cm. ISBN 0-87870-018- 
0 [QH105.M7A52 1973} 73-83927 18.95 

1. Natural  history——Mississippi—Horn 


‘OCTOBER 31,1974 
Island. 2. Naturalists—Correspondence, 
reminiscences, etc. I. Sugg, Redding S., ed. 
. U. Title. 


BEDICHEK, Roy, 1878- 
Karankaway country. Foreword by W. W. 
Newcomb. [2d ed.] Austin, University of 
Texas Press [1974] xxv, 290 p. illus. 23 
em. ISBN 0-292-74300-9 Includes 
bibliographical references. [QH105.T4B42 
1974] 74-3537 8.50 

1. Natural history—Texas. I. Title. 


ENGDAHL, Sylvia Louise. 574.999 
The planet-girded suns. Decorations by 
Richard Cuffari. New York, Atheneum, 
1974. p. cm. ISBN 0-689-30135-9 Surveys 
theories and speculations on the possibility 
of life on other planets throughout history 
and discusses current scientific thinking on 
this subject. [QB54.E57] 73-84825 7.50 

i. Life on other planets—Juvenile 
literature. I. Cuffari, Richard, 1925- illus. 

~ IT. Title. 
Prepared from C.I.P. 


EHRLICH, Paul R. 575 
The process of evolution [by]. Paul R. 
Ehrlich, Richard W. Holm [and] Dennis R. 
Parnell. 2d ed. New York, McGraw-Hill 
[1974] xv, 378 p. illus. 24 cm. ISBN 0-07- 
019133-6 (McGraw-Hill series in 
population biology) Includes bibliographies. 
(QH366.2.E35 1974] 74-3030 13.95 

1. Evolution. 2. Genetics. I. Holm, Richard 
W., joint author. I. Parnell, Dennis R. 
Joint author. HT. Title. 


biter aes George Christopher, 
26- 

Sex and evolution [by] George C. 
Williams. Princeton, N.J., Princeton 
University Press, 1974. p. cm. ISBN 0- 
691-08147-6 (Monographs in population 
biology, 8) 8) Bibliography: [QH371.W54] 74- 
1. Brolition. 2. Sex (Biology) I. Title. IT. 
Series. 

Prepared from C.I.P. Pbk. 4.95, ISBN 0- 
691-081452-2. 


DARWIN, Charles Robert, 
1809-1882. 

The descent of man and selection in 

relation to sex. Rev. ed. Chicago, Rand, 

McNally. Detroit, Gale Research Co., 

1974. xii, 672 p. illus. 22 cm. Reprint of 


574.9764'1 


575 


575.01°62 


the 1874 ed. Includes bibliographical 
references. [QH365.D2 1974] 73-20158 
23.00 I 


1. Evolution. 2. Natural selection. 3. 
Sexual dimorphism (Animals) 4. Mags 
Origin. I. Title. 


HARRIS, Henry, 1925- 575.71 
Nucleus and cytoplasm. 3rd ed. Oxford, 
Clarendon Press, 1974. xiv, 186 p.,°18 p. 
of plates. illus. 23° cm. ISBN 0-19- 854124- 
4 Includes bibliographical references and 


index. (QH430.H37 1974] 74-594672 
17.50 
1. Cytogenetics. 2. Cellular control 


‘mechanisms. I. Title. 
Pbk. 6.95; ISBN: 019-85412-2; Distributed 
by Oxford University Press, N.Y. 


PATENT, Dorothy Hinshaw. 576 
Microscopic animals and plants. New 
York, Holiday House [1974] p. om. ISBN 
0-8234-0247-9. Bibliography: p. Introduces 
the characteristics of a variety of 
microscopic plants and animals and 
discusses the techniques and equipment 
needed to study them. [QR57. P37] 74- 
7575 5.95 . 

rA Micro-organisms—Juvenile literature. I. 
Title. 


` Prepared from C.I.P. 


LASKIN, Allen I., 
1928- comp. 

Microbial ecology. Editors: Allen I. Laskin 
[and]. Hubert Lechevalier. Cleveland, CRC 
Press [1974] 191 p. illus. 27 cm. ISBN 0- 
87819-122-4 Articles which originally 
appeared in vol. 2, issues 1 and 2, of CRC 
critical reviews in microbiology. Includes 
bibliographical references. [QR100.L37] 
73-94086 14.95 

1. Microbial ecology. I. Lechevalier, 
Hubert A., joint’ comp. II Chemical 
Rubber Company, Cleveland. CRC critical 
reviews in microbiology. 


RHPINHEIMER, Gerhard, 
27- 

Aquatic microbiology [by] G. Rheinheimer. 
London, New York, Wiley (1974, c1973]} 
p. cm. ISBN 0-471-71803-3 ”A Wiley- 
Interscience publication.” Translation of 
Mikrobiologie der Gewasser. Bibliography: 
p. [QR105.R49513 1974] 72-8615 11.00 

1, Aquatic microbiology. I. Title. 

Prepared from C.I.P. 


HORNE, Robert W. 576’.64 
Virus structure [by] Robert W. Horne. 
New York, Academic Press [1974] 52 p. 
illus. 27 cm. ISBN  0-12-355750-X 


576°.15°08 


$76°.19°2 


‘(Ultrastructure of cells and organisms) 


Bibliography: p. 47-49. [QR450.H67] 74- 
1318 7.50 (pbk.) 
1. Viruses—Morphology. 


FRAENKEL-CONRAT, 576.6408 s 
Heinz, 1910- 
Reproduction: small and intermediate 


RNA viruses. Edited by Heinz Fraenkel- 
Conrat and Robert R. Wagner. New York, 
Plenum Press [1974] p. cm. ISBN 0- 306- 
35142-0 (Their Comprehensive virology, v. 
2) Includes bibliographies. [QR357.F72 
vol. 2] [QR470] 576.64 74-13471 28.00 

1. Viruses—Reproduction. I. Wagner, 
Robert R., 1923- joint author. II. Title. 
Prepared from C.I.P. 


TEMIN, H. M., comp. 576°.6484 
The biology of RNA-tumor viruses, edited 
by H. M. Temin New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
on [QR201.T84T45] 74-9629 


‘I. Oncogenic viruses—Addresses, essays, 


lectures. I. Title. 
Prepared from C.I.P. 


*HAYAT, M. Arif, 1936- 578.4 
Principles and techniques of electron 
microscopy. 

Vol. 4, 1974, Biological applications, ed. by 
M. A. Hayat, is available from Van 
Nostrand Reinhold, New York, for 19.95. 
ISBN 0-442-25680-9. L.C. card no. 70- 
129544. 


TOSTER, Adriance Sherwood, 
Practical plant anatomy, by Adriance S. 
Foster. 2d ed. Huntington, N.Y., R. E. 
Krieger Pub. Co. [1974, c1949] p. ISBN 
0-88275-151-4 Reprint of the ed. published 
by Van Nostrand, Princeton, N.J. 
[QK673.F65 1974] 73-92138 9.50 

1. Botany—Anatomy. I. Title. 

Prepared from C.I.P. 


NIETHAMMER, 
Carolyn. 
American Indian food and lore. With a 
foreword by Ann Woodin. Illus. by Jenean 
Thomson.. New York, Macmillan [1974] 
xxx, 191 p. illus.. 30 cm. ISBN 0-02- 
588570-7 Bibliography: p. 175-178. 
[E78.S7N53 1974] oT 7681 7.95 i 


581.4 


581.6°1°09701 


500, PURE SCIENCE 


1. Indians of North America—Southwest, 
New—Food. 2. Ethnobotany—Southwest, 
New. I. Title. 


LUST, John B. 581.63 
The herb book [by] John B. Lust. Ist ed. 
New York, B. Lust Publications [1974] xiv, 
623 p. illus. 24 cm. ISBN 0-87904-007-6 
Bibliography: p. 593-600. [QK99.A1L86] 
74-75368 12.95 


- 1. Botany, Medical. I. Title. 


VEGETATION and 581.972 
vegetational history of northern Latin 
America. Papers presented as part of a 
symposium at the American Institute of 
Biological Sciences meetings, Bloomington, 
Ind. (USA), 1970. Ed. by Alan Graham. 
Amsterdam, New York, Elsevier Scientific 
Fub. Co., 1973, [i.e.,1974] xiii, 393 p. with 
illus. 25 cm. ISBN 0-444-41056-2 
Sponsored by the Ecological Society of 
America, Paleobotanical Section of the 
Botanical Society of America and -the 
American Society of Plant Taxonomists. 
Includes bibliographies. {(QK205.V34] 72- 
87955 47.00 

1. Botany—Mexico—Ecology—Congresses. 
2. Botany—Central America—Ecology— 
Congresses. 3. Botany—Antilles— 
Ecology—Congresses. 4. Paleobotany— 
Latin America—Congresses. I. Graham, 
Alan, ed. IL American Institute of 
Biological Sciences. HI. Ecological Society 
of America. IV. Botanical Society of 


America. Paleobotanical Section. V. 
American Society of Plant Taxonomists. 
MUNZ, Philip 581.9°794°9 


Alexander, 1892- 
A flora of southern California [by] Philip 
A. Munz. Berkeley, University of 
California Press [1974] 1086 p. illus. 25 
cm. ISBN 0-520-02146-0 [QK149.M795] 
73-174462 16.50 

1, Botany—California, Southern. I. Title. 


SHOSTECK, Robert, 582’.13'014 
1910- 
Flowers and plants; an international 


lexicon with biographical notes. Foreword 
by James L. Crowe. [New York] 
Quadrangle/New York Times Book Co. 
[1974] p. cm. ISBN  0-8129-0453-2 
Bibliography: p. [QK13.S5 1974] 73-89472 
9.9 


1. Plant names, Popular—Dictionaries. 2. 
Botany—Nomenclature. 3. Botany—North 
America. I. Title. 

Prepared from C.I.P. 


WASHINGTON 582.1309797 
wildflowers, including 1134 ‘species of 
wildflowers most commonly found in the 
State of Washington and adjacent areas of 
Oregon, Idaho, and British Columbia, by 
Earl J. Larrison [and others] Illustrated by 
James A. Yaich [and others. Seattle] 
Seattle Audubon Society, 1974. 376 p. 
illus. (part col.) 22 cm. ISBN 0-914516-02- 
7 (The Trailside series) [QK192.W37] 73- 
94499 6.45 (pbk.). 

1. Wild flowers—Washington (State)— 
Identification. 2. Wild Howers—Northwest, 
Pacific—Identification. I. Larrison, Earl 
Junior, 1919- If. Seattle Audubon Society. 
IIL, Title. IV. Series.: 

Publisher’s address: 712 Joshua Green 
Bldg., Fourth Avenue and Pike -Street, 
Seattle, Wash. 98101 

RIEDMAN, Sarah Regal, 582’.16 

1902- r 

Trees alive by Sarah R. Riedman. 
Ilustrated by Giulio Maestro. New York, 
Lothrop, Lee & Shepard, 1974. p. cm. 
ISBN 0-688-41574-1 Bibliography: p. 
Describes the various life processes of 


“a 
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trees, how they support animal and plant 
life, and what they contribute to our 
environment, comfort, and enjoyment. 
[QK475.8.R53] 74-1382 5.50 

1. Trees—Juvenile literature. I. Maestro, 
Giulio, illus. II. Title. 

Prepared from C.I.P. Library binding 4.81, 
ISBN 0-688-51574-6. 


WEETE, John D., 
1942- 
Fungal lipid biochemistry; distribution and 
metabolism [by] John D. Weete, with 
contributions by Darrell J. Weber and 
Wiliam M. Hess. New York, Plenum 
Press [1974] p. cm. ISBN 0-306-35801-8 
(Monographs in lipid research v. 1) 
Includes bibliographical references. 
[QK601.W44] 74-8457 25.00 
1. Fungi—Physiology. 2. Lipids. I. Title. 
Prepared from C.I.P. 


589’.2°0419247 


BLUE-GREEN algae: current 589°.46 
research. Papers by M. Rodriguez-Lopez 
{and others] New York, MSS Information 
Corp. [1974] p. cm. ISBN 0-8422-7187-2. 
[QK569.C96B63] 73-21862 18.50 

Cyanophyceae—Addresses, 
lectures. I. Rodriguez-Lopez, M. 
Prepared from C.I.P. 


JOHNSON, Diane, 
1929- 

Edwin Broun Fred: scientist, administrator, 

gentleman. [Madison] University of 

Wisconsin Press [1974] p. cm. ISBN 0- 

299-06580-4 Includes . bibliographical 

references. [QR31.F68J63] 74-5904 10.00 

i. Fred, Edwin Broun, 1887- 

Prepared from C.I.P. 


COOKE, Eunice Mary, 1936- 589.9°5 
Escherichia coli and man [by] E. Mary 
Cooke. Foreword by R. A. Shooter. 
Edinburgh, Churchill Livingstone, 1974. 96 
p. illus. 25 cm. ISBN 0-443-01054-4 
Includes bibliographies. [QR82.E6C6] 74- 
167251 

1. Escherichia colt. 2. Bacterial diseases. I. 
Title. 

Distributèd by Longman, New York, for 


essays, 


589.9°0092'4 B 


INTERNATIONAL Symposium 591.01°33 
on Trace Element Metabolism in 
Animals, 2d, University of Wisconsin— 
Madison, 1973. $ 

Trace element metabolism in animals—2; 

. proceedings: of the second International 

Symposium on Trace Element Metabolism 

in Animals, held in Madison, Wisconsin, 

on 18-22 June, 1973. Edited by W. G 

Hoekstra [and others] Baltimore, 

University Park Press [1974] p. cm. ISBN 

0-8391-0696-3 Sponsored jointly by the 

Steenbock Symposium Fund; Dept. of 

Biochemistry, University of Wisconsin— 

Madison; and the U.S. Dept. of 

agriculture: [QP531.157 1973] 74-11167 
9. 

1. Trace element metabolism—Congresses. 


I. Hoekstra, W. G., ed. II. Steenbock 
Symposium Fund. II. Wisconsin. 
University—Madison. Dept. of 


Biochemistry. IV. United States. Dept. of 
Agriculture. V. Title. 
Prepared from C.I.P. 


BILLETT, F. S. 591.03 
Practical studies: of animal development 
[by] F. S. Billett and A. E. Wild. London, 
Chapman and Hal; New York, Wiley 
[1974] p. cm. ISBN 0-470-07241-5 "A 
Halsted Press Book.” [QL955.B5 1974] 74- 
14712 14.50 

1. Embryology. 2. Developmental biology. 
3. Reproduction. L Wild, Arthur Edward, 
1937- joint author. IT. Title. 
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Prepared from C.I.P. 


LOVTRUP, Soren. 
Epigenetics; a treatise on theoretical 
biology. London, New York, Wiley [1974] 
ix, 547 p. illus. 26 cm. ISBN 0-471-54900- 
2 ”A Wiley-Interscience publication.” 
Bibliography: p. [494]-521. [QL971.L84] 
72-5719 42.50 

1. Epigenesis. I. Title. 


KORNHUBER, Hans. 591.1°82°08 s 
Vestibular system, by Bagger-Sjoback [and 
others] Edited by H. H. Kornhuber. Berlin, 
New York, Springer-Verlag, 1974. p. cm. 
(Handbook of sensory physiology, v. 6/1- 
2) Contents.—pt. 1. Basic mechanisms.— 
pt. 2. Psychophysics, applied aspects, and 
general interpretation. [QP351.H34 vol. 
6/1-2] [QP471] 591.1°82 74-14870 198.00 
(pt. 1); 102.10 (pt. 2.) 

1. Vestibular apparatus. I. Bagger-Sjoback. 
Hl. Title. HI. Series. 

Prepared from C.I.P. 


COLLINS, Patricia. $91.1°852 
Motion. Written and illustrated by Patricia 
Collins, with photos. by Marshall Henrichs. 
New York, McGraw-Hill [1974] p. cm. 
Hlustrations of various animals in motion, 
sometimes showing the muscles and 
skeleton, help introduce the ways animals 
Bene [QP301.C587] 73-17757 4.72 (lib. 
dg.). 

1. Anima! locomotion—Juvenile literature. 
I. Henrichs, Marshall, illus. If. Title. 
Prepared from C.I.P. 


STEVENS, Leonard A. 591.1788 
Neurons: building blocks of the brain, by 
Leonard A. Stevens. Illustrated by Henry 
Roth. New York, Crowell [1974] p. cm. 
ISBN ` 0-690-00403-6 Bibliography: p. 
Traces the history of research on the 
nervous system and discusses what has 
been learned about the structure, function, 
and importance of neurons, or nerve cells. 
[QP363.S783] 74-4399 5.50 

J. Neurons—Juvenile literature. 2. Brain— 
Juvenile literature. 3. Neural 
transmission—Juvenile literature. I. Roth, 
Henry, 1933- illus. II. Title. 

Prepared from C.I.P. 


WILLIER, Benjamin 
Harrison, 1890- ed. 
Foundations of experimental embryology. 
Edited by Benjamin H. Willier and Jane 
M. Oppenheimer. 2d ed., enl. and with a 
new introd. by Jane M. Oppenheimer. 
New York, Hafner Press [1974] p. cm. 
ISBN 0-02-849860-7 Includes 
bibliographical references. [QL961.W5 
1974] 74-11271 4.95 (pbk.) 
i. Embryology, Experimental—Addresses, 


591.1°5 


591.33072 


essays, lectures. I Oppenheimer, Jane 
Marion, 1911- joint ed. II. Title. 

Prepared from C.I.P. 

FIDELITY of protein 591.37208 


synthesis and transfer of RNA. Papers by 
J. N. Bemiller [and others] New York, 
MSS Information Corp. [1974] p. cm. 
ISBN 0-8422-7220-8 (Aging and protein 
synthesis, 2) [QP86.F52] 74-5495 17.50 

1. Aging—Addresses, essays, lectures. 2. 
Protein biosynthesis—Addresses, essays, 
lectures. 3. Ribonucleic acid—Addresses, 
essays, lectures. I. Bemilier, James N. II. 
Title. TII. Series. 

Prepared from C.I.P. 


LORENZ, Konrad. 591.5 
On aggression. Translated by Marjorie 
Kerr Wilson. New York, Harcourt Brace 
Jovanovich [1974, cl1966] xiv, 306 p. 21 
em. (A Harvest book, HB 291) "A Helen 
and Kurt Wolff book.” Translation of Das 
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sogenannte Bose. Bibliography: p. 301-306. 
(QL758.5.L6713 1974] 74-5306 3.50 (pbk.) 
i. Aggressive behavior in animals. 2. 
Aggressiveness (Psychology) I. Title. 


SIMON, Seymour. 591.5 
Life in the dark: how animals survive at 
night. Illustrated by Arabelle Wheatley. 
New York, F. Watts, 1974. 61 p. illus. 22 
cm. ISBN 0-531-02719-8 Bibliography: p. 
57. Discusses the activities of various 
animals at night as they battle their 
enemies, search for food, mate, and 
migrate. {QL753.856] 74-934 4.33 (lib. 
bdg.). 

I. Nocturnal animals—Juvenile literature. 
I. Wheatley, Arabelle, illus. IL Title. 


PRINCE, Jack Harvey. 591.5°42 
Weather and the animal world, by J. H. 
Prince. [lst ed.] Nashville, T. Nelson 
[1974] p cm. ISBN  0-8407-6416-2 
Discusses weather and its effect on land 
and water animals. [QH543.P74] 74-18003 
5.95 

1. Bioclimatology—Juvenile literature. 2. 
Zoology—Ecology—Juvenile literature. I. 
Title. 

Prepared from C.I.P. 


BERMANT, Gordon. $91.5°6 
Biological bases of sexual behavior [by] 


Gordon Bermant [and] Julian M. 
Davidson. New York, Harper & Row 
[1974] ISBN  0-06-040647-X (Animal 


behavior series) Bibliography: p. 
[QL761.B45] 73-21325 7.95 (pbk.) 

I. Sexual behavior in animals. 2. Sex. 3. 
Sex (Biology) I. Davidson, Julian M., joint 
author. IT. Title. 

Prepared from C.I.P. 


HEILPRIN, Angelo, 1853- 591.9 
1907. 
The geographical and ecological 


distribution of animals. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-05742-3 
(Natural sciences in America) Reprint of 
the 1887 ed. published by D. Appleton, 
New York as v. 57 of the International 
scientific series. [QL101.H46 1974] 73- 
17824 23.00 

1. Zoogeography. 2. Paleontology. I. Title. 
I, Series. TII. Series: International 
scientific series (New York) v. 57. 
Prepared from C.I.P. 


ZOOGEOGRAPHY. 591.9 
Edited by Carl L. Hubbs. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-05744-X 
(Natural sciences in America) A 
symposium presented on August 26-27, 
1957, at the Stanford University joint 
meeting of the American Institute of 
Biological Sciences and the Pacific 
Division of the American Association for 
the Advancement of Science, and a 
symposium presented on December 28, 
1957, at the Indianapolis meeting of the 
American Association for the 
Advancement of Science. Reprint of the 
1958 ed. published by the American 
Association for the Advancement of 
Science, Washington as its Publication no. 
51. [OL101.Z6 1974] 73-17826 26.00 

1. Zoogeography—Congresses. I. Hubbs, 
Carl Leavitt, 1894- ed. Hf. American 
Institute of Biological Sciences. HI. 
American Association . for the 
Advancement of Science. Pacific Division. 
IV. American Association for the 
Advancement of Science. V. Title. VI. 
Series. VIF. Series: American Association 
for the Advancement of Science. 
Publication no. $1. 

Prepared from C.I.P. 


OCTOBER 31,1974 


ZEILLER, Warren, 
1929- 

Tropical marine invertebrates of southern 
Florida and the Bahama Islands. New 
York, Wiley [1974] ix, 132 p. col. illus. 25 
cm. ISBN 0-471-98153-2 "A Wiley- 
Interscience publication.” Bibliography: p. 
117-119. [QL169.Z44] 74-2467 19.95 

i, Marine invertebrates—Florida— 
Identification. 2. Marine invertebrates— 
Bahamas—aIdentification. I. Title. 


APPETIT Robert Tucker, 
American seashells [by] R. Tucker Abbott. 
2d ed. New York, Van Nostrand Reinhold 
[1974] p. om. ISBN 0-442-20228-8 
Bibliography: p. [QL411.A19 1974] 74- 
7267 49.50 

1. Mollusks—North America. I Title. 

© Prepared from C.I.P. 


DANCE, S. Peter. 594.047 
The collector’s encyclopedia of shells, by 
S. Peter Dance. New York, McGraw-Hill 
[1974] p. ISBN 0-07-015290-X 
Bibliography: p. [QL405.D34] 74-2152 
19.9 


1. Shells. I. Title. 
Prepared from C.I.P. 


ROMASHKO, Sandra. . 594.047 
The shell book; the complete guide to 
collecting and identifying, with a special 
section on starfish and other sea creatures. 
Photography: Bob Wallace. Miami, Fla., 
Windward Pub. [1974] 64 p. col. illus. 23 
cm. ISBN 0-684-13838-7 On cover: The 
shell book: Florida, Gulf, and Caribbean. 
(QL415.F6R65] 74-1323 1.95 (pbk,) 

1. Shélls-—-Florida—Identification. 2. 
Shelis—Caribbean Sea—Identification. 3. 
Pi age Mexico; Gulf of—Identification. I. 
itle. 


CRANE, Jocelyn. 595’.3842 
- Fiddler crabs of the world (Ocypodidae: 
genus Uca) Princeton, N.J., Princeton 
University Press [1975, ie. 1974] p. cm. 
ISBN 0-691-08102-6 Bibliography: p. 
[QL444.M33C7] 73-16781 35.00 

1. Fiddler-crabs. I. Title. 

Prepered from C.I.P. 


FREEDMAN, Russell. 
The first days of life. Drawings by Joseph 
Cellini. New York, Holiday House [1974] 
p. cm. ISBN 0-8234-0249-5 Bibliography: 
p. Describes the first days of life for a 
codfish, turtle, sea gull, robin, wolf, 
elephant, dolphin, and chimpanzee. 
[QL763.F67] 74-7573 5.50 

1. Animals, Infancy of—Juvenile literature. 
L Cellini, Joseph, illus. II. Title. 

Prepared from C.I.P. 


FEDUCCIA, J. Alan. 596’.04 
A laboratory text for comparative 
vertebrate .anatomy [by] Alan Feduccia. 
[Ist ed.] New York, Norton [1974] p. cm. 
ISBN 0-393-09291-7 Bibliography: p. 
[QL805.F4 1974] 74-13968 6.95 (pbk.) 

1. VWertebrates—Anatomy. 2. Anatomy, 
Comparative. I. Title. 

Prepared from C.I.P. 


ADRIAN, Mary, 1908- 596’.05’265 
Wildlife on the watch: a story of the 
desert. Ilustrated by Jean Zallinger. New 
York, Hastings, House Publishers [1974] p- 
cm. ISBN 0-8038-1553-0 Describes the 
activities of a variety of birds, reptiles, and 
mammals during one day in the southwest 
desert, with emphasis on their interaction 
and territorial behavior. [QH541.5.D4A37] 
74-16167 4.95 

i. Desert ecology—Juvenile literature. 2. 
Territoriality 


592°.09°2463 


594.047 


596’.03’9 » 


(Zoology)—Juvenile - 


ts 


literature. I. Zallinger, Jean Day, i illus. I. 
Title.. 
Prepared from C.LP. 


ICHTHYOLOGICAL 597.075 
Symposium on Genetics and 
Mutagenesis, Neuherberg, Ger., 1972. 

Genetics and mutagenesis of fish, ed. by J. 

H. Schroder. Berlin, Heidelberg, New 

York, Springer, 1973. xvi, 356 p. 132 ill. 

25 cm. Symposium held October 13-15, 

1972 in Neuherberg, Germany. Includes 


bibliographies. [QL638.99.125 1972] 73- 
11601 19.70 

L Fish genetics—Congresses. 2. 
Mutagenesis—Congresses. I Schroder, 
Johannes Horst, ed. Il. Title. 
OMMANNEY, Francis Downes, 597.6 

903- 

Frogs, toads, and newts, by F. D. 
Ommanney. Illustrated by Deborah 


Fulford. New York, McGraw-Hill [1974] 
p. cm. Describes the habits, habitats, and 
life cycles of various frogs, toads, and 
ay [QL668.E2045] 74-9513 4.33 (lib. 
bdg.). 

1. Frogs-—Juvenile literature. 2. Toads— 
Juvenile literature. 3. Newts—Juventile 
fiterature. I. Fulford, Deborah, illus. I. 
Title. 

Prepared from C.I.P. 


HAWES, Judy. 597.8 
Spring peepers. Illustrated by Graham 
Booth. New York, Crowell [1974] p. cm. 
ISBN 0-690-00522-9 Describes the 
physical characteristics and habits of tree 
frogs, particularly the peeper whose song is 
go of spring. [QL668.E24H38] 74- 
1. Hyla crucifer—Juvenile literature. I. 
Booth, Graham, illus. If. Title. 

Prepared from C.I.P. 


CONANT, Roger, 1909- 598.1’097 
A field guide to reptiles and amphibians of 
Eastern and Central North America. 
Illustrated by Isabelle Hunt Conant. [2d 
ed.] Boston, Houghton Mifflin, 1974. p. 
cm. ISBN 0-395-19979-4 (The Peterson 
field guide series, 12) First published in 
1958 under title: A field guide to reptiles 
and amphibians of the United States and 
Canada east of the 100th meridian. 
Bibliography: p. [QL651.C65 1974] 74- 
13425 5.95 

1 Reptiles—North Americ: 
Amphibians—North America. 3, Ka AE 
Identification. 4. Amphibians— 
Identification. I. Title. 

Prepared from C.LP. 


LAUBER, Patricia. 598.174 
Who needs alligators? By Pat Lauber. 
Champaign, Il, Garrard Pub. Co. [1974] 
p. cm. ISBN 0-8116-6100-8 (Good earth) 
Describes the physical characteristics, life 


‘cycle, environment, and ecological role of 


the alligator. [QL666. C925L38] 73-22102 
3.48 lib. bdg. 

1. Alligators—Juvenile literature. I. Title. 
Prepared from C.LP. 


THE World atlas of 598.2°9 
birds. Advisory editor: Sir Peter Markham 
Scott. New York, Random House [1974] 
p. cm. ISBN 0-394-49483-0 [QL676.W92 
1974] 74-8575 29.95 


1. Birds. I. Scott, Peter Markham, Sir, 

1909- ed. 

Prepared from C.I.P. 

PENNANT, Thomas, 598.2791713 
1726-1798. 


Arctic zoology. New York, Arno Press, 
1974. p. cm. ISBN  0-405-05758-X 
(Natural sciences in America) Reprint of 


500 PURE SCIENCE 


the 1784-85 ed. published by H. Hughs, 
London. Contents.—v. 1. Introduction. 
Class I: Quadrupeds.—v. 2. Class H: Birds. 
[QL105.P3 1974] 73-17835 53.00 
1. Zoology—Arctic regions. IL Title. I. 
Series. 
Prepared from C.LP. . 
ALLEN, Joel Asaph, 1838- 598.297 
1921. 
Selected works of Joel Asaph Allen. 
Introd. by Keir B. Sterling. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
05765-2 (Natural sciences in America) 
[QL151.A442 1974] 73-17843 49.00 


1. Allen, Joel Asaph, 1838-1921. 2. 
Zoology-——North America—Addresses, 
essays, lectures. 3. Mammals—North 


America—Addresses, essays, lectures. 4. 
Birds—North America—Addresses, essays, 
lectures: I. Title. IT. Series. 

Prepared from C.I.P. 


BENDIRE, Charles Emil, 
1836-1897. 
Life histories of North American birds 
with special reference to their breeding 
habits and eggs. New York, Arno Press, 
1974. p. cm. ISBN 0-405-05720-2 
(Natural sciences in America) Reprint of 
Life histories of North American birds 
with special reference to their breeding 
habits and eggs issued by the U.S. Govt. 
Print. Off., Washington in 1892 as Special 
bulletin no. 1 of the United States National 
Museum; and of Life histories of North 
America birds, from the parrots to the 
grackles, with special reference to their 
breeding habits and eggs issued by the U.S. 
Govt. Print. Off., Washington in 1895 as 
Special bulletin no. 3 of the United States 
National Museum. Includes bibliographical 
references. [QL681.B47 1974] 73-17802 
52.00 
1. Birds—North America. 2. Birds—Eggs 
and nests. 3. Birds—Behavior. I. Bendire, 
Charles Emil, 1836-1897. Life histories of 
North American birds, from the parrots to 
the grackles, with special reference to their 
breeding habits and eggs. 1974. IE Title. 
II. Series: United - States. National 
Museum. Special bulletin no. 1 me J 
Prepared from C.I. P. 


ELMAN, Robert. 598.297 
The hunter's field guide to the game birds 
and animals of North America. Wildlife 
drawings by Ned Smith. New York, Knopf 
[1974] p. ISBN 0-394-47887-8 ”A Ridge 
Press book.” [SK40.E45] 73-7289 12.50 

1. Game and game-birds—North America. 
2. Hunting—North America. I. Title. 


COUES, Elliott, 1842- 
1899. 

Key to North American birds. New York, 

Arno Press, 1974. p. cm. ISBN 0-405- 

05732-6 (Natural sciences in America) 

Reprint of the fifth ed. published in 1903 

by D. Estes, Boston. [QL681.C85 1974] 

73-17816 59.00 

1. Birds—North America. 2. Birds— 

Collection and preservation. L Title. I. 

Series. 

Prepared from C.LP. 


BINFORD, Laurence 
Charles, 1935- 

Birds of Western North America [by] 
Laurence .C. Binford (text) [and] Kenneth 
L. Carlson (paintings) New York, 
Macmillan [1974] p. ISBN 0-02-510900-6 
[QL683.W4B53] 74-7350 5.95 

I. Birds—The West. 2. Birds—North 
America. I. Carlson, Kenneth L., illus. I. 
Title. 


598.2797 


598.2°973 


598.2978 


. Prepared from C.LP. 
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POWER, Elaine. $98.2°9931 
New Zealand water birds; an artists 
journal. Auckland, Collins [1973] 1 v. 
(unpaged) illus. (part col.) 29 cm. 
(QL693.5.P67] 74-159333 

1. Water-birds—-New Zealand—Fictorial 
works. I. Title. 

Distributed by International Publications 
Service, N.Y. for 21.20. 


STEYN, Peter. 598.91 
Eagle days; a study of African eagles at 
the nest. Johannesburg, Purnell [1973] xvii, 
158 p. illus. (part col.). 26 cm. ISBN 0- 
360-00224-2 Bibliography: p. xiii-xiv. 
[QL696.F32883] 73-91015 24.55 

J. Eagles—Behavior. 2. Birds—Africa, 
Southern. I. Title. 

Distributed by Purnell, N.Y., 24.55. 


HURD, Edith Thacher, 
1910- 

The mother owl 

Hurd. [lst ed.] 


598.9°7 


Illustrated by Clement 
Boston, Little, Brown 
[1974] p. cm. ISBN 0-316-38325-2 
(Mother animal series) Describes the 
yearly cycle of a mother screech owl as 
she hatches her eggs, raises her young, and 
mates again. [QL696.883H87] 74-9640 
4. : 

I. Screech owls—-Juvenile literature. I 
Hurd, Clement, 1908- illus. II. Title. 
Prepared from C.I.P. 


ROBERTSHAW, D 599’.01°08s 
Environmental physiology. London 
Butterworths [1974]. [1974] 326 p. tables 
24 cm. ISBN 0-8391-1056-1 (Physiology, 
series one, v. 7) [QP1.P62vol.7] [QP135] 
599’.01°91 73-16055 19.50 

1. Body temperature—Regulation. 2. 
Temperature—Physiological effect. 3. 
Altitude, Influence of. I. Title. IT. Series. 
Distributed by University Park Press, 
Baltimore. 


PLATELETS: production, 599.0113 
function, transfusion, and storage, edited 
by Mario Baldini [and] Shirley Ebbe. New 
York, Grune & Stratton [1974] p. cm. 
ISBN 0-8089-0845-6 Includes 
bibliographical references. [RC647.B5P57] 
74-8749 28.50 

1. Blood platelets. 2. Blood platelet 
disorders. 3. Blood—Transfusion. 
Baldini, Mario, ed. Il. Ebbe, Shirley, ed. 
Prepared from C.I.P. 


KAWAMURA; Yojiro, 
921- 

Physiology of mastication. Basel, New 
York, S. Karger [1974] xii, 327 p. illus. 25 
cm. ISBN 3-8055-1281-3 (Frontiers of oral 
physiology, v. 1) Includes bibliographies. 
[QP310.M3K38] 74-175071 

1. Mastication. I. Title. 

Distributed by Phiebig; 63.50. 


INTERNATIONAL 599’.01°33 
Symposium on Metabolic Interconversion 
of Enzymes, 3d, Seattle, 1973. 

Metabolic interconversion of enzymes, 

1973, Third International Symposium held 

in Seattle, June 5-8, 1973. Organized by E. 

H. Fischer [and others] Berlin, New York, 

Springer-Verlag, 1974. xvi, 399 p. illus.’ 26 

cm. Includes bibliographies. [QP601.1519 

1973] 74-172788 29.90 

i. Enzymes—Congresses. [. Fischer, 

Edmond H. II. Title. 


SERAFINI-FRACASSINI, 
A. 


599.0132 


599.01852 


The structure and biochemistry of cartilage 
[by] A. Serafini-Fracassini and 

Smith. Edinburgh, Churchill Livingstone, 
1974. vii, 236 p. illus. 24 cm. ISBN 0-443- 
01112-5 Label mounted on tp: 
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Distributed in the U.S.A. by Longman 
Inc., New York. Includes bibliographies. 
[QP88.23.847] 73-86334 27.50 

i. Cartilage. I. Smith, J. W. M.D., joint 
author. IT. Title. 


ESSAYS on the nervous 599’.01°88 
system; a festschrift for Professor J. Z. 
Young. Edited by R. Bellairs and E. G. 
Gray. Oxford [Eng.] Clarendon Press, 
1974. viii, 511 p. illus., port. 24 cm. ISBN 
0-19-857364-2 Includes bibliographies. 
[QP361.E85] 74-176183 

1. Nervous  system—Addresses, essays, 
lectures. I. Bellairs, Ruth, ed. I. Gray, 
Edward George, 1924- ed. HI Young, 
John Zachary, 1907- 

Distributed by Oxford University Press, 
New York, 47.50. 


NON-SEXUAL hormonal 599’.01°88 
influences on the electrophysiology of the 
brain; papers, by James A. Clemens [and 
others] New York, MSS Information Corp. 
[1974] p. ISBN  0-8422-7223-2 A 
collection of articles previously published 
in various journals. [QP356.4.N66] 74- 
6074 17.50 

1. Neuroendocrinology-——Addresses, essays, 
lectures. I. Clemens, James A. 

Prepared from C.I.P. 


AGING pigment; 599’.01°9218 
current research. Papers by B. S. Nanda, 
Kalidas Nandy, W. Keith O’Steen, et al. 
New York, MSS Information Corp. [1974] 
2 v. illus. 24 cm. ISBN 0-8422-7197-X 
Vol. 2: Papers by William B. Weglicki, 
Kalidas Nandy, Norman M. Sulkin, et al. 
Includes bibliographies. [QP671.L52A35] 
74-726 18.50 

1. Lipofuscins—Addresses, essays, lectures. 
2. Aging—Addresses, essays, lectures. I. 
Nanda, B. S. 


THE Cell surface in 599’.08'°75 
development, edited by A. A. Moscona. 
New York, Wiley [1974] p. cm. ISBN 0- 
471-61855-1 (A Wiley biomedical-health 
publication) Papers of a symposium 
organized by a scientific committee of the 
International Society of Developmental 
Biologists and held at the University of 
Montreal in Aug. 1973 in conjunction with 
the quadrennial congress of the Society. 
[QH601.C4] 74-7308 24.00 

1. Cell membranes—Congresses. 2. Cell 
differentiation—Congresses. I. Moscona, 
Aaron Arthur, 1922- ed. If. International 
Society of Developmental Biologists. 
Prepared from C.I.P. 


MIZUMURA, Kazue. 599.2 
The ae New York, Crowell [1973, 
i.e.1974] p. ISBN  0-690-00396-X 
[QL737.M34M58] 73-13514 4.50 

1. Opossums—Juvenile literature. I. Title. 
Prepared from C.I.P. Library binding 5.25; 
ISBN 0-690-00397-8 


MATING reflexes; 599.3233 
papers by Norman T. Adler, C. Beyer, 
William W. Byrnes, et al. New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
8422-7236-4 [QL761.M37] 74-9523 15.00 
1. Sexual behavior in animals—Addresses, 
essays, lectures. I Adler, Norman T. II. 
Beyer, C. HI Byrnes, William W. 

Prepared from C.I.P. 


MCINTYRE, Joan. 599.5°.04°188 
Mind in the waters; a book to celebrate 
the consciousness of whales and dolphins. 
Assembled by Joan McIntyre. New York, 
Scribner [1974] p. cm. ISBN 0-684-13995- 
2 [QL737.C4M24 1974] 74-13484 12.50 

1. Whales. 2. Dolphins. 3. Animal 
intelligence. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.I.P. 


SCOTT, John Paul. 599.7444 
Dog behavior: the genetic basis, by John 
Paul Scott and John L. Fuller. Chicago 
University of Chicago Press, [1974, c1965] 
v, 468 p. 23 cm. ISBN 0-226-74338-1 
Originally published as “Genetics and the 
Social Behavior of the Dog.” Bibliography: 
p. 435-447. [QL785.835] 4.95 (pbk.) 

1. Dogs. 2. Psychology, Comparative. 3. 
Heredity. I. Fuller, John I. joint author. I. 
Title. 

L.C. card number for original edition: 64- 
23429. 


DOGS and other large 599°.74442 
mammals in aging research. Papers by A. 
C. Andersen, E. A. Boyden, Jean H. 
Dougherty, et al. New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
8422-7226-7 Vol. 2: Papers by James W. 
Buchanan, Robert S. Brodey, Paul H. 
Guttman, et al. [QP86.D63] 74-8039 17.50 
1. Aging--Addresses, essays, lectures. 2. 


Dogs—Physiology—Addresses, essays, 
lectures. 

Prepared from C.I.P. 

LESLIE, Robert 599’.74442 


Franklin. 

In the shadow of a rainbow; the true story 
of a friendship between man and wolf. [1st 
ed.] New York, Norton [1974] p. cm. 
ISBN 0-393-08697-6 [QL795.W8L47 
1974] 74-12500 6.95 

1. Wolves—-Legends and stories. I. Title. 
Prepared from C.I.P. 


HARLOW, Harry 
Frederick, 1905- 

Learning to love [by] Harry F. Harlow. 

New York, J. Aronson [1974] p. ISBN 0- 

87668-159-3 Reprint of the 1971 ed. 

published by Ballantine Books, New York; 

with a new introd. Bibliography: p. 

[QL737.P9H25 1974] 74-7453 8.95 

1. Primates—Behavior. 2. Love. 

Prepared from C.I.P. 


MCNULTY, W. P. 599.8708 s 
Nonhuman primates and human diseases. 
Editor: W. P. McNulty. Basel, New York, 
S. Karger, 1973. xii, 149 p. illus. 25 cm. 
ISBN 3-8055-1497-2 (Symposia of the 
fourth International Congress of 
Primatology, v. 4) Includes bibliographies. 
{QL737.P915S 1972 vol. 4] 599.8042 74- 
174973 

1.  Primates—Diseases—Congresses. 2. 
Primates as laboratory  animals— 
Congresses. L Title. IT. Series: 
International Congress of Primatology, 4th, 
Portland, Or., 1972. Symposia, v. 4. 
Distributed by Phiebig, White Plains, New 
York, 24.75. 


MENZEL, Emil W., 
1929- 
Precultural primate behavior. Editor: Emil 
W. Menzel. Basel, New York, S. Karger, 
1973. xvi, 258 p. illus., map. 25 cm. ISBN 
3-8055-1494-8 (Symposia of the fourth 
International Congress of Primatology, v. 
1) Includes bibliographies. [QL737.P9I5 
1972 vol. 1] 599°.8’045 74-174976 
I.  Primates—Behavior—Congresses. 2. 
Social behavior in animals—Congresses. I. 
Title. TI. Series: International Congress of 
Primatology, 4th, Portland, Or, 1972. 
Symposia, v. 1. 
Distributed by Phiebig, White Plains, New 
York, 42.00. 


PHOENIX, Charles H. 599°.8°08 s 
Primate reproductive behavior. Editor: 
Charles H. Phoenix. Basel, New York, S. 
Karger, 1973. ix, 125 p. illus. 25 cm. ISBN 


599°.8°045 


599’.8°08 s 


“OCTOBER 31,1974 - 


3-8055-1495-6 (Symposia ofthe fourth 
International Congress of Primatology, v. 
2) Includes bibliographies. [QL737.P915 
1972 vol. 2] 599’.8°0456 74-174974 

ALR Primates—-Behavior—Congresses. 2. 
Sexual behavior in animals—Congresses. I. 
Title. If. Series: International Congress of 
Primatology, 4th, Portland, Or, 1972. 
Symposia, v. 2. 

Distributed by Phiebig, White Plains, New 
York, 21.75. 


ZINGESER, M. R. 599.808 s 
Carniofacial biology of primates. Editor: 
M. R. Zingeser. Basel, New York, S. 
Karger, 1973, fi.e.1974] ix, 273 p. illus. 25 
cm. ISBN 3-8055-1496-4 (Symposia of the 
fourth International Congress of 
Primatology, v. 3) Includes bibliographies. 
[QL737.P915 1972 vol. 3} 599°.8'0449 74- 
174961 g 

1. Primates—Anatomy-—Congresses. 2. 
Primates—Evolution—Congresses. 3. 
Face—-Congresses. 4. Skull—Congresses. I. 
Title. If. Series: International Congress of 
Primatology, 4th, Portland, Or, 1972. 
Symposia, v. 3. 

Distributed by Phiebig; 42. 00. 


REICH, Hanns, comp. 599°.82 
Monkeys. Edited by Hanns Reich, adapted 
from a text by Jurgen von Hollander. 
Translated by Jean Steinberg. New York, 
Hill and Wang [1974] p. cm. ISBN 0- 
8090-2143-9 (Terra magica) Translation of 
l Affen. [QL737.P9R3413 1974] 74-12121 
3: 

1. Monkeys—Pictorial works. I. Hollander, 
Jurgen von, 1923- If. Title. 

Prepared from C.I.P. 


RUMBAUGH, Duane M., 
1929- 

Natural history, social 
reproduction, vocalizations, 
Editor: Duane M. Rumbaugh. . List of 
contributors: W. Y. Brockelman [and 
others] Basel, New York, S. Karger, 1974. 
vii, 209 p. illus. 25 cm. ISBN 3-8055-1602- 
9 (Gibbon and siamang, v. 3) Includes 
bibliographies: [QL737. PI6RS6] 714-176119 
1. Gibbons. 2. Gibbons—Behavior. I. 
Brockelman, W. Y. If. Title. HI. Series. 
Distributed by Phiebig, White Plains, New 
York, 40.30. 


599.882 


behavior, 
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OLIVO, C. Thomas. 604’.2’5 
Basic blueprint reading and sketching [by] 
C. Thomas Olivo, Albert V. Payne [and] 
Thomas P. Olivo. Albany, Delmar [1974] 
xi, 156 p. illus. 27 cm. [T379.04 1974] 73- 
1846 . 3.40 (pbk.); 1.00  (instructor’s 
manual), 

1. Blue-prints. 2. Freehand technical 
sketching. I. Payne, Albert V., joint author. 
if, Olivo, Thomas P., joint author. III. 
Title. 


DE BONO, Edward, 1933- 609 
Eureka! An illustrated history of 
inventions, from the wheel to the 
computer.’ Edited by Edward De Bono. 
New York, Holt, Rinehart & Winston 
[1974] p. ISBN 0-03-012641-X [T15.D3 
1974] 73-21084 25.00 

1. Inventions-—History. I. Title. 

Prepared from ©.I.P. 


Medicine 610-619 


GOLDSTEIN, Kenneth K. . 610 
The new frontiers in medicine [by] 


prehension. , 


Kenneth K.- Goldstein. [lst ed.] Boston, 
Little, Brown [1974] p. cm. ISBN 0-316- 
31950-3 Describes some medical 
developments already profoundly affecting 
the quality of human life and expected 
future developments such as manipulation 
of the aging process and the use of laser 
beams in surgery. [R130.5.G64] 74-9934 
7.50 

l.  Medicine—Juvenile literature 2. 
Medical research—Juvenile literature. I. 
Title. 

Prepared from C.I.P. 


COBBOLD, Richard S. C., 
1931- 

Transducers for biomedical measurements: 

principles and applications [by] Richard S. 

C. Cobbold. New York, Wiley [1974] xiv, 

486 p. illus. 23 cm. ISBN 0-471-16145-4 


610’.28 


(Biomedical engineering and health 
systems) "A Wiley-Interscience 
publication.” Includes bibliographical 


references. [R857.T7C6] 74-2480 22.50 

1. Transducers. 2. Function tests 
(Medicine) 3. Biomedical engineering. I. 
Title. 


SERENO, Luciano. 610.696 
How to choose your family doctor and 
keep him. [lst ed.] Hicksville, N.Y., 
Exposition Press [1974] 54 p. 22 cm. ISBN 
0-682-48001-0 (An Exposition-banner 
book) [R727.3.847] 74-80689 3.50 

J. Physician and patient. 2. Physicians 
(General practice) I. Title. 


LESSER, May H., 1927- 610.7711 
The art of learning medicine [by] May H. 
Lesser. Foreword by Charles H. Markham. 
New York, Appleton-Century-Crofts 
[1974] xvii, 343 p. illus. (part col.) 32 cm. 
ISBN 0-390-55531-2 [R735.L49] 73-18140 
38.50 

1. Medicine—Study and teaching. I. Title. 
Prepared from C.I.P. 


PRACTICAL nursing; 610.73 
a textbook for students and graduates [by] 
Dorothy R. Meeks [and others]. With 
contributions by Dorothy F. Johnston 
[and] Mary E. O’Leary. 5th ed. St. Louis, 
Mosby, 1974. p. cm. ISBN 0-8016-3390-7 
First-3d ed. edited by D. M. Jensen. 
Includes bibliographies. [RT62.P7 1974] 
73-20244 10.75 

1. Practical nursing. I. Jensen, Deborah 
(MacLurg) 1900- ed. Practical nursing. IT. 
Meeks, Dorothy R. LIT. Title. 

Prepared from C.I.P. 


WANDELT, Mabel Ann, 1917- 610.73 
Quality patient care scale [by] Mabel A. 
Wandelt [and] Joel W.. Ager. [New York] 
Appleton-Century-Crofts [1974] p. ISBN 
0-8385-8184-2 Includes bibliographical 
references. [RT42.W34] 74-11060 6.95 

1. Nurses and nursing. 2. Nursing service 


administration. I. Ager, Joel W., joint 
author. If. Title. 

Prepared from C.I.P. 

CULVER, Vivian M. _ 610°.73°0693 


Modern bedside nursing [by] Vivian M. 
Culver. 8th ed. Philadelphia, Saunders, 
1974. p. cm. ISBN 0-7216-2782-4 First 
ed. by K. O. Brownell, published under 
title: A textbook of practical nursing; 6th 
ed., published under title:. The practical 
nurse [RT62.C84 1974] 73-88258 11.95 

I. Practical nursing. IL Brownell, Kathryn 
Osmond. A textbook of practical nursing. 
IT. Title. 

Prepared from C.I.P. 
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NATIONAL League 610.73'07'°1173 
for Nursing. Council of Baccalaureate 
and Higher Degree Programs. 

Current issues in nursing education; papers 

presented at the eleventh conference of the 

Council of Baccalaureate and Higher 

Degree Programs held at Kansas City, 

Missouri, November 14-16, 1973. New 

York, Dept. of Baccalaureate and Higher 

Degree Programs, National League for 

Nursing [1974] 51 p. 28 cm. ”Pub. no. 15- 

1513.” Includes bibliographical references. 

[RT71.N2419 1973] 74-176153 3.95 (pbk.} 

i. Nurses and nursing—-Study and 

faching-United States—Congresses. I. 
itle. 


OZIMEK, Dorothy. 610.73'0771173, 
Accreditation of baccalaureate and masters 
degree programs in nursing; 4 
comprehensive review. New York, 
National League for Nursing [1974] 21 p. 
23 cm. ”Pub. no. 15-1519.” Bibliography: 
p. 21. [RT71.093] 74-176259 1.75 (pbk.) 

I. Nurses and  nursing-—-Study and 
teaching—United States. 2. Graduate 
nursing education—United States. I. 
National League for Nursing. I. Title. 


MERCER, Lianne S. . 610.73077 
Fundamental skills in the nurse-patient 
relationship; a programmed text [by] 
Lianne S. Mercer [and] Patricia O’Connor. 
2d ed. Philadelphia, Saunders, 1974. xi, 
216 p. illus. 26 cm. ISBN 0-7216-6266-8 
[RT86.M44 1974] 74-4579 4.75 

J. Nurses and nursing—Programmed 
instructions. I O'Connor, Patricia, joint 
author. II. Title. 


KOHNKE, Mary. 610.73°2 
Independent nurse practitioner [by] Mary 

Kohnke, Ann Zimmern [and] Jocelyn 
Greenidge. Perden, Grove, Calif.] Trainex 
Press [1974 p. Bibliography: p. 

[RT42.K65] 73-19784 9 l 
1. Nurses and nursing. i Zimmern, Ann, 

joint author. If. Greenidge, Jocelyn, joint 

author. II. Title. 

Prepared from C.I.P. 


MCINTYRE, H. Mildred. 610.736 
Heart disease: new dimensions of nursing 
care. Editor: H. Mildred McIntyre. [New 
York] Trainex Press [1974] p. cm. 
Includes bibliographies. [RC667.M25] 73- 
18483 10.95 

J. Heart-—Diseases. 2. Cardiovascular 
disease nursing. I. Title. 

Prepared from C.I.P. 


CASTIGLIONI, Arturo, 1874- 
1953. 

A history of medicine. Translated from the 

Italian and edited by E. B. Krumbhaar. 

New York, J. Aronson [1974] p. cm. 

ISBN 0-87668-103-8 Translation of Storia 

della medicina. Reprint of the 1941 ed. 

published by Knopf, New York. 

Bibliography: p. [R131.C272 1974] 73- 

81219 35.00 ; 

1. Medicine—RHistory. I. Title. 

Prepared from C.I.P. 


610.9 


FIGGE, Frank Henry 61.0222 
John, 1904- 

Atlas of human anatomy [by] Frank H. J. 
Figge [and] Johannes Sobotta. [9th ed.] 
New York, Hafner Press [1974] p. cm. 
Ninth English ed. of Atlas der deskriptiven 
Anatomie des Menschen by J. Sobotta. 
Contents.—v. 1. Regions, bones, ligaments, 
joints and muscles—v. 2. Visceral 
anatomy.—v. 3. Central and autonomic 
nervous system, peripheral nerve pathways, 
sense organs and skin. [QM25.F46 1974] 
74-16240 100.00 

i. Anatomy, Human—Atlases. L Sobotta, 
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Johannes, 1869-1945. 
deskriptiven Anatomie 
English. II. Title. 
Prepared from C.I.P. 


ELSON, Lawrence M., 1935- 611°.9 
It’s your body; an explanatory text in basic 
regional anatomy with functional and 
clinical considerations [by] Lawrence M. 
Elson. New York, McGraw-Hill [1974] p. 
cm. ISBN 0-07-019299-5 [QM531.E43] 
74-4113 12.95; 4.50 (lab. manual). 

1. Anatomy, Surgical and Topographical. 
2. Anatomy, Human. I. Title. 

Prepared from C.I.P. 


MCGUIRE, Leslie. 612 
You: how your body works. Mlus. by Susan 
Perl. New York, Platt & Munk [1974] 45 
p. col. illus. 29 cm. ISBN 0-8228-7320-6 
(A Child guidance book) Discusses the 
useful functions of various parts of the 
body—fingers, feet, toes, hair, muscles, 
bones, skin, etc. [QP37.M34] 73-19469 
3.50 

1. Body, Human-—Juvenile literature. I. 
Perl, Susan, illus. If. Title. 


Atlas der 
des Menschen. 


BOVA, Benjamin. 612.0144 
The weather changes man [by] Ben Bova. 
{Reading, Mass.] Addison-Wesley [1974] 
139 p. illus. 21 cm. ISBN 0-201-00555-7 
”An Addisonian Press book.” Traces the 
weather patterns and climatic changes on 
earth from prehistory to the present and 
discusses their influence on man’s physical 
and psychological development. 
[BF353.B67] 73-16480 5.50 

1. Weather—Mental and physiological 
effects—-Juvenile literature. 2. Man— 
ies of climate—Juvenile literature. I. 

ytle. 


STROOT, Violet R. 612.01522 
Fluids and electrolytes: a practical 
approach [by] Violet R. Stroot, Carla A. 
Lee [and] C. Ann Schaper. Philadelphia, F. 
A. Davis Co. [1974] x, 244 p. illus. 24 cm. 
ISBN 0-8036-8205-0 Includes 
bibliographies. [RB147.S83] 74-2100 9.50 
1. Body fluids. 2. Water-electrolyte balance 
(Physiology) 3. Body fluid disorders. I. 
Lee, Carla A., joint author. I. Schaper, C. 
Aan, joint author. III. Title. 


KALINA, Sigmund. 612.11 
Your blood and its cargo. Illustrated by 
Arabelle Wheatley. New York, Lothrop, 
Lee & Shepard [1974] p. ISBN 0-688- 
41566-0 Describes the composition of 
blood, how it circulates, and its function in 
sustaining life in the human body. 
[QP91.K117] 73-16327 4.50 

1. Blood—Juvenile literature. I. Wheatley, 
Arabelle, illus. II. Title. 

Library binding 4.14, ISBN 0-688-51566-5. 
Prepared from C.I.P. 


WEISSBLUTH, Mitchel. 612.1111 
Hemoglobin; cooperativity and electronic 
properties. Berlin, New York, Springer- 
Verlag, 1974. viii, 175 p. illus. 25 cm. 
(Molecular biology, biochemistry and 
biophysics, 15) Bibliography: p. [169]-173. 
[QP96.5.W44] 74-173584 27.80 

1. Hemoglobin. I. Title. II. Series. 


CARDIAC function in 6127.17 
aging; papers by Jos L. Willems, Milton 
Landowne, Henry J. Montoye, et al. New 
York, MSS Information Corp. [1974] p. 
cm. ISBN 0-8422-7245-3 [QP111.4.C37] 
74-11160 15.00 

1. Heart—Aging—Addresses, 
lectures. I Willems, Jos L. 
Prepared from C.I.P. 
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COMROE, Julius Hiram, 
1911- 

Physiology of respiration; an introductory 
text [by] Julius H. Comroe, Jr. 2d ed. 
Chicago, Year Book Medical Publishers 
[1974] xii, 316 p. illus. 27 cm. ISBN 0- 
8151-1826-0 Bibliography: p. 293-305. 
[QP121.C69 1974] 73-86837 10.00 

1. Respiration. I. Title. 

Pbk. 7.95, ISBN 0-8151-1825-2. 


SHANNON, Ira L. 612.313 
Saliva: composition and secretion [by] Ira 
L. Shannon, R. P. Suddick and F. J. 
Dowd. Basel, New York, S. Karger, 1974. 
vi, 103 p. illus. 25 cm. ISBN 3-8055-1455- 
7 (Monographs in oral science, v. 2) 
Bibliography: p. [96]-103. [QP191.S5] 74- 
176118 

1. Saliva. I. Suddick, R. P., joint author. I. 
Dowd, Frank J, joint author. II. Title. IV. 
Series. 

Distributed by Phiebig, White Plains, New 
York, 18.00. 


INTERNATIONAL Congress of 612.4 
Endocrinology, 4th, Washington, D.C., 
1972. 


612’.2 


Endocrinology; proceedings. Editor: Robert 
O. Scow; co-editors: F. J. G. Ebling and I. 
W. Henderson. Amsterdam, Excerpta 
Medica; New York, American Elsevier 
Pub. Co., 1973, [i.e.1974] xix, 1280 p. illus. 
25 cm. (International congress series, no. 
273) Held June 18-24, 1972; sponsored by 
the International Society of Endocrinology. 
Includes bibliographies. [QP187.A11483 
1972a] 73-79368 79.00 
1. Endocrinology—Congresses. I. Scow, 
Robert O., ed. II. Ebling, Francis John 
Govier, 1918- ed. If. Henderson, I W., 
ed. IV. International Society of 
Endocrinology. V. Title. VI. Series. 
PITTS, Robert Franklin, 612.463 
1908- 
Physiology of the kidney ard body fluids; 
an introductory text [by] Robert F. Pitts. 
3d ed. Chicago, Year Book Medical 
Publishers [1974] xi, 315 p. illus. 27 cm. 
ISBN 0-8151-6702-4 Includes 
bibliographical references. [QP249.P57 
1974] 73-94395 10.00 
1. Kidneys. 2. Body fluids. I. Title. 
Pbk. 7.95, ISBN 0-8151-6701-6. 


DE SCHWEINITZ, Karl, 1887- 612.6 
Growing up; how we become alive, are 
born and grow [by] Karl de Schweinitz. 
New York, Collier Books [1974, c1965] ix, 
54 p. illus. 20 cm. [HQ56.D4 1974] 0.95 
(pbk.) 

i. Sex instruction. 2. Reproduction. I. 
Title. 

L.C. card number for original ed.: 65- 
20192. 


DUFFEY, Eliza Bisbee, 
d.1898. 

What women should know; a woman’s 
book about women. New York, Arno 
Press, 1974 [c1873] 320 p. 22 cm. ISBN 0- 
405-05825-X (Sex, marriage, and society) 
Reprint of the ed. published by J. M. 
Stoddart, Philadelphia. [HQ46.D83 1974] 
73-20620 16.00 

1. Sex instruction for women. I. Title. I. 
Series. 


612.6 


KELLOGG, John Harvey, 1852- 612.6 
43. 
Plain facts for old and young. Buffalo, 


Heritage Press, [1974, c1879] 512 p. illus. 
24 cm. ISBN 0-88471-098-4 (Sex in 
history, v. 1) First ed. published in 1877 
under title: Plain facts about sexual life. 
Reprint of the 1882 ed. published by I. F. 


AMERICAN BOOK PUBLISHING RECORD 


Segner, Burlington, lowa. [HQ31.K46 
1974] 73-19405 24.50 
1. Sex. 2. Sexual ethics. 3. Hygiene, 
Sexual. I. Title. 
CHILD Study Association 612.6°007 
of America/Wel-Met. 
What to tell your child about sex. 
Foreword by Mary S. Calderone. New 
York, J. Aronson [1974] p. cm. ISBN 0- 
87668-169-0 First published in 1954 under 
title: Facts of life for children; in 1959-68 
under title: What to tell your children 
about sex. Previous editions prepared by 
the association under its earlier name: 
Child Study Association of America. 
Bibliography: p. [HQ57.C55 1974] 74-6972 
50 


1. Sex instruction. I. Title. 
Prepared from C.I.P. 


GORDON, Sol, 1923- 612.6007 
Girls are girls and boys are boys: so what’s 
the difference? Pictures by Frank C. Smith. 
New York, John Day Co. [1974] p. cm. 
ISBN 0-38199627-1 Briefly explains the 
facts of human reproduction, the physical 
differences between boys and girls, and the 
fact that these differences have no effect 
on a person’s choice of career or other 
interests. [HQ53.G6] 74-8857 4.95 (lib. 
bdg.) 

I. Sex instruction for children. 2. Sex 
role—Juvenile literature. I Smith, Frank 
Charles, 1937- illus. IT. Title. 

Prepared from C.I.P. 


MORRISON, Eleanor 
Shelton. 
Values in sexuality; a new approach to sex 
education [by] Eleanor S. Morrison & Mila 
Underhill Price. New York, Hart Pub. Co. 
[1974] 219 p. 21 cm. pee 0-8055-1120-2 
Bibliography: 210-211. 
[HQ57.5. ‘A3M67] 73- 93656 7.50 
1. Sex instruction—United States. 2. Sex 
instruction for youth. I. Price, Mila 
Underhill, joint author. If. Title. 
Pbk. 4.95, ISBN 0-8055-1179-7. 


WHELAN, Elizabeth. 612.6007 
Sex and sensibility: a new look at being a 
woman. New York, McGraw-Hill [1974] 
ISBN 0-07-069523-7 A discussion, 
directed at the teenage woman, of human 
love and sexuality, stressing the need for 
responsibility. Includes menstruation, 
reproduction, male anatomy, and family 
planning. [HQ51.W45] 74-9736 6.95 
I. Sex instruction for girls. 2. Sexual 
ethics. 3. Hygiene, Sexual. I. Title. 
Prepared from C.I.P. Library binding 6.72, 
ISBN 0-07-069524-5. 


OXYTOCIN: current 612.6°2 
research. Papers by Ph. Richard [and 
others] New York, MSS Information Corp. 
[1974] 5 v. illus. 24 cm. ISBN 0-8422- 
7181-3 Includes bibliographies. 
[QP572.09098] 73-21688 15.00 

1. Oxytocin—Addresses, essays, lectures. 


BOURNE, Gordon Lionel. 612.63 
Pregnancy, by Gordon Bourne, with David 
N. Danforth. [ist U.S. ed.] New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
010419-8 [RG551.B63 1974} 73-14246 
1. Pregnancy. I. Danforth, David N., joint 
author. II. Title. 

Prepared from C.I.P. 


RASCH, Philip J. 612’.76 
Kinesiology and applied anatomy; the 
science of human movement [by] Philip J. 
Rasch [and] Roger K. Burke. 5th ed. 
Philadelphia, Lea & Febiger, 1974. p. cm. 
ISBN 0-8121-0475-7 (Health education, 


612.6°007 


OCTOBER 31,1974 


physical education, and recreational series) 
[GV342.R35 1974] 73-18168 12.50 
i. Muscles. 2. Exercise. 3. Physical 
education and training. I Burke, Roger K. 
Joint author. H. Title. 
Prepared from C.I.P. 
LAUGHLIN, Charles D., 612’.8 
1938- 
Biogenetic structuralism, by Charles D. 
Laughlin, Jr, and Eugene G. d’Aquili. 
New York, Columbia University Press, 
1974. p. cm. ISBN 0-231-03817-8 
Includes bibliographies. [QP356.L37] 74- 
13245 7.50 
i. Neuropsychology. 2. Neurobiology. 3. 
Structural anthropology. If. D’Aquilt, 
Eugene C., 1940- joint author. IT. Title. 
Prepared from C.I.P. 


DEMENT, William Charles, 
1928- R 
Some must watch while some must sleep, 
by William C. Dement. San Francisco, W. 
H. Freeman [1974] p. ISBN 0-7167-0769- 
1 Reprint of the 1972 ed. published by 
Stanford Alumni Association, Stanford, 
Calif., In series: The Portable Standford. 
Bibliography: p. [QP425.D44 1974] 74- 
7334 4.95 
1. Sleep. 2. Dreams. I. Title. II. Series: The 
Portable Stanford. 
Prepared from C.LP. Pbk. 2.95, ISBN 0- 
7167-0768-3. 


DUNN, Adrian. 612.822 
Functional chemistry of the brain, by 
Adrian Dunn and Stephen C. Bondy. 
Flushing, N.Y., Spectrum Publications; 
distributed by Halsted Press, New York 
[1974] p. cm. ISBN 0-470-22695-1 
(Monographs in modern neurobiology) 
Includes bibliographies. [QP376.D86] 74- 
16049 14.95 

1. Brain chemistry. I. Bondy, Stephen C., 
joint author. H. Title. 

Prepared from C.I.P. 


INTERNATIONAL CNV 612.822 
Congress, 2d, Vancouver, B.C., 1971. 

Event-related slow potentials of the brain: 
their relations to behavior; based on the 
proceedings of the 2d International CNV 
Congress held in Vancouver, British 
Columbia, June 21-25, 1971. Edited by W. 
C. McCallum and J. R. Knott. Amsterdam, 
New York, Elsevier Scientific Pub. Co., 
1973. xvii, 390 p. 27 cm. ISBN 0-444- 
41108-9 (Electroencephalography and 
clinical neurophysiology. Supplement no. 
33) Bibliography: p. [357]-383. [QP360.157 
1971] 72-97430 53.50 

f. Slow potentials (Electrophysiology)— 
Congresses. 2. Psychology, Physiological— 
Congresses. I. McCallum, W. C., ed. II. 
Knott, John Russell, 1911- ed. TIL. Title. 
IV. Series. 


KETTELKAMP, Larry. 6127.84 
Tricks of eye and mind; the story of 
optical illusion. New York, Morrow, 1974. 
p. cm. ISBN 0-688-21829-6 Describes 
various kinds of optical illusions, 
experiments concerning them, and their 
use in art and design. [QP495.K47] 74- 
5935 4.75; 4.32 (lib. bdg.) 

1. Optical illusions—Juvenile literature. I. 
Title. 

Prepared from C.I.P. 


PHYSIOLOGICAL optics 612.84 
[by] Charles J. Campbell [and others] 
Hagerstown, Md., Medical Book Dept., 
Harper & Row [1974] xv, 269 p. illus. 24 


612.821 


em. ISBN  0-06-140616-3 Includes 
bibliographies. [QP475.P53]  73-17461 
15.00 


i. Optics, Physiological. - 
Charles John, 1926- 
Prepared from C.I.P. 


2i 
DIRAE, Harold Sheely, 1891- 613 
1973. ; 
Health and safety for you [by] Harold S. 
Diehl [and others] 4th ed. New York, 
Webster Division, McGraw-Hill [1974, 
c1975}] xiii, 370 p. col. illus. 26 cm. An 
introduczion to the concepts of anatomy, 
physiology, mental and physical health, 
decision-making, safety, human sexuality, 
and heredity. [RA776.D517 1974] 74-517 
8.48; 9.68 (teacher’s edition). 
1. Hygiene. 2. Safety education. I. Title. 


PARKER, Dorothy, 1922- 613 
Feeling fine, looking great. New York, 
Funk & Wagnalls [1974] p. cm. ISBN 0- 
308-10128-6 "A Martin Dale book.” 
[RA776.P184 1974] 74-10764 5.95 

1. Hygiene. I. Title. 

Prepared from C.I.P. 


SAMUELS, Mike. 613 
Be well [by] Mike Samuels and Hal 
Bennett. [New York] Random House 
[1974] š ISBN 0-394-49182-3 
[RA776.S2813] 74-8134 5.95 
1. Hygiene. 2. Medicine, Popular. I. 
Bennett, Harold, 1936- II. Title. 

Prepared from C.I.P. 


RHODES, Russell L. 613.0423 
Man at his best; how to be more youthful, 
virile, healthy, and handsome [by] Russell 
L. Rhodes. Illustrated by Eduardo Valdes. 
Photos. by Klaus Lucka. [lst ed.] Garden 
City, N.Y., Doubleday, 1974. p. cm. ISBN 
0-385-05906-X Bibliography: p- 
[RA777.8.R45] 73-22791 8.95 

1. Grooming for men. 2. Men—Health and 
hygiene. I. Title. 

Prepared from C.I.P. 


KINDERLEHRER, Jane. 6137.04°38 
How to feel younger longer. Emmaus, Pa., 
Rodale Press [1974] p. cm. ISBN 0- 
87857-083-7 [RA777.6.K56] 74-13909 7.95 
1. Aged—Care and hygiene. 2. Middie age. 
3. Nutrition. I. Title. 


il. Campbell, 


„Prepared from C.I.P. 


BANIK, Allen E. 613.31 


Your water and your health [by] Allen E.. 


Banik with Carlson Wade. New Canaan, 
Conn., Keats Pub. [1974] 126 p. illus. 18 
cm. (A Pivot original health book) 
Bibliography: p. 124-126. [RA591.B36] 74- 
79172 1.25 (pbk.). 

1. Water. 2. Water—Pollution. 3, Hygiene. 
I, Wade, Carlson, joint author. II. Titie. 


*GONCEPTS in physical 613.7 
educatior with laboratories and 
experiments [by] Charles B. Corbin [and 
others] Second ed. Dubuque, Iowa, Wm. 
C. Brown [1974, c1970] 280 p. illus. 23 
em. ISBN 0-697-07126-X. Bibliography: 
p: 262-273. [RA781] 5.50 (pbk.) 

d Physical fitness. 2. Exercise. I. Corbin, 
Charles B. 


SEGESMAN, Margrit. 613.7 
Wings of power; progressive yoga 
télaxation. New York, Harper & Row 


[1974] ; ISBN 0-06-0133833-5 
([RA781.7.8433 1974] 74-1855 6.95 

1. ‘Yoga, Hatha. 2. Relaxation. I. Title. 
Prepared from C.I.P. 


DOTSON, Charles O. 613.7°01°82 
Statistics for physical education, health, 
and recreation [by] Charles O. Dotson and 
Don R. Kirkendall. New York, Harper & 
Row [1974] p. cm. ISBN 0-06-043657-3 
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Bibliography: p. [GV436.D67] 74-2659 
10.95 

1. Physical education and training— 
Statistical methods. I. Kirkendall, Don R., 
joint author. If. Title. 

Prepared from C.I.P. 


HYDE, Margaret Oldroyd, 612.8 
1917- 
Mind drugs. Edited by Margaret O. Hyce. 


3d ed. New York, McGraw-Hill [1974] 
190 p. 21 cm. ISBN  0-07-031633-3 
Bibliography: p. [175]-184. Leading 


authorities on drugs discuss the use, abuse, 
and effects of marijuana, alcohol, LSD, 
heroin, and other drugs and the 
alternatives to drug use. [HV5801.H94 
1974] 74-9668 4.95 

1. Drugs and youth. 2 
Drug abuse. I. Title. 
Library binding 4.72, ISBN 0-07-031634-1. 


ENGEL, Madeline H. 613.8°3 
The drug scene: a sociological perspective 
[by] Madeline H. Engel. Rochelle Park, 


. Narcotic habit. 3. 


N.J., Hayden Book Co. [1974] p. cm. 
ISBN 0-8 104-5527-7 Includzs 
bibliographical references. [HV5801.E54] 


74-7464 4.06 (pbk.). 
1. Drugs. 2. Drug abuse. 3. Drug abuse— 
Treatment. I. Title. 

Prepared from C.I.P. 


LINGEMAN, Richard R. 613.8303 
Drugs from A to Z: a dictionary [by] 
Richard R. Lingeman. 2d ed. New Yors, 
McGraw-Hill [1974] p. cm. ISBN 0-07- 
O32130 [HV 5804.L54 1974] 74-133€3 
9 

I. Drug abuse—Dictionaries. 2. Drugs— 
Dictionaries. I. Title. 

Prepared from C.I.P. Pbk. 3.50; ISBN 0- 
07-037912-2 


ROSNER, Fred. 613.982 
Sex ethics in the writings of Moses 
Maimonides. New York, Bloch Pub. Co. 
[1974] x, 129 p. 22 cm. ISBN 0-8197- 
0365-6 Includes bibliographical references. 
[HQ32.R67] 74-75479 7.95 

1. Moses ben Maimon, 1135-1204. 2. 
Sexual ethics. 3. Sex customs—Jews. 4. 
Hygiene, Sexual. I. Title. 


DUFFY, John, 1915- 614’.097471 
A history of public health in New York 
City, 1625-1866. New York Russell Sage 
Foundation [1974 c1968] vii, 690 p. 24 
em. ISBN 0-87154-213-7 Bibliography: p. 
647-662. [RA807.N7N52] 20.00 

I. Hygiene, Public—New York (City)— 
History. I. Russell Sage Foundation, New 
York II. Title. 

L.C. card number for original edition: 68- 
oe Distributed by ‘Basic Books, Nev 

ork. ‘ 


HESHMAT, M. Y. i 614.4 
Introduction to epidémiology — and 
biometrics, edited by M.. Y. Heshmat [and] 
Jay Herson. New York, ‘MSS Information 
Corp. [1974] p. ISBN  0-8422-5195-2 
[RA651.H4] 74-11495 10.00 

1. Epidemiology. 2. Biometry. I. Herson, 
Jay, joint author. IL Title. ` 

Prepared from C.I.P. Pbk. 5.00, ISBN C- 
8422-0394-X. 


SMITH, Michael M. 614.5'21°093 
The “Real Expedicion Maritima de 18 


~ Vacuna” in New Spain and Guatemaza 


[by] Michael M. Smith. Philadelphiz, 
American Philosophical Society, 1974. 74 
P. 30 cm. ISBN 0-87169-641-X 
(Transactions of the American 
Philosophical Society, new ser., v. 64, pt 
1) Bibliography: p. 69-70. [RC183.1.S58} 
73-92725 4.00 (pbk.) 
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I. Expedicion Maritima de la Vacuna. 2. 
Balmis, Francisco Xavier de. 3. Smallpox— 
History. I. Title. H, Series: American 
Philosophical Society, Philadelphia. 
Transactions, new ser., v. 64, pt. 1. 


COUGHLIN, Robert W., 614.7°1°0973 
1934- comp. 

Recent advances in air pollution control. 

R. W. Coughlin, “R. D. Siegel, and 

Charanjit Rai, editors. New York, 

American Institute of Chemical Engineers, 


1974. ix, 528 p. illus. 28 cm.' (AIChE 
symposium series, 137, v. 70, 1974) 
Papers presented at the national 


meetings of the American Institute of 
Chemical Engineers during 1972.” Includes 
bibliographical references. [TD883C59] 74- 
3203 15.00 (pbk.) 

1. Air—Pollution—Addresses, © essays, 
lectures. 2. Air—Pollution—United 
States—Addresses, essays, lectures. L 
Siegel, Richard D., 1942- joint comp. II. 
Rat, Charanjit, 1929- joint comp. III. 
Series: American Institute of Chemical 
Engineers. AIChE symposium series, no. 
137. 

7.50 (pbk.) for members. 


AXLER, Bruce H. 614.7°91 
Kitchen sanitation and food hygiene, by 


Bruce H. Axler. Indianapolis, 
Educational Pub. [1974] p. cm. ISBN 0- 
672-26409-9 (His Focus on ... the 


hospitality industry) At head of title: Focus 
on .. [TX911.3.83A9] 74-12069 3:25 
(pbk.) 

i. Restaurants, lunch rooms, 
Sanitation. 2. Food handling. I. Title. 
Prepared from C.I.P. 


MANOCHERIAN, Fraydun. 614.8°62 
Flesh, metal & glass. [3d ed. New York, 
Manocherian-Robbins Foundation, 1974] 
iv, 108 p. illus. 
1974] 73-91214 gratis. 

J. Traffic safety. 2. Automobile drivers. I. 
Title. : 
Publisher’s address: 1440 York Avenue, 
New York, 10021. 


TRIMETHOPRIM / 615.3167 
sulphamethoxazole in bacterial infections; a 
Wellcome Foundation Symposium. An 
international symposium in Sardinia, April 
26th-April 27th 1972, edited by L. S$ 
Bernstein [and] A. J. Salter. Edinburgh, 
Churchill, Livingstone, 1973. x, 254 p. 
illus. 23 cm. ISBN 0-443-01071-4 Label 
mounted on t.p.: Distributed in the U.S.A. 
by Longman, New York. Includes 
bibliographical references. 
[RM666.T82T74] 74-175026 10.50 

i Trimethropim—Congresses. 2. 
Sulphamethoxazole—Congresses. i. 
Bernstein, Leopold Stuart, ed. If. Salter, 
Adrian | John, ed. H. Wellcome 
` Foundation, Itd,;London. 


MEDICINAL plants; 615.32 
papers by. Vimala Ramalingam, N. Singh, 
H. C. Mital, et al. New York, MSS 
Information Corp. [1974] p. cm. ISBN 1 
8422-7240-2. Vol. 2 by F. Dall’ Acqua, J. 
Lundstrom, E. Leete, et al. [RS164.M37] 
74-10565 15.00 

1. Materia medica, Vegetable. 2. Botany, 
Medical I. Ramalingam, Vimala. I. 
Dall’Acqua, F 

Prepared from: C.I.P. 


etc. 


615.321 


SHOOK, Edward E. 
Elementary treatise in herbology [by] 
Edward E. Shook. [Beaumont, Calif] 


Trinity Center Press [1974] 160 p. 23 cm. 
ISBN 087707-136-5 [RS164.8535] 74- 
79444 2.95 (pbk.) 
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18 cm. [HE5614.M285_ 


I. Materia medica, Vegetable. 2. Botany, 
Medical. I. Title. If. Title: Herbology. 


KRAEMER, James E. 615’.4’°023 
Your future in pharmacy, by James E. 
Kraemer. New York, R. Rosen Press 
[1974] p..°cm. ISBN  0-8239-0304-4 
Describes the qualifications and education 
required for a career in pharmacy, the 
advantages and disadvantages, the schools 
where a degree may be taken, and the 
kinds of jobs a pharmacist may get. 
fRsi22 5.7 1974] 74-5063 3.99 ti, 
bdg 

1. Pharmacy as a profession. I Title: 
Prepared from C.I.P. 


PARSA, Mohamad H. 615.63 
Safe central venous nutrition: guidelines for 
prevention and management of 
complications, by Mohamad H. Parsa, Jose 
M. Ferrer [and] Davic V. Habif. 
Springfield, Ill., Thomas [1974] xi, 266 p. 
illus. 24 cm. ISBN 0-398-02785-4 
Bibliography: p. 246-254. [RM170.P37] 72- 
11617 17.50 

J. Intravenous therapy. I. Ferrer, Jose M., 
joint author. Il. Habit David V., joint 
author. II. Title. 


THOMPSON, Samuel Wesley. 615.63 
The pathology of parenteral nutrition with 
lipids. Springfield, Ill., Thomas [1974] 935 
p. illus. 24 cm. ISBN 0-398-02748-X 
Includes bibliographies. [RI11178.T49] 72- 
93230 42.00 

1. Parenteral therapy. 2. Lipid metabolism. 
3. Lipid metabolism disorders. I. Title. 


DRUGS and transport < 615.7 
processes; a symposium, edited by B. A. 
Callingham. Baltimore, University Park 
Press [1974] p. cm. ISBN 0-8391-0683-1 
At head of title: Biological Council, The 
Co-ordinating Committee fcr Symposia on 
Drug Action. Held Apr. 9-10, 1973, at 


Middlesex Hospital Medical School, 
London. Sponsored by British 
Pharmacological Society and others. 


[RM301.D79] 73-21836 24.50 

1. Drug  metabolism—Congresses. 2. 
Biological transport-—Congresses. i 
Callingham, B. A, ed. If. Biologicai 
Council. Co-ordinating Committee for 
Symposia on Drug Action. II. British 
Pharmacological Society. 

Prepared from C.I.P. 


PHARMACOLOGY and 615.7 
pharmacokinetics. Edited by Torsten 
Teorell, Robert Dedrick, and Peter 


Condliffe. New York, Plenum Press [1974] 
p. ISBN 0-306-30744-8 ’Proceedings of an 
international conference sponsored by the 
John E. Fogarty International Center for 
Advanced Study in the Health Sciences, 
National Institutes of Health, Bethesda, 
Maryland, October 30-November 1, 1972.” 
Includes - bibliographical references. 
[RM21.P48] 73-81090 24.50 

1. Pharmacology—Congresses. I Teorell, 
Torsten, ed. Il. Dedrick, Robert L., ed. IH. 
Condiliffe, Peter G, 1922- ed. IV. John iE. 
Fogarty International Center for Advanced 
Study in the Health Sciences. Ie 


Prepared from C.I.P. >. 
if 

RICHARDS (A. N.) 615.761 
Symposium, 15th, Jefferson Medical 


College, 1973.. 

Recent advances in renal physiology and 
pharmacology; [proceedings] Edited by 
Laurence Wesson ard George M. 
Fanelli, Jr. Baltimore, University Park 
Press [1974] p. cm. ISBN 0-8391-0682-3 
[RM375.R5 1973] 74-12095 24.50 

f. Renal pharmacology—Congresses. 2Z. 
Kidneys—Congresses. I. Wesson, Laurence 


- Lose SBP ey: 
AMERICAN BOOK PUBLISHING RECORD ` 


G, 1917- ed. II. Fanelli, George M, ed. 
IIL. Title. 
Prepared from C.I.P. 


ABEL, Ernest L., 1943- 615.78 
Drugs and behavior: a primer in 
neuropsychopharmacology [by] Ernest L. 
Abel. New York, Wiley [1974] p. cm. 
ISBN 0-471-00155-4 ”A Wiley- 
Interscience publication.” Bibliography: p. 
[RM315.A22] 74-8969 13.95 

1. Neuropsychopharmacology. I. Title. 
Prepared from C.I.P. 


FRAZIER, Claude Albee, 
1920- 

Healing and religious faith [edited by] 

Claude A. Frazier. Philadelphia, United 

Church Press [1974] p. cm. ISBN 0-8298- 

0276-2 "A Pilgrim Press book.” Includes 


615.852 


bibliographical references. [BT732.5.F66] 
74-13928 6.95 

1. Faith-cure. I. Title. 

Prepared from C.I.P. 

TOGUCHI, Masaru. 615.892 


The complete guide to acupuncture. New 
York, F. Fell Publishers [1974] p. cm: 
ISBN 0-8119-0240-4 [RM184.T58 1974] 
74-75385 9.95 

1. Acupuncture. I. Title. 

Prepared from C.I.P. 


CAMP, John Michael 
Francis, 1915- 

Magic, myth and medicine [by] John - 
Camp. New York, Taplinger Pub. Co. 
[1974, c1973] 192 p. illus. 25 cm. ISBN 0- 
8008-5046-7 Bibliography: p. 185-187. 
[R133.C25 1974] 73-18794 8.50 

i. Medical delusions. 2. Medicine; Magic, 
mystic, and spagiric. 3. Folk medicine. 4. 


615°.899 


. Quacks and quackery. I. Title. 


ANTICIPATORY grief 616 
[edited] by Bernard Schoenberg [and 
others] New York, Columbia University 
Press [1974] p. cm. ISBN 0-231-03770-8 
Includes bibliographies. [R726.8.A57] 74- 
1252 12.50 

1. Terminal care. 2. Death. I. Schoenberg, 
Bernard, ed. 

Prepared from C.I.P. 


COLLIN, Mary A. ` 616.0014 
Medical terminology and the body systems 
[by] Mary A. Collin. Hagerstown, Md., 
Medical Dept., Harper & Row [1974] xiii, 
167 p. illus. 21 cm. ISBN 0-06-140663-5 
Bibliography: p. 165-167. [R123.C59] 73- 
18159 5.95 

1. Medicine—Terminology. 2. Anatomy, 
Human. I. Title. 


WRIGHT, Nadean E. 616.0028 
Central supply procedure manual, compiled 
by Nadean E. Wright. Rev. St. Louis, 
Catholic Hospital Association [1974] vii, 
125 p. 28 cm. [RA975.5.C4W74 1974] 74- 
80148 5.00 

1. Hospitals—Central service department— 


Handbooks, manuals, etc. 2. Medical 

supplies. I. Title. 

AMERICAN Society for 616.01 
Microbiology. Eastern Pennsylvania 
Branch. 


Opportunistic pathogens. edited by James 
E. Prier and Herman Friedman, Baltimore 
University Park Press [1974] v, 304 p illus. 
25 cm. ”Fourth Annual symposium of the 
Eastern Pennsylvania Branch of the 
American Society for Microbiology, held 
in Philadelphia on November 2-3, 1972.” 
[(QR46.A49] 78-6708 14.50 

1. Medical mucrobiology—Technique— 
Congresses. 2. Micro-organisms, 
Pathogenic—Identification—Congresses. I. 


OCTOBER 31,1974” 


Prier, James E., ed. H. Friedman, Herman 
S, ed. HE Title. 


MEYER, Ernest Alan. 616.01 
Microorganisms and human disease. With 
illus. by Robert Filbey. New York, 
Appleton-Century-Crofts [1974] xi, 451 p. 
illus. 27 cm. ISBN 0-8385-6315-5 Includes 
bibliographies. [QR46.M53] 70-187981 
15.00 

1. Medical microbiology. 2. Bacterial 
diseases. I. Title. 


TIMBURY, Morag 
Crichton. 

Notes on medical virology, by Morag C. 

Timbury; foreword by J. H. Subak-Sharpe. 

Sth ed. Edinburgh, Churchill Livingstone, 

1974. ix, 143 p., [7] p. of plates. illus. 19 

cm. ISBN 0-443-01100-1 Imprint covered 


616.01°94 


by label: Distributed in the U.S.A. by 
Longman Inc, New York. Includes 
bibliographies and index. [RC114.5.T55 
1974] 74-176214 5.00 (pbk.) 

1. Virus diseases. I. Title. 
POSTGRADUATE Seminar on 616.025 


Emergency Medicine, Miami Beach, Fla., 


Emergency medical care: medical and 
trauma management, emergency medical 
services planning; selected papers and 
discussion. Edited by J. Clifford Findeiss, 
Associate editors: William T. Haeck [and 
others] New York, Intercontinental 
Medical Book Corp. [1974] xii, 333 p. 
illus. 24 cm. ISBN  0-88372-021-3 
Sponsored by the Florida Chapter of the 
American College of Emergency 
Physicians and the Emergency Department 
Nurses Association. Includes 
er a seal ([RC87.P72 1973] 73-82042 


I. Medical emergencies—Congresses. I. 
Findeiss, J. Clifford, ed. IH. Haeck, William 
T, ed. II. American College of 
Emergency Physicians. Florida Chapter. 

Emergency Department Nurses 
Association. V. Title. 


SPROUL, Carmen Warner, 
1941- 
Emergency care; assessment and 
intervention. Edited by Carmen Warner 
Sproul [and] Patrick J. Mullanney. Saint 
Louis, C. V. Mosby Co., 1974. p. cm. 
IBEN 0-8016-4742-8 [RC87.S77] 74-7337 
12.9 
1. Medical emergencies. I Mullanney, 
Patrick J., 1937- joint author. II. Title. 
Prepared from C.I.P. 


616.025 


BOROW, Maxwell. 616.07 
Physiologic responses in health and 
disease. Flushing, N.Y., Medical 


Examination Pub. Co. [1974] 134 p. illus. 

22 cm. ISBN 0-87488-758-5 Bibliography: 

p. 126-130. [RC620.5.B67] 74-175849 7.00 

(pbk.). 

1. Metabolism, Disorders of. 

(sha 3. Physiology, Pathological. i 
itle. 


THE Patient, death, and 616.07 
the family, by Stanley B. Troup. New 
York, Scribner [1974] p. ISBN 0-684- 
13739-9 Essays which grew out of a 
conference sponsored by Rochester 
General Hospital, Rochester, N.Y., April 
29-30, 1971. Bibliography: p. [RC49.P37] 
73-1372 7.95 

1. Terminal care—Congresses. 2. Physician 
and  patient—Congresses. 3. Death— 
Congresses. I. Troup, Stanley B., ed. I. 
Rochester, N.Y. General Hospital. 
Prepared from C.I.P. 


á, 

SISSON, Joseph A., 1930- 616.07 
The bare facts of general pathology [by] 
Joseph A. Sisson. Illustrated by Robert 
Goad. [2d ed.] Philadelphia, Lippincott 
[1974] p. cm. ISBN 0-397-50294-X First 
ed. published under title: The bare facts of 
systemic pathology. [RB25.853 1974] 74- 
12331 11.00 (pbk.) 

1. Pathology. [. Title. 

Prepared from C.I.P. 


WALTER, John Brian. 616.07 
General pathology [by] J. B. Walter & M. 
S. Israel. 4th ed. Edinburgh, Churchill 
Livingstone, 1974. x, 681 p. illus. 29 cm. 
ISBN 0-443-01120-6 Includes 
bibliographies and index. [RB25.W27 
1974] 73-84620 

4. Pathology. I Israel, Martin Spencer, 
joint author. Il. Title. 

Dist. by Longman, New Yorks, 32.50. 


SELECTED topics on the 616.07°2 
eye in systemic disease. Edited by Stephen 
J. Ryan and Ronald E. Smith. New York, 
Grune & Stratton [1974] xvi, 392 p. illus. 
26 cm. ISBN 0-8089-0835-9 Originally 
presented at the 1972-73 series of lectures 
on the eye in systemic disease sponsored 
by the Wilmer Ophthalmological Institute 
of the Johns Hopkins Hospital. Includes 
bibliographical references. [RC343.846] 74- 
4471 22.50 

i. Ocular manifestations of general 
diseases—Congresses. I. Ryan, Stephen J, 
ed. I Smith, Ronald E., ed. Ill. Johns 
Hopkins Hospital, Baltimore. Wilmer 
Ophthalmological Institute. 
PRYD; Charles M., 616.07°57°01539 

4- 

Basic science principles of nuclear 
medicine, edited by Charles M. Boyd [and] 
Glenn V. Dalrymple. Saint Louis, C. V. 
Mosby Co., 1974. ix, 272 p. illus. 27 cm 
ISBN 0-8016-0729-9 Includes 
bibliographies. [RM847.B67 1974] 74-664 
21.75 


1. Radiology, Medical. I. Dalrymple, 
Glenn V., joint uthor. II. Title. 


LESSE, Stanley. 616.08 
Masked depression, edited by Stanley 
Lesse. New York, J. Aronson [1974] p. 


cm. ISBN 0-87668-122-4 Includes 
bibliographies. [(RC537.L47] 73-17744 
12.50 


1. Depression, Mental. 2. Psychology, 
Pathological. I. Title. 
Prepared from C.I.P. 


FLEMING, James Samuel. 616.172 
Lecture notes on cardiology [by] J. S. 
Fleming and M. V. Braimbridge. 2nd ed. 
Oxford, Blackwell Scientific, 1974. xiii, 
326 p. illus. 22 cm. ISBN 0-632-08600-9 
Includes index. [RC681.F54 1974] 74- 
594704 

1. Heart—Diseases. I. Braimbridge, M. V., 
joint author. II. Title. 

Distributed by F. A. Davis; 10.50 (pbk.). 


ELIOT, Robert S. 616.1°2’07 
Stress and the heart, edited by Robert S. 
Eliot. [Mount Kisco, N.Y.] Futura Pub. 
Co., 1974. xviii, 415 p. illus. 24 cm. ISBN 
0-87993-028-4 (His Contemporary 
problems in cardiology, v. 1) Includes 
bibliographical references. [RC682.E39] 
73-91834 14.95 

i. Heart—Diseases—Psychosomatic 
aspects. 2. Stress (Physiology) I. Title. 


CHOU, Te-chuan, 616.1°2’0754 
1922- 

Clinical vectorcardiography, by Te-chuan 
Chou, Robert A. Helm, and Samuel 
Kaplan. 2d ed. New York, Grune & 
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Stratton [1974] p. cm. ISBN 0-8089-08358- 
3 Includes bibliographies. [RC683.5.V4C45 
1974] 74-3202 17.50 

1. Vectorcardiography. I. Helm, Robert A., 
joint author. II. Kaplan, Samuel, 1922- 
Joint author. HI. Title. 

Prepared from C.I.P. 


KIRK, John Esben, 
1905- 

Coenzyme contents of arterial tissue [by] J. 
E. Kirk. Basel, New York, S. Karger, 1974. 
vii, 92 p. 25 cm. ISBN 3-8055-1670-3 
(Monographs on atherosclerosis, v. 4) 
Includes bibliographies. [RC692.M63 vol. 
4] 616.1°36°071 74-176261 

I. Coenzymes. 2. Arteries—Diseases. 3. 
Pathology, Experimental. I Title. IL 
: Monographs, on atherosclerosis 
(@asel), v. 
Distributed p Phiebig, White Plains, New 
York, 18.60. 


616.1°36°008 s 


KIESE, Manfred. 616.1°5 
Methemoglobinemia: a comprehensive 
treatise; causes, consequences, and 


correction of increased contents cf 
ferrihemoglobin in blood. Cleveland, CRC 
Press [1974] p. cm. ISBN 0-87819-054-5 
Bibliography: p. [RC647.M4K53] 74-13425 
39.9 


1. Methemoglobinemia. I. Title. 
Prepared from C.I.P. 


PULMONARY 616.2°004°7103 
pathology and aging. Papers by Isadore E. 
Gerber [and others] New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
8422-7224-0 Reprinted from various 

ieee Bibliography: p. [RC711.P84] 74- 

1 

1. pica nea Pee 
lectures. 

Addresses, 
Isadore E. 
Prepared from C.I.P. 


BOUHUYS, Arend, 1925- 
Breathing; physiology, environment and 
Jung disease. New York, Grune & Stratton 
[1974] xii, 511 p. illus. 26 cm. ISBN 0- 
8089-0758-1 Includes bibliographies. 
[RC732.B65] 74-1283 26.00 

i. Lungs—Diseases. 2. Environmentally 
induced diseases. 3. Respiration. I. Title. 


DWORKEN, Harvey J. 616.3 
The alimentary tract; basic principles and 
case problems [by] Harvey J. Dworken. 
Philadelphia, Saunders, 1974. p. cm. ISBN 
0-7216-3268-8 Includes bibliographical 
references. [RC801.D92] 74-4558 11.00 

1. Alimentary canal. 2. Digestive organs— 
Diseases. I. Title. 

Prepared from C.I.P. 


LOSOWSKY, M. S. 616.3°42 
Malabsorption in clinical practice [by] M. 
S. Losowsky, B. E. Walker [and] F. 
Kelleher. Edinburgh, Churchill Livingstone, 
1974. vii, 318 p. illus. 25 cm. ISBN 0-443- 
01007-2 Includes bibliographies. 
[RC862.M3L67] 73-83852 28.00 

1. Malabsorption syndromes. I. Walker, 
Barry Egerton, joint author. II. Kelleher, 
F, joint author. IHI. Title. 

Distributed by Longman, N.Y. 


BUCHWALD, Henry. 616.399 
Surgical treatment of hyperlipidemia [by] 
Henry Buchwald, Richard B. Moore, and 
Richard L. Varco. New York, Americar 
Heart Association, 1974. 37 p. illus. 28 
cm. (Circulation. Supplement, 1974, no. 1) 
Includes bibliographical references. 
[RC632.H87B82] 74-174999 1.00 (pbk.). 

1. Hyperlipemia. 2. Heostomy. I. Moore, 
Richard Ben, 1929- joint author. II. Varco, 


essays, 
2. Age factors in disease— 
essays, lectures. I. Gerber, 


616.24 


69 


: “i 


600 TECHNOLOGY 


Richard Lynn, 1912- joint author. HI. 


Title. IV. Series. 


NYHAN, William Leo, 616.3°99 
1926- i 
Heritable disorders of amino acid 


metabolism: patterns of clinical expression 
and genetic vibration. Edited by William 
L. Nyhan. New York, Wiley [1974] p. 
cm. ISBN 0-471-65225-3 (A Wiley 
biomedical-health publication) Includes 
bibliographical references. [RC620.5.N92] 
74-6255 39.50 

i. Amino acid metabolism, Inborn errors 
of. I. Title. 

Prepared from C.I.P. 


SINSKI, James Thomas, 1927- 616.5 
Dermatophytes in human skin, hair, and 
nails, by James T. Sinski. Photos. by Kurt 
C. Kamps. Springfield, Ill., Thomas [1974, 
c1973] p. cm. ISBN 0-398-03102-9 
(American lecture series, publication no. 
946. A publication in American lectures in 
clinical microbiology) Bibliography: p. 
[RL765.554] 73-22038 7.95 

1. Dermatophytes. I. Title. 

Prepared from C.I.P. 


SYSTEMATIC sclerosis: 616.5 
current research; papers by Richard K. 
Winkelmann, H. Julkunen, James F. Fries, 
etal New York, MSS Information Corp. 
[1974] p. cm. ISBN 0-8422-7202-X Vol. 
2: papers by I. Capusan, R. K. 
Winkelmann, P. Lester, et al 
bibliographical references. [RC924.S9] 73- 
23015 1 

L Sue scleroderma—Adadresses, 
essays, lectures. I. Winkelmann, Richard 
Knisely, 1924- 

Prepared from C.I.P. Vol. 2, 19.50, ISBN 
0-844-7203-8. 


“WARIN, Robert P. 616.5°1 
Urticaria (byl Robert P. Warin [and] 
Robert Champion. London, 


Fhiladelphia, Saunders, 1974. p. cm. ISBN 
0-7216-9111-0 (Major problems in 
dermatology; v. 1) [RC593. W37] 73-89192 


1. Urticaria. 2. Cutaneous manifestations of 
general diseases. I. Champion, Robert 
Harald, joint author. II. Title. HI. Series. 
Prepared from C.I.P. 


VAN NIEKERK, Willem A. 616.6 
True hermaphroditism: clinical, 
morphologic, and cytogenetic aspects [by] 
Willem A. van Niekerk. Hagerstown, Md., 
Medical Dept., Harper & Row [1974] xiii, 
200 p. illus. 25 cm. ISBN 0-06-142588-5 
Bibliography: p. [181]-190. [RC883.V36] 
74-2683 17.50 

i. Hermaphroditism. I. Title. 


HUGHES, John Trevor. 616.74 
Pathology of muscle [by] J. Trevor 
Hughes. Philadelphia, Saunders, 1974. x, 
218 p. illus. 25 cm. ISBN 0-7216-4827-4 
(Major problems in pathology, v. 4) 
Includes bibliographies. [RC925.H83] 73- 
89178 14.00 

i. Muscles—Diseases. 2. Neuromuscular 
diseases. I. Title. 


TALBOTT, John Harold, 
1902- 

Collagen-vascular diseases; systemic lupus 
erythematosus, acute dermatomyositis- 
polymyositis, progressive systemic 
sclerosis, polyarteritis nodosa [by] John H. 
Talbott. New York, Grune & Stratton 
[1974] p. cm. ISBN 0-8089-0848-0 
Edition for 1956 published under title: 
© Collagen diseases. Includes bibliographies. 
[RC924.T34 1974] 74-11267 17.50 

‘I. Collagen diseases. I. Title. 
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616.77 


Includes ` 


Prepared from C.I.P. 


ANCOWITZ, Arthur, 1925- 616.8'1 
Strokes and their prevention; how to avoid 
high blood pressure and hardening of the 
arteries. New York, Van Nostrand 
Reinhold Co. [1974] p. cm. ISBN 0-442- 
20330-6 Bibliography: p. [RC388.5.A52] 
74-13360 7.95 

i. Cerebrovascular disease. 2. 
Cerebrovascular disease—FPrevention. I. 
Title. 

Prepared from C.I.P. 


MONCUR, John P. 616.8'55 
Modifying vocal behavior [by] John P. 
Moncur [and] Isaac P. Brackett. New 
York, Harper & Row [1974] p. ISBN 0- 
06-044567-X [RC427.M66] 73-17669 9.00 

I. Speech, Disorders of. 2. Speech therapy. 
I. Brackett, Isaac P., joint author. If. Title. 

Prepared from C.I.P. 


PASTERNACK, Stefan A. 616.8758 
Violence and victims. Edited by Stefan A. 
Pasternack. Flushing, N.Y. Spectrum 
Publications [1974] p. cm. ISBN 0-470- 
66921-7 [RC554.P37] 74-14971 14.95 

1. Personality, Disorders of. 2. Violence. 3. 
Victims of crime. I. Title. 

Prepared from C.I.P. 


THE Secret vice 616.8°583 
exposed! Some arguments against 
masturbation. New York, Arno Press, 


1974. 1 v. (various pagings) 23 cm. ISBN 
0-405-05816-0 (Sex, marriage, and society) 
Reprint of the Report of the consulting 
surgeon on spermatorrhoa, by G. R. 
Calhoun, published in 1858 by the Howard 
Association, Philadelphia; of Facts and 
important information for young women, 
on the subject of masturbation, by S. 
Gregory, published in 1857 by G. Gregory. 
Boston; of Onania, published in 1724. 
London; of A treatise on the diseases 
produced by onanism, by S. A. D 
Tissot, published in 1832 by Collins & 
Hannay, New York; and of Hints for the 
young, in relation to the health of body 
and mind, by S. B. Woodward, published 


in 1856 by G. W. Lig ht, Boston. 
[RC881.S43] 73-20648 26.00 

I. Masturbation. I. Title. IL. Ser +s. 
*MENTAL retardation; 616.8588 


an annual review. 

Vol. 6, 1974, entitled Mental retardation 
and developmental disabilities; an annual 
review, edited by Joseph Wortis is 
available from Brunner/Mazel, N.Y. for 
12.50. ISBN 0-87630-087-59 L.C. card 
no.: 75-86629. 


THE Person with 616.861 
alcoholism. Editors: Frank A. Seixas, Remi 
Cadoret [and] Suzie Eggleston. [New 
York] New York Academy of Sciences, 
1974. 177 p. illus. 23 cm. (Annals of the 
New York Academy of Sciences, v. 233) 
Cover title. Papers from a conference 
cosponsored by the National Council on 
Alcoholism and the George Washington 
University School of Medicine, Apr. 3-4, 
1973. Includes bibliographical references. 


.[Q11.N5 vol. 233] [RC565] 74-176027 
25.00 (pbk.). 
1. Alcoholism—Congresses. 2. 


Alcoholics—Congresses. I. Seixas, Frank 
åA., ed. If, Cadoret, Remi J, 1928- ed. IE 
Eggleston, Suzie, ed. IV. National Counci 
on Alcoholism. V. George Washington 
University, Washington, D.C. School of 
Medicine. VI. Series: New York Academy 
of Sciences. Annals, v. 233. 


HUDGENS, Richard W. 616.89 
Psychiatric disorders in adolescents [by] 


AMERICAN BOOK PUBLISHING RECORD 


Richard W. Hudgens. Baltimore, Williams 
& Wilkins Co. [1974] p. cm. ISBN 0-683- . 
04217-3 [RJ503.H8] 74-3431 14.00 

I. Adolescent psychiatry. I. Title. 

Prepared from C.I.P. 


WORLD Congress of 
Psychiatry, Sth, Mexico, 1971. 
Psychiatry; proceedings of the V World 
Congress of Psychiatry, Mexico, D.F., 25 
November-4 December, 1971. Edited by 
Ramon de la Fuente and Maxwell N. 
Weisman. Amsterdam, Excerpta Medica; 
New York, American Elsevier, 1973, 
[i-e.1974] 2 v. illus. 25 cm. (International 
congress series no. 274) English, French 
and Spanish. Includes bibliographies. 
[RC435.W7 1971] 73-77080 98.00 
1.  Psychiatry—Congresses. I. Fuente, 
Ramon de Ia, ed. U. Weisman, Maxwell 
N., ed. III. Title. IV. Series. 


WIEDEMAN, George 


616.8'9 


616.8°9°002436 


pee development and deviation; a 
textbook for social work. George H 
Wiedeman, editor; Sumner Matison, 
associate editor. New York, International 
Universities Press [1974] p. cm. ISBN 0- 
8236-4070-1 Includes bibliographies. 
[BF713.W53] 73-89439 20.00 

L. Developmental psychology. 2. 
Personality. 3. Psychology, Pathological. I. 
Matison, Sumner, joint author. I. Title. 
Prepared from C.LP. 


POLSTER, Erving. 616.8°914 
Gestalt therapy integrated; contours of 
theory and practice [by] Erving Polster 
and Miriam Polster. New York, Vintage 
Books [1974, cl1973} p. cm. ISBN 0-394- 
71006-1 Includes bibliographical 
references. [RC489.G4P64 1974] 74-3424 
2.45 (pbk.). 

1. Gestalt therapy. I. Polster, Miriam, joint 
author. IT. Title. 
Prepared from C.I.P. 
WACLERSTEIN, Robert 616.891408 
Psychotherapy and psychoanalysis; 
theory—practice—research [by] Robert S. 
Wallerstein. New York, International 
Universities Press [1974] p. cm. ISBN 0- 
8236-54 10-8 Bibliography: p. 
[RC480.5.W27] 73-16854 17.50 

1. . Psychotherapy-—Addresses, essays, 
lectures. 2. Psychoanalysis—Addresses, 
essays, lectures. 

Prepared from C.I.P. 


DE SCHILL, Stefan. 616.8915 
The challenge for group psychotherapy: 
present and future. New York, 
International Universities Press [1974] p. 
em. ISBN 0-8236-4447-2 German ed. 
published in 1971 under title: 
Psychoanalytische Therapie in Gruppen. 
Includes bibliographical references. 
[RC488.D4413] 73-19952 17.50 

i. Group psychotherapy. 2. Psychoanalysis. 
T. Title. 

Prepared from C.I.P. 


FOLEY, Vincent D. 616.8915 
An introduction to family therapy [by] 
Vincent D. Foley. New York, Grune & 
Stratton [1974] p. cm. ISBN 0-8089-0846- 
4 Pibliography: p- [RC488.5.F64] 74-11374 
10.50 Š 


1. Family psychotherapy. I. Title. 
Prepared from C.I.P. 


HALLETT, Kathryn, 1937- 616.8915 
People in crisis: transactional analysis for 
single parents. Millbrae, Calif., Celestial 
Arts [1974] p. cm. ISBN 0-912310-64-2 


OCTOBER 31,1974 
Pibiiogtapiy; p. [RC489.T7H34] 73-92524 
95 


1. Transactional analysis. 2. Single-parent 
family. I. Title. 

Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
912310-55-3. 


KEENAN, James. 616.8°916'°2 

Self-help through self hypnosis. With 

introd. by W. C. McCall. Chatsworth, 

ER Books for Better Living [1974] 158 
p. 18 cm. ISBN  0-88491-206-X 

{RC499.A8K43] 74-80345 1.25 (pbk.) 

E utopenic training. 2. Conduct of life. I 
Ytle. 


BARTON, Anthony, 1934- 616.8°917 
Three worlds of therapy; an existential- 
phenomenological study of the therapies of 
Freud, Jung, and Rogers. [lst ed. Palo 
Alto, Calif.] National Press Books [1974] 
x, 271 p. 23 cm. ISBN 0-87484-308-1 
Includes bibliographies. [RC480.5.B37] 73- 
93339 8.95 

1. Freud, Sigmund, 1856-1939. 2. Jung, 
Carl Gustav, 1875-1961. 3. Rogers, Carl 
Ransom, 1902- 4. Psychoanalysis. 5. 
Client-centered psychotherapy. I. Title. 
Pbk. 4.95, ISBN 0-87484-307-3. 


JURJEVICH, Ratibor-Ray 616.8°917 
M., 1915- 
The hoax of Freudism; a study of 


brainwashing the American professionals 
and laymen, by R. M.  Jurjevich. 
Philadelphia, Dorrance [1974] 528 p. 24 


cm. ISBN 0-8059-1856-6 Includes 
bibliographical references. [RC506.J88] 73- 
77536 10.50 

d. Freud, Sigmund, 1856-1939. 2. 
Psychoanalysis. I. Title. 

KHAN, M. Masud R. 616.8917 


The privacy of the sel papers on 
psychoanalytic theory and technique [by] 
M. Masud R. Khan. New York, 
International Universities Press, 1974. 339 
p 23 cm. ISBN  0-8236-4310-7 
Bibliography: p. 316-334. [RC509.K47] 73- 
20932 12. 

L n AEE T A 
lectures. 2. Self—Addresses, 
lectures. I. Title. 


INTERNATIONAL Conference on 616.9 
Sarcoidosis, 6th, Tokyo, 1972. 
Proceedings. Edited by Kazuro Iwai [and] 
Yutaka Hosoda. [Baltimore] University 
Park Press [1974] xxxviii, 606 p. illus. 27 
em. ISBN 0-8391-0689-0 Conference held 
Sept. 11-15, 1972. Includes bibliographical 
ee aa [RC182.S14I5 1972] 74-3228 


essays, 
essays, 


I. | Sarcoidosis—Congresses. I. 
Kazuro, ed. II. Hosoda, Yutaka, ed. 


RUBIN, James M. 616.97 
Practical points in allergy, by James M. 
Rubin and Nathan S. Weiss. Flushing, 
N.Y., Medical Examination Pub. Co. 
[1974] 208 p. illus. 22 cm. ISBN 0-87488- 
731-3 Bibliography: p. [4] [RC584.R78] 
7174-175024 10.00 (pbk.). 

1. Allergy. I. Pok Nathan S., joint 
author. IT. Title. 


Iwai, 


NEW techniques in 616.992075 
tumor localization and radioimmunoassay. 
Edited by Millard N. Croll [and others] 
New York, Wijey [1974] p. cm. ISBN 0- 
471-18836-0 (A Wiley biomedical-health 
publication) Papers presented at a 
symposium held at the Hahnemann 
Medical College and Hospital, May 3-5, 
1973. Includes bibliographical references. 
[RC255.N48] 74-9867 19.50 

i. | Tumors—Diagnosis—-Congresses. 2. 
Radioimmunoassay —Congresses. £ Croll, 


Millard N., ed. Ii Hahnemann Medical 
College and Hospital of Philadelphia. 
Prepared from C.I.P. 


ZOLLINGER, Robert 
Milton, 1903- 

The influences of pancreatic tumors on the 
stomach, by Robert M. Zollinger and 
David W. Coleman. With a foreword by R. 
A. Gregcry. Springfield, Ill. Thomas [1974] 
xiii, 205 p. illus. 24 cm. ISBN 0-398- 
02683-1 Includes bibliographies. 
[RC280.P25Z64] 72-88460 11.95 

i. Panereas—Tumors. 2.  Stomach— 
Secretion. I. Coleman, David W., joint 
author. II, Title. . 


DIAGNOSIS and 616.9°92°47 
treatment of pituitary tumors; proceedings 
of a conzerence. Editors: Peter O. Kohler 
[and] Griff T. Ross. Amsterdam, Excerpta 
Medica; New York, American Elsevier 
Pub. Co., 1973, i.e. [1974] xiii, 343 p. illus. 
25 cm. (international congress series, 303) 
Held Jan. 15-17, 1973; sponsored jointly 
by the National Institute of Child Health 
and Human Development and the National 
Cancer Institute. Includes bibliographies. 
(RC280.P5D5] 73-88894 36.00 

1. Pituitary body—Tumors. I. Kohler, 
Peter `O., ed. IL Ross, Griff T, ed. III. 
United States. National Institute of Child 
Health and Human Development. IV. 
United States. National Cancer Institute. 
V. Title. VI. Series. 


COMPLICATIONS of 616.9°94°008 s 
cancer chemotherapy. Edited by G: . Mathe 
and R. K. Oldham. Berlin, New York, 
Springer-Verlag, 1974. p. cm. ISBN 0- 
387-06804-X (Recent results in cancer 
research, 49) ”Proceedings of the Plenary 
Session cf the European Organization for 
Research on Treatment of Cancer 
(B.0.R.T.C.), Paris, June 1973.” 
"Sponsored by the Swiss League against 
Cancer.” Bibliography: p. [RC261.R35 no. 
aaa ol 616.9°94°061 74-10820 
I. .Cancer—Chemotherapy—-Complications 
and sequelae—Congresses. I. Mathe, 
Georges, 1922- ed. II. Oldham, Robert K., 
ed. HII European Organization for 
Research into Treatment of Cancer. IV. 
Schweizerische Nationalliga fur 
Krebsbekampfung und Krebsforschung. V. 
Title. VI. Series. 

Prepared from C.I.P. 


CULPERT; Michael L., 
1937- 

Vitamin B-17—forbidden weapon against 
cancer; a newspaperman’s inquiry into 
Laetrile [by] Michael L. Culbert. New 
Rochelle, N.Y., Arlington House [1974] p. 
cm. ISBN 0-87000-279-1 Bibliography: p. 
[RC271.L3C84] 74-12236 8.95 

1. Laetrile. I. Title. 

Prepared from C.I.P. 


GERMAN, James. 616.9°94’°071 
Chromosomes and cancer, edited by James 
German. New York, Wiley [1974] p. cm. 
ISBN 0-471-29682-1 (A Wiley biomedical- 
health publication) (Chromosomes series) 
Includes bibliographical references. 
[RC262.G42] 74-897 35.00 

1. Cancer—Genetic aspects. 2. Human 
chromosome abnormalities. 3. Cancer cells. 
L Title. If. Series. 

Prepared from C.I.P. 


616.9°92°37 


616.9°94°061 


EARLY gastric cancer: 616.9°94°33 
current status of diagnosis. Edited by E. 
Grundmann, H. Grunze, and S. Witte. 
a a York, Springer-Verlag, 1974. 

ISBN 3-540-06802-3 
fRC280. $3C86] 74-10763 19.70 
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Í Stomach—Cancer—Diagnosis. I 
Grundmann, Ekkehard, ed. H. Grunze, E, 
1919- ed. III. Witte, Siegfried, 1922- ed. 
Prepared from C.I.P. 


PRINCIPLES of surgery. 617 
Editor-in-chief; Seymour I. Schwartz. 
Associate editors: Richard C. Lillehei [ard 
others} 2d ed. New York, McGraw-Hill 
[1974] xxii, 1982, 51 p. illus. 27 cm. ISBN 
0-07-055723-3 ”A Blakiston publication ” 
Includes bibliographies. [RD31.P88 1974b] 
73-21797 29.95 (vol. 1). 

i. Surgery. I. Schwartz, Seymour L, ed. il. 
Lillehet, Richard C., ed. 


PRINCIPLES of surgery. 617 
Editor-in-chief: Seymour I. Schwartz. 
Associate editors: Richard C. Lillehei. 2d 
ed. New York, McGraw-Hill [1974] p. 
ISBN 0-07-055724-1 ”A — Blakistan 
publication.” Includes bibliographies. 
[RD31.P88 1974] 73-20491 36.00 (2 vols. 
combined ed.). 

1. Surgery. I. Schwartz, Seymour I, ed. H. 
Lillehei, Richard C., ed. 

Prepared from C.I.P. 


HUMPHRIES, Sydney 
Vernon, 1907- 

The life of Hamilton Bailey; surgeon, 
author and teacher of surgery [by] S. V. 
Humphries. Beckenham, Ravenswood 
Publications, 1973. xiii, 72 p. illus, 
facsims., ports. 23 cm. ISBN 0-901812-10- 
2 Includes index. [R489.B14H85] 73- 
593747 10.00 

1. Bailey, Hamilton, 1894-1961. I. Title. 
Dist. by British Book Centre, New York. 


617°.092'4 B 


COMPERE, Edward Lyon, 617.3 
1901- 
Orthopaedic surgery, by Edward L. 


Compere. Illustrated by Grace Von Drasek 
Ascher fand others]. Chicago, Year Book 
Medical Publishers [1974] 323 p. ilus. 22 
cm. ISBN 0-8151-1814-7 (A Handbook af 
operative surgery} Includes bibliographical 
references. [RD731.C62] 73-93801 22.00 

1. Orthopedic surgery. I. Title. 


O’SULLIVAN, Ward D. 617.43 
Atlas of gastrointestinal surgery [by] Ward 
D. O'Sullivan. Philadelphia, F. A. Davis 
Co. [1974] p. cm. ISBN 0-8036-6690-x 
Includes bibliographies. [RD540.088] 74- 
12094 60.00 

1. Alimentary canal—Surgery. I. Title. 
Prepared from C.I.P. 


DEUTSCHE Gesellschaft 
fur Neurochirurgie. 
Proceedings of the German Society for 
Neurosurgery: I. Biomechanics in the 
pathogenesis. II. Astrocytomas of the 
cerebrum. III. The neurosurgical intensive 
care unit. IV. Varia. Editors: H. 
Kuhlendahl and V. Hensell. Amsterdam, 
Excerpta Medica; New York, American 
Elsevier, 1973. 288 p. illus. 24 cm. 
(Modern aspects of neurosurgery, v. 3) 
”Proceedings of the 22d annual meeting 
held in Dusseldorf, Nov. 14-17, 1971.” 
Includes bibliographies. [RD593.D47 1973] 
74-171868 37.00 

1. Nervous system—Surgery—Congresses. 
I. Kuhlendahl, H., ed. If. Hensell, V, ed. 
HI. Title. IV. Series. V. Internationel 
congress series, no. 287 


SEDGWICK, Cornelius E. 617°.5395 
Surgery of the thyroid gland, by Cornelius 
E. Sedgwick. Philadelphia, Saunders, 1974. 
p. cm. ISBN  0-7216-8048-8 (Majoz 
problems in clinical surgery, v. 15) 
[RD599.842] 73-80981 12.50 

i. Thyroid gland—Surgery. I. Title. 
Prepared from C.I.P. 


617.48 
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ORINGER, Maurice J. 617.6 
Eilectrosurgery in dentistry [by] Maurice J. 
Oringer. 2d ed. Philadelphia, Saunders, 
1974. p. cm. ISBN  0-7216-7001-6 
Includes bibliographies. [RK501.5.07 
1974} 70-186952 32.50 

i. Dentistry, Operative. 2. Electrosurgery. 
I. Title. 

Prepared from C.I.P. 


PARK, Virginia R. 617.6 
A textbook for dental assistants. [By] 
Virginia R. Park, Joseph R. Ashman fand] 


George J. Shelly. 2d ed. Philadelphia, | 


Saunders, 1974. p. cm. ISBN 0-7216- 
7066-0 Bibliography: p. [RK60.5.P3 1974] 
73-80978 12.75 

1. Dental assistants. I. Ashman, Joseph R., 
joint author. Il. Shelly, George J, joint 
author. IL. Title. 

Prepared from C.I.P. 


GLICKMAN, Irving. 617.6732 
Periodontal disease: clinical, radiographic, 
and histopathologic features [by] Irving 
Glickman fand] Jerome B. Smulow. 
Philadelphia, Saunders, 1974. p. cm. ISBN 
0-7216-4138-5 [RK361.G582] 71-145558 
29.00 

1. Periodontal disease. I Smulow, Jerome 
B., joint author. I. Title. 

Prepared from C.I.P. 


CHAWLA, Hector B. 617.73 

Retinal detachment; the essentials of 

management [by] Hector Bryson Chawla. 

Edinburgh, Churchill Livingstone, 1974. 

[7], 75 p. illus. 19 cm. ISBN 0-443-01172- 
Includes bibliographies and index. 

[RE603.C45] 74-175066 

1. Retinal detachment. 

Distributed by Longman, New York, 6.50 

(pbk.). 


FRIEDMANN, Imrich. 617.8 
Pathology of the ear [by] I. Friedmann. 
Spee lackwell Scient ic, 1974. x, 607 
24 cm. ISBN 0-632-06740-3 
P Distributed in the U.S.A. by F. A. Davis 
Company, Philadelphia, Pennsylvania.” 
Includes index. Bibliography: p. 535-594. 
[RF121.F65] 74-594700 49.00 
1. Ear-—Diseases. 2. Deafness. I. Title. 


FULTON, Rotert T. 617.8°9 
Auditory stimulus-response control. Edited 
by Robert T. Fulton. Baltimore, University 
Park Press [1974] p. cm. ISBN 0-8391- 
0685-8 [RF294.F84] 74-9654 12.50 

J. Audiometry. 2. Mentally handicapped 
children—-Testing. I. Title. 

Prepared from C.I.P. 


GERBER, Sanford E. 617.8°9 
Introductory hearing science; physical and 
psychological concepts [by] Sanford E. 
Gerber. Philadelphia, Saunders, 1974. p. 
cm. ISBN 0-7216-4104-0 [RF294.G25] 73- 
89177 12.00 
1. Audiology. f. Title. 
Prepared from C.I.P. 
oe Stuart Chester, 617.96 
Essentials of anesthetic practice [by] Stuart 
C. Cullen fand] C. Philip Larson, Jr. 
Chicago, Year Book Medical Publishers 
[1374] x, 348 p. illus. 27 cm. ISBN 0- 
151-2052-4 Includes bibliographical 
references. [RD81.C85] 73-86838 16.95 
i. Anesthesia. I. Larson, Charles Philip, 
1933- joint author. IT. Title. 


NORRIS, Walter. 617°.96 
Anaesthetics, resuscitation and intensive 
care [by] Walter Norris [and] Donald 
Campbell; foreword by John W. Dundee. 
4th ed. Edinburgh, Churchill Livingstone, 
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1974. xi, 289 p. illus. 22 cm. ISBN 0-443- 
01113-3 Includes index. Bibliography: p. 
283. [RD81.N58 1974] 73-87384 

1. Anesthesiology. I. Campbell, Donald, 
1930- joint author. II. Title. 

Distributed by Longman, New York, 7.00. 


STARK, David C. C. 617.96 
Practical points in anesthesiology, by 
David C. C. Stark, with the assistance of 
R. B. Roberts. Fiushing, N.Y. Medical 


` Examination Pub. Co. 1974 313 p. illus. 22 


cm. ISBN 0-87488-700-3 Bibliography: p. 
299. [RD81.578] 74-153444 10.00 (pbk.) 

Auesthesiology—Handbooks, manuals, 
ete. I. Roberts, Robert Bryan, 1933- joint 
author. IT. Title. 


WORLD Congress of 617.96 
Anaesthesiologists, 5th, Kyoto, 1972. 

Anaesthesiology; proceedings. Editors: M. 
Miyazaki [and others] Amsterdam, 
Excerpta Medica; New York, American 
Elsevier, 1973, [i.e.1974] xxv, 492 p. illus. 
25 cm. Held September 19-23, 1972; 
sponsored by the World Federation of 
Societies of Anaesthesiologists. Includes 


bibliographies. [RD78.3.W67 1972] 73- 
90521 49.00 

J. Anesthesiology—Congrtesses. vA 
Miyazaki, Makoto, ed H. World 
Federation of Societies of 
Anacsthesiologists. HI. Title. 

CURRY, Alan S. 618.1 


Biochemistry of women: clinical concepts. 
Editors: A. S., Curry [and] J. V. Hewitt. 
Cleveland, CRC Press [1974] 179 p. illus. 
27 cm. ISBN 0-87819-041-4 Includes 
bibliographical references. [RG103.C87] 
73-90241 30.00 

1. Endocrinal gynecology. 2. Woman— 
Diseases. I. Hewitt, Josephine Venise, joint 
author. If. Title. 


GYNECOLOGY: 618.1 
a textbook for students. Edited by F. K. 
Beller fand others] New York, Springer- 
Verlag, 1974. p. cm. Based on K. Knorr’s 
Lehrbuch der Gynakologie. [RG101.G93] 
73-22331 12.00 (pbk.). 

1. Gynecology. I Beller, Fritz K., ed. II. 
Knorr, K. Lehrbuch der Gynakologie. 
Prepared from C.LP. 


PATTERSON, Robert C., 1912- 618.1 
Doctor, I'm a woman! [By] R. C. 
Patterson. Nashville, T. Nelson [1974] 160 

em. [RG121.P29] 74-3158 2.95 
(pbk.). 


1. Woman—Health and hygiene. 2. 
Woman—Diseases. I. Title. 


CRAIG, William Stuart 
McRae. 
Craig’s care of the newly born infant [by] 
Keay and D. M. Morgan in 
collaboration with Norah J. Stephen. 5th 
ed. Edinburgh, C. Livingstone, 1974. viii, 
484 p. illus. 23 cm. ISBN 0-443-01081-1 
Label mounted on t.p: Distributed in 
U.S.A. by Longman, New York. First 
published in 1955 under title: Nursing care 
of the newly born infant. Includes 
bibliographies. [RJ251.C7 1974] 74-173534 
16.50 (U.S.) 
J. Infants (Newborn)—Care and hygiene. 
I. Keay, A. J. I. Morgan, David Martyn. 
HIT. Title: Care of the newly born infant. 


HORN, Arno R. 618.9°21'20754 
Basic pediatric electrocardiography [By] 
Arno R. Hohn. [New York] Medcom Press 


618.9°201 


[1974] p. ISBN 0-8463-0151-2 
Bibliography: p. [RJ421.H63] 74-8598 
2 Pediatric cardiology. 2. 


Electrocardiography. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.I.P. 


CARTER, Sidney, 1912- 618.9°28 
Neurology of infancy and childhood. 
[Edited by] Sidney Carter [and] Arnold P. 
Gold. [New York, Appleton-Century- 
Crofts, 1974] p. cm. ISBN 0-8385-6710-X 
Includes bibliographies. [RJ486.C35] 74- 
7135 15.00 
1. Pediatric neurology. I. Gold, Arnold P., 
1925- joint author. I. Title. 
Prepared from C.I.P. 
LAGOS, Jorge C., 618.9°28°53 
1933- 
Seizures, epilepsy and your child; a 
handbook for parents, teachers, and 
epileptics of all ages, by Jorge C. Lagos. 
i eag New York, Harper & Row [1974] 
IS BN 0-06-012504-7 
R496. E6133] 74-5792 7.95 
1. Epilepsy in children. I. Title. 
Prepared from C.I.P. 


LANGUAGE perspectives- 618.92855 
acquisition, retardation and intervention. 
Ed. by Richard L. Schiefelbusch and Lyle 
L. Lloyd. Baltimore, University Park Press 
[1974] xv, 670 p. 24 cm. ISBN 0-8391- 
0687-4 Based on a conference held at 
Chula Vista Lodge, Wisconsin Dells, Wis., 
June 19-23, 1973, sponsored by the Mental 
Retardation Program of the National 
Institute of Child Health and Human 
Development. Includes bibliographical 
references. [LB1139.L3L289 1973]] 
[RJ496.S7L354] 74-11336 14.50 

i. Speeck disorders in children— 
Congresses. I. Schiefelbusch, Richard L. 
ed. II. Lloyd, Lyle L., ed. 


LONGHURST, Thomas 
M., comp. 
Functional language intervention: readings. 
Edited by Thomas M. Longhurst. New 
York, MSS Information Corp. [1974- v. 
illus. 23 cm. ISBN 0-8422-5174-X Includes 
bibliographies. [RJ496.S7L66] 74-6246 
I. Speech disorders in children— 
Addresses, essays, lectures. I. Title. 
Pbk. 6.25; ISBN 0-8422-0405-9. 


FRAZIER, James 618.9°28°588008 


618.9°2855008 


R., comp. 
Exceptional children: biological and 
psychological perspectives. Edited by 


James R. Frazier and Dianne M. Frazier. 
New York, MSS Information Corp. [1974] 
p. cm. ISBN 0-8422-5198-7 [RJ71.F7] 74- 
12092 14.00 

1. Children—Diseases—Addresses, essays, 
lectures. 2. Child psychiatry—Addresses, 
essays, lectures. I. Frazier, Dianne M., 
joint comp. IL. Title. 

Prepared from C.I.P. Pbk. 8.75; ISBN 0- 
8422-0428-8. 


STONE, Frederick Hope. 618.9°28°9 
Child psychiatry for students [by] F. H. 
Stone and C. Koupernik. Edinburgh, 
Churchill Livingstone, 1974. xi, 110 p. 19 
cm. ISBN 0-443-01086-2 (Livingstone 
medical text) Includes bibliographies and 
index. [RJ499.S797] 73-88374 

1. Child psychiatry—Handbooks, manuals, 
etc. I. Koupernik, Cyrille, 1917- joint 
author. II. Title. 

Distributed by Longman, New York for 
4.00. 


RICKARD, Henry C., 
1930- 

Behavior modification in children: case 

studies and illustrations from a summer 

camp. Edited by Henry C. Rickard and 

Michael Dinoff. University, University of 

Alabama Press [1974] 174 p. illus. 21 cm. 


618.9°28°914 


Wwerwunn Vpr 


ISBN 0-8173-2701-0. Includes 
bibliographies.” [RI505.B4R52] 73-22589 
75 


_ 1. Camp Ponderosa. 2. Behavior therapy— 

Cases, clinical reports, statistics. 3. Child 
psychotherapy—Cases, clinical reports, 
statistics. I. Dinoff, Michael, joint author. 
IL. Title. 


Engineering 620-629 


FOX, J. A. 620.1°06 
An introduction to engineering fluid 
mechanics [by] J. A. Fox. New York, 
McGraw-Hill [1974] p. cm. ISBN 0-07- 
021750-5 Bibliography: p. [TA357.F688 
1974b] 74-14691 12.50 
1. Fluid mechanics, I. Title. 
Prepared from C.I.P. 
FOSTER, John Farley, 620.1°1'’08 s 
910- 
Fa report on interlaboratory cooperative 
study of the precision and accuracy of the 
measurement of nitrogen dioxide content 
in the atmosphere using ASTM method 
D1607 [by] J. F. Foster and G. H. Beatty. 
Philadelphia, American Society for Testing 
and Materials [1974] iv, 78 p. illus. 28 cm. 
(ASTM data series, publication DS55) 
”Threshold ASTM.” Bibliography: p. 69. 
[TA401.A18 no. DS55] [TD8855.N5] 
628.5°32 73-94362 5.00 
L Air—Pollution—Measurement. 2 
Nitrogen dioxide. I. Beatty, Glenn H., joint 
author. IlL Title. HI, Title: Interlaboratory 
cooperative study of the precision and 
accuracy of the measurement of nitrogen 
dioxide content in the atmosphere using 
ASTM method D1607. IV. Series. 


FOSTER, John Farley, 620.1°1°08 s 
Final report on interlaboratory cooperative 
study of the precision and accuracy of the 
measurement of dustfall using ASTM 
method D1739 [by] J. F. Foster, G. H. 
Beatty and J. E. Howes, Jr. Philadelphia, 
American Society for Testing and 
Materials [1974] iti, 45 p. illus, 28 cm. 
(ASTM data series publication, DS 55-84) 
ASTM.” 


Threshold Includes 
bibliographical references. [TA401.A18 
DS55-S4] [TD884.5] 628.5°3 74-76286 


5.00 

1. Dust—Measurement. I. Beatty, Glen H. 
joint author. II. Howes, James E., joint 
author. III. Title. IV. Title: Interlaboratory 
cooperative study of the precision and 
accuracy of the measurement of dustfall 
using ASTM method D 1739. V. Series: 
ASTM data series, DS 55-S4. 


INTERNATIONAL 620.1°1296 
Symposium on Thermal Expansion of 
Solids, Lake of the Ozarks, Mo., 1973. 
Thermal expansion—1973. Editors: R. E. 
Taylor and G. L. Denman.: New York, 
American Institute of Physics, 1974. 304 p. 
illus. 25 cm. ISBN 0-88318-116-9 (AIP 
conference proceedings, no. 17) “Under 
the co-sponsorship of the Thermophysical - 
Properties Research Center, Purdue 
University, and the Air Force Materials 
Laboratory, Wright-Patterson Air Force 
Base, Ohio.” Includes bibliographical 
references. [TA418.56.157 1973] 73-94415 
14.00 > 
i. Materials—Thermal properties— 
Congresses. ` 2 Solids—Thermal 
properties—Congresses. 3. Expansion 
(Heat)—Congresses. I. Taylor, Raymond 
Ellory, ed. I. Denman, G. L, ed. TIT. 
Purdue ` University, Lafayette, Ind. 
Thermophysical Properties Research 
Center. IV. United States. Air Force 


Materials Laboratory, Dayton, Ohio. V. 
Title. VI. Series: American Institute of 
Physics. AIP conference proceedings, no. 
17. At 


AMERICAN Welding 620.1°7’23 
Society. Committee on Thermal 
Spraying. 

Corrosion tests of flame-sprayed coated 

steel; 19-year report. Miami, Fla., 


American Welding Society [1974] iv, 31 p. 
illus. 28 cm. ISBN 0-87171-111-7 "AWS 
C2.14-74." [TA473.A65 1974] 73-91825 
5.00 (pbk.) 

1. Steel—Corrosion. 2. Steel—Testing. I 
Title. 


MALASKY, Sol W. 620°.7 
System safety: 
planning/engineering/management [by] Sol 
W. Malasky. [New York] Spartan Books; 
[distributed by] Hayden Book Co., 
Rochelle Park, N.J. [1974] 339 p. illus. 24 
cm. ISBN — 0-87671-559-5 Includes 
bibliographies. [T55.M35] 74-133104 19.95 
1. Industrial safety. 2. Product safety. 3. 
Systems engineering. I. Title. 


SYSTEMS Symposium, 2d, 
Case Institute of Technology, 1963. 


620°.7 


Views on general systems theory; 
proceedings. Edited by Mihajlo D. 
Mesarovic. Huntington, N.Y., R. E. 


Krieger Pub. Co. [1974, c1964] p. cm. 
ISBN (-88275-156-5 Reprint of the ed. 
published by Wiley, New York, in series: 
Publications from the Systems Research 
Center, Case Instiute of Technology. 
Includes bibliographies. [TA168.89 1963a] 
73-92143 10.75 

I. Systems engineering—Congresses. I. 
Mesarovic, Mihajlo D., ed. If. Title. II. 
Series: Case Institute of Technology, 
Cleveland. Systems Research Center. 
Publications. 

Prepared from C.LP. 


ERICKSON, William H. 621.3 
Electrical engineering; theory and practice 
[by] William H. Erickson [and] Nelson H. 
Bryant. 2d ed. Huntington, N.Y., R. E. 
Krieger Pub. Co., 1974 [c1959] p. om. 
ISBN 0-88275-193-X Reprint of the ed. 
published by Wiley, New York. 
[TK145.E65 1974] 74-10948 18.50 ` 

1. Electric engineering. 2. Electronics. I. 
Bryant, Nelson H., joint author. I. Title. 
Prepared from C.I.P. 


X 
MORRIS, Noel Malcolm. 621.3°021°2 
Essential formulae for electronic and 
electrical engineers [by] Noel M. Morris. 
New Ycrk, Wiley [1974] v, 26 p. illus. 30 
cm. ISBN 0-470-61565-6 ”A Halsted Press 
book.” (TK151.M69 1974} 74-8677 2.95 


z p Ẹbk) 
Electric engineering—Tables, 
A ' caloulations, ete. I. Title. 


" TACKS, Eric. 621.317 
: High rupturing capacity fuses; design and 
_ application for safety in electrical systems 
:-[by] E. Jacks. London, E. & F. N. Spon; 
_ New York, Wiley [1974] p. ISBN 0-470- 
43130-K "A Halsted Press _ book.” 
` [TK3511.J3] 74-8613 15.75 
_i. Electric fuses. 2. Electric power 
“distribution. I. Title. 
“Prepared from C.I.P. 
KURTZ, Edwin Bernard, 621.319°22 
1894- i 
The lineman’s and cableman’s handbook 
[by] Edwin B. Kurtz and Thomas M. 
Shoemaker. 5th ed. New York, McGraw- 
Hill [1974] p. ISBN 0-07-035651-3 First- 
3d eds. published under title: The 


vvv Iba 


lineman’s handbook. [TK3231.K8 1974] 
73-19940 20.00 

1. Electric lines—Overhead. I. Shoemaker, 
Thomas M., 1921- joint author. IT. Title. 
Prepared from C.I.P. 


KOLSTAD, C. Kenneth. 621.319°24 


- Rapid electrical estimating and pricing; a 


handy, quick method of directly 
determining the selling prices of electrical 
construction work [by] C. Kenneth 


Kolstad. 2d ed. New York, McGraw-Hill 
[1974] . cm. ISBN  0-07-035316-6 
[TK435.K6 1974] 74-6196 15.00 

1. Electric engineering—Estimates. I. Title. 
Prepared from C.I.P. 


RAYCRAFT, Donald R. 621.32°3'0973 
Early American lighting, by Don end 
Carol Raycraft. [Photography by Ron 
Hayes and Bruce. Benedict. Des Moines, 
Jowa, Wallace-Homestead Book Co., 1974] 
[52] p- col. illus. 23 cm. [GT440.R39] 74- 
162958 5.95 

1. Lighting—AHistory. 2. United States— 
Social life and customs—1783-1865. 3. 
United States—Social life and customs— 
Colonial period, ca. 1600-1775. I. Raycratt, 
Carol, joint author. I. Title. 


COMMUNICATION Systems and 621.38 
Technology Conference, Dallas, 1974. 
Conference record. [New York, Institute of 
Electrical and Electronics Engineers, 1974] 
3 v. illus. 28 cm. Sponsored by the 
Institute of Electrical and Electronics 
Engineers, Region 5. Includes 
bibliographical references, 
ee aoe 1974] 72-87449 12.00 
bk. 
1. Telecommunication—Congresses. LI 
Institute of Electrical and Electronics 
Engineers. Region 5. 


WILE, Frederic __ 
William, 1873-1941. 
Emile Berliner, maker of the microphone. 
New York, Amo Press, 1974 [c1926] p. 
cm. SBN 0-405-06062-9 
re ER ees Reprint of the ed. 
published by Bobbs-Merrill, Indianapolis. 
[TK140.B39W54 1974] 74-4699 21.00 
I. Berliner, Emile, 1851-1929. 2. 
Microphone. I. Series: Telecommunications 
(New York, 1974- ) 
Prepared from C.I.P. 


621.38'0282'0924 B 


KYLE, James, writer on 621.381 
electronics. 

Electronics unraveled; a new commonsense 

approach. [lst ed.] Blue Ridge Summit, 

Pa., G/L Tab Books [1974] 228 p. illus. 23 

cm. ISBN 0-8306-4691-4 [TK7816.K9] 74- 

79583 7.95 

1. Electronics. I. Title. 

Pbk. 4.95; ISBN 0-8306-3691-9. 


MANN, Charles Kenneth. 621.381 
Basic concepts in electronic 
instrumentation [by] Charles K. Mann, 
Thomas J. Vickers - [and] Wilson M. 
Gulick. New York, Harper & Row [1974] 
p. om. ISBN 0-06-042536-9 Includes 
bibliographical references. [TK7878.4.M33] 
73-16539 6.95 (pbk.) 

i. Electronic instruments. 2. Electronic 
measurements. 3. Electronics. I. Vickers, 
Thomas J, 1939- joint author. If. Gulick, 
Wilson M., 1939- joint author. Hi. Title. 
Prepared from C.LP. 


GRZEGORCZYK, Daniel 
E., 1929- 

Handbook of plastics in electronics [by] 
Daniel E. Grzegorczyk [and] George 
Feineman. Reston, Va., Reston Pub. Co. 
[1974] p. cm. ISBN  0-87909-338-2 


621.381028 


73 


vvv err 


Includes bibliographies. [TK454.4.P55G79] 
73-19641 18.00 

1. Plastics in electric engineering. 2. 
Plastics. I. Feineman, George, joint author. 
II. Title. 

Prepared from C.I.P. 


ALVAREZ, E. Charles. 621.3815 
Introduction to electron devices [by] E. C. 
Alvarez [and] David E. Fleckles. 2d ed. 
New York, McGraw-Hill [1974] xiv, 400 
p. illus. 23 cm. First published in 1965 
under title: Introduction to electron tubes 


and semiconductors. [TK7871.85.A48 
1974] 74-863 12.95; 4.95  (instructor’s 
manual.). e 


1. Semiconductors. 2. Electron tubes. I. 
Fleckles, David E., joint author. II. Title. 


GOODMAN, Robert L. 621.3815°3 
Indexed guide to modern electronic 
circuits, by Robert L. Goodman. [ist ed.] 
Blue Ridge Summit, Pa., G/L Tab Books 
[1974] 216 p. illus. 23 cm. ISBN 0-8306- 
4706-6 [TK7867.G62] 74-79582 7.95 

i. Electronic circuits. I. Title. 

Pbk. 4.95; ISBN 0-8306-3706-0. 


DANIELS, Richard W., 

1942- 
Approximation methods for electronic 
filter design [by] Richard W. Daniels. New 
York, McGraw-Hill [1974, c1975] p. cm. 
ISBN 0-07-015308-6 Includes 
bibliographies. [TK7872.F5D36] 74-8091 
19.50 


621.3815°32 


1. Electric filters. 2. Approximation theory. 
I. Title. 
Prepared from C.I.P. 


NOLL, Edward M. 621.381°73 
Linear IC: principles, experiments, and 
projects, by Edward M. Noll. [1st ed.] 
Indianapolis, H. W. Sams [1974] 383 p. 
ilus. 22 cm. ISBN 0-672-21019-3 
[TK7874.N63] 73-90294 8.95 (pbk.). 

1. Linear integrated circuits. I. Title. 


DEEM, William. 621.3819°58'35 
Digital computer circuits and concepts [by] 
William Deem, Kenneth Muchow [and] 
Anthony Zeppa. Reston, Va., Reston Pub. 
Co. [1974] viii, 376 p. illus. 24 cm. ISBN 
0-87909-193-2 Title on cover: Digital 
computers, circuits and concepts. 
{TK7888.4.D43] 74-3117 14.95 

1. Electronic digital computers—Circuits. 
2. Electronic data processing. I. Muchow, 
Kenneth, joint author. II. Zeppa, Anthony, 
Joint author. II. Title. 


FAHIE, John Joseph, 
1846-1934. 
A history of electric telegraphy to the year 
1837. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-06044-0 
(Telecommunications) Reprint of the 1884 
ed. published by E. & F. N. Spon, London. 
(TK5115.F2 1974] 74-4678 29.00 
1. Telegraph—History. I. Title. If. Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.I.P. 


621.382°09033 


PRIME, Samuel 
Trenaus, 1812-1885. 
The life of Samuel F. B. Morse. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-06054-8 (Telecommunications) Reprint 
of the 1875 ed. published by D. Appleton, 
New York. [TK5243.M7P8 1974] 74-4691 
42.00 
1. Morse, Samuel Finley Breese, 1791- 
1872. i Title. Id. Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.I.P. 


621.3820924 B 


74 


BRIGHT, Charles, Sir, 


Fd 


621.3828 
1863-1937. 
Submarine telegraphs; their history, 
construction, and working. New York, 


Arno Press, 1974. p. cm. ISBN 0-405- 
06035-1 Reprint of the 1898 ed. published 
by C. Lockwood, London. [TK5621.B85 
1974] 74-4669 43.00 

1. Cables, Submarine. I. Title. 

Prepared from C.I.P. 


MENICOL Donald Monroe, 
875- 

Radio’s conquest of space. New York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
06052-1 (Telecommunications) Reprint of 
the 1946 ed. published by Murray Hill 
Books, New York. [TK6547.M3 1974] 74- 
4689 21.00 

1. Radio—History. [ Title. If Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.LP. 


FESSENDEN, Helen 
May Trott. 
Fessenden, builder of tomorrows, by Helen 
M. Fessenden. New York, Arno Press, 
1974 [c1940] p. cm. ISBN 0-405-06047-5 
(Telecommunications) Reprint of the ed. 
published by Coward-McCann, New York. 
Bibliography: p. [TK6545.F4F4 1974] 74- 
4681 20.00 
1. Fessenden, Reginald Aubrey, 1866- 
1932. L Title. I Series: 
Telecommunications (New York, 1974- 
Prepared from C.I.P. 


HAWKS, Ellison, 
1890- 
Pioneers of wireless. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06049-1 
(Telecommunications) Reprint of the 1927 
ed. published by Methuen, London. 
[TK5711.H3 1974] 74-4685 22.00 ` 
1. Telegraph, Wireless—History. 2. 
Radio—History. I. Title. II. Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.I.P. 


LODGE, Oliver Joseph, 
Sir, 1851-1940. 

Signalling through space without wires. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-06051-3 
(Telecommunications) [QC661.L83 1974] 
74-4688 8.00 

I. Electric waves. 2. Telegraph, Wireless. J. 
Title. II. Series: Telecommunications (New 
York, 1974- ) 

Prepared from C.I.P. 


DU MONCEL, Theodore 

Achille Louis, comte, 1821-1884. 
The telephone, the microphone, and the 
Phonograph. New York, Arno Press, 1974. 
p. cm. ISBN 0-405-06039-4 
(Telecommunications) Reprint of the 1879 
ed. published by Harper, New York 
[TK6161.D8 1974] 74-4673 15.00 
l. Telephone. 2. Microphone. 3. 
Phonograph. I Title. Il. Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.I.P. 


RHODES, Frederick Leland, 
1870-1933. 
Beginnings of telephony. New York, Arno 
Press, 1974 [ci929] p. cm. ISBN 0-405- 
06057-2 (Telecommunications) Reprint of 
the ed. published by Harper, New York. 
Bibliography: p. [TK6015.R5 1974] 74- 
4694 16.00 
1. Bell, Alexander Graham, 1847-1922. 2. 
Telephone—History. I. Title. If. Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.LP. 


621.3841 


621.3841°092°4 B 


621.384 1’092’2 


621.3842 


621.385 


621.385 


Romney 


THOMPSON, 621.385°092°4 B 
Silvanus Phillips, 1851-1916! - 

Philipp Reis, inventor of the telephone. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-06060-0 
(Telecommunications) Reprint of the 1883 
ed. published by E. & F. N. Spon, London, 
New York. Bibliography: p. [TK6143.R4T5 
1974] 74-4696 11.00 

1. Reis, Philipp, 1834-1874. 2. 
Telephone—History. I. Title. II. Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.I.P. 


ECKHARDT, George H. 621.388 
Electronic television [by] George H. 
Eckhardt. New York, Arno Press, 1974. 
p. cm. ISBN 0-405-06040-8 
(Telecommunications) Reprint of the 1936 
ed. published by Goodheart-Willcox Co., 
Chicago. [TK6630.E4 1974] 74-4674 12.00 
1. Television. I Title. If Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.I.P. 


EVERSON, George, 
1885- 
The story of television; the life of Philo T. 
Farnsworth. New York, Arno Press, 1974 
[c1949] p. cm. ISBN 0-405-06042-4 
(Telecommunications) Reprint of the ed. 
published by Norton, New York. 
[TK6635.F3E8 1974] 74-4677 15.00 
i. Farnsworth, Philo Taylor, 1906- 2. 
Television. £ Title. id Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.I.P. 


ABRAMSON, Albert. 621.38834 
Electronic motion pictures. New York, 
Arno Press, 1974 [c1955] p. cm. ISBN 0- 
405-06031-9 (Telecommunications) Reprint 
of the ed. published by University of 
California Press, Berkeley. [TR882.A2 
1974] 74-4663 14.00 

L Television cameras. 2. Electronic 
cameras. I. Title. II. Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.I.P. 


FANTEL, Hans. 621.389°33 
ABC's of hi-fi and stereo. [3d ed.] 
Indianapolis, H. W. Sams [1974] 112 p. 
illus. 22 cm. ISBN 0-672-21044-4 
[TK7881.7.F3 1974] 74-78351 3.95 (pbk.) 
i.  High-fidelity sound systems. 2. 
Stereophonic sound systems. I. Title. 


Be rr re eee 


621.388°092°4 B 


AMERICAN Physical Society 621.4 
Topical Conference on Energy, Chicago, 
1974. 

Physics and the energy problem—1974; 

[proceedings] Editors: M. D. Fiske and 

W. W. Havens, Jr. New York, American 

Institute of Physics, 1974. 426 p. illus. 25 

cm. ISBN 0-88318-118-5 (AIP conference 

proceedings, no. 19) Includes 

bibliographical references. [TK5.A56 1974] 

73-94416 18.00 

i. Electric power—Congresses. 2. Fuel— 

Congresses. 3. Energy conservation— 

Congresses. I. Fiske, Milan Derbyshire, 

1914- ed. II. Havens, William Westerfield, 

1921- ed. III. American Physical Society. 

IV. Title. V. Series: American Institute of 

Physics. AIP conference proceedings, no. 

19. 


ELONKA, Stephen Michael. 621.4 
Standard plant operators’ manual 2d ed. 
New York, McGraw-Hill [1974] p. ISBN 
0-07-019296-0 Published in 1956 and 1965 
under title: Plant operators’ manual. 
[TJ164.E4 1974] 73-14983 12.50 

1. Power-plants. 2. Plant maintenance. Í 
Title. 


STONER; Carol. 
Producing ‘your own power. Edited by 
Carol Hupping Stoner. Technical 
consultants: Eugene and Sandra Fulton 
Eccli. Emmaus, Pa., Rodale Press, Book 
Division [1974] p. cm. ISBN 0-87857- 
088-8 (An Organic gardening and farming 
book) Bibliography: p. [TJ153.8795] 74- 
10765 8.95 

1. Power resources. I. Title. 

Prepared from C.I.P. 


GRAHAM, Frank Duncan, 
1875- 

Questions and answers for engineers and 
firemans examinations, by Frank `D. 
Graham. [2d ed.] Indianapolis, T. Audel 
[1974] 469 p. illus. 22 cm. ISBN 0-672- 
23217-0 Previous editions published under 
title: Audels questions and answers for 
engineers and firemans examinations. 
[TJ280.G7 1974] 73-93415 6.00 


621.4°0076 


1. Steam  engineering—Mifiscellanea. 2.° 


Diesel motor—Miscellanea. 3. Gas and oil 
engines-—-Miscellanea. I. Title. 


MURPHY, Glenn, 1908- 621.48 
Elements of nuclear engineering. 
(Huntington, N.Y., R. E. Krieger Pub. Co.; 
1974, c1961] p. cm. ISBN 0-88275-155-7 
Reprint, with new material and corrections, 
of the ed. published by Wiley, New York. 
Includes bibliographical references. 
[TK9145.M8 1974b] 74-16147 9.50 

1. Nuclear engineering. I. Title. 

Prepared from C.LP. 


MURPHY, Glenn, 1908- 621.48 
Elements of nuclear engineering. 
Huntington, N.Y., R. E. Krieger Pub. Co. 
(1974, c1961] p. cm. ISBN 0-88275-155-7 
Reprint of the a qpublisned by Wiley, 


York, new material. 
[TK9145. M8 1974) Ta- 142 10.50 
i. Nuclear engineering. I. Title. 
Prepared from C.I.P. 
AMERICAN Bureau of 621.7°57 

Shipping. 

Rules for certification of cargo containers. 
New York, 1974. 55 p. illus. 25 cm. 


[TS195.6.A46 1974] 74-177194 5.00 
1. Containers—Standards—United States. 
I. Title. 


SANDREA, Rafael. 622’.33’82 


Dynamics of petroleum reservoirs under’ 


gas injection [by] Rafael Sandrea [and] 
Ralph F. Nielsen. Houston, Tex., Gulf Pub. 
Co. [1974] 181 p. illus. 24 cm. ISBN 0- 
87201-219-0 Includes bibliographies. 
[TN870.827] 74-4829 9.95 

1. Oil wells—Gas lift. I. Nielsen, Ralph 
Frederick, joint author. IT. Title. 


WOODS, David L. 623.7°3°09 
A history. of tactical communication 
techniques, by David L. Woods. New 
York, Arno Press, 1974 [c1965] p. cm. 
ISBN 0-405-06063-7 
(Telecommunications) Reprint of the ed. 
published by Orlando Division, Martin 
Co., Martin-Marietta Corp., Orlando, Fla. 
Bibliography: p. [UG580.W6 1974] 74- 
4700 22.00 

I. Signals and signaling—RHistory. 2. 
Communications, _ Military—History. 1 
Title. Hf. Title: Tactical communication 
techniques. HI. Series: Telecommunications 
(New York, 1974- ) 

Prepared from CLP. 


JONES, Lloyd S$., 623.74°63°0973 
1931- s : 


U.S. bombers, by Lloyd S. Jones. 
Fallbrook, . Cal[if.] Aero’ Publishers, 1974. 


p. cm. ISBN 0-8168-9126-5 [TL685.3.J68 ; 


1974] 74-81451 9.95 


whe 


621.4 


1. Bombers—RHistory. 2. “Ballistic missiles— 
History. 3. Guided missiles—History. 4. 
Aeronautics, Military—United States— 
History. I. Title. 

Prepared from C.I.P. 


ZADIG, Ernest A., 
1899- 
The boatman’s guide to modern marine 
materials, by Ernest A. Zadig. New York, 
Motor Boating & Sailing Books [1974] 325 
p. illus. 24 cm. ISBN 0-910990-16-6 
(Motor boating & sailing guide series) 
[VM321.Z3] 73-93632 6.95 
1. Boats and boating—Maintenance and 
repair—Equipment and repair. I. Title. II. 
Title: Modern marine materials. 


ROBINSON, William 623.82'02'0922 
Wheeler, 1918- 

The great American yacht designers [by] 
Bill Robinson. [ist ed.] New York, Knopf, 
1974. p. cm. ISBN 0-394-42721-1 
[VM139.R6 1974] 74-7746 12.95 

i. Yacht-building. 2. Yachts 
yachting—United States. I. Title. 
Prepared from C.I.P. Contents omitted. 


HANCOCK, Harry Edgar. 623.85°6"4 
Wireless at sea [by] Harry E. Hancock. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-06048-3 
(Telecommunications) Reprint of the 1950 
ed. published by the Marconi International 
Marine Communication Company, 


623.82°0028 


and 


London. [VK397.H3 1974] 74-4683 16.00 ` 


1. Radio in navigation—History. I. Title. 
I. Series: Telecommunications (New York, 
1974- ) 

Prepared from C.I.P. 


GLENN, Harold T. ` 623.87°23°4 
Mercury outboard motor repair and tune- 
up guide [by] Harold T. Glenn. Chicago, 
H. Regnery Co. [1974] 218 p. illus. 28 cm. 
ISBN  0-8092-8435-9 (Glenn’s marine 
series) [VM348.G555 1974] 73-20679 8.50 
1. Outboard motors—Maintenance and 
repair. I. Title. 


MEGSON, Thomas Henry 
Gordon. 

Linear analysis of thin-walled elastic 
structures [by] T. H. G. Megson. New 
York, Wiley [1974] p. cm. ISBN 0-470- 
59035-1. ”A Halsted Press book.” 
[TA660.T5M43] 74-9931 13.75 

i. Thin-walled structures. 2. Girders. 3. 
Structures, Theory of. £. Title. 

Prepared from C.I.P. 


FINTEL, Mark. 


624.177 


624.1834 


_ Handbook of concrete engineering. Edited 


by Mark Fintel. New York, Van Nostrand 
Reinhold [1974] p. cm. ISBN 0-442- 
22393-5 Includés bibliographical 
references. [TA682.F56] 74-4045 42.50 

I. Concrete — construction—Handbooks, 
manuals, etc. I. Title. 

Prepared from C.I.P. 


*ROBINS, James G. 625.2°61’ 
World steam locomotives. Described and 
illustrated by James G. Robins. 
Arco [1974, c1973] 52 p. illus. 24 cm. 
ISBN 0-668-03325. [TJ603] 73-80142 4.95 


‘ 1. Locomotives—History. J. Title. 


NATIONAL Center for 
Resource Recovery. 
Incineration; a state-of-the-art study. 
Lexington, Mass., Lexington Books [1974] 
xiii, 151 p. illus. 23 cm. ISBN 0-669- 
94573-0 Bibliography: p. 143-147. 

[TD796.N36 1974] 74-6124 13.00 


628°.445 


_ 4. Incineration. I. Title. 


‘New York, - 


* 


FROST & Sullivan, - 628'.445°094 
Ltd., London. 

Solid waste disposal in Europe. London, 
1973, [i.c.1974] 1 v. (various pagings) 29 

cm. Summary in French and German. 

[TD789.E9F76 1973] 74-175903 

I. Refuse and refuse disposal—Europe. I. 
Title. 

Distributed by Frost and Sullivan, New . 

York; 445.00. 


COOPER, Hal B. H. 628’.53°028 
Source testing for air pollution control, by 
Hal B. H. Cooper, Jr. and August T. 
Rossano, Jr. New York, McGraw-Hill 
(1974, c1971] p. cm. ISBN 0-07-012760-3 
Includes bibliographies. [TD890.C57 1974] 
74-12365 14.50 (pbk.) j 
1. Air—Pollution—Measurement. 7 
Rossano, August T., 1916- II. Title. 
Prepared from C.I.P. 


BAHME, Charles 

William, 1914- 
Fire officer’s guide to emergency action, 
by Charles W. Bahme. Boston, National 
Fire Protection Association [1974] 185 p. 
illus. 21 cm. ISBN  0-87765-020-9 
(National Fire Protection Association. 
NFPA no. FSP-38) [TH9115.N28 no. 
FSE 48) [TH9151] 628.9°25°0202 73-89341 
.00 


628.9°2°08 s 


1. Firemen’s manuals. I. Title. Il. Series. 


WRAGG, David W. 629.13°003 
A dictionary of aviation, compiled by 
David W. Wragg. New York, p Fal 
Publishers [1974, c1973] 286 p. 
ISBN 0-8119-0236-6 [TL509. wer 1074) 
74-75382 9.95 

1, Aeronautics—Dictionaries. I. Title. 


WRAGG, David W. 629.1309 

Speed in the air [by] David W. Wragg 

eed York, .F. Fell Publishers [19 
74] p cm. ISBN  0-8119-0246- 3 

HES. W7 1975] 74-7456 9.95 

1. Airplanes—Speed records. I. Title. 

Prepared from C.I.P. 


WRAGG, David W. 629.1309034 
Flight before flying [by] David W. Wragg. 
New York, F. Fell Publishers [1974] 191 
p. illus. 25 cm. ISBN 0-8119-0233-1 
[TL515.W7 1974] 73-93897 9.95 
i. Aeronautics—History. I. Title. 


GANN, Ernest 629.13°09'042 
Kellogg, 1910- 

Ernest K. Gann's Flying circus. Paintings 

by Robert sigan New York, Macmillan 

[1974] ISBN 0-02-542400-9 

A c23] "74-1050 12.95 

1. Aeronautics—History. IL Title: Flying 

circus. , 

Prepared from C.I.P. 


FOSTER, John T. 629.13°092°4 B 
The flight of the Lone Eagle; Charles 
Lindbergh flies nonstop from New York to 
Paris, by John T. Foster. New York, 
Watts, 1974. 61 p. illus..22 cm. ISBN 0- 
531-02723-6 (A Focus book) Bibliography: 
p. 57. An account of the first solo nonstop 
transatlantic flight, made by Charles 
Lindbergh in 1927 in The Spirit of St. 
Louis, an event which marked the 
beginning of the Air Age. [TL540.L5F65] 
92 74-898 3.45 (lib. bdg.) 

i. Lindbergh, Charles Augustus, 1902- — 
Juvenile ` literature. 2. Transatlantic 
fights—Juvenile literature. I. Title. 


GREINER, James. 629.13'092°4 B 
Wager with the wind; the Don Sheldon 
Story. Foreword by Bradford Washburn. 
Illustrated with photos. Chicago, Rand 
McNally [1974] p. cm. ISBN 0-528- 


75 


81856-2 Bibliography: p. A biography of 
the Alaskan bush pilot emphasizing his 
thirty-six year flying career and his 
contribution to the development of bush 
aviation. [TL540.8455G73] 92 74-16323 
8.95 

1. Sheldon, Donald Edward, 1921- 2. 
Aeronautics—Alaska—History. 3. Alaska— 
History. T. Title. 

Prepared from C.LP. 


HARKEY, Ira B. 629.130924 B 
Pioneer bush pilot: the story of Noel Wien 
[by] Ira Harkey. Seattle, University of 
Washington Press [1974] p. cm. ISBN 0- 
295-95339-X Includes bibliographical 
references: [TL540.W513H37] 74-13213 
12.9 

1. Wien, Noel. I. Title. 

Prepared from C.I.P. 


SCOTT, Sheila. 629.130924 [B] 
Barefoot in the sky. New York, Macmillan 
[1974, c1973] 256 p. illus. 22 cm. ISBN 0- 
02-608660-3. Autobiographical. 
[TL540.839A33] 73-8350 7.95 

1. Scott, Sheila. I. Title. 


ASHLEY, Holt. 629.1323 
Engineering analysis of flight vehicles. 
Reading, Mass., Addison-Wesley Pub. Co. 
[1974] ix, 386 p. illus. 25 cm. ISBN 0-201- 
00306-6 (Addison-Wesley aerospace series) 
Bibliography: p. 371-377. [TL570.A77] 73- 
8390 13.50 

1. Aerodynamics. J. Title. 


RADLAUER, Edward. 629.133 
Flying mania. Chicago, Childrens Press 
[1974] p. cm. ISBN 0-516-07418-0 ”An 
Elk Grove book.” Photographs and simple 
text illustrate various vehicles used for 
flying such as the hot air balloon, glider, 
model plane, racing plane, and others. 
[TL547.R28] 74-8325 5.25 (lib. bdg.). 

1. Flight—Juvenile literature. 2. 
Aeronautics—Juvenile literature. I. Title. 
Prepared from C.I.P. 


KLEIN, Aaron E. 629.2 
Auto mechanics; an introduction and 
guide, by A. Edward Little. New York, F. 
Watts, 1974. 115 p. illus. 24 cm. ISBN 0- 
531-02670-1 Bibliography: p. 109-110. A 
basic explanation of how the various parts 
of an automobile function. [TL152.K528] 
73-14689 5.95 

1. Automobiles—Maintenance and repair— 
Juvenile literature. I. Title. 


WEISS, Harvey. 629.2271 
Model cars and trucks and how to build 
them. New York, Crowell [1974] p. cm. 
Introduces the tools, materials, and 
techniques for creating a variety of model 
trucks. 74-7403 5.50 

1. Automobiles—Models—Juvenile 
literature. 2. Motor-trucks—Models— 
Juvenile literature, I. Title. 

Prepared from C.I.P. 


*HENDRY, P. G. 629.22°22°09 
Vintage and veteran cars, by P. G. Hendry. 
Illustrated in colour by H. Murdoch. New 
York, Arco [1974, c1973] 53 p. illus. 24 
im ISBN 0-688-03326-6. [TL15] 73-80143 
4. 

1. Automobiles—History. I. Title. 


BOTTOMLEY, Tom. 629.226 
The complete book of boat trailering; a 
boatman’s guide to trailer selection, use, 
and maintenance. New York, Association 
Press [1974] 96 p. illus. 22 cm. ISBN 0- 
8096-1886-9 [GV775.B59] 74-9622 5.95 

1. Boat trailers. £. Title. 

Pbk. 2.95, ISBN 0-8096-1887-7 


76 


, Publishing [1974] 


WHITT, Frank 629.22°72'015313 
Rowland. 
Bicycling science: ergonomics and 


mechanics, by Frank Rowland Whitt and 
David Gordon Wilson. Cambridge, Mass., 
MIT Press [1974] p. ISBN 0-262-23068-2 
Includes bibliographical references. 
[TL410.W48] 74-5165 10.00 

i. Bicycles and tricycles—Dynamics. 2. 
Man-machine systems. I. Wilson, David 
Gordon, 1928- joint author. II. Title. 
Prepared from C.I.P. 


JENNINGS, Gordon. 629.22°75 
Minibikes? Illustrated by Paul Coker. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN 0-13-583856-8 A 
guide to buying, riding, and maintaining a 
minibike. [TL443.J46] 74-8059 4.95 

1. Minibikes—Juvenile literature. I. Coker, 
Paul, illus. If. Title. 

Prepared from C.I.P. 


SCHILLING, Phil. 629.22°75 
The motorcycle world. New York, 
Random House [1974] p. ISBN 0-394- 
49381-8 “A Ridge Press book.” 
(TL440.832] 74-4322 17.95 

1. Motorcycles. 2. Motorcycling. I. Title. 
Prepared from C.I.P. 


BARNES, John W., 1945- 629.22’8 

Ferrari: 25 years of Formula I, by John W. 

Barnes, Jr. Introd. by Karl Ludvigsen. 

Scarsdale, N.Y., J. W. ` Barnes, Jr. 
p. cm. ISBN 0-914822- 

01-2 [TL215.F7B26] 74-14803 15.00 

1. Ferrari automobile. I. Title. 

Prepared from C.LP. Publisher's address: 

tees Box 323, Scardsdale, New York 


INTERNATIONAL Conference 629.2731 
on chicle Structural Mechanics, Detroit, 
4. 
Finite element application to vehicle 
design; proceedings. New York, Society of 
Automotive Engineers [1974] 285 p. illus. 
28 cm. "Sponsored by Computer 
Applications Committee of SAE Passenger 
Car Activity.” Includes bibliographical 
a [TL240.153 1974] 74-174951 
i. Automobiles—Design 
construction—Congresses. 2 Finite 
element method—Congresses. I SAE 
Passenger Car Activity (Organization). 
computer Applications Committee. TI. 
Ytle. 


BASIC clutches and 629.2°42 
transmissions. [3d rev. ed. Edited by 
Kaiton C. Lahue and the technical editors 
of Petersen Pub. Co. Los Angeles, Petersen 
Pub. Co., 1974] 192 p. illus. 28 cm. ISBN 
0-8227-0066-2 (Hot rod magazine 
technical library) Cover title: Petersen’s 
basic clutches and transmissions. Origina. 
ed, by the editors of Hot rod magazine. 
(Ti.261 B37 1974] 74-78893 2.00 (pbk.) 

Automobiles—Clutches. , 
Ais IRE devices. 3. 
Automobiles, Racing. I. Lahue, Kalton C 
II Petersen Publishing Company. II. Hot 
rod. IV. Title: Petersen’s basic clutches and 
transmissions. 


RADLAUER, Edward. 629.2748 
Wild wheels. Chicago, Childrens Press 
[1974] p cm. ISBN 0-516-07419-9 
(Ready, get set, go books) "An Elk Grove 
book.” Photographs and simple text 
introduce different kinds of wheels used on 
racing vehicles. [TL147.R35] 74-8460 5.25 
(lib. bdg.). 

1 Automobiles, 
diterature. 2. 
literature. 


and 


Racing—Juvenile 
Motorcycles—Juvenile 
3. Bicycles and tricycles— 


Juvenile literature. 
literature. I. Title. 
Prepared from C.I.P. 


CORBETT, Scott. 629.2°504 
What about the Wankel engine? Illustrated 
by Jerome Kuhl. New York, Four Winds 
Press [1974] p. cm. ISBN 0-590-07369-9 
A general discussion of engines and their 
history with emphasis on the Wankel 
rotary engine and its many advantages. 
[TL210.7.C87] 74-8593 5.95 

l. Wankel engine—Juvenile literature. 2. 
Gas and oil engines—Juvenile literature. I. 
Kuhl, Jerome, illus. I. Title. 

Prepared from C.I.P. 


CHILTON Book Company. 
Automotive Book Dept. 
Chilton’s guide to emission controls and 
how they work. Editor-in-chief: John D. 
Kelly. [Ist ed.] Radnor, Pa., Chilton Book 
Co. [1974] iii, 160 p. illus. 27 cm. ISBN 0- 
tg -6083-5 [TL214. P6C47 1974] 74-6332 

9 

I. Motor vehicles—Pollution control 
devices. I. Kelly, John D., ed. IL Title. II. 
Title: Guide to emission controls and how 
they work. 
Pbk. 5.95; ISBN 0-8019-6084-3. 


CHILTON Book Company. 
Automotive Editorial Dept. 
Chilton’s repair and tune-up guide: 
Firebird. [ist ed.] Radnor, Pa., Chilton 
Book Co. [1974] p. cm. ISBN 0-8019- 
me [TL215.F57C45 1974] 74-16191 
9 
1. Firebird automobile. I. Title. Hf. Title: 
Repair and tune-up guide: Firebird. ‘ 
Prepared from C.I.P. Pbk. 5.95; ISBN 0- 
8019-5996-9. 


CHILTON Book Company. 
Automotive Editorial Dept. 
Chilton’s repair and tune-up guide: 
Gremlin, Hornet. 2d ed. Radnor, Pa., 
Chilton Book Co. [1974] p. cm. ISBN 0- 
8019-5993-4 First ed. prepared by the 
dept. under its earlier name: Automotive 
Book Dept. with title: Chilton’s repair and 
tune-up guide for the Gremlin and Hornet. 
[TL215.G74C45 1974] 74-10693 6.95 
i. Gremlin automobile. 2. Hornet 
automobile. I. Chilton Book Company. 
Automotive Book Dept. Chilton’s repair 
and tune-up guide for the Gremlin and 
Hornet. fi. Title. HI. Title: Repair and 
tune-up guide: Gremlin, Hornet. 
Prepared from C.I.P. Pbk. 5.95; ISBN 0- 
8019-5994-2. 


4.. Wheels—Juvenile 


629.2°52 


629.28°7722 


629.28°7°22 


CHILTON Book Company. 629.28’7’22 
Automotive Editorial Dept. 

Chilton’s repair and tune-up guide: 

Rebel/Matador. Radnor, Pa., Chilton Book 

Co. [1974] p. cm. ISBN 0-8019-5985-3 

(TL215.M35C47 1974] 74-13402 6.95 

1. Matador automobile. 2. Rebel 

automobile. I. Title. II. Title: Repair and 

tune-up guide: Rebel/Matador. 

Prepared from C.I.P. Pbk. 5.95; ISBN 0- 

8019-5986-1 


GLENN, Harold T. 629,28'7'22 
Glenn’s Camaro tune-up and repair guide 
[by] Harold T. Glenn. Chicago, H. 
Regnery [1974] 360 p. illus. 28 cm. ISBN 
oe eae [1TL215.C33G56] 73-20252 
i. Camaro automobile. I Title. I. Title: 
Camaro tune-up and repair guide. 


GLENN, Harold T. 629.28°7°22 
Glenn’s Pontiac tune-up and repair guide 
[by] Harold T. Glenn. Chicago, H. 
Regnery Co. [1974] p. cm. ISBN 0-8092- 
8438-3 [TL215.P68G57] 73-20680 7.95 


we em pene. 


I. Pontiac automobile. L` Title. 
„Pontiac tune-up and repair guide. 
Prepared from C.I.P. 


JORGENSEN, Eric. 629.28722 
Volkswagen service repair handbook: 
squareback and fastback, 1962-1973. [Rev.] 
Los Angeles, Clymer Publications [1974] 
295 p. illus. 26 cm. [TL215.V6I67 1974] 
74-176123 7.00 

1. Volkswagen automobile. I. Title. 


VOLKSWAGON of 
America, inc. 
Volkswagon: fastback, squareback; official 
service manual, type 3, 1968, 1969, 1970, 
1971, 1972, 1973. [Cambridge, Mass., R. 
Bentley, 1974] 1 v. (various pagings) illus. 
28 cm. ISBN 0-8376-0057-X (Volkswagen 
service manuals from Robert Bentley, inc.) 
. (TL215.V6V615 1974a] 73-85200 7.95 
(pbk.) : 
1. Volkswagon automobile. I. Title. 


CHILTON Book Company. 
Automotive Editorial Dept. 

Chilton’s repair and tune-up guide: Ford 

vans. [Ast ol Radnor, Pa., Chilton Book 

o. [1974] p. cm. ISBN 0-8019-6009-6 

tase 5.F57C46 1974] 74-16189 8.95 

1- Ford trucks. I. Title. IL Title: Repair 

and tune-up guide: Ford vans. 

Prepared from C.I.P. Pbk. 7.95; ISBN - 0- 

8019-6010-X. 


CHILTON Book Company. 
Automotive Editorial Dept. 
Chilton’s new repair and tune-up guide: 
Yamaha 4-stroke street bikes. [lst ed.] 
Radnor, Pa., Chilton Book Co. [1974] p. 
cm. ISBN o- 8019-6087-8 _ [TL448. Y3C46 
1974] 74-16276 8.95 
f, Yamaha motorcycle. I. Title. II. Title: 
New repair and tune-up guide: Yamaha 4- 
stroke street bikes. II. Title: Yamaha 4- 
stroke street bikes. 
Prepared from C.I.P. Pbk. 7.95; ISBN 0- 
8019-6088-6. 


CHILTON Book Company. 
Automotive Editorial Dept. 
Chilton’s new repair and tune-up guide: 
Kawasaki 900.Z1. [ist ed.] Radnor, Pa., 
Chilton Book Co. [1974] iv, 180 p. illus. 
26 cm. ISBN 0-8019-6024-X 
(TL448.K38C48 1974] 74-8628 4.95 
i. Kawasaki motorcycle. I. Title. If. Title: 
f New repair and tune-up guide: Kawasaki 
-900 Z1. 


CHILTON Book Company. 
Automotive Editorial Dept. 
Chilton’s new repair and tune-up guide: 
Suzuki triples. [lst ed.] Radnor, Pa., 
Chilton Book Co. [1974] p. cm. ISBN 0- 
8019-6031-2 [TL448.S8C48 1974] 74- 
14579 8.95 
I. Suzuki motorcyle. I. Title. II. Title: New. 
repair and tune-up guide: Suzuki triples. 
Prepared from C.I.P. Pbk. 7.95; ISBN 0- 
8019-6036-3. 


NOWAK, Stanley, 1903- 629.28°8'22 
Automobile restoration guide for 
antique, classic, special interest, and 
milestone cars. New York, Sports Car 
Press [1974] 127 p. illus. 21 cm. ISBN 0- 
87112-065-8 (Modern sports car series) 
(TL152.2.N68 1974] 73-86141 2.95 (pbk.) 

1 Automobiles—Restoration. I. Title. 


GRISSOM, Betty. 629.4°092’4 B 
. Starfall, by Betty Grissom and Henry Still. 
Developed by Whitehall, Hadilyme & 
Smith, Inc. New York, Crowell [1974] p- 

ISBN . 0-690-00473-7 
[TL789. 85.G7G74 1974] 74-7285 7.95 


629.28°7°22 


629.28°7°3 


629.28°7°75 


629.28°7°75 


629.28°7°75 


IZ, Title: - 


1. Grissom, Virgil I L Still, Henry, joint 
author. IT. Title. 
Prepared from C.I.P. 


STRONG, James Godwin. . 629.435 
Search the solar system; the- role of 
unmanned interplanetary probes [by] 
James Strong. Newton Abbot, David & 
Charles [1973] 160 p. illus. 22 cm. 
Includes index. Bibliography: p. [157] 
[TL795.3.878] 73-178708 

I. Space probes. 2. Planets—Exploration. F. 
Title. 

Distributed by Crane, Russak, New York 
for 8.50. 


BOVA, Benjamin. 629.44’5 
Workshops in space. New York, Dutton 
[1974] p. cm. ISBN 0-525-43260-4 
Describes the purpose and technical 
aspects of four space workshops including 
Skylab, Earth Resources Satellites, the 
joint Apollo-Soyuz mission, and the Space 
Shuttle. [TL797.B68] 74-4482 5.95 

1. Space stations—Juvenile literature. I. 
Title. 

Prepared from C.I.P. 
ERWI, Richard S., 629.45°4'09 
The voyages of Apollo Toy] Richard S. 
Lewis. [New York] Quadrangle [1974] p. 
cm. IS 0-8129-0477-X Includes 
bibliogrephical references. 
[TL789.8.U6A5453 1974] 74-77942 10.00 
1. Project Apollo. I. Title. 

Prepared from C.I.P. 


WORDEN, Alfred 
Merrill. 

I'd like to know about a flight to the moon 
[by] Alfred M. Worden, with an introd. by 
Fred Rogers. [1st ed.] Garden City, N.Y., 

Doubleday [1974] p. cm. ISBN 0-385- 
04682-0 A member, of the Apollo 15 crew 
describes how he became an astronaut, the 
training he received, and the flight of the 
Apollo 15. [TL789. 8.U6A67] 73-21878 


1. Worden, Alfred Merrill—Juvenile 
literature. 2. Project Apollo—Juvenile 
literature. 3. Space flight to the moon— 
Juvenile literature. I. Title. 

Prepared from C.LP. 


KURMIT, Avgust 
Avgustovich. 
Information-lossiess automata of finite 
order [by] A. A. Kurmit. Translated from 
Russian by D. Louvish. New York, Wiley 
[1974] p. cm. ISBN 0-470-51099-4 
Translation of Avtomaty bez poteri 
informatsit konechnogo poriadka "A 
Halsted Press book.” [QA267.5.S4K8413] 

74-8183 25.00 


629.45'4'0924 B 


629.891 


. d. Sequential machine theory. 2. Automata. 


L Title. 


‘Prepared from C.I.P. 


‘Agriculture 630-639 


«PETERSON, E. G., 
all.» 


oO 


630°.771179212 B 
Mrs., 1890- 

Remembering E. G. Peterson, his life and 

our story, by Mrs. E. G. Peterson. Logan, 

‘Utah State University Alumni Association 

7[1974] p. cm. ISBN  0-87421-070-4 

[S537.U92P47] 74-13517 5.00 

1. Peterson, Elmer George. 2. Utah. State 

University of Agriculture and Applied 

Science, Logan—History. I. Title. 

Prepared from C.I.P. 


CARTER, Vernon Gill. 630.9 
Topsoil and civilization [by] Vernon Gill 


Carter and Tom Dale. Rev. ed. Norman,, 


University of Oklahoma Press -[1974] xvi, 
292 p. illus. 22 cm. ISBN 0-8061-0332-9 
First ed. by T. Dale and V. G. Carter. 
Bibliography: p. 277-280. [S419.C37 1974] 
74-175105 7.95 

1. Agriculture—History. 2. Soils. 3. 
Civilization—History. 4. Human ecology. I. 
Dale, Tom, 1899- joint author. H. Title. 
Pbk. 2.95, ISBN 0-8061-1107-0. 


UNITED News of India. 630’.954 
Aspects of agriculture in India; [a UNI 
record] Edited by G. G. Mirchandani 
[editor and general manager, United News 
of India] Bombay, Allied Publishers [1973] 
450 p. 23 cm. ”The source material for the 
book has come from the UNI agriculture 
service, a weekly .. ” [S471.13U46 1973] 
73-905811 

i. Agriculture—India. I. Mirchandani, G. 
G., 1915- ed. I. Title. 

Distributed by International Publications 
Service; 16.00. 


RASMUSSEN, Wayne David, 630.973 
1915- comp. 
Agriculture in the United States: a 


documentary history. Editor: Wayne D. 
Rasmussen. New York, Random House 
ie p. [S441.R33] 74-9643 110.00 (3 
VOL). 


I. Agriculture--United States—History— 

Sources. I. Title. 

Prepared from C.I.P. 

PURSEGLOVE, John 631.0913 
William, 1912- 

Tropical crops: dicotyledons [by] J. W. 

Purseglove. New York, Wiley [1974, 

c1968] p. cm. ISBN 0-470-70251-6 ”A 

Halsted Press book.” Bibliography: p. 

[SB111.P86 1974] 74-2781 15.50 (pbk.) 

1. Tropical crops. 2. Dicotyledons. I. Title. 

Prepared from C.I.P. 


ROCKWELL, Harlow. 631.8°75 
The compost heap. [ist ed.] Garden City, 
N.Y., Doubleday [1974] p. cm. ISBN 0- 
385-06822-0. Explains simply how a 
compost heap is made and how it turns 
into soil. [S661.R57] 73-10544 4.95 

1. Compost—Juvenile literature. I. Title. 
Prepared from C.I.P. 


KRANZ, Jurgen. 632 
Epidemics of plant diseases: mathematical 
analysis and modeling. Edited by J. Kranz. 
With 46 figures. Berlin, New York, 
Springer-Verlag, 1974. p. cm. ISBN 0- 
387-06896-1 (Ecological studies, v. 13) 
Includes bibliographies. [SB731.K7] 74- 
13821 24.60 5 

1I. Plant diseases. 2. Epidemiology— 
Mathematical models. 1. Title. II. Series. 
Prepared from C.I.P. 


ETO, Morifusa, 
1930- i 
Organophosphorus pesticides; organic and 
biological chemistry. Clêveland, CRC Press 
[1974] p. cm. ISBN `0-87819-023-6 
Bibliography: p. [SB952.P5E86] 73-90239 


632’.95°0154707 


1. Organophosphorus 
Pesticides. I. Title. 
Prepared from C.I.P. 


DEMPSEY, James M. 633.5 
Fiber crops. Gainesville, University Presses 
of Florida, 1974. p. cm. ISBN 0-8130- 
0449-7 “A University of Florida book.” 
Includes bibliographical references. 
[SB241.D42] 74-4259 18.50 

1. Fiber plants. I. Title. 

Prepared from C.I.P. 


LOGSDON, Gene. 634’.7°0973 
Successful berry growing; how to plant, 


compounds, 2. 
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prune, pick, and preserve bush and wine 
fruits. Emmaus, Pa., Rodale Press, Book 
Division [1974] p. em. ISBN 0-87857- 
089-6 [SB381.L63] 74-10635 7.95 

4. Berries. 2. Viticulture. I. Title. 

Prepared from C.I.P. 


HOGNER, Dorothy 
Childs. 

Good bugs and bad bugs in your garden: 
backyard ecology. Miustrated by Grambs 
Miller. New York, Crowell [1974] p. cm. 
ISBN 0-690-00119-3 Bibliography: p. 
Describes various beneficial and harmful 
insects, discussing their characteristics, 
their importance to ecological balance, and 
ways in which man can coexist with them. 
[SB931.H57] 74-6235 5.50 

i. Insect control—Juvenile literature. 2. 
Insects, Injurious and beneficial—Juvenile 
literature. 3. Garden pests—Juvenile 
literature. I. Miller, Grambs, illus. II. Title. 
Prepared from C.I.P. 


*SCHROEDER, Marion. 635.9 
The green thumbook. Cary, Ill, Valley 
Crafts, 1974. 63 p. 23 cm. [SB453] 2.95 
(pbk.) 

I. Gardening—Directories. I. Title. 
Publisher’s address: 168 Rainbow Lane 
Cary, Ill. 60013. 


PIEROT, Suzanne. 635.9°33°48 
The ivy book; the growing and care of ivy 
and ivy topiary. Photos. by Michael 
Mullally. New York, Macmillan [1974] x, 
164 p. illus. 19 cm. [SB413.184P53] 73- 
1855 4.95 

L. Ivy. 2. Topiary work. I. Title. 


SOUCIE, Anita Holmes. 635.9°65 
Plant fun: ten easy plants to grow indoors. 
Illustrated by Grambs Miller. New York, 
Four Winds Press [1974} 125 p. illus. 23 
cm. ISBN 0-590-17323-5 Bibliography: p. 
119-[120] [SB419.S57] 73-88079 5.95 

I. House plants. I. Title. 

Lib. bdg. 5.88; ISBN 0-590-07323-0. 


*STRINGER, Michael. 635.9676 
Wild flowers. New York, Arco [1974, 
c1973] 61 p. illus. 24 cm. ISBN 0-688- 
03323. [SB439] 73-80141 4.95 

1. Wild flower gardening. I. Title. 


STARK, Francis C., 1919- 635.982 
Simple greenhouse gardening. Edited by 
Francis Stark & Conrad Link. Indianapolis, 
Bobbs-Merrill [1974] 121 p. illus. (part 
col.) 21 cm. ISBN 0-672-51925-9 
[SB415.S73] 74-177124 4.95 

i. Greenhouse management. 2. 
Greenhouse plants. I. Link, Conrad B., 
joint author. IT. Title. 


635°.04’97 


SHORT, Charles E. 636.089°7'96 
Clinical veterinary anesthesia; a guide for 
the preetitioner [by] Charles E. Short: St. 
Louis, C. V. Mosby Co., 1974. p. ISBN 0- 
8016-4601-4 [SF9]4. 548] 74- 8001 19.50 

i. Anesthesia in, _ veterinary surgery. I. 
Title. 

Prepared from C. È p. 


VERNON, Arthur. 636.1°009 
The history and romance of the horse. 
Illustrated by Ernest John Donnelly. New 
York, Dover Publications. Detroit, Gale 
Research Co., 1974 [c1939] xiii, 525 p. 
illus. 22 cm. ISBN 0-8103-3982-X Reprint 
of the 1946 ed. [SF283.V4 1974] 70- 
185379 16.00 

1. Horses—History. I. Title. 


BURT, Olive Woolley, 
1894- 

The horse in America, by Olive W. Burt. 

Illustrated with photos. New York, John 


636.1°00973 
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Day Co. [1974] p. cm. ISBN 0-381- 
99630-1 Bibliography: p. Traces the history 
of the horse in America with emphasis on 
its role in the history of the United States. 
[SF284.U5B87 1974] 73-6187 6.95 

I. Horses—United States—History— 
Juvenile literature. 2. United States— 
History—Juvenile literature.. I. Title. 
Prepared from C.I.P. 


THOMAS, Heather Smith, 
1944- 

Horses: their breeding, care, and training. 

South Brunswick, A. S. Barnes [1974] p. 

cm. ISBN 0-498-01072-4 Bibliography: p. 

[SF285.3.T49] 72-5176 15.00 

1. Horses. 2. Horse breeding. 3. Horse- 

training. I. Title. 

Prepared from C.I.P. 


JONES, Dave, 1927- 636.1°0886 
The western horse: advice and training. 
[Ist ed.] Norman, University of Oklahoma 
Press [1974, c1973] p. cm. ISBN 0-8061- 
1130-5 Advises aspiring trainers on the 
techniques and problems of buying, 
breeding, and handling horses. [SF287.J62 
1974] 73-7422 6.95 

1. Horse-training. 2. Horse buying. I. Title. 
Prepared from C.I.P. 


DENHARDT, Robert 
Moorman, 1912- 
The horse of the Americas. Foreword by J. 
Frank Dobie. New ed., rev. and enl. 
Norman, University of Olkahoma Press 
[1975, c1974] p. cm. ISBN 0-8061-1213-1 
"Bibliographical sketch”: p. [SF284.A6D4 

1975] 74-5955 8.95 

I. Horses—America. 2. Horses—History. 
3. Horse breeding—America. 4. Horse 
breeds. I. Title. 

Prepared from C.I.P. 


ROBISON, Bonnie. 636.6°869 
Killer, the outrageous hawk. Illustrated by 
Joel Barbee. Chicago, Childrens Press 
[1974] p. cm. ISBN 0-516-07630-2 "An 
Elk Grove book.” "High point book.” A 
fourteen-year-old boy raises a baby hawk 
but finally decides to let it go free. 
{[PZ10.3.R612Ki] Fic 74-8445 5.99 (lib. 


bdg.). 
I. Barbee, Joel, illus. If. Title. 
Prepared from C.I.P. 


636.108 


636.1°3'091812 


LEEN, Nina, 1909- 636.7 
Dogs of all sizes. Garden City, N.Y., 
Amphoto [1974] 112 p. illus. (part col.) 21 
cm. ISBN 0-8174-0567-4 More than 100 
photographs of dogs engaged in a variety 
of activities are accompanied by 
informative captions. [SF430.L43] 74- 
76682 6.95 

1. Dogs—Pictorial works. I. Title. 


MCGINNIS, Terri. 636.7'08’96024 
The well dog book. [New York] Random 
House [1974] p. cm. ISBN 0-394-48948-9 
“A Random House/Bookworks book.” 
[SF427.M184] 74-7496 7.95, 3.95 (pbk.) 

1. Dogs. 2. Dogs—Diseases. I. Title. 
Prepared from C.I.P. 


WHITTICK, W. G. 636.7°08°973 
Canine orthopedics [by] W. G. Whittick. 
Philadelphia, Lea & Febiger, 1974. p. 
ISBN 0-8121-0374-2 [SF991.W595] 74- 
1014 35.00 


1. Dogs—Diseases. 2. Veterinary 
orthopedics. I. Title. 
Prepared from C.I.P. 
THE Complete boxer 636.7°3 


[by] Milo G. Denlinger [and others] 3d ed. 
New York, Howell Book House, 1974 
[c1948] 304 p. illus. 24 cm. ISBN, 0-87605- 
060-7 First and second editions by M. G. 


Denlinger. 1974] 74- 
175065 7.95 

I. Boxers (Dogs) I. Denlinger, Milo 
Grange, 1890-1953. The complete boxer. 


Il, Denlinger, Milo Grange, 1890-1953. 


[SF429.B75C65 


STRICKLAND, Winifred 
Gibson. 

The German shepherd today Toy] Winifred 
Gibson Strickland and James Anthony 
Moses. New York, Macmillan [1974] xviii, 
425 p. illus. 24 cm. ISBN 0-02-615030-1 
[SF429.G37877 1974] 73-19044 14.95 

1. German shepherd dogs. I. Moses, James 
Anthony, joint author. IL. Title. 


LAUDER, Phyllis. 636.8°25 
The Batsford book of the Siamese cat. 
Philadelphia. Lippincott [1974] p. cm. 
ISBN 0-397-01067-2 [SF449.S5L36] 74- 
8531 6.95 

1. Siamese cat. I. Title. 

Prepared from C.I.P. 


SILVERSTEIN, Alvin. 636’.93'234 
Hamsters: all about them [by] Alvin and 
Virginia Silverstein. With photos. ‘by 
Frederick Breda. New York, Lothrop, Lee 
& Shepard Co. [1974] p. cm. ISBN 0-688- 
40056-6 A manual on the care, feeding, 
and breeding of golden hamsters as pets, 
with information on their life in the wild, 
their use in the lab, and other kinds of 
hamsters. [SF459.H3S54] 74-8863 5.50 

i. Hamsters—Juvenitle literature. If. 
Silverstein, Virginia B., joint author. II. 
Breda, Frederick, illus. II. Title. 

Prepared from C.I.P. Library binding; 4.81, 
ISBN 0-688-50056-0. 


EVANS, Charles M. 636.965 
Rx for ailing house plants [by] Charles M. 
Evans with Roberta Lee Pliner. [1st ed.] 
New York, Random House [1974] 106 p. 
illus. 25 cm. ISBN 0-394-48683-8 
[SB608.H84E9] 73-20566 7.95- 

l. House plants—Diseases and pests. I. 
Pliner, Roberta Lee, joint author. Il. Title. 
Pbk. 3.95, ISBN 0-394-70645-1. 2 


AEBI, Ormond, 1916- 6387.1 
The art & adventures of beekeeping. [1st 
éd.] Santa Cruz [Calif.] Unity Press, 1974. 
p. cm. ISBN. 0-913300-39-X [SF523.A29] 
74-14661 7.95 

I. Bee culture. I. Title. 

Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
913300-38-1. 


CHATTERTON, Edward Keble, 
1878-1944, 

Whalers and whaling; the story of the 

whaling ships up to the present day. 

London, T. Fisher Unwin. Detroit, Gale 

Research Co., 1974. p. cm. ISBN 0-8103- 

4028-3 Reprint of the 1925 ed. [SH383.C4 

1974] 79-178626 14.00 

1. Whaling. I. Title. 

Prepared from C.I.P. 


636.73 


639.28 


HAMMACK, Judd. 639°.97°8297 
Waterfowl and wetlands: toward bio- 
economic analysis [by] Judd Hammack and ` 
Gardner Mallard Brown, Jr. [Washington] 
Resources for the Future; distributed by 
the Johns Hopkins University, Press, 
Baltimore [1974] p. ISBN 0-8018-1625-4 
Includes bibliographical references. 
[SK331.H28] 74-6815 7.00 

1. Waterfowl! shooting—Economic 
aspects—North America. 2. Wetlands— 
Economic aspects—North America. 3. 
Waterfowl! management—North America. 
I. Brown, Gardner Mallard, joint author. 
I. Title. 

Prepared from C.I.P. 


LEE, Wayne C. 639°.97°973580924 B 
Scotty Philip, the man who saved the 
buffalo, by Wayne C. Lee. Caldwell, Idaho, 
Caxton Printers, 1974. p. cm. ISBN 0- 
87004-241-6 Bibliography: p- 
[F655.P55L43] 73-83113 7.95 

J. Philip, Scotty, 1858-1911. I. Title. 
Prepared from C.I.P. 


ENDE, Jean. 
Buy it right! An introduction to 
consumerism, by Jean Ende and Clifford J. 
Earl. [lst ed.] New York, Dutton, 1974. 
p. cm. ISBN 0-87690-125-9. [TX335.E46] 
74-1270 7.95 

1, Consumer education. I. Earl, Clifford J, 
joint author. II. Title. 

Prepared from C.LP. Pbk. 3.95; ISBN 0- 
87690-130-5. A 


BURG Wartenstein Conference 

on Physical Anthropology 

Nutritional Status, 1973. 
Nutrition and malnutrition; indentification 
and measurement [proceedings] Edited by 
Alexander F. Roche and Frank Falkner. 
New York, Plenum Press [1974] p. cm. 
ISBN 0-306-39049-3 (Advances in 
experimental medicine and biology, v. 49) 
Includes bibliographies. [TX345. B8 1973] 
74-13950 27.50 
1 Nutrition—Congresses: 2. 
Malnutrition—Congresses. 
Anthropometry—Congresses. I. Roche, 
Alexander F., 1921- ed. IE. Falkner, Frank 
Tardrew, 1918- ed. III. Title.. IV. Series. 
Prepared from C.I.P. 


LICHINE, Alexis, 1913- 641.2203 
Alexis Lichine’s encyclopedia of wines and 
spirits. [2d ed., completely rev., enl. and 
reset. New York] Knopf [1974] p. cm. 
ISBN 0-394-48995-0 P Bibliography: p. 
[TP546.L5 1974] 74-7734 17.95 


641.1 
and 


1. Wine and wine making—Dictionaries. I. ` 


mie: If, Title: Encyclopedia of wines and 
spirits 
Prepared from C.LP. 


GUTHRIE, Ruby Charity 
Stark, 1898- 

A primer for pickles & a reader for 
` relishes, by Ruby Charity Stark Guthrie 
and Jack Stark Guthrie. Drawings by 
Richard Calvo. San Francisco, 101 
Productions, 1974. p. cm. ISBN 0- 
912238-53-4 [TX805.G87] 74-18029 7.95 
‘I. Pickles. 2. Cookery (Relishes). I. 
-Guthrie, Jack Stark, joint author. If, Title. 
Prepared from CLP. Pbk. 3.95; ISBN 0- 
912238-52-6. 


641.46 


BEARD, James Andrews, 1903- 641.5 
Beard on food; by James Beard, assisted by 
Jose Wilson. [lst ed.] New York, Knopf, 
1974. p. cm. ISBN 0-394- 48505 X 
[TX715.B368 1974] 74-7726 10.00 

i. Cookery. I. Wilson, Jose, joint author. 
I, Title. 

Prepared from C.I.P. 


COUNTER, Constance. 641.5 
Palette in the kitchen; cooking with New 
Mexican artists, by Constance Counter and 
Karl Tani. With introd. by Vincent Price. 
[lst ed.] Santa Fe, N.M., Sunstone Press 
[1974] 112 p. illus. 21 cm. ISBN 0- 
etc ra as 74-75303 5.95 
b 


(pbk.) 
1. Cookery. I. Tani, Karl, joint author. H. 
Title. 


DUFFIE, Mary Ann. 641.5 
So-you are ready to cook. 4th ed. 


. 640.73 


‘Minneapolis, Burgess Pub. Co. -[1974] vi, 
321 p. illus. 28 cm. ISBN 0-8087-4012-5 
Bibliography: p. 269. [TX651.D83 1974] 
72-76094 4.95 (spiral bdg.) 

I. Cookery. I. Title. 


GREENE, Bert. 641.5 

The Store cookbook [by] Bert Greene & 

pomy Yaughan. Chicago, Regnery [1974] 
em. ISBN 0-8092-8885-0 

[rX715. G8117] 74-6894 7.95 

1. Cookery, American. I Vaughan, Dents. 

II. Title. 

Prepared from C.I.P. 


HUSTE, Annemarie. 641.5 
Annemarie’s _cookingschool cookbook. 
With decorations by Linda Hilbert. Boston, 
Houghton Mifflin, 1974. p. cm. ISBN 


395-19434-2 [TX715.H9388] 74- 13777 
8.95 

1. Cookery. I. Title. 

Prepared from C.I.P. 

*SARASVATI, Swami. 641.5 


Eat your way to love and beauty; gourmet 
health cookbook, by Swami Sarasvati. New 
York, Cornerstone Libr: [1974, c1971] 


96 p. illus. 21 cm. [TX715] 1.50 (pbk.) 
1. Cookery. I. Title. 
GOULD, John A., 1944- 641.53 


The brown bag cookbook [by] John A. 
Gould. [lst ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
05695-8 [TX735.G65] 74-3693 6.95 

1. Luncheons. I. Title. 

Prepared from C.I.P. 


THE Thrifty cook; 641.5'52 
tasty budget recipes. Edited by Nell B. 
Nichols, Farm journal field food editòr. 
Į[lst ed.] Garden City, N.Y., Doubleday 
[1974] 282 p. 22 cm. ISBN 0-385-05496- 3 
[TX715.T52] 73-20524 7.95 

1. Cookery. I. Nichols, Nell Beaubien, ed. 
II. Farm journal and country gentleman. 


MARTON, Beryl M. 641.563 
Diet for one dinner for all [by] Beryl M. 
Marton. Illus. by Helen Federico. New 
York, Golden Press [1974] 153 p. illus. 24 
cm. [TX737.M38] 73-85132 7.95 

i. Dinners and dining. 2. Menus. 3. 
Cookery. 4. Low-calorie diet. I. Title. 


GARE, Fran. 641.5°635 
Dr. Atkins’ diet cook book, by Fran Gare 
and Helen Monica under the supervision 
and with an introd. by Robert C. Atkins 
New. York, Crown Publishers [1974] 250 
p. illus. 24 cm. ISBN 0-517-51556-3 
Companion volume: Dr. Atkins’ diet 
revolution, by R. C. Atkins. 
[RM222.2.G37 1974] 74-78423 6.95 

ı i. Reducing diets. I. Monica, Helen; joint 
. author. If. Atkins, Robert C. II. Title. 


KLOSS, Jethro. 641.5°636 
The back to Eden cookbook, by Jethro 
Kloss, with Promise Kloss Moffett and 
Doris Kloss Gardiner. Illustrated by Daniel 
Guild. [Santa Barbara, Calif] Lifeline 
Books [1974] 158 p. illus. 22 cm. ISBN-0- 
912800-05-4 [TX837.K58] 73-88287 2.25 
(pbk.) 

1. Vegetarianism. I. Moffett, Promise 
Kloss, joint author. II. Gardiner, Doris 
Kloss, joint author. II. Title. 


AXLER, Bruce H. 641.57 
Adding eye appeal to foods, by Bruce H. 
Axler. Indianapolis, ITT Educational Pub. 
[1974] p. cm. ISBN 0-672-26115-4 (His 
Focus ‘on ... the hospitality industry) At 
head of title: Focus on ... [TX820.A93] 74- 
8644 2.65 (pbk.) 


: SMITH, Margaret Ruth, 


1. Cookery for institutions, etc. 2. Cookery 
(Garnishes) 3. Food service. I. Title. 
Prepared from C.LP. 


641.589 
1914- 

Ann Seranne’s good food with a blender, 

by Anne Seranne. Drawings by Lydia 

Rosier. New York, Morrow, 1974. p. cm 

ISBN 0-688-00297-8 [TX840. B5S54] 74- 

6254 8.95 

1. Blenders (Cookery) I. Title. IL Title: 

Good food with a blender. 

Prepared from C.I.P. 


BEHRENS, Helen Kindler, 
1922- š 

Diplomatic dining. Wustrated by Deborah 
Sims. [New York] Quadrangle/New York 
Times Book Co. [1974] p. cm. ISBN 0- 
8129-0489-3  [TX725. A1B35 1974] 74- 
77950 8.95 

I. Cookery, International. 2. Cookery— 


641.5°9 


Anecdotes, facetiae, satire, “ete. 3. 
Diplomats’ wives—Anecdotes,  facetiae, 
satire, etc. I. Title. 

Prepared from C.I.P. 

BABINSKI, Henri, 1855- 641.5°944 


The encyclopedia of practical gastronomy, 
by Ali-Bab. Translated by Elizabeth 
Benson. New York, McGraw-Hill [1974] 
p. em. ISBN 0-07-001062-5 Translation of 
Gastronomie pratique. [TX719.B313] 74- 
7289 19.95 

1. Cookery, French. 2. Gastronomy. I. 
Title. 

Prepared from C.I.P. 


COURTINE, Robert J., 
comp. 

Feasts of a militant gastronome [by] 

Robert Courtine. New York, W. Morrow 

[1974] p. ISBN 0-688-00296-X 

[TX719.C61179] 74-8826 9.95 

1. Cookery, French. I Title. 

Prepared from C.I.P. 


FITZGIBBON, Theodora. 641.5°944 
A taste of Paris; traditional food. Period 
photos. specially prepared by George 
Morrison. {ist American ed.] Boston, 
Mass., Houghton Mifflin [1974] p. cm. 
ISBN 0-395-19393-1 [TX719.F65 1974] 
74-7499 6.95 


641.5°944 


L Cookery, French 2. Paris— 
Description—Views. I. Title. 

Prepared from C.I.P. 

SPIRA, Ruth Rodale. 641.5'951 


Naturally Chinese; healthful cooking from 
China. Book and jacket design by John K. 
Landis. Photos. by T. L. Gettings. 
Emmaus, Pa., Rodale Press [1974] p. cm. 
ISBN 0-87857-080-2 Bibliography: p. 
[TX724.5.C5S64] 73-20862 12.95 

1. Cookery, Chinese. I. Title. 

Prepared from C.I.P. , 


SANDLER, Sandra, 1945- 641.5°952 

The American book of Japanese cooking. 

Seta Pa.] Stackpole Books .[1974] 
ISBN 0-8117-0098-4 [TX724.5.T3526] 

14-6498 8.95 

1. Cookery, Japanese. I. Title. 

Prepared from C.I.P. 


COLLIN, Rima. 641.5°9763735 
The New Orleans cookbook, by Rima and 
Richard Collin. [Ist ed.] New York, Knopf, 
1974. p. cm. ISBN 0-394-48898-9 
[TX715.C713 1974] 74-7729 10.00 

i. Cookery, American—Louisiana. 2. 
Cookery, Creole. I. Collin, Richard H., 
Joint author. II. Title. 

Prepared from C.I.P. 


79 


MUIR, Reginald L. `~ 641.676 
The Vermont maple syrup cook book. 
Reginald L. Muir, editor. Fred B. 
Bloomhardt, editorial consultant. Foreword 
by George D. Aiken. [2d ed.] Woodstock, 
Vt., Phoenix Pub. [1974] xii, 180 p. illus. 
17 cm. ISBN 0-914016-03-2 
[TX767.M3M84 1974] 73-93269 5.95 

i. Cookery (Maple sugar and syrup) 2. 
Cookery, American-~Vermont. I. Title. 


NOVAK, Jane. 641.665 
Treasury of chicken cookery; over 300 
delicious ways to prepare chicken. [ist ed.] 
New York, Harper & Row [1974] p. cm. 
ISBN 0-06-013227-2 [TX749.N68 1974] 
74-1842 8.95 

1. Cookery (Chicken) I. Title. 

Prepared from C.I.P. 


RADKE, Don, 1940- 641.6°7°3 
Cheese making at home: the complete 
illustrated guide. [1st ed.] Garden City, 
N.Y., Doubleday, 1974. p. ISBN 0-385- 
01887-8 [SF271.R28] 74-1505 5.95 

1. Cheese. 2. Cookery (Cheese) I Title. 
Prepared from C.I.P. 


HANLE, Dorothea Zack. 641.691 
Cooking wild game [by] Zack Hanle. 
Illustrated by Grambs Miller. New York, 
Liveright [1974] p. cm. ISBN 0-87140- 
595-4 [TX751.H36] 74-11069 12.95 

1. Cookery (Game) I. Title. 

Prepared from C.I.P. 


NELSON, Kay Shaw. 641.8713 
oe & stews. Chicago, Regnery [1974] 
p. cm. ISBN 0-8092-8392-1 (TX757. N44] 

74-6900 7.95 

1. Soups. 2. Stews. I. Title. 

Prepared from C.I.P. 


ROTH, June Spienwak. 641.8°53 
Old- fashioned candymaking [by] June 
Roth. Chicago, H. Regnery [1974] p. cm. 
ISBN 0-8092-8892-3 [TX791.R84] 74-6906 
7.95 

1. Confectionery. I. Title. 

Prepared from C.I.P. 


HEATTER, Maida. 41.8°6 
Book of great desserts. Illustrated by Toni 
Evins. New York, Knopf, 1974. p. cm. 
ISBN 0-394-49111-4 [TX773.H35 1974] 
73-20764 10.00 

1. Desserts. I. Title. 

Prepared from C.I.P. 


DE GOUY, Louis Pullig, 641.8652 
1869-1947. 
The pie book; 419 recipes. New York, 


Dover Publications [1974, c1949] 380 p. 
22 cm. ISBN 0-486-22997-1 Reprint of the 
ed. published by Greenberg, New York. 
[TX773.D33 1974] 73-88331 3.00 (pbk.) 

1. Pastry. I Title. 


KEMP, Judy Lynn. 6427.41 
The party survival manual. Chatsworth, 
"a Books for Better Living [1974] 158 
p. 18 cm. ISBN  0-88491-205-1 
HXTT K43] 74-80946 1.25 (pbk.). 
1. Entertaining. I. Title. 


FOOD order 642’.5°08 s 
scheduling. [Editors]: Donald D. Todd 
[and] Joanne M. O'Haver. Boston, Cahners 
Books [1974] p. cm. ISBN 0-8436-2027-7 
(Its Career: foodservice, VO-tech FS 2 
(Cahners career education series} 
[TX943.847 1974 S23] [TX991.3.P8]} 
658.7°2 74-13699 3.75 (pbk.}. 

1. Purchasing. 2. Food service. I. Title. 
Prepared from C.I.P. 


SER-VO-TEL Institute. 642’.5°08 s 
` Breakfast preparation. [Editors]: Donald D. 
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Todd [and] Joanne M. O'Haver. Boston, 
Cahners Books [1974] p. cm. ISBN 0- 
8436-2030-7 (Its Career: foodservice, VO- 
tech FS 26) (Cahners career education 
series) [TX943.:S47 1974 FS26] [TX820]} 
641.52 74-13696 3.75 (pbk.) 


I. Cookery for institutions, etc. 2. 
Breakfasts. I. Title. 

Prepared from C.I.P. 

SER-VO-TEL Institute. 642’.5°08 s 


Bussing attendant. [Editors]: Donald D. 
Todd -[and] Joanne M. O'Haver. Boston, 
Cahners Books [1974] p. cm. ISBN 0- 
8436-2011-0 (Its Career: foodservice, VO- 
tech FS 07) (Cahners career education 
series) [TX943.847 1974 FS0O7] [TX925] 
647.6 74-13672 3.75 (pbk.} 

1. Food service. 2. Busboys. I. Title. 
Prepared from C.LP. 


SER-VO-TEL Institute. 642.508 s 
Cashiering. [Editors]: Donald Ð. Todd 
[and] Joanne M. O’Haver. Boston, Cahners 
Books [1974] p. cm. ISBN 0-8436-2018-8 
(Its Career: foodservice, VO-tech FS 14) 
(Cahners career education series) 
[TX943.S47 1974 FS!4] [TX911.3.C3] 
651.8°2 74-13677 3.75 (pbk.) 

1. Cashiers. 2. Food service. I. Title. 


- Prepared from C.I.P. 


SER-VO-TEL Institute. 642.508 s 
Counter service. [Editors]: Donald D. 
Todd [and] Joanne M. O'Haver. Boston, 
Cahners Books [1974] p. cm. ISBN 0- 
8436-2020-X (Its Career: foodservice, VO- 
tech FS 16) (Cahners career education 
series) [TX943.S47 1974 FS16] 642.57 74- 
13675 3.75 (pbk.). 

1. Food service. I. Title. 

Prepared from C.I.P. 


SER-VO-TEL Institute. 642’.5°08 s 
Customer/employee relationships. [Editors] 
Donald D. Todd [and] Joanne M. 
O’Haver. Boston, Cahners Books [1974] 
p. cm. ISBN 0-8436-2013-7 (Its Career: 
foodservice, VO-tech FS 09) (Cahners 
career education series) [TX943.S47 1974 
rissa, (TX911.3.C8] 6427.5 74-13683 3.75 
k. 
1. Customer relations. 2. Food service. I. 
Title. 
Prepared from C.I.P. 


SER-VO-TEL Institute. 642.5708 s 
Dessert and fountain preparation. [Editors] 
Donald D. Todd [and] Joanne M. 
O’Haver. Boston, Cahners Books [1974] 
p. cm. ISBN’ 0-8436-2017-X (Its Career: 
foodservice, VO-tech FS 13) (Cahners 
career education series) [TX943.S47 1974 
FS13] [TX820] 641.86 74-13678 3.75 
(pbk.) 
1. Cookery for institutions, etc. 2. 
Desserts. 3. Ice cream, ices, etc. I. Title. ' 
Prepared from C.I.P. 


SER-VO-TEL Institute. 642°.5°08 s 
Dishwashing procedures. [Editors]: Donald 
D. Todd [and] Joanne M. O'Haver. 


Boston, Cahners Books [1974] p. cm. 
ISBN 0-8436-2026-9 (ts Career: 
foodservice, VO-tech S22) (Cahners 


career education series) [TX943.847 1974 


Gabe, [TX911.3.83] 648°.56 74-13700 3.75 


i. Dishwashing. 2. Food  service— 
Sanitation. I. Title. 

Prepared from C.I.P. 

SER-VO-TEL Institute. 642’.5°08 s ` 


Employee relationships. [Editors]: Donald 
D. Todd [and] Joanne M. O'Haver. 
Boston, Cahners Books [1974] p. cm. 
ISBN 0-8436-2006-4 (ts Career: 
foodservice, VO-tech FS 02) (Cahners 


career education series) [TX943.847 1974 
FS02] 658.3°7°6425 74-13667 3.75 (pbk.). 
1. Food service employees. 2. Industrial 
sociology. I. Title. 

Prepared from C.I.P. 


SER-VO-TEL Institute. 642’.5°08 s 
Employee work hours scheduling. [Editors] 
Donald D. Todd [and] Joanne M. 
O’Haver. Boston, Cahners Books [1974] 
p. cm. ISEN 0-8436-2025-0 (Its Career: 
foodservice, VO-tech FS 21) (Cahners 
career education series) [TX943.S47 1974 
FS 21] [TX911.3.P4] 647'.6 74-13702 3.75 
(pbk.). ; 
1. Food service—Personnel management. 
2. Hours of labor. I. Title. 
Prepared from C.I.P. 


SER-VO-TEL Institute. 642’.5'08 s 
Food care and food storage. [Editors]: 
Donald D. Todd [and] Joanne . M. 
O’Haver. Boston, Cahners Books [1974] 
p. cm. ISBN 0-8436-2014-5 (Its Career: 
foodservice, VO-tech, FS 10) (Cahners 
career education series) [[TX943.S47 1974 
FS10] [TX911.3.83] 641.4 74-13682 3.75 
(pbk.). 

J. Food  service—Sanitation. 2. Food 
handling. 3. Food—Storage. I. Title. 
Prepared from C.I.P. 


SER-VO-TEL Institute. 642’.5°08 s 
Fry cooking. [Editors]: Donald D. Todd 
[and] Joanne M. O’Haver. Boston, Cahners 
Books [1974] p. cm. ISBN 0-8436-2028-5 
(its Career: foodservice, VO-tech FS 24) 
(Cahners career education series) 
[TX943.S47 1974 FS24] [TX820] 641.77 
74-13698 3.75 (pbk.). 

I. Cookery for institutions, etc. 2. Frying. 
I Title. . 

Prepared from C.I.P. 


SER-VO-TEL Institute. 642.508 s 
Grill cooking. [Editors]: Donald D. Todd 
[and] Joanne M. O'Haver. Boston, Cahners 
Books [1974] p. cm. ISBN 0-8436-2029-3 
(Its Career: foodservice, VO-tech FS 25) 
(Cahners career education series) 
[TX943.847 1974 FS25] [TX820] 641.76 
74-13697 3.75 (pbk.). 

1. Cookery for institutions, etc. 2. Broiling. 
I. Title. 

Prepared from C.I.P. 


SER-VO-TEL Institute. 642.508 s 
Host/hostess. [Editors]: Donald D. Todd 
[and] Joanne M. O’Haver. Boston, Cahners 
Books [1974] p. cm. ISBN 0-8436-2024-2 
(Its Career: foodservice, VO-tech FS 20) 
(Cahners career education series 3 
[TX943.S47 1974 FS20] [TX930] 642.5 
74-13703 3.75 (pbk.). 

1. Food service hosts. 2. Food service 
hostesses. I. Title. 

Prepared from C.I.P. 


SER-VO-TEL Institute. 642’.5°08 s 
Inventory controls. [Editors]: Donald D. 
Todd [and] Joanne M. O’Haver. Boston, 
Cahners Books [1974] p. cm. ISBN 0- 
8436-2034-X (Its Career: foodservice, VO- 
tech FS 30) (Cahners career education 
series) [TK943.S47 1974 FS30} 
eis a 658.7787 74-13692 3.75 


a re control. 2. Food service. I. 
Prepared from C.I.P. 


SER-VO-TEL Institute. 642.508 s 
Kitchen sanitation. [Editors]: Donald D. 
Todd [and] Joanne M. O'Haver. Boston, 
Cahners Books [1974] p. cm. ISBN 0- 
8436-2005-6 (Its Career: foodservice, VO- 
tech -FS 01) (Cahners career education 


. 


series) (TX943.847 1974 FSO1] 
[TX911.3.S3] 648'.5 74-13664 3.75 (pbk.). 
« 1. Kitchens—Sanitation. 2. Food service— 
Sanitation. I. Title. 

Prepared from C.I.P. 


SER-VO-TEL Institute. 642°.5°08 s 
Luncheon cooking. [Editors]: Donald D. 
Todd [and] Joanne M. O’Haver. Boston, 
Cahners Books [1974] p. cm. ISBN 0- 
8436-2031-5 (Its Career: foodservice, VO- 
tech FS 27) .(Cahners career education 
series) [TX943.847 1974 FS27] [TX820] 
641.53 74-13695 3.75 (pbk.) 


1. Cookery for institutions, etc. 2. 
Luncheons. I. Title. 

Prepared from C.LP. 

SER-VO-TEL Institute. 642.508 s 
Manager/management relationships. 


[Editors]: Donald D. Todd [and] Joanne 
M. O'Haver. Boston, Cahners Books 
[1974] p. cm. ISBN 0-8436-2033-1 (Its 
Career: foodservice, VO-tech FS 29) 
(Cahners career education series) 
[TX943.S47 1974 FS29] 658’.91°6425 74- 
13693. 3.75 (pbk.). 

1. Food service management. 2. Industrial 
relations. I. Title. 

Prepared from C.I.P. 


SER-VO-TEL Institute. 642’.5°08 s 
Salad preparation. [Editors]: Donald D. 
Todd [and] Joanne M. O’Haver. Boston, 
Cahners Books [1974] p. cm. ISBN 0- 
8436-2019-6 (Its Career: foodservice, VO- 
tech FS 15) (Cahners career education 
series) [TX943.847_ 1974 FS15] [TX820] 
641.8°3 74-13676 3.75 (pbk.) 

d. Cookery for institutions, etc. 2. Salads, 
L Title, 

Prepared from C.I.P. 


SER-VO-TEL Institute. 642.508 s 
Sandwich preparation. [Editors]: Donald 
D. Todd fand] Joanne M. OH 


Boston, Cahners Books [1974] p. cm. 
ISBN  0-8436-2015-3 (Its Career: 
foodservice, VO-tech FS 11) (Cahners 


career education series) [TX943.847 1974 
FS11] [TX820] 641.84 74-13680 3.75 
bk. 


i. ‘Cookery for institutions, etc. 2. 
Sandwiches. I. Title. 
Prepared from C.I.P. 
SER-VO-TEL Institute. 642’.5°08 s 


Steam table/buffet entree preparation. 
[Editors]: Donald D. Todd [and] Joanne 
M. O'Haver. Boston, Cahners Books 
[1974] p. cm. ISBN 0-8436-2032-3 (Its 
Career: foodservice, VO-tech FS 28) 
(Cahners career education series) 
[TX943.847 1974 FS28] [TX820] 641.5 
74-13694 3.75 (pbk.) 

1. Cookery for institutions, ete. 2. Buffets 
(Cookery) I. Title. 

Prepared from C.I.P. 


SER-VO-TEL Institute. 642.508 s 
Wine service'and merchandising. [Editors]: 
Donald D. Todd [and] Joanne M. 
O’Haver. Boston, Cahners Books [1974] 
p. cm. ISBN 0-8436-2023-4 (Its Career: 
foodservice, VO-tech FS 19) (Cahners 
career education series) [TX943.S47 1974 
FS19] 641.2’2 74-13704 3.75 (pbk.) 

1. Food service. 2. Wine and wine making. 
I. Title. 

Prepared from C.LP. 


CLIFFORD, Martin, 1910- 643 
Security! How to protect yourself, your 
home, your office, and your car. New 
York, Drake Publishers [1974] p. ISBN 0- 
87749-600-5 [HV7431.C56] 73-18067 7.95; 
3.95 (pbk.). 


1. Crime prevention. 2. Industry—Security 
measures. I. Title. 
Prepared from C.I.P. 


SCHER, Les. 643 
Finding and buying your place in the 
country. Artwork by Roger Bayless. Text 
illus. by Carol Wilcox. New York, 
Macmillen [1974] xvi, 393 p. illus. 29 cm. 
[HD256.827] 72-12959 12.95; 6.96 (pbk.). 

Í Land—United States—Handbooks, 
manuals, etc. 2. Country homes—United 
States—Handbooks, manuals, etc. 3. Real 


estate business—United States— 
Handbooks, manuals, etc. I. Title. 
BAKER, Bill. 643.7 


House of ideas; creative interior designs. 


New York, Macmillan [1974] p. ISBN 0- 
02-506280-8 [TH4816.B33] FRI 1734 
14.95 


1. Dwellings—Remodeling. 2. Interior 
decoration. 3. House furnishings. I. Title. 
Prepared from C.I.P. 


UBELL, Alvin, 1933- 643.7 
Recipes for home repair [by] Alvin Ubell 
and Sam Bittman. [New York] 
Quadrangle/New York Times Book Co. 
[1974] p. cm. ISBN 0-8129-0473-7 
[TT151.U23 1974] 74-77938 8.95 

1. Repairing—Amateurs’ manuals. I. 
Bittman, Sam, 1943- joint author. II. Title. 
Prepared from C.I.P. 


VARNEY, Carleton. 645.3 
Carleton Varney decorates windows [by] 
Carleton B. Varney, Jr. New York, 
Meredith Corp. [1974] p. cm. ISBN 0- 
696-14500-6 [TX315.V37] 74-14807 8.95 
1. Interior decoration. 2. Windows. I. Title. 
Prepared from C.I.P. 


KRAMER, Jack, 1927- 645°.8 
Fences, walls, and hedges for privacy and 
security. Drawings by Adrian Martinez 
(unless otherwise noted) New York, 
Scribner [1974] p. ISBN 0-684-13891-3 
[TH4965.K7] 74-11055 6.95; 3.95 (pbk.) 

I. Fences. 2. Walls. 3. Hedges. I. Title. 
Prepared from C.I.P. 


SHELDEN, Martha Gene. 646.4304 
Design through draping. Illustrated by 
Laura Lathrop Haynie. 2d ed. Minneapolis, 


Burgess Pub. Co. [1974] vi, 138 p. illus. 28 ‘ 


cm. ISBN 0-8087-1906-8 Bibliography: p. 
130-131. [TT507.S53 1974] 74-78568 4.95 
(pbk.) 

1. Costume design. 2. Dressmaking— 
Pattern design. I. Title. 


BANE, Allyne. 646.45 
Tailoring. 3d ed. New York, McGraw-Hill 


[1974] xi, 538 p illus. 24 cm. 
[TT519.5.B36 1974] 74-5755 11.95 

1. Tailoring (Women’s) I. Title. 
»KROCHMAL, Arnold, 1919- 646.6°3 


The complete illustrated book of dyes from 
natural sources [by] Arnold and Connie 
Krochmal. [ist ed.] Garden City, N.Y., 
Doubleday, 1974. p. ISBN 0-385-05653-2 
;Bibliography: p. [TP919.K76] 73-9167 8.95 
tl. Dyes and dyeing. 2. Dye plants. L 
-Krochmal, Connie, joint author. IT, Title. 
Prepared from C.I.P. Pbk; 4.95, ISBN 0- 
~385-05656-7. 


CHASE, Deborah. 646.7°2 
The medically based no-nonsense beauty 
book. [1st ed.] New York, Knopf, 1974. p. 
cm. ISBN  0-394-48049-X [RA778.C38 
1974] 74-7728 8.95 

1. Beauty, Personal. 2. Women—RHealth 
and hygiene. 3. Cosmetics. I. Title. 
Prepared from C.I.P. 


NEUER, Kathleen. 647.9474 
The inn book; a field guide to old inns & 
good food in New York, New Jersey, 
Eastern Pennsylvania, Delaware, ard 
Western Connecticut. Drawings and maps 
by Edith Socolow. [lst ed.] Princeton, 
Pyne Press [1974] 193 p. illus. 23 cm. 
ISBN 0-87861-062-6 [TX907.N45] 73- 
91975 4.95 (pbk.) 

1. Restaurants, lunch rooms, etc.—Middle 
Atlantic States—Directories. 2. Hotels, 


taverns, etc.—Middle Atlantic States— 
Directories. I. Title. 

TOLF, Robert W. 647.95759 
Florida trends guide to Florida 


restaurants: West Coast/Central edition, by 
Robert W. Wolf. Tampa, Fla., Trerd 
House [1974] 107 p. illus. 22 cm. 
[TX907.T55 1974] 74-82452 1.95 (pbk.) 

i. Restaurants; lunch rooms, ete.— 
Florida—-Directories. I. Title. IL Titie: 
Florida restaurants. 


TOLF, Robert W. 647'.95759'3 
Florida trend’s guide to Florida 
restaurants: Gold Coast/Keys edition, by 


Robert W. Tolf. Tampa, Fla., Trend House 
[1974] 138 p. illus. 22 cm. [TX907.TS4 
1974] 74-82453 1.95 (pbk.). 

1. Restaurants, lunch rooms, etc.— 
Florida—Directories. 2. Restaurants, lunch 


rooms, etc.—Florida—Florida Keys— 
Directories. I. Title. If. Title: Florida 
restaurants. 

MILINAIRE, Caterine. 649 


Birth: facts and legends. Reviewed for 


‘medical accuracy by Joseph Berger. New 


York, Harmony Books [1974] xiv, 305 >. 
illus. 26 cm. Bibliography: p. 297-299. 
[RG525.M457 1974] 73-92289 9.95 

1. Prenatal care. 2. Childbirth. 3. Infants— 
Care and hygiene. I. Title. . 


HAYSTEAD, Wesley. 649.7 
You can’t begin too soon. Glendale, Calif., 
International Center for Learning [1974] 
130 p. illus. 20 cm. ISBN 0-8307-0281-4 
Bibliography: p. 129-130. [BV1475.8.H383] 
74-176193 2.25 (pbk.) 

i. Religious education of preschool 
children. 2. Children—Religious life. I. 
Title. 

Available from Regal Books. 


Business 650-659 i 


RAHE, Harves, 1914- 650’.07°2 
Index to research in business and office 
education, by Harves C. Rahe. New York, 
Gregg & Community College Division, 
McGraw-Hill [1974] . ISBN 0-07- 
051138-1 [HF1121.R33] 74-2547 7.50 

1. Business education—Research—Indexes. 
I. Title. 

Prepared from C.I.P. 


KOZOLL,; Charles E. 651.32 
Making it work: the secretary/boss team 
[by] Charles E. Kozoll. Atlanta, Avatar 
Press, 1974. 64 p. 28 cm. ISBN 0-914790- 
52-8 Bibliography: p. 63-64. [HF5547.K69] 
74-76071 1.95 (pbk.)} 

1. Office management. 2. Executives. 3. 
Secretaries. I. Title. 
Publisher's address: P.O. Box 7727, 
Atlanta, Ga. 30309. 


TURNER, David 

Reuben, 1915- 
Senior clerk-stenographer, by David R. 
Turner. [3d ed.] New York, Arco [1974] 
320 p. illus. 26 cm. ISBN 0-668-01797-X 
(Arco civil service test tutor) At head of 
title: The complete study guide for scoring 


6517374076 
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high. First ed. published in 1967 under 
title: Senior and supervising clerk- 
stenographer. [HF5547.T83 1974] 73- 
85513 6.00 (pbk.) 

1. Clerks—United States—Examinations, 
questions, etc. 2. Civil service—United 
States—Examinations. I. Title. 

Library binding 6.50; ISBN: 0-668-01798- 


BLACKBURN, Norma Davis. 651.3741 
Secretaryship. Pacific Palisades, Calif., 
Goodyear Pub. Co. [1974] xii, 387 p. illus. 
25 cm. ISBN 0-87620-837-5 Bibliography: 
p. [373]-374. [F5547. .5.B55] 73-83389 
10.95 

I. Secretaries—Handbooks, manuals, etc. I. 
Title. 


EASTON, Richard, 1936- 651.5 
Problem-oriented medical record concepts. 
New York, Appleton-Century-Crofts 
‘[1974] p. cm. ISBN  0-8385-7941-8 
Bibliography: p. [R864.E18] 74-11216 9.95 
1. Medical records. I. Title. 

Prepared from C.I.P. 


MAZUR, Wladyslaw Piotr, 
1921- : 

The problem-oriented system in the 

psychiatric hospital: a complete manual for 

mental health professionals [by] W. P. 

Mazur. [Garden Grove, Calif.] Trainex 

Press [1974, cl1973] p. cm. Bibliography: 

p. [RC439.M43 1974] 73-19626 7.95 

1. Psychiatric hospitals—Records. I. Title. 

Prepared from C.I.P. 


RYBACK, Ralph S. 651.5 
The problem oriented record in psychiatry 
and mental health care [by] Ralph S. 
Ryback. [New York] Grune & Stratton 
[1974] p. cm. ISBN  0-8089-0849-9 
bibliographical references. 
(RC469.R9] 74-11413 9.75 (pbk.) 
1. Psychiatry—Medical records. 2. Mental 
health services—Medical records. I. Title. 
Prepared from C.I.P. 


aes Thomas Johnston, 
45- 

Word processing, by Thomas J. Anderson 
and William R. Trotter. [New York] 
AMACOM [1974] p. cm. ISBN 0-8144- 
5356-2 Bibliography: p. [HF5547.5.A65] 
73-94097 19.95 

1. Word processing (Office practice) L 
Trotter, William R., joint author. II. Title. 
Prepared from CLP. 


651.5 


651.7 


KLEINSCHROD, Walter A. 651.7 
Word processing [by] Walter A. 
Kleinschrod. [New - York] AMACOM 


[1974] 30 p. illus. 28 cm. ISBN 0-8144- 
2167-9 (An AMA management briefing) 
Bibliography: p. 29. [HF5547.5.K54] 74- 
76257 7.50 

1. Word processing (Office practice) I. 


Title. II. Series: American Management 
Associations. An AMA management 
briefing. 


AWAD, Elias M. 651.8 
Business data processing [by] Elias M. 


Awad. 4th ed. Englewood Cliffs, N.J., 


Prentice-Hall [1974, c1975] p. ISBN 9-13- 
093864-5 Bibliography: p. [HF5548.2.A9 
1975] 74-11201 11.95 

1. Electronic data processing—Business. 2. 
Punched card systems. I. Title. 

Prepared from C.I.P. 


PEPE, Philip S. 652.3 
Personal typing 30 [by] Phillip S. Pepe 
New York, McGraw-Hill [1974] p. cm. 
First-4th editions published under title: 
Personal typing in 24 hours. A typing 
instruction book with drills designed to 


82 


improve accuracy and speed up to forty 
words a minute. [Z49.P45 1974] 73-18412 


. 5.95 


1. Typewriting. I. Title. If. Title: Personal 
typing 30. 
Prepared from C.I.P. 


GORDON, Myron J. 657 
Accounting; a management approach [by] 
Myron J. Gordon [and] Gordon 
Shillinglaw. 5th ed. Homewood, Ill., R. D. 
Irwin, 1974. xxiii, 831 p. illus. 24 cm. 
ISBN 0-256- 01542-2 (Willard J. Graham 
series in accounting) First ed. by R. H. 
Robnett, T. M. Hill, and J. A. Beckett; 2d 
ed. by T. M. Hill and M. Gordon. Includes 
bibliographical references. [HF5635.G6927 
1974] 74-75089 12.95 

1. Accounting. I. Shillinglaw, Gordon, joint 
author. I. Robnett, Ronald H. Accounting. 


SCHATTKE, Rudolph Walter, 
1931- 
Managerial accounting: concepts and uses 
[by] Rudolph W. Schattke, Howard G. 
Jensen [and] Virginia L. Bean. Boston, 
Allyn & Bacon [1974 p. cm. 
[HF5635.S3123] 74-10740 11.95 
i. Accounting. 2. Cost accounting. I. 
Jensen, Howard G., joint author. II. Bean, 
Virginia L., joint author. Il. Title. 
Prepared from C.I.P. 
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BUCKLEY, John W. 657.023 
The accounting profession [by] John W. 
Buckley and Marlene H. Buckley. Los 
Angeles, Melville Pub. Co. [1974] xvii, 209 
p. illus. 24 cm. ISBN 0-471-11610-6 
(Melville series on management, 
accounting, and information systems) 
Includes bibliographical references. 
(HF5629.B78] 74-8880 10.95 

1. Accounting as a profession. J. Buckley, 
Marlene H., 1938- joint author. IT. Title. 


WILLIAMS, Doyle Z. . 
Accounting education; a statistical survey, 
1972-73 [by] Doyle Z. Williams. New 
York, American Institute of Certified 
Public Accountants [1974] 60 p. 23 cm. 
Includes bibliographical references. 
[HF5630.W54] 74-176113 Gratis 

i. Accounting—Study and _ teaching— 
United States. I. ‘American Institute of 


` Certified Public Accountants. II. Title. 


MCRAE, Thomas W. 657.45 
Statistical sampling for audit and control 
[by] T. W. McRae. London, New York, 
Wiley [1974] p. cm. ISBN 0-471-58991-8 
”A Wiley-Interscience, publication.” 
Bibliography: p. [HF5667.MI8] 73-19329 
19.95 


i. Auditing. 2. Sampling (Statistics) 3. 
Accounting. I. Title. 
Prepared from C.I.P. 


HARMONIZATION of 658’.00942 
business practice in the Common Market: 
a guide to essential changes in U.K. 
procedures and training; edited by Douglas 
Tookey. Epping, Gower Press, 1973. xv, 
204 p. illus. 23 cm. ISBN 0-7161-0207-2 
(A Gower Press special study) Papers 
given at a seminar on business training for 
the Common Market organized by, the 
Institute of Export and the Export 
Research Group. Includes bibliographies 
and index. [HC241.25.G7H35] 73-169770 
1. European Economic Community—Great 
Britain. 2. European Economic Community 
countries—Commerce—Handbooks, 
manuals, etc. I. Tookey, Douglas, ed. I. 
Export Research Group. IIT. Institute of 
Export, London. 

Distributed by International Publications 
Service, New York, 16.50. 
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ELIASON, Alan L. 658.054 
Business computer systems and 
applications [by] Alan L. Eliason [and] 
Kent D. Kitts. Chicago, Science Research 
Associates [1974] xi, 335 p. illus. 23 cm. 
ISBN 0-574-18973-4 Bibliography: p. [321] 
-324. [HF5548.2.E424] 73-86146 6.95 

1. Electronic data processing—Business. 2. 
Electronic data processing—Accounting. I. 
Kitts, Kent L., joint author. II. Title. 


GILDERSLEEVE, Thomas 658.054 
Robert. 

Data processing project management [by] 

Thomas R. Gildersleeve. New York, Van 

Nostrand Reinhold Co. [1974] p. ISBN 0- 

442 233099 [HF5548.2.G53] 74-8029 

14.9 

L Electronic data processing 

departments—Management. I. Title. 

Prepared from C.I.P. 


WEAVER, Barbara N. 658’.05°4 
The corporate memory; a profitable and 
practical approach to information 
management and retention systems [by] 
Barbara N. Weaver [and] Wiley L. Bishop. 
New York, Wiley [1974] xiv, 257 p. illus. 
23 cm. ISBN 0-471-92323-0 (Wiley series 
on systems and controls for financial 
management) "A Wiley-Interscience 
publication.” Includes _ bibliographical 
references. [HF5548.2.W37] 74-7410 14.95 
1. Electronic data processing—Business. 2. 
Management information systems. I. 
Bishop, Wiley L., 1931- joint author. IT. 
Title. 


FRAME, Robert. 658.15 
Financial management; a multimedia 
program [by] Robert J. Frame [and] - 
Dudley W. Curry. Columbus, Ohio, Merrill 
[1974] 1 v. (various pagings) 24 cm. ISBN 
0673038326 [HF5550.F63] 73-89292 
11.95 . 


i. Finance. 2. Finance—Problems, 

exercises, etc. 3. Finance—Audio-visual 

food I. Curry, Dudley W., joint author. II. 
itle. 


WOODS, Donald R. 658.15 

Financial decision making in the process 

industry [by] Donald R. Woods. 

Englewood Cliffs, N.J., Prentice-Hall 

[1975, c1973] p. cm. ISBN 0-13-314849-1 

Pibliography: p. [HG4026.W65] 74-14570 
9 


i. Corporations—Finance. 2. Costs, 
Industrial. I. Title. 

Prepared from C.I.P. 

HANSSMANN, Fred. 658.1°527 


Operations research techniques for capital 
investment. Huntington, N.Y., R. E. 
Krieger Pub. Co., 1974 [c1968] p. cm. 
ISBN 0-88275-181-6 Reprint of the ed. 
published by Wiley, New York, with new 
pref. Bibliography: [HG4028.C4H3 1974] 
74-10988 12.95 

i. Capital investments—Mathematical 
models, 2. Operations research. I. Title. 
Prepay from C.I.P. 


HOLZMAN, Robert S. 658.1°53 
Dun & Bradstreet’s handbook of executive 
tax management [by] Robert S. Holzman. 
New York, Crowell [1974] 372 p. 26 cm. 
ISBN 0-690-00309-9 Includes 
bibliographical references. [KF6465.H62] 
73-15527 25.00 

I. Corporations—United States—Taxation. 
I. Dun and Bradstreet, inc. If. Title. HI. 
Title: .Handbook of executive tax 
management. i 


SLATER, S. D., 1927- 658.1°55 
The strategy of cash; a liquidity approach 
to maximizing the company’s profits [by] 


S. D. Slater. New York, Wiley [1974] p. 
cm. ISBN 0-471-79640-9 (Wiley series on 
systems and controls for financial 
management) "A Wiley-Interscience 
publication.” [HG4028. C45856 1974] 74- 
9811 15.95 

1. Corporations—Cash position. I. Title. 
Prepared from C.LP. 


BECKER, Charles H., 1923- 658.2 
Plant manager’s handbook [by] Charles H. 
Becker. Englewood Cliffs, N.J., Prentice- 
Hall [1974] p. cm. ISBN 0-13-680694-5 
Includes bibliographical references. 
[T5155.B39] 74-4451 24.95 

1. Production management. I. Title. 
Prepared from C.I.P. 


GLUECK, William F. 658.3 
Personnel: a diagnostic approach [by] 
William F. Glueck. Dallas, Business 
Publications, 1974. xvi, 712 p. illus. 24 cm. 
ISBN 0-256-01574-0 . Includes 
bibliographies, (HF5549.G58] 73-90604 
12.9 


J. Personnel management. I. Title. 


MARGERISON, Charles J. 658.3 
Planning for human resources; edited by 
Charles J. Margerison and David Ashton. 
[Harlow] Longman, 1974. xiv, 205 p. illus. 
24 cm. ISBN 0-582-45015-2 (Business 


strategy and planning) Includes 
bibliographical references „and index. 
[HF5549.M3174] 73-86114 ; 

1. Personnel management. I Ashton, 
David, joint author. II. Title. 

Distributed by Longman, New York, 
15.00. 

MCLARNEY, William J. 658.3°007'1 


Management practice and training; cases 
and principles [by] William M. Berliner 
[and] William J. McLarney. 6th sa 
Homewood, Ill, R. D. Irwin, 1974. 

746 p. illus. 24 cm. ISBN 0-256-01562-7 
Includes bibliographies. [HD31.M27 1974] 
74-75088 12.95 

1. Industrial management. 2. Personnel 
management Z. Berliner, William M. H. 
- Title. 


MACRURY, King, 1915- 658.3°02 
Developing. your "people potential’: key to 
success in supervisory management. West 
Nyack, N.Y., Parker Pub. Co. [1974] 218 
p. 24 cm. ISBN — 0-13-205484-1 
Bibliography: p. 217-218. [HF5549.M286] 
74-7318 8.95 

1. Supervision of employees. I. Title. 


THE Balancing act. 658.3171 
Quota hiring in higher education [by] 
George Roche. Black studies revisited [by] 
Alan Reynolds [and] Ernest Van den 
Haag. LaSalle, Ill., Open Court [1974] p. 
ISBN 0-87548-295-3 [LB2332.6.B34] 74- 
11131 4.95 

I. Faculty integration—United States. 2. 
Higher education and state—United States. 
3. Afro-American studies. I Roche, 
George Charles. Quota hiring in higher 
education. 1974, IT. Reynolds, Alan, 1942- 
Black studies revisited. 1974. 

Prepared from C.I.P. Pbk. 1.45, ISBN 0- 
87548-305-4. 


HORNER, John, 
1911- 

_ Studies in industrial democracy. London, 
Gollancz, 1974. 256 p. 23 cm. ISBN 0- 
575-01749-X Includes index. Bibliography: 
p. [245}-246. [HD5660. G7H67] 74-173832 

Employees’ representation in 
management—Great Britain. 2. Trade- 
unions—Great Britain. I. Title. 

Distributed by Verry; 12.50. 


658.317°42’0942 


CLELLAND, Rod, 
1916- 

The human side of hospital administration. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] 240 p. illus. 29 cm. ISBN 0-13- 
447599-2 Includes bibliographical 
references. [RA971.C59] 73-22297 22.95 - 

i. Hospitals—Administration. 2. 
Hospitals—Personnel management. I. Title. 


METZGER, Norman, 


658.3°7°36211 


658.373621 


1924- : 

Personne! administration in the health 
services industry: theory and practice. 
Flushing, N.Y., Spectrum Publications; 


[distributed by Halsted Press, New York, 
1974] p. cm. ISBN 0-470-59993-6 (Health 
systems management) Bibliography: p. 
lege M47] 74-13013 16.95 

Health facilities—Personnel 
pees L Title. 
Prepared from C.I.P. 


DAVIS, Raiph Currier, 1894- 658.4 
The principles of business organization and 
operation. 4th ed., 1937. Easton [Pa.] Hive 
Pub. Co., 1974 p. cm. ISBN 0-87960-019- 
5 (Hive management history series, no. 16) 
Reprint, with a new introd. and index, of 
the ed. published by H. L. Hedrick, 
Columbus; Ohio. [HD31.D3 1973] 72-9522 
23.7 

I. Industrial management. 2. Office 
management. I. Title. II. Title: Business 
organization and operation. 


EXECUTIVE ESP, 658.4 
by Douglas Dean [and others] Englewood 
Cliffs, N.J., Prentice-Hall [1974] viii, 290 
p. illus. 24 cm. ISBN  0-13-294181-3 
Bibliography: p. 268-284. [HD38.E93] 74- 
3042 7.95 

1. Management. 2. Extrasensory 
perception. 3. Decision-making. 4. Success. 
I. Dean, Douglas. 


HEIRARCHY [i.e. hierarchy] 658.4 
in organizations; [an international 
comparison, by] Arnold S. Tannenbaum 
{and others. Ist ed.] San Francisco, Jossey- 
Bass Publishers, 1974. xxiii, 248 p. 24 cm. 
ISBN 0-37589-219-1 (The Jossey-Bass 
behavioral science series) Bibliography: p. 
230-240. [HF5548.8.H37] 73-20963 12.50 
1. Psychology, Industrial—Case studies. 2. 
Organization—Case studies. 3. Authority— 
Case studies. I Tannenbaum, Arnold 
Sherwood, 1925- 
KAST, Fremont Ellsworth, 658.4 
1926- 
Organization and management: a systems 
approach [by] Fremont E. Kast [and] 
James E. Rosenzweig. 2d ed. New York, 
McGraw-Hill [1974] xiv, 655 p. illus. 24 
cm. ISBN 0-07-033350-5 (McGraw-Hill 
series in management) Bibliography: p. 
[626]-637. [HD31.K33 1974] 73-13550 
12.95; 3.95 (solutions manual). 
I. Organization. 2. Management. I. 


Rosenzweig, James Erwin, 1929- joint 
author. If. Title. ; 
LUNDGREN, Earl F. 658.4 


Organizational management: systems and 
process [by] Earl F. Lundgren. San 
Francisco, Canfield Press [1974] xvii, 461 
p. illus. 24 cm. ISBN 0-06-385355-8 
Includes bibliographies. [HD31.L78] 73- 
21940 10.50 

1. Industrial management. I. Title. 


RYAN, John Corboy, comp. 658.4 
Management and research management; a 
book of excerpts/articles [by] J. Corboy 
Ryan. Huntington, N.Y., R. E. Krieger 
Pub. Co. [1974] vi, 404 p. illus. 28 cm. 


» series: 


ISBN 0-88275-188-3 Bibliography: p. 404. 
[HD31.R93] 74-80851 12.50 (pbk.) 

L Management—Addresses, essays 
lectures. 2 Research, Industrial— 
Management—Addresses, essays, lectures. 
L Title. 


SWINTH, Robert L. 658.4 
Organizational systems for management: 
designing, planning, and implementation 
[by] Robert L. Swinth. [Columbus, Ohic, 
Grid, inc., 1974] 179 p. illus. 23 cm. ISBN 
0-88244-059-4 Includes bibliographies. 
[HD38.8848] 74-170403 5.50 

1. Management. 2. Organization. I. Title. 


DUERR, Michael G. 658.4007 
Are today’s schools preparing tomorrow's 
business leaders? A worldwide survey af 
chief executives, by Michael G. Duerr. 
[New York, Conference Board, 1974] ii, 30 
p. 28 cm. (Conference Board. Report nc. 
622) [HF1106.D83] 74-176105 10.00 
(pbk.) 

1. Business education. 2. Executives. 2. 
Management. I. Title. I. Series. 


RICHARDS, Max De Voe, 
1923- ed. 

Readings in management. [Edited by] Maz 
D. Richards [and] William A. Nielander. 
4th ed. Cincinnati, South-Western Pub. Co. 
[1974] ix, 732 p. illus. 24 cm. ISBN 0-538- 
07960-6 Includes bibliographies. 
[HD31.R49 1974] 73-82037 8.95 (pbk.) 

1. Industrial management—Addresses, 
essays, lectures. I Nielander, William 
Ahlers, 1901- joint ed. TI. Title. 


GRANICK, David. 658.4°00947 
Management of the industrial firm in the 
USSR; ` study in Soviet economic 
plaanig Westport, Conn., Greenwood 
Press [1974, c1954] p. cm. ISBN 0-8371- 
7555-0 Reprint of the ed. published by the 
Columbia University Press, New York, ir 
Studies of the Russian Institute. 
Columbia University. Bibliography: p. 
[HC335.G66 1974] 74-6752 15.00 

1. Industrial management—Russia. 2 
Russia—Industries. I Title. If. Series 
Columbia University. Russian Institute: 
Studies. 

Prepared from C.I.P. 


ENGLAND, George W. 658.4°00954 
The manager and the man; a cross-cultural 
study of personal values, by George W. 
England, O. P. Dhingra [and] Naresh C. 
Agarwal. [Kent, Ohio] Center for Business 
and Economic Research, Kent State 
University; distributed by the Kent State 
University Press [1974] p. cm. ISBN 0- 
87338-161-0 Bibliography: P- 
[HF5500:3.15E53] 74-11582 7.50 

i. Executives—India. 2. Executives. 3. 
Social values. I Dhingra, O. P, joint 
author. If, Agarwal, Naresh C, joint 
author. HL. Title. 

Prepared from C.LP. Pbk. 4.75; ISBN 0- 
87338-162-9. 


ALEXANDER, Milton 
Judson, 1926- 
Information systems analysis; theory and 
applications [by] M. J. Alexander. 
[Chicago] Science Research Associates 
[LT 424 p. illus. 25 cm. ISBN 0-574- 
9100-3 Includes bibliographical 
RAA [T58.6.A4] 73-89599 11.95 
A ene information systems. I. 
ttle. 


ALWAN, A. J. 658. 4°03 
Quantitative methods for decision making 
[by] A. J. Alwan [and] D. G. Parisi. 
Morristown, N.J., General Learning Press 
[1974] xiii, 542 p. illus. 24 cm. ISBN 0- 


658.4008 


658.403 
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b + 7 
382-18009-7. Includes bibliographical 
references. [HD69.D4A3 1974] 74-76517 
11.50 
1. Decision-making—Mathematical inodels, 
2. Statistical decision. I Parisi, Dominic 
G., joint author. II. Title. 


y 


ELDIN, Hamed Kamal, 658.403 
1924- 
information systems—a management 


science approach [by] Hamed Kamal Eldin 
and F. Max Croft. ist ed. New York, 
Petrocelli Books, 1974. ix, 267 p. illus. 25 
cm. ISBN 0-88405-050-5 Bibliography: p. 
242-260. [T58.6.E37] 73-20481 10.95 

i. Management information systems. I. 
Croft, F. Max, 1935- joint author. TE Title. 


- GEORGE, Frank Honywill. 658.403 
The anatomy of business; an introduction 
to business cybernetics and executive 
information systems [by] F. H. George. 
New York, Wiley [1974] p. ISBN 0-470- 
29625-9 ”A Halsted Press book.” 
Bibtosmnhy; p. [HF5548.2.C45] 74-8925 
.9 


1. Electronic data processing—Business. 2. 


Business. 3.° Management information 
systems. I, Title. 

Prepared from C.LP. 

MURDICK, Robert G. 658.403 
Information systems for modern 


management [by] Robert G. Murdick [and] 
Joel E. Ross. 2d ed. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. cm. ISBN 0- 
13-464602-9 Includes bibliographies. 
[HF5548.2.M84 1974] 74-8541 14.50 

1. Management information systems. 2. 
Electronic data processing—Business. I. 
Ross, Joel E., joint author. IT. Title. 
Prepared from C.I.P. 


HARRIS, Roy D. 658.4’034'02854 
Computer models in operations research: a 
computer-augmented system [by] Roy D.’ 
Harris, Michael J. Maggard [and] William 
G. Lesso. New York, Harper & Row 
[1974] p. cm. ISBN  0-06-042662-4 
[T57.6.H37] 74-243 7.95 (pbk.) - 

i. Electronic data processing—Operations 
research. I, Maggard, Michael J, joint 
author. I. Lesso, William G., 1931- joint 
author. III. Title. 

Prepared from C.I.P. 


TARRANT, John J. 658.4’07°133 
Getting fired: an American ordeal [by] 
John J. Tarrant. New York, Van Nostrand 
Reinhold [1974] p. cm. ISBN 0-442- 
08405-6 [HF5500.3.U54T37] 74-9908 9.95 
1. Executives, Dismissal of—United States. 
I. Title. ; 
Prepared from C.I.P. 


MAUDE, Barry. 658.45 
Practical communication for managers. 
[London] Longman [1974] v, 217 p. illus. 
21 cm. ISBN" 0-582-41047-9 Label 
mounted on t.p.: Distributed in the U.S.A. 
by Longman, Inc. .» New York, N.Y. 
Includes bibliographical references. 
(HF5718.M38] 73- 92008 9.00 (U.S.) 

1. Communication in management. I. Title. 
Pbk. 5.95; ISBN 0-582-41046-0. 


MARGERISON, Charles. 658.4751 
Managerial problem solving [by] Charles J. 
Margerison. London, New York, McGraw- 


Hill [1974] p. cm. ISBN oroe i 
(McGraw-Hill, European __ series 
management) . [HF5718.M37] 74- 10901 


J. Communication in management. 2. 
Meetings. 3. Problem solving. I. Title. 
Prepared from C.I.P. 
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KAUFMANN, Arthur C. 658.47 
Combating shoplifting, by Arthur C. 
Kaufmann. . New York, Operations 
Division, National Retail Merchants 


Association [1974] v, 72 p. illus. 22 cm. 
[HF5429.K416] 74-79186 7.50 

1. Retail trade—Security measures. 2. 
Shoplifting. I. Title. 


JOHNSON, Mina Marie, 1920- 658.5 
Records management; a collegiate course 
in filing systems and procedures [by] Mina 
M. Johnson [and} Norman F. Kallaus. 2d 
ed. Cincinnati, South-Western Pub. Co. 
[1974] v, 392 p. illus. 24 cm. ISBN 0-538- 


11670-6 Includes bibliographical 
references. [HF5736.J6 1974] 73-94385 
6.64 


i. Files and filing (Documents) 2. Business 


records. I. Kallaus, Norman Francis, 1924- 


joint author. If. Title. 


BAKER, Kenneth R., 1943- 658.571 
Introduction to sequencing and scheduling 
[by] Kenneth R. Baker. New York, Wiley 
[1974] p. cm. ISBN 0-471-04555-1 
Includes bibliographies. [TS157.5.B34] 74- 
8010 16.95 

1. Scheduling (Management) I Title. 
Prepared from C.I.P. 


GIST, Ronald R. 658.8 
Marketing and society; text and cases [by] 
Ronald R. Gist. 2d ed. Hinsdale, Ill, 
Dryden Press [1974] p. cm. ISBN 0-03- 
089227-9 {The Dryden Press marketing 
series) Includes , bibliographies. 
[HF5415.G545 1974] 73-14610 12.95 

1. Marketing. I. Title. a 
Prepared from C.I.P. 


GOBLE, Ross L., comp. 658.8 
Controversy and dialogue in marketing 
[compiled by] Ross L. Goble [and] Roy T. 
Shaw. Englewood Cliffs, N.J., Prentice- 
Hall [1974] p. cm. ISBN 0-13-172320-0 
Includes bibliographical references. 
(HF5415.G57] 74-8483 6.95 (pbk.). 

i. Marketing—Addresses, essays, lectures. 
2. Consumers—Addresses, essays, lectures. 
3. Marketing—Social aspects—Addresses, 
essays, lectures. I. Shaw, Roy Thomas, 
1916- joint comp. II. Title. 

Prepared from C.I.P. 


658.8 
The art of using science in marketing. New 
York, Harper & Row [1974] p. cm. ISBN 
0-06-045320-6 (Harper’s series in 
marketing management) Bibliography: p. 
[HF5415.R27] 73-19498 10.95 

1. Marketing. 2. Marketing research. 3. 
Product management. I. Title. 

Prepared from C.I.P. Pbk. 5.95; ISBN 0- 
06-045321-4. 


WEBSTER, Frederick E. 658.8 
Marketing for managers [by] Frederick E. 
Webster, Jr. New York, Harper & Row 
[1974] p. cm. ISBN 0-06-046971-4 
Bibliography: p. [HF5415.13.W37] 74- 
11180 12.95 

1. Marketing management. 2. Marketing. I. 
Title. 

Prepared from C.I.P. 


GIST, Ronald R., comp. 658.8°008 
Readings: marketing and society. Edited by 
Ronald R. Gist. 2d ed. Hinsdale, IIL, 
Dryden Press [1974] p. cm. ISBN 0-03- 
089427-1 (The Dryden Press marketing 
series) [HF5415.G546 1974] 73-19930 
3.95 

1. Marketing—Addresses, essays, lectures. 
I. Title. 

Prepared from C.I.P. 


DANE, Les. 


AMLAN BUR LU nee 


JOHNSON, Eugene M., 658.8°008 
comp. 

Readings in contemporary marketing 

{compiled by] Eugene M. Johnson, Ray S. 

House [and] Carl D. McDaniel. Hinsdale, 

Il., Dryden Press [1974] p. cm. 

[HF5415.3535] 73-19517 4.50 (pbk.) 

d. Marketing—Addrtesses, essays, lectures. 

I House, Ray S., joint comp. I. McDaniel, 

Carl D., joint comp. HI. Title. 

Prepared from C.I.P. 


BAILEY, Earl L., 658.8°00973 
- 1924- comp. 
Tomorrow's marketing; a symposium. 


Edited by Earl L. Bailey. [New York, 
Conference Board, 1974] iv, 65 p. 23 cm. 
(Conference Board. Report no. 623) 
"Selected presentations at recent marketing 
conferences of the Conference Board.” 
(HF5415.1.B34] 74-176137 5.00 (pbk.) 

1. Marketing—United States—Congresses. 
I. Conference Board. I. Title. II. Series. 


FERBER, Robert, 1922- 658.8°3 
Handbook of marketing research. Robert 
Ferber, editor-in-chief. New York, 
McGraw-Hill [1974] 1 v. (various pagings) 
illus. 23 cm. ISBN 0-07-020462-4 Includes 
bibliographies. [HF5415.2.F419] 73-12967 
34.50 


L Marketing 
manuals, etc. I. Title. 


SHETH, Jagdish N. 658.8734 
Models of buyer behavior: conceptual, 
quantitative, and empirical [edited by] 
Jagdish N. Sheth. New York, Harper & 
Row [1974] p. cm. ISBN 0-06- 046092-X 
(Series in marketing management) 
Bibliography: p. [HF5415.3.852] 74-6119 


research—Handbooks, 


1. Consumers—Addresses, essays, lectures. 
2. Consumers—Mathematical _models— 
Addresses, essays, lectures. 3. Market 
segmentation—Addresses, essays, lectures. 
I. Title. 

Prepared from C.I.P. 


THORELLI, Hans Birger, 
1921- 

The information seekers; an international , 

study of consumer information and 

advertising image, by Hans B. Thorelli, 


658.8734 


Helmut Becker [and] Jack Engledow. 
Cambridge, Mass., Ballinger Pub. Co. 
[1974] p. cm. ISBN 0-88410-265-3 


”Published in cooperation with Consumer 
Research Institute.” Bibliography: p. 
[HC110.C6T47] 74-9635 15.00 

Consumers—United States. 2. 
Consumers—Germany (Federal Republic, 
1949- ) 3. Consumer education—United 
States. 4. Consumer education—Germany 
(Federal Republic, 1949- ) 5. Advertising. 
I Becker, Helmut, 1937- joint author. I. 
Engledow, Jack, joint author. IIT. Title. 
Prepared from C.I.P. 


WELLER, Don G. 658.8734 
Who buys; a study of the consumer [by] 
Don G. Weller. London, Pitman, 1974. ix, 
222 p. 22 cm. ISBN 0-273-31705-9 
Includes index. f[HF5415.3.W44] . 74- 
169336 

1. Consumers. 2. Marketing research. L 
Title. 

Distributed by Pitman, New York for 7.95. 


FROST & Sullivan, 658.8386153 
inc., New York. 

Narcotics identification kits market. New 

York, 1974. v, 113 1 29 cm. [RM315.F76 

1974] 74-174986 445.00 

1. Narcotics—Identification. I. Title. 


658.85 
Amateurs don’t make a dime selling 


hardgoods; 14 steps to big money success. 
West Nyack, N.Y., Parker Pub. Co. [1974] 
p. ISBN 0-13-024216-0 [HF5438.D2359] 
74-9706 7.95 

1. Salesmen and salesmanship. I. Title. 
Prepared from C.I.P. 


MCCALL, Chester H. 658.85 
How to use showmanship to multiply 
success at every step in selling [by] 
Chester H. McCall, Sr. Englewood Cliffs, 
N.J., Executive Reports Corp. [1974] 1 v. 
(various pagings) cm. ISBN 0-13- 
437061-9 [HF5438. MOI 74-7416 34.50 
1 Salesmen and salesmanship. I. Title. 


GARRISON, William E. 658.89°7455 
Selling your handcrafts [by] William E. 
Garrison. [lst ed.] Radnor, Pa., Chilton 
Book Co. [1974] 
6042-8 [HF5439.H27G37 1974] 74-16304 
1. Salesmen and salesmanship —Handicraft. 
T. Title. 

Prepared from C.I.P. Pbk: 4.95; ISBN 0- 
8019-6044-4. 


BEHRENS, ‘Robert 
H., 1931- 

Commercial problem loans; how to 
identify, supervise, and collect the problem 
loan, by Robert H. Behrens. Boston, 


658'.91°3321753 


Bankers Pub. Co. [1974] p. cm. ISBN 0- | 


87267-021-X (Bank study series) 
Bibliography: p. [HG1641. B44 7174-13733 
18.00 (pbk.) 


1. Bank loans. 2. Collecting of accounts. 3. 
Credit management. I. Title. 
Prepared from C.I.P. 


URBAN Land 658’.91°33333 
Institute. 
Managing a successful community 


association; a special report. Washington, 
Published jointly by the Urban Land 
Institute [and] the Community 
Associations Institute [1974] 69 p. illus. 28 
em. [HD7287.67.USU7 1974] 73- 93987 
12.50 (pbk.) 

1. Condominium (Housing)—Unitéd States. 
2. Housing, Cooperative—United States. 3. 
Housing management. I. Community 
Associations Institute. If. Title. 


HARTOGS, Nelly. 658’.91°3621 
Boards of directors; a study of current 
practices in board management and board 
operations in voluntary hospital, health, 
and welfare organizations [by] Nelly 
Hartogs [and] Joseph Weber. Dobbs Ferry, 
N.Y., Oceana Publications, 1974. xxxviii, 
266 p. illus. 26 cm. ISBN 0-379-00275-2 
”Sponsored by the Greater New York 
Fund, inc.” Bibliography: p. 203-222. 
PREG 1974] 74-8586 15.00 (lib. 


g.). 
i. Social work administration. 2. Social 
service. 3. Associations, institutions, etc. I. 
Weber, Joseph, 1926- joint author. II. 
Greater New York Fund. III. Title. 


MOQUILEAN; Florence 658’.91°36216 


Fundamentals of nursing home 
administration [by] Florence L. McQuillan. 
2d ed. Philadelphia, Saunders, 1974. xiii, 
403 p. illus. 25 cm. ISBN 0-7216-5971-3 
Includes bibliographies. [RA997.M3 1974] 
73-89186 12.75 

I. Nursing homes—Administration. T. 


Title. I. Title: Nursing home 

administration: 

SCHNEEWEISS, 658’.91'3626116 
Stephen M. 


Nursing home administration. Edited by 
Stephen M. Schneeweiss and Stanley W. 
Davis. Baltimore, University Park Press 


p. cm. ISBN 0-8019- ` 


[1974] -p. -om. [RA997:836] :74-13498 
12.5 

1 Nursing homes—Administration. I. 
Davis, Stanley W., joint author. IT. Title. 
Prepared from C.LP. 


ADAMS, Thomas 658’.91'364 
Francis, 1927- 

Criminal justice organization and 
management [by] Thomas F. Adams, 


Gerald Buck, and Don Hallstrom. Pacific 
Palisades, Calif., Goodyear Pub. Co. [1974] 
xii, 413 p. illus. 25 cm. ISBN 0-87620-181- 
8 Bibliography: p. 401-404. [KF9223.A925] 
73-83390 10 

I. Criminal justice, Administration of— 
United States. I Buck, Gerald, 1938- Joint 
author. II. Hallstrom, Don, 1937- joint 
author. ITI, Title. 


DECISION Sciences in 658’.91°378 
Academic Administration Conference, 
Kent State University, 1973. 

Deciston models in academic 

administration; [papers] edited by Albert 

C. Heinlein. Kent, Ohio, Decision Science 

Institute, Kent State University; distributed 


by Kent State University Press [1974] p. ` 


cm. ISBN 0-87338-167-X Sponsored by 
the Decision Science Institute. Includes 


bibliographies. [LB2806.D37 1973] 74- 
11585 7.50 

1- Decision making in school 
management—Mathematical models— 


Congresses. 2. School management and 
organization—Mathematical models— 
Congresses. I. Heinlein, Albert C., 1924- 
ed. II, Ohio. State University, Kent. 
Decision Science Institute. II- Title. 
Prepared from C.I.P. Pbk. 4.75; ISBN 0- 
87338-168-8. 


HARMON, Charlotte. 658°.91°381 
How to make money selling at flea 
markets and antique fairs; a step-by-step 
guide to establishing a profitable small 
business of Ga own. New York, Pilot 
Books, 1974. p. cm. ISBN 0-87576-048-1 
[HF5482. H37] 74-14686 2.00 (pbk.) 

1. Secondhand trade. 2. Salesmen and 
salesmanship. 3. Self-employed. I. Title. 
Prepared from C.I.P. 


BARRETT, Jean, 

1903- 
The head nurse: her leadership role byl 
Jean Barrett, Barbara A. Gessner [and 
Charlene Phelps. 3d ed. New York, 
Appleton-Century-Crofts [1974] p. cm. 
ISBN 0-8385-3651-4 Includes 
bibliographies; [RT89.B29 1974] 74-10700 
12. 


658°.91°61073 


J. Nursing service administration. I. 
Gessner, Barbara A., joint author. IL 
Phelps, Charlene, joint author. ITE. Title. 
Prepared from C.LP. 


PRICE, Marjorie, 658’.91°61073 
1929- 


Nursing management: a programmed text 


[by] Marjorie Price, Phyllis Franck [and] 
Shirley Veith. New York, Springer Pub. 
“Co. [1974] p. cm. ISBN 0-8261-1660-4 
, Bibliography: p. [RT89.P75] 74-13978 4.95 
` b. 7 . r 


i. Nursing service administration— 
Programmed instruction. I. Franck, Phyllis, 
1928- joint author. H. Veith, Shirley, 1928- 
joint author. IIT. Title. 

Prepared from C.I.P. 


GENFAN, Herb. 658’.91'745531 
How to start your craft business, by Herb 
Genfan and Lyn Taetzsch. New York, 
Watson-Guptill Publications [1974] p. cm. 
ISBN  0-8230-2470-9 Bibliography: p. 
[HD2341.G45 1974] 74-9817 7.95 

i. Handicratt—Handbooks, manuals, etc. 2. 


ov 
Small business Handbooks, manuals, etc. 
I. Taetzsch, Lyn, joint author. II. Title. 


- Prepared from C.I.P. 


FROST & Sullivan, 
inc., New York. 
The advertising services market in the 
USA. New York, 1974. x, 188, 6, 6, p. 
illus. 29 cm. [HF5813. U6F76 1974] 74- 

174468 445.00 

1. Advertising—-United States. 2. 
Aaver agencies—United States. I. 
ttle. 


659.1°0973 


CAPLES, John. 659.132 
Tested advertising methods. 4th ed. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN  0-13-906909-7 
[HF5823.C18 1974] 74-8627 9.95 

I. Advertising. I. Title. 

Prepared from C.I.P. 


GREENE, Ray J. 659.1'9°33333 
How to double the payoff from your real 
estate advertising; the master treasury of 
ready-to-use ads and ad techniques to sell, 
rent, or list any kind of property [by] Ray 
. Greene. Englewood iffs, dep 
Executive Reports Corp. [1974] 1 v. 
(various pagings) illus. 30 cm. ISBN 0-13- 
405548-9 [HF6161.R3G74] 74-9646 79.50 
L pore = Real estate business. I. 
ttle. 


BARMASH,, Isadore. 659.2 
The world is full of it New York, 
Delacorte Press [1974] p. ISBN 0-440- 
09726-6 [HN90.M3B37] 73-13632 7.95 

J. Mass media—Social aspects—United 
States. 2 United States—Social 
conditions—-1960- 3. Advertising—United 
States. I. Title. 

Prepared from C.I.P. 


HOLLAHAN, John R., 660.044 
Techniques and applications of plasma 
chemistry. Edited by John R. Hollahan 
[and] Alexis T. Bell. New York, Wiley 
[1974] p. ISBN 0-471-40628-7 “A Wiley- 


Interscience publication.” Includes 
bibliographies; [TP156.P5H64] 74-5122 
0 

L Plasma chemist- valet 
applications. I. Bell, Alexis T., 1942- joint 
author. IT. Title. ; 

Prepared from C.I.P. 

ENGINEERING Foundation 660.63 


Conference on Enzyme Engineering, 2d, 
Henniker, N.H., 1973. 
Enzyme engineering; [papers] Edited by E. 
Kendall Pye and Lemuel B. Wingard. New 
York, Plenum Press [1974] p. cm. ISBN 
0-306-35282-6 Called volume 2 in 
continuation of a volume with the same 
title published in 1972, which contains the 
papers of the lst Engineering Foundation 
Conference on Enzyme Engineering. 
[TP248.E5E53 1973] 74-13768 27.50 
1. Enzymes—Industrial — applications— 
Congresses. I. Pye, E. Kendall, ed. IL. 
Wingard, L., ed. III. Title. 
Prepared from C.I.P. 


GUTCHO, Sidney. 661°.8 
Microbial’ enzyme production [by] Sidney 
J. Gutcho. Park Ridge, N.J., Noyes Data 
Corp., 1974. x, 272 p. illus. 25 cm. ISBN 
0-8155-0532-9 (Chemical technology 
review, no. 28) [TP248.E5G87] 74-76120 
36.00 

1. Enzymes—Patents. 2. Microbiological 
synthesis—Patents. I. Title. II Series. 


85 


DUMAS, Theodore. 661°.804 
Oxidation of petrochemicals: chemistry 
and technology [by] Theodore Dumas 
fand] Walter Bulani. New York, Wiley 
[1974] p. cm. ISBN 0-470-22480-0 "A 
Halsted Press book.” Includes 
bibliographical references. [TP690.45.D85] 
74-11232 18.75 


I. Oxidation. 2. Petroleum chemicals. I., 


Bulani, Walter, joint author. IT. Title. 
Prepared from C.I.P. 


GUTCHO, M. - 6647.06 
Food acid manufacture: recent 
developments [by] A. A. Lawrence. Park 
Ridge, N.J., Noyes Data Corp., 1974. xi, 
302 p. illus. 25 cm. ISBN 0-8155-0531-0 


(Chemical technology review no. 31) 
[TP456.A2G87] 74-75899 36.00 s 
l, Acids, Organic—Patents. 2. Food 


industry and trade—Patents. I. Title. II. 
Series, 


KARMAS, Endel. . 
Sausage casing technology. Park Ridge,. 
N.J., Noyes Data Corp., 1974. x, 367 p. 
illus. 25 cm. ISBN 0-8155- 0534-5 (Food 
technology review no. 14) [TS1974.S3K37] 
75-185163 36.00 

` 1. Sausage casings—Patents. I. Title. H. 
Series. 


- RIESENFELD, Fred C. 665’.7 
Gas purification [by] Fred C. Riesenfeld 
and Arthur L. Kohl. 2d ed. Houston, Gulf 
Pub. Co. [1974] xi, 760 p. illus. 24 cm. 
ISBN 0-87201-311-1 First ed. by A. L. 
Kohl and F. C. Riesenfeld. Includes 
bibliographical references. [TP754.R53 
13741 72-93692 35.00 

. Gases—Purification. I Kohl, Arthur L., 
pes author. IT. Title. 


COAL gasification; ~ 665’.772 
a symposium sponsored by the Division of 
Fuel Chemistry at the 165th méeting -of 
the American Chemical Society, Dallas, 
Texas, April 9-10, 1973. Lester G. Massey, 
‘editor. Washington, American Chemical: 
Society, 1974. x, 266 p. illus. 24 cm. ISBN 
0-8412-0195-1 (Advances in chemistry‘ 
series, 131) Includes bibliographical 
references. [QD1.A355 no. 131] [TP759] 
74-78009 14.50 

1. ` Coal _— gasification—Congresses. L. 
Massey, Lester G, ed. American 
Chemical Society. Hf. American Chemical 
Society. Division of Fuel Chemistry. IV. 
Title. V. Series. 


MOORE, Marilyn. 667.26 
The encyclopedia of natural ae New 
York, Drake Publishers [1974] p. cm. 
ISBN Eee ae 9 [TP909.M77] .74- 
6101 9.9 

i. Dyes. and dyeing, Domestic. 2. Dye 
plants. I. Title. 

Prepared from C.I.P. 


JAMES, Ronald W. 667.30272 
Printing and dyeing of fabrics and plastics 


[by] Ronald W. James. Park Ridge, N.J., - 


Noyes Data Corp., 1974. x, 275 p. illus. 25 
cm. ISBN 0-8155-0533-7 (Chemical 
technology review no. 29) [TP904.J35] 74- 
75901 36.00 

d. Dyes and dyeing—Textile fi bers, 
Synthetic—Patents. 2. Textile printing— ` 
Patents. 3. Printing on plastics—Patents. I. 
Title. IT. Series. 


SCANNING electron 668.4°022'2 
microscopy of polymers and coatings, II; 
symposium held at the 165th National 
Meeting of the American Chemical 
Society, Dallas, Texas, April 8-13, 1973. 
Editor: L. H. Princen. New York, Wiley 
_ [1974] vii, 204 p. illus. 26 cm. (Applied 


86. 


664’.92: 


. ADVANCES in processing and 
- Rousseau, 


+70) 


ISBN 0-8230-7130-8 


polymer symposia, no. 23) "An 
Interscience publication.” “Sponsored by 
the Division of Organic Coatings and 
Plastics Chemistry, American Chemical 
Society.” Includes bibliographical 
references. [TP1140.S34] 74-172758 10.00. 
1. Plastics—Congresses. 2. Polymers and 
polymerization—Congresses. -3. Protective 
coatings—-Congresses. 4. Scanning electron 
microscope—Congresses. I. Princen, L. H., 
1930- ed. II. American Chemical Society. 
Ill. American Chemical Society. Division 
of Organic Coatings and Plastics 
Chemistry. IV. Title. V. Series. 


ZINNGRABE, Claude J. 671 
Sheet metal hand processes [by] Claude J. 
Zinngrabe [and] Fred W. Schumacher. 
Albany, N.Y., Delmar Publishers [1974] vi, 


. 209 p. illus. 26 cm. (Delmar sheet metal 


technology series) [1S250.Z57] 73-2159 
5.00 (pbk.). 1.00 (instructor’s manual), © 

1. Sheet-metal work. I. Schumacher, Fred 
W., joint author. IT. Title. 


674.8 
utilization of forest products [by] R. L. 
Andersen [and others] Ronald W. 
editor. New York, American 
Institute of Chemical Engineers, 1974. p. 
cm. (AIChE symposium series, no. 139, v. 
”The papers in this book were 
` presented at the Seventy-seventh National 
Meeting of the American Institute of 
Chemical Engineers in New Orleans in 
1973 or the Fourth Joint Chemical 
Engineering Conference in Vancouver, 
1973.” Includes bibliographical references. 
(TS1171.A33] 74-16236 15.00 

1. Wood-pulp industry—Congresses. 2. 
Wood-using industries—Coneresses. I. 
. Andersen, R. L. I. Rousseau, Ronald W., 


1943-. ed. III. Series: American Institute of. 


Chemical Engineers. AIChE symposium 
series, no. 139. 
Prepared from C.I.P. 


SHOSHKES, Lila, 1926- 677.643 
: Contract carpeting; a critical guide to 
‘specifications and performance for 
architects and designers. New York, 
Whitney Library of Design [1974] p. cm. 
Bibliography: p. 
(TS1775.847] 74-13568 18.50 

1. Carpets. I. Title. ` 

Prepared from C.I.P.. 


WOOD, Edward J. 681°.113 
Curiosities of clocks and watches from the 
earliest times.. London, R. Bentley, 1866. 
Detroit, Gale Research Co., 1974. p. cm. 
ISBN 0-8103-3984-6 [TS545.W66 1974] 
70-174149 15.00 

1. Clocks and watches. I. Title. 

Prepared from C.LP. 


HOOPES, Penrose 

Robinson, 1892- 
Connecticut clockmakers of the eighteenth 
century [by] Penrose R. Hoopes. 2d ed. 


681’.133°0922 B 


.New York, Dover Publications [1974] 182 


p. illus. 24 cm. ISBN 0-486-22922-* 

Bibliography: p. 169-171. [TS543.U6H6 

1974] 72-93610 3.00 (pbk.}. 

1. Clock and watch makers—Connecticut. 

A a and watch making—Connecticut. 
Title. 


DYKE, Samuel E. > 683.43 
Thoughts on the American flintlock pistol, 
by S. E. Dyke. York, Pa.,,G. Shumway 
[1974] 61 p. illus. 28 cm. ISBN 0-87387- 
070-0 (Longrifle series) [TS532.4.D93] 74- 
174994 5.00 (pbk.). 

1. Pistols—United States—Collectors ard 
collecting. I. Title.. 


HASLUCK, Paul Nooncree, 683:8 
1854-1931, ed. 

Tinplate work. With numerous engraving 

and diagrams. Philadelphia, D. McKay, 

1908. Detroit, Gale Research Co., 1974. 

p. ISBN 0-8103-4032-1 Original ed. issued 

in series: Work” handbooks. [TS600.H3 

1974] 78-181801 11.00 

1. Tinsmithing. 2. Tin plate. I. Title. 

Prepared from C.I.P. . 


TELLER, Raphael. 684’.08 
Woodworking: a basic manual. [tst ed.] 
Boston, Little, Brown [1974] p. cm: ISBN 
0-316-83655-9 (The Crafts series) 
[TT185.T35] 74-8319 7.95 
i. Woodwork—Amateurs’ 
Title. 

Prepared from C.I.P. we 


WAGNER, Willis H. 684.08 
Modern woodworking; tools, materials, and 


manuals. I. 


-procedures, by Willis H. Wagner. South 


Holland, Ill, Goodheart-Willcox Co. 
[1974] p. ISBN 0-87006-180-1 
Bibliography: p. [TT185.W32 1974] 74- 
8878 8.95 

1. Woodwork (Manual training) [ Title. 
Prepared: from C.I.P. 


LASSON, Robert, 1922- 684.082 
If I had a hammer: woodworking with 
seven everyday tools. Photos. by Jeff 
Murphy. New York, Dutton [1974] p. cm. 
ISBN 0-525-32532-8 Text and photographs 
introduce seven hand tools and give 
instructions for six woodworking projects 
using them. [TT185.L33] 74-6457 5.95 

i. Woodwork—Juvenile literature. I. 
Murphy, Jeff, illus. II. Title. $ 
Prepared from C.I.P. 


HAND, Jackson. 684.1°043 
How to do your own wood finishing. New 
York, Barnes & Noble [1974, c1967] ‘vii, 
162 p. illus. 21 cm. ISBN 0-06-463353-5 
( Popular Science Skill book) 
(TT325. H321 2.50 (pbk.) 

1. Wood finishing. I. Title. 

L.C. card number for original edition: 67- 
10842. 


DAL Fabbro, Mario, 1913- 684.16 
How to make built-in furniture. 2d ed. 
New York, McGraw-Hill [1974] p. cm. 
ISBN 0-07-015181-4 [1T197.5.B8D34 
1974] 74-6265 8.50 i 
1. Built-in furniture. I Title. 
Prepared from C.I.P. 


SMITH, Philip, 1928- 686.3. 
New directions in bookbinding. New York, 
Van Nostrand Reinhold [1975] p. ISBN 
0-442-27788-1 Bibliography: p. [Z266.S6] 
74-5943 25.00 

1. Bookbinding. I. Title. 

Prepared from C.I.P. 


O’BRIEN, James Jerome, 
1929- 

Construction inspection handbook [by] 

James J. O’Brien. Fred C. Kreitzberg, 

technical editor. Rita F. Gibson, editorial 

assistant. New: York, Van Nostrand 

Reinhold Co. [1974] x, 494 p. illus. 22 cm. 


690.2 


ISBN 0-442-26258-2 Includes 
bibliographical references. [TH439.027] 
74-1019 17.95 

i. Building inspection—Handbooks, 


manuals, etc. I. Title. 


DIETZ, Albert George Henry, 
1908- 

Dwelling house construction fey] Albert G. 

H. Dietz. 4th ed., rev. Cambridge, Mass., 

MIT Press [1974] p. cm. ISBN 0-262- 

04044-1 [TH4811.D5 1974] 73-22321 

15.00 - 


690.8 


1. House construction. I. Title. 
Prepared from C.I.P. 


BRANN, Donald R. 690°.8°64 
How to transform a garage into living 
space, by Donald R. Brann. Rev. ed. 
Briarcliff Manor, N.Y., Directions 
Simplified, 1974. 128 p. illus. 23 cm. (Easi- 
bild home improvement library, 684) (Easi- 
bild simplified directions) [TH4812.B7 
1974] 74-171921 2.00 (pbk.) 

1. House construction. 2. Garages. I. Title. 


‘BUILDING Research ` 691 
Establishment. 

Building materials; essential data from the 

Building Research Establishment. Boston, 

Cahners Books [1974?] viii, 240 p. illus. 31 

em. ISBN 0-85200-060-X At head of title: 

BRE digests. Includes bibliographical 

references. [TA403.4.B84 1974] 74-175005 

17.50 ; 

L Building materials—Handbooks, 
manuals, etc. I Building Research 
Establishment. Building Research 
Establishment digest. IT. Title. 


HUNTINGTON, Whitney Clark, 
1887- 

Building ‘construction; materials and types 

of construction [by] Whitney Clark 

Huntington [and] Robert E. Mickadeit. 4th 

ed. New York, Wiley [1974] p. cm. ISBN 

0-471-42215-0 Includes bibliographical 

references. [TH145.H8 1974] 74-2474 

14.95 

i. Building. 2. Building materiais. I. 

Mickadeit, Robert E., 1923- joint author. 

IT. Title. 

Prepared from C.I.P. 


GUTHRIE, Kenneth M., 1922- 692'.5 
Work items for construction estimating, 
edited by Kenneth M. Guthrie. Solana 
Beach, Calif., Craftsman Book Co. of 
America [1974] p. cm. ISBN 0-910460- 
11-6 [TH435.G78] 74-14822 20.00 

` 1. Building—Estimates. I. Title. 

Prepared from C.I.P. : 


GILBRETH, Frank Bunker, 
1868-1924. 

Bricklaying system. Easton, Pa., Hive Pub. 
Co. [1974, c1909] p. cm. ISBN .0-87960- 
034-9 (Management history series, no. 31) 
Reprint of the ed. published by M. C. 
Clark Pub. Co., New York. [TH5501.G5 
1974] 74-14805 23. 75 

1. Bricklaying. I. Title. 

Prepared from C.I.P. 


BRIGHTMAN, Robert. 694 
The home owner handbook of carpentry 
and woodworking. Illustrated by He 
Clark. New York, Bounty Books [1974] 
126 p. illus. 29 cm. ISBN 0-517-51443-5 
(TH5607.B74] 74-77430 2.98 

i. Carpentry. 2. Woodwork. I. Title. 


691 


693.2°1 


LOVE, T. W. 694.6 
Construction manual: finish carpentry, by 
T. W. Love. Los EA Craftsman Book 
Co. of America [1974] p. cm. ISBN 0- 
910460-08-6 [TH5604.L59] 74-12339 4.75 
i. Carpentry—Handbooks, manuals, etc. 2. 
Woodwork—Handbooks, manuals, etc. I. 
Title. IL Title: Finish carpentry. 

Prepared from C.I.P. 


BUILDING Research 
Establishment. 

Services and -environmental engineering; 
essential data from the Building Research 
Establishment. Boston, Cahners Books 
[19747] viii, 244 p. illus. 31 cm. ISBN 0- 
85200-062-8 At head of title: BRE digests. 
Includes bibliographical references. 
[TH153.B83 1974] 74-174991 17.50 


696’.08 


l. Building. 2. Environmental engineering 


(Buildings) I Building Research 
Establishment. Building Research 
Establiskment digest. II. Title. 

GLADSTONE, John. 697.9°3 


Air conditioning testing and balancing; a 
field practice manual. New York, Van 
Nostrand Reinhold [1974] viii, 110 p. illus. 
17 cm. ISBN 0-442-22703-5 Bibliography: 
p. 87-88. [TH7687.7.G57] 74-8163 7.95- 


l. Air  conditioning—Equipment and 
supplies—Testing—Handbooks, manuals, 
etc. I. Title. 

700 THE ARTS : 

GATHERINGS in honor of 700 


Dorothy E. Miner. Edited by Ursula E. 
McCracken, Lilian M. C. Randali [and] 
Richard H. Randall, Jr. Baltimore, Walters 
Art Gallery [1974] xviii, 353 p. illus. 29 
em. [N7442.2.M563] 74-170951 36.00 

1. Miner, Dorothy Eugenia. 2. Art— 
Addresses, essays, lectures. I Miner, 
Dorothy Eugenia. II. McCracken, Ursula 
E., ed. II. Randall, Lilian M. C, ed. IV. 
Randall, Richard H., ed. V. Walters Art 
Gallery, Baltimore. i 


LINN, Charles F. 700. PS1 
The golden mean; mathematics and the 
fine arts [by] Charles F. Linn. [1st ed.] 
Garden City, N.Y., Doubleday [1974] xvii, 
131 p. ilius. 25 cm. Say 0-385-04110-1 


Bibliography: [121]-123. 
[NX180. M33L56] 73- [5480 4.95 

1. Arts—Mathematics. I. Title. 

Library binding 5.70. 

MCCAVLEY, Carole 700’.28'54 


Computers and creativity. New York, 
Praeger [1974] p. cm. ISBN 0-275- 25850- 
5 Bibliography: p. A brief history of 
computers and the people involved in their 
development and a discussion of the 
computer’s past and potential use in 
creating music, literature, and other artistic 
works. [NX458.M32] 73-21346 5.95 

1. Electronic data processing—Arts. I. 
Title. 

Prepared from C.I.P. 


PRICE, Christine, 1928- 700’.966 
Made in West Africa. Illustrated with 
photos. and drawings. New York, Dutton 
[1974] p. cm. ISBN 0-525-34400-4 
Discusses the influences of African 
customs, history, and geography upon art 
in West Africa. Includes dress, textiles, 
jewelry, metal sculpture, carving, masks, 
and pottery. [NX589.P54] 74-4202 6.95 

1. Negro arts—Africa, West—Juvenile 
literature. I. Title. 

Prepared from C.I.P. 


MARCOUSE, Renee. 701 
Using objects: visual awareness and visual 
learning. New York, Van Nostrand 
Reinhold [1974] p. cm. ISBN 0-442- 
30022-0 Includes bibliographical 
ae [N7430.5.M29] 74-4036 4.95 


A yeva perception. 2. Visual education. I. 
dle. 
Prepared from C.LP. 


SCHORR, Justin, 1928- 701.1 
Toward the transformation of art 
Rutherford, Fairleigh Dickinson University 
Press [1974] p. cm. ISBN 0-8386-1382-9 
Bibliography: p. [NX458.S36] 73-8298 6.50 
J. Arts, Modern—20th century. 2. 
Aesthetics, Modern—20th century. 3. Arts 
and society. I. Title. 

Prepared from C.I.P. 


MYERS, Bernard Samuel, 1908- 703 
Dictionary of 20th century art, edited by 
Bernard S. Myers and Shirley D. Myers. 
New York, McGraw-Hill [1974] p. cm. 
ISBN 0-07-044220-7 Based on the 
McGraw-Hill dictionary of art. Includes 


bibliographies. [N6490.M89] 74-4200 
10.00 
L. Art, Modern-——20th century— 


Dictionaries. 2.  Art—Dictionaries. F 
Myers, Shirley D., joint author. IT. Title. 
Prepared from C.I.P. 


BAINTON, Roland 
Herbert, 1894-. 
Behold the Christ [by] Roland H. Bainton, 
assisted by Sumathi Devasahayam. [Ist 
ed.} New York, Harper & Row [1974] 224 


704.948'5 


‘p. illus. 26 cm. ISBN 0-06-060352-6 "A 


Collins Associates book.” Bibliography: > 
223-224. [N8050.B287] 73-18678 10.00 

1. Jesus Christ—Art. 2. Jesus Christ— 
Biography. I. Devasahayam, Sumathi, joint 
author. IT. Title. 


WATERS, Clara Erskine 
Clement, 1834-1916. 
Saints in art. Boston, L. C. Page. Detroit, 
Gale Research Co., 1974 [c1899] 428 p. 
illus. 18 cm. ISBN 0-8103-3030-X Original 
ed. issued in series: Art lovers’ series. 

[N8080.W32 1974] 77-89303 14.00 
i. Christian saints—Art. I. Title. II. Series: 
Art lovers’ series. 


704.948°6 


WALKER, John, 
Dec.24,1906- 
National Gallery of Art, Washington, D.C. 
New York, H. N. Abrams [1975] p. cm. 
ISBN 0-8109-0336-9 [N856.W33 1975] 

74-10716 25.00 

I. United States. National Gallery of Art. 
2. Paintings—Washington, D.C. I. Title. 
Prepared from C.I.P. 


GOLDWATER, Robert John, 1907- 709 
1973, ed. and tr. 

Artists on art, from the XIV to the XX 
century. Compiled and edited by Robert 
Goldwater and Marco Treves. [3d. ed.] 
New York, Pantheon Books [1974, c1945] 
xii, 499 p. illus. 21 cm. ISBN 0-394-70900- 
4 Bibliography: p. 480-488. [N7452.G64 
1974] 74-176211 5.95 

I. Art—Addresses, essays, lectures. Č 
Treves,: Marco, joint ed. and tr. II. Title. 


708.153 


HEWLETT-WOODMERE Public 709 
Library. 
Index to art reproductions in books. 


Compiled by the professional staff of the 
Hewlett-Woodmere Public Library under 
the direction of Elizabeth W. Thomson. 
Metuchen, N.J., Scarecrow Press, 1974. 
xii, 178 p. 22 cm. ISBN 0-8108-0711-4 
Includes bibliographical references. 
[N7525.H48 1974] 74-1286 12.50 
Z: Pictures—Indexes. L 
Elizabeth W. IT. Title. 


VAN LOON, Hendrik Willem, 
1882-1944. 

The arts, written and illustrated by 

Hendrik . Willem Van Loon. new, 

updated version. New York, Liveright, 

1974. xxv, 681 p. illus. 22 cm. ISBN 0- 

87140-579-2 [NX440.V33 1974] 73-9313¢ 

9.95 

1. Arts—History. I. Title. 


GEBHARD, David. 709°.01'109701 
Indian art of the northern plains. An 
exhibition organized by David Gebhard. 
The Art Galleries, University of California, 
Santa Barbara, April 9 through May 12, 
1974. [Santa Barbara, University of 
California, 1974] 99 p. illus. 22 om. 


Thomson. 


70¢ 


87 


Bibliography: p. 84-98. [E78.G73G42] 73- 
620186 5.50 (pbk.). 

i. Indians of North America—Great 
Plains—Art—Exhibitions. I. California. 
University, Santa Barbara. Art Galleries. 
II. Title. 


KANDINSKY, Wassily, 1866- 
1944, ed. 

The Blaue Reiter almanac. Edited by 
Wassily Kandinsky and Franz Marc. New 
documentary ed. Edited and with an 
introd. by Klaus Lankheit. New York, 
Viking Press [1974] 296 p. illus. 22 cm. 
ISBN 0-670-17355-X (The Documents of 
20th-century art) Translation of Der Blaue 
Reiter. Bibliography: p. 283-292. 
[N6490.K2913 1974] 75-170678 15.00 

i. Blauer Reiter. 2. Art, Modern—20th 
century—Addresses, essays, lectures. I. 
Marc, Franz, 1880-1916, joint author. II. 
Lankheit, Klaus, joint ed. III. Title. 


KRANZ, Stewart. 709.04 
Science and technology in the arts: a tour 
of the realm of science/art. Edited by 
Margaret Holton. Interviewed by Elizabeth 
S. Fowler, Jr. Designed by Lorraine 
Hohman, Myron Hall III [and] Jean King. 
New York, Van Nostrand Reinhold Co. 
[1974] p. cm. ISBN 0-442-24532-7 
Bibliography: p. [NX180.S3K72] 78- 
167830 40.00 

1. Science and the arts. 2. Technology and 
the arts. I. Title. 

Prepared from C.I.P. 


SCHWARTZ, Barry N. 709.04 
The new humanism; art in a time of 
change [by] Barry Schwartz. New York, 
Praeger Publishers [1974] p. cm. ISBN 0- 
275-46640-0 Bibliography: p. 
[N6490.S334] 72-88674 17.50 
1. Art, Modern—20th 
Humanism in art. I. Title. 
Prepared from C.I.P. 


THE Hirshhorn 709’.04’0740153 
Museum and Sculpture Garden, 
Smithsonian Institution. Foreword by S. 
Dillon Ripley. Introd. by Abram Lerner. 
Texts by Linda Nochlin [and others] New 
York, H. N. Abrams [1974] p. ISBN 0- 
8109-0165-X Includes bibliographies. 
[N6487.W3J664 1974] 74-5454 40.00 

i. Joseph H. Hirshhorn Museum and 
Sculpture Garden. 2. Art, Modern—20th 
century— Washington, D.C.—Catalogs. I. 
Nochlin, Linda. 

Prepared from C.I.P. 


POLLITT, Jerry Jordan. 709.38 
The ancient view of Greek art: cricitism, 
history, and terminology [by] J. J. Pollitt. 
New Haven, Yale University Press, 1974. 
xiv, 464 p. 25 cm. ISBN 0-300-01597-6 
(Yale publications in the history of art, 25) 
Includes bibliographical teferences. 
_[N7476.P64] 73-86915 25.00 

1. Art criticism—Greece. 2. Art criticism— 
Terminology. 3. Classical languages— 
Semantics. I. Title. II Series. 


MILLER, Robert William, 
1922- 

Wallace-Homestead oriental primer, by 
Robert W. Miller. Des Moines, Wallace- 
Homestead Book Co. [1974] 135 p. illus. 
(part col.) 29 cm. On spine: Oriental 
primer. [NK1037.M47] 74-175878 9.95 

i. Art objects, Oriental—Catalogs. 2. Art 
industries and trade, Oriental—Catalogs. I. 
Title. II. Title: Oriental primer. 


AFRICAN images; 709°.6 
essays in African iconology. Edited by 
Daniel F. McCall [and] Edna G. Bay. New 
York, [Published by] Africana Pub. Co., for 


88 


709°.04 


century. 2. 


709.5 


the African Studies Center, Boston 
University [1974] p. cm. ISBN 0-8419- 
0147-3 (Boston University papers on 
Africa, v. 6) Includes bibliographical 
references. [DT1.B6 vol. 6] [N7398] 74- 
12204 25.00 

1. Art, African. 2. Art, Primitive—Africa, 
West. I. McCall, Daniel F, ed. II Bay, 
Edna G., ed. II. Boston University. 
African Studies Center. IV. Series: Boston 
University. African Studies Center. Papers 
on Africa, V. 

Prepared from C.I.P. Dist. by Holmes & 
Meier, New York. 


PHIPPS, Frances, 1924- 709.73 
The collector’s ‘complete dictionary of 
American antiques. [lst ed.] Garden City, 
N.Y., Doubleday, 1974. xv, 640 p. illus. 27 
cm. ISBN 0-385-03337-0 [NK805.P52] 72- 
97257 25.00 

1. Art objects, American—Dictionaries. 2. 
Art objects—Collectors and collecting. £. 
Title. 

MADDEN, Betty I., 1915- 709°.773 
Art, crafts, and architecture in early 
Illinois [by] Betty I. Madden. Urbane, 
Published for the Illinois State Museum 0 
the University of Illinois Press [1974] 
cm. ISBN 0-252-00391-8 [N6530. 14M33] 
73-22468 22.50 

1. Art—Illinois—History. 2. Architecture— 
Illinois—History. 3. linois—Industries— 


History. I. Illinois. State Museum, 
Springfield. IT. Title. 
Prepared from C.I.P. 
KNOWLES, Ralph L. 711.55 


Energy and form; an ecological approach 
to urban growth [by] Ralph L. Knowles. 
Cambridge, Mass., MIT Press [1974] p. 
cm. ISBN 0-262-11050-4 Bibliography: p. 
[NA2750.K56] 74-3003 20.00 


1. Architectural design. 2. Energy 
conservation. I. Title. 
Prepared from C.I.P. 
MUSCHAMP, Herbert M. 720 


File under architecture [by] Herbert M. 
Muschamp. [Cambridge, Mass. MIT Press 
[1974] p. cm. ISBN 0-262-13110-2 
[NA2500.M83] 74-3297 7.95 

1. Architecture. I. Title. 

Prepared from C.I.P. 


WILSON, Forrest, 1918- 720°.9 
A history of architecture on the disparative 
method, with apologies to Sir Banister 
Fletcher (all eighteen editions) New York, 
Van Nostrand Reinhold [1974] p. cm. 
ISBN 0-442-29544-8 [NA2599. W54] 74- 
11594 2.50 (pbk.) 

L. Architecture—History—Anecdotes, 
facetiae, satire, etc. I. Title. 

Prepared from C.I.P. 


UNSAL, Behcet. 720°.949671 
Turkish Islamic architecture in Seljuk and 
Ottoman times, 1071-1923. 
Academy Editions; New York, St. Martin’s 
Press [1973, i.1974] vi, 116 p., [48] p. 


plates., illus., map. 25 cm. Bibliography: p. 
95-96. [NA1465.U53 1973] 74-175906 
12.50 (U.S.) 


1. Architecture—Turkey. 2. Architecture, 
Islamic—Turkey. I. Title. 


KIDNEY, Walter C. 720.973 
The architecture of choice: Eclecticism in 
America, 1880-1930 [by] Walter C. 
Kidney. New York, G. Braziller [1974] 
viii, 178 p. illus. 27 cm. ISBN 0-8076- 
0730-4 Includes bibliographical references. 
[NA710.5.E25K52 1974] 73-88044 12.50 
i. Eclecticism in architecture—United 
States. 2. Architecture, Modern—19ľth 
century—United States. I. Title. 


Londen, - 


ROBINSON, Willard 720.9764 
Bethurem, 1935- 

Texas public buildings of the nineteenth 
century. Photos. by Todd Webb. Text by 
Willard B. Robinson. Foreword by Drury 
Blakeley Alexander. Austin, Published for 
the Amon Carter Museum of Western Art 
by University of Texas Press [1974] p. 
cm. ISBN 0-292-78006-0 (The Texas 
architectural survey, publication no. 2) 
Bibliography: p. [NA730.T5R62] 74-578 
20.00 


1. Architecture—Texas. 2. Architecture, 
Modern—19th century—Texas. 3. Texas— 
Public buildings. I. Webb, Todd, illus. II. 
Title. IIT. Series. 

Prepared from C.I.P. 


SMITHSON, Alison Margaret. 724.9 
Without rhetoric; — an architectural 
aesthetic, 1955-1972 [by] Alison & Peter 
Smithson. Cambridge, Mass., M.I.T. Press 
(1974, c1973] 97 p. illus. 22 cm. ISBN 0- 
262-19119-9 [NA680.S59 1974] 73-11737 
6.95 

1. Architecture, Modern—20th century. 2. 
Form (Aesthetics) 3. Architecture— 
Details. I. Smithson, Peter, joint author. II. 
Title. 


MYLLER, Rolf. 728 
From idea into house. written and 
illustrated by Rolf Myller. New York, 


Atheneum, 1974. p. cm. ISBN 0-689- 
30144-8 Describes the process of building 
a house including buying the land, drawing 
up plans, and the actual construction. 
[NA7120.M95] 73-84832 6.95 

i. Architecture, Domestic—Designs and 
plans—Juvenile literature. 2. House 
construction—Juvenile literature. I. Title. 
Prepared from C.I.P. 


AMERY, Colin, comp. 728°.0942 
Period houses and their details. [Edited by] 
Colin Amery. New York, Whitney Library 
of Design [1975, i.e.1974] p. cm. ISBN 0- 
8230-7418-8 A selection of articles first 
published in the Architectural review. 
[NA2840.A45] 74-13337 22.50 

I. Architecture—Details. 2. Architecture— 
England. 3. Architecture—Conservation 
and restoration. ‘I. The Architectural 
review. If. Title. 

Prepared from C.I.P. Dist. by Watson- 
Guptill. 


CURRENT, William. 728.0973 
Greene & Greene; architects in the 
residential style. Photos. by William R. 
Current. Text by Karen Current. Fort 
Worth [Tex.] Amon Carter Museum of 
vere Art fee 128 p. illus. 24 x 28 
SBN 0-88360-005-6 
[NA737. 673087] 74-76989 15.00 
1. Greene & Greene. 2. Architecture, 
Domestic—United States. JI. Current, 
Karen. 


LEVENSON, Jordan. 729.28 
Underlying concepts of room lighting for 
the intelligent layman. Los Angeles, 
Levenson Press [1974] 44 1. illus. 28 cm. 
ISBN 0-914442-04-X Includes 
bibliographical references. [TK4255.L48] 
74-80732 11.50 

1. Dwellings—Lighting. I. Title. 


MANZU, Giacomo, 
1908- 

Giacomo Manzu. Text by Mario De 
Micheli. New York, H. N. Abrams [1974] 
ISBN 0-8109-0261-3 Translated from the 
Italian. Bibliography: is 
[NB623.M24M513] 73-14796 35.00 

i. Manzu, Giacomo, 1908- I. Micheli, 
Mario de. 


730°.92'4 B 


OCTOBER 31,1974 


SEYMOUR, Charles, 1912- 730°.92°4 
Michelangelo’s David: a search for 
identity. New York, Norton [1974, c1967] 
p. ISBN 0-393-00735-9 Reprint of the ed. 
published by University of Pittsburgh 
Press, Pittsburgh, in series: A. W. Mellon 
studies in the humanities. Includes 
bibliographical references. [NB623.B9S49 
1974] 74-10608 2.95 (pbk.) 

1. Buonarroti, Michel Angelo, 1475-1564. 
David. I. Title. IL Series: A. W. Mellon 
studies in the humanities. 

Prepared from C.I.P. 


TIREL, Marcelle. 730°.9274 
The last years of Rodin. Translated by R. 
Francis. Pref. by Judith Cladel. New York, 
R. M. McBride, 1925. New York, Haskell 
House [1974] p. cm. ISBN 0-8383-1945-9 
Translation of Rodin intime: ou, L'envers 
d'une gloire. [NB553.R7T52 1974] 74- 
16282 12.95 (lib. bdg.) 

1 Rodin, Auguste, 1840-1917. I. Title. 
Prepared from C.I.P. 


KELLY, James J. 731.4 
The sculptural idea, by James J. Kelly. 2d 
ed. Minneapolis, Burgess Pub. Co. [1974] 
xiv, 186 p. illus. 26 cm. cages 0-8087- 
1112-1 Bibliography: p. 183-186. 
[NB198.K4 1974] 74 74- 77079 5.00 (pbk.) 

1. Sculpture—Technique. 2. Sculpture, 
Modern—20th century. I. Title. 


HAWKINSON, John, 1912- 731.4°2 
A ball of clay. Chicago, A. Whitman 
para p. cm. ISBN 0-8075-0557-9 
Collect, print, and paint series) Introduces 
clay as an art medium with information on 
how to find.it in nature, prepare it for 
handling, and use it to create a variety of 
non-permanent projects. [TT916.H38] 73- 
13350 3.95 

1. Modeling—Juvenile literature. I. Title. 
Prepared from C.I.P. 


POUNTNEY, Kate. 731.55 
Make a mobile. New York, S. G. Phillips 
[1974] p- ISBN 0-87599-206-4 
nstructions for making progressively more 
difficult mobiles including moving toys, 
simple mobiles, and balanced mobiles. 
[TT910.P68] 74-9824 6.95 

1. Mobiles (Sculpture)—Juvenile literature. 
t. Title. 

Prepared from C.I.P. 


TAGLIAFERRI, Aldo. 732’.2'0966 
Fabulous ancestors; stone carvings from 
Sierra Leone & Guinea [by] Aldo 
Tagliaferri [and] Arno Hammacher. New 
York, Africana Pub. Co. [1974] 195 p. 80 
plates. 25 cm. ISBN  0-8419-0120-1 
Bibliography: p. 30-31. 
74-76797 18.00 

1. Sculpture, Primitive—Sierra Leone. 2. 
Sculpture—Sierra Leone. 3. Sculpture, 
Primitive—Guinea. 4. Sculpture—Guinea. 
5. Idols and images. I. Hammacher, Arno, 
Joint author. II. Title. 


CHICHURA, Diane B., 1932- 735.29 
Super sculpture; using Science, technology, 
and natural phenomena in sculpture [by] 
Diane B. Chichura [and] Thelma K. 
Stevens. New York, Van Nostrand 
Reinhold [1974] p. ISBN 0-442-21542-8 
Pibliography: p. [NB1272.C49] 73-16703 


[NB1099.S5T33] 


1. Kinetic sculpture. I. Stevens, Thelma K., 
1932- joint author. II. Title. 
Prepared from C.I.P. 


SINKANKAS, John. "736.2028 
Gemstone and mineral data book; a 
compilation of data, recipes, formulas, and 
instructions for the mineralogist, 
gemologist, lapidary, jeweler, craftsman, 


and collector. New York, Collier Books 
[1974, c1972] p. cm. ISBN 0-02-094100-5 
Reprint of the ed. published by Winchester 
Press, New York. [TS752.5.856 1974] 74- 
14786 3.95 (pbk.) - 

1. Gem cutting—Handbooks, manuals, etc. 


2. Mineralogy—Handbooks, manuals, ete. 


I. Title. 
Prepared from C.I.P. 


FLORY, M. A. 736°.7 
A book about fans; the history of fans and 
fan-painting, by M. A. Flory, with a 
chapter on fan-collecting by Mary 
Cadwalader Jones. New York, Macmillan. 
Detroit, Gale Research Co., 1974 [c1895] 
xiii, 141 p. illus. 22 cm. ISBN 0-8103- 
4049-6 [NK4870.F5 1974] 72-174940 
11.00 

1. Fans. 2. Fan painting. I. Jones, Mary 
Cadwalader Rawle, 1850-1935. II. Title. 


HASKINS, James, 1941- 736.94 
Snow sculpture and ice carving, by Jim 
Haskins. New York, Collier Books eel 
p. ISBN 0-02-548880-5 [NB1270.S55H37 
72-20992 3.95 (pbk.) 

1. Snow sculpture. 2. Ice carving. I. Title. 
Prepared from C.I.P. 


HOCH, A. D., comp. 737.2 
Canadian tokens and medals; an anthology 
edited by A. D. Hoch. Lawrence, Mass., 
Quarterman Publications [1974] ix, 333 p. 
illus. 24 cm. ISBN 0-88000-028-7 
(Gleanings from the Numismatist, v. 4) 
”Originally published between 1895 and 
1968 in the Numismatist. [CJ1866.H6] 73- 
93473 20.00 

1. Numismatics—Canada—A ddresses, 
essays, lectures. I. The Numismatist. H. 
Title. HI. Series. 


*GUIDE book of United 737.4 
States Coins. 

The 28th rev. ed., 1975, by R. S. Yeoman 
is now available from Western Pub., 
Racine, Wisc. for 3.00 (pbk.) ISBN 0-307- 
09051-5. L.C. card no.: 47-22284. 


ANGUS, Ian. 737.409 
Fell’s guide to coins and money tokens of 
the world. New York, F. Fell Publishers 
{1974, c1973] 128 p. illus. 27 cm. ISBN 0- 
8119-0237-4 First published in 1973 under 
title: Coins and mone tokens. 
Bibliography: p. 125. [CJ89.A54 1974] 74- 
75383 8.95 

1. Numismatics—Collectors and collecting. 
2. Tokens. I. Title. If. Title: Guide to coins 
and money tokens of the world. 


MILLS, Brad. 737.4'°9°73 
The official guide to coin collecting. [New 
York, House of Collectibles, 1974] 192 p. 
illus. 19 cm. ISBN  0-87637-238-8 
[CJ1832.M5] 73-93248 2.95 

1. Coins, American. 2. Numismatics— 
Collectors and collecting. I. Title. II. Title: 
Coin collecting. 


MARIS, Edward. 737.49749 
The coins of New Jersey. Lawrence, Mass., 
Quarterman Publications [1974] viii, 21 p. 
plates. 42 cm. ISBN 0-88000-038-4 
Reprint of the 1881 ed. printed by W. K. 
Bellows, Philadelphia under title: A 
historic sketch of the coins of New Jersey, 
with a new foreword and price guide. 
[CJ1848.N5M3 1881a] 74-76492 30.00 

i. Coins, American—New Jersey. I. Title. 


BAGG, Graham W. 738.1 
Pottery techniques on and off the wheel, 
by Graham W. Bagg. New York, Van 
Nostrand Reinhold Co. [1974] p. cm. 
ISBN 0-442-30023-9 [TT920.B33] 73- 
16698 7.95 
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1. Pottery craft. I. Title. 
Prepared from C.I.P. 


SANDERS, Herbert H. 738.1 
How to make pottery, by Herbert H. 
Sanders. New York, Watson-Guptill 
Publications [1974] 143 p. illus. 28 cm 
ISBN 0-8230-2420-2 First ed. published in 
1953 under title: Sunset ceramics book; 2d 
ed. published in 1964 under title: How to 
make pottery and ceramic sculpture. 
Bibliography: p. 140. [TT920.S26 1974] 
73-20020 10.00 

1. Pottery craft. I. Title. 


HAMER, Frank. 738.1°03 
The potter’s dictionary of materials and 
techniques. New York, Watson-Guptill 
Publications [1974] p. cm. ISBN 0-8230- 
4210-3 Bibliography: p. [TT919.5.H35 
1974] 74-703 12.50 

1. Pottery craft—Dictionaries. 2. Ceramic 
materials—Dictionaries. I. Title. 

Prepared from C.I.P. 


FRASER, Harry, 1937- 738.173 
Electric kilns. American ed. edited by 
Sarah Bodine. New York, Watson-Guptill 
Publications [1974] p. cm. ISBN 0-8230- 
1610-2 London ed. published in 1969 
under title: Kilns and kiln firing for the 
ae potter. [TP841.F7 1974] 73-22046 
1. Electric kilns. 2. Pottery. I. Title. 
Prepared from C.I.P. 


MISEREZ-SHIRA, Georges. 738.1°5 
The art of painting on porcelain. Radnor, 
Pa., Chilton Book Co. [1974] p. cm. ISBN 
0-8019-6155-6 Translation of Peinture sur 


righ (NK4605.M5413] 74-6404 
1. ‘China painting. I. Title. 

Prepared from C.I.P. 

WILLS, Geoffrey. 738.8 


Candlesticks. fist American ed.] New 
York, C. N. Potter; distributed by Crown 
Publishers {1974] 120 p. illus. (part col.) 
29 cm. ISBN 0-517-51414-1 Bibliography: 
Po [NK3685.W54 1974] 73-88646 
1. Candlesticks. 


PERRY, Evan. 739.075 
Collecting antique metalware. Garden City, 
N.Y., Doubleday [1974] 191 p. illus. (part 
col.) 27 cm. ISBN 0-385-05197-2 
Bibliography: p. 187. [NK6404.P47] 73- 
19293 14.95 


i. Art metal-work—Collectors and 
collecting. I. Title. 
EL Dorado, 739.2°27801 


the gold of ancient Colombia from El 
Museo del Oro, Banco de la Republica, 
Bogota, Colombia; an exhibition organized 
by the Center for Inter-American Relations 
and the American Federation of Arts. 
[New York, Center for Inter-American 
Relations, 1974] 150 p) illus. 27 cm. 
Includes catalog of the exhibition held at 
the Center in New York in the spring of 
1974 and in major museums of the United 
States. and Canada. Includes bibliographies. 
[F2270.1.G57E4] 74-175969 8.00 (pbk.) 

1. Indians of South America—Colombia— 
Goldsmithing—Exhibitions. 2. Indians of 
South America—Colombia—Art— 
Exhibitions. I. Banco de Ia Republica, 
Bogota. Museo de Oro. I. Center for 
Inter-American Relations. HI. American 
Federation of Arts. 


SERVEN, James 739.7°4'0978 
Edsall, 1899- 
Conquering the frontiers; stories of 


American pioneers and the guns which 
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helped them establish a new life, by James 
E. Serven. fist ed. La Habra, Calif. 
Foundation Press [1974] 256 p. illus. 29 
cm. [F591.847] 74-75583 19.95 

I. The West--History. 2. Northwest, 
Canadian- eae 3. Firearms—History. 
. Title. 


SEARLE, Ronald, 1920- 741.5942 
Dick Deadeye [by] Ronald Searle and 
Gilbert & Sullivan. New York, Harcourt 
Brace Jovanovich [1974] p. cm. Based on 
an animated motion picture for which 
Searle produced artwork for Gilbert and 
Sullivan characters. [NC1766.G72842] 74- 
8141 7.95 

1. Searle, Ronald, 1920- I. Gibert, William 
Schwenck, Sir, 1836-1911. If. Sullivan, 
Arthur Seymour, Sir, 1842-1900. TII. Title. 
Prepared from C.I.P. 


TRUDEAU, G. B., 1948- 741.5°973 
Guilty, guilty, guilty! By G. B. Trudeau. 
{lst ed.] New York,’ Holt, Rinehart and 
Winston [1974] 1 v. (unpaged) illus. 21 
cm. ISBN  0-03-012511-1 (His A 
Doonesbury book) [PN6728.D65T73 1974] 
73-15162 1.95 (pbk.) 

L Title. 


PIERPONT Morgan Library, 
New York. 

Drawings. New York [1974] xxx, 103 p. 

50 plates. 30 cm. ISBN 0-87598-044-9 (Its 


741.94 


Major acquisitions, 1924-1974) 
i 1974] 73-92928 8.00 
bk. 


1. Pierpont Morgan Library, New York. 2. 
career York (City)—-Catalogs. J. 
Ytle. 


NEW York 741.9°44’07401471 
Ciy). Metropolitan Museum of Modern 


ior to Matisse: drawing in France; 
selections from the collection of the 
Museum of Modern Art. Edited by 
William S. Lieberman. New York, [1974] 
103 p. illus. 19 x 21 cm. ISBN 0-87070- 
589-X Catalog of an exhibition held at the 
Museum of Modern Art, New York. 
[NC246.N48 1974] 73-91049 3.95 (pbk.) 

1l. Drawings, French—Exhibitions. J. 
A ie William Slattery, 1924- ed. II. 
Ttle. 


BACOU, Roseline. 741.9°45 
Italian Renaissance drawings from the 
Musee du Louvre, Paris: Roman, Tuscan, 
and Emilian Schools, 1500-1575. (Catalog 
of an exhibition] the Metropolitan Museum 
of Art, October 11, 1974-January 5, 1975. 
[New York, Metropolitan Museum of Art, 
1974] p cm. ISBN 0-87099-094-2 
”Catalogue notices by Roseline Bacou and 
Francoise Viatte.” Includes bibliographies. 
[NC255.B32] 74-12141 3.50 (pbk.). 

i. Drawings, lItalian—Exhibitions. 2. 
Drawings, Renaissance—Exhibitions. I. 
Viatte, Francoise, joint author. If. Paris. 
Musee national du Louvre. II. New York 
(Ciy). Metropolitan Museum of Art. IV. 

itle. 
Prepared from C.I.P. 


VAN ESS, Warren A., 
1935- 

A world of his own; the artwork of Warren 

A. Van Ess. Grand Rapids, W. B. 

Eerdmans Pub. Co. [1974] p. ISBN 0- 

eae (NC139.V36A57] 74-4372 
0 

1. Van Ess, Warren A., 1935- I. Title. 

Prepared from C.I.P. 


GRAVES, Douglas R. 
Drawing portraits, by Douglas R. Graves. 
New York, Watson-Guptill Publications 


741.9°73 


90 


1437.4 


o 


ISBN 0-8230-1430-4 
(NC773.G72] 74-9718 


[1974] p cm. 
Bibliography: p. 
13.50 


1. Portrait drawing. I. Title. 
Prepared from C.I.P. 


ZAIDENBERG, Arthur, 1903- 743.4 
Drawing the figure from top to toe. New 
York, Funk & Wagnalls [1974] xiv, 153 p. 
illus. 27 cm. ISBN 0-308-10107-3 
[NC760.Z3 1974] 73-21206 3.50 (pbk.) 

1. Human figure in art. I. Title. 


ZAIDENBERG, Arthur, 1903- 743.6 
Drawing all animals. New York, Funk & 
Wagnalls [1974] 160 p. illus. 27 cm. ISBN 
0-308-10108-1 [NC780.Z312 1974] 73- 
21205 3.50 (pbk.) 

i. Animal painting and illustration. I. Title. 


SHEAKS, Barclay. 743’.8'3€ 
Drawing and painting the natural 
environment. Worcester, Mass., Davis 


Publications [1974] 135 p. illus. (part col.) 
26 cm. ISBN 0-87192-060-3 [NC790.S45] 
74-78390 10.95 

J. Landscape drawing. 2. Landscape 
painting. I. Title. 


JACOPETTI, Alexandra. 745.0973 
Native funk & flash; an emerging folk art. 
Text by Alexandra Jacopetti. Photos. by 
Jerry Wainwright. [San Francisco] 
Scrimshaw Press, 1974. p. ISBN 0- 
912020-37-7 [NK789.J32 1974] 74-7073 
12.95 

1. Folk art. I Wainwright, Jerry, 1926- 
illus. IT. Title. 

Prepared from C.I.P. Pbk. 7.95, ISBN © 
912020-38-5. 


THE Mickey Mouse make-it 745.5 
book. New York, Random House [1974] 
p. cm. ISBN 0-394-82555-1 (Disney’s 
wonderful world of reading) Easy-to-read, 
step-by-step indtructions for ten things to 
make and do with rubber bands, soda pop 
cans, aluminum foil, crayons, scissors and 
other common items. [TT160.M47] 74- 
5241 2.50 

1. Handicraft—Juvenile literature. 

Prepared from C.I.P. Library binding; 3.77, 
ISBN 0-394-92555-6. 


MURPHY, Marjorie, 1937- 745.5 
Beadwork from American Indian designs. 
[New York] Watson-Guptill Publications 
[1974] p. ISBN 0-8230-6010-1 
[TT860.M86 1974] 73-20420 8.95 

i. Beadwork. 2. Indians of North 
America—Costume and adornment. I. 
Title. 

Prepared from C.I.P. 


IN praise of hands: 745.5'022'2 
contemporary crafts of the world. Essay by 
Octavio Paz. Foreword by James S. Platt. 
Greenwich, Conn., New York Graphic 
Society [1974] 223 p. illus. (part col.) 29 
em. ISBN 0-8212-0558-7 Published in 
association with the World Crafts 
Council.” Bibliography: p. 212-218. 
[TT145.15 1974] 73-89960 19.95 

1. Handicraft. I. Paz, Octavio, 1914- I. 
World Crafts Council. 


LAXTON, Mike. 745.5°07 
Using constructional materials. New York, 
Van Nostrand Reinhold [1974] p. cm. 
ISBN 0-442-29999-0 [TT168.L34] 73- 
14360 4.95 

1. Handicraft—Study and teaching. I. Title. 
Prepared from C.1.P. 


DAYAN, Ruth. 745.5095634 
Crafts of Israel [by] Ruth Dayan with 
Wilburt Feinberg. New York, Macmillan 


AMERICAN BOOK PUBLISHING RECORD 


[1974] p. cm. ISBN 0-02-534420-X 
[TT113.175D38] 73-10787 14.95 

J. Handicraft—lIsrael. I. Feinberg, Wilburt, 
joint author. II. Title. 

Prepared from C.I.P. 


RAFFAELLI, Roberta. 745.5°0973 
Early American crafts. New York, 
Meredith Corp. [1974] p. cm. ISBN 0- 
696-19990-4 [TT23.R33] 74-13359 9.95 

1. Handicraft—United States. I. Title. 
Prepared from C.I.P. 


MALESON, Benjamin. 745.531 
Leatherwoi rk a basic manual. [ist ed.] 
Boston, Little, Brown [1974] p. cm. ISBN 
0-316-54457-5 (Little, Brown crafts series) 
Pibliography: p. [TT290.M28] 74-11079 


1. Leather work. I. Title. 
Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
316-54450-7. 


YERIAN, Cameron John. 745.59 
Jewelry, candles, and papercraft, by 
Cameron & Margaret Yerian. Illus. [by] Y4 
Design. Chicago, Children’s Press [1974] 
p. cm. ISBN 0-516-01301-7 ”Fun time 
books.” Instructions for making a variety 
of jewelry items, candles, and paper 
Sarai [TT212.Y47] 74-8339 5.25 (lib. 
2. 

1. Jewelry making—Juvenile literature. 2. 
Paper work—Juventle literature. 3. 
Candlemaking—Juvenile literature. L 
Yerian, Margaret, joint author. I. Y4 
Design (Group of designers) ITI. Title. 
Prepared from C.I.P. 


GANTER, H. 745.59'2 
Paper airplanes you can build and fly, by 
H. Ganter. a York, Drake Publishers 
[1974] ISBN. 0-87749-689-7 
[TL770. G28} 74-5970 3.95 (pbk.) 

1. Paper airplanes. I. Title. 

Prepared from C.I.P. 


METCALF, Harlan G. 745.592 
Whittlin’, whistles, and thingamajigs —the 
pioneer book of mature crafts and 
recreation arts, by Harlan G. Metcalf. 
(Harrisburg, Pa.] Stackpole Books [1974] 
p. cm. ISBN 0-8117-1882-2 Bibliography: 
p. [TT157.M47] 74-8630 10.00 

1. Handicraft. 2. Nature study. 3. Games. 
I. Title. 

Prepared from C.I.P. 


JACOBS, Flora 
Gill. 

Dolls’ houses in America. [New York, 

Scribner [1974] p. ISBN 0-684-13583-3 

Includes bibliographical references. 

[NK4894.U6J32] 73-1100 25.00 

1. Doll-houses—United States. I. Title. 


745.59°23°0973 


LIPPMAN, Deborah. 745.593 
How to make amulets, charms, and 
talismans; what they mean and how to use 
them, by Deborah Lippman and Paul 
Colin. New York, M. Evans; [distributed 
by Lippincott, Philadelphia, 1974] 208 p. 
illus. 29 cm. ISBN 0-87131-135-6 
[BF1561.L54] 73-89758 8.95 

d. Amulets. 2. Talismans. L Colin, Paul, 


1946- joint author. IL Title. HI. Title: 
Amulets, charms, and talismans. 
Pbk. 4.95, ISBN 0-87131-151-8. 
WILLIAM, V. A. 745.594 


It’s fun to make creations with primitives, 
written by V. A. Wiliam. Illustrated by 
Jackie Lacy. Des Moines, Iowa, Wallace- 
Homestead Book Co. [c1973] 139 p. illus. 
23 cm. [TT157.W547] 74-174956 4.95 

1. Handicraft. I. Title. 


OCTOBER 31,1974 


CUTLER, Katherine N. 745.541 
Crafts for Christmas, by Katherine N. 
Cutler and Kate Cutler Bogle. Illustrated 
by Jacqueline Adato. New York, Lothrop, 
Lee & Shepard [1974] p. ISBN 0-688- 
41663-2 Instructions for making nearly 
fifty gifts, decorations, and foods for 
Christmas using natural materials and 
discardable miscellaneous items. 
LTT300. C4C87] 74-8750 5.50 

Christmas decorations—Juvenile 
es 2. Christmas cookery—Juvenile 
literature. 3. Gifts—Juvenile literature. I. 
Bogle, Kate Cutler, joint author. II. Adato, 
Jacqueline, illus. III. Title. 
Prepared from C.I.P. Library binding 4.81, 
ISBN 0-688-51663-7. 


POINTILLART, Marie- 
. Blanche. 

Costumes from crepe paper. [Translated by 
Manly Banister] New York, Sterling Pub. 
Co. [1974] 48 p. illus. (part col.) 20 cm. 
ISBN 0-8069-5302-0 (Little craft book 
series) Translation of Savoir faire des 
costumes en papier crepon. Gives 
instructions for using crepe paper to make 
ten costumes, including buttercup, clown, 
Egyptian girl, and Indian costumes. 
[TT633.P6413 1974] 73-93599 3.50 

1. Costume. 2. Paper work. I. Title. 
Library binding, 3.29; ISBN 0-8069-5303-9 


DAY, JoAnne C. 745.73 
The complete book of stencilcraft [by] 
JoAnne C. Day. Color plates photographed 
by Guido Scarato. New York, Simon and 
Schuster [1974] p. ISBN 0-671-21862-X 
Bibliography: p. [TT270.D39] 74-8686 8.95 
1. Stencils and stencil cutting. I. Title. 
Prepared from CLP. 


MUNARI, Bruno. 745.92 
A flower with love. Translated by Patricia 
Tracy Lowe. New York, Crowell [1974] 
ISBN 0-690-00570-9. Instructions for and 
examples of ikebana, Japanese floral 
arrangements containing special messages. 
(SB449.M79] 74-2059 4.95 (lib. bdg.) 

i. Flower arrangement—Juvenile literature. 
I. Title. 

Prepared from C.I.P. 


745.59°41 


SUFFLING, Ernest 745.92'6 
Richard. 
Church festival decorations; being full 


directions for garnishing churches for 
Christmas, Easter, Whitsuntide and 
Harvest, and notes on other feasts or 
festivals, by Ernest R. Suffling. 2d ed. re- 
written and enl. London, L. Upcott Gill; 
New York, Scribner, 1907. Detroit, Gale 
Research Co., 1974. p. cm. ISBN 0-8103- 
ter [SB449.5.C4S93 1974] 74-6266 
.00 
1. Flower arrangement in churches. I. 
Title. 
Prepared from C.I.P. 


LEEMING, Joseph, 
1968. 

Fun with string; a collection of string 
games, useful braiding & weaving, knot 
work & magic with string and rope. 
Illustrated by Charles E. Pont. New York, 
- Dover Publications [1974] xii, 161 p. illus. 
22 cm. ISBN 0-486-23063-5 Reprint of the 
1940 ed. published by F. A. Stokes Co., 
New York. Bibliography: . 161. 
[TT880.L47 1974] 74-75260 1.75 Gbk) 

i. String craft. 2. String-figures. 3. Knots 
and splices. 4. Braid. I. Title. 


BRESS, Helene. - 746.1°4 
inkle weaving. New York, Scribner. [1974] 
p. cm. ISBN 0-684-13870-0 [TT848.B72] 
74-8426 8.95 

1. Inkle weaving. I. Title. 


1897- 746.0471 


Prepared from C.I.P. 


COLLINGWOOD, Peter, 1922- 746.1°4 
The techniques of sprang; plaiting on 
stretchec threads. New York, Watson- 
Guptill Publications [1974] 292 p. illus. 25 
cm. ISBN 0-8230-5220-6 Bibliography: p. 
[2791 287, [TT840.C593 1974] 73-17319 
25. 

1. Sprang. I. Title. 


ICKIS, Marguerite, 1897- 
Weaving as a hobby. Totowa, N.J. 
Littlefield, Adams, 1974 fc1968] p. cm. 
ISBN 0-8226-0287-3 (A, Littlefield, Adams 
quality paperback, no. 287) Reprint of the 
ed. published by Sterling Pub. Co., New 
York, in series: Sterling crafts books. An 
introduction to weaving as a hobby, 
including choosing and dressing a loom 
and suggestions for patterns on two- and 
four- harness looms. [TT848.125 1974] 74- 
11262 2.95 (pbk.). 

1. Hand weaving. 

Prepared from C.I.P. 


746.14 


TACKER, Harold, 1910- 746.14 
Band weaving; the techniques, looms, and 
uses for woven bands [by] Harold and 
Sylvia Tecker. New York, Van Nostrand 
Reinhold Co. [1974] p. cm. ISBN (€-442- 


28404-7 Bibliography: p. [TT848.T25] 73-: 


1633 7.95 

1. Hand weaving. I. Tacker, Sylvia, 1919- 
Joint author. II. Title. 

Prepared from C.I.P. 


TROTZIG, Liv. 746.14 
Weaving bands [by] Liv Trotzig and Astrid 
Axelsson. [Translated from the Swedish by 
Marianne Turner] New York, Van 
Nostrand Reinhold Co. [1974] p. ISEN 0- 
442-30032-8 Translation of Band. 
[TT848.T8513] 73-16714 5.95 

1. Hand weaving. 2. Braid. I. Axelsson, 
Astrid, joint author. II. Title. 

Prepared from C.I.P. Pbk. 3.50, ISBN 0- 
442-30033-6 


BATH, Virginia Churchill. 746.2 
Lace. Chicago, H. Regnery Co. [1974] 320 
p. illus. 29 cm. ISBN  0-8092-8926-1 


` Bibliography: p. 313-316. [TT800.B25] 73- 


20671 20.00 
1. Lace ard lace making. I. Title. 


LAURY, Jean Ray. 746.2 
New uses for old laces; how to recycle flea 
market and attic finds. [lst ed.] [New 
York] Doubleday, 1974. p. ISBN 0-385- 
07592-8 [TT800. fiy 73-81439 8.95 

1. Lace ard lace making. 2. Fancy work. I. 
Title. 

Prepared from C.I.P. 


BOBBIN iace, first 746.272 
series. An English translation’ by Mary 
McPeek. Detroit, Gale Research Co., 


1974. p. cm. (Dollfus-Mieg & Co. Library): 
-Translation of: Les Dentelles aux fuseaux,. 


Ire serie. Also has imprint of original 
French ed.: Mulhouse, France, T., de 
Dillmont. [TT805. D4613] 73-18374 15.00 


«d. Bobbin lace. I McPeek, Mary, tr. <I. 


Series: Dollfus-Mieg et cie. ia 


Prepared from C.I.P. 
"MALMBERG, Kristina, 1932- 


746.22 
New designs in lacemaking [by] Kristina 
Malmberg [and] Naime Thorlin. 
{Translated from the Swedish by Lotta 
Juhlin] New York, Van Nostrand Reinhold 
Co. [1974] p. cm. ISBN 0-442-30050-6 
(Reinhold craft paperback) Translation of 
Knyppla. Ideer och modeller inya och 


konda material. [TT805.M3413] 74-5941. 
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i. Bobbin lace—Patterns. I. Thorlin, 
Naime, joint author. Il. Title. 
Prepared from C.I.P. Pbk., 3.50, ISBN 0- 
442-30051-4. = 


MORRIS, Mair. 7146.4 
Creative thread design. Newton Centre, 
Mass., C. T. Branford Co. [1974] p. ISBN 
0-8231:70330 [TT750.M68] 73-17334 
1. Needlework. 2. Hand weaving. I Title. 
Prepared from C.I.P. 


\RUSH, Beverly. 746.4 
The stitchery idea book. Drawings by Jill 
Denny Nordfors. Photos. by the author. 
New York, Van Nostrand Reinhold Co. 
[1974] p. cm. ISBN 0-442-27161-1 
[TT750.R87] 74-1999 12.95 
1. Needlework. I. Title. 

Prepared, from C.I.P. 


YERIAN, Cameron John. 746.4 
Macrame, knitting, and weaving, by 
Cameron & Margaret Yerian. Illus. [by] Y4 
` Design. Chicago, Children’s Press [1974] 
p. ISBN 0-516-01302-5 ”Fun time books.” 
Introduces tools, techniques, and projects 
in knitting, hand weaving, and macrame. 
[TT820.Y47] 74-8451 5.25 (lib. bdg.) _ 
i. Knitting—Juvenile literature. 2. Hand 
weaving—Juvenile Hterature. J. 
Macrame—Juvenile literature. I. Yerian, 
Margaret, joint author. IL Y4 Design 
(Group of designers) If. Title. 
Prepared from C.I.P. 


HIBBS, Ruth. 746.41 
Straw sculpture: techniques and projects. 
_New York, Drake Publishers [1974] p. 
EN 0-87749-676-5 (TT876.H5] 74-6117 
1. Straw work. I. Title. 

Prepared from C.I.P. 


TAYLOR, Gertrude. 746.432 
America’s knitting book. JĮllustrated by 
Marjorie Tweed [and others] Photos. by 
Saul -Pliuskonis. Rev. ed. New York, 
Scribner [1974] ix, 342 p. illus. 24 cm 
ISBN 0-684-13741-0 [TT820.T33 1974] 
74-175863 12.95 

1. Knitting. I. Title. 


FELDMAN, Del Pitt. 746.434 
The crocheter’s art; new dimensions in 
-free-form crochet. [Ist ed.] Garden City, 
N.Y., Doubleday, 1974. 146 p. illus. (part 
col.) 27 cm. ISBN 0-385-05134-4 
[TT820.F453] 73-17725 14.95 

1. Crocheting. 2. Soft sculpture. I. Title. 


BLOMQVIST, Gun, 1933- 746.436 
Tatting; patterns & designs [by] Gun 
Blomqvist & Elwy Persson. New York, 
Van Nostrand Reinhold Co. [1974] p. cm. 
ISBN 0-442-30041-7 Translation of 
Frivoliteter. [TT840.B4513] 74-5940 6.50 
1. Tatting—Patterns. I. Persson, Elwy, 
joint author. II. Title. 

Prepared from C.I.P. 


DACOSTA, Morton, 1914- 746.44 
Book of needlepoint. Illustrated by Arne 
Besser. New York, Simon and Schuster 
[1974] p. ISBN 0- 671-21846-8 
[TT778.C3D3] 74-11020 12.95 

J. Canvas embroidery—Patterns. I. Besser, 
Arne, illus. I. Title. 

Prepared from C.I.P. 


HARASZTY, Eszter. 746.474 
Needlepainting, a garden of stitches, by 
Eszter Haraszty and Bruce David Colen. 
New York, Liveright [1974] p. cm. ISBN 
9-87 140-3348 [TT770.H26] 74-13423 
2. : 
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1. Embroidery. [| Colen, Bruce David, 
joint author. I. Title. 
Prepared from C.I.P. 


SHORT, Eirian. 746.4°6 
Introducing quilting. New York, Scribner 
[1974] 88 p. illus. 21 cm. ISBN 0-684- 
13652-X [TT835.S48] 73-14038 7.95 i 
1. Quilting. T. Title. 


DEYRUP, Astrith. 746.6 
Tie dyeing and batik. [lst ed.] Garden 
City, N.Y., Doubleday [1974] p. cm. 
ISBN 0-385-08483- 8. (Crafts for children 
series) Bibliography: p. Discusses the 
materials and various techniques used in 
tie dyeing and batik and suggests simple 
projects using them. [TP897.D44] 73-9020 
4.95; 5.70 (lib. bdg.) 

i. Tie-dyeing—Juvenile literature. 2. 
Batik—Juvenile literature. T. Title. 
Prepared from C.I.P. 


. YERIAN, Cameron John. 746.6 
Batik and tie dyeing, by Cameron & 
Margaret Yerian. Illus. [by] Y4 Design. 
Chicago, Childrens Press [1974] p. cm. 
ISBN 0-516-01303-3 ”Fun time books.” 
Introduces basic techniques of tie dyeing, 
batik, and dollmaking and suggests simple 
projects using these techniques. 
[TT852.5.Y47] 74-8440 5.25 (lib. bdg.) 

i. Batik—Juvenile literature. 2. Tie- 
dyeing—Juvenile literature. 3. 
Dollmaking—Juvenile literature. I. Yerian, 
Margaret, joint author. I. Y4 Design 
(Group of designers) II. Title. 

Prepared from C.I.P. 


BOWLES, Ella Shannon, 1886- 746.7 
Handmade rugs. Garden City, N.Y. 
Garden City Pub. Co. Detroit, Gale 


Research Co., 1974. p. Reprint .of the 
1937 ed. Bibliography: p. [TT850.B67 
1974] 77-178620 11.00 

1. Rugs. I. Title. 

Prepared from C.I.P. 


SCOBEY, Joan. 746.7 
Rugs & wall hangings: period designs and 
contemporary techniques. Original designs 
and illus. by Marjorie Sablow. New York, 
Dial Press, 1974. p. cm. ISBN 0-8037- 
7386-2 Bibliography: p. [TT850.S37] 74- 
9999 14.95 

1. Rugs. 2, Wall hangings. I. Title. 
Prepared from C.I.P. 


HECHTLINGER, Adelaide. 746.9°7 
American quilts, quilting, and patchwork. 
(Harrisburg, Pa.}] Stackpole Books [1974] 
p. cm. ISBN 0-8117-0092-5 [TT835.H38] 
7174-13398 12.95 

1. Quilting—United States. 2. Patchwork— 
United States. I. Title. 

Prepared from C.I.P. 


WHITON, Augustus Sherrill, 
1887-1961. 

Interior design and decoration. 4th ed. 

Philadelphia, Lippincott [1974] p. ISBN 0- 

397-47302-8 Editions for 1937-1944 

published under title: Elements of interior 

decoration; for 1951-1963 under title: 

Elements of interior design and decoration. 

Includes bibliographies. [NK2110.W55 

1974] 73-19987 17.95 ° 

i. Interior decoration. 2. Decoration and 

ornament. I. Title. 

Prepared from C.I.P. 


MCKEITHAN, Kent. 748.5 
The encyclopedia of stained glass design 
and construction. Ilustrated by Mary 
Pavlick. New York, Drake Publishers 
[1974] p. ISBN 0-87149-594-7 
[TT298.M3] 73-18402 12.95 

i. Glass craft. [. Title. 


747 


92 


Prepared from C.I.P. 


GAINES, Edith. | 749 
Dictionary of antique furniture [by] Edith 
Gaines fand] Dorothy H. Jenkins. 
Illustrated by Helen Disbrow and Charles 
Reiger. [lst ed.] Princeton, Pyne Press 
[1974] 75 p. illus. 28 cm. ISBN 0-87861- 
061-8 On cover: Woman’s day dictionary 
of antique furniture. Articles were 
previously published in Woman’s day. 
(NK2240.G34] 73-91974 3.95 (pbk.). 

1. Furniture—Handbooks, manuals, ete. 2. 
Decoration and  ornament-—-Handbooks, 
manuals, etc. I Jenkins, Dorothy Helen, 
1907- If. Title. HI. Title: Woman’s day 
dictionary of antique furniture. 


COLONIAL 749.2°1°407401554252 
Williamsburg Foundation. 

New England furniture at Williamsburg; 
[catalog] by Barry A. Greenlaw. Abridged 
ed. Williamsburg, Va. [1974] p. cm. ISBN 
0-87935-022-9 (The Williamsburg 
decorative arts series) [NK2410.C64 1974] 
74-18017 1.25 (pbk.) 

1. Furniture—New England—Catalogs. 2. 
Furniture—Williamsburg, Va.—Catalogs. I. 
Greenlaw, Barry A. I. Title. HI. Series. 
Prepared from C.I.P. 


WOLF, Jack, 1922- 149.7 
Professional picture framing for the 
amateur, by Jack & Barbara Wolf. [1st ed.] 
Blue Ridge Summit, Pa., G/L Tab Books 
[1974] 167 p. illus. 23 cm. ISBN 0-8306- 
3674-9 [N8550.W55] 73-86764 5.95 

1. Picture frames and framing. L Wolf, 
Barbara, joint author. I. Title. 

Pbk. 3.95; ISBN 0-8306-2674-3. 


SCHMIDT, Maurice. 


751.4 


How to achieve mastery in painting and . 


drawing; an illustrated guide to the 
fundamental principles and techniques of 
art. With paintings and drawings by the 
author. Photos. of paintings by Roy 
Hammond. [Ist ed.] New York, Exposition 
Press [1974] 112 p. illus. 21 cm.-ISBN 0- 
682-47770-2 (An Exposition-banner book) 


Bibliography. p. 111-112.. [ND1500. $343 
73-82092 6.00 

il. Painting—Technique. , 2. Drawing— 
Instruction. I. Title. 

WOOD, Robert E., 1926- ` 751.422 


Watercolor workshop, by Robert E. Wood 
and Mary Carroll Nelson. New York, 
Watson-Guptill [1974] p. cm. ISBN 0- 
32305682-] [ND2420.W66] 74-10938 


L Water-color painting—Technique. I. 
Nelson, Mary Carroll, joint author. I. 
Title. 

Prepared from C.I.P. 


ARVOIS, Edmond. 751.48 
Making mosaics. [Translated by Leonard 
F. Wise and adapted by Robert F. Scott 
from the original French edition] Totowa, 
N.J., Littlefield, Adams, 1974 [c1964] p. 
cm. ISBN 0-8226-0288-1 (A Littlefield, 
Adams quality paperback no. 288) 
Translation of Savoir faire de la mosaique. 
Reprint of the ed. published by Oak Tree 
Press, London and Sterling Pub. Co., New 
(eek) [NA3750.A773 1974] 74- 11209 2.95 
1. Mosaics—Technique. I. Title. i 
Prepared from C.I.P. 


GIRARD, Robert, professeur 
de dessin. 

Color and composition; a guide for artists. 

[Translated from the French by Juri 


752 


Gabriel] New York, Van Nostrand 
Reinhoid Co. [1974] p. cm. ISBN 0-442- 
30030-1 Translation of Couleur et 


. MASON, George Champlin, 


AMERICAN BOOK PUBLISHING RECORD 


composition. Bibliography: p. 
[ND1488.G5713] 73-16705 10.95 

1. Color. 2. Composition (Art) I. Title. 
Prepared from C.I.P. 


DOWNES, William Howe, 
1854-1941. 

The life and works of Winslow Homer. 

New York, B. Franklin [1974, ci911] p. 

ISBN 0-8337-5127-1 Reprint of the ed. 

published by Houghton Mifflin, Boston. 

Bibliography: p. [ND237.H7D6 1974] 72- 

81983 19.50 (lib. bdg.) 

1. Homer, Winslow, 1836-1910. I. Title. 

Prepared from C.I.P. 


HILLS, Patricia. 759.13 
The painters’ America: rural and urban life, 
1810-1910 [organized for the Whitney 
Museum of American Art by]. Patricia 
Hills. New York, Praeger [1974] p. cm. 
ISBN 0-275-43700-0 Exhibition held at the 
Whitney Museum of American Art, New 
York, Sept. 18-Nov. 10, 1974; at the 
Museum of Fine Arts, Houston, Dec. 2, 
1974-Jan. 19, 1975; and at the Oakland 
Museum, Feb. 10-Mar. 30, 1975. 
Bibliography: p. [ND210.H47] 74-1721 
15.00 


759.13 B 


1. Paintings, American—Exhibitions. 2. 
Painting, Modern—19th century—United 
States. 3. Painting, Modern—20th 
century—United States. 4. United States in 
art. I Whitney Museum of American Att, 
New York. If. Houston, Tex. Museum of 
Fine Arts. IIL Oakland Museum. IV. Title. 

Prepared from C.I.P. 


KENDALL, Dorothy 
Steinbomer, 1912- 
Gentilez: artist of the old Southwest; 
drawings and paintings by Theodore 
Gentilz. Text by Dorothy Steinbomer 
Kendall, archival research by Carmen 
Perry. Austin, University of Texas Press 
[1974] p. cm. ISBN 0-292-72705-4 (The 
Elma Pil ee Spencer Foundation 
series, 6) Bibliography: p- 
[ND237. G33K46] 74-6495 17.50 

l. Gentilz, Theodore, ca. 1820-1906. 2. 
Texas in art. 3. Mexico in art. I. Perry, 
Carmen. II. Gentilz, Theodore, ca. 1820- 
1906, illus. HT. Title. IV. Series. 

Prepared from C.I.P. 


759.13 B 


759.13 B 
1820-1894. 

The life and works of Gilbert Stuart. With 
selections from Stuart’s portraits 
reproduced on steel and by photogravure. 
New York, B. Franklin [1974, c1879] p. 
cm. ISBN 0-8337-5236-7 Reprint of the 
ed. published by Scribner, New York. 
[ND1329.S7M37 1974] 72-82298 20.00 
1. Stuart, Gilbert, 1755-1828. 2. Portraits— 
Catalogs. I. Title. 
Prepared from C.I.P. 


BRION, Marcel, 1895- 759.4 
Cezanne. [1st U.S. ed.] Garden City, N.Y., 
Doubleday [1974, c1973] 95 p. illus. (part 
col.) 34 cm. ISBN 0-385-09546-5 (The 
Great impressionists) Includes 
bibliographical references. 
[ND553.C33B6713 1974] 73-11045 9.95 

i. Cezanne, Paul, 1839-1906. 

Hibrary tinding 10.70; ISBN 0-385-08371- 


WECHSLER, Judith, 1940- 
comp. 

Cezanne in perspective. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. cm. ISBN 0- 
13-123356-4 (The Artists in perspective 
series} (A Spectrum book) Bibliography: p. 
ea 74-13479 7.95; 2.95 
1. Cezanne, Paul, 1839-1906. I. Title. 


759.4 


UCIOBER 31,1974 
Prepared from C.I.P. 


WILDENSTEIN, Daniel, 1917- 759.4 
Gauguin [by] Daniel Wildenstein [and] 
Raymond Cogniat [in collaboration with 
the Wildenstein Foundation, Paris. lst U.S. 
ed.] Garden City, N.Y., Doubleday [1974] 
94 p. illus. (part col.) 34 cm. ISBN 0-385- 
09533-3 (The Great impressionists) 
Translation of Paul Gauguin. Bibliography: 
p. 94. [ND553.G27W5213] 73-11046 9.95 

i. Gauguin, Paul, 1848-1903. I. Gauguin, 
Paul, 1848-1903. II. Cogniat, Raymond, 
1896- joint author. II. Wildenstein 
Foundation. 

Library binding 6.95; ISBN 0-385-08363-7. 


RAPHAEL, 1483-1520. 759.5 
Raphael. Text by James H. Beck. New 
York, H. N. Abrams [1974] p. ISBN 0: 
8109-0432-2 (The Library of great 
painters) Bibliography: p. [ND623.R2B36] 
73-12198 1.95 (pbk.) 

1. Raphael, 1483-1520. I. Beck, James H. 


VENTURI, Adolfo, 1856- 759.5°4 
941. 

North Italian painting of the quattrocento: 
Emilia. New York, Hacker Art Books, 
1974. ix, 105, 115 p. 160 plates. 32 cm. 
ISBN  0-87817-134-7 North Italian 
painting of the quattrocento: Lombardy, 
Piedmont, Liguria, by Adolfo Venturi’: p. 
1-115 (3d group) Translation of La pittura 
del Quattrocento nell’Emilia and La pittura 
del Quattrocento nell’alta Italia. Reprint of 
the 2 volumes published in 1931 by 
Pantheon Casa Editrice, Firenze, and 
Harcourt, Brace, New York, issued in 
series: The Pantheon series. Includes 
bibliographical references. 
[ND619.E5V3813] 73-79045 50.00 

1. Painting—Emilia. 2. Painting, Gothic— 
Emilia. 3. Painting, Renaissance—Emilia. I. 
Venturi, Adolfo, 1856-1941. La pittura del 
Quattrocento nell’alta Italia. English. 1974. 
I. Title. III. Series: The Pantheon series. 


WARNOD, Jeanine. 759.9494 
Adolph Milich: his life and art, by Jeanine 
Warnod, Georges Huisman and Jean 
Cassou. [lst Anglo-American ed.] London, 
Living Books; New York, Diplomatic 
Press, 1974. [28] p. 16 col. plates. 33 cm. 
ISBN 0-8210-0080-2 Bibliography: p. [28] 
[ND853.M56W37 1974] 74-78918 10.00 


(U.S.) 
1, Milich, Adolph, 1884-1964. I. Huisman, 
Georges Maurice, 1889- IT. Cassou, Jean, 
1897- III. Milich, Adolph, 1884-1964. IV. 
Title. 


EIGHTEEN songs of a nomad 759.951 
flute: the story of Lady 'Wen-chi a 
fourteenth-century handscroll in the 
Metropolitan Museum of Art. Introd. and 
commentary by Robert A. Rorex and Wen 
Fong. [New York] Metropolitan Museum 
of Art; Distributed by New York Graphic 
Society [Greenwich, Conn., 1974] p. cm. 
ISBN 0-87099-095-0 The text of the 
poems on the scroll reproduced here is by 


Liu Shang; the paintings are by an 
unknown artist. [ND3399.L55E37] 74- 
11140 18.50 


1. Liu, Shang, 8th cent. Hu chia shih pa 
p‘ai—illustrations. 2. New York (City). 
Metropolitan Museum of Art. 3. Ts‘ai, 
Yen, ca. 177-ca. 239—Art. 4. Painting, 
Chinese—Sung-Yuan dynasties, 960-1368. 
I. Rorex, Robert A., ed. II. Fong, Wen, ed. 
II. New York (City). Metropolitan 
Museum of Art. IV. Liu, Shang, 8th- cent. 
Hu chia shih pa pai. English. 1974. 
Prepared from C.I.P. 


HELM, MacKinley, 1896- 759.972 
Modern Mexican painters. New York, 


Dover Publications [1974, c1941] xxi, 205 
p. 82 plates. 24 cm. ISBN 0-486-22889-4 
Reprint af the ed. published by Harper, 
New York. [ND255.H4 1974] 73-91489 
5.00 (pbk.) 

d4. Painting, Mexican. 2. Painting, 
Modern—20th century—Mexico. 3. 
Painters—Mexico. I. Title. 


OROZCG, Jose Clemente, 
1883-1949. 
The artist in New York: letters to Jean 
Charlot and unpublished writings, 1925- 
1929. Foreword and notes by Jean Charlot. 
Letters and writings translated by Ruth L. 
C. Sims. Austin, University of Texas Press 
[1974] 99 p. illus. 22 cm. ISBN 0-292- 
70309-0 (The Texas pan American series) 
Includes bibliographical references. 
[ND259.07C513] 74-5235 8.50 
I, Orozco, Jose Clemente, 1883-1949. I. 
Charlot, Jean, 1898- I. Title. 


759.972 


BANISTER, Manly Miles, 1914- 763 
Lithographic prints from stone and plate, 
by Manly Banister. Totowa, N.J., 
Littlefield, Adams, 1974 [c1972] ISBN 0- 
8226-0285-7 (A Littlefield, Adams quality 
paperback, no. 285) Reprint of the ed. 
published dy Sterling Pub. Co., New York. 
[NE2425.B36 1974] 74-10971 4.50 (pbk.) 
1. Lithography—Technique. I. Title. 
Prepared from C.I.P. 


BANISTER, Manly Miles, 
1914- 
Etching and other intaglio techniques, by 
Manly Banister. Totowa, N.J., Littlefield, 
Adams, 1974 [c1969] p. cm. ISBN 0- 
8226-0286-5 (A Littlefield, Adams quality 
paperback, no. 286) Reprint of the ed. 
published by Sterling Pub. Co., New York. 
[NE2135.E35 1974] 74-10990 4.50 (pbk.) 
1. Etching—Technique. 2. Intaglio printing. 
I. Title. 
Prepared from C.I.P. 


CRAWHALL, Joseph, 1821- 
1896. 

Quaint cuts in the chap book style. 
Selected and arr. by Theodore Menten. 
New York, Dover Publications [1974] 88 
p. (chiefly illus.) 29 cm. ISBN 0-486- 
23020-1 (Dover pictorial archive series) 
[NE1147.6.C7A55 1974] 73-94349 2.50 
(pbk.) 

1. Crawhal!, Joseph, 1821-1896. I. Title. 


767.2 


769.924 


DAVIDSON, Harold G., 769.924 B 
1912- 
Edward Bcrein, cowboy artist; the life and 
works of John Edward Borein, 1872 [sic]- 
1945 [by] Harold G. Davidson. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
cm. ISBN 0-385-09607-0 ”Limited to three 
hundred copies, numbered and signed.” 
Bibliography: p. [N6537.B63D38 1974] 74- 
2063 25.00 
1. Borein, Edward, 1873-1945. 2. The 
West in art. I. Borein, Edward, 1873-1945. 
II. Title. : 
Prepared from C.I.P. 


ESCHER, Maurits 
Cornelis, 1898- 
The world of M. C. Escher, with texts by 
M. C. Escher [and] J. L. Locher. [Edited 
by J. L. Locher] New York, H. N. 
Abrams; distributed by New American 
Library [1974] p. cm. *New NAL shorter 
edition.” [NE670.E75L6 1974] 73-20290 
15.00 
1. Escher, Maurits Cornelis, 
Locher, J. L. TI. Title. 
Prepared from C.I.P. . 


769.924 


1898- I. 
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NEW York (City). Museum 769.98 
of Modern Art. 

Latin American prints from the Museum 
of Modern Art. [New York] Center for 
Inter-American Relations [1974] [60] p. 
illus. (part col.) 21 cm. Catalog of an 
exhibition, Jan. 3-Mar. 24, 1974, held at 
the Center for Inter-American Relations, 
and later to be circulated in Latin America 
under the sponsorship of the International 
Council of the Museum of Modern Art. 
English and Spanish; added t.p.: Grabados 
latinoamericanos del Museo de Arte 
Moderno, Nueva York. [NE502.N48 1974] 
74-175967 3.00 (pbk.) 
1. Prints, Latin American—Exhibitions. I. 
Center for Inter-American Relations. II. 
International Council of the Museum of 
Modern Art, New York. IIL. Title. IV. 
Title: Grabados latinoamericanos del 
Museo de Arte Moderno, Nueva York. 


AMPHOTO, New York. 770 
35mm photography simplified, by the 
Amphoto editorial board. Englewood 
Cliffs, N.J., Prentice-Hall [1974] 99 p. 
illus. (part col.) 26 cm. ISBN 0-13-918888- 
6 (A Modern photoguide) (A Spectrum 
book S-PG-2) [TR146.A53 1974] 73-92423 
7.95 

I. Photography. I. Title. 

Pbk. 2.95, ISBN 0-13-918888-6. 


HOLLAND, Viki. 770 
How to photograph your world. Photos by 
the author. New York, Scribner [1974] 63 
p. illus. 21 x 26 cm. ISBN 0-684-13709-7 
Briefly discusses the best kind of camera 
for a beginner and how it works and gives 
suggestions for choosing a subject and 
composing a picture. [TR149.H63] 73- 
19561 5.95 

1. Photography—Juvenile literature. I. 
Title. 


VESTAL, David. 770 
The craft of photography. [lst ed.] New 
York, Harper & Row [1974] p. cm. ISBN 
0-06-014497-1 [TR146.V49 1974] 74-1865 
9.95 

1. Photography. I. Title. 

Prepared from C.I.P. 


AMPHOTO, New York. 770’.28 
Developing, printing & enlarging 
simplified, by the Amphoto editorial board. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] 95 p. illus. 26 cm. ISBN 0-13- 
205138-9 (A Modern photoguide) (A 
Spectrum book, S-PG-3) [TR287.A46 
1974] 73-92422 7.95 

1. Photography—Processing. I. Title. 

Pbk. 2.95, ISBN 0-13-205120-6. 


MARINO, T. J. 770.28 
Pictures without a camera, by T. J. 
Marino. New York, Sterling Pub. Co. 
[1974] 48 p. illus. 20 cm. ISBN 0-8069- 


5296-2 (Little craft book series) 
Instructions for using a variety of 
techniques to create photograms— 


photographic-type pictures made without a 
camera. [TR682.C37 1974] 73-93595 3.50 
1. Photograms. I. Title. 

Lib. bdg. 3.69, ISBN 0-8069-5297-0. 


WASLEY, John. 770.28 
Beginner’s guide to photography. [London] 
Pelham [1973, i.e.1974] 202 p. illus. 22 
cm. ISBN 0-7207-0696-3 Label mounted 
on t.p.: Transatlantic Arts, Inc., Levittown, 


N.Y., Sole distributor for the U.S.A. 
[TR146.W28] 74-174487 8.95 

i. Photography. I. Title. 

WOLF, John C. 771.3'1 


Official Minolta SR-T guide, by John C. 
Wolf. Garden City, N.Y., Amphoto [1974] 
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127 p. illus. 21 cm. ISBN 0-8174-0169-5 
Also issued under title: Minolta SR-T 
102/101/100 guide. Published in 1972 
under title: Minolta SR-T 101/100 guide. 
[TR263.M47W64 1974b] 74-176296 4.00 
1. Minolta camera. 2. Photography— 
Handbooks, manuals, etc. I. Title. 


MOTT, Verl. 778.3°7 
Electronic flash equipment. [lst ed.] 
Indianapolis, H. W. Sams [1974] 112 p. 
illus. 22 cm. ISBN 0-672-21020-7 
[TR605.M67] 73-85141 4.50 (pbk.) 

i Photography, Flash-light. 2. 
Photography, High-speed. I. Title. 


GULLIVER, Ann W. 778.5°3 
A guide to creative filmmaking [by] Ann 
W. Gulliver [and] William C. Gulliver. 
West Haven, Conn., Pendulum Press 
[1974] 137 p. illus. 21 cm. ISBN 0-88301- 
128-X [TR851.G84] 73-92154 1.45 (pbk.). 

1. Cinematography. 2. Moving-pictures— 
Production and direction. I. Gulliver, 
William C., joint author. IT. Title. 


HARRYHAUSEN, Ray. 778.5°346 
Film fantasy scrapbook. 2d ed. South 
Brunswick, A. S. Barnes [1974] p. cm. 
ISBN 0-498-01632-3 [TR858.H37 1974] 
74-7630 15.00 

i. Harryhausen, Ray. 2. Cinematography, 
Trick. 3. Cinematographers— 
Correspondence, reminiscences, etc. I. 
Title. 

Prepared from C.I.P. 


AMPHOTO, New York. 778.719 
Night photography simplified, by the 
Amphoto editorial board. Englewood 
Cliffs, N.J., Prentice-Hall [1974] 96 p. 
illus. (part col.) 26 cm. ISBN 0-13-622373- 
7 (A Modern photoguide) (A Spectrum 
book, S-PG-1) [TR610.A45 1974] 73- 
92425 7.95 

1. Photography, Night. I. Title. 

Pbk. 2.95, ISBN 0-13-622356-6. 


WARNER, James 
A 


The darker brother. [Photos. by] James A. 
Warner. [Edited by] Styne M. Slade. [1st 
ed.] New York, Dutton, 1974. 164 p. illus. 
29 cm. ISBN 0-525-49502-9 (A Dutton 
visual book) [E185.W29 1974] 74-3639 
18.95 


778.9°9°9 1730696073 


i. Negroes--Fictorial works. I. Slade, 
Styne M., comp. II. Title. 
HILL, Ralph 778.9°9°9 174303 


Nading, 1917- 


Vermont album; a collection of early 


Vermont photographs, with text by Ralph . 


Nading Hill. [Brattleboro, Vt.] Published 
by the S. Greene Press in association with 
Vermont life magazine and the Vermont 
Historical Society [1974] p. cm. ISBN 0- 
8289-0218-6 [F50.H52] 74-13090 12.50 

1. Vermont—Description and- travel— 


Views. 2. Vermont—Social life and 
customs—Pictorial works. I. Title. 

Prepared from C.I.P. 

Music 780-789 

ENGEL, Carl, 1818-1882. 780 


Musical myths and facts. [Boston] Milford 
House [1974] p. ISBN 0-87821-257-4 
Reprint of the 1876 ed. published by 
Novello, Ewer, London. [ML60.E64M9 
1974] 73-19975 45.00 

I. Music—Addresses, essays, lectures. 1. 
Title. 

Prepared from C.I.P. 
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SCHOLES, Percy Alfred, 780.3 
1877-1958. 

The concise Oxford dicticnary of music, 
by Percy A. Scholes. 2nd ed. [reprinted 
with corrections] edited by John Owen 
Ward. London, New York, Oxford 
University Press, 1973. xxx, 636 p. illus., 
music. 20 cm. ISBN 0-19-311302-3 
Condensation of the authors Oxford 
companion to music, with newly added 
biographical entries. [ML 00.8367 1973] 
74-169376 7.50 

1. Music—Dictionaries. 2. Music—Bio- 
bibliography. I. Ward, Joha Owen, ed. I. 
ttle. 


Pbk. 3.95, ISBN 0-19-311307-4. 


MONSOUR, Sally. 780.72973 
Music in open education. New York, 
Center for Applied Researzh in Education 
[1974] 62 p. illus. 23 cm. ISBN 0-87628- 
214-1 (Classroom music enrichment units) 
”Useful teaching/learning resources”: p. 
54-62. [MT3.U5M63] 74-2238 3.95 (pbk.) 
1. School music—Instruction and study— 
United States. 2. Open plan schools. I. 
Title. IT. Series. 


*BENWARD, Bruce. 780’.77 
Teacher's dictation manuai in advanced ear 
training. Dubuque, Iowa, Wm. C. Brown 
[1974, c1969] v, 180 p. 28 cm. ISBN 0- 
697-03590-5 (Brown Music Series) [MT10} 
4.95 (pbk.) 

1. Ear training—Programmed instruction. 
I. Title. 

L.C. card number for original edition: 70- 
6164. 


*BENWARD, Bruce. 780.77 
Workbook in advanced ear training 
Dubuque, Iowa, Wm. C. Brown [1974, 
c1969] v, 171 p. 28 cm. ISBN 0-697- 
03589-1 (Brown Music Series) [MT10] 
4.95 (pbk.) 

I. Ear training—Progran-zmed instruction. 
I. Title. 


HAGGIN, Bernard H., 1300- 780.8 
35 years, of music [by] ’B. M. Maggin. New 
York, Horizon Press [1974] p. cm. ISBN 
0-8180-1213-7 1964 ed. published under 
title Music observed. [ML90.H33 1974] 
74-12138 12.50 

J. Musicians as authors. 2. Musical 
criticism. 3. Music-—Analysis, appreciation. 
I. Title. 

Prepared from C.I.P. 


FINK, Robert. 780°.904 
The language of twentieth century music; a 
dictionary of terms, by Robert Fink and 
Robert Ricci. New York. Schirmer Books 
{1974] p. cm. ISBN 0-02-870600-5 
pibliography: p. [ML100.F55] 74-13308 


I. Music—Dictionaries. 2. Music—History 
and criticisn—20th century. I. Ricci, 
Robert, joint author. II. Title. 

Prepared from C.I.P. 


BUTTERWORTH, 780°.92'2 B 
Hezekiah, 1839-1905. 

The great composers. Plainview, N.Y., 

Books for Libraries Press [1974] p. cm. 

ISBN 0-518-10175-4 (Essay index reprint 

series) Reprint of the 1384 ed. published 

by D. Lothrop, Boston, in series: Little 

biographies. 2d ser. [ML60.B98 1974] 74- 

4176 12.50 

I. Composers. I. Title. If. Series: Little 

biographies. Boston, 1884- 2d ser. 

Prepared from C.I.P. Cortents omitted. 


N ae Nicolas, 780'.92'4 B 
1903- 

Old friends and new music. Westport, 

Conn., Greenwood Press, 1974. p. cm. 


AMERICAN BOOK PUBLISHING RECORD 


ISBN 0-8371-7594-1 Reprint of the 1951 
ed. published by Little, Brown, Boston. 
[ML410.N2A3 1974] 74-7776 13.75 

1. Nabokov, Nicolas, 1903- 2. Musicians— 
Correspondence, reminiscences, etc. I. 
Title. 

Prepared from C.I.P. 


PERENYI, Eleanor 
Spencer (Stone), 1918- 
Liszt: the artist as romantic hero, by ` 
Eleanor Perenyi. Boston, Little, Brown 
[1974] p. cm. ISBN 0-316-69910-1 "An 
Atlantic-Monthly Press book.” 
Bibliography: p. [ML410.L7P3] 74-8916 
15.00 


1. Liszt, Franz, 1811-1886. I. Title. 
Prepared from C.I.P. 


ROREM, Ned, 1923- 780’.92'4 B 
The final diary, 1961-1972. New oe 
Holt, Rinehart, and Winston [1974] p. 
ISBN 0-03-012251-1 [ML410.R693A27]} 
73-16240 10.00 


780°.92°4 B 


1. Rorem, Ned, 1923- 2. Musicians— 
Correspondence, reminiscences, ete. 
Title. 


Prepared from C.I.P. 


NULMAN, Macy. 781.7°2°924 
The concise encyclopedia of Jewish music. 
New York, McGraw-Hill Book Co. [1974] 
p. cm. ISBN 0-07-047546-6 Includes 
bibliographical 
[ML106.J49N84] 74-5053 10.95 
1. Music, Jewish—Dictionaries. 2. Music, 
Jewish—Bio-bibliography. I. Title. 
Prepared from C.I.P. 


HARRIS, Kenn, 1947- 782.1°092'4 B 
Renata Tebaldi; an authorized biography. 
New York, Drake Publishers [1974] p. 
ISBN 0-87749-597-1 Discography: p. 
[ML420.T28H3] 73-18069 6.95 

1. Tebaldi, Renata. 

Prepared from C.I.P. 


RUBIN, Stephen E. 782.1°09747'1 

The new Met in profile [by] Stephen E. 

Rubin; [New York, Macmillan, 1974] p. 
ISBN 0-02-605800-6 

M11711. 8.N3M595] 74-18007 9.95 

1. New York (City). Metropolitan Opera. 

I. Title. 

Prepared from C.I.P. 


RODGERS, Richard, 1902- 7828154 
The Songs of Richard Rodgers. New York, 
Williamson Music [1974] 320 p. musie 30 
cm. ISBN 0-394-70966-7 [M1507.R7K7] 
74-8879 8.95 (pbk.) 

i. Musical revues, comedies, ete.—~ 
Bxcerpts—Vocal scores with piano. I. Title. 
Distributed by Random House. 


TERRY, Lindsay. 783°.026 
How to build an evangelistic church music 
program. Nashville, T. Nelson [1974] p. 
cm. ISBN 0-8407-5581-3 [MT88.T465H6] 
74-14658 3.95 (pbk.) 

J. Church music. I. Title. 

Prepared from C.I.P. 


PIKE, Gustavus D. 783.6°06376855 
The Jubilee Singers, and their campaign for 
twenty thousand dollars. New York, AMS 
Press [1974] p. cm. ISBN 0-404-08329-3 
Reprint of the 1873 ed. published by Lee 
and Shepard Publishers, Boston. Includes a 
brief account of Fisk University, Nashville. 
[ML400.P63J8 1974] 72-1692 9.50 

1. Jubilee Singers. 2. Fisk University, 
Nashvilie. 3. Negro musicians—Biography. 

Prepared from C.I.P. 


references. 


SHESTACK, Melvin. 784°.092'2 B 
The country music encyclopedia. New 
York, T. Y. Crowell Co. [1974] p. ISBN 


OCTOBER 31,1974 


tage ee [ML102.C785] 74-9644 
13.9 

i. Country  music—Dictionaries. 2. 
Musicians, American. 3. Folk music— 
United States. I. Title. 

Prepared from C.I.P. 


LOESSER, Arthur, 
1969, comp. 
Humor in American song. Arrangements 
by Alfred Kugel. Illustrated by Samuel M. 
Adler. New York, Howell, Soskin [1942] 
Detroit, Gale Research Co., 1974. 315 p. 
illus. 23 cm. ISBN  0-8103-4040-2 
[M1629.L75H8 1974] 79-181804 14.00 
1. Folk-songs, American. 2. Ballads, 
American. 3. Negro songs. 4. Humorous 
songs. I. Kugel, Alfred, arr. II. Title. 


BROWN, David, 1929- 7847.1 
Wilbye [by] David Brown. London, New 
York, Oxford University Press, 1974. 55 p. 
music. 22 cm. ISBN  0-19-315220-7 
(Oxford studies of composers, 11) 
Bibliography: p. 54. [ML410.W696B8] 74- 
175857 5.25 (pbk.) 

1. Wilbye, John; 1574-1638. I. Title. I. 
Series. 


DICKSON, Harry 
Ellis. 
Gentlemen, more dolce, please! (Second 
movement) An irreverent memoir of 
thirty-five years in the Boston Symphony 
Orchestra. Boston, Beacon Press. [1974] p. 
em. ISBN 0-8070-5178-0 [ML418.D42A3 
1974] 74-207 8.95 
I. Dickson, Harry Ellis. 2. Boston 
Symphony Orchestra. 3. Musicians— 
Correspondence, reminiscences, etc. I. 
Title. 
Prepared from C.I.P. 


CLAPPE, Arthur A. 785.067 
The wind-band and its instruments; their 
history, construction, acoustics, technique, 
and combination, for bandmasters, 
bandsmen, students, and the general 
reader. Boston, Milford House [1974] p. 
ISBN 0-87821-255-8 Reprint of the 1911 
ed. published by H. Holt, New York. 
[ML930.C5 1974} 73-19850 20.00 

1. Wind instruments. 2. Bands (Music) I. 
Title. 

Prepared from C.I.P. 


1894- 784.0973 


785°.06°274461 


GARTENBERG, Egon. 
Johann Strauss; the end of an era. 
University Park, Pennsylvania State 
University Press [1974] p. ISBN 0-271- 
01131-9 [ML410.891G3] 73-15682 12.75 
1. Strauss, Johann, 1825-1899. I. Title. 
Prepared from C.I.P. 


BERENDT, Joachim 
Ernst. 

The jazz book; from New Orleans to rock 

and free jazz, by Joachim Berendt. 

Translated by Dan Morganstern and 

Helmut and Barbara Bredigkeit. [New 

York] L. Hill [1974] p. cm. ISBN 0- 

88208-027-X [ML3561.J3B4122] 73-81750 

12.95 

1. Jazz music. I. Title. 

Prepared from C.I.P. Pbk. 5.95, ISBN 0- 

88208-028-8. 


KIRK, H. L. 787.30924 B 
Pablo Casals; a biography, by H. L. Kirk. 
[ist ed.] New York, Holt, Rinehart and 
Winston [1974} xi, 692 p. illus. 25 cm. 
ISBN 0-03-007616-1 Bibliography: p. 657- 
666. [ML418.C4K6] 72-91569 15.00 

1. Casals, Pablo, 1876-1973. . 

Prepared from C.LP. 


785.4°1'0924 B 


785.42’09 


THE art of ragtime 787.610712 
guitar; a book/record guide to one of the 


most challenging of today’s enti 
guitar styles, featuring the sounds and 
syncopaticns of the music that became 
jazz. By the staff of Green Note Music 
Publications. Berkeley, Calif., Green Note 
Music Publications [1874] p. cm. ISBN 0- 
912910-04-6 (Guitar heritage series) 
[MT588.A78] 73-94403 4.95 (pbk.) 

l. Guitar—Methods——Self-instruction. 2. 
Guitar music (Ragtime) I. Title. 

Prepared from C.I.P. 


Sports 790-799 


HEWES, Jeremy Joan. 790.068 
Build your own playground! A sourcebook 
of play sculptures, designs, and concepts 
from the work of Jay Beckwith. Photos. by 
Suzanne Arms. Drawings by Susan Colton. 
Boston, Houghton Mifflin, 1974. p. ISBN 
0-913374-15-6 ”A San Francisco Book 
Company/Houghton Mifflin book.” 
Bibliography: p. [GV423.H46] 74-11206 
10.00 


1, Beckwith, Jay. 2. Playgrounds. I. Title. 
Prepared from C.I.P. 


VANCE, Eleanor Graham, 
1908- 

The everything book; a treasury of things 
for children to make and do. Illustrated by 
Trina S. Hyman. New York, Golden Press, 
1974. 141 p col. illus. 29 cm. 
Bibliography: p. [96]-[97] Suggests a wide 
variety of games, handicraft projects, 
hobbies, end travel and convalescent 
activities suitable for children of all ages. 
[GV1203.V29] 72-93998 4.95 

1. Games. 2. Handicraft. I. Hyman, Trina 
Schart, illus. II. Title. 


YERIAN, Cameron John. 790.1922 
Competitive games, by Cameron & 
Margaret Yerian. Illus. by Y4 Design. 
Chicago, Childrens Press t1974) p. cm. 
ISBN 0-516-01306-8 "Fun time books.” 
Directions for indoor and outdoor 
competitive games using materials easily 
available around the house or yard. 
[GV 1203.Y 42] 74-8217 5.25 (lib. bdg.) 

i. Games—Juvenile literature. I. Yerian, 
Margaret, joint author. II. Y4 Design 
(Group of designers) IIT. Title. 

Prepared from C.I.P. 


YERIAN, Cameron John. 790.1922 
Games for 1, 2, or more, by Cameron & 
Margaret Yerian. Illus. by Y. Design 
Chicago, Children’s Press [1974] p. cm. 
ISBN 0-516-01305-X ”Fun time books.” 
Instructions for activities and games to 
play alone, with a friend, or with two 
ae [GV1203.Y43] 74-8218 5.25 (lib. 
dg. 

1. Games—Juvenile literature. I. Yerian, 
Margaret, joint author. IT. Y4 Design 
(Group of designers) Ill. Title. 

Prepared fram C.I.P. 


YERIAN, Cameron John. 
Group games, by Cameron & Margaret 
Yerian. Illus. by Y4 Design. Chicago, 
Childrens Press [1974] p. cm. ISBN 0- 
$16-01304-1 ”Fun time books.” Directions 
for games and activities for groups 
including ball games, circle games, line 
games, and noisy games. [GV1203.Y44] 
74-8157 5.25 (lib. bdg.) 

i. Group games—dJuvenile literature. I. 
Yerian, Margaret, joint author. I. Y4 
Design (Group of designers) III. Title. 
Prepared from C.I.P. 


LEWIS, Graver. 790.2°0973 
Academy all the way. [San Francisco, 
Straight Arrow Books; distributed by 


790.19°22 


790.19°22 
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Simon and Schuster, New York, 1974] 347 
p. illus. 21 cm. ”In differing form, most of 
the selections included appeared originally 
in Rolling stone magazine.” [PN1584.L47] 
73-88270 7.95 

I. Performing arts—Addresses, 
lectures. I. Title. 


PENROD, James. 791 
Movement for the performing artist. {llus. 
by Robert Carr. [Ist ed. Palo Alto, Calif.] 
National Press Books [1974] vii, 189 p. 
illus. 23 cm. ISBN  0-87484-235-2 
Bibliography: p. 181-184. [PN2071.M6P4] 
73-93344 8.95 

1. Movement (Acting) I. Title. 

Pbk. 4.95, ISBN 0-87484-234-4. 


BARRYMORE, Lionel, 
1878-1954. 
We Barrymores, by Lionel Barrymore, as 
told to Cameron Shipp. Westport, Conn., 
Greenwood Press [1974, c1951] p., cm. 
ISBN 0-8371-7550-X Reprint of the ed. 
published by Appleton-Century-Crofts, 
New York. [PN2287.B37A3 1974] 74- 


6702 15.00 

1. Barrymore, Lionel, 1878-1954. 2. 
Barrymore family. 3. Actors— 
reminiscences, etc. L 


essays, 


791’.09274 B 


Correspondence, 
Shipp, Cameron. IT. Title. 
Prepared from C.I.P. 


MCCABE, John, 1920- 791’.092°4 B 

The comedy world of Stan Laurel. [1st ed.] 

Saen City, N.Y., Doubleday, 1974. p. 
ISBN 0-385-06645-7 

[PN2287. L285M28] 73-22789 7.95 

i. Laurel, Stan. I. Title. 

Prepared from C.I.P. 


DART, Peter. 791.43'0233°0924 
Pudovkin's films and film theory. New 
York, Arno Press, 1974. p. cm. ISBN 0- ` 
405-04874-2 (Dissertations on film series) 
[PN1998.A3P797] 74-986 12.00 

I. Pudovkin, Vsevolod Ilarionovich, 1893- 
1953, I. Title. II. Series. 

Prepared from C.I.P. 


KANIN, Garson, 
1912- 

Hollywood; stars and starlets, tycoons and 
flesh-peddlers, moviemakers and 
moneymakers, frauds and geniuses, 
hopefuls and has-beens, great lovers and 
sex symbols. New York, Viking Press 
[1974] 393 p. 24 cm. ISBN 0-670-37575-6 
[PN1998.A3K28 1974] 73-10558 8.95 

1. Kanin, Garson, 1912- 2. Moving-picture 
producers and directors—Correspondence, 
reminiscences, etc. I. Title. 


CHANELES, Sol. 791.43°028'0922 B 
The movie makers [edited] by Sol 
Chaneles and Albert Wolsky. Secaucus, 
N.J., Derbibooks [1974] ‘p. cm. ISBN 0- 
pang -002-5 [PN1998.A2C46] 74-6443 
19.9 

i. Moving- pictures—Biography. L Wolsky, 
Albert, joint author. II. Title. 

Prepared from C.I.P. 


HIGHAM, 
Charles, 1931- 

Ava: a life story. New York, Delacorte 

Press [1974] p. cm. ISBN 0-440-01394-1 

”Ava Gardner films”: p. [PN2287.G37H5] 

74-8106 7.95 

J. Gardner, Ava, 1922- I. Title. 

Prepared from C.I.P. 


STRAIT, 

Raymond. 
The tragic secret life of Jayne Mansfield. 
Chicago, Regnery [1974] p. cm. ISBN 0- 
aoa [PN2287.M37S88] 74-6913 
7.9 


791.43°0233°0924 B 


791.43°028°0924 B 


791.43°028'0924 B 
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1. Mansfield, Jayne. I. Title. 
Prepared from C.I.P. 


TURAN, Kenneth. 791.43°0909°3538 
Sinema: American pornographic films and 
the people who make them [by] Kenneth 
Turan and Stephen F. Zito. New York, 
Praeger [1974] p. cm. ISBN 0-275-50770- 
X [PN 1995.9.845T8] 73-18750 8.95 

1. Erotic films—History and criticism. 2. 
Moving-pictures—United States. I Zito, 
Stephen F., joint author. II. Title. 

Prepared from C.I.P. 


HIGHAM, Charles, 
1931- 

The Warner Brothers. New York, Scribner 

[1974] p. cm. ISBN 0-684-13949-9 

[PN1999.W3HS5] 74-11019 9.95 

1. Warner Brothers Pictures, inc. 

Prepared from C.I.P. 


MCLAUGHLIN, Robert, 
1908- 

Broadway and Hollywood: a history of 
economic interaction. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-04873-4 
(Dissertations on film series of the Arno 
Press cinema program) Originally 
presented as the authors _ thesis. 
[PN 1993.5.U6M225 1974] 73-21606 16.00 
l. Moving-pictures and theater—United 
States. I, Title. II. Series: Dissertation on 
film series. 

Prepared from C.I.P. 


DAVIS, Brian. 791.437 
The thriller; the suspense film from 1946. 
London, Studio Vista, 1973. 159 p. illus., 
ports. 19 cm. ISBN 0-289-70342-5 (Studio 
Vista/Dutton pictureback) Includes index. 
[PN1994.D34] 74-168468 

1. Moving-picture plays—ĦHistory and 
criticism. I. Title. 

Distributed by Dutton, New York; 2.75 
(pbk.) 


vee ee Bob, 
Teleproduction shortcuts; a manual for 
television production in a small studio. 
Foreword by Charles N. Hockman. [lst 
ed.) Norman, University of Oklahoma 
Press [1974] p. cm. [PN1992.75.W4] 74- 
2275 10.95 

1. Television—Production and direction. I. 
Title. 

Prepared from C.I.P. 


MCGINNIS, Vera. 791.8 B 
Rodeo road; my life as a pioneer cowgirl. 
New York, Hastings House [1974] p. 
ISBN 0-8038-2670-2 [GV1834.M32] 74- 
12317 7.95 

1. McGinnis, Vera. 2. Rodeos. I. Title. 
Prepared from C.I.P. 


GRAY, Paula Gross. 792.02 
Dramatics for the elderly; a guide for 
residential care settings and senidr centers. 
New York, Teachers College Press [1974] 
59 p 21 cm. ISBN  0-8077-2400-9 
“Dramatic material for use with the 
elderly”: p. 57. [PN3156.G74] 74-3185 
2.50 (pbk.) 


791.43°0973 


791.43°0973 


791.45°0232 


d. Amateur _ theatricals. 2.. Aged— 
Recreation. I. Title. 
SIEVERS, Wieder David, 792.0233 


1919- 
Directing for the theatre [by] W. David 
Sievers, Harry E. Stiver, Jr. [and] Stanley 
Kahan. 3d ed. Dubuque, Iowa, W. C. 
Brown Co. [1974] xi, 354 p. illus. 24 cm. 


ISBN 0-697-04252-9 Includes 
bibliographies. [PN2053.846 1974] 73- 
89761 7.95 


i. Theater—Production and direction. I. 
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Stiver, Harry E., joint author. Il. Kahan, 
Stanley, 1931- joint author. TH. Title. 


CLURMAN, Harold, 792'.0233'0924 B 
1901- i 


All - people are famous. New York, 
Harcourt Brace Jovanovich [1974] p. cm. 
ISBN 0-15-104775-8 [PN2287.C548A33] 
74-13820 8.95 

1. Clurman, Harold, 1901- I. Title. 
Prepared from C.I.P. 


KENTON, Warren. 792’.025 
Stage properties and how to make them. 
New York, Drama Book Specialists, 1974. 
p. cm. ISBN 0-910482-53-5 Reprint of the 
1964 ed. published by Pitman, London, in 
series: Theatre and stage series. 
Bibliography: p. [PN2091.S8K4 1974] 74- 
8065 5.95 

1. Theaters—Stage-setting and scenery. I. 
Title. 

Prepared from C.I.P. 


PAYNE, Darwin Reid. 792.025 
Design for the stage; first steps. With 117 
drawings by the author and 16 photos. 
Carbondale, Southern Illinois University 
Press [1974]. xx, 265 p. illus. 24 cm. ISBN 
0-8093-0654-9 Includes bibliographies. 
[PN2091.S8P35] 74-3090 15.00 

1. Theaters—Stage-setting and scenery. i. 
Title. 

Pbk. 7.95, ISBN 0-8093-0669-7. 


YERIAN, Cameron John. 792.023 
Actors’ workshop. Cameron & Margaret 
Yerian, editors. Chicago, Childrens Press 
[1974] ISBN 0-516-01307-6 "Fun times 
books.” Text and illustrations present 
activities designed to teach the basic 
techniques of acting and the use of the 
imagination. [PN2061.Y47] 74-12448 5.25 
(lib. bdg.) 

I. Acting—Juvenile literature. I. Yerian, 
Margaret, joint author. IT. Title. 

Prepared from C.I.P. 


KOEGLER, Horst. 793.3°08 s 
In the shadow of the swastika; dance in 
Germany, 1927-1936. [New York, Dance 
Perspective Foundation, 1974] 48 p. illus. 
23 cm. (Dance perspectives, 57) 
Bibliography: p. 48. [GV1580.D27 no. 57] 
[GV 1651] 793.3°1943 74-79451 3.25 (pbk.) 
1. Dancing—Germany—History. F. Title. 
IT. Series. 


DUNCAN, Isadora, 
1878-1927. 
Love letters: Isadora Duncan to Gordon 
Craig. Edited, with a connecting text, by 
Francis Steegmuller. New York, Random 
House [1974] p. ISBN 0-394-48698-6 
Includes bibliographical references. 
[GV1785.D8A42] 74-5178 12.95 
I. Craig, Edward Gordon, 1872-1966. I. 
Steegmuller, Francis, 1906- ed. III. Title. 
Prepared from C.I.P. 


HOLT, Michael. 793.773 
The big book of puzzles, by Michael Holt 
& Ronald Ridout. Illustrated by Peter 
Edwards. New York, Knopf [1974, c1972] 
64 p. illus. (part col.) 28 cm. ISBN 0-394- 
82814-3 Includes word puzzles such as 
anagrams, crosswords, and dictionary tests 
and mathematical brain-teasers such as 
magic squares, number tricks, and 
reasoning maps. [GV1493.H58 1974] 73- 
15111 1.95 (@bk.). 

1. Puzzles—Juvenile literature. I. Ridout, 
Ronald, joint author. I. Edwards, Peter, 
ilus. Uf, Title. 


SEVERN, William. 793.8 
Magie in mind, by Bill Severn. Illustrated 
by Katharine Wood. New York, H. Z. 


793.3'2’0924 
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Waick [1974] p. cm. ISBN 0-8098-3533¢9 
Step-by-step instructions for doing make- 
believe mind reading and associated tricks 
supposedly worked by "mental powers.” 
[GV1553.S848] 74-5893 5.95 

1. Conjuring—Juvenile literature. I. Wood, 
Katharine Marie, 1910- illus. Il. Title. 
Prepared from C.I.P. 


ERNST, John, 1940- 793.8°092'4 B 
Escape king: the story of Harry Houdini. 
Illustrated by Stefan Martin. Englewood 
Cliffs, N.J.. Prentice-Hall [1974, c1973] p. 
ISBN 0-13-283416-2 A simple biography 
of the famous magician describing his 
major tricks. [GV1545.H8E73] 92 73- 
15696 4.95 

1. Houdini, Harry, 1874-1926—~Juvenile 
literature. I. Martin, Stefan, illus. If. Title. 
Prepared from C.I.P. 


SAIDY, Anthony, 1937- 794.109 
The world of chess, by Anthony Saidy and 
Norman Lessing. Special photography by 
Norman Snyder. Picture research by 
Marion Geisinger. New York, Random 
House [1974] p. ISBN 0-394-48777-X "A 
Ridge Press book.” [GV1445.S17] 74-4375 
17.9 

1. Chess. 2. Chess—History. I. Lessing, 
Norman, joint author. IL. Title. 

Prepared from C.I.P. 


BRONSHTEIN, David 
Ionovich, 1924- , 
200 open games [by] David Bronstein. 
Translation by Philip J. Booth. New York, 
Macmillan, [1974] p.. ISBN 0-02-516500-3 
[GV1439.B76A3613] 73-22018 7.95 
i. Bronshtein, David Ionovich, 1924- 2. 
Chess—Collections of games. I. Title. 
Prepared from C.I.P. 


CAPABLANCA, Jose Raul, 
1888-1942, 

The immortal games of Capablanca, 

selected and annotated by Fred Reinfeld. 

New York, Collier Books [1974] p. cm. 

ISBN 0-02-029690-8 Reprint of the 1942 

ed. published by Horowitz and Harkness, 

New York, in series: Chess classics series. 

[GV1439.C3A29 1974] 74-8894 2.95 

(pbk.) 
1. Capablanca, Jose Raul, 1888-1942. 2. 

Chess—Collections of games. I. Reinfeld, 

Fred, 1910-1964, ed. HI. Title. III. Series: 

Chess classics series. 

Prepared from C.I.P. 


BECKER, Bruce. 795.1 
Backgammon for blood! [ist ed.] New 
York, Dutton, 1974. p. "A sunrise book.” 
[GV 1469.B2B33] 74-2149 8.95 

1. Backgammon. I. Title. ' 

Prepared from C.I.P. 


194.1759 


794.159 


COOKE, Barclay. 795°.1 
Backgammon: the cruelest game; the art of 
winning [by] Barclay Cooke and Jon 
Bradshaw. [ist ed.] New York, Random 
House. [1974] p. cm. ISBN 0-394-48812-1 
[GV 1469.B2C66] 74-8725 7.95 

1. Backgammon. I. Bradshaw, Jon, joint 
author. IT. Title. 

Prepared from C.I.P. 


SCHULD, Frank P. T95.415 
The simple squeeze in bridge, by Frank P. 
Schuld, Jr. New York, Drake Publishers 
{1974] p. cm. ISBN .« 0-87749-694-3 
[GV1282.3.838] 74-6305 7.95 

1. Contract bridge. I. Title. 

Prepared from C.I.P. Pbk. 3.95; ISBN 0- 
87749-695-1. 


FELDHEIM, Harold. 795.4152 
The weak two bid in bridge. New York, 


“OCTOBER 31,1974 


Drake Publishers [1974] p. ISBN 0-87749- 
696-X [GV1282.3.F36] 74-6304 7.95 

1. Contract bridge. I. Title. 

Prepared from C.I.P. Pbk; 3.95, ISBN 0- 
87749-697-8. 


BLACKSTONE, Harry, 1885- 795.43 
Blackstone’s modern card tricks. Rev. ed. 
No. Hollywood, Calif., Wilshire Book Co. 
[1974, c1958] 164 p. illus. 21 cm. ISBN 0- 
87980-282-0. [GV1549.B5 1974] 2.00 
(pbk.) 

1. Card tricks. I. Title. II. Title: 
card tricks. 

L.C. card number for original ed; 58- 
5566. 


Modern 


MASON, Bernard Sterling, 796 
1896-1953. 

Primitive and pioneer sports for recreation 

today. London, 1937. Detroit, Gale 

Research Co., 1974. p. ISBN 0-8103- 

oe [GV1203.M35 1974] 76-162516 
2.50 

1. Games. I, Title. II. Title: Pioneer sports. 

Prepared from C.I.P. 


MCWHIRTER, Norris 
Dewar, comp. 

Guinness sports record book, 1974-1975; 
taken from the Guinness book of world 
records, by Norris McWhirter & Ross 
McWhirter. [rev. ed.] New York, Sterling 
Pub. Co. [1974] 191 p. illus. 23 cm. ISBN 
0-8069-0028-8 [GV571.M27 1974] 74- 
174979 3.95 

i. Sports. I McWhirter, Alan Ross, joint 
comp. II, Guinness book of world records. 
LIL Title. 

Library binding 4.59; ISBN 0-8069-0029-6. 


SMITH, Walter Wellesidy, 796’.08 
Strawberries in the wintertime; the sporting 
world of Red Smith. [New York] 
Quadrangle/New York Times Book Co. 
[1974] viii, 340 p. 25 cm. ISBN 0-8129- 
0422-2 [GV707.S64 1974] 73-90170 9.95 
1. Sports stories. I. Title. 


FETROS, John G. 796’.09 
This day in sports; a diary of major sports 
events, by John G. Fetros. Novato, Calif., 
N. K. Gregg [1974] 264 p. 23 cm. ISBN 0- 
912318-58-9 [GV576.F48] 74-75882 5.95 
1. Sports—History—Miscellanea. I. Title. 


796'.021'2 


Publisher’s address: P.O. Box 868, 
Novato, Ca. 94947. 
VECSEY, George. 796’.09 


The way it was. George ‘Vecsey, editor. 
New York, McGraw-Hill [1974] p. cm. 
ISBN 0-07-067391-8 [GV576.V42] 74- 
8985 14.95 


1. Sports—History—-Addresses, essays, 
lectures. I. Title. 

Prepared from C.I.P. 

REISING, Robert. 796’.092°4 B 


Jim Thorpe. Minneapolis, Dillon Press 
[1974] p. cm. ISBN 0-87518-076-0 A 
biography of the Oklahoma Indian who 
won fame for his all-around athletic 
excellence, but was plagued with personal 


difficulties throughout his life. 
[GV697.TSR44] 92 74-13150 4.95 (lib. 
bdg.) 

i. Thorpe, Jim, 1888-1953—Juvenile 


literature. I. Title. 
Prepared from,C.I.P. 


` DICKEY, Glenn. 796.0973 
The jock empire; its rise and deserved fail. 
Radnor, Pa., Chilton Book Co. [1974] x, 
235 p. 21 cm. ISBN  0-8019-5926-8 
[GV583.D52] 74-12277 7.95 
1. Sports-—United States. I. Title. 


A Coaching treasury 796.323077 
from the Basketball clinic. Compiled by 
the editors of the Basketball clinic. West 
Nyack, N.Y., Parker Pub. Co. [1974] p. 
cm. ISBN 0-13-139154-2 [GV885.3.C62] 
74-7227 7.95 

1. Basketball coaching. I. Basketball clinic. 
Prepared from C.I.P. 
DEEGAN, Paul J., 796.32°3°0924 B 

1937- 

Kareem Abdul Jabbar, by Paul J. Deegan. 
Ilustrated by Harold Henriksen. Mankato, 
Minn, Amecus Street; (distributed by 
Children’s Press, Chicago, 1974] 31 p. col. 
illus. 25 cm. ISBN  0-87191-350-X 
(Superstars) A biography of the seven-foot, 
two-inch Black basketball star whose life 
has been greatly influenced by his family, 
basketball, and the religion of Islam. 
(GV 884A24D43] 92 74-4138 4.95 (lib. 
b 


g.) 
1. Abdul-Jabbar, Kareem, 1947- —Juvenile 
literature. Basketball—Juvenile 
tae i. Henriksen, Harold, illus. I. 
ttle. 


SCHUYLER, 
Pamela R. 
Through the hoop; a season with the 
Celtics [by] Pamela R. Schuyler. Interviews 
with Tom "Satch’ Sanders. Boston, 
Houghton Mifflin, 1974. p. cm. ISBN 0- 
395-19920-4 Follows the Boston Celtics 
through an entire season, at home and on 
the road, from trdining camp to the 
playoffs, with glimpses of their thoughts 
and emotions: [GV885.52.B67S38] 74-9380 
1. Boston Celtics 


796.32'364'0974461 


(@asketball team)— 


Juvenile literature. I. Sanders, Tom. I. 
Title. 

Prepared from C.I.P. 

DIAGRAM Group. 796.33’202022 


Rules of the game; the complete illustrated 
encyclopedia of all the sports of the world. 
Created by the Diagram Group. New 
York, Paddington Press [1974] p. ISBN 0- 
B40002375 [GV731.D52 1974] 73-20954 
4.9 
1. Sports—Rules. I. Title. 
Prepared from C.I.P. 


BRODIE, John. 796.3320924 
Open field [by] John Brodie and James D. 
Houston. Boston, Houghton Mifflin, 1974. 
p. cm. ISBN 0-913374-12-1 “A San 
Francisco Book Company/Houghton 
Mitin book.” [GV939.B73A36] 74-14627 
7.9 

1. Brodie, John. 2. Football. I. Houston, 
James D., joint author. II. Title. 

Prepared from C.I.P. 


BRONDFIELD, 
Jerry, 1913- 
Woody Hayes and the 100-yard war. (lst 

ed.] [New York] Random House [1974] p. 
cm. ISBN 0-394-49091-6 [GV939. H35B76] 
74-9070 7.95 

i. Ohio. State University, Columbus~- 
Football. 2. Hayes, Wayne Woodrow. 3. 
Football coaching. I. Title. 

Prepared from C.I.P. 


SCHOOR, Gene. 796.33'2'0924 B 
Football’s greatest coach: Vince Lombardi. 
Har ed.] Garden City, N.Y., Doubleday 
1974] p. cm. ISBN 0-385-08513-3. A 
biography of the head coach whose 
molding of the Green Bay Packers from a 
losing squad into a championship team 
made his name a football legend. 
[GV939.L6S36 1974} 74-1506 4.95; 5.70 
(lib. bdg.) 

1. Lombardi, Vince—Juvenile literature. 2. 
Football—Juvenile literature. I. Title. 


796.3320924 B 


700 THE ARTS 
Prepared from C.I.P. 


NEWCOMBE, 
Jack. 
Six days to Saturday: Joe Paterno and 
Penn State. Photos. by Dick Swanson. 
New York, Farrar, Straus and Giroux 
[1974] p. cm. ISBN 0-374-36975-5 Text 
and photographs trace a week’s activities 
of the football coach at Penn State as he 
prepares his team for the Saturday game. 
[GV958.P46N48] 74-11207 5.95 
i. Pennsylvania. State University— 
Football—Juvenile literature. 2. Paterno, 
Joe, 1926- —Juvenile literature. 3. 
Football—Juvenile literature. 4. Footbell 
coaching—Juvenile literature. I. Title. 
Prepared from C.I.P. 


WEIGEL, J. 
Timothy, 1945- 

The Buckeyes: Ohio State football [by] J. 

Timothy Weigel. Chicago, H. Regnery 

[1974] p. ISBN 0-8092-8365-4 

[GV958.035W44] 74-6920 7.50 

I. Ohio. State University, Columbus— 

Football. 2. Hayes, Wayne Woodrow. 3. 

Football. I. Title. 

Prepared from C.I.P. 


CASEWIT, Curtis W. 796.34'2°0973 
America’s tennis book [by] Curtis W. 
Casewit. New York, Scribner [1974] p. 
cm. ISBN 0-684-13900-6 Bibliography: p. 
[GV995.C23] 74-10714 9.95 

1. Tennis. 2. Tennis—United States. © 
Title. - 

Prepared from C.I.P. 


MORSE, Charles. 796.352'092'4 B 
Lee Trevino, by Charles and Ann Morse. 
Illustrated by Harold Henriksen. Mankatc, 
Minn, Amecus Street; [distributed by 
Childrens Press, Chicago, 1974] 31 p. col. 
illus. 25 cm. ISBN  0-87191-342-9 
(Superstars) A biography of Lee Trevino, 
champion golfer who won three national 
championships in four weeks—the British, 
American, and Canadian. 
SeT 92 74-2420 4.95 (lib. 
bd 

i. Trevino, Lee—Juvenile literature. 2 
Golf—Juventle literature. I. Morse, Ann. 
joint author. If. Henriksen, Harold, illus. 
UI. Title. 


796.33'263'0974853 


796.33’2630977157 


BATSON; Larry, 
1930- 

Frank Robinson. (ustrated by Harolc 
Henriksen. Mankato, Minn., Amecus 
Street; [distributed by Childrens Press. 
Chicago, 1974] 31 p. col. illus. 25 cm. 
ISBN 0-87191-349-6 (Superstars) A 
biography of the baseball star whose 
batting style causes him frequently to be 
hit by pitches but has also won him the 
Triple Crown. [GV865.R59B37] 92 74- 
4488 4.95 (lib. bdg.) 

1. Robinson, Frank, 1935- —Juvenile 
literature. 2. Baseball—Juvenile literature. 
I. Henriksen, Harold, illus. II. Title. 


BURCHARD, 
Marshall. 
Sports star: Tom Seaver [by] Marshall and 
Sue Burchard. Illustrated with photos. and 
with drawings by Paul Frame. [ist ed.] 
New York, Harcourt Brace Jovanovich 
[1974] 63 p. illus. 21 cm. ISBN 0-15- 
277996-5 A brief biography of pitcher Tom 
Seaver, who was instrumental in reversing 
the New York Mets losing streak and 
helping them become the National League 


796.3570924 E 


796.3570924 B 


champions. [GV865.54B87] 92 74-7265 
3.75 
1. Seaver, Tom, 1944-  —Juvenile 


literature. 2. Basebal/—Juvenile literature. 
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L Burchard, Sue, joint author. I. Frame, 
Paul, illus. HI. Title. 


BUTLER, Hal. 796.357°092'2 B 
Baseball’s champion pitchers: the Cy 
Young Award winners. New York, J. 
Messner [1974] p. cm. ISBN 0-671- 
32697-X Biographies of the six pitchers 
who won the Cy Young award in 1971, 
1972, and 1973: Vida Blue, Ferguson 
Jenkins, Gaylord Perry, Steve Carlton, Jim 
Palmer, and Tom Seaver. [GV865.A1B87] 
920 74-7594 6.95 

L Baseball—Biography—Juvenile 
literature. 2. Pitchers (Baseball)— 
Biography—Juvenile literature. [ Title. II. 
Title: The Cy Young Award winners. 
Prepared from C.I.P. Library binding 5.79; 
ISBN 0-671-32698-8. 


SABIN, Louis. 796.357°092°2 B 
Record-breakers of the major leagues, by 
Lou Sabin. Hlustrated with photos. New 
York, Random House [1974] p. cm. ISBN 
0-394-82769-4 (Major league library) 
Traces the careers of baseball players who 
have broken major league records. 
[GV865.A1S22 1974] 73-18450 1.95 
(pbk.). 

L. Baseball—Biography—Juvenile 
literature. I. Title. 

Prepared from C.I.P. Pbk. 1.95; ISBN 0- 
394-92769-4. Library binding 3.37, ISBN 
0-394-92769-9. 


WILLIAMS, Billy. 796.357°092'4 B 
Billy: the classic hitter, by Billy Williams 
and Irv Haag. Chicago, Rand McNally, 
[1974] 205 p. illus. 24 cm. ISBN 0-528- 
81980-1 [GV865.W49A29] 74-8753 7.95 

d. Williams, Billy. 2. Baseball. I. Haag, Irv. 
IL Title. 


JENNISON, 
Christopher. 
Wait ‘til next year; the Yankees, Dodgers, 
and Giants, 1947-1957. [lst ed.] New 
York, Norton [1974] 169 p. illus. 26 cm. 
ISBN 0-393-08696-8 [GV867.3.J46] 74- 
8030 7.95 , 

1. New York (City). Baseball club 
(American League) 2. Brooklyn. Baseball 
club (National League) 3. New York 
(City). Baseball club (National League, 
ranis) 4, Rasen eee works. I. 
Title. 


796.357°09747'1 


ALSTON, Walter Emmons, 
1911- 

The baseball handbook; strategies and 
techniques for winning [by] Walter Alston 
and Don Weiskopf. Abridged ed. of The 
complete baseball handbook: strategies and 
techniques for winning. Boston, Allyn and 
Bacon [1974?, cl1972] ix, 494 p. illus. 23 
em. [GV86.A442] 73-90530 8.95 (pbk.) 

1. Baseball. I. Weiskopf, Don, joint author. 
I, Title. 


PLAYING 796.357'64’0974886 
around, the million-dollar infield goes to 
Florida. Donald Hall [and others] Boston, 
Little, Brown [1974] 248 p. illus, 21 cm. 
ISBN 0-316-339601. “A Sports illustrated 
book” [(GV875.P5A55] 74-953 6.95 

i. Pittsburgh Baseball club (National 
League) I. Hall, Donald, 1928- 


KAYSING, William. 796.5°0973 
The Robin Hood handbook [by] Bill 
Kaysing. New York, Links [1974] xvii, 276 
p. illus. 27 cm. ISBN 0-8256-3024-X 
Bibliography: p. 261-276. (GV191.4.K38] 
73-80398 5.95 

1, Outdoor life—United States. 2. Outdoor 
recreation—United States. I. Title. 


796.357°2 
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_ ASTOR, Gerald, 


BUELER, William 


M. 

Roof of the Rockies; a history of 
mountaineering in Colorado, by William 
M. Bueler. [Ist ed.] Boulder, Colo., Pruett 
Pub. Co. [1974] vii, 200 p. illus. 23 cm. 
ISBN 0-87 108-068-0 Includes 
bibliographical references. 
[GV199.42.C6B83] 72-97462 8.95 

1. Mountaineering—RHistory. 2. Colorado— 


796.5°22°097883 


Description and travel. 3. Rocky 
Mountains. I. Title. 

ROWELL, Galen 796.5'22°0979447 
A., comp. 

The vertical world of Yosemite; a 


collection of photographs and writings on 
rock climbing in Yosemite. Edited by 
Galen A. Rowell. Berkeley, Calif, 
Wilderness Press [1974] xiii, 207 p. illus. 
29 cm. ISBN 0-911824-28-6 
[GV199.42.C2R68] 73-85908 16.95 

1. Rock climbing—Yosemite National 
Park. I. Title. 


SOX, Ronnie. 796.7°2 
Drag racing [by] Ronnie Sox and Buddy 
Martin, with Bill Neely and the editors af 
Hot rod magazine. Chicago, H. Regnery 
Co. [1974] . ISBN  0-8092-9064-2 
[GV1029.3.869] 74-6912 15.00 

1. Drag racing. I. Martin, Buddy, joint 
author. I. Hot rod. Il. Title. 

Prepared from C.I.P. 


DILLON, Mark. 796.7°2'0922 3 
International race car drivers [by] Mark 
Dillon and Frank Haigh. Minneapolis, 
Lerner Publications Co. [1974] p. cm. 
ISBN 0-8225-0413-8 (The Racing books) 
Describes the lives and the racing careers 
of four well-known international race car 
drivers: Dan Gurney, Mario Andretti, 
Jackie Stewart, and Emerson Fittipaldi. 
[ay 1032A 1D33] 920 73-22514 4.95 (lib. 


2) 
1. Automobile racing—Biography— 
durenie oe I. Haigh, Frank, joiat 
author. If. Title. 
Prepared from C.I.P. 


REVSON, Peter. 
Speed with style; the autobiography of 
Peter Revson, by Peter Revson and Leon 
Mandel. [Ist ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
06166-8 [GV1032.R47A37] 74-9201 8.95 
1. Revson, Peter. 2. Automobile racing. T. 
Mandel, Leon. II. Title. 

Prepared from C.I.P. 


BOCHROCH, Albert R. 796.7'2°0973 
American automobile racing; an illustrated 
history [by] Albert R. Bochroch. New 
York, Viking Press [1974] 260 p. illus. 29 
em. ISBN 0-670-11686-6 (A Studio book} 
Bibliography: p. 253-254. [GV1033.B62] 
73-20660 16.95 


1. Automobile racing—United States— 


History. L Title. 


ENGEL, Lyle Kenyon. :796.7°2°0973 
The complete book of NASCAR stock car 
racing, produced by Lyle Kenyon Engel, in 
association with the editorial staff of Avto 
racing magazine: Bob Glendy, Marla Ray 
[and] George Engel. Rev. ed. New Yozk, 
Four Winds Press [1974] 184 p. illus. 23 
em. [GV1029.E5 1974] 74-5112 6.95 

1. National Association for Stock Car 
Racing. I. Auto racing. IT. Title. 


796.8°3°0924 B 
1926- 

"And a credit to his race;” the hard Sife 

and times of Joseph Louis Barrow, a.E.a. 

Joe Louis. [lst ed.] New York, Saturcay 

Review Press [distributed by] E. P. Dutton 


796.7°2'0924 B` 


AMERICAN BOOK PUBLISHING RECORD, i 


[1974, c1974] p. cm. [GV1132.L6A84] 
74-9609 8.95 

1. Louis, Joe, 1914- 2. Boxing. I. Title. 
Prepared from C.LP. 


MCCULLOCH, Ernie. 796.93 
Ski easy ... the new technique; Alpine and 
cross-country. Foreword by Raymond 
Lanctot. Toronto, New York, McGraw- 
Hill Ryerson [1973] 129 p. illus. 25 cm. 
ISBN 0-07-092777-4 [GV854. M247) 72- 
12944 6.95. 

1. Skis and skiing. 2. Cross-country skiing. 
I. Title. 


SHOLINSKY, Jane. 796.93 
The challenge of skiing. New York, Watts, 
1974. 65 p. illus. 22 cm. ISBN 0-531- 
02736-8 (A First book) Bibliography: p. 
63. Introduces the sport of downhill skiing 
from its history to basic maneuvers. 
[GV854.8526] 74-3073 3.45 (lib. bdg.) 

I. Skis and skiing—Juvenile literature. I. 
Title. 


SKJEMSTAD, Lorns O. 796.9°3 
Ski cross-country, from touring to racing: 
an authoritative, up-to-date handbook [by] 
M. Michael Brady & Lorns O. Skjemstad. 
New York, Dial Press, 1974. p. cm. ISBN 


0-8037-6099-X Translation of 
Langrennsboka for turgaere og 
konkurranselopere. Authors’ names in 
reverse order in Norwegian ed. 


Bibliography: p. [GV854.9.C7S5513] 74- 
11138 8.95; 5.95 (pbk.). 

i. Cross-country skiing. I. Brady, M. 
Michael, joint author. IT. Title. 

Prepared from C.I.P. 


TOKLE, Art. Q 796.9°3 
The complete guide to cross-country skiing 
and touring [by] Art Tokle and Martin 
Luray. New York, Vintage Books [1974, 
c1973] p. cm. ISBN 0-394-71150-5 
[GV854.9C7T64 1974] 74-3302 2.45 
(pbk.). 

1. Cross-country skiing. L Luray, Martin, 
joint author. IT. Title. 

Prepared from C.I.P. 


FISCHLER, Stan. 796.9°62 
Hockey’s great rivalries. Ilustrated with 
photos. New York, Random House [1974] 
p. cm. ISBN 0-394-82830-5 (Pro hockey 
library) Describes some of the greatest star 
competitors in hockey and such 
championship teams as Chicago, 
Canadiens, Black Hawks, The Rangers, 
The Flying Frenchmen, Boston Bruins, and 
others. [GB846.5.F56 1974] 74-4930 1.95 
1. Hockey—History—Juvenile literature. I. 
Title. 

Prepared from C.I.P. Library binding 3.77, 
ISBN 0-394-92830-X. 


KELLEY, Jack. 796.962 
Hockey: bantam to pro, by Jack Kelley, 
Milt Schmidt, with- Al Hirshberg. Poston; 
Allyn and Bacon [1974] p. 
Bibliography: p. [GV847.K43] 74- 9688 
9.9 


1. Hockey. I. Schmidt, Milt, joint author. 
I. Hirshberg, Albert, 1909-1973, joint 
author. III. Title. 


. Prepared from C.I.P. 


ORR, Frank. 796.9620922 B 
Tough guys of pro hockey. New York, 
Random House [1974] p. cm. ISBN 0- 
394-82821-6 (Pro hockey library) Brief 
biographies concentrating on the careers of 
such hockey stars as Gordie Howe, the 
Plager brothers, John Ferguson, and others. 
[GV848.5.A1Q72 1974] 920 74-4931 1.95 

T Hockey Biography- Juvente literature. 
. Title. 


bo MRI DER 31,1774 
s Prepared from C.I.P. Library binding 3.77, 
ISBN 0-394-92821-0. 


YOUNG, Scott. » 796.9°62°0924 B 
Bobby Hull, superstar. St. Paul, EMC 
Corp. [1974] 38 p. illus. 24 cm. ISBN 0- 
88436-104-7 (His Hockey heroes series) A 
biography of the hockey star whose skating 
career began when he received his first 
pair of skates when he was not quite four 
years old. [GV848.5.H8Y68 1974] 92 74- 
8368 4.95 

i. Hull, — Robert Marvin—Juvenile 
literature. 2. Hockey-Juvenile literature. I. 


itle. 
Pbk. 2.95; ISBN 0-88436-105-5. 


YOUNG, Scott. 796.9620924 B 
Frank Mahovlich, the Big M. St. Paul; 
EMC Corp. [1974] p. cm. ISBN 0-88436- 
102-0 (His Hockey heroes series) A brief 
biography tracing the professional career of 
Canadian hockey player Frank Mahovlich, 
one of the highest scorers in pro hockey 
history: [GV848.5.M34Y68] 92 74-8436 
1. Mahovlich, Frank-Juvenile literature. 
2. Hockey—Juvenile literature. I. Title. 
Prepared from C.I.P. Pbk. 2.95; ISBN 0- 
88436-103-9. 


YOUNG, Scott. 796.9°62’0924 B 
Gil Perreault makes it happen. St. Paul, 
EMC Corp. [1974] 38 p. illus. 24 cm. 
ISBN 0-88436-106-3 (His Hockey heroes 
series) A biography of a Canadian hockey 
player who is a superstar of the Buffalo 
peng [GV848.5.P47Y68 1974] 74-8374 
d. Perreault, Gil, 1950- —Juvenile 
literature. 2. Hockey-—Juvenile literature. I. 


Title. 
Pbk. 2.95; ISBN 0-88436-107-1. 


YOUNG, Scott. 796.9620924 B 
Stan Mikita, tough kid who grew up. St. 
Paul, EMC Corp. [1974] 38 p. illus. 24 cm. 
ISBN 0-88436-100-4 (His Hockey heroes 
series) A biography emphasizing the career 
of a star player for the Chicago hockey 
reem. [GV848.5.M5Y68 1974] 92 74-8366 
J. Mikita, Stan--Juvenile literature. 2. 
Hockey—Juvenile literature. I. Title. 

Pbk. 2.95; ISBN 0-88436-101-2. 


_ GITLER, Ira. 796.9°62°0973 
Blood on the ice. Chicago, H. Regnery Co. 
[1974] p. cm. ISBN  0-8092-9078-2 
[GV846.5.G57] 74-6893 7.95 
1. Hockey—History. I. Title. 

Prepared from C.I.P. 


RIVIERE, William A. 797.1°22 
Pole, paddie & portage [by] Bill Riviere. 
Drawings by Bill Riviere, Jr. Boston, Little, 
Brown [1974, c1969] p. cm. ISBN 0-316- 
74766-1 Bibliography: p. [GV783.R53 
1974] 73-22726 3.95 (pbk.). 

1. Canoes and canoeing. I. Title. 

Prepared from C.I.P. 


RUCK, Wolf. 797.122 
Canocing and kayaking. Toronto, New 
York, McGraw-Hill Ryerson [1974] 95 p. 
illus. 18 x 24 cm. ISBN 0-07-077761-6 
[GV783.R75] 73-21369 6.95 

1. Canoes and canoeing. I. Title. 


HAMREN, Hans Jurgen, 
21- 

Sails in the wind. Foreword by Alan H. 
ae New York, Viking Press [1974] 112 
p. illus. (part col.) 35 cm. ISBN 0-670- 
61531-5 (A Studio book) Translation of 
Segel voll Wind. [GV821.H3513 1974] 73- 
20663 16.95 

d. Sailing. 2. Yacht racing. I. Title. 


797.14 


H RP ee Jeremy, AIINS 
22- 

Crewing for offshore racing. Chicago, H. 
Regnery [1974, c1973] vi, 201 p. illus. 22 
cm. ISBN 0-8092-8840-5 Bibliography: p. 
196. [GV826.5.H68 1974] 73-20685 7. a5 i 
1. Yacht racing. I. Title. 


SHIELDS, Cornelius, 1895- 797.24 
Racing with Cornelius Shields and the 
masters. Englewood Cliffs, N.J., Prentice- 
Hall [1974] p. cm. ISBN 0-13-750224-9 
”Revision of Cornelius Shields On sailing.” 
[GV826.5.S53 1974] 74-9744 12.95 

1. Yacht racing. 2. Sailing. I. Title. 
Prepared from C.I.P. 


TWINAME, Eric. 797.4 
Start to win. New York, Norton [1974, 
c¢c1973] p. cm. ISBN 0-393-03158-6 
Reprint of the ed. published by A. Cole, 
Tondon, [GV826.T84 1974] 74-10814 
2. 

J. Yacht racing. 2. Sailboat racing. I. Title. 
Prepared from C.I.P. 


WHALL, Hugh D. 797.14 
The Southern Cross; Australia’s 1974 
challenge Zor America’s Cup [by] Hugh D. 
Whall. Hius. by Melbourne Smith. 
Annapolis, Md., Admiralty Pub. House 
[1974] xiii, 172 p. illus. 24 cm. ISBN 0- 
913544-04-3 [GV830 1974.W42] 74-78725 
9.95 

1. America’s Cup races. 2. Southern Cross 
(Yacht) 3. Yachts and yachting—Australia. 


NATIONAL Symposium 797.2’007°1173 ` 


on Professional Preparation in Aquatics 
Education, 3d, Minneapolis, 1973, 


Professional preparation in aquatics 
education—curriculum guidelines. 
Washington, American Association for 


Health, Physical Education and Recreation 
[1974] ix, 148 p. illus. 23 cm. Sponsored 
by the Aquatics Council of the General 
Division of AAHPER. Includes 
bibliographies. [GV775.N34 1973] 74- 
173602 4.95 (pbk.) 

1. Aquatic sports—Congresses. I. American 
Association for Health, Physical Education 
and Recreation. Aquatics Council. IT. Title. 


SCHOLLANDER, Don. 797.21 
Inside swimming [by] Don Schollander, 
with Joel H. Cohen. Chicago, Regnery 
[1974] p. cm. ISBN  0-8092-8906-7 
[GV837.S353] 74-6908 5.95 

i. Swimming. I Cohen, Joel H., Joint 
author. II. Title. 

Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
8092-8905-9. 


PAILLARD, Jean Saint-Fort. 798'.2 
Understanding equitation. Drawings by 
Pierre Chambry. Foreword by William 
Steinkraus. [lst ed.] Garden City, N.Y., 
Doubleday, 1974. viii, 198 p. illus. 25 cm. 
ISBN 0-385-08547-8 [SF309.P24] 73- 
20529 8.95 

1. Horsemanship. I. Title. 


READY, get set, 7987.2 
whoa! By the Radlauers: Ed [and others] 
Chicago, Childrens Press [1974] p. em. 
ISBN 0-516-07420-2 Photographs and 
simple text illustrate the basic techniques 
of horseback E [SF309.2.R4] 74-8566 
5.25 (lib. b 

L ena aiin- Juvenile literature. I. 
Radlauer, Edward. 

Prepared from C.LP. 


MCCLANE, Albert Jules, 799.1°03 
1922- ed. 
McClane’s new standard fishing 


encyclopedia and international angling 
guide, edited by A. J. McClane. Illustrated 
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by Richard E. Younger and Franci 
Watkins. [2d ed] New York, Holt, 
Rinehart and Winston [1974] p. cm. ISBN 
0-03-060325-0 First ed. published in 1965 
under title: McClane’s standard fishing 
encyclopedia and international angling 
guide. [SH411.M18 1974] 74-6108 40.00 

1. Fishing—Dictionaries. I. Title. H. Title: 
New standard fishing encyclopedia and 
international angling guide. 

Prepared from C.I.P. 


KNAP, Jerome J. 799.11 
Getting hooked on fishing: an angler's 
handbook, by Jerome Knap and David 
Richey. New York, Scribner [1974] 186 p. 
illùs. 24 cm. ISBN 0-684-13826-3 
[SH441. K58] 74-2310 7.95 

ł. Fishing. I. Richey, David, joint author. 
I, Title. 


WATERMAN, Charles F. 799.172 
Modern fresh & salt water fly fishing [by] 
Charles F. Waterman. New York, Collier 
Books [1974, cl1972] p. cm. ISBN 0-02- 
029910-9 Reprint of the ed. published by 
Winchester Press, New York. [SH456.W33 
1974] 74-8852 3.95 (pbk.) 

1. Fly fishing. 2. Saltwater fly fishing. 3. 
Fishing—North America. I. Title. 

Prepared from C.I.P. 


MCINTURFF, Roy A., 799.1°7°55 
1905- 
Wilderness fishing for salmon and 


steelhead [by] Roy A. MclInturff. Illus. by 
Susan Genung and Gene Piontkowski. 
South Brunswick, A. S. Barnes [1974] p. 
cm. ISBN 0-498-01486-X [SH687.7. M32] 
73-22609 8.95 
1. Steelhead fishing. 2. Chinook salmon 
fishing. 3. Silver salmon fishing. 4. 
Fishing—California. I. Title. 
Prepared from C.I.P. 
LIVINGSTON; A. D., 799.1758 
Fishing for bass: modern tactics and tackle, 
y A. D. Livingston. [1st ed.] Philadelphia, 
Lippincott [1974] p. cm. ISBN 0-397- 
01017-6 [SH681.L54] 74-8026 8.95 
1. Black bass fishing. I. Title. 
Prepared from C.I.P. 


*ORMOND, Clyde, 1906- 799.271 
Small game hunting, by Clyde Ormond. 
Animal photographs by Leonard Lee Rue, 
I. Drawings by Douglas Allen. New 
York, Barnes & Noble [1974, c1967] 126 
p. illus. 21 cm. ISBN 0-06-463397-7. (An 


Outdoor Life skill book) [SK33] 1.95 
(pbk.) 

1. Hunting. I Title. 

BUCKMAN, Clement T. 799.2742 


75 years with the shotgun; an expert 
hunter and trapshooter shares experiences 
of a lifetime, by C. T. Buck Buckman. 
Fresno, Calif., Valley Publishers, 1974. xiii, 
141 p. illus. 23 cm. ISBN 0-913548-18-9 
(SK323.B82] 74-75804 5.95 

ft. Upland game bird shooting. 2.' Shot- 
guns. I. Title. 
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DAY-LEWIS, Cecil, 1904- 8017.9 
1972. 
Revolution in writing. (Folcroft, Pa.] 


Folcroft Library Editions, 1974. p..cm. 
Reprint of the 1935 ed. published by L. 
and V. Woolf at the Hogarth Press, 
London, which was issued as no. 29 of 
Day to day pamphlets. [HX531.D39 1974] 
74-14996 5.00 (lib. bdg.) 

1. Communism and literature. 2. Literature 
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and society. 3. Poetry. I Title. If. Series: 
Day to day pamphlets, no. 29. 
Prepared from C.I.P. 


DINGLE, Herbert, 1890- ` 8017.95 
Science and literary criticism. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
em. Reprint of the 1949 ed. published by 
Nelson, London, New York. [PN81.D5 
1974] 74-16039 10.00 (lib. bdg.). 

i. Criticism. 2. English poetry—19th 
century—History and criticism. I. Title. 
Prepared from C.I.P. 


HAWTHORN, Jeremy. 8017.95 
Identity and relationship; a contribution to 
Marxist theory of literary criticism. 
[Bets ood Pe] Norwood Editions, ee 
[c1972] cm. Bibliography: 
aoe "COH3S 1974] 74-13257 15.00 (ib. 
bdg 
1. Criticism. 2, Communism and literature. 
3. Dialectical materialism. I. Title. 
Prepared from C.I.P. 


PREMINGER, Alexander S., 
comp. 

Classical and medieval literary criticism: 
translations and interpretations. Edited by 
Alex Preminger, O. B. Hardison, Jr. [and] 
Kevin Kerrane. New York, F. Ungar Pub. 
Co. [1974] xiii, 527 p. 25 cm. ISBN 0- 
8044-3257-0 Includes bibliographies. 
[PN86.P7] 73-84722 22.50 

1. Criticism—RHistory. I. Hardison, O. B., 
joint comp. II. Kerrane, Kevin, joint comp. 
I, Title. 


STACY, Robert H., 
1919- 

Russian literar criticism, a short history 
y] R. H. Stacy. [Ist ed] [Syracuse] 
Pepe University Press, 1974. p. cm. 

0-8 156-0107-7 Includes 

bibliographical [PN99.R98S8] 

74-10434 15.00 

1. Criticism-—Russia—History. I. Title. 

Prepared from C.I.P. 


NADEL, Max. 807’.6 
How to prepare for the advanced 
placement examination in English, by Max 
Nadel [and] Arthur Sherrer, Jr. Woodbury, 
N.Y., Barron’s Educational Series, inc. 
[1974] xiii, 294 p. illus. 28 cm. ISBN 0- 


8017.95 


801’.95°0947 


references. 


8120-0490-6 Bibliography: p. 286-294. 
[PN62.N3] 73-8162 3.95 (pbk.) 
i.  Literature—Examinations, questions, 


etc. 2. Literature—Outlines, syllabi, etc. I. 
Sherrer, Arthur, joint author. IT. Title. 


WILEY (John) and Sons, 8087.02 
inc. 
A guide for Wiley-Interscience authors in 
the preparation and production of 
manuscript and illustrations. New York 
[1974] xiv, 122 p. illus. 24 em. ISBN 0- 
471-94557-9 "A Wiley-Interscience 
Gy [PN160.W54] 74-9171 6.95 


L Authorship—Handbooks, manuals, etc. 
L Title. 


MILLER, Marcia Muth. 808’.025 
-How to write and sell your poetry. [lst 
ed.] Santa Fe, N.M., Sunstone Press, 1974. 
32 p. 22 cm. ISBN  0-913270-34-2 
are M622] 74-175120 1.95 (pbk.) 

Poetry-——Authorship-—-Handbooks, 
A ete. [ Title. 


J 
ROSS, Mary Bucher, 1948- 808.025 
Directory of publishing opportunities; a 
guide to academic, business, research, 
scientific, and technical publishing 
opportunities. Mary Bucher Ross, editor 
and the staff of Academic Media. 2d ed. 
Orange, N.J., Academic Media [1973] x, 
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Ope ote aa Oy 
r 


722 29 em. ISBN 0-87876-040-7 
Edition for 1971, by A. Renetzky, 
published under title: Directory of 
scholarly and research publishing 


opportunities. [Z479.R67 1973] 73-13565 
39.50 


1. Scholarly publishing—United States— 
Directories. 2. American periodicals— 
Directories. I. Renetzky, Alvin. Directory 
of scholarly and research publishing 


opportunities. I. Academic Media, 
Orange, N.J. IIT. Title. 
WEAVER, Richard M., 808’.042 


1910-1963. 
A rhetoric and composition handbook. 
Rev. with the assistance of Richard S. 
Beal. New York, Morrow [1974, c1967] rf. 
ISBN 0-688-05239-8 Reprint of the ed. 
published by Holt, Rinehart and Winston, 
New York, under title: A rhetoric and 
handbook, which was a reprint of parts 1-4 
of the author’s Rhetoric and composition. 
[PE1408.W4445 1974] 73-17281 3.95 
(pbk.). 
I. English language—Rhetoric. 2. College 
readers. I. Beal, Richard S., ed. II. Title. 
Prepared from C.I.P. 


BECKETT, Frederick 
E., 1926- 

College composition; the course where a 

student doesn’t learn to write, by Frederick 

E. Beckett. [ist ed.] Bruce, Miss., Calcan 


808°.042°0711 


Press [1974] 175 p. 24 cm. ISBN 0- 
9600740-1-5 Includes bibliographical 
references. [LB2365.E5B42] 74-78804 
16.00 


1. English language—Study and teaching 
(Higher) 2. English language—Rhetoric. I. 
Title. 
Publisher’s address: Box 398, Bruce, Miss. 
38915. 


HANCOCK, Sheila, comp. 808°.04275 
Connections; ideas for writing [compiled 
by] Sheila Hancock [and] Ed Hancock. 
New York, Harcourt Brace Jovanovich 
[1974] xiv, 312 p. illus. 23 cm. ISBN 0-15- 
513254-7 [PE1408.H326] 73-22509 4.95 
(pbk.) 

J. English language—Rhetoric. 2. College 
arate i, Hancock, Ed, joint comp. I. 
ttle. 


LASTER, Ann A. 808".06€'6 
Writing for occupational education [by] 
Ann A. Laster [and] Nell Ann Pickett. San 
Francisco, Canfield Press [1974] xiii, 320 
p. illus. 26 cm. ISBN 0-06-386803-2 
Includes bibliographical references. 
[PE1408.L32] 73-16139 5.95 (pbk.) 

i. English, language—Rhetoric. I. Pickett, 
Nell Ann, joint author. IT. Title. 


BARNETT, Marva T. 808’.066’6021 
Elements of technical writing [by] Marva 
T. Barnett. Albany, N.Y., Delmar 
Publishers [1974] 232 p. illus. 26 cm. 


[T11.B35] 73-13487 6.60. (pbk.); 1.00 
Ginstructor’s manual). 

1. Technical writing. I. Title. 

MCCOY, Florence N. 808".065'°9 


Researching and writing in history; a 
practical handbook for students, by F. N. 
McCoy. Berkeley, University of California 
Press [1974] xii, 100 p. 22,cm. ISBN 0- 
520-02447-8 (Campus, 280) Bibliography: 
p. 97-98. [D16.M13] 73-76110 1.75 (pbk.) 
1. Historical research. I. Title. 


808.1 
The poet’s task. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1951 ed. published by Clarendon Press, 
Oxford. "An inaugural lecture delivered 


* AMERILAN BUUR-FUBHOFIING RES IRM = 


before the University of Oxford on 1 June 
1951." [PN1055.D36 1974] 74-16140 6.50 
1. Poetry—Addresses, essays, lectures. L 
Title. 

Prepared from C.I.P. 


GARROD, Heathcote William, 
1878-1960. 

The profession of poetry; an inaugural 
lecture delivered before the University of 
Oxford on 13 February 1924. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1924 ed. published by 
Clarendon Press, Oxford. [PN1055.G3 
1974] 74-16316 4.50 

I. Poetry—Addresses, essays, lectures. 1. 
Title. 

Prepared from C.I.P. 


JEROME, Judson. 808.1 
The poet and the poem. [Much expanded 
and rev. ed.] Cincinnati, Writer’s Digest 
[1974] xiv, 482 p. 23 cm. ISBN 0-911654- 
25-9 [PN1042.545 1974] 74-9968 7.95 

1. Poetics. 2. Poetry—Authorship. I. Title. 


DIXON, William Macneile, 808.2°51 
1866-1945. 

Tragedy. [Folcroft, Pa.] Folcroft Library 

Editions, 1974. p. cm. Reprint of the 1924 

ed. published by E. Arnold, London. 

[PN1892.D5 1974] 72-194357 15.00 (lib. 

bdg.). 

1. Tragedy. 

Prepared from C.I.P. 


LONG, Chester Clayton. 808.5 
The liberal art of interpretation. New 
York, Harper & Row [1974] p. cm. ISBN 


808.1 


0-06-044037-6 [PN4145.L58] 74-2670 
10.95 

1. Oral interpretation. I. Title. 

Prepared from C.I.P. 

AUER, John Jeffery, 1913- 808.53 


Handbook for discussion leaders, 


b 
` Jeffery Auer and Henry Lee Ewbank. ey 


ed. Westport, Conn., Greenwood Press 
[1974, c1954] 153 p. 21 cm. ISBN 0-8371- 
7565-8 Reprint of the ed. published by 
Harper, New York. Bibliography: p. 141- 
146. [LC6519.A93 1974] 74-6782 9.00 

1. Discussion. I. Ewbank, Henry Lee, 
1893- joint author. II. Title. 


SEGEL, Harold B., 1930- 808.81 
The baroque poem; a comparative survey, 
together with 150 illustrative texts from 
English, American, Dutch, German, 
French, Italian, Spanish, Mexican, 
Portuguese, Polish, Modern Latin, Czech, 
Croatian, and Russian poetry, in the 
original languages and accompanying 
English translations [by] Harold B. Segel. 
He ed.] New York, Dutton, 1974. xx, 328 
pP 22 cm. ISBN 0-525-06118-5. 
Bibliography: p. 140-143. [PN1221.84] 74- ` 
95501 10.95 

1. Poetry, Modera—1 7th century—History 
and criticism. 2. Baroque fiterature. 3. 
Poetry, Modern—I17th century. I. Title. 
Pbk. 4.95. 


GRANGER, Edith. 808.81°001'6 
Granger’s Index to poetry. 4th ed. 
completely rev. & enl, indexing 
anthologies published through Dec. 31, 
1950. Edited by Raymond J. Dixon. 
Plainview, N.Y., Books for Libraries Press 
[1974, c1953} p. ISBN 0-8369-9405-1 
Reprint of the ed. published by Columbia 
University Press, New Yotk. Previous ed. 
published under title: Index to poetry and 
recitations. [PN1022.G7 1974] 73-21558 
70.00 

I. Poetry—Indexes. 2. English poetry— 
Indexes. I. Dixon, Raymond J. I. Title. 
Prepared from C.1.P. 
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HOBE, Phyllis, comp. 808.81°5 
Tapestries of life. [Ist ed.] Philadelphia, A 

J. Holman Co. [1974] 255 p. illus. 29 cm. 
ISBN 0-87981-037-8 (PN6014.H5134] 74- 
4003 12.95 

i. Literature—Collections. I. Title. 


WAGNER, Paul R., 808.8179°353 
comp. 

The friendship book; a festival of fun, 
beauty, and inspiration for every kind of 
friend, edited by Paul R. Wagner. 
Illustrated with a colorful collection of 
photography, stitchery, 
cartoon strips, and fine art, by a variety of 
artists. [Kansas City, Mo., Hallmark Cards, 
1974] 69 p. col. illus. 7 cm. ISBN 0- 
87529-346-8 (Hallmark crown editions) 
[PN6110.F8W3} 73-76067 5.00 

i. Friendship—Poetry. 2. Friendship— 
Quotations, maxims, etc. I. Title. 


PARRY, Michel, comp. 808.8371 
‚The hounds of hell; stories of canine 
horror and fantasy. New York, Taplinger 
Pub. Co., 1974. 192 p. 21 cm. ISBN 0- 
8008-3945-5 Includes bibliographical 
references. [PZ1.P227Ho] [PN6071.D6] 
73-16635 6.95 

1. Hounds—Legends and stories. 2. Horror 
tales. 3. Fantastic fiction. I. Title. 

Contents omitted. 


HOWELL, Clinton Talmage, 
1913- comp. 

Seasons of inspiration. Clinton T. Howell, 

compiler and editor. Nashville, T. Nelson 

[1974] p. cm. ISBN  0-8407-5050-1. 

Poems. [PN6081.H694] 74-14556 6.95 

d. Quotations, English. I. Title. 

Prepared from C.I.P. Deluxe edition 1.1.95; 

0-8407-5076-5. 


HUNT, Lois Huffmon, 
comp. 

Joy; beautiful writings to make your heart 
sing. Illustrated by Arlene Noel. [Kansas 
City, Mo., Hallmark Cards, inc., 1974] [47] 
p. col. illus. 20 cm. ISBN 0-87529-351-4 
(Hallmark editions) [PN6084.H3H8] 73- 
78225 3.00 

1. Happiness—Quotations, maxims, ete. 2. 
Joy—Quotations, maxims, etc. I. Title. 


NEIL, William, 1909- 808.8872 
comp. 

Concise dictionary of religious quotations. 

Grand Rapids, Eerdmans [1974] p. cm. 

ISBN = 0-8028-3451-1 Bibliography: p. 

[PN6084.R3N4] 74-17470 8.95 

1. Religion—Quotations, maxims, ete. I. 

Title. 

Prepared from C.I.P. 


TAYLOR, William Sentman, 
1894- comp. 

The human course; collected thoughts for 
living. William Sentman Taylor and 
Phoebe L. S. Taylor, editors. New York, 
Halstead [i.e. Halsted] Press Division, 
Wiley [1974] xxii, 631 p. illus. 19 cm. 
ISBN 0-470-84832-4 ”A Schenkman 
publication.” [PN6081.T3] 72-81517 16.95 
1. Quotations, English. I Taylor, Phoebe 
L. S., joint comp. If. Title. 


WOOD, Katharine 
Bontecou, d.1913, comp. 

Quotations for occasions. New York, The 

Century Co., 1903. Detroit, Gale Research 

Co., 1974 [c1896] p. ISBN 0-8103-4035-6 

[PN6084. O3W6' 1974] 68-26623 9.00 

I. Quotations, English. I. Title. 

Prepared from C.I.P. 


JOHNSON, Rossiter, 1840- 
1931. 
A dictionary of biographies of authors 


808.882 


808.88°2 


808.8872 


808.8872 
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graphic poetry,- 


„4. Literature, 


represented in the ‘Authors digest series, 
with a supplemental list of later titles and a 
supplemenzary biographical section, edited’ 
by Rossiter Johnson and a staff of literary 
experts. Detroit, Gale Research Co., 1974 
[cl927] 467 p. 23 cm. (Series: Johnson; 


` Rossiter, 1340-1931, ed. Authors digest, v: 


19.) Reprint of the ed. published by 
Authors Press, New York, which was 
issued as v. 19 of Authors digest series. 
[PN44. J72 1974] 71-167011 17.50 

1. Authors—Biography. I. Title. II. Series. 


JOHNSON, Rossiter, 1840- 809 
1931, ed. 

A dictionary of famous names in fiction, 
drama, poetry, history, and art. Edited by 
Rossiter Johnson and a staff of literary 
experts. New York, Issued under the 
auspices of the Authors Press, 1908. 
Detroit, Gale Research Co., 1974. 411 p. 
22 cm. Originally. published as v. 20 of the 
editor’s Authors digest. [PN44.J7 1974] 
75-167012 17.50 i 
i. Characters and characteristics in 
literature—Dictionaries. I. Title. 

Prepared from C.I.P. 


PATMORE, Coventry Kersey 
Dighton, 1823-1896. 

Principle ir art, Religio poetae, and other 
essays. Plainview, N.Y., Books for 
Libraries Press [1974] p. cm. ISBN 0-518- 
10188-6 (Essay index reprint series) 
Reprint of the 1913 ed. published by 
Duckworth, london, in series: The Readers’ 
library. [PN37.P38 1974] 74-5160 18.50 

J. Patmore, Coventry Kersey Dighton, 
1823-1896—Religion and ethics. 2. 
Literature—Addresses, essays, lectures. 3. 
Art—Addresses, essays, lectures. I, Tite. 
Prepared from C.I.P. 


CHAYTOR, Henry John, 
1871-1954. 

From script to print; an introduction to 
medieval vernacular literature. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1966 ed. published by 
Sidgwick & Jackson, London. [PN671.C5 
1974] 74-16460 20.00 

1. Literature, Medieval—History and 
criticism. I. Title. 

Prepared from C.I.P. 


CANNAN, Gilbert, 1884- 809.7 
Satire. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1914 
ed. published by M. Secker, London, in 
series: The Art and craft of letters. 
ae 1974] 74-14537 5.50 (lib. 
bdg.) ° 

1. Satire—History and criticism. I. Title. 
Prepared fram C.I.P. 


JAN, Isabelle: 809°.85282 
On children’s literature. Translated from 
the French. New York, Schocken [1974, 
c1973] p. cm. ISBN  0-8052-3564-7 
Translation of La Litterature enfantine. 


809 


809.02 


Includes bibliographical references. 

Fees A1J3413 1974] 74-9143 6.00 
Children’s literature—History and 

singe L. Title. 

Prepared from C.I.P. 

STRACHEY, John, 1901- 809.933 


1963. 

Literature ‘and dialectica] materialism. 
Plainview, N.Y., Books for Libraries Press 
[1974] p. cm. ISBN 0-518-19076-5 
Reprint of the 1934 ed. published by 

Covici, Friede, New York. [PN51. 87 1974] 
74-4110 7.50 

Modern—History and 
criticism. 2. Social problems in literature. 
3. Fascism. 4. Dialectical materialism I. 


’ Title. 
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Prepared from C.I.P. 


ERICSON, Edward E., 809’.93371 
comp. 
Religion and modern literature; an 


anthology. Edited by Edward E. Ericson, _ 
Jr, and Georg B. Tennyson. Grand 
Rapids, Eerdmans [1974] p. cm. Includes 
bibliographical references. [PN49.E7] 74- 
13237 4.95 (pbk.) 

I. Religion and  literature—Addresses, 
essays, lectures. I. Tennyson, G. B., joint 
comp. IT. Title. 

Prepared from C.I.P. 


BARBER, Richard W. 809°.933°51 
King Arthur, in legend and history [by] 
Richard Barber. Ipswich [Eng.] Boydell 
Press. Totowa, N.J, Rowman and 
Littlefield (1974, c1973] p. cm. ISBN 0- 
87471-565-2 "Parts of this book were 
originally published under title: Arthur of 
Albion, by Barrie and Rockliff with Pall 
Mall Press in 1961.” Bibliography: p. 
[PN57.A6B34 1974] 74-9502 8.50 

i. Arthur, King. 2. Arthurian romances— 
History and criticism. I. Barber, Richard 
W. Arthur of Albion. IT. Title. 

Prepared from C.I.P. 


GARDNER, Helen 
Louise, Dame. 
The limits of literary criticism; reflections 
on the interpretation of poetry and 
scripture, by Helen Gardner. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1956 ed. published by 
Oxford University Press, London, which 
was issued as 28th ser. of Riddell memorial 
lectures. [BS511.G26 1974] 74-16242 4.50 
1. Bible—Criticism, interpretation, etc. 2. 
Bible as literature. 3. Criticism. I. Title. JI. 
Series: Riddell memorial lectures, 28th ser. 


809.93522 


.Prepared from C.I.P. 


GROS Louis, Kenneth 809’.935'22 
R. R., 1936- 
Literary interpretations of Biblical 


narratives. Edited by Kenneth R. R. Gros 
Louis, with James S. Ackerman, and 
Thayer S. Warshaw. Nashville, Abingdon 
Press [1974] p. cm. ISBN 0-687-22131-5 
(Bible in literature courses) Based on 
lectures presented at the Indiana 
University Institute on Teaching Bible in 
Secondary English in the summer of 1970- 
73. Bibliography: p. [BS535.G76] 74-12400 
6.95 (pbk.) 

1. Bible as literature. I. Ackerman, James 
Stokes. II. ‘Warshaw, Thayer S., 1915- II. 
Title. IV. Series. 

Prepared from C.I.P. 


MCMICHAEL, George L., 810°.8 
1927- comp. 

Concise anthology of American literature. 

General editor: George McMichael. 


Advisory editors: Richard P. Adams [and 
others] New York, Macmillan [1974] p. 
em. ISBN 0-02-379560-3 Abridged, from 
the compiler’s Anthology of American 
literature. Bibliography: p. TES507. M245] 
74-2638 8.95 . 

1. American literature. I. Title. 

Prepared from C.I.P. 


AHTEEEEE! 810.80895 
An anthology of Asian-American writers. 
Edited by Frank Chin [and others] 
Washington, Howard University Press, 
1974. Ixiii, 200 p. 22 cm. ISBN 0-88258- 
008-6 [PS508.A8A4] 73-88968 7.95 

I. American literature—Asian-American 
authors. 2. American literature—20th 
century. 1. Chin, Frank, 1940- comp. 
Contents omitted. 
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BUU LITERATURE 


BROOKS, Cleanth, 
comp. i 
American literature; the makers and the 
making [compiled by] Cleanth Brooks, R. 
W. B. Lewis [and] Robert Penn Warren. 
New York, St. Martin’s Press [1974, 
c1973] 2 v. 25 cm. Includes bibliographies. 
[PS504.B7] 72-95981 
l. American literature. 2. American 
literature—History and criticism. I. Lewis, 
Richard Warrington Baldwin, joint comp. 
II, Warren, Robert Penn, 1905- joint comp. 
IT. Title. 
Volume one 11.95; 8.95 (pbk.); volume two 
12.95; 9.95 (pbk.). 


HACKETT, Francis, 
1883-1962, ed. 

On American books; a symposium by five 

American critics as printed in the London 

Nation. [Folcroft, Pa.] Folcroft Library 

Editions, 1974 [c1920} p. cm. Reprint of 

the ed. published by B. W. Huebsch, New 

York, in series: The Freeman pamphlets. 

[PS221.H3 1974] 74-16317 5.00 

l. American _literature—20th century— 

Addresses, essays, lectures. I. Title. I1. 

Series: The Freeman pamphlets. 

Prepared from C.I.P. Contents omitted. 


810’.9°0052 


1906- 810.9 


810.90052 


RANKIN, Thomas 
Ernest, 1872-1953. 
American writers of the present day, 1890 
to 1920. 2d ed., rev. and enl. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1920 ed. published by 
G. Wahr, Ann Arbor, Mich.,. which was 
originally published in 1918 under title: 
American authorship of the present-day 
(since 1890) Bibliography: p. [PS221.R3 
1974] 74-16098 20.00 
1. American literature—20th century— 
History and criticism. 2. Authors, 
American—Biography. 3. Canadian 
literature—History and criticism. 4. 
Authors, Canadian—Biography. I. Title. 
Prepared from C.I.P. 


FRAIBERG, Louis 810.93 
Benjamin, 1913- i 
Psychoanalysis & American literary 


criticism [by] Louis Fraiberg. New York, 
Octagon Books, 1974 [c1960] p. cm. 
ISBN 0-374-92837-1 Reprint of the ed. 
published by Wayne State University 
press, Detroit. [PS78.F7 1974] 74-12171 
12. 

i. American literature—20th century— 
History and criticism. 2. Criticism—United 
States. 3. Psychoanalysis and literature. 4. 
Psychoanalysis. I. Title. 

Prepared from C.I.P. 


BAKER, Houston A. 810°.9°896073 
Singers of daybreak; studies in Black 
American literature, by Houston A. Baker, 
Jr. Neng eae Howard University Press, 
1974. p. cm. ISBN _ 0-88258-017-5 
[PS153.N5B27] 74-11006 6.95 

1. American literature—Negro authors— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. 


DAVIS, Arthur Paul, 
1904- 

From the dark tower; Afro-American 
writers (1900 to 1960), by Arthur P. 
Davis. Washington, Howard University 
Press, 1974. xiv, 306 p. ports. 25 cm. 
ISBN _0-88258-004-3 Bibliography: p. 230- 
289. [PS153.N5D33] 73-88969 10.95 

i. American Iiterature—Negro authors— 
History and criticism. 2. American 
Jiterature—2O0th —century—History and 
_ criticism. I. Title. 


MAJOR, Clarence. 
The dark and feeling; 


810°.9°896073 


. 810.9896073 
Black American 
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writers and their work. New York, Third 
Press [1974] 153 p. 21 cm. ISBN 0-89388- 
118-X [PS153.N5M24] 73-83162 6.95 

1. American literature—Negro authors— 
History and criticism. I. Title. 


-Contents omitted. 


WHITLOW, Roger. 810°.9°896073 
Black American literature; a 
history, with a 1,520-title bibliography of 
works written by and about Black 
Americans. Totowa, N.J., Littlefield, 
Adams [1974, cl973] p. cm. (A 
Littlefield, Adams quality paperback no. 
278) [PS153. N5W45 1974] 74-10582 3.95 
(pbk.) 

i. American Iiterature—Negro authors— 
History and criticism. ‘2. American 
literature—Negro authors—Bibliography. 3. 
Negroes—Bibliography. I. Title. II. Title: 
Black Americans. 

Prepared from C.I.P. 


MARKHAM, Edwin, 
1940, comp. 
Songs and stories, selected and annotated, 
with an introd. by Edwin Markham. 
Plainview, N.Y., Books for Libraries Press 
[1974] p. cm. ISBN 0-8369-4268-X (Short 
story index reprint series) (Reprint of the 
1931 ed. pubished by Powell Pub. Co., San 
Francisco, in series: California.) 
[PS571.C2M4 1974] 74-3456 21.00 
1. American Iiterature—California. I. Title. 
Prepared from C.I.P. 


RICHMOND, Merle A. 811.009 
Bid the vassal soar; interpretive essays on, 
the life and poetry of Phillis Wheatley (ca. 
1753-1784) and George Moses Horton (ca. 
1797-1883) [by] M. A. Richmond. 
Washington, Howard University Press, 
1974. xiii, 216 p. 24 cm. ISBN 0-88258- 
001-9 Includes bibliographical references. 
[PS866.W5Z68] 73-85493 8.95 

J. Wheatley, Phillis, afterwards Phillis 
Peters, 1753?-1784. 2. Horton, George 
Moses, 1798?-ca. 1880. I. Title. 


SCUDDER, Horace Elisha, 
1838-1902. 

James Russell Lowell; 2 biography. New 

York, AMS Press [1974} p. cm. ISBN 0- 

404-05664-4 Reprint of >; 1901 ed. 

published by Houghton, Mifrlin, Boston. 

Bibliography: p. [PS2331.S4 1974] 73- 

126665 27.50 

1. Lowell, James Russell, 1819-1891— 

Biography. 

Prepared from C.I.P. 


VINING, Elizabeth Gray, 
1902- 
Mr. Whittier. New York, The Viking Press 
[1974]. p. cm. ISBN 0-670-49431-3 
Bibliography: p. A biography of the 
nineteenth-century Quaker poet stressing 
his deep involvement in abolition, women’s 
suffrage, and other human rights, with 
emphasis on the articles and poems he 
wrote in defense of his beliefs. 
[PS3281.V5] 92 74-8162 6.95 
I. Whittier, John Greenleaf, 1807-1892— 
Biography—Juvenile literature. I. Title. 
Prepared from C.I.P. 


FIELD, Eugene, 1850-1895. 811.4 
Poems’ ‘of childhood. With illus. in color by 
Maxfield Parrish. New York, Scribner 
[1974? c1932] xii, 171 p. illus. 23 cm. 
ISBN 0-684-20808-3 (The Scribner 
illustrated classics) Ninety-four of the 
author’s poems for and about children. 
[PS1667.P6 1974] 74-176210 6.00 
I. Parrish, Maxfield, 1870-1966, 
Title. 

Pbk. 3.95, ISBN 0-684-13816-7. 


1852- 811.008 


811.3 B 


illus. IT. 


critical, 


811.3 B_ 


AMERICAN DOWN FUDLIOMUNG ROWWAD y 


SEWALL, Richard Benson. 811.4 B .. 
The life of Emily Dickinson, by Richard B.. 
Sewall. New York, Farrar, Straus and 
Giroux [1974] p. ISBN 0-374-18696-0 
Bibliography: p. [PS1541.Z5842] 74-8764 
30.00 (2 vol.). 


1. Dickinson, Emily, 1830-1886— 
Biography. I. Title. ; 
Prepared from C.I.P. 

ESPEY, John Jenkins, 1913- 811.5 


Ezra Pound’s Mauberley; a study in 
composition Berkeley, University of 
California Press [1974, c1955] 139 p. 20 
cm. ISBN 0-520-02618-7. 
[PS3531.082H842] 2.25 (pbk.) 

1. Pound, Ezra Loomis, 1885-1972 Hugh 
Selwyn Mauberley. T. Title. 

L.C. card number for original ed.: 54- 
6474. 


BROWN, Sterling Allen, 
1901- 

Southern road; poems, by Sterling A. 

Brown. Drawings by E. Simms Campbell. 

New York, Harcourt, Brace. [Boston, 

Beacon Press, 1974] p. ISBN 0-8070- 

6387-8 Reprint of the 1932 ed., with new 

introd. [PS3503.R833S6 1974] 74-6388 

3.45 (pbk.) 

Í. Title. 

Prepared from C.I.P. 


8117.5°2 


CHUTE, Marchette 
Gaylord, 1909- 
Rhymes about us [by] Marchette Chute. 
Illus. by the author. [lst ed.] New York, 
Dutton [1974] 53 p. illus. 22 cm. ISBN 0- 
525-38220-8 A collection of poems about 
familiar experiences, emotions, and events 
of childhood, such as getting a new pair of 


811.52 


shoes or having a bad day. 
Pe 3.C477Rm] 74-4272 4.95 
I. Title. r 
FEIBLEMAN, James Kern, 811.5°2 
1904- 


Collected poems [by] James K. iaraa 
New York, Horizon Press [1974] 

ISBN 0-8180-1571-3 [PS3511. EI9A17 
1974] 74-14761 8.95 

Prepared from C.I.P. 


RODITI, Edouard. 811.5°2 

Emperor of midnight. Los Angeles, Black 

Sparrow Press, 1974. p. cm. ISBN 0- 

87685-186-3 [PS3535. O338E4] 74- 17017 ° 

15.00 

Í. Title. 

Prepared from C.I.P. Pbk. 4.00; ISBN 0- 

87685-185-5. 

WARREN, Robert Penn, 811.52 
1905- 

Or else poem/poems 1968-1974. [New 

York, Random House, 1974] p. cm. ISBN 

0-394-49448-2 [PS3545.A74807 1974] 74- 

9055 6.95 

L Title. 

Prepared from C.I.P. Deluxe edition 17.50, 

ISBN 0-394-49501-2. 


ROTHENBERG, Jerome, 
1931- 

Revolution of the word; a new gathering of 
American avant garde poetry, 1914-1945. 
New York, Seabury Press [1974] p. cm. 
ISBN 0-8164-9205-0 (A Continuum book) 
[PS615.R67] 73-17883 8.95 

1. American i century. I. Title. 
Prepared from C.I.P. 


811°.5°208 , 


ABRAMS, Sam. 811.54 
The post-American cultural congress. 
Indianapolis, Bobbs-Merrill [1974] 87 p. 22 


cm. ISBN 0-672-51250-5 Poems. 
[PS3551.B7P6] 73-16810 6.95 
Í. Title. 


“OCTOBER 31,1974 


-ALLEN, Paula Gunn. 811.54 
The blind lion; poems. [Berkeley, Calif.] 
Thorp Springs Press [1974] [44] p. 21 cm. 
ISBN 0-914476-31-9 [PS3551.L397B5] 74- 
10806 3.00 (pbk.) 

I. Title. 


ANTHONY, Gloria M. 811'.5°4 
Echoes in a shell, by Gloria M. Anthony. 
Honolulu, Orovan Books [1974] 90 p. port. 
21 cm. ISBN 0-913748-04-8 Poems. 
{PR9295.9.A5E3] 74-77317 2.95 (pbk.) 

L Title. 

Publisher’s address: 
Hawaii 96818 


ATKINSON, Ron. 811'.5°4 
Looking for my name. Lenox, Mass., 
Bookstore Press [1974] [61] p. 22 cm. 


` 


Box 6082, Honolulu, 


ISBN 0-912846-06-2 Poems. 
[PS3551.T62L6] 74- IBAI 2.95 

T. Title. 

BAXTER, Charles. 811.54 


The South Dakota guidebook. [New York] 
New Rivers Press; [distributed by 
Serendipity Books, Berkeley, Calif.] 1974. 
86 p. illus. 23 cm. ISBN 0-912284-52-8 
‘Poems. [PS3552.A854S6] 73-89343 2.50 
(pbk.). 

I. Title. 


GOLDBARTH, Albert. 811°.5°4 
Opticks; a poem in seven sections. New 
yom Seven Woods Press, 1974. 69 p. 21 

ISBN 0-913282-02-2 
[P53557. 035406] 73-90124 5.95 


I. Title. 
Pbk. 3.75, ISBN 0-913282-03-0. 


-HEYEN, William, 1940- 811.54 

Noise in the trees; peosm and a memoir. 

N York, Vanguard Press [1974] viii, 127 
p. 21 cm. ISBN 0-8149-0739-3 
[PS3558.E85N6 1974] 73-91290 5.95 

Í. Title. 


HOCHMAN, Sandra. 811.54 
` Futures; new poems. New York, Viking 
Press [1974] 52 p. 25 cm. ISBN 0-670- 
33323-9 [PS3558.034F8] 73-17785 6.95 

I. Title. 


*HOOKER, Craig Michael. 811.54 
Honor awakens again: for we are all gifted 
& real Berkeley, Calif, Oyez [1974, c1973] 
34 p. 23 cm. Poems. 2.00 (pbk.) š 

L. Title. 


JELLEMA, Roderick. 811.54 
Something tugging the line. [Indianapolis] 
Dryad Press [1974] 52 p. 19 cm. Poems. 
[PS3560.E46586] 74-164350 1.50 (pbk.) 

© L Title. 


Publisher’s, ` ` address: P.O. Box 1656, 
“Washington, D.C. 20013. 
KNIFE, Jack. 811.54 


- The perfect man. [New York] Poet’s Press 
[1974] [51] p. illus. 21 cm. ”A Studio 3000 
publication.” In verse. [PS3561.N43P4] 74- 
76091 1.25 (pbk.) 
T. Title. 
LEITER, Sharon. 811.54 
The lady and the bailiff of time. Illus. by 
Margery Gordon. Ann Arbor [Mich.] 
Ardis [1974] 58 p. illus. 23 cm. ISBN 0- 
88233-056-X (New poets in America 
, series) Poems. [PS3562.E462L3] 74- 
175979 4.95 
I. Title. 
Pbk. 2.95; ISBN 0-88233-057-8. 


LESTER, Julius. B11.5°4 
Who I am; poems. Photos. by David Gahr. 
New York, Dial Press [1974] p. cm. ISBN 


0-8037-8758-8 ~[PS3562.E853W5] ~ 73- 
15447 5.95 on 
L Title. iE, 
Prepared from C.I.P. 


LINEBARGER, J. M. 811.54 
John Berryman, by J. M. Linebarger. New 
York, Twayne Publishers [1974] 176 p. 
port. 21 cm. ISBN 0-8057-0054-4 
(Twayne’s United States authors series, 
TUSAS 244) Bibliography: p. 163-170. 
[PS3503.E744Z76] 73-17367 6.50 

1. Berryman, John, 1914-1972. 


*MEL 
Blue ra 
p. 23 c 
T. Title. 


dd 
ZER, David. 811.54 
Berkeley, Calif., Oyez, 1974. 25 
. Poems. 5.00; 1.50 (pbk.) 


PALMER, Michael, 1943- 811.54 
The circular gates. Los Angeles, Black 
Sparrow Press, 1974. p. cm. ISBN 0- 
87685-210-X Poems. [PS3566.A54C5] 74- 
14747 15.00. 

I. Title. 

Prepared from C.I.P. Pbk. 4.00, ISBN 0- 
87685-209-6. 


*PEDRICK, Jean. 811.54 
Wolf Moon. [Cambridge, Mass., Alice 
James Books, 1974} 70 p. 21 cm. ISBN 0- 
914086-03-0. Poems. 3.00 (pbk.) 


- L Title. 


Publishers’ address: 138 Mt. Auburn St. 
Cambridge, Mass. 02138 


POLHAMUS, Jean Burt. 811.54 
Dinosaur funny bones. Illustrated by 
Mamoru ‘R. Funai. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-13- 
216275-X Poems and pictures introduce 
twenty different dinosaurs, describing the 
habits, characteristics, and environment of 
each. [PZ8.3.P55897Di] 74-8331 3.95 

I Funai, Mamoru, illus. II. Title. 

Prepared from C.I.P. 


RATTI, John. 811.54 
Memorial Day; poems. New York, Viking 
Press [1974] 67 p. 20 cm. ISBN 0-670- 


46826-6 (A Viking compass book) 
[PS3568.A78M4] 73-15065 6.95 

Í. Title. 

Pbk. 2.95, ISBN 0-670-00420-0. 

RAY, David, 1932- 811.54 


Gathering firewood; new poems and 
selected. [lst ed.] Middletown, Conn., 
Wesleyan University Press [1974] 88 p. 21 
cm. ISBN 0-8195-2075-6 (The Wesleyan 
poetry program, v. 75) [PS3568.A9G3] 74- 
5968 6.00 - 

I. Title. 

Pbk. 3.45, ISBN 0-8195-1075-0. 


RITCHIE, Elisavietta. 811.54 
Tightening the circle over eel country. 
Washington, Acropolis Books [1974] p. 


cm. ISBN 0-87491-389-6 Poems. 
[PS3568.I8T4] 74-17130 6.50 
I. Title. 


Prepared from C.I.P. Pbk. 3.75; ISBN 0- 
87491-390-X. 


ROSNER, Donald L., 1928- 811.54 
Hitch your wagon to a star [by] Donald L. 
Rosner. Philadelphia, Dorrance [1974] 64 
p. 22 cm. ISBN 0-8059-2008-0 Poems. 
[PS3568.08418H5] 74-75928 2.95 

T. Title. 


RUTHERFORD, John E. 811.54 
A cure for indigestion [by] John E. 
Rutherford, Jr. Philadelphia, Dorrance 
[1974] 37 p. 22 cm. ISBN 0-8059-2005-6 
Poems. [PS3568.U818C8] 74-75410 2.95 

L. Title. 


800 LITERATURE 

SCHEVILL, James Erwin, 811.54 
1920- 

Pursuing elegy; a poem about Haiti, b 
James Schevill. With drawings by Hug 
Townley. [lst ed.] Providence, Copper 
Beech Press [1974].21 p. illus. 28 cm. 
ISBN 0-914278-01-0 First edition is 
limited to 350 copies.” [PS3537.C3278P8] 
74-75513 3.50 (pbk.) 
I. Poetry of places—Haiti. 
Poetry. I. Title. 


SCHICK, Eleanor, 1942- 
City sun. Poems and pictures by Eleanor 
Schick. New York, Macmillan [1974] p. 
cm. ISBN 0-02-781200-6 A collection of 
brief poems recording two children’s 
experiences living in the city. 
[PZ8:3.S34Ck] 74-3311 4.95 

1. City and town life—Juvenile poetry. I. 
Title. 

Prepared from C.I.P. 


SCHULTZ, Garnett Ann. 811.54 
Moments of sunshine. Philadelphia, 
Dorrance [1974] 168, p. 22 cm. ISBN 0- 
8059-2010-2 Poems: [PS3569.C55M6] 74- 
75926 5.95 

I. Title. 


SMITH, David Jeddie, 
1942- 

The fisherman’s whore [by] Dave Smith. ` 

Athens, Ohio University Press [1974] 74 p. 

24 cm. ISBN 0-8214-0137-8 Poems. 

[PS3569.M5173F5] 73-85445 5.00 

I. Title. 


SPIVACK, Kathleen. 811.54 
The Jane poems. [lst ed.] Garden City, 
N.Y., Doubleday, 1974. xiii, 81 p. 22 cm. 
ISBN 0-385-01848-7 [PS3569.P56J3] 74- 


2. Haiti— 


811.54 


8117.5°4 


-3526 5.95 


I. Title. 
Pbk. 2.95, ISBN 0-385-01871-1. 


TUMA, Mirko. 811.54 

Crutches of dusk; poems. Perth Amboy, 

N.J., Community, Pub. Co. [1974] 71 p: 33 

on ‘[PS3570. U45C7] 74-10928 4.25 (pbk.) 
Title. 


WAGONER, David. 811.54 
Sleeping in the woods. E 
Indiana University Press [1974] p. cm. 


ISBN 0-253-18166-6 [PS3545. A345S5] 74- 
3617 5.95 

I Title. 

Prepared from C.I.P. 


WILLARD, Nancy. 811.54 
Carpenter of the sun; poems. New York, 
Liveright [1974] p. cm. ISBN 0-87140- 


602-0 [PS3573.1444C3] 74-13345 5.95; 


2.50 (pbk.) 
I. Title. 
Prepared from C.I.P. 


KHERDIAN, David, comp. sir. 5408 
Settling America: the ethnic expression of 
14 contemporary poets. New “York, 
Macmillan [1974] p. ISBN 0-02-750240- 6 
poetry anthology in which fourteen 
American poets of varied ethnic 
backgrounds explore their own origins and 
the process of assimilation that has helped 
shape this country. [PS615.K5] 74-8128 
5.95 
I. American poetry—20th century. 2. 
Minorities—United States—Poetry. L Title. 
Prepared -from C.I.P. 
MORRISON, Lillian, 811%5°408 
comp. 
Best wishes, amen; a new collection of 
autograph verse. [Illustrated by Loretta 
Lustig. New York, Crowell [1974] p. cm. 
ISBN 0-690-00579-2 Sayings and anys 
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800 LITERATURE x ie 
+. 

from autograph albums such as ”2 good 2 

be 4 got 10.” [PZ8.3.M827Be] 74-2456 

4.95 

1. Children’s poetry. 2. Autograph albums. 

T. Title. 

Prepared from C.I.P. 


PRATSON, Patricia, 
comp. 

Seed time: a celebration of childhood. Text 
collected by Patricia Pratson. Photos. by 
Julie O’Neil and Frederick Pratson. [lst 
ed.] Boston, Little, Brown [1974] p. cm. 
ISBN 0-316-71752-5 Chiefly poems. 
Children express themselves in prose and 
poetry on such topics as their family, 
friends, feelings, school, nature, and God. 
[PS508.C7P7] 74-10993 3.95 (pbk.). 

1. Children’s writings, American. I. Title. 

` Prepared from C.I.P. 


811.5408 


TISDALE, Celes, 
comp. 

Betcha ain’t; poems from Attica. Edited 
with an introd. by Celes Tisdale. [Ist ed.] 
Detroit, Broadside Press [1974] 62 p. 22 
cm. ISBN 0-910296-13-8 [PS591.P7T5] 
74-175865 2.50 (pbk.) 

J. Prisoners’ writings, American. 2. 
American poetry—Attica, N.Y. I. New 
York (State). State Prison, Attica. TI. Title. 


1941- 8117.5°408 


LOOS, Anita, 1894- 812.52 B 
Kiss Hollywood good-by. New York, 
Viking Press [1974] 213 p. illus. 22 cm. 
ISBN 0-670-41374-7 Autobiographical. 
[PS3523.0557K5] 73-16942 7.95 

1. Loos, Anita, 1894- —Biography. I. Title. 


CROWLEY, Mart, 1935- 812.54 
A breeze from the gulf. New York, Farrar, 
Straus and Giroux [1974, c1973] p. ISBN 
0-374-11654-7 A play. [PS3553.R6B7 
1974] 73-21901 9.95 

IL Title. 

Prepared from C.I.P. 


PARKINSON, Thomas 
Francis, 1920- 

What the blindman saw; or, Twenty-five 
years of the endless war; a play by Thomas 
Parkinson. [Berkeley, Calif.] Thorp Springs 
Press [1974, c1970] 63 p. 23 cm. ISBN 0- 
914476-29-7 [PS3566.A69W48 1974] 74- 
8449 3.00 (pbk.) 

I. Title. 


812.54 


SIMON, Neil. 812.54 
The good doctor; a new comedy with 

music. Adapted from and suggested by 

stories by Anton Chekov. [lst ed.] New 

York, Random House [1974] p. cm. ISBN 

eae [PS3537.1663G6] 74-8446 
9 

I. Chekhov, Anton Pavlovich, 1860-1904. 

II. Title. 

Prepared from C.I.P. 

POWELL, Lawrence 813’.009°32 
Clark, 1906- ` 

Southwest classisc: the creative literature 

of the arid lands essays on the book and 

their writers. Los Angeles, W. Ritchie 

Press, 1974. viii, 370 p. illus. 23 cm. ISBN 

0-378-07751-1 Includes bibliographies. 

[PS277.P63] 73-89437 12.95 

i. American literature—Southwest, New— 

Addresses, essays, lectures. I. Title. 

Pbk. 6.50; ISBN 0-378-07752-X. 


BELLAMY, Joe David. 813.03 
The new fiction; interviews with innovative 
American writers. Urbana, University of 
Ilinois Press [1974] p. cm. ISBN 0-252- 
00430-2 [PS135.B4] 74-14841 7.95 

1. Authors, American—20th century— 
Interviews. 2. Fiction. I. Title. 

Prepared from C.I.P. 
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Se. E 
ES ar wos 
BOYNTON, Percy Holmes, 813’.03 
1875-1946. 
The rediscovery of the frontier. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p- 
cm. Reprint of the 1931 ed. published by 
the University of Chicago Press, Chicago. 
‘TPS169. F7B6 1974] 74-14617 5.50 (lib. 
bdg.). 
i. American  literature—History and 
criticism. 2, American fiction—History and 
criticism. 3. Frontier and pioneer life— 
United States. I. Title. 
Prepared from C.I.P.. 


FREEMAN, Lucy, comp. 813°.0872 
Killers of the mind; annual anthology of 
the Mystery Writers of America. Edited by 
Lucy Freeman. New York, Random House 
[1974] p. cm. ISBN 0-394-49306-0 
[PZ1.F88Ki] [PS648.D4] 74-9092 7.95 

1. Detective and mystery stories, 
American. I. Mystery Writers of America. 
Il. Title. 

Prepared from C.I.P. 


ZEBROWSKI, George, 
1945- comp. 
Tomorrow today. Santa Cruz [Calif.] Unity 
Press, 1974. p. cm. ISBN 0-913300-33-0 
(Planet series, no. 1) [PZI1.Z4Ta] 
[PS648.S3] 73-82547 6.95 
1. Science fiction, American. I. Title. 
Prepared from C.I.P. Pbk. 3.95, ISBN C- 
913300-31-4; Contents omitted. 


BOYESEN, Hjalmar Hjorth, 
1848-1895. 

The modern vikings; stozies of life and 

sport in the Norseland. Plainview, N.Y., 

Books for Libraries Press [1974] p. cm. 

ISBN 0-8369-4266-3 (Short story index 

reprint series) Reprint of the 1915 ed. 

published by Scribner, New York. 

[PZ3. B696Mo9] [PS1117] 74-3416 15.00 

I. Title. 

Prepared from C.I.P. Contents omitted. 


CABLE, George Washington, 813.4 
1844-1925. 

The cavalier. Illustrated from photos. of 

the characters and scenes in the play. Julia 

Marlowe ed. New York, Scribner, 1903. 

St. Clair Shores, Mich., Scholarly Press, 

1974. xv, 311 p. illus. 21 zm. ISBN 0-403- 


813.0876 


813.4 


02956-2 [PZ3.C11Cav5] [PS1244] 72- 
84534 34.00 

L Title. 

HOCKS, Richard A., 1936-. 813.4 


Henry James and pragmatistic thought; a 
study in the relationship between the 
philosophy of William James and the 
literary art of Henry James [by] Richard 
A. Hocks. Chapel Hill, The University of 


North Carolina Press [1974] p. ISBN 0- 
8078-1225-0 [PS2127.P5H6] 73-16271 
9.95 


1. James, Henry, 1843-i916—Philosophy. 
2. James, William, 1842-1910. I. Title. 
Prepared from C.I.P. 


TEMPLE, Jean. 813.4 B 
Blue ghost; a study of Lafcadio Hearn. 
New York, J. Cape [&] H. Smith. New 
York, Haskell House [1974, c1931] p. cm. 
ISBN 0-8383-2027-9 [PS1918.T4 1974b] 
74-16485 12.95 (lib. bdg.) 

1. Hearn, Lafcadio, tN ae 
Í. Title. 

Prepared from C.I.P. 


UNDERWOOD, John Curtis, 
1874-1949. 

Literature and insurgency; ten studies in 

racial evolution: Mark Twain, Henry 

James, William Dean Howells, Frank 

Norris, David Graham Phillips, Stewart 

Edward White, Winston Churchill, Edith 


813°.4°09 


AMERICAN BOOK PUBLISHING RECORD = 


Wharton, Gertrude Atherton, and Robert 
W. Chambers. New York, Biblo & Tannen, 
1974 [c1914] p. cm. ISBN 0-8196-0288-4 
Reprint of the ed. published by M. 
Kennerley, New York. [PS377.U5 1974] 
74-162301 15.00 


1. American  fiction—19th — century— 
History and criticism. I. Title. 

Prepared from C.I.P. 

BELLMAN, Samuel Irving, 813.52 


1926- 

Marjorie Kinnan Rawlings, by Samuel I. 
Bellman. New York, Twayne Publishers 
[1974] p. cm. ISBN  0-8057-0610-0 
(Twayne’s United States authors series, 
TUSAS 241) Bibliography: `p. 
[PS3535.A845Z57] 73-17291 7.50 

1. Rawlings, Marjorie (Kinnan) 1896-1953. 
Prepared from C.I.P. 


ECKLEY, Wilton. 813.52 
Harriette Arnow. New York, Twayne 
Publishers [1974] 138 p. port. 22 cm. 
ISBN 0-8057-0023-4 (Twayne’s United 
States authors me TUSAS 245) 
Bibliography: 133-134. 
[PS3501.R64Z65] 73- 18406 6.50 

1. Arnow, Harriette Louisa Simpson, 1908- 


ENGLAND, George Allan, 813’.5’2 
1877-1936. . 

Darkness and dawn. With an added 

introductory essay by the author. 

Westport, Conn., Hyperion Press [1974, 

c1914] 672 p. front. 23 cm. ISBN 0-88355- 

108-X (Classics of science fiction) Reprint 

of the ed. published by Small, Maynard, 

Boston. [PZ3.E575D4] [PS3509.N4] 73- 

13253 13.95 

I. Title. 

Pbk. 5.95, ISBN 0-88355-137-3. 


FADLKNER, William, 1897- 
1962 

Flags in the dust. Edited and with an 
introd. by Douglas Day. New York, 
Vintage Books [1974, c1973] p. cm. ISBN 
0-394-71239-0 An uncut version of the 
work published in 1929: under title: 
Sartoris. [PZ3.F272F14] [PS3511. A86] 74- 
3315 1.95 (pbk.). 

I. Title. 

Prepared from C.I.P. 


813’. 5'2 


GARLAND, Hamlin, 1860- 
1940. 

Hesper; a novel. New York, Harper, 1904. 
St. Clair Shores, Mich., Scholarly Press 
1974. iii, 444 p. 21 cm. ISBN 0-403- 
02951-1 [PZ3.G18He9] [PS1732] 72-84707 
18.00 

I. Title. 


813°.5’°2 


HOWARD, Hilda Glynn, 813°.5’2 
1887-1966. 
The writing on the wall [by] Hilda Glynn- 
Ward, with an introduction by Patricia E. 
Roy. [Toronto, Buffalo] University of 
Toronto Press [1974] xxxi, 148 p. 23 cm. 
ISBN 0-8020-2070-4 (Social history of 
Canada, 20) Original ed. published in 1921 


by Sun Publishing Co., Vancouver. 
Includes bibliographical references. 
([PZ3.H83374Wr3] [PR9199.3.H64] 73- 
91563 12.50 

I. Title. IT. Series. 

Pbk. 4.95; ISBN 0-8020-6202-4. 

MICHEL, Pierre, 1934- 813.52 


James Gould Cozzens. New York, Twayne 
Publishers [1974] p. cm. ISBN 0-8057- 
0163-X (Twayne’s United States authors 
series, TUSAS 237) Bibliography: p. 
[PS3505. 099Z77] 73-17017 7.50 

1. Cozzens, James Gould, 1903- 

Prepared from C.I.P. 


THOMSON, Edward William, 
* 1849-1924. 
Old Man Savarin stories; tales of Canada 
and Canadians. Introd. by Linda Sheshko. 
[Toronto] University of Toronto Press 
[1974] xxxvi, 344 p. 23 cm. ISBN 0-8020- 
2077-1 (Literature of Canada: poetry and 
prose in reprint, 10) Reprint of the 1917 
ed., published yi Gundy, Toronto. 
Bibliography: p. [PZ3.T38320110] 
[PR9199.3.T474] 13.91557 15.00 
Í. Title. 
Contents omitted. Pbk. 4.50; ISBN 0-8020- 
6207-5. 


813.52 


‘WILLA Cather 
- International Seminar, 
Nebraska-Lincoln, 1973. 
The art of Willa Cather, edited by Bernice 
Slote and Virginia Faulkner. Lincoln, Dept. 
of English, Univeristy of Nebraska-Lincoln 
[1974] p. cm. ISBN  0-8032-0841-3 
Bibliography; o” [PS3505.A87Z489 1974] 


74-78479 8 

1: Cather, Willa Silber, 1873-1947— 
Congresses. I. Slote, Bernice, ed. II 
Faulkner, Virginia, 1913- ed. TMI 
University of Nebraska-Lincoln. Dept. of 
English. IV. Title. 


Prepared from C.I.P. 


BLAND, Alden, 1911- 813.54 
Behold a cry. New York, Scribner, 1947. 
{New York, AMS Press, 1974] p. cm. 
ISBN 0-404-11369-9 [PZ3.B5985Be5] 
[PS3503.L45] 73-18554 14.00 

f Title. - 

Prepared from C.I.P. 


BROWNING, Preston M. 813.54 
Flannery O'Connor [by] Preston M. 
Browning, Jr. With a pref. by Harry T. 
Moore. Carbondale, Southern [Illinois 
University Press [1974] p. cm. ISBN 0- 
_8093-0672-7 (Crosscurrents/modern 
Ses ree Pibliography: p. [PS3565.C57Z6] 
Tiesa S 
Loca Flannery. 
‘Prepared from C.I.P. 


BUSCH, Frederick, 1941- 813.54 
Manual labor. [New York, New 
Directions, 1974] p. cm. ISBN 0-8112- 
0535-5 (A New Directions book) 
Peers) [PS3552.U814] 74-6286 


I. Title. 
Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
8112-0536-3 


FLOOD, Jeanne. 813.54 
Brian Moore. Lewisburg, Bucknell 
‘University Press [1974] p. cm. ISBN 0- 
8387-7823-2 (The Irish writers series) 
Bibliography: p. [PR6063.06Z63] 76- 
`- 168808 4.50 

`L Moore, 
interpretation. 
Prepared from C.I.P. Pbk. 1.95, ISBN 0- 
3 8387-7972-7. 


- MANFRED, Frederick 
-< Feikema, 1912- 
Conversations with Frederick Manfred. 
Moderated by John R. Milton. With a 
foreword by Wallace Stegner. Drawings by 
Arnold John Dyson. Salt Lake City, 
University of Utah Press [1974] xviii, 169 
p. illus. 23 cm. ISBN 0-87480-091-9 An 
interview taped for KVSD-TV. Portions 
were previously ee e in ee Dakota 
review. 
[PS3525. A52233C8] 23. 33300 6. Fo 
1. Manfred, Frederick Feikema, 1912- — 
Interviews. I. Milton, John R. II. Title. 


THARPE, Jac. 
John Barth; 


i 813.52 
University of 


Brian—Criticism and 


813.54 B 


813.54 


.the -comic sublimity of 


"CLEVELAND, Rose Elizabeth, 


paradox. With a pref. by Harry T.. Moore. 
Carbondale, Southern Illinois University 
Press [1974] p. cm. ISBN 0-8093-0702-2 
(Crosscurrents/modern critiques) 
BibliversEby: p. [PS3552.A75Z9] 74-12263 
9 a 


i Barth, 
interpretation. 
Prepared from C.I.P. 


John—Crtiticism and 


814.4 
1846-1918. 

George Eliot’s poetry, and other studies. 
Plainview. N.Y., Books for Libraries Press 
[1974] p. cm. ISBN 0-518-10176-2 (Essay 
index reprint series) Reprint of the 1885 
ed. published by Funk & Wagnalls, New 
York. [PS1351.C4G4 1974] 74-4275 12.50 
1. Eliot, George; pseud., ie. Marian Evans, 
afterwards Cross, 1819-1880—Adacresses, 
essays, lectures. 2. Middle Ages— 
History—Addresses, essays, lectures. I. 
Title. 

Prepared from C.I.P. Contents omitted. 


NADAL, Ehrman Syme, 1843- 
1922. 

Essays at home and elsewhere. Plainview, 

N.Y., Books for Libraries Press [1974] p. 

cm. ISBN 0-518-10187-8 (Essay index 

reprint series) Reprint of the 1882 ed. 

published by Macmillan, London. 

[PS2459.N2E7 1974] 74- 5149 16.00 

I. Title. 

Prepared from C.I.P. > 


GIOVANNI, Nikki. £15.06 
A poetic equation: conversations between 
Nikki Giovanni and Margaret Walker. 
Washington, Howard University Press, 
1974. xiii, 135 p. illus. 25 cm. ISBN 0- 
88258-003- -5 [PS3557.155Z52] 73-85494 
1. Giovanni, Nikki. 2. Walker, Margaret, 
1915- I. Walker, Margaret, 1915- H. Title. 


GINSBERG, Allen, 1926- 815.54 
Allen verbatim: lectures on poetry, politics, 
consciousness. Edited by Gordon Ball. 
New York, McGraw-Hill [1974] p. cm. 
ISBN 0-07-023285-7 [PS3513.174A69] 73- 
20079 6.95 

J. .American poetry—20th century— 
Collected works. 2. Narcotics, Control of—— 
United States—Collected works. I. Title. 
Prepared from C.I.P. 


SABREPEN. 817.54 
I quit: a fable from the dead issue scroll. 
New York, T. Nelson [1974] p. cm. 
[PS3569.A2212] 74-8567 1.50 (pbk.) 

I. Title. 

Prepared from C.I.P. 


814.4 


WIESNER, William, 817'.5°408 
comp. 
How silly can you be? Compiled and 
illustrated by William Wiesner. New York, 
Seabury Press [1974] p. cm. ISBN 0-8164- 
3123-X Common everyday events are 
spoofed in this collection of jokes, silly 
stories, and sight gags. [PZ8.7.W5Ho] 74- 
4044 5.50 -> 
4. Wit and humor, Juvenile. I. Title. 
Prepared from C.I.P. 


MCKOWN, Robin 818°.4'03 B 
Mark Twain. New York, McGrew-Hill 
[1974] p. cm. A biography stressing the 
wide range of literary achievements of the 
author considered by many to be 
America’s greatest writer. [PS1331.M24] 
74-9583 4.72 (lib. bdg.). 

1. Clemens, Samuel Langhorne, 1835- 
1910—Biography—Juvenile literature. I. 
Title. 

Prepared from C.I.P. 


CLEMENS, Cyril, 1902- 818°.4°09 B 


-My cousin Mark Twain. With an introd. 


by Booth Tarkington. [2d ed.] Emmaus, 
Pa. Rodale Press, 1939. New York, 
Haskell House. Publishers [1974] p. cm. 
ISBN 0-8383-1744-8 ”Principal books of 
Mark Twain with date of publication:” p. 
[PS1331.C47 1974b] 74-16297 13.95 (lib. 


bdg.). 

i. Clemens, Samuel Langhorne, 1835- 
1910-—Biography. £ Title. 

Prepared from C.LP. 

ROGERS, Will, 1879- . 818°.5°207 


1935. 
The illiterate digest. New York, A. L. Burt 
Co. Detroit, Gale Research Co., 1974. p. 
em. ISBN 0-8103-3975-7 Reprint of the 
1924 ed. ([PN6161.R66 1974] 77-145720 
14.00 
L Title. 
Prepared from C.I.P. 


TOOMER, Jean, 1894- 
1967. 

The wayward and the seeking: a miscellany 
of writings. Edited by Darwin T. Turner. 
Washington, Howard University Press, 
1974. p cm. ISBN  0-88258-014-0 
[PS3539.0478W3 1974] 74-11026 10.50 

L. Turner, Darwin T., 1931- ed. II. Title. 
Prepared from C.I.P. 


MCDOUGALL, Richard. 818°.5°209 
Delmore Schwartz. New York, Twayne 
Publishers [1974] 156 p. port. 22 cm. 
ISBN 0-8057-0657-7  (Twayne’s United 
States authors series, TUSAS 243) 
Bibliography: p. 143-152. [PS3537.C79Z77] 
73-17285 7.50 

1. Schwartz, Delmore, 1913-1966. 


RIDDEL, Joseph N. 818.5209 
The inverted bell; modernism and the 
counterpoetics of William Carlos Williams 
[by] Joseph N. Riddel. Baton Rouge, 
Louisiana State University Press [1974] 
xxv, 308 p. 23 cm. ISBN 0-8071-0063-3 
Includes bibliographical references. 
[PS3545.1544Z874] 73-77655 10.95 

1. Williams, William Carlos, 1883-1963— 
Criticism and interpretation. I. Title. 


SAMPSON, Edward C. 818.5209 
E. B. White, by Edward C. Sampson. New 
York, Twayne Publishers [1974] 190 p. 21 
cm. ISBN 0-8057-0787-5 (Twayne’s 
United States authors RA TUSAS 232) 
Bibliography: 175-182. 
[PS33545 318729] 73- 51582 7.50 

1. White, Elwyn Brooks, 1899- —Criticism 
and interpretation. 


WALKER, Dorothea. 818°.5°209 
Alice Brown. New’ York, Twayne 
Publishers [1974] p. cm. ISBN 0-8057- 
0099-4 (wayne United States authors 
series. TUSAS 239) Bibliography: p. 
[PS1128.W3] 73-17019 7.95 

1. Brown, Alice, 1857- 1948—Criticism and 
interpretation. 

Prepared from C.I.P. 


CROSBIE, John S., 
1920- 
The mayor of Upper Upsalquitch. Toronto, 


818’.5’207 


818°.5'402 


-New York, McGraw-Hill Ryerson [1973] 


185 p 23 cm. ISBN 0-07-077629-6 
[PN6178.C3C7] 74-155331 7.95 
L Title. 


HOW to cook 2 sock. 8187.5°407 
Pref. by Mike Roy. Illus. by Jerry Simon. 
Los Angeles, Ward Ritchie Press [1974] 
[46] p. illus. 21 cm. On cover, at head of 
title: Mike Roy’s kids. Recipes "of 
kindergarten kids “Of Bloomfield and Benito 


105 


Juarez Elementary Schools (Artesia).” 
[PN6231.C624H6] 74-78584 2.95 (pbk.) 

1. Cookery—Anecdotes, facetiae, satire, 
etc. I. Roy, Mike. 


MOUSTAKAS, Clark E. 818°.5°407 
Portraits of loneliness and love [by] Clark 
E. Moustakas. Englewood Cliffs, N.J., 
Prentice-Hall [1974] 95 p. illus. 25 cm. 
ISBN 0-13-687483-5 (A Reward book) 
[PS3563.0923P6] 73-19515 6.95 

Lf. Title. 

Pbk. 2.95; ISBN 0-13-687475-4. 


ONDAATIE, Michael, 
1943- 

The collected works of Billy the Kid. New 
York, Norton [1974, c1970}] 105 p. illus. 
22 cm. ISBN 0-393-08702-6 Reprint of the 
ed. published by Anansi, Toronto. 
[PR9199.3.05C6 1974] 74-10727 5.95 

I. Billy the Kid—Fiction. 2. Billy the 
Kid—Poetry. I. Title. 


ROCKWELL, Thomas, 
1933- 

The portmanteau book. Illustrated by Gail 

Rockwell. [lst ed.] Boston, Little, Brown 

[1974] 141 p. illus. 26 cm. ISBN 0-316- 

75341-6 Stories, poems, and nonsense for 

all moods and conditions. [PN6162.R62] 

73-13588 6.95 

1. Wit and humor, Juvenile. I. Rockwell, 

Gail, illus. II. Title. 

Pbk. 3.95, ISBN 0-316-75442-4. 


818°.5°407 


818°.5°407 


ABRAMS, Meyer Howard, ed. 820’.8 
The Norton anthology of English 
literature. M. H. Abrams, general. editor. 
3d major authors ed. New York, Norton 
[1975, i.e.1974] p. cm. ISBN 0-393- 
09298-4 Bibliography: p. [PR1109.A22 
1975] 74-12340 9.25 (vol. 1). 

1. English literature. I. Title. 

Prepared from C.I.P. Volume two 9.25, 
ISBN 0-393-09307-7; Vol. 1. 7.45 (pbk.), 
ISBN 0-393-09304-2; Vol. 2. 7.45 (pbk.); 
ISBN 0-393-09306-9. 


MURPHY, Gwendolen, ed. 820°.8°027 
A cabinet of characters, chosen and edited 
by Gwendolen Murphy. [Norwood, Pa.] 
Norwood Editions, 1974. p. cm. Reprint 
of the 1925 ed. published by H. Milford, 
London. [PR1309.C47M8 1974} 74-11476 
30.00 (lib. bdg.). 

i. English prose literature. 2. Characters 
and characteristics—Literary collections. I. 
Title. 

Prepared from C.I.P. 


WILLARD, Barbara, 
comp. 

Happy families. Illustrated by Krystyna 
Turska. [lst American ed.] New York, 
Macmillan [1974] 256 p. illus. 26 cm. 
ISBN 0-02-793010-6 An anthology of 
prose and poetry about family life includes 
selections by Louisa May Alcott, Gerald 
Durrell, Walter de la Mare, Jane Austen, 
William Wordsworth, Saki, J. M. Barrie 


820°.8°0355 


and others. [PZ5.W638Hap3] Fic 73-22433° 


5.95 
i. Children’s literature (Collections) I. 
Turska, Krystyna, 1933- illus. IT. Title. 


JOHNSON, Samuel, 1709- 
1784. 

Samuel Johnson’s literary criticism. Edited 
by R. D. Stock. Lincoln, University of 
Nebraska Press [1974] p. cm. ISBN 0- 
8032-0469-8 (Regents critics series) 
Bibliography: p. [PR3523.S8] 73-91398 
12.50 g 


820°.9 


1. Literature—Addresses, essays, lectures. 
2. English philology—Addresses, essays, 
lectures. I. Stock, Robert D., ed. I. Title. 
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Prepared from C.I.P. Pbk. 3.50, ISBN 0- 
8032-5467-9. 

LOWELL, James Russell, 820’.9 

1819-1891. 

Latest literary essays and addresses of 
James Russell Lowell. Plainview, N.Y., 
Books for Libraries Press [1974] p. cm. 
ISBN 0-518-10184-3 (Essay index reprint 
series) Reprint of the 1892 ed. published 
by Houghton, Mifflin, Boston. [PS2319.Al1 
1974] 74-4276 12.50 

1. English literature—Addresses, 
lectures. I. Title. 

Prepared from C.I.P. Contents omitted. 


essays, 


RUOFF, James E. 820.9003 
Crowell’s handbook of Elizabethan and 
Stuart literature, by James E. Ruoff. New 
York, Crowell [1974] p. cm. ISBN 0-690- 
22661-6 [PR19.R8] 73-22097 10.95 

1. English literature—Early modern, 1500- 
1700—Dictionaries. [ Title. If Title: 


Handbook of Elizabethan and Stuart 
literature. . 
Prepared from C.I.P. 

WILSON, Mona, 1872- 820°.9°007 B 


-Jane Austen and some contemporaries. 


With an introd. by G. M. Young. 
[Norwood, Pa.] Norwood Editions, 1974. 
p. cm. Reprint of the 1938 ed. published 
by Cresset Press, London. [PR111.W54 
1974] 74-8664 17.50 


1l. Women authors—Great Britain— 
Biography. I. Title. 

Prepared from C.I.P. 

JONES, Henry, Sir, 820.931 


1852-1922. 

Essays on literature and education. Edited 
by H. J. W. Hetherington. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1924 ed. published by 
Hodder and Stoughton, London. 
Contents.—Sir Walter Scott-—Tennyson.— 
Robert Browning and Elizabeth Barrett 
Browning.—The ethical idea in 
Shakespeare.—The library as a maker of 
character.—The education of the citizen.— 
The dignity of human nature. [PR99.J6 
1974] 74-16123 25.00 

I. English __ literature—History 
criticism. 2. Moral education. I. Title. 
Prepared from C.I.P. Contents omitted. 


and 


SOUTHALL, Raymond. 820.931 
Literature and the rise of capitalism; 
critical essays mainly of the sixteenth and 
seventeenth centuries. [Norwood, Pa.] 
Norwood Editions, 1974 [21973] p. cm. 
Includes + bibliographical references. 
[PR161.S6 1974] 74-13156 15.00 

1. English literature—Early modern, 1500- 
1700—Addresses, essays, lectures. 2. 
Capitalism and literature. I. Title. 

Prepared from C.I.P. 


BOAS, Frederick Samuel, 
1862-1957. 

American scenes, Tudor to Georgian, in 
the English literary mirror. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1944 ed. published by the 
University Press, Oxford, which was issued 
as the English Association presidential 
address, 1944. [PR149.A67B6 1974] 74- 
14790 5.00 (lib. bdg.) 

i. America in literature. 2. English 
literature—History and criticism. 3. Great 
Britain—Relations (general) with the 
United States. 4. United Siates—Relations 
(general) with Great Britain. I Title. I. 
Series: English Association. Presidentiat 
address, 1944. 

Prepared from C.I.P. 


820°.9°32 


ELLWANGER, George 
Herman, 1848-1906. 
Idyllists of the country side: being six 
commentaries concerning some of those 
who have apostrophized the joys of the 
open air. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1896 
ed. published by G. Bell and sons, London. 

[PR143.E5 1974] 74-16095 25.00 

i. English — literature—History and 
criticism. 2. American Iterature—19th 
century—RHistory and criticism. 3. Nature 
in literature. I. Title. 

Prepared from C.I.P. Contents omitted. 


BLACK, Helen C. 820’.9°9287 B 
Notable women authors of the day, by 
Helen C. Black. London, Maclaren, 1906. 
Detroit, Gale Research Co., 1974. p. 
ISBN 0-8103-3991-9 [PR115.B6 1974] 74- 
4267 16.50 
I. Women 
Biography. 2. Authors, 
century—Biography. I. Title. 
Prepared from C.I.P. 


HILL, Helen, 1915- comp. 821.008 
New coasts & strange harbors: discovering 
poems. Selected by Helen Hill and Agnes 
Perkins. Illustrated by Clare Romano and 
John Ross. New York, Crowell [1974] `p. 
cm. ISBN 0-690-00271-8 An anthology of 
modern poems including works by Philip 
Booth, Lucille Clifton, Galway Kinnell, 
Robert Francis, Lillian Morrison, Richard 
Wilbur, e.e. cummings, and many others. 
[PN6110.C4H5] 74-12343 5.95 

i. Children’s poetry. I. Perkins, Agnes, 
Joint comp. II. Romano, Clare, illus. TI. 
Ross, John, 1921- illus. IV. Title. 

Prepared from C.I.P. 


MACLEAN, Hugh, 1919- 
comp. 
Ben Jonson and the cavalier poets; 
authoritative texts, criticism. [lst ed.] New 
York, Norton [1974] p. cm. ISBN 0-393- 
04387-8 {A Norton critical edition) 
Bibliography: p. [PR1205.M37] 74-2109 
2. 


820.936 


authors—Great Britain— 
English—19th 


821.008 


I. English poetry—Early modern, 1500- 
1700. I. Title. 
Prepared from C.I.P. 


FULLER, Roy Broadbent, 
1912- 

Professors and gods; last Oxford lectures 

on poetry [by] Roy Fuller. New York, St. 

Martin’s Press [1974, c1973] 176 p. 23 cm. 

[PR503.F83 1974] 74-75010 8.95 


821°.009 


i. English poetry—Addresses, essays, 
lectures. I. Title. 
WATTS, Nevile Hunter, 821.009 


1884- 

The vision splendid, by Nevile Watts. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1946 ed. 
published by Sheed & Ward, London. 
[PR403.W27 1974] 74-16122 17.50 


i. English literature—Addresses, essays, 

lectures. I. Title. 

Prepared from C.I.P. 

BUDICK, Sanford, 821’.009°37 
1942- 

Poetry of civilization; mythopoeic 

displacement in the verse of Milton, 


Dryden, Pope, and Johnson. New Haven, 
Yale University Press, 1974. xv, 179 p. 23 
cm. ISBN 0-300-01679-4 Includes 
bibliographical references. [PR448.D45B8] 
73-86887 9.75 

i. English poetry—18th century—History 
and criticism. 2. English poetry—Eatly 
modern, 1300-1700—RHistory and criticism. 
3. Demythologization (Literature) 4. Myth 
in literature. I. Title. 


BUCHAN, Peter, 1120: 821.04 
1854, comp. 

Gleanings of scarce old ballads, with 
explanatory notes. [Norwood, Pa] 
Norwood Editions, 1974. p. cm. Reprint 
of the 1891 ed. published by D. Wylie, 
Aberdeen. First published in 1825 under 
title: Gleanings of Scotch, English, and 
Irish scarce old ballads. [PR1181.B92 
1974] 74-7269 15.00 

i. English ballads and songs—Texts. I. 
Title. 

Prepared from C.LP. 


CLYNE, Norval, 1817-1888. 8217.04 
The romantic Scottish ballads and the 
Lady Wardlaw heresy. [Norwood, Pa] 
Norwood. Editions, 1974. p. cm. Reprint 
of the 1859 ed. published by A. Brown, 
Aberdeen, Scot. Includes bibliographical 
ence [PR8580.C45 1974] 74-13040 


1. Chambers, Robert, 1802-1871. The 
romantic Scottish ballads. 2. Wardlaw, 
Elizabeth Halket, Lady, 1677-1727— 
Authorship. 3. Scottish ballads and songs— 
History and criticism. I. Title. 

Prepared from C.LP. 


GEROULD, Gordon Hall, 821.04 
1877- 
The ballad of tradition. New York, 


Gordian Press, 1974. p. ISBN 0-87752- 
165-4 Reprint of the 1957 ed. published by 
Oxford University Press, New York, which 
was issued as no. GB8 of A Galaxy book. 
Bibliography: p. [PR507. G4 1974] 74-8734 


1. English ballads and songs—History and 
criticism. 2. Ballads—History and criticism. 
I. Title. 

Prepared from C.I.P. 


INGLEDEW, Christopher 
James Davison, 1833- ed. 
The ballads and songs of Yorkshire, 
transcribed from private manuscripts, rare 
broadsides, and scarce publications; with 
notes and a glossary, by C. J. Davison 
Ingledew. [Norwood, Pa] Norwood 
Editions, 1974. p. cm. Reprint of the 1860 
ed. published by Bell and Daldy, London. 
[PR8414.16 1974] 74-13810 17.50 
i. English ballads and songs—Yorkshire, 
Eng. I. Title. 
Prepared from C.I.P. 


JEWITT, Llewellynn 

Frederick William, 1816-1896, ed. 
The ballads & songs of Derbyshire. With 
illustrative notes, and examples of the 
original music, etc. [Norwood, Pa] 
Norwood Editions, 1974. p. cm. Reprint 
of the 1867 ed. published by Bemrose 
Fandan; [PR8329.D4J4 1974] 74-13809 
1. English ballads and songs—Derbyshire, 
Eng. T. Title. 
Prepared from C.I.P. 


821'.04 


217.04 


REE, Stephen, 1852- comp. 8217.04 
Gordon ballads. [Norwood, Pa.] Norwood 
Editions, 1974. p. cm. Reprinted from v. 2 
of the 1903-07 ed. of The house of 
Gordon, edited by J. M. Bulloch, printed 
for the New Spalding Club, Aberdeen, 
Scotland, which was issued as no. 26 and 
33 of the New Spalding Club publications. 
[PR1195.G6R4] 74-14557 7.50 

i. Gordon family—FPoetry. 2. Scottish 
ballads and songs. I. Title. Il. Series: New 
Spalding Club, ‘Aberdeen. Publications, no. 
26 [ete] 

Prepared from C.LP.. 


CHAUCER, Geoffrey, 
d.1400. 
Selections from Chaucer, including his 


8217.1 


earlier and later verse and an example of 
his prose. Edited, with an introd. and 
notes, by Clarence Griffin Child. [Folcroft, 
Pa.] Folcroft Library Editions, 1974 
{[c1912] p. cm. Reprint of the ed. 
published by Heath, Boston. [PR1852.C4 
1974] 74-16296 20.00 

I Child, Clarence Griffin, 1864-1948, ed. 
Il. Title. 

Prepared from’C.LP. 


BENSON, Larry Dean, 821.108 
1929- comp. `. 

King Arthur’s death; the Middle English 

alliterative Morte Arthure and stanzaic 


Morte Arthur. Edited by Larry D. Benson. . 


Indianapolis, Bobbs-Merrill [1974] p. cm. 
ISBN 0-672-61010-8 (The Library of 
literature) Bibliography: p. [PR2064.B4] 
73-13545 10.95 

i. English poetry—Middle English (1100- 
1500) 2. Arthurian romances. I. Morte 
cag 1974. If. Le Morte Arthur. 1974, 


III. Ti 
Hpne from C.I.P. 


BERLIN, Normand. 821.3 
Thomas Sackville. New York, Twayne 
Publishers [1974] 140 p. 22 cm. ISBN 0- 
8057-1471-5 (Twayne’s English authors 
series, TEAS 165) Bibliography: p. 134- 
137. [PR2499.D5Z57] 73-18407 6.95 

I. Dorset, Thomas Sackville, Ist Earl of, 
1536-1608. 


BHATTACHARYA, Mohinimohan. 821’.3 
Studies in Spenser, by Mohinimohan 
Bhattacherje, with a foreword by W. S. 
Urquhart. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1929 
ed. published by the University of 
Calcutta, Calcutta. [PR2366.B5 1974] 74- 
13422 12.50 (lib. bdg.) 

i. Spenser, Edmund, 1552?-1599—Sources. 
2. Plato—Influence—Spenser. I. Title. 
Prepared from C.I.P. 


CRASHAW. Richard, 1613?- 
1649. 

The complete poetry of Richard Crashaw. 
Edited with an introd. and notes by 
George Walton Williams. New York, 
Norton [1974, ci970} xxvi, 707 p. illus. 20 
cm. ISBN 0-393-00728-6 (The. Norton 
library seventeenth-century series, N728) 
(Reprint of the ed. published by Anchor 
Books, Garden City, N.Y., which was 
issued as ACO-12 of The Anchor 
seventeenth-century series.) English, 
Greek, Italian and Latin. Includes 
bibliographical. references. [PR3386.A185 
1974] 74-880 2.95 (pbk.) 

I Williams, George Walton, 1922- ed. II. 
Title. 


8217.4 


FLETCHER, Harris Francis, 
1892- 

The use of the Bible in Milton’s Prose, 
with an index of the Biblical quotations 
and citations arranged in the chronological 
order of the prose works; another index of 
ali quotations and citations in the order of 
the books of the Bible; and an index of the 
quotations and citations in the De 
doctrina. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1929 
ed. published by the University of Illinois, 
Urbana, which was issued as v. 14, no. 3 of 
the University of Illinois studies in 
language and literature. Bibliography: p. 
[PR3592.B5F55 1974] 74-17087 12.75 

1. Milton, John, 1608-1674—Prose. 2. 
Milton, John, 1608-1674. De doctrina 
christiana. 3. Bible in literature. I. Titie. I. 
Series: Illinois. University. Illinois studies 
in language and literature, v. 14, no. 3. 
Prepared from C.I.P. 


821.4 


vuu mmv wne 


HAMILTON, George 821.4 
Rostrevor, Sir, 1888- 

Hero or fool? A study of Milton’s Satan, 

by G. Rostrevor Hamilton. [Folcroft, Pa.} 


Folcroft Library Editions, 1974. p. cm. 


` Reprint of the 1944 ed. published by G. 


Allen & Unwin, London in series: P.E.N. 
books. Includes bibliographical references. 
(PR3562.H3 1974] 74-16136 5.50 
i. Milton, John, 1608-1674. Paradise lost. 
2. Devil in literature. 1. Title. If. Series: 
P.E.N. books. 
Prepared from C.I.P. 
HAMILTON, John Arthur, 821'.4 B 
1845- 
The life of John Milton, Englishman, 
partly in his own words, by John A. 
Hamilton. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the ed. 
published by the Congregational Union of 
England & Wales, London. [PR3581.H23 
1974] 74-16133 6.50 
1. Milton, John, 1608-1674—Biography. 
Prepared from C.I.P. 


HARTWELL, Kathléen Ellen. 8217.4 
Lactantius and Milton. Cambridge, Mass., 
Harvard University Press, 1929. New 
York, Haskell House Publishers [1974] p. 
cm. ISBN  0-8383-1743-K Originally 
presented as the author’s thesis, Radcliffe 
College. Bibliography: p. [PR3586.H3 
1974] 74-17014 13.95 (lib. bdg.) à 
1. Milton, John, 1608-1674—Sources. 2. 
Lactantius, Lucius Caecilius Firmianus. I. 
Title. 

Prepared from C.I.P. 


MILTON studies, in honor 821.4 
of Harris Francis Fletcher. [Board of 
editors: G. Blakemore Evans and others] 
[E oleroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1961 ed. 
published by University of Illinois Press, 
ag {[PR3588.M5 1974] 74-16488 
1. Milton, John, 1608-1674—Criticism and 
interpretation—Addresses, essays, lectures. 
2. Fletcher, Harris Francis, 1892- 3. 
Fletcher, Harris Francis, 1892- — 
Bibliography. I. Fletcher, Harris Francis, 
1892- II. Evans, Gwynne Blakemore, ed. 

Prepared from C.I.P. Contents omitted. 


PATRICK, John Merton, 
1922- 
Milton’s conception of sin as developed in 
Paradise Jost, by John M. Patrick. 
{Norwood, Pa.] Norwood Editions, 1974 
[c1960] p. cm. Reprint of the ed. 
published by Utah State University Press, 
Logan, which was issued as v. 7, no. 5 of 
Utah State University monograph series. 
Bibliography: p. 69-70. [PR3562.P33 1974] 
74-7475 7.50 
1. Milton, John, 1608-1674. Paradise lost. 
2. Milton, John, 1608-1674—Religion and 
ethics. 3. Sin. I. Title. I. Series: Utah. 
State University of Agriculture and 
Applied Science, Logan. Monograph series, 
v. 7, no. $. 
Prepared from C.I.P. 


PICKEL, Margaret 
Barnard, 1897- 
Charles I as a patron of poetry and drama. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Originally issued as the 
author’s thesis, Columbia University, 1936. 
Reprint of the 1936 ed. published by l 

Muller, London. Bibliography: 
PPRs4s. -C4P5 1974] 74-14791 25.00 Gib. 
bd 

1. Charles I, King of Great Britain, 1600- 
1649. 2. English poetry—Early modern, 
1500-1700-—History and criticism. 3. 
English drama—Early modern 


8217.4 


8217.4’09 


and 


107 


- BUU LITERATURE $ : 


Elizabethan, 1500-1600—History hd 
criticism. 4. Authors and patrons. I. Title. 
Prepared from C.I.P. 


BABINGTON, Percy Lancelot. 821°.6 
Browning & Calverley; ot, Poem and 
parody; an elucidation by Percy L. 
Babington. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1928 
ed. published by J- Castle, London. 
Te 1974] 74-13383 5.00 (lib. 
bdg. 
1. Browning, Robert, 1812-1889—Parodies, 
travesties, etc. 2. Calverley, Charles Stuart, 
1831-1884. 3, Parody. I. Title. 
Prepared from C.I.P. 
HORNS, Robert, 1759- 821’.6 B 
17 
Robert Burns's tours of the Highlands and 
Stirlingshire 1787. [Edited by] Raymond 
Lamont Brown. Ipswich [Eng.] Boydell 
Press, 1973. xii, 82 p. illus. 23 cm. ISBN 
0-85115-019-5 "Consists of journal notes 
for the Highland tour with William Nicol, 
and letters and anecdotes for the tours in 
the West Highlands and Stirlingshire. 
These are explained by Mr Lamont Brown’ 
in his annotation and introductions.”—dust 
jacket. Bibliography: p. 75-77. [PR4334.B8 
1973] 74-163571 
1, Burns, Robert, 1759-1796—Homes and 
haunts—Stirlingshire, Scot. I. Brown, 
Raymond Lamont, ed. IT. Title. 
Distributed by Rowman and Littlefield, 
Totowa, New Jersey for 7.50. 


DIXON, W William Macneile, 
hie [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1930 
ed., published by H. Milford. London, 
which was issued as the 1930 Warton 
lecture on English poetry. First published 
in v. 16 (p. [183]-202) of the Proceedings 


821°.6 


of the British Academy. [PR3343.D53 
1974] 74-16134 4.00 
1. Chatterton, Thomas, 1752-1770. I. 


Series: British Academy, London (Founded 

oan Warton lecture on English poetry, 
930. 

Prepared from C.I.P. 


BEATTY, Frederika, 1897- 821.7 B 
William Wordsworth of Rydal Mount; an 
account of the poet and his friends in the 
last decade. New York, Dutton, 1939. 
[New York, AMS Press, 1974] p. cm. 
ISBN 0-404-07927-X Originally presented 
as the author’s thesis, Columbia. Includes 


bibliographical references. [PR5882.B4 
1974] 74-161730 14.00 
I. Wordsworth, William, 1770-1850— 


Biography. 2. Wordsworth, William, 1770- 
1850—-Friends and associates. 
Prepared from C.I.P. 


DE SELINCOURT, Ernest, 
1870-1943 . 
Notes.-.in correction of the text of 
Wordsworth’s Prelude. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1925 ed. privately printed. 
[PR5864.D4 1974] 74-16288 4.50 
1. Wordsworth, William, 1770-1850. 
Prelude. 2. Wordsworth, William, 1770- 
1850-—-Criticism, Textual. I Wordsworth, 
William, 1770-1850. Prelude. If, Title. 
Prepared from C.LP. 


DICK, William. 821.7 
Byron & his poetry. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1913 ed. published by Harrap, London, 
in series: Poetry and life series. 
Bibliography: p. [PR4381.D5 1974] 74- 
16132 7.00 : 

1. Byron, George Gordon Noel Byron, 


821.7 


108 


Baron, 1788-1824—Criticism and 
interpretation. I. Title. Hf. Series: Poetry 


.and life series. 
‘Prepared from C.I.P. 


ENGLAND, A. B., 1939- 821.7 
Byron’s Don Juan and eighteenth-century 
literature; a study of some rhetorical 
continuities and discontinuities [by] A. B. 
England. Lewisburg ([Pa.], Bucknell 
University Press [1974] p. cm. ISBN 0- 
8387-1417-X Includes bibliographical 
references. [PR4359.E5] 73-16943 11.50 

1. Byron, George Gordon Noel Byron, 
Baron, 1788-1824. Don Juan. 2. English 


Hiterature—18th century—History and 
criticism. I. Title. 

Prepared from C.I.P. 

EVANS, Benjamin Ifor, 821.7 B 


Sir, 1899- 
Keats, by B. Ifor Evans. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1934 ed. published by 
Duckworth, London, which was issued as 
no. 32 of Great lives. Bibliography: p. 
[PR4836.E8 1974b] 74-16285 9.45 
1. Keats, John, 1795-1821. 
Prepared from C.I.P. 


GORDON, Cosmo, Sir, 
1777-1867. 

Life and genius of Lord Byron. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. Reprint of the 1824 ed. published by 

Knight and Lacey, London. [PR4381.G6 

1974] 74-16130 9.45 (lib. bdg.). 

1. Byron, George Gordon Noel Byron, 

Baron, 1788-1824. I. Title. 

Prepared from C.I.P. 


GRIERSON, Herbert John 821°.7 
Clifford, Sir, 1866-1960. 
Lord Byron: Arnold and Swinburne. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1921 ed. 
published by H. Milford, Oxford 
University Press, London, which was 
issued as no. XI of Warton lecture on 
English poetry. [PR4388.G7 1974] 74- 
17202 5.00 
1. Byron, George Gordon Noel Byron, 
Baron, 1788-1824—Criticism and 
interpretation. I. Title. If. Series: British 
Academy, London (Founded 1901) Warton 
lecture on English poetry 11. 
Prepared from C.I.P. 


RAINWATER, Frank. 821°.7 
Lord Byron: a study of the development of 
his philosophy, with special emphasis upon 
the dramas. {Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. "A summary of a 
thesis ... Vanderbilt University ... 1949.” 
Reprint of the 1949 private ed. distributed 
by the Joint University Libraries, 
Nashville. Includes bibliographical 
ee [PR4392.P5R3 1974] 74-14748 


821.7 B 


1. Byron, George Gorden Noel: Byron, 
Baron, 1788-1824—Philosaphy. 
Prepared from C.I.P. 


SHELLEY, Percy Bysshe, 
1792-1822. 

The poems of Percy Bysshe Shelley. 

Selected, edited, and introduced by 

Stephen Spender. Illustrated: with wood 

engravings by Richard Shirley Smith. New 

York, Heritage Press [1974] xxvi, 313 p 

illus. 27 cm. [PR5402 1974] 74- 159871 
1.9 

I. Spender, Stephen, 1909- ed. IT. Title. 


SHELLEY, Percy Bysshe, 821’°7B 
1792-1822. 

Shelley's lost letters to Harriet. Edited 

with an introd. by Leslie Hotson. [Folcroft, 


821.7 


AMERICAN BUUR PUBLIONING KEVCUKU ` 


Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1930 ed. published by 
Faber & Faber, London. [PR5431.A366 
1974b] 74-16312 10.00 

I. Shelley, Percy Bysshe, 1792-1822— 
Correspondence. 2. Shelley, Harriet 
Westbrook, d. 1816. I. Shelley, Harriet 
Westbrook, d. 1816. IL. Title. 

Prepared from C.1.P. 


WORDSWORTH, Elizabeth, 821.7 B 
Dame, 1840-1932. 
William Wordsworth. London, Percival, 


1891. New York, Haskell House Publishers 


[1974] p. cm. ISBN  0-8383-1800-2 
oe 1974] 74-16289 12.95 (lib. 
bdg. 

l. Wordsworth, William, 1770-1850— 
Biography. 

Prepared irom C.I.P.. ; 
BLUNDEN, Edmund "821'.7'09 B 


Charles, 1896- ed. 
Shelley and Keats, as they struck their 
contemporaries; notes, partly from 
manuscript sources, edited by Edmund, 
Blunden. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1925 
ed. published by C. W. Beaumont, London. 
[PR5431.B53 1974] 74-16306 8.75 
I. Shelley, Percy Bysshe, 1792-1822. -2._ 
Keats, John, 1795-1821. I. Title. 
Prepared from C.I.P. 


BROWNING, Robert, 1812- 
1889. 

The poetical works of Robert Browning, 
with a new introduction by G. Robert 
Stange. Cambridge ed. Boston, Houghton, 
Mifflin, 1974. 1032 p. 24 cm. ISBN 0-395- 
18485-1 Based on the 1895 Cambridge ed. 
published by Houghton, Mifflin, Boston 
under title: The complete poetic and 
dramatic works of Robert Browning. 
[PR4200.F74] 74-5216 12.50 

L Stange, George Robert, 1919- ed. IL. 
Stange, George Robert, 1919- ed. IU. Title. 


ELTON, Oliver, 1861-1945. 8217.8 
Robert ’ Bridges and The testament of 
beauty. [Folcroft, Pa.] Foleroft Library 
Editions, 1974. p. cm. Reprint of the 1932 
ed. published by Oxford University Press, 
London, which was issued as Pamphlet no. 
83 of The English Association. 
“Presidential address, delivered 10 June 
1932 (revised).” [PR4161.B6T44 1974] 74- 
13199 4.58 (lib. bdg.). 

1. Bridges, Robert Seymour, 1844-1930. 
The testament of beauty. I. Series: English 
Association. Pamphlet no. 83. 

Prepared from C.I.P. 


821°.8 


GALTON, Arthur Howard, 
1852-1921. 

Two essays upon Matthew Arnold, with 
some of his letters to the author. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1897 ed. published by 
E. Mathews, London. [PR4024.G3 1974] 
74-16286 8.50 À ; 

1. Arnold, Matthew, 1822-1888— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. 


MAIR, Charles, 1838-1927. 

Dreamland and other poems 
Tecumseh, a drama. Introduction by 
Norman Shrive. [Toronto, Buffalo] 
University of Toronto Press [1974] lii, 151, 
270 p. 23 cm. ISBN, 0-8020- 2073-0 
(Literature of Canada: poetry and prose in 


821.8 


821.8 
fand} 


reprint, 11) [PR4972. M35A6 1974] 73- 
82586 15.00 

I. Tecumseh, Shawnee chief, 1768-1813— 
Drama. I. Mair, Charles, 1838-1927. 


Tecumseh, a drama. 1974. Il. Title. 
Pbk. 4.50, ISBN 0-8020-6203-2. 


~ OOCHOBER 41,1774 


. 


NORTON, Caroline 821’.8 B 
Sheridan, 1808-1877. : 
The letters of Caroline Norton to Lord 
Melbourne. Edited by James O. Hoge and 
Clarke Olney. [Columbus] Ohio State 
University Press [1974] p. cm. ISBN 0- 
8142-0208-X Includes bibliographical 
references. [PR5112.N5A845 1974] 74- 
12344 10.75 

1. Norton, Caroline Sheridan, 1808-1877— 
Correspondence. 2. Melbourne, . William 
Lamb, 2d Viscount, 1779-1848. I. 
Melbourne, William Lamb, 2d Viscount, 
1779-1848. Il, Hoge, James O., ed. IH. 
Olney, Clark, 1901- ed. IV. Title. 

Prepared from C.I.P. 


PEARSALL, Robert Brainard, 
20- 

Robert Browning. New York, Twayne 
Publishers [1974] p. cm. ISBN 0-8057- 
1065-5 (Twayne’s English authors series, 
TEAS 168) Bibliography: p. [PR4238.P37] 
73-20388 6.95 

1. Browning, Robert, 1812-1889—Criticism 
and interpretation. 

- Prepared from’ C.I.P. 


SHACKFORD, Martha Hale, 
E. B. Browning; R. H. Horne; two studies. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of. the 1935 ed. 
published by the Wellesley Press, 
Wellesley, Mass. [PR4185.S5 1974] 74- 
14677 12.50 (lib. bdg.). 

1. Browning, Elizabeth Barrett, 1806-1861. 
Aurora- Leigh. 2. Horne, Richard Henry, 
1802-1884. 

Prepared from C.I.P. 


TENNYSON, Alfred Tennyson, - 
Baron, 1809-1892. 
The poetical works of Tennyson. Edited by 
G. Robert Stfange. Cambridge ed. Boston, 
Houghton Mifflin, 1974. p. cm. ISBN 0- 
395-18014-7 (Cambridge edition of the 
poets) Published in 1898 under title: The 
etic and dramatic works of Alfred, Lord 
-- Tennyson. [PR5550.F74] 74-1151 12.50 
L Title. IT. Series. 
` Prepared from C.I.P. 


TENNYSON, Emily Sellwood. 
Tennyson, Baroness, 1813-1896. 
The letters of Emily Lady Tennyson. 
Edited with an introd. by James O. Hoge. 
University . Park, Pennsylvania State 
University Press [1974] 404 p. illus. 24 cm. 
ISBN 0-271-01123-8 Bibliography: p. 377- 
379. [PR5581.A3 1974] 73-12629 14.50 
i. Tennyson, Alfred Tennyson, Baron, 
1809-1892. 2. Tennyson, Emily Sellwood 
` Tennyson, Baroness, 1813-1896. I. Title. 
Prepared from C.LP. 


DAWSON, William James, 

1854-1928. - 
Literary leaders of modera England. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1906 ed. 
published by the Chautauqua Press, 
Chautauqua, N.Y. [PR451 .D3 1974] 74- 
16318 20.00 


821.8 


821.8 


8217.8 


821.8 B 


I. English literature—19th century— 
History and criticism. I. Title. 
Prepared from C.I.P. 

8217.8°09 


WALKER, Hugh, 1855- 


The greater Victorian poets. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1895 ed. published by Swan 
Sonnenschein, London. [PR1223.W3 1974] 
74-16037 20.00 

1. English poetry—19th century—History 
and criticism. I. Title. 

- Prepared from C.LP. 


821.809 


SPENDER, Stephen, 1909- 827.912 
Life and the poet. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint: of 
the 1942 ed. published by Secker.i& 
‘Warburg, London, which was issued as no. 
18 of Searchlight books. [PR6037. P4ZLS 
1974b] 74-16343 12.50 

1 ps Title. H. Series: Searchlight books, ‘ho. 


Prepared from C.I.P. 


TEDLOCK; Ernest 
` Warnock, .1910- ed. 


821.912 B 


Dylan Thomas: the legend and the poet; a. 


collection of biographical and critical 
essays, edited by E. W. Tedlock. Westport, 
Conn., Greenwood Press [1974, cl960] p. 


em. ISBN 0-8371-6564-4 Reprint of the’ 


ed. published by Heinemann, London. 
[PR6039.H52Z855 1974] 72-9050 9.00 
(lib. bdg.) 

I. Thomas, Dylan, 1914-1953. 

Prepared fom C.i.P. 


WARD, David, 1932- 821.912 
T. S. Eliot between two worlds; a reading 
of T. S. Eliots poetry and plays. London, 
Boston, Routledge & Kegan Paul, 1973. x, 
304 p. 23 cm. ISBN 0-7100-7638-X. 
Includes bibliographical references and 
index. [PS3509.L43Z892] 73-82371 15.00 
1. Eliot. Thomas Stearns, 1888-1965-— 
Criticism and interpretation. I. Title. 
WEATHERHEAD, Andrew 821.912 
Kingsley, 1923- 
Stephen Spender and the thirties [by] A. 
Kingsley Weatherhead. Lewisburg [Pa.] 
Bucknell University Press [1974] p. cm. 
ISBN 0-8387-1370-4 Bibliography: p. 
[PR6037.P47Z95] 73-2891 12.00 
1. Spender, Stephen, 1909- 2. English 


poetry—20th century—History and 
criticism. I. Title. 

Prepared from C.I.P. 

BULLOUGH, Geoffrey, 821’.9°1209 


1901- 

The trend of médern poetry. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
ISBN 0-8414-3281-3 Reprint of the 1949 
ed. ‘published by Oliver and Boyd, 
Edinburgh. Bibliography: p. [PR601.B8 
1974] 74-14739 17.50 (lib. bdg.). 

1. English poetry—20th century—History 
and criticism. 2, American poetry—20th 
century—History and criticism. I. Title. 


‘Prepared from C.LP. 


SPENDER, Stephen, 
1909- 
Poetry since 1939. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1946 ed. published for British Council 
by Longmans, Green, London, New York, 
which was issued as no. | of the Arts in 
Britain. [PR601.855 1974] 74-13198 5.00 
I. English poetry—20th_ century—History 
and criticism. I. Title. I. Series: The Arts 
in Britain, no. 1. 
Prepared from C.LP. 


BROCK, Edwin. 8217.9°14 
ParoxISMS; a guide to the ISMS. 
Illustrated by Elizabeth Brock. [New York, 
New Directions Pub. Corp., 1974] p. 
ISBN + 0-8112-0549-5 Poems. 
[PR6003. PRA 74-8647 6.25 

I. Title ; 

Prepared from C.I.P. Pbk., 2.25, ISBN 0- 
8112-0554-1. 


ENRIGHT, Dennis Joseph. 821.914 
The terrible shears; scenes from a twenties 
childhood, by D. J. Enright. [ist American 
ed.]} Middletown, Conn., Wesleyan 
University Press [1974, c1973] 71 p. 21 
cm. ISBN 0-8195-2073-X (The Wesleyan 


821°.9°1209 


- William, 


800 LITERATURE 


Poetry. program, v. 73) [PR6009.N6T4 


1974] 74-5966 6.00 
I. Title. ; 
Pbk. 3.45, ISBN 0-8195-1073-4. 


ROSEN, Michael. 821.914 
Mind your own business. Pictures by 
Quentin Blake. New York, S. G. Phillips 
[1974] p. cm. ISBN 0-87599-209-9 A- 
collection of poems about the unique 
experiences and emotions of childhood. 
[PZ8.3.R722Mi3] 74-9969 5.95 

I. Blake, Quentin, illus. II. Title. 

Prepared from C.I.P. 


STALLWORTHY, Jon. 821.914 
Hand in hand. .New York, Oxford 
University Press, 1974. 48 p. 22 cm. ISBN 
0-19-519778-X Poems. [PR6037.T1615H3 
1974b] 73-93710 3.50 (pbk.) ` 

I. Title. 


ROSS, Alan. 821.91409 
Poetry, 1945-1950 [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1951 ed. published for the British 
Council by Longmans, Green, London, 
New York, in series: the Arts in Britain. 


‘Bibliography: p. [PR610.R58 1974] 74- 


16065 12.50 

1. English poetry—20th century—History 
and criticism. I. Title. II. Series: mmg Arts 
in Britain. 

Prepared from C.I.P. 


PEAUMONT, Francis, 1584- 
1 

Philaster [by] Beaumont and Fletcher. 
Edited by Dora Jean Ashe. Lincoln, 
University of Nebraska Press [1974] xxxii, 
152 p. 21 cm. ISBN 0-8032-0291-1 
(Regents Renaissance drama 
[PR2429.A12] 75-127980 8.95 

I. Fletcher, John, ,1579-1625, joint author. 
Il, Ashe, Dora Jean, ed. HI. Title. 

Pbk. 1.85; ISBN 0-8032-5290-0. 


FENTON, Doris. 822’.3°09 
The extra-dramatic moment in Elizabethan 
plays before 1616 [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1930 ed., Philadelphia, issued as the 
author’s thesis, University of Pennsylvania. ` 
Bibliography: p. [PR651.F4 1974] 74- 
16489 15.00 

i. English drama-—Early modern and 
Elizabethan, 1500-1600—History and 
criticism. I. Title. y 

Prepared from C.I.P. 


BOAS, Frederick Samuel, 
1862-1957. 

An introduction to 

Shakespeare. [Folcroft, Pa.] Foleroft 
Library Editions, 1974. p. cm. Reprint of 
the 1927 ed. published by Oxford 
University Press, London. Bibliography: p. 
[PR2894.B58 1974] 74-14912 10,00 (lib. 


822.3 


series) 


822.33 


the reading of 


bdg.). 
i. Shakespeare, William, 1564-1616. L 
Title. ay o 


Prepared from C.LP. Hoz 


CRAIG, Hardin, 1875-1968. 822.33 
A new look at Shakespeare’s quartos. 
Stanford, Calif., Stanford University Press, 
1961. [New York, AMS Press, 1974] ISBN 
0-404-01797-5 Reprint of the ed. which 
was issued as vol. 22 of the Stanford 
studies in language and literature. Includes 
bibliographical references. [PR3071.C7 
1974] 71-181932 12.50 Qa, 

1, Shakespeare, William, 1564-1616— 
Criticism, Textual 2. Shakespeare, 
'1564-1616—Bibliography— 
Quartos. I Title. IE Series: .. Stanford 
studies in language and literature, v. 22, 
Prepared from C.I.P. 


10? 


GUV LIVCKAIURE 
CROFTS, John Ernest $22.3°3 
Victor, 1887- 
Shakespeare and the post horses; a new 
study of The merry wives of Windsor, by 
J. Crofts. Published for the University of 
Bristol by J. W. Arrowsmith. [New York, 
AMS Press, 1974] p. cm. ISBN 0-404- 
08156-4 Reprint of the 1937 ed. which was 
issued as no. 5 of University of Bristol 
studies. [PR2826.C7 1974] 78-153313 
10.50 
1. Shakespeare, William, 1564-1616. Merry 
wives of Windsor. 2. Shakespeare, William, 
1564-1616—Criticism, Textual. I. Title. II. 
Series: Bristol, Eng. University. University 
of Bristol studies, no. 5. 
Prepared from C.I.P. 


GARDNER, Helen Louise, 
Dame 

The noble Moor, by Helen Gardner. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. “From the Proceedings of 
the British Academy, volume XLI.” 
Reprint of the 1956 ed. published by 
Oxford University Press, London which 
was issued in series: Annual Shakespeare 


822.3°3 


lecture of the British Academy, 1955. 
[PR2829.G25 1974] 74-16292 4.50 

d. Shakespeare, William, 1564-1616. 
‘Othello. I Title. If. Series: British 
Academy, London (Founded 1901). 
Annual Shakespeare lecture, 1 955. 
Prepared from C.I.P. 

GAW, Allison, 1877- 822.3°3 


The origin and development of 1 Henry VI 
in relation to Shakespeare, Marlowe, Peele, 
and Greene. [Folcroft, Pa.)  Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1926 ed. published by the University 
of Southern California, Los Angeles, which 
was issued as Ist ser., no. 1, of University 
of Southern California studies. 
Pibliography: p. [PR2814.G3 1974] 74- 
1. Shakespeare, William, 1564-1616. King 
Henry VI. 2. Shakespeare, William, 1564- 
1616—Authorship. 3. Shakespeare, 
William, 1564-1616—Stage history—To 
1625. I. Title. IL. Series: Los Angeles. 
University of Southern California. Studies. 
Language and literature series, no. 1. 
Prepared from C.I.P. 


HALLIWELL-PHILLIPPS, 822.33 
James Orchard, 1820-1889- 
An introduction to Shakespeare's 


Midsummer night's dream. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1841 ed. published by W. 
Pickering, London. [PR2827.H3 1974] 74- 
16298 5.50 
1. Shakespeare, William, 1564-1616. 
Midsummer night's dream. I. Title. 
Prepared from C.LP. 
LEE, Sidney, Sir, 1859- 822.3°3 
1926. 
Shakespeare and the modern stage, with 
other essays. New York, Scribner, 1906. 
[New York, AMS Press, 1974] p. cm. 
ISBN 0-404-03929-4 [PR2890.L37 1974] 
74-172042 10.00 z 
i, Shakespeare, William, 1564-1616— 
Addresses, essays, lectures. T. Title. 
Prepared from C.I.P. 


NUTT, Alfred Trubner, 
1856-1910. 

The fairy mythology of Shakespeare. 
[Norwood, Pa.] Norwood Editions, 1974. 
p. cm. Reprint of the 1900 ed. published 
by D. Nutt, London, which was issued as 
no. 6 of Popular studies in mythology, 
romance, and folk-lore. Bibliography: p. 
[PR3009.N8 1974] 74-17013 5.00 

i. Shakespeare, William, 1564-1616— 


110 


822.3°3 


v 


$. 
Knowledge—Folklore, Mythology. 2 
Shakespeare, Wiliam, 1564-1616— 
Characters—Fairies. 3. Fairies in literature. 
I. Title. I. Series: Popular studies in 
mythology, romance, and falk-lore, no. 6. 
Prepared from C.I.P. 


POEL, William, 1852-1934. 822.3°3 
Shakespeare in the theatre. New York, 
AMS Press [1974] p. cm. ISBN 0-404- 
05067-0 Reprint of the 1913 ed. published 
by Sidgwick and Jackson, London. 
[PR3091.P63 1974} 70-143343 9.75 

1. Shakespeare, William, 1564-1616—Stage 
history. 2. Theater—England. 

Prepared from C.I.P. 


SALINGAR, Leo. 822.33 
Shakespeare and the traditions of comedy. 
[London, New York] Cambridge 
University Press [1974] x, 356 p. 23 cm: 
ISBN 0-521-20384-8 Bibliography: p. 327- 
342. [PR2981.S2] 73-91617 18.00 

1. Shakespeare, William, 1564-1616— 
Comedies. 2. Shakespeare, William, 1564- 
1616—Sources. 3. Comedy—dHistory and 
criticism. 4. Theater—Englend—History. I. 
Title. 


SHAKESPEARE, William, 
1564-1616. 

Marina; a dramatic romance. Being the 

Shakespearian portion of the tragedy of 

Pericles. Edited by S. Wellwood. London, 

G. Richards, 1902. [New York, AMS 

Press, 1974] p. cm. ISBN 0-404-06904-5 

[PR2830.A3W4 1974] 71-177860 5.00 

IL Wellwood, S., ed. II. Title. 

Prepared from C.I.P. 


SHAKESPEARE, William, 
1564-1616. 

Shakespeare’s sonnets. Edited with introd. 
and notes by Tucker Brooke. [Folcroft, 
Pa.] Folcroft Library Editions, 1974 
[c1936] vi, 346 p. 24 cm. Reprint of the 
ed. published by Oxford gee Press, 
London. Bibliography: [242] 
[PR2848.A2B75 1974] 74-2054 Pio. 00 

T. Brooke, Charles Frederick Tokar 1883- 
1946, ed. 


SHAKESPEARE, William, 
1564-1616. 
Shakespeare's Sonnets and A lover's 
complaint. With an introd. by W. H. 
Hadow. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. 
edition of the Sonnets and A lover’s 
complaint is a reprint of the quarto of 
1609.” Reprint of the 1907 ed. published 
by Clarendon Press, Oxford, in series: 
Tudor & Stuart library. [PR2848.A2H3 
1974] 74-16293 15.00 

L Shakespeare, Wiliam, 1564-1616. 
Spurious and doubtful works. A lover's 
complaint. 1974. II. Title: Sonnets. III. 


822.3°3 


822.3°3 


822.3°3 


Title: A lover’s complaint. IV. Series: 
Tudor & Stuart library. . 

Prepared from C.I.P. 

VICKERS, Brian. 822.3°3 


Shakespeare; the critical heritage. London, 
Boston, Routledge and K. Paul, 1974- v 
23 em. (The Critical heritage series) 
Contents.—v. 1. 1623-1692. [PR2976.V5] 
73-85430 21.75 

di. Shakespeare, William, 1564-1616—- 
Criticism and interpretation—-Addresses, 
essays, lectures. 2. Shakespsate, William, 
1564-1616—Adaptations. 


WATKINS, Ronald. 822.33 
Macbeth, by Ronald Watkins and Jeremy 
Lemmon. Totowa, N.J, Rowman and 
Littlefield [1974] 164 p. front. 23 cm. 
ISBN 0-87471-530-X (Their In 
Shakespeare’s playhouse) Reconstruction of 


"The present ` 


SAMERICATS DVOR PUBLISHING KELURLY 


an imaginary performance of Macbeth in 


Shakespeare’s lifetime. Includes 
bibliographical references. [PR2823.W35 
1974b] 74-176223 7.50 P 
I. Shakespeare, William, 1564-1616. 


Macbeth. 2. Shakespeare, William, 1564- 
1616—Dramatic production. I. Lemmon, 
Jeremy, joint author. IT. Title. 


WATKINS, Ronald. 822.33 
A midsummer night’s dream, by Ronald 
Watkins and Jeremy Lemmon. Totowa, 
N.J., Rowman and Littlefield [1974] 150 p. 
front. 23 cm. ISBN 0-87471-531-8 (Their 
In Shakespeare’s playhouse) 
Reconstruction of an imaginary 
performance of A midsummer night's 
dream in Shakespeare’s lifetime. Includes 


bibliographical references. [PR2827.W29 
1974] 74-176297 7.50 
1. Shakespeare, William, 1564-1616. A 


midsummer night's dream. 2. Shakespeare, 
William, 1564-1616—Dramatic production. 
I. Lemmon, Jeremy, joint author. II. Title. 


WEILGART, W. John, 1913- 822.3°3 
Shakespeare psychognostic; character 
evolution and transformation, by Wolfgang . 
J. Weilgart. [Folcroft, Pa.] Folcroft Library 
Editions, 1974 [c1952] p. cm. Reprint of 
the ed. published by Hokuseido Press, 


Tokyo. Bibliography: p. ([PR2989.W38 
1974] 74-16287 10.95 
1. Shakespeare, William, 1564-1616— 
Characters. I. Title. 
Prepared from C.I.P. 

822'.6 B 


SANDERS, Lloyd Charles, 
1857 


Life of Richard Brinsley Sheridan. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1890 ed. 
published by W. Scott, London, in series: 
Great writers. Bibliography: p. [PR3683.S3 
1974] 74-16492 17.50 

y pecan, Richard Brinsley Butler, 1751- 


Prepared from C.I.P. 


HACKETT, J. P. 822’.9°12 B 
Shaw, George versus Bernard, by J. P. 
Hackett. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 
1937 ed. published by Sheed & Ward, 
London. [PR5366.H2 1974] 74-16314 
12.50 

1. Shaw, George Bernard, 1856-1950— 
Biography. I. Title. 

Prepared from C.I.P. 


XRAUSE, David, 1917- 822.9712 
Sean O’Casey: the man and his work. Enl. 
ed. New York, Macmillan [1975] p. cm. 
“SBN 0-02-566640-1 Includes 
bibliographical references. 
[PR6029.C33Z68 1975] 74-11129 8.95 

I. O’Casey, Sean, 1880-1964. 

Prepared from C.I.P. 


SHAW, George Bernard, 
1856-1950. 
Yable-talk of G. B. S. Conversations on 
things in general between Bernard Shaw 
end his biographer, by Archibald 
Henderson. New York, Haskell House 
Publishers [1974, c1925] p. cm. ISBN 0- 
ial 1890-8 Reprint of the ed. published 


822’.9°12 B 


Chapman and Hali, London. 
R5365 T3 1974], 74-16315 12.95 (lib. 
bdg.) ° 
< Table-talk. I. Henderson, Archibald, 
877-1963. II. Title. 

Prepared from C.LP. 
WARD, Alfred Charles, 823°.01 


' 1891- 
Aspects of the modern short story: English 
end American, by Alfred C. Ward. 


me ee we gee = 


BAY Be ak os 
[Folcroft, Pa.] Folcroft Library” Editions, 


1974. p. cm. Reprint of the 1924 ed. 
published by University of London Press, 
London. Bibliography: p. [PR829.W3 1974] 
74-16041 15.00 

1. Short stories, English—History and 
criticism. 2. Short stories, American— 
History and criticism. 3. Short story. F. 
Title. 

Prepared from C.I.P. 


COLES, Robert. 823°.03 
Irony in the mind’s life; essays on novels 
by James Agee, Elizabeth Bowen, and 
George Eliot. Charlottesville, University 
Press of Virginia [1974] p. cm. ISBN 0- 
8139-0550-8 (Page-Barbour lectures for 
1972) [PR823.C58] 74-5260 9.75 

i. Agee, James, 1909-1955. A death in the 
family, 2. Bowen, Elizabeth, 1899- The 
death of the heart. 3. Eliot, George, 
pseud., ie. Marian Evans afterwards Cross, 
1819-1880. Middlemarch. I. Title. IL. 
Series: Page-Barbour lectures, 1972. 
Prepared from C.I.P. 


WALPOLE, Hugh, Sir, 1884- 
1941. 

The English novel; some notes on its 
evolution. [Folcroft,. Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 
1925 ed. published at the University Press, 
_Cambridge, Eng., which was issued as the 
1925 Rede lecture. [PR824.W3 1974] 74- 
16035 5.50 

1. English fiction—History and criticism. I. 
Title. II. Series: Rede lectures, 1925. 
Prepared from C.I.P. 


KNIGHT, Damon Francis, `` 
1922- comp. 

Happy endings; 15 stories by the masters 

of the macabre. Edited by Damon Knight. 

aaa aad Bobbs-Merrill [1974] x, 205 
p 22 cm. ISBN _ 0-672- 51879-1 

[PZ1.K745Hap]} [PS648.D4] 73-11804 8.95 

f. Detective and mystery stories, 

American. 2. Detective and mystery 

stories, English. I. Title. 

Contents omitted. 


ae LER, Mary Mitohell, 
Felicia to Charlotte. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1112-0 
(The Flowering of the novel) Reprint of 
Felicia to Charlotte, printed for J. 
Robinson and J. Collyer, London, 1744; 
and of v. 2 of the same work with title: 
Letters from Felicia to Charlotte, . printed 
for J. Payne and J. Bouquet, London, 


8237.03 


823.0872 


823.5 


1749. R C7Fe20] [PR3356. C54] 74- 
16308 25.00 
I. Title. HI. Title: Letters from Felicia to 


Charlotte. II. Series. 
Prepared from C.I.P. 


BROOKE, Frances Moore, 


823.6 
17242-1789. 
The history of Emily Montague. New 


York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1184-8 (The Flowering of the novel) 
Reprint of the 1769 ed. printed for J. 
Dodsley, London. [PZ3.B7913H18] 
[PR3326.B37] 74-16303 25.00 

Í. Title. II. Series. 

Prepared from C.I.P. 


GOLDSMITH, Oliver, 1728- 
1774. 

The vicar of Wakefield; a tale supposed to 
be written by himself. Edited with an 
introduction by Arthur Friedman. London, 
New York, Oxford University Press, 1974. 
xxii, 207 p. 21 cm. ISBN 0-19-255345-3 
(Oxford English novels) Bibliography: p. 
[xxi]-xxii. [PZ3.G58V90] [PR3490] 74- 
171261 9.75 


823’.6 


L Friedman, Arthur, 1906- ed. Il. Title. 


MATURIN, Charles Robert, - 823.7 
1780-1824. . 
The Albigenses; a romance. New foreword 
by James Gray. New introd. by Dale 
Kramer. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-06017-3 (Gothic novels 
II) Reprint of the 1824 ed. printed for 
Hurst, Robinson, London 
[PZ3. M4375A110] [PR4987. M7] 73- 22768 
60.00 (4 vols). 
1. Albigenses—Fiction. I. Title. If. Series. 
Prepared from C.I.P. 


MATURIN, Charles Robert, 
1780-1824. 
The fatal revenge; 


823°.7 
or, The family of 


‘Montorio: a romance [by] Charles Robert 


Maturin ("Dennis Jasper Murphy”). New 
foreword by Henry D. Hicks; new introd. 
by Maurice Levy. New York, Arno Press, 
1974. p. cm. ISBN 0-405-06018-1 (Gothic 
novels ID} Reprint of the 1807 ed. printed 
for Longman, Hurst, Rees, and Orme, 


- London. [PZ3.M4375Fat5] [PR4987.M7] 


73-22767 60.00 
I. Title. If, Title: The family of Montorio. 
Prepared from C.I.P. 


BOSANQUET, Theodora. 823’.8 B 
Harriet Martineau; an essay in 
comprehension. [Folcroft, Pa.] Folcroft 


Library Editions, 1974. p. cm. Reprint of 
the 1927 ed. published by F. Etchells & H. 
Macdonald, London, in series: The 
Haslewood books. Bibliography: p. 
[PR4984.M5Z56 1974] 74-16320 25.00 
ab. bdg.). 

i. Martineau, Harriet, 1802-1876— 
Biography. I. Series: The Haslewood books. 
Prepared from C.I.P. 


DICKENS, Charles, 1812- 823°.8 B 
1870. 


Charles Dickens and Maria Beadnell: 
private correspondence. Edited by George 
Pierce Baker. ([Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1908 ed. published by the Bibliophile 
Society, Boston. [PR4581.A4W6 1974] 74- 


14754 35.00 

L. Dickens, Charles, 1812-1870— 
Correspondence. 2. Dickens, Charles, 
1812-1870—Relationship with` women— 
Maria Beadnell Winter. 3. Winter, Maria 
Sarah Beadnell, 1811 or 12-1886. I. 
Winter, Maria Sarah Beadnell, 181l- or 
12-1886. II. Baker, George Pierce, 1866- 
1935, ed. IIT. Title. 

Prepared from C.I.P. 


DICKENS, Charlks, 1812- 
1870. 
The mystery of Edwin Drood, edited, by 
Arthur J. Cox; with an introduction by 
Angus Wilson. Harmondsworth, Penguin, 
1974. [1], 314 p. facsims., port. 19 cm. 
ISBN 0-14-043092-X Pengon Enplish 
library) Bibliograp hy: [31]-32. 
pza. .D55My42] [PR4564] 14176059 
L Title. 


8237.8 


Distributed by Penguin, Baltimore, Md. 
1.50 (pbk.). 


GARDNER, W. H. 823.8 
Some thoughts on The mayor of 
Casterbridge, by W. H. Gardner. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1930 ed. published by 
the English Association, London, which 
was issued as no. 77 of its Pamphlet. 
[PR4750.M3G3 1974] 74-16131 4.50 (lib. 


bdg.). 

1. Hardy, Thomas, 1840-1928. The mayor 
of Casterbridge. I. Title. II. Series: English 
Association. Pamphlet no. 77. 

Prepared from C.I.P. 


Wey pani 


MARTINEAU, Harriet, 1802- 823°.8 
1876. 

The hour and the man; a historical 
romance. London, E. Moxon, 1841. [New 
York, AMS Press, 1974] p. ISBN 0-404- 
08890-2 [PZ3.M367Hou6] [PR4984.M5] 
75-148341 40.00 

1. Toussaint, Louverture, Francois 
Dominique, 1743-1803—Fiction. I. Title. 
Prepared from C.I.P. 


TILLOTSON, Geoffrey. 823°.8 
Thackeray, the novelist. London, Methuen: 
New York, Barnes & Noble [1974] xv, 311 
p. illus. 23 cm. Reprint of the 1954 ed. 
published by Cambridge University Press. 
[PR5638.T5 1974] 74-174456 16.50 

I. Thackeray, William Makepeace, 181le 
1863—Criticism and interpretation. 


BRONTE, Patrick, 823°.8°09 B 
1777-1861. 

Bronteana. The Rev. Patrick Bronte, A.B.: 
his collected works and life. The Works; 
and the Brontes of Ireland. Edited, etc., by 
J. Horsfall Turner. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1898 ed. printed by T. Harrison, 
Bingley, Eng., for the editor. [PR4174.B2 
1974] 74-14840 35.00 (lib. bdg.). 


1. Bronte family. I. Turner, Joseph 
Horsfall, 1845- ed. IL Title. 

Prepared from C.I.P. 

THE Enduring 823'.8°09 B 


Brontes [by Donald Hopewell and others. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1951 ed. 
published by Outhwaite Bros., Shipley, 
Eng. Contents.—Andrews, W. L. Editar’s 
foreword.—Hopewell, D. The Brontes in 
our thoughts to-day.—Bentley, P. The 
novels of Charlotte Bronte.—Childe, W. R. 
The Brontes as poets.—Stanley, B. E. The 
parsonage at Haworth.—Weir, E. M. The 
Bronte society. [PR4168.E5 1974] 74- 
17079 10.00 

1. Bronte family. I. Hopewell, Donald. 
Prepared from C.I.P. Contents omitted. 


BARRETT, Gerald R., 823°.9°12 
comp. p 

From fiction to film: D. H. Lawrence's 
”The rocking-horse winner.” [Compiled 


` by] Gerald R. Barrett [and] Thomas L. 


Erskine. Encino, Calif., Dickenson Pub. 
Co. [1974] vii, 238 p. illus. 22 cm. ISBN 
0-8221-0130-5 (The Dickenson literature 
and film series) Includes the text of 
Lawrence’s short story, the final shooting 
script of the film, a critical essays. 
Bibliography: 236-238. 
[PR6023.A93R633] 7392475 4.95 (pbk.) 

I. Lawrence, David Herbert, 1885-1930. 
The rocking-horse winner. 2. The Rocking- 
horse winner. [Motion picture] I. Erskine, 
Thomas L., joint comp. II. Lawrence, 
David Herbert, 1885-1930. The rocking- 
horse winner. 1974. IH. The Rocking-horse 
winner. [Motion picture] IV. Title.: 


GORMAN, Herbert 825.912 B 
Sherman, 1893-1954. 

James Joyce. New York, Octagon Books, 

1974 [c1948] p. cm. ISBN 0-374-93219-0 

Reprint of the ed. published by Rinehart, 

New York. [PR6019.09Z547 1974] 74- 

12172 14.00 

1. Joyce, James, 1882-1941—Biography. 

Prepared from C.I.P. 


KENNEY, Edwin J. 823’.9°12 
Elizabeth Bowen [by] Edwin J. Kenney. 
Lewisburg [Pa.] Bucknell University Press 
[1974] p. cm. ISBN 0-8387-7939-5 (The 
Irish writers series) Bibliography: p. 
[PR6003.06757Z675] 74-168810 4.95 

1. Bowen, Elizabeth, 1899-1973. 
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Po vvv ee rmeyne. i ene Se ya 


Prepared from C.I.P. Pbk.: 1.95, ISBN 0- 
8387-7978-6. 


KUERN, Robert E., 
comp. 

Aldous Huxley: a collection of critical 

essays. Author: Robert E. Kuehn. 

Englewood Cliffs, N.J., Prentice-Hall 

‘(1974] p. cm. ISBN 0-13-448614-9 
Spectrum book) Bibliography: 
{PR6015.09Z745] 74-11444 6.95; 2.45 
(bk) > 

I. Huxley, Aldous Leonard, 1894-1963— 
Criticism and interpretation. 

Prepared from C.I.P. 


LAWRENCE, Frieda von 
»Richthofen, 1879-1956. 
"Not I but the wind ...” Afterword by 
Harry T. Moore. Carbondale, Southern 
Illinois University Press [1974, cl1934] p. 
cm. ISBN 0-8093-0690-5 Reprint of the 
ed. published by Viking Press, New York. 
[PR6023.A934Z5 1974} 74-8660 10.00 

1. Lawrence, Frieda von Richthofen, 1879- 
1956. 2. Lawrence, David Herbert, 1885- 
1930—Biography. 3. Lawrence, David 
Herbert, 1885-1930-—Correspondence. T. 
Title. 

Prepared from C.I.P. 


LYONS, John Benignus. 823’.9°12 
James Joyce & medicine [by] J. B. Lyons. 
New York, Humanities Press, 1974. p. 
Bibliography: p. [PR6019. 09Z7167 1974] 
73-17455 12.00 

1. Joyce, James, 1882-1941—Knowledge— 
Medicine. I. Title. 

Prepared from C.I.P. 


MCQUEEN, Ian 823’.9°12 
Sherlock Holmes detected; the problems of 
the long stories. New York, Drake 
Publishers [1974] 227 p. illus. 23 cm. 
. ISBN 0-87749-615-3 Bibliography: p. 218- 
219. [PR4624.M27 1974b] 74-1324 8.95 

1. Doyle, Arthur Conan, Sir, 1859-1930— 
Characters. 2. Doyle, Arthur Conan, Sir, 
z S ee ee and interpretation. I. 

ttie. 


STRONG, Leonard Alfred 
George, 1896-1958. 

The sacred river; an approach to James 
Joyce. New York, Octagon Books, 1974 
[c1951] p cm. ISBN 0-374-97648-1 
Reprint of the ed. published by Pellegrini 
& Cudahy, New York. [PR6019.09Z815 
1974b] 74-12261 9.50 

1. Joyce, James, 1882-1941—Criticism and 
interpretation. I. Title. 

Prepared from C.I.P. 


LAMB, Charles, 1775-1834. 824.7 
Charles Lamb: prose & poetry, with essays 
by Hazlitt & De Quincey. With an introd. 
by George Gordon, and notes. [Folcroft, 
Pa.) Folcroft Library Editions, 1974. p. 
The selection has been made by G. 
Gordon; the notes are by A. M. D. 
Hughes. Reprint of the 1937 ed. published 
at the Clarendon Press, Oxford, in series: 
The Clarendon series of English literature. 
[PR4860.A4G6 1974] 74-10587 17.50 

I. Hazlitt, William, 1778-1830. II De 
Quincey, Thomas, 1785-1859. III. Gordon, 
George Stuart, 1881-1942, ed. IV. Hughes, 
Arthur Montague D’Urban, 1873- ed. V. 
Series: The Clarendon series of English 
literature. 

Prepared from C.LP. 


CARLYLE, Thomas, 
1881. 

Carlyle: an anthology, by G. M. Trevelyan. 

[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1953 ed. 

published by Longmans, Green, London 


1932- 823°.9°12 


823’.9°12 B 


823’.9°12 


1795- 824.8 
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and New York. [PR4422.T7 1974] 74- 
17082 17.50 
Prepared from C.I.P. 


CLUBBE, John, comp. 8247.8 B 
Two reminiscences of Thomas Carlyle. 


‘Durham, N.C., Duke University Press, 


1974. xiv, 145 p. illus. 25 cm. ISBN 0- 
8223-0307-8 Contents.—Althaus, F. 
Thomas Carlyle: a biographical and literary 
portrait, with Thomas Carlyle’s notes.— 
Reminiscence of Adam and Archibald 
Skirving. Includes bibliographical 
references. [PR4433.C54] 73-81497 6.75 

i. Carlyle, Thomas, 1793-1881— 
Biography. 2. Carlyle, Thomas,” 1795- 
1881—Friends and associates. 3, Skirving, 
Adam, 1719-1803. 4. Skirving, Archibald, 
1749-1819. I. Althaus, Friedrich, 1829- 
1897. Thomas Carlyle: a biographical and 
literary portrait, with Thomas Carlyle’s 
notes. 1974. II. Carlyle, Thomas, 1795- 
1881. Reminiscence of Adam. and 
Archibald Skirving. 1974. If. Title. 


STREET, George Slythe, 
1867-1936. 

Quales ego; a few remarks in particular 
and at large. Plainview, N.Y., Books for 
Libraries Press [1974] p. cm ISBN 0-518- 
10191-6 (Essay index reprint 
Reprint of the 1896 ed. pvblished by J. 
Lane, London and Merriam Co., New 
York. [PR6037.T8Q8 1974] 74-4262 10.75 
L Title. 

Prepared from C.I.P. 


SITWELL, Osbert, Sir, 
bart., 1892-1969. 

Sing high! Sing low! A book of essays. 

Plainview, N.Y., Books for Libraries Press 

[1974] p. cm. ISBN 0-518-10171-1 (Essay 

index reprint series) Reprint of the 1944 

ed. published by Macmillan, London. 

[PR6037.183S5 1974] 74-2402 12.00 

I. Title. 

Prepared from C.I.P. 


WOOLF, Virginia 
Stephen, 1882-1941. 

The death of the moth and other essays. 

New York, Harcourt Brace Jovanovich 

(1974, c1942] p. cm. (A Harvest book, 

HB 294) [PR6045.072D4 1974] 74-5021 

2.95 (pbk.) 

I. Title. 

Prepared from C.LP. 


WOOLF, Virginia 
Stephen, 1882-1941. 
The moment, and other essays. New York, 
Harcourt Brace Jovanovich [1974, c1948] 
viii, 240 p. 21 cm. (A Harvest book, HB 
295) [PR6045.072M6 1974] 74-5004 2.95 
(pbk.) 
i. Title. 


824’.9712 


824’.9712 


824’.9712 


MCCLEARY, George 
Frederick, 1867- 
On detective fiction and other things, by 
G. F. McCleary. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. -Reprint of 
the 1960 ed. published by Hollis & Carter, 
London. [AC8.M1725 19745] 74-17242 

15.00 
T. Title. 
Prepared from C.I.P. 


824.914 


at 


WALKER, Alice, 1900- 828’.3°09 B 
The life of Thomas Lodge. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1933 ed. published by 
Sidgwick & Jackson, London. 1FR2238.W3 
1974] 74-16101 5.00 (lib. bdg. 

1. Lodge, Thomas, 15389-1625? L. Title. 
Prepared from C.I.P. 


824.8 ` 


series) - 


- MACMUNN, George 


BOSWELL, James, 
1795. 
The correspondence of James Boswell with 
certain members of The Club, including 
Oliver Goldsmith, Bishops Percy and 
Barnard, Sir Joshua Reynolds, Topham 
Beauclerk, and Bennet Langton. Edited 
‘with an introd. and notes by Charles N. 
Fifer. [Research ed.] New York, McGraw- 
Hill [1974] p. cm. ISBN 0-07-020750-X 
(His Correspondence, v. 3) (The Yale 
editions of the private papers of James 
Boswell) Includes bibliographical 
references. [PR3325.A94 vol. 3] 73-18260 
20.00 . 
1. Boswell, James, 1740-1795. I. Fifer, 
(Charles N., 1922- ed. II. Title. III. Series. 
Prepared from C.I.P. 


1740- 828.609 B 


EPSTEIN, William H. 828°.6'09 B 
John Cleland: images of a life, by William 


H. Epstein. New York, Columbia 
University Press, 1974. p. cm. ISBN 0- 
231-03725-2 Bibliography; p. 


[PR3348.C65Z62} 74-9798 9.95 
1. Cleland, John, 1709-1789. I. Title. 
Prepared from C.I.P. 


Y’NICOL, Donald, 
1735-1802. 
Remarks on Dr. Samuel Johnson’s Journey 
to the Hebrides, 1779 New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1287-9 
(The Life & times of seven major British 
writers: Johnsoniana, 9) Reprint of the 
1779 ed. printed for T. Cadell, London. 
[PR3533.359 vol. 9] [DA880.H4] 828’.6’03 
74-14886 22.00 
i. Johnson, Samuel, 1709-1784. A journey 
fo the Western Islands of Scotland. I. 
Series: Johnsoniana, 9. 
Frepared from C.I.P. 


CROCKETT, William 
Shillinglaw, 1866-1945. 
Footsteps of Scott. illus. by Tom Scott. 
[=olcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1909 ed. 
published by T. N. Foulis, Edinburgh. 
aes .C6 1974] 74-14837 20.00 (lib. 
bdg 
I. Scott, Walter, Sir, bart, 1771-1832— 
Homes and haunts. 2. Scott, Walter, Sir, 
bart., 1771-1832. I. Title. 
Prepared from C.I.P. 


828°.6'09 s 


828’.7°09 B 


BARBER, Benjamin 828.809 
Aquila, 1876-1946. 

Kobert Louis Stevenson: an appreciation. 

[Folcroft, Pa.] Folcroft Library Editions, 

1374. p. cm. Reprint of the 1910 ed. 

published by W. H. Moss, Whitehaven, 

Eng. [PR5496.B25 1974] 74-17085 6.50 

I, Stevenson, Robert Louis, 1850-1894. 

Prepared from C.I.P. 


LARG, David Glass. 8287.8°09 B 
John Ruskin, by David Larg. [Foleroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. ISBN 0-8414-5735-2 Reprint of the 
1933 ed. published by D. Appleton, New 
York, in series: Appleton biographies. 
[FR5263.L26 1974b] 74-11438 12.50 

1. Ruskin, John, 1819-1900—Biography. I. 
Series: Appleton biographies. 

Prepared from C.I.P. 


828.809 
Fletcher, Sir, 1869-1952. 

Rudyard Kipling: craftsman. fFolcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 

Reprint of -the 1937 ed. published by R. 

Hale, London. [PR4856.M23 1974] 74- 

14563 25.00 (lib. bdg.). 

I. Kipling, Rudyard, 1865-1936. 

Prepared from C.I.P. 


Werreen vigisee 


ENGELBERG, Edward, 1929- 828. 912 
The vast design; patterns in W. B. Yeat’s 
. aesthetic. [Toronto] University of Toronto 
Press [1974, c1964] 224 p. illus. 23 cm. 
ISBN 0-8020-6229-6 Bibliography: [211]- 
213. [PR5907.E5] 4.50 (pbk.) 

1. Yeats, William Butler, 1865-1939. I. 
Title. . ‘ 

ee card number for original edition: 64- 

313. 


CLIPPER, Lawrence J. 828°.9°1209 
G. K. Chesterton, by Lawrence J. Clipper. 
New York, Twayne Publishers [1974] 190 


p. port. 22 cm. ISBN 0-8057-1090-6 
(Twayne’s English authors series, 
TEAS166) Bibliography: p. 175-186. 


[PR4453.C4Z587] 73-18048 7.50. . 
i. Chesterton, Gilbert Keith, 1874-1936. I. 
Title. 


GREEN, Roger 828°.9°1209 B 
Lancelyn. 
C S. Lewis; a biography [by] Roger 


Lancelyn Green and Walter Hooper. New 
he Harcourt, Brace, Jovanovich [1974] 
cm. ISBN 0-15-123190-7 
(BX5199. L53G73] 74-11360 6.95 
1. Lewis, Clive Staples, 1898-1963. I. 
_ Hooper, Walter, joint author. II. Title. 
Prepared from C.I.P. 


SULLIVAN, John, 1904- 828.91209 
G. K. Chesterton; a centenary appraisal, 
edited by John Sullivan. New York, Barnes 
& Noble [1974] xi, 243 p. illus. 23 cm. 
ISBN 0-06-496591-0 Includes 
bibliographical references. 
[PR4453.C4Z764] 74-175000 17.50 

i. Chesterton, Gilbert Keith, 1874-1936— 
Addresses, essays, lectures. 


WILLIAMS, Raymond, 
comp. 

George Orwell; a collection of critical 
essays. Englewood Cliffs, N.J., Prentice- 
Hall [1974] p. cm. ISBN 0-13-647719-4 
(A Spectrum book. Twentieth century 
views) Bibliography: p. [PR6029.R8Z865] 
74-11153 6.95; 2.45 (pbk. 

i. Orwell, George, 1903-1950—Criticism 
and interpretation. 

Prepared from C.I.P. 


SUMMERS, Gerald. 828.91407 
An African bestiary. Illustrated by Juan 
Carlos Barberis. New York, Simon and 
Schuster [1974] p. cm. ISBN 0-671- 
21813-1 [QL336.893] 74-6127 7.95 

1. Zoology—Africa. 2.  Zoologists— 
Correspondence, reminiscences, etc. I. 
Title. 

Prepared from C.I.P. 


828.91209 


CASEY, Daniel J., 828.91409 
1937- 

Benedict Kiely [by] Daniel, J. Casey. 

Lewisburg, | Bucknell University Press 

[1974] p. cm. ISBN 0-8387-7936-0 (The 

Irish writers series) Bibliography: p. 

[PR6061.1329Z58] 74-168802 4.50 

1. Kiely, Benedict. 

Prepared from C.I.P. Pbk. 1.95, ISBN 0- 

8387-7970-0. 


OLD English studies in 829.1 
honour of John C. Pope. Edited by Robert 
B. Burlin and Edward B. Irving, Jr. 
[Toronto, Buffalo] University of Toronto 
Press [1974] vi, 330 p. 24 cm. ISBN 0- 
8020-2132-8 Includes bibliographical 
references. [PR176.04] 73-91566 15.00 

i. Pope, John Collins, 1904- 2. Anglo- 
Saxon literature—Addresses, essays, 
lectures. I. Pope, John Collins, 1904- II. 
Burlin, Robert B., ed. II. Irving, Edward 
Burroughs, 1923- ed. 

Contents omitted. 


. CANETTI, Elias, 1905- 


DIECKMANN, Liselotte: 831.6 
Johann Wolfgang Goethe. New York, 
Twayne Publishers [1974] 202 p. 21 cm. 
ISBN 0-8057-2378-1 (Twayne’s world 
authors series, TWAS 292. Germany) 
Bibliography: p. 195-198. [PT2049.D5] 73- 
20264 7 

1l aoe Johann Wolfgang von, 1749- 
1832. 


ROBERTSON, John George, 831.6 
1867-1933. 
Goethe and the twentieth century. 


[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1912 ed. 
published by University Press, Cambridge, 
and Putnam, New York, in series: The 
Cambridge manuals of science and 
literature. [PT2177.R6 1974] 74-14501 
10.00 (lib. bdg.). 
1. Goethe, Johann Wolfgang von, 1749- 
1832. 2. Goethe, Johann Wolfgang von, 
1749-1832—Appreciation. I. Title. 
Prepared from C.I.P. 
BRECHT, Bertolt, 1898- 831.912 
1956. 
Uncle Eddie’s moustache; 12 poems for 
children. Translated from the German by 
Muriel Rukeyser. Illustrated by Ursula 
Kirchberg. [New York] Pantheon Books 
[1974] p. cm. ISBN 0-394-82819-4 
Translation of Onkel Ede hat einen 
Schnurrbart. Brief humorous verse. on a 
variety of topics. [PZ8.3.B74Un4] 74-147 
4.95 
i. Children’s poetry, German— 
Translations into English. 2. Children’s 
poetry, English—Translations from 
German. I. Rukeyser, Muriel, 1913- tr. II. 
Kirchberg, Ursula, illus. III. Title. 
Prepared from C.I.P. Lib. bdg. 5.59, ISBN 
0-394-92819-9. 


-833.912 B 
Kafka’s other trial; the letters to Felice. 
Translated by Christopher Middleton. New 
York, Schocken Books [1974] p. cm. 
ISBN 0-8052-3553-1 Translation of Der 


andere Prozess. Includes bibliographical 


references. [PT2621.A26Z64813] 74-3048 - 
6.50 


i. Katka, Franz, 1883-1924— 
Correspondence. 2. Bauer, Felice, 1887- 
1960—Correspondence. I. Title. 

Prepared from C.I.P. 


KAFKA, Franz, 1883- 
1924, 

I am a memory come alive. Edited by 

Nahum N. Glatzer. New York, Schocken 

Books [1974] p. cm. ISBN 0-8052-3556-6 

Bibliography: p. [PT2621.A26Z5] 74-8781 

10.00 


i. Kafka, Franz, 1883-1924—Biography. I. 
Glatzer, Nahum Norbert, 1903- ed. IL 
Title. 

Prepared from C.I.P. 


KUNA, Franz, 1933- 833°.9°12 
Katka: literature as corrective punishment 
[by] Franz Kuna. Bloomington, Indiana 
University Press [1974] p. cm. ISBN 0- 
253-32457-2 "Chronology of Kafka’s 
works”: p. [PT2621.A26Z7666 1974] 74- 
4813 7.95 

1. Kafka, Franz, 1883-1924. 

Prepared from C.I.P. 


BOULBY, Mark. 833.914 
Uwe Johnson. New York, Ungar [1974] 
vii, 136 p. 21 cm. ISBN 0-8044-2062-9 
(Modern literature monographs) 
Bibliography: p. 127-129. 
[PT2670. 036Z65] 73-82315 6.00 

1. Johnson, Uwe, 1934- —Criticism and 
interpretation. 


833.912 B 


: GUY LIECKATUKE 
FRANKE, Herbert W., 833.914 
1927- 

Zone Null [by] Herbert W. Franke. 
[Translated from the German by Chris 
Herriman] New York, Seabury Press 


[1974] p, cm. ISBN 0-8164-9159-3 (A 
Continuum book) [PZ4.F8283Z03] 
[PT2666.R3] 73-6414 6.95 

T. Title. 

Prepared from C.I.P. 

ARENDT, Hannah. 8338°.6'08 B 


Rahel Varnhagen, the life of a Jewish 
woman. Translated from the German by 
Richard and Clara Winston. New York, 
Harcourt Brace Jovanovich [1974] p. cm. 
Published in 1957 under title: Rahel 
Varnhagen, the life of a Jewess. 
Bibliography: p. [PT2546. V22A913 1974] 
74-6478 7.95 
I. Varnhagen von Ense, Rahel Antonie 
Friederike Levin, 1771-1833. 2. Jews in 
Germany. 
Prepared from C.LP. 
PETERS, Heinz 838°.8°09 B 
Frederick. 
My sister, my spouse; a biography of Lou 
Andreas-Salome [by] H. F. Peters. With a 
pref. by Anais Nin. New York, Norton 
[1974, c1962] p. cm. ISBN 0-393-00748-0 
(Norton library) ”The writings of Lou 
Andreas-Salome”: p.  [PT2601.N4Z75 
1974] 74-14679 3.95 (pbk.) 
1. Andreas-Salome, Lou, 1861-1937—~ 
Biography. I. Title. 
Prepared from C.I.P. 


BERGSTEN, Staffan, 
1932- 


839.7174 


Osten Sjostrand. New York, Twayne . 
Publishers [1974] p. cm. ISBN 0-8057- ` 


2844-9 (Twayne’s world authors series, 
TWAS 309. Sweden) Bibliography: p. 
[PT9875.S58Z6] 74-574 7.95 (lib. bdg.) 

1. Sjostrand, Osten. 

Prepared from C.I.P. 


STRINDBERG, August, 
1849-1912. 

On -the seaboard; a novel of the Baltic 
Islands. Translated by Elizabeth Clarke 
Westergren. New York, H. Fertig, 1974. 
p. cm. Translation of I havsbandet. Reprint 
of the 1913 ed. published by Stewart & 
Kidd Co., Cincinnati. [PZ3.S9179By7] 
[PT9813] 74-13073 12.00 . 
I Westergren, Elizabeth Clarke, tr. IE 
Title. 

Prepared from C.I.P. 


839.736 


HEEPE, Evelyn, 839.871’090072 B 
comp. 
Modern Danish authors, edited by Evelyn 
Heepe and Niels Heltberg. Translated by 
Evelyn Heepe. [Folcroft, Pa] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1946 ed. published by Scandinavian 
Pub. Co., Copenhagen, Chicago. 
Contents.—Jensen, , J. V. Among the 
birds.—Jorgensen, J. The legend of my 
life—-Nexo, M. A. Reminiscences.—Abell, 
K. Anna Sophie Hedvig.—Branner, H. C. 
A child and a mouse.—Dons, A. Where all 
roads meet.—Kristensen, T. In a Japanese 
railway carriage. The vanished faces.— 
Munk, K. Spring comes so gently. An 
idealist. The word.—Paludan, J. Birds 


around the light—Rode, E. The three little - 


girls. The eternal adorer.—-Malthe-Bruun, 
K. Two letters. [PT7700.H4 1974] 74- 
17194 22.50 

1. Authors,  Danish—-Biography. T. 
Heltberg, Niels, joint comp. H. Title. 
Prepared from C.I.P. 
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Vey mser o wn 


AUCASSIN. et Nicolette. 
English. 
Of Aucassin and Nicolette; a translation in 
prose and verse from the Old French, 
together with Amabel and Amoris, by 
Laurence Housman. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1925 ed. published by Chatto & 
Windus, London. ”The story of Amabel 
and Amoris”: p. [PQ1426.E5H8 1974] 74- 
14762 15.00 
I. Housman, Laurence, 1865-1959, tr. I. 
Housman, Laurence, 1865-1959. The story 
of Amabel and Amoris. 1974. III. Title. 
Prepared from C.I.P. 


8417.1 


ENEAS (Romance) English. 8417.1 
Eneas; a twelfth-century French romance. 
Translated with an introd. and notes by 
John A. Yunck. New York, Columbia 
University Press, 1974. p. cm. ISBN 0- 
231-03823-2 (Records of civilization: 
sources and studies, no. 93) Bibliography: 
p. [PQ1459.E35E5 1974] 74-8543 10.00 

I Yunck, John A., ed. If. Title. III. Series. 
Prepared from C.I.P. 


‘MICKEL, Emanuel J., 1937- 841.1 
Marie de France, by Emanuel J. Mickel, 
Jr. New York, Twayne Publishers [1974] 
p. cm. ISBN 0-8057-2591-1 (Twayne’s 
world authors series, TWAS. 306. France) 
Bibliography: p. [PQ1495.M5] 73-17350 
7.95 


1. Marie de France, 12th cent. 
Prepared from C.I.P. 


WOLFE, Humbert, 1885-1940. 8417.3 
Ronsard and French romantic poetry. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1935 ed. 
„published by Clarendon Press, Oxford, 
which was issued as the Zaharoff lecture 
for 1934. [PQ1678.W6 1974] 74-14750 
5.00 (lib. bdg.) 

1. Ronsard, Pierre de, 1524-1585— 
Criticism and interpretation—Addresses, 
essays, lectures. 2. French poetry-——History 
and criticism. 3. Romanticism—France. T. 
pie If. Series: The Zaharoff lectures, 
1934, 

Prepared from C.I.P. 


PORCHE, Francois, 
1944. 

Charles Baudelaire. Translated by John 

` Mavin. [Folcroft, Pa.] Folcroft Library 

Editions, 1974. p. cm. Translation of La 

vie douloureuse de Charles Baudelaire. 

Reprint of the 1928 ed. published by 

Wishart, London. [PQ2191.Z5P62 1974] 

74-17204 17.50 

1. Baudelaire, Charles Pierre, 1821-1867— 

Biography. 

Prepared from C.I.P. 


STEPHAN, Philip. . 8417.8 
Paul Verlaine and the decadence, 1882-90. 
[Manchester, Eng.] Manchester University 
Press;*?'[Totowa, N.J.] Rowman and 
Littlefiéid [1974] p. cm. ISBN 0-87471- 
563-6 Bibliography: p. [PQ2467.S8] 74- 
8190 14.50 

1. Verlaine, Paul Maire, 1844-1896. 2. 
French poetry—19th century—History and 
criticism. I. Title. 

Prepared from C.I.P. 


CLOUTIER, David, 
comp. 
The ear of the bull; nine French poets. 
Edited by David Cloutier & Stephen Coon. 
[Providence, Bonewhistle Press, 1974] 129 
p. 21 cm. ISBN 0-914298-06-2 Contents.— 
Max Jacob.—Pierre Reverdy.—Leon-Paul 
Fargue.—Paul Eluard.—Robert Desnos.— 
Jean Follain.—Guillevic.—Henri 


1877- 841.8 


841.91208 
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Michaux.—Edmond Jabes. 
[PQ1170.E6C54] 73-90747 3.50 (pbk.) 

1. French poetry—Traaslations into 
English. 2. English literature—Translations 
from French. 3. French poetry—20th 
century. I. Coon, Stephen, Joint comp. H. 
Title. 


OUSMANE, Sembene. 843 
Tribal scars, and other stories. Translated 
from the French by Len Ortzen. 
[Rockville, Md.] Black ‘Orpheus Press 
[1974] p. ISBN 0-87953-015-4 Translation 


of Voltaique, La Noire de ... nouvelles. 
[PZ3.09445Tr] [PQ3989.08] 73-21642 
9.50 

I. Title. 

Prepared from C.I.P. 

RAHYV, Betty T. 843’.03 


From Sartre to the new novel [by] Betty T. 
Rahv. Port Washington, N.Y., Kennikat 
Press, 1974. 177 p. 22 cm. ISBN 0-8046- 
9076-6 (National university publications. 
Series in literary criticism) Bibliography: p. 
173-177. [PQ671.R3] 74-77555 8.95 

I. French fiction—20th century—History 
and criticism. I. Title. 


MARIVAUX, Pierre Carlet de 
Chamblain de, 1688-1763. 
The upstart peasant; or, The memoirs of 
Monsieur *** [by] Marivaux. Translated 
from the French, with an introd., by 
Benjamin Boyce. Durham, N.C. [Printed 
by the Seeman Printery] 1974. xi, 218 p. 
23 cm. Translation of Le paysan parvenu. 

[PQ2003.P3E5] 73-94408 5.00 


I. Title. 
Durham-Chapel Hill 


843.5 


Publisher’s address: 
Blvd. Durham, N.C. 


oe ee Ronald C., 
42- 

Marivaux’s novels; theme and function i 
early cighteenth-century narrative 
Ronald C. Rosbottom. Rutherford N7 ] 
Fairleigh Dickinson University Press 
[1974] p. cm. ISBN 0-8386-1419-1 
Bibliography: p. [PQ2003.Z5R58} 73-8296 
10. 


1. Marivaux, Pierre Carlet de Chamblain 


843°.5 


de, 1688-1763—Criticism and 
interpretation. 

Prepared from C.I.P. 

GONCOURT, Edmond Louis 843.8 


Antoine Huot de, 1822-1396. 
Elisa. Translated by Margaret Crosland. 
New York, H. Fertig, 1974. p. cm. 
Translation of La fille Elisa. Reprint of the 
1959 ed. published by N. Spearman, 
London. [PZ3.G588El] [PQ2263.F4] 74- 
5136 9.50 
I. Title. 
Prepared from C.I.P. 


SIMENON, Georges, 1902- 843.912 
Maigret and the millionaires. Translated 
from the French by Jean Stewart. [lst ed.] 
New York, Harcourt Brace Jovanovich 
[1974] p. cm. ISBN 0-15-155143-K ”A 
Helen and Kurt Wolff bock.” Translation 


of Maigret voyage. [PZ3.S5892Maegs] 
[PQ2637.153] 74-7009 5.95 

I. Title. 

Prepared from C.I.P. 

BLIER, Bertrand. 843.914 
Going places. Translated by Patsy 
Southgate. [ist English-language ed.] 
Philedelphia, Lippincott [1974] p. cm. 


ISBN 0-397-01013-3 Translation of Les 
valseuses. [PZ4. B6492Go] [PQ2662.L47] 
74-13135 7.95 

I. Title. 

Prepared from C.I.P. 


JOFFO, Joseph. 843.914 
A bag of marbles. Translated from the 
French by Martin Sokolinsky. [lst 
American ed.] Boston, Houghton Mifflin, 
1974 [c1973] p. cm. ISBN 0-395-19392-3 
Translation of Un sac de billes. 
[PZ4.J642Bag3] [PQ2670.029] 74-11132 
6.95 


I. Title. 
Prepared from C.I.P. 


PROU, Suzanne. 843.914 
The paperhanger. Translated from the 
French by Adrienne Foulke. [1st ed.] New 
York, Harper & Row [1974] p. cm. BEN 
0-06-013444-5 Translation 
Mechamment les oiseaux. [PZ4. Poss Pam 
[PQ2676.R64] 74-5803 5.95 

Í. Title. 

Prepared from C.I.P. 


CRUICKSHANK, John. 848°.6’09 
Benjamin Constant. New York, Twayne 
Publishers [1974] 170 p. 21 cm. ISBN 0- 
8057-2242-4 (Twayne’s world authors 
series, TWAS 297. France) Bibliography: 
p. 161-166. [PQ2211.C24C7] 73-21952 
7.95 

1. Constant de Rebecque, Henri Benjamin, 
1767-1830—Criticism and interpretation. 


JONES, Robert Emmet, 848.709 . 
1928- 

Gerard de Nerval. New York, Twayne 
Publishers [1974] p. cm. ISBN 0-8057- 
2652-7 (Twayne’s world authors series, 
TWAS 326. France) Bibliography: p. 
{[PQ2260.G36Z66] 74-4085 8.50 (lib. bdg.) 
1. Gerard de Nerval, Gerard Labrunie, 
known as, 1808-1855. 

Prepared from C.I.P. 


THE France of 848.91209 
Claudel. Special editor: Henri Peyre. 
[Jamaica, N.Y.] St. John’s University 


[1974] 125, xvi p. 23 cm. (Review of 
national literatures, v 4 no 2 
[PQ2605.L2Z649] 74-13625 4. 50 (pbk.). 

1. Claudel, Paul, 1868-1955. I. Peyre, 
Henri, 1 901- ed. II. Title. III. Series. 


LEIGHTON, Jean. 848’.9°1409 
Simone de Beauvoir on woman. Foreword 
by Henri Peyre. Rutherford [N.J.] Fairleigh 
Dickinson University Press [1974, i.e.1975] 
p. cm. ISBN 0-8386-1504-X Bibliography: 
p. [PQ2603.E362Z8] 74-3615 8.00 

I. Beauvoir, Simone de, 1908- —Criticism 
and interpretation. 2, Women— 
Psychology. 3. Women’s rights. I. Title. 
Prepared from C.I.P. 


MASTERS, Brian. 848’.9°1409 
Camus: a study. London, Heinemann 
Educational; Totowa, N.J., Rowman and 
Littlefield, 1974. we 131 p. 21 cm. 
Bibliography: [129]-131. 
[PQ2605. A 373421213] 774-176276 6.00 

1. Camus, Albert, 1913-1960. 


MUSA, Mark. ' 
Advent at the gates: Dante’s Comedy. 
Bloomington, Indiana University Press 
[1974] xviii, 167 p. illus. 22 cm. ISBN 0- 
253-30140-8 Includes bibliographical 
references. [PQ4390.M86] 72-21243 6.95 


8517.1 


L Dante Alighieri—Criticism and 
interpretation. I. Title. 
STURM, Sara. 851.2 


Lorenzo de’Medici New York, Twayne 
Publishers [1974] 173 p.’ port. 22 cm. 
ISBN 0-8057-2609-8 (Twayne’s world ` 
authors series, TWAS 288. Italy 
Bibliography: p. 167-170. [PQ4630.M3Z87] 
73-19597 7.95 
i Medici, Lorenzo de’, il Magnifico, 1449- 
492. 


‘OCTOBER 31,1974 
LIND, Levi Robert, 851.9108 
1906- comp. 
Twentieth-century Italian poetry; a 
bilingual anthology, edited by L. R. Lind, 
with an introd. and biographical notes by 
Edward Williamson. [Indianapolis, Bobbs- 
Merrill, 1974, c1973] p. ISBN 0-672- 
51409-5 (The Library of liberal arts) 
(PQ4214.L5 1974] 73-11343 8.95 
i. Italian poetry—20th century. 2. Italian 
poetry—20th century—Translations into 
English. 3. English poetry—Translations 
from Italian. I. Title. 
Pbk. 4.95, ISBN 0-672-61220-8. Prepared 
from C.I.P. 


PIRANDELLO, Luigi, 
1867-1936. 

Better think twice about it, and twelve 
other stories. Translated by Arthur and 
Henrie Mayne. Plainview, N.Y., Books for 
Libraries Press [1974] p. cm. ISBN 0- 
8369-4269-8 (Short story index reprint 
series) Reprint of the 1934 ed. published 
by Dutton, New York. Stories selected 
from the author’s Novelle per un anno. 
{[PZ3.P663Be9] [PQ4835.17] 74-3429 16.00 
I. Title. 

Prepared from C.I.P. Contents omitted. 


CALVINO, Italo. 853.914 
Invisible cities. Translated from the Italian 
by William Weaver. New York, Harcourt 
Brace Jovanovich [1974] p. cm. ISBN 0- 
15-145290-3 ”A Helen and Kurt Wolff 
book.” Translation of Le citta invisibili. 
Ee -C13956In] [PQ4809.A45] 74-8836 
i. Polo, Marco, 1254-1323?—Fiction. 2. 
Kublai Khan, 1216-1294—Fiction. I. Title. 

Prepared from C.I.P. 


WINWAR, Frances, 
pseud. 
Wingless victory; a biography of Gabriele 
d'Annunzio and Eleonora Duse. Westport, 
Conn., Greenwood Press [1974, c1956] p. 
cm. ISBN 0-8371-7671-9 Reprint of the 
ed. published by Harper, New York. 
Bibliography: p. [PQ4804.W5 1974] 74- 
10363 16.00 
d. Annunzio, Gabriele d’, 1863-1938. 2. 
Duse, Eleonora, 1858-1924. I. Title. 
Prepared from C.I.P. 


NERUDA, Pablo, 1904-1973. 861 
Bestiary. Bestiario: a poem. Translated by 
Elsa Neuberger. With woodcuts by 
Antonio Frasconi. New York, Harcourt 
Brace Jovanovich [1974] 1 v. illus. 30 cm. 
(A Harvest special HB 292) English and 
Spanish. [PQ8097.N4B4 1974] 74-6154 
3.95 (pbk.) 

I. Frascont, Antonio, illus. II Title. III. 
Title: Bestiario. 


CRISPIN, John. 861’.6'2 
Pedro Salinas. New York, Twayne 
Publishers [1974] 180 p. 22 cm. ISBN 0- 
8057-2784-1 (Twayne’s world author 
series, TWAS 283. Spain) Bibliography: p. 
165-173. [PQ6635.A32Z66] 73-17149 6.95 
I. Salinas, Pedro, 1892-1951. 


CASTANEDA, James A. 8672.3 
Agustin Moreto, by James A. Castaneda. 
New York, Twayne publishers [1974] p. 
cm. ISBN 0-8057-2633-0 (Twayne’s world 
authors series, TWAS 308. Spain) 
Bibliography: p. [PQ6417.C34] 73-22007 
7.95 


1. Moreto y Cavana, Agustin, 1618-1669. 
Prepared from C.I.P. 


ALLEN, Rupert C. 862°.6°2 
Psyche and symbol in the theater of 
Federico Garcia Lorca: Perlimplin, Yerma, 
Blood wedding, by Rupert C. Allen. 


853°.9°12 


858’.8'09 B 


Austin, University of Texas Press [1974] x, 
224 p. 23 cm. a 0-292-76418-9 
Bibliography: [213]-220. 
[PQ6613.A763Z534] 74-4285 9.50 

i. Garcia Lorca, Federico, 1898-1936— 
Knowledge—Psychology. 2. Symbolism in 
hrerarure: 3. Symbolism (Psychology) I. 

ite. 


OLIPHANT, Margaret 
Oliphant Wilson, 1828-1897. 
Cervantes. [Folcroft, Pa.] Folicroft Library 
Editions, 1974. p. cm. Reprint of the 1880 
ed. published by W. Blackwood, 
Edinburgh, in series: Foreign classics for 
English readers. [PQ6337.05 1974] 74- 
16137 17.50 (lib. bdg.). 
b woe Saavedra, Miguel de, 1547- 
Prepared from C.I.P. 


BAROJA y Nessi, Pio, 
1872-1956. 

The tree of knowledge. Translated from 

the Spanish by Aubrey F. G. Bet. New 

York, H. Fertig, 1974 [¢c1928] p. Reprint 

of the ed. published by Knopf, New York. 

Translation of El arbol de la ciencia. 


863.3 B 


$63.62 


[PZ3.B2694Tr5] [PQ6603.A7] 74-4486 
12.50 

L Title. 

Prepared from C.I.P. 

KING, Charles L. £63.62 


Ramon J. Sender, by Charles L. King. 
New York, Twayne Publishers [1974] 196 
p. port. 22 cm. ISBN 0-8057-2815-5 
(Twayne’s world authors series, TWAS 
307. Spain) Bibliography: p. 183-189. 
[PQ6635 -E65Z7] 73-19612 5.95 

1. Sender, Ramon Jose, 1901- 


SALINAS, Pedro, 1892- 
1951. 

To live in pronouns; selected love poems. 
Translated by Edith Helman & Norma 
Farber. [1st ed.] New York, Norton, 1974. 
230 p. 21 cm. ISBN 0-393-04389-4 
English ande Spanish. [PQ6635.A32T56] 
74-5761 12. 

I. Helman, Ddith Fishtine, tr. II. Farber, 
Norma, tr. HI. Title. 


WHINNOM, Keith, 1927- 868.209 B 
Diego de San Pedro. New York, Twayne 
[1974] p. cm. ISBN  0-8057-2788-4 
(Twayne’s world authors series, IEA 
310. Spain) Bibliography: 
[PQ6431.84Z9] 73-22096 7.95 (lib. bég) 

1. San Pedro, Diego de, fl. 1500. 

Prepared from C.I.P. 


DECOSTER, Cyrus Cole, 
1914- 

Juan Valera, by Cyrus DeCoster New 
York, Twayne Publishers [1974] p. cm. 
[SBN  0-8057-2919-4 (Twayne’s world 
authors series, TWAS 316. Spain) 
Bibliography: p. [PQ6573.Z5D4] 74-3058 
8.50 (lib. bdg.) 

1. Valere y Alcala Galiano, Juan, 1824- 
1905. 


£63.62 


868.509 


Prepared from C.I.P. 


GOLDBERG, Isaac, 1887- 
1938. 

Brazilian literature. Plainview, N.Y., Books 
for Libraries Press [1974] p. cm. ISBN 0- 
518-10164-9 (Essay index reprint series) 
Reprint af the 1922 ed. published by A. A. 
Knopf, New York. Bibliography:p. 
[PQ9511.G6 1974] 74-2274 16.00 


869.09 


l. Brazilian literatrue—History and 
criticism. I. Title. ‘ 

Prepared from C.LP. 

MAZZARA, Richard A. 869.3 


Graciliano Ramos, by Richard A. Mazzara. 


800 LITERATURE 


New York, Twayne Publishers [1974] >. 
cm. ISBN 0-8057-2741-8 (Twayne’s world 
authors series, TWAS 324. Brazil) 
Bibliography: p. [PQ9697.R254Z72] 74- 
6227 6.95 

1. Ramos, Graciliano, 1892-1953. 
Prepared from C.I.P. 


THE Tradition of 871.61 
Virgil; three papers on the history and 
influence of the poet, by Junius S. Morgan, 
Kenneth McKenzie [and] Charles G. 
Osgood. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1930 
ed. published by Princeton University 
Press, Princeton. [PA6826.T7 1974] 74- 
11149 7.50 

1. Vergilius Maro, Publius. I Morgas, 
Junius Spencer. I. McKenzie, Kenneth, 


1870-1949. IH. Osgood, Charles 

Grosvenor, 1871-1964. i 

Prepared from C.I.P. 

POWELL, John 880°.9'001 
Undershell, 1865- ed. 


New chapters in the history of Greek 
literature; recent discoveries in Greek 
poetry and prose of the fourth and 
following centuries B.C., edited by J. U. 
Powell and E. A. Barber. New York, Biblo 
& Tannen, 1974. p. cm. ISBN 0-8196- 
0286-8 Reprint of the 1921 ed. published 
by Clarendon Press, Oxford. [PA3061.P6 
1974b] 74-2062 10.00 

I. Greek Iiterature—Addresses, essays, 
lectures. I. Barber, Eric Arthur, 1888- joint 
ed. IT. Title. 

Prepared from C.I.P. 


POWELL, John 

+ Undershell, 1865- ed. 
New chapters in the history of Greek 
literature, second series; some recent 
discoveries in Greek poetry and prose, 
chiefly of the fourth century B.C., and 
later times, edited by J. U. Powell and E. 
A. Barber. New York, Biblo & Tannen, 
1974. p. cm. ISBN 0-8196-0287-6 Reprint 
of the 1929 ed. published by Clarendon 
Press, Oxford. Includes bibliographies. 
[PA3061.P6 1974] 74-2030 12.50 

1. Greek literature—Addresses, essays, 
lectures. I. Barber, Eric Arthur, 1888- joint 
ed. IT, Title. 

Prepared from C.I.P. 


AESCHYLUS. 882'.01 
The Oresteia. Translated into English verse 
from a scientifically conservative Greek 
text by Douglas Young. Norman, 
University of Oklahoma Press [1974] xvi, 
189 p. 21 cm. ISBN 0-8061-1143-7 
Contents.—Agamemnon.—The libation- 
bearers——The Eumenides. [PA3827.A7Y6 
1974] 73-5136 4.95 

I. Young, Douglas, 1913-1973, tr. If. Title. 


SOYINKA, Wole. 882’.01 
The Bacchae of Euripides: a communion 
rite, by Wole Soyinka. [lst American ed.] 
New York, Norton [1974, ¢1973] xi, 97 p. 
20 cm. ISBN 0-393-04396-7 
[PR9387.9.S6B3 1974] 74-9501 6.95 

I Euripides. Bacchae. English. If. Title. 


HOMERUS. 883.01 
The Iliad [by} Homer. Translated by 
Robert Fitzgerald, with drawings by Hars 
Erni. [Ist ed.] Garden City, N.Y., Anchor 
Press, 1974. p. cm. ISBN 0-385-05940-X 
[PA4025.A2F5] 74-3528 15.00 

I. Fitzgerald, Robert, 1910- tr. IL. Title. 
Prepared from C.I.P. 


NANDADASA, £1.1568. 891'.43°12 
The round dance of Krishna, and Uddhav'’s 
message. Translated with an introd: by R. 
S. McGregor. London, Luzac, 1972, 


880.9001 


ns 


900 HISTORY ~~ F ce s 
[i.e.1974] xi, 135 p. tilus? Pg ém. ISBN 0- 
7189-0163-0 Includes bibliographical 


references. [PK2096.N34R313] 74-168859 
L MeGregor, Ronald Stuart, ed. II 


Nandadasa, fl. 1568. Bhamvaragita. 
English. 1973. IEL Title. IV. Title: 
Uddhav’s message. 


Distributed by Rowman and Littlefield, 
13.50 


[MERRIMAN, Brian] . 891.6213 
1757-1808? 

The midnight court and The adventures of 
a luckless fellow. Translated from the 
Gaelic by Percy Arland Ussher. With a 
pref. by W. B. Yeats & woodcuts by Frank 
W. Peers. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. The midnight court 
by B. Merriman was originally published 
under title: Cúirt an mheadhoin oidhche. 
The adventures of a luckless fellow is by 
D. MacConmara. Reprint of the 1926 ed. 
published by Boni and Liveright, New- 
York. [PB1398.M4C83 1974b] 74-14678 
10.00 (lib. bdg.). 
1. Gaelic poetry—Translations into 
English. 2. English poetry—Translations 
from Gaelic. I Ussher, Percy Arland, tr. 
JI, MacConmara, Donough, d. 1810. The 
adventures of a luckless fellow. 1974. HI. 
Title. 

Prepared from C.I.P. 


MEDVEDEV, Zhores 
Aleksandrovich. 
Ten years after Ivan Denisovich, by Zhores 
A. Medvedev. Translated from the Russian 
by Hilary Sternberg. New York, Vintage 
Books, [1975, i.e.1974] p. cm. ISBN 0- 
394-71112-2 Reprint of ed. published by 
Knopf. Translation of Desiat’ let poste’ 

nogo dnia Ivana Denisovicha. 
(pasts 04277513 1975] 74-3433 0.95 


bk.). 
1. Solzhenitsyn, Aleksandr Isaevich, 1918- 
2, Tvardovskii, Aleksandr Trifonovich, 
1910-1971. 3. Russia—tIntellectual life— 
1917- 4. Censorship—Russia. I. Title. 
Prepared from C.I.P. 


GOMOR], George, 
1934- 

Cyprian Norwid. New York, Twayne 

Publishers [1974] p. cm. ISBN 0-8057- 

2656-X (Twayne’s world authors series, 

TWAS 305. Poland) Bibliography: p. 

(PG7158.N57Z64] 73-17341 7.95 

1. Norwid, Cyprian, 1821-1883. 

Prepared from C.I.P. 


ROY, Kuldip K. 894°.811’15 
Subramanya Bharati, by Kuldip K. Roy. 
New York, Twayne Publishers [1974] p. 
cm. ISBN 0-8057-2153-3 (Twayne’s world 
authors series, TWAS 325) Bibliography: p. 
[PL4758.9.S88437Z85] 74-6411 7.95 

1. Subrahmanya Bharati, C., 1882-1921. 
Prepared from C.I.P. 


ISAACS; Harold Robert, 
1910- comp. 

Straw sandals; Chinese short stories, 1918- 

1933. Edited by Harold R. Isaacs. 

Foreword by Lu Hsun, Cambridge, MIT 


891.7°8'4409 


891.8516 


895.901 


Press [1974] lxxiii, 444 p. port. 21 cm. 
ISBN 0-262-09014-7 Includes 
bibliographical references. [PZ1.175St] 


[PL2658.E8] 73-12853 10.00 

Short stories, English—Translations 
from Chinese. 2. Short stories, Chinese— 
Translations into English. I. Title. 


MATHY, Francis. 895.633 
Shiga Naoya. New York, Twayne 
Publishers [1974] p. cm. ISBN 0-8057- 
2648-9 (Twayne’s world authors series, 
TWAS 319. Japan) [PL816.H5Z75] 74- 
1448 8.50 (lib. bdg.) 


116 


1. Shiga, Naoya, 1883-1971. 
Prepared from C.I.P. 


ZIMBABWE: prose and 896’.39 
poetry in English, with ariginal Zezuru 
(Zimbabwen) texts of the verse. [Ist 
English ed.] [Washington, Three 
Continents Press, 1974] p. cm. ISBN 0- 
914478-02-8. [PL8681. 6.Z5 1974] 74-7822 
14.50; 6.00 (pbk.) 

1. Shona literature—Translations into 
English. 2. English literature—Translations 
from Shona. 3. Shona poetry. L 
Mutswairo, Solomon M. Feso. English. 
1974. 

Prepared from C.LP. Conterts omitted. 
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GENTLES, Frederick, comp. 901.9 
Hangups from way back: kistorical myths 
and canons [compiled by] Frederick 
Gentles [and] Melvin Steinfield. 2d ed. San 
Francisco, Canfield Press [1974- v. illus. 
23 cm. ISBN  0-06-382785-9 Includes 
bibliographies. [CB59.G43 1974] 74-1191 
5.50 (pbk.) 

1. Ctvilization—History. 2. History— 
Errors, inventions, etc. I.  Steinfield, 
Melvin, joint comp. IT. Title. 


WILSON, Colin, 1931- ; 901.9 
Religion and the rebel. Westport, Conn., 
Greenwood Press [1974, c1957] p. cm. 
ISBN 0-8371-7596-8 Repr:nt of the ed. 
published by Houghton Mifflin, Boston. 
Includes bibliographical references. 
[CB19.W533 1974] 74-9134 14.00 

J. Civilization Philosophy: 2. Religious 
thought—20th century. I. Title. 

Prepared from C.I.P. 


FERKISS, Victor C. 901.9°4 
The future of technological civilization [by] 
Victor Ferkiss. New York, G. Braziller 
[1974] 369 p. 25 cm. ISBN 0-8076-0738-X 
Bibliography: p. 325-359. [HM221.F387] 
73-90926 12.50 

1. Technology and civilization. 2. Human 
ecology. 3. Civilization, Medern—i950- 4. 
Social change. I. Title. 


*WHAT they said: the 901.9°4 
yearbook of spoken opinion. 

The 1973 edition, comp. & ed. by Alan F. 
Pater & Jason R. Pater is available from 
Monitor Book Co., Beverly Hills, Calif. for 
17.50. ISBN 0-9600252-6-X. L.C. card 
no.: 74-111080. 


JUSSERAND, Jean Adrien 
Antoine Jules, 1855-1932. 
The writing of history, dy Jean Jules 
Jusserand [and others] New York, B. 
Franklin Reprints [1974] xii, 143 p. 22 cm. 
ISBN = 0-8337-5026-7 (Burt Franklin 
research & source works series) Reprint of 
the 1926 ed. published by Scribner, New 
York. Studies by members of the 
committee of the American Historical 
Association on the writing of history. 
Contents.—Jusserand, J. J. The historian’s 
work.—Abbott, W. C. The influence of 
graduate instruction on historical writing.— 
Colby, C. W. The craftsmanship of the 
historian.—Bassett, J. S. Tke present state 
of history writing. [D13.J8 1974] 73-21924 
12.50 
1. Historiography —Addresses, 
lectures. I. Title. 


907’.2 


Essays, 


ABEL, Ernest L., 909.04924 
1943- 

The roots of anti-Semitism [by] Ernest L. 

Abel. Rutherford NJ] 


a eigh 
Dickinson University Press [1974] p- 


s 


AMERICAN BOOK PUBLISHING RECORD 


ISBN 0-8386-1406-X Bibliography: p. 
[DS145.A4] 73-8286 10.00 

1. Antisemitism—History. 2. Christianity 
and antisemitism. I. Title. 

Prepared from C.I.P. 


Travel 910-919 


DARDEN, Lloyd. 910 
The earth in the looking glass. [lst ed.] 
Garden City, N.Y., Anchor Press, 1974. 
p. cm. ISBN 0-385-02595-5 Includes 
bibliographical references. [G70.4.D37] 73- 
9151 7.95 

I. Geography. 2. Remote sensing systems. 
L Title. 

Prepared from C.I.P. 


JAMES, Preston Everett, 1899- 910 
One world divided; a geographer looks at 
the modern world [by] Preston E. James, 
Map design by Eileen W. James. 2d ed. 
Lexington, Mass., Xerox [1974] xiv, 429 p. 
illus. 27 cm. ISBN 0-536-00705-5 
Bibliography: p. 410-417. [G126.J327 
1974] 77-172907 12.95 

1. Geography—Text-books—1945- I. Title. 


LAND use, urban form and 910s 
environmental quality [by] Brian J. L. 

Berry [and others] for the Office of 
Research and Development Environmental 

Protection Agency. [Chicago] University of 
Chicago, Dept. of Geography, 1974. xxiii, 

440 p. illus. 23 cm. (University of Chicago. 

Dept. of Geography.’ Research paper no. 

155) “Final report of project no. R- 
801419: ‘Land use .forms and the 
environment,’ Office of Research and 
Development, Environmental Protection 

Agency.” Bibliography: p. 431-440. 

[H31.C514 no. 155] Micii. P55] 363.6 
7173-87830 5.00 (pbk.). 

J. Pollution—United States. 2. 
Environmental policy—United States. 3. 
Metropolitan areas-—-United States. 4. 
Regional planning—United States. I Berry, | 
Brian Joe Lobley, 1934- If. United States. 
Environmental Protection Agency. Office 
of Research and Development. HI. Series: 
Chicago. University. Dept. of Geography. 
Research paper no. 155. 


BERCOVICI, Konrad, 
1882- 

The story of the gypsies. Illustrated by 

Charlotte Lederer. New York, Cosmpolitan 

Book Corp., EA Detroit, Gale Research 

Co., 1974. p ISBN 0-8103-4042-9 

[DX115. B4 1974] 78-164051 14.00 

i. Gipsies. I. Title. 

Prepared from C.I.P. 


INGRAMS, Doreen. 910.03927 
New ways for ancient lands. Photography 
by Alistair Duncan, Anthony Howarth and 
others. St. Paul, EMC Corp. [1974] p. cm. 
ISBN 0-88436-117-9 (Her The Arab 
world) Discusses the tremendous impact 
modern technology, improved education 
and health care, and western influence 
have made on the centuries-old life style of 
the Arab countries. [DS36.78.153] 74- 
14756 4.95 

i. Arab countries—Juvenile literature. 1 
Duncan, Alistair, 1927- illus. If, Title. 
Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
88436-118-7. 


910°.03’91497 


DE BLIJ, Harm J. 910.09 
Essentials of geography: regions and 
concepts [by] Harm J. de Blij. With a 


chapter by Stephen S. Birdsall; cartography 
by Hans J. Stolle; editorial assistance by 
Alan F. Ryan. New York, Wiley [1974] 
xvi, 410 p. illus. 27.cm. ISBN 0-471- 


OCTOBER 31,1974 


20049-2 Based on the author’s Geography: 

regions & concepts. Includes ` 

bib dogtaphies. [G128.D4 1974] 73-13648 
1.9 


L ‘Geograph y—Text-books—1945- I. Title. 


SAVOY, Gene. 910°.09°1641 
On the trail of the Feathered Serpent. 
Indianapolis, Bobbs-Merrill [1974] xi, 216 
p. illus. map (on lining papers} 24 cm. 
ISBN 0-672-51668-3 [G530.S253] 72- 
89709 10.00 

‘I. Feathered Serpent (Vessel) 2. Voyages 
and travels—1951- 3. Indians of South 
America—Peru-—Antiquities. 4. Indians of 
Mexico—Antiquities. I. Title. 


PAN Am’s world guide: 910’.202 
the encyclopedia of travel. [New York, 
Random House, 1974] 1012 p. illus. 19 


cm. A compilation of four previously 
published works entitled: The real 
Caribbean, The real Europe and 
Mediterranean, The real Meixco and South 
America, The real Pacific: Hawaii to Hong 
Kong, with additional new material added. 
[G153.P32 1974b] 74-176208 4.95 

I. Voyages and travels—195I- —Guide- 
books. I. Pan American World Airways, 
ine. 


VAN DAALEN, Nicholas. 910°.202 
The international tennis guide; a guide to 
tennis resorts around the world. New 
York, Scribner [1974] 191 p. illus. 21 cm. 
ISBN 0-684-13835-2 (Emblem editions) 
[GV1002.V36] 73-21763 3.95 (pbk.) 

1. Tennis courts—Directories. I. Title. 


ROOM, Adrian. 910°.3 
Place names of the world. Newton Abbot, 
David & Charles [1974] 216 p. 23 cm. 
ISBN 0-7153-6390-5 Bibliography: p. 214- 
215. [G103.R7] 74-155897 

1, Names, Geographical. 2. Geography— 
Dictionaries. I. Title. 

Distributed by Crane, Russak, New York 
for 10.00. 


THE Voyage of the 910.41 
Aquarius, by Matthew Herron [and others] 
[lst ed.] New York, Saturday Review 
oe [1974] p. [G530.A65V69] 74-7086 


I. Aquarius (Ship) 2. Voyages and 
travels—1951- 3. North Atlantic Ocean. I. 
Herron, Matthew, 1931- 

Prepared from C.I.P. 


SAUNDERS, Jeraldine. 910°.45 
The love boats. New York, Drake 
Publishers [1974] p. cm. ISBN 0-87749- 
693-5 [G550.827] 74-6009 7.95 


l. Ocean travel—Anecdotes, facetiae, 
satire, etc. I. Title. 

Prepared from C.I.P. 

SCHNITZER, Ewald W. 910’.92’4 B 


Selected adventures of my first fifty years, 
by Ewald W. Schnitzer. Idyllwild, Calif., 
Strawberry Valley Press [1974] iv, 149 p. 
21 cm. ISBN 0-913612-01-4 
[GV199.92.836A37] 74-75509 4.95 (pbk.). 
5 Schnitzer, Ewald W. 2. Mountaineering. 
, Title. 


VAN ALSTYNE, Richard 

Warner, 1900- 
The rising American empire [by] R. W. 
Van Alstyne. New York, Norton [1975, 
ie.1974] p. om. ISBN 0-393-00750-2 (The 
Norton library) Reprint of the ed. 
published by B. Blackwell, Oxford. 
Bibliography: p. [E179.5.V32 1975] 74- 
10792 2.95 (pbk.). 
1. United States--Territorial expansion. 2. 
Imperialism. 3. United States—Foreign 
relations. £. Title. 


911.73 


Prepared from C.LP. 


BECK, Warren A. 911°.794 
Historical atlas of California [by] Warren 
A. Beck [and] Ynez D. Haase. Norman, 
University of Oklahoma Press [1974] p. 
em. ISBN  0-8061-1211-5 Includes 
bibliographical references. [G1526.S1B4 
1974] 74-5952 9.95; 4.95 (pbk.). 

i. California—RHistorical geography—-Maps. 
2. California—History. I. Haase, Ynez D., 
joint author. I. Title. 

Prepared from C.I.P. 


HAWKES, Jacquetta 
(Hopkins), 1910- 
Atlas of ancient archaeology, edited by 
Jacquetta Hawkes. New York, McGraw- 
Hill [1974] p. cm. ISBN 0-07-027293-X 

{GN739.H38] 73-22453 19.50 

1. Man, Prehistoric. 2. Archaeology. f. 
Title. 

Prepared from C.I.P. 


LAMBERG-KANOUSKY, C.C., 
1937- comp. 
The rise and fall of civilizations: modern 
archaeological approaches to ancient 
cultures; [compiled by] C. C. Lamberg- 
Karlovsky [and] Jeremy A. Sabloff. 
[compiled by] C. C. Lamberg-Karlovsky 
[and] Jeremy A. sabloff. Menlo Park, 
Calif., Cummings Pub. Co. [1974] 485 p. 
illus. 24 cm. ISBN 0-8465-6706-7 Includes 
rar ie aaa [CB311.L25] 73-86732 6.50 
bk 


912’.1°913031 


913.03 


L Civilization, Ancient. 2. America— 
Antiquities. 3. Indians—Antiquities. I. 
Sabloff, Jeremy A., joint comp. II. Title. 


JOHNSTONE, Paul. 913.031 
The archaeology of ships. Illustrated with 
photos. and maps, and with drawings by 
Pippa Brand. New York, H. Z. Walck 
[1974] p. cm. ISBN 0-8098-3532-0 (A 
Walck archaeology) Describes some of the 
important finds in marine archaeology and 
what they have revealed about ships and 
the people who built and sailed them. 
[VM15.J63] 73-19474 8.95 

i. Ships—History—Juvenile literature. 2. 
Underwater archaeology—Juvenile 
literature. 3. Archaeology—Juvenile 
literature. I. Title. 

Prepared from C.I.P. 


EVANS, Joan, 
1893- 

Time and chance; the story of Arthur 
Evans and his forebears. Westport, Conn., 
Greenwood Press [1974] p. cm. ISBN 0- 
8371-4737-9 Reprint of the: 1943 ed. 
published by Longmans, Green, London, 
New York. [DF212.E82E8 1974] 70- 
114519 19.75 (lib. bdg.) 

i. Evans, Arthur John, Sir, 1851-1941. 2. 
Evans family. I. Title. 

Prepared from C.LP. 


MARSHALL, John Hubert, 

Sir, 1876-1958. 
Mohenjo-daro and the Indus civilization; 
being an official account of archaeological 
excavations at Mohenjo-daro carried out 
by the Government of India between the 
years 1922 and 1927. Edited by Sir John 
Marshall. With plan and map in colours, 
and 164 plates in collotype. Delhi, 
Indological Book House, 1973. 3 v. illus., 
fold. maps., 164 plates. 29 cm. Reprint of 
the 1931 ed. published by A. Probsthain, 
London. Contents.—v. 1. Text (chapters i- 
xix) and plates i-xiv—v. 2. Text (chapters 
XXx-xxxii), appendices and index.—v. 3. 
Plates xv-clxiv. Includes bibliographical 
references. [DS392.2.M6M37 1973] 73- 
905649 


913’.031°0924 B 


913.3403 


* ah 
s 
PR 


oi F 
1. Mohenjé-daro. 2: Indus civilization. I 


“+ 900 HISTORY 


Yéle. ; 
Distributed by South Asia Books, 90.00. 


PLUTARCHUS. 913.37°03°7 
The Roman questions of Plutarch; a new 
translation, with introductory essays & a 
running commentary, by H. J. Rose. New 
York, Biblo & Tannen, 1974. p. cm. ISBN 
0-8196-0284-1 Reprint of the 1924 ed. 
published by the Clarendon Press, Oxford. 
Bibliography: p. [DG121.P5 1974] 74-2103 
2.50 


1. Rome—Religion. 2. Rome--Social life 
and customs. I, Rose, Herbert Jennings, 
1883-1961. IL. Title. 
Prepared from C.I.P. 


PALLOTTINO, Massimo. 913.37°5°03 
The Etruscans. Translated by J. Cremona. 
Edited by David Ridgway. Bloomington, 
Indiana University Press [1974] p. cm. 
Translation of Etruscologia. Bibliography: 
p. [DG223.P283 1974] 74-6082 10.95 

1. Etruscans. I. Title. 

Prepared from C.I.P. 


JOHNSTON, Harold 
Whetstone, 1859-1912. 
The private life of the Romans. Rev. by 
Mary Johnston. Chicago, Scott, Foresman. 
Detroit, Gale Research Co., 1974. 430 p. 
illus. 18 cm. ISBN 0-8103-3972-2 Reprint 
of the 1932 ed., issued in series: The Lake 
classical series. Bibliography: p. 409-412. 
[DG90.J72 1974] 79-167013 15.00 
1. Rome—Social life and customs. I. 
Johnston, Mary, 1883- II. Title. II. Series: 
The Lake classical series. 


913.376 


HAARHOFF, Theodore 913.38 
Johannes, 1892- 
The stranger at the gate; aspects of 


exclusiveness and co-operation in ancient 
Greece and Rome, with some reference to 
modern times [by] T. J. Haarhoff. 
Westport, Conn., Greenwood Press [1974] 
p- ISBN 0-837 1-7669-7 Reprint of the 
1948 ed. published by Blackwell, Oxford. 
Includes bibliographies. [DE71.H3 1974] 
74-12322 15.50 

I. Hellenism. 2. Nationalism-—Greece. 3. 
Nationalism-—-Rome. I. Title. 

Prepared from C.LP. 


WUNDERLICH, Hans-Georg. 913.391'8 

The secret of Crete. Translated from the 
German by Richard and Clara Winston. 

New York, Macmillan [1974] p. cm. 

ISBN 0-02-631600-5 Translation of Wohin 
der Stier Europa trug. Bibliography: p.- 
[DF261.C8W8513] 74-12403 7.95 


1. Crete—Antiquities. 2. Civilization, 
Minoan. I. Title. 

Prepared from C.I.P. 

MRUSEK, Hans Joachim. 914 


Castles of Europe. Photography: Irene 
Roch. New York, Hart Pub. Co. [1974, 
c1973] 155 p. illus. 23 cm. Bibliography: p. 
29. [D910.5.M78] 73-76794 7.95 

1. Castles—Europe. I. Title. 


LEHRMANN, Chanan. 914.03 
Jewish influences on European thought 
[by] Charles C. Lehrmann. Translated from 
the French by George Klin and from the 
German by Victor Carpenter. Rutherford 
[N.J] R Dickinson University Press 
[1974] p. cm. ISBN 0-8386-7908-0 
[DS113.L37] 72-3264 10.00 . 

1. Civilization—Jewish influences. 2. Jews 
in literature. 3. Jewish literature-—-History 
and criticism. I. Title. 

Prepared from C.I.P. 


THE Year 1200: 914°.03°17 
a symposium. Texts by: Francois Avril 


VW 


900 HISTORY 


[and others]. Introd. by Jeffrey Hoffeld. 
[New York] Metropolitan Museum of Art, 
1974. p. cm. ISBN  0-87099-092-6 
English, French, German and Italian. 
Includes bibliographical references. 
[CB354.6.Y35] 74-12418 15.00 

I. Civilization, Medieval—Congresses. 2. 
Europe—Civilization—Congresses. I. Avril, 
Francois. 

Prepared from C.I.P. 


AUTOMOBILE 
Association. 
AA guide to 
[Basingstone, Eng.; distributed in the 
United States by Harper & Row, New 
York, 1974] 575 p. illus., maps. 21 cm. 
Cover ' title. 
175091 4.95 
1. Automobiles—Road guides—Europe. 2. 
Hotels, taverns, etc.—-Europe—Directories. 
i. Title. I. Title: Guide to continental 

motoring. 


ROSS, Susan. 914.1 
The castles of Scotland. London, G. Philip, 
1973. 144 p. illus., 2 maps, 2 plans. 23 cm. 
ISBN 0-540-07051-3 [DA875.R65] 74- 
169374 

1. Castles—Scotland. I. Title. 

Distributed by International Publications 
Service. 10.50. 


GILLESPIE, James Edward, 
1887- 
The influence of oversea expansion on 
England to 1700, by James E. Gillespie. 
New York, Octagon Books, 1974. p. cm. 
ISBN 0-374-93079-1 Reprint of the 1920 
ed. published by Columbia University 
Press, New York, which was issued as no. 
207 of Studies in history, economics, and 
public law. Thesis—Columbia University, 
1920. Bibliography: p. [JV1011.G52 1974} 
74-11125 13.00 
i. Great Britain—Colonies. 2. Imperial 
federation. I. Title. II. Series: Columbia 
studies in the social sciences, no. 207. 
Prepared from C.I.P. 


PIKE, Edgar Royston, 
18 


914.0455 


914.2703 


914.2’03'7 
Human documents of Adam Smith’s time, 
by E. Royston Pike. London, Allen & 
Unwin [1974, ie. 1973] 253 p. illus. 22 


em. ISBN 0-04-942118-2 (The human 
documents series) (HC254.5.P63] 74- 
169058 ; 


1. Great Britain—Economic conditions--- 
1760-1860—Sources. 2. Great Britain— 
Social ‘conditions-——1I8th century—Sources. 
I. Title. 

aoe by Rowman and Littlefield, 


ROSCOE, Edward 
Stanley, 1849-1932. 
The English scene in the eighteenth 
centurys\>[Folcroft, Pa.] Folcroft Library 
Editions;\1974. p. cm. Reprint of the 1912. 
ed.' published by Constable, London. ` 
Includes bibliographical references. 
[DA485.R7 1974] 74-17179 25.00 
1. England—Social life and customs—18th 
century. I. Title. 
Prepared from C.I.P. 


SCHREIBER, 
Charlotte Elizabeth Bertie Guest, 
1812-1895. 

Lady Charlotte Schreiber: extracts from 


914.2°03°7 


Lady, 


her journal, 1853-1891. Edited by the Earl: 


of Bessborough. Westport, Conn., 
Greenwood Press [1974] p. cm. ISBN 0- 
8371-7524-0 “In continuation of the 
diaries of Lady Charlotte Guest.” Reprint 
of the 1952 ed. published by J. Murray, 


18 


4 


continental motoring. - 


[GV1025.A2A83 1974] 74-, 


914.2703°8 10924 © 


London. [DA565.834A32 1974] 74-5926 
11.25 

i. Schreiber, Charlotte Elzabeth Bertie 
Guest, Lady, 1812-1895. 


Prepared from C.I.P. 


PEARSALL, Ronald, 
1927- 

Edwardian life and leisure. New York, St. 

Martin’s Press [1974, c1973] 304 p. ius. 
23 cm. Bibliography: p. ` 296-299. 

[DA566.4.P43 1974] 73-92162 8.50 

1. Great Britain—Civilization—20th 

century. I. Title. ; 


914.2°03°82 


BAKER, Daisy, 1894- 914.23°5 B 
Traveis in a donkey trap. Ilustrated by 
Pameld Mara. New York, St. Martin’s 
Press _[1974] 160 p. ilhis.. 20 cm. 
[CT788.B244A37] 73-87419 5.95 
1. Baker, Daisy, 1894- I. Titls. 
HERTZ, Friedrich Otto, 914.3037 
1878-1964. 
The German public mind in the nineteenth 
century; a social history of German 
political sentiments, aspirations and ideas, 
by Frederick Hertz. Edited by Frank Eyck. 
Translation by Eric Northcott. Totowa, 
N.J., Rowman and Littlefield [1974, 
c1973] p. cm. ISBN  0-87471-580-6 
Translated from an unpublished German 
manuscript, which was to become v. 3 of 
the authors The development of the 
German public mind. Bibliography: p. 
[DD204.H47 1974] 74-12071 18.75 
Germany—Politics and goverament— 
19th century. 2. Nationalism—Germany— 
History. 3. Germany—Intellectual life— 


History. 4. Austria—Politics and 
goverament—1789-1900. s. Public 
opinien—Germany—History. I. Eyck, 


Frank, ed. IT. Title. 
Prepared from C.I.P. 


t 


WAGNER, 914.3'03°860924 B 
Friedelind, 1918- 
Heritage of fire; the story of Richard 
Wagner’s granddaughter, by Friedelind 
Wagner and Page Coopz2r. Westport, 
Conn., Greenwood Press [1974, c1945] p. 
cm. ISBN 0-8371-7573-9 Reprint of the 
ed. published by’ Harper, New York. 
[DD247.W3A3 1974] 74-6781 12.00 
rf Wagner, Friedelind, 
Germany—Politics and gove:nment—1933- 
1945. 3. | Musicians—Correspondence, 
reminiscences, etc. I. Cooper, Page, 1891- 
1958, joint author. IT. Title. 
Prepared from C.I.P. 


RINGELBLUM, 
Emmantel. 
Notes from the Warsaw ghetto; the journal 
of Emmanuel Ringelblum. Edited and 
translated by Jacob Sloan. New York, 
Schocken Books [1974, c1958] p. cm. 
ISBN 0-8052-0460-1 Reprint of the ed. 
published by McGraw-Hill New York. 
[DS135.P62W333 1974] 14- 10147 4.50 
(pbk.). 

1. Ringelblum, Emmanuel, 1900-1945. 2. 
Jews in Warsaw. 3. World man 1939- 
1945—Personal narratives, Jewish. I. Title. 
Prepared from C.I.P. t 


914.38°4'06924 B 


ALBA, Victor. - 914.6°7°0382 
Catalonia; a profile. New York, Praeger 
Publishers [1974] p. cm. ISBN 0-275- 
33280-X Bibliography: p. [HC387.C25A62] 
77-125492 10.00 

1. Catalonia—Economic conditions. 2. 
Catalonia—FPolitics and government. 3. 
Catalonia—Social conditions. T. Title. 
Prepared from C.I.P. 


LONDONDERRY, Frances 


‘FITZSIMMONS, Thomas, 
ed. 


1918-2. 


AMERICAN BOOK PUBLISHING RECORD 


914.7°03°7 
Anne Emily (Vane-Tempest) Vane, 
Marchioness of, 1800-1865. 
Russian journal of Lady Londonderry, 
. 836-37, edited by W. A. L. Seaman and 
L R. Sewell. London, J. Murray, 1973. [9], 
185, [8] p. illus., 2 ports. 23 cm. ISBN 0- 
7195-2851-8 Includes index. [DK26.L85 
1973] 73-174468 
Russia—Description and travel, 2. 
Russia—Court and courtiers. I. Title. 
available from Transatlantic Arts, for 9.50. 


BEVERIDGE, Albert 914.7°03°8 
Jeremiah, 1862-1927. 

The Russian advance. Boston, Milford 
House, 1974. p. ISBN 0-87821-245-0 


* Reprint of the 1904 ed. published by 


Harper, New York. [DK68.B46 1974] 73- 
15656 45.00 

1, Russia, Asiatic. 2. Russta—Relations 
general) with the East (Far East) 3. East 
tFar ast)—Relations (general) with 
Russia. 4. United States—Commerce— 
Asia. 5. Asia—Commerce—United States. 
= Title. 

Prepared from C.I.P. 


914.7°03'85 


RSFSR, Russian Soviet Federated Socialist 
Republic. Contributors: Clifford R. Barnett 
fand others] Westport, Conn., Greenwood 
Press [1974, c1957]_p. cm. ISBN 0-8371- 
7668-9 Reprint of the ed. published by 
Human Relations Area Files, New Haven, 
in series: Country survey series. [DK4.F5 
974] 74-12008 30.00 

7. Russia (1917- R.S.F.S.R) I. Barnett, 
Clifford R. If. Title. Il. Series: Human 
Relations Area Files, inc. Country survey 
series, 

Prepared from C.I.P. 


MELTZER, Milton, 
1915- 

World of our fathers; the Jews of Eastern 

Surope. New York, Farrar, Straus and 

Giroux [1974] p. cm. ISBN 0-374-38530-0 

Bibliography: p. A history, using numerous 

secondary sources, of the Jews in eastern 

Zurope, especially during the nineteenth 

century. [DS135.E83M35 1974] 74- -14755 

5.95 

i. Jews in Eastern Europe—Juvenile 

Jiterature, I Title. 

Prepared from C.I.P. 


914.7°06°924 


ROTHSCHILD, Joseph. 914.95 
Fast Central Europe between the two 
World Wars. Seattle, University of 
-Washington Press [1974] p. cm. ISBN 0- 
295-95350-0 {A history a East Central 
Surope, by P. E. Sugar, v. 9) (Series: 
Sugar, Peter F. A history of East Central 
=Surope, v. 9.) Bibliography: p. [DR36.888 
vol. 9] [DR48] 320.9°49 74-8327 14.95 

1. Europe, ETO, L Title. IT, 
Series. 

?repared from C.I.P. Pbk. ‘7.95, ISBN 0- 
295-95357-8. 


WANDYCZ, Piotr S., 1923- 914.9 s 
The lands of partitioned Poland, 1795- 
1918, by Piotr S. Wandycz. Seattle, 


University Of Washington Press [1974] p. 


em. ISBN 0-295-95351-9 (A history of 
East Central Europe, by P. F. Sugar, v. 7) 
‘Series: Sugar, Peter F. A history of ri 
Sentral Europe, v. 7.) Bibliography: p. 
“DR36.588 val. 7] [DK434.9] 914.38033 
74-8312 14.95 

L Poland—History—1795-1864. 2. 
Poland—History—1864-1918. I. Title. M. 
Series. 

Prepared from C.I.P. Pbk. 7.95, ISBN 0- 
295-95358-6. 


` OCTOBER 31,1974», 


MAIR, Craig. 914.96104 
A time in Turkey. London, J. Murray 
{1973] xiv, 160 p. illus., maps, ports. 22 
cm. ISBN 0- 7195- 2836-4 [DR429.M33] 
73-162199 

Ll. Turkey—Description and travel—1960- 
I. Title. 

Available from Transatlantic Arts, for 9.50 


EDWARDS, Lovett 914.972 
Fielding. 

The Yugoslav coast [by] Lovett F. 

Edwards. New York, Hastings House 

Publishers [1974] ISBN 0-8038-8597-0 
[DR310.3.E38] 74-14800 9.95 

1. Yugoslavia—Description and travel— 
1971- 2. Costs— Yugoslavia. T. Title. 

Prepared from C.I.P. 


SUTTON, 
Stephanne Barry. 
In China’s border provinces; the turbulent 


915.1°03°40924 B 


career of Joseph Rock, botanist-explorer, - 


by S. B. Sutton. New York, Hastings 
House [1974] p. cm. ISBN 0-8038-3396-2 
Bibliography: [QK31.R62S9] 74-11238 
9.95 : 


i. Rock, Joseph Francis Charles, 1884- 
1962. 2. China—Description and travel— 
1901-1948. 3. Botany—History. I. Title. 
Prepared from C.I.P. 


LOESCHER, Gil. 915.1°03°5 
The Chinese way; life in the People’s 
Republic of China, by Gil Loescher with 
Ann Dull Loescher. Illustrated with 
photos. [lst ed.] New York, Harcourt 
Brace Jovanovich [1974] p. ISBN 0-15- 
217507-5 Bibliography: p. 
[DS777.55.L577] 73-18630 7.95 

1. China—Juvenile literature. I. Loescher, 
Aan Dull, joint author. IT, Title. 

Prepared from C.I.P. 


MOMOKO. 915.21'03330924 B 
Never forever; the story of Momoko. 
Edited ' by Ruth Pratt. Philadelphia, 
Dorrance t1974] 216 p. 22 cm. ISBN 0- 
30535134673 [CT275.M5765A36] 73-87876 
d. Momoko. I. Title. 


STUDIES in the language 915.4°03 
and culture of South Asia. Edited by 
Edwin Gerow and Margery D. Lang. 
Seattle, University of Washington Press 
[1974, c1973] xiv, 160 p. 23 cm. ISBN 0- 
295-95316-0 (Publications on Asia of the 
Institute for Comparative and Foreign 
Area Studies, no. 23) Papers presented at a 
summer seminar held at the University of 
Washington in 1969. Includes 
bibliographical references. [DS423.885 
1974] 73-18028 8.50 

1. India—Civilization—Congresses. 2. ‘Indic 
Philology-——Congresses. I. Gerow, Edwin, 
ed. I. Lang, Margery D., ed. Ill. Series: 
Washington (State). University. Institute 
for Comparative and Foreign Area Studies. 
Publications on Asia, no. 23. 

Prepared from C.I.P. 


MORRISON, Barrie M. 915.49°22 
Lalmai, a cultural center of early Bengal; 
an archaeological report and historical 
analysis of the sites in the Lalmai hills of 
East Pakistan, by Barrie M. Morrison. 
Seattle, University of Washington Press 
[1974] p. cm. ISBN  0-295-95342-X 
(Publications on Asia of the Institute for 
Comparative arfd Foreign Area Studies, no. 
24) Includes bibliographical references. 
[DS396.8.L34M67] 74-9892 7.50 

I. Lalmai Hills, Bangladesh—Antiquities. 
2. Monasteries, Buddhist—Bangladesh— 
Lalmai Hills. I. Title. IL Series: 
Washington (State). University. Institute 


for Comparative and Foreign Area SHS: 
Publications on Asia, no. 24. 
Prepared from C.LP. 
KRAUSSE, Alexis Sidney, 915.703 
1859-1904. 
Russia in Asia; a record and a study, 1558- 
1899. Baston, Milford House [1974] p. 
ISBN 0-87821-244-2 Reprint of the 1899 
ed. published by Holt, New York. 
Bibliography: p. [DK750.K7 1974] 73- 
15592 40.00 
i. Russia, Asiatic. 2. Eastern question 
(Central Asia) I Title. 
Prepared from C.I.P. 


BOOKWALTER, John 
Wesley, 1837-1915. 
Siberia and Central Asia. Illustrated from 
photos. teken by the author. 2d ed. Boston, 
Milford House [1974, c1899] p. ISBN 0- 
87821-245-9 Reprint of the ed. published 
by F. A. Stokes, New York. [DK750.B72 
1974] 73-15593-50.00 
1. Velixaia Sibirskaia magistral. 2. 
Siberia—Description and travel. 3. West 
Turkestan—Description and travel 4. 
Caucasus—Description and travel. I. Title. 
Prepared from C.I.P. 


915.7088 


DE WINDT, Harry, 1856- 
1933. 
The new Siberia; being an account of a 
visit to the penal island of Sakhalin, and 
political prison and “mines of the Trans- 
Baikal District, Eastern Siberia. Boston, 
Milford House [1974] p. ISBN 0-87821- 
242-6 Reprint of the 1896 ed. published by 
Chapman and Hall, London. [DK755.D52 
1974] 73-15589 30.00 
1. Sakhalin. 2. De Windt, Harry, 1856- 
1933. 3. Siberia, Eastern—Description and 
travel. 4. Prisons—Siberia. I. Title. 
Prepared from C.I.P. 


915.7°04’8 


STADLING, Jonas 915.7048 
Jonsson, 1847-1935. 
Through Siberia. Edited by F. H. H. 


Guillemard. Boston, Milford House [1974] 
p. ISBN 0-87821-238-8 Reprint of 1901 
ed. published by A. Constable, 
Westminster; Dutton, New York. 
[DK755.877 1974] 73-15641 30.00 

1. Siberia—Description and travel. I. Title. 
Prepared from C.LP. 


RAVENSTEIN, Ernest 
George, 1834-1913. 
The Russians.on the Amur: its discovery, 
conquest and colonisation. With a 
description of the country, its inhabitants, 
productions, and commercial capabilities; 
and personal accounts of Russian 
travellers. Boston, Milford House [1974] 
p. ISBN 0-87821-239-6 Reprint of the 
1861 ed. published by Trubner, London. 

[DK771.A3R2 1974] 73-15639 45.00 

i. Amur Valley. 2. Manchuria—History. I. 
Title. 

Prepared irom C.I.P. 


915.77°03°8 


HELLWALD, Friedrich 915.8°06°9171 
Anton Heller von, 1842-1892. 
The Russians in Central Asia; a critical 
examination down to the present time of 
the geography and history of Central Asia. 
Translated from the German by Theodore 
Wirgman. Boston, Milford House [1974] 
p. ISBN 0-87821-243-4 Reprint of the 
1874 ed. published by H. S. King, London. 
[DK851.85313 1974] 73-15637 30.00 
i. Russians in Central Asia. 2. West 
Turkestan. 3. Eastern question (Central 
Asia) I. Title. 
Prepared from C.I.P. 


900 HISTORY 

CZAPLICKA, Marie 915.8°06'943 
Antoinette, d.1921. 

The Turks of Central Asia in history and 
at the present day: an ethnological inquiry 
into the Pan-Turanian problem, and 
bibliographic material relating to the early 
Turks and the present Turks of Central 
Asia. ‘London, Curzon Press; New York, 
Barnes & Noble Books, 1973. 242 p. fold. 
plate, map. 23 cm. Reprint of Ist ed., 
Oxford, Clarendon Press, 1918. Index. 
Bibliography: p. [121]-234. [DS26.C8 
1973] 74-176012 10.00 
i. Turks in Central Asia. 2. Turks— 
Bibliography. 3. Pan-Turanianism. I.‘ Title. 


MEAKIN, Annette M. B. 915.8°4°048 
In Russian Turkestan; a garden of Asia and 
its people. Boston, Milford House [1974] 
p. ISBN 0-87821-241-8 Reprint of the 
1903 ed. published by G. Allen, London. 
[DK854.M48 1974] 73-15591 30.00 

1. West Turkestan—Description and travel. 
I. Title. 

Prepared from C.I.P. 


JEFFERSON, Margo. 916.03 
Roots of time: portrait of African life and 
culture, by Margo Jefferson and Elliott P. 
Skinner. Illus. by Ben F. Stahl. [ist ed.] 
Garden City, N.Y., Zenith Books [1974] 
p- cm. ISBN 0-385-07730-0 Discusses 
various aspects of birth, childhood, 
economics, marriage, family relationships, 
politics, society, religion, and art common 
to man native African people. 
[GN645.J43 1974]: 74-1511 3.95 

I. Ethnology—Africa—Juvenile literature. 
2. Africa—Civilization—Juvenile literature. 
3. Africa—History—Juvenile literature. I. 
Skinner, Elliott Percival, 1924- joint 
author. If. Stahl, Ben F., illus. HI. Title. 
Prepared from C.I.P. 


CARPENTER, John 
Allan, 1917- 
Upper Volta, by Allan Carpenter and 
Janice E. Baker. Chicago, Childrens Press 
[1974] `p. cm. ISBN  0-516-04592-X 
(Enchantment of Africa} An introduction 
to the geography, people, history, 
government, resources, culture,. and major 
cities of Upper Volta. [DT553.U7C37] 74- 
10957 6.60 (lib. bdg.). 
I. Upper Volta—Juvenile literature. I. 
Baker, Janice E., joint author. Il. Title. 
Prepared from C.I.P. 


CARPENTER, John 
Allan, 1917- 
Sierra Leone, by Allan Carpenter and 
Susan L. Eckert. Consulting editor: John 
Rowe. Chicago, Childrens Press [1974] p. 
em. ISBN 0-516-04583-0 (Enchantment of 
Africa) An introduction to the geography, 
people, history, government, resources, 
culture, and major cities of Sierra Leone. 
[DT516.C37] 74-11042 6.60 (lib. bdg.). 
1. Sierra Leone—Juvenile literature. I. 
Eckert, Susan L., joint author. If. Title. 
Prepared from C.I.P. sh 


DUNBAR, Ernest. 916.69°03'5 
Nigeria. New York, Watts, 1974. 84 p. 
illus. 22 cm. ISBN 0-531-02720-1 (A First 
book) Bibliography: p. 78-79. Introduces 
the history, ethnology, culture, resources, 
and government of Nigeria. [DT515. D86] 
74-913 3.45 

1. Nigeria—Juvenile literature. I. Title. 


BLUMENTHAL, Susan. 916.7°04 
Bright continent: a shoestring guide to 
Sub-Saharan Africa. [lst ed.} Garden City, 
N.Y., Anchor Press, 1974. p. cm. ISBN 0- 
385-08244-4 [DT352.B58] 74-1768 5.95 
(pbk.) 


916.6’25°035 


916.6'4°034 
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YUV MISIUKT 


I. Africa, Sub-Saharan—Description and 
travel—Guide-books. I. Title. 
Prepared from C.I.P. 


MORAVIA, Alberto, 1907- 916.7°04 
Which tribe do you belong to? Translated 
by Angus Davidson. New York, Farrar, 
Straus and Giroux [1974] p. ISBN 0-374- 
28922-0 Translation of A quale tribu 
appartieni? [DT352.M6613 1974] 74-5316 
7.9 


i. Africa, Sub-Saharan—Description and 
travel. I. Title. 
Prepared from C.I.P. 


MURPHY, E. 
Jefferson. 
The Bantu civilization of southern Africa, 
by E. Jefferson Murphy. Illustrated by 
Louise E. Jefferson. New York, Crowell 
[1974] p. ISBN 0-690-00399-4 
pibliography: p. [GN656.M87] 73-17194 


1. Bantus. I. Title. 
Prepared from C.I.P. 


MERTENS, Alice. 916.8°7 
African elegance. Photos. [by] Alice 
Mertens. Text [by] Joan Broster. Cape 
Town, New York, Purnell [1973] 1 v. 
(chiefly illus. (part col.)) 31 cm. ISBN 0- 
360-00194-7 Includes bibliography. 
ET 73-79797 97.50 (deluxe 
ed.). ; 

J. Ethnology—Transkei 2. Costume— 
Transkei. I. Broster, Joan A. II Title. 


ZUR STRASSEN, Helmut, 916.8’8 
1929- 
Namib; portrait of a desert. Cape Town, 
New York, Purnell [1973] p140] p. illus. 
(part col.) 28 cm. ISB -360-00204-8 
Bibliography: p. [140] [DT720.N33Z87] 
73-81096 14.75 
1. Namib Desert—Description and travel— 
Views. I. Title. 


CARPENTER, John 
Allan, 1917- 
Rhodesia, by Allan Carpenter and James 
W. Hughes. Consulting editor: John Rowe. 
Chicago, Childrens Press [1974] p. cm. 
ISBN 0-516-04580-6 (Enchantment of 
Africa) An introduction to the geography, 
people, history, government, resources, 
culture, and major cities of Rhodesia. 
(DT962.C33] 74-11001 6.60 (lib. bdg.). 
1. Rhodesia, Southern—Juvenile literature. 
i! Hughes, James Wilfred, 1934- joint 
author. IT. Title. 
Prepared from C.I.P. 


ALEXANDER, Douglas. 916.98204 
Holiday in Mauritius; a guide to the island. 
Cape Town, New York, Purnell [1973] 
[viii], 240 p. illus. (part col.) 22 cm. ISBN 
0-360-00202-1 Bibliography: p. fvi] 
[DT469.M42A42] 73-81667 9.39 

1. Mauritius—Description and travel— 
Guide-books. I. Title. 

ai 


BROWN, Irving 
Henry, 1888-1940. 
Gypsy fires in America; a narrative of life 
among the Romanies of the United States 
and Canada. With many illus. from photos. 
New York, Harper, 1924. Detroit, Gale 
Research Co., 1974. viii, 244 p. illus. 18 
cm. ISBN 0-8103-3942-0 [DX201.B7 
1974] 74-1035 10.00 
1. Gipsies—United States. 2. Gipsies— 
Canada. I. Title. 


WISMER, Cathy. 917.13°03 B 
Faces of the old north. Toronto, New 
York, McGraw-Hill Ryerson [1974] 133 p. 
illus. 25 cm. ISBN  0-07-077774-8 
[F1056.8.W6] 74-175956 8.95 
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916.8°06°963 


916.89'1°034 


917°.06°9 1497 


` HUNTER, C. Bruce. 
A guide to ancient Maya ruins, by C. ` 


A: ei 
1. Ontario—Biography. 2. Ontario—Social 
life and customs. I. Title. 


DOWELL, Jack. 917.16 B 
The look-off bear; stories of the outdoors. 
Toronto, New York, McGraw-Hill 
Ryerson [1974] x, 150 p. 25 cm. ISBN 0- 
07-077630-XK The author relates some of 
his most memorable experiences in his life- 
long relationship with tke wilderness. 
[SK33.D58] 74-4248 6.95 

1. Hunting. 2. Fishing. 3. Outdoor life. L 
Title. ` 


917.203 


Bruce Hunter. [lst ed] Norman, 
University of Oklahoma Press [1974] p- 
ISBN 0-8061-1214-X Bibliography: p. 
[F1435.H86] 74-5956 9.95 

1. Mayas—Antiquities. 2. 
Antiquities. 3. Centrai 
Antiquities. T. Title. 

Prepared from C.I.P. Pbk. 4.95, ISBN 0- 
8061-1215-8. 


CARDENAL, Ernesto. 917.2910364 
In Cuba. Translated by Donald D. Walsh. 
[New York, New Directions Pub. Corp., 
1974] p. cm. ISBN 0-8112-0537-1 (A 
New Directions book} [F1765.2.C2713] 
74-8493 10.50 

1. Cuba—Description and travel—1951- 2. 
Cuba—Politics and government—1959- I. 
Title. 

Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
8112-0538-X 


CAUTE, David. 917.291°04’64 
Cuba, Yes? New York, McGraw-Hill 
[1974] p. cm. ISBN 0-07-010293-7 
[F1788.C33] 74-2452 7.95 

1. Cuba—Politics and government—1959- 
2. Cuba—Social conditions. I. Title. 
Prepared from C.I.P. 


aS Clifford 


Mexico— 
America— 


917.295'03’53 


Puerto Rico and the Puerto Ricans, by 
Clifford A. Hauberg. New York, Twayne 
Publishers [1975, c1974] p. cm. ISBN 0- 
8057-3259-4 (The Immigrant heritage of 
America series) Bibliography: p. 
[F1971.H38 1975] 74-8812 3.95 

1. Puerto Rico—History. 2. Puerto Ricans 
in the United States. I. Title. 

Prepared from C.I.P. 


FARM and Ranch Vacations, 
inc. 

Farm, ranch & countryside guide; 500 
selected vacation ideas. [25th anniversary 
ed.] New York; trade distributor: Berkshire 
Traveller Press, Stockbridge, Mass., 1974. 
191 p. illus. 22 cm. ISBN 0-913214-00-0 
[TX907.F37 1974] 74-174454 3.50 (pbk.) 

J: Farms—Recreational use—United 


917.3 


‘States—Directories. 2. Dude ranches— 


United States—Directories. 3. Farms— 
Recreational use—Canada--Directories. 4. 
Dude  ranches—Canada—Directories. T. 
Title. 


LEIGHTON, George Ross, 
1902-1966. 

Five cities; the story of their youth and old 

age. New York, Arno Press, 1974 [c1939] 

p. cm. ISBN 0-405-02802-4 Reprint of the 

ed. published by Harper & Brothers, New 

York. [E179.L37 1974] 74-13726 20.00 

1. Shenandoah, Pa.—History. 2. Louisville, 

Ky.—History. 3. Birmingham, Ala.— 

History. 4. Omaha—History. 5. Seattle— 

History. T. Title. 

Prepared from C.I.P. 


PERL, Lila. 917.3°03'074 
America goes to the fair; all about state 


917.303 


AMERICAIN DYUK TUBLIONING ROW 


and county fairs in the USA. Illustrated 
with photos. New York, W. Morrow, 1974. 
p. em. ISBN 0-688-21830-X [S555.P47] 
74-5938 5.50 

L Agricultural exhibitions—United 
States—Juvenile literature. 2. United 
States—Fairs—Juvenile literature. I. Title. 
Prepared from C.I.P. Library binding 4.81; 
ISBN 0-688-31830-4. 


HUNT, Gaillard, 1862- 
1924. 

Life in America one hundred years ago. 

New York, Harper, 1914. Detroit, Gale 

Research Co., 1974. p. cm. ISBN 0-8103- 

4017-8 Bibliography: p. [E165.H93 1974] 

74-6223 9.00 


917.3°03°5 


- L United States—Description and travel— 


1783-1848. 2. United States—Social life 
and customs—1783-1865. I. Title. 
Prepared from C.I.P. 


CROW, Martha Foote, 
1854-1924. 

The American country girl New York, 
Arno Press, 1974 [cl1915] p. cm. ISBN O- 
405-06083-1 (American women from 
colonial times to the 20th century) Reprint 
of the ed. published by F. A. Stokes Co., 
New York. Bibliography: p. [S521.5.A2C76 
1974] 74-3936 21.00 

1, Farm life—United States. 2. Girls. I. 
Title. IT. Series. 

Prepared from C.I.P. 


LAPIERE, Richard 
Tracy, 1899- 

The Freudian ethic, by Richard LaPiere. 
Westport, Conn., Greenwood Press [1974, 
c1959] p. cm. ISBN  0-8371-7543-7 
Reprint of the ed. published by Duell, 
Sloan, and Pearce, New York. [E169.1.L36 
1974] 74-6710 13.75 

1. National characteristics, American. I. 
Title. 4 
Prepared from C.I.P. 


LYNES, Russell, 
1910- 


917.3°03°913 


917.303921 


917.3°03°921 


A surfeit of honey. Westport, Conn., 
Greenwood Press [1974, c1957] p. ISBN 
0-8371-7572-0 Reprint of the ed. published 
by Harper, New York. [E169.02.L96 1974] 
74-6779 9.00 

1. United States—Social life and customs— 
1945- I. Title. 

Prepared from C.I.P. 


bey ee Andrew H., 917.3°03°924 
43- 
Unknown America [by] Andrew H. 


Malcolm. New York, Quadrangle/New 
York Times Book Co. [1974] p. cm. ISBN 
0-8129-0485-0 [E169.02.M336 1974] 74- 
77946 10.00 
i. United States—Social life and customs— 
1971- T. Title. 
Prepared from C.I.P. 
KARKLIS, Maruta, 917.3°06'9193 
40- 
The Latvians in America, 1640-1973; a 
chronology & fact book. Compiled and 
edited by Maruta Karklis, Liga Streips 
[and] Laimonis Streips. Dobbs Ferry, N.Y., 
Oceana Publications, 1974. p. cm. ISBN 
0-379-00508-5 (Ethnic chronology series, 
no. 13) Bibliography: p. [E184.L4K35] 74- 
13105 5.00 
1. Latvians in the United States—History. 
I. Streips, Liga, 1936- joint author. IT. 
Streips, Laimonis, joint author. III. Title. 
IV. Series. 
Prepared from C.I.P. 


EPINGOLD, Henry L., 
1931- 
Zion in America; the Jewish experience 


917.306924 


OCTOBER 31,1974 


from colonial times to the present, by 

Henry L. Feingold. New York, Twayne 

_ Publishers [1974] p. cm. ISBN 0-8057- 
-3298-5 (The Immigrant heritage of 

America series) Bibliography: p. 

{E184.J5F377] 74-3239 12.95 

1. Jews in the United States—History. 2. 

Judaism—United States. I. Title. 

Prepared from C.LP. 

HERMAN, Masako, 917.3°06°956 
1930- comp. 

The Japanese in Apienics, 1843-1973; a 

chronology & fact book. Dobbs Ferry, 

N.Y., Oceana Publications, 1974. p. cm. 

ISBN 0- 3137 00512-3 (Ethnic chronology 

series, 15) Bibliography: p. 

[E184 J3H46] 74-13106 5.00 

1. Japanese in the United States—History. 

I. Title. II. Series. 

Prepared from C.I.P. 


KIM, Hyung-chan. 917.3°06°957 
The Koreans in America, 1882-1974; a 
chronology & fact book, compiled and 
edited by Hyung-chan Kim and Wayne 
Patterson.. Dobbs Ferry, N.Y., Oceana 
Publications, 1974. p. cm. ISBN 0-379- 
00513-1 (Ethnic chronology series, no. 16) 
Bibliography: p. [E184.K6K48] 74-13732 


1. Koreans in the United States—History. 
I. Patterson, Wayne, joint author. II. Title. 
II. Series. 

Prepared from C.I.P. 


HORNSBY, Alton. 917.3°06°96073 
The Black almanac. Rev. and enl., by 
Alton Hornsby, Jr. Woodbury, N.Y., 
Barron’s Educational Series, inc. [1974] p. 
cm. ISBN 0-8120-0441-8 Bibliography: p. 
A chronology of important facts 


concerning the role of the Afro-American ` 


in United States history. [E185.H63 1974] 
74-13796 7.25 (pbk.) 
1. Negroes-—History—Chronology. I. Title. 
Prepared from C.LP. 


BOORSTIN, Daniel Joseph, 917.3°92 
1914- 

The Americans: the democratic experience 

[by] Daniel J. Boorstin. New York, 


Vintage Books [1974, c1973] p. cm. ISBN 
0-394-71011-8 Final volume in a trilogy, 
the first of which is the author’s The 
Americans: the colonial experience, and 
the second of which is his The Americans: 
the national experience. Bibliography: p. 
(E169.1.B7513 1974] 74-3298 3.95 (pbk.). 
1. United States—Civilization. 2. United 
States—Economic conditions. I. Title. 
Prepared from C.I.P. 


- CRAIN, Jim. 917.4 
Camping around New England. Words and 
maps by Jim Crain & Terry Milne. Rev. 
ed. [New York] Random House [1974] p. 
cm. ISBN 0-394-70644-7 [SK601.4.N48C7 
1974] 73-20589 3.95 (pbk.). 

i. Camp sites, facilities, etc.—New 
England—Directories. [I Milne, Terry, 
joint author. IT. Title. 

Prepared from C.I.P. 


LEAVITT, Richard 
Freeman. 

Yesterday's New Hampshire. Miami, Fla., 

E. A. Seemann Pub. [1974] p. cm. ISBN 

0-912458-39-9 (Seemann’s historic states 

series, no. 2) [F35.L42] 74-75295 9.95 

1. New Hampshire—Description and 

travel—Views. 2. New Hampshire— 

History—Pictorial works. I. Title. 

Prepared from C.LP. 


HOYT, Murray. 917.435 B 
30 miles for ice cream. Illus, by Aldren A. 
Watson. Brattleboro, Vt., Stephen Greene 


917.42°03°0222 


K A i at 


Press [1974] p. cm. ISBN 0-8289-0230-5 


Autobiographical. [S521.5.V5H693] 74- 
13101 8.95 
1. Hoyt, Murray. 2. Country life— 


Vermont. I. Title. 
Prepared from C.I.P. 


SULLIVAN, James E. 917.44°3 
American town; Barre, Massachusetts; 
1774-1974, by James E. Sullivan. Ilus. by 
Daniel Breen (Barre, Mass.] . Barre 
Historical Society, 1974. 56 p. illus. 22 cm. 
[F74.B15894] 74-176001 7.00 

1. Barre, Mass.—History. I. Title. 


STACKPOLE, Edouard A., 
1905- 

Nantucket doorways: thresholds to the 
past, by Edouard A. Stackpole and Melvin 
B. Summerfield. New York, Hastings 
House Publishers [1974] p. cm. ISBN 0- 
8038-5038-7 [F72.N2S66] 74-11202 7.95 

1. Nantucket, Mass.—2Historic houses, etc. 
I. Summerfield, Melvin B., illus. if. Title. 
Prepared from C.I.P. 


BURROUGHS, Polly. 917.44°97°044 
Nantucket; a guide with tours. Illus. by 
George Buctel. [lst ed.] Chester, Conn., 
Pequot Press [1974] 63 p. illus. 23 cm. 
ISBN 0-87106-144-9 [F72.N2B95] 74- 
76535 3.50 (pbk.) 

1. Nantucket, Mass.—Description and 
travel—Tours. I. Title. . 


MURRAY, John F., 1923- 917.4725 
Sh! An intimate service book to the 
Hamptons that tells it like it is, by Daisy 
Backgammon and Nick Carryaway. [lst 
ed. Wainscott, 
distributed by Hagstrom Co., New York, 
1974] 185 p. illus. 24 cm. On cover: v. 1, 
no. 1. [F127.S9M87] 73-83799 2.95 

1. Suffolk Co, N.Y.—Description and 
travel—Guide-books. I. Title. 


917.4497 


COHEN, David Steven, 917.47°28 
1943- 
The Ramapo Mountain people. New 


Brunswick, N.J., Rutgers University Press 
[1974] p. cm. ISBN  0-8135-0768-5 
Bibliography: p. [E184.R3C64] 74-9581 
15.00 


1. Ramapo Mountain people. I. Title. 
Prepared from C.I.P. 


GALES, Ruth L. 917.48°117044 
Bicentennial Philadelphia: a family guide to 
the city and countryside, by Ruth L. Gales 
and. Diane F. Loewenson. Illustrated by 
Pamela Johnson. [lst ed.] Philadelphia, 
Lippincott [1974] p. cm. ISBN 0-397- 
00898-8 [F158.18.G34] 74-9937 5.95 

1. Philadelphia—Description—1951- — 
Guide-books. 2. Philadelphia region, Pa.— 
Description and travel—Guide-books. F. 
Loewenson, Diane F, joint author. I. 
Title. 

Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
397-01007-9. 


BRYDON, Norman F. 917.49°3 
The Passaic River: past, present, future 
[by] Norman F. Brydon. New Brunswick, 
N.J., Rutgers University Press [1974] xix, 
376 p. illus. 23 cm. ISBN 0-8135-0770-7 
Bibliography: p. 350-355. [F142.P3B79] 
74-2003 15.00 i 

1, Passaic River—History. 2. Water— 
Pollution—PFassaic River. I. Title. 


LOVETT, Howard 917.5°03°3 
Meriwether. 

Grandmother stories from the Land of 

Used to Be. Spartanburg, S.C., Reprint Co., 

1974 [c1913] 254 p. illus. 22 cm. ISBN 0- 

87152-173-3 Reprint of the ed. published 


N.Y., East Egg Pub; - 


900 HISTORY 


by A. B. Caldwell, Atlanta; with new 
introd. [F209.3.L68 1974] 74-2413 15.00 

l Southern  States—-History—Juvenile 
literature. I. Title. 

Contents omitted. 


HEMPHILL, Paul, 
1936- 

The good old boys. New York, Simon and 
Schuster [1974] 255 p. 22 cm. ISBN 2- 
671-21771-2 [F209.H44] 74-373 7.95 

i. Hemphill, Paul, 1936- 2. Southern 
States—Addresses, essays, lectures. 3. 
Country music—Southern States— 
Addresses, essays, lectures. I. Title. 


GENOVESE, Eugene 917.5°06'96073 
D., 1930- 

Roll, Jordan, roll; the world the slav2s 

made [by] Eugene D. Genovese. [lst ed.] 

New York, Pantheon Books [1974] p. cm. 

ISBN 0-394-49131-9 Includes 

bibliographical references. [E443.G46] 74- 

4760 17.50 

1. Slavery in the United States—Condition 

of slaves. I. Title. 

Prepared from C.I.P. 


GUTHEIM, Frederick 917.52’03 
Albert, 1908- 

The Potomac, by Frederick Gutheim. 
Illustrated by Mitchell Jamieson. New 
York, Holt, Rinehart and Winston [1974, 
01949] xx, 436 p. illus. 21 cm. ISBN 0-03- 
012051-9 (Rivers of America) 
*Bibliographical notes”: p. 399-413. 
[F187.P8G8 1974] 73-16241 4.95 

1. Potomac River. 2. Potomac Valley— 
History. I. Title. II. Series. 


MAYES, Edythe 
-Beam. à 

Washington—God's workshop; memoirs of 
a mad matron.  ([Bigfork, Minn., 
Northwoods Press, 1974, c1973] 130 p. 22 
cm. ISBN 0-89002-020-5 [F199.M38] 73- 
92388 5.95 

1. Mayes, Edythe Beam. 2. Washington, 
D.C.—Public life. 3. Washington, D.C— 
Social life and customs. I. Title. 

Pbk. 2.95, ISBN 0-89002-021-3. 


NOEL Hume, Ivor. 917.55°425 
Digging for Carter’s Grove. Williamsburg, 
Va., Colonial Williamsburg Foundaticn 
[1974] 61 p. illus. 23 cm. ISBN 0-87935- 
016-4 (Colonial Williamsburg 
archaeological series no. 8) Includes 
bibliographical references. [F234.C35N63] 
73-88326 1.50 (pbk.) 

1. Carter’s Grove, Va. I. Title. II. Series. 


GARRETT, 917.58°23 10340222 
Franklin Miller, 1906- 

Yesterday's Atlanta [by] Franklin M. 
Garrett. Miami, Fla., E. A. Seemann Pub. 
[1974] p. cm.. ISBN  0-912458-35-6 
(Seemann’s historic cities series,.no. 8) 
[F294.A8G33] 74-75291 9.95 rey 5 
1. Atlanta—History—Pictorial works. J. 
Title. ae l4 
Prepared from C.I.P. ' 


, 


917.5°03°40924 


917.53'03°90924 


SMILEY, Nixon, ` ~ 917.5903027 © 
1911- 
Yesterday’s Florida. Miami, E. A. 


Seemann Pub. [1974] p. cm. ISBN 0- 
912458-38-0 (Seemann’s historic States 
series, no. 1) [F312.S63] 74-75296 12.95 

1. Florida—Description and travel—Views. 
2. Florida—History—Pictorial works. I. 
Title. 

Prepared from C.I.P. 


STOCKBRIDGE, Frank 
Parker, 1870-1940. 
Florida in the making, by Frank Parker 
Stockbridge and John Holliday Pery: Wita 


917.59035 
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a foreword by the Governor of Florida. 
New York, de Bower Pub. Co. Detroit, 
Gale Research Co., 1974 [c1926] p. cm. 
ISBN 0-8103-4019-4 [F316. $82 1974] 74- 
6256 15.00 

1. Florida—Description and travel—1865- 
1950. 2. Florida—Economic conditions. I. 
Perry, John Holliday, 1881- joint author. 
H. Title. 

Prepared from C.I.P. 


WINDHORN, Stan. 917.59°417030222 
Yesterday’s Florida Keys, by Stan 
Windhorn and Wright Langley. Miami, E. 
A. Seemann Pub. [1974, c1973] p. cm. 
ISBN 0-921458-41-0 (Seeman’s historic 
cities series, no. 12) [F317.M7W56 1974] 
74-76691 7.95 

1. Florida Keys—Description and travel— 
Views. 2. Florida Keys—History—Fictorial 
works. I. Langley, Wright, joint author. II 
Title. 

Prepared from C.I.P. 


FRITZ, Florence Irene, 
1901-1969. 

The unknown story of Sanibel and Captiva 
(Ybel y Cautivo). [Parsons, W. Va., Printed 
by McClain Print. Co.; [distributed by L. 
Cunningham, Fort Myers, Fla., 1974] xiii, 
267 p. illus. 23 cm. ISBN 0-87012-165-0 
Bibliography: p. 261-263. [F317.837F7] 73- 
93790 10.00 

1. Sanibel Island, Fla.—History. 2. Captiva 
Island, Fla.—History. I. Title. 


COATES, Robert Myron, 
1897-1973. 
The outlaw years; the history of the land 
pirates of the Natchez trace. New York, 
Macaulay Co. Detroit, Gale Research Co., 
1974 [¢1930] 307 p. illus. 18 cm. ISBN 0- 
8103-3961-7 Bibliography: p. 303-307. 
[F396.C65 1974] 74-1087 15.00 
I. Crime and criminals—Southwest, Old. 2. 
Brigands and robbers—Southwest, Old. 3. 
Frontier and pioneer life—Southwest, Old. 
4. Southwest, Old—History. 5. Natchez 
Trace. I. Title. 


NEWTON, Carolyn. 917.62046 
Outdoor Mississippi, Jackson, University 
and College Press of Mississippi [1974] vii, 
200 p. illus. 22 cm. ISBN 0-87805-023-X 
[GV191.42.M7N48] 73-86316 2.50 (pbk.) 


917.59°48 


917.6°03’2 


i. Outdoor _ recreation-—-Mississippi— 
Directories. I Title. 
SMITH, Sam B., 1929- 917.68 


Tennessee history, a bibliography. Sam B. 
Smith, editor and compiler. Luke H. 
Banker, assistant editor. Knoxville, 
University of Tennessee Press [1974] p. 
cm. ISBN 0-87049-158-X [Z1337.S55] 74- 
8504 14.50 

i.  Tennessee—History—Bibliography. I. 
Title. 

Prepared from C.I.P. 


DYKEMAN, Wilma. 917.68'895 
The French Broad. Wtustrated by Douglas 
Gorsline. New York, Holt, Rinehart and 
Winston [1974, c1955] xii, 371 p. illus. 21 
cm. ISBN  0-03-011491-8 (Rivers of 
America) Bibliography: p. 349-356. 
{F443.F8D9 1974] 73-10987 4.95 

1. French Broad River Valley—History. 2. 
North Carolina—History. 3. Tennessee— 
History. I. Title. If. Series. 


ROBBINS, Vesta O. 917.7°03’2 
No coward soul [by] Vesta O. Robbins. 
[ist ed.] [Ames] Iowa State University 
Press, 1974. v, 114 p. port. 23 cm. ISBN 
0-8138-0615-1 [F353. Res] 74-7399 4.95 

i. Frontier and pioneer life-—Middle West. 
2. Middle West—RHistory. I Title. 
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WEARIN, Otha Donner, 917.7°03°3 
1903- ' 
I remember yesteryear, by Otha D. 


Wearin. Ilustrated by Felix Summers. [Des 
Moines, Iowa, Wallace-Homestead Book 
Co., 1974} 152 p. illus. 16 x 24 cm. 
[S521.5.M53W4] 74-175010 5.50 

i. Farm _ life—Middle West. 2 
Agriculture—Middle West. I. Title. 


MCMILLEN, Wheeler. 917.71 
Ohio farm. Designed and illustrated by 
John D. Firestone and Associates. 
Columbus, Ohio State University Press 
[1974] p. cm. ISBN  0-8142-0217-9 
[S521.5.03M3] 74-12216 11.00 

1. Farm life—Ohio. I. Title. 

Prepared from C.I.P. 


PEDEN, Rachel. 917.72 
Speak to the earth: pages from a farmwife’s 
journal. Drawings by Sidonie Coryn. [lst 
ed.] New York, Knopf, 1974. p. cm. ISBN 
0-394-49432-6 [S521.5.16P4] 74-7736 6.95 
1. Farm lIife—Indiana. 2. Nature. I Title. 
Prepared from C.I.P. 


ANGELO, Frank. 927.74°34'030222 
Yesterday's Detroit. Miami, ue AE 
Seemann Pub. [1974] p. cm. ISBN 0- 
912458-37-2 (Seemann’s historic cities 
series, no. 9) [F574.D4A68] 74-75292 9.95 

Detroit—Descriptior—Views. 2. 
Detroit—History—Pictorial works. I. Title. 
Prepared from C.I.P. 


BREVET'S Wisconsin 917.75°03 
historical markers and sites. [Sioux Falls, 
S.D., Brevet Press, 1974] viii, 254 p. illus. 
24 cm. ISBN 0-88498-015-4 On spine: 
Wisconsin historical markers and sites. 
[F582.B73] 74-79980 8.95 

1. Historical markers—Wisconsin. 2 
Historic sites—Wisconsin. 3. Wisconsin— 
History. JI. Title: Wisconsin historical 
markers and sites, 

Pbk. 4.95; ISBN 0-88498-016-2. 


DUNCANSON, Michael E. 917.75044 
Canoe trails of southern Wisconsin, by 
Michael E. Duncanson. [Madison, 
Wisconsin Tales and Trails, inc., 1974] 64 
p. illus. 28 cm. Cover title. [F579.3.D86] 
74-77134 4.95 (pbk.) 

J. Wisconsin—Description and travel-— 
1951- —Guide-books. 2 Canoes and 
canoeing—Wisconsin. I. Wisconsin tales 
and trails. II. Title. 


VAN VALKENBERG, 
Philip. 

Wisconsin bike trips; twenty tours for 
young and old, by Phil Van Valkenberg. 
[Madison, Wisconsin Tales and Trails, inc., 
1974] 48 p. illus. 26 cm. Cover title. 
[GV1052.U62W578] 74-77230 3.95 (pbk.) 
i. Cycling— Wisconsin. I. Title. 


HAMILTON, Carl, 
1914- 
in no time at all. [1st ed.] Ames, The Iowa 
State University Press, 1974. p. cm. ISBN 
as [S521.5.18H35] 74-12346 
1. Hamilton, Carl, 1914- 2, Farm life— 
Towa. I. Title. 
Prepared from C.I.P. 
PHILLIES, David R., 917.8°03°0222 
The taming of the West [by] David R. 
Phillips. Chicago, H. Regnery Co. [1974] 
p. em. ISBN 0-8092-8402-2 [F596.P47]} 
74-6903 25.00 
1. Frontier and pioneer life—The West— 
Pictorial works. 2. The West—History— 
Pictorial works. I. Title. 
Prepared from C.I.P. 


917.75044 


917.7703°3 B 


AMERICAN BOOK PUBLISHING RECORD 


HEWITT, James, comp. 917.8°03°2 
Eye-witnesses to wagon trains West. 
Edited by James Hewitt. New York, 


Scribner [1974, c1973] x, 178 p. maps, 
plates. 23 cm. ISBN 0-684-13864-6 
Bibliography: p. [168]-171. [F592.H48 
1974] 74-465 7.95 

1. The West—History—To 1848—Sources. 
2. Overland journeys to the Pacific. L 
Title. 


SAVAGE, William W., 
comp. 

Cowboy life: reconstructing an American 
myth, Edited and with an introd. by 
William W. Savage, Jr. [lst ed.] Norman, 
University of Oklahoma Press [1974] p. 
cm. ISBN  0-8061-1218-2 Includes 
bibliographical references. [F596.524] 74- 
5960 9.95 

L Cowboys—The 
essays, lectures, I. Title. 
Prepared from C.I.P. 


ROSA, Joseph G. 917.8°03’20924 B 
They called him Wild Bill: the life and 
adventures of James Butler Hickok, by 
Joseph G. Rosa. 2d ed. rev. and enl. 
Norman, University of Oklahoma Press 
[1975, c1974] p. cm. ISBN 0-8061-1217-4 
Bibliography: p. [F594.H627 1975] 74- 


917.8°03'2 


West—Addresses, 


5958 12.50 

1. Hickok, James Butler, 1837-1876. 1I 
Title. 

Prepared from C.I.P. 

EATON, Herbert. 917.8°04'2 


The overland trail to California in 1852. 
New York, Putnam [1974] ix, 330 p. illus. 
22 cm. ISBN 0-399-11056-9 Bibliography: 
p. ee -330. [F593.E17 1974] 72-87612 
8. 

I. Overland journeys to the Pacific. I 
Title. 

Pbk. 3.25, ISBN 0-399-50291-2. 


BOWER, Donald E. 917.8°043 
Ghost towns and back roads, by Donald E. 
Bower. Harrisburg, Pa., Stackpole Books 
{1974, c1971] p. ISBN 0-8117-2026-8 
First published in 1971 under title: 
Roaming the American West. [F595.2.B68 
1974] 73-16486 4.95 (pbk.) 

1. The West-— Description and travel—~ 
1951- —Guide-books. I. Title. 

Prepared from C.I.P. 


THORNE, Jim. 917.8°04°3 
The Western States and western Canada. 
With special research and writing by Jo 
Anne Murphy. Indianapolis, Bobbs-Merrill 
[1974] x, 113 p. 23 em. ISBN 0-672- 
51866-X (His Adventurer’s guide to North 
America) [F595.2.T49] 74-176080 2.95 
(pbk.) 

i. The West—Description and travel— 
1951- —Guide-books. 2. Northwest, 
Canadian—Description and travel—1951- 
—Guide-books. I. Title. 


O’KIEFFE, Charley, 1879- 917.8292 
Western story; the recollections of Charley 
O’Kieffe, 1884-1898. With an introduction 
by A. B. Guthrie, Jr. Lincoln, University of 
Nebraska Press [1974 c1960] vii, 224 p. 21 
cm. ISBN 0-8032-5796-1 (Pioneer Heritage 
Series.) [F66604] 2.95 (pbk.) 

1. Frontier and pioneer lifte--Nebraska. I. 
Title. IT. Series. 

L.C. card number for original: 60-5381. 


BREVET'S South Dakota 917.83°04°3 
historical markers. [Sioux Falls, S.D., 
Brevet Press, 1974] x, 285 p. illus. 23 cm. 
ISBN 0-88498-013-8 [F652.B73] 73-86007 
8.95 

I. Historical markers—South Dakota. 2. 


OCTOBER 31,1974 


South Dakota—History. 
Dakota historical markers. 


THOMSON, Frank 
S. 


f Title: South 


917.83°9°0330924 


Ninety-six years in the ‘Black’ Hills [by] 
Frank Thomson. Detroit, Harlo Press, 


1974. 205 p. illus. 23 cm. [F657.B6T46] - 


73-91464 7.95 
1. Thomson, Frank S. 2. Black Hills, S.D. 
and Wyo. L. Title. 


` SMITH, Duane A. 917.8863 
Silver saga; the story of Caribou, Colorado, 
by Duane A. Smith. Foreword by Robert 
G. Athearn: [Ist ed.] Boulder, Colo., 
Pruett Pub. Co. [1974] xvi, 269 p. illus. 22 
cm. ISBN 0-87108-077-X Bibliography: p. 
255-263. [F784.C37858] 74-75307 9.95 
1. Caribou, Colo. I. Title. 

“Pbk. 6.95; ISBN 0-87108-075-3. 


DALLAS, Sandra. 917.88°83'030222 
Yesterday’s Denver. Miami, Fla., E. A. 
Seemann Pub. [1974] p. cm. ISBN 0- 
912458-43-7 (Seemann’s historic city series 
no. 10) [F784.D4D32] 74-81531 9.95 
1 Denver--Description—Views. 2. 
Denver—History—Pictorial works. I. Title. 
Prepared from C.I.P. : 


SIMMONS, Marc. 917.89°03’40924 B 
The Little Lion of the Southwest; a life of 


Manuel Antonio Chaves. [1st ed.] Chicago, - 


Sage Books [1973] xii, 263 p. illus. 23 cm. 

ISBN 0-8040-0632-6 Bibliography: p. 249- 

255. [F801.C46S55] 73-1500 8.95 

1. Chaves, Manuel Antonio, 1818-1889. 2. 
New Mexico—RHistory. I. Title. 


HAYES, Alden C. , 917.8955 
The four churches of Pecos [by] Alden C. 
- Hayes. [1st ed.] Albuquerque, University of 
New Mexico Press [1974] xiv, 77 p. illus. 
24 cm. ISBN 0-8263-0330-7 Bibliography: 
p. 71-73. 
(pbk.) 

il. Pecos, N.M. 2. Pueblo Indians— 
Missions. 3. Indians of North America— 
New Mexico—Missions. I. Title. 


REYNOLDS, Robert, 1925- 917.94 
California: its coast and desert, by Robert 
Reynolds. Text by Ruth Kirk and Archie 
Satterfield. [Portland, Or., C. H. Belding, 
1974] 206 p. (chiefly .col. illus.) 36 cm. 
ISBN 0-912856-13-0 [F862. R4] 74-75123 
22.00 

1. California—Description and travel— 
1951- —Views. J. Kirk, Ruth. II 
Satterfield, Archie. IT. Title. ; 


CLAR, C. Raymond, 917.94'°18 
Out of the river mist [by] C. Raymond 
Clar. [2d ed. Santa Cruz, Calif., Forest 
History Society, 1974, c1973] vi, 135 p. 
illus. 23 cm. ISBN 0-89030-000-3 Includes 
bibliographical references. 
1974] 74-80008 3.50 (pbk.). 
1. Guerneville, Calif —History. I. Title. 


WILDERNESS Press. 917.9447 
Yosemite; a complete guide to the Valley 
and surrounding uplands, including 
descriptions of more than 100 miles of 
trails, by the editors of Wilderness Press, 
Thomas Winnett, editor-in-chief. [3d ed.]. 
Berkeley [1974] 88 p. illus., maps (1 fold. 
in pocket) 16 cm. ISBN 0-911824-34-0 
(High Sierra hiking guide no. 1) 
Bibliography: p. 85-86. [F868.Y6W65 
1974] 74-95768 2.95 (pbk.). 
i. Yosemite Valley—Description and 
travel—Tours. 2. Hiking—California— 
Yosemite Valley. I. Winnett, Thomas, ed. 
IT, Title. 


[E99.P9H34] 74-79075. 2.95. 


[F869.G85C55- 


DOSS, Margot- Patterson. 917.9461 
Paths of gold; in and around the Golden 
Gate National Recreation Area. Photos. by 
John Whinham Doss. San Francisco, 
Chronicle Books [1974] 176 p. illus. 23 
cm. [F868.M3D67] 74-175897 3.50 (pbk.) 


1. Marin Co, Calif-—Description vand 
travel—Tours. 2. San Francisco— 
Descripiion—Tours. 3. Golden Gate 


Nationa! Recreation Area, Calif. I. Title. 


HISTORY of Contra 917.946303 
Costa County, California. Oakland, Calif., 
Brooks-Sterling Co., 1974. xiii, 710 p. 
ports. 25 cm. ISBN 0-914418-01-7 Reprint 
of the 1882 ed.. published by. W. A. 


Slocum, San Francisco. [F868.C76H6 
1974] 74-76799 20.00 

1. Contra Costa Co., Calif. 

WAYBURN, Cynthia. 917.94°71 


In the ocean wind; the Santa Cruz north 
coast. Cynthia Wayburn and Peter Scott, 
editors. With an introd. by Peter Beagle. 
Felton, Calif., Glenwood Publishers [1974] 
143 p. illus. 29 cm. ISBN 0-911760-18-0 
[F868.S3W38] 74-75965 9.75 ` 

1. Santa Cruz Co., Calif—-Description and 
travel. I. Scott, Peter, 1933- joint author. 
IL Title. . 


ROBINSON, John W. 917.94°82 
Mt. Pinchot, by John W. Robinson, with 
the editors of Wilderness_ Press, Thomas 
Winnett, editor-in-chief. Berkeley, 
Wilderness Press [1974] 88 p. illus., maps 
(1 fold. in pocket) 16 cm. ISBN 0-911824- 
30-8 (High Sierra hiking guide no. 14) 
Bibliography: p. 85-86. [F868.K48R62] 73- 
93010 2.95 (pbk.) 

1. „Mecunt Pinchot region, Calif — 
Description and travel—Guide-books. 2. 
Hiking—California—Mount Pinchot 
region. I. Wilderness Press. IT. Title.. 


SPRING, Ira. 917.95°04'4 
Wilderness trails Northwest; a hiker’s and: 
climber’s overview-guide to national parks 
and wilderness areas in Wyoming, 
Montane, Idaho, Northern California, 
Oregon, ’Washington, British Columbia, 
Canadian . Rockies, by Ira L. Spring and 
Harvey Manning. Maps: Helen Sherman. 
Beavertan, Or., Touchstone Press [1974] 
192 p. illus. 23 cm. ISBN 0-911518-25-8 
(F850. 2. $64] 74-76841 5.95 (pbk.) 

i. Northwest, Pacific—Description and 
travel—!951- —Guide-books. 2. Hiking— 


Northwest, Pacific. I. Manning, Harvey, 


Joint author. II. Title. 


SCHEUERMAN, 
Richard D. 
Pilgrims on the earth; a German-Russian 
chrotiical [by] Richard D. Scheuerman. 
Foreword by Emma S. Haynes. [lst ed.] 
Fairfield, Wash., Ye Galleon’ Press; 1974. 
p. cm. ISBN 0-87770-128-8 Bibliography: 
p. [E184.R85S36] 74-82818 6.00 
i. Russian Germans in the United States— 
History. 2. Germans in Russia—History. I. 
Title. 
Prepared from C.I.P. 


ENCYCLOPEDIA of Latin 918°.03'03 
America. Helen Delpar, editor in chief. 
New’ York, McGraw-Hill, 1974. p. ISBN 
0-07016263-8 [F1406. B52] 74-1036 28.50 


917.97°39°0631 


d. Latin, America—Dictionaries and 
encyclopedias. I. Delpar, Helen, ed. 
Prepared from C.I.P. 

Biography 920-929 

RUSSELL, Wiliam. §20°.02 


Eccentric personages; memoirs of the lives 


including Beau Brummell, 
: Danjel Defoe, Dean Swift, Captain Morris, > 
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and actions of remarkable, characters, 
Beau Nash, 


W. Turner, Chevalier D’Eon, etc. 


' Piai, N.Y., Books for Libraries Press 
_ [1974] p. cm. ISBN 0-518-10189-4 (Essay 


index. reprint series) Reprint of the 1866 
ed. published by E. Avery, London. 
[CT104.R797 1974] 74-4357 19.00 

1. Biography. 'L Title. 

Prepared from C.I.P. 


ROSENBAUM, Robert A., 
1926- 

Earnest Victorians; six great Victorians as 

portrayed in their own words and those ot 

their contemporaries, by Robert ° 

Rosenbaum. Westport, Conn., elles 

Press [1974, c1961 ISBN 0-8371-7607-7 


920.042 


‘ Reprint of the ed. published by Hawthorn 


Books, New York, [CT782.R6 1974] 74- 
9043 17.00 

1. Great Britain—Biography. I. Title. 
Prepared from C.I.P. Contents omitted. 


DICTIONARY of Canadian 920.071 
biography; preliminary name list. Toronto, 
University of Toronto’ Press, [1974] v. 
25 cm. Cover title. English and French. 
Title also in French: Dictionnaire 


‘ biographique du Canada; liste provisoire 


des personnages. Contents.— 3. 
1741-1770. [F1005.D5 1970] 74- 7158242 
20.00 

L Canada—Biography—Dictionaries.. L 
Title: Dictionnaire biographique du 
Canada; liste provisoire des personnages. 


GARRATY, John Arthur, 920.073 
1920- 

Encyclopedia of American biography. John 
A. Garraty, editor. Jerome L. Sternstein, 
associate editor. [ist ed] New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
011438- -4 [CT213.G37 1974] 74-1807 
22.50 

I. United States—Biography—Dictionaries. 


af Sternstein, Jerome L., joint author. II. 


Title. 
Prepared from C.I.P. 


EMINENT women of the age 920.72 
[by] James Parton [and others] New York, 
Arno Press, 1974 [1869] ISBN 0-405- 
06116-1 Reprint of the ed. published by S. 
M. Betts, Hartford, Conn. [CT3234.E5 


. 1974] 74-3968 34.00 


I. Women—Biography. I. Harton, James, 
1822-1891. 


-Prepared from C.I.P. 


JAMES, George Payne 920.72 


- Rainsford, 18017-1860. 


Memoirs of celebrated women. Edited by 


G. P. R. James. Plainview, N.Y., Books for 


Libraries Press [1974] p. cm. ISBN 0-518- 
10180-0 (Essay. index reprint , series) 
Reprint of the 1876'ed. published by G. ' 
Routledge, London, New York.. of) 109. J2 
1974] 74-4311 19.50 

J. Woman—Biography. I. Title. g 
Prepared from C.I.P. Contents omitted.” 


MOFFAT, Mary Jane, comp. 920. 72 


` Revelations: diaries of women, [compiled] 


by Mary Jane Moffat and Charlotte 
Painter, Tist ed.] [New York] Random 
House [1974] p. cm. ISBN 0-394-49128-9 
Bibliography: p. [CT3202. M618] 74-8040 
10.00 


oA Woman—Biography. - I. " Painter, 
Charlotte, joint comp. n. Title. 
Prepared from C.E.P. 
GERARD, Frances A. 920.72'09415 


Some celebrated Irish beauties of the last 
century. Plainview, N.Y., Books . for 
Libraries Press [1974] p. cm. ISBN 0-518- 


. 123 
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10178-9 (Essay index reprint series) 
Reprint of the 1895 ed. published by Ward 
and Downey, London. [DA916.7.G3 1974} 
74-4332 19.50. 

. Women in Ireland—Biography. 2. 
Treland—Biography. I. Title. 
Prepared from C.I.P. 


BURT, Olive Wooley, 
1894. 

Black women of valor, by Olive W. Burt. 
Illustrated by tae Frame. New York, J. 
Messner [1974] p. ISBN 0-671- 32699-6 
[E185.96.B95] 920 74-7595 6.25 

1. Derricotte, Juliette Aline, 1897-1931— 
Juvenile literature. 2. Walker, Maggie 
Lena—Juvenile literature. 3. Barnett, Ida 
B. Wells, 1862-1931—Juvenile literature. 4. 
Clark, Septima (Poinsette) 1898- Juvenile 
literature. I. Frame, Paul, illus. If. Title. 
Prepared from C.I.P. Library binding; 5.79, 
ISBN 0-671-32700-3. Contents omitted. 


HANAFORD, Phebe Ann 920.72°0973 
Coffin, 1829-1921. 
Daughters of America, or, Women of the 
century. Plainview, N.Y., Books for 
Libraries Press [1974] p. cm. ISBN 0-518- 
10179-7 (Essay index reprint series) 
Reprint of the 1882 ed. published by. B. B. 
Russell, Boston. [E176.H25 1974} 74-4331 
29.50 
I. Women in the United States— 
Biography. 2. United States—Biography. I. 
Title. II. Title: Women of the century. 
Prepared from C.I.P. 


STERN, Madeleine 
Bettina, 1912- 
We the women, career firsts of nineteenth- 
century America [by] Madeleine B. Stern. 
Wood engravings by John De Pol. New 
ed. New York, B. Franklin [1974] p. cm. 


920.72°0973 B 


920.72'0973 


ISBN 0-8337-5535-8 Includes 
bibliographical references. [CT3260.S73 
1974] 74-11307 14.50 

omen in the United States— 


Biography. I. Title.. 
Prepared from C.I.P. 


YATES, Elizabeth, 1905- 926.1 
The lighted heart. Pen drawings by Nora 
S. Unwin. Dublin, New Hampshire, W. L. 
Bauhan [1974] 251 p. 20 cm. ISBN 0- 
87233-027-3 [PS3547.A745Z52] 74-78068 
3.95 (pbk.) 

I. McGreal, William I. Title. 


BLACK, J. Anderson. 929.109415 
Your Irish ancestors, by J. Anderson 
Black. [New York] Paddington Press 
[1974] p. cm. ISBN 0-8467-0028-X 
(CS483.B55] 73-20957 14.95 

i. dreland—Genealogy. 2. Ireland— 
History. 3. Names, Personal—treland. 1. 
Title. 

Prepared from C.I.P. 


LUNENBURG Co., 929°.3755°643 
Sunlight on the erm lists of tithes, 
Lunenburg County, Virginia, 1748-1783. 
Compiled by Landon C. Bell. Baltimore, 
Genealogical Pub. Co., 1974. 503 p. illus. 
23 cm. ISBN 0-8063-0622-X Reprint of 
the 1931 ed. published by G. S. Ferguson 
See Philadelphia. [F232.L9L92 1974] 74- 
4 

L. acaba Co. Va.—Genealogy. 2. 
Taxation—Lunenburg Co, Va—dLists. I. 
Ta Landon Covington, 1880-1960. I. 
itle. 


ST. Thomas and St. 
Denis Parish, S.C. 
The annals and parish register of St. 
Thomas and St. Denis Parish, in South 
Carolina, fram 1680 to 1884. Collected 
and arranged by Robert F. Clute. 


929.3757 91 
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Baltimore, Genealogical Pub. Co., 1974. 
111 p 21 cm. ISBN )-8063-0601-7 
Reprint of the 1884 ed. printed by Walker, 
Evans & Cogswell, Charleston, S.C. 
[F277.824S24 1974] 73-1736B 5.00 

1. Registers of births, etc.—St. Thomas and 
St. Denis Parish, S.C. 2. St. Thomas and 
St. Denis Parish, S.C-—Genealogy. 1. 
Clute, Robert F., comp. Il. Title. 


BENNETT, Mabel R. 929.9°0973 
”.. So gallantly streaming’: the story of 
Old Glory; the history and proper use of 
our flag from 1776 to the present. 
Compiled and edited by M. R. Bennett. 
New York, Drake Publishers [1974, c1971] 
104 p. illus. 24 cm. ISBN 0-87749-604-8 
Bibliography: p. 103-104. [JC346.Z3B42 
1974] 73-18120 6.95; 3.95 (pbk.) 

1. Flags—United States—History. I. Title. 


LORD, John, 1810-1894. 930 
Ancient states and empires, for colleges 
and schools. Plainview, N.Y., Books for 
Libraries Press [1974] p. cm. ISBN 0-518- 
10183-5 (Essay index reprint series) 
Reprint of the 1869 ed. published by 
Scribner, New York. [D59.L86 1974] 74- 
4219 28.00 
1. History, Ancient. I. Title. 
Prepared from C.I.P. 
BLUNDEN, Edmund 937°.06’072024 B 
Charles, 1896- 
Edward Gibbon and his age [by] Edmund 
Blunden. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1935 
ed. printed for the University of Bristol by 
J. W. Arrowsmith, Bristol, which was 
issued as the 1935 Arthur Skemp memorial 
lecture. [DG206.GSB6 1974b] 74-14702 
5.50 (lib. bdg.). 
1. Gibbon, Edward, 1737-1794. I. Title. II. 
Series: Arthur Skemp memorial lecture, 
1935. 
Prepared from C.I.P. 


BOAK, Arthur Edward 
Romilly, 1888-1962. 
Manpower shortage and the fall of the 
Roman Empire in the West. Westport, 
Conn., Greenwood Press [1974, c1955] p. 
cm. ISBN 0-8371-7676-X Reprint of the 
ed. published by University of Michigan 
Press, Ann Arbor, which was issued as 3d 
ser. the Jerome lectures. Includes 
bibliographical references. [DG312.B58 
1974] 74-11423 9.50 
1. Rome—Population. 2. Reme—History— 
Empire, 284-476. I. Title. I. Series: The 
Jerome lectures, 3d ser. 
Prepared from C.I.P. 


937.08 


MAHAFFY, John 
Pentland, Sir, 1839-1919. 
Problems in Greek history. Plainview, 
N.Y., Books for Libraries Fress [1974] p. 
cm. ISBN 0-518-10186-X (Essay index 
reprint series) Reprint of the 1892 ed. 


938°.007°2 


published by Macmillan, London. 
[DF214.M33 1974] 74-4309 15.00 

LL Greece—History. 2. Greece— 
Historiography. I. Title. 

Prepared from C.I.P. 

WOODCOCK, George, 940.2°84°08 


1912- ed. 
A hundred years of revolution, 1848 and 
after. New York, Haskell House [1974] p. 
cm. ISBN 0-8383-1799-5 Reprint of the 
1948 ed. published by Porcupine Press, 
London. [D387.W66 1974] 73-21627 13.95 
(ib. bdg.). 


“AMERICAN BOOK ‘PUBLISHING RECORD © © 


Ie Europe—History—1848-1849— 

Addresses, essays, lectures. I. Title. 

Prepared from C.I.P. Contents omitted. 

REEDER, Russell 940.3'092'2 B 
Potter. 

Bold leaders of World War I, by Red 

Reeder. [lst ed.] Boston, Little, Brown 

[1974] p. cm. ISBN 0-316-73671-6 

[D507.R37] 920. 74-13492 6.50 

i. European War, 1914-1918—Biography— 

Juvenile literature. I Title. 

Prepared from C.I.P. Contents omitted. 


DANIELS, Josephus, 1862- 940.3°73 
1948. 

The Wilson era; years of war and after, 
1917-1923, Westport, Conn., Greenwood 
Press [1974, c1946] p. cm. ISBN 0-8371- 
7635-2 Reprint of the ed. published by The 
University of North Carolina Press, Chapel 
Hill. [E766.D33 1974] 74-9271 27.00 

1. Wilson, Woodrow, Pres. U.S, 1856- 
1924, 2, League of Nations. 3. United 
States—Politics and government—1913- 


1921. 4. European War, 1914-1918— 
United States. I. Title. 
Prepared from C.I.P. ` 
GAMMAGE, Bill. 940.394 


The broken years; Australian soldiers in 
the Great War. Canberra, Australian 
National University Press, 1974. xvii, 301 
p. illus. 22 cm. ISBN 0-7081-0238-7 Based 
on the author’s thesis, Australian National 
University. Bibliography: p. 284-288. 
[D547.A8G35 1974] 73-77688 

4. European War, 1914-1918—Australia. I. 
Title. 

Distributed by International 
Book Services; 12.15. 


MOYNIHAN, Michael. 940.4°0942 
People at war, 1914-1918, edited by 
Michael Moynihan. Newton Abbot [Eng.] 
David & Charles [1973] 224 p. maps. 22 
cm. ISBN 0-7153-6273-9 [D640. M73] 73- 
181113 

I. European War, 1914-1918—-Personal 
narratives, English. I. Title. 

Distributed by David and Charles, North 
Pomfret, Vermont, 8.95. 


BRAY, Norman Napier 940.4715 
Evelyn, 1885- 

Shifting sands [by] N. N. E. Bray. 
Foreword by Sir Austen Chamberlain. 
London, Unicorn Press. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-56216-7 
Reprint of the 1934 ed. [D568.4.B67 1974] 
70-180321 16.00 

1. European War, 1914-1918—Arabia. 2. 
European War, 1914-1918—Campaigns— 
Turkey and the Near East. 3. Arabia— 
History. I Title. 

Prepared from C.I.P. 


BARNES, Harry Elmer, 
1889-1968. 

Revisionism: a key to peace. New York, 
Revisionist Press 1973. 67 p. 21 cm. ISBN 
0-87700-193-6 [D743. ey B36 1973] 74- 
186464 25.00 (lib bdg 

1. World War, 1939" 1245_—Historieraphy. 
I. Title. 


MARK, Moshe. 940.53°15°03924 B 
Sparks of glory, by Moshe Prager. 
Translated by Mordecai Schreiber. New 
York, Shengold Publishers [1974] 154 p. 
illus. 25 cm. ISBN 0-88400-000-1 
Translation of Nitsotse gevurah. 
[D811.A2M313] 73-89415 5.95 

i. World War, 1939-1945—Personal 
narratives, Jewish. IL Title. 


JONES, Alfred Haworth. 
Roose velt? s image 


Scholarly 


940.53072 


940.532 


brokers; poets, 


WVLIUBER 31,1774 Fy 


playwrights, and the use of the Lincoln 
symbol. Port Washington, N.Y., Kennikat 
Press, 1974. 134 p. 22 cm. ISBN 0-8046- 
9079-0 (National university publications. 
Series in American studies) Based on the 
author’s thesis, Yale University. 
Bibliography: p. 118-120. [E807.J638] 74- 
77651 8.95 

1. Roosevelt, Franklin Delano, Pres., U.S., 


1882-1945. 2. Lincoln, Abraham, Pres. 
U.S., 1809-1865. I. Title. 
LAMBERT, Gilles. 940.53°439 


Operation Hazalah. Translated by Robert 
Bullen and Rosette Letellier. Indianapolis, 
Bobbs-Merrill [1974] viii, 235 p. 22 cm. 
ISBN 0-672-51878-6 Bibliography: p. 225. 
[DS135.H9L313] 73-11791 6.95 

i. Jews in Hungary. 2. Holocaust, Jewish 
(1939-1945)—Hungary. 3. World War, 
1a A A EWS R ESCE URAY, I 
ïtle. 


WHALEY, Barton. 940.54°13°43 
Codeword BARBAROSSA. Cambridge, 
Mass., M.LT. Press (1974, c1973] 376 p. 
illus. 23 cm. ISBN 0-262-73038-3. 
Bibliography: [p. 311]-359. 
[D810. S7W447] 72-10882 4.95 (pbk.) 

4. World War, 1939-1945—Secret service. 
2. World War, 1939-1945—Germany. 3. 
World War, 1939-1945—Russia. I. Title. 


CAMPBELL, James, 1920- 940.54’21 
The bombing of Nuremberg. [lst ed.] 
Garden City, N.Y., Doubleday, 1974 
{c1973] xii, 193 p. illus. 22 cm. ISBN 0- 
385-00308-0 [D757.9.N8C35 1974] 73- 
16824 6.95 

1. Nuremberg-—-Bombardment, 1944. I. 
Title. 


MACKSEY, Kenneth John. 940.5421 
Anatomy of a battle [by] Kenneth 
Macksey. Illus. by Patrick Hargreaves. 
New York, Stein and Day [1974] xii, 204 
p. illus. 25 cm. 0-8128-1650-1 
[D756.5.N6M23 1974] 73-90693 8.95 

1. World War, 1939-1945—Campaigns— 
Normandy. 2. Battles. I. Title. 


PETROW, Richard. 940.54’21 
The bitter years; the invasion and 
occupation of Denmark and Norway, April 
1940-May 1945. New York, Morrow, 
1974. p. cm. ISBN 0-688-00275-7 
Epiomephy: p. [D802.D4P45] 74-9576 


1. Denmark—History—German 
occupation, 1940-1945. 2. World War, 
1939-1945—Campaigns—Denmark. 3 
Norway—History—-German occupation, 
1940-1945. 4. World War, 1939-1945— 
Campaigns—Norway. I. Title. 

Prepared from C.I.P. 


RYAN, Cornelius. 940.54°21 
A bridge too far. New York, Simon and 
Schuster [1974] p. cm. ISBN 0-671- 
21792-5 Bibliography: p. [D763.N4R9] 74- 
3253 12.50 

1. Arnhem, Battle of, 1944. I. Title. 
Prepared from C.I.P. 


BUELL, Thomas B. 940.54’5°0924 B 
The quiet warrior: a biography of Admiral 
Raymond A. Spruance, by Thomas B. 
Buell. [Ist ed.] Boston, Little, Brown 
[1974] xviii, 486 p. illus. 24 cm. ISBN 0- 
316-11470-7 Bibliography: p. [441]-473. 
(V63.S68B8] 74-1181 15.00 

i. Spruance, Raymond Ames, 1886-1969. 
L Title. 

RIESENPERG, Felix, 940.54°59°73 
Sea war; the story of the U.S. Merchant 
Marine in World War II. Westport, Conn., 


Greenwood Press [1974, c1956] p. cm. 
ISBN 0-8371-7479-1 Reprint of the ed. 
published by Rinehart, New York. 
Bibliography: p. [D773.R53 1974] 74-4660 
14.75 


1 World War, 1939-1945—Naval 
operations, American. 2. Merchant 
marine—United States. I. Title. 

Prepared from C.LP. 

COOK, Graeme. 940.5°47 


Break out; famous military escapes of the 
World Wars. New York, Taplinger [1974] 
p. cm. ISBN 0-8008-0968-8 Bibliography: 
p. [D805.A2C63] 74-3871 7.50 

1. World War, 1939-1945—Prisoners and 
prisons. 2. European War, 1914-1918— 
Prisoners and prisons. 3. Escapes. I. Title. 
Prepared from C.I.P. 


SERENY, Gitta. 940.54°72'43094384 
Into that darkness; from mercy killing to 
mass murder. New York, McGraw-Hill 
[1974] 379 p. illus. 24 cm. ISBN 0-07- 
056290-3 Bibliography: p. 369-372. 
[D805.G2S8456] 74-2317 9.95 

J. Stangi, Franz. 2. World War, 1939- 
1945—Prisoners and prisons, German. 3. 
Concentration camps—Europe. I. Title. 


HERLING, Gustaw, 
1919- 

A world apart, by Gustav Herling. 

Translated from the Polish by Joseph 

Marek. Westport, Conn., Greenwood Press 

[1974] p. cm. ISBN  0-8371-7581-X 

Translaticn of Inny swiat. ”Originally 

published in 1952 by William Heinemann 

Ltd., London.” [HV8931.R8H42 1974] 74- 

7538 12.75 

1. Convict labor—Russia. 2. Concentration 

camps—Russia. I. Title. 

Prepared from C.I.P. 


940.54°72°47 


STEVENS, Patricia Bunning. 941.59 
God save Ireland! The Irish conflict in the 
twentieth century. New York, Macmillan 
[1974] p. cm. ISBN  0-02-788180-4 
Bibliography: p. Examines the history of 
the English-Irish, | Protestant-Catholic 
conflict in Ireland with emphasis on the 
events and people that have intensified this 
struggle during the twentieth century. 
[DA959.875] 73-19067 5.95 

i. Lreland—History—20th century— 
Juvenile literature. 2. Northern Ireland— 
History—Juvenile literature. I. Title. 
Prepared from C.I.P. 


O’CONNOR, Ulick, comp. 941.609 
Trish liberation, edited and with an introd. 
by Ulick O’Connor. New York, Grove 
Press [1974] 225 p. illus. 18 cm. ISBN 0- 
8021-0026-0 [DA990.U46027j 73-21009 
1.95 (pbk.) 

1. Northern [reland—History—Addresses, 
essays, lectures. 2. Northern Ireland in 
literature. 3. Ireland—History—Addresses, 
essays, lectures. 4. Ireland in literature. I. 
Title. 

Contents omitted. 


PARES, Richard, 1902- 
1958. 

The historian’s business, and other essays. 
Edited by R. A. and Elisabeth Humphreys. 
With an introd. by Lucy S. Sutherland. 
Westport, Conn., Greenwood Press [1974, 
ci961]} p cm. ISBN  0-8371-7622-0 
Reprint of the ed. published by the 
Clarendon Press, Oxford. ’The writings of 
Richard Pares: a select bibliography”: p. 
[DA27.P27 1974] 74-9228 12.50 (lib. bdg.) 
i. Great —_ Britain—History—Coliected 
works. I. Title. 

Prepared from C.I.P. 


942’.008 


YUU HISTORT 


MURRAY, Jane. ° 942’.00992 B 
The kings and queens of England. New 
York, Scribner [1974] p. cm. ISBN 0-684- 
13889-1 Includes bibliographical 
references. [DA28.1.M8] 74-8019 7.95 

1. Great Britain—Kings and rulers— 
Biography. I. Title. 

Prepared from C.I.P. 


MAPP, Alf 
Johnson. 
The golden dragon: Alfred the Great and 
his times [by] Alf J. Mapp, Jr. La Salle, 
Ill., Open Court [1974] p. cm. ISBN 0- 
87548-293-7 Bibliography: E 

[DA153.M25] 74-8983 8.95 

1. Alfred the Great, King of England, 840- 
901. 2. Great Britain—History—Alfred, 
871-901. I. Title. 

Prepared from C.I.P. 


MARTIENSSEN, 
Anthony K. 

Queen Katherine Parr [by] Anthony 
Martienssen. New York, McGraw-Hill 
[1974, c1973] x, 249 p. 24 cm. ISBN 0-07- 
940610:3 [DA333.P3M37 1974] 73-14763 
8.9. 

i. Catharine Parr, consort of Henry VII, 
King of England, 1512-1548. I. Title. 


GOSSE, Edmund 
William, Sir, 1849-1928. 

Raleigh. [Folcroft, Pa.] Folcroft Library 

Editions, 1974. p. cm. Reprint of the 1883 

ed. published by Longmans, Green, 

London, in series: English worthies. 

([DA86.22.R2G6 1974] 74-14939 15.00 

1. Raleigh, Walter, Sir, 15527-1618. 1. 

Series: English worthies. 

Prepared from C.I.P. 


JOHNSON, Paul, 
1928- 

Elizabeth I; a biography. New York, Holt, 
Rinehart and Winston [1974] p. ISBN 0- 
03-012936-2 Bibliography: p. [DA355.J6] 
74-53 12.95 

tals Elizabeth, Queen of England, 1533- 
1603. 


Prepared from C.I.P. 
KRAMNICK, Isaac, 942.07°3°0924 B 
comp. 


Ramune Burke. Englewood Cliffs, NJ, 
Prentice-Hall [1974] p. cm. ISBN 0-13- 


‘ 


942.01°64'0924 B 


942.05’2’0924 B 


942.05°5°0924 B 


942.05°5’0924 B 


090597-6 (Great lives observed) os 
Spectrum book) Bibliography: 
eae -B9K6S 1974] 74-12324 6.95; 2.43 


1. Burke, Edmund, 1729?-1797. 
Prepared from C.I.P. 


GULLEY, Elsie 
Elizabeth, 1889- 
Joseph Chamberlain and English sociel 
politics, by Elsie E. Gulley. New York, 
Octagon Books, 1974. p. cm. ISBN 0-374- 
93322-7 Reprint of the 1926 ed. published 
by Columbia University Press, New York, 
which was issued as no. 270 of Studies ia 
history, economics, and public law. 
Thesis—Columbia University, 1926. 
Bibliography: p. [DA565.C4G7 1974] 74- 
11087 14.00 
1. Chamberlain, Joseph, 1836-1914. 2. 
Great Britain—FPolitics and government— 
1837-1901. I. Title. IL Series: Columbta 
studies in the social sciences, no. 270. 
Prepared from C.LP. 


942.081'092'4 B 


LONGFORD, 942.082'092'4 B 
Elizabeth Harman Pakenham, Countess 
of, 1906- 


Winston Churchill; a pictorial life story, by 
Elizabeth Longford. Foreword by Anthony 
Eden, Earl of Avon. Chicago, Rand 
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* McNally [1974] p. cm. 
81822-8 [DA566.9.C5L66] 74-13104 14.95 
1. Churchill, Winston Leonard Spencer, 
Sir, 1874-1965. 

Prepared from C.I.P. 


BLANNING, T. C. W. 943.43 
Reform and revolution in Mainz, 1743- 
1803 [by] T. C. W. Blanning. [London, 
New York] ‘Cambridge University Press 
[1974] x, 354 p. 24 cm. ISBN 0-521- 
20418-6 (Cambridge studies in early 
modem history) Bibliography: p. 336-346. 
[DD801.P491 M343] 73-93390- J. 00 


1. Mainz, (Electorate)—History. 2. 
Enlightenment. 3. Germany—Intellectual 
life. I. Title. 


REARICK, Charles, 
1942- 

Beyond the Erilightenment; historians and 
folklore in nineteenth century France. 
Bloomington, Indiana University Press 
[1974] xiv, 206 p. 22 cm. ISBN 0-253- 
31197-7 (Indiana University publications. 
Folklore Institute monograph series, v. 27) 
Bibliography: p. [171]-181. [DC36.9.R36 
1974] 73-16532 7.50 

1. France—Historiography. 2. Folk-lore— 
France. 3. Historians—France. I. Title. IT. 
Series: Indiana. University. Folklore 
Institute. Monograph series, v. 27. 


MORTON, John 944.04°5°0924 
Bingham, 1893- 

Brumaire, the rise of Bonaparte; a study of 
French, history from the death of 
Robespierre to the establishment of the 
Consulate,. by J. B. Morton. Plainview, 
N.Y., Books for Libraries Press [1974] p. 
cm. ISBN 0-518-19075-7 Reprint of the 
1948 ed. published by T. W. Laurie, 
London. Bibliography: p. [DC186.M75 
1974] 74-4063 P 25 

1. Napoleon I, Emperor of the French, 
1769-1821. Sa France—History— 
Revolution, 1795-1799. I. Title. 

Prepared from C.I.P. 


DAVIS, Daniel S. 946.081 
Spain’s civil war; the last great cause, by 
Daniel S. Davis. New York, Dutton [1974] 
p..cm. ISBN 0-525-39715-9 Bibliography: 
p. Examines the causes, events, and 
aftermath of the three-year struggle 
between the opposing forces in the Spanish 
Civil War. [DP269.D34] 74-7045 6.95 

i. Spain-—-History—Civil War, 1936- 
1939—Juvenile literature. I. Title. 

Prepared from C.I.P. 


DUKES, Paul, 1934- 947 
A history of Russia: medieval, modern, and 
contemporary. New York, McGraw-Hill 
[1974] p. cm. ISBN  0-07-018032-6 
[DK40.D84] 74-1154 12.50 

1. Russia-—History. I. Title. 

Prepared from C.I.P. 


944.0072 


PLATONOV, Sergei 
Fedorovich, 1860-1933. 
Ivan the. Terrible [by] S. F. Platonov. 
Edited and ‘translated by Joseph L. 
Wieczynski. With In search of Ivan the 
Terrible, by Richard Hellie. [Gulf Breeze, 
Fla.] Academic International Press, 1974. 
xxxviii, 166 p. illus. 23 cm. ISBN 0-87569- 
054-8 (The Russian series, v. 28) 
Translation of Ivan Groznyi. 
[DK106.P5513] 77-176468 11.50 
i. Ivan IV, the Terrible, Czar of Russia, 
1530-1584, 2. Russia—History—ivan IV, 
1533-1584. I. Wieczynski, Joseph L., tr. I. 
Hellie, Richard. In search of Ivan the 
Terrible. 1974. HI. Title. 
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947°.04'0924 B 


ISBN 0-528- 


WARNER, Denis Ashton, 


CURTISS, Mina 

Stein Kirstein, 1896- 
A forgotten empress: Anna Ivanovna and 
her era, 1730-1740 [by] Mina Curtiss. New 
York, Ungar [1974] xii, 335 p. illus. 22 cm. 
ISBN 0-8044-1213-8 Bibliography: p. 309- 
320. [DK156.C87] 73-89819 12.50 
1. Anne, Empress of Russie, 1693-1740. 2. 
ee history Aung, ` 1730-1740. I 
Title. 


LEHOVICH, Dimitry 
V 


947.060924 B 


947.0840924 B 


White against Red; the life of General 
Anton Denikin [by] Dimitry V. Lehovich. 
[Ist ed.] New York, Norton [1974] 556 p. 
maps. 24 cm. a 0-393-07485-4 
Bibliography: [528]-545. 
[DK254.D45L44 1974) "74-4075 12.50 

1. Denikin, Anton Ivanovich, 1872-1947. 


2 Russia—History—Revolution, 1917- 

1921. I. Title. 

BAYNES, Norman Hepburn, 949.5 
1877-1961. 

Byzantine studies and other essays. 


Westport, Conn., Greenwood Press [1974, 
c1955] p. cm. ISBN 0-8371-7673-5 
Reprint of the ed. published by the 
University of London, Athlone Press, 
London. [DF503.B33 1974] 74-11586 
16.75 

1. Byzantine Empire—History—Collected 
works. I. Title. 

Prepared from C.I.P. 


DORN, Frank. 951.042 
The Sino-Japanese War, 1937-41; from 
Marco Polo Bridge to Pearl Harbor. New 
York, Macmillan [1974] p. cm. ISBN 0- 
02-532200-1 Bibliography: p. 
[DS777.55.D67] 74-10828 10.00 


1. Sino-Japanese Conflict, _1937-1945— 
Campaigns—China. I. Title. j 

Prepared from C.I.P. 

MACFARQUHAR, Roderick. 951.05 


The origins of the cultural revolution. New 
York, Published for the Royal Institute of 
International Affairs, the East Asian 
Institute of Columbia University, and the 
Research Institute on Communist Affairs 
of Columbia University by 
University . Press, 1974- v ports. 23 = 
ISBN 0-231-03841-0 Bibliography: v. 1, 
412-417. [DS777.55.M2224] 73- 15794 
14.95 

1. China—Politics and government—1949- 
I The Royal Institute of International 
Affairs. HH. Columbia University. East 
Asian Institute. II. Columbia University. 


Research Institute on Communist Affairs. - 


IV. Title. 
Prepared from C.I. Pi 


TAI, Dwan Liang, 
1941- 

Chiang Ching; the emergence of a 
revolutionary political leader. [lst ed.] 
Hicksville, N.Y., Exposition Press [1974] 
p. cm. ISBN 0-682-48060-6 (An 
Exposition-university book) Bibliography: 
p. [DS778.C5374T34] 74-10618 7.50 

i. Chiang, Ch‘trig. 2. China—Politics and 
government—1949- 

Prepared from C.I.P. 


951.05’092’4 B 


952.0371 
1917- 
The tide at sunrise; a history of the Russo- 
Japanese War, 1904-1905, by Denis and 
Peggy Warner. [Maps by Don Coutts. 
Book Club ed.] New York, Charterhouse 
[1974] xi, 659 p. illus. 22 cm. Bibliography: 
p- enters [DS517.W37] 74-175084 


1, Russo-Japanese War, 1904-1905. L 
Warner, Peggy, joint author. H. Title. 


Columbia ` 


AMERICAN: :;BOOK’ PUBLISHING RECORD 


ORME, Robert, 1728-1801. 954.029 
A history of the military transactions of 
the British nation in Indostan, from the 
year MDCCXLV. To which is prefixed a 
dissertation on the establishments made by 
Mahomedan conquerors in Indostan. New 
Delhi, Today & Tomorrow’s Printers & 
Publishers [1973] 2 v. in 3. fold. maps. 23 
cm. Author’s name on spine. Reprint of 
the 1763-78 ed. printed for J. Nourse, 
London. Vol. 2 (pts. 1-2): lst Indian 
reprint ed. [DS462.073] 74-900290 

i. India—History—18th century. 2. 
Indita—History, Military. I. Title. 
Distributed by South Asia Books; 40.00. 


JACKSON, Robert Victor. 954.9°205 - 
South Asian crisis: India, Pakistan, and 
Bangla Desh; a political and historical 
analysis of the 1971 war [by] Robert 
Jackson. New York, Praeger; Published for 
the International Institute for Strategic 
Studies (London, 1974] p. cm. ISBN 0- 
275-09560-6 (Praeger special studies in 
international politics and government) 
Bibliography: p. [DS388.J3 1974] 74-8921 
11.00 


` 1. India-Pakistan Conflict, 1971- 2. South 


Astia—Politics and government L 
International Institute for Strategic Studies. 
IT. Title. 

Prepared from C.I.P. 


LANDAU, Jacob M. 956’.008 . 
Middle Eastern themes; papers in history 
and politics, by Jacob M. Landau. London, 
Cass, 1973, [i.e.1974] vii, 309 p. 23 cm. 
ISBN 0-7146-2969-3 Includes index. 
Bibliography: p. 291-302. [DS62. 8.L343 
1973] 72-92968 

1. Near East—Politics—Addresses, essays, 
lectures. Egypt—History—19th 
century—Addresses, essays, lectures. 3. 
Jews in Egypt—Addresses, essays, lectures. 
L Title. 

Distributed by International 
Book Services; 12.00. 


DOBRIN, Arnold. 956.94'05’0924 B 
A life for Israel: the story of Golda Meir. 
[New York] Dial Press [1974] p. cm. 
ISBN 0-8037-6187-2 Bibliography: p. A 
biography of the woman who dedicated 
her life to the creation and preservation of 
a Jewish state. [DS126.6.M42D6] 92 73- 
15442 4.95 

1. Meir, Golda Mabovitz, 1898- —Juvenile 
literature. I. Title. 

Prepared from C.I.P. Library binding 4.58; 
ISBN 0-8037-4817-5. 


WARSHAW, Steven. 959 
Southeast Asia emerges; a concise history 
of Southeast Asia from its origin .to the 
present [by] Steven Warshaw and C. David 
Bromwell, with A. J. Tudisco. [Berkeley, 
Calif.] Diablo Press [1974] p. cm. (The 
Asia emerges series, 5) First published in 
1964 as part of Asia emerges, by A. J. 
Tudisco; rev. and expanded. Bibliography: 
p. [DS511.W37] 73-93982 3.95 (pbk.) 

7 Asia, — Southeastern—History. I. 
Bromwell, C. David, joint author. I. 
Tudisco, A. J, joint author. HI. Tudisco, 
A. J, Asia emerges. IV. Title. 

Prepared from C.I.P. 


HAN SBERRY, William 
eo. 

Pillars in Ethiopian history; the William 
Leo Hansberry African history notebook. 
Edited by Joseph E. Harris. Washington, 
Howard University Press [1974] p. cm. 
ISBN 0-88258-009-4 [DT381.H35] 73- 
88970 8.95 

i. Ethiopia—History—Addresses, essays, 
lectures. 2. Ethiopia—Historiography— 
Addresses, essays, lectures. I. Title. 


Scholarly 


963’.007°2 


OCTOBER 31,1974 
Prepared from C.LP. 


WERE, Gideon S., 1934- 968 
A history of South Africa [by] Gideon S. 
Were. New York, Africana Pub. Co. 
[1974] xvi, 198 p. illus. 22 cm. ISBN 0- 
8419-0140-6 Bibliography: p. 193-194. 
Traces the history of South Africa from its 
earliest origins to the present day. 
(DT766.W46] 73-89025 8.95 

1. Africa, South—History. I. Title. 

Pbk. 4.95; ISBN 0-8419-0141-4. 


BRUSA, Betty War, 1920- 970.1 s 
The Salinan Indians and their neighbors. 
Illustrated by Eugenia Bonnot. 
[ealdsburg, Calif.] Naturegraph Publishers 
[1974] p cm. ISBN  0-87961-023-9 
{American Saas map book series, v. 2) 
Bibliography: [E75.A53 vol. 2] 
[E99.S17] 970.3 Pa- 13249 5.50 

1. Salinan Indians. 2. Indians of North 
Arherica—California. I. Title. II. Series. 
Prepared from C.I.P. Pbk. 2.50; ISBN 0- 
87961-0220. 


HOLDER, Preston, 1907- 970.1 
The hoe and the horse on the plains; a 
study of cultural development among 
North American Indians. Lincoln, 
University of Nebraska Press [1974, 
c1970] xii, 176 p. illus. 21 cm. ISBN 0- 
8032-5809-7. (A Bison book) Bibliography: 
p. 147-167. [E78.G73H6] 2.95 (pbk.) 

i. Indians of North America—Great 
Plains. I. Title. 


L.C. card number for original ed.: 70- 

98474 

HOLMES, William Henry, 970.1 
1846-1933. 

Handbook of aboriginal American 


antiquities. Part I. Introductory: The lithic 
industries. New York, Burt Franklin 
Reprints [1974] p. Reprint of the 1919 ed. 
ublished by Govt. Print. Off., 

ashington, which was issued as Bulletin 
60 of Smithsonian Institution, Bureau of 
American Ethnology. No more published. 
Pibliography: p- [E61.H75 1974] 74-10799 


1. Indians—Antiquities. 2. Indians— 
Implements. 3. America—Antiquities. I. 
Title. II. Series: United States. Bureau of 
American Ethnology. Bulletin 60. 

Prepared from C.LP. 


THE World of the American 970.1 
Indian. [Washington] National Geographic 
Society [1974] p. cm. ISBN 0-87044-151- 
5 (tory of man library) [E77.W88] 74- 
16277 9.95 

1. Indians of North America. I. National 
Geographic Society, Washington, D.C. 
Prepared from C.LP. 


BEAN, Lowell John. 970.3 

Mukat’s people; the Cahuilla Indians of 

southern California. Berkeley, University of 

California Press [1974, c1972] Ix, 201 p. 

illus. 20 cm. ISBN 0-520-02627-6. 

Bibliography: 191-201. [E99.C155B4] 2.85 
k 


i, Cahuilla Indians. 2. Human’ ecology— 
Case studies. I. Title. 


L.C. card number for original ed: 78- 
145782. 
COLLINS, June M. 970.3 


Valley of the spirits; the Upper Skagit 
Indians of western Washington [by] June 
McCormick Collins. Seattle, University of 
Washington Press [1974] p. cm. ISBN 0- 
295-95327-6 (American Ethnological 
Society. Monograph[s] 56) Bibliography: 
p. [E99. 3627C64] 74-8719 9.50 

F Skagit Indians. I. Title. II. Series. 
Prepared from C.LP. 


ELLIS, Florence Hawley. 970.3 s 
An anthropological study of the Navajo 
Indians [by] Florence H. Ellis. New York, 
Garland Pub. Inc., 1974. p. cm. ISBN 0- 
8240-0703-4 (Navajo Indians, 1) 
Bibliography: p. [E99.N3N338 no. 1] 970.3 
74-2382 21.00 

1. Navaho Indians. I. Title. If. Series. HI. 
American Indian ethnohistory: Indians of 
the Southwest 

Prepared from C.I.P. 


JOHNSON, Robert Proctor, 970.3 B 
1924- 
Chief Joseph by KR. P. Johnson. 


Minneapolis, Dillon Press [1974] p. cm. 
ISBN 0-87518-062-0 A biography of the 
nineteenth-century Nez Perce chief 
concentrating on his unending struggle to 
win peace and equality for ‘this people. 
[E99.N5J585] 92 74-11467 4.95 

1. Joseph, Nez Perce chief, 1840-1904— 
Juvenile literature. I. Title. 

Prepared from C.I.P. 


MCGOVERN, Ann. 970.3 
if you lived with the Sioux Indians. Tius. 
by Bob Levering. New York, Four Winds 
Press [1974, c1972] p. cm. ISBN 0-590- 
07340-0 Describes the daily life of the 
Sioux Indians—their clothing, food, games, 
customs, etc.—before and after the coming 
of the white man. [E99.D1M125 1974] 74- 
7327 4.95 

i. Dakota Indians—Juvenile literature. I. 
Levering, Robert, 1919- illus. If. Title. 
Prepared from C.I.P. 


MILTON, John R. 970.3 B 
Crazy Horse, by John R. Milton. 
Minneapolis, Dillon Press [1974] p. cm. 
ISBN 0-87518-063-9 (Story of an 
American Indian} A biography of the 
Oglala Sioux who helped defeat Custer at 
the Battle of the Little Bighorn. 
[E99.03M54] 92 74-13056 4.95 (lib. bdg.). 
1. Crazy Horse, Oglala Indian, 1842 {ca.)- 
1877—Juvenile literature. I. Title. 

Prepared from C.I.P. 


WAX, Murray Lionel, 
comp 

Solving “the Indian problem”: the white 
man’s burdensome business. Edited with an 
introd. by Murray L. Wax & Robert W. 
Buchanan. New York, New Viewpoints, 
1974 p. cm. ISBN 0-531-05364-4 "A New 
York times book.” Bibliography: p. 
[E93.W35] 74-11312 9.95 

1. Indians of North America—Government 
relations—~Addresses, essays, lectures. I. 
Buchanan, Robert W., joint comp. IT. Title. 
Prepared from C.I.P. Pbk. 4.95, ISBN 0- 
531-05567-1. 


1922- 970.5 


STERNSHER, Bernard, 973’.07°2 
1925- 
Consensus, conflict and American 


historians. Bloomington, Indiana University 
Press [1974] p. cm. ISBN 0-253-31410-0 
Includes bibliographical references. 
(E175.874] 73-16531 15.00 

i. United States—Historiography. 2. 
Historians—United States. I. Title. 
Prepared from C.L-P. 


HOOVER, Irwin Hood, 
1871-1933. 
Forty-two years in the White House. 
Westport, Conn., Greenwood Press [1974, 
c1934} p. cm. ISBN  0-8371-7602-6 
Reprint of the ed. published by Houghton 
Mifflin, New York. [E176.1.H78 1974] 74- 
7938 16.25 
1. Hoover, Irwin Hood, 1871-1933. 2. 
Presidents—United States Biogtaphy. 3. 
Washington, D.C. White House. I. Titie. 
Prepared from C.I.P. 


973.0992 B 


900 HISTORY 

WEISE, Arthur James, 1838- 973.1 
1910orl11. 

The discoveries of America to the year 
1525. Boston, Milford House [1974] p. 
ISBN 0-87821-234-5 Reprint of the 1884 
ed. published by Putnam, New York. 
Includes bibliographical references. 
fE101.W42 1974] 73-15546 40.00 (lib. 
bdg.) 
1. America—Discovery and exploration. L 
Title. 
Prepared from C.I.P. 


MILLER, John Chester, 1907- 973.2 
This new man, the American; the 
beginnings of the American people, by 
John C. Miller. New York, McGraw-Hill 
[1974] xii, 719 p. 24 cm. ISBN 0-07- 
042051-3 Bibliography: p. 672-687. 
[E188.M54] 73-17238 15.00 

L United  States—History-—Colonial 
period, ca. 1600-1775. I. Title. 


GARRISON, Webb B. 973.3 
Sidelights on the American Revolution. 
Nashville, Abingdon Press [1974] p. cm. 
ISBN 0-687-38439-7 Bibliography: p. 
[E296.G26] 74-10981 5.95 

l. United States—History—Revolution, 
1775-1783—Anecdotes. I. Title. 

Prepared from C.I.P. 


GUTHMAN, William H. 973.3 
March to massacre; a history of the first 
seven years of the United States Army, 
1784-1791, by William H. Guthman, New 
York, McGraw-Hill [1974] p. cm. ISBN 
0-07-025297-1 Bibliography: [UA25.G93] 
73-22322 19.95 

1. United States. Army—History. 2. 
United  States—History—1783-1865. 3. 
United States—History, Military. 1. Title. 
Prepared from C.I.P. 


HIRSCH, S. Carl. 973.3°092’2 B 
Famous American revolutionary war 
heroes, by S. Carl Hirsch. Line drawings 
by Lorence Bjorklund. Chicago, Rand 
McNally [1974] p. cm. ISBN 0-528- 
82467-8 From the Boston Massacre 
through the Battle of Yorktown, traces the 
wartime activities of eight Revolutionary 
War Heroes central to the American cause. 
[E206.H57] 920 74-8469 4.95 

I. United  States—History—Revolution, 
1775-1783—Biography—Juvenile literature. 
I. Bjorklund, Lorence F., illus. I. Title. 
Prepared from C.I.P. Library binding 4.79, 
ISBN 0-528-82468-6. 


LEE, Susan. 973.3°092’2 B 
Sam and John Adams, by Susan and John 
Lee. Ilustrated by Chuck Mitchell. 
Chicago, Childrens Press [1974] p. cm. 
ISBN 0-516-04656-X (Heroes of, the 
Revolution) A biography of two cousins, 
one a leader in the American Revolution, 
the other the second President,’ ‘of the 
United States. [E302.6.A2L43] 920 74- 
8937 5.25 (lib. bdg.). 

I. Adams, Samuel, 1 722-1803— Juvenile 
literature. 2. Adams, John, Pres. U.S, 
1735-1826—Juvenile literature. I. Lee, 
John, joint author. I. Mitchell, Chuck, 
illus. HI. Title. 

Prepared from C.I.P. 


BEEMAN, Richard R. 973.3°092’4 B 
Patrick Henry; a biography [by] Richard R. 
Beeman. New York, McGraw-Hill [1974] 
p. cm. ISBN 0-07-004280-2 Includes 
bibliographic references. [E302.6.H5B44] 
74-11445 8.95 

1. Henry, Patrick, 1736-1799. 2. Virginia— 
History—Revolution, 1775-1783. 

Prepared from C.I.P. 
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AMMERMAN, David, 1938-- 973.3°116 
In the common cause: American response 
to the Coercive acts of 1774. 
Charlottesville, University Press of Virginia 
[1974] p. cm. ISBN  0-8139-0525-7 
[E210.A45] 74-2417 9.75 

1. United States—History—Revolution, 
1775-1783—Causes. I. Title. 

Prepared from C.I.P. 


BOWEN, Catherine 
Drinker, 1897- 
The most dangerous man in America: 
scenes from the life of Benjamin Franklin. 
Boston, Little, Brown [1974] p. cm. ISBN 
0-316-10396-9 ”An Atlantic Monthly 
Press book.” Bibliography: p. 

[E302.6.F8B79] 74-10658 8.95 
1. Franklin, Benjamin, 1706-1790. I. Title. 
Prepared from C.I.P. 


ALDERMAN, Clifford 
Lindsey. 

The war we could have lost. New York, 

Four Winds Press [1974] p. ISBN 0-590- 

07300-1 A discussion of the American 


973.320924 B 


973.3°3 


Revolution which investigates the 
succession of British blunders and 
emphasizes the heavy odds against 


Americani success. [E208.4387] 74-8334 
9 

1. United States—History—Revolution, 
1775-1783—Juvenile literature. I. Title. 
Prepared from C.I.P. 


cae Jean Poindexter, 
Lexington and Concord, 1775: what really 
happened. Illustrated with photos. by 
Barbara Cooney. New York, Hastings 
House [1974] p. cm. ISBN 0-8038-4292-9 
Bibliography: p. Examines what happened 
before, during, and after the first battles of 
the American Revolution and provides a 
tour through the sites that witnessed these 
ae (E241.L6C67] 74-11466 5.95 (lib. 
B. 

1. Lexington, Battle of, 1775—Juvenile 
diterature. 2. Concord, Battle of, 1775— 
Juvenile literature. I. Cooney, Barbara, 
1917- illus. If. Title. 

Prepared from C.I.P. 


KETCHUM, Richard M., 
1922- 

Decisive day; the battle for Bunker Hill 
[by] Richard M. Ketchum. Garden City, 
N.Y., Doubleday, 1974. xv, 282 p. illus. 24 
cm. ISBN 0-385-08691-1 ”An expanded 
and fully illustrated edition of The battle 
for Bunker Hill [lst ed, 1962)” 
Bibliography: p. 269-277. [E241.B9K4 
1974] 73-14051 10.00 

d. Bunker Hill, Battle of, 1775. i. Title. 


LODGE, Henry Cabot, 973.4°092'4 B 
1850-1924. 

Life and letters of George Cabot. New 

York, Da Capo Press, 1974 [c1877] p. cm 

ISBN 0-306-71001-3 Reprint of the 2d ed. 

published by Little, Brown, Boston. 

[E302.6.C11L8 1974] 71-124902 25.00 

i. Cabot, George, 1751-1823. 

Prepared from C.I.P. 


973.3311 


973,3°312 


LEE, Susan. 973.4°1'0924 B 
George Washington, by Susan & John Lee. 
Illustrated by Richard Wahl. Chicago, 
Childrens Press [1974] p. cm. ISBN 0- 
516-04654-3 (Heroes of the Revolution) 
An easy-to-read biography of the United 
States’ first President. [E312.66.L43] 74- 
8964 5.25 (lib. bdg.). 

i. Washington, George, Pres. U.S., 1732- 
1799-—Juvenile literature. I Lee, John, 
Joint author. I. Wahl, Richard, 1939- illus. 
I. Title. 

Prepared from C.I.P. 
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GOOLD-ADAMS, 
“Richard John Morton. 
John Foster Dulles; a reappraisal [by] 
Richard Goold-Adams. Westport, Conn., 
Greenwood Press [1974, ci962] p. cm. 
ISBN 0-8371-7638-7 Reprint of the ed. 
published by Appleton-Century-Crofts, 
New York. [E835.D85G6 1974] 74-9272 
13.75 (lib. bdg.) 

1. Dulles, John Foster, 1888-1959. 2. 
United States—Foreign relations—1953- 
1961. 

Prepared from C.I.P. 


WAYNE, Bennett. 973.5°092°2 B 
Men of the wild frontier. Edited, with 
commentary, by Bennett Wayne. 
Champaign, Iil., Garrard Pub. Co. [1974] 
p. cm. ISBN 0-8116-4905-9 (A Target 
book) Brief biographies of four men 
instrumental in opening up new American 
frontiers. [F454.B844] 920 73-13615 3.98 
(lib. bdg.) 

1. Boone, Daniel, 1734-1820-—Juvenile 
literature. 2. Jackson, Andrew, Pres. U.S., 
1767-1845—Juvenile literature. 3. 
Crockett, David, 1786-1836——-Juvenile 
literature. 4. Houston, Samuel, 1793- 
1863—Juvenile literature. I. Title. 

Prepared from C.I.P. 


MASON, Philip Parker, 
1927- ed. 

After Tippecanoe: some aspects of the War 
of 1812 [by] William T. Utter [and others] 
Edited, with a pref. by Philip P. Mason. 
Introd. by Fred Coyne Hamil. Plainview, 
N.Y., Books for Libraries Press [1974, 
c1963] p. cm. ISBN 0-518-10168-1 (Essay 
index reprint series) Reprint of the ed. 
published by Michigan State University 
Press, East Lansing. Includes 
bibliographical references. [E364.5.M3 
1974] 74-2242 9.50 

1. United States—History—War of 1812— 
Addresses, sermons, etc. I. Utter, William 
Thomas, 1895- IT. Title. 

Prepared from C.I.P. 


KLAMKIN, Marian. 973.5°4’0924 B 
The return of Lafayette, 1824-1825. New 
York, Scribner [1974] p. cm. ISBN 0-684- 
13887-5 Bibliography: p. [E207.L2K55] 74- 
8956 9.95 

J. Lafayette, Marie Joseph Paul Yves Roch 
Gilbert du Motier, Marquis de, 1757-1834. 
I. Title. 

Prepared from C.I.P. 


BAUER, Karl Jack, 1926- 973.6°2 
The Mexican War, 1846-1848, by K. Jack 
Bauer. New York, Macmillan [1974] p. 
cm. ISBN 0-02-507890-8 {The Wars of the 
United States) Bibliography: p. [E404.B37] 
74-3489 14.95 

i. United States—History—War 
Mexico, 1845-1848. I. Title. II. Series. 
Prepared from C.I.P. 


SANDBURG, Carl, 
1878-1967. 
Abraham Lincoln; the prairie years and the 
war years. New York, Harcourt Brace 
Jovanovich [1974] p. cm. (A Harvest 
book, HB 297) Includes bibliographical 
references, [E457.S215 1974] 74-8388 5.95 


973.421°092°4 B 


973.5°2 


with 


973.7°092’4 B 


L. P Abraham, Pres. U.S., 1809- 
18 
Prepared from C.LP. 


BORG, Dorothy, 1902- 
editor. 

Pearl Harbor as history, edited by Dorothy 

Borg and Shumpei Okamoto. New York, 
Columbia University Press [1974, c1973] 

vi, 801 p. 23 cm. ISBN 0-231-03734-1. 

”Studies of the East African Institute 


973.73°052 


i AMERICAN BUOK PUBLISHING KELUKD 


Columbia University” [E138.8.13B67] 72- 
10996 7.50 (pbk.) 

1. United States—Foreign relations—Japan. 
2. Japan—Foreign relations—United States. 
3. Pearl Harbor, Attack on, 1941. I. 
Okamoto, Shumpei, joint editor. IT. Title. 


ZINN, Jack. 973.731 
R. E. Lee’s Cheat Mountain campaign. 
Parsons, W. Va., McClain Print. Co., 1974. 
xiv, 230 p. illus. 23 cm. ISBN 0-87012- 


151-0 Bibliography: p. 217-221. 
‘[E472.6.Z56] 73- PAAS 9.75 
l. Cheat Mountain, W. Va, Battle of, 


1861. L Title. If. Title: Cheat Mountain 
campaign. 

Available from Jack Zinn, 102 Howard St., 
Nutter Fort, W. Va. 26301. 


SWORD, Wiley. 973.733 
Shiloh: bloody April. Foreword by S. L. A. 
Marshall. New York, Morrow, 1974. p. 
ISBN 0-688-00271-4 Bibliography: p. 
[E473.54.596] 74-7455 15.00 

1. Shiloh, Battle of, 1862. I. Title. 

Prepared from C.I.P. 


BROWN, Joseph Willard, 
b.18380r9. 

The Signal Corps, U.S.A. in the War of the 
Rebellion. Introd. by Paul J. Scheips. New 
York, Arno Press, 1974 [c1896] p. cm. 
ISBN g 0-405-06036-X 
(Telecommunications) Reprint, without pt. 
3 (Roster of Signal Corps, 1861-1865), of 
the ed. published by U.S. Veteran Signal 
Corps Association. [E608.B87 1974] 74- 
4670 43.00 

1. United States. Army. Signal Corps. 2. 
United States—History—Civil War, 1861- 
1865—Communications. I. Title. If. Series: 
Telecommunications (New York, 1974- ) 
Prepared from C.LP. 


SIMPSON, Harold B. 973.7464 
Hood’s Texas Brigade in reunion and 
memory, by Harold B. Simpson. Hillsboro, 
Tex., Hill Jr. College Press, 1974. xviii, 
369 p. illus. 24 cm. ISBN 0-912172-19-3 
(His Multi-volume history of Hood’s Texas 
Brigade, v. 3) Bibliography: p. 347-354. 
[E580.4.T4853] 74-77217 9.50 

i. Rood Texas Brigade Association. I. 
Title. 


973.741 


WEDDLE, Robert S. 973.7°464 
Plow-horse cavalry: the Caney Creek boys 
of the Thirty-fourth Texas. Text and 
photos. by Robert S. Weddle. [lst ed.] 
Austin, Tex., Madrona Press [1974] xvi, 
210 p. illus., map (on lining papers) 24 cm. 
Includes bibliographical references. [E580.6 
34th.W42] 74-75208 9.00 

I. Texas Cavalry. 34th Regiment, 1862- 
1865. Company E. 2. United States— 
History—Civil War, 1861-1865— 
Fenmenial histories—Texas Cavalry. L 

itle. 


KATZ, William Loren. 973.8 
An album of Reconstruction. IMustrated 
with pictures from the William Loren Latz 
[sic] collection. New York, Watts, 1974. 
86 p. “illus. 28 cm. ISBN 0-531-02701-5 
Bibliography: p. 84. Discusses the 
successes, failures, and collapse of the 
Reconstruction period. [E668.Ki7] 73- 
21933 4.33 (lib. bdg.). 

1. Reconstruction—Juvenile literature. I. 
Title. 


DANIELS, Jonathan, 
1902- 

Prince of carpetbaggers. Westport, Conn., 

Greenwood Press [1974, ci958] p. cm. 

ISBN 0-8371-7466-X Reprint of the ed. 

published by Lippincott, Philadelphia. 


973.80924 


OCTOBER 31,1974 re 
Bibliography: p. [E664.L673D36 1974] 74- 
3742 14.00 : 

1. Littlefield, Milton Smith, 1830-1899. 2. 
Reconstruction. I. Title. 

Prepared from C.LP. 


POLLARD, Edward Alfred, 
1831-1872. 
The lost cause regained. New York, G. W. 
Carleton, 1868. [New York, AMS Press, 
1374) p. cm. [E668.P64 1974] 70-174279 
8.50 


973.8'1 


1. Reconstruction. 2. Negroes. 3. United 
States-—-Politics and government—Civil 
War, 1861-1865. 4. United States—Politics 
and government—1865-1869. I. Title. 
Prepared from C.I.P. 


SHANNON, David A. 973.9 
20th century America [by] David A. 
Shannon. 3d ed. Chicago, Rand McNally 
College Pub. Co. [1974] 3 v. maps. 24 cm. 
Contents.—v. 1. The progressive era.—v. 2. 
The twenties and thirties—v. 3. World 
War II and since. Includes bibliographical 
references. [E741.847 1974] 73-10952 4.75 
(each). 

h United States—History—20th century. I. 

itle. 


EISENHOWER, Milton 
Stover, 1899- ~ 
The President is calling [by] Milton S. 
Eisenhower. Garden City, N.Y. 
Doubleday, 1974. p. cm. ISBN 0-385- 
01584-4 Bibliography: p. [E748.E3A36] 
73-9154 12.50 
1. Eisenhower, Milton Stover, 1899- 2. 
United States—Politics and government— 
20th century. 3. Presidents—United States. 
L Title. 
Prepared from C.I.P. 


973.90924 B 


HOOVER, Herbert Clark, 973.91°3 
Pres. U.S., 1874-1964. 
The Hoover- Wilson wartime 


correspondence, September 24, 1914, to 
November 11, 1918. Edited and with 
commentaries by Francis William O’Brien. 
[Ist ed.] Ames, Iowa State University 
Press, 1974. xxvi, 297 p. illus. 23 cm. 
ISBN 0-8138-0725-5 Bibliography: p. xiii- 
xv. [E802.H693} 74-7094 7.95 

1. Hoover, Herbert Clark, Pres. U.S., 1874- 
1964. 2. Wilson, Woodrow, Pres. U.S., 
1856-1924. 3. European War, 1914-1918— 
United States. I. Wilson, Woodrow, Pres. 
U.S., 1856-1924. If. O’Brien, Francis 
William, 1917- ed. LI. Title. 


THE Hoover 973.91°6'0924 
Presidency; a reappraisal. Edited by Martin 
L. Fausold and George T. Mazuzan. 
Albany, State University of New York 
Press, 1974. p. cm. ISBN 0-87395-280-4 
Papers presented at a conference held Apr. 
27-28, 1973 at State University College at 
Geneseo. Bibliography: p. [E801.H68] 74- 
13876 12.00 

1. Hoover, Herbert Clark, Pres. U.S., 1874- 
1964—-Cangresses. 2. United States-— 
Politics and government—1929-1933— 
Congresses. I. Fausold, Martin L., ed. I. 
Mazuzan, George T., ed. 

Prepared from C.I.P. 


ROOSEVELT, Elliott, 
1910- 
As he saw it. With a foreword by Eleanor 
Roosevelt. Westport, Conn., Greenwood 
Press (1974, c1946] p. cm. ISBN 0-8371- 
7609-3 Reprint of the ed. published by 
Duell, Sloan and Pearce, New York. 
[E807.R64 1974] 74-9044 13.00 
1. Roosevelt, Franklin Delano, Pres. U.S., 
1882-1945. 2. World War, 1939-1945— 
Congresses, conferences, etc. I. Title. 
Prepared from C.I.P. 


973.917 B 


WITTNER, Lawrence S. 973.92 
Cold-war America; from Hiroshima to 
Watergate [by] Lawrence Wittner. New 
York, Praeger [1974] p. cm. ISBN 0-275- 
50490-5 {New perspectives in American 
history) Bibliography: p. [E741.W8] 74- 
7885 12.50 

1. United States—History—1945- I. Title. 
Prepared from C.I.P. 


LYON, Peter, 

1915- 
Eisenhower: portrait of the hero. [1st ed.] 
Boston, Little, Brown [1974] xii, 937 p. 
illus. 24 cm. ISBN 0-316-54021-8 
Bibliography: p. 911-916. [E836.L96] 74- 
746 15.00 


973.921°092'4 B 


1. Eisenhower, Dwight David, Pres. U.S., 
1890-1969. I. Title. 


KALB, Marvin L. 973.9240924 B 
Kissinger. by Marvin Kalb and Bernard 
Kalb [1st ed.] Boston, Little Brown, 1974. 
xiii, 577 illus. 25 cm. [E840.8.K.58K34] 
745892 12.50 

1. Kissinger, Henry Alfred 2. United 
States—Foreign relations 1969- I. Kalb, 
Bernard, joint author. 


BANKS, Ronald F., comp. 974.1 
A history of Maine; a collection of 
readings on the history of Maine, 1600- 
1974, by Ronald F. Banks. 3d ed. 
Dubuque, Iowa, Kendall/Hunt Pub. Co. 
[1974] vii, 434 p. illus. 28 cm. ISBN 0- 
8403-0020-4 Includes bibliographical 
references. [F19.B3 1974] 74-77124 8.95 

1. Maine—History. I. Title. 


LOWANCE, Mason 
Ira, 1900- 
Increase Mather, by Mason I. Lowance, Jr. 
New York, Twayne Publishers [1974] p. 
cm. ISEN  0-8057-0477-9 (Twayne’s 
United States authors series, TUSAS 246) 
Pibliogiaphy: p. [F67.M4768] 73-21935 


1. Mather, Increase, 1639-1723, I. Title. 
Prepared from C.I.P. 


FURER, Howard B., 1934- 974.71 
New York: a chronological & documentary 
history, 1524-1970. Compiled and edited 
by Howard B. Furer. Dobbs Ferry, N.Y., 
Oceana Publications, 1974. v, 153 p. 24 
cm. ISBN 0-379-00610-3 (American cities 
chronology series) Bibliography: p. 135- 
149. Includes a chronology of historical 
events in the history of New York City 
from 1524 to 1970 and a selection of 
pertinent documents. [F128.3.F87] 74-3044 
7.50 

i. New York (City)—RHistory— 
Chronology. 2. New York (City)— 
History—Sources. I. Title. 


FANTEL, Hans. 974.8°02’0924 B 

William Penn; apostle of dissent. New 

York, Morrow [1974] p. cm. ISBN 0-688- 

00310-9 Bibliography: p. [F152.2.F36] 74- 

10626 7:95 

d. Penn; William, 1644-1718. 

Prepared from C.I.P. 

WILDES, Harry 974.8°02’0924.B 
Emerson, 1890- 

William Penn. New York, Macmillan 

AA : ISBN 0-02-628570-3 
F152.2.W46] 73-1857 12.95 

1. Penn, William, 1644-1718. 

Prepared from C.I.P. 


FINLAYSON, Ann. 
Colonial Maryland. [lst ed.) Nashville, 
Nelson [1974] ISBN  0-8407-7116-9 
Bibliography: p. A history of Maryland 
from its charter as Mary’s Land in 1632 to 
the end of the Revolutionary War and its 


974.4°02°0924 B 


975.2°02 


Ei i ‘ pees 900 HISTORY 
ceding of 69.25 square miles to the United 
States government for a capital territory. 
[F184.F56]} 74-4477 5.95 

i. Maryland—History—Colonial period, 
ca. 1660-1775—Juvenile literature. 2. 


Maryland—History—Revolution, 1775- 
1783—Juvenile literature. I. Title. 

Prepared from C.I.P. 

O’NEALL, John Belton, 975.739 


1793-1863. 
The annals of Newberry, in two parts; part 
first by John Belton O’Neall, part second 
by John A. Chapman. Baltimore, 
Genealogical Pub. Co., 1974. 816, vii p. 
ports. 23 cm. ISBN 0-8063-7992-8 Reprint 
of the 1892 ed. published by Aull & 


Houseal, Newberry, S.C. [F277.N505 
1974] 73-17361 21.00 
i. Newberry Co, S.C—History. I. 


Chapman, John Abney, 1821- IL. Title. 


HOUGH, Franklin 
Benjamin, 1822-1885, ed. 
The siege of Savannah, by the combined 
American and French forces under the 
command of Gen. Lincoln and the Count 
D’Estaing in the autumn of 1779. New 
York, Da Capo Press, 1974. p. cm. ISBN 
0-306-70619-9 (The Era of the American 
Revolution) Reprint of the 1866 ed. 
published by J. Munsell, Albany. 
[E241.S26H8 1974] 77-165683 15.00 
1. Savannah, Ga.—Siege, 1779. I. Title. 
Prepared from C.I.P. 


COX, Merlin G., 1914- 975.9'06 
Florida: from secession to space age [by] 
Merlin G. Cox and J. E. Dovell. St. 
Petersburg, Fla., Great Outdoors Pub. Co. 
[1974] p. cm. ISBN  0-8200-1027-8 
[F316.C84] 74-553 7.95 

1. Florida—History—1865- I. Dovell, 
Junius Elmore, 1911- joint author. IL Title. 
Prepared from C.I.P. 


975.8°724 


CALDWELL, Mary French. 976.8 
Tennessee: the dangerous example; 
Watauga to 1849. Nashville, Aurora 


Publishers [1974] xv, 384 p. illus. 26 cm. 
ISBN_0-87695-163-9 Bibliography: p. 345- 
352. [F436.C25] 73-76527 11.95 
1. Tennessee—History. I. Title. 


WILLIAMS, Samuel Cole, 
1864-1947. 

Tennessee during the Revolutionary War. 
With an introd. by Frank B. Williams, Jr., 
and index by Muriel C. Spoden. Knoxville, 
University of Tennessee Press [1974, 
1944] xxx, 290 p. illus. 24 cm. ISBN 0- 
87049-155-5 Reprint of the ed. published 
by Tennessee Historical Commission, 
Nashville, With new introd., maps, and 
index. "A bibliography of the historical 
writings of Samuel Cole Williams, 
compiled by Pollyanna Creekmore”: p. xvi- 
xxii, [E263.T4W54 1974] 74-4377 8.75 

1. Tennessee—History—Revolution, 1775- 
1783. I. Title. 


FURER, Howard B., 1934- 977.311 
Chicago: a chronological & documentary 
history, 1784-1970. Compiled and edited 
by Howard B. Furer. Dobbs Ferry, N.Y., 
Oceana Publications, 1974. v, 153 p. 24 
em. ISBN 0-379-00609-X (American cities 
chronology series) Bibliography: p. 139- 
150. A chronological history of Chicago, 
its growth and development, including 
pertinent documents. [F548.3.F87] 74-3078 
7.50 

FA Chicago—History—Chronology. 2. 
Chicago—RHistory—Sources. I. Title. 


STONEHOUSE, 977.4°997'04 
Frederick. 
Isle Royale shipwrecks. Marquette, Mich., 


976.803 


129 


FICTION 


Harboridge Press [1974] 60 p. illus. 22 cm. 
Bibliography: p. 57-59. [F572.18S86] 74- 
163657 2.75 (pbk.) 
i. Shipwrecks—Isle Royale. 2. Isle 
Royale—History. I. Title. 


BALFOUR, Conrad, 
1928- 

A sack full of sun. Minneapolis, Dillon 

Press [1974] 169 p. facsim. 21 cm. ISBN 

0-875 18-074-4 Autobiographical. 

[E185.97.B2A36] 74-8763 6.95 

1. Balfour, Conrad, 1928- I. Title. 


DANA, Julian, 979.4°03°0924 B 
1907- 

Sutter of California; a biography. Westport, 

Conn., Greenwood Press [1974] p. cm. 

ISBN 0-8371-7644-1 Reprint of the 1934 

ed. published by the Press of the Pioneers, 

New York. Bibliography: p. [F865.S948 

1974] 74-11308 19.50 

1. Sutter, John Augustus, 1803-1880. I. 

Title. 

Prepared from C.I.P. 


TIME-LIFE Books. 979.404 
The forty-niners. By the editors of Time- 
Life Books, with text by William Weber 
Johnson, New York [1974] 240 p. illus. 28 
cm. (The Old West) Bibliography: p. 236- 
237. [F865.T55 1974] 73-88997 9.95 

1. California—History——-1846-1850. 2. 
California—-Gold discoveries. I Johnson, 
William Weber, 1909- II. Title. IIT. Series: 
The Old West (New York) 


STOAN, Stephen K. 987’.04°0924 

Pablo Morillo and Venezuela, 1815-1820 

by] Stephen K. Stoan. Columbus, Ohio 
tate University Press [1974] p. cm. ISBN 

0-8142-0219-5 Bibliography: p. 

[F2274.M853S83] 74-11468 13.00 

1. Morillo y Morillo, Pablo, marques de la 


977.6°05°0924 B 


Puerta, 1778-1837. Venezuela— 
History—War of Independence, 1810- 
1823. I. Title. 

Prepared from C.I.P. 

FICTION 

* ALDRICH, Joanne Gille. FIC 


Summer romance. New York, Avalon 
Books [1974] 189 p. 20 cm. (Avalon 
romances) 4.50 

L Title. 


AMOS, Betty A. FIC 

Wayward and searching, by Betty A. 

Amos. Nashville, Tenn., Aurora Publishers 

[1974] x, 277 p. 23 cm. ISBN 0-87695- 
` 169-8 [PZ4.A519Way] [PS3551.M6] 

813°.5°4 73-93412 5.95 

I. Title. 


ASHTON, Sharon. FIC 
The Santa Ana wind. {lst ed.] Garden 
City, N.Y., Published for Crime Club by 


Doubleday, 1974. p. cm. ISBN 0-385- 
08214-2 [PZ4.A8297San] [PS3551.844] 
813'.5°4 74-2787 4.95 

E Title. 

Prepared from C.I.P. 

BAINBRIDGE, Beryl, 1933- FIC . 


The secret glass. New York, G. Braziller 
{1974, c1973] 152 p. 22 cm. ISBN 0-8076- 
0746-0 London ed. published in 1973 
under title: The dressmaker. [PZ4.B162Se] 
ral 823°.9°14 73-93608 5.95 

. Title. 


BECKER, Mary Kay. FIC 
Superspill; an account of the 1978 
grounding at Bird Rocks, by Mary Kay 
Becker and Patricia Coburn. Seattle, 


130 


Madrona Press [1974] 161 p. map. 21 cm. 
[PZ4.B3954Su] [PS3552.E] 813.54 74- 
76954 3.95 

I. Coburn, Patricia, joint author. IT. Title. 


BRAUTIGAN, Richard. FIC 
The Hawkline monster; a gothic western. 
New York, Simon and Schuster [1974] p. 
cm. ISBN 0-671-21809-3 [PZ4.B826Haw] 
[PS3503.R2736] 813’.5°4 74-6204 3.95 

L Title. 

Prepared from C.I.P. 


BRON TE, Charlotte, 
1855. 

Shirley. Edited by Andrew and Judith 
Hook. [Harmondsworth, Eng., Baltimore] 
Penguin Books [1974] 622 p. 19 cm. ISBN 
0-14-043095-4 (Penguin English library) 
Bibliography: p. [35] [PZ3.B790Sh34] 
[PR4167.852] 823.8 743-176309 2.50 
(pbk.). - 

L Title. 


1816- FIC 


BROPHY, Brigid, 1929- FIC 
The adventures of God in his search for 
the Black girl. [1st American ed.] Boston, 
Little, Brown [1974, c1973] 223 p. illus. 22 
cm. ISBN 0-316-10976-2 ”An Atlantic- 
Monthly Press boak.” Includes 
bibliographical references. [PZ4.B8735Ad3] 
[PR6052.R583] 823’.9°14 74-6362 7.95 

1. Title. 

Contents omitted. 


BUNIN, Ivan Alekseevich, 
1870-1953. 

The village. Authorized cranslation from 

the Russian of Ivan Bunin, by Isabel F. 

Hapgood. New York, H. Fertig, 1974. p. 

cm. Translation of Derevnia. Reprint of 

the 1923 ed., published by A. A. Knopf, 

New York. [PZ3.B8835Vi9] [PG3453.B9] 

891.7°3’3 74-4246 11.50 

I. Hapgood, Isabel Florence, 1850-1928, tr. 

I. Title. 

Prepared from C.I.P. 


BUNIN, Ivan Alekseevich, 
1870-1953. 

The well of days. Translated from the 

Russian by Gleb Struve and Hamish Miles. 

New York, H. Fertig, 1974. p. cm. 

Translation of Zhizn’ Arsen’eva: Istoki 

dnei. Reprint of the 1934 ed., published by 

A. A. Knopf, New York. [PZ3.B8835We9] 

[PG3453.B9] 891.7°3'3 74-4247 12.50 

i. Struve, Gleb, tr. I Miles, Hamish, 

1894-1937, tr. IH. Title. 

Prepared from C.I.P. 


FIC 


FIC 


BURLAND, Brian. FIC 

gee New York, Harper & Row [1974] 
cm. ISBN 0-06-010592-5 

PPzA. B9616Sur3] {PR9680.B4] 823.914 

74-1878 6.95 

1. Bermuda Islands—History—Fiction. I. 

Title. 

Prepared from C.I.P. 


CALDWELL, Taylor, pseud. ` FIC 
Glory and the lightning. 1st ed.] Garden 
City, N.Y., Doubleday, 1974. p. cm. ISBN 
0-385-06731-3 [PZ3.C12743Gi] 
[PS3505.A364] 813°.5°2 74-6988 6.95 

1. Aspasia—Fiction. 2. Pericles, 499-429 
B.C—Fiction. I. Title. 

Prepared from C.I.P. 


CARROLL, Gladys Hasty, 1904- FIC 
Next of kin. [lst ed.] Boston, Little, Brown 
[1974] p. cm. ISBN 0-316-13005-2 
[PZ3.C2354Nh] [PS3505.A77533] 813.52 
74-12269 7.95 

I. Title. 

Prepared from C.I.P. 


AMERICAN BOOK PUBLISHING RECORD ~ 


CASHMAN, John. “FIC 
The cook general; an account of the 
Barnes mystery of 1879. [ist ed.]: New 
York, Harper & Row [1974] p. cm. ISBN 
0-06-010658-1 [PZ4.C3412Co03] 
[PR6053.A4822] 813’.5°4 74-1879 8.95: 

1. Webster, Katherine, 1849-1879---Fiction. 
I. Title. 

Prepared from C.I.P. 


CATHER, Willa Sibert, 
1947. 

Friend of my springtime; a classic story of 
friendship. Illustrated by Arlene Noel. 
[Kansas City, Mo., Hallmark Cards, 1974] 
44 p. col. illus. 25 cm. ISBN 0-87529-342- 
5 (Hallmark crown editions) 
[PZ3.C2858Fr4] [PS3505.A87] 813’.5’2 73- 
76065 4.00 

LI Neel, Arlene, illus. If. Title. 


CHANDLER, David. FIC 
The gangsters. New York, Morrow [1974] 
. ISBN 0-688-00314-1 [PZ4.C4554Bl] 

[PS3553.H27] 813°.5°4 74-8727 8.95 

L Title. 

Prepared from C.I.P. 


1873- FIC 


CHEKHOV, Anton Pavlovich, FIC 
1860-1904. 

Seven stories. Translated with an introd. 

by Ronald Hingley. London, New York, 

Oxford University Press, 1974. xxi, 242 p. 

21 cm. ISBN 0-19-281159-2 (OXford 

paperbacks, 315) [PZ3.C3985Sgk] 

[PG3456.A15] 891.7°3°3 74-175888 3.95 

I. Hingley, Ronald, tr. 

Contents omitted. 


COHEN, Gary G. FIC 

Civilization’s last hurrah, by Gary G. 

ae Chicago, Moody Press [1974] 208 
cm. ISBN  0-8024-1567-9 

pza. poe [PS3553.0423] 813'.5°4 

73-15086 4.9 

I. Title. 


COOKSON, Catherine. FIC 
The Mallen lot. {lst ed] New York, 


Dutton, 1974. 309 p. 24 cm. 
[PZ4.C7735Maji3] [PR6053.0525] 
823.914 73-16393 7.95 
1I. Title. 

. COOPER, Morton, 1925- FIC 


The queen. Englewood Cliffs, N.J., 
Prentice-Hall [1974] 304 p. 24 cm. ISBN 
0-13-748202-7 [PZ4.C7786Qe] 
[PS3553.062] 813°.5°4 74-3341 7.95 

I Title. 


CORY, Desmond, 1928- FIC 
A bit of a shunt up the river. [lst ed. in 
the U.S.] Garden City, N.Y., published for 
the Crime Club by Doubleday, 1974. 187 


p. 22 cm. ISBN 0-385-01461-9 
[PZ4.C829Bi3] [PR6053.0774] 813.54 
73-10800 4.95 

I Title. 

CRAIG, John, 1921- FIC 


How far back can you get? [Ist ed.] 
Toronto, Garden City, N.Y., Doubleday, 
1974. p. cm. ISBN 0-385-00384-6 
[PZ4.C8858H03] [PR9199.3.C68] 813.574 
73-17594 6.95 

L. Title. 

Prepared from C.I.P. 


DANIELS, Mary, 1937- ° FIC 
Morris. New York, Morrow, 1974. p. cm. 
ISBN 0-688-00282-X [HF6146.T42D35] 
659.14°3°0973 74-9633 4.95 

i. Television advertising—United States. L 
Title. 

Prepared from C.I.P. 


~ OCTOBER 31,1974 


DAVIS, John Gordon. ; FIC 
The tyear of the hungry tiger. [lst ed.] 
Garden City, N.Y., Doubleday, 1974 [i.e. 
1975,.c1974] p. cm. ISBN 0-385-06933-2 
(P24.D26195Ye3] 823.914  73-83623 


1. Hongkong—RHistory—Fiction. I. Title. 
Prepared from C.I.P. 


DENNISTON, Elinore, 1900- FIC 
The brownstone house, by Rae Foley. New 
York, Dodd, Mead [1974] 210 p. 21 cm. 
ISBN 0-396-06970-3 (A Red badge novel 
of suspense) [PZ3.D426Bt] [PS3554.E56] 
813.54 74-3786 5.95 

Í. Title. 


DE VRIES, Peter. FIC 
The glory of the hummingbird; a novel. 
[lst ed.] Boston, Little, Brown [1974] p. 
cm. ISBN 0-316-18199-4 [PZ3.D4998.GI] 
813.52 74-9796 7.95 

T. Title. 

Prepared from C.I.P. 


DICKSON, .Gordon R. FIC 
Ancient, my enemy [by] Gordon R. 
Dickson. [Ist ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
05202-2 Contents.—Ancient, my enemy.— 
The odd ones.—The monkey wrench.— 
Tiger green.—The friendly man.—Love me 
true.—Our first death.—In the bone.—The 
bleak and barren land. [PZ4.D553An] 
[PS3554.1328] 813°.5°4 74-4871 6.95 

1. Science fiction, American. I. Title. 
Prepared from C.I.P. 


DOBLER, Bruce. FIC 
Icepick: a novel about life and death in a 
maximum security prison. [1st ed.] Boston, 
Little, Brown [1974] p. cm. ISBN 0-316- 


18915-4 [PZ4.D635Ic] [PS3554.016] 
813'.5°4 74-10885 7.95 

I. Title. 

Prepared from C.I.P. 

DOLINER, Roy. FIC 


For love or money. New York, Simon and 
Schuster [1974] p. cm. ISBN 0-671- 


21818-2 [PZ4.D665Fo] [PS3554.045] 
813’.5 74-8835 6.95 

L. Title. 

Prepared from C.I.P. 

DROVOTA, Mojmir. FIC 


Solitaire. Columbus, Ohio State University 


Press [1974] ISBN — 0-8142-0212-8 
[PZ4.D7953S0] [PS3554.R774] 813°.5°4 
74-9557 6.00 

I. Title. 

Prepared from C.I.P. 

DUNCAN, Jane. FIC 


My friends the Misses Kindness. London, 
Macmillan, 1974. 253 p. 20 cm. ISBN 0- 
333-15774-5 [PZ4.D9116Myf3] 
{[PR6054.U46] 823°.9°14 74-171231 

I. Title. 

Distributed by St. Martins Press; 6.50. 


*DUNNE, Mary Collins. FIC 
Standby nurse. New York, Avalon Books 
[1974] 190 p. 20 cm. (Avalon nurse 
stories) 4.50 

Ł Title. 


EKLUND, Gordon, FIC 
Inheritors of Earth, by Gordon Eklund and 
Poul Anderson. [ist ed.] Radnor, Pa., 
Chilton Book £o. [1974] p. cm. ISBN 0- 
8019-6071-1 Based upon the story 
Incomplete superman by P. Anderson. 
[PZ4.E3477In] [PS3555. E5) 813.54 74- 
10553 6.50 

I. Anderson, Poul, 1926- joint author. I. 
Title. 

Prepared from C.I.P. 


rte 


t: 


*EVAN, Paul. FIC 
Gunsmoke over Sabado. New York, 
Avalon Books [1974, c1955] 256 p. 20 cm. 
(Avalon Westerns) 4.50 

I. Title. 


FAIRCHILD, William. FIC 
The Swiss arrangement. New York, St. 
Martin’s Press [1974, c1973] 190.p. 21 cm. 
[PZ4.F168Sw3] [PR6011.A395] €13.54 
73-87415 6.95 

L Title. 


FARRIS, John. FIC 
Sharp practice; a novel. New York, Simon 
and Schuster [1974] p. cm. ISBN 0-671- 
21832-8 [PZ4.F2493Sh] [PS3556.A777] 
813'.5°4 74-8991 6.95 

I. Title. 

Prepared from C.I.P. 


FERMAN, Edward L., comp. FIC 
Final stage; the ultimate science fiction 
anthology. Edited by Edward L. Ferman & 
Barry . Maizberg. New York, 
Charterhouse [1974] x, 309 p. 22 cm. 
ISBN 0-88327-035-8 [PZ1.F386Fi} 
[PS648.S3] 813’.0876 73-91122 7.95 

i. Science fiction, American. 2. Authors, 
American—Bio-bibliography. I. Malzberg, 
Barry N., joint comp. IT. Title. 


FERRARS, E. X. FIC 
Hanged man’s house [by] E. X. Ferrars. 
[ist ed. in the U.S.] Garden City, N.Y., 
Published for the Crime Clirb by 
Doubleday, 1974. 188 p. 22 cm. ISBN 0- 
385-09621-6 [PZ3.B81742Han3] 
[PR6003.R458] 823’.9°12 73-14045 4.95 

I. Title. 


FOWLES, John, 1926- FIC 
The ebony tower. [lst ed.] Boston, Little, 
Brown [1974] p. cm. ISBN 0-316-29093-9 
[PZ4. F788Eb3] [PR6056.085] 823'.9°14 
74-10952 7.95 

I. Title. 

Prepared from C.I.P. 


FRIPDMAN, Bernard Harper, 
1926- 

Museum; a novel, by B. H. Friedmen. [1st 
ed.] New York, Fiction Collective; 
{distributed by G. Braziller, 1974] 156 p. 
23 cm. ISBN 0-9145¢0-02-2 
(PZ4.F8985Mu] [PS3556.R498] 813.54 
7174-77778 7.95 

I. Title. 

Pbk. 3.95, ISBN 0-914590-03-0. 


FRY, Alan. FIC 
The burden of Adrian Knowle. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
cm. ISBN 0-385-07464-6 [PZ4.F9457Bu3] 
(PR9199.3.F78] 813°.5'4 74-2716 5.55 

of Title. k 

“Prepared from C.I.P. of 


FIC 


“GARDNER, Erle Stanley, *1889- 
70. 
The case of the murderer’s bride and other 
stories. Edited and with introd. by Ellery 
Queen. New York, Davis Publizations 
(1974] 188 p. 20 cm. (Ellery Queen 
presents, no. 5) [PZ3.G1714Calam4] 
ra ina ae 813.52 74-175913 1.35 
bk 


FIC 


1. Detective and mystery stories, 
American. I. Queen, Ellery, pseud., ed. H. 
Title. 

Contents omitted. 


“GLASS, Joanna M FIC 
i Reflections on a mountain summer. by 
{Joanna M. Glass. New York, Knopf, 1974. 
306 p. 22 cm. ISBN 0-394-48919-5 
[PZ4.G55] [[PS3557.L33]] 817.54 74- 
7221 6.95 


FICTION 
L. Title. 


GODWIN, Gail. FIC 
The odd woman. {lst ed] New York, 
Knopf, 1974. p. ISBN 0-394-48928-4 
[PZ4.G5760d] [PS3557.0315] 813°.5°4 74- 
8552 8.95 

L Title. 

Prepared from C.I.P. 


GOLDMAN, William, 1931- FIC 
Marathon man. New York, Delacorte 
Press [1974] p. cm. ISBN 0-440-05327-7 
[PZ4.G635Mar] [PS3557.0384] 8137.5°4 
74-10893 7.95 

L Title. 

Prepared from C.I.P. 


GORDON, Mildred. FIC 
Catnapped! The further adventures of 
undercover cat, by the Gordons. [lst ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
cm. ISBN 0-385-08901-5 [PZ3.G6567Cav] 
[PS3557.067] 813°.5°4 74-5915 5.95 

I Gordon, Gordon, joint author. IT. Title. 
Prepared from C.I.P. 


GOULART, Ron, 1933- FIC 
Odd job #101, New York, Scribner [1974] 
p. cm. ISBN 0-684-13996-0 [PZ4.G6920d] 
[PS3557.085] 813°.5°4 74-10853 5.95 

1. Science fiction, American. I, Title. 
Prepared from C.I.P. 


HELLER, Joseph. FIC 
Something rie ee [ist ed.] New York, 
Knopf, 1974. p. ISBN 0-394-46568-7 
[PZA H47665S0] 813°.5°4 74-8550 10.00 

I. Title. 

Prepared from C.I.P. 


HOLLAND, Cecelia, 1943- FIC 
Great Maria. [1st ed.] New York, Knopf, 
1974, ; ISBN 0-394-48509-2 
[PZ4.H733Gr] [PS3558.0348] 813.54 74- 
8551 8.95 

I. Title. 

Prepared from C.I.P. 


*HOLLOWAY, Teresa. FIC 
The unwilling witness. New York, Avalon 
Books [1974] 191 p. 20 cm. (Avalon 
romances) 4.50 

I Title. 


HONIG, Donald. FIC 
Illusions. [lst ed.] Garden City, N.J., 
Doubleday, 1974. 501 p. 22 cm. ISBN 0- 


385-08912-0 [PZ4.H773I] [PS3558.05] 
813'.5°4 73-10859 8.95 

L Title. 

HOPKINS, Harrison. FIC 
Grand rounds. Boston, Little, Brown 
[1974] p. ISBN 0-316-37271-4 ”An 
Atlantic Monthly Press book.” 


[PZ4.H79415Gr}] [PS3558.06347] 813.54 
74-8924 7.95 t 
I. Title. 

Prepared from C.I.P. 


HUFFAKER, Clair. FIC 
One time, I saw morning come home;:a 


remembrance. New York, Simon and 
Schuster [1974] p. cm. ISBN 0-671- 
21827-1 [PZ4.H8880n] [PS3558.U325] 
813.54 74-8342 7.95 

I. Title. 

Prepared from C.I.P. 

HULL, Victor. FIC 


Dressed in black. Philadelphia, Dorrance 
[1974] 228 p. 22 cm. ISBN 0-8059-1963-5 
[PZ4.H9163Dr] [PS3558.U398] 813.54 
73-90095 6.95 

I. Title. 
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FICTION 


HUNTER, Evan, 1926- FIC 
Streets of gold. {lst ed.] New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
012012-6 [PZ4.H945Sv} [PS3515.U585] 
813°.5'4 74-6980 8.95 

T. Title. 

Prepared from C.LP. 


HYMAN, Ann. FIC 
The Lansing legacy. New York, D. McKay 
Co. [1974] 309 p. 22 cm. ISBN 0-679- 


50465-6 [PZ4.H995Lan] ([PS3558.Y46] 

813'.5°4 74-77332 7.95 

L Title. 

HYNE, Charles John Cutcliffe FIC 
Wright, 1866-1944. 


The lost continent. Introd. by L. Sprague 

De Camp. aan O. Train, 1974. 

xiii, 352 p. 20 cm. [PZ3.H998L09] 

[PR6015. -Y6] 823’.9°12 74-176221 6.50 
itle. 


JACKMAN, Oliver. FIC 
Saw the house in half, a novel. 
[Washington, Howard University Press, 
1974] é ISBN 0-88258-010-8 
(PZ4.J124Saw3] [PR9230.9.J3] 823 73- 
88971 7.95 

I. Title. 

Prepared from C.LP. 


JACKS, Oliver. FIC 
Man on a short leash. New York, Stein 
and Day [1974] 192 p. 22 cm. ISBN 0- 
8128-1684-6 (PZ4.31247Man] 
[PS3560.A177] 813°.5’4 73-92189 6.95 

L Title. 


JAFFE, Rona. FIC 
Family secrets; a novel. New York, Simon 


and Schuster [1974] p. ISBN 0-671- 
21842-5 [PZ4.J2Fao] [PS3519.A453] 
813°.5'4 74-9893 9.95 

I. Title. 

Prepared from C.I.P. 

*JAMES, Dan. FIC 
Gunsmoke mesa. New York, Avalon 


Books [1974, c1955] 253 p. 20 cm. 
(Avalon westerns) 4.50 
L Title. 


JOHNSON, Charles, 1948- FIC 
Faith and the good thing. New York, 
Viking Press [1974] p. cm. ISBN 0-670- 
30569-3 [PZ4.J6684Fai3] [PS3560.03733] 
8137.5°4 74-11 6.95 

L Title. 

Prepared from C.I.P. 


JOHNSON, James Leonard, 1927- FIC 
A piece of the moon is missing; a new 
code name Sebastian novel [by] James L. 
Johnson. [lst ed.] Philadelphia, A. J. 
Holman Co. [1974] 224 p. 23 cm. ISBN 0- 
87981-025-4 [PZ4.J6917Pi] [PS3560.0379] 
813°.5°4 74-8579 6.95 

T. Title. 


JONES, Gayle. FIC 
Corregidora. [ist ed.] New York, Random 
House [1974] p. cm. ISBN 0- 394-49323-0 
(PZ4. 17334Co] TPS3560. 0483] 813°.5°4 74- 
8476 5.9 

£ Title. 

Prepared from: C.I.P. 


JONES, Mervyn. FIC 
Twilight of the day. New York, Simon and 
Schuster [1974, c1973] p. cm. ISBN 0- 
671-21815-8 [PZ4.3777Tw3] 
[PR6060.056] 823’.9'14 74-6137 8.95 

L Title. 

Prepared from C.I.P. 


JOSHI, Arun. FIC 
The apprentice. New York, Asia Pub. 
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' 


House [1974] 208 p. 19 cm. ISBN 0-210- 
40558-9 [PZ4. 185Ap] [PR9499.3.J6] 823 
74-175112 4.50 

T. Title. 


JUFFE, Mel. FIC 
eae New York, Viking Press [1974] 265 

21 em. ISBN 0-670-31743-8 
[pes pera [PS3560.U45] 813.54 73- 


T Bae 


KELLEY, Edith Summers. FIC 
The devils hand; a novel. With an 
afterword by Matthew J. Bruccoli and a 
postscript by Patrick Kelley. Carbondale, 
Southern Illinois University Press [1974] 
p. cm. ISBN _ 0-8093-0675-1 (Lost 
American fiction) [PZ3.K2868De] 
[PS3521.E4117] 813°.5’2 74-10552 8.95 

I. Title. 

Prepared from C.I.P. 


KIMBROUGH, Emily, 1899- FIC. 
Time enough. Drawings by Mircea Vasiliu. 
[lst ed.] New York, Harper & Row [1974] 
p. cm. ISBN 0-06-012364-8 (A Cass 
Canfield book) (PZ3.K5696Ti] 
(PS3521.1457] 813°.5°2 74-1823 7.95 

I. Title. 

Prepared from C.I.P. 


KINLEY, Phyllis. FIC 
Daughter in bondage. Anderson, Ind.. 
Warner Press (1974, c1961] 189 p. 18 cm. 
ISBN 0-87162-171-1 “A Portel Book” 
[PZ4.K538Dau] 1.50 (pbk.) 

I. Title. 

L.C. card number for original edition: 61- 
10354. 


KONVITZ, Jeffrey. FIC 
The sentinel New York, Simon and 


` 


Schuster [1974] p. cm. ISBN 0-671- 
21834-4 [PZ4.K8325Se] [PS3561.053] 
813.54 74-8984 7.95 

I. Title. 


Prepared from C.I.P. 


KOONTZ, Dean. FIC 
Surrounded, by Brian Coffey. Indianapolis, 
Bobbs-Merrill [1974] 167 p. 22 cm. ISBN 
0-672-51859-7 (A Black bat mystery) 
[PZ4.K8335Su] [PS3561.055] 813.54 73- 
11797 5.95 

I. Title. 


KURZ, Ron. FIC 
Lethal gas. New York, M. Evans [1974] 
247 p. 21 cm. ISBN 0-87131-147-X 
[PZ4.K9693Le] [PS3561.U77] 813°.5°4 73- 
91885 6.95 

T. Title. 


LANE, Jane, 1905- FIC 
Bridge of sighs. New York, John Day Co. 
[1974] p. cm. ISBN 0-381-98277-7 
[PZ3. ee era [PR6007.A237] 8237.9’ 12 
74-9360 7.95 

I. Mary, of Modena, consort of James I, 
King of Great Britain, 1658-171 §—Fiction. 
I. Title. 

Prepared from C.I.P. 


LAWRENCE, David Herbert, 
1885-1930. 

Love among the haystacks & other pieces. 
With a reminiscence by David Garnett. 
Plainview, N.Y., Books for Libraries Press 
[1974] p. ISBN 0-518-19074-9 Reprint of 
the 1930 ed. published by Nonesuch Press, 
London. Contents—Garnett, D. A 
reminiscence.—Love 
haystacks.—A chapel among the 
mountains—A hay hut among the 
mountains.—Once. [PZ3.L4345Lom6] 
[PR6023.A93] 823°.9°12 74-4124 9.25 

f, Title. 


FIC 


among the 


T AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.I.P. i 


LEONARD, Phyllis G. "FIC 
Prey of the eagle [by] Phyllis G. Leonard. 
New York, McKay [1974] 306 p. 22 cm. 
[PZ4.L5852Pr] [PS3562.E57] 815.54 74- 
79295 6.95 

I. Title. 


LEVIEN, Marion. FIC 
Odds on murder. Philadelphia, Dorrance 
[1974] 207 p. 22 cm. ISBN 0-8059-1971-6 
[PZ4.L66330d] [PR6062.E916] 823.914 
73-90641 7.95 

L Title. 


LEVIN, Meyer, 1905- FIC 
The spell of time; a tale of love in 
Jerusalem. Illustrated by Eli Levin. New 
York, Praeger [1974] p. cm. ISBN 0-275- 


05130-8 [PZ3.L578Sp] [PS3523.E799] 
813’.5'2 74-8050 5.95 

I. Title. 

Prepared from C.I.P. 

LEWIS, Philip C. FIC 


Horan; the story of the world’s first cure 
for sex [by] Philip C. Lewis. [ist ed.] New 
York, Harper & Row [1974] p, 
[PZ4. °.6743H0] [PS3562.E96] 813’.5’°4 14: 
13438 7.95 

L Title. 

Prepared from C.I.P. 


*LOGSDON, Patricia. FIC 
Nurse of the Ozarks. New York, Avalon 
Books [1974] 192 p. 20 cm. (Avalon nurse 
stories) 4.50 

IL Title. 


MACDONALD, John Dann, 1916- FIC 
A deadly shade of gold [by] John D. 
MacDonald. Philadelphia, Lippincott 
[1974, c1965] 336 p. 21 cm. ISBN 0-397- 


01032-X (The Travis McGee ver 
[PZ3.M14439Deam7] [PS3563.A28 
813°.5°4 73-20286 7.50 

L Title. 

MADDY, Yulisa Amadu, 1936- FIC 
No past, no present, no future. 


Washing eat Black Orpheus Press, 1974. 
p. cm. ISBN 0-87953-016-2 [PZ4.M1816 

No3] [PR9393.9.M3] 823 73-21793 9.50 

I. Title. 

Prepared from C.I.P. 


MARKFIELD, Wallace. FIC 
You could live if they let you. [Ist ed.] 
New York, Knopf, 1974. p. cm. ISBN 0- 
394-46056-1 [PZ4.M3453Yo] 
[PS3563.A664] 813’.5°4 74-8373 5.95 

L. Title. 


Prepared from C.I.P. 


MARLOWE, Derek. FIC 
omnes sister. New York, Viking Press 
[1974] p. cm. ISBN 0-670-65652-6 
[PZ4. elas [PR6063.A655] 823’.9°14 
74-3681 6.9 

I. Title. 

Prepared from C.I.P. 


MAUGHAN, A. M. FIC 
Young Pitt; a novel, by A. M. Maughan. 
New York, John Day Co. [1974] p. K 
ISBN 0- 381- 98276-9 _ Bibliography: 


[PZ4.M449Y03] [PR6063. A865] 
823.914 74-9363 7.95 
1. Pitt, William, 1759-1806—Fiction. 2. 


Great Paita tte, eet li, 1760- 
1820—Fiction. I. Title. 
Prepared from C.I.P. 


MAYBURY, Anne. FIC 
Jessamy Court. [lst ed] New York, 
Random House [1974] p. cm. ISBN 0- 


OCTOBER 31,1974 


394-49372-9 [PZ3.M45438Je3] 
[PR6063.A885] 823.914 T9613 6.95 

T. Title. 

Prepared from C.I.P. 


MOORCOCK, Michael, 1939- FIC 
The hollow lands. [lst ed.] New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
013002-4 Vol. 2 of a trilogy, The dancers 
at the end of time; v. 1 being An alien 


heat. [PZ4.M8185Hal3] [PR6063.059] 
8237.9'14 74-10770 6.95 

L. Title. 

Prepared from C.LP. 

MORICE, Anne. FIC 


Death of a heavenly twin. [New York] St. 
Martin’s Press [1974] 191 21 cm. 


[PZ4.M853Dg3] [PR6063.0743] 823°.9'14 . 


73-93170 6.95 
I Title. 


MUNRO, Alice. FIC 
Something I’ve been meaning to tell you...; 
thirteen . stories. Toronto, New York, 
McGraw-Hill Ryerson [1974] 246 p. 23 
cm. ISBN 0-07-077760-8 [PZ4.M969So] 
(PR9199.3.M8] 813’.5°4 74-187 6.95 

I. Title. 


*MUNSON, Kay FIC 
Come, take my hand New York, Avalon 
Books [1974] 189 p. 20 cm. (Avalon 
romances) 4.50 

I Title. 


NABOKOV, Viadimir 
Vladimirovich, 1899- 

Look at the harlequins! By Vladimir 

Nabokov. New York, McGraw-Hill [1974] 

p. em. ISBN 0-07-045738-7 [PZ3.N121Lp] 

813°.5°4 74-10677 7.95 

£ Title. 

Prepared from C.I.P. 


NESSEN, Maurice. FIC 
Orange power, black juice; a novel. [New 
York] Quadrangle/New York Times Book 
Co. [1974] 183 p. 25 cm. ISBN 0-8129- 


FIC 


0429-X  [PZ4.N465Or]  [PS3564.E8] 
813°.5°4 73-90181 7.95 

I. Title. 

NEWLOVE, Donald. FIC 


The drunks. [ist ed.] New York, Saturday 


Review Press, 1974. PPD 7410 
[PZ4.N5492Dr] [PS3564.E914] 813°.5°4 
74-4027 8.95 

I. Title. 

Prepared from C.I.P. 

NEWMAN, Leslie. FIC 
Gathering force; a novel. New York, 


Simon and Schuster [1974] p. cm. ISBN 
0-671-21850-6 [PZ4.N54955Gat] 
[PS3564.E9163] 813.54 74-10551 7.95 

I. Title. 

Prepared from C.I.P. 


NIVEN, Larry. FIC 
The mote in God’s eye, by Larry Niven 
and Jerry Pournelle. New York, Simon and 
Schuster [1974] p. cm. ISBN 0-671- 
21833-6 [PZ4.N734Mo]} [PS3564.19] 
813’.5’4 74-10723 9.95 

I. Pournelle, J. E, 1933- joint author. II. 
Title. —~ 

Prepared from c. LP. 


O'ROURKE, William. FIC 
The meekness Bae Isaac. [New York] 
Crowell, 1974. p. cm. ISBN 0-690-00299- 
8 [PZ4. 0748M] [PS3565.R65] 8137.5'4 
74-8372 5.95 

I. Title. 

Prepared from C.I.P. 


*OSBORNE, Juanita Tyree. FIC 
The wind-bells of Lovingwood. New York, 
Avalon Books [1974] 189 p. 20 cm. 
(Avalon romances) 4.50 

L. Title. 


PALMER, Edgar Zavitz, 1898- FIC 
The Plummers of Harmony Grove, by 
Edgar Z. Palmer. Richmond, Ind., Friends 
United Press [1974] ix, 173 p. illus. 21 em. 
ISBN 0-913408-12-3 (PZ4.P1733Pl] 
[PS3566.A52] 813’.5°4 74-8976 3.95 (pbk.) 
1. Friends, Society of—History—Fiction. I. 
Title. 


PARKER, Percy Spurlark. FIC 


‘Good girls don’t get murdered. New York, 


Scribner [1974] p. cm. ISBN 0-684-13907- 
3 [PZ4.P2427Go] [PS3566.A685] 813°.5°4 
74-10944 5.95 

I. Title. 

Prepared from C.I.P. 


PATTEN, Lewis B. FIC 
The angry town of Pawnee Bluffs [by] 
Lewis B. Patten. [lst ed.] Garden City, 
N.Y., Doubleday, 1974. p. cm. ISBN 0- 
385-09602-X [PZ4.P316An] [PS3566.A79] 
813°.5'4 74-2832 4.95 

I. Title. 

Prepared from C.I.P. 


PETESCH, Natalie L. M., 1924- FIC 
After the first death there is no other [by] 
Natalie L. M. Petesch. Iowa City, 
University of Iowa Press [1974] p. cm. 
ISBN 0-87745-050-1 [PZ4.P4877Af] 
[PS3566.E772] 813°.5°4 74-8851 7.95 

Í. Title. 

Prepared from C.I.P. Contents omitted. 


PICARD, Hymen Willem 

Johannes. 
Man of Constantia: a biographical novel on 
the life of Simon van der Stel [by] Hymen 
W. J. Picard. Cape Town, New York, 
Purnell [1973] xiv, 300 p. 22 cm. ISBN 0- 
360-00191-2 Bibliography: p. > 299-300. 
[PZ4.P593Man] [PR9369.3.P5] 823 73- 
76810 11.29 


FIC 


I. Stel, Simon van der, 1639-1723— 
Fiction. I. Title. 
PRICE, Eugenia. FIC 


Don Juan McQueen. (Georgia-Florida ed.] 
Philadelphia, Lippincott [1974] p. ISBN 0- 
397-01068-0 [PZ4.P9443Do03] 
[PS3566.R47] 813’.5'4 74-8942 8.95 

1. McQueen, John, 1751-1807—Fiction. I. 
Title. 

Prepared from C.I.P. 


PURDY, James. FIC 
The house of the solitary maggot. {ist ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
em. ISBN 0-385-04413-5 The second vol. 
of the trilogy, Sleepers in ‘moon-crowned 
valleys, of which the first vol. is Jeremy’s 
Nersion. [PZ4.P9853Ho] 813°.5°4 74-4866 
4.95 y 

I. Title. 

Prepared from C.I.P. 


RATSCHENKO, Valentina. . FIC 
Dosvidaniya; a story of love in revolution. 
Philadelphia, Dorrance [1974] 169 p. 22 
cm. ISBN 0-8059-1982-1 [PZ4.R237Do] 
(PS3568.A77] 813’.5°4 73-92808 6.95 

E Title. 


RAYNER, Claire. FIC 
The Haymarket. New York, Simon and 
Schuster [1974] p. cm. ISBN 0-671- 
21812-3 [PZ4.R2738Hay3] [PR6068. A949] 
823°.9°14 74-5137 8.95 f 

I. Title. 

Prepared from ‘C.I.P. 


' ISBN 


FICTION 


REED, Ishmael, 1938- FIC 
The last days of Louisiana Red. [ist ed.] 
New York, Random House [1974] p. cm. 
0-394-49188-2  [PZ4.R323Las] 
[PS3568.E365] 813°.5°4 74- 8699 5.95 

I. Title. 

Prepared from C.I.P. 


REED, Kenneth, 1944- FIC 
Mennonite soldier. Scottdale, Pa. Herald 
Press, 1974. p. cm. ISBN 0-8361-1734-4 
[PZ4.R3243Me] [PS3568. E3667] 813°.5'4 
74-1355 6.95 

L Title. 

Prepared from C.I.P. 


ROBERTS, Gildas O., 1932- FIC 
Angels of God, by Gildas O. Roberts. 
Philadelphia, Dorrance [1974] 76 p. 22 cm. 
ISBN .0-8059-1989-9 [PZ4.R64432An3] 
ee .3.R63] 823 73-93509 4.95 

ttle. 


ROBINSON, Jill, 1936- FIC 
Bed/time/story. [lst ed.] Be York, 
Random House [1974] cm. 


[PZ4.R66248Be] [PS3568. 028987 813.54 
74-8578 6.95 

I Title. 

Prepared from C.I.P. 


ROONEY, Frank. FIC 
Valedictory. New York, Harcourt, Brace, 
Jovanovich [1974] p. cm. [PZ4.R778Val] 
[PS3568.063] 813’.5’4 74-8371 6.95 

£ Title. 

Prepared from C.I.P. 


SAKOL, Jeannie. FIC 
New. Year’s Eve, a novel. [lst ed] 
Philadelphia, Lippincott [1974] p. cm. 
ISBN 0-397-01027-3 [PZ4.S153Ne] 
[PS3569.A455] 813°.5°4 74- 10892 8.95 

I. Title. ` 

Prepared from C.I.P. 


*SEARS, Ruth McCarthy. FIC: 
The house on the dunes. New York, 
Avalon Books [1974] 190 p. 20 cm. 
(Avalon romances) 4.50 ‘ 
I. Title. 


SHAH, Linda. FIC 
Refugee; a novel, by Linda and Khalid 
Shah. New York, Crowell [1974] p. cm. 
ISBN 0-690-00556-3 = [PZ4.S52665Re] 
(PS3569.H315] 813’.5°4 74-8820 7.95 

L Shah, Khalid, joint author. II. Title. 
Prepared from C.I.P. 


SHOCKLEY, Ann Allen. FIC 
Loving her; a novel. Indianapolis, Bobbs- 
Merrill [1974] 187 p. 22 cm. ISBN 0-672- 
51835-X [PZ4.S5586Lo] [PS3569.H568] 
813’.5°4 73-13226 6.95 

I. Title. 


*SMILEY, Virginia. 

The cove of fear. New York, Avalon 
Books [1974] 191 p. 20 cm. (Avalon 
romances) 4.50 

£ Title. 


SMITH, Wilbur A. FIC 
Eagle in the sky [by] Wilbur Smith. [1st 
ed. in the U.S. of America] Garden City, 


N.Y., Doubleday, 1974. p. ISBN 0-385- 
06648-1 [PZ4.S6596Ea3] [PR9405.9.S5] 
823 73-22792 7.95 r, 
L Title. f 
Prepared from C.I.P. 

SPIELBERG, Peter. FIC 


Twiddledum twaddledum; a novel. [1st ed.] 
New York, Fiction Collective; [distributed 
by G. Braziller, 1974] 196 p. 23 cm. ISBN 
0- Y14590. 04-9 PZ4.S7548Tw] 
[PS3569.P49] 813°.5°4 74-77779 7.95 
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JUVENILE 


L. Title. 
Pbk. 3.95, ISBN 0-914590-05-7. 


STONE, Robert. FIC 
Dog soldiers, a novel. Boston, Houghton 
Mifflin, 1974. p. cm. ISBN 0-395-18481-9 
[PZ4.S8789Do] [PS3569.T6418] 813.54 
74-11441 8.95 

I. Title. 

Prepared from C.I.P. 


STOREY, David, 1933- FIC 
A temporary life. New York, Dutton, 1974 
[c1973] 248 p. 22.cm. ISBN 0-525-21495- 
X [PZ4.88815Te3] [PR6069.T65] 823.914 
74-3632 6.95 


T. Title: 

TOPKINS, Katharine. FIC 
ll boom, by Katharine and Richard 
Topkins. [Ist ed.] New York, Random 
House [1974] 243 p. 22 cm. ISBN 0-394- 
48791-5 [PZ4.T67911] [PS3570.063] 


813'.5°4 73-20574 5.95 
I. Topkins, Richard, joint author. IT. Title. 


TUCKER, Allan James, 1929- FIC 
The squeeze [by] David Craig. New York, 
Stein and Day [1974] 158 p. 22 cm. ISBN 
0-8 128-1697-8 [PZ4.T89Se3] 
[PR6070.U23] 823°.9°14 73-92192 5.95 

L Title. 


TURIDU, S. J. FIC 
Hot day in heaven, by S. J. Turidu. [lst 
ed.] Brooklyn, Pageant-Poseidon [1974, 
c1973] 246 p. 22 cm. ISBN 0-8181-0314-0 
(PZ4.T929Ho] [PS3570.U63] 813:5°4 73- 
76981 6.75 

i. Title. 


VON BLOCK, B. W. ; FIC 
Oil by Jonathan Black. New York, 
Morrow [1974] p. cm. ISBN 0-688- 00293- 
3 [PZ4. 94530) (PS3572.042] 813.54 
74-10503 8.95 

I Title. 

Prepared from C.I.P. 


WAHTERA, John. FIC 
The happening; a carol for all seasons. [ist 
ed.] Boston, Little, Brown [1974, c1972] 
p. cm. ISBN 0-316-91750-8 ”An` Atlantic 
Monthly Press book.” [PZ4.W1374Hap3] 
[PS3573.A395] 813°.5°4 74-10830 4.95 

L Title. 

Prepared from C.I.P. 


WALDO, Edward Hamilton, 1918- FIC 
Case -and the Dreamer, by Theodore 
Sturgeon. Garden City, NY; kat 
Doubleday [1974] 152 


p. 
[PZ3.W1426Cas] [PS3573.A4218] ia 54 
74-166250 4.95 

I. Title. 

Contents omitted. 


WALPOLE, Horace, 4th Earl of 
Orford, 1717-1797. 

` Hieroglyphic tales. [Folcroft, Pa.] Folcroft 
‘Library Editions, 1974, p. cm. Reprint of 
the 1926 ed. published by E. Mathews, 
i` London. [PZ3.W165Hi20] [PR3757.W2} 
+11823’.6 74-16031 15.00 (lib. bdg.) 
‘il Title. 
! Prepared from C.I.P. 


ats 
WEST, Morris L., 1916- 
Harlequin, by Morris West. New York, 
“Morrow, 1974. p. cm. ISBN 0-688-00309- 
5 [PZ4.W519Har] [PR9619.3.W4] 823 74- 
8822 7.95 
I. Title. 
Prepared from C.I.P. 


WOODS, Sara, pseud. FIC 
Enter the corpse. New York, Holt, 
Rinehart and Winston [1974] p. cm. ISBN 
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FIC 


FIC 


` a 
è 


0-03-012266-X (A Rinehart ` 


suspense 
novel) [PZ4.W895E03] [PR6073.063] 
823.914 74-54 5.95 
I. Title. 
Prepared from C.I.P. 
WRIGHT, Grahame, 1947- FIC 


Jog Rummage. New York, Random House 
[1974] p. cm. ISBN 0-394-49484-9 
[PZ4.W9488Jo3] [PR6073.R49] 823.914 
74-9089 5.95 

i. Title. 

Prepared from C.I.P. 


ZACHARY, Hugh. FIC 
Tide; a novel of catastrophe [by] Zach 
Hughes. [New York] Berkley Pub. Corp; 


‘distributed by Putnam [1974] 186 p. 21 


cm. ISBN 0-399-11358-4 [PZ4.Z14Ti] 
[PS3576.A23] 8137.5°4 73-93733 5.95 
Í. Title. 


JUVENILE 


ALLAN, Mabel Esther. JUV 
Ship of danger. New York, Criterion 
Books [1974] p. cm. ISBN 0-200-00143-4 
Ejighteen-year-old Nella is delighted to 
accompany her purser father on his ship's 
Easter cruise but the trip proves more 
unsettling and dangerous than she or 
anyone else anticipated. [PZ7.A4Sh] [Fic] 
74-8986 5.95 

I. Title. 

Prepared from C.I.P. 


ANDERSON, Mary, 1929- JUV 
Just the two of them. Illustrated by Caz] 
Anderson. [1st ed.] New York, Atheneum, 
1974. 178 p. illus. 22 cm. ISBN 0-689- 


30402-1 In ‘Central Park Luis discovers - 


Mad Maggie with whom he finds 
adventure and a friendship both of them 
need. [PZ7.A5444Ju] [Fic] 74-75554 6.95 
I Anderson, Carl, 1931- illus. If. Title. 


ANDREWS, Julie. JUV 
The last of ‘the really great whangdoodles, 
by Julie Edwards. fist ed.] New York, 
Harper & Row [1974] 209 p. 24 cm. ISBN 
Q-06-021805-3 With help from an eccentric 
professor in giving their ‘maginations 
special intensive training, i ce children 
succeed in locating the last of the greet 
Whangdoodles and granting his heart's 
desire. [PZ7. A5673Las] [Fic] 73-5482 5.95 
I. Title. 

Library binding 5.11, ISBN 0-06-021806-1. 


ANNIXTER, Paul, pseud. JUY 
The best nature stories of Paul Annixter. 
[New York] L. Hill [1974] p. cm. ISBN C- 
88208-043-1.\\Sixteen short stories of 
animals in their natural habitats, from the 
jungles of Africa to the forests of North 


America. [PZ40. 3. A59Be] [Fic] 74- aot 
6.95 

1. Animals, Legends and storiés(of I Title. 
Prepared from C.I.P. ‘ule ? 
ARNOTT, Kathleen. "guy 
Dragons, ogres, and scary things; two 
African folktales. Drawings by Cary. 


Champaign, Ill, Garrad Pub. Co. [1974] 
[1974] p. cm. ISBN 0-8116-6978-5 Two 
tales, one about a magic drum with the 
power to make animals dance and another 
about a child-stealing ogre. [PZ8-1-A73Dr 
1974] 398.2°1°0967 E 74-9876 2.98 `" 

1. Tales, African. I Cary, Lous Fa 1915- 
illus. II. Title. 

Prepared from C.I.P. 


BAILEY, Carolyn Sherwin, 
1875-1961. 
Stories for every holiday. New York, 


JUV 


“AMERICAN BOOK PUBLISHING RECORD: * - 


Abingdon Press. Detroit, Gale RéSéarch 
Co., 1974. 277 p. 18 cm. Reprint of the 
1918 ed. Twenty-seven short stories ‘about 
twenty holidays throughout the? year. 
[PZ.7.B151Ste9] [Fic] 73-20149 14.062: 
1. Holidays—Juvenile fiction. I. Title. 


BEERS, Victor Gilbert, 1928- JUV 
A gaggle of green geese, by V. Gilbert 
Beers. Iliustrated by Juel Krisvoy. Chicago, 
Moody Press [1974] [26] p. col. illus. 20 x 
26 cm. ISBN 0-8024-2911-4 Describes in 
verse the collective terms used for family 
groups of various animals. Includes 
discussions of things families can do 
together. [PZ8.3.B393Gag] [E] 73-20885 
2.95 (pbk.) 

I Krisvoy, Juel, illus. II. Title. 


BEERS, Victor Gilbert, 1928- JUV 
Honeyphants and elebees, by V. Gilbert 
Beers. Illustrated by Juel Krisvoy. Chicago, 
Moody Press [1974] [26] p. col. illus. 20 x 
26 cm. ISBN 0-8024-3612-9 An elephant 
and a bee are convinced that the other’s 
life is better. [PZ8.3.B393Ho] [E] 73-20886 
2.95 (pbk.) 

I. Krisvoy, Juel, illus. II. Title. 


BEN-MORING, Alvin Lester, 
1931- 

Balthazar, the black and shining prince; a 
Christmas legend. Illustrated by John 
Gretzer. Philadelphia, Westminster Press 
[1974] 124 p. col. illus. 24 cm. ISBN 0- 
664-32554-8 An imaginary biography of 
Balthazar, the black prince and the third of 
the Magi. [PZ7.B425Bal] [Fic] 74-8177 
4.9 


JUV - 


I, Magi—Juvenile fiction. I. Title. 


BENNETT, Jay. JUV 
The dangling witness; a mystery. New 
York, Deiacorte Press [1974] p. ISBN 0- 
440-03483-3 An eighteen-year-old boy 
who witnesses a murder decides to keep 
quiet after he is threatened by the killer, 
but finds his silence increasingly hard to 
bear. [PZ7.B4399Dan] [Fic] 74-5502 4.95 
I. Title. * 
Prepared from C.I.P. 


*BERG, Leila. JUV 
The little car. Illus. by Gerald Rose. 
(Harmondsworth, Eng, Penguin, 1974, 


c1955] [92 p.] illus. 20 cm. ISBN 0-14- 
030682-X. (A Puffin book) 0.95 (pbk.) 

I. Title. 

Distributed by Penguin, Baltimore. 


BERNSTEIN, Margery. JUV 
How the sun made a promise and kept it; ` 
a Canadian Indian myth, retold by 
Margery Bernstein & Janet Kobrin. 
Illustrated by Ed Heffernan. New York, 
Scribner [1974] 40 p. illus. 24 cm. ISBN 0- 
684-13770-4 A Bungee Indian tale tells 
how, in releasing the captive sun in return 
for a promise, the beaver came to look like 
he does today. [PZ8.1.B4175Ho] 
398.2’6'09701 73-19363 4.95 (lib. bdg.) 


i. Kobrin, Janet, joint author. I. 
Heffernan, Ed, illus. IH. Title. 
BIEMILLER, Carl L. JUV 


Escape from the crater; more adventures of 
the hydronauts [by] Carl L.-Biemiller, [1st 
ed.] Garden City, N.Y., Doubleday [1974] 
rp. cm. ISBN 0-385-03254-4 Follows the 
further adventures of the four hydronauts 
-,as they revive a soldier preserved in ice 
:Since 1999, centuries before their time. 
[PZ7.B476Es] [Fic] 74-2714. 4.95; 5.70 (lib. 
bdg.) 

I. Title. 

Prepared from C.I.P. 


OCTOBER 31,1974 


BINZEN, Bill. JUV 
The Rory story. [lst ed.] Garden City, 
N.Y., Doubleday [1974] [32] p. illus. 21 x 
27 cm. IBEN a83 08752-7. A puppy 
describes daily activities. 
Pzr BS ig6R TE] 73-9011 4.50 

I. Title. 


BOLLIGER, Max. JUV 
The wooden man. Pictures by Fred Bauer. 
New York, Seabury Press [1974] p. cm. 
ISBN 0-8164-3129-9 Translation of Der 
Mann aus Holz. The sun, the wind, and 
the rain combine forces to defeat the 
wooden man who has been frightening the 
bird family with a gun. [PZ7.B635915Wo] 
[E] 74-1141 6.50 

L Bauer, Fred, illus. II. Title. 

Prepared from C.LP. 


BOND, Michael. JUV 
Paddington at the circus. Illustrated by 
Fred Banbery. [lst American ed.] New 
York, Random House [1974, c1973] p. 
cm. ISBN 0-394-82918-2 In this 
adventure, Paddington Bear goes to the 
circus and ends up as part of the trapeze 
act. [PZ7.B6368Pacd3] [E] 74-12267 1.95 
I. Banbery, Fred, illus. II. Title. 

Prepared from C.I.P. Library binding 3.77; 
ISBN 0-394-82918-7. 


BOTTNER, Barbara. JUV 
Fun house. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-13- 
345256-5 Nonsense poems and suggestions 


for humorous activities for children. 
TEA Bee set) [E] 74-8176 4.95 

Prepared from C.LP. 

BRINK, Carol (Ryrie) 1895- JUV 


The bad times of Irma Baumlein. Pictures 
by Trina Schart Hyman. New York, 
Collier Books [1974, c1972] 134 p. illus. 
20 cm. Summary: Irma’s lie about having 
the biggest doll in the world leads her into 
deeper and deeper trouble. [PZ7.B78Bad] 
1.25 (pbk.) 

I. Hyman, Trina Schart, illus. If. Title. 


L.C. card number for original ed.: 76- 
182018. 

BRINK, Carol (Ryrie) 1895- JUV 
Winter cottage. Drawings by Fermin 


Rocker. New York, Collier Books [1974, 
c1968] 178 p. illus. 20 cm. [PZ7.B78Wil] 


0.95 (pbk.) 

T. Title. 

L.C. card number for original ed.: 68- 
12086. 

BRINLEY, Bertrand R. JUV 


The big kerplop; a Mad Scientists’ Club 
adventure [by] Bertrand R. Brinley. 
Philadelphia, Macrae Smith Co. [1974] p. 
cm. ISBN  0-8255-1834-2 When the 
mysterious object that lands in the lake 
they’re fishing on turns out to be a bomb, 
a group of boys decide to find it 
themselves since no one pays attention to 
their story. [PZ7.B78013Br] [Fic] 73-21730 
5.75 (lib. bdg.) 

T. Title. 

Prepared from C.I.P. 


BULLA, Clyde Robert. JUV 
The wish at the top. Illustrated by Chris 
Conover. New York, Crowell [1974] p. 
cm. ISBN 0-690-00527-X Thinking that to 
rub the ball an top of the church steeple 
will make his wish for his mother’s 
happiness come true, a young boy climbs 
the steeple and then can’t get down again. 
[PZ7.B912Wi] [Fic] 74-5028 5.95 

£. Conover, Chris, illus. I. Title. 

Prepared from C.I.P. Library binding 6.70; 
ISBN 0-690-00528-8. 


BUNTING, Anne Eve. JUV 
Barney the Beard, by Eve Bunting. 
Ilustrated by Imero Gobbato. New York, 
Parents’ Magazine Press [1974} p. cm. 
Barney the Beard, the best baker in town, 
shaves off his‘ beard in hopes of being 
renamed Barney the Baker. But the 
townspeople have other ideas. 
T B91527Bar] [E] 73-23111 4.50 (lib. 


ja Gobbato, Imero, illus. IF. Title. 
Prepared from C.I.P. 


BUNTING, Anne Eve. JUV 
Surfing country, by A. E. Bunting. 
Illustrated by Dale King. Chicago, 


Childrens Press [1974] p. cm. ISBN 0- 


516-07457-1 ”An Elk Grove book.” A 
teen-age boy learns how to face 
responsibility at surfing camp. 


par B91527Su] [Fic] 74-552 5.99 dib. 


z JA Dale, illus. II. Title. 
Prepared from C.I.P. 


BYARS, Betsy Cromer. JUV 
After the goat man. New York, The Viking 
Press [1974] p. cm. ISBN 0-670-10908-8 
An overweight, sensitive boy gains the 
insight and strength to overcome his 
problems through his search for and 
discovery of a friend’s grandfather, known 
as the Goat Man. [PZ7.B9836Af] [Fic] 74- 
8200 5.95 

I. Title. - 

Prepared from C.I.P. 


CARRICK, Carol. JUV 
Lost in the storm. Pictures by Donald 
Carrick. New York, Seabury Press [1974] 
p. cm. ISBN 0-8164-3124-8 Christopher 
must wait out a long, fretful night before 
searchin ng for his dog lost during an island 
storm. [PZ7.C2344Lo] [E] 74-1051 5.95 

I. Carrick, Donald, illus. II. Title. 

Prepared from C.I.P. 


CARROLL, Ruth (Robinson) JUV 
The dolphin and the mermaid. New York, 
H. Z. Walck, [1974] lv. (unpaged) illus. 27 
cm. ISBN 0-8098-1219-3 Summary: The 
dolphin, the mermaid, and their friends 
lead a peaceful underwater existence until 
they are threatened by thoughtless humans. 
[PZ7.C236Do] [E] 74-5452 4.95 

I. Title. 


CASEY, Winifred Rosen, 1943- JUV 
Hiram makes friends. Illustrated by J. 
Winslow Higginbottom. New York, Four 
Winds Press [1974] p. cm. ISBN 0-590- 
07373-7 A little boy’s imaginary pets 
become a very real threat to his household. 
[PZ7.C26815Hi] [E] 74-7436 4.95 

I. Higginbottom, Jeffrey, illus. If. Title. 
Prepared from C.I.P. 


* CAVANNA, Betty, 1909- JUV 
Joyride. New York, Morrow, 1974. p. cm. 
»ISBN 0-688-20125-3 Crippled by polio, 
Susan struggles during her four years of 
high school to come to grips with her 
handicap and‘her prospects for the future. 
Pe race [Fic] 74-5930 5.95 
Tit 
Prepared from C.I.P. 


CHARLES, Donald. JUV 
Count on Calico Cat. Written and 
‘illustrated by Donald Charles. Chicago, 


Childrens Press [1974] p. ISBN 0-516- 
03435-9 A counting book depicting the 
contents of Calico Cat’s garbage can 
including six shoes, seven rags, and eight 
wires. [PZ7.C374Co] 398.8 E 74-8007 5.25 
(lib. bdg.) 

L Title. 

Prepared from C.I.P. 


JUVENILE 


CHARLES, Donald. JUV 
Letters from Calico Cat, written and 
illustrated by Donald Charles. Chicago, 
Childrens Press [1974] p. cm. ISBN 0- 
516-03519-3 Calico Cat shows the reader 
the letters of the alphabet. [PZ7.C374Le] 
[E] 74-8181 5.25 (lib. bdg.). 

£ Title. 

Prepared from C.I.P. 


CHEW, Ruth. JUV 
The witch’s buttons, written and illustrated 
by Ruth Chew. New York, Hastings House 
[1974] p. cm. ISBN 0-8038-8071-5 A 
talking button in the shape of a man leads 
two young girls into a series of magical 
adventures, [PZ7.C429Wi] [Fic] 74-17070 


I Title. 
Prepared from C.I.P. 


CHORAO, Kay. JUV 
Ida makes a movie. New York, Seabu 
Press [1974] p. em. ISBN 0-8164-3121-3 
Ida is troubled when the judges of the 
Children’s Film Making Contest award her 
movie first prize, but completel 
misinterpret the plot. [PZ7.C4463Id] [Fic] 
73-20147 5.95 

I. Title. 

Prepared from C.I.P. 


CHRISTIAN, Mary Blount. JUV 
Sebastian, super sleuth. Illus. by Lois 
Axeman. Chicago, J. P. O’Hara [1974] 49 
p. illus. 22 cm. ISBN 0-87955-208-5 The 
adventures of Sebastian the dog as he 
helps his detective master track down a 
missing robot. [PZ10.3.C4397Se] [Fic] 73- 
2257 3.50 

I. Axeman, Lois, illus. II. Title. 

Library binding 3.48, ISBN 0-87955-808-3. 


CHRISTOPHER, Matthew F. JUV 
Front court hex, by Matt Christopher. 
Illustrated by Byron Goto. [ist ed.] 
Boston, Little, Brown [1974] 132 p. illus. 
20 cm. ISBN 0-316-13920-3 Star of the 
previous year’s basketball team, Jerry can’t 
do anything right in the new season, but 
refuses to believe his new friend who, 
claiming to be a warlock, predicts Jerry’s 
play won’t improve until he changes his 
slovenly habits. [PZ7.C458Fr] [Fic] 74- 
1143 4.95 

IL Goto, Byron, illus. I. Title. 


CHRISTOPHER, Matthew F. JUV 
Stranded, by Matt Christopher. Illustrated 
by Gail Owens. [lst ed.] Boston, Little, 
Brown [1974] p. ISBN 0-316-13935-1 
Shipwrecked with his dog on an 
uninhabited Caribbean Island after a 
hurricane that washed his parents 
overboard, a blind boy struggles for 
survival. [PZ7.C458St] [Fic] 74-6365 4.95 
I Owens, Gail, illus. I. Title. 

Prepared from C.I.P. 


CINDERELLA. JUV 
Walt Disney’s Cinderella. New York, 
Random House [1974] p. cm. ISBN 0- 
394-82552-7 (Disney’s wonderful world of 
reading, 16) In her haste to flee the palace 
before the magic of the fairy godmother 
loses effect, Cinderella leaves behind one 
clue to her identity. [PZ8.C488Di3] 
398.2’1 E 73-22325 2.50 

L Disney, Walt, 1901-1966. I. Title. 
Prepared from C.I.P. Library binding 3.77, 
ISBN 0-394-92552-1. 


CLEVIN, Jorgen. JUV 
Pete and Johnny to the rescue. New York, 
Random House [1974] p. cm. ISBN 0- 
394-82995-6 Translation of Jakob og 
Joakims rédningskorps. Johnny and his 
elephant friend Pete form a rescue squad 
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reinstatement. 


JUVENILE 


to return an escaped canary, to cheer up 
hospital patients, and to otherwise. help the 
people in their town. [PZ7.C6214Jak] [E] 
74-4926 3.50 

I. Title. 

Prepared from C.I.P. Library binding; 4.59, 
ISBN 0-394-92995-0. 


COATSWORTH, Elizabeth Jane, JUV 
1893- 
All-of-a-sudden Susan, by Elizabeth 


Coatsworth. Illustrated by Richard Cuffari. 
New York, Macmillan [1974] p. cm. 
When she is caught in a flood, a little girl 
copes with the situation with the help of 
her antique doll. [PZ7.C6294An] [Fic] 74- 
6200 4.95 

I. Cuffart, Richard, 1925- illus. If. Title. 
Prepared from C.I.P. 


COHEN, Miriam. JUV 
Tough Jim. Pictures by Lillian Hoban. 
New York, Macmillan [1974] [32] p. col. 
illus. 16 x 22 cm. ISBN 0-02-722760-X 
The first grade’s costume party is 
interrupted by the third grade bully. 
(PZ7.C6628To] [E] 73-19065 4.95 

I, Hoban, Lillian, illus. If, Title. 


CORBETT, Scott. JUV 
The hockey trick. Illustrated by Paul 
Caldone. [Ist ed.] Boston, Little, Brown 
[1974] p. cm. ISBN 0-316-15716-3 "An 
Atlantic Monthly Press book.” When three 
brothers, all extraordinary baseball players, 
move into the neighborhood, two rival 
teams play a game of ey a determine 
which team will them. 
seal C79938Hm] [Fic] 74- 562 4.50 (lib. 


dg.) 
: Galdone, Paul, illus. II. Title. 
Prepared from C.I.P. 


CRAYDER, Dorothy. JUV 
She and the dubious three. Ilustrated by 
Velma Ilsley. [lst ed] New York, 
Atheneum, 1974. 186 p. illus. 22 cm. 
ISBN 0-689-30407-2 Maggie discovers that 
adventure can lead to near disaster as well 
as to opportunity when she investigates a 
young hippie couple to see if they have 
kidnapped the child they claim is theirs. 
(PZ7.C8597Sf] [Fic] 74-75559 6.95 

I. Isley, Velma, illus. II. Title. 


DANTZIC, Cynthia. JUV 
Stop dropping breadcrumbs on my yacht. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN 0-13-846998-9 A 
series of stories that stress words with 
silent letters. [PZ7.D239St] [Fic] 74-2254 
.9 

I. Title. 

Prepared from C.I.P. 


DANZIGER, Paula, 1944- 

The cat ate my gymsuit. New York, 
Delacorte Press [1974] p. cm. ISBN 0- 
440-01612-6 When the unconventional 
English teacher who helped her conquer 
many of her feelings of insecurity is fired, 
a junior high student uses her new found 
courage to campaign for the teacher's 
[PZ7.D2394Cat] [Fic] 74- 
8898 4.95 

i: Title. 

Prepared from C.I.P. Library binding 4.58; 
ISBN 0-440-01696-7. 


tb 

DARLING, Kathy. JUV 
Little Bat’s secret. Illustrated by Cyndy 
Szekeres. Champaign, Ill, Garrard Pub. 
Co. [1974] p. cm. ISBN 0-8116-6975-0 
On his first night out alone, Little Bat 
learns the hard way about the bats’ secret 
of navigation. [PZ7.D248Li] [E] 74-8175 
3.18 (lib. bdg.) 

I. Szekeres, Cyndy, illus. IL Title. 
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Prepared from C.I.P. 


DELAGE, Ida. JUV 
Good morning, lady. Drawings by Tracy 
McVey. Champaign, Ill., Garrard Pub. Co. 


[1974] p. cm. ISBN 0-8116-6051-6 (Easy . 


ventüre) Father Possum peddles his wares 
number of other animals. 

[PZ7. D3698Go] [E] 73-22084 3.18 (lib. 

bdg.) 

I. McVey, Tracy, illus. IT. Title. 

Prepared from C.I.P. 


DE PAOLA, Thomas Anthony. JUV 
Watch out for the chicken feet In your 
soup. Story and pictures by Tomie de 
Paola. Englewood Cliffs, N.J., Prentice- 
Hall [1974] p. cm. ISBN 0-13-945782-8 
Embarrassed to introduce his friend to his 
old-fashioned Italian grandmother, a young 
boy gains a new appreciation of her when 
he finds how well she and his friend get 
along. [PZ7.D439Wat] [E] 74-8201 4.95 

I Title. 

Prepared from C.I.P. 


DE REGNIERS, Beatrice Schenk. JUV 
The enchanted forest, retold and adapted 
by Beatrice Schenk de Regniers from a 
story by La Comtesse de Segur (nee 
Rostopchine). Drawings by Edward Gorey. 
New York, Atheneum, 1974. p. cm. ISBN 
0-689-30409-9 Lured into the Enchanted 
Forest through the wiles of her wicked 
stepmother, Princess Goldenhair is found 
by Bonnie Cat and Gentle Doe and kept in 
their castle with the assurance that one 
day she will return home. [PZ8.D45En] 
[E] 74-75562 5.95 

T. Segur, Sophie (Rostopchine) comtesse 
de, 1799-1874. Histoire de Blondine, de 
Bonne-Biche et de Beau-Minon. II. Gorey, 
Edward St. John, illus. TII. Title. 

Prepared from C.I.P. 


DOMANSKA; Janina. JUV 
What do you see? Pictures by Janina 
Domanska. New York, Macmillan [1974] 
[32] p. col. illus. 26 cm. ISBN 0-02- 
732830-9 Several animals describe the 
world from their point of view, and the 
lark, flying above, sees that they are all 
partially correct. [PZ8.3.D698Wh] 811’.5'4 
E 73-6052 6.95 


I. Title. 
DUBROVIN, Vivian. - JUV 
Baseball just for fun. Saint Paul, EMC 


Corp. [1974] p. cm. ISBN 0-88436-136-5 


‘(Her Summer fun/winter fun) Not good at 


baseball skills, Pete dreads team practices. 
Then the coach gives him a chance at 
something different. [PZ7.D8548Bas] [Fic] 
74-10867 3.75 

L. Title. 

Prepared from C.I.P. Pbk. 1.45; ISBN 0- 
88436-137-3. .. : 


DUBROVIN, Vivian. Sae JUV 
The magic bowling ball. Saint P. ail, EMC 
Corp. [1974] p. cm. ISBN 0-8 436-130-6 
(Her Summer fun/winter fun) Is there 
really magic in the bowling ball that makes 
Gus score so high? [PZ7.D8548Mag] [Fic] 
74-10869 3.75 

T. Title. 

Prepared from C.I.P. Pbk. 1.45; ISBN 0- 
88436-131-4. 


DUBROVIN, Vivian. ` JUV 
Rescue on skis. St. Paul, EMC Corp. 
[1974] p. cm. ISBN 0-88436-134-9 (Her 
Summer fun/winter fun) When his friend 
has to be rescued by the ski patrol, Dan is 
inspired to become a ski patrolman, too. 
Pa D8548Re] [Fic] 74-11004 3.75 
£ Title. 
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Prepared from C.LP. Pbk. 1.45; ISBN" 0- 
88436-135-7. 


DUBROVIN, Vivian. JUV 
The track trophy. Saint Paul, EMC Coip 
[1974] p. cm. ISBN 0-88436-132-2 ‘(Her 
Summer fun/winter fun) Greg badly wants 
to win the track trophy but he has ‘stiff 
competition from a boy who cheats. 
[PZ7.D8548Tr] [Fic] 74-10931 3.75 

I. Title. 

Prepared from C.I.P. Pbk. 1.45; ISBN 0- 
88436-133-0. 


DUTTWEILER, Helen. JUV 
They call me Sunny, by Helen Duttweiler 
& Elizabeth Cain. Santa Monica, Calif., 
Project Press [1974] [75] p. illus. 22 cm. A 
white horse discusses his desire to find his 
own special talent and use it to overcome 
prejudice against his color and win first 
prize in a show. {[PZ7.D953Th] [Fic] 73- 
92389 9.50 

1. Horses—Legends and stories. I. Cain, 
Elizabeth, joint author. H. Title. 

Publisher’s address: 710 Wilshire Blvd, 
Suite 3106, Santa Monica, Ca. 90401. 


ELWOOD, Roger, comp. JUV 
Future kin; eight science fiction stories 
[by] Raymond F. Jones [and others. Ist 
ed.] Garden City, N.Y., Doubleday, 1974. 
180 p. 22 cm. ISBN 0-385-05488-2. 
Contents.—Jones, R. F. Pacer.—Oliver, C. 
The gift—Reynolds, M. Generation gap.— 
Green, J. The waiting world.—Anvil, C. 
The knife and the sheath.—Carr, T. 
Rejoice, rejoice, we have no choice.— 
Malzberg, B. N. Over the line.—Scortia, T. 
N. Blood brother. [PZ5.E48Fu] [Fic] 73- 
21158 4.95 

1. Science fiction. I. Title. 

Contents omitted. 


ELWOOD, Roger, comp. JUV 
Horror tales: spirits, spells & the unknown. 
Introd. by George Zebrowski. Illustrated 
by Robert Baumgartner. Chicago, Rand 
McNally [1974] cm. ISBN 0-528- 
82469-4 Contents.—Goldsmith, H. The 
shadow.—LeMedico, B. T. The boy who 
could make things move.—Martin, M., Jr. 
A seance in summer.—Smith, W. The 
voices of El Dorado.—Monteleone, T. F. 
A spell for Jonathan.—Tefte, A. The red 
stone key.—Andersson, .N. Through the 
crystal ball ... and beyond! [PZ5.E48Ho] 
[Fic] 74-14061 4.95 

1. Ghost stories. I. Title. 

Prepared from C.I.P. Library binding 4.79; 
ISBN 0-528-82470-8. 


EMMETT, Bruce. JUV 
Rooftop wizard. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-13- 
782425-4 A brother and sister discover the 
stray cat they adopt does magic tricks for 
his feline friends, a talent which leads. to 
his abduction. Includes directions for the 
magic tricks. [PZ7.E694Ro] [Fic] 74-1140 
Í. Title. 

Prepared from C.LP. 


FASSLER, Joan. JUV 
Howie helps himself Illus. by Joe Lasker. 
Chicago, A. Whitman [1974] p. ISBN 0- 
8075-3422-6 Though he enjoys life with 
his- family and attends school, Howie, a 
child with cerebral palsy, wants more than 
anything else to be able, to move his 
wheelchair by himself. [PZ7.F26Ho] [E] 
74-12284 3.95 

I Lasker, Joe, illus. II. Title. 

Prepared from C.I.P. 


FEYDY, Anne Lindbergh. 
Osprey TIsiand. 


IQ: 


JUV 
Illustrated by Maggie 


iri os i yot 


Smith. Boston, Houghton Mifflin, 1974. p. 
. cm "ISBN 0-395-19498-9 A brother and 
sister in Paris and their cousin in Vermont 
discover magic pictures that bring them 
together on an island full of adventures. 
[PZ7.F440s] [Fic] 74-9379 5.95 
I. Smith, Maggie Kaufman, illus. II. Title. 
Prepared from C.I.P. 


FIRST, Julia. - i JUV 
Getting smarter. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. ISBN 0-13- 
354829-5 A mothers venture into the 
working world results in a new sense of 
freedom for her but new restrictions for 
her twelve-year-old daughter. 
[PZ7.F49875Ge] [Fic] 74-5104 4.95 
L Title. 


Prepared from C.I.P. 


FLORY, Jane, 1917- JUV 
The liberation of Clementine Tipton. 
Boston, Houghton Mifflin, 1974. 213 p. 
illus. 22 cm. ISBN 0-395-19493-8 
Philadelphia’s centennial celebration in 


1876 and the activities of a growing 


women’s movement bring excitement and 
some new ideas to the life of young 
Clementine Tipton. [PZ7.F665Li] [Fic] 74- 
8180 5.95 


I. Title. 

FOX, Michael W., 1937- JUV 
Sundance Coyote, by Michael Fox. 
Illustrated by Dee Gates. New York, 


Coward, McCann & Geoghegan [1974] 93 
p. illus. 23 cm. ISBN 0-698-20284-8 
During his first year of life a coyote cub 
learns well all the tricks of desert survival, 
but cannot change an ingrained coyote 
trait that is nearly his undoing. 
[PZ10.3.F8342Su] [Fic] 73-88534 4.95 

1. Coyotes—Legends and stories. I. Gates, 
Dee, illus. II. Title. 


FREEMAN, Don. JUV 
The paper party. New York, Viking Press 
[1974] p. A small boy goes through the 
television screen for a party with the 
puppets from his favorite program and is 
asked to stay. [PZ7.F8747Pap] [E] 74-1365 
I. Title. i 

Prepared from C.I.P. 


FRISKEY, Margaret, 1901- `~ JUV 
Indian Two Feet and the grizzly bear. 
- Illustrated by John Hawkinson. Chicago, 
- Childrens Press [1974] p. ISBN 0-516- 
03508-8 An Indian boy tries to awaken a 
sleeping bear because he wants its furry 
skin to warm him during the cold winter. 
[PZ7.F918ip4] [E] 74-7481 5.25 (lib. bdg.) 
I. Title. 

Prepared from C.I.P. 


GATHORNE-HARDY, Jonathan. 
©- Operation Peeg.., Illustrated by Glo 
. Coalson. {lst American ed.) Philadelphia, 
Lippincott [1974, cl1972] p. cm. ISBN 0- 
397-31594-5 Published in 1968 under title: 
Jane’s adventures on the Island of Peeg. 
Jarred loose from the ocean floor by a 
tremendous explosion, an island oceupied 
by a young girl and her two companions 
floats out to sea under the command of 
two British sailors who believe that World 
War II is still in progress. [PZ7.G2250p3] 
[Fic] 74-8908 5.95 
I Coalson,' Glo, illus: II. Title. 
Prepared from C.I.P. 


GILL, Bob, 1931- JUV 
The ups and downs. [Reading, Mass.] 
Addison-Wesley [1974] p. ISBN 0-201- 
09443-7 When the black cloud that hides 
them from each other moves, the Ups 
living on top of the hill and the Downs 


JUV 


living in the valley nearly start a war with 
each other. [PZ7.G3985Up] [E} 73-20417 
4.95 

: L Title. 
Prepared from C.I.P. 


GLENDINNING, Sally. JUV 
Jimmy and Joe have a real Thanksgiving. 
Illustrated by Paul Frame. Champaign, Ill., 
Garrard Pub. Co. [1974] p. cm. ISBN 0- 
8116-4709-9 While trying to deliver a 
Thanksgiving invitation to an elderly lady, 
Jimmy and Joe find her incapacitated by 
an accident. Repti [E] 74-1184 
3.38 (lib. bdg. 

I. Frame, Paul, illus. If. Title. 

Prepared from C.I.P. 


GREENE, Bette, 1934- JUV 
Philip Hall likes me. I reckon maybe. 
Pictures by Charles Lilly. New York, Dial 
Press, 1974. p. cm. ISBN 0-8037-6098-1 
Eleven-year-old Beth thinks that Philip 
Hall likes her, but their on-again, off-again 
relationship sometimes makes her wonder. 
[PZ7.G8283Ph] [Fic] 74-2887 4.95 

I. Lilly, Charles, illus. If. Title. 

Prepared from C.I.P. Library binding 4.58; 
ISBN 0-8037-6096-5. 


GREENE, Constance C. JUV 
The ears of Louis, by Constance C. 
Greene. Illustrated by Nola Langner. New 
York, Viking Press [1974] p. ISBN 0-670- 
28718-0 A small boy with big ears tries to 
cope with the teasing and bullying of his 
classmates, [PZ7.G8287Ear] [Fic] 74-8694 
9 

I. Langner, Nola, illus. II. Title. 

Prepared from C.I.P. 


GREENE, Graham, 1904- JUV 
The little train. Illustrated by Edward 
Ardizzone. [Ist ed.] Garden City, N.Y., 
Doubleday [1974, c1973] 47 p. col. illus. 
18 x 25 cm. ISBN 0-385-08905-8 Bored 
with his daily run between two villages, 
the little train decides to run away. 
[PZ7.G83Lm3] [E] 73-83031 4.95 

Í. Ardizzone, Edward, 1900- illus. I. Title. 


GRIPE, Maria, 1923- JUV 
The land beyond. Translated from the 
Swedish by Sheila La Farge. With 
drawings by Harald Gripe. [New York] 
Delacorte Press [1974] p. cm. ISBN 0- 
440-04645-9. ”A  Merloyd Lawrence 
book.” Translation of Landet utanfor. A 
tale, told once as a fairy tale and once as 
an allegory, recording the various reactions 
to an explorer’s announcement that he has 
discovered a land not on the map. 
[PZ7.G8875Lan3] [Fic] 73-18413 5.95 

I. Gripe, Harald, illus. Il. Title. 

Prepared from C.I.P. 


_.- GUGLIOTTA, Bobette. JUV 
Katzimo, mysterious mesa. Illustrated by 
Lorence F. Bjorklund. New York, Dodd, 

y Mead [1974] 222 p. illus. 22 cm. ISBN 0- 

7 396-06923-1 Thirteen-year-old Carl Bibo, 

5 half Jewish and half Indian, spends a 
summer of discovery visiting his Indian 
relatives for the first time at Acoma pueblo 
in New Mexico. [PZ7.G9383Kat] 813.54 
Fic 73-19084 4.50 
I. Bjorklund, Lorence F., illus. II. Title. 


HALL, Lynn. JUV 

Bob, watchdog of the river. Illustrated by 
Taylor Oughton. Champaign, Ill, Garrard 
* Pub. Co. [1974] 45 p. col. illus. 23 cm. 
ISBN- 0-8116-4853-2 (Famous animal 
stories) A dog spends his life at the 
London docks rescuing people from 
drowning. [PZ7.H1458Bo] [Fic] 73-13573 
3.34 (lib. bdg.) 
I. Oughton, Taylor, 1925- illus. If. Title. 


HALL, Rosalys Haskell. JUV 
The three beggar kings. Illustrated by Kurt 
Werth. New York, Random House [1974] 
p. ISBN 0-394-82114-9 A German boy 
hopes to see the Three Kings who have 
traditionally visited his town on the twelfth 
day after the birth of Christ. 
[PZ7.H148Th] [Fic] 74-826 4.95 


_L. Werth, Kurt, illus. II. Title. 


Prepared from C.I.P. Library binding 5.79, 
ISBN 0-394-92114-3. 


HAMILTON, Dorothy, 1906- JUV 
Busboys at Big Bend. Illustrated by Betty 
Baker Fraley. Scottdale, Pa., Herald Press 
[1974] 100 p. illus. 22 cm. ISBN 0-8361- 
1744-1 Describes the friendship between 
two teenage boys from different ethnic 
backgrounds during a summer of work and 
activity at Big Bend National Park in 
Texas. [PZ7.H18136Bu] [Fic] 74-8689 3.95 
I. Fraley, Betty Baker, illus. II. Title. 

Pbk. 2.50; ISBN 0-8361-1745-X. 


HEARN, Emily. JUV 
Ring around Duffy. Drawings by Paul 
Frame. Champaign, Ili., Garrard Pub. Co. 
[1974] p. ISBN 0-8116-6976-9 When the 
ring from a pop can catches on his beak, 
Duffy, a duck, faces possible starvation 
until his old human friends take the 
situation in hand. [PZ7.H346Ri] [E] 74- 
8102 3.18 (lib. bdg.) 

IL Frame, Paul, illus. If. Title. 

Prepared from C.I.P. 


HEIN, Lucille E. JUV 
My very special friend [by] Lucille E. 
Hein. Valley Forge, Pa., Judson Press 
[1974] p. cm. ISBN 0-8170-0618-4 A five- 
year-old tells about a special visit with 
Great-Grandmother while Mother is in the 
hospital, [PZ7.H3677My] [E] 73-16790 


I. Title. 
Prepared from C.I.P. 


HELLBERG, Hans-Eric, 1927- JUV 
Grandpa’s Maria. Translated from the 
Swedish by Patricia Crampton. Ilustrated 
by Joan Sandin. New York, Morrow, 1974. 
p. cm. ISBN 0-688-21828-8 Translation of 
Morfars Maria. A little Swedish girl has 


many adventures living with her 
grandfather while her mother is 
hospitalized. [PZ7.H37417Gr] [Fic] 74- 


5934 4.95; 3.59 (lib. bdg.) 
I. Sandin, Joan, illus. II. Title. 
Prepared from C.I.P. 


HOBAN, Lillian. JUV 
Arthur's honey bear. Story and pictures by 
Lillian Hoban. [1st ed.] New York, Harper 
& Row [1974] 62 p. col. illus. 23 cm. 
ISBN 0-06-022369-3 (An I can read book) 
Arthur decides to sell his old toys but is 
reluctant to part with his old bear. 
[PZ7.H635Av] [E] 73-14325 2.95 , 

I. Title. 

Library binding 3.43, ISBN 0-06-022370-7. 


HOBAN, Russell. JUV 
How Tom beat Captain Najork and -his 
hired sportsmen. Illustrated by Quentin 
Blake. [lst American ed.] New York, 
Atheneum, 1974. [32] p. col. illus. 27 ‘cm. 
ISBN 0-689-30420-X Because Tom’s aunt 
disapproves of his constant fooling around 
she calls in Captain Najork to teach him a 
lesson. Tom, however, has a splendid idea. 
[PZ7.H637Ho] [Fic] 74-75573 6.95 i 
I. Blake, Quentin, illus. II. Title. 


HOLL, Adelaide. JUV 
Gus gets the message. Drawings by Bill 
Morrison. Champaign, Ill., Garrard Pub. 
Co. [1974] p. cm. ISBN 0-8116-6973-4 
Gus learns, in an unusual way, how the 
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animals that he has been mistreating feel. 
e [E] 74-8179 3.18 (lib. 


g. 
I. Morrison, Bill, illus. II. Title. 
Prepared from C.I.P. 


HOLYER, Ernie. JUV 
Shoes for Daniel. Nashville, Southern Pub. 
Association [1974] 125 p. 21 cm. ISBN 0- 
8127-0080-5 (A Crown book) The son of a 
migrant laborer wants a pair of shoes so he 
can go to school, but how can he hope for 
that when his mother needs a_ heart 
operation? [PZ7.H7434Sh] [Fic] 74-76255 
2.50 (pbk.) 

I. Title. 


HOOVER, H. M. JUV 
~The Lion’s cub [by] H. M. Hoover. New 
York, Four Winds Press [1974] p. cm. 
ISBN 0-590-07375-3 Describes the 
changes that take place in the life of a 
Caucasus chieftain’s son before and during 
his stay as a hostage in the court of 
Nicholas I. [PZ7.H7705Li] Eic] 74-8594 
L. Title. 

Prepared from C.I.P. 


*HUNTER, Norman. JUV 
The home-made dragon and other 
incredible stories. Illus. by Fritz Wegner. 
(Harmondsworth, Eng. Penguin 1974, 
1971} [96 p.] illus. 19 cm. ISBN 0-14- 
030679-X. (A Puffin book) 0.95 (pbk.) 

L Title. 

Distributed by Penguin, Baltimore. 


IRESON, Barbara, comp. JUV 
Haunting tales. Illustrated by Freda Woolf. 
New York, Dutton [1974, c1973] p. cm. 
ISBN 0-525-31533-0 [PZ5.16Hau3] 8237.01 
Fic 74-7222 4.50 

A rosi stories. IL Woolf, Freda, illus. HI. 

e 
Prepared from, C.I.P. Contents omitted. 


JACKSON, Caary Paul, 1902- JUV 


Beginner under the backboards, by C. Paul ` 


Jackson. Illustrated by Ned Butterfield. 

New York, Hastings House [1974] p. cm. 

ISBN 0-8038-0762-7 Nearly six feet five 

inches, a skinny and uncoordinated 

fourteen-year-old joins the basketball 
` beginner’s squad and finds he has some 

unsuspected talents. [PZ7.J1322Be] [Fic] 

74-13428 4.95 

I. Butterfield, Ned, illus. II. Title. 

Prepared from C.I.P. 


JAMES, Jacqueline, 1935- JUV 
What’s a library? [lst ed.} New York, 
Vantage Press [1974] 28 p. illus. 22 cm. 
ISBN 0-533-00692-9 Nine-year-old John 
introduces his kindergarten friend to the 
many discoveries that can be made in a 
aan (P27.J15413Wh] [Fic] 74-175113 
7 

I. Title. 


KARL, Terry, 1947- JUV 
Children of the dragon; a story of the 
people of Viet Nam [written and edited by 
Terry Karl with Gail Dolgin, and others. 
Pictures were drawn by Nina Reimer. San 
Francisco, Peoples Press, 1974] 48 p. illus. 
(part col.) 26 cm. ISBN 0-914750-00-3 In 
order to avoid the bombing in the city, a 
North Vietnamese boy is evacuated to the 
country where he lives with a cousin. 
[PZ7.K142Ch] [Fic] 74-11455 1.75 

I Reimer, Nina, illus. I. Title. 


KEATS, Ezra Jack. JUV 
Kitten for a day. [New York, Watts, 1974] 
p. cm. ISBN 0-531-02714-7 A puppy joins 
a litter of kittens in their fun for a day. 
[PZ7.K2253Ki] [E] 73-23057 4.95 
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I. Title. 
Prepared from C.I.P. 


KEITH, Harold, 1903- JUV 
Susy’s scoundrel. New York, Crowell 
[1974] p. cm. ISBN 0-690-00496-6 An 
Amish girl in Oklahoma adopts two coyote 
pups, but their mother steals them back 
and their subsequent activities put them in 
deadly peril. [PZ10.3.K2485Su] [Fic] 74- 
1052 4.95 ‘ 

L Title. i os 
Prepared from C.LP. 


KENNEDY, Richard. JUV 
The parrot and the thief. Illustrated by 
Marcia Sewall. [Ist ed.] Boston, Little, 
Brown [1974] p. ISBN 0-316-48862-3 
”An Atlantic-Monthly Press book.” A 
parrot witnesses a thief’s activities but 
can’t get anyone to believe his word. 
(PZ8.K387Par] [E] 74-11460 4.50 

I. Sewall, Marcia, illus. IT. Title. 

Prepared from C.I.P. 


KLEIN, Norma, 1938- JUV 
Naomi in the middle. Pictures by Leigh 
Grant. New York, Dial Press [1974] p. 
em. ISBN 0-8037-6080-9 Seven-year-old 
Naomi tries to come to terms with being 
the middle child in the family after the 
arrival o e new baby. 
[PZ7.K678345Nao] [Fic] 74-2878 4.95 

I. Grant, Leigh, illus. II. Title. 

Prepared from C.I.P. Library binding 4.58; 
ISBN 0-8037-6081-7. 


KRAUS, Robert, 1925- JUV 
Owliver. Pictures by Jose Aruego and 
Ariane Dewey. New York, Windmill 
Books [1974] p. cm. ISBN 9-525-61526-1 
Although each one of his parents expects 
him to be different things when he grows 
up, a little boy makes up his own mind in 
the end. [PZ7.K8680w] [E] 74-7232 5.95 
I. Aruego, Jose, illus. I. Dewey, Ariane, 
illus. H. Title. 

Prepared from C.I.P. 


KRAUS, Robert, 1925- JUV 
Pinchpenny Mouse. Illustrated by Robert 
Byrd. New York, Windmill Books [1974] 
p. cm. ISBN 0-525-61524-5 Of all the 
mice employed by the Ajax Mousetrap 
Company, only Pinchpenny saves his 
money. When the company folds, can he 
help his’ fellow mice? Will he? 
[PZ7.K868Pg] [E] 74-7296 4.95 

I. Byrd, Robert, illus. II. Title. 

Prepared from C.I.P. 


KRAUSS, Ruth. JUV 
The carrot seed. Pictures by Crockett 
Johnson. New -York, Scholastic Book 
Services (1974, c1945] [24] p. col. illus. 21 
cm. Despite everyone’s dire predictions, a 
little boy has faith in the carrot seed he 
plants. 
0.60 (pbk.). 


T. Johnson, Crockett, 1906- illus. IL Title. ` 


LAFARGE, Phyllis. JUV 
Julie’s granny. Illustrated - by Gahan 
Wilson. New York, Parents’ Magazine 
Press [1974] p. cm. ISBN 0-8193-0760-2 
Julie introduces her friend Sarah to the 
ways of the country during a visit to her 
grandmother’s house in the woods. 
[PZ7.L139Ju] [E] 74-545 4.50 (lib. bdg.) 

I. Wilson, Gahan, illus. If. Tide. 

Prepared from C.LP. 


LEWI, Bee. JUV 
We like noise. Drawings by Lynn 
Titleman. Champaign, Ill, Garrard Pub. 
Co. [1974] p. cm. ISBN 0-8116-6061-3 
(Easy venture) Describes all the things 


children like but mothers con’t such as | 


[PZ7.K875Car4] [E] 74-176252° 


mice, dirt, toads, and noise. 
(p27. 'L58416We] [E] 73-22081 3. 18” lib. 


g 
L Titleman, Lynn, illus. II. Title. 
Prepared from C.I.P. 


LONG, Ruthanna. JUV 
Witches, ghosts, and goblins; a spooky 
search for Miranda’s cat. Illus. by Paul 
Durand. New York, Golden Press [1974] 
141 p. col. illus. 29 cm. Polly and Oliver’s 
attempts to help a friendly witch recover 
her lost cat take them to the Land of the 
Goblins, Ghost Valley, Witch City, and 
other extraordinary places. [PZ7.L858Wi] 
[Fic] 72-93996 4.95 

I. Durand, Paul, artist, illus. IT. Title. 


LYNDS, Dennis, 1924- JUV 
Alfred Hitchcock and the three 
investigators in The mystery of the dead 
man’s riddle. Text by William Arden. 
Based on characters created by Robert 
Arthur. Illustrated by Jack Hearne. New 
York, Random House [1974] p. cm. ISBN 
0-394-82927-1 (Alfred Hitchcock mystery 
series, 22) The Three Investigators go on a 
high-stakes treasure hunt to restore a- 
fortune to the rightful heirs. [PZ7.L984Ah] 
[Fic] 74-4934 1.95 

i. Hearne, Jack, illus. If. Title. II. Title: 
The mystery of the dead man’s riddle. IV. 
Series. 
Prepared from C.LP. Library binding 3.87, 
ISBN 0-394-92820-2. 


MCHALE, Ethel Kharasch. JUV 
Son-of-Thunder. [Illustrated by Ruth 
Bornstein. Chicago, Childrens Press [1974] 
p. cm. ISBN 0-516-08856-4 ”A Golden’ 
Gate junior book.” Son-of-Thunder grows 
up among the Lapps, bringing comfort to 
his parents in their old age through his 
hard work and his cleverness in dealing 
with a strange little man. [PZ8. M1763Sol 
[Fic] 74-4048 5.25 (lib. bdg.) 

T. Bornstein, Ruth, illus. IT. Title. 

Prepared from C.I.P. 


MCHARGUE, Georgess, comp. JUV 
Hot and cold running cities; an_anthology 
of science fiction. [ist ed.] New York, 
Holt, Rinehart and Winston [1974] p. cm. 
ISBN 0-03-012416-6 [PZ5.M23Ho] [Fic] 
74-8513 5.95 

I. Science fiction. 2. City and town life— 
Juvenile fiction. I. Title. 

Prepared from C.I.P. Contents omitted. 


MCILWRAITH, Maureen Mollie JUV 
Hunter McVeigh, 1922- 

The stronghold, by Mollie Hunter. [1st ed.] 

New York, Harper & Row [1974] x, 259 p. 

22 cm. ISBN 0-06-022653-6 Crippled in a 

Roman raid on his native island, Coll 

spends many years planning. an 

impregnable defense but has to overcome 

many obstacles before he is given a chance 

to put it to the test. one ne [Fic] 

73-14340 5.95 

L Title. + 

Library binding 5.75; ISBN 0-06-022654-4. 


MCINNES, John, 1927- JUV 
Have you ever seen a monster? Illustrated 
by Tom Eaton. Champaign, Ill., Garrard 
Pub. Co. [1974] p. cm. ISBN 0-8116- 
6054-0 (Easy venture) A monster rides, 
runs, sleeps, slides, and engages in other 
activities; [PZ7.M18546Hav] [E] 73-20394 
L Eaton, Tom, illus. II. Title. 

Prepared from C.I.P. 


MCINNES, John, 1927- JUV 
How Pedro got his name. Drawings by Ed 
Malsberg. Champaign, Ill., Garrard Pub. 
Co. [1974] p. cm. ISBN 0-8116-6064-8 


The: puppy Tony was hoping to buy 
becames his and acquires a name through 
‘unusual channels. [PZ7.M18546Ho] [E] 
73-22082 3.18 (lib. bdg.) 

i. Malsberg, Edward, illus. I. Title. 
aor from C.LP. 


MCMURRY, James, 1941- JUV 
The Catskill witch and other tales of the 
Hudson Valley. Illus. by Jeff Jones. [lst 
ed.] [Syracuse, N.Y.] Syracuse University 
Press, 1974. p. cm. ISBN 0-8156-0105-0 
(A York State book) [PZ7.M2318Cat] 
[Fic] 74-17067 7.50 

1. New York (State)—Juvenile fiction. I. 
Jones, Jeff, illus. IT. Title. 

Prepared from C.I.P. Contents omitted. 


MAYER, Mercer, 1943- JUV 
Two more moral tales: Sly Fox’s folly. Just 
a pig at heart. New York, Four Winds 
Press [1974] p. cm. ISBN 0-590-07367-2 
The pictorial adventures of two pigs who 
dress up for an evening out and a sly fox 


who attempts to trick two ladies. 
[PZ7.M462Tx] [E] 74-8109 3. 50 

© Title. 

Prepared from C.LP. 

MILES, Miska. JUV 


Otter in the cove. Illustrated by John 
Schoenherr. [Ist ed.} Boston, Little, Brown 
[1974] 47 p. illus. 20 x 26 cm. ISBN 0- 
316-56970-4 "An Atlantic Monthly Press 
book.” Maggie is heartbroken when her 
father announces he must kill the otters 
who are eating the abalone he fishes. 
(PZ7.M59440t] [Fic] 73-18398 5.25 

i. Sea-otters—Legends and stories. I. 
Schoenherr, John, illus. IZ. Title. 


MILES, Miska. JUV 
Tree house town. Illustrated by Emily 
wo {lst ed.] Boston, Little, Brown 
[1974] p. cm. ISBN 0-316-56971-2 "An 
Atlantic Monthly Press book.” The 
children’s treehouses encroach on the 
world of Mouse, Fox, Raccoon, Rabbit, 
Deer, and Dove and they must find new 
paces to live. [PZ7.M5944Tr} [E] 74-3358 


L McCully, Emily Arnold, illus. If. Title. 
Prepared from C.I.P. 


MINSHULL, Evelyn White. JUV 
Firebug! By Evelyn Minshull. Illustrated 
by Cliff Schule. Philadelphia, Westminster 
Press [1974] '171 p. illus. 22 cm. ISBN 0- 
664-32548-3 A series of mysterious fires 
arouses suspicion and anger which threaten 
to destroy the friendliness and trust: in a 
small country town. [PZ7.M673Fi] [Fic] 
74-1366 5.50 

L Schule, Cliff, illus. IT. Title. 


MOSS, Jeffrey. ` JUV 
The Sesame Street ABC storybook, written 
by Jeffrey Moss, Norman Stiles [and] 


Daniel Wilcox. Pictures by Peter Cross, 


[and others] [New York] Random House 
[1974] p. cm. ISBN 0-394-82921-2 The 
Sesame Street muppet puppets present a 
story for every letter of the alphabet. 
[PZ5.M89Se] [E] 74-5522 3.95 ; 

1. Alphabets. 2. Children’s stories. I. Stiles, 
Norman, joint author. II. Wilcox, Daniel, 
Jorat author. III. Cross, Peter, illus. IV. 


Prepared from C.I.P. Library binding 5. 19; 
ISBN 0-394-92921-7. 


NIXON, Joan Lowery. JUV 
The secret box mystery. Ilustrated by 
Lam Grant. New York, Putnam [1974] 45 

illus. (part col.) 23 cm. ISBN 0-399- 
B0380. X Paul, with his Indian ancestry, 
not only guesses what is in Michael John’s 
box, but knows how to find it when it 


escapes. [PZ7. N65Se} [Fic] 73- 84469 3.96 


(lib. bdg.). 
I. Grant, Leigh, illus. IT. Title.. 


NORTON, Andre, comp. JUV 
Small shadows creep. New York, Dutton 
[1974] p. cm. ISBN 0-525-39505-9 
Contents.—Ancient evils: Lawrence, M. 
Saloozy. Munby, A. B. L. Herodes 
redivious. Wakefield, H. R. The first 
sheaf.—Vengeful spirits: Benson, E. F. 
How fear departed from the long gallery. 
Gaskell, Mrs. The old nurse’s story. James, 
M. R. Lost  hearts.—Quiet visitors: 
Walpole, H. A. little ghost. Burrage, A. M. 
Playmates. Farjeon, E. Faithful Jenny 
Dove. [PZ5.N65Sm] 823°.0872: Fic 74- 


‘5408 5.95 


1. Ghost stories. I. Title. 
Prepared from C.LP. 


O’DANIEL, Janet, 1921- JUV 
A part for Addie. Illustrated, by Bea 
Holmes. Boston, Houghton Mifflin, 1974. 
p. cm. ISBN 0-395-19495-4 In the late 
1880’s two determined sisters interrupt 
their theatrical career to uncover a murder 
plot against their. grandfather. 
{PZ7. O228Par] [Fic] 74-7479 5.95 
I. Holmes, Bea, illus. Il. Title. 
Prepared irom C.I.P. 
OFRTEL, Theodore Eugene, JUV 
864- 
Jack Sutherland; a tale of Bloody Marsh, 
by Theodore E. Oertel. Illustrated by H. L. 
Hastings. Spartanburg, S.C., Reprint Co., 
1974 [c1926] ix, 325 p. illus. 22 cm. ISBN 
0-87152-183-0 A young man recounts how 
he came to the colony of Georgia with its 
founder and his participation in the 
decisive battle of Bloody Marsh which 
assured the English claim to that part of 
the New World. [PZ7. 029Jac6] [Fic] 74- 
2401 15.00 


I. Hastings, Howard Livingston, 1887- 
illus. If. Title. 
PAPE, Donna (Lugg) JUV 


A bone for breakfast. Drawings by Bill 
Morrison. Champaign, Ill., Garrard Pub. 
Co. [1974]. p. cm. ISBN .0-8116-6059-1 
(Easy venture) A little boy pretends to be 
many different animals and his mother 
tries to find something for him to eat. 


[PZ7.P1978Bo] [E] 73-22079 3.18 (lib. bdg.). 


LI. Morrison, Bill, illus. I. Title. 
Prepared from CLP. 


PARISH, Helen Rand. JUV 
Estebanico. New York, Viking Press 
[1974] p. cm. ISBN  0-670-29814-x 
Historical novel of the adventures of 
Estebanico, an African slave and one of 
the four conquistadors who first crossed 
America in search of the-Seven Cities of 
Gold. [PZ7.P218Es] [Fic] 74:1454 5.95 

1: Estevan, d. 1539—Juvenile fiction. L 
Title. 

Prepared from C.I.P. 


PATINO, Ernesto, 1944-,: JUV 
A boy named Paco. Un nino: llamado Paco. 
Spanish translation by Herlinda P. Olivas. 
Illus. by Arturo Perez Torres. San Antonio, 
Tex., Naylor [1974] p. cm. ISBN 0-8111- 
0528-8 English and Spanish. Young Paco’s 
uncontrollable urge to do the thing he 
enjoys most—playing the bull in mock 
bullfights—has unexpected results. 
(PZ7.P2733Bo] [Fic] 74-13661 4.95 

L. Perez Torres, Arturo, illus. I. Title. HI. 
Title: Un nino llamado Paco. 

Prepared from C.I.P. 


PAYSON, Dale. JUV 
Almost twins. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. ISBN 0-13- 


022780-3 Everyone says Annabelle and 
Nellie are almost twins, but Annabelle; 
struggling to measure up to her older 
sister’s accomplishments, knows different. 
pz. P299Al) [E] 74-5044 4.95 

i Title. . 

Prepared from C.I.P. 


PECK, Richard. JUV 
Representing Super Doll. New... York, 
Viking Press [1974] p. ISBN 0-670-59492- 
X After being involved in the brittle, 
superficial world of a beauty contest, a 
country girl appreciates even more the 
solid values of her Indian farm life. 
[PZ7.P338Re} [Fic] 74-8690 2.95 (pbk,) 

I. Title. 

Prepared from C.I.P. 


PEYTON, K. M., pseud. JUV 
Pennington’s heir. Pictures by the author. 
New York, Crowell [1974, c1973] p. cm. 
ISBN 0-690-00615-2 Traces the early 
marriage of Pat and Ruth, a young English 
couple, as Pat endeavors to launch a career 
as a pianist and forget the nine months he 
served in prison. Sequel to "The 
Beethoven Medal.” [PZ7.P4483Pb3] [Fic] 
74-8692 5.50 

I Title. 

Prepared from C.LP. 


PRESTON, Edna Mitchell. JUV 
Squawk to the moon, little goose. 
Illustrated by Barbara Cooney. New York, 
Viking Press [1974] p. Little Goose 
disobeys her mother one night and almost 
gets swallowed by the fox. [PZ7.P9223Si] 
[E] 72-91394 5.95 >` 

i. Cooney, Barbara, 191 7- illus. II. Title. 
Prepared from C.1:P. 


THE Princess book JUV 
[by Ida Chittum and others] Chicago, 


_ Rand McNally [1974] p. cm. ISBN 0-528- 


82095-8 A collection of nine original 
stories about beautiful and energetic 
princesses clever enough to cope with the 
likes of dragons, evil curses, and handsome 
princes. [PZ5.P787] [Fic] 74-8383 4.95; 
4.79 (lib. bdg 

E Princesses Juvenile fiction. 2. Fairy 
tales. I Chittum, Ida. 

Prepared from C.LP. 


ROACH, Marilynne K. JUV 
The mouse and the song, by Marilynne K. 
Roach. Illustrated by Joseph Low. New 
York, Parents’ Magazine Press [1974] p. 
ISBN 0-8193-0721-1 Bibliography: p. A 
little mouse becomes friendly with the lone 
man living at Walden Pond: 
[PZ7.R528Mo] [E] 73-13877 4.95 

I. Low, Joseph, 1911- illus. II. Title. 
Library binding 4.59; ISBN 0-8193-0722- 
Xx. $ 


ROBERTSON, Keith, 1914- JUV 
Tales of Myrtle the turtle. New York, 
Viking Press [1974] p. cm. ISBN 0- 670- 
69167-4 Adventures of Aunt Myrtle, 
Uncle Herman, and other turtles that 
reside on the Princeton University campus; 
[PZ7.R547Tal] [Fic] 73-22483 5.95 ral 
I. Title. zj: 
Prepared from C.I.P. -pr 


RODARI, Gianni. JUV 
Mister Cat in business. New York, S. G. 
Phillips [1974] p. cm. ISBN 0-87599-2 11e. 
0 The cat’s get-rich-quick schemes keep' 
running into difficulties. [PZ7.R5987Mi] 
[E] 74-10870 5.95 

£ Title. 

Prepared from C.I.P. 


ROGERS, Pamela. JUV 
The rare one. [ist U.S. ed.] Nashville, T. 
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Nelson 1974) . p. em. ISBN 0-8407-6414- 
6. Unhappy about his father’s’ remarriage, 
thirteen-year-old Toby finds friendship 
with an old man living alone in the woods. 
[PZ7.R6365Rar3] [Fic] 74-13181 4.95 

I. Title. 

Prepared from C.I.P. 


SANDBERG, Inger. JUV 
Let's ‘play desert [by] Inger and Lasse 
Sandberg. [New York] Delacorte Press/S. 
Lawrence [1974] p. cm. ISBN 0-440- 
04684-X ”A Merloyd Lawrence book.” 
Translation of Vi leker oken, froken! Two 
children make believe their sandbox is a 
desert. [PZ7.$197Le3] [E] 74-6105 4.95 

L. Sandberg, Lasse, joint author. II. Title. 
Prepared from C.I.P. 


SARTON, May, 1912- JUV 
Punch’s secret. Pictures by Howard Knotts. 
[lst ed.] New York, Harper & Row [1974] 
[30] p. illus. (part col.) 24 cm. ISBN 0-06- 
025191-3 Although content with his life, 
Punch the parrot gets lonely now and then 


until he acquires a secret friend. 
{PZ10.3.S248Pu] [E] 73-14337 4.50 

i. Knotts, Howard, illus. IE Title. 

Lib. bdg. 4.43, ISBN 0-06-025192-1 
SHIEFMAN, Vicky. JUV 


Mindy. Illustrated by Lisl Weil. New York, 
Macmillan [1974] 84 p. illus. 22 cm. ISBN 
0-02-782480-X Unhappy with Tante Toba 
who is taking care of her, Mindy anxiously 
awaits her mother’s return from the 


hospital with the new baby. 
[PZ7.85547Mi] [Fic] 74-7231 4.95 

I Weil, Lisl, illus. II. Title. 

SHOBERG, Lore. JUV 


Willy! New York, McGraw-Hill [1974] 
ISBN 0-07-056982-7 The second grade 
class assignment is to draw an imaginative 
picture and Willy is sure he can do it. 
PZ7.S5586Wi] [E] 74-9573 3.95 

, Title. 

Prepared from C.I.P. Library binding 3.83, 
ISBN 0-07-056983-5. 


SHULEVITZ, Uri, 1935- JUV 
Dawn. Words and pictures by Uri 
Shulevitz. New York, Farrar, Straus and 
Giroux [1974] p. ISBN 0-374-31707-0 
Camped for the night by a lake, a boy and 
his grandfather experience dawn from their 
19 boat. [PZ7.85594Daw] [E] 74-9761 
.95 
J. Title. 
Prepared from C.I.P. 


SOBOL, Donald J., 1924- JUV 
* Encyclopedia Brown lends a hand, by 
Donald J. Sobol. Illustrated by Leonard 
Shortall. [lst ed.] Nashville, T. Nelson 
[1974] p. cm. ISBN 0-8407-7218-1 The 
solutions to ten mysteries solved by Leroy 
“Encyclopedia” Brown are given in a 
separate section challenging the reader to 
match wits with the ten-year-old 
mastermind of Idaville’s war on crime. 
. [PZ7.S68524Erm] [Fic] 74-10866 4.25 

I Shortall, Leonard W., illus. II. Title. 
Prepared from C.I.P. 


ST. Sauver, Dennis, 1947- JUV 
Rip’s ups and downs. illus. by Paul Snyder. 
St. Paul, Minn, EMC Corp. [1974] 34 p. 
col. illus. 24 cm. ISBN 0-88436-073-3. 
(His Four seasons at Lakeview) A high 
school football player gets hooked on 
Benzedrine trying to keep his energy up 
after a bout with mono. [P27. S1436RK] 
[Fic] 74-550 3.75 

I. Snyder, ‘Paul, illus. H. Title. 

Pbk. 1.45; ISBN 0-88436-072-5. 
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ST. Sauver, Dennis, 1947- JUV 
The sixth man. Illus. by Paul Snyder. St. 
Paul, Minn., EMC Corp. [1974] 34 p. col. 
illus. 24 cm. ISBN 0-88436-075-X (His 
Four seasons at Lakeview) Always a 
substitute, Brad yearns for more 
recognition of all his basketball skills. 
[PZ7.S1436Si] [Fic] 73-23084 3.75 

I. Snyder, Paul, illus. If. Title. 

Pbk. 1.45; ISBN 0-88436-074-1. 


ST. Sauver, Dennis, 1947- JUV 
The unlikely hero. Illus. by Paul Snyder. 
St. Paul, Minn., EMC Corp. [1974] 34 p. 
col. illus. 24 cm. ISBN 0-88436-071-7. 
(His Four seasons at Lakeview) A high 
school boy tries out for the track team 
with the intention of getting even with the 
coach but finds himself increasingly 
absorbed in the sport. [PZ7.S1436Un] [Fic] 
73-23065 3.75 

I Snyder, Paul, illus. If. Title. 

Pbk. 1.45; ISBN 0-88436-070-9. 


STEIG, William, 1907- JUV 
Farmer Palmer’s wagon ride. New York, 
Farrar, Straus and Giroux [1974] p. cm. 
ISBN 0-374-32288-0 The wagon ride from 
town is so hazardous that Farmer Palmer, 
a pig, and Ebenezer, an ass, barely make it 
home again. [PZ7.S8177Far] [E] 74-9949 
5.9 

L Title. 

Prepared from C.I.P. 


STEPTOE, John, 1950- JUV 
My special best words. Stary and pictures 
by John Steptoe. New York, Viking Press 
[1974] p. ISBN 0-670-50118-2 A little 
black boy describes his daily life with his 
younger brother, father, and baby sitter. 
[P27 58367My] [E] 73- 21826 6.95" 


ety from C.I.P. 


STONE, Ann. JUV 
The balloon people. Illustrated by Philip 
Gough. New York; McGraw Hill [1974] 
p. cm. Ben and his sister help the good 
Balloon people against their enemies. 
pz. .887593Bal] [Fic] 74-9703 5.72 (lib. 


bdg.) 
I. Gough, Philip, illus. II. Title. 
Prepared from C.I.P. 


SUHL, Yuri, 1908- JUV 
The man who made everyone late. 
Illustrated by Lawrence di Fiori. New 
York, Four Winds Press [1974] p. ISBN 
0-590-07223-4 Felix Boom has a penchant 
for making everyone late because of his 
inability to answer a question in less than 
five hundred words. [PZ7.S89445Man] [E] 
74-7482 5.50 

I. Di Fiori, Lawrence, illus. II. Title. 
Prepared from C.I.P. 


SYNGE, Ursula, 1930- JUV 
The people and the promise. New York, S. 
G. Phillips [1974] p. cm. ISBN 0-87599- 
208-0 The Hebrew people’s exodis from 
Egypt is viewed through the eye8of Leah 
as she experiences it from her childhood to 
ala; age. [PZ7.S98465Pe] [Fic] 74-10661 
1. Jews—History—To 1200 B.C.—Juvenile 
fiction. 2. Moses—Juvenile fiction. I. Title. 
Prepared from C.I.P. 


TEAGUE, Bob. JUV 
Agent K-13, the super-spy. Itustrated by 
Geoffrey Moss. Garden City, N.Y., 
Doubleday [1974] p. ISBN 2-383. 08704-7. 

the best spy in the secret service, 
A retrieve the deadly Crumble-Bomb 
from the world’s greediest man who is 
holding it for ransom. [PZ7.T21937Ag] [E] 
73-19486 4.50; 5.25 (lib. bdg.) 


L Moss, Geoffrey, illus. H. Title. 
Prepared from C.I.P. 4 
-i 


THALER, Mike, 1936- - “ JUV 
How far will a rubber band stretch? 
Illustrated by Jerry Joyner. [New -York] 
Parents’ Magazine Press [1974] ps cm. 
ISBN 0-8193-0766-1 A little boy decides 
to find out how far a rubber band will 
stretch. [PZ7.T3Ho] [E] 73-23052 4.50 
(lib. bdg.) 

I Joyner, Jerry, illus. II. Title. 

Prepared from C.I.P... 


THIELE, Colin. JUV 
Blue Fin. By Colin Thiele. Pictures by 
Roger Haldane. [Ist American ed.] New 
York, Harper & Row [1974] 243 p. illus. 
21 cm. ISBN 0-06-026104-8 Although his 
father has always considered him 
completely incompetent, Steve suddenly 
finds their lives in his hands following a 
violent storm at sea. [PZ7.T354Bl3] [Fic] 
73-14328 4.95 

I. Haldane, Roger, 1945- illus. IT. Title. 
Library binding 4.79, ISBN 0-06-026105-6. 


TRIVERS, James. JUV 
I can stop anytime I want. Illustrated” by 
Alan Davis. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-13- 
444927-4 A high school senior, arrested 
for selling drugs, finds his probation too 


restrictive and turns to alcohol. 
[PZ7.T739]ac] [Fic] 74-8105 5.95 

I. Davis, Alan, illus. H. Title. 

Prepared from C.I.P. 

VAN DER VEER, Judy. JUV 
Long trial for Francisco. Chicago, 


Childrens Press [1974] p. cm. ISBN 0- 
$16-00828-9 "A Golden Gate junior 
book.” A sixteen-year-old Mexican youth 
goes to California to earn money for his 
needy family. [PZ7.V2842Lo}] [Fic] 74- 
7480 5.25 (lib. bdg.) 

I. Title. 

Prepared from C.I.P. 


VAN LEEUWEN, Jean. JUV 
Too hot for ice cream. Pictures by Martha 
Alexander. [New York] Dial Press [1974] 
p. cm. ISBN 0-8037-6076-0 After Sara’s 
plans to go swimming on the hottest day 
of the summer have to m cancelled, 
everything starts to wrong. 
[PZ7.V275T0] [E] 74-2877 4. 95 

I. Alexander, Martha G., illus. II. Title. 
Prepared from C.I.P. Library binding 4.58; 
ISBN 0-8037-6077-9. 


VIGNA, Judith. JUV 
Gregory’s stitches. Story and pictures by 
Judith Vigna. Chicago, A. Whitman [1974] 
[32] p. col. illus. 19 cm. ISBN 0-8075- 
3046-8 The story of how Gregory got the 
six stitches in his forehead changes with 
each friend that passes on the news. 
wrr V67Gr] [E] 73-22400 3.25 
I. Title. 


WAHL, Jan. JUV 
The Clumpitts go sailing. IHustrated by 
Cyndy Szekeres. New York, Parents’ 
Magazine Press [1974] p. ISBN 0-8193- 
0770-X The Clumpitt family sails to a sick 
uncie’s house to take him some hot soup. 
aA -W1266Cl] [E] 73-23083 4.50 (lib. 


L ae Cyndy, illus. If. Title. 
Prepared from C.I.P. 


WARE, Leon. JUV 
Delta mystery. Philadelphia, Westminster 
Press [1974] 224 p. 22 cm. ISBN 0-664- 
32553-X A houseboat trip on the inland 
waterways near San Francisco becomes a 
dangerous adventure for a teenage boy and 


his uncle when they get involved with a 


drug smuggling ring. [PZ7.W22De] [Fic] 
74-6441 5.50 
L. Title. 


WEDDLE, Ferris. JUV 
Talllike a pine. Illustrations by Fred Irvin. 
Chicago, A. Whitman [1974] p. cm. ISBN 
0-8075-7757-X (A Leader book) When his 
father is injured in a logging accident in 
Idaho, eleven-year-old Jeff must curtail his 
wildlife observation and undertake 
additional responsibilities on the farm. 
[PZ7.W4127Tal] [Fic] 74-17072 3.95 

Í. Irvin, Fred M., illus. Il. Title. 

Prepared from C.I.P. 


WELLS, Rosemary. JUV 
None of the above. New York, Dial Press, 
1974. p. cm. ISBN 0-8037-6148-1 For six 
years a teen-age girl tries to determine 
what she wants in life and to reconcile it 
with her stepmother’s designs for her 
future. [PZ7.W46843No] [Fic] 74-2879 
L. Title. 

Prepared from C.I.P. 


WESTERN Writers of America. JUV 
-The wild horse roundup; a collection of 
stories by members of Western Writers of 
America. Edited by Jim  Kjelgaard. 
Illustrated by Paul Brown. Plainview, N.Y., 
Books for Libraries Press [1974, c1957] p. 
cm. ISBN 0-8369-4270-1 (Short story 
index report series) Reprint of the ed. 
published by Dodd, Mead, New York. 
[PZ5.W495WiS5] [Fic] 74-3404 15.50 

1. Horses—Legends and stories. I. 
Kjelgaard, James Arthur, 1910-1959, ed. 
It, Title. 

Prepared from C.I.P. Contents omitted. 


WIER, Ester. JUV 
The hunting trail. New York, H. Z. Walck 
[1974] p. cm. ISBN 0-8098-3119-8 Traces 
the first three and a half years of a 
coyote’s life as ne struggles against the 
dangers posed man and nature. 
[PZ10. 3.W6295Hu] Fic] 74-6030 5.95 

1. Coyotes—Legends and stories. I. Title. 
Prepared from CLP. 


WILLARD, Barbara. JUV 
The iron lily. [New York] Dutton [1974, 
c1973] p cm. ISBN 0-525-32592-1 
Orphaned in 1557 by the plague and 
disowned by her ”brother’s” widow who 
claims she is not true kin to the family, 
fifteen-year-old Lilias begins a life-long 
attempt to identify her true parentage. 
(PZ7.W65471Ir3] [Fic] 74-7195 4.95 : 

L Title. 

Prepared from C.I.P. 


WILLARD, Nancy. JUV 
Sailing to Cythera, and ` other Anatole 
stories. Illus. by David McPhail. [ist ed.] 
New York, Harcourt Brace Jovanovich 
[1974] 72 p. illus. 21 cm. Contents.— 
Gospel train—The wise soldier of 
Sellebak.—Sailing to Cythera. 
[PZ7.W6553Sai] Fic] 74-5602 6.00 

i. McPhail, David M., illus. IT. Title. 


WILLIAMS, Jay, 1914- JUV 
A bag full of nothing. Ilustrated by Tom 
O'Sullivan. New York, Parents’ Magazine 
Press [1974] p. ISBN 0-8193-0774-2 Tip’s 
father thinks the paper bag they find is full 
of nothing, but Tip teaches him better. 
[PZ7.W666Bag] [E] 73-22186 4.50 

T. O'Sullivan, Tom, illus. IL Title. 

Prepared from C.I.P. 


WILLIAMS, Jay, 1914- 
Danny Duna, invisible 


JUV 


boy, by Jay 


Williams and Raymond  Abrashkin. 


Illustrated by Paul Sagsoorian. New York, - 


McGraw-Hill [1974] 154 p. illus. 21 cm. 
- ISBN 0-07-070546-1 By accidentally short- 
circuiting Professor Bullfinch’s new 
crystalline material, Danny Dunn enables 
the professor to’ create a new machine that 
makes Danny invisible. [PZ7.W666Daoy] 
[Fic] 73-17415 4.95 
I Abrashkin, Raymond, 1911-1960, joint 
author. Hf. Sagsoorian, Paul, illus. If. Title. 
Library binding 4.72, ISBN 0-07-070547- 
X. 


WILLIAMS, Jay, 1914- JUV 
The pecple of the ax. New York, H. Z. 
Walck [1974] p. cm. ISBN 0-8098-3122-8 
When he learns the significance ‘of their 
iron club, Arne is forced to grapple with 
the dangerous crom, creatures that are 
neither Auman or animal, and their place 
in the world as he knows it. [PZ7.W666Pe] 
[Fic] 74-5894 5.95 

I. Title. 

Prepared from C.I.P. 


WISE, Robert A. JUV 
The ghest town monster, by Robert Wise. 
Illus. by Paul Snyder. St. Paul, EMC Corp. 
[1974] p. cm. ISBN 0-88436-142-4. (His 
Sea Wolf mysteries) Although none of 
them believe in ghosts or monsters, four 
youngsters and their Indian guide begin to 
get nervous when they find strange large 
footprints around their camp. 
(PZ7.W777Gh] [Fic] 74-16076 3.75 

I. Snyder, Paul, 1923- illus. II. Title. 
Prepared from C.I.P. Pbk. 1.45; ISBN 0- 
88436-143-8. 


WISE, Robert A. JUV 
Mystery of Tanglefoot Island, by Robert 
Wise. Illus. by Paul Snyder. St. Paul, EMC 
Corp. [1974] p. cm. (His Sea Wolf 
mysteries) When their boat is damaged 
during a storm, a group of youngsters and 
their Indian guide land on an island that 
seems to be haunted. [PZ7.W777Mz] [Fic] 
74-16077 3.75; 1.45 (pbk.) 

I. Snyder, Paul, 1923- illus. II. Title. 

© Prepared from C.I.P. 


WISE, Robert A. JUV 
Mystery of Totem Pole Inlet, by Robert 
Wise. Illus. by Paul Snyder. St. Paul, EMC 
Corp. [1974] p. cm. ISBN 0-88436-138-1. 
(His Sea Wolf mysteries) When Eddie is 
late for an appointment, two friends set off 
by boat to look for him at an Indian burial 
village, [PZ7.W777Mzh] [Fic] 74-16078 
I. Snyder, Paul, 1923- illus. II. Title. 
Prepared from C.I.P. Pbk. 1.45; ISBN 0- 
88436-139-X. 


WISE, Robert A. JUV 
The treasure of Raven Hill, by Robert 
~ Wise. Tus. by Paul Snyder. St. Paul, EMC 
-eCorp. [1974] p. cm. ISBN 0-88436-140-3. 
mm (His Sea Wolf mysteries) Three youngsters 
gand their Indian friend explore a nearby 
Bland for buried treasure. [Fic] 74- 16079 
75.. 
I: Snyder, Paul, 1923- illus. H. Title. 
Prepared from C.LP. Pbk. 1.45; ISBN 0- 
88436-141-1. | i 


WOLCOTT, Patty. JUV 
The forest fire. Illustrated by Robert Binks. 
[Reading, Mass.] Addison-Wesley [1974] 
pP. cm. ISBN 0-201-08768-5 ”An 
Addisonian Press book.” Animals mistake 
a patch of bright flowers for a forest fire. 
[PZ7.W8185Fo] [E] 74-731 3.95 

I. Binks, Robert, 1926- illus. If. Titie. 
Prepared from C.I.P. 


WOOLLEY, Catherine.. >- JUV 
Libby shadows a lady. lilustrated by Don 
Almquist. New York, Morrow [1974] p. 
cm. ISBN 0-688-21787-7 A mystery set in 
New York City where a girl inadvertently 
breaks up a kidnapping ring supplying 
babies for adoption. [PZ7.W882Lfb] [Fic] 
74-2029 5.50 

I. Almquist, Don, illus. I. Title. 

Prepared from C.I.P. Lib. bdg. 4.81, ISBN 
0-688-31787-1. 


YOLEN, Jane H. JUV 
The boy who had wings, by Jane Yolen. 
Pictures in wax-crayon by Helga 
Aichinger. New York, Crowell [1974] [25] 
p. col. illus. 31 cm. ISBN 0-690-15899-8 
The wings he is born with give a young 
boy nothing but unhappiness until he flies 
over the mountain to rescue his herdsman 
father. [PZ7.Y78Bo] [Fic] 73-17010 7.00 

f, Aichinger, Helga, illus. IT. Title. 

Library binding 5.50; ISBN 0-690-15899-8. 


YOLEN, Jane H. JUV 
The magic three of Solatia, by Jane Yolen. 
Illustrated by Julia Noonan. New York, 
Crowell [1974] p. ISBN 0-690-00532-6 
The magic in the three silver buttons of 
the seawitch serves both Sianna of the 
Song and her son as they struggle against 
the curses and spells of a ruthless wizard. 
[PZ7.Y78Mag] [Fic] 74-5010 5.95 

£, Noonan, Julia, illus. II. Title. 

Prepared from C.I. P. 


YOUNG, Miriam Burt) JUV 
If I rode a dinosaur. Illustrated by Robert 
Quackenbush. New York, Lothrop, Lee & 
Shepard [1974] p. cm. ISBN 0-688-41591- 
1 A child fantasizes about riding different 
kinds of dinosours. [PZ7.Y873Ifp] [E] 74- 


‘1186 4.75 


I. Quackenbush, Robert M., illus. IL. Title. 
Prepared from C.I.P. Library binding 4.32, 
ISBN 0-688-51591-6. Bes 


YOUNG, Miriam (Burt) JUV 
If I rode an elephant, by Miriam Young. 
Illustrated by Robert Quackenbush. New 
York, Lothrop, Lee & Shepard, 1974. p. 
em. ISBN 0-688-41589-X A young boy 
imagines what it would be like to ride an 
elephant in a wedding procession in India, 
on a picture-taking safari, in a circus 
parade, and in many other situations and 
places around the world. [PZ7.Y873Igk] 
[E] 74-732 4.75 

I. Quackenbush, Robert M., illus. I, Title. 

Prepared from C.I.P. Library binding 4.32, 
ISBN 0-688-51589-4. 


YOUNG, Miriam (Burt) JUV 
Miss Suzy’s birthday, by Miriam Young. 
Illustrated’ by Arnold Lobel. New York, 
Parents’ Magazine Press [1974] p. cm. 
ISBN 0-8193-0764-5 Miss Suzy’s adopted 
children and forest friends try to think of a 
special gift for her birthday. [PZ7. X873MÄ] 
[E] 73-22187 4.50 

T. Lobel, Arnold, illus. If. Title. 

Prepared from C.I.P. Library edition 4. Js; 
ISBN 0-8193-0765-3 


ZIMELMAN, Nathan. j JUV 
I will tell you of Peach Stone. Illustrated 
by Yoko Mitsuhashi. New York, Lothrop, 
Lee & Shepard, 1974. p. ISBN 0-688- 
41662-4 An old man and his dog gain 
immortality by bringing the gift of the 
peach from China to the rest of the world. 
[PZ7.Z57lac] [E] 74-7192 4.25 

I Mitsuhashi, Yoko, illus. II. Title. 
Prepared from C.LP. Library binding 3.94; 
ISBN 0-688-51662-4. 
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PAPERBACK BOOKS are listed here in a separate section under which are recorded the mass-market? ‘and 
! “trade” paperbacks published for general retail sale, library circulation and nontext-reading in schools and colleges. 
Omitted from this Paperback section (but included in the general Weekly Record listings) are those paperbounds 
_ that are strickly textbooks, manuals, workbooks, highly specialized scientific and scholarly monographs, proceedings, 


i serials, ephemera and other titles of restricted interest. 








ACTON, Jay. 796.33'264'0974812 
The forgettables. New York, Bantam 
Books [1974, c1973] vii, 287 p. 18 cm. 
{[GV956.P67A63] 1.50 (pbk.) 

1. Pottstown Firebirds (Football club) I. 
Title. 

L.C. card number for original ed.: 73- 
9548. 


ADDEO, Edmond G., 1936- 158.1 
Egospeak; why no one listens to you [by] 
Edmond G. Addeo and Robert E. Burger. 
[With a foreword by Dr. Martin Blinder.] 
New York, Bantam Books [1974, c1973] 
xv, 287 p. 18 cm. [BF637.C45A3] . 1.95 
(pbk.) 

i. Communication—Psychological aspects. 
I. Burger, Robert E., joint author. Il. Title. 
L.C. card number for original ed: 73- 
12390. 


ALBRAND, Martha, pseud, 1911- FIC 
- The obsession of Emmet Booth. [New 
York] Avon [1974, cl1957] 190 p. 18 cm. 
[PZ3.L82420b] 0.95 (pbk.) 

I. Title. 

ae card number for original ed.: 57- 


ALDRIN, Edwin E., 
1930- 

Return to earth [by] Edwin E. ”Buzz” 
Aldrin, Jr. with Wayne Warga. New York, 
Bantam Books [1974, c1973] 342 p. illus. 
18 cm. [TL789.85.A4A3] 1.75 (pbk.) 

1. Aldrin, Edwin E., 1930- 2. Project 
Apollo. I. Warga, Wayne, joint author. II. 
Title. 

L.C. card number for original ed.: 73- 
4864. 


ALVAREZ, Walter 
Clement, 1884- 
Homosexuality and other forms of sexual 
deviance [by] Walter C. Alvarez. New 
York, Pyramid Books [1974] 259 p. 18 cm. 
ISBN 0-515-03412-6 (A Confrontation 
doublebook) With, as issued, March, Sue. 
Gay liberation. New York, 1974. 
Bibliography: p. 246-259. [HQ76.M235] 

74-176111 1.75 (pbk.). 
1. Homosexuality. 2. Sexual deviation. I. 
Title. 


AMADO, Jorge, 1912- FIC 
Gabriela, clove and cinnamon. New York, 
Avon [1974, c1962] 425 p. 18 cm. (A Bard 
book) [PZ3.A478Gab2} 1.95 (pbk.) 

£ Title. 

L.C. card number for original edition: 62- 
8689 


629.45°4°0924 B 


301.4157 


*AMES, Winthrop, comp. 929.4 
What shall we name the baby? Edited and 
with a foreword by Winthrop Ames, 
assisted by Florence A. Doody. New York, 
Pocket Books, [1974] 208 p. illus. 18 cm. 
ISBN 0-671-77759-9. [CS2369] 0.95 (pbk.) 
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J. Names, Personal. I. Doody, Florence A. 
I. Title. 


ANDREOTA, Paul, 1917- 843.914 
The sweet taste of burnirg. Translated 
from the French by A. M. Sheridan Smith. 
[New York] Warner Paperback Library 
[1974, c1973] 176 p. 18 cm. Translation of 
Le Pieg [PZ4.A55217SW3] 
[PQ2601. NAT F. 25 (pbk.) 

L Title. 

L.C. card number for original ed.: 73- 
81394. . 


*ANDREW, Jean., ed. 
Fill-in puzzles. 

No. 6 is available from Ace Books, N.Y. 
for 0.95 (pbk.) 


793.732 


ANGUS, Sylia. FIC 
Arson and old lace. [New York] Manor 
Books [1974, cl972] 176 p. 18 cm. 
"Mystery” [PZ4.A613Ar3] [PS3551.N5] 
8.3°.5'4 1.25 (pbk.) 

I. Title. 


84241 


*ANTHONY, Piers. FIC 
Mistress of death [by] Piers Anthony and 
Roberto Fuentes. [New York] Berkley Pub. 
Co. [1974] 192 p. 18 cm. ISBN 0-425- 
02623-X. (A Berkley medallion book) 
(Jason Striker, #2) 0.95 (pbk.} 

I. Fuentes, Roberto, joint author. II. Title. 


L.C. card number for original ed: 72- 


*ANTHONY, Piers. FIC 
Rings of ice. With a terminal essay by 
Donald L. Cyr. [New York] Avon [1974] 
191 p. 18 cm. (Avon science fiction) 0.95 
(pbk.) ‘ 

I. Title. 


*ARLEO, Joseph. FIC 
Home late. [New York] Warrer Paperback 
Library [1974] 222 p. 18 cm. 1.25 (pbk.) 


L Title. 3° 


ARMOUR, Lawrence A. 658.4709 
The young millionaires, by Lawrénee *At 
Armour. Foreword by Jamès Ling. 
Afterword by Nick J. Mileti. [Chicago] 
Playboy Press [1974, c1973] 254 p. [8 cm. 
[HC102.5.A2A74] 1.50 (pbk.) 

i. Millionaires’ 2. Capitalists 
financiers—United States. I. Title. 
L.C.. card number for original ed.: 73- 
76283. 


ARMSTRONG, Charlotte, 1905- FIC 
The gift shop. [New York] Berkley’ Pub, 
Co. [1974, c1966] 271 p. 18 sm. ISBN’ "o; 
425-02577-2. (A Berkley medallion book) 
Mystery.” [PZ3.A7348Gi] 0.95 (pbk.) 

Ł Title. 

L.C. card number for original ed.: 67- 
15272. 


and 


AUCHINCLOSS, Louis. FIC 
The. embezzler.. New York Avon [1974, 
c1966] 256 p. 18 cm. [PZ3.A898Em] 1.50 
(pbk.) 

I. Title. 

L.C. card number for original edition: 66- 
11231. 


AUCHINCLOSS, Louis. FIC 
The injustice collectors. [New York] Avon 
[1974, c1950} 224 p. 18 cm. ISBN 0-380- 
00039-3. [PZ3.A898Ip} 1.25 (pbk.) 

I. Title. 

L.C. card number for original ed.:_ 50- 
14014. 


BABBITT, Natalie. JUV 
Knee-knock rise. New York, Avon [1974, 
c1970] [118] p. illus. 19 cm. (A Camelot 
book) Everyone else in the village is afraid 
of the creature who supposedly dwells at 
the top of Kneeknock Rise, but young 


Egan investigates for himself. 
[PZ7.B1135Kn] 0.95 (pbk.) 
Í. Title. 


L.C. card number for original edition: 79- 
105622. 


BAKER, Elsworth F. 615.53 
Man in the trap, by Elsworth F. Baker. 
New York, Avon [1974, c1967] 384 p. 18 
cm. (A Discuss book) Bibliography: p. 
369-374. [RZ460.B3] 1.95 (pbk.) 

1. Orgonomy. I. Title. 

L.C. card number for original edition: 67- 
18449. 


BARRETT, Mary Ellen. FIC 
An accident of love. New York, Bantam 


Books [1974, c1973] 214 p. 18 cm. 
[PZ4.B2738Ac] [PS3552.A735] 813.54 
1.50 (pbk.) 

L Title. 


L.C. card number for original ed.: 73- 
133597. 


*BARRY, Mike. FIC 
Chicago slaughter. [New York] Berkley 
Pub. ‘Co. [1974] 192 p. 18 cm. ISBN 0- 
425-02555-1. (Berkley medallion book) 
(Lone Wolf, #6) 0.95 (pbk.) 

I Title. 


*BARRY, Mike. FIC 
Desert stalker. [New York] Berkley Pub. 
Co. [1974, c1973] 192 p. 18 cm. ISBN 0- 
425-02504-7. (Berkley medallion book) 
(Lone Wolf,#4) 0.95 (pbk.) 

Í. Title. 


*BEITZ, Charles. 301.248 
Creating the future; a guide to living and 
working for social change, by Charles Beitz 
and Michael Washburn. New York Bantam 
Books: [1974] 422 p. 18 cm. THN49. P6] 
1.95 (pbk.) 
1. Social change. 2. Vocational guidance. I. 
Washburn, Michael, joint author IT. Title. 


BENNETT, Jay. JUV 
The -long black coat. [New York, Dell, 
1974, c1973] 124 p. 18 cm. (Laurel-leaf 
library) ”Mystery” Seventeen-year-old Phil 
is terrorized by two of his dead brother’s 
associates from Vietnam who demand from 
him a package he knows nothing about. 
[PZ7.B4399Lo]} 0.95 (pbk.) 

L Title. 

L.C. card number for original ed.: 73- 
7217. 


BERGMAN, Ingmar, 1918- 839.7°2°74 
Scenes from a marriage; six dialogues for 
television. [Translated from the Swedish by 
Alan Baker] New York, Bantam Books 
[1974] 212 p. ts, 18 om, Translation of 
Scener aktenskap 
[PT9875. B5335313] 1, 95 (pbk) 

Í. Title. 

L.C. card number for original ed: 74- 
4753. 


BIRD, Caroline. 331.4’2'0973 
Everything a woman needs to know to get 
paid what she’s worth [by] Caroline Bird, 
Edited by Helene Mandelbaum. 

York, Bantam Books [1974, del xi, 272 
p. 18 em. [HD6058.B57] 1.95 (pbk.) 

1. Woman—Employment—United States. 
2. Equal pay for equal work—United 
States. I. Mandelbaum, Helene, ed. II. 
Title. 

L.C. card number for original ed: 73- 
79946. 


*BLACKBURN, Tom W. FIC 
El segundo [by] Tom W. Blackburn. [New 


York, Dell, 1374] 203 p 18 cm. 
”Western” 0.95 (pbk.) 
I. Title. 


BLISH, James. FIC 
And all the stars a stage. New York, Avon 
[1974, c1970] 190 p. 18 cm. (Avon 
Science fiction) "Somewhat abridged 
version first appeared in amazing science 
fiction stories, vol. 34, nos. 6 & 7, June & 
July 1960. [PZ3.B61987Am] [PS3503.L64] 
813°.5°4 0.95 (pbk.) 

I. Title. 

L.C. card number for original ed.: 77- 
144250. 


BLUM, Ralph, 1932- 001.9°42 
Beyond earth: man’s contact with UFOs, 
by Ralph Blum with Judy Blum. New 
York, Bantam Books [1974] 248 p. illus. 
18 cm. Bibliography: p. 235-236. 
[TL789.B59] 74-175067 1.50 (pbk.) 

1. Flying saucers. I. Blum, Judy, joint 
author. IT. Title. 


*BOLTON, Brett L. 133.3 
The secret powers of plants [by] Brett L. 
Bolton. [New York] Berkley Pub. 

[1974] 190 p. illus. 18 cm. ISBN 0-425- 
02567-5. (A Berkley medallion book) 
ek epa p. 180-183. [BF1411] 1.25 


1. Occult sciences. I. Title. 


BOMBECK, Erma. 818'.5°407 
I fost everything in the post-natal 
depression. Illus. by Loretta Krupinski. 
Greenwich, Conn., Fawcett [1974, c1973] 
192 p. illus. 18 cm. (A Fawcett crest book) 
(PS3552.05912] 1.25 (pbk.) 

Í. Title. 

L.C. card number for original ed.: 72- 
97269. 


*BOOTH, Edwin. FIC 
Shoot-out at Twin Buttes. [New York] 
Berkley Pub. Co. [1974, c1967] 143 p. 18 
cm. ISBN 0-425-02612-4. (A Berkley 
medallion book) *Western” 0.95 (pbk.) 

I. Title. 


*BOOTH, Edwin. FIC 
Triple cross trail. [New York] Berkley Pub. 
Co. [1974, c1967] 143 p. 18 cm. ISBN 0- 
425-02557-8. (A Berkley medallion book) 
”Western” 0.95 (pbk.) 

L Title. 


*BOSS, Judy. 133.93 
In silence they return. [New York] Manor 
Books [1974, c1972] 216 p. 18 cm. 
[BF1347] 1.25 (pbk.) 

1. Automation—Case studies. 2. Spirit 
writings—Case studies. [. Title. 


BOYNTON, Peter. FIC 
Stone Island. {New York] Warner 
Paperback Library [1974, c1973] 381 p. 18 
em. [PZ4.B794St] [PS3552.095] 813°.5'4 
1.50 (pbk.) 

I. Title. 

L.C. card number for original ed.: 73- 
4379. 


BRADBURY, Ray, 1920- 
The Helloween tree. (lus. by Joseph 
Mugnaini. New York, Bantam Books 
[1974, c1972] 181 p. illus. 18 cm. (Bantam 
pathfinders editions) Summary: A group 
of children & a “spirit” go back through 
time to discover the beginnings of 
Halloween. [PZ7.B717Hal] 1.25 (pbk. 

I. Mugnaini, Joseph A., illus; II. Title. 

L.C. card number for original ed.: 72- 
2433. 


*BRADLEY, Michael. FIC 
The blood bargain; a novel. [New York] 
Warner Paperback Library [1974] 176 p. 
18 im (Adrano/for hire, #4) 1.25 (pbk.) 

. Title. 


BROCK, Ray, 1928- 688.6 
If you're ready, here’s the car. [New York, 
Dell Pub. Co.]; distributed by Dial Press 
[1974] p. cm. ISBN 0-8037-4363-7 4.” 
Diagrams and text explain tools and plans 
needed for constructing a coaster car. 
[TT185.B75] 74-12135 1.50 (pbk.) 

i. Woodwork—Juvenile literature. 2. 
Coaster cars—Juvenile literature. I. Title. 
Prepared from C.I.P. 


BROCK, Ray, 1928- 688.6 
Scooters are groovy and you can build 
your own. [New York, Dell Pub. Co.]; 
distributed by Dial Press [1974] p. cm. 
ISBN 0-8037-8135-0 ”3.” Gives step-by- 
step instructions for building a scooter. 
[TT185.B768]} 74-12402 1.50 (pbk.°. 

1. Woodwork—Juvenile literature. 2. 
Scooters—Juvenile literature. I. Title. 
Prepared from C.I.P. 


*BROWN, Carter. FIC 
Donavan. [New York] New American 
Library [1974] 159 p. 18 cm. (A Signet 
book) 0.95 (pbk.) 

T. Title. 


BRYANT, Gay. 914’.04’55 
The underground travel guide. [1974-75 
ed.] New York, Award Books [1974] 283 
p- 18 cm. [D909.B78 1974] 74-176287 
1.75 (pbk.} 

1. Europe—Description and travel—1971- 
—Guide-books. I. Title. 


CALISHER, Hortense. FIC 
Herself [New York, Dell, 1974, ¢c1972] 
398 p. 18 cm. [P53553.A4Z5] 1.75 (pbk.) 
I Title. 

L.C. card number for original ed.: 72- 
82174. 


*CAMERON, Kate. FIC 
Echoes of evil. New York, Leisure Books 
[1974] 189 p. 18 cm. (Whispering Hills 
gothic, #6) 0.95 (pbk.) 


JUV 


L Title. 


*CAMERON, Kate. FIC 
Shadows on the moon. New York, Leisure 
Books [1974] 200 p. 18 cm. (Whispering 
Hills gotl.ic,#3) 0.95 (pbk.) 

I. Title. 


*CARPENTER, Edmund. 301.161 

Oh, what a blow that phantom gave me! 

Toronto, New York Bantam Books [1974, 

eels 197 p. illus. 18 cm. [HM258] 2.25 
bk.) 


1. Mass media—Social aspeccts. 2. 
Primative culture—Media. I. Title. 


*CARROLL, Joy. FIC 
The moth. [New York, Dell, 1974] 271 p. 
18 cm. 1.25 (pbk.) 

L Title. 


*CARTLAND, Barbara. FIC 
Lessons in love. New York, Bantam Books 
[1974] 199 p. 18 cm. 0.95 (pbk.) 

L Title. 


*CARTLAND, Barbara, 1902- FIC 
The castle of fear. New York, Bantam 
Books [1974] 181 p. 18 cm. (Barbara 
Cartland Library, #11). 1.25 (pbk.) 

I. Title. 


*CHADWICK, Jocelyn. FIC 
Evil is the night. [New York] Avon [1974] 
187 p. 18 cm. (Avon gothic) 0.95 (pbk.) 

I. Title. 


CHAPMAN, Hester W., 1899- FIC 
Limmerston Hail [by] Hester W. Chapman. 
Greenwich, Conn., Fawcett [1974, c1972] 
256 p. 18 cm. (A Fawcett crest book) 
{[PZ3.C37107Li3] [PR6005.H317] 823°.9°14 
1.25 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
94947. 


CHARRIERE, Henri, 
1906-1973. 

Banco: the further adventures of Papillon. 
Translated from the French by Patrick 
O’Brian. New York, Pocket Books [1974, 
c1973] xi, 306 p. 18 cm. ISBN 0-671- 
78688-1. [HV8956.G8C4813] 1.95 (pbk.} 
J. Aner; Henri, 1906-1973. Papillon. I. 
Title. 


365’.6°0924 B 


card number for original ed.: 73- 


CHARROUX, Robert. 913 

Legacy of the gods. [New York] Berkley 

Pub Co. [1974, c1965] 301 p. 18 cm. (A 

Berkley medallion book) Translation of Le 

livre des secrets trahis. [G100.CS5] 1.25 

(pbk.) 

1. Geographical myths. 2. History— 

Curiosa and miscellaneous. I. Title. 

Fuge card number for original ed.: 65- 
2 


CHARTERS, Ann. 813°.5°4 B 
Kerouac; a biography. [New York] Warner 
Paperback Library [1974, c1973] 416 p. 
illus. 18 cm. Includes bibliographical 
references. [PS3521.E73526] 1.95 (pbk.} 

1. Kerouac, John, 1922-1969. I. Title. 
ee number for original ed.: 72- 


*CHASE, Glen. FIC 
The Jersey bounce. New York, Leisure 
Books [1974] 184 p. 18 cm. (Cherry 
Delight,#9) 1.25 (pbk.) 

L Title. 


*CHASE, Glen. FIC 
Made in Japan. New York, Leisure Books 
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EH 


“COSTAIN, Thomas Bertram, 


[1974] 179 p 18 cm. (Cherry 
Delight, #10) 1.25 (pbk.) . 

L Title. 

*CHEKHOV, Anton, 8917.7°2'408 
` 1860-1904.. 

Uncle Vanya. [Translated by Robert 


Corrigan.] [New York] Avon [1974] 190 p. 
18 cm. (A Bard book) The book also 
contains the novella Ward No. 6. 
oe p. 189-190. [PG3455] 0.75 


I. Title. 


CLARK, Evert. 364.1°33 
The Corsican contract [by] Evert Clark 
and Nicholas Horrock. New York, Bantam 
Books [1974, c1973] 245 p. 18 cm. 
Original title: Contrabandista! 
(HV5825.C57] 1.50 (pbk.) 

1. Narcotics, Control of—United States. 2. 
Heroin. 3. Smuggling—United States. 4. 
Narcotics, Control of—South America. I. 
Horrock, Nicholas, joint author. I. Title. 
fogs number for original ed.: 72- 


*COSTAIN, Thomas B. FIC 
Ride with me. New York, Avon [1974 
c1944] 686 p. 18 cm. ISBN 0-380-00032-6 
1.50 (pbk.) 

I. Title. 


FIC 
1885- 

The silver chalice. [by] Thomas B. Costain. 

[New York] Avon [1974, c1952] 590 p. 18 

cm. [PZ3.C8235Si] 1.50 (pbk.) 

L Title. 


L.C. card number for original ed: 52- 
8754. 
COSTAIN, Thomas Bertram, FIC 


1885- ` 
Son of a hundred kings [by] Thomas B. 
Costain. [New York] Avon [1974] 573 p. 
18 cm. [PZ3.C8235S0] 1.75 (pbk.) 
I. Title. 


L.C. card number for original ed.: 50- 
9942. 


*CRAIG, John. FIC 
Super-dude; a novel. [New York] Warner 
Paperback Library [1974] 238 p. 18 cm. 
1.25 (pbk.) 

I. Title. 


CSONKA, Larry. 796.33°2’0922 
Always on the run, by Larry Csonka and 
Jim Kiick, with Dave Anderson. New 
York, Bantam Books [1974, c1973] xi, 237 
. 18 cm. Two stars of the Miami 
Dolphins exchange their thoughts about 
their lives, football, Coach Don Shula and 
other topics. [GV939.A1C78] 1.50 (pbk.) 
i. Csonka, Larry. 2. Kitck, Jim. 3. Miami 
Dolphins (Football club) 4. Backfield play 
(Football) I Kiick, Jim. II. Anderson, 
Dave. HI. Title. 
te card number for original ed: 73- 
2. 


DAVENAT, Colette. 843.914 
Deborah. Translated by Anne Carter. New 
York, Bantam Books [1974, c1973] 373 p. 
18 cm. [PZ4.D2456De3] [PQ2664.A878} 


1.25 (pbk:) 

L Title. 

L.C. card number for original ed.: 73- 
1673. 

*DICK, Philip K. FIC 


Counter-clock world [by] Philip K. Dick. 
New York, Berkley Pub. Co. [1974, c1967] 
160 p. 18 cm, ISBN 0-425-02568-3. (A 
Berkley medallion book) ”Science-fiction” 
0.95 (pbk.) 

I. Title. 
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*DICK, Philip K. i FÍC 
Galactic pot-healer. [by] Philip K. Dick: 
[New York] Berkley Pub. Co. [1974, 
1969] 144 p. 18 cm. ISBN 0-425-02569-1. 


{A Berkley medallion book) “Science- 
fiction” 0.95 (pbk.) . 

£ Title. 

DONLEAVY, James Patrick. FIC 


The beastly beatitudes of Balthazar B. [by} 
J. P. Donleavy. [New York, Dell, 1974 
c1968] 379 p. 18 cm. (A Laurel edition) 
[PZ4.D6844Be] 1.50 (pbk.) 

L. Title. 

L.C. card number for original ed.: 68-8637 


*DUBINSKY, Steven. 363’.2°092'4 B 
Decoy cop [by] Sgt. Steven Dubinsky and 
Leo Standora. New York, Ace Books 
[1974] 252 p. illus. 18 cm. [HV7911] 1.50 


L. Dubinsky, Steven. 2. New York (City)— 
Police. I. Standora, Lo, joint author. I. 
Title. 


DUNN, Katherine. FIC 
Truck. [New York] Avon [1974, c1971] 
221 p 18 cm. [PZ4.D92314Tr] 
[PS3554.U47] 813’.5°4 1.25 (pbk.) 

T. Title. 


L.C. card number for original ed.: 78- 
144190 
*EBON, Martin. 612.399 


The essential vitamin counter. New York, 
Bantam Books [1974] 175 p. 18 cm. 
Bibliography: p. 175 [RM259] 1.75 (pbk.) 
1. Vitamins. I. Title. 


*EBON, Martin, comp. 133 
Exorcism: Fact not fiction, edited and 
with an introduction by Martin Ebon. 
[New York] New American Library [1974] 
275 p. 18 cm. (A Signet book) [BF1411} 
1.25 (pbk.) 

1. Occult sciences. I. Title. 


*ELLISON, Harlan. FIC 
Ellison wonderland. [New York] New 
American Library [1974, c1962] 178 p. 18 
cm. (A Signet book) ’Science-fiction” 1.25 
(pbk.) 

L. Title. 


*ELWOOD, Roger, comp. 813°.0876 
Strange gods, edited by Roger Elwood. 
New York, Pocket Books [1974] 191 p. 18 
cm. ISBN 0-671-77754-8. [PS648] 0.95 
(pbk.) 
1. Science fiction, American. I. Title. 
ENNIS, Bruce J., 346’.73°013 
1941- 
Prisoners of psychiatry [by] Bruce J. Ennis. 
Introduction by Thomas S. Szasz. [New 
York] Avon [1974, c1972] 253 p. 18 cm. 
ISBN 0-380-00021-0. (A Discus book) 
[KF480.E5] 1.65 (pbk.) 
FA Insanity—Jurisprudence—United States. 
I. Title. 


L.C. card number for original ed: 72- 
79923. 

ERIKSON, Erik 322.4'2°0924 
Homburger, 1902- 

In. search of common ground; 


conversations with Erik H. Erickson and 


Huey P. Newton. Introduced by Kai T. - 


Erikson. [New York, Deli, 1974, c1973] 
144 p 18 cm. (A Laurel on 
[E185.615.E74] 1.25 (pbk) 

I. Newton, Huey P. 2. Erikson, Erik 
Homburger, 1902- 3. Black Panther Party. 
I. Newton, Huey P. Il. Title. 

ai, card number for original ed.: 73- 
4191. 


FALK, Stanley Lawrence, 940.54°26 
1927- 

Bloodiest victory: Palaus [by] Stanley‘ Falk. 
{New York, Ballantine Books, 1974] 1159, 
[1] p. illus. 21 cm. (Ballantine’s illustrated 
history of the violent century. Campaign 
book no. 28) Bibliography: p. [160] 
[D767.99.P4F34] 74-174469 1.50 (pbk.). 

1. World War, 1939-1945—Campaigns— 
Pelew Islands. I. Title. 


FARRELL, James Thomas, 1904- FIC 


_Lonely for the future [by] James T. Farrell. 


New York, Manor Books [1974, c1966] 
263 p. 18 cm. [PZ3.F2465L02] 1.50 (pbk.) 
L Title. 
L.C. card number for original edition: 66- 
11755, 


FAUST, Frederick, 1892-1944. FIC 
Speedy [by] Max Brand. [New York] 
Warner Paperback Library [1974, c1959] 
(obi 18 cm. *Western” [PZ3. F2775} 0.95 


L.C. card number for original ed.: 
6200. 


*FINLEY, Glenna. FIC 
Love’s magic spell. [New York] New 
American Library [1974] 197 p. 18 cm. (A 
Signet book} 0.95 (pbk.) 

I. Title. 


*FLENDER, Harold. FIC 
Paris blues. [New York] Manor Books 
[1974, c1957] 187 p. 18 cm. 1.25 (pbk.) ` 
Í. Title. 

L.C. card number for original ed.: 57- 
9138. 


55- 


FLY, C. L., 1905- 248.2 B 
No hope but God; featuring the Christian 
checklist [by] Claude L. Fly. [New York] 
Berkley Pub. Co. [1974, c1973] ix, 222 p. 
18 cm. ISBN 0-425-02566-7 (A Berkley 
a book) [BR1725.F52A33] 1. 2 


1. Fly, C. L, 1905- 2. Christian life— 
Biblical teaching. L Title. 


L.C. card number for original ed.: 72- 
7768. 
*FOREMAN, L. L. FIC 


Triple cross at Trinidad. New York, 
Belmont Tower Books [1974] 159 p. 18 
cm. (A BT Brand western) 0.95 (pbk 

I. Title. 


FORESTER, Cecil Scott, 
1899-1966. 
The hornblower companion, an atlas and 
personal commentary on the writing of the 
Hornblower saga, by C. S. Forester. With 
illus. and maps by Samuel H. Bryant. New 
York, Pinnacle Books [1974, c1964] 178 p. 
illus. 18 cm. ISBN 0-523-00440-0. 
([PR6011.056H65] 1.95 (pbk.) 
1. Hornblower, Horatio 
character) I. Title. 


823'.9°12. 


(Fictitious . 


L.C. card number for original ed.: 64- 
17103. 
FORMAN, James. JUV 


People of the dream. [New York, Dell, 
1974, c1972] 207 p. 18 cm. (Laurel-leaf 
library) Recounts the events of the four 
month talk in 1877 when Chief Joseph led 
the Nez Perce Indians from their ancestral 
homes in Oregon to the Canadian border. 
[PZ7.F76Pe] 0.95 (pbk.) 

i. Nez Perce Indians—Wars, 1877— 
Juvenile fiction. I. Title. 


L.C. card number for original ed.: 76- 
188271. 
FOSTER, Robert, 1949- 823'.9°12 


A guide to Middle-Earth. New York, 


now F 


Ballantine Books [1974, c1971] [284 p.] 18 
cm. ISBN 0-345-24138-X. 
[PR6039.032Z49 1974] 1.50 (pbk.) 

1. . Tolkien, John Ronald Revel, 1892- 
Dictionaries, indexes, etc. I. Title. 

L.C. card number for original ed.: 72- 
94777. 


*FUN-TO-FIND word 
games. 

No. 4 is available from Popular Library for 
0.95 (pbk.) 


*GAILLARD, Robert, 1909- FIC 
Marie, island in revolt. [New York] Avon 
[1974, c1960] 190 p. 18 cm. 0.95 (pbk.) 

{ Title. 


793.732 


GARFIELD, Brian Wynne, 1939- FIC 
Death wish [by] Brian Garfield. 
Greenwich, Conn., Fawcett [1974, 1972] 
223 p. 18 cm. (A Fawcett crest book) 
[PZ4.G2315Dc] [PS3557.A715] 813.54 
1.25 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
75459. 


GASKELL, Thomas Frohock. 551.4771 
The Gulf Stream [by] T. F. Gaskell. New 
York, New American Library [1974, 
c1973] 178 p. illus. 18 cm. (A Mentor 
book) Bibliography: p. 171. [GC296.G963 
1974] 1.95 (pbk.) 

1. Guif Stream. I. Title. 

L.C. card number for original ed.: 72- 
8299. 


GENT, Peter. FIC 
North Dallas forty. New York, New 
American Library [1974, cl1973] 294 p. 18 
cm. (A Signet book) [PZ4.G33No] 
[PS3557.E45] 813°.5°4 1.95 (pbk.) 

I, Title. 

L.C. card number for original ed: 73- 
5815. 


GILMAN, Dorothy. FIC 
A palm for Mrs. Pollifax. Greenwich, 
Conn., Fawcett [1974, c1973] 191 p. 18 
cm. (A Fawcett crest book) [PZ4.G486Pal] 
{PS3557.143] 813°.5°4 0.95 (pbk:) 

I. Title. 

L.C. card number for original ed: 72- 
89947. 


GLAZE, Eleanor. FIC 
Fear and tenderness. Greenwich, Conn., 
Fawcett [1974, cl973] 445 p. 18 cm. 
(Fawcett crest book)  [PZ4.G5553Fe] 
[PS3557.L384] 813’.5’4 1.50 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
89693. 


*GLUT, Donald F. FIC 
Bugged! [New York] Manor Books [1974] 
192 p. 18 cm. 1.25 (pbk.) 

T. Title. 


GOFFSTEIN, M. B. JUV 
The underside of the leaf [by] M. B. 
Goffstein. [New York, Dell, 1974, c1972] 
125 p. 18 cm. (Laurel-leaf library) 
Summary: Describes a 12-yr-old’s crush 
on her neighbor’s boy friend & her 
impressions when she meets him again 5 
yrs. later. [PZ7.G5573Un] 0.95 (pbk.) 

Lf Title. 

L.C. card number for original ed.: 75- 
188252. . 


GREENBERG, Joanne. FIC 
Summering. New York, Avon [1974, 
c1966] 222 p. 18 cm. (A Bard book) 
[PZ4.G7985Su]} 1.65 (pbk.) 

{. Title. 


Lic. card number for original edition: 66- 
13100. 


GREY, Naidra. FIC 

Dark sun, pale shadows. [New York] 
Berkley Fub. Co. [1974, c1973] 224 p. 18 
cm. ISBN 0-425-02560-8. (A Berkley 
medallion book) [PZ4. G83Dar3| 
Pol R456] 8237.9°14 0.95 (pbk.) 


Le ee number for original ed.: 72- 
97294 


*GRIFFIN, Anne, J. FIC 
Ocean of fear. [New York] Avon [1974] 
192 p. 18 cm. (Avon gothic) 0.95 (pbk.) 

I. Title. 


*GRIFFIN, Anne J. FIC 
The spirit of Brynmaster Oaks. [by] Anne 
J. Griffin. [New York] Avon [1974] 191 p. 
18 cm. ISBN 0-380-00037-7. (Avon gothic 
original) 0.95 (pbk.) 

L Title. 


GUTKIND, Lee. 796.75 B 
Bike fever. [New York] Avon [1974, 
c1973] 252 p. 18 cm. [GV1060.2.G87A32]} 
1.50 (pbk.) 

1. Gutkind, Lee. 2. Motorcycling—United 
States. 3. United States—Description and 
travel—1960-. I. Title. 

L.C. card number for original ed.: 72- 
94778. 


*HALL, Gimone. FIC 
The Juliet room. [New York] Manor 
Books [1974] 192 p. 18 cm. (Manor 
gothic) 0.95 (pbk.) 

L Title. 


*HAMMOND, Sally. 133.9 
We are all healers. New York, Ballantine 
Books [1974, c1973] 296 p. 18 cm. ISBN 
0-345-24152-5. [BF1027] 1.95 (pbk.) 

1. Psychical research. I. Title. 

De card number for original ed.: 73- 


t 
*HANNA, David. . 364’.10924[B] 
Carlo Gambino: King of the Mafia. New 
York, Belmont Tower Books [1974] 170 p. 
illus. 18 cm. (The Godfather series) 
[HV624€] 1.25 (pbk.) 
1. Mafia. I. Title. 


*HANNA, David. 364.10924 [B] 
Vito Genovese. New York, Belmont Tower 
Books [1974] 185 p. illus. 18 cm. (The 
Godfather series) [HV6248] 1.25 (pbk.) 

1. Mafia. I. Title. 


HANSELL, Franz T. 917.94°61°045 
An opinionated guide to San Francisco 
[by] Franz T. Hansell. Photos by Chazz 
Sutphen. Rev. ed. New York, Ballantine 
Books, 1974. 268 p. illus.. 18 cm. ISBN 0- 
345-23868-0 "A Comstock edition.” 
[F869.S5H28 1974] 74-174337 1.95 (pbk.) 
1. San Francisco—Des¢ription—Guide- 
books. Ñ: ‘Title. 


*HARRISON, Harry, comp. 813.0876 
SF: author’s choice 4 [edited by] Harry 
Harrison. [New York] Berkley Pub. Co. 
[1974] 271 p. 18 cm. ISBN 0-455- 02622-1. 
(A Berkley medallion book) [PZ1] [PS648] 
1.25 (pbk) 

1. Scienze fiction, American. I. Title. 

L.C. card number for original ed.: 74- 
116158. 


*HARTER, Walter. 635.9°82 
The handy guide to house plants. [New 
York] Bantam Books [1974] 87 p. illus. 14 
= ^ Bantam minibook) [SB415}] 0.60 
cm. 

L. House plants. T. Title. 


“HERRIGAN, Jackie. 


*HAYCOX, Ernest. : 

The border trumpet. [New York] New. 
American Library [1974, c1966] 224 p. 18. 
cm. (A Signet brand western) 0.95 pbk) 

I. Title. 


*HAYES, Ralph. FIC 
The doomsday conspiracy. New York, 
Belmont Tower Books [1974] 171 p. 18 
cm. (Agent for Cominsec#2) 0.95 (pbk.) 
I. Title. 


HEAVEN, Constance. FIC 
The Astrov legacy. [New York, Dell, 1974, 
c1973] 224 p. 18 cm. [PZ4.H4416As3] 
[PR6058.E23] 823°.9°14 1.25 (pbk.) 

L Title. 

L.C. card number for original ed: 72- 
94124. 


301.41°8 

Loving free [by] Jackie and Jeff Herrigan. 

New York, Ballantine [1974, c1973] 304 p. 
cm. ISBN 0-345-24002-2. 

Fios. USH454] 1.75 (pbk.) 

i. Sex in marriage. 2. Marriage—United 

States. I. Herrigan, Jeff, joint author. I. 

Title. 

L.C. card number for original ed.: 72- 

90838. 


HESSE, Herman, 1877- 
1962 

Poems by Herman Hesse. Selected & 
translated by James Wright. New York, 
Bantam Books [1974, cl1970] ix, 79 p. 18 
cm. German text selected from Die 
Gedichte (in Gesammelte Schriffen). 
German and English. [(PT2617. HE 
1.45 (pbk.) 

I Wright, James Arlington, 1927- comp. 
IT. Title. 

L.C. card number for original ed.: 78- 
109558. 


HEYER, Georgette, 1902- FIC 
The civil contract. [New York] Berkley 
Pub. Co. [1974, c1961} 414 p. 18 cm. 


831°.9'12 


ISBN 0-425-02578-0. (A Berkley 
medallion book) [PZ3.H514Ci2] 1.25 
L Title. 


L.C. card number for original ed.: 6l- 
16720. 


HOAGLAND, Edward. 81£.54 
The courage of turtles. [New York} 
Warner Paperback Library [1974, c1970] 
190 p. 18 cm. [PS3558.0334A16 1974] 


1.25 (pbk.) 

I. Title. 

L.C. card for original ed.: 78-1176¢1. 
Contents omitted. 

HOAGLAND, Edward. 81.54 


Walking the Dead Diamond River. (New 
York] Warner Paperback Library [1974, 
c1973] 270 p. 18 cm. [PS3558.0334W3] 
1.50 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
10806. 


HOBAN, Russell. FIC 
The lion of Boaz-Jachin and Jachin-Boaz. 
New York, Pocket Books [1974, c1973] 
192 p. 18 cm. ISBN 0-671-78392-0. 


‘ 


[PZ4.H6797Li] [PS3558.0336] 813°:5°4 
1.25 (pbk.) f 
L Title. Ti 


L.C. card number for original ed.: 73- 
81396. 


*HOLLINGSHEAD, Kyle. FIC 


Ransome’s Army. New York, Ace Books 
[1374] 190 p. 18 cm. (Ace Western) 0.75 
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FIC .. 


HOLMES, Marjorie, 1910- 242’.83°3 
Nobody else will listen; a girl’s 
conversations with God. New York, 


Bantam Books [1974, c1973] viii, 135 p. 
18 cm. A collection of prayers touching on 
important matters in an adolescent gir!’s 
life. [BV4860.H64] 1.25 (pbk.) 

1. Girls—-Prayer-books and devotions— 
English. L Title. 

L.C. card number for original ed: 72- 
84919. 


*HOLT, Victoria. FIC 
The curse of the Kings. Greenwich, Conn., 
Fawcett [1974, c1973] 304 p. 18 cm. (A 
Fawcett crest book) 1.50 (pbk.) 

I. Title. 


HOPKINS, Robert S. FIC 
The killer elite [by] Robert Rostand. [New 
York, Dell, 1974, c1973] 205 p. 18 cm. 
Mystery” [PZ4.H7955Ki} [PS3558.0636] 
8137.54 1.50 (pbk.) 

I. Title. 


L.C. card number for original ed.: 72- 
10640. 
HOWATCH, Susan. FIC 


The devil on lammas night. Greenwich, 
Conn Fawcett [1974, c1970] 224 p. 18 

wcett crest book) 
[PZ4. H8563De] *TPS3558. 0884] 813.5°4 
1.25 (pbk.) 


I. Title. 
L.C. card number for original ed.: 72- 
94532. 


HUNT, Gladys M. 261.8734'12 
Ms. means myself; by Gladys Hunt. New 
York, Bantam Books [1974, c1973] 146 p. 
18 cm. [HQ1206.H85] 1.50 (pbk.) 

i poran-Psyehology. 2. Conduct of life. 
. Title. 


L.C. card number for original ed: 72- 
85566. 
HUNT, Howard, 1918- FIC 


The Berlin ending [by] E. Howard Hunt. 
[New York] Berkley Pub. Co. [1974, 
c1971] 288 p. 18 cm. ISBN 0-425-02562-5 
(Berkley medallion book) Mystery” 
[PZ3.H9123Bf] [PS3515.U5425] 8137.5°4 
1.25 (pbk.) 

I. Title. 

oe number for original ed.: 73- 


*HURD, Florence FIC 
The secret of Awen Castle. [New York] 
Avon [1974] 158 p. 18 cm. (Avon gothic 
original) 0.95 (pbk.) 

I. Title. 


*HYMAN, Rebecca. 745.45 

The beginner's book of decoupage. [New 

York, Bantam Books, 1974] vii, 87 p. 14 

ahi) (A Bantam minibook) [TT870] 0.60 
bk. 

L r A I. Title. 


INGRAM, Grace. FIC 
Red Adam’s lady. Greenwich, Conn., 
Fawcett [1974, cl1973] 288 p. 18 cm. (A 
Fawcett crest book) [PZ4.1542Re] 
[PRb059.N 54] 823'.9714 1.25 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
95910. 

a! 

*THE insiders’ guide to 378’.73 
the colleges. 

The Sth ed. is available from Berkley Pub. 
Co., N.Y. for 2.25 (pbk.) ISBN 0-425- 
02519-5. L.C. card no.: 73-161139. 


*KALTER, Joanmarie, comp. 793.732 
Seek-a-word. 
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ťi 


No. 5 is available from Belmont Tower 
Books for 0.75 (pbk.). 


KANIN, Garson, 1912- FIC 
A thousand summers. New York, Bantam 
Books [1974, c1973] 214 p 18 cm. 
aw esthl {[PS3521.A45] 813°.5°4 1.75 


1. Title. 
L.C. card number for original ed.: 73- 
79679 


KAUFMAN, Gerald. 915.694. 
To build the promised land. New York, 
Bantam Books [1974, c1973] xiv, 301 p. 
illus. 18 cm. Bibliography: p. 283-287. 
[DS126.5.K365] 1.95 (pbk.) 

1. Israel. I. Title. 

L.C. card number for original ed.: 73- 
169794. 


KAWABATA, Yasunari, 
1899-1972. 
The master of Go. Translated from 
Japanese by Edward G. Seidensticker. 
[New York] Berkley Pub. Co. [1974, 
c1972] 186 p. 18 cm. ISBN 0-425-02645-0 
(A Berkley medallion book) Translation of 
(pak) [PZ3.K1775Mas3] [PL832.A9] 1.75 


L.C. card number for original ed.: 72- 
2228. 


*KEANE, Bill. 741.5973 
When’s later, daddy? Greenwich, Conn., 

Fawcett [1974, 1972] 1 v. (unpaged, 

chiefly illus. 18 cm. (A Fawcett gold 

medal book.) [NC1428] 0.75 (pbk.) 

A ; mercan wit and humor, Pictorial. I. 
itle. 


*KEEL, Charlene. 301.41°76°32 
I'll do anything. New York, Leisure Books 
[1974] 166 p. 18 cm. [HQ36] 1.25 (pbk.) 
L Sex. I Title. 


*KINGRY, Philip, 1942- FIC 
The monk and the marines. New York, 
Bantam Books [1974] 182 p. 18 cm. 1.25 
(pbk.) 

I. Title. 


KNUDSON, R. Rozanne. JUV 
Zanballer, by R. R. Knudson. [New York,] 
Dell, 1974, c1972] 143 p. 18 cm. (Laurel- 
leaf library) Summary: Zan Hogan, whose 
principal opposes her un-feminine 
activities, leads her dance class onto the 
athletic field to form a girls’ football team. 
[PZ7.K785Zan] 0.95 (pbk.) 

T. Title. 

Ke card number for original ed.: 72- 


895.635 


KORDA, Michael, 1933- 331.40973 
Male chauvinism! How it works. [New 
York] Berkley Pub. Co. [1974, c1973] 239 
p. 18 cm. ISBN 0-425-02544-6. (A Berkley 
medallion book) Includes bibliographical 
references. [HD6095.K66] 1.50 (pbk.) 

1. Woman—Employment—United States. 
2. Discrimination in employment—United 
States. 3. Sex role. I. Title. 

Lea number for original ed.: 72- 


*KOTZWINKLE, William. FIC 
Nightbook. [New York] Avon [1974] [160 
p.] 21 cm. (An Equinox book.) [PZ4.] 
[PS3561] 813°.5°4 2.45 (pbk.) 

L Title. 


*KRONHAUSEN, Phyllis, 
comp 

A salers of erotic art, collected and with 

text by Drs. Phyllis and Eberhard 

Kronhausen. New York, Bantam Books 


704’.94°2 


[1974] 1v. (chiefly illus.) 18 cm. INC6490] 
2.95 (pbk.) 

I. Sex in art. I. Kronhausen, Eberhard, 
Joint comp. IT. Title. 


K 
*KYLE, Duncan. FIC 
The Suvarov adventure. New York, 
Bantam Books [1974] 216 p. 18 cm. 1.25 
) 


(pbk 
£ Title. 


LAIRD, Charlton Grant, 1901- 428 
Webster's New World thesarus. [Prepared 
by] Charles Laird. New York, Popular 
Library [1974, cl1971] x, 530 p. 18 cm. 
(PE1625.W33 1974] 0.95 (pbk.) 

1. English language—Synonyms 
antonyms. I. Title. 

L.C. card number for original ed.: 79- 
137340. 


*LAMB, Robert FIC 
The rape. New York, Bantam Books 
[1974] 309 p. 18 cm. 1.50 (pbk.) 

£ Title. 


*LAMOUR, Louis FIC 
The Californios New York, Bantam Books 
[1974] 188 p. 18 cm. *Western” 0.95 
(pok ) 
L Title. 


*L’AMOUR, Louis. FIC 
Crossfire trail. Greenwich, Conn., Fawcett 
[1974, c1954] 157 p. 18 cm. (Fawcett gold 
medal book) ”Western” 0.95 (pbk.) 

I. Title. 


LAUMER, Keith, 1925- FIC 
The infinite cage. [New York] Berkley 
Pub. Co. [1974, c1972] 191 p. 18 cm. (A 
Berkley medallion book) ”Science-fiction” 
ie waa [PS3562.A84] 813.54 0.95 


£ Title. 
L.C. card number for original ed.: 70- 
186648. 


*LEOURIER, Christian, 1948- FIC 
The mountains of the sun. New York, 
Berkley Pub. Co. [1974, c1973] 176 p. 18 
cm. ISBN 0-425-02570-5. (A Berkley 


and 


medallion book) "Science-fiction” 0.95 
(pbk.) 

L Title. 

LESSING, Doris May, 1919- FIC 


The summer before dark [by] Doris 
Lessing. New York, Bantam Books [1974, 
c1973] 247 p. 18 cm. [PZ3.L56684Su3] 
823°.9°14 1.75 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
11044. 


LESSING, Doris May, 1919- FIC 
The temptation of Jack Orkney and other 
stories [by] Doris Lessing. New York, 
Bantam Books [1974, cl1972] 311 p. 18 
em. [PZ3.LS86684Te3] 823.914 1.95 (pbk.) 
£, Title. 

Contents omitted. L.C. card number for 
original ed.: 72-2241. 


oe NE, Voldemar, 

1932- 

Furiosa. Translated by Count Cagliostro 

from the French. [New York] Warner 

Seah or Library [1974, c1973] 416 p. 18 
ri -L643Fu] [PQ2672.E823] 1.75 


1. World War, 1939-1945—Fiction. I. 
Title. 
L.C. card number for original ed.: 72- 
79781. 


*LEWIS, Sinclair, 1885-1951. FIC 
Kingsblood royal. [New York] Manor 


843.914 


Books [1974, c1947] 348 p. 18 cm. 1.75 
(pbk.) 
E Title. 


*LORING, Emilie. FIC 
How can the heart forget. New York, 
Bantam Books [1974 c1962] 215 p. 18 cm. 
0.75 (pbk.) 

L. Title. 


LYNDS, Dennis, 1924- FIC 
A touch of darkness {by} John Crowe. 
[New York] Manor Books [1974, c1972] 
175 p. 18 cm. ”"Mystery” [PZ4.L9892To] 
[PS3362. Y44] 813.54 1.25 (pbk.) 

Í. Title. 

L.C. card number for ‘original ed.: 72-3617 


MCCARTHY, Mary Therese, 1912- _ FIC 

A charmed life. New York, New American 

Library [1974, 1955] 313 p. 21 cm. (A 

Plume book) [PZ3.M1272Ch] 3.95 (pbk) 

I. Title. 

L.C. card number for original ed.: 55- 

10153. 

MELOY, Joseph J., 636.770887 
1917- 

The complete book of dog training and 

care [by] J. J. McCoy. [New York] Berkley 

Pub. Co. [1974, 01970] 288 p. illus. 18 cm. 

ISBN 0-425-02615-9. (A Berkley 

medallion book) Pibliograpliy: p. 279-280. 

[SF427.5.H37] 1.25 (pbk.) 

1. Dogs. T. Title. 

L.C. card number for original ed.: 70- 

118061. 


MCCOY, Joseph J. 1917- 636.8 
ne complete book of cat health and care, 
y J. J. McCoy. New York Berkley Pub. 
S. [1974, c1968] v, 258 p. 18 cm. ISBN 
0-425-02584-5 (A Berkley medallion book) 
Bibliography: p 247-248. [SF442.M24] 
I. Cats. I Title. 
fe card number for original edition: 68- 
15514. > 


MCDONALD, Elvin. 635.96 
Little plants for small spaces. New York, 
Popular Library [1974, c1962] 205 p. illus. 
18 cm. A revised, updated and expanded 
version of Miniature plants for home and 
greenhouse. [SB433.5M2] 1.50 (pbk.) 

1. Miniature plants. 2. Gardens, Miniature. 
Í. Title. 

L.C. card number for original ed.: 62- 
4998. 


MACLEAN, Alistair, 1922or3- “FIC 
The way to dusty death. Greenwich, 
Conn., Fawcett [1974, c1973] 254 p. 18 


cm. (Fawcett crest book) 
[PZ4.M1626Way3] [PR6063.A248] 
823.914 1.50 (pbk.) 

L. Title. 


L.C. card number for original ed: 73- 
79870. 


*MCWANE, Glenn. 133 
The new UFO sightings, by Glenn 
McWane and David Graham. Foreword 
by Brad Steiger. [New York] Warner 
Paperback Library [1974] 173 p. illus. 18 
em. (BF1411] 1.25 (pbk.) 

a Occult sciences. T. Graham, David. IL. 
ytle. 


*MALZBERG, Barry. FIC 
Underlay. [New York] Avon [1974] 255 p. 
18 cm. 1.50 (pbk.) 

I Title. 


*MANN, Patrick, pseud. FIC 
The vacancy. [New York] Putnam [1974, 
c1973] 287 p. 18 cm. ISBN 0-425-0-2637- 
X. (A Berkley medallion book) 1.50 (pbk.) 


“oye 


L Title. 
L.C. card number for orig. ed.: 73- 78592. 
Distributed by Berkley’ Pub. Co. 


MARCH, Sue. 301.41°57 
Gay liberation [by] Sue March. A bonus: 
the Gay Activists Alliance’s 20 questions 
about homosexuality, a political primer. 
New York, Pyramid Books [1974] 105 p. 
18 cm. ISBN 0-515-03412-0 (A 
Confrontation doublebook) With, as issued, 
Alvarez, Walter Clement, 1884- 
Homosexuality and other forms of sexual 
deviance. New York, 1974. Bibliography: 
p. 104-105. [HQ76.M235] 74-6755 1.75 
(pbk.). 

1. Homosexuality. 2. Lesbianism. 3. Gay 
liberation movement—United States. I. 
Gay Activists Alliance. 20 questions about 
homosexuality. 1974. II. Title. 


MARINE, Gene. 301.4120973 
A male guide to women’s liberation. [New 
York] Avon [1974, c1972] 319 p. 18 cm. 
(A Discus book) Bibliography: p. 282-309. 
[HQ1426.M28] 1.65 (pbk.) 

i. Women in the United States. 2. 
Women’s Liberation Movement. I. Title. 
L.C. card number for original ed.: 72- 
78118. 


*MARLOWE, Christopher, 
1564-1593, 

Edward If. [Introduction by Jacques 

Chwat]. [New York] Avon [1974] 173 p. 

18 cm. (A Bard book) Bibliography: p. 

175-176. [PR2665] 0.75 (pbk.) 

L. Title. 


*MARTIN, Gil. FIC 
McCord. [New York] Berkley’ Pub. Co. 


822’.313 


11974, c1967] 143 p. 18 cm. ISBN 0-425- 


02481-4 (A Berkley medallion book) 
”Western” 0.75 (pbk) 
I. Title. 


MASUR, Harold Q., 1909- FIC 
The attorney [by] Harold Q. Masur. New 
York, Bantam Books [1974,.c1973] 340 p 

18 cm. [PZ3.M396At] [PS3525. A835] 


` 813’.5°4 1.50 (pbk.) 


I. Title. ; 
L.C. card. number for original ed.: 72- 
11641. 


MAYBURY, Anne. FIC 
The midnight dancers. New York, Bantam 


Books [1974, c1973] 312 p. 18 cm. 
[PZ3.M45438Mg] [PR6063.A885] 
$23°.9°14 1.50 (pbk.) 

I. Title. 


L.C. card number for original ed: 73- 
4623. 


MEACOCK, Norma. FIC 
Thinking girl [New York] Avon [1974, 
c1972] 224 p. 18 cm. ISBN 0-380-0006-7 
[PZ4.M4775Th4] [PR6063: E16] 823°.9'14 
1.25 (pbk.) 

&. Title. gc - a 

L.C. cartr. number for original ed.: 70- 
163381, b. 


MELTZER, Milton, 19152. 973.57 
Hunted like a wolf; the.story of the 
Seminole War. [New York, Dell, 1974, 
c1973] 204 p. 18 cm. (Laurel-leaf library) 
Bibliography: [p. 186]- 191. [E83.835.M44 
1974] 0.95 (pbk.) 

Jd. Seminole War, 2nd, 1835-1842. 2. 
Seminole War, Ist, 1817-1818. I. Titie. 
ave card number for original ed.: 72- 
78464, 


MERCHANT, Larry. 301.517 
The national football lottery. [New York, 
Dell, 1974, c1973] 346 p. 18 cm. 
[HV6715.M47] 1.75 (pbk.) 


1. Gambling—United States. 2. Football. I 
Title. 
L.C. card number for original ed.: 73- 
4199. 


MILLAR, Margaret. FI 
Beast in view. Ne oom Avon [1974, 


c1972] 191 p cm. ”Mystery” 
[PZ3.M5995Be] 1.25 (pbk) i 
Í Title. 


L.C. card number for original ed.: 55- 
5801. ; 


MILLAR, Margaret. FIC 
Do evil in return. [New York] Avon 
(1974, c1950] 190 p. 18 cm. ISBN 0-380- 
00033-4. *Mystery” [PZ3.M5995Do] 0.95 
(pbk.) 

Í. Title. 

L.C. card number for original ed; 50- 
9717. 


MILLAR, Margaret. FIC 
The fiend. [New York] Avon [1974, 
c1964] 281 p 18 cm. “Mystery” 
[PZ4.M6448Fi] 1.25 (pbk.) 

I. Title. 

L.C. card number for original ed.: 64- 
14835. 


*MILLAR, Margaret. FIC 
The iron gates. [New York] Avon [1974] 
191 p. 18 cm. ISBN 0-380-00015-6. 
”Mystery” 0.95 (pbk.) 

L Title. 


*MOFFETT, Robert K. FIC 
Tantric sex [by] Robert K. Moffett. [New 
York] Berkley Pub. Co. [1974] 174 p. 20 
cm. ISBN 0-425-0-2529-2. (A Berkley 
medallion book) [HQ64] 301.417 1.95 
(pbk.) 

1. Sex. I. Title. 


*MONTAMBLE, Philip J., comp. 423 
Harle’s complete crossword dictionary, 
compiled by Philip J. Montamble and 
edited by Leila B. Gemme. New York, 
Ace Books [1974] 505 p. 18 cm. Original 
title: The complete crossword dictionary. 
[PE1628] 0.95 (pbk.) 

I. English language—Dictionaries. T. 
Gemme, Leila B., ed. I. Title. 


*MOORCOCK, Michael, 1939- FIC 
The sword and the stallion. [New York] 
Berkley Pub. Co. [1974] 160 p. 18 cm. 
ISBN 0-425-02548-9. (A Berkley 
medallion book) (The Chronicles of 
Corum, #6) 0.75 (pbk.) 

I. Title. 


*MOORE, Clayton. FIC 
End of reckoning. [New York] Berkley 
Pub. Co. [1974] 253 p. 18 cm. ISBN 0- 
425-02619-1. (A Berkley medallion book). 
(River Falls series, #3) 1.25 (pbk.) 
L Title. 


*MOORE, Clayton. FIC 
Wesley Sheridan. [New York] Berkley 
Pub. Co. [1974] 253 p. 18 cm. ISBN '0- 
425-02579-9. (A Berkley medallion bodk) 
(River Falls series,#2) 1.25 (pbk.) ao 
I. Title. qe’ 
*MOORE, Dorinne. FIC 
Masquerade at Monfalcone. New York, 
Berkley Pub. Co. [1974] 159 p. 18 di. 
ISBN 0-425-02507-1. (A Berkley 
medallion book) 0.75 (pbk) a7 
L Title. 


MORRIS, Willie. 


T 


- The last of the Southern girls. [New York] 


Avon [1974, c1973] 287 p. 
[PZ4.M8795Las] [PS3563.08745] 813’. 5 4 
1.50 (pbk.) 
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T. Title. 
L.C. card number for original ed.: 72- 
11040. 
*MOSKOWITZ, Sam, comp. FIC 


Horrors unseen, edited by Sam Moskowitz. 
{New York] Berkley Pub. Co. [1974] 208 
p. 18 cm. ISBN 0-425-02583-7 (A Berkley 
medallion book) 0.75 (pbk.) 
I. Title. 

MURROW, Edward R. 909.82 
In search of light; the broadcasts of 
Edward R. Murrow, 1938-1961. Edited 
with an introduction by Edward Bliss, Jr. 
New York Avon [1974, c1967] 397 p. 18 
cm. ISBN 0-380-00018-0 (A Discus book) 
{D422.M8] 1.95 (pbk) > 

4. History, Modern—20th century— 
Addresses, essays, lectures. I. Title. 

L.C. card number for original edition: 67- 
11133. 


MUSES, Charles Arthur, 1919- 154 
Consciousness and reality; the human pivot 
point. Ed. by Charles Muse’s & Arthur M. 
Young. [New York] Avon [1974, c1972] 
xii, 472 p. illus. 18 cm. (A Discus book) 
[BF311.M8 1974] 2.45 (pbk.) 

1. Consciousness. I. Young, Arthur M. 
1905- joint comp. IT. Title. 


L.C. card number for original ed.: 74- 
165547. 
NIN, Anais, 1903- FIC 


A spy in the house of love. New York, 
Bantam Books [1974, cl1959] 118 p. 18 
cm. [PZ3.N617Sp3] 1.65 (pbk.) 

I. Title. 


L.C. card number for original ed.: 66- 
6833. 
*1974 official 796.33206. 


national football league guide. [New York] 
New American Library [1974] 289 p. illus. 
18 cm. (A Signet special) [GV939] 1.95 
(pbk.) 

1. Football. 


*1974 official national 796.33206 
football league record manual. [New York] 
New American Library [1974] 384 p. 18 
cm. (A Signet special) [GV939] 1.95 (pbk.) 
1. Football. 


NORTH, Jessica. FIC 
The high valley. New York, New 
American Library [1974, c1973] 216 p. 18 
cm. (A Signet book) [PZ4.N8579Hi] 
[PS3564.0725] 813°.5°4 1.50 (pbk.) 

` L Title. 

L.C. card number for original ed.: 72- 
11460. 


*NOVAK, Robert. FIC 
The big payoff. New York, Belmont Tower 
Books [1974] 173 p. 18 cm. (Joe Blaze# 1) 
”Mystery” 0.95 (pbk.) 

I. Title. 


*NYE, Cassandra. FIC 
Steps to the grotto. [New York] Berkley 
Pub. Co. [1974, c1973] 224 p. 18 cm. 


ISBN 0-425-02498-9. (A Berkley 
medallion book) 0.95 (pbk) 
I. Title. 
c 
OATES, Joyce Carol, 811.54 
1938- 


Love and its derangements and other 
poems. Greenwich, Conn., Fawcett [1974, 
c1970] 189 p. 18 cm. (A Fawcett premier 
book) [PS3565.A8L6] 1.50 (pbk.) 

I. Title. 

L.C. card number for original ed.: 
122357. 


72- 


148 


*OATES, Joyce Carol, 813.01 
1938- 

Where are you going, “where have you 

been? Stories of young America. 


Greenwich, Conn., Fawcett [1974] 352 p. 
18 cm. (A Fawcett premier book) [PZ1] 
[PS648] 74-81905 1.50 (pbk.) 

1. Short stories, American. I. Title. 


*OKEN, Alan. 133.54 
The horoscope, the road and its travelers. 
New York, Bantam Books [1974] 402 p. 
18 cm. [BF1708] 1.95 (pbk.) 

1. Astrology. I. Title. 


*OMARR, Sydney. 133.54 
Sydney Omarr’s astrological guide for you 
in 1975. Money Markets: 1975, by Dale 
Richardson. [New York] New American 
Library [1974] 269 p. 18 cm. (A Signet 
book) [BF1708] 1.50 (pbk.) 

1. Astrology. I. Title. 


*ORBIT. FIC 
No. 12 edited by Damon Knight is 
available from Berkley Pub. Co. for 0.95 
(pbk.) ISBN 0-425-02409-1. L.C. card no.: 
66-15585. 


*PAIGE, Leslie. FIC 

She walks in shadow. New York, Belmont 

tas Books [1974] 172 p. 18 cm. 0.95 
bk 


L Title. 


*PAYES, Rachel. FIC 
Devil’s court. [New York] Berkley Pub. 
Co. [1974] 240 p. 18 cm. ISBN 0-425- 
02585-3 (A Berkley medallion book) 0.95 
(pbk.) 

I. Title. 


PIERCY, Marge. FIC 
Small changes. ‘Greenwich, Conn., Fawcett 
(1974, cl1973] 542 p. 18 cm. Ce Fawcett 
crest book) [PZ4.P618Sm] [PS3566.14] 
813°.5°4 1.75 (pbk.) 

I. Title. 


L.C. card number for original ed.: 72- 
96253. 7 


PLAIDY, Jean, .pseud., 1906- FIC 
Daughter of Satan. New York, Putnam 
[1974, c1952] [285 p.] 18 cm. ISBN 0-425- 
02561-6. (A Berkley medallion book) 
[PZ3.H5212Dau] 1.25 (pbk.) 

1. Title. 

L.C. card number for original ed.: 
87624. Distributed by Berkley Pub. Co. 


PLATT, Kin. JUV 
Chloris and the creeps. [New York, Dell, 
1974, c1973] 157 p. 18 cm. (Laurel-leaf 
library) After her parents’ divorce and 
father’s suicide, an eleven-year-old causes 
mesery in the family by her hostill reaction 


12- 


to her bother’s new husband. 

[PZ7.P7125Ch] 0. 95 (pbk.) 

Í. Title. 

L.C. card number for original ;ced: 

13920. Ada 
-agt 

THE Playboy pad. 728.3 


Let ed. Chicago] Playboy Press [1974] 143 
p. illus. 18 cm. [NA7208.P55] 73-87172 


1.75 (pbk.) 
i. Single _people—Dwellings—United 
States. 2. House  furnishings—United 


States. 3. Sex customs—United States. I. 
Playboy. a 
*PLAYBOY’S party 818. 5'407 
Jokes. 


No. 6 is available from Playboy Pr., 
Chicago for 0.95 (pbk.) 


PLIMPTON, George. 796.3320922 
Mad ducks and bears. New York, Bantam 


go o Tre 


Books [1974, c1973] 403 p. 18 cm. Based 
on the contributions of the authdér,.‘J. 
Gordy, and A. Karras [GV939. aii) 
1.75 (pbk.) 

1. Plimpton, George. 2. Gordy, Jobin J. 
Karras, Alex. 4. Football—Biography. I. 
Gordy, John. II. Karras, Alex. II. Titlé. 


L.C. card number for original ed.: 73- 
85563. 
QUEEN, Ellery, pseud. FIC 


Blow hot, blow cold. [New York] New 
American Library [1974, c1964] 160 p. 18 
cm. {A _ Signet book) Mystery” 
[PZ3.Q295B]] 0.95 (pbk.) 

L Title. 


L.C. card number for original ed.: 64- 

5673. 

RANDALL, Florence Engel, FIC 
1917- 

Haldane station. Greenwich, Conn., 

Fawcett [1974, c1973] 255 p. 18 cm. (A 

Fawcett crest book) [PZ4.R1884Hal] 


(PS3568.A493] 823°.9°14 1.25 (pbk.) 
L Title. 
L.C. card number for original ed: 73- 5794 


RAYNER, Claire. FIC 
Gower Street. Greenwich, Conn., Fawcett 
[1974, c1973] 320 p. 18 cm. (A ‘Fawcett 
crest book) [PZ4.R2738G03] 
[PR6068.A949] 823.914 1.50 (pbk.) 

Í. Title. 


L.C. card number for original ed.: 73- 
3782. 
RENDELL, Ruth, 1930- FIC 


No more dying then. New York, apes 
Books [1974, cl970] 210 p. 18 
*Mystery” [PZ4.R4132No3] [PR6068. E63] 
823.914 0.95 (pbk.) 

I. Title. 


L.C. card number for original ed.: 72- 

175396 

REVEL, Jean- 309.17309 
Francois. 


Without Marx or Jesus; the new American 
revolution has begun. With an afterword 
by Mary McCarthy. Translated by J. F. 
Bernard. [New York, Dell, 1974, c1972] 
235 p. 18 cm. (A Laurel edition) 
Translation of Ni Marx, ni Jesus. Includes 
bibliographical references. [HN58.R4513] 
1.25 (pbk.) 

1. United States—Social conditions—1945- 
2. Social history—1945. I. Title. 


L.C. card number for original ed.: 72- 
157576. ` 
*ROBESON, Kenneth. FIC 


The crimson serpent. New York, Bantam 
Books [1974] 138 p. 18 cm. (Doc Savage 
series, #78) 0.75 (pbk.) 

I. Title. 


*ROBESON, Kenneth. FIC 
Dr. Time [New York] Warner Paperback 
Library [1974] 142 p. 18 cm. (The 
Avenger, #28) 0.95 (pbk.) 

I. Title. 


RODGERS, 
William H. 
Think; a biography of the Watsons and 
IBM. [by] William Rodgers. Revised and 
updated. New York, New American 
Library [1974, c1969] 367 p. 18 cm. (A 
Mentor book) Bibliography: p. 357-359. 
[HD9999.B94154] 1.95 (pbk.) 
i. Watson, Thomas John, 1874-1956. 2. 
: Watson, Thomas J, 1914- 3. International 
Business Machines Corporation. I. Title. 
eee card number for original ed.: 69- 
9394 


338.7°61°65180924 


~ei 


OMANO, Don. FIC 
afia: operation cocaine: ' New York, 


Pyramid Books [1974, 1973] 190 p. 18 


cm. ISBN 0-515-03111-1 
[PZ4.R76433Maf3] [PS3568. con 
813.54 73-21117 1.25 (pbk.). 

I. Title. 

*ROSENBERGER, Joseph. FIC 
Caribbean caper. [New York] Manor 
Books [1974, c1973] 191 p. 18 cm. (The 


Murder master, #2) 1.25 (pbk.) 
I. Title. 


*ROSS, Clarissa. FIC 
Drifthaven. [New York] Avon [1974] 191 
p. 18 cm. ISBN 0-380-00016-4 (Avon 
gothic) 0.95 (pbk.) 


L Title. 

*ROSSI, Bruno. FIC 
Headcrusher. ee York, Leisure Books 
[1974] 182 18 cm. (The 
Sharpshooter, #7) 0. 95 (pbk) > 

L. Title. 

*ROSSI, Bruno. FIC 
The worst way to die. New York, Leisure 


Books [1974] 172 p 18 cm. (The 
Sharpshooter, #4) 0.95 (pbk.) 
L. Title. 


RUBINSTEIN, Artur, 
1896- 

My young years [by] Arthur Rubinstein. 
New York, Popular Library [1974, c1973] 
rats illus. 18 cm. [ML417.R79A3] 1.75 


786.1°092’4 B 


 Musicians—Correspondence, 


` reminiscences, etc. I. Title. 


L.C. card number for original ed.: 70- 
171147 i 


SANDERS, Lawrence, 1920- FIC 
The first deadly sin. [New York] Putnam 
[1974, c1973] 576 p. 18 cm. ISBN 0-425- 
02506-3. (A Berkley medallion book) 
”Mystery” [PZ4.S19465Fi] 
[PS3569.A5125] 813’.5°4 1.95 (pbk.) 

T. Title. 

L.C. card number for original ed.: 73- 
82018. Distributed by Berkley Pub. Co. 


SANDERS, Marion K. 070.4°092°4 B 
Dorothy Thompson; a legend in her time 
[by] Marion K. Sanders. Illustrated with 
photographs and drawings. [New York] 
Avon [1974, c1973] 414 p. illus. 18 cm. 
ISBN 0-380-00019-9. Includes 


bibliographical references. [PN4874.T4352] 


1.95 (pbk.) 

1. Thompson, Dorothy, 1893-1961. I. Title. 
L.C. card number for original ed.: 72- 
9013. 


*SAXON, Sam. 793'.73°2 
Word -+ cross puzzles. New York, Bantam 
Books [1974] 128 p. 18 cm. [GV1507] 
0.95 (pbk.) 

1. Crossword puzzles. I. Title. 


*SCARPETTA, Frank. FIC 
Counterattack. New York, Belmont Tower 


Books [1974] 182 p. 18 cm. (The 
Marksman, # 11) 0.95 (pbk.) 

i. Title. 

*SCARPETTA, Frank. FIC 
Mafia massacre. New York, Belmont 


Tower Books [1974] 167 p. 18 cm. (The 
Marksman, #12) 0.95 (pbk.) 
L Title. 


SCHIANO, Anthony. 363.2732 B 
Solo; self-portrait of an undercover cop 
[by] Anthony Schiano with Anthony 
Burton. [New York] Warner Paperback 


TBO. $4 


- Bibliography: p. 


Library - (1974, ©1973] 221- pe! : “18 cm. 
[HV7911.S34A3] 1.50 aed 

1. Schiano, Anthony. £ Burton; Anthony. 
If, Title. 

L.C. card number for original ed: 73- 
9274, 


SEABURY, David, 1885-1960. 174 
The ‘art of selfishness. New York, Pocket 
Books [1974, c1964] 253 p. 18 cm. ISBN 
0-671-78426-9 [BF637.S8539 1974] 1.25 
(pbk.) 

1. Success. 2. Egoism. I. Title. ` 

erie number for original ed: 64- 


SEED, Suzanne. 331.4 
Saturday’s child; 36 women talk about 
their jobs. Interviews and photos. by 
Suzanne Seed. New York, Bantam Books 
[1974, 1973] 184 p. illus. 18 cm. (Bantam 
pathfinder editions) Women from such 
fields as the arts, communication, science, 
business, and government discuss their 
jobs, job ite uirements, and job selection. 
} 1.25 (pbk.) 
Woman—Employment—Juvenile 
ise 2. Occupations—Juvenile 
literature. I. Title. 
ae ge number for original ed: 72- 
259 


SELIGSON, Marcia. 613’.2’5 
Cosmopolitan’s super diets & exercise 
guide, by Marcia  Seligson and 
Cosmopolitan. New York, Avon [1974, 
1973] 325 p. 18 cm. [RM222.2.842] 1.50 
(pbk.) 

i. Reducing diets. 2. Exercise. I. 
Cosmopolitan. IT. Title. 


© L.C. card number for original ed: 72- 


184910. 


’ SHARMAT, Marjorie Weinman. 


Weil. New York, Collier Books [1974, 
c1971] 122 p. illus. 20 cm. Original title: 
51 Sycamore Lane. Convinced that the 
new neighbor is a spy, a young boy 
persuades his 2 friends to help him 
investigate, [PZ7.S5299Fi] 0.95 (pbk.) 
I Weil, Lisl, illus. If. Title. 

L.C. card number for original ed.: 73- 
125754 


*SHORT, Luke. ; FIC 
Savage range. New York, Bantam Books 
[1974, c1966] 183 p. 18 cm. ”Western”. 
This story was first published in Western 
Story Magazine under the title ”Trouble 
Fighter” 0.75 (pbk.) 

I. Title. 


SHOSTROM, Everett L., 
1921- 
Freedom to be; experiencing and 
expressing your fotal being, by Everett 
Shostrom. New York, Bantam Poo 
[1974, c1972] 172 p. illus. 18 
165-167. [(BF697. $54] 
‘1.50 (pbk.) 


1. Self-actualization. I. Title. 
L.C. card number for original ed.: 72- 
5332. a 


Sigs Don, 796.33°2°0924 [B] 
1930- 

The winning edge, by Don Shula with Lou 
Sahadi. New ni Popular Library [1974, 
¢c1973] 253 p illus. 18 cm. 
[GV939. $46A37 1974] 1.25 (pbk.) 

1. Shula, Don, 1930- 2. Football coaching. 
I. Sahadi, Lou. IT. Title. 

L.C. card number for original ed: 73-9318 


SIBLEY, Roger. 940.54°23°0924 B 
Rommel [by] R. Sibley/M. Fry. [New 
York, Ballantine Books, 1974] 160 p. illus. 


JUV 
The spy in the neighborhood. Illus. K Lisl 


131.32 


21 cm. (Ballantine’s illustrated history of ` 
the violent century. War leader book no. . 
27) Includes bibliogrdphical references. 
[DD247.R57S5] 74-176228 2.00 (pbk.) 

i. Rommel, Erwin, 1891-1944. L Fry, 
Michael, joint author. z 


SIMAK, Clifford D., 1904- . 'FIC 
Cemtery world [by] Clifford D. Simak. 
[New York] Berkley Pub. Co. [1974, 
c1973] 174 p. 18 em. ISBN 0-425-02626-4 
(A Berkley medallion book) ”Science- 
fiction” [PZ3.85884Ce3] [PS3537.154] 
813.54 0.95 (pbk.) 

I. Title. a 
L.C. card number for original ed.: | 72- 
83333. 


SJOWALL, Maj, 1935- 839.7°3°74 
The abominable man [by] Maj Sjowall & 
Per Wahloo. New York, Bantam Books 


. [1974, c1972] 182 p. 18 cm. Translation of 


Den verdervardige mannen fran Saffle. 
[PZ4.S61953Ab] [PT9876.29.J63] 0.95 
bk. 


(pbk. N 
I Wahloo, Per, 1926- joint author. II. 
Title. 

L.C. card for original ed.: 72-3408. 


*SLADE, Jack. FIC 
Hell at Yuma. New York, Belmont Tower 
Books [1974] 172 p. 18 cm. (Lassiter, # 15) 
”Western” 0.95 (pbk.) 


I. Title.. 
*SLADE, Jack. FIC 
Renegade. New York, Leisure Books 


[1974] 187 p. 1 cm. (Sundance, # 12) 
”Western” 0.95 (pbk.) 
I. Title. 


*SMITH, Nancy. FIC 
The golden fig. New York, Ace Books 

ete 232 p. 18 cm. (Ace gothic) 0.95 
I. Title. 


SOBOL, Ken. 796.357'092'4 [B] 
Babe Ruth & the American dream. 
Introduction by Dick Schaap. New York, 
Ballantine [1974] 269 p. illus. 18 cm. 
Bibliography: p. 256-260. [GV865.R8S72] 
74-9051 1.50 (pbk.) 

i. Ruth, George Herman, 1895-1948. 2. 
Baseball. T. Title. 


SOLZHENITSYN, 891.7°2°44 
Aleksandr Isaevich, 1918- 
Candle in the wind, by Aleksandr 


Solzhenitsyn. Translated by Keith Armes, 
in association with Arthur Hudgins. With 
an introd. by Keith Armes. New York, 
Bantam Books [1974, c1973] 151 p. 18 . 


‘em. Translation of Svecha na vetru. 


[PG3488.045813] 1.65 (pbk.) 

T. Title. ý ts 
L.C. card number for original ed: 73- 
77712. 5 


*SPECTOR, Robert D., comp. FIC 
The candle and the tower, edited and with 
an introduction by Robert D. Spector. 
[New_York] Warner Paperback Library 
[1974] 272 p. 18 cm. (Warner gothic) 1.25 
(pbk.) 

L Title. 


SPOTNITZ, Hyman, 
1908- 

How to be happy though pregnant; a guide 
to understanding and solving the normal 
emotional problems of pregancy and 
postpartum blues [by] Dr. Hyman Spotnitz 
and Lucy Freeman. [New York] Berkley 
Pub. Co. [1974, ¢1969] 156 p. 18 cm. 
ISBN 0-425-02638-8. (A Berkley 
medallion book) [RG652.567] 1.25 (pbk.) 


149 


612.63019 
As 


i. Childbirth—Psychology. I Freeman, 
Lucy, joint author. IIL Title. 

L.C.card number for original ed.: 69- 
11978. 


*STANFORD, Barbara, 
comp. 
On being female; an anthology; edited by 
Barbara Stanford. New York, Pocket 
Books [1974] xii, 369 p. illus. 18 cm. ISBN 
0-671-48134-7. Washington Square 
Press book) [HQ1154] 1.25 (pbk) 
Women’s Liberation Movement. 2. 
A oman Aiso and condition of women. 
. Title. 


301.41°2 


*STEIBER, Raymond. FIC 
A man of many parts. [New York, Dell, 
1974] 239 p. 18 cm. 1.25 (pbk.) 

I. Title. 


STEVENSON, Anne. FIC 
A game of statues. Greenwich, Conn., 
Fawcett [1974, cl1972] 223 p. 18 cm. (A 
Fawcett crest book) [PZ4.884568Gam3] 
[PR6069.T45] 823.9714 1.25 (pbk.) 

I. Title. 

L.C. card number for original ed.: 71- 
175255. 


STOUT, Rex, 1886- FIC 
Please pass the guilt; a Nero Wolfe novel. 
New York, Bantam Books [1974, c1973] 
168 p. 18 cm. *Mystery” [PZ3.S8894Pj] 
[PS3537.T733] 813.5’2 1.25 (pbk.) 

L Title. 

ae card number for original ed.: 73- 


*TASLER, Peter. 793.732 
Mini hide & seek word puzzles 1, by Peter 
Tasler and Jack Dean. [New York, Bantam 
Books, 1974] 96 p. 14 cm. (A Bantam 
minibook) [GV 1507] 0.60 (pbk.) 

1. Crossword puzzles. I. Dean, Jack, joint 
author. IT. Title. 


TERRY, Megan. 301.417973 
Couplings and groupings. [New York] 
Avon [1974, c1972] 190 p. 18 cm. ISBN 
0-380-00031-8. (A Discus book) 
Qe U5T47] 1.45 (pbk.) 

Sex customs—United States. 2. 
eee relations. 3. Marriage— 
United States. I. Title. 
nT card number for original ed: 72- 
418. 


THOMAS, Audrey Callahan. FIC 
Songs my mother taught me [by] Audrey 
Thomas. New York, Ballantine Books 
1974, c1973] 213 p. 18 cm. [PZ4.T453S0] 
PS3570.H56] 813.5°4 1.25 (pbk.) 

ft. Title. 

L.C. card number for original ed.: 73- 
1737. 


*THOMPSON, Estelle. FIC 


150 


The meadows of Tallon. New York, Ace 
Books [1974] 188 p. 18 em. (Ace gothic) 
0.95 (pbk.) 

L Title. 


*THE too-good-to-be- 641.5 
leftovers cookbook. {New York] Avon 
edhe 142 p. illus. 18 cm. [TX715] 1.25 


i. Cookery, American. 


*TOPPER, Suzanne. 641.6°7°4 
The gourmet dairy cookbook. New York, 
Bantam Books [1974] 183 p. 18 cm. 


[TX759] 1.25 (pbk.) 
1. Cookery (Dairy products) I. Title. 


*TURNER, Clay. FIC 
Go west, Ben Gold! [New York] Warner 
Paperback Library [1974] 160 p. 18 cm. (A 
Ben Gold Western) 0.95 (pbk.) 

I. Title. 


*VANDERGRIFF, Aola. FIC 
House of the dancing dead. [New York] 
Warner Paperback Library [1974] 285 p. 
18 cm. (Warner gothic) 1.25 (pbk.) 

I. Title. 


*WAGNER, Sharon B. FIC 
Legacy of loneliness [by] Sharon B. 
Wagner. [New York] Avon [1974] 176 p. 
18- cm. (Avon gothic) 0.95 (pbk.) 

£ Title. 


WALDO, Myra. 641.563 
The low salt, low cholesterol cookbook. 
New York, Putnam [1974, c1972] 322 p. 
18 cm. ISBN 0-425-02574-8. (A Berkley 
medallion book) [FM221.C3W34 1974] 
1.75 (pbk.) 

I. Cookery for cardiacs. I. Title. 

L.C. card number for original ed.: 76- 
175275. Distributed by Berkley Pub. Co. 


WALLACE, Irving. FIC 
The man. New York, Bantam Books [1974, 
c1964] 887 p. 18 cm. [PZ4.W1875Man] 
1.75 (pbk) 

I. Title. 

L.C. card number for original ed.: 64- 
22411. 


*WATSTEIN, Esther. 746.474 
Needlepoint and Bargello needlepoint. 
[New York, Bantam Books, 1974] 90 p. 
ilus. 14 cm. (A Bantam Minibook) 


[TT750] 0.60 (pbk.) 
i. Needlework. [. Title. 


WAUGH, Alec, 1898- FIC 
The fatal gift. [New York] Manor Books 


[1974, cl973] 314 p. 
[PZ3.W355Fat3] [PR6045.A95] 823° 919 
1.75 (pbk.) 

L Title. 


L.C. card number for original ed.: 72- 
97081. 


*WEBB, Lionel. FIC 
The blackbirder. [New York] Berkley Pub. 
Co. [1974] 286 p. 18 cm. ISBN 0-425- 
02563-2. (A Berkley medallion book) 1.25 
(pbk.) 

Í. Title. 


WELDON, Fay. FIC 
Down among the women. [New York] 
Warner ae Library [1974, c1973] 
222 em. [PZ4.W444Do03] 
[PR6073. E374] 823°.9°14 1.50 (pbk.) 

L Title. 

L.C. card number for original ed.: 72- 
78181. 


WESLAGER, Clinton 
Alfred, 1909- 
Magic medicines of the Indians, by C. A. 
Weslager. [New York] New American 
Library [1974, cl1973] 149 p. 18 cm. (A 
Signet book) Bibliography: p. 136-139. 
[E98.M4W47] 1.50 (pbk.) 
1. Indians of North America—Medicine. 2. 
Delaware Indians—Medicine. I. Title. 
EC. ane number for original ed.: 72- 
91345. 


615.889°09701 


WEST, J. B. 973°.0992 
Upstairs at the White House; my life with 
the First Ladies [by] J. B. West, with Mary 
Lynn Kotz. fNew York] Warner Paperback 
Library [1974, c1973] 416 p. illus. 18 cm. 
Bibliography: p. 402-405. [£176.2W47 
1974] 1.95 (pbk) 

i. Presidents—United States—Wives. I. 
Kotz, Mary Lynn. Il. Title. 

LC Ki number for original ed: 73- 
78738. 


*WILLIAMS, Brad. FIC 
Tumulto. [New York] Avon [1974] 192 p. 
18 cm. 1.25 (pbk.) 

I. Title. 


WINDSOR, Patricia. JUV 
The summer before. [New York, Dell, 
1974, c1973} [188 p.] 18 cm. (Laurel-leaf 
library) Alexandra struggles to accept 
reality and understand her parents 
following the death of Bradley, her best 
friend. [PZ7. W7245Su] 0.95 (pb :) 

I. Title. 

L.C. card number for original d: 72- 
13535. 


WINTHROP, Elizabeth. JUV 
Walking away. [New York, Dell, 1974, 
c1973] 192 p. 18 cm. (Laurel-leaf library) 
Emily’s summers at her grandparents’ farm 
were always special and unchanging, but 
nothing seems the same the summer her 
best friend comes to visit. [PZ7.W768Wal] 
0.95 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
9869. 
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A . 


Abbott, Robert Tucker. 594.047 

Abel, Ernest L. 615.78; 909.04924 

Aboth de-Rabbi Nathan. English. 296.1 

Abraham, Farid F. 536.443 

Abrams, Meyer Howard. 820.8 s 

Abrams, Sam. 811.54 

Abramson, Albert. 621.38834 

Abramson, Joseph Herbert. 362.10723 

Aceves, Joseph B. 301.2 

Acton, Jay. PBK 

Adams, Thomas Francis. 658.91364 

Addeo, Edmond G. PBK 

Adler, Irving. 536 

Adrian, Mary. -596.05265 

Aebi, Ormond. 638.1 

Aeschylus. 882.01 - 

Agard, Frederick Browning. -459.82 

Ageev, V. N. 541.3453 

AIChE Southwestern Ohio Conference on 
Energy and the Environment, Ist, Oxford, 
Ohio, 1973. 333.7 

Ainsworth, Charles H. 301.208 

Akhilananda. 294.544 

Alba, Victor. 914.670382 

Albrand, Martha. PBK 

Alden, Jeremy. 309.25 

Alderman, Clifford Lindsey. 973.33 

Alderson, Jo Bartels. 282.0924 

Aldrich, Joanne Gille. FIC 

Aldrin, Edwin E. PBK 

Alexander, Douglas. 916.98204 

Alexander, Milton Judson. 658.403 

Algeo, John. 428.2 

Alker, Hayward R. 320.0184 

Allan, Mabel Esther. JUV 

Allen, Diogenes. 231.6 

Allen, Geoffrey. . 530.133 

Allen, Joel Asaph. 598.297 

Allen, Lawrence A. 020.711 

Allen, Paula Gunn. 811.54 

Allen, Robert L. 301.242097 

Allen, Rupert C. 862.62 

Allmand, C. T. 355.022 5 

Allvine, Fred C. 338.436655 

Alston, Walter Emmons. 796.3572 

Alton, Thad Paul. 338.9438 

Alvarez, E. Charles. 621.3815 

Alvarez, Walter Clement. PBK 

Alwan, A. J. 658.403 

Amado, Jorge. PBK 

American Academy of Political and Social 
Science, Philadelphia. 327.10904 

American Association for the Advancement of 
Science. 574.8732 

American Bureau of Shipping. 621.757 

American Chemical Society International 
Symposium on Advances in Polymer Friction 
and Wear, Los Angeles, 1974. 547.84 

American Institute of Certified Public 
Accountants. 174.965761 

American Physical Society Topical Conference 
on Energy, Chicago, 1974. 621.4 

American Society for Microbiology. Eastern 
Pennsylvania Branch. 616.01 

American Viewpoint, inc. 172 

American Welding Society. Committee on 
Thermal Spraying. 620.1723 


AUTHOR INDEX 


Amery, Colin. 728.0942 

Ames, Winthrop. PBK 

Aminul Islam, A. K. M. 301.352095 

Ammerman, David. 973.3116 

Amnesty International. 364.67 

Amory, Cleveland. 179.3 

Amos, Betty A. FIC 

Amphoto, New York. 770; 770.28; 778.719 

An, Yong-jun. 275.19 

Ancowitz, Arthur. 616.81 

Anderson, Mary. JUV 

Anderson, Thomas Johnston. 651.7 

Anderson, Walter Inglis. 574.976212 

Andreano, Ralph’ L> 362.10973 

Andreota, Paul. PBK 

Andrew, Jean. PBK 

Andrews, Julie. JUV 

Andrews, William. 364.66 

Angelo, Frank. 917.743403 

Angus, Ian. 737.409 

Angus, Sylia. PBK 

Annixter, Paul. JUV 

Anthony, Gloria M. 811.54 

Anthony, Piers. PBK 

Archer, Gleason Leonard. 221 

Archer, Jules. 353 

Arendt, Hannah. 838.608 

Arleo, Joseph. PBK 

Armour, Lawrence A. PBK 

Armstrong, Charlotte. PBK 

Arnott, Kathleen. JUV 

Arvois, Edmond. 751.48 

Ashley, Holt. 629.1323 

Ashton, Sharon. FIC 

Asimov, Isaac. 301.31 

Asopa, D. N. 320.943 
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Atkinson, Ron. 811.54 
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Automobile Association. 914.0455 

Awad, Elias M. 651.8 
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Bach, Richard. 387.70924 
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Bailey, Earl L. 658.800973 
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Baker, Bill. 643.7 

Baker, Daisy. 914.235 

Baker, Elsworth F. PBK 

Baker, Ethel Jo. 331.761362 
Baker, Houston A. 810.989607 
Baker, J. E. 365.973 

Baker, Kenneth R, 658.51 

Baker, Margaret. 390.0942 
Baldock, Cora Vellekoop. 301.072093 
Baldwin, Carol. 370.19342 
Balfour, Conrad. 977.605092 
Ball, Mary Margaret. 341.242 
Bane, Allyne. 646.45 

Banik, Allen E. 613.31 

Banister, Manly Miles. 763; 767.2 
Banks, Louis Albert. 245.21 
Banks, Ronald F. 974.1 

Barber, Benjamin Aquila. 828.809 
Barber, Richard W. 809.93351 
Barclay, William. 242.2 

Barmash, Isadore. 659.2 

Barnes, Harry Elmer. 940.53072 
Barnes, Hazel Estella. 292.211 
Barnes, James J. 346.0482 
Barnes, John W. 629.228 

Barnett, Marva T. 808.066602 
Baroja y Nessi, Pio, 1872-1956. 863.62 
Barrett, Eric Charles, 551.6354 
Barrett, Gerald R. 823.912 
Barrett, Jean. 658.916107 
Barrett, Mary Ellen. PBK 

Barry, Mike. PBK 

Barrymore, Lionel. 791.0924 
Barth, George Francis. 371,262 
Barton, Anthony. 616.8917 
Baskin, Wade. 133.03 

Basset, Elizabeth. 242 

Bassler, Richard A. 001.64; 001.642 
Bath, Virginia Churchill. 746.2 
Batson, Larry. 796.357092 

Baty, Gordon B. 338.04 

Bauer, Karl Jack. 973.62 
Baughman, Millard Dale. 370.207 
Baxi, Smita J. 069.0954 

Baxter, Charles. 811.54 

Baynes, Norman Hepburn. 949.5 
Beach, Bert Beverly. 270.8 

Beall, James Lee. 248.273 

Bean, Judy A. 312.0723 i 
Bean, Lowell John. 970.3 

Beard, James Andrews. 641.5 
Beatty, Frederika. 821.7 
Beaumont, Francis. 822.3 
Bechtel, John Hendricks. 428.3 
Beck, Warren A. 911.794 

Becker, Bruce. 795.1 

Becker, Carol A. 021.280257 
Becker, Charles H. 658.2 r 
Becker, Mary Kay. FIC 

Beckett, Frederick E. 808.042071 
Beckwith, Burnham Putnam. 330.1 
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Beeman, Richard R. 973.30924 
Beer, Samuel Hutchison. 320.3 
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Behrens, Helen Kindler. 641.59 
Behrens, Robert H. 658.913321 
Beitz, Charles. PBK 

Bel Geddes, Joan. 301.427 
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Bell, Inglis Freeman. 016.82303 


151 


BELLAK, LEOPOLD. 


Bellak, Leopold. 362.220973 
Bellamy, Joe David. 813.03 
Bellman, Samuel Irving. 813.52 
Bendire, Charles Emil. 598.297 
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Benjamin, Gerald. 352.980974 
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Bennett, Jay. JUV; PBK 

Bennett, Mabel R. 929.90973 
Benson, Larry Dean. 821.108 
Benward, Bruce. 780.77 
Bercovici, Konrad. 910.039149 
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Bergman, Ingmar. PBK 

Bergsten, Staffan. 839.7174 
Berlin, Edward. 338.43 

Berlin, Normand. 821.3 

Bermant, Gordon. 591.56 
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Beveridge, Albert Jeremiah. 914.7038 
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226.1 
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Bila, Dennis. 512.13077 

Bill, James A. 301.592095 

Billett, F. S. 591.03 
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Binzen, Bill. JUV 
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. Bjerre, Jens. 394.90995 
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Black, J. Anderson. 929.109415 
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Blackburn, Tom W. PBK 
Blackstone, Harry. 795.43 

Bland, Alden. 813.54 
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Blinder, Alan S. 339.201 
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Blum, Ralph. PBK 
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937.060720 
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Boas, Frederick Samuel. 820.932; 822.33 
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Boswell, James. 828.609 ` 
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Boulby, Mark. 833.914 
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Bowles, Ella Shannon. 746.7 
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Brann, Donald R. 690.864 
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Brecht, Bertolt. 831.912 

Brend, Ruth Margaret. 415 

Brennen, Stephen A. 158.1 

Bress, Helene. 746.14 

Brewster, H. Pomeroy. 242.37 

Brier, Alan. 300.285 

Bright, Charles. 621.3828 
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Brink, Carol (Ryrie) JUV 

Brinley, Bertrand R. JUV 
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Brion, Marcel. 759.4 
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Brock, Edwin. 821.914 

Brock, Ray. PBK 

Brodie, John. 796.332092 

Brokaw, Dennis. 333.780979 

Brondfield, Jerry. 796.332092 

Bronshtein, David Ionovich. 794.159 
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Bronte, Patrick. 823.809 

Brooke, Frances Moore. 823.6 

Brooks, Cleanth. 810.9 

Brooks, D. P. 236.1 

Brophy, Brigid. FIC 

Brower, Kenneth. 333.720996 

Brown, Alan R. 371.93 
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Brown, David. 784.1 

Brown, Irving Henry. 917.069149 

Brown, Joseph Willard. 973.741 

Brown, Phil. 335.43815 

Brown, Robert McAfee. 234.2 

Brown, Sterling Allen. 811.52, 

Browning, Preston M. 813.54 

Browning, Robert. 821.8 

Bruce, Dickson D. 269.20973 

Brunsden, Denys. 551.4 

Brusa, Betty War. 970.1 

Brush, Judith M. 384.5543 
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Bryant, Peter Elwood. 155.413 

Brydon, Norman F. 917.493 

Buchan, Peter. 821.04 
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Buchwald, Henry. 616.399 
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Buckman, Clement T. 799.242 

Budick, Sanford. 821.00937 

Bueler, William M. 796.522097 

Buell, Thomas B. 940.545092 

Bugliosi, Vincent. 364.152309 

Building Research Establishment. 691; 696.085; 

Bulla, Clyde Robert. JUV 

Bullough, Geoffrey. 821.91209 

Bunin, Ivan Alekseevich. FIC 

Bunting, Anne Eve. JUV 

Burchard, Marshall. 796.357092 

Burg Wartenstein Conference on Physical 
Anthropology and Nutritional Status, 1973. 
641.1 


Burkhead, Jesse. 352.120973 


* Burland, Brian. FIC 


Burnett, Bernice. 394.26 

Burns, Robert. 821.6 7 
Burreli, David C. 546.22 : 
Burroughs, John. 500.974738 ` 
Burroughs, Polly. 917.449704 

Burt, Olive Wooley. 920.720973 

Burt, Olive Woolley. 636.100973 

Busch, Frederick. 813.54 

Butler, Hal. 796.357092 

Butterfield, Herbert. 327 

Butterworth, Hezekiah. 780.922 
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Cable, George Washington. 813.4 

Cacoullos, Ann R. 192 

Cairo Solid State Conference, 2d, 1973. 530.41 

Cajori, Florian. 510.148 

Caldwell, Mary French. 976.8 

Caldwell, Taylor. FIC 
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331.281371 

Calisher, Hortense. PBK 

Callaway, Joseph. 530.41 

Calvert, Robert Peyton. 346.730486 

Calvino, Italo. 853.914 

Cameron, Kate. PBK 

Camp, John Michael Francis. 615.899 

Campbell, Angus. 324.20973 

Campbell, D. B. J. 221.6 

Campbell, Faith. 289.9 

Campbell, James. 940.5421 

Canetti, Elias. 833.912 

Canfield, Cass. 332.10924 

Cannan, Gilbert. 809.7 . 

Cannon, James Spencer. 338.45 

Capablanca, Jose Raul. 794.159 

Capek, Karel. 365.60924 
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1973. 510.8 

Caples, John. 659.132 

Cardenal, Ernesto. 917.291036 

Carico, Charles C. 512.9 

Carlyle, Thomas. 824.8 

ee ee Commission on Higher Education. 
379.1214 

Carpenter, Edmund. PBK 

Carpenter, John Allan. 916.625035; 916.64034; 
916.891034 

Carrick, Carol. JUV 

Carroll, David. 133.409 

Carroll, Gladys Hasty. FIC 

Carroll, John; Lite 409034 

Carroll, Joy. 

Carroll, Ruth (Rubinson) JUV 

Carson, Don. 358.43 

Carter, Sidney. 618.928 

Carter, Vernon Gill. 630.9 

Carter, William D. 370.8 

Cartland, Barbara. PBK 

Cartland, Barbara. PBK 

Casewit, Curtis W. 796.342097 

Casey, Daniel J. 828.91409 

Casey, Winifred Rosen. JUV 

Cashman, John. FIC 

Cashman, Thomas J. 001.64 

Cassel, Don. 001.6424 

Cassels, Louis. 242.2 

Castaneda, Carlos. 299.7 

Castaneda, James A. 862.3 

Castiglioni, Arturo. 610.9 

Cather, Willa Sibert. FIC 

Caute, David. 917.291046 

Cavanna, Betty. JUV 

Chadwick, Jocelyn. PBK 

Chaison, Gary N. 331.0971 

Chalmers, Helena. 391.009 

Chamberlain, Nugent F. 538.3 

Chanan, Gabriel. 373 

Chandler, David. FIC 

Chaneles, Sol. 791.430280 

Chapman, Hester W. PBK 

Chappell, Clovis G. 248.843 

Chappell, Clovis Gillham. 252.07 

Charles, Donald. JUV 

Charriere, Henri. PBK 

Charroux, Robert. PBK 

Charters, Ann. PBK 

Chartier, Emile. 200.1 

Chase, Deborah. 646.72 

Chase, Glen. PBK 

Chatterton, Edward Keble. 639.28 

Chaucer, Geoffrey. 821.1 

Chawla, Hector B. 617.73 

Chaytor, Henry John. 809.02 

Chekhov, Anton. PBK 

Chekhov, Anton Pavlovich. FIC 

Chen, Min. 530.076 

Cherry, Mike. 331.769371 

Chess, Stella. 372 

Chew, Ruth. JUV 
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Chichura, Diane B. 735.29 
Chicorel, Marietta. 016.92 
Child Study Association of America/Wel-Met. 
612.6007 


Chilton Book Company. Automotive Book Dept. 


629.252 
Chilton Book Company. Automotive Editorial 
Dept. 629.28722; 629.2873; 629.28775 
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Chinweizu. 301.296017 
Cho, Yong Hyo. 364.973 
Chomsky, Noam. 320.95604 
Chon, Sang-un. 509.519 
Chorao, Kay. JUV 
Chou, Te-chuan. 616.120754 
Chou, Ya-lun. 519.502433 
Choudhury, Golam Wahed. 320.9549 
Christian, Mary Blount. JUV 
Christopher, Joe R. 016.828912 
Christopher, Matthew F. JUV 
« Christy, Robert. 398.9 
Chung, Kai Lai. 519.2 
Chute, Marchette Gaylord. 811.52 
Cinderella. JUV 
Cioran, Emile M. 210 
Clabaugh, Gary K. 280.4 
Clappe, Arthur A. 785.067 
Clar, C. Raymond. 917.9418 
Clark, Charles Tallifero. 519.502465 
~ Clark, Evert. PBK 
Clark, Terry N. 320.3 
Clarke, Edward Hammond. ` 376. 65 
Clarke, John Henrik. 301.451960 
Clarke, Martin Lowther. 283.0924 
Clavelin, Maurice. 195 
Clayton, William. 289.34272 
Clelland, Rod. 658.373621 
Clemens, Cyril. 818.409 
` Cleveland, Rose Elizabeth. 814.4 
Clevin, Jorgen. JUV 
Clifford, Jerrold R. 519.4 
Clifford, Martin. 643 
Cline, Victor B. 363.310973 
Clipper, Lawrence J. 828.91209 
Close, Elizabeth. 459.09 
Cloutier, David. 841.91208 
Clubbe, John. 824.8 
Clurman, Harold. 792.023309 
Clyne, Norval. 821.04 
Coates, Robert Myron. 917.6032 
Coatsworth, Elizabeth Jane. JUV 
Cobb, Joseph Beckham. 081 
Cobbold, Richard S. C. 610.28 
Cochrane, Willard Wesley. 338.13 
Coffin, Tristram Potter. 394.268282 
Cohen, David Steven. 917.4728 
Cohen, Gary G. FIC 
Cohen, Martin E. 371.92 
Cohen, Miriam. JUV 
Colby, Jean Poindexter. 973.3311 
Coleman, Bruce Ivor. 301.360942 
Coleman, Peter J. 346.730770 
Coleman, Thomas R. 157 
Coles, Robert. 823.03 
Colin, Jean. 371.9 
Collet, Leon William. 554.947 
Collin, Mary A. 616.0014 
Collin, Rima. 641.597633 
Collingwood, Peter. 746.14 
Collins, June M. 970.3 
Collins, Patricia. 591.1852 
Collyer, Mary Mitchell. 823.5 
Colonial Williamsburg Foundation. 749.214074 
Colorado River Basin Environmental 
Management Conference, Salt Lake City, 
1973. 363.6 
Commerce Clearing House. 344.730121 
Communication Systems and Technology 
Conference, Dallas, 1974. 621.38 
Compere, Edward Lyon. 617.3 
Comroe, Julius Hiram. 612.2 
Conant, Roger. 598.1097 
Conference on Applications of Optimization 
Methods for Large-Scale Resource Allocation 
Problems, Helsingfor, Denmark, 1972. 519.7 
Connor, James P. 371.93 
Conservation Education Association. Publication 
Committee. 333.7208 
Constantine, Larry L. 301.422 
Cook, Graeme. 940.547 
Cook, Richard I. 192 
Cooke, Barclay. 795.1 
Cooke, Eunice Mary. 589.95 
Cookson, Catherine. FIC 
Cooper, Edwin Lowell. 574.2908 
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Cooper, Hal B. H. 628.53028 
Cooper, Morton. FIC 

Cooper, W. Norman. 248 
Corben, Herbert Charles. 531 
Corbett, Scott. JUV; 629.2504 
Corlett, Charles H. 355.332092 
Corliss, William R. 551.5 

Cortes, Fernando. 300.184 

Cory, Desmond. FIC 

Cosgriff, John. 567.6 

Costain, Thomas B. PBK 
Costain, Thomas Bertram. PBK 
Coues, Elliott. 598.2973 
Coughlin, Robert W. 614.710973 
Counter, Constance. 641.5 
Courtine, Robert J. 641.5944 
Covin, Theron M. 371.26108 
Cox, Merlin G. 975,906 

Cox, Rody P. 574.876 

Cox, Thomas R. 338.476740 
Coxon, J. M. 547.135 

Craig, Hardin. 822.33 

Craig, John. PBK 

Craig, John. FIC 

Craig, Robert C. 370.15 

Craig, William. 511.3 

Craig, William Stuart McRae. 618.9201 
Crain, Jim. 917.4 

Crane, Jocelyn. 595.3842 

Crane, Julia G. 301.2072 
Crashaw, Richard. 821.4 
Crawford, Clan. 346.73 
Crawford, Donald W. 111.85 
Crawhall, Joseph. 769.924 
Crayder, Dorothy. JUV 

Criner, Beatrice H. 331.761353 
Crispin, John. 861.62 

Crocker, Lester G. 194- ¢ 
Crockett, William Shillinglaw. 828.709 
Crofts, John Ernest Victor. 822.33 
Crosbie, John S. 818.5402 

Crow, Martha Foote. 917.303913 
Crowdis, David G. 510 

Crowley, Aleister. 128.1 
Crowley, Mart. 812.54 4 
Crowther, James Gerald. 530.072 
Crowther, Patricia. 133.40924 
Cruickshank, John. 848.609 
Csonka, Larry. PBK 

Culbert, Michael L. 616.994061 
Cullen, Stuart Chester. 617.96 
Culver, Vivian M. 610.730693 
Cuneo, John R. 347.732634 
Cunnane, Thomas F. 336.242409 
Cunningham, Gail Harano. 242.8 
Current, William. 728.0973 
Curry, Alan S. 618.1 

Curtiss, Mina Stein Kirstein. 947.060924 
Cutler, Katherine N. 745.5941 
Cutter, Fred. 155.937 

Czaplicka, Marie Antoinette. 915.806943 
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DaCosta, Morton. 746.44 

Daines, David Rainey. 346.804691 
Dal Fabbro, Mario, 1913. 684.16 
Dallas, Sandra. 917.888303 
Dallin, David J. 365.650947 

Daly, Eileen. 568.19 

Dana, Julian. 979.403092 

Dance, S. Peter. 594.047 

Dane, Les. 658.85 

Danielian, Noobar Retheos. 364.606573 
Daniels, Jonathan. 973.80924 
Daniels, Josephus. 940.373 
Daniels, Mary. FIC 

Daniels, Richard W. 621.381532 
Danky, James Philip. 016.05 
Dante Alighieri, 1265-1321. 320.01 
Dantzic, Cynthia. JUV 

Danziger, Paula. JUV 

Darden, Llayd. 910 

Darling, Kathy. JUV 

Dart, Peter. 791.430233 

Darwin, Charlies Robert. 575.0162 
Davenat, Colette. PBK 

Davids, Lewis E. 368.003 
Davidson, Harold G. 769.924 
Davidson, R. Theodore. 365.6 
Davidson, Ronald C. 530.44 
Davies, Jon Gower. 309.262094 
Davis, Angela Yvonne. 322.420924 , 
Davis, Ann. 362.2 

Davis, Arthur Paul. 810.989607 
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Davis, Brian. 791.437 

Davis, Charles Hargis. 020.2854 

Davis, Daniel S. 946.081 ` 

Davis, Forest K. 191 

Davis, John Gordon. FIC 

Davis, Lynn Etheridge. 327.73047 

Davis, Ralph Currier. 658.4 

Dawes, William M. 516.15 

Dawson, William James. 821.809 

Day, JoAnne C. 745.73 

Dayan, Ruth. 745.509569 

Day-Lewis, Cecil, 1904-1972. 808.1 

Day-Lewis, Cecil, 1904-1972. 801.9 ` 

Deak, Francis. 341.3 

Dean, Britten. 382.094205 

De Blij, Harm J. 910.09 

De Bono, Edward. 609 

DeCanio, Stephen J. 338.10975 

Decision Sciences in Academic Administration 
Conterence, Kent State University, 1973. 
658.9137 

DeCoster, Cyrus Cole. 868.509 

Deegan, Paul J. 796.323092 

Deem, William. 621.381958 

DeFleur, Melvin Lawrence. 301 

Degen, Marie Louise. 327.174 

De Gouy, Louis Pullig. 641.8652 

DeJong, Benjamin R. 242 

DeLage, Ida. JUV 

Dement, William Charles. 612.821 

De Morgan, Augustus. 081 

Dempsey, James M. 633.5 

Denhardt, Robert Moorman. 636.130918 

Denison, Edward. 328.420924 

Denison, Edward Fulton. 330.97309 

Denniston, Elinore. FIC 

De Paola, Thomas Anthony. JUV 

De Regniers, Beatrice Schenk. JUV 

De Schill, Stefan. 616.8915 

De Schweinitz, Karl. 612.6 > 

De Selincourt, Ernest. 821.7 

De Sola, Ralph. 423.1 

rrr Gesellschaft fur Neurochirurgie. 
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Devine, Donald F. 512.1 

Devine, George. 252.02 

Devlin, Keith J. 510.8 

De Vries, Peter. FIC 

Dew, Donald. 421.54 ; 

De Windt, Harry. 915.7048 

Deyrup, Astrith. 746.6 

Diagram Group. 796.332020 

Diamond, Solomon. 150.9 

Dick, Philip K. PBK 
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Dickens, Charles. 823.8 

Dickey, Glenn. 796.0973 

Dickson, Gordon R. FIC 

Dickson, Harry Ellis. 785.062744 

Dieckmann, Liselotte. 831.6 

Diehl, Harold Sheely. 613 

Dietz, Albert George Henry. 690.8 

Dillon, Mark. 796.720922 

Dingle, Herbert. 801.95 

Di Renzo, Gordon J. EAN 019 

Dixon, James Main. 423 

Dixon, William Macneile. t a08. 251; 821.6 

Dobler, Bruce. FIC 

Dobrin, Arnold. 956.940509 

Dogan, Mattei. 301.3 

Doliner, Roy. FIC 

Domandi, Agnes Korner. 438.6421 

Domanska, Janina. JUV 

Dommel, Paul R. 336.185097 

Donaldson, Gordon. 274.1 
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Novak, Jane. 641.665 af 
Novak, Robert. PBK A 
Noviek, Melvin R. 370.182 

Nowak, Stanley. 629.28822 

Nulman, Macy. 781.72924 

Nutt, Alfred Trubner. 822.33 

Nutting, Mary Adelaide. 362.1 

Nye, Cassandra. PBK 

Nyhan, William Leo. 616.399 
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Oaks, Robert Q. 551.78 

Oates, Joyce Carol. PBK 
O’Ballance, Edgar. 327.569401 
Oberhettinger, Fritz. 515.723 
Oboler, Eli M. 363.310973 
O'Brien, James Jerome. 690.2 
O’Brien, Lawrence F. 329.00924 
O’Connor, Raymond F. 542 
O'Connor, Ulick. 941.609 
O’Daniel, Janet. JUV 

Oertel, Theodore Eugene. JUV 
Ogburn, William Fielding. 300 
Oken, Alan. PBK 

O’Kieffe, Charley. 917.8292 
Olby, Robert. 574.8732 
Oldham, Keith B. 515 
Oldman, Oliver Sanford. 343.73043 
Oliphant, Margaret Oliphant Wilson. 863.3 
Olivo, C. Thomas. 604.25 

Olsen, Jack. 364.152309 

Olsen, Larry Dean. 081 

Omarr, Sydney. PBK 

Ommanney, Francis Downes. 597.6 
Omran, Abdel R. 362.12 . 
Ondaatje, Michael. 818.5407 

O’Neall, John Belton. 975.739 

O'Neill, Bard. 355.021840 

O’Neill, Carol L. 070.41 

Oppong, Christine. 301.420966 
Oringer, Maurice J. 617.6 

Orme, Robert. 954.029 

Ormond, Clyde. 799.21 

O'Rourke, William. FIC 

Orozco, Jose Clemente. 759.972 

Orr, Frank. 796.962092 

Orr, James Edwin. 269.2 

Osborn, George Coleman. 370.924 
Osborne, Juanita Tyree. FIC 

Osgood, Charles Egerton. 401.9 
O'Sullivan, Ward D. 617.43 

Ousmane, Sembene. 843 

Ozimek, Dorothy. 610.730711 
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Padilla, George M. 574.8762 
Paige, Leslie. PBK 

Paillard, Jean Saint-Fort. 798.2 
Pallottino, Massimo. 913.37503 
Palmer, Edgar Zavitz. FIC 
Palmer, Mary. 372.87044 
Palmer, Michael. 811.54 
Pamplin, Brian R. 548.5 

Pan, Ku. 330.931 

Paoletti, Robert A. 573.21 
Pape, Donna (Lugg) JUV 
Pares, Richard. 942.008 
Pareto, Vilfredo. 320.94509 
Parish, Helen Rand. JUV 
Park, Virginia R. 617.6 

Parker, Dorothy. 613 

Parker, Percy Spurlark. FIC 
Parkinson, Thomas Francis. 812.54 
Parry, Michel. 808.831 

Parsa, Mahamad H. 615.63 
Pasternack, Stefan A. 616.858 
Patai, Saul. 547.636 

Patent, Dorothy Hinshaw. 576 
Patino, Ernesto. JUV 
Patmore, Coventry Kersey Dighton. 809 
Patrick, John Merton. 821.4 
Patten, Lewis B. FIC 
Patterson, David W. 364.3608 
Patterson, Janet. 301 
Patterson, Robert C. 618.1 
Pauk, Walter. 378.170281 
Paul, John. 574.19208 

Paulson, J. Sig. 248.4899 
Payes, Rachel. PBK 

Payne, Darwin Reid. 792.025 
Payson, Dale. JUV 

Paz, Octavio. 128 . 
Pearsall, Robert Brainard. 821.8 
Pearsall, Ronald. 914.20382 
Peck, Richard. JUV 

Peden, Rachel. 917.72 
Pedrick, Jean. 811.54 
Pegnetter, Richard. 331.10973 
Pelton, Jaseph N. 341.7577 
Pennant, Thomas. 598.29113 
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Penny, Royston Kenneth. 530.028 

Penrod, James. 791 

Pepe, Philip S. 652.3 

Percy, Charles H. 362.60973 

Perenyi, Eleanor Spencer (Stone) 780.924 

Perl, Lila. 917.303074 

Perl, Martin L. 539.7216 

Perlmutter, Felice Davidson. 361 

Perry, Evan. 739.075 

Perry, Natalie. 371.928 

Persons, Robert H. 332.6328 

Peters, Heinz Frederick. 838.809 

Peterson, E. G. 630.711792 

Peterson, John M. 510 

Petesch, Natalie L. M. FIC 

Petrich, Mario. 510.8 

Petrow, Richard. 940.5421 

Peyton, K. M. JUV 

Pflum, John. 372.13 

Phan Dinh Dieu. 510.8 

Phillips, David R. 917.803022 

Phillips, Le Roy. 016.8134 

Phillips, Llad. 330 

Phipps, Frances. 709.73 

Phoenix, Charles H. 599.808 

Physical Science for Nonscience Students 
Project. 530 

Piaget, Jean. 300.72 

Picard, Hymen Willem Johannes. FIC 

Pick, Bernhard. 296.16 

Pickel, Margaret Barnard. 821.409 

Piercy, Marge. PBK 

Pierot, Suzanne. 635.93348 

Pierpont Morgan Library, New York. 741.94 

Pike, Edgar Royston. 914.2037 

Pike, Gustavus D. 783.606376 

Pirandello, Luigi. 853.912 

Pitts, Alice Fox, 070.406273 

Pitts, Robert Franklin. 612.463 

Plaidy, Jean. PBK 

Plantinga, Alvin. 160 

Platonov, Sergei Fedorovich. 947.040924 

Platt, Kin. PBK 

Pieck, Joseph H. 301.411 

Plimpton, George. PBK 

Plude, Frances Forde. 377.8273 

Plutarchus. 913.37037 

Poel, William. 822.33 

Pointillart, Marie-Blanche. 745.5941 

Polanyi, Michael. 501 

Polhamus, Jean Burt. 811.54 

Pollard, Edward Alfred. 973.81 

Pollitt, Jerry Jordan. 709.38 

Polster, Erving. 616.8914 

Polya, George. 515.9 

Popp, Herbert. 510.8 

Porch, Douglas. 355.00944 

Porche, Francois. 841.8 

Porter, Jean. 131.32 

Postgraduate Seminar on Emergency Medicine, 
Miami Beach, Fla., 1973. 616.025 

Potter, Jim. 330.973091 

Pountney, Kate. 731.55 

Powell, John Undershell. 880.9001 

Powell, Lawrence Clark. 813.00932 

Power, Elaine. 598.29931 

Pratson, Patricia. 811.5408 

Predicasts, inc. 333.7 

Preminger, Alexander S. 801.95 

Presniakov, Aleksandr Evgen’evich. 320.94707 

Presthus, Robert Vance. 320.3 

Preston, Edna Mitchell. JUV 

Preston, Effa Estelle. 394.2 

Price, Christinae. 700.966 

Price, Eugenia. FIC 

Price, Marjorie. 658.916107 

Prime, Samuel Irenaus. 621.382092 

Prince, Jack Harvey. 591.542 

Pritchard, James Bennett. 221.922 

Protheroe, Donald. 300.72 

Prou, Suzanne. 843.914 

Purdy, James. FIC 

Purseglove, John William. 631.0913 

Pusey, Merlo John. 332.0924 
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Queen, Ellery. P 
Quigley, Harold Scott 320.452 


R 


Radke, Don. 641.673 


Radlauer, Edward. 629.133; 629.248 

Raffaelli, Roberta. 745.50973 

Rahe, Harves. 650.072 

Rahner, Karl. 230.2; 260 

Rahy, Betty T. 843.03 

Rainwater, Frank. 821.7 

Raja Gopal, Erode Subramanian, 1936. 530.13 

Ramond, Charles. 658.8 

Randall, Florence Engel. PBK 

Rankin, Thomas Ernest. 810.90052 

Raphael, 1483-1520. 759.5 

Rasch, Philin J. 612.76 

Rasmussen, Wayne David. 630.973 

Rather, Dan. 320.973092 

Ratschenko, Valentina. FIC 

Ratti, John. 811.54 

Ravenstein, Ernest George. 915.77038 

Ray, David. 811.54 

Ray, Gordon Norton. 016.82303 

Raycraft, Donald R. 621.323097 

Rayner, Claire. FIC; PBK 

Read, Leonard Edward. 242.2 

Rearick, Charles. 944.0072 

Redding, Harold T. 332.7 

Ree, Stephen. 821.04 

Reece, Colleen L. 288.30922 

Reed, Ishmael. FIC 

Reed, Kenneth. FIC 

Reeder, Russell Potter. 940.30922 

Reesink, Maryke. 398.2 

Regan, Brian T. 439.9 

Reich, Hanns. 599.82 

Reid, James D. 384.10973 

Reischauer, Edwin Oldfather. 327 

Reising, Robert. 796.0924 

Rendell, Ruth. PBK 

Revel, Jean-Francois. PBK 

Revson, Peter. 796.720924. 

Reymond, Lizelle. 294.542 

Reynolds, John Everett. 333.708 

Reynolds, Robert. 917.94 

Rhein, Francis Bayard. 225.6 

Rheinheimer, Gerhard. 576.192 

Rhinelander, Philip H. 128.3 

Rhodes, Frederick Leland. 621.385 

Rhodes, Russell L. 613.0423 

Richards (A. N.) Symposium, 15th, Jefferson 
Medical College, 1973. 615.761 

Richards, John. 265.9 

Richards, Mastin. 301.1572 

Richards, Max De Voe. 658.4008 

Richardson, Carl. 235.4 

Richey, Russell E. 200.973 

Richmond, Merle A. 811.009 

Rickard, Henry C. 618.928914 

Riddel, Joseph N. 818.5209 

Riedman, Sarah Regal. 582.16 

Riel, Louis David. 345.710231 

Riesenberg, Felix. 940.545973 

Riesenfeld, Fred C. 665.7 

Riga, Peter J. 231.3 

Riley, Hugh M. 265.1 

Ringelblum, Emmanuel. 914.384069 

Ritchie, Elisavietta. 811.54 

Riviere, William A. 797.122 

Rivlin, Theodore J. 515.55 

Roach, Marilynne K. JUV 

Robbins, Vesta O. 917.7032 

Roberts, Gildas O. FIC 

Roberts, Jean. 312.0973 

Roberts, Susan. 133.4 

Roberts, Willard Lincoln. 549.03 

Robertshaw, D. 599.0108 

Robertson, James. 325.310924 

Robertson, Jenny. 220.9505 

Robertson, John George. 831.6 

Robertson, Josephine. 242.65 

Robertson, Keith. JUV 

Robertson, Marian. 338.278209 

Robeson, Kenneth. P 

Robins, James G. 625.261 

Robinson, Jill. FIC 

Robinson, Joan. 330 

Robinson, John W. 917.9482 

Robinson, Willard Bethurem. 720.9764 

Robinson, William Wheeler. 623.820209 

Robison, Bonnie. 636.6869 

Roche, Alexander T. 312.0973 

Rockefeller, Edwin S. 343.73072 

Rockwell, Harlow. 631.875 

Rockwell, Thomas. 818.5407 

Rodari, Gianni. 

Rodgers, Bernard F. 016.81354 

Rodgers, Richard. 782.8154 

Rodgers, William H. PBK 

Roditi, Edouard. 811.52 

Rogers, Pamela. JUV 
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Rogers, Will. 818.5207 
Rogowski, Ronald. 320.01 
Roheim, Geza. 301.29942 
Rolt, Lionel Thomas Caswall. 338.2761 
Romano, Don. PBK 
Romashko, Sandra. 594.047 
Rongione, Louis A. 242.33 
Room, Adrian. 910.3 

Rooney, Frank. FIC 
Roosevelt, Elliott. 973.917 
Rorem, Ned. 780.924 

Rosa, Joseph G. 917.803209 
Rosbottom, Ronald C. 843.5 
Roscoe, Edward Stanley. 914.2037 
Rose, Anthony L. 158.1 

Rosen, George. 362.109 
Rosen, Michael. 821.914 
Rosenbaum, Robert A. 920.042 
Rosenberg, Norman J. 574.52 
Rosenberger, Joseph. PBK 
Rosner, Donald L. 811.54 
Rosner, Fred. 613.952 

Ross, Alan. 821.91409 

Ross, Clarissa. PBK 

Ross, Frank Xavier. 389.152 
Ross, Mary Bucher. 808.025 
Ross, Shepley L. 515.35 

Ross, Susan. 914.1 

Rossi, Bruno. PBK 

Rossini, Frederick Dominic. 389 
Roth, Gunter Dietmar. 520 
Roth, June Spienwak. 641.853 
Rothenberg, Jerome. 811.5208 
Rothenberg, Waldo G. 343.73068 
Rothschild, Emma. 338.476292 
Rothschild, Joseph. 914.9 
Rowe, Royle C. 557.8 

Rowell, Galen A. 796.522097 
Roy, Joseph. 248.4 

Roy, Kuldip K. 894.81115 
Rubin, James M. 616.97 

Rubin, Stephen E. 782.109747 
Rubinstein, Artur. PBK 
Rublowsky, John. 362.293097 
Ruck, Wolf. 797.122 

Rude, Paul A. 001.642 
Rumbaugh, Duane M. 599.882 
Runeberg, Arne. 398.45 

Ruoff, James E. 820.9003 
Rush, Beverly. 746.4 
Rushdoony, Rousas John. 301.21 
Russell, Letty M. 261.83412 
Russell, William. 920.02 
Rutherford, John E. 811.54 
Rutstein, David D. 362.10973 
Ryan, Charles William. 370.113 
Ryan, Cornelius. 940.5421 
Ryan, John Corboy. 658.4 
Ryan, Michael. 301.42 
Ryback, Ralph S. 651.5 
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Sabin, Louis. 796.357092 

Sabrepen. 817.54 

Sahakian, Mabel Lewis. 370.10924 

Said, Abdul Aziz. 338.88 

Saidy, Anthony. 794.109 

St. Sauver, Dennis, 1947. BUY, 

St. Thomas and St, Denis Parish, S.C. 
929.375791 

Sakol, Jeannie. FIC 

Salinas, Pedro. 863.62 

Salingar, Leo. 822.33 

Salvatore, Dominick. 330.1 

Samoff, Joel. 320.967826 

Sampson, Edward C. 818.5209 

Samuels, Mike. 613 ‘ 

Sanborn, Franklin Benjamin. 370.924 

Sandberg, Inger. JUV 

Sandburg, Carl. 973.70924 

Sanders, Herbert H. 738.1 

Sanders, Jack Palmer. 510.8 


Sanders, Lawrence. PBK % 
Sanders, Lloyd Charles. 822.6 te 
Sanders, Marion K. PBK te 


Sandler, Sandra. 641.5952 

Sandrea, Rafael. 622.3382 

Sangster, William Edwin Robert. 250 
Sarasvati, Swami. 641.5 

Sarton, May. JUV 

Sartorio, Henry Charles. 301.451510 
Saunders, Jeraldine. 910.45 

Savage, William W. 917.8032 

Savoy, Gene. 910.091641 

Saxon, Sam. PBK 
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Scaringi, Louis T. 378.30973 

Scarpetta, “rank. PBK 

Scarpitti, Frank R. 362.973 

ù Schattke, Rudolph Walter. 657 

Scheffler, Israel. 191 

< Scher, Les. 643 

Scheuerman, Richard D. 917. 973906 

Schevill, James Erwin. 811.54 

Schiano, Anthony. PBK 

Schick, Eleanor. 811.54 

Schilling, Phil. 629.2275 

Schipf, Robert G. 016.6437 

Schmidt, Maurice. 751.4 

Schmuck, Richard A. 370.15 

Schneeweiss, Stephen M. 658.913626 

Schneider, Elisabeth Wintersteen. 111.85 

Schneider, Herman. 535 

Schnitzer, Ewald W. 910.924 

Schoeneberg, Bruno. 515.983 

Scholes, Percy Alfred. 780.3 

Schollander, Don. 797.21 

Schoor, Gene. 796.332092 

Schopenhauer, Arthur. 121 

Schorr, Justin. 701.1 

Schrag, Peter. 345.730231 

Schreiber, Charlotte Elizabeth Bertie Guest. 
914.203810 

Schroeder, Marion. 635.9 

Schuld, Frank P. 795.415 

Schultz, Garnett Ann. 811.54 

Schulze, David. 332.4 

Schuyler, Pamela R. 796.323640 

Schwartz, Barry N. 709.04 

Schwartz, Bernard. 340.0973 

Scobey, Joan. 746.7 

Scott, Hilda. 301.412094 

Scott, John Paul. 599.7444 

Scott, Sheila. 629.130924 

Scudder, Horace Elisha. 811.3 

Seabury, David. PBK 

Searle, Ronald. 741.5942 

Sears, Ruth McCarthy. FIC 

Sedgwick, Cornelius E. 617.5395 

Seed, Suzanne. PBK 

Segel, Harold B. 808.81 

Segesman, Margrit. 613.7 : 

Seide, Katharine. 016.331891 

Seifert, Harvey. 200.9 

Seligson, Marcia. PBK 

Semin, Granit Konstantinovich. 544.6 

Seneta, Eugene. 512.943 

Sennett, Richard. 301.441 

Sepetys, Jonas. 128 

Serafini-Fracassini, A. 599.01852 

Sereno, Luciano. 610.696 

Sereny, Gitta. 940.547243 

Serven, James Edsall. 739.740978 

Servin, Manuel P. 301.451687 

Ser-Vo-Tel Institute. 642.508 

Serwadda, W. Moses. 398.209676 

Severn, William. 793.8 

Sewall, Richard Benson. 811.4 

Seymour, Charles. 730.924 

Shackford, Martha Hale. 821.8 

Shackle, George Lennox Sharman. 330.156 

Shafer, Boyd C. 320.5409 

Shah, Linda. FIC 

Shakespeare, William. 822.33 

Shaku, Soyen. 294.308 

Shan Muhammad. 322.440954 

Shannon, David A. 973.9 

Shannon, Ira L. 612.313 . 

Shao, Stephen Pinyee. 513.930246 

Sharmat, Marjorie Weinman. PBK 

Shaw, David. 364.163 

Shaw, George Bernard. 822.912 

Sheaks, Barclay. 743.836 

Sheikh, Ahmed. 341 

Shelden, Martha Gene. 646.4304 

Shelley, Percy Bysshe. 821.7 

Shemel, Sidney. 338.477809 

Sherlock, Philip Manderson. 398.245 

Shestack, Melvin. 784.0922 

Sheth, Jagdish N. 658.834 

Shiefman, Vicky. JUV 

Shields, Cornelius. 797.14 

Shilov, Georgii Evgen'evich. 512.5 

Shoberg, Lore. JUV 

Shockley, Ann Allen. FIC 

Sholinsky, Jane. 796.93 

Shook, Edward E. 615.321 

Short, Charles E. 636.089796 . 

Short, Eirian. 746.46 

Short, Luke. PBK 

Shoshkes, Lila. 677.643 

Shostak, Jerome. 420.76 

Shosteck, Robert. 582.13014 
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Shostrom, Everett L. PBK 

Shula, Don. PBK 

Shulevitz, Uri. JUV 

Shuttlesworth, Dorothy E. 333.7 

Sibley, Roger. PBK 

Sievers, Wieder David. 792.0233 

Silver, Pamela. 372.94214 

Silverstein, Albert. 153 

Silverstein, Alvin. 636.93234 

Simak, Clifford D. PBK 

Simenon, Georges. 843.912 

Simmons, Marc. 917.890340 

Simon, Neil. 812.54 

Simon, Norma. 152.42 

Simon, Seymour. 591.5 

Simonson, Harold Peter. 285.80924 

Simpich, Frederick. 381 

Simpson, Harold B. 973.7464 

Singer, Michael A. 111.83 

Singh, Bhawani. 328.54071 

Singh, Yogendra. 301.240954 

Sink, John M. 345.73023 

Sinkankas, John. 736.2028 

Sinski, James Thomas. 616.5 

Sisson, Joseph A. 616.07 

Sitwell, Osbert. 824.912 

Sivaraman, K. 181.4 

Sivazlian, B. D. 001.424 

Sjowall, Maj. PBK 

Skinner, Charles Montgomery; 398.20973 

Skjemstad, Lorns O. 796.9. 

Slade, Jack. PBK 

Slater, S. D. 658.155 

Smart, James R. 389.152 

Smiley, Nixon. 917.590302 

Smiley, Virginia. FIC 

Smith, Anthony. 384.540942 

Smith, Bruce L. R. 322.30973 

Smith, David Jeddie. 811.54 

Smith, Duane A. 917.8863 

Smith, Joseph V. 549.68 

Smith, Margaret Ruth. 641.589 

Smith, Michael M. 614.521098 

Smith, Nancy. PBK 

Smith, Philip. 686.3 

Smith, Roger M. 320.959 

Smith, Sam B. 917.68 

Smith, Samuel Stephenson. 428.3 

Smith, Vincent Kerry. 333.701511 

Smith, Walter Wellesley. 796.08 

Smith, Wilbur A. FIC 

Smith, William H. 343.73066 

Smithson, Alison Margaret. 724.9 

Snaith, John G. 229.4077 

Snow, Charles Ernest. 573.609969 

Sobell, Morton. 365.60924 

Sobol, Donald J. JUV 

Sobol, Ken. PBK 

Society for the Philosophical Study of 
Dialectical Materialism. 335.411 

Soergel, Dagobert. 029.5 

Solzhenitsyn, Aleksandr Isaevich. PBK 

Sonnichsen, Charles Leland. 338.762234 

Soucie, Anita Holmes. 635.965 

Southall, Raymond. 820.931 

Soviet-Japanese Seminar on Catalysis, lst, 
Novosibirsk, 1971. 541.395 

Sox, Ronnie. 796.72 

Soyinka, Wole. 882.01 


_ Special Libraries Association. New York 
Chapter. Union List Revision Committee. 


016.05 
Spector, Jack J. 150.1952 
Spector, Robert D. PBK 
Spence, Andrew Michael. 331.11 
Spencer, Donald D. 001.64 
Spender, Stephen. 821.912; 821.91209.. 
Spicer, Dorothy Gladys. 398.2454 
Spielberg, Peter. FIC 
Spira, Ruth Rodale. 641.5951 
Spiro, Herbert J. 320.967 
Spivack, Kathleen. 811.54 
Spodek, Bernard. 372.13 
Spotnitz, Hyman. PBK 
Sprigge, Timothy L. S. 191 
Spring, Ira. 917.95044 
Sproul, Carmen Warner. 616.025 
Spurrier, William Atwell. 177.6 
Squire, Charles. 299.16 
Srivastava, Nagendra Mohan Prasad. 

320.954035 
Stackpole, Edouard A. 

917.4497 
Stacy, Robert H. 801.950947 
Stadling, Jonas Jonsson. 915.7048 


- Stallworthy, Jon. 821.914 


Stanford, Barbara. PBK 
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Stark, Claude Alan. 294.555092 

Stark, David C. C. 617.96 

Stark, Francis C. 635.982 

Stearns, Marjorie Ruth. 301.451956 

Stedman, Ray C. 227.87077 

Steiber, Raymond. PBK 

Steig, William. JUV 

Stephan, Philip. 841.8 

Stephen, Jemes Fitzjames. 081 

Steptoe, John. 

Sterling, Keir Brooks. 574.0924 

Stern, Madeleine Bettina. 920.720973 

Sternsher, Bernard. 973.072 ; 

Steuben, Norton L. 346.730437 

Stevens, Leonard A. 591.188 

Stevens, Patricia Bunning. 941.59 

Stevenson, Anne. PBK 

Stewart, Charles William. 253.2 

Stewart, Frank H. 338.768 

Stewart, Jack C. 371.9 

Stewart, Seumas. 020.75 

Steyn, Peter. 598.91 

Still, Bayré. 301.363097 

Stoan, Stephen K. 987.040924 

Stock, Ralph. 544.92 

Stockbridge, Frank Parker. 917.59036 

Stoddard, George Dinsmore. 370.973 

Stoll, Robert R. 511.3 

Stone, Ann. JUV p 

Stone, Donald N. 338.097446 

Stone, Frederick Hope. 618.9289 

Stone, Robert. FIC 

Stonehill, Charles Archibald. 016.828912 

Stonehouse, Frederick. 977.499704 

Stoner, Carol. 621.4 

Storey, David. FIC 

Stout, Rex. PBK 

Strachey, John. 809.933 

Strait, Paul. 309.14355 

Strait, Raymond. 791.430280 

Street, George Slythe. 824.8 

Strickland, Winifred Gibson. 636.73 

Strindberg, August. 839.736 

Stringer, Michael. 635.9676 

Strober, Gerald S. 301.451924 

Strong, James Godwin. 629.435 

Strong, Leonard Alfred rae 823.912 

Stroot, Violet R. 612.01522 

Stroup, Herbert Hewitt. 200.922 

Student X. 371.80973 5 

Sturm, Sara. 851.2 £ 

Styers, John. 355.348 

Suffling, Ernest Richard. 745.926 

Suhl, Yuri. JUV 

Sullivan, James E. 917.443 

Sullivan, John. 828.91209 

Sullivan, Judy. 301.428092 

Summers, Gerald. 828.91407 

Sumner, Helen L. 331.40973 

Sun Valley Forum on National Health. 
362.10973 

Sun, Yat-sen. 320.50924 

Suri, G. K. 331.2954 

Sussman, Barry. 364.132097 

Sutton, Stephanne Barry. 915.103409 

Sweeney, Richard J. 339 . 

Sweet, Henry. 082; 409 

Swinth, Robert L. 658.4 , 

Sword, Wiley. 973.733 

Symposium in Applied Mathematics, 20th, 
University of Montana, Missoula, 1973. 510.7 

Syinposium on Analysis, Recife, Brazil, 1972. 

10. 


Symposium on Generalized Recursion Theory, 
Oslo, 1972. 515.25 

Symposium on Health Information Systems 
Evaluation, Aspen, Colo., 1973: ‘029.961 


‘Symposium on Polymer Characterization by 


Thermal Methods of Analysis, Detroit, 1973. 
547.84 

Symposium on the Genesis of Pre-Cambrian 
Tron and Manganese Deposits, Kiev, 1970. 
553.3 

Synge, Ursula. JUV 

Systems Symposium, 2d, Case Institute of 
Technology, 1963. 620.7 

Szasz, Thomas Stephen. 362.2109 

Szigethy, Marion C. 016.020924 
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Apprentice Joshi) FIC 

Approach to physical science. 530 

Approach to preaching. 250 

Approximation methods for electronic filter 
design. 621.381532 

Aquatic microbiology. 576.192 

Arabic speaking communities in American cities. 
301.451927 

Archaeology of ships. 913.031 

Architecture of choice: Eclecticism in America, 
1880-1930. 720.973 

Arctic zoology. 598.29113 

Are new towns for lower-income Americans 
too? 309.262097 

Are today’s schools preparing tomorrow’s 
business leaders? 658.4007 


‘ Arms control and inspection in American law. 


341.73 

Army and revolution. 355.00944 

Arson and old lace (Angus) PBK 

Art & adventures of beekeeping. 638.1 

Art, crafts, and architecture in early Illinois. 
709.773 

Art forms in nature. 574.0222 

Art of computer programming. 001.642": 

Art of learning medicine. 610.711 ` 

Art of painting on porcelain. 738.15 

Ast of ragtime guitar. 787.610712 

Art of selfishness (Seabury) PBK 

Art of using science in marketing., 658.8 

Art of Willa Cather. 813.52 

Arthur’s honey bear (Hoban) JUV 

Artist in New York: letters to Jean Charlot and 
unpublished writings, 1925-1929. 759.972 

Artists on art, from the XIV to the XX century. 
709 ý 


Arts. 709 

As he saw it. 973.917 

As Orange goes. 320.979496 

Aspects of agriculture in India. 630. 984 i 

Aspects of the modern short story: English and 
American. 823.01 

Assignments for vibrational spectra of seven 
hundred benzene derivatives. 547.3583 

Astrological assistance. 133.5 

Astrological counsel. 133.508 
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wig 


ASTRONOMY. 520 


Astronomy. 520 

Astrov legacy (Heaven) PBK 

Asymptotic expansions of integrals. 515.43 

At the Lord’s Table. 265.3 

Atlantic alliance. 081 

Atlas of ancient archaeology. 912.191303 

Atlas of gastrointestinal surgery. 617.43 

“Atlas of human anatomy. 611.0222 

Atomic spectrometic [sic] analysis of heavy- 
metal pollutants in water. 546.22 

Attention is needed, action is called for. 
301.412097 

Attorney (Masur) PBK 

Auditory stimulus-response control. 617.89 

Authors, publishers, and politicians: the quest 
for an Anglo-American copyright agreement, 
1815-1854, 346.0482 

Auto mechanics. 629.2 

Automatic air quality monitoring systems. 363.6 

Automobile restoration guide for all antique, 
classic, special interest, and milestone cars. 
629.28822 

Autonomy of reason. 171 

Ava: a life story. 791.430280 

Awakened minority. 301.451687 


B 


Babe Ruth & the American dream (Sobol) PBK 
Bacchae of Euripides. 882.01 
Bachelor fatherhood; how to raise and enjoy 
your children as a single parent. 301.427 
Back to Eden cookbook. 641.5636 
Backgammon for blood! 795.1 
. Backgammon: the cruelest game. 795.1 
Bad times of Irma Baumlein (Brink) JUV 
Bag full of nothing (Williams) JUV 
Bag of marbles. 843.914 
Baha’i faith: its history and teachings. 297.89 
Balancing act. 658.311 
Ball of clay. 731.42 
Ballad of tradition. 821.04 
Ballads & songs of Derbyshire. 821.04 
Ballads and songs of Yorkshire. 821.04 
Balloon people (Stone) JUV 
Balthazar, the black and shining prince (Ben- 
Moring) JUV 
Banco: the further adventures of Papillon 
(Charriere) PBK 
Band weaving. 746.14 
Bangladesh village: conflict and cohesion. 
301.352095 
Bank credits and acceptances. 332.7 
Bantu civilization of southern Africa. 
916.806963 
Baptist relations with other Christians. 286 
Bare facts of general pathology. 616.07 
Barefoot in the sky. 629.130924 
Barney the Beard (Bunting) JUV 
Baroque poem. 808.81 
Barriers to establishing urban ombudsmen: the 
case of Newark. 352.002909 
Barron’s how to prepare for the college level 
examination program, CLEP. 378.1664 
Baseball handbook. 796.3572 
Baseball just for fun (Dubrovin) JUV 
Baseball’s champion pitchers. 796.357092 
Basic blueprint reading and sketching. 604.25 
Basic clutches and transmissions. 629.242 
Basic concepts in electronic instrumentation. 
621.381 
Basic concepts of elementary mathematics. 510 
Basic number theory. 512.7 
Basic pediatric electrocardiography. 618.921207 
BASIC programming in real time. 001.6424 
Basic science principles of nuclear medicine. 
616.075701 
Batik and tie dyeing. 746.6 
Batsford book of the Siamese cat. 636.825 
Baughman's handbook of humor in education. 
370.207 ' 
Be well. 613 j 
Beadwork from American Indian designs. 745.5 
Beard on food. 641.5 
Beasț in view (Millar) PBK 
Beastly beatitudes of Balthazar B (Donleavy) 
PBK 


Bed/time/story (Robinson) FIC 

Beginner under the backboards (Jackson) JUV 
Beginner's book of decoupage (Hyman) PBK 
Beginner's guide to photography. 770.28 
Beginning phonics for parents. 372.4145 
Beginnings of telephony. 621.385 
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Behavior modification in children: case studies 
and illustrations from a summer camp. 
618.928914 

Behold a cry. 813.54 

Behold the Christ. 704.9485 

Being creative. 153.35 

Bell telephone. 346.730486 

Ben Jonson and the cavalier poets. 821.008 

Benedict Kiely. 828.91409 

Benjamin Constant. 848.609 

Berlin ending (Hunt) PBK 

Bernard Lonergan’s philosophy of God. 211 

Bernard Mandeville. 192 

Best nature stories of Paul Annixter (Annixter) 
J 


Best wishes, amen. 811.5408 

Bestiary. 861 

Betcha ain't. 811.5408 

Bets wishs Doc. 371.92 

Better think twice about it, and twelve other 
stories. 853.912 

Between enemies. 327.569401 

Between the devil and the sea. 322.440924 

Beyond earth: man’s contact with UFOs (Blum) 
PBK 


Beyond the body. 133.92 

Beyond the cross and the switchblade. 259 

Beyond the Enlightenment. 944.0072 

Bible bock of medical wisdom. 220.861 

Bibliographical resources for the study of 
nineteenth century English fiction. 016.82303 

Bibliography and catalogue of the fossil 
Vertebrata of North America. 566.097 

Bibliography of Matthew Arnold, 1932-1970. 
016.8218 

Bibliography of the writings of Henry James. 
016.8134 

Bibliography of the writings of Norman Douglas. 
016.828912 

Bicentennial Philadelphia. 917.481104 

Bicycling science: ergonomics and mechanics. 
629.227201 

Bid the vassal soar. 811.009 

Big book of puzzles. 793.73 

Big kerplop (Brinley) JUV 

Big payoff (Novak) PBK 

Bike fever (Gutkind) PBK 

Billy: the classic hitter. 796.357092 

Biochemistry of cell differentiation. 574.19208 

Biochemistry of women: clinical concepts. 618.1 

Biogenetic structuralism. 612.3 

Biographical dictionary of American labor 
leaders, 331.880922 

Biographical directory of the South Carolina 
House of Representatives. 328.757092 

Biological bases of sexual behavior. 591.56 

Biology of RNA-tumor viruses. 576.6484 

Biomedical perspectives of agglutinins of 
invertebrate and plant origins. 508.1 

Birds of Western North America. 598.2978 

Birmingham Canal Navigations. 386.480942 

Birth: facts and legends. 649 

Bit of a shunt up the river (Cary) FIC 

Bitter years. 940.5421 

Black activism. 322.440973 

Black almanac. 917.306960 

Black American literature. 810.989607 

Black migrants: white natives. 301.450942 

Black politics in New York city. 320.974710 

Black women of valor. 920.720973 

Blackbirder (Webb) PBK 

Blackstone’s modern card tricks. 795.43 

Blaise Pascal: the genius of his thought. 194 

Blaue Reiter almanac. 709.04 A 

Blind lion. 811.54 ? 

Blood bargain (Bradley) PBK 

Blood on the ice. 796.962097 9 

Bloodiest victory: Palaus (Falk) PBK 

Blow hot, blow cold we PBK, . 

Blue Fin (Thiele) JU r ji 

Blue ghest. 813.4 

Blue-green algae: current research. 3. 46 

Blue rags. 811.54 

Blueprint for medical care. 362. 10973 

Boards of directors. 658.913621 3): 

Boatman's guide to modern marine materials. 
623.820028 

Bob, watchdog of the river (Hall) JUV 

Bobbin lace, first series. 746.22 

Bobby Hull, superstar. 796.962092 

Bold leaders of World War I. 940.30922 

Bombing of Nuremberg. 940.5421 

Bone for breakfast (Pape) JUV 

Book about fans. 736.7 

Book collecting. 020.75 

Book of great desserts. 641.86 

Book of needlepoint. 746.44 


AMERICAN BOOK PUBLISHING RECORD 


Book of praise. 223.2077 

Booker T. Washington papers. 378.111092 

Books for college libraries. 011 

Border trumpet (Haycox) PBK 

Boy named Paco (Patino) JUV 

Boy who had wings (Yolen) JUV 

Brazilian literature. 869.09 

Break out; famous military escapes of the World 
Wars. 940.547 

Break-out from the Crystal Palace. 141.409034 

Breakfast preparation. 642.508 

Breathing; physiology, environment and iung 
disease. 616.24 

Breeze from the gulf. 812.54 

Brevet’s South Dakota historical markers. 
917.83043 

Brevet’s Wisconsin historical markers and sites. 
917.7503 

Brian Moore. 813.54 

Bricklaying system. 693.21 

Bridge of sighs (Lane) FIC 

Bridge too far. 940.5421 

Bright continent. 916.704 

British broadcasting. 384.540942 

British conservatism, 1832-1914. 320.942081 

British Labour Party. 329.942 

Broadman comments on the-international Bible 
lessons for Christian teaching. 268.61 

Broadway and Hollywood: a history of economic 
interaction. 791.430973 

Broken years, 940.394 

Bronson Alcott at Alcott House, England, and 
Fruitlands, New England (1842-1844) 
370.924 

Bronteana. 823.809 

Brown bag cookbook. 641.53 

Browning & Calverley. 821.6 

Brownstone house (Denniston) FIC 

Brumaire, the rise of Bonaparte. 944.045092 

Buckeyes: Ohio State football. 796.332630 

Buddhist experience. 294.3 

Bugged! (Glut) PBK 

Build your own playground! 790.068 

Building construction; materials and types of 
construction. 691 

Building materials; essential data from the 
Building Research Establishment. 691 

Buildings of spherical type and finite BN-pairs. 


Burden of Adrian Knowle (Fry) FIC 

Busboys at Big Bend (Hamilton) JUV 

Buses roll. 370.19342 

Business computer systems and applications. 
658.054 

Business data processing. 651.8 

Business insurance. 346.73086 

Bussing attendant. 642.508 

But deliver us from evil. 265.9 

Buy it right! 640.73 

By the evidence: memoirs, 1932-1951. 
569.90924 

Bygone punishments. 364.66 

Byron & his poetry. 821.7 

Byron’s Don Juan and eighteenth-century 
literature. 821.7 

Byzantine studies and other essays. 949.5 


C 


C. S. Lewis. 828.91209 

C. S. Lewis: an annotated checklist of writings 
about him and his works. 016.828912 

Cabala. 296.16 

Cabinet of characters. 820.8027 

California: its coast and desert. 917.94 

California legislative and congressional districts 
for 1974-1980. 328.794073 

Californios (L’Amour) PBK 

Camping around New England. 917.4 

Camus. 848.91409 

Canadian tokens and medals. 737.2 

Canal war: four-power conflict in the Middle 
East. 327.569401 

Candle and the tower (Spector) PBK 

Candle in the wind (Solzhenitsyn) PBK 

Candlesticks. 738.8 

Canine orthopedics. 636.708973 

Canoe trails of southern Wisconsin. 917.75044 

Canoeing and kayaking. 797.122 

Carbon dioxide and metabolic regulations. 
574.19212 

Cardiac function in aging. 612.17 

Career education. 370.113 

Caribbean caper (Rosenberger) PBK 

Caribbean investment handbook. 332.673097 
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Carleton Varney decorates windows. 645.3 

Carlo Gambino (Hanna) PBK 

Carlyle. 824.8 

Carniofacial biology of primates. 599.808 

Carpenter of the sun; poems. 811.54 

Carrot seed (Krauss) JUV 

Case and the Dreamer (Waldo) FIC 

Case of the murderer's bride and other stories 
(Gardner) FIC 

Casebook on church and society. 261.83 

Cases and materials on debtor—creditor law. 
346.73078 

Cases and materials on the law of oil and gas. 
343.73077 

Cashiering. 642.508 

Castle of fear (Cartland) PBK 

Castles of Europe. 914 

Castles of Scotland. 914.1 

Cat ate my gymsuit (Danziger) JUV 

Catalogue of the published and unpublished 
writings of Gertrude Stein, exhibited in the 
Yale University Library 22 February to 29 
March 1941. 016.818520 

Catalonia. 914.670382 

Category of H-modules over a spectrum. 510.8 

Catnapped! (Gordon) FIC 

Catskill witch and other tales of the Hudson 
Valley (McMurry) JUV 

Causality and determinism, 122 

Cavalier. 813.4 

Cavendish Laboratory, 1874-1974. 530.072 

Cell aggregation and adhesion. 574.876 

Cell communication. 574.876 

Cell cycle controls. 574.8762 

Cell junctions. 574.876 

Cell nucleus. 574.8732 

Cell surface in development. 599.0875 

Cellular induction. 574.876 

Celtic myth & legend, poetry & romance. 
299.16 

Cemtery world (Simak) PBK 

Central planning in Poland. 330.943805 

Central supply procedure manual. 616.0028 

Centrally planned change. 309.212 

Cervantes, 863.3 

Cezanne. 759.4 

Cezanne in perspective. -759,4 

Challenge for group psychotherapy: present and 
future. 616.8915 

Challenge of being single. 301.44 

Challenge of skiing. 796.93 

Changing face of Northeast Brazil. 330.981306 

Charles Baudelaire. 841.8 

Charles Dickens and Maria Beadnell: private 
correspondente. 823.8 

Charles I as a patron of poetry and drama. 
821.409 

Charles Lamb: prose & poetry. 824.7 

Charmed life (McCarthy) PBK 

Chatterton. 821.6 

Chebyshev-polynomials. 515.55 

Check list of cumulative indexes to individual 
ae in the New York Public Library. 


Check-list of the published writings of Gertrude 
Stein. 016.818520 

Cheese making at home. 641.673 

Chemistry of the quinonoid compounds. 
547.636 

Chiang Ch‘ing. 951.050924 

Chicago: a chronological & documentary history, 
1784-1970. 977.311 

Chicago slaughter (Barry) PBK 

Chicano prisoners. 365.6 

Chicorel index to biographies. 016.92 

Chief Joseph. 970.3 

Child psychiatry for students.: 618.9289 

Child with disabling illness. 362.781 

Children of the desert. 301.29942 

Children of the dragon (Karl) JUV 

Chilton’s new repair and tune-up guide: Yamaha 
4-stroke street bikes. 629.28775 

Chilton’s guide to emission controls and how 
they work. 629.252 

Chilton’s new repair and tune-up guide: 
Kawasaki 900 Z1. 629.28775 

Chilton’s new repair and tune-up guide: Suzuki 
triples. 629.28775, 

Chions ni s repair and tune-up guide: Firebird. 

eioan., a and tune-up guide: Ford vans. 
629.2873 

Chilton’s repair and tune-up guide: Gremlin, 
Hornet, 629.28722 

Chilton’s repair and tune-up guide: 
Rebel/Matador. 629.28722 

China and Great Britain. 382.094205 


China trade porcelain: patterns of exchange. 
382.457382 E 

Chinese communist guerrilla warfare tactics. E 
355.425 

Chinese folk-lore tales. 398.20951 

Chinese way. 915.1035 

Chinese ways in warfare. 355.00951 

Chinese worker. 301.444209 

Chloris and the creeps (Platt) PBK 

Choral music in print. 016.7841 

Christian ethics for Black theology. 241 

Christian initiation. 265.1 

Christian use of emotional power. 248.4 

Chromatographic methods. 544.92 

Chromosomes and cancer. 616.994071 

Church and state in Tonga. 322.109961 

Church festival decorations. 745.926 

Church folklore. 264.03 

Church history in the light of the saints. 270 

Circular gates. 811.54 

Cities from scratch. 301.363 

City sun. 811.54 

Civil contract (Heyer) PBK 

Civil transport aircraft market to 1985 in 
Western European countries. 387.7094 

Civilization’s last hurrah (Cohen) FIC 

Class, codes, and control; theoretical studies 
towards a sociology of language. 301.21 

Classical and medieval literary criticism: 
translations and interpretations. 801.95 

Classical mechanics. 531 

Classification of algebraic varieties and compact 
complex manifolds. 510.8 

Classroom activities for encouraging reluctant 
readers. 372.414 

Classroom activities for helping hyperactive 
children. 371.93 

Classroom notivjtics for helping slower learning 
children. 371°9 

Classroom test aon 371.26108 

Climate and evolution. 560 

Climatology from satellites. 551.6354 

Clinical vectorcardiography. 616.120754 

Clinical veterinary anesthesia. 636.089796 

Clothes, on and off the stage. 391.009 

Clumpitts go sailing (Wahl) JUV 

Cluster analysis. 519.53 

Coaching treasury from the Basketball clinic. 
796.323077 

Coal gasification. 665.772 

Coal gasification market. 338.272 

Coast defences of England and Wales, 1856- 
1956. 355.450942 

Coastal ecology: Bodega Head. 574.526 

Code of professional ethics: concepts of 
professional ethics, rules of conduct, 
interpretations of rules of conduct. 
174.965761 

Codeword BARBAROSSA. 940.541343 

Coenzyme contents of arterial tissue. 
616.136008 

Coins of New Jersey. 737.49749 

Cold steel. 355.348 

Cold-war America. 973.92 

Cold War begins: Soviet American conflict over 
Eastern Europe. 327.73047 

Collagen-vascular diseases; systemic lupus 
erythematosus, acute dermatomyositis- 
polymyositis, progressive systemic sclerosis, 
polyarteritis nodosa. 616.77 

Collected poems. 811.52 

Collected works of Billy the Kid. 818.5407 

Collecting antique metalware. 739.075 

Collecting for the city naturalist. 500.91732 

Collection of neutrality laws, regulations and 
treaties of various countries. 341.3 

Collector’s complete dictionary of American 
antiques. 709.73 

Coliector’s encyclopedia of shells. 594.047 

College album. 378.73 

College algebra. 512.92 

College comiposition. 808.042071 

Cologne in the twelfth century. 309.14355 

Colonel Greene and the copper skyrocket. 
338.762234 

Colonial Maryland. 975.202 

Color and composition. 752 

Combating shoplifting. 658.47 

Combinatorial mathematics. 510.8 

Come, take my hand (Munson) FIC 

Comedy world of Stan Laurel. 791.0924 

Coming to terms with death: how to face the 
inevitable with wisdom and dignity. 155.937 

Commentaries on the constitution of Virginia. 
342.755023 

Commercial navigation and air traffic control 
markets. 338.476817 
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Commercial problem loans. 658.913321 

Communist International, 1919-1943. 329.072 

Communities left behind: alternatives for 
development. 309.263097 

Community in a Black Pentecostal church. » 
301.58 

Community information service. 021.280257 

Community medicine in developing countries. 
362.12 

Community mental health. 362.22 

Comparative community politics. 320.3 

Competitive games. 790.1922 

Complaint of peace. 172.4 

Complete book of boat trailering. 629.226 

Complete book of cat health and care (McCoy) 
PBK 


Complete book of dog training and care 
(McCoy) PBK 

Complete book of NASCAR stock car racing. 
796.720973 

Complete book of stencilcraft. 745.73 

Complete boxer. 636.73 

Complete guide to acupuncture. 615.892 

Complete guide to cross-country skiing and 
touring. 796.93 

Complete guide to editorial freelancing. 070.41 

Complete illustrated book of dyes from natural 
sources. 646.63 

Complete poetry of Richard Crashaw. 821.4 

Complications of cancer chemotherapy. 
616.994008 

Compost heap. 631.875 

Computer mathematics handbook. 519.4 

Computer models in operations research: a 
computer-augmented system. 658.403402 

Computer performance evaluation (CPE) market 
study. 338.476213 

Computers and bureaucratic reform. 
353.902854 

Computers and creativity. 700.2854 

Computers and society. 301.243 

Computers and the social sciences. 300.285 

Computers in action. 001.64’ 

Computers in our society. 001.64 

Concepts in physical education with laboratories 
and experiments. 613.7 

Concise anthology of American literature. 810.8 

Concise dictionary of religious quotations. 
808.882 

Concise encyclopedia of Jewish music. 
781.72924 

Concise handbook of community psychiatry and 
community mental health. 362.220973 

Concise Oxford dictionary of music. 780.3 

Conference record. 621.38 

Confusion and hope. 209.73 

Conjunctions and disjunctions. 128 


~” Connecticut clockmakers of the eighteenth 


century. 681.133092 

Connections. 808.04275 

Conquering the frontiers. 739.740978 

Consciousness and reality (Muses) PBK 

Consensus, conflict, and American historians. 
973.072 

Construction funding; where the money comes 
from. 338.43 

Construction inspection handbook. 690.2 

Construction manual: finish carpentry. 694.6 

Construction of the history of religion in 
Schelling’s positive philosophy: its 
presuppositions and principles. 193 

Contemporary educational psychology: concepts, 
issues, applications. 370.15 

Contemporary new communities movement in 
the United States. 301.363097 

Continuing education needs of special librarians. 
020.711 

Contract carpeting. 677.643 : 

Contributions to the bibliographical literature of 
American mammals. 016.599097 

Controversy and dialogue in marketing. 658.8 

Conversations with Frederick Manfred. 813.54 

Cook general (Cashman) FIC 

Cooking wild game. 641.691 

Cooperative approaches to world energy 
problems. 333.7 

Cooperatives and condominiums. 346.730433 

Core and equilibria of a large economy. 330%1 

Corporate memory. 658.054 tat 

Corregidora (Jones) FIC 

Correspondence education in Africa, 374.46 

Correspondence of James Boswell with certain 
members of The Club, including Oliver 
Goldsmith, Bishops Percy and Barnard, Sir 
Joshua Reynolds, Topham Beauclerk, and 
Bennet Langton. 828.609 


Dy 


CORROSION TESTS OF FLAME-SPRAYED 


Corrosion tests of flame-sprayed coated steel. 
620.1723 

Corsican contract (Clark) PBK 

Cosmic energizer: miracle power of the universe. 
133.32 

Cosmopolitan’s super diets & exercise guide 
(Seligson) PBK 

Costume of colonial times. 391.00973 

Costumes from crepe paper. 745.5941 

Council of States in India. 328.54071 

Counseling and rehabilitating the cancer patient. 
362.196994 

Counseling parents of exceptional children: 
principles, problems, and procedures. 371.9 

Count on Calico Cat (Charles) JUV 

Counter-clock world (Dick) PBK 

Counter service. 642.508 

Counterattack (Scarpetta) PBK 

Country music encyclopedia. 784.0922 

Couplings and groupings (Terry) PBK 

Courage of turtles (Hoagland) PBK 

Cove of fear (Smiley) FIC 

Cowboy life: reconstructing an American myth. 
917.8032 

Cowboy Pete. 355.332092 

Craft of photography. 770 

Crafts for Christmas. 745.5941 

Crafts of Israel. 745.509569 

Craig’s care of the newly born infant. 618.9201 

Crazy Horse. 970.3 

Creating the African university. 378.6 

‘Creating the future (Beitz) PBK 

Creative reading for gifted learners. 371.95 

Creative thread design. 746.4 

Credit unions, 334.2 

Crewing for offshore racing. 797.14 

Crime and justice. 364.973 

Criminal justice organization and management. 
658.91364 

Criminology: crime and criminality. 364 

Crimson serpent (Robeson) PBK 

Crisis decision-making: Israel's experience ia 
1967 and 1973. 320.956940 

Critique of instrumental reason. 193 

Crocheter’s art. 746.434 

Cross-cultural universals of affective meaning. 

01.9 


Crossfire trail (L’Amour) PBK 

Crowding and behavior. 301.18208 

Crowell’s handbook of Elizabethan and Stuart 
literature. 820.9003 

Crutches of dusk. 811.54 

Crystal growth. 548.5 

Cuba, Yes? 917.291046 

Cure for indigestion. 811.54 

Curiosities of clocks and watches from the 
earliest times. 681.113 

Current appraisal of the behavioral sciences. 
300 


Current issues in nursing education. 610.730711 
Curse of the Kings (Holt) PBK 
Customer/employee Ceara 642.508 
Cyprian Norwid. 891.851 

Cyprus, 1958-1967. 320.956450 


D 


Dance of the bees: a professional tells the truth 
about investing. 332.6 

Dangling witness (Bennett) JUV 

Danny Dunn, invisible boy (Williams) JUV 

Dark and feeling. 810.989607 

Dark sun, pale shadows (Grey) PBK 

Darker brother. 778.999173 

Darkness and dawn. 813.52 

Data analysis for scientists and engineers. 519.2 

Data processing. 001.64 

Data processing project management. 658.054 

Daughter in bondage (Kinley) FIC 

Daughter of Satan (Plaidy) PBK 

Daughters of America. 920.720973 

Dawn (Shulevitz) JUV 

De monarchia of Dante Alighieri.” 320.01 

Deadly shade of gold (MacDonald) FIC 

Dealing with death—a Christian perspective. 
236.1 

Death and Eastern thought. 128.5 

Death of a heavenly twin (Morice) FIC 

Death of the moth and other essays. 824.912 

Death wish (Garfield) PBK 

Deborah (Davenat) PBK 

Debtors and creditors in America: insolvency, 
imprisonment for debt, and bankruptcy, 1607- 
1900. 346.730770 


TAK 


Decision models in academic administration. 
658.91378 

Decisive day. 973.3312 

Decoy cop (Dubinsky) PBK 

Delmore Schwartz. 818.5209 

Delta mystery (Ware) JUV 

Derinatophytes | in human skin, hair, and nails. 

1 


Descent of man and selection in relation to sex. 
575.0162 

Desert stalker (Barry) PBK 

Design for social work practice. 361 

Design for the stage. 792.025 

Design through draping. 646.4304 

Dessert and fountain preparation. 642.508 

Determination of nitro and related functions. 
547.04 

Deutsche Literatur von Heute. 438.6421 

Developing, printing & enlarging simplified. 
770.28 

Developing your "people potential”: key to 
success in supervisory management. 658.302 

Development of mind. 128.2 

Development of modern Rumanian. 459.09 

Developmental counseling. 361.06 

Devil loves a shining mark. 362.70924 

Devil on lammas night (Howatch) PBK 

Devil’s court (Payes) PBK 

Devil’s hand (Kelley) FIC 

Diagnosis and treatment of pituitary tumors. 
616.99247 

Dialogues on the philosophy of Marxism, from 
the proceedings of the Society for the 
Fhilosophical Study of Dialectical Materialism. 
335.41 

Diamond fever; South African diamond history, 
1866-9 from primary sources. 338.278209 

Dick Deadeye. 741.5942 

Dictionary of 20th century art. 703 

Dictionary of antique furniture. 749 

Dictionary of aviation. 629.13003 

Dictionary of biographies of authors represented 
in the Authors digest series. 809 

Dictionary of Canadian biography. 920.071 

Dictionary of do’s and don’ts. 423.1 

Dictionary of famous names in fiction, drama, 
poetry, history, and art. 80% 

Dictionary of foreign terms. 422.4 

Dictionary of insurance. 368.003 

Dictionary of the Biblical Gothic language. 
439. 

Diderot: the virtue of a philosopher. 194 

Diderot’s chaotic order. 194 

Diego de San Pedro. 868.209 

Diet for one dinner for all. 641.563 

Differential equations. 515.35 

Differential games. 519.3 

Digging for Carter’s Grove. 917.55425 

Digital computer circuits and concepts. 
621.381958 

Dinosaur funny bones. 811.54 

Dinosaurs. 568.19 

Diplomatic dining. 641.59 

Directing for the theatre. 792.0233 

Directions for data buoy technology, 1978-1983. 
551.460028 

Directory of publishing opportunities. 808.025 

Disappearing energy. i 

Discoveries of America to the year 1525. 973.1 

Discrete multivariate analysis: theory and 
practice. 519. 53 

Discrete series of GLn over a finite field. 512.2 

Discriminant analysis. 519.53 

Disequilibrium model of demand for! factors of 
production. 338.0973 

Dishwashing procedures. 642.508 

Dissertation concerning liberty & necessity. 
234 

Dissolution of the religious orders in Ireland 
under Henry VII. 271.009415 , 

Distribution and properties of variance 
estimators for complex multistage probability 
samples. 312.0723 

Distribution of precipitation in mountainous 
areas, 551.508 iy 

Do evil in return (Millar) PBK 


Doc Middleton; life and legends of the notorious 


Plains outlaw. 364.150924 
Dr. Atkins’ diet cook book. 641.5635 
Doctor, I’m a woman! 618.1 
Dr. Time (Robeson) PBK 
Does socialism liberate women? 301.412094 
Dog behavior: the genetic basis. 599.7444 
Dog soldiers (Stone) FIC 
Dogs and other large mammals in aging 
research. 599.74442 
Dogs of all sizes. 636.7 
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Dollars for national goals: looking ahead to 
1980. 309.173092 

Dolls’ houses in America. 745.592309 

Dolphin and the mermaid (Carroll) JUV 

Don Juan McQueen (Price) FIC 

Donavan (Brown) PBK 

Don't feel sorry for Paul. 362.784309 

Doomsday conspiracy (Hayes) PBK 

Dorothy Thompson (Sanders) PBK 

Dosvidaniya (Ratschenko) FIC 

Down among the women (Weldon) PBK 

Drag racing. 796.72 

Dragons, ogres, and scary things (Arnott) JUV 

Dramatics for the elderly. 792.02 

Drawing all animals. 743.6 

Drawing and painting the natural environment. 
743.836 

Drawing portraits. 743.4 

Drawing the figure from top to toe. 743.4 

Drawings. 741.94 

Dream and reality. 327.73 

Dream game. 154.63 

Dreamland and other poems [and] Tecumseh, a 
drama. 821.8 

Dressed in black (Hull) FIC 

Drifthaven (Ross) PBK 

Drug scene. 613.83 

Drugs and behavior. 615.78 

Drugs and transport processes. 615.7 . 

Drugs from A to Z. 613.8303 

Drunks (Newlove) FIC 

Dun & Bradstreet handbook of credits and 
collections. 332.7 

Dun & Bradstreet’s handbook of executive tax 
management. 658.153 

Dwelling house construction. 690.8 

Dylan Thomas. 821.912 

Dynamics of petroleum reservoirs under gas 
injection. 622.3382 

Dynasty in the Pacific. 381 


E 


E. B. Browning; R. H. Horne. 821.8 

E. B. White. 818.5209 

Eagle and the Rising Sun. 299.56 

Eagle days. 598.91 

Eagle in the sky (Smith) FIC 

Ear of the bull. 841.91208 

Early American crafts. 745.50973 

Early American lighting. 621.323097 

Early childhood art. 372.5044 

Early gastric cancer: current status of diagnosis. 
616.99433 

Early Hawaiians. 573.609969 

Early homosexual rights movement (1864-1935) 
301.415709 

Earnest Victorians. 920.042 

Ears and tails and common sense: more stories 
from the Caribbean. 398.245 

Ears of Louis (Greene) JUV 

Earth in the looking glass. 910 

Earth: our crowded spaceship. 301.31 

Earthkeeping; readings in human ecology. 
301.3108 

East Central Europe between the two World 
Wars. 914.9 

East European perspectives on European 
security and cooperation. 327.47 

Eat your way to love and beauty. 641.5 

Ebony tower (Fowles) FIC 

Eccentric personages. 920.02 

Ecclesiasticus, or the wisdom of Jesus son of 
Sirach. 229.4077 

Echoes in a shell. 811.54 

Echoes of evil (Cameron) PBK 

Ecology of malnutrition in eastern South 
America. 362.5 

Ecology of malnutrition in western South 
America: Colombia, Ecuador, Peru, Bolivia, 
and Chile. 338.198 

Economic analysis of pressing social problems. 
330 


Economic and social atlas of Maryland. 
330.975204 

Economic background to Munich. 332.673094 

Economic study of the radio industry in the 
United States of America. 384.540973 

Economics: its nature and importance. 
330.0202 

Economics of public finance. 336.73 © 

Economics of transport appraisal. 380.5 

Economics: the science of common sense. 330 

Economics through the looking glass. 330.09 

Economist, 1843-1943. 330.05 
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Ecstasy and holiness. 301.4494 

Ecumenism: boon or bane? 270.8 

Edmund Burke. 942.073092 

Education, income, and human behavior. 
301.445 

Education of the poor. 372.94214 

Educational alternatives for colonized people: 
models for liberation. 370.19342 

Edward Borein, cowboy artist. 769.924 

Edward Gibbon and his age. 937.060720 

Edward II (Marlowe) PBK 

Edwardian life and leisure. 914.20382 

Edwin Broun Fred: scientist, administrator, 
gentleman. 589.900924 

Egospeak; why no one listens to you (Addeo) 


Eighteen songs of a nomad flute: the story of 
Lady Wen-chi. 759.951 
Eisenhower: portrait of whe hero. 973.921092 
El Dorado. 739.22780 
El segundo (blsckoue PBK 
Electric kilns. 738.13 
Blectrical engineering; theory and practice, 
2 


Electro-analytical chemistry. 543.008 
Electronic flash equipment. 778.37 
Electronic motion pictures. 621.38834 
Electronic television. 621.388 
- Electronic war in the Middle East, 1968-70. 
327.569401 
Electronics unraveled. 621.381 
Electrosurgery in dentistry. 617.6 
ELementary probability theory with stochastic 
processes. 519.2 
Elementary treatise in herbology. 615.321 
Elements of algebra. 512.9 E 
Elements of nuclear engineering. 621. 48 ' 
Elements of technical writing. 808.066602 
Elisa. 843.8 
Elites in the policy process. 320.3 
Elizabeth Bowen. 823.912 
Elizabeth I. 942.055092 
Ella Fannie elephant riddle book. 398.6 
Elliptic modular functions. 515.983 
Ellison wonderland (Ellison) PBK 
Embezzler (Auchincloss) PBK 
Emiergorioy, care; assessment and intervention. 
Emergency medical care: medical and trauma 
management, emergency medical services 
planning, 616.025 
Emerging educational issues. 370.973 
Emile Berliner, maker of the microphone. 
621.380282 
Eminent contributors to psychology. 016.15 
Eminent women of the age. 920.72 
Emperor Nicholas I of Russia. 320.94707 
Emperor of midnight. 811.52 
Employee relationships. 642.508 
Employee work hours scheduling. 642.508 
Enchanted forest (De Regniers) JUV 
ET New Testament manuscripts. 
25. 


Encyclopedia Brown lends a hand (Sobol) JUV 

Encyclopedia of American biography. 920.073 

Encyclopedia of Bible stories. 220.9505 

Encyclopedia of eccentrics. 081 

Encyclopedia of Latin America. 918.0303 

Encyclopedia of minerals. 549.03 

Encyclopedia of natural dyes. 667.26 

Encyclopedia of patent practice and invention 
management. 346.730486 

Encyclopedia of practical gastronomy. 641.5944 

Encyclopedia of stained glass design and 
construction. 748.5 

Encyclopedic dictionary of English usage. 
428.003 


End of reckoning (Moore) PBK 

Endocrinology; proceedings. 612.4 

Enduring Brontes. 823.809 

Eneas. 841.1 

Energy and form. 711.55 

Energy and the environment. 333.7 

Energy prices 1960-73. 338.436655 

Energy taxes and subsidies. 333.70973 

Energy trap. 333.70973 

Engineering analysis of flight vehicles. 629.1323 

English Bible: from Wycliffe to Wiliam Barnes. 
32 ° 


English guide for court reporters. 428 

English idioms. 423.1 

English novel. 823.03 

English novel, 1578-1956. 016.82303 

English scene in the eighteenth century. 
914.2037 

Enter the corpse (Woods) FIC 

Entrepreneurship: playing to win. 338.04 


oa . 
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Environmental concern; personal attitudes and 
behavior toward environmental problems. ° 
301.154330 

Environmental conservation education. 
333.7208 iar 

Environmental deterioration in the Soviet Union 
and Eastern Europe. 363.6 

Environmental management in the Colorado 
River Basin. 363.6 

Environmental physiology. 599.0108 

Environmental spectrum; social and economic 
views on the quality of life. 301.5 

Environmental steel; pollution in the iron and 
steel industry. 338.45 

Enzyme engineering. 660.63 

Epidemics of plant diseases: mathematical 
analysis and modeling. 632 

Epidemiology and community medicine. 362.1 

Epigenetics; a treatise on theoretical biology. 
591.1 

EPR of free radicals in radiation chemistry. 
541.224 

Ernest K. Gann’s Flying circus. 629.130904 

Escape from the crater (Biemiller) JUV 

Escape king. 793.80924 

Escherichia ccli and man. 589.95 

Essay on separate and congregate systems of 
prison discipline. 365.643 

Essays at home and elsewhere. 814.4 

Essays in quantitative economic history. 330.9 

Essays on literature and education. 820.931 

Essays on the nervous system. 599.0188 

Essential formulae for electronic and electrical 
engineers. €21.30212 

Essential vitamin counter (Ebon) PBK 

Essentials of American democracy. 320.473 

Essentials of anesthetic practice. 617.96 

Essentials of geography: regions and concepts. 
910.09 

Estate planning for the corporate executive. 
343.73062 

Estebanico (Perish) JUV 

Estuarine oceanography. 551.4609 

Etching and ozher intaglio techniques. 767.2 

Ethnicity in the United States. 301.450973 

Etruscans. 913.37503 

Eugene Debs: American Socialist. 335.30924 

Eureka! An illustrated history of inventions, 
from the wheel to the computer. 609 

European market for banking systems. 001.64 

Evangelistic bureaucrat. 309.262094 

Event-related slow potentials of the brain: their 
relations to behavior. 612.822 

Everything a woman needs to know to get paid 
what she’s worth (Bird) PBK 

Everything book. 790.1922 

Evil is the night (Chadwick) PBK 

Evolving strategies and tactics in membrane 
research. 574.875 

Exceptional children: biological and 
psychological perspectives. 618.928588 

Executive ESP. 658.4 

Exercises in ccntemporary English. 428.2 

Exorcism: Fact not fiction (Ebon) PBK 

Exorcism: New Testament style! 235.4 

Experimental general chemistry. 542 

Experimental method. 502.8; 530.028 

Exploring energy choices. 333.7 

Extinct mammalian fauna of Dakota and 
Nebraska. 569.0978 

Extra-dramatic moment in Elizabethan plays 
before 1616. 822.309 

Eye-witnesses zo wagon trains West. 917.8032 

Ezra Pound’s Mauberley. 811.5 


F 


F-106 Delta Dart in action. 358.43 

Fabulous ancestors; stone carvings from Sierra 
Leone &-Guinea. 732.20966 

Faces of nationalism. 320.5409 

Faces of the old north. 917.1303 

Factory outlet shopping guide. 381 

Failure of U.S. energy policy. 333.70973 

Fairy mythology of Shakespeare. 822.33 

Faith and the good thing (Johnson) FIC 

Faith of graffiti, 001.55 

Families against the city. 301.441 

Family backgrcund, early development, and 
intelligence of children 6-11 years: United 
States. 312.C€973 

Family communication. 158.24 

Family secrets (Jaffe) FIC 

Famous American revolutionary war heroes. 
973.30922 


FOLKLORE AND CUSTOMS OF 


Farm prices, myth and reality. 338.13 

Farm, ranch & countryside guide. 917.3 

Farmer Palmer's wagon ride (Steig) JUV 

Fatal gift (Waugh) PBK 

Fatal revenge. 823.7 

Fathers according to Rabbi Nathan. 296.1 

Favorite rhymes of Mother Goose. 398.8 

Fear and tenderness (Glaze) PBK 

Fear of the word: censorship and sex. 
363.310973 

Fearful choice, a debate on nuclear policy. 
355.0217 

Feasts of a militant gastronome. 641.5944 

Feeling fine, looking great. 613 

Feldspar minerals. 549.68 

Felicia to Charlotte. 823.5 

Fell's guide to coins and money tokens of the 
world. 737.409 

Feminine faces. 248.843 

Fences, walls, and hedges for privacy and 
security. 645.8 

Ferrari: 25 years of Formula I. 629.228 

Fervent prayer. 269.2 

Fessenden, builder of tomorrows. 621.384109 

Fiber crops. 633.5 

Fiddler crabs of the world (Ocypodidae: genus 
Uca) 595.3842 

Fidelity of protein synthesis and transfer of 
RNA. 591.37208 

Field guide to reptiles and amphibians of 
Eastern and Central North America. 
598.1097 | 

Field of buttercups. 398.210941 

Field projects in anthropology. 301.2072 

Fiend (Millar) PBK 

File under architecture. 720 

Fill-in puzzles (Andrew) PBK 

Film fantasy scrapbook. 778.5346 

Final diary, 1961-1972. 780.924 

Final report on interlaboratory cooperative study 
of the precision and accuracy of the 
measurement of nitrogen dioxide content in 
the atmosphere using ASTM method D1607. 
620.1108 

Final stage; the ultimate science fiction 
anthology (Ferman) FIC 

Financial decision making in the process 
industry. 658.15 

Financial management. 658.15 

Financing the energy industry. 338.23 

Finding and buying your place in the country. 
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Finding our father. 231.6 

Finding your self. 248 

Finite element application to vehicle design. 
629.231 

Finite mathematics. 510 

Fire officer’s guide to emergency action. 
628.9208 

Firebug! (Minshull) JUV 

First book of holidays. 394.26 

First century: the Chicago Bar Association, 
1874-1974. 340.062773 

First course in geometry. 516.2 

First days of life. 596.039 

First deadly sin (Sanders) PBK 

First London catalogue. 380.102542 

Fiseal policy for industrialization and 
development in Latin America. 330.98003 

Fisherman’s whore. 811.54 

Fishing for bass. 799.1758 

Five cities. 917.303 

Five thousand American families—patterns of 
economic progress, 339.410973 

Flags in the dust. 813.52 

Flannery O'Connor. 813.54 

Flash (Juffe) FIC 

Flesh, metal & glass. 614.862 

Flickering light. 377.8273 

Flight before flying. 629.130903 

Flight of the Lone Eagle. 629.130924 

Floating clouds, floating dreams. 398.2095 

Flora of southern California. 581.97949 

Florida: from secession to space age. 975.906 

Florida in the making. 917.59036 

Florida trend’s guide to Florida restaurants: 
Gold Coast/Keys edition. 647.957593 

Florida trend’s guide to Florida restaurants: 
West Coast/Central edition. 647. 95759 | 

Fiower with love. 745.92 

Flowers and flower lore. 398.368213 

Flowers and plants. 582.13014 

Fluids and electrolytes: a practical approach. 
612.01522 

Flying mania. 629.133 

Folklore and customs of rural England. 
390.0942 
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FOOD ACID MANUFACTURE; RECENT 


Food acid manufacture: recent developments. 
664.06 


Food & money in ancient China. 330.931 

Food care and food storage. 642.508 

Food order scheduling. 642.508 

Food service and associated food, beverage, and 
disposables markets. 338.47642 

Football’s greatest coach: Vince Lombardi. 
796.332092 

Footsteps of Scott. 828.709 

For love or money (Doliner) FIC 

Forced labor in Soviet Russia. 365.650947 

Forelgū policy and the bureaucratic process. 


Foreign trade under central planning. 382.0947 

Forensic science. 364.12 

Forest fire (Wolcott) JUV 

Forgettables (Acton) PBK 

Forgotten empress: Anna Ivanovna and her era, 
1730-1740. 947.060924 

Forty-niners. 979.404 

Forty-two years in the White House. 973.0992 

Foundations of experimental embryology. 
591.33072 

Founders of living religions. 200.922 

Four churches of Pecos. 917.8955 

Four pragmatists. 191 

Fractional calculus. 515 

France and her eastern allies, 1919-1925. 
327.44 

France of Claudel. 848.91209 

Frank Mahovlich, the Big M. 796.962092 _ 

Frank Norris (Benjamin Franklin Norris) 
bibliography and biographical data. 016.8134 

Frank Robinson. 796.357092 

Free man’s almanac. 242.2 

Freedom to be (Shostrom) PBK 

French Broad. 917.68895 

Freudian ethic. 917.303921 

Friend of my springtime (Cather) FIC 

Friendship book. 808.819353 

Frog prince. 398.210943 -> 

Frogs, toads, and newts. 597.6 

From fiction to film: D. H. Lawrence’s ”The 
rocking-horse winner.” 823.912 

From idea into house. 728 

From medical police to social medicine. 


From Sartre to the new novel. 843.03 

From script to print. 809.02 

From the dark tower. 810.989607 

From theoretical physics to biology. 574.191 
From tradition to modernity. 309.154 

Front court hex (Christopher) JUV 
Frontiers of anthropology. 301.2 

Fry cooking. 642.508 

Fun house (Bottner) JUV 

Fun in a teacup. 133.3244 

Fun-to-find word games. PBK 

Fun with string. 746.0471 

Function of social work in a changing society. 


Functional analysis and applications. 510.8 

Functional analysis and its applications: 
international conference, Madras, 1973. 510.8 

Functional chemistry of the brain. 612.822 

Functional language intervention: readings. 
618.928550 

Fundamental measures and constants for science 
and technology. 389 

Fundamental methods of mathematical 
economics. 330.0151 

Fundamental relationships and their logical 
formulations. 160 

Fundamental skills in the nurse-patient 
relatiofship. 610.73077 

Fundamentals of Japanese. 495.682421 

Fundamentals of nursing home administration. 
658.913621 

Fungal lipid biochemistry. 589.204192 

Furiosa (Lestienne) PBK 

eer kin; eight science fiction stories (Elwood) 


Future of inter-bloc relations in Europe. 
327.11094 
Future of technological civilization. 901.94 
Future of the Western alliance. 327.10904 
Futures new poems. 811.54 
ch 
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G. K. Chesterton. 828.91209 

Gabriela, clove and cinnamon (Amado) PBK 
Gaggle of green geese (Beers) JUV 

Galactic pot-healer (Dick) PBK 
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Gallery of erotic art (Kronhausen) PBK 
Game of functions. 515 

Game of statues (Stevenson) PBK 

Games for 1, 2, or more. 790.1922 

Gandhi to Vinoba. 181.4 

Gangsters (Chandler) FIC 

Gas purification. 665.7 

Gathering firewood; new poems and selected. 


Gathering force (Newman) FIC 

Gatherings in honor of Dorothy E. Miner. 700 

Gauguin. 759.4 

Gay liberation (March) PBK 

Gemstone and mineral data book. 736.2028 

General equilibrium study of the monetary 
mechanism. 332.4 

General insurance. 368 

General Maurice Sarrail, 1856-1929. 
320.94408 

General mia for multivariate analysis. 

General pathology. 616.07 

Generalized inverses: theory and applications. 
512.943 

Generalized recursion theory. 515.25 

Genesis of Precambrian iron and manganese 
deposits. 553.3 

Genetics and mutagenesis of fish. 597.015 

Gentilez: artist of the old Southwest. 759.13 

Gentlemen, more dolce, please! 785.062744 

Geographical and geological distribution of 
animals. $91.9 

Geography as social science. 301.29 

Geography of world economy. 330.9 

Geology of our western national parks and 
monuments. 557.8 : 

George Eliot’s poetry, and other studies. 814.4 

George Orwell. 828.91209 

George Washington. 973.410924 

Geoscience instrumentation. 550.28 

Gerard de Nerval. 848.709 

German administration since Bismarck. 354.43 

German foreign policies, West & East. 327.43 

German politics under Soviet occupation. 
329.943 

German public mind in the nineteenth century. 
914.3037 

German shepherd today. 636.73 

Gestalt therapy integrated. 616.8914 

Getting fired: an American ordeal. 658.407133 

Getting hooked on fishing. 799.11 

Getting ready for living together. 301.42 

Getting smarter (First) JUV 

Ghost town monster (Wise) JUV 

Ghost towns and back roads. 917.8043 

Giacomo Manzu. 730.924 

Gift of the Spirit. 231.3 

Gift of wings. 387.70924 

Gift shop (Armstrong) PBK 

Gifts of the spirit. 234.1 

Gil Perreault makes it happen. 796.962092 


519.53 


Girls are girls and boys are boys: so what’s the * 


difference? 612.6007 

Gleanings of scarce old ballads. 821.04 

Glenn’s Camaro tune-up and repair guide. 
629.28722 

Glenn’s Pontiac tune-up and repair guide. 
629.28722 

Global communications satellite policy. 
341.7577 

Glory and pageantry of Christmas. 394.268282 

Glory and the lightning (Caldwell) FIC 

Glory of the hummingbird (De Vries) FIC 

Go back, you didn’t say "May I” 283.0924 

Go west, Ben Gold! (Turner) PBK 

God of all: Sri Ramakrishna’s approach to 
religious plurality. 294.555092  __ 

God save Ireland! 941.59 

Gods. 200.1 

God’s promise for today. 242 

Goethe and the twentieth century. - 831.6 

Going places. 843.914 

Golden dragon: Alfred the. Great and his times. 
942.016409 P 

Golden fig (Smith) PBK i 

Golden mean. 700.151 ` 

Good bugs and bad bugs in ou gardeni: 
backyard ecology. 635.0. 

Good doctor. 812.54 

Good earth of America. 333.70973 

Good girls don’t get murdered (Parker) FIC 

Good men still live! 365.60924 

Good morning, lady (DeLage) JUV 

Good old boys. 917.503409 

Gordon ballads. 821.04 

Gourmet dairy cookbook (Topper) PBK 

Government and the sports business. 
338.477960 
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Government energy R & D market. 333.7 

Gower Street (Rayner) PBK 

Graciliano Ramos. 869.3 

Grand rounds (Hopkins) FIC 

Grandmother stories from the Land of Used to 
Be. 917.5033 

Grandpa’s Maria (Hellberg) JUV 

Granger’s Index to poetry. 808.810016 

Grantsmanship: money and how to get it. 
001.44 


Graphs and combinations. 510.8 

Grass roots government. 352.007309 

Great American yacht designers. 623.820209 

Great composers. 780.922 

Great coverup: Nixon and the scandal of 
Watergate. 364.132097 

Great energy crisis. 333.70973 

Great Maria (Holland) FIC 

Greater Victorian poets. 821.809 

Green thumbook. 635.9 

Greene & Greene. 728.0973 

Gregory’s stitches (Vigna) JUV 

Grill cooking. 642.508 

Ground & shipbased radars. 338.476213 

Group differences in attitudes and votes. 
324.20973 

Group games. 790.1922 

Group marriage. 301.422 

Growing old in the country of the young. « 
362.60973 

Growing up. 612.6 

Growing up human. 158.1 

Growth of nationalism in India. 320.954035 

Growth of Presidential power. 353.032 

Guide book of United States Coins. 737.4 

Guide for Wiley-Interscience authors in the 
preparation and production of manuscript and 
illustrations. 808.02 

Guide to alternative colleges and universities. 
378.73 

Guide to ancient Maya ruins. 917.203 

Guide to baseball literature. 016.796357 

Guide to creative filmmaking. 778.53 

Guide to daily prayer. 242.2 

Guide to Middle-Earth (Foster) PBK 

Guide to the Wisconsin Jewish archives at the 
State Historical Society of Wisconsin. 
016.917750 

Guidelines and standards for professional 
masters degree programs in public 
affairs/public administration. 350.000711 

Guilty, guilty, guilty! 741.5973 


.Guinness sports record book, 1974-1975. 


796.0212 
Gulf Stream (Gaskell) PBK 
Gunsmoke mesa (James) FIC 
Gunsmoke over Sabado (Evan) FIC 
Gus gets the message (Holl) JUV 
Gynecology. 618.1 
Gypsy fires in America. 917.069149 


H 


Haldane station (Randall) PBK 

Half the house. 371.100924 

Halloween tree (Bradbury) PBK 

Hamsters: all about them. 636.93234 

Hand in hand. 821.914 

Handbook for discussion leaders. 808.53 

Handbook for the businessman as a witness. 
347.7366 

Handbook in diagnostic teaching. 372.1102 

Handbook of aboriginal American antiquities. 
970.1 

Handbook of concrete engineering. 624.1834 

Handbook of marketing research. 658.83 

Handbook of plastics in electronics. 621.381028 

Handbook of zoning and land use ordinances— 
with forms. 346.73 

Handmade rugs. 746.7 

Handy guide to house plants (Harter) PBK 

Hanged man’s house (Ferrars) FIC 

Hangups from way back: historical myths and 
canons. 4 

Happening (Wahtera) FIC 

Happy endings; 15 stories by the masters of the 
macabre. 823.0872 

Happy families. 820.80355 

Hare Krishna and the counterculture. 294.55 

Harlequin (West) FIC 

Harle’s complete crossword dictionary 
(Montamble) PBK 

Harmonization of business practice in the 
Common Market. 658.00942 
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Harmony of the Gospels i in modern English. 
226.1 


Harriet Martineau. 823. 8 

Harriette Arnow. 813.52 

Haunting tales (Ireson}) JUV 

Have you ever seen a monster? (McInnes) JUV 

Hawkline monster (Brautigan) FIC 

Haymarket (Rayner) FIC 

Head nurse: her leadership role. 658.916107 

Headcrusher (Rossi) PBK 

Healing and religious faith. 615.852 

Health and safety for you. 613 

Health information systems evaluation. 029.961 

Heart disease: new dimensions of nursing care. 
610.736 X 

Heat transfer—research and design. 536.2 

Heaven help us (the Holy Spirit in your life) 
231.3 


Heavy metals in the brain. 574.408 

Hegel’s idea of philosophy. 193 

Heirarchy {i.e. hierarchy] in organizations. 
658.4 


Hell at Yuma (Slade) PBK 

Helter skelter: the Manson murders. 
364.152309 

Hemoglobin. 612.1111 

Henry James and pragmatistic thought. 813.4 

Herb book. 581.63 

Herhert Marcuse: from Marx to Freud and 
beyond. 191 

Heritable disorders of amino acid metabolism: 
patterns of clinical expression and genetic 
vibration. 616.399 : 

Heritage of Copernicus: theories ”pleasing to the 
mind” 509 

Heritage of fire. 914.303860 

Hero or fool? 821.4 

Heroes of the Goodwin Sands. 

Herself (Calisher) PBK 

Hesper. 813.52 > 

Heterocycles in organic synthesis. 547.59 

Hid in my heart. 220.5203 

Hieroglyphic tales (Walpole) FIC 

High energy hadron physics. 539.7216 

High rupturing capacity fuses. 621.317 

High valley (North) PBK 

Highway robbery. 338.436655 

Hiram makes friends (Casey) JUV 

Hirshhorn Museum and Sculpture Garden, 
Smithsonian Institution. 709.040740 

Historia de Hierosolymitano itinere. 081 

Historian’s business, and other essays. 942.008 

Historical atlas of California. 911.794 

Historical sketch of the rise, progress, and 
decline of the Reformation in Poland, and of 
the influence which the scriptural doctrines 
have exercised on that country in literary, 
moral, and political respects. 274.38 

History and romance of the horse. 636.1009 

History of American city government: the 
progressive years and their aftermath. 
320.973091 

History of architecture on the disparative 
method. 720.9 

History of Armenian immigration to America 
wizh special reference to conditions in Los 
Angeles. 301.451919 

History of Contra Costa County, California. 
917.946303 

History of electric telegraphy to the year 1837. 
621.382090 

History of Emily Montague. 823.6 

History of language. 409 

History of Maine. 974.1 

History of mathematical notations. 510.148 

History of medicine. 610.9 

History of nursing. 362.1 

History of public health i in New York City, 
1625-1866. 614.097471 

History of Russia: medieval, modern, and 
contemporary. 947 

History of South Africa. 968 

History of tactical communication techniques. 
623.7309 

History of the Celtic religion and learning: 
containing an account of the Druids. 299.16 

History of the first United States mint. 338.768 

History of the Japanese people in Oregon. 
301.451956 . 

History of the military transactions of the 
British nation in Indostan, from the year 
MDCCXLV. 954.029 

History of the progress and suppression of the 
Rerormafon in Italy in the sixteenth century. 
274. 

History of the Woman’s Peace Party. 327.174 

History of women in industry in the United 


si 


361.58 


States. 331.40973 afr 
Hitch your wagon to a star. 811.54 ty 
Hozx of Fretdism. 616.8917 
Horkey: bantam to pro. 796.962 ease 
Hockey trick (Corbett) JUV Bae ae 
Hockey’s great rivalries. 796.962 
Hoe and the horse on the plains. 970.1 
Holday in Mauritius. 916.98204 
HoLow lands (Moorcock) FIC 
Hof ywood; stars and starlets, tycoons and flesh- 

peddlers, moviemakers and moneymakers, 

frauds and geniuses, hopefuls and has-beens, 

great lovers and sex symbols. 791.430233 
Home late (Arleo) PBK 
Hone-made dragon and other incredible stories 

(Eunter) JUV 
Hone owner handbook of carpentry and 

woodworking. 694 
Hone repair and improvement. 016.6437 
Homogeneous nucleation theory. 536.443 
Honosexuality and counseling. 362.8 
Homosexuality and other forms of sexual 

deviance (Alvarez) PBK 
Hopeyphants and elebees (Beers) JUV 
Horor awakens again. 811.54 
Hocd’s Texas Brigade in reunion and memory. 

973.7464, 

Hocver Presidency. 973.916092 
Hocver-Wilscn wartime correspondence, 

September 24, 1914, to November 11, 1918. 

973.913 
Hore sabbaticae; reprint of articles contributed 

ta the Saturday review. 081 
Horan (Lewis) FIC 
Horn Island logs of Walter Inglis Anderson. 

574.976212 
Honblower companion (Forester) PBK 
Horscope, the road and its travelers (Oken) 


Horor tales: spirits, spells & the unknown 
(Elwood) JUV 

Horors unseen (Moskowitz) PBK 

Horze in America. 636.100973 

Hor-e of the Americas. 636.130918 

Hores: their breeding, care, and training. 
625.108 

Hossital computer systems. 362.110285 

Hos /hostess. 642.508 

Hot-and cold. 536 

Hotand cold running cities (McHargue) JUV 

Hotzand cool sex. 301.41 

Hot-day in heaven (Turidu) FIC 

Hotine! 362.22 

Hords of hell. 808.831 

How and the man. 823.8 

Howe of ideas. 643.7 

Horse of Lords in the Age of Reform, 1784- 
1837. 328.42071 

House of the dancing dead (Vandergriff) PBK 

House of the solitary maggot (Purdy) FIC 

House on the dunes (Sears) FIC 

Hov can the heart forget (Loring) PBK 

”How do I change my man?” (For women only) 
28.833 

How far back can you get? (Craig) FIC 

How far will a rubber band stretch? (Thaler) 
JGV 


How Pedro got his name (McInnes) JUV 

How silly can you be? 817.5408 

How the sun made a promise and kept it 
(Bernstein) JUV 

How to achieve mastery in painting and 
dr_wing.’ 751.4 

How to be happy though pregnant (Spotnitz) 
PEK: 


How to be heard. 301.161020 

How to build an evangelistic church music 
pregram. 783.026 

How to choose your family doctor and keep 
hin. 610.696 

How to cook a sock. 818.5407 

How to dò'your own wood finishing. 684.1043 

Hox to double the payoff from your real estate 
ad~ertising. 659.193333 

How to double your vocabulary. 428.3 

How to fedl: younger longer. 613.0438 

How to get a job. 331.128 

How to help your child get the most out of 
school. 372 

How to love your neighbor. 248.4899 

How to make America more honest. 172 

How to make amulets, charms, and talismans. 
743.593 

How to make built-in furniture. 684.16 

How. to make money selling at flea markets and 
anaique fairs. 658.91381 

How to make pottery. 738.1 
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How to parent alone. 301.427 

How to photograph your world. 770 

How to plan and carry out your own groupwork 
agency study. 361.4 

How to prepare for college board achievement 
tests: English. 420.76 

How to prepare for the advanced placement 
examination in English. 807.6 

How to start your craft business. 658.917455 

How to study in college. 378.170281 

How to transform a garage into living space. 
690.864 

How to use showmanship to multiply success at 
every step in selling. 658.85 

How to win and hold a husband. 301.42 

How to write and sell your poetry. 808.025 

How Tom beat Captain Najork and his hired 
sportsmen (Hoban) JUV 

Howie helps himself (Fassler) JUV 

Hinnan communication: theoretical explorations. 

Human course. 808.882 

Human documents of Adam Smith’s time. 
914.2037 

Human liberation in a feminist perspective—a 
theology. 261.83412 

Human sexuality; sense and nonsense. 155.3 

Human side of hospital administration. 
658.373621 

Humanistic psychology of education. 370.15 

Humor in American song. 784.0973 

Hundred flowers campaign and the Chinese 
intellectuals. 320.95105 

Hundred years of revolution, 1848 and after. 
940.28408 

Hunted like a wolf (Meltzer) PBK 

Hunter’s field guide to the game birds and 
animals of North America. 598.297 

Hunting trail (Wier) JUV 

Hyperbola and the parabola. 516.15 


I 


I am a memory come alive. 833.912 

I can stop anytime I want (Trivers) JUV 

I lost everything in the post-natal depression 
(Bombeck) PBK 

I quit. 817.54 

I remember yesteryear. 917.7033 

I was so mad! 152.42 

I will tell you of Peach Stone (Zimelman) JUV 

Icepick (Dobler) FIC 

Td like to know about a flight to the moon. 
629.454092 

Ida makes a movie (Chorao) JUV 

Idea of the city in nineteenth-century Britain. 
301.360942 

Ideas for learning environments. 372.13 

Ideas for teacher planning. 372.13 

Identity and relationship. 801.95 

Identity, survival, and change. 301.2 

Idyllists of the country side: being six 
commentaries concerning some of those who 
have apostrophized the joys of the open air. 
820.936 

If I had a hammer: woodworking with seven 
everyday tools. 684.082 

If I rode a dinosaur (Young) JUV 

If I rode an elephant (Young) JUV 

If I were to preach. 252.02 

If you, lived with the Sioux Indians. 970.3 

If you’re ready, here’s the car ied) PBK 

Il boom (Topkins) FIC 

Iliad. 883.01 

TIl do anything (Keel) PBK 

Illinois tort law and practice. 346. 77303 

Illiterate digest. 818.5207 ï m 

Illusions (Honig) FIC Ierai 

Illustrated book of Christmas folkloré.'. °v 
394.268282 

Illustrative computer programming for libraries. 
020.2854 

Immortal games of Capablanca. 794.159 

Immortal hymns and their story. 245.21 

Impact of trade destruction on national incomes. 
339.2094 

Impeachment; a handbook. 342.73062 

Impeachment and trial of Andrew Johnson, 
President of the United States. 353.036 

Improving the quality of urban management. 
301.3608 


In China’s border provinces. 915.103409 

In Cuba. 917.291036 

In no time at all. 917.77033 

In praise of hands: contemporary crafts of the 
world. 745.50222 

In Russian Turkestan. 915.84048 
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In search of common ground (Erikson) PBK 

In search of light (Murrow) PBK 

In silence they return (Boss) PBK 

In the Catskills. 500.974738 

In the common cause: American response to the 
Coercive acts of 1774. 973.3116 

In the ocean wind. 917.9471 

In the shadow of a rainbow. 599.74442 

In the shadow of the swastika. 793.308 

Incineration; a state-of-the-art study. 628.445 

Income taxation of estates and trusts. 
343.73053 

Incomplete adult. 155.234 

Increase Mather. 974.402092 

Incredible Pierpont Morgan. 332.10924 

Indefinite inner product Spaces. 512.523 

Independent nurse practitioner. 610.732 

Index to art reproductions i in books. 709 

Index to research in business and office 
education. 650.072 

Indexed guide to modern eleçtronic circuits. 
621.38153 

Indexing languages and thesauri: construction 
and maintenance. 029.5 

India today. 330.95405 

Indian art of the northern plains. 709.011097 

Inadina Two Feet and the grizzly bear (Friskey) 


Individualized instruction and learning. 
371.39408 

Industrial chemical specialties market. 
338.476610 

Industrial location in metropolitan areas. 
338.097446 

Infinite cage (Laumer) PBK 

Influence of computing on mathematical 
research and education. 510.7 

Influence of oversea expansion on Englané to 
1700. 914.203 

Influences of pancreatic tumors on the stomach. 
616.99237 

Information-lossless automata of finite order. 
629.891 


Information seekers. 658.834 

Information systems—a management science 
approach. 658.403 

Information systems analysis. 658.403 

Information systems for modern management. 


Inheritors of Earth (Eklund) FIC 

Injustice collectors (Auchincloss) PBK 

Inkle weaving. 746.14 

Inn book. 647.9474 

Inner promise. 294.544 

Inside swimming. 797.21 

Insiders’ guide to the colleges. PBK 

Instant analysis; confessions of a White House 
correspondent. 172.2 

Integrated algebra and trigonometry. 512.13077 

Integration of a child into a social world. 
301.1572 

Interior design and decoration. 747 

International conflict. 327.1 

International conflict in the twentieth century. 

27 

International index to film periodicals 1973. 
016.79143 

International law and national behavior. 341 

International race car drivers. 796.720922 

International Symposium on Theoretical 
Programming. 001.642 

International tennis guide. 910.202 

Into that darkness. 940.547243 

Introducing quilting. 746.46. 

Introduction to computers. 001.642 

Introduction to continuum mechanics. 531 

- Introduction to econometrics. 330.018 

Introduction to electron devices. 621.3815 

Introduction to engineering fluid mechanics. 
620.106 

Introduction to epidemiology and biometrics. 

4.4 


Introduction to ethics. 170 

Introduction to exceptional children. 371.9 

Introduction to family therapy. 616.8915 

Introduction to mathematical theory of 
computation. 001.6425 

Introduction to modern economics. 330 

introduction to sequencing and scheduling. 

58.51 


Introduction to Shakespeare’s Midsummer 
night’s dream. 822.33 

Introduction to the reading of Shakespeare. 
822.33 

Introduction to the theory of linear spaces. 


Introductory hearing science. 617.89 
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Inventory controls. 642.508 

Invertebrate immunology. 574.2908 

Inverted bell. 818.5209 

Investigation of the telephone industry in the 
United States. 364.606573 

Investing in residential income property. 
332.632409 

Investor’s encyclopedia of gold, silver, and other 
precious metals. 332.6328 

Invisible cities. 853.914 k 

Ion-selective microelectrodes. 541.3724 

Irish liberation. 941.609 

Iron gates (Millar) PBK 

Iron lily (Willard) JUV 

Irony in the mind’s life. 823.03 

Is faith obsolete? 234.2 

Is man incomprehensible to man? 128.3 

Isle Royale shipwrecks. 977.499704 

Issues in library administration. 025.1 

Issues in public transportation. 388.40973 

Italian Renaissance drawings from the Musee du 
Louvre, Paris: Roman, Tuscan, and Emilian 
Schools, 1500-1575. 741.945 

It’s fun to make creations with primitives. 
745.594 

It’s your body. 611.9 

Ivan the Terrible. 947.040924 A 

Ivy book. 635.93348 


J 


Jack and the beanstalk. 398.210942 

Jack Sutherland (Oertel) JUV 

Jacob A. Riis and the American city. 
301.242092 

James Gould Cozzens. 813.52 

James Joyce. 823.912 

James Joyce & medicine. 823. 912 ’ 

James Russell Lowell. 811.3 

Jane Austen and some contemporaries. 
820.9007 

Jane poems. 811.54 

Japan: the new superstate. 338.0952 

Japanese in America, 1843-1973. 917.306956 

Jazz book. 785.4209 

Jersey bounce (Chase) PBK 

Jessamy Court (Maybury) FIC 

Jesus: inspiring and disturbing presence. 232 

Jewelry, candles, and papercraft. 745.59 

Jewish influences on European thought. 914.03 

Jim Thorpe. 796.0924 

Jimmy and Joe have a real Thanksgiving 
(Glendinning) JUV 

Jobs in public service. 331.761353 

Jock empire. 796.0973 

Jog Rummage (Wright) FIC 

Johann Strauss. 785.410924 

Johann Wolfgang Goethe. 831.6 

John Barth. 813.54 

John Berryman. 811.54 

John Cleland: images of a life. 828.609 

John Foster Dulles. 973.421092 

John James Tigert: American educator. 370.924 

John Marshall, judicial statesman. 347.732624 

John Ruskin. 828.809 

Jonathan Edwards: theologian of the heart. 
285.80924 

Joseph Chamberlain and English social politics. 
942.08 1092 

Journey among mountains. 191 

Joy. 808.882 

Joyride (Cavanna) JUV 

Juan Valera. 868.509 

Jubilee Singers, and their campaign for twenty 
thousand dollars. 783.606376 

Judge on trial. 347.732634 

Judicial crises. 342.73085 

Julie’s granny (LaFarge) JUV 

Juliet room (Hall) PBK 

Just the two of them (Anderson) JUV 

Juvenile court. 345.7308 


K 


Kafka: literature as corrective punishment. 
833.912 


Kafka’s other trial. 833.912 

Kant’s aesthetic theory. 111.85 
Karankaway country. 574.97641 

Kareem Abdul Jabbar. 796.323092 
Katzimo, mysterious mesa (Gugliotta) JUV 
Keats. 821.7 

Keeping the railroads running. 385.0924 
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Kerouac (Charters) PBK 

Key to North American birds. 598.2973 

Keynesian kaleidics. 330.156 

Khaksar movement in Tadia., 322.440954 

Killer elite (Hopkins) P 

Killer, the outrageous fe: a 6869 

Killers of the mind. 813.087: 

Kind and usual punishment. 7365. 973 

Kinesiology and applied anatomy. 612.76 

King Arthur, in legend and history. 809.93351 

King Arthur’s death. 821.108 

Kings and queens of England. 942.00992 

Kingsblood royal (Lewis) PBK 

Kiss Hollywood good-by. 812.52 

Kissinger. 973.924092 

Kitchen sanitation. 642.508 

Kitchen sanitation and food hygiene. 614.791 

Kitten for a day (Keats) JUV 

Knee-knock rise (Babbitt) PBK 

Korean community in Los Angeles County. 
301.451957 

Koreans in America, 1882-1974. 917.306957 


L 


La causa politica. 323.116872 

Laboratory manual for Chemical principles and 
their biological implications. 542 

Laboratory text for comparative vertebrate 
anatomy. 596.04 

Lace. 746.2 

Lactantius and Milton. 821.4 

Ladies of Seneca Falls. 301.412097 

Lady and the bailiff of time. 811.54 

Lady Charlotte Schreiber: extracts from her 
journal, 1853-1891. 914.203810 

Laimai, a cultural center of early Bengal. 
915.4922 

Land & leisure. 301.57 

Land beyond (Gripe) JUV 

Land use regulation: practice and procedure. 2d. 
346.73045 

Land use, urban form and environmental quality. 
910 

Landlord and tenant. 346.730434 

Lands of partitioned Poland, 1795-1918. 914.9 

Language: mirror, tool, and weapon. 401.9 

Language of twentieth century music. 780.904 

Language perspectives-acquisition, retardation 
and intervention. 618.92855 

Lansing legacy (Hyman) FIC 

Laser spectroscopy. 543.085 

Last cannibals. 394.90995 

Last days of Louisiana Red (Reed) FIC 

Last days of united Pakistan. 320.9549 

Last of the naturalists: the career of C. Hart 
Merriam. 574.0924 

Last of the really great whangdoodles (Andrews) 
JUV 

Last of the Southern girls (Morris) PBK 

Last years of Rodin. 730.924 

Latest literary essays and addresses of James 
Russell Lowell. 820.9 

Latin American prints from the Museum of 
Modern Art. 769.98 

Latin American revolution. 335.43098 

Latvians in America, 1640-1973. 917.306919 

Law making in the later Roman Republic. 
340.5409 

Law of Presidential impeachment. 342.73062 

Learning society. 370 

Learning to love. 599.8045 

Leatherwork. 745.531 

Lecture notes on cardiology. 616.12 

Lee Trevino. 796.352092 

Legacy of loneliness (Wagner) PBK 

Legacy of Mikolaj Kopernik. 520.924 

Legacy of the gods (Charroux) PBK 

Legal secretary’s concise dictionary. 340.03 

Legion of Decency. 301.57 

Leisure labors. 081 

Lessons in love (Cartland) PBK 

Lethal gas (Kurz) FIC 

Let’s play desert (Sandberg) JUV 

Letters and other writings of the late Edward 
Denison, M.P. for Newark. 328.420924 

Letters from Calico Cat (Charles) JUV 

Letters of Caroline Norton to Lord Melbourne. 
821.8 

Letters of Emily Lady Tennyson. 821.8 

Letters to an unborn child. 362.82 

Levi Yitzhak of econ 296.610924 

Levy caper. 364.163 

Lexington and Concord, 1775. 973.3311 

Libby shadows a lady (Woolley) JUV 
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Liberal art of interpretation. 808.5 

Liberal socialism. 330.1 

Liberation of Clementine Tipton (Flory) JUV 

Life along the fencerow. 500.9 

Life and death of Mary Wollstonecraft. 
301.412092 

Life and genius of Lord Byron. 821.7 

Life and letters of George Cabot. 973.40924 

Life and the poet. 821.912 

Life and works of Gilbert Stuart. 759.13 

Life and works of Winslow Homer. 759.13 

Life for Israel. 956.940509 

Life histories of North American birds with 
special reference to their breeding habits and 
eggs. 598.297 

Life in America one hundred years ago. 
917.3035 

pire inthe dark: how animals survive at night. 

Life of Emily Dickinson. 811.4 

Life of Hamilton Bailey. 617.0924 

Life of John Milton, Englishman, partly in his 
own words. 821.4 

Life of Richard Brinsley Sheridan. 822.6 

Life of Samuel F. B. Morse. 621.382092 

Life of the Reverend Mr. George Trosse. 
285.0924 

Life of Thomas Lodge. 828.309 

Lifẹę, space, and time. 574.5 

Lighted heart. 926.1 

Like a cleansing fire. 220.15 

Limited partnership as an investment vehicle. 
343.73066 

Limits of literary criticism. 809.93522 

Limmerston Hall (Chapman) PBK 

Linear algebra with linear differential equations. 
§12.15 


Linear analysis of thin-walled elastic structures. 
624.177 

Linear and nonlinear waves. 531.1133 

Linear IC: principles, experiments, and projects. 
621.38173 

Lineman’s and cableman’s handbook. 621.31922 

Lion a Boaz-Jachin and Jachin-Boaz (Hoban) 

Lion’s cub (Hoover) JUV 

Liquid crystals & plastic crystals. 548.81 

Liszt: the artist as romantic hero. 780.924 

Literary interpretations of Biblical narratives. 
809.93522 

Literary leaders of modern England. 821.809 

Literature and dialectical materialism. 809.933 

Literature and insurgency. 813.409 

Literature and the rise of capitalism. 820.931 

Lithographic prints from stone and plate. 763 

Lit:le Bat’s secret (Darling) JUV 

Little book of prayer. 242.8 

Litile car (Berg) JUV 

Litile Lion of the Southwest. 917.890340 

Little plants for small spaces (McDonald) PBK 

Little train (Greene) JUV 

Living and working conditions of indigenous 
populations in independent countries. 331.69 

Living together in a world falling apart. 301.22 

Living with magic. 133.4 

Location of zeros. 515.9 

Logic in algebraic form. 511.3 

Logic, methodology and philosophy of science. 


Logic of action: from a teacher’s notebook. 
371.912 

Logic of ”Maoism” 335.434095 

Lonely for the future (Farrell) PBK 

Long black coat (Bennett) PBK 

Long trial for Francisco (Van der Veer) JUV 

Look at the harlequins! (Nabokov) FIC 

Look-off bear. 917.16 

Looking for my name. 811.54 

Lord Byron: a study of the development of his 
philosophy, with special emphasis upon the 
dramas. 821.7 

Lord Byron: Arnold and Swinburne. 821.7 

Lorenzo de'Medici. 851.2 

Loss and change. 301.24 

Lost cause regained. 973.81 

Lost continent (Hyne) FIC 

Lost in the storm (Carrick) JUV 

Love among the haystacks & other pieces 
(Lawrence) FIC 

Love and hate. 155.24 

Love and its derangements and other poems 
(Oates) PBK 

Love boats. 910.45 

Love is my meaning. 242 

Love letters: Isadora Duncan to Gordon Craig. 
793.320924 

Love must not be wasted. 155.937 


Love, sex, and marriage through the ages. 
301.4209 

Love’s magic spell (Finley) PBK 

Loving free (Herrigan) PBK 

Loving her (Shockley) FIC 

Low salt, low cholesterol cookbook (Walda) 
PBK 

Lower Triassic Temnospondyli of Tasmania. 
567.6 

Luncheon cooking. 642.508 


M 


Macbeth. 822.33 

McClane’s new standard fishing encyclopedia 
and international angling guide. 799.103 

McCord (Martin) PBK 

McGraw-Hill encyclopedia of environmental 
science. 301.3103 

Macrame, knitting, and weaving. 746.4 

Macro theory with micro foundations. 339 

Mad ducks and bears (Plimpton) PBK 

Made in Japan (Chase) PBK 

Made in West Africa. 700.966 

Madrid codices. 091 

Mafia massacre (Scarpetta) PBK 

Mafia: operation cocaine (Romano) PBK 

Magic bowling ball (Dubrovin) JUV 

Magic horse. 398.2 

Magic in mind. 793.8 

Magic makers. 133.409 

Magic medicines of the Indians (Weslager) PBK 

Magic, myth and medicine. 615.899 

Magic three of Solatia (Yolen) JUV 

Maigret and the millionaires. 843.912 

Main Street and the mind of God. 261.1 

Mainland China organizations of higher learning 
in science and technology and their 
publications. 507 

Make a mobile. 731.55 

Make money in commodity spreads! 332.€44 

Makers of American diplomacy. 327.73 

Making it work. 651.32 

Making mosaics. 751.48 

Making of the National Labor Relations Bcard. 
353.0083 

Malabsorption in clinical practice. 616.342 

Male chauvinism! (Korda) PBK 

Male gvide to women’s liberation (Marine) 

Mallen lot (Cookson) FIC 

Mama doesn’t live here anymore. 301.428092 

Mammals of the Mexican boundary of the 
United States. 081 

Man (Wallace) PBK 

Man and God in art and ritual. 246 

Man at his best. 613.0423 

Man in the Amazon. 309.181106 

Man in the trap (Baker) PBK 

Man kind? 179.3 

Man Mazzuchelli, pioneer priest. 282.0924 

Man of Constantia (Picard) FIC 

Man of many parts (Steiber) PBK 

Man on a short leash (Jacks) FIC 

Man who made everyone late (Suhl) JUV 

Man with the candy. 364.152309 

Management and research management. 658.4 

Management of the industrial firm in the USSR. 
658.400947 

Management practice and training. 658.30071 

Manager and the man. 658.400954 

Manager/management relationships. 642.508 

Managerial accounting: concepts and uses. 657 

Managerial problem solving. 658.451 

Managing a succéssful community association. 
658.913333 

Manchester Mormons. 289.34272 

Manpower planning models. 331.11 

Manpower shortage and the fall of the Roman 
Empire in the West. 937.08 

Manual for dialect research in the Southern 
States. 427.976 

Manual for the legal secretarial profession. 
340.024651 

Manual labor. 813.54 

Marathon man (Goldman) FIC 

March to massacre. 973.3 

Marcus Garvey and the vision of Africa. 
301.451960 

Marie de France. 841.1 

Marie, island in revolt (Gaillard) PBK 

Marina. 822.33 j 

Marivaux’s novels; theme and function in early 
eighteenth-century narrative. 843.5 

Marjorie Kinnan Rawlings. 813.52 


MILITARY COMMAND CONIKOL ù 


Mark, a portrait of the servant. 226.307 

Mark Twain. 818.403 

Market for computer terminals in Europe, 1973 
to 1982. 380.145621 

Market signaling: informational transfer in hiring 
and related screening processes. 331.11 

Marketing and society. 658.8 

Marketing and the ecological crisis. 301.31 

Marketing for managers. 658.8 

Markets abroad for U.S. consumer goods. 
382.0973 

Marriage among a matrilineal elite. 301.420966 

Masked depression. 616.08 

Masquerade at Monfalcone (Moore) PBK 

Master of Go (Kawabata) PBK 

Materials for West African history in the 
archives of the United Kingdom. 026.9166 

Mathematical approaches to politics. 320.0184 

Mathematical elements of scientific computing. 
519.4 

Mathematical models of group structure. 
301.180151 

Mathematics for elementary education. 512.1 

Mathematics for management and finance. 
513.930246 

Mathematics of business affairs. 513.93 

Mating reflexes. 599.3233 

Matters mathematical. 510 

Maurice Falcolm Tauber. 016.020924 

Mayor of Upper Upsalquitch. 818.5402 

Mayors in action: five approaches to urban 
governance. 352.008309 

Meadows of Tallon (Thompson) PBK 

Measure of a man. 248.832 

Measuring reading performance. 428.407 

Mechanism and regulation of DNA replication. 
574.8732 

Meddling gods. 292.211 

Medical terminology and the body systems. 
616.0014 

Medically based no-nonsense beauty book. 
646.72 

Medicinal plants. 615.32 

Medicine and health care in tomorrow’s world. 
362.10973 

Medicolegal. 344.73041 

Meditation. 191 

Meditations for the later years. 242.65 

Meekness of Isaac (O'Rourke) FIC 

Meeting the needs of learning disabled children 
in the regular class. 371.92 

Memoirs of celebrated women. 920.72 

Memorial Day. 811.54 

Men and masculinity. 301.411 

Men of influence in Nuristan. 309.1581 

Men of the wild frontier. 973.50922 

Mennonite soldier (Reed) FIC 

Mental maps. 301.34019 

Mental retardation. 616.8588 

Mercury outboard motor repair and tune-up 
guide. 623.87234 

Metabolic interconversion of enzymes, 1973, 
Third International Symposium held in Seattle, 
June 5-8, 1973. 599.0133 

S17 a7 a a comprehensive treatise. 

16. 

Methods of project analysis. 338.13 

Metric math. 389.152 

Metric measure. 389.152 

Metric system—measures for all mankind. 
389.152 

Mexican War, 1846-1848. 973.62 

Michelangelo’s David. 730.924 

Michigan statistical abstract. 317.74 

Mickey Mouse make-it book. 745.5 

Microbial ecology. 576.1508 

Microbial enzyme production. 661.8 

Microclimate: the biological environment. 
574.52 

Micronesia and U.S. Pacific strategy. 
355.033073 

Microorganisms and human disease. 616.01 

Microscopic animals and plants. 576 

Mid-twentieth century American philosophy: 
personal statements. 191 

Middle class vote. 324.240942 

Middle East: politics and power. 301.592095 

Middle Eastern themes. 956.008 

Middle-level workers: characteristics, training & 
utilization of mental health associates. 
331.761362 

Midnight court. 891.6213 

Midnight dancers (Maybury) PBK 

Midsummer night’s dream. 822.33 

Military airborne display market. 338.476237 

Military command control & communications 
(C3) market. 338.476237 
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MILITARY ORDNANCE & FUZING * 


Military ordnance & fuzing market. 355.820973 

Miller’s oil and gas. 343.73052 

Mills and markets. 338.476740 

Milton studies, in honor of Harris Francis 
Fletcher. 821.4 

Milton’s conception of sin as developed in 
Paradise lost. 821.4 

Mind drugs. 613.8 

Mind in the waters. 599.504188 

Mind your own business. 821.914 

Minding the corporate conscience. 301.51 

Minding the store. 338.761381 

Mindy (Shiefman) JUV 

Mini hide & seek word puzzles 1 (Tasier) PBK 

Minibikes! 629.2275 

Minicomputer systems: structure, 
implementation, and applications. 001.64044 

Minister is leaving. 254 

Miss Suzy’s birthday (Young) JUV 

Mister Cat in business (Rodari) JUV 

Mr. Justice’ Black and his books. 017.6 

Mr. Whittier. 811.3 

Mistress of death (Anthony) PBK 

Mode of action of antibiotics on microbial walls 
and membranes. 508.1 

Model cars and trucks and how to build them. 
629.221 

Model of macroeconomic activity. 339 

Models of buyer behavior: conceptual, 
quantitative, and empirical. 658.834 

Modern bedside nursing. 610.730693 

Modern Danish authors. 839.810900 

Modern fresh & salt water fly fishing. 799.12 

Modern Mexican painters. 759.972 

Modern museum: organisation and practice in 
India. 069.0954 

Modern political development. 320.3 

Modern quantitative analysis experiments for 
non-chemistry majors. 545 

Modern vikings. 813.4 

Modern woodworking; tools, materials, and 
procedures. 684.08 

Modernization of Indian tradition. 301.240954 

Modifying children’s behavior. 371.93 

Modifying vocal behavior. 616.855 

Mohenjo-daro and the Indus civilization. 
913.3403 

Molecular rotation spectra. 539.6 


- Moment, and other essays. 824.912 


Moments of sunshine. 811.54 

Monk and the marines (Kingry) PBK 

Monkeys. 599.82 

More about this business of music. 338.477809 

More social science projects you can do. 300.72 

Morris (Daniels) FIC 

Most dangerous man in America: scenes from 
the life of Benjamin Franklin, 973.320924 

Mote in God’s eye (Niven) FIC 

Moth (Carroll) PBK 

Mother owl. 598.97 

Motion. 591.1852 

Motorcycle world. 629.2275 

Mt. Pinchot. 917.9482 

Mountain enginemen. 385.0924 

Mountains of the sun (Leourier) PBK 

Mouse and the song (Roach) JUV 

Movement for the performing artist. 791 

Movie makers. 791.430280 

Moving mountains. 001.542 

Ms.-attorney. 340.023 


. Ms. means myself (Hunt) PBK 
970.3 


Mukat’s people. 

Multinational corporations, trade and the dollar 
in the seventies. 382.1 

Municipal budgeting. 352.120973 

Museum (Friedman) FIC 

Museums of England. 069 

Music in open education. 780.72973 

Musical myths and facts. 780 

My cousin Mark Twain. 818.409 

My friends the Misses Kindness (Duncan) FIC 

My sister, my spouse. 838.809 

My special best Mian Steptoe) JUV 

My two roads. 550.9 

My very special tea Hein) JUV 

My young years (Rubinstein) PBK 

Mystery of Edwin Drood. 823.8 

Mystery of Tanglefoot Island (Wise) JUV 

Mystery of Totem Pole Inlet (Wise) JUV 

Myths of the New World. 299.7 


N 


Namib; portrait of a desert. 916.88 
Nantucket. 917.449704 
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Nantucket doorways: thresholds to the past. 
917.4497 

Naomi in the middle (Klein) JUV 

Narcotics identification kits market. 658.838615 

National football lottery (Merchant) PBK 

National Gallery of Art, Washington, D.C. 
708.153 

National Labor Relations Board. 353.0083 

National politics and international technology. 
338.476214 

Native funk & flash. 745.0973 

NATO and the European union movement. 
341.242 

Natural history, social behavior, reproduction, 
vocalizations, prehension. 599.882 

Natural law and the ethics of love. 177.6 

Natural philosophy of Galilec. 195 

Naturally Chinese; healthful cooking from 
China. 641.5951 

Nature of necessity. 160 

Nazi secret service. 354.430074 . 

Nebraska ombudsman: innovation in State 
government. 353.978200 

Needlepainting. 746.44 

Needlepoint and Bargello needlepoint (Watstein) 
PBK 

Negro church in America. 277.3 

Negro in Tennesse, 1865-1880. 301.451960 

Nelson Algren. 016.81352 

Neurology of infancy and childhood. 618.928 

Neurons: building blocks of the brain. 591.188 

Never forever. 915.210333 

Never had it so good. 371.9 

Never run scared. 398.2 

New air book. 551.5 

New American reformation. 301. 4315 

New chapters i in the history of Greek literature. 
880.9001 

New chapters i in the history of Greek literature, 
second series. 880.9001 

New coasts & strange harbors: discovering 
poems. 821.008 

New deal for Blacks. 323.119607 

New designs in lacemaking. 746.22 

New directions in bookbinding. 686.3 

New directions in development. 309.22098 

New England and the Revolution. 016.917403 

New England furniture at Williamsburg. 
749.214074 

New fiction. 813.03 

New frontiers in medicine. 610 

New gods. 210 

Nei hope for planet Earth. 269.2 
New humanism. 709.04 

New Japan: government and politics. 320.452 

New iook at Shakespeare’s quartos. 822.33 

New Met in profile. 782.109747 

New 1974 minimum wage law. 344.730121 

New Orleans cookbook. 641.597633 

New political economy. 322.30973 

New service society. 330.9 

New Siberia. 915.7048 

New sovereigns. 338.88 

New standard encyclopedia. 031 

New techniques in tumor localization and 
radioimmunoassay. 616.992075 

New UFO sightings (McWane) PBK 

New uses for old laces. 746.2 

New ways for ancient lands. 910.03927 

New world of dreams. 153.6308 

New Year’s Eve (Sakol) FIC 

New York: a chronological & documentary 
history, 1524-1970. 974.71 

New Zealand water birds. 598. 29931, 

Next of kin (Carroll) FIC 


Nigeria. 916.69035 


Night photography simplified. 778. 719, 

Nightbook (Kotzwinkle) PBK 

pes a national football league guide, 

1974 official national football league. Tecord 
manual. PBK 

Ninety-six years in the Black Hills. 917.839033 

Nirankari Baba. 294 b 

No coward soul. 917.7032 sof 

No final victories. 329.00924 ae 

No hope but God (Fly} PBK 

No more dying then (Rendell) PBK 

No past, no present, no future (Maddy) FIC 

Noble Moor. 822.33 

Nobody else will listen (Holmes) PBK 

Noise in the trees. 811.54 

Non-negative matrices. 512.943 

Non-sexual hormonal influences on the 
electrophysiology of the brain. 599.0188 

None of the above (Wells) JUV 
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Nonhuman primates and human diseases. 
599.808 

Nonintervention and international order. 

Nonlinear wave motion. 515.353 

North Dallas forty (Gent) PBK 

North Italian painting of the quattracento: 
Emilia. 759.54 

North Korean Communist leadership, 1945- 
1965. 320.951930 

Norton anthology of English literature. 820.8 

"Not I, but the wind. 823.912 

Notable women authors of the day. 820.99287 

Notes by a naturalist. 500.9 

Notes from the Warsaw ghetto. 914.384069 

Notes in correction of the text of Wordsworth’s 
Prelude. 821.7 

Notes on medical virology. 616. 0194 

Nothingness. 191 

ris quadrupole resonance in chemistry. 

44. 


341.3 


Nucleus and cytoplasm. 575.21 

Nurse of the Ozarks (Logsdon) FIC 

Nursing home administration. 658.913626 

Nursing homes. 362.6116 

Nursing management. 658.916107 

Nutrition and malnutrition; indentification and 
measurement. 641.1 


O ` . 


Obsession of Emmet Booth (Albrand) PBK 

Ocean basins and margins. 551.4608 

Ocean of fear (Griffin) PBK 

Odd job #101 (Goulart) FIC 

Odd woman (Godwin) FIC 

Odds on murder (Levien) FIC 

Of Aucassin and Nicolette. 841.1 

Offenses of Richard M. Nixon. 364.132 

Official guide to coin collecting. 737.4973 

Official Minolta SR-T guide. 771.31 

Oh, what a blow that phantom gave me! 
(Carpenter) PBK 

Ohio farm. 917.71 

Oil (Von Block) FIC 

Old English studies in honour of John C. Pope. 
829.1 

Old-fashioned candymaking. 641.853 

Old friends and new music. 780.924 


.Old Man Savarin stories. 813.52 


Old Testament for modern readers. 221.6 

Era aera and community colleges. 
362. 

Oldest English texts. 082 

Omor V'oseh. 492.4 

On aggression. 591.5 

On American books, 

On astrology. 133.5 

On behalf of children. 362.2 

On being Black in Britain. 301.451960 

On being female (Stanford) PBK 

On children’s literature. 809.89282 

On detective fiction and other things. 824.914 

On doing time. 365.60924 

On high steel. 331.769371 

On shibboleths. 300 

On the fourfold root of the principle of sufficient 
reason. 121 

On the seaboard. 839.736 

On the street. 363.450924 

On the theory and applications of differential 
torsion products. 510.8 

On the trail of the Feathered Serpent. 
910,091641 

One gme, I saw morning come home (Huffaker) 


810.90052 


One world divided. 910 

Open education: for me? 372.13 

Open field. 796.332092 

Open token economy system. 362.3 

Operating systems. 001.64044 

Operation Hazalah. 940.53439 

Operation Peeg (Gathorne-Hardy) JUV 

Operations research techniques for capital 
investment. 658.1527 

Opinionated guide to San Francisco (Hansell) 

Opossum. 599.2 

Opportunistic pathogens. 616.01 

Opticks. 811.54 

Optimization methods for resource allocation. 

Optimization techniques in operations research: 
001.424 


Or else poem/poems 1968-1974. 811.52 
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Oral health, dentistry, and the American public. 
` 362.197609 
Orange power, black juice (Nessen) FIC 
Orbit. PBK 
Oresteia. 882.01 
Organic chemistry. 547.008 
Organic photochemistry. 547.135 
Organization and management. 658.4 
Organizational management: systems and 
process. 658.4 
Organizational systems for management: 
cesigning, planning, and implementation. 
8.4 
Organizations and their members. 301.1832 
Organophosphorus pesticides; organic and 
biological chemistry. 632.950154 
Origin and development of 1 Henry VI in 
relation to Shakespeare, Marlowe, Peele, and 
Greene. 822.33 
Origin of landscapes. 551.4 
Origins of the cultural revolution. 951.05 
Orthopaedic surgery. 617.3 
Osprey Island (Feydy) JUV 
Osten Sjostrand. 839. It 
Otter in the cove (Miles) J 
Our kindly parent—the rd V 562. 740973 
Out of solitude. 242 
Out of the river mist. 917.9418 
Outdoor Mississippi. 917.62046 
Outlaw years. 917.6032 
Outlook for American education. 370.973 
Overland trail to California in 1852. 917.8042 
Owliver (Kraus) JUV 
Oxidation of petrochemicals: chemistry and 
technology. 661.804 
Oxytocin: current research. 612.62 


P 


Pablo Casals. 787.30924 

Pablo Morillo and Venezuela, 1815-1820. 
987.040924 

Pacific shore: meeting place of man and nature. 
333.780979 

Paddington at the circus (Bond) JUV 

Painters’ America: rural and urban life, 1810- 
1910. 759.13 

Palace guard. 320.973092 

Palette in the kitchen. 641.5 

Paley; evidences for the man. 283.0924 

Palladium of conscience. 323.442094 

Palm for Mrs, Pollifax (Gilman) PBK 

Pan Am’s world guide. 910.202 

Paper airplanes you can build and fly. 745.592 

Paper party (Freeman) JUV 

Paperhanger. 843.914 

Paradise lost. 338.476292 

Paris blues (Flender) PBK 

ParoxISMS. 821.914 

Parrot and the thief (Kennedy) JUV 

Parsees in India. 301.452950 

Part for Addie (O’Daniel) JUV 

Partakers. 234.1 

Party survival manual. 642.41 

PASCAL: user manual and report. 001.6424 

Passaic River: past, present, future. 917.493 

Path to the double helix. 574.8732 

Pathology of muscle. 616.74 

Fathology of parenteral nutrition with lipids. 


Pathology of the ear. 617.8 

Faths of gold. 917.9461 

Patient, death, and the family. 616.07 

Patrick Henry. 973.30924 

Paul Felix Warburg union catalog of arbitration. 
016.331891 

Paul ae and the decadence, 1882-90. 

41. 

Peace in the Middle East? 320.95604 

Pearl Harbor as history. 973.73052 

Pedro Salinas. 861.62 

Pennington’s heir (Peyton) JUV 

People and the promise (Synge) JUV 

People at war, 1914-1918. 940.40942 

People in crisis: transactional analysis for single 
parents. 616.8915 

People of ancient Israel. 221.95 

People of the ax (Williams) JUV 

People of the dream (Forman) PBK 

Perception and understanding in young children: 

Perception of color. 152.145 

Perfect man. 811.54 

Pericyclic reactions. 547.5 

Period houses and their details. 728.0942 


< 


Periodontal disease: clinical, radiographie; and 
histopathologic features. 617.632 -, 

Person and profession. 253.2 ag 

Person with alcoholism. 616.861 

Personal calculator market. 338.476811. 

Personal typing 30. 652.3 

Personality and politics. 320.019 

Personality development and deviation. 
616.890924 

Personnel: a diagnostic approach. 658.3 

Personnel administration in the health services 
industry. 658.373621 

Perspective on power. 338.43 

Perspectives on tax reform. 336.200973 

Perversiors of justice. 345.730231 

Pete and Johnny to the rescue (Clevin) JUV 

Pharmacology and pharmacokinetics. 615.7 

Philaster. 822.3 

Philip Hall likes me (Greene) JUV 

Philip Roth. 016.81354 

Philipp Reis, inventor of the telephone. 
621.385092 

Philosophy and economics. 330.1 

Philosophy of marriage, in its social, moral, and 
physical relations. 301.42 

Phonetic transcription. 421.54 

Physical methods in heterocyclic chemistry. 
547.59 

Physics acd the energy problem—1974. 621.4 

Physics of liquid crystals. 548.81 

Physiologic responses in health and disease. 
616.07 

Physiological optics. 612.84 

Physiology of mastication. 599.0132 

Physiology of respiration. 612.2 

Physiology of the kidney and body fluids. 
612.463 

Pictures without a camera, 770.28 

Pie book. 641.8652 

Piece of tepe. 364.132097 

Piece of the moon is missing (Johnson) FIC 

Pilgrims on the earth. 917.973906 

Pillars in Ethiopian history. 963.0072 

Pinchpenny Mouse (Kraus) JUV 

Pioneer bush pilot. 629.130924 

Pioneers af wireless. 621.384109 

Pit-men, preachers & politics. 301.580942 

Place names of the world. 910.3 

Place of the sciences of man in the system of 
sciences. 300.72 

Plain facts for old and young. 612.6 

Plane trigonometry with tables. 516.24 

Planet-girded suns. 574.999 

Planning for an urban world: the design of 
resource-conserving cities. 309.262 

Planning for human resources. 658.3 

Plant fun: ten easy plants to grow indoors. 
635.965 

Plant manager’s handbook. 658.2 

Platelets: production, function, transfusion, and 
storage. 599.0113 

Playboy pad. PBK 

Playboy’s party jokes. PBK 

Playing around. 796.357640 

Please pass the guilt (Stout) PBK 

Pleasure boat and boat equipment market. 
381.456238 

Plow-horse cavalry. 973.7464 

Plummers of Harmony Grove (Palmer) FIC 

Poems by Herman Hesse (Hesse, Herman) PBK 

Poems of childhood (Field, Eugene) 8114 

Poems of Percy Bysshe Shelley. 821.7 

Poet arid the poem. 808.1 

Poetic equation: conversations between Nikki 
Giovanni and Margaret Walker. 815.06 

Poetical works of Robert Browning. 821.8 

Poetical works of Tennyson. 821.8 

Poetry, 1945-1950. 821.91409 

Poetry of civilization. 821.00937 

Poetry since 1939. 821.91209 

Poet’s task. 808.1 

Pole, paddle & portage. 797.122 

Police communications. 363.242 

Police community. 363.20973 

Policy machine. 353.1 

Polish postwar economy. 338.9438 

Political activity by public employee 
organizacions at the local level: threat or 
promise. 331. 795097 

Political conspiracies of Kashmir. 320.9546 

Political corruption. 320.966705 

Political criminal trials. 345.73023 

Political prairie fire. 322.43 

Political system of West Germany. 320.543 

Politics in Africa. 320.9603; 320.967 

Politics of pornography. 301.21 

Politics of revenue sharing. 336.185097 
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Polymer characterization by thermal methods of 
analysis. 547.84 

Popular commencement book. 394.2 

Population and the population explosion. 
016.301329 

Portmanteau book. 818.5407 

Portraits of loneliness and love. 818.5407 

Post-American cultural congress. 811.54 

Post-Miocene stratigraphy, central and southern 
Atlantic coastal plain. 551.78 

Potomac. 917.5203 

Potter’s dictionary of materials and techniques. 
738.103 


Potters’ field. 338.2761 

Pottery techniques on and off the wheel. 738.1 

Powers of the President as Commander in Chief 
of the Army and Navy of the United States. 
353.032 

Practical communication for managers. 658.45 

Practical guide to the MMPI. 137.82 

Practical nursing. 610.73 

Practical plant anatomy. 581.4 

Practical points in allergy. 616.97 

Practical points in anesthesiology. 617.96 

Practical studies of animal development. 591.03 

Practice of NMR spectroscopy. 538.3 

Prayer-based growth groups. 248 

Precultural primate behavior. 599.808 

Pregnancy. 612.63 

Preludes to prayer. 242.2 

President and the Constitution. 342.73062 

President is calling. 973.90924 

Presidential campaign. 329.010973 

Presidential election. 329.02373 

Prey of the eagle (Leonard) FIC 

Primary care: where medicine fails. 362.10973 

Primate reproductive behavior. 599.808 

Primer for pickles & a reader for relishes. 
641.46 

Primer of linguistics. 410.8 

Primitive and pioneer sports for recreation 
today. 796 

Prince of carpetbaggers. 973.80924 

Princess book. JUV 

ae in art, Religio poetae, and other essays. 
80 

Principles and procedures of the justice system, 
Harry W. More, volume coordinator. 
345.7305 

Principles and techniques of electron 
microscopy. 578.4 

Principles of business organization and 
operation. 658.4 

Principles of surgery. 617 

Printing and dyeing of fabrics and plastics. 
667.30272 

Prisoners of psychiatry (Ennis) PBK 

Privacy of the self. 616. 

Private foundations eee a after the Tax 
reform act of 1969. 343.73066 

Private life of the Romans. 913.376 

Private television communications. 384.5543 

roa om orientod medical record concepts. 

5 


Problem oriented record in psychiatry and 
mental health care. 651.5 

Problem-oriented system in the psychiatric 
hospital. 651.5 

Problems in Greek history. 938.0072 

Proceedings (International Conference on 
Sarcoidosis, 6th, Tokyo) 616.9 

Proceedings of the German Society for 
Neurosurgery. 617.48 

Process control market. 338.476 

Process of evolution. 575 

Producing your own power. 621.4 

Productivity and amenity. 301.55 

Profession of poetry. 808.1 

Professional picture framing for the amateur. 
749.7 

Professional preparation in aquatics education— 
curriculum guidelines. 797.200711 

Professors and gods. 821.009 * 

Professors and other inmates. 371.80973 

Program of the Communist Party of the Soviet 
Union. 329.947 

Programming teaching techniques. 001.64207 

Progressive era. 320.973091 

Prolegomena to an anthropological physiology. 
150.192 

Proverbs, maxims, and phrases of all ages, 
classified subjectively and arranged 
alphabetically. 398.9 

Provincial stock exchanges. 332.642094 

Psyche and symbol in the theater of Federico 
Garcia Lorca. 862.62 

Psychiatric disorders in adolescents. 616.89 
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7," PSYCHIATRIC STUDY OF MYTHS “ 


Psychiatric study of myths and fairy tales. 
98.2 


398. 
Psychiatry. 616.89 
Psychic development. 131.32 
Psychoanalysis & American literary criticism. 
0.93 


Psychotherapy and psychoanalysis. 616.891408 

Public and private enterprise in mixed 
economies. 338.6048 

Public expenditures on education and income 
distribution in Colombia. 379.121098 

Public policy and urban crime. 364.973 

Public service responsibility of broadcast 
licensees. 384.544 

Pudovkin’s films and film theory. 791.430233 

Puerto Ricans. 301.21 

Puerto Rico and the Puerto Ricans. 917.295035 

Pulmonary pathology and aging. 616.200471 

Punch’s secret (Sarton) JUV 

Pursuing elegy. 811.54 

Pursuit of mental health. 362.20973 

Python. 398.45 


Q 


Quaint cuts in the chap book style. 769.924 

Quales ego. 824.8 

Quality control in blood banking. 362.1 

Quality patient care scale. 610.73 

Quantitative methods for decision making. 
658.403 

Quantitative models of commodity markets. 
332.644 

Quantum physics of atoms, molecules, solids, 
nuclei, and particles. 530.12 

Quantum theory of the solid state. 530.41 

Queen (Cooper) FIC 

Queen Katherine Parr. 942.052092 

Queen v Louis Riel. 345.710231 

Questions and answers for engineers and 
firemans examinations. 621.40076 

Questions Jesus asked. 252.07 

Quiet warrior. 940.545092 

Quotations for occasions. 808.882 


R 


R. E. Lee’s Cheat Mountain campaign. 973.731 

Race, class, and militancy. 331.881138 

Race relations and the New York City 
Commission on Human Rights. 352.980974 

Racing with Cornelius Shields and the masters. 
797.14 

Radio industry. 384.540973 

Radio’s conquest of space. 621.3841 

Rahel Varnhagen. 838.608 

Rahner reader. 230.2 

Raleigh. 942.055092 

Ramapo Mountain people. 917.4728 

Ramon J. Sender. 863.62 

Ransome’s Army (Hollingshead) PBK 

Rape (Lamb) PBK 

Raphael. 759.5 

Rapid electrical estimating and pricing. 
621.31924 

Rare one (Rogers) JUV 

Rational legitimacy. 320.01 

Reactivity, mechanism and structure in polymer 
chemistry. 547.28 

Read all about it! 070.406273 

Readings in Canadian industrial relations. 
331.0971 

Readings in classroom learning and perception. 
370.15208 

Readings in contemporary marketing. 658.8008 

Readings in environmental impact. 353.008232 

Readings in juvenile delinquency. 364.3608 

Readings in management. 658.4008 

Readings in natural resource economics. 
333.708 

Readings in the world’s living religions. 200.8 

Readings: marketing and society. 658.8008 

Ready, get set. 798.2 

Real America. 309.173092 

Real estate and construction. 338.473333 

Real estate appraisal: review and outlook. 
333.332 

Real estate finance. 332.72 

Real estate planning. 346.730437 

Real estate: principles & practices. 333.33 

Real estate syndicate offerings: law & practice. 
346.730437 
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”Real Expedicion Maritima de la Vacuna” in 
New Spain and Guatemala. 614.521098 

Reality and ecstasy. 200.9 

Recent advances in air pollution control. 
614.710973 

Recent advances in particle physics. 539.721 

Recent advances in renal physiology and 
pharmacology. 615.761 

Recent advances in science and technology of 
materiais. 530.41 

Recent trends in monopoly in Great Britain. 
338.820942 

Recipes for home repair. 643.7 

Record-breakers of the major leagues. 
796.357092 

Records management. 658.5 

Recreational vehicle and camping equipment 
markets in the U.S. 338.476292 

Red Adam’s lady (Ingram) PBK 

Rediscovering the Christ. 232 

Rediscovery of the frontier. 813.03 

Reflections on a mountain summer (Glass) FIC 

Reflections on international administration. 
350.89 

Reform and rejoice. 242.33 

Reform and revolution in Mainz, 1743-1803. 
943.43 

Refugee (Shah) FIC 

Regional economic effects of alternative highway 
systems. 388.110973 

Regional planning. 309.25 

Regional policy; readings in theory and 
applications. 309,25 

Religion and modern literature. 809.9331 

Religion and public education. 377.1 

Religion and the rebel. 901.9 

Religious America. 209.73 

Reluctant reformers. 301.242097 

Remarks on Dr. Samuel Johnson’s Journey to 
the Hebrides, 1779. 828.609 

Remembering E. G. Peterson, his life and our 
story. 630.711792 

Renata Tebaldi. 782.10924 

Renegade (Slade) PBK 

Report of the Federal Trade Commission on the 
radio industry. 338.476213 

Report on the sandstone of the Connecticut 
Valley, especially its fossil footmarks. 560 

Report on torture. 364.67 

Representation of meaning in memory. 153.12 

Representing Super Doll (Peck) JUV 

Reproduction: small and intermediate RNA 
viruses. 576.6408 

Rescue on skis (Dubrovin) JUV 

Researching and writing in history. 808.0669 

Respect for life. 301.431097 

Responsibility of peoples. 300 

Retail drug chains and associated products in 
the U.S.A. 381.456151 

Retinal detachment. 617.73 

Return of Lafayette, 1824-1825. 973.540924 

Return to earth (Aldrin) PBK 

Revelation of humanity. 128 

Revelations: diaries of women. 920.72 

Revisionism. 940.53072 

Revisionism; essays on the history of Marxist 
ideas. 335.4 

Revolution in writing. 801.9 

Revolution of the word. 811.5208 

Revolutionary warfare in the Middle East. 
355.021840 

Rhetoric and composition handbook. 808.042 

Rhodesia. 916.891034 

Rhymes about us. 811.52 

Rhythm of God. 264 

Ride with me (Costain) PBK 

Right & left. 301.21 

Right to participate: inmate involvement in 
prison administration. 365.973 

Ring around Duffy (Hearn) JUV 

Rings and semigroups. 510.8 

Rings of ice (Anthony) PBK 

Rip’s ups and downs (St. Sauver, Dennis,) JUV 

Rise and fall of civilizations: modern 
ee eee approaches to ancient cultures. 
913.0 

Rise and fall of project Camelot. 300.72 

Rise of guardian democracy. 342.7307 

Rising American empire. 911.73 

Robar Bridges and The testament of beauty. 

21.8 


Robert Browning. 821.8 

Robert Burns’s tours of the Highlands and 
Stirlingshire 1787. 821.6 

Robert Louis Stevenson. 828.809 

Robin Hood handbook. 796.50973 

Rockefeller power. 361.740922 
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Rodeo road. 791.8 

Role of nuclear forces in current Soviet strategy. 
355.021709 

Role of RNA in reproduction and development. 
574.8732 

Roll, Jordan, roll. 917.506960 

Roman questions of Plutarch. 913.37037 

Romantic Scottish ballads and the Lady 
Wardlaw heresy. 821.04 

Rommel (Sibley) PBK 

Ronsard and French romantic poetry. 841.3 

Roof of the Rockies. 796.522097 

Rooftop wizard (Emmett) JUV 

Roosevelt’s image brokers. 940.532 

Root anatomy and morphology. 016.581498 

Roots of American order. 320.09 

Roots of anti-Semitism. 909.04924 

Roots of psychology. 150.9 

Roots of time: portrait of African life and 
culture. 916.03 

Rory story (Binzen) JUV 

Round dance of Krishna, and Uddhav’s message. 
891.4312 

Rousseau as educator. 370.10924 

RSFSR, Russian Soviet Federated Socialist 
Republic. 914.70385 

Rudyard Kipling: craftsman. 828.809 

Rugs & wall hangings: period designs and 
contemporary techniques. 746.7 

Rules for certification of cargo containers. 
621.757 

Rules of the game. 796.332020 

Ruling class in Italy before 1900. 320.94509 

Rural development: world frontiers. 338.109172 

Russia and black Africa before World War II. 
327.47067 

Russia in Asia. 327.4705 

Russia in Asia; a record and a study, 1558-1899. 
915.703 

Russian advance. 914.7038 

Russian journal of Lady Londonderry, 1836-37. 
914.7037 


Russian literary criticism. 801.950947 

Russians in Central Asia. 915.806917 

Russians on the Amur: its discovery, conquest 
and colonisation. 915.77038 

Rx for ailing house plants. 636.965 


S 


Sack full of sun. 977.605092 

Sacred river. 823.912 

Safe central venous nutrition. 615.63 

Sailing to Cythera, and other Anatole stories 
(Willard) JUV 

Sails in the wind. 797.14 

St. Francis of Assisi. 271.3024 

Saints and festivals of the Christian church. 
242.37 

Saints in art. 704.9486 

Saivism in philosophical perspective. 181.4 

Salad preparation. 642.508 

Salaries and salary schedules for county school 
department certificated personnel, 1973-1974. 
331.281371 

Salinan Indians and their neighbors. 970.1 

Saliva: composition and secretion. 612.313 

SALT: the Moscow agreements and beyond. 
327.47073 

Salvation unlimited. 234 

Sam and John Adams. 973.30922 

Samuel Johnson's literary criticism. 820.9 

San Francisco relief survey. 361.51 

Sandwich preparation. 642.508 

Santa Ana wind (Ashton) FIC 

Santayana; an examination of his philosophy. 
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Satire. 809.7 
Saturday’s child (Seed) PBK 
Sausage casing technology. 664.92 
Savage range (Short) PBK 
Saw the house in half Jackman) FIC 
Scanning electron microscopy. 502.8 
Scanning electron microscopy of polymers and 
coatings, II. 668.40222 
Scenes from a marriage (Bergman) PBK 
Schaum’s outline of theory and problems of 
microeconomic theory. 330.1 
Schizophrenics in the new custodial community: 
five years after the experiment. 362.2 
School for Peter. 362.783 
Science and literary criticism. 801.95 
Science and technology in Korea. 509.519 
Science and technology in the arts. 709.04 
Science fun with a flashlight. 535 
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Science in winter and spring. 500.9 

Science sketches. 500.908 

Scientific ethic dual life value: theory & 
ramifications. 171.2 

Scientific thought and social reality. 501 

Scientific words: their structure and meaning. 
503 

Scooters are groovy and you can build your own 
(Brock) PBK 

Scotland: church and nation through sixteen 
centuries. 274.1 

Scotty Philip, the man who saved the buffalo. 
633.979735 

Screwing of the average man. 381 

Scripturegraphics. 248.4 

Sculptural idea. 731.4 

Sea war. 940.545973 

Sean O'Casey: the man and his work. 822.912 

Search for energy. 333.7 

Search for truth. 111.83 

Search the solar system. 629.435 

Searches, seizures, and immunities. 345.73052 

Seasons of inspiration. 808.882 

Sebastian, super sleuth (Christian) JUV 

Secoad Opium War. 364.157090 

Secret box mystery (Nixon) JUV 

Secret glass (Bainbridge) FIC 

Secret of Awen Castle (Hurd) PBK 

Secret of Crete. 913.3918 

Secret powers of plants (Bolton) PBK 

Secret vice exposed! 616.8583 

Secret warfare. 001.543609 

Secretaryship. 651.3741 

Security! How to protect yourself, your home, 
your office, and your car. 643 

Seed time. 811.5408 

Seek-a-word (Kalter) PBK 

Seizures, epilepsy and your child. 618.92853 

Selected adventures of my first fifty years. 
910.924 

Selected readings for introductory anthropology. 
301.208 


Selected readings: genetic engineering and 
bioethics. 573.21 

Selected salary data for school administrators, 
1973-1974. 331.281371 

Secas topics on the eye in systemic disease. 


Selected works of Joel Asaph Allen. 598.297 

Selection and control: teachers’ ratings of 
children in the infant school. 372.1264 

Selection of old nursery rhymes. 398.8 

Selec:ions from Chaucer, including his earlier 
and later verse and an example of his prose. 

Selec:ive bibliography of Shakespeare: editions, 
textual studies, commentary. 016.82233 

Self-government at the king’s command. - 
32C.94203 

Self-kelp through self hypnosis. 616.89162 

Self portrait with donors. 069.970924 

Selling your handcrafts. 658.897455 

Semantico-syntax. 415 

Semantics. 412 

Semantics and syntactic regularity. 415 

Senate executive journal and related documents. 
328.7301 

Senatorial politics & foreign policy. 327.73 

Senior clerk-stenographer. 651.374076 

Senior power: growing old rebelliously. 
301.435097 

Sentiael (Konvitz) FIC 

Serials: advertising, business, finance, marketing, 
social science, in libraries of the New York 
area. 016.05 

Serious call to a contemplative life-style. 
248.4861 

Serpent symbolism in the Old Testament. 
221.64 


Services and environmental engineering. 696.08 

Sesame Street ABC storybook (Moss) JUV 

Sets, logic, and axiomatic theories. 511.3 

Settling America: the ethnic expression of 14 
contemporary poets. 811.5408 

Seurat to Matisse: drawing in France. 
741944074 

Sever. stories (Chekhov) FIC 

75 years with the shotgun. 799.242 

Sex and evolution. 575 

Sex and sensibility. 612.6007 

Sex differences in behavior. 155.33 

Sex ethics in the writings of Moses Maimonides. 
612.952 

Sex in education. 376.65 

SF: author's choice 4 (Harrison) PBK 

Sh! An intimate service book to the Hamptons 
tha: tells it like it is. 917.4725 


Shadows on the moon (Cameron) PBK 
Shakespeare. 822.33 

Shakespeare and the modern stage. 822.33 
Shakespeare and the post horses. 822.33 
Shakespeare and the traditions of comedy. 


Shakespeare in the theatre. 822.33 

Shakespeare psychognostic. 822.33 

Shakespeare’s sonnets. 822.33 

Shakespeare’s Sonnets and A lover’s complaint. 
822.33 

Shakti. 294.542 

Shall the sword devour forever? 341.481 

Shape of the church to come. 2 

Sharp practice (Farris) FIC 

Shaw, George versus Bernard. 822.912 

She and the dubious three (Crayder) JUV 

She walks in shadow (Paige) PBK 

Sheet metal hand processes. 671 

Shell book. 594.047 

Shelley and Keats, as they, struck their 
contemporaries. 821.7 

Shelley’s lost letters to riet 821.7 

Shepard’s law review citations. 348.7327 

Sherlock Holmes detected. 823.912 

Shifting sands. 940.415 

Shiga Nacya. 895.633 

Shiloh: bloody April. 973.733 

Ship of danger (Allan) JUV 

Shirley (Bronte) FIC 

Shoes for Daniel (Holyer) JUV 

Shoot-out at Twin Buttes (Booth) PBK 

Show of justice. 323.119940 

Siamese teles old and new. 398.209593 

Siberia and Central Asia. 915.7048 

Sidelights on the American Revolution. 973.3 

Siege of Savannah. 975.8724 

Sierra Leane. 916.64034 

Signal Corps, U.S.A. in the War of the 
Rebellion. 973.741 

Signalling through space without wires. 
621.3842 ‘ . 

Silent partner: the history of the American Film 
Manufacturing Company, 1910-1921. 
016.338761 

Silicon chemistry. 540.8 

Silver chalice (Costain} PBK 

Silver sage. 917.8863 

Simone de Beauvoir on woman. 848.91409 

Simple greenhouse gardening. 635.982 

Simple squeeze in bridge. 795.415 

Sinema: American pornographic films and the 
people who make them. 791.430909 

Sing high! Sing low! 824.912 

Singers of daybreak. 810.989607 

Single. 248.4 

Sino-Japarese War, 1937-41. 951.042 

Sir Donald Cameron, colonial governor. 
325.342096 

Six days or forever? 343 

Six days to Saturday: Joe Paterno and Penn 
State. 796.332630 

Six swans. 398.210943 

Sixth man (St. Sauver, Dennis,) JUV 

Skeletal maturity of children 6-11 years, United 
States. 312.0973 

Ski cross-country, from touring to racing. 
796.93 

Ski easy. 796.93 

Sleeping in the woods. 811.54 

Slips to speech. 428.3 

Small changes (Piercy) PBK 

Small game hunting. 799.21 

Small shadows creep (Norton) JUV 

Snow sculpture and ice carving. 736.94 

>”. So gallantly streaming”: the story of Old 
Glory. 929.90973 

So-you are ready to cook. 641.5 

Social and religious life of Italians in America. 
301.451510 

Social ecology. 301.3 

Social issues in developmental psychology. 
155.4 

Social problems. 362.973 

Social rehebilitation and poverty. 362.509771 

Social research design. 300.72 


Social scieace research: a handbook for students. 
300.18 


Social scieaces and their interrelations. 300 

Society at war. 355.022 

Sociocultural origins of achievement. 153.92 

Sociological perspective. 301 

Sociology: human society. 301 

Soe a Feria and New Zealand. 
301.072 

Sociology seadis for a new day. 301.08 

Solid state of polymers. 548.84 


Solid state physics. 530.41 

Solid waste disposal in Europe. 628.445094 

Solitaire (Drovota) FIC 

Solo; self-portrait of an undercover cop 
(Schiano) PBK 

Solomon and Sheba. 221.922 

Solving ”the Indian problem” 970.5 

Some celebrated Irish beauties of the last 
century. 920.720941 

Some must watch while some must sleep. 
612.821 

Some questions in constructive functional 
analysis. 510.8 

Some theoretical problems of catalysis. 541.395 

sone thoughts on The mayor of Casterbridge. 

23.8 

Somebody’s sister (Marlowe) FIC 

Something happened (Heller) FIC 

Something I’ve been meaning to tell you... 
(Munro) FIC 

Something more. 248.4851 

Something tugging the line. 811.54 

Son is given. 232.901 

Son of a hundred kings (Costain) PBK 

Son-of-Thunder (McHale) JUV 

Song about forever things. 242 

Songs and stories from Uganda. 398.209676 

Songs and stories, selected and annotated. 
811.008 

Songs my mother taught me (Thomas) PBK 

Songs of Richard Rodgers. 782.8154 

Sorcerer’s handbook. 133.03 

Soul of the desert. 128.1 

Sound exploration and discovery. 372.87044 

Soups & stews. 641.813 

Source testing for air pollution control. 
628.53028 

Souslin problem, 510.8 

South Asian crisis: India, Pakistan, and Bangla 
Desh. 954.9205 

South Dakota guidebook. 811.54 

Southeast Asia. 320.959 

Southeast Asia emerges. 959 

Southern Cross. 797.14 

Southern road. 811.52 

Southwest classisc: the creative literature of the 
arid lands. 813.00932 

Space, time, and freedom. 320.97305 

Spain’s civil war. 946.081 

Sparks of glory. 940.531503 

Speak to the earth. 917.72 

Special education. 371.908 

Special reports on American broadcasting, 1932- 
1947. 384.540973 

Speed in the air. 629.1309 

Speed with style. 796.720924 

Speedy (Faust) PBK 

Spell of time (Levin) FIC 

Spinoza. 199.492 

Spinoza: essays in interpretation. 199.492 

Spirit of Brynmaster Oaks (Griffin) PBK 

Spiritual practices. 294.544 

Spiritual thoughts and prayers, 242 

Spoken Romanian; standard colloquial 
Romanian. 459.82 

Sports star: Tom Seaver. 796.357092 

Spring peepers. 597.8 

Spy in the house of love (Nin) PBK 

Spy in the neighborhood (Sharmat) PBK 

Squawk to the moon, little goose (Preston) JUV 

Squeeze (Tucker) FIC 

Stage properties and how to make them. 
792.025 

Stan Mikita, tough kid who grew up. 
796.962092 

Standard plant operators’ manual. 621.4 

Standby nurse (Dunne) FIC 

Stanley Frodsham, prophet with a pen. 289.9 

Starfall. 629.40924 

Start to win. 797.14 

State and local taxes and finance: text, problems, 
and cases. 343.73043 

Statistical analysis. 519.502433 

Statistical analysis and modeling for 
management decision-making. 519.502465 

Statistical analysis for administrative decisions. 
519.502465 

Statistical mechanics and properties of matter. 
$30.13 Š 


Statistical mechanics and spectroscopy. 530.133 

Statistical methods for educational and 
psychological research. 370.182 

Statistical sampling for audit and control. 
657.45 

Statistical theory of sample survey design and 
analysis. 519.52 

Statistics: a tool for the social sciences. 
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“STATISTICS FOR PHYSICAL EDUCATION. = 


STEAM TABLE/BUFFET ENTREE PREPARATION. 


-519.50243 

Statistics for physical education, health, and 
recreation. 613.70182 2 

Steam table/buffet entree preparation. 642.508 

Stephen Spender and the thirties. 821.912 

Steps to the grotto (Nye) PBK : 

Stirrings in teacher education. 370.732 

Stitchery idea book. 746.4 

Stochastic calculus and stochastic models. 519.2 

Stone Island (Boynton) PBK 

Stoned age. 362.293097 

Stop dropping breadcrumbs on my yacht 
@antzic) JUV 

Stop playing pious games. 248.4 

Store cookbook. 641,5 . 

Stories for every holiday (Bailey) JUV 

Story of agricultural economics in the United 
States, 1840-1932: men, services, ideas. 
338.10973 . 

Story of Josh. 362.196992 

Story of television. 621.388092 

Story of the gypsies. 910.039149 

Stranded (Christopher) JUV 

Strange gods (Elwood) PBK 

Strange phenomena; a sourcebook of unusual 
natural phenomena, 551.5 

Stranger at the gate. 913.38 

Strategic intelligence and the shape of 
tomorrow. 355.3432 

Strategy of cash. 658.155 

Straw sandals; Chinese short stories, 1918-1933. 
895.1301 

Straw sculpture: techniques and projects. 746.41 

Strawberries in the wintertime. 796.08 

Streamlined. 532.05 

Streets of gold (Hunter) FIC 

Stress and the heart. 616.1207 

Strokes and their prevention. 616.81 

Strong at the broken places; women who have 
survived drugs. 362.293092 

Stronghold (Mcllwraith) JUV 

Structure and biochemistry of cartilage. 
599.01852 

Structure of fields, 512.32 

Structure of the Alps. 554.947 

Student Africanist’s handbook. 016.016916 

Student financial help. 378.30973 

Students and society in early modern Spain. 
378.46 

Studies in energy tax policy. 336.278338 

Studies in industrial democracy. 658.314209 

Studies in labor and manpower. 331.10973 

Studies in medieval Jewish philosophy. 181.3 

Studies in open education. 372.13 

Studies in Spenser.. 821.3 

Studies in the history of linguistics: traditions 
and paradigms. 410.9 

Studies in the language and culture of South 
Asia. 915.403 

Studies of adsorption by electron-stimulated 
desorption and flash-filament methods. 
541.3453 : 

sudy aoroad and educational’ development. 


Study of kinetics and mechanism of reactions of 
transition metal complexes. 546.6 

Submarine telegraphs; their history, construction, 
and working. 621.3828 

‘Subramanya Bharati. 894.81115 

Successful berry growing. 634.70973 

Successfully yours. 158.1 

Sugarmill. 338.476641 

Summer before dark (Lessing) PBK 

Summer before (Windsor) PBK 

Summer romance (Aldrich) FIC 

Summering (Greenberg) PBK 

Sundance Coyote (Fox) JUV 

Sunlight on the southside. 929.375564 

Super-dude (Craig) PBK 

Super sculpture; using science, technology, and 
natural phenomena in sculpture. 735.29 

Superpower investing, 332.6 

Supership. 387.245 

Superspill; an account of the 1978 grounding at 
Bird Rocks (Becker) FIC : 

Surfeit of honey. 917.303921 

Surfing country (Bunting) JUV 

Surgery of the thyroid gland. 617.5395 

Surgical treatment of hyperlipidemia. 616.399 

Surprise (Burland) FIC 

Surrounded (Koontz) FIC 

Survey methods in community medicine. 
362.10723 

Survey of Old Testament introduction. 221 

Susy’s scoundrel (Keith) JUV 

Sutter of California. 979.403092 

Suvarov adventure (Kyle) PBK 
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Sweet taste of burning (Andreota) PBK 

Swiss arrangement (Fairchild) FIC 

Sword and the stallion (Moorcock) PBK 

Sydney Omarr's astrological guide for you in 
1975 (Omarr) PBK i 

Symmetry principles in solid state and molecular 
physics. 530.41 

Synergetics; explorations in the geometry of 
thinking. 19 

System safety: 
planning/engineering/management. 620.7, 

Systematic sclerosis: current research; papers by 
Richard K. Winkelmann, H. Julkunen, James 
F. Fries, etal. 616.5 

Systems analysis for social scientists. 300.184 

Systems approach to air pollution control. 363.6 


T 


`T. S. Eliot between two worlds. 821.912 


Table-talk of G. B. S. 822.912 

Tables of Mellin transforms. 515.723 

Tailoring. 646.45 

Taking the Christian view. 230 

Tales of Myrtle the turtle (Robertson) JUV 

Tales of power. 299.7 

Tall like a pine (Weddle) JUV 

Taming of the West. 917.803022 

Tantric sex (Moffett) PBK 

Tanzania; local politics and the structure of 
power. 320.967826 

Tapestries of life. 808.815 

Tarot; an illustrated guide. 133.32424 

Taste of Paris. 641.5944 

Tatting; patterns & designs. 746.436 

Tax and other problems across the U.S.-Canada 
border. 343.067 

Tax aspects of acquisitions and mergers. 
343.73068 is 

Tax aspects of buying and leasing business 
property and equipment. 336.242409 

Taxes, expenditures, and the economic base. 
336.7471 

Teacher's dictation manual in advanced ear 
training. 780.77 

Teachers salaries and salary schedules, 1973- 
1974. 331.281371 

Teaching the mentally retarded child. 371.928 

Technical change, relative prices, and 
environmental resources evaluation. 
333.701511 

Technique of electroorganic synthesis. 540.28 

Techniques and applications of plasma 
chemistry. 660.044 

Techniques of sprang. 746.14 

Technology in Comecon: acceleration of 
technological progress through economic 
planning and the market. 338.947 

Technology of data base management systems. 
001.642 

Telecommunications: economics and regulation. 
384.0973 


“ Telegraph in America. 384.10973 


Telephone, the microphone, and the 
phonograph. 621.385 
Teleproduction shortcuts. 791.450232 
Temporary life (Storey) FIC 
Temptation of Jack Orkney and other stories 
(Lessing) PBK . 
Ten years after Ivan Denisovich. 891.784409 
Tennessee during the Revolutionary War? 
976.803 i 
Tennessee history, a bibliography. 917.68 
Tennessee: the dangerous example; Watauga to 
1849. 976.8 : 
Terrible shears. 821.914 f 
Test of loyalty: Daniel Ellsberg and the rituals 
of secret government. 345.7390231 G ‘ 
Tested advertising methods. 659.132 te 
Texas public buildings of the nineteenth century. 
720.9764 ` 
Textbook for dental assistants. 617.6 - 
Thackeray. 825.0 
Theological dictionary of the New Testament. 
487.3 t 


. 4 
Theological dictionary of the Old Testament. 
221.3 


Theology: White, Black, or Christian? 
261.834519 

Theories de l'information. 510.8 

Theories of adolescence. 155.5 

Theorizing. 121 \ 

ay of linear and non-linear programming. 

9.7 
Theory of nonneutral plasmas. 530.44 
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Thermal expansion—1973. 620.11296 >. 

These were my hills. 286.10924 

They call me Sunny (Duttweiler) JUV 

They called him Wild Bill. 917.803209 

Think; a biography of the Watsons and IBM 
(Rodgers) PBK 

Thinking girl (Meacock) PBK 

13 dragons. 398.2454 

35mm photography simplified. 770 

35 years of music. 780.8 

30 miles for ice cream. 917.435 

This day in sports. 796.09 

This new man, the American. 973.2 

Thomas Hill Green: philosopher of rights. 192 

Thomas Merton. 255.125009 

Thomas Sackville. 821.3 

Thoughts on the American flintlock pistol. 
683.43 

Thousand summers (Kanin) PBK 

Three beggar kings (Hall) JUV 

Three careers of Eugene Meyer. 332.0924 

Three eras of New England, and other 
addresses. 081 

Three worlds of therapy. 616.8917 

Thrifty cook. 641.552 

Thriller; the suspense film from 1946. 791.437 

Through Siberia. 915.7048 

Through the hoop. 796.323640 

Thunder on the right. 280.4 S 

Tide (Zachary) FIC 5 

Tide at sunrise. 952.031 

Tie dyeing and batik. 746.6 

Tiger by the tail: parenting in a troubled society. 
301.427 : 


‘Tightening the circle over eel country. 811.54 


Time. 371.201 

Time and chance. 913.031092 

Time enough (Kimbrough) FIC 

Time in Turkey. 914.96104 

Time to choose: America’s energy future. 
333.70973 

Tinplate work. 683.8 

To build the promised land (Kaufman) PBK 

To live in pronouns. 863.62 . 

Tomorrow today. 813.0876 

Tomorrow's marketing. 658.800973 

Too-good-to-be-leftovers cookbook. PBK 

Too hot for ice cream (Van Leeuwen). JUV 

Too much garbage. 363.6 

Topics in nonlinear functional analysis, 1973- 
1974, 515.7 

Topological transformation groups. 512.55 

Topology and normed spaces, 514 

Topsoil and civilization. 630.9 

Touch of darkness (Lynds) PBK 3 

Tough guys of pro hockey. 796.962092 

Tough Jim (Cohen) JUV i 

Toward a mankind school. 370.112 

Toward a Marxist psychology. 335.43815 

Toward an economic theory of income 
distribution. 339.201 

Toward effective social work practice. 361.008 

Toward the transformation of art. 701.1 

Toward the 21st century. 327 

Trace element metabolism in animals—2. 
591.0133 

Track trophy (Dubrovin) JUV 

Trade with China. 382.097305 

Tradition and change in a Turkish town. 
309.1562 

Tradition of Virgil, 871.01 

Tragedy. 808.251 

Tragic secret life of Jayne Mansfield. 
791.430280 

Transducers for biomedical measurements: 
principles and applications. 610.28: 

Transition in Africa: from direct rule to ` 
independence. 325.310924 

Transport phenomena in medicine and biology. 
574.875 

Travels in a donkey trap. 914.235 

Treasure of Raven Hill (Wise) JUV 

Treasury of chicken cookery. 641.665 

Treble damage actions. 343.73072 

Tree house town (Miles) JUV 

Tree of knowledge. 863.62 

Trees alive. 582.16 

Trend of modern poetry. 821.91209 5 

Trial handbook for Georgia lawyers. 347.75807 

Tribal scars, and other stories. 843 

Tricks of eye and mind. 612.84 

Trimethoprim / sulphamethoxazole in bacterial 
‘infections; a Wellcome Foundation 
Symposium. 615.3167 - 

Triple cross at Trinidad (Foreman) PBK 

Triple cross trail (Booth) PBK : 

Triple demism of Sun Yat-sen. 320.50924 
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Triumph of Pastor Son. 275.19 

Trophic functions of the neuron. 508.1 

Tropical crops: dicotyledons. 631.0913 

Tropical marine invertebrates of southern 
Florida and the Bahama Islands. 592.092463 

Trouble I’ve seen. 322.440973 

Troubled children: their families, schools, and 
treatments. 362.74 

Truck (Dunn) PBK 

True hermaphroditism: clinical, morphologic, 
ard cytogenetic aspects. 616.6 

Tuition. 379.1214 

Tumulto (Williams) PBK 

Turxish Islamic architecture in Seljuk and 
Ottoman times, 1071-1923. 720.94961 

Turss of Central Asia in history and at the 
present day. 915.806943 

20th century America. 973.9 

Twentieth-century Italian poetry. 851.9108 

Twiddledum twaddledum (Spielberg) FIC 

Twilight of the day (Jones) FIC 

Two-block fox. 359.325509 

Two essays upon Matthew Arnold. 821.8 

201 Portuguese verbs fully conjugated in all the 
teases, alphabetically arranged. 469.5 

200 open games. 794.159 

Twenge moral tales: Sly Fox’s folly (Mayer) 


Two reminiscences of Thomas Carlyle. 824.8 

Two studies in automobile franchising: A 
marketing rationale for the distribution of 
automobiles. 381.456292 


U 


UFO's—a scientific debate. 001.94 

Uncertain trumpet. 355.00973 

Uncle Eddie’s moustache. 831.912 

Uncle Vanya (Chekhov) PBK 

Underground travel guide (Bryant) PBK 

Undergrounds. 016.05 

Underlay (Malzberg) PBK 

Underlying concepts of room lighting for the 
inzelligent layman. 729.28 

Underside of the leaf (Goffstein) PBK 

Understanding equitation. 798.2 

Understanding the kingdom of God. 231.7 

Understanding the new testament. 225.6 

Unemployment and wage inflation with special 
rezerence to Britain and the USA. 331.137 

United States and the development of the 
Puerto Rican status question, 1936-1968. 
320.972950 

U.S. bombers. 623.746309 

U.S. energy policy. 333.7 

U.S. energy prospects., 333.7 

U.S. industrial chemicals market. 338.476610 

U.S. versus Nixon, Nixon versus U.S. 
342.73062 

University of California, Berkeley, physics 
problems. 530.076 

University of Nevada. 378.79355 

Unknown America. 917.303924 

Unknown story of Sanibel and Captiva (Ybel y 
Cautivo) 917.5948 

Unknown witnesses. 288.30922 

Unlikely hero (St. Sauver, Dennis,) JUV 

Unquiet landscape. 551.4 

Unrzady kilowatts. 363.6 

Unszen universe. 502.8 

Unwilling witness (Holloway) FIC 

Upper Volta. 916.625035 

Ups and downs (Gill) JUV 

Upszairs at the aie House (West) PBK 

Upszart peasant. 843.5 

Urban America. 301.363097 

Urban economic development. 330.91732 

Urban guerrilla warfare in Latin America. 
3£5.021840 

Urban indicators, metropolitan evolution, and 
public policy. 301.363097 

Urban planning in the 1960s. 309.262097 

Urban transportation and the environment. 
388.4 


EB. 
Urticaria. 616.51 
Use of the Bible in Milton’s prose. 821.4 
Uses of communication in decision-making. 
361.16 
Using constructional materials. 745.507 
Using objects: visual awareness and visual 
learning. 701 
Utilization of short-stay hospitals. 362.110973 
Uwe Johnson. 833.914 
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Vacancy (Mann) PBK 

Valedictery (Rooney) FIC 

Valley of the spirits. 970.3 

Values in sexuality. 612.6007 

Variation method in quantum chemistry. 541.28 

Vast design. 828.912 

Vegetaticn and vegetational history of northern 
Latin America. 581.972 

Vermont album. 778.999174 

Vermont maple syrup cook book. 641.636 

Vertical world of Yosemite. 796.522097 

Vestibular system. 591.18208 

Vicar of Wakefield. 823.6 

Victoria Symposium on Nonstandard Analysis, 
University of Victoria, 1972. 510.8 

Vietnamese in a nutshell. 495.922824 

Views on general systems theory. 620.7 

Village (Bunin) FIC 

Vintage end veteran cars. 629.222209 

Violence and victims. 616.858 

Virus structure. 576.64 

Visceral Jearning. 152.3 

Vision and virtue. 241 

Vision splendid. 821.009 

Vitamin B-17—forbidden weapon against cancer. 
616.994061 

Vito Genovese (Hanna) PBK 

Voices and visions. 154 

Volkswagen. service repair handbook: squareback 
and fastback, 1962-1973. 629.28722 

Volkswagon: fastback, squareback. 629.28722 

Voyage cf the Aquarius. 910.41 

Voyages of Apollo. 629.45409 
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Wage incentives: theory and practice. 331.2954 

Wager with the wind. 629.130924 

Wait ’til next year. 796.357097 

Walking away (Winthrop) PBK 

bias the Dead Diamond River (Hoagland) 

B 

Wallace-Homestead oriental primer. 709.5 

Walt Disney’s Cinderella. JUV 

Walt Disney’s The brave little tailor. 398.2 

War we could have lost. 973.33 

Warner Brothers. 791.430973 

Washington—God’s workshop. 917.530390 

Washington vs. Main Street. 353 

Washington wildflowers, including 1134 species 
of wildllowers most commonly found in the 
State of Washington and adjacent areas of 
Oregon, Idaho, and British Columbia. 
582.130979 

Watch out for thẹ chicken feet in your soup (De 
Paola) JUV 

Water legislation in the Andean pact countries. 
346.804691 

Watercolor workshop. 751.422 

Waterfowl and wetlands: toward bio-ecanomic 
analysis. 639.978297 

Way it was. 796.09 

Way to custy death (MacLean) PBK 

Waywarc and searching (Amos) FIC 

Waywarce and the seeking. 818.5207 

We are all healers (Hammond) PBK 

We Barrymores. 791.0924 

We like noise (Lewi) JUV 

We the people? 328.73 

We the women. 920.720973 

Weak two bid in bridge. 795.4152 

Weather and the animal world. 391.542 

Weather changes man. 612.0144 

Weaving as a hobby. 746.14 

Weaving bands. 746.14 

Webster's New World thesarus (Laird) PBK 

Well dog book. 636.708960 

Well of cays (Bunin) FIC 

Wesley. Sheridan (Moore) PBK 

West anc the rest of us: white predators, Black 
slavers, and the African elite. 301.296017 

Western horse: advice and training. 636.10886 

Western States and western Canada. 917.8043 

Western story. 917.8292 

Whalers and whaling. 639.28 

What about the Wankel engine? 629.2504 

What do you see? (Domanska) JUV 

What mcre can God say? 227.87077 

What sckool is for. 373 

What shall we name the baby? (Ames) PBK 
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What the blindman saw. 812.54 

What they said: the yearbook of spoken 
opinion. 901.94 

What to tell your child about sex. 612.6007 

What women should know. 612.6 

What's a library? (James) JUV 

When’s later, daddy? (Keane) PBK 

Where are you going, where have you been? 
(Oates) PBK 

Where do you draw the line? 363.310973 

Which tribe do you belong to? 916.704 

White against Red. 947.084092 

Whittlin’, whistles, and thingamajigs. 745.592 

Who buys; a study of the consumer. 658.834 

Who I am. 811.54 

Who needs alligators? 598.14 

Why I fight for a Christian America. 269.20924 

Why live the Christian jite? 248.4861 

Wilbye. 784.1 

Wild horse roundup PETS, Writers of 
America.) JUV 

Wild wheels. 629.248 

Wilderness fishing for salmon and steelhead. 
799.1755 

Wilderness survival. 081 

Wilderness trails Northwest. 917.95044 

Wild flowers. 635.9676 

Wildlife on the watch. 596.05265 

William David Coolidge. 541.30924 

William Penn. 974.802092 

William Penn; apostle of dissent. 974.802092 

William Wordsworth. 821.7 

William Wordsworth of Rydal Mount. 821.7 

Wills and where to find them. 016.929342 

Willy! (Shoberg) JUV 

Wilson era; years of war and after, 1917-1923. 
940.373 

Wind-band and its instruments. 785.067 

Wind-bells of Lovingwood (Osborne) FIC 

Wine service and merchandising. 642.508 

Wingless victory. 858.809 

Wings of power. 613.7 

Winning edge (Shula) PBK 

Winston Churchill. 942.082092 

Winter cottage (Brink) JUV 

Wireless at sea. 623.8564 

Wisconsin bike trips. 917.75044 

Wish at the top (Bulla) JUV 

Witch blood! 133.40924 

Witches, demons, and fertility magic. 398.45 

Witches, ghosts, and goblins (Long) JUV 

Witches U.S.A. 133.4 

Witch’s buttons (Chew) JUV 

With their islands around them. 333.720996 

Without Marx or Jesus (Revel) PBK 

Without rhetoric. 724.9 

Wolf Moon. 811.54 

Woman, woman! 301.412097 

Women and work in developing societies. 
331.409172 

Women in defense work during World War II. 
331.40973 

Women, work, and volunteering. 361.6 

Women’s world handbook of ideas and 
procedures for ladies groups. 254.6 

Wooden man (Bolliger) JUV 

Woodworking. 684.08 

Woody Hayes and the 100-yard war. 
796.332092 

Word + cross puzzles (Saxon) PBK 

Word processing: 651.7 

Words & faces. 070.40924 

Work items for construction estimating. 692,5 

Workbook in advanced ear training. 780.77 

Workmen’s compensation laws of California 
[1973-1974]. 344.794021 è 

Workshops in space. 629.445 

World and ideas of Ernst Freund. 340.0973 

World apart. 940.547247 

World atlas of birds. 598.29 

World energy supply & demand. 333.7 

World is full of it. 659.2 

World of chess. 794.109 

World of his own. 741.973 

World of M. C. Escher. 769.924 

World of our fathers. 914.706924 

World of the American Indian. 970.1 

World steam locomotives. 625.261 

Worldwide directory of computer companies, 
1973-1974. 338.476213 

Worst way to die (Rossi) PBK 

Writing for occupational education. 808.0666 

Writing of history. 907.2 

Writing on the wall. 813.52 
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Year of the hungry tiger (Davis) FIC 
Year 1200. 914.0317 

Yearbook. 370.6273 

Years of challenge. 354.54035 
Yesterday’s Atlanta. 917.582310 
Yesterday’s Denver. 917.888303 
Yesterday’s Detroit. 917.743403 
Yesterday’s Florida. 917.590302 
Yesterday’s Florida Keys. 917.594103 
Yesterday’s New Hampshire. 917.420302 
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Yosemite; a complete guide to the Valley and 
surrounding uplands. 917.9447 

You can’t begin too soon. 649.7 

You could live if they let you (Markfield) FIC 

You: how your body works. 612 

Young millionaires (Armour) PBK 

Young Pitt (Maughan) FIC 

Young working girls. 362.7 

Your aptitudes; you do best what you are best 
fitted to do. 371.262 

Your blood and its cargo. 612.11 

Your future in pharmacy. 615.4023 

Your Irish ancestors. 929.109415 

Your money; how to make it stretch. 332.024 

Your silent language. 153 
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Your water and your health. 613.31 
Yugoslav coast. 914.972 
Yupa folktales. 398.042098 


Z 


Zanballer (Knudson) PBK 

Zen for. Americans. 294.308 

Zimbabwe: prose and poetry in English. 896.39 
Zion in America. 917.306924 

Zone Null. 833.914 

Zoogeography. 591.9 


 Thespecialized 
information you need is 
bound tobe here. 





Shouldn’t your bibliographies 
be as specialized as your collec- 
tions? It can make a big difference 
to you and your patrons. 

Each of these bookfinders give you a 
single source for instant access to every 
book in each of these rapidly expanding 
areas. Business Books IN Print 1974 
profiles over 31,500 titles; our medical 
bibliography, more than 25,000; while 
the soon-to-be-published ScienTIFIC 
AND TECHNICAL Books IN PRINT 1974 
details over 57,500 volumes. 

It doesn’t matter if you're looking for 
a specific author, title or subject. You 
have a separate index for each. Under 
every listing, you'll find publisher, year 
of publication, current price, LC, ISBN 

-plus everything else you need. 


XEROX® is a trademark of XEROX CORPORATION 
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If your library or department 
is specialized, order the Bowker 
bibliography to match. It’s the most 
extensive, least expensive source you 
can have. ' 

- Business Bocxs IN Print 1974, 
$29.95. BOWKER’s Mepicat Booxs IN 
PRINT 1974, $26.50. SCIENTIFIC AND 
‘TECHNICAL Books IN PRINT 1974, 
$38.50. All prices plus shipping and 
handling. 

Order now on 30-day approval: 
R.R. Bowker Company, Box 1807, 
Ann Arbor, Michigan 48106. 

A Xerox Education Company. 
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_ GREAT BRITAIN: 
THE LION AT HOME 


A Documentary History of Domestic Policy 1689-1972 


The grand sweep of British history, its 
srofound complexities, the rich heri- 
age of its past—all are compellingly 
oresented in these four volumes. 
Through these documents, a portrait of 
Sreat Britain speaking of and for her- 
self—in all her majesty and agony—is 
‘ecaptured. 

Here are the contemporary re- 
sponses to three hundred years of do- 
nestic change, triumph, and crisis. 
dere are documents that shaped the 
course of England's history: the Bill of 
Rights; Peel’s Tamworth manifesto; the 
Northcote-Trevelyan Report, which laid 
he foundations of the modern Civil 





Service; an expose of Victorian prosti- 
tution; the Abdication message of Ed- 
ward VIII; and more. 

The work is divided chrono- 
logically into five sections. The first 
contains documents covering the 
period 1689-1760. The second section 
opens with the Industrial Revolution 
and closes with the Catholic emancipa- 
tion. Part III deals with the crisis over 
parliamentary reform, and includes an 
1841 report on the regulation of child 
labor in mills and factories and John 
Stuart Mills’ 1867 address proposing 
women’s suffrage. The fourth part de- 
tails the shift from political to social 
concerns—the awakening to the conse- 
quences of the slums, the rise of So- 
cialism, etc. Part IV begins with World 










War I and concludes with documents 
detailing the establishment of the Wel- 
fare State, 

This is the first time such a collec- 
tion has been published. Together these 
documents stand—in language, struc- 
ture, and idiom—as a means for schol- 
ars, researchers, and historians to grasp 
the substance and flavor of English 
thought. GREAT BRITAIN: THE LION 
AT HOME is destined to become a 
classic—for as historian J.H. Plumb has 
said, “Britain’s experience was to be- 
come the world’s,” 

Edited with commentary by Joel 
Wiener, Professor of History, City Uni- 
versity of New York. 





Published by R.R. Bowker Company in 
association with Chelsea House Pub- 
lishers. July 1974. c.3,600 pages. 6% x 
94%. ISBN: 0-8352-0776-5. 

$135.00 per four-volume set, plus ship- 
ping and handling. 


Order on 30 day approval from 
R.R. Bowker Company, P.O. Box 1807, 


Ann Arbor, Michigan 48106. A Xerox 
Education Company 


XEROX 
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-Presenting 
Everyone Who Was 
_ Anyone 


And, we mean that literally. Here 
are the fabulous ones: Marilyn 


Monroe, James Dean, Humphrey Bo- 


gart. Barrymores galore. Bankhead. 
Garfield. Garland. The familiar and 
the beloved: Bill “Bojangles” Robin- 


son. Eddie Cantor. Lou Costello. Car- 


men Miranda. 
Here are the second bananas: 
“Skeets” Gallagher. Nat Pendleton. 


Rita Carewe. Players known for their 
achievements in other fields, but who 
appeared on screen: Glenn Miller, Ed- 
ward R. Murrow, Jim Thorpe, Robert 
Benchley. Even animal stars are given 


their due: Trigger, Lassie, Flash, 
Lightning. 

From the obscure to the 
legendary ... if they ap- 
‘peared on screen and died 
between 1920 and 1971... 
Wo Was Wuo ON ScrEEN’ 
provides their complete, 
painstakingly researched bi- 
ographies: * professional 





and real name ° birth and 

death dates ° cause of death 

* marriages * awards ° professional 
category (actor, musician, etc.) * com- 
plete screen credits. 

Don’t wonder about the last film 
Clark Gable appeared in (no, it 
wasn’t The Misfits), what films gar- 
nered Spencer Tracy his Oscars, or 
where in the world you heard the 
name Charles Fuqua... reach for 
Wo Was Woo ON Screen. You 
won't need to look any further. 

Edited by Evelyn Mack Truitt. 
Available now. 8% by 11. 363 pages. 
ISBN: 0-8352-0719-6, $22.50, plus 
shipping and handling. Order on 

30-day approval from: 


R.R. Bowker Company, 
P.O. Box 1807, Ann Arbor, 
Michigan, 48106. A Xerox 
Education Company. 


XEROX 


XEROX® is a trademark of XEROX CORPORATION 








American Library Directory > 
1974-1975 





Need the name of the new director of 
Queens Borough Public Library? The book 
budget for the Pierpont Morgan Library? 
Perhaps the number of microfiche held by 
Ohio State Libraries. Or library schools 
holding summer programs. 
The 29th edition of the AMERICAN LIBRARY DREO offers 
a treasury of up-to-the-minute facts about more than 30,000 U.S. 
and Canadian libraries. 
Included are all public, academic, and special libraries. For 
each, you'll find: full name and address... key personnel. .. size and 
type of collections. . . income. . . number of volumes... AV and 
microform facilities. .. and more! 


New to this Edition. Recognizing the growing number and impor- 
tance of library consortia, ALD adds a section on these networks. 
Entries provide director's name, member libraries and, when 
available, purpose. 


Never have so many vital statistics been assembled... AMERICAN 
Liprary Directory 1974-1975! 

8⁄2 x 11. Approx. 1300 pages. ISBN:,0-8352-0716-1. Tenta- 
tively $40.00, plus shipping and handling. Order now on 30-day 
approval from: 
R.R. Bowker Company, P.O. Box 1807, Ann Arbor, 
Michigan 48106 
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though the Presidency is the pivotal institution 
in the American political order, no work 
has existed setting forth essential documentary 
material illustrating the growth of the office in its 
historical context— 


that is, until now. 


THE GROWTH OF 
PRESIDENTIAL POWER | 


A Documented History . re 
By William D. Goldsmith 








An authoritative reference work providing a descriptive and critical 


analysis of the institution of the Presidency from Washington to 

Monroe to Kennedy. 

Volume I: The Formative Years describes the roots of the Presidency; its 
creation at the Constitutional Convention; and its definition and redefinition 
at the hands of the great national leaders of the early republic. 

Volume ll: Decline and Resurgence relates the eclipse of presidential power 
in favor of Congress during the second half of the 19th century showing 
how subordination of the Presidency led to governmental paralysis in facing 
the rising problems of an industrial society. 

Volume III: Triumph and Re-Appraisal records the reclamation and 
advancement of presidential power in the 20th century, and the resultant 
dangers. 

Not a mere history, THE GROWTH OF PRESIDENTIAL POWER is an 
unparalleled, broad historical study which uniquely combines original 
documents with analysis of the seminal episodes in the development of the 
office. Included among these landmark documents are: 

* the Hamilton-Madison Dispute over the President’s authority 

e the Articles of Impeachment against Andrew Johnson 

e Eisenhower vs. Governor Faubus over the Little Rock Crisis 

“A must for all libraries and universities as well as an indispensable source 
for... the media, the bar, the bench and politics.” Arthur M. Schlesinger, Jr. 
Published by R.R. Bowker Company in association with Chelsea House Publishers. 


July, 1974. 1,800 pages. 64% x 9%. ISBN: 0-8352-0778-1. 
$96.50 per three Volume set, plus shipping and handling. 


Order on 30-day approval from R.R. Bowker Company 


aie Raon Mi Mich. 48106 XEROX 


A Xerox Education Company XERỌX® is a tradomatk of XEROX CORPORATION, 








TET PSUS eT oF RT PE Te 


~ Onceu 








- these two Seki were every: 
useful and convenient. 


Now, they’re 
- economic necessities. 


For several years, librarians have 
used CHILDREN’S Books IN PRINT and 
SUBJECT GUIDE To CHILDREN’S BOOKS 
In Print to make finding and ordering 
‘a little easier. 

This year, things are a bit different. 
Now, more than ever, you need to 
know the latest prices. What titles are 
currently available in paperback. What 

-can be obtained in library bindings. 
You need the comprehensive overview 


presented only by these two bookfinders. 


As always, entries in CHILDREN’S 
Books IN Prinr—more than 42,000 this 
year—are indexed by author, title, and 

illustrator. And provide all the infor- 
“mation. you! have to have . 


bibliographic information as its 
companion, but indexes these 42,000 
books under 7,000 subject headings. 
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KRISTELLER, Paul Oskar, 
1905- 

Medieval aspects of Renaissance learning; 
three essays. Edited and translated by 
Edward P. Mahoney. Durham, N.C., Duke 
University Press 1974. xii, 175 p. 25 cm. 
ISBI¥ 0-8223-0301-9 (Duke monographs in 
medieval and Renaissance Studies, no. 1) 
Bibliography (p. [115]-120) [B775.K69] 72- 
97502 7.50 

I. Thomas Aquinas, Saint 12257-1274 2. 
Philosophy, Renaissance. 3. Latin language 
Medieval and modern History. 4. 
Monasticism and religious orders-History. 
I. Title. II. Series. 

Contents omitted. 


001.2 


EXPLORING data 001.4°22 
analysis; the computer revolution in 
statistics. Edited by W. J. Dixon and W. L. 
Nicholson. Berkeley, University of 
California Press [1974] xvi, 409 p. illus. 29 
cm. ISBN 0-520-02470-2 Papers presented 
at a conference held at UCLA Health 
Sciences Computing Facility, Sept. 1971. 
Bibliography: p. 401-409. [QA276.4.E94] 
73-78549 8.25 

L Electronic data processing— 
Mathematical statistics—Congresses. T. 
Dixon, Wilfrid Joseph, 1915- ed. II. 
Nicholson, Wesley Lathrop, 1929- ed. III. 
California. University at Los Angeles. 
Health Sciences Computing Facility. 


SUDMsel, Seymour. 001.4°33 
Response effects in surveys; a review and 
synthesis, by Seymour Sudman and 
Norman M. Bradburn. Chicago, Aldine 
Pub. Co. [1974] xvii, 257 p. 23 cm. ISBN 
0-202-30270-9 (National Opinion Research 
Center. Monographs in social research, 
16) Bibliography: p. 177-246. [H62.S797] 
73-89510 11.50 

1. Interviewing. 2. Social surveys. I. 
Bradburn, Norman M. joint author. IL. 
Title. ITI. Series. 


*THE Foundation grants 001.44 
index. 

The 1973 edition is available from 
Columbia Univ. Pr. N.Y. for 10.00. ISBN 
0-87954-004-4. L.C. card no.: 72-76018. 
HOHENBERG, John. 001.44 


The Pulitzer Prizes; a history of the awards 
in books, drama, music, and journalism, 
based on the private files over six decades. 
New York, Columbia University Press, 
1974. p. cm. ISBN 0-231-03771-6 
Bibliography: p. [AS911.P8H83] 74-8282 
14.95 


1. Columbia University. Graduate School 0-12-42)850-9 (Computer 


of Journalism. 2. Pulitzer prizes—History. 
I. Title. 
Prepared from C.I.P. 


T= 


FU, King Sun, 1930- 001.53°4 
Syrtactic methods in pattern recognition 
[by} K. S. Fu. New York, Academic Press, 
1971. xi, 295 p. illus. 24 cm. ISBN 0-12- 
269160-7 (Mathematics in science and 
engineering, v. 112) Includes 
bibl>graphical references. [Q327.F82] 73- 
189-8 23.50 

1. ?attern perception. 2. Mathematical 
lingzistics. I. Title. II. Series. 


WUNDT, Wilhelm Max, 1832- 001.56 
. 192). 
The language of gestures. With an 


introeuction by Arthur L. Blumenthal and 
additonal essays by George Herbert Mead 
and Karl Buhler. The Hague, Mouton, 
1973. [i.e.1974] 149 p. with illus. 23 cm. 


(App:oaches to semiotics. Paperback 
series 6) Includes bibliographical 
en [BF637.C45W86 1973] 73- 
420€ 


1. Gesture. I. Title. II. Series. 
Distrbuted by Humanities Press, 13.00. 


*BLAKELEY, B. H. 001.6 
Data processing. [by] B. H. Blakeley. 
[Londn] Cambridge University Press 
[1973 i.e.1974] 68 p. illus. 22 cm. ISBN 0-, 
521-2:3198-5 (The School Mathematics 
Project Computing in Mathematics) 
[QA7=] 73-82449 

1. Electronic data processing. 2. Electronic 
digita, computers. I. Title. 

Distributed by Cambridge University Press, 
N.Y. for 3.75. 


MYEES, Charles Andrew, 
1912- 
Computers in knowledge-based fields [by] 
Charle A. Myers. Cambridge, Mass., MIT 
Pr. [1974, c1970] viii, 136 p. 21 cm. ISBN 
0-262-53053-2. “A joint project of the 
Industial Relations Section, Sloan School 
of Management., M.I.T. & the Inter- 
University study of Labor Problems. 
Includes bibliographical references. 
[QA76 M94] 2.45 (pbk.) 
1. Electronic data processing. I. Title. 


001.6 


L.C. card number for original ed.: 74- 
12854C 
BACGN, Mickael David. 001.674 


Data -ransmission [by] M. D. Bacon and 
G. M. Bull. London, Macdonald and Ca.; 
New York, American Elsevier, 1973. [9], 
135 >. illus. 23 cm. (Computer 
monog aphs, 20) Includes index. 
Bibliography: p. 132-133. [TK5102.5.B29] 
72-1248 7.75 

1. Data transmission systems. I. Bull, 
Gordor M., joint author. II. Title 


KORFHAGE, Robert R. 001.64044 
Discret2 computational structures [by] 
Robert R. Korfhage. New York, Academic 
Press [£974] xiii, 381 p. illus. 24 cm’ ISBN 


science and 
applied mathematics) Includes 
bibliographical references. [QA76.6.K68] 


73-9432 13.95 


a a a a A 


The nain section of this listing is arranged by subject according to Dewey 
Decimal classification. The primary divisions of the Dewey classification are 
given >elow; these categories are repeated above each page to which they apply. 
Juvene fiction, adult fiction, paperback books and “Below-the-Line” entries 
are lis ed separately and arranged by main entry. Author and title indexes appear 
at the end of the text. 
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000 GENERALITIES 


computers— 


L Electronic digital 
data 


Programming. 2; Electronic 
processing—Mathematics. I. Title. 


KNUTH, Donald E. 001.642 
The art of computer programming [by] 
Donald E. Knuth. 2d ed. Reading, Mass., 
Addison-Wesley Pub. Co. [c1973- v. 
illus. 25 cm. ISBN 0-201-03809-9 
(Addison-Wesley series in computer 
science and information processing) 
Contents.—v. 1. Fundamental algorithms. 


Bibliography: p. 456-463. [QA76.6.K64] 
73-1830 15.00 

1. Electronic digital  computers— 
Programming. I. Title. 

IFIP TC-2 Working 001.64207 


Conference on Programming Teaching 

Techniques, Zakopane, Poland, 1972. 
Programming teaching techniques; 
proceedings. Edited by W. M. Turski. 
Amsterdam, North-Holland Pub. Co.; New 
York, American Elsevier Pub. Co., 1973, 
[i.e.1974] 239 p. 23 cm. Held Sept. 18-22, 
1972; organized by IFIP Technical 
Committee 2, Programming Teaching 


Techniques, International Federation for 
Information Processing. Includes 
bibliographies. [QA76.6.135 1972] 73- 
90115 15.25 

1. Electronic digital computers— 
Programming—Study and  teaching— 


Congresses. I. Turski, Wladyslaw M, ed. 
II. International Federation for Information 
Processing. Technical Committee 2. Jil. 
Title. 


NICKERSON, Robert C., 
1946- 

Fundamentals of FORTRAN programming 

[by] Robert C. Nickerson. Cambridge, 

Mass., Winthrop Publishers [1974, c1975] 

xi, 300 p. illus. 23 cm. ISBN 0-87626-300- 


001.6°424 





A FORECAST 
OF BOOKS 
TO COME 


Your monthly issues of American 
Book Publishing Record provide 
information on U.S. books as they 
are published. But how do you get 
advance ordering information on 
these titles? 


FORTHCOMING BOOKS provides 
bi-monthly author and title indexes 
to books scheduled for publication 
within the next five months. In ad- 
dition, each issue updates and 
expands the previous one — thus 
providing a comprehensive record 
of books published since the most 
recent edition of BOOKS IN PRINT. 
FORTHCOMING BOOKS is avail- 
able on subscription at $24.00 per 
year, $46.00 for two years, $68.00 
for three years. Outside U.S.A., add 
$1.00 per year. 

R.R. BOWKER COMPANY 

1180 Avenue of the Americas 


New York, N.Y. 10036 
2 


7 Bibliography: p. 293. [QA76.73.F25N49] 
74-7141 6.95 (pbk) 


1I. FORTRAN : (Computer program 
language) I. Title. 
ORGANICK, Elliott 001.6424 


Irving, 1925- 

Fortran IV [by] Elliott I. Organick [and] 
Loren P. Meissner. 2d ed. Reading, Mass., 
Addison-Wesley Pub. Co. [1974] ix, 293 p. 
illus. 28 cm. ISBN 0-201-05503-1 First ed. 
published in 1966 under title A Fortran IV 
primer. [QA76.73.F25073 1974] 73-8242 
7.95 (pbk.) 


I. FORTRAN (Computer program 
language) I. Title. 
WIEDMANN, Clark, 1948- 001.6°424 


Handbook of APL programming. lst ed. 
New York, Petrocelli Books, 1974. p. cm. 
ISBN 0-88405-061-0 [QA76.73.A27W5] 
74-14902 11.95 

1. APL (Computer program language) I. 
Title. 

Prepared from C.I.P. Pbk. 8.00; ISBN 0- 
88405-026-2. 


BAUER, Friedrich 001.6’425 
Ludwig, 1924- 

Compiler construction; an advanced 
course. [Edited by] Friedrich L. Bauer 
[and] J. Eickel. Berlin, New York, 
Springer-Verlag, 1974. p. cm. (Lecture 
notes in computer science, 21) 


Bibliography: p. [0A 76.6.B393] 74-18268 
17.30 


1. Compiling (Electronic computers) I. 
Eckel, J, 1935- joint author. If. Title. III. 
Series. 

Prepared from C.I.P. 


CHU, Wesley W., comp. 001.64404 
Advances in computer communications 
[by] Wesley W. Chu. [Dedham, Mass., 
Artech House, 1974] xv, 490 p. illus. 29 


cm. ISBN 0-89006-029-0 (Modern 
frontiers in applied science) ”An Artech 
House reprint volume.” Includes 


bibliographical references. [TK5102.5.C48] 
74-77722 19.95 


J. Computer networks. 2. Data 
transmission systems. J. Title. 
*COSTELLO, Peter. 001.9°4 


In search of lake Monsters. New York, 
saline McCann & geoghegan, [1974] 354 
p. illus. 22 cm. ISBN 0-698-10613-X 
[2189] 74-77595 8.95 

1. Sea monsters. I. Title. 


DANIKEN, Erich von, 
1935- 

In search of ancient gods: my pictorial 
evidence for the impossible. Translated by 
Michael Heron. [ist American ed.] New 
York, Putnam [1974, c1973] 249 p. illus. 
(part col.) 23 cm. ISBN 0-399-11346-0 
Translation of Meine Welt in Bildern. 
Bibliography: p. 245-247. [CB156.D3413 
1974] 73-93725 8.95 

1. Interplanetary voyages. 2. History, 
Ancient. 3. Man, Prehistoric. I. Title. 


DEERFORTH, Daniel. 001.976 
Knock wood! Superstition through the 
ages. [New York] Brentano’s. Detroit, Gale 
Research Co., 1974 [c1928] 200 p. 18 cm. 
ISBN 0-8103-3964-1 [BL490.D4 1974] 79- 
164220 11.00 

1. Superstition. I. Title. 


001.9°4 


IDENTIFICATION of parameters 003 
in distributed systems: a symposium of the 
American Automatic Control Council. 
Edited by R. E. Goodson [and] M. Polis. 
New York, American Society of 
Mechanical Engineers [1974] v, 97 p. illus. 
26 cm. Papers presented at a symposium 
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held during the Joint Automatic Control 
Conference, University of Texas at Austin, 
June 17-21, 1974. Includes bibliographical 


references. [QA402.133] 74-80956 7.00 
(pbk.) 
1. System analysis—Congresses. I. 


Goodson, Raymond Eugene, 1935- ed. I. 
Polis, M, ed. HI American Automatic 
Control Council. IV. Joint Automatic 
Control Conference, University of Texas at 
Austin, 1974. 


WARFIELD, John N. 003 
Structuring complex system, by John N. 
Warfield. [Columbus, Ohio, Battelle 
Memorial Institute, 1974. 1 v. (various 
pagings) illus. 29 cm. (A Battelle 
monograph no. 4) Includes bibliographical 
references. [QA402.W37] 74-176224 
Gratis 

1. Electronic data processing—System 
analysis. 2. Electronic data processing— 


Graph theory. 3. Electronic data 
processing—Matrices. I. Title. If. Series: - 
Battelle monograph series, no. 4. 

KUHNS, William. Cll 


Themes two: one hundred short films for 
discussion. Dayton, Ohio, Pflaum [1974] 
193 p. illus. 28 cm. ISBN 0-8278-0084-3 
Bibliography: p. 186-188. [LB1044.Z9K86] 
74-174364 4.95 (pbk.). 

1. Moving-pictures—Catalogs. 2. Moving 
pictures in education. 3. Discussion. T. 
Title. 


*TITLES in series; 

a handbook for librarians and students. 
The third supplement to the second edition 
by Eleanora A. Baer is available from 
Scarecrow Press, Metuchen, N.J. for 17.50. 


011 


ISBN 0-8108-0697-5. L.C. card no.: 64- 
11789. 

*BRITISH books in print; 015.42 
the reference catologue of current , 


literature. London, Whitaker. 
The 1974 edition is available from Bowker, 


N.Y. for 46.50 (per 2-vol. set). ISBN 0- 
85021-075-5. L.C. card no.: 2-7496. 
CAMBRIDGE University 015’.425’9 


Press. 
A list of books printed in Cambridge at the 
University Press, 1521-1800. [Folcroft, Pa.] 
Folcroft Library Editions, 1973, $®.1974] 
p. Reprint of the 1935 ed. published by the 
University Press, Cambridge. The list was 
begun and carried to 1656 by F. 
Jenkinson, and included in Bowes’ 
Catalogue of Cambridge books (Cambridge, 
1894); added to and continued to 1750 by 
S. C. Roberts and included as an appendix 
in his History of the Cambridge University 
Press (Cambridge, 1921); here added to 
and continued to 1800 by G. R. Barnes. 
[Z232.C17C2 1973] 73-13644 17.00 (lib. 
bdg.). 
1, Cambridge University Press. 2. Catalogs, 
Publishers’ —England. 3. Printing— 
History—Cambridge, Eng. I. Jenkinson, 
Francis John Henry, 1853-1923. I. 
Roberts, Sydney Castle, Sir, 1887-1966. 
III. Barnes, George Reginald, Sir, 1904- 
1960. IV. Title. 
Prepared from C.I.P. 


*BOHNE, Harald, editor 015.71 
Subject guide to Canadian books in print 
1973. [Toronto, Buffalo] University of 
Toronto Press [1974] 577 p. 26 cm. ISBN 
0-8020-4501-4 [Z1365] 73-76124 35.00 


1. Canada—Imprints. I. Pluscauskas, 
Martha, editor I. Title. 
*BOOKS in Print 015.73 


The 1974 edition is available from Bowker, 


NOVEMBER 30,1974 


N.Y. for 64.50 (per 4-vol. set.). ISBN 0- 
8352-0735-8. L.C. card no.: 4-12648. 


HARRIS, Michael H. 016.027°073 
A guide to research in American library 
history, by Michael H. Harris. 2d ed. 
Metuchen, N.J., Scarecrow Press, 1974. 
viii, 275 p. 22 cm. ISBN 0-8108-0744-0 
(Z731.H3 1974] 74-17113 9.00 

1. Libraries—United States—History— 
Bibliograph y. 2. Library science—Research. 
. Title. 


FABES, Gilbert Henry, 

1894- 
Modern first editions: points and values, 
by Gilbert H. Fabes. [Folcroft, Pa] 
Folcroft Library Editions, 1974. p. Vol: 2 
by G. H. Fabes and W. A. Foyle. Reprint 
of the 1929-32 ed. published by W. and G. 
re London. [Z2014.F55F3] 74-11169 
12. 


016.0944 


1. English literature—Bibliography—First 
editions. I. Foyle, William Alfred, 1885- 
joint author. IT, Title. 
Prepared from C.I.P. 

s 


GAYLEY, Charles Mills, 
1858-1932. 
A guide to the literature of asthetics, by 
Charles Mills Gayley and Fred Newton 
Scott. Berkeley, 1890. New York, B. 
Franklin [1974] p. cm. ISBN 0-8337- 
4572-7 ”Supplement to the Report of the 
Secretary of the Board of Regents, 
University of California.” [Z5069.G39] 72- 
82011 19.50 (lib. bdg.) 
1. Aesthetics—Bibliography. I. Scott, Fred 
Newton, 1860-1931, joint author. II. Title. 
Prepared from C.I.P. 


COOPERATION in 016.3209°8 1°06 
Documentation & Communication. 
Bibliographical notes for understanding the 
Brazilian model: political repression & 
economic expansion. [Edited by Mary 
Riesch and Harry Strharsky] Washington, 
CoDoC International Secretariat, 1974. vi, 
72 p. 28 cm. ISBN 0-914958-00-3 (Its 
Common catalogue no. 2) [Z7165.B7C66 
1974] 74-83790 2.45 
1. Brazil—Politics and government-—-1954- 
—Bibliography. 2. Brazi|—Economic 
conditions-——1945- —Bibliography. L 
Riesch, Mary. If Strharsky, Harry. Hl. 
Title. =æ] V. Series: | Cooperation in 
Documentation & Communication. 
Common catalogue — Cooperation in 
Documentation & Communication, no. 2. 
Publisher’s address: 1500 Farragut St. 
N.W.; Washington, D.C. 20011. 


016.11185 


SMITH, Myron J. 016.3593°0973 
The American Navy, 1918-1941: a 
bibliography, by Myron J. Smith, Jr. 
Metuchen, N.J., Scarecrow Press, 1974. p. 
cm. ISBN 0-8108-0756-4 (American naval 
bibliography, v. 5) [Z6835.U5S63] 74- 
11077 12.50 

1. United States. Navy—Bibliography. 2. 


United States—-History, Naval— 
Bibliography. I. Title. If. Series. 

Prepared from C.I.P. 

KINTON, Jack F. 016.364 
Criminology, law enforcement, and 


offender treatment, by Jack F. Kinton. 
(Aurora, fll; Social Science and 
Sociological Resources, 1974] iv, 264 p. 26 
cm. On spine: Criminology, law 
enforcement & treatment. Includes 
bibliographical references. [Z5118.C9K5] 
74-178270 11.95; 8.95 (pbk.) 

i. Crime and criminals—Bibliography. 2. 
Criminologists—Directories. 3. Law 

enforcement—Bibliography. 4. 
Corrections—Bibliography. I. Title. 


CANTWELL, Zita M. 016.3713°078 
Instructional technology: an annotated 
bibliography, by Zita M. Cantwell and 
Hortense Doyle. Metuchen, N.J., 
Scarecrow Press, 1974. vi, 387 p. 22 cm. 
ISBN 0-8108-0729-7 [Z5814.A85C35] 74- 
7394 12.50 

I. Educational technolog'y—Bibliography. 
L Doyle, Hortense A., joint author. IT. 
Title. 


SOURCE materials for 016.407 
teachers of foreign languages. Rev. ed. 
Washington, National Education 


Association [1974] 50 p. 26 cm. Published 
in 1966 under title: Source materials for 
secondary school teachers of foreign 
languages, prepared by E. M. Eaton, M. E. 
Hayes, and H. L. O’Leary; 1969 ed. by J. 
S. Chamberlain. [Z5814.L26S68 1974] 74- 
8934 2.25 (pbk.). 

I. Language and languages—Study and 
teaching—Bibliography. 2. Language and 
Janguages—Periodicals—Indexes. 3. 
Language and languages—Discography. 4. 
Language and languages—Film catalogs. I. 
National Education Association of the 
United States. 


CONNOLLY, T. F. 016.5304 108 s 
Ferroelectrics literature index, compiled by 
T. F. Connolly and Donald T. Hawkins. 
With a foreword by S. C. Abrahams. New 
York, IFI/Plenum [1974] xiii, 705 p. 29 


cm. ISBN 0-306-68326-1 (Solid state 
physics literature guides, v. ) 
[Z7144.S58S565 vol. 6]  [Z7144.F4] 


016.5372°44 74-4363 50.00 

I. Ferroeiectricity—Bibliography. 2: 
Ferroelectricity—Indexes. Hawkins, 
Donald T., joint author. If Titie. II. 
Series. 


*MULLER, Hermann 

Joseph, 1890-1967 
i ae Ly On the genetics of Drosophila. 
Part 6 1974 by Irwin H. Herskowitz, is 


016.595774 


- now available from Macmillian, New York, 


for 17.95. ISBN 0-02-353910-0. L.C. 
card no.: 40-12367. 

ROGERS, Senta S. 016.6161 
Cardiovasculer disease: epidemiology, 


prevention, and rehabilitation; a guide to 
the literature [by] Senta S. Rogers and 
Irvin C. Mohler. New York, IFI/Plenum 
[1974- p. cm. Contents.—v. 1. 1960-1973. 
[Z6664.H3R63] 74-17250 49.50 

1. Cardiovascular system—-Diseases— 
Bibliography. L Mohler, Irvin C, joint 
author. I. Title. 

Prepared from C.I.P. 


NEW Mexico. 
University. 
Center. 

Hydrogen energy: a bibliography with 

abstracts; cumulative volume [1953 

through 1973] Technical editor: Kenneth 

E. Cox. Albuquerque, Energy Information 

Center, University of New Mexico, 1974. 

1 v. (various pagings) 28 cm. ”TAC-H 74- 

500.” [Z25524.H94N48 1974] 74-175116 

25.00 

i. Hydrogen as fiiel—Bibliography. 2. 


016.66581 


Technology Application 


Hydrogen as fuel—Abstracts. I Cox, 
Kenneth E., ed. II. Title. 
GILL, Evan R. 016.730924 


Bibliography of Eric Gill [by] Evan R. 
Gill. Foreward by Walter Shewring. 
Totowa, N.J.. Rowman & Littlefield, 1973 
{i.e.1974] xv, 223 p. illus. 26 cm. ISBN 0- 
87471-446-X Reprint of the 1953 ed. 
published by Cassell, London. [Z8342.2.G5 
1974] 73-13803 18.50 

b oull Eric, 1882-1940—Bibliography. I. 

Ytle. 


000 GENERALITIES 


*EAGON, Angelo. 016.78'0973 
Catalog of published concert music by 
American composers. 

The second supplement to the second 
edition is now available from Scarecrow 
Pr., Methuchen, N.J. for 6.00. ISBN 0- 
8108-0728-9. L.C. card no.: 68-9327. 


GRIPP, Lyndal, 016.7821°092"4 

1940- 

The operas of Gian Carlo Menotti, 1937- 

1972; a selective _ bio-bibliography. 

Metuchen, N.J., Scarecrow Press, 1974. p. 
ISBN 0-8108-0743-2 

[ML134. M533G7} 74-16310 7.50 


I. Menotti, Gian Carlo, 191l- — 
Bitliography. I. Title. 
Prepared from C.I.P. 
BEDFORD, Frances. 016.7864054 


Twentieth-century harpsichord music; a 
classified catalog, by Frances Bedford and 
Robert Conant. Hackensack, N.J., J. 
Boonin [1974] xxi, 95 p. 28 cm. ISBN 0- 
913574-08-2 (Music indexes and 
bibliographies, no. 8) [ML128.H35B4] 74- 
174993 8.00 (pbk.). 

1. Harpsichord music—Bibliography. 2. 
Chamber music—Bibliography. [ Conant, 
Robert, joint author. IT. Title. IHI. Series. 


CREIGHTON, James 016.789912 
Lesley, 1934- 

Discopaedia of the violin, 1889-1971 [by] 

James Creighton (Toronto, Buffalo] 

tla of Toronto Press [1974] xvi, 
987 28 cm. ISBN  0-8020-1810-6 

[ML156. 4.V5C7] 79-185708 125.00 

1. Violin music—Discography. J. Title. 


GERLACH, John C. 016.79143 
The critical index; a bibliography of 
articles on film in English, 1946-1973, 
arranged by names and topics [by] John C. 
Gerlach [and] Lana Gerlach. New York, 
Teachers College Press [1974] xlvi, 726 p. 
23 cm. ISBN  0-8077-2442-4 (New 
humanistic esearch). [Z5784.M9G47] 74- 
1959 15.00; 6.50 (pbk. 

1. Moving- -pictures-—Bibliograph 1y. i 
Gerlach, Lana, joint author. If. Title. 


*REHRAUER, George. 
Cinema booklist. _ 
Supplement one published in 1974 is now 
aveilable from Scarecrow Press for 10.00. 


BEAVER, Frank 016.79143’092"4 
Eugene. 

Bosley Crowther: social critic of the film, 

1940-1967. New York, Arno Press, 1974. 

p. 2m. ISBN 0-405-04870-X (Dissertations 

on film series of the Arno Press cinema 

program) Originally presented as the 

author’s thesis. [PN1998.A3C7933 1974] 

73-21589 10.00 

1. Crowther, Bosley. I. Title. II. Series: 

Dissertations on film series. 

Prepared from C.I.P. 


*PALMER, Helen H., 
comp. 

European drama criticism 

Supplement II 1974, comp. by Helen H. 


016.79143 


016.809°2 


. Palmer and Anne Jane Dyson, is available 


from Shoe String Pr., Hamden, Conn. for 
8.50. ISBN 0-208-01422-5. L.C. card no.: 
67-24188. 


ALLEN, Gay Wilson, 016.811°3 
1903- 
Twenty-five years of Walt Whitman 


bibliography, 1918-1942. [Norwood, Pa.] 
Norwood Editions, 1974. p. cm. Reprint 
of the 1943 ed. published by F. W. Faxon 
Coa., Boston, which was issued as no. 38 of 
Bulletin of bibliography pamphlets. 


3 


y 


` 


‘1. ` Vonnegut, 


. 000 GENERALITIES 


ao 1974] 74-19181 .15.00 (lib. 
bdg.). 

L Whitman, Walt, 1819-1892— 
Bibliography. I. Title. IT. Series: Bulletin of 
bibliography pamphlets, no. 38. 

Prepared from C.I.P. 


UNITED States. Library 

of Congress. Reference Dept. 
Walt Whitman; a catalog based upon the 
collections of the Library of Congress, with 
Notes on Whitman collections and 
collectors [by : Charles’ E. Feinberg] 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1955 ed. 
published by Reference Dept., Library of 
Congress, Washington. (Z8971.5.U62 
1974] 74-19022 17.50 


016.8113 


i Whitman, Walt, 1819-1892— 
Bibliography. I. Title. 
Prepared from C.I.P. 
VAN EGMOND, Peter. 016.811°5’2 


The critical reception of Robert Frost: an 
annotated bibliography of secondary 
comment. Boston, G. K. Hall, 1974. xiv, 
319 p. 25 cm. ISBN 0-8161-1105-7 
(Research bibliographies in 
literature, no. 1) [Z8317.78.V35] 74-8210 
20.00 (lib. bdg.) ` 

1. Frost, Robert, 1874-1963—Bibliography. 
L Title. 


VIRGINIA. University. 016.81152 
Library. Clifton Waller Barrett Library. 

Robert Frost: a descriptive catalogue of 
books and manuscripts in the Clifton 
Waller Barrett Library, University of 
Virginia. Compiled by Joan St. C. Crane. 
Charlottesville, Published for the 
Associates of the University of Virginia 
Library by the University Press of Virginia 
[1974] xxv, 280 p. facsims. 27 cm. ISBN 
0-8139-0509-5 Bibliography: p. [261] 
[Z8317.78.V57 1974] 73-89904 17.50 

L Frost, Robert, 1874-1963— 
Bibliography—Catalogs. 2. © Virginia. 
University. Library. Clifton Waller Barrett 
“Library. I. Crane, Joan St. C. II. Title. 


STEFANIK, Ernest C. 016.81154 
John Berryman, a descriptive bibliography 
[by] Ernest C. Stefanik, Jr. [Pittsburgh] 
University of Pittsburgh Press, 1974. p. 
cm. ISBN 0-8229-3281-4 (Pittsburgh series 
in bibliography) [Z8091.43.S732 1974] 74- 
4093 22.00 

$ Berryman, John, 1914-1972— 
Bibliography. I. Title. If. Series. 

Prepared from C.I.P. 


MCDONALD, Edward 
David 
A bibliography of the writings of Theodore 
Dreiser, by Edward D. McDonald. With a 
foreword by Theodore Dreiser. {Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1928 ed. published by 
Centaur Book Shop, Philadelphia, which 


016.813°5’2 


was issued as no. 8 of The Centaur 
bibliographies. [Z8241.7.M13 1974] 74- 
19299 15.00 ` 


1. Dreiser, Theodore, 1871-1945— 
Bibliography. L Title. If Series: The 
Centaur bibliographies, no. 8. 

Prepared from C.I.P. 


PIERATT, Asa B. 

Kurt Vonnegut, Jr: a 
bibliography and annotated 
checklist, by Asa B. Pieratt, Jr., and 
Jerome Klinkowitz. (Hamden, Conn.] 
Archon Books, 1974. p. cm. ISBN 0-208- 
01449-7 [Z8946.2.P53] 74-11295 10.00 
Kurt—Bibliography. I 
Klinkowitz, Jerome, joint author. I. Title. 
Prepared from C.I.P. 


016.81354 
descriptive 
secondary 
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American , 


MCDONALD, Edward 
David. . 
A bibliography of the writings of D. H. 
Lawrence, by Edward D. McDonald. With 
a foreword by D. H. Lawrence. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1925 ed. published by 
the Centaur Book Shop, Philadelphia, 
which was issued as no. 6 of the Centaur 
bibliographies. [Z8490.5.M13 1974] 74- 
19301 10.00 
1. Lawrence, David Herbert, 1885-1930— 


016.823912 


Bibliography. I Title. If. Series: The 
Centaur bibliographies, no. 6. 

Prepared from C.LP. 

LANDA, Louis A., 016.828'5’09 


1902- 
Jonathan Swift; a list of critical studies 
published from 1895 to 1945, by Louis A. 
Landa and James Edward Tobin. To which 
is added Remarks on some Swift 
manuscripts in the United States by 
Herbert Davis. New York, Octagon Books, 
1974 [c1945] p. cm. ISBN 0-374-94727-9 
Reprint of the ed. published by 
Cosmopolitan Science and Art Service Co., 
New York in series: Eighteenth century 


bibliographical pamphlets. [Z8856.L18 
1974] 71-159204 7.00 
1. Swift, Jonathan, 1667-1745— 


Bibliography. I. Tobin, James Edward, 
1905-1968, joint author. II. Davis, Herbert 
John, 1893-1967. Remarks on some Swift 
manuscripts in the United States. 1974. IIT. 
Series: Eighteenth century bibliographical 
pamphlets (New York, 1945- 

Prepared from C.I.P. 


MCDONALD, Edward 
David 
A bibliography of the writings of Norman 
Douglas, by Edward D. McDonald. With 
notes by Norman Douglas. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1927 ed. published by 
Centaur Book Shop, Philadelphia, which 


016.82879'1209 


was issued as no. 7 of the Centaur 
bibliographies. [Z8238.5.Mi3 1974] 74- 
19297 15.00 

1. Douglas, Norman, 1868-1952— 
Bibliography. T. Title. Uf. Series: The 
Centaur bibliographies, no. 7. 

Prepared from C.I.P. 

SANTAVICCA, Edmund 016.842’8'°09 


F., 1947- 

Four French dramatists; a bibliography of 
criticism of the works of Eugene Brieux, 
Francois de Curel, Emile Fabre, Paul 
Hervieu, compiled by Edmund F. 
SantaVicca. Metuchen, N.J., Scarecrow 
Press, 1974. viii, 177 p. 22 cm. ISBN 0- 
8108-0755-6 (The Scarecrow author 
bibliographies, no. 17) [Z2174.D7S26] 74- 
7495 6.00 

L Brieux, Eugene, 1858-1932— 
Bibliography. 2. Curel, Francois, vicomte 
de, 1854-1928—Bibliography. 3. Fabre, 


Emile, 1870-1955—Bibliography. 4. 

Hervieu, Paul Ernest, 1857-1915— 

Bibliography. I. Title. 

CORNELL University. 016.8511 
Libraries. . 

Petrarch: catalogue of the Petrarch 


collection in Cornell University Library. 
Introd. by Morris Bishop. Index by Laura 
Jennings. Millwood, N.Y., Kraus-Thomson 
Organization, 1974. 737 p. 31 cm. ISBN 0- 
527-19700-9 [Z8676.C75 1974] 74-3398 
45.00 

1. Petrarca, 


Francesco, 1304-1374— 


Bibliography—Catalogs. 2. Cornell 
University. Libraries. I. Title. 
JASENAS, Michael. 016.8511 


Petrarch in America; a survey of 


ane 


AMERICAN BOOK PUBLISHING RECORD 


Petrarchan manuscript. [Washington] 
Folger Shakespeare Library, 1974. xi, 63 p. 
illus. 28 cm. ISBN 0-87598-047-3 Catalog 
of an exhibition honoring the 600th 
anniversary of the death of Francis 
Petrarch. Part II (p. [47]-63) is a reprint of 
the article Manuscripts of the Canzoniere 
and the triumphs in American libraries by 
E. H. Wilkins. Bibliography: p. 43-46. 
(Z6616.P49337] 74-78556 10.00 

i. Petrarca, Francesco,  1304-1374— 
Manuscripts—Catalogs. 2. Manuscripts, 
Italian—United States-—-Catalogs. I 
Wilkins, Ernest Hatch. Manuscripts of the 
Canzoniere and the triumphs in American 
libraries. 1974. Il. Title. ; 
Available from Pierport Morgan Library, 
New York. 


FREWER,.Louis Benson. ‘016.9 
Bibliography of historical writings 
published in-Great Britain and the Empire, 
1940-1945, by Louis B. Frewer. Edited for 
the British National Committee of the 
International Committee of Historical 
Sciences. Westport, Conn., Greenwood 
Press [1974] p. cm. ISBN 0-8371-773%-9 
Reprint of the 1947 ed. published by B. 
Blackwell, Oxford. [Z6201.F7 1974] 74- 
12628 17.25 

1.  History—Bibliography. 2. Great 
Britain—Imprints. International 
Committee of Historical Sciences. British 
National Committee. IT. Title. 

Prepared from C.I.P. 


INTERNATIONAL maps and 
atlases in print. [Editor: Kenneth L. 
Winch] London, New York, Bowker 
Publishing Co. [1974] 864 p. 31 cm. ISBN 


016.912 


0-85935.000-2 (Z6021.1596]  73-13336 
1. Maps—Bibliography. 2.  Atlas— 


Bibliography. 3. Index maps. I. Winch, 
Kenneth L., ed. 


MALTBY, Arthur. 016.91415 
The Government of Northern Ireland, 
1922-72; a catalogue and breviate of 
Parliamentary papers. New York, Barnes & 
Noble Books [1974] xxii, 235 p. 25 cm. 
ISBN 0-06-494533-2 [Z2035.M34 1974] 
74-180391 25.00 
i. Northern freland—Government 
publications—Bibliography. I. Title. 
aay 

VAUGHAN, John 016.9142704’7 

Edmund. 

The English guide book, c.1780-1870; an 
illustrated history [by] John Vaughn. 
Newton Abbot [Eng.], North Pomfret, Vt., 
David & Charles [1974] 167 p. illus. 22 
em. ISBN 0-7153-5996-7 Bibliography: p. 
156-159. [Z2018.V38] 74-174786 10.50 

l. England—Description and _ travel— 
Guide-books—Bibliography. 2. Voyages 
a travels—Guide-books—-Bibliography. I. 
itle. i 


AIYEPEKU, Wilson O. 016.91669 
Geographical literature on Nigeria, 1901- 
1970: an annotated bibliography, compiled 
by Wilson O. Aiyepeku. Boston, G. K. 
Hall [1974] p. ISBN 0-8161-1145-6 
[Z3597.A657] 74-8589 19.50 (lib. bdg.) 

I. Nigeria—Description and travel— 
Bibliography. L Title. f 
Prepared from C.I.P. 


FREIDEL, Frank Burt. * 016.917303 
Harvard guide to American history. Rev. 


ed. Frank Freidel, editor, with the 
assistance of Richard K. Showman. 
Cambridge, Mass., Belknap Press of 


Harvard University Press, 1974. 2 v. (xxx, 
1290 p) 25 cm. ISBN 0-674-37560-2 | 
Editions for 1954 and 1976 by O. Handlin 


NOVEMBER 30,1974 
and others. [21236.F77 1974] 72-81272 
45.00 

1. United States—History-—Bibliography. I. 
Showman, Richard K., joint author. I. 
Handlin, Oscar, 1915- Harvard guide to 
American history. II. Title. 


CORDASCO, 016.9173°06’51 
Francesco, 1920- 
The Italian-American experience; an 


annotated and classified bibliographical 
guide, with selected publications of the 
Casa Italiana Educational Bureau. New 
York, B. Franklin [1974] p. cm. ISBN 0- 
8337-5526-9 (Burt Franklin ethnic 
bibliographical guide 1) “Appendix: Casa 
Italiana Educational Bureau publications”: 
p. (Z1361.18C658] 74-10922 13.50 

dl. Italians in the United States— 
Bibliography. I. Tide. 

Prepared from C.I.P. 


SMITH, Dwight 
La Vern, 1918- 
Afro-American history; a bibliography. 
Dyight L. Smith, editor. Introd. by 
Benjamin Quarles. Santa Barbara, Calif., 
ABC-Clio [1974] xvi, 856 p. 24 cm. ISBN 
0-87436-123-0 (Clio bibliography series, 
no. 2) A selection of abstracts from 
America, history and life. [Z1361.N39S56] 
73-87155 45.00 
1.  Negroes—History—Bibliography. 2. 
Negroes—Periodicals-—Abstracts. I 
America, history and life. IT. Title. 


TOURVILLE, Elsie A. 016.91798 
Alaska: a bibliography, 1570-1970, with 
subject index. Compiled by Elsie A. 
Tourville. [Boston, G. K. Hall, 1974] p. 
cm, ISBN 0-8161-1063-8 [Z1255.T67] 74- 
8468 28.00 (lib. bdg.) 

1. Alaska—Bibliography. I. Title. 

Prepared from C.I.P. 


HORN, Robert 
Dewey. 

Marlborough: a survey; panegyrics, satires, 

and biographical writings, 1688-1788, by 

Robert D. Horn. New York, Garland Pub., 

1974. p cm. ISBN  0-8240-1054-X 

[Z8550.38.H67] 74-14647 50.00 

1. Marlborough, John Churchill, Ist Duke 

of, 1650-1722—Bibliography. 

Prepageg from C.I.P. 


SCHOOL Library Manpower 
Project. 

Curriculum alternatives; experiments in 
school library media education. Robert N. 
Case, director; Anna Mary Lowrey, 
associate director. Chicago, American 
Library Association, 1974. xii, 241 p. illus. 
28 cm. ISBN 0-8389-3154-5 [Z675.S3S356 
1974] 74-12070 15.00 

1. School Library Manpower Project. 2. 
Library education-—-United States—Case 
studies. 3. School librarians. I. Case, 
Robert N., 1931- II. Lowrey, Anna Mary. 
III. Title. 


016.9173'06’96073 


016.94206'9°0924 


020.7 


*KATZ, William Armstrong; 
1924- comp. 

Library lit. 

Vol. 4-the best of 1973, edited by Bill Katz 

and Sherry Gaherty is available from 


020.8 


Scarecrow Press, Metuchen, N.J., for 
10.00. ISBN 0-8108-0702-5. L.C. card 
no. 78-154842. 

HAYES, Robert Mayo, 1926- 024.6 


Final report on a study of a system for 
inter-library communication (SILC) [by] R. 
M. Hayes. Los Angeles, Becker and Hayes, 


inc. (1974] ix, 311 p. illus. 28 cm. 
”Prepared under contract for the 
Association of Research Libraries.” 


Bibliography: p. 218-219. [Z713.H4] 74- 
176101 6.50 (pbk.). 

I. Electronic data processing—Inter-tibrary 
loans. 2. Time-sharing computer systems. 
3. Library information networks. I. 
Association of Research Libraries. II. Title. 


LARC Institute on 025.02°028°54 
Automation of Libraries in School 
Systems, California State Polytechnic 
University, 1973. 

Proceedings. Edited by H. William Axford. 

[Tempe, Ariz., LARC Association, 1974] 

80 p. illus. 23 cm. ISBN 0-88257-099-4 On 

spine: Automation of libraries in school 

systems. [Z678.9.L27 1973] 74-174464 

11.00 (pbk.). 

i. Libraries—Automation—Congresses. 2. 

School libraries—Congresses. , 

Tnstructicnal materials centers— 

Congresses. I. Axford, H. William, ed. II 

Title: Automation of libraries in school 

systems. 


CORBIN, John Boyd. 025.202854 
Computer-based acquisitions procedures at 
Tarrant County Junior College District. 
Edited by John Corbin. [Peoria, IH., LARC 
Press, 1974] 54 p. 23 cm. (Computerized 
acquisitions systems series, v. 1, issue 2) 
2689.C8] 74-180351 9.20 (pbk.). 

1. Tarrant County Junior College District. 
2. Electronic data processing—Acquisitions 
(Libraries) I. Title. II. Series. 


AMERICAN Library 
Association. 
Relations Committee. 

Guidelines for handling library orders for 

serials and periodicals. [Chicago] American 

Library Association [1974] p. cm. ISBN 

0-8389-3.58-8 (its Acquisitions guidelines, 

no. 2) Cover title. [Z689.A57 1973, vol. 2] 

74-11137 1.75 (pbk.). 

I. i as of serial publications. I. 

Tit 

Prepared from C.I.P. 


BECKMAN, 
Margaret. 
Automated cataloging systems at the 
University of Guelph Library. [Edited] by 
Margaret Beckman. [Peoria, Il., LARC 
Press} 1973 [i.e. 1974] 110 p. illus. 23 cm. 
(Computerized cataloging systems series, V. 
1, issue 1) Includes bibliographical 
references. [Z693.B42] 74-177278 9.20 


025.271 
Bookdealer-Library 


025.3’028°54044 


(pbk.). 

1. Guelph, Ont. University. Library. 2. 
Electronic data processing—Cataloging. I. 
Title. II. Series. 


CORYA, William L. 025.3°4’3 
The Purdue University serials catalog 
system, by William L. Corya and Gary C. 
Lelvis. [Peoria, Ill., LARC Press] 1973 [i.e. 
1974] 82 p. 23 cm. (Computerized serials 
systems series, v. 1, issue 4) [Z695.7.C67] 
74-177286 9.20 (pbk.). 

i. Purdue University, Lafayette, Ind. 
Libraries. 2. Electronic data processing— 
Cataloging of serial publications. I Lelvis, 
Gary C, joint author. II. Title. II. Series. 


MEASURING the quality 025.5°07'23 
of library service; a handbook, by M. G. 
Fancher Beeler [and others] Metuchen, 
N.J., Scarecrow Press, 1974. xii, 208 p. 22 
cm. ISBN 0-8108-0732-7 Bibliography: p. 
191-200. [Z678.85.M4] 74-12107 6.50 

1. Librattes—Evaluation. 2. Library use 
studies. I. Beeler, M. G. Fancher. 


CARPENTER, G. 025.6°028°54044 
Arthur. 

The circulation system at the Weber State 

College Library, by G. Arthur Carpenter 

and Frank McFarland. [Peoria, Ill., LARC 


000 GENERALITIES 


Press, 1974] 75 p illus. 23 cm. 
(Computerized circulation systems series, 
v. 1, issue 2) [Z713.5.U6C28] 74-177206 
9.20 (pbk.). 

I. Weber State College. Library. 2. 
Libraries—Circulation, loans, ete. 3 
Electronic data processing—Library 
science. I. McFarland, Frank, joint author. 
I, Title. II. Series. 


VON MAGYARY-KOSSA, 026’.61'0924 B 
Tlona. 

A medical librarian?—What’s that? [ist 
ed.] Jericho, N.Y., Exposition Press [1974] 
124 p.. 20 cm. ISBN 0-682-47986-1 
Autobiographical. [Z675.M4V65] 74-79293 
6.00 + 

1. Von Magyary-Kossa, llona. 2. Medical 
librarians—United States—-Correspondence, 
reminiscences, etc. I. Title. 


*BRANSCOMB, Bennett Harvie, 
1894- 

Teaching with books a study of college 

libraries 

1974 edition is available from the Shoe 

String Press, Hamden, Conn. for 7.50. 


027.7 


L.C. card no.: 64-17332. 

AMERICAN Library 027.70973 
Association. Government Documents 
Round Table. 

Directory of Government document 

collections & librarians. (Washington, 


Congressional Information Service] 1974. 
306 p. 23 cm. ISBN 0-912380-15-2 
[Z1223.Z7A43 1974] 74-10760 25.00 

1. Library resources on government 
publications—United States-——Directories. 
2. Documents librarians—United States— 
Directories. I. Title. 

Publisher’s address: 600 Montgomery 
Bldg., Washington, D.C. 20014 


SILL, Sterling W. 028 
The majesty of books [by] salar W. sit 
Salt rae City, Deseret Book Co., 1974. 
315 p. 24 cm. ISBN 0- 87747. 532-6 
[BX8656.S48] 74-81407 4.95 
1. Christian life—Mormon authors. 2. 
Books and reading. I. Title. 


*AN index to book 
reviews in the humanities. 
Vol. 14, 1973 is available from Philip 
Thomson, Williamston, Michigan for 
15.00. ISBN 0-911504-1. L.C. card ño.: 
62-21757. 


MANN, Peter H. 028.7 
Students and books [by] Peter H. Mann. 
London, Boston, Routledge and K. Paul 
[1974] x, 213 p. 22 cm. ISBN 0-7100- 
7850-1 Includes bibliographical references. 
[Z675.U5M33] 74-75856 12.75 

1. Libraries, University and college. 2. 
Books and reading for youth. 3. Libraries 
and students. I. Title. 


028.1016 


*ADVANCES in information 029.7 
systems science. 

Volume 5, 1974 edited by Julius T. Tou, is 
now available from Plenum, New York for 
25.00. ISBN 0-306-39405-7. L.C. card na.: 
69-12544, 


*LARC Association 029.7'0973 
A survey of automated activities in the 
libraries of the world. : 

Vol. 5, a survey of automated activities in 
the libraries of Asia and the Far East is 
available from the Larc Association, 
Tempe, Arizona for 15.00. (ISBN 0- 
88257-060-9) and 10.00. (ISBN 0-88257- 
061-7). 


A Dictionary for marketing 031 
research, New York, Audits & Surveys 


EO ters 


ity Sees vow ase, =ne 


Too PHILOSOPHY 


[1974] 61 p. 24 cm. [HF5415.2.D513] 72- 

77314 5.00 (pbk.) 

1, Marketing research—Dictionaries. 2. 

Marketing—Dictionaries. I. Audits & 

Surveys. 

Pubiishier's address: | Park Ave, New York 
16. 


RIVERS, William L. 070 
The mass media: reporting, writing, 
editing [by] William L. Rivers. 2d. ed. 
New York, Harper & Row [1974.] p. cm. 
ISBN 0-06-045421-0 Includes 
bibliographies: [P90.R58 1974] 74-7839 


i. Mass media. 2. Journalism. 3. 
Authorship—Handbooks, manuals, ete. L 
Title. 

Prepared from C. I. P. 


MUMBY, Frank Arthur, 
1872-1954. 

Publishing and bookselling. Part one: From 
the earliest times to 1870 [by] Frank 
Arthur Mumby. Part two: 1870-1970 [by] 
Ian Norrie. [5th ed., rev. and reset] 
London, Cape [1974] 685 p. 24 cm. ISBN 
0-224-00827-7 First published under title: 
The romance of book selling. Bibliography: 
p. 586-649. [Z323.M95 1974] 74-173794 

1. Booksellers and  bookselling—Great 
Britain. 2. Publishers and publishing— 
Great Britain. I. Norrie, Tan, 1927- II. 
Title. 

Distributed by R. R. Bowker, New York; 


070.5°0942 


DESSAUER, John P. 070.5°73 
Book publishing: what it is, what it does 
y] John P. Dessauer. New York, R. R. 
owker [1974] p. cm. ISBN 0-8352-0758- 
7, pibliography; P. [Z278.D47] 74-12162 


1. Publishers and publishing. I. Title. 
Prepared from C.I.P. 


*MUGGERIDGE, Malcolm 
Chronicles of wasted time. 
Vol. 2, 1974, The infernal grove, is now 
available from William Morrow, New 
York, for 7.95.. ISBN 0-688-00300-1. 
L.C. card no.: 74-1258. 


SULZBERGER, Cyrus Leo, 
1912- 
Postscript with a Chinese accent; memoirs 
and diaries, 1972-1973 [by] ©. L. 
Sulzberger, New York, Macmillan [1974] 
401 p. illus. 24 cm. ISBN 0-02- 615320-3 
[PN4874.5786A35] 74-10507 10.00 
l. Sulzberger, Cyrus Leo, 1912- 2. 
Journalists—Correspondence, 
reminiscences, etc. 3. China—Description 
and travel—]949- I. Title. 


TOMKINS, Mary E. 070.9°24 
Ida M. Tarbell, by Mary E. Tomkins. New 
York, Twayne Publishers [1974] p. cm. 
ISBN 0-8057-0714-X (Twayne’s United 
States authors series, TUSAS 247) 
Bibliography: p. [PS3539. A58Z9] 73-22293 


7 Pardel, Ida Minerva, 1857-1944. 
Prepared from C.I.P. 


TROHAN, Walter, 1903- 070.924 
Political animals; memoirs of a sentimental 
cynic. Garden City, N.Y., Doubleday, 
1974. p. em. ISBN 0-385-01786-3 
[PN4874.T7A32] 74-2835 8.95 

1. Trohan, Walter, 1903- 2. Journalists— 
‘Correspondence, reminiscences, etc. L 
Title. 

Prepared from C.I.P. 


CHALMERS, David Mark. 071°.3 
The muckrake years. New York, Van 
Nostrand [1974] x, 161 p. illus. 19 cm. 


070°.92'4 


070.924 


4 


ISBN 0-442-20116-8 (An Anvil original) 


Bibliography: p. 154-155. [PN4867.C4] 73- 
14370 2.95 (pbk.). 

1. Journalism—United States—History. 2. 
United States—Economic conditions— 
1865-1918. 3. United States—Social 
conditions—1865-1918. I. Title. 


ASPINALL, Arthur, 1901- 

Politics and the press, c. 1780-1850, ey Ke 
Aspinall. New York, Barnes & Noble 
[1974] xv, 511 p. 23 cm. ISBN 0-06- 
490230-7 Bibliography: p. [385]-392. 
[PN5124.P6A8 1974] 74-181541 20.00 

i. Press and politics—Great Britain. 2. 
Government and the press—Great Britain. 
3. Liberty of the press—Great Britain. I. 
Title. 


BOY Scouts of America. 081 s 
Orienteering. North Brunswick, N.J. 
[1974] 32 p. illus. 21 cm. ISBN 0-8395- 
3385-3 (Its Merit badge series, 3385) 
[HS3313.Z95075] [GV200.4] 796.42 74- 
175017 0.55 (pbk.) 

1. Orientation—Juvenile literature. I. Title. 
II. Series. 


BRACEY, Robert, 1870- 081 
Eighteenth century studies, and other 
papers. With a foreword by the Bishop of 
Clifton. [Folcroft, Pa.) Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1925 
ed. published by B. Blackwell, Oxford. 
[AC8.B618 1974] 74-19308 15.00 

I. Title. 

Prepared from C.I.P. Contents omitted. 


MITER, Clarence William, 081 s 
914- 

Benjamin Franklin’s Philadelphia printing, 
1728-1766; a descriptive bibliography, by 
C. William Miller. Philadelphia, American 
Philosophical Society, 1974. Ixxxv, 583 p. 
illus. 30 cm. ISBN 0-87169-102-7 
(Memoirs of the American Philosophical 


Society, v. 102) [Q11.P612 vol. 102] 
[Z232.F8] 011 72-83464 40.00 

1I. Franklin, Benjamin, 1706-1790. 2. 
Philadelphia—Imprints—Union lists. 3. 


Bibliography—Early printed books—Union 


lists. I. Title. IL Series: American 
Philosophical Society, Philadelphia. 
Memoirs, v. 102. 

SORIANO, Michael A. 081 s 


Fishing, by Michael A. Soriano. North 
Brunswick, N.J., Boy Scouts of America 
[1974] 63 p. illus. 21 cm. ISBN 0-8395- 
3295-4 (Boy Scouts of America. Merit 
badge series, 3295) Bibliography: p. 62-63. 
Outlines the requirements for the merit 
badge in fishing, discusses the- equipment 
and skills needed for filling them, and 
describes different kinds of fish. 
[HS3313.Z95F57 1974] [SF445] 799.1 74- 
177324 0.55 (pbk.). 

1. Fishing—-Juvenile literature. I. Title. II. 
Series. 


BION Morgan Library, New 
ork. 

Early printed books. New York [1974] xvi, 
[105] .p. facsims. 30 cm. (Its Major 
acquisitions, 1924-1974) Errata slip 
inserted. [Z240.P62 1974] 73-92930 8.00 

i. Pierpont Morgan Library, New York. 2. 
a a ae Le a I 

tlle. 
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FREEMAN, Eugene, 1906- 100 
The Abdication of philosophy. La Salle, 
Ill., Open Court [1974] p. cm. ISBN 0- 
87548-274-0 Essays in honor of Paul 


AMERICAN BOOK PUBLISHING RECORD 
Arthur Schilpp. [B29.A17] 72-93357 4.95 
(pbk.) 


i. Schilpp, Paul Arthur, 1897- 2. 
Philosophy—Addresses, essays, lectures. I. 
Freeman, Eugene, 1906- ed. If. Schilpp, 
Paul Arthur, 1897- 

Prepared from C.I.P. Contents omitted. 
Lib. bdg. 10.00; ISBN 0-87548-275-9 


KLEMKE, E. D., 1926- 100 
Reflections and perspectives; essays in 
philosophy, by E. D. Kiemke. The Hague, 
Mouton [1974]. 109 p. 23 cm. Includes 
bibliographical references. [B29.K56] 73- 
1810 
1. Philosophy—Addresses, essays, lectures. 
I. Title. 


Distributed by Humanities Press, 5.00 
bk.). ' 
LANG, Berel. 111.85 
Art & inquiry. Detroit, Wayne State 


University Press, 1974. p. cm. ISBN 0- 
8143-1531-3 Bibliography: p. [BH39.L29 
1974] 74-18240 11.95 
1. Aesthetics. I. Title. 
Prepared from C.I.P. 


HEWITT, John Napoleon 113 
Brinton, 1859-1937, 
Iroquoian cosmology. New York, AMS 
Press [1974] p. cm. ISBN 0-404-11202-1 
Reprint of a work which was issued in two 
pts. in the 21st (1899-1900) and 43d 
(1925-1926) Annual Reports of the Bureau 
of American Ethnology, originally 
published in Washington, D.C., 1903 and 
1928, respectively. [E99.I7H58 1974] 73- 
8095 60.00 
L Iroquois Indians-—-Religion and 
mythology. 2. Indians of North America— 
Religion and mythology. I. Title. 
Prepared from C.I.P. 


*FURLONG, Monica. 113.8 
The End of our exploring. New York, 
Coward, McCann & Geoghegan, [1974, 
1973]. 192 p. 23 cm. ISBN 0-698-10587- 
7. [BV4485] 73-92110 6.95. 

1. Spiritual life. I. Title. 


WILLIAMS, William Carlos, 120 
1883-1963. 

The embodiment of knowledge. Edited 

with an introd. by Ron Loewinsonn, [New 

York, New Directions, 1974] p. cm ISBN 

0-8112-0553-3 (A New Directions book) 

[PS3545.1544Z514 1974] 74-8568 18.75 

1. Williams, William Carlos, 1883-1963— 

Philosophy. 2. Williams, William Carlos, 

1883-1963—Language. I. Title. 

Prepared from C.I.P. 


LEE, Jung Young. 128’.5 
Death and beyond in the Eastern 
perspective; a study based on the Bardo 
thodol and the I ching. [New York, 
Gordon and Breach, 1974] x, 100 p. 24 
cm. ISBN 0-677-05010-0. ”An Interface 
book.” Includes bibliographical references. 
[BD444.L42] 73-85065 12.50 

1. Bardo thodol. 2. I ching. 3. Death. I. 
Title. 


SMITH, Ben B. 1317.32 
How to use the magic of self-cybernetics, 
by Ben B. Smith. Totowa, N.J., Littlefield, 
Adams, [1974, cl1971] 238 p. illus 21 cm. 
ISBN 0-8226-0271-7 (A Littlefield, Adams 
quality paperback no. 271) [[BF637.S8857 
1973]] 73-13978 2.95 (pbk.) 

i. Success. I. Title. 


YOUNG, Frank Rudolph. 131°.32 
Somo-psychic power: using its miracle 
forces for a fabulous new life [by] Frank R. 
Young. West Nyack, N.Y., Parker Pub. 


NOVEMBER 30,1974 


Co. [1974] p. cm. ISBN 0-13-585430-X 
{[BJ1611.2.Y69] 74-7180 7.95 

1. Success. I. Title. 

Prepared from C.I.P. 


BERRY, Brewton. 133 
You and your superstitions. Illus. by L. 
Frederic Stephens. Columbia, Mo., Lucas 
Bros., 1940. Detroit, Gale Research Co., 
1974. 249 p. illus. 22 cm. ISBN 0-8103- 
3985-7 [BF1775.B4 1974] 78-174904 11.00 
i. Superstition. I. Title. 


PARAPSYCHOLOGY and the 133’.01’5 
sciences; proceedings of an international 
conference held in Amsterdam, the 
Netherlands, August 23-25, 1972. ` Edited 
by Allan Angoff and Betty Shapin. New 
York, Parapsychology Foundation [1974] 
xiii, 289 p. illus. 24 cm. ISBN 0-912328- 
23-1 Includes bibliographical references. 
[BF1021.P286] 73-92492 7.00 

1. Psychical research—Congresses. I. 
Angoff, Allan, ed. IT. Shapin, Betty, ed. IIT. 
Parapsychology Foundation, New York. 


PERSINGER, Michael A. 133.018 
The paranormal, by Michael A. Persinger. 
New York, MSS Information Corp. [1974- 
p. cm. Contents.— —pt. 2. Mechanisms 
and models. Includes bibliographical 
references. [BF1031.P47] 74-19227 11.00; 
5.00 (pbk.). 

1. Physical research. I. Title. 

Prepared from C.I.P. 


WEBB, James, 1946- 133’.09°034 
The occult underground. LaSalle, Ill., Open 
Court [1974] 387 p. illus. 21 cm. ISBN 0- 
912050-46-2 A revision of the author’s 
The flight from reason. ”A Library Press 
book.” Includes bibliographical references. 
[BF1028.W4 1974] 73-22458 8.95 

1. Psychical research—History. 2. Occult 
sciences—History. I. Title. 


EDELSON, Edward, 1932- 133.3 
The book of prophecy. [1st ed.] Garden 
City, N.Y., Doubleday, 1974. 133 p. illus. 
25 cm. ISBN 0-385-01077-X [BF1791.E3] 
73-22050 4.95 
1. Prophecies (Occult sciences) I. Title. 
DEFOE, Daniel, 133.3’2’0924 B 
16612-1731. 
The history of the life and adventures of 
Mr. Bfican Campbell. Edited by George 
A. Aitken, with illus. by J. B. Yeats. 
London, Dent, 1895. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-07914-8 
Original ed. issued as v. 4 of the author’s 
Romances and narratives. [BF1815.C2D4 
1974] 74-13463 11.00 
1. Campbell, Duncan, 1680?-1730. I. Title. 
Prepared from C.I.P. 


GALLANT, Roy A. 133.5 
Astrology: sense or nonsense? [By] Roy A. 
Gallant. [lst ed.] New York, Doubleday 
[1974] xv, 201 p. illus. 24 cm. ISBN 0- 
385-07459-X Bibliography: p. 171-176. 
[BF1708.1.G34] 73-15340 5.95 

1. Astrology. I. Title. 

Library binding 6.70; ISBN 0-385-08673-3. 


*PEPPER, Elizabeth, ed. 133.5 
The witches’ almanac; Aries 1974-Pisces 
1975, prepared and edited by Elizabeth 
Pepper and John Wilcock. New York, 
Grosset & Dunlap [1974] 90 p. illus. 21 
cm. ISBN 0-448-11652-9. [BF1708] 1.25 
(pbk.) 

1. Astrology. I. Wilcock, John, joint ed. II. 
Title. 


TYL, Noel, 1936- 133.508 s 
Astrology: astral, mundane, occult. [lst 
ed.] St. Paul, Llewellyn Publications, 1974. 


p. cm. ISBN _ 0-87542-810-X (The 
Llewellyn syllabus for home study and 
college curriculum) (His The principles 
end practice of astrology, v. 11) 
[BF1661.T95 vol. 11] [BF1708.1] 133.5 
73-19926 3.95 (pbk.) 

— Astrology. I. Title. II. Series. 

Erepared from C.I.P. 


ZAQUARIUS, Jan. 21-Feb. 133.5404 
3; a sixteen-month horoscope diary. 
ew York, Barnes & Noble [1974] 1 v. 
Canpaged) 20 cm. ISBN 0-06-465015-4 
[BF1701] 1.25 (pbk.) 

~ Horoscopes. 2. Aquarius (Astrology). 
©ARIES, March 21-April 133.5404 
2; a sixteen-month horoscope diary. 
Hew York, Barnes & Noble [1974] 1 v. 
(anpaged? 20 cm. ISBN 0-06-465005-7 
[3F1701] 1.25 (pbk.) 

+ Horoscopes. 2. Aries (Astrology). 


=CANCER, June 22-July 
22; a sixteen-month horoscope diary. 
Yew- York, Barnes & Noble [1974] 1 v. 
(anpaged} 20 cm. ISBN 0-06-465008-1 
[BF1701] 1.25 (pbk.) 

i Horoscopes. 2. Cancer (Astrology). 


133.5404 


CAPRICORN, Dec. 22-Jan. 


r 


133.5404 
a sixteen-month horoscope diary. 
New York, Barnes & Noble [1974] 1 v. 
(anpaged) 20 cm. ISBN 0-06-4650-14-6 
[3F1701] 1.25 (pbk.) 

ł Horoscopes. 2. Capricorn (Astrology). 


*SEMINI, May 22-June 133.5404 
ad; a ’sixteen-month horoscope diary. 
New York, Barnes & Noble [1974] 1 v. 
(tnpaged) 20 cm. ISBN 0-06-465007-3 
[SF1701] 1.25 Çok.) 

I Horoscopes. 2. Gemini (Astrology). 


“EO, July 23-Aug. 23; 133.5404 
a sixteen-month horoscope diary. New 
York, Barnes & Noble [1974] 1 v. 
(cnpaged) 20 cm. ISBN 0-06-465009-X 
[EF1701] 1.25 (pbk.) 

I Horoscopes. 2. Leo (Astrology). 


* IBRA, Sept. 24-Oct. 133.5404 
23; a sixteen-month horoscope diary. 
New York, Barnes & Noble [1974] 1 v. 
(impaged) 20 cm. ISBN 0-06-465011-1 
{EF1701] 1.25 (pbk.) 

1 Horoscopes. 2. Libra (Astrology). 


*2ISCES, Feb. 20-march 133.5404 
23 a sixteen-month horoscope diary. 
New Yorx, Barnes & Noble [1974] 1 v. 
(.npaged) 20 cm. ISBN 0-06-465016-2 
[EF1701] 1.25 (pbk.) 

1. Horoscopes. 2. Pisces (Astrology). 


*ZAGITTARIUS, Nov. 23- 133.5404 
Lc. 21; a sixteen-month horoscope diary. 
New York, Barnes & Noble [1974] 1 v. 
(unpaged) 20 cm. ISBN 0-06-465013-8 
[EF1701] 1.25 (pbk.) 

1. Horoscopes. 2. Sagittarius (Astrology). 


*“CORPIO, Oct. 24-Nov. 133.5404 
2a; a sixteen-month horoscope diary. 
New York, Barnes & Noble [1974] 1 v. 
(unpaged) 20 cm. ISBN 0-06-465012-X 
[EF1701] 1.25 (pbk.) 

i. Horoscopes. 2. Scorpio (Astrology). 


Pan: April 21-May 133.5404 
23 a sixteen-month horoscope diary. 

New York, Barnes & Noble [1974] 1 v. 

(unpaged) 20 cm. ISBN 0-06-465006-5 

[EF1701] 1.25 (pbk.) 

1. Horoscopes. 2. Taurus (Astrology). 


*PIRGO, Aug. 24-Sept. 133.5404 
23 a sixteen-month horoscope diary. 
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New York, Barnes & Noble [1974] 1 v. 
(unpaged) 20 cm. ISBN 0-06-465010-3 
(BF1701] 1.25 (pbk.) 

1. Horoscopes. 2. Virgo (Astrology). 


BASHIR, Mir. 133.6 
Your past, your present, and your future 
through the art of hand analysis. [lst ed. in 
the U.S.] Garden City, N.Y., Doubleday, 
1974 [c1973] p. cm. ISBN 0-385-02632-3 
[BF921.B32 1974] 74-5523 8.95 

1. Palmistry. I. Title. 

Prepared from C.I.P. 


*ELIZABETH, Anne. 133.8 
Half past the eleventh hour. ist. ed. New 
York, Vantage [1974] 79 p. 22 cm. ISBN 
0-533-00970-7 [BF 1272] 3.95 

1. Extrasensory perception. 2. Religion. I. 
Title. . 


ULLMAN, Montague. 133.8 
Dream telepathy [by] Montague Ullman, 
Stanley Krippner, with Alan Vaughan. 
Foreword by Gerald Murphy. Baltimore, 
Penguin [1974, c1973] xiii, 300 p. illus. 20 


cm. ISBN  0-14-003805-1. Includes 
bibliographical references. [BF1091.U43] 
2.95 (pbk.) 


1. Dreams. 2. Thought—transference. 1. 
Krippner, Stanley, 1932- joint author. I. 
Vaughan, Alan, joint author. III. Title. 

L.C. card number for original ed.: 72- 
91264. 


POTTS, A. Middleton. 133.8703 
Popular handbook for ESP [by] A. 
Middleton Potts. [lst ed.] St. Petersburg, 
Fla., Harbour Pub. Co. [1974] 160 p. 18 
cm. [BF1025.P67] 74-83652 3.95 (pbk.) 

1. Psychical research—Dictionaries. I. 
Title. 


HOLZER, Hans W., 1920- 133.9013 
Patterns ọf destiny, by Hans Holzer. EE 
Angeles, Nash Pub. [1974] xi, 163 p 

cm. ISBN 0-8402-1323-9 [BL515. H63 i 
83535 6.95 

I. Reincarnation. I. Title. 


FALCON, Hal 137.7 
How to analyze handwriting. Produced by 
Lyle and George Engel. New York, 
Cornerstone Library, [1974, ci964] 160 p. 
illus. 21 cm. [BF891.F3] 1.95 (pbk.) 

I. Graphology. I. Title. 

L.C. card number for original ed: 64- 
13671 


FOREM, Jack, 1943- 141’.3 
Transcendental meditation; Maharishi 
Mahesh Yogi and the science of creative 
intelligence. New York, Dutton, 1974, 
[c1973] xiii, 274 p., 21 cm. ISBN 0-525- 
47341-6 Includes bibliographical refernces. 
[BL627.F67] 72-96900 2.95 (pbk.) 

1. Transcendental meditation. I. Title. 


GURWITSCH, Aron. 142.7 
Phenomenology and the theory of science. 
Edited by Lester Embree. Evanston, 
Northwestern University Press, 1974. xi, 
272 p. 24 cm. ISBN  0-8101-0446-6 
(Northwestern University studies in 
phenomenology & existential philosophy) 
Includes bibliographical references. 
[B829.5.G82] 73-91997 14.00 

1. Husserl, Edmund, 1859-1938. 2. 
Phenomenology. I. Title. II. Series. 


GODWIN, George Stanley, 
1889- 

The great mystics, by George Godwin. 

[Folcroft, Pa.] Folcroft Library Editions, 
1974. v, 106 p. 24 cm. Reprint of the 1945 

ed. published by Watts, London, which 

was issued as no. 106 of The Thinker’s 


149°.3 


7 


Pope ee ere 
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library. Bibliography: p. 105. [BV5075.G6 
1974] 74-2430 10.00 
i. Mysticism—RHistory. I. Title. 


*BANNISTER, D. 
Inquiring man; 
constructs [by] D. Bannister and Fay 
Fransella. [Harmondsworth, Eng., Penguin, 
1974, c1971] 221 p. 20 cm. ISBN 0-14- 
080617-2. (Penguin Educational) 
Bibliography: [p. 207]- 216. [BF121] 

I. Psychology. I. Fransella, Fay, joint 
author. I. Title. 

Distributed by Penguin, Baltimore for 3.25 
(pbk.) : 


150 


JONES, Rich, 1948- comp. 150 
Valence and vision: a reader in psychology. 
Edited by Rich Jones and Richard L. Roe. 
San Francisco, Rinehart Press [1974] xiii, 
482 p. illus. 23 cm. Includes bibliographies. 
(BF149.J6] 73-19683 7.50 (pbk.). 

1. Psychology—Addresses, essays, lectures. 
I. Roe, Richard L., joint comp. I. Title. 


MUNN, Norman Leslie, 1902- 150 
Introduction to psychology. [by] Norman 
L. Munn, L. Dodge Fernald [and] Peter S. 
Fernald. Under the editorship of Leonard 
Carmichael. 3d ed., new impression. 
Boston, Houghton Mifflin [1974] viii, 738 
p. illus. 27 cm. ISBN 0-395-17814-2 
Bibliography: p. 701-725. [BF121.M79 
1974] 74-176154 5.95 (pbk.) 

1. Psychology. I. Fernald, Lloyd Dodge, 
1929- joint author. Il, Fernald, Peter S., 
Joint author. II. Title. 


JOYNSON, Robert 
` Billington. 
Psychology and common sense [by] R. B. 
Joynson. London, Boston, Routledge & K. 
Paul, 1974. xi, 112 p. 23 cm. ISBN 0- 
7100-7827-7 Includes index. Bibliography: 
p. 107-110. [BF199.J68] 73-92985 7.75 

1 Behaviorism (Psychology) 2. 
Psychology-—Methodology. I. Title. 

Pbk. 3.00, ISBN 0-7100-7899-4. 


PHILOSOPHY of 150.18 
psychology. Edited by S. C. Brown. New 
York, Barnes & Noble [1974] xi, 351 p. 23 
cm. ISBN 0-00-649733-3 Papers presented 
at the conference sponsored by the Royal 


150°.1’8 


Institute of Philosophy, held at the 
University of Kent, 1971. Includes 
Rais ener references. [BF38.5.P48 


1974b] 74-9491 16.50 

1. Psychology—Methodology—Congresses. 
I Brown, Stuart C., ed. IT. Royal Institute 
of Philosophy. 


*CONTEMPORARY 150.1°84 
developments in mathematical psychology. 
Vol. 11, 1974 Measurement, psychophysics 
and neural information processing, is now 
available for 14.00 from W. H. Freeman, 
San Francisco. ISBN 0-7167-0849.3. L.C. 
card no.: .73-21887. 


CLOUZET, Maryse 
Choisy, 1903- 
Sigmund Freud: a new appraisal, by 
Maryse Choisy. Westport, Conn. 
Greenwood Press [1974, c1963] p. cm. 
ISBN 0-8371-6593-8 Reprint of the ed. 
published by. Philosophical Library, New 
York. [BF173.F85C6 1974] 72-9606 8.50 
1. Freud, Sigmund, 1856-1939. 

Prepared from C.I.P. 


150.1952 B 


*A history of 

psychology in autobiography. 
Vol. 6, 1974, ed. by Gardner Lindzey is 
now available from Prentice-Hall for 14.95. 
ISBN 0-13-392274-X. 


150.922 [B] 


8 


the theory of personal - 


NORDBY, Vernon J. 150.972 B 
A guide to psychologists and their 
concepts [by] Vernon J. Nordby and 
Calvin S. Hall. San Francisco, W. H. 
Freeman [1974] p. cm. ISBN 0-7167- 
0760-8 [BF109.A1N67] 74-11165 8.00 

I Psychologists—Biography. 2. 
Psychology. I. Hall, Calvin Springer, 1909- 
I. Title. 

Prepared from C.I.P. Pbk. 3.50; ISBN 0- 
7167-0759-4. 


LESTER, David, 1916- 152 
A physiological basis for personality traits; 
a new theory of personality. Springfield, 
Ill., Thomas [1974] ISBN 0-398-03078-2 
[BF698.L397] 73-19613 9.75 

1. Personality. 2. Psychology, 
Physiological. 3. Psychology, Pathological. 
I. Title. 

Prepared from C.I.P. 


DEY, Mukul K. 152’.01°8 
Methods of experimental psychology [by] 
Mukul K. Dey. Lexington, Mass., Xerox 
College Pub. [1974] 118 i. illus. 28 cm. 
ISBN 0-536-01055-2. Includes 
bibliographies. [BF79.D4] 74-77136 10.00 
1. Psychology, Experimenta} —Handbooks, 
manuals, etc. I. Title. ~ 


BERGER, Terry. 152.4 
Being alone, being together. Photographer: 
Heinz Kluetmeier. [Milwaukee, Advanced 
Learning Concepts, 1974] p. cm. ISBN 0- 
516-03005-1 (Moods and emotions series) 
A young child’s range of feelings are 
explored as the child confronts both 
loneliness, or *being alone, and other 
people, or being together. [BF723.E6B45] 
74-17092 4.95 


1. Emotions—Juvenile literature. Tf. 


Kluetmeier, Heinz, illus. If. Title. Wil. 
Series. 

Prepared from C.I.P. 

EKMAN, Paul. 152.4°2 


Unmasking the face, by Paul Ekman and 
Wallace V. Friesen. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-13- 
938183-X (A Spectrum book) Includes 
bibliographies. [BF637.C45E38] 74-14544 
7.95; 2.95 (pbk.) 

1. Facial expression. I. Friesen, Wallace V., 
Joint author. I. Title. 

Prepared from C.I.P. 


FRANZ, Marie-Luise von, 153.2 
1915- 
Number and time; reflections leading 


toward a unification of depth psychology 
and physics [by] Marie-Lcuise von Franz. 
Translated by Andrea Dykes. Evanston, 
Northwestern University Press, 1974. xi, 
332 p. illus. 23 cm. ISBN 0-8101-0429-6 
(Studies in Jungian thought) Translation of 
Zahl und- Zeit. Bibliography: p. 305-319. 
[BF173.F615513] 73-84647 12.00 

i. Jung, Carl Gustav, 1875-1961. 2. 
Symbolism (Psychology) 3. Mind and 
body. I. Title. I. Series. 


*ZEITMAN, Walter W. 153.2 
Campus Spinister; a compendium of 
illegitimate ideas. New York, Vantage 
Press, [1974] 230 p. 21 cm. ISBN 0-533- 
01048-9 [BF365.7] 5.00 

1. Association of ideas. I. Title. 


ROSNER, Stanley, 1928- 153.3°5 
Essays in creativity. Edited by Stanley 
Rosner and Lawrence Edwin Abt. [Croton- 
on-Hudson, N.Y.] North River Press 
[1974] p. cm. ISBN  0-88427-012-2 
Bibliography: p. [BF408.2673} 74-11096 
15.00; 4.95 (pbk.). 


1. Creative ability—-Aadresses, essays, 
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lectures. I. Abt, Lawrence Edwin, 1915- IL 
Title. 
Prepared from C.I.P. 


CARTERETTE, Edward C 153.7 
Historical & philosophical .roots of 
perception, edited by Edward C. Carterette 
and Morton P. Friedman. New York, 
Academic Press, 1974. xii, 431 p. illus. 24 
cm. ISBN 0-12-161901-X (His Handbook 
of preception, 1) Includes bibliographies. 
[BF311.C29] 73-21837 23.50 

1. Perception. I. Friedman, Morton P., 
Joint author. I. Title. 


ASSAGIOLI, Roberto, 1888- 153.8 
The act of will Baltimore, Md., Penguin 
Books, [1974, c1973] x, 278 p. illus 20 cm. 
ISBN 0-14-003866-3 (An Esalen book) 
Includes bibliographical references. 
{[BF611.A86 1974] 2.95 (pbk.) 

1. Will. I. Title. 


L.C. card number for original ed: 72- 
11669. 

OFFER, Daniel. 155 
Normality; theoretical and — clinigal 


concepts of mental health [by] Daniel 
Offer and Melvin Sabshin, with the 
assistance of Judith Offer. With a foreword 
by Roy R. Grinker, Sr. Rev. ed. New 
York, Basic Books [1974] p. cm. ISBN 0- 
465-05147- 2 Bibliography: p. [RA790.035 
1974] 74-79288 8.95 

1. Mental hygiene. I. Sabshin, Melvin, 
joint author. IT. Title. 

Prepared from C.I.P. 


LACHAR, David. 155.2’83 
The MMPI: clinical assessment and 
automated interpretation. Los Angeles, 
Western Psychological Services [1974] vii, 
159 p. illus. 28 cm. ISBN 0-87424-134-0 
(WPS professional handbook series, no. 8) 
Bibliography: p. 145-147. [BF698.8.M5L24 
1974] 73-91237 9.50 (pbk.). 

1. Minnesota multiphasic personality 
inventory. I. Title. 


EXNER, John E. 155.2°842 

The Rorschach: a comprehensive system 

[by] John E. Exner, Jr. New York, Wiley ` 
[1974] p. cm. ISBN 0-471-24964-5 (Wiley 

series on personality processes) "A Wiley- 

Interscience publication.” [BF698.8.R5E87] 

74-8888 27.50 

1. Rorschach test. I. Title. 
Prepared from C.I.P. 


RUITENBEEK, Hendrik 
Marinus, 1928- 

The new sexuality [by] Hendrik M. 

Ruitenbeek. New York, New Viewpoints, 

1974. 174 p. 21 cm. ISBN 0-531-05360-1 

Includes bibliographical references. 

[HQ21.R915] 74-6399 9.95 

J. Sex. 2. Sex (Psychology) 3. Sexual 

deviation. I. Title. 

Pbk. 4.95; ISBN 0-531-05565-5 


GOLOMB, Claire. 155.4713 
Young children’s sculpture and drawing; a 
study in representational development. 
Cambridge, Harvard University Press, 
1974. xix, 197 p. illus. 21 cm. ISBN 0-674- 
96600-7 Bibliography: p. 191-193. 
[BF723.D7G64] 73-89707 12.00 

1. Drawing, Psychology of. 2. Child study. 
i. Title. 


MODGIL, Sohan. 7 155.4713 
Piagetian research; a handbook of recent 
studies. Windsor, NFER [distributed in the 
U.S.A. by Humanities Press, New York] 
1974. ix, 476 p. 23 cm. ISBN 0-85633- 
030-2 Includes index. Bibliography: p. 397- 
470, [BF723.C5M6] 74-174893 19.50 

1. Piaget, Jean, 1896- 2. Cognition (Child 


155.3 


NOVEMBER 30,1974 


psychology) 3. Cognition 
psychology)—Bibliography. I. Title. 


LEWIS, Michael, 
Jan.10,1937- 
The origins of fear. Edited by Michael 
Lewis and Leonard A. Rosenblum. New 
York, Wiley [1974] p. cm. ISBN 0-471- 
53338-6 (The Origins of behavior, v. 2) "A 
Wiley-Interscience publication.” Derived 
from papers presented and discussed at a 
conference sponsored ‘by Educational 

Testing Service, Princeton, 
[BF723.F4L48 1974] 74-9565 17.95 

i. Fear—Congresses. 2. Child study— 
Congresses. I. Rosenblum, Leonard A. 
joint author. If Educational Testing 
Service. IIT. Title. IV. Series. 

Prepared from C.I.P. 


(Child 


BERGER, Terry. 155.443 
Big sister, little brother. Photographer: 
Heinz Kluetmeier. [Milwaukee, Advanced 
Learning Concepts, 1974] p. cm. ISBN 0- 
516-03006-X (Moods and emotions series) 
A small boy voices mixed feelings about 
having a protective older sister. 
[HQ784.B7B46] 74-17172 4.95 

1. Brothers and sisters—Juvenile literature. 
I. Kluetmeier, Heinz, illus. II. Title. III. 
Series. 

Prepared from C’1.P. 


BERGER, Terry. 155.4°43 
A new baby. Photographer: Heinz 
Kluetmeier. (Milwaukee, Advanced 


Learning Concepts, 1974] p. cm. ISBN 0- 
516-03008-6 (Moods and emotions series) 
A young boy wonders aloud what his new 
baby brother or sister will be like and how 
it will affect his life and his relationship 
with his parents. [HQ784.B7B47] 74-17173 


L. Brothers and sisters—Juvenile literature. 
L Kluetmeter, Heinz, illus. H. Title. IH. 
Series. 

Prepared from C.I.P. 


CONTA, Marcia Maher. 155.443 
Feelings between brothers and sisters. 
Authors: Marcia Maher Conta [and] 


Maureen Reardon. Photography: Jules M. 
Rosenthal. [Milwaukee, Advanced 
Learning Concepts, inc.; distributed by 
Childrens Press, Chicago, 1974] 31 p. col. 
illus. Z6,cm. ISBN 0-516-03001-9 Fourteen 
stories explore various aspects of sibling 
relationships. [BF723.S43C66] 74-7096 
4.49 (lib. bdg.). 

1. Brothers and sisters—Juvenile Literature. 
I. Reardon, Maureen, joint author. I. 
Rosenthal, Jules, illus. HT. Title. 


STROUSE, Joan, comp. 155.633 
Women & analysis; dialogues on 
psychoanalytic views of femininity. New 
York, Grossman Publishers, 1974. viii, 375 
p. 24 cm. ISBN 0-670-77841-9 Includes 


bibliographies. [HQ1206.S86 1974] 73- 
7313 12.50 

1. Women-——Psychology—Adadresses, 
essays, lectures. 2. Feminity 


(Psychology)—Addresses, essays, lectures. 
£ Title. 


HEALEY, Gary William. 155.82 
Self concept: a comparison of Negro-, 
Anglo-, 
across ethnic, sex, and socioeconomic 
variables. [San Francisco, R and E 
Research Associates, 1974] vii, 85 p. 28 
cm. ISBN 0-88247-249-6 Thesis—New 
Mexico State University, 1969. 
Bibliography: p. 65-74. [BF697.H39 1974] 
74-76507 8.00 

1. Self-perception. 2. Personality and 
culture. 3. Negroes—Psychology. 4. 
Spanish Americans in the United States— 


155.4718 


and Spanish-American students , 


Psychology. 5. Students—Psychology. I. 
Title. 


STOKOLS, Daniel, comp. 155.9 
Readings in environmental psychology, 
2dited by Daniel Stokols. New York, MSS 
-nformation [1974] 299 p. illus. 23 cm. 
“SBN 0-8422-5207-X [BF353.S86] 74- 
19446 14.00 

i. Environmental psychology—Addresses, 
zssays, lectures. I Title. 

>bk. 7.50, ISBN 0-8422-0458-X 


SLICK, Ira Oscar, 1927- 155.9°37 
The first year of bereavement [by] Ira O. 
Slick, Robert S. Weiss, and C. Murray 
arkes. New York, Wiley [1974] p. cm. 
SBN 0-471-30421-2 "A Wiley- 
“mterscience publication.” [BF575. G7G63] 
“4-1249¢ 12.50 

~. Bereavement—Psychological aspects. 2. 
Vidows. I. Weiss, Robert Stuart, 1925- 
joint author. If. Parkes, Colin Murray, joint 
euthor. IT, Title. 

Frepared from C.I.P. 


FELDMAN, Fred, 1935- 1587.1 
iscover tke real you. Philadelphia, 
Borrance [1974] 88 p. 22 cm. ISBN 0- 
&059-2011-0 ‘BF637.S8F4] 74-76887 4.95 
~ Success. 2. Self-perception. I. Title. 


MOUSTAKAS, Clark E. 158’.2 
Finding yourself, finding others, by Clark 
E Moustakes. Englewood Cliffs, N.J., 
Frentice-Hall [1974] p. cm. ISBN 0-13- 
Æ 4708-8 (A Spectrum book) 
[BF697.M673] 74-13128° 7.95; 2.95 (pbk.) 


F Identity (Psychology) 2. Self- 
aætualization (Psychology) 3. Interpersonal 
rlations. I. Title. 

Feepared from. C.I.P. 

CONTA, Marcia Maher. 1587.24 


Feelings between kids and grown-ups, by 
Marcia Maker Conta and Maureen 
Reardon. [Mi:waukee, Advanced Learning 
Concepts; distributed by Childrens Press, 
Gicago, 1974] p. cm. ISBN 0-516-03003- 
5 (Moods and emotions series) Fourteen 


` paotographica‘ly illustrated stories explore 


vzrious feelings arising from child-adult 
rdiationships. [BF561.C65] 74-12391 4.95 
i.  Emotions—Juvenile literature. 2. 
Friendship—Juvenile literature. I. Reardon, 
Maureen, join: author. If. Title. III. Series. 
P:epared from C.I.P. 


CONTA, Marcia Maher. 1587.24 
Feelings between kids and parents, by 
Marcia Maher Conta and Maureen 
Reardon. [Milwaukee, Advanced Learning 
Cancepts; distributed by Childrens Press, 
Chicago, 1974] p. cm. ISBN 0-516-03002- 
7 (Moods and emotions series) Fourteen 
protographically illustrated stories explore 
fezlings in  child-parent relationship. 
[BF561.C66] 74-12389 4.95 

i. Emotionas—Juvenile literature. 2. Parent 
ard child—Juvenile literature. I. Reardon, 
Maureen, joint author. IT. Title. HI. Series. 
Prepared from C.I.P. 


BERGER, Terry. 1587.25 
A friend can help. Photographer: Heinz 
Kletmeier. [Milwaukee, Advanced 


Learning Concepts, 1974] p. cm. ISBN 0- 
515-03007-8 (Moods and emotions series) 
A young child whose parents do not live 
together acquires strength and self-esteem 
fron her relationship with a friend. 
[H2784.F7B47] 74-17171 4.95 

1. Friendship—Juvenile literature. 2. 
CŁildren of divorced parents—Juvenile 
literature. I. Kluetmeier, Heinz, illus. I. 
Tide. HT. Series. 

Prepared from C.I.P. 
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CONTA, Marcia Maher. 158’.25 
Feelings between friends, by Marcia Maker 
Conta and Maureen Reardon. [Milwaukee, 
Advanced Learning Concepts; distributed 
by Childrens Press, Chicago, 1974] p. cm. 
ISBN 0-516-03004-3 (Moods and emotions 
series) Fourteen photographically 
illustrated stories explore feelings and 
moods in relationships between children. 
[BF561.C647] 74-12427 4.95 

1. Emotions—Juvenile literature. 2. 
Friendship—Juvenile literature. I. Reardon, 
Maureen, joint author. I. Title. II. Series. 

Prepared from C.I.P. 


ARGYLE, Michael. 158.7 
The social psychology of work. 
Harmondsworth, Penguin, 1974. xii, 291 p. 
illus. 18 cm. ISBN 0-14-021419-4 (Pelican 
books) Includes index. Bibliography: p. 
264-281. [HF5548.8.A76 1974] 74-181556 

I, Psychology, Industrial 2. Work— 
Psychological aspects. I. Title. 

Distributed by Penguin, Baltimore, Md., 
2.50 (pbk.). 


*NEBRASKA Symposium on 
Motivation. 

Nebraska symposium on motivation 

Vol. 21, 1973, edited by James K. Cole 
and Richard Dienstbier is available from 
University of Nebraska Press Lincoln, 
Neb. for 10.95. ISBN 0-8032-0615-!. 
L.C. card no.: 53-11655. 


AVICENNA, 980-1037. 160 
The propositional logic of Avicenna. 
Translated from the Arabic, with 
introduction, commentary and glossary by 
Nabil Shehaby. Dordrecht, Boston, Reidel 
[1973] xii, 298 p. 23 cm. ISBN 9-02- 
770360-4 (Synthese historical library) A 
translation from al- oe ifa: al-Qiyas, 5-9. 
Bibliography: [287]-290. 
IBC66. A7A9213 1975) 73-75642 33.00 
(lib. bdg.) 

1. Logic—Early works to 1800. I. Shehaby, 
Nabil. II. Title. III. Series. 


BAHM, Archie J. 170 
Ethics as a behavioral science, by Archie J. 
Bahm. Springfield, Il, Thomas [1974] ix, 
203 p. 24 cm. ISBN 0-398-03043-X 
Includes bibliographical references. 
[BJ1012.B34] 73-16166 13.50 

1. Ethics. I. Title. 

Prepared from C.I.P. Pbk. 9.75, ISBN 0- 
398-03044-8. 


BERGSON, Henri Louis, 1859- 
1941. 
The two sources of morality and religion. 
Translated by R. Ashley Audra and 
Cloudesley Brereton, with the assistance of 
W. Horsfall Carter. Westport, Conn., 
Greenwood Press [1974, c1935] p. cm. 
ISBN 0-8371-7679-4 Reprint of the ed. 
published by Holt, New York. Translation 
of Les deux sources de la morale et de la 
religion. [B2430.B4D42 1974] 74-10373 
13.75 
1. Ethics. 2. Religion—Philosophy. 3. 
Mysticism. I. Title. 
Prepared from C.I.P, 


WHEELIS, Allen, 1915- 170 
The moralist. Baltimore, Penguin [1974, 
c1973] 170 p. 20 cm. ISBN 0-14-003909-0 
Bibliography: p. 157-159. [BJ1012.W48] 
1.95 pbk.) 

1. Ethics. I. Title. 

L.C. card number for original ed.: 72- 
97403. 


ELLIOTT, Neil. 174,24 
The gods of life. New York, Macmillan 
[1974] p. ISBN 0-02-535200-8 Includes 
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bibliographical references. [R726.8.E4] 74- 
11215 5.95 

I. Terminal care. 2. Euthanasia. 3. Aged— 
Medical care—United States. 4. Aged— 
United States. I. Title. 

Prepared from C.I.P. 


MONTAGU, Ashley, 1905- 177.7 
The meaning of love. Edited by Ashley 
„Montagu. Westport, Conn., Greenwood 
Press [1974, c1953] p. cm. ISBN 0-8371- 
6656-X Reprint of the ed. published by 
Julian Press, New York. [BD436.M6 1974] 
72-11335 11.25 

1. Love. I. Title. 

Prepared from C.I.P. 
HUGHES, Catharine, 181°.09°514 
1935- comp. 

Shadow and substance: Taoist mystical 
reflections, edited and with photos. by 
Catharine Hughes. New York, Seabury 
Press [1974] p. ISBN 0-8164-2104-8 "A 


Crossroad book.” [BL1900.A1H8] 74- 
12189 2.95 (pbk.). 

1. Taoism—Collected works. I. Title. 
Prepared from C.I.P. 

BUBER, Martin, 1878-1965. 181.3 


Pointing the way; collected essays. Edited 
and translated by Maurice S. Friedman. 
New York, Schocken Books [1974, c1957] 
ISBN 0-8052-0461-X Reprint of the ed. 


published by Harper, New York. 
[B3213.B82E52 1974] 74-10148 2.95 
(pbk.). 

i. Philosophy—Collected works. 2. 
Dialectic. I. Friedman, Maurice S., ed. I. 
Title. 

Prepared from C.I.P. 

FRAUWALLNER, Erich, 1898- 1817.4 


History of Indian philosophy [by] Erich 
Frauwallner. Introd. by Leo Gabriel. 
Translated from original German into 
English by V. M. Bedekar. [Ist ed.] Delhi, 
Motilal Banarsidass [1973, i.e.1974] vy. 
em. Translation of Geschichte der 
indischen Philosophie. Contents—v. 1. 
The philosophy of the Veda and of the 
epic. The Buddha and the Jina. The 
Samkhya and the classical Yoga-system.— 
v. 2. The nature-philosophical schools and 
the Vaisesika system. The system of the 
Jaina. The materialism. aera v. l, 
p.  {[355]-392; v. p.  [229]-259. 
[B131.F7313 1973] 73- 905757 

1. Philosophy, Indie-—History. I. Bedekar, 
V. M., tr. IL. Title. 

Distributed by Humanites Press, 20.00 (2 
vols.). 


CHINMOY. 181.45 
Yoga and the spiritual life; the journey of 
India’s soul [by] Sri Chinmoy. [Jamaica, 
N.Y., Agni Press, 1974] 210 p. 18 cm. 
ISBN 0-88497-040-X [B132.Y6C5835] 74- 
81309 2.50 (pbk.) 

l. Yoga. 2. Spiritual life (Hinduism) 3. 
Hinduism. I. Title. 


WOODROFFE, John George, 
Sir, 1865-1936, ed. and tr. 
The serpent power; being the Sat-cakra- 
nirupana and Paduka-pancaka: two works 
on Laya-yoga, translated from the Sanskrit, 
with introd. and commentary, by Arthur 
Avalon (Sir John Woodroffe). New York, 
Dover Publications [1974] xiv, 529 p. illus. 
22 cm. ISBN 0-486-23058-9 Reprint of the 
7th ed. published in 1964 by Ganesh, 
Madras; with the Sanskrit text (v, 184 p. at 
end) omitted. English and Sanskrit. 
Includes the commentary of Kalicarana on 
each of the texts. [B132.Y6W6 1974] 74- 

75259 5.00 (pbk.) 
I. Yoga, Laya. 2. Shaktism. I. Kalicarana. 
IL. Purnananda, A. 1526-1577. 
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Satcakranirupanam. English & Sanskrit. 
1964. II. Padukapancakan. English & 


Sanskrit. 1964. IV. Title. V. Title: Sat- 
cakra-nirupana. 
DUDLEY, Donald Reynolds. 183.4 


A history of cynicism fron Diogenes to 
the 6th century A.D. by Donald R. 
Dudley. New York, Gordan Press [1974] 
p. ISBN 0-87968-137-3 Reprint of the 
1937 ed. published by Methuen, London. 
[B508.D8 1974] 74-2845 29.95 (lib. bdg.) 
1. Cynicism. I. Title. ` 

Prepared from C.I.P. 


GRAYEFF, Felix. 18s 


- Aristotle and his school; an inquiry inte 


the history of the Peripatos with a 
commentary on Metaphysics Z, H, and O. 
New York, Barnes & Noble [1974] 230 p. 
23 cm. ISBN 0-06-492531-5 Bibliography: 
p. 213-217. [B485.G59 1974b] 73-22545 
11.50 

I. Aristoteles. 2. Aristoteles. Metaphysics. 
3. Peripatetics. I. Title. 


BONFORTE, John. 188 
Epictetus: a dialogue in common sense [by] 
John Bonforte. New Yorx, Philosophical 
Library [1974] 178 p. 22 cm. ISBN 0- 
8022-2131-9 Based on the Discources cf 
Epictetus translated by T. W. Higginson, 
1865. [B563.B55] 73-88704 6.00 

r Epicterus. I. Epictetus. Works. English. 
1865. 


WESTACOTT, Evalyn, 1388- 189 B 
Roger Bacon in life and legend, by E. 
Westacott. [Folcroft, Pa.] Folcroft Library 
Editions, 1974 [cl1953] p cm. Reprint of 
the ed. published by Rockliff, London. 
Bibliography: p. [B765.B24W4 1974] 74- 
14623 17.50 (lib. bdg.). 

1. Bacon, Roger, 12147-1294. 

Prepared from C.I.P. 


STRAWSON, P. F. 162 
Freedom and resentment, and other essays 
[by] P. F. Strawson. [London] Methuen 
[distributed in the USA by Harper & Row, 
Barnes & Noble Import Division, 1974] 
viii, 214 p. 22 cm. ISBN 0-416-79950-7 
Includes bibliographical references. 
[B29.S8217] 74-176629 11.50 

1. Philosophy—Addresses, essays, lectures. 
i. Title. 


TUVESON, Ernest Lee. 192 
The imagination as a means of grace; 
Locke and the aesthetics of romanticism. 
New York, Gordian Press, 1974. 218 p. 24 
em. ISBN 0-87752-173-5 Reprint of the 
1960 ed. published by the University of 
California Press, Berkeley. Includes 
bibliographical references. [B1297.T8 1974] 
73-21543 9.00 

1. Locke, John, 1632-1704. 2. Imagination. 
I- Title. 
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BURRELL, David B. *200°.1 
Exercises in religious understanding [by] 
David B. Burrell. Notre Dame, University 
of Notre Dame Press [1974] p. cm. ISBN 
0-268-00548-6 Includes bibliographical 
references. [BL51.B858] 74-12566 9.95 

1. Religion—Philosophy. I. Title. 

Prepared’ from C.I.P. 


WATTS, Alan Wilson, 1915- 200.1 
Cloud-hidden, whereabouts unknown; a 
mountain journal [by] Alan Watts, New 
York, Vintage Books [1974, c1973] xi, 208 
p- 18 cm. ISBN 0-394-71999-9 [BL50.W32 
1974] 73-13747 1.95 (pbx.) 
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I. Religion—Addresses, essays, lectures. I. 
Title. 


BURR, Anna Robeson 200°.1°9 
Brown, 1873-1941. 

Religious confessions and  confessants. 
With a chapter on the. history of 
introspection. [Folcroft, Pa.] Folcroft 


Library Editions, 1974 [c1914] p. cm. 
Reprint of the ed. published by Houghton 
Mifflin, Boston. Bibliography: p. 
([BR1690.B8 1974] 74-18010 45.00 

1. Psychology, Religious. 2. Mysticism. 3. 
Autobiography. I. Title. 

Prepared from C.I.P. 


HAUGHTON, Rosemary. 200.19 
The liberated heart; transactional analysis 
in religious experience. New York, Seabury 
Press [1974] p. cm. ISBN 0-8164-1167-0 
”A Crossroad book.” [BL53.H35] 74- 
18271 6.95 

1. Psychology, Religious. 2. Transactional 
analysis. I. Title. 

Prepared from C.I.P. 


JAMES, Muriel. 200°19 
The power at the bottom of the well; 
transactional analysis and religious 
experience [by] Muriel James [and] Louis 
M. Savary. [Ist ed.] New York, Harper & 
Row [1974] p. cm. ISBN 0-06-064115-0 
"A Collins Associates book.” Includes 
bibliographical references. [BL53.J35 1974] 
74-4639 6.95; 3.95 (pbk.). 

1. Experience (Religion) 2. Transactional 


analysis. I. Savary, Louis M., joint author. - 


I. Title. 

Prepared from C.I.P. 

SEDGWICK, Paulita. 200’.4’03 
Mythological creatures; a pictorial 
dictionary. [lst ed.] New York, Holt, 


Rinehart and Winston [1974] p. cm. Brief 
alphabetically arranged entries identify 
creatures of myth and folklore from 
various countries including goblins, sylphs, 
werewolves, Punch and Judy, Ravana, and 
others. [GR825.S42] 74-8004 6.95 

1. Animals, Mythical—Dictionaries— 
Juvenile literature. 2. | Mythology-—~ 
Dictionaries—Juvenile literature. F. Title. 
Prepared from C.I.P. 


EARHART, H. Byron. 0.952 
Japanese religion: unity and diversity [by] 
H. Byron Earhart. 2d ed. Encino, Calif., 
Dickenson Pub. Co. [1974] viii, 148 p. 
map. 23 cm. ISBN 0-8221-0123-8 (The 
Religious life of man series) Bibliography: 
p. 131-144. [BL2202.E17 1974] 73-93288 
3.95 (pbk.) 

1. Japan—Religion. I. Title. 


ZARETSKY, Irving I. 200°.973 
Religious movements in contemporary 
America, edited by Irving I. Zaretsky and 
Mark P. Leone. Princeton, N.J., Princeton 
University Press [1974]. p. cm. ISBN 0- 
691-07186-1 Bibliography: p. 
[BR516.5.Z37] 73-39054 25.00 

i. United States—Religious fife and 
customs, 2. United States—Religion— 
1965- I. Leone, Mark P., joint author. II. 
Title. 

Prepared from C.I.P. 


*MORRIS, Colin. 207 
The hammer of the Lord; signs of hope. 
Nashville, Abingdon (1974, 01973] 159 p. 
20 eae ISBN 0-687-16547-4 [BV1471.2] 
4.7 

1. Religious education. 2. Evangelistic 
work, I. Title. ; 

L.C. card number for original edition: 73- 
12234. 
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VOLTAIRE, Francois Marie 
Arouet de, 1694-1778. 

Voltaire on religion: selected writings. 
Translated and introduced by Kenneth W. 
Appelgate. New York, F. Ungar Pub. Co: 
[1974] xiii, 222 p. 22 cm. ISBN 0-8044- 
5975-4 Includes bibliographical references. 
[BL27.V64213 1974] 74-127204 7.50 
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1. Religion—Collected works. I. “Appelgate, 


Kenneth W., tr. If, Title. 


WEIGALL, Arthur Edward Pearse 
Brome, 1880-1934. 

The paganism in our Christianity. New 

York, Gordon Press [1974, c1928] 

ISBN 0-87968-149-7 Reprint of the ed. 

published by Putnam, New York. 

[BR135.W4 1974] 74-9710 29.75 (lib. bág.) 

1. Christianity. I. Title. 

Prepared from C.I.P. 


SCHEFFBUCH, Winrich. 209°.47 
Christians under the hammer & sickle. 
Translated from the German by Mark A. 
Noll. Grand Rapids, Zondervan Pub. 
House [1974] 214 p. illus. 21 cm. 
[BR1608.R85S83413] 73-13077 2.95 (pbk.). 
1. Persecution-——Russia—History—Sources. 
2. Sects—Russia—History—Sources. I. 
Title. 


SCHNABEL, A. O. 215 
Has God spoken? By A. O. Schnabel. Rev. 
and enl. San Diego, Ca., Creation-Life 
Publishers [1974] iv, 118 p. illus. 19 cm. 
ISBN 0-89051-009-1 Includes 
bibliographical references. [BS480.S335] 
74-81483 1.95 (pbk.) 

J. Bible—Evidences, authority, etc. 2. 
Religion and science—1946- I. Title. 
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Publisher's address: Box 15666, San 
Diego, Calif. 92115. 
LOCKERBIE, D. Bruce. 218 


The liberating word: art and the mystery of 
the Gospel, by D. Bruce Lockerbie. Grand 
Rapids, Eerdmans [1974] p. cm. ISBN 0- 
8028-1586-3 Includes bibliographical 
references. [BS652.L6] 74-8928 2.95 (pbk.) 

1. Creation. 2. Creation (Literary, artistic, 
etc.) 3. Christian Iiterature—History and 
criticism. I. Title. 

Prepared from C.I.P. 


DRAKEFORD, John W. 220°.07 
Experapgial Bible study [by] John W. 
Drakeford. Nashville, Broadman Press 
[1974] 138 p. 20 cm. ISBN 0-8054-1930-6 
[BS600.2.D7] 74-80338 1.95 (pbk.) 

1. Bible~—Study. I. Title. 


LINK, John R. - 220.07 
Help in understanding the Bible, by John 
R. Link. Valley Forge, Pa., Judson Press 
[1974] p. cm. ISBN  0-8170-0644-3 
Bibliography: p. [(BS600.2.L45] 74-2953 
2.95 (pbk.) 

1, Bible—Study. I. Title. 

Prepared from C.I.P. 


*BAKER'’S pocket bible 220.2 
concordance. Grand Rapids, Baker Book 
House [1974] 576 p. 18 cm. ISBN 0- 8010- 
0616-3 [BS425] 2.45 (pbk.) 


1. Bible—Concordances. 2. Bible— 
Dictionaries. 
MCFARLAN, Donald Maitland. 220.3 


Who & what & where in the Bible, by 
Donald M.° McFarlan. Foreword by 
William Barclay. Atlanta, J. Knox [1974, 
c1973] p. cm: ISBN 0-8042-0001-7 First 
published in 1973 under title: Bible 
readers’ reference book. [BS440.M348 
19751 74-3709 3.45 (pbk.) 

i. Bible—Dictionaries. I. Title. 

Prepared from C.I.P. 


THE Zondervan pictorial 220.3 
encyclopedia of “the Bible. Merrill C. 
Tenney, general editor. Steven Barabas, 
associate editor. Consulting editors—Old 
Testament: Gleason L. Archer [and] R. 
Laird Harris. Consulting editors—New 
Testament: Leon Morris, Harold B. Kuhn 
[and] Addison H. Leitch. Archeology 
editor: E. M. Blaiklock. Grand Rapids, 
Mich., Zondervan Pub. House [1974- p. 
em. [BS440.Z63] 74-6313 69.50 

1, Bible—Dictionaries. I Tenney, Merrill 
Chapin, 1904- ed. 

Prepared from C.I.P. 


BIBLE. English. 

Authorized. Selections. 1974. 
Favorite Bibie verses; words of wisdom, 
strength, and praise. Selected by Kitty 
McDonald Clevenger. Calligraphy by 
Hermann Zapf. [Kansas City, Mo., 
Hallmark Cards, 1974] 45 p. illus. 21 cm. 
ISBN 0-37529-352-2 (Hallmark editions) 
[BS391.2.C53] 73-80096 3.00 
A Clevenger, Kitty McDonald, comp. IT. 

“tle. 


229.5°203 


LONGENECKER, Richard N. 220.66 
Biblical exegesis in the apostolic period, by 
Richard N. Longenecker. Grand Rapids, 
Eerdmans [1974] p. cm. ISBN 0-8028- 
1569-4 Bibliagraphy: p. [BS500.L66] 74- 
13757 3.95 (pbk.) 

l. Bible—Criticism, interpretation, etc.— 
History—Early church, ca. 30-600. 2. 
Bible. N.T.—Relation to O.T. L Title. 
Prepared “rom C.I.P. ° 


STANTON, Elizabeth 
Cady, 1815-1902. 
The original feminist attack on the Bible: a 
facsimile edition of The woman’s Bible, 


220.8’30141°2 


parts I and II. With a new introd. by. 


Barbara Welter. New York, Arnq Press, 
1974 [c1395-98] p. cm. ISBN 9-405- 
05997-3 Reprint of the ed. published by 
the Eurcpean Pub. Co. New York. 
Contents.—pt. 1. Comments on Genesis, 
Exodus, Leviticus, © Numbers, and 
Deuteroncmy.—pt. 2. Comments on the 
Old and New Testaments from Joshua to 
Revelation. [HQ1395.872 1974] 74-9343 
6.95 (lib. bdg.) 

1. Bible—Conunentaries. 2. Women in the 
Bible. I. Title. I. Title: The woman’s Bible. 
Prepared from C.I.P. 


FERGUSON, Walter. 220.8'59 
Living animals of the Bible. Text and illus. 
by Walter W. Ferguson. New York, 
Scribner [1974] 95 p. col. illus. 29 cm. 
ISBN 0-684-13346-6 Bibliography: p. 93. 
Gives color illustrations and Hebrew, 
English, and scientific names of animals 
mentioned in the Bible that still exist. 
Includes Biblical references and brief 
information on habits and habitats. 
[BS663.F4" 72-11112 9.95 
d. Bible—Natural history—Juvenile 
literature. I. Title. 

A Light unto my path; 221.6 
Old Testament studies in -honcr of Jacob 
M. Myers. Edited by Howard N. Bream, 
Ralph D. Heim [and] Carey A. Moore. 
Philadelphia, Temple University Press 
[1974] xxv, 529 p. 24 cm. ISBN 0-87722- 
026-3 (Gettysburg theological studies, 4) 
Includes bibliographical references. 
[BS1192.L53] 73-85042 15.00 

1. Myers, Jacob Martin, 1904- 2. Myers, 
Jacob Mastin, 1904- -—Bibliography. 3. 
Bible. O.T—Addresses, essays, lectures. I. 
Myers, Jacob Martin, 1904- If. Bream, H. 
N., ed. III. Heim, Ralph Daniel. 1895- ed. 
IV. Moore, Carey A., 1930- ed. V. ae 
VI. Series. 


` HAZEN, Barbara Shook 


200 RELIGION *” 
*LEHMAN, Chester Kindig, 221.66 
1895- 
Biblical theology. 
L Title. 


Vol. 2, 1974, New Testament is available 
from Herald Press, Scottsdale, Pa. for 


18.95. ISBN 0-8361-1725-5. L.C. card 
no.: /74-741829. 
ESSAYS in Old Testament 221.8°17 


ethics (J. Philip Hyatt, in memoriam) 
Edited by James L. Crenshaw and John T. 
Willis. New York, Ktav Pub. House [1974] 
xxxvi, 287 p. 24 cm. ISBN 0-87068-2334 
Chronological list of James Philip Hyatt's 
works: p. xi-xxxi. Includes bibliographical 
references. [BS1199.E8E84] 73-15850 
12.50 

1. Hyatt, James Philip, 
Hyatt, James Philip, 
Bibliography. 3. Bible. O.T.—Ethics. I 
Hyatt, James Philip, 1909-1972: II 
Crenshaw, James L., ed. HI. Willis, John 
T., 1933- ed. : 

Contents omitted. 


1909-1972. 2. 
1909-1972— 


221.92 
David and Goliath. Pictures by Robert J. 
as New York, Golden Press, 1974, c1968 
v. (unpaged) col. illus. 21 cm. 
fasséo. D3H3] 0.49 
l. David, King 
literature. I, Title. 


of Israel—Juvenile 


PATTERSON, Ward. 221.9°22 B 
Yesterday today: answers from the 
ancients. Cincinnati, New Life Books 


[1974] 96 p. illus. 18 cm. ISBN 0-87239- 
003-9 [BS571.P28] 74-79113 1.50 (pbk.). 

1. Bible. O.T.—Biography. I. Title. 
Available from Standard Pub. Co. 


SANFORD, John A. 221.9°22 B 
The man who wrestled with God; a study 
of individuation (personal growth toward 
wholeness) based on four Bible stories [by] 
John A. Sanford. King of Prussia, Pa., 
Religious Pub. Co. [1974] 126 p. 22 cm. 
Errata slip inserted. Includes 
bibliographical references. [BS571.S26] 74- 
79994 5.95 i 

1. Jacob, the patriarch. 2. Joseph, the 
patriarch. 3. Moses. 4. Adam (Biblical 
character) 5. Eve (Biblical character) I. 
Title. 

Publisher’s address: 198 Allendale Road, 
King of Prussia, Pa: 19406. 


AUERBACH, Elias, 
1882- 

Moses. Translated and edited by Robert A. 

Barclay and Israel O. Lehman, with 

annotations by Israel O. Lehman. Detroit, 

Wayne State University Press, 1974. p. 

cm. ISBN 0-8143-1491-0 Bibliography: p. 

[BS580.M6A813] 72-6589 12.95 

1. Moses. 2. Bible. O.T. Pentateuch— 

Criticism, interpretation, etc. 

Prepared from C.I.P. 


222’.1°0924 


WOODSON, Leslie H., 
1929- 

The beginning; a study of Genesis [by] Les 

Woodson. Wheaton, IN., Victor Books 

[1974] 154 p. 21 cm. ISBN 0-88207-713-9 

Includes bibliographical references. © 

[BS1235.3.W6] 74-79161 1.95 (pbk.). 

i. Bible. O.T. Genesis—Commentaries. I. 

Title. 


222.1107 


*MORGAN, G. Campbell. 222.16 
The ten commandments, [by] G. Campbell 
Morgan. Grand Rapids, Baker Book House 
[1974] 126 p. 20 cm. ISBN 0-8010-5954-2 
[BV4655] 1.95 (pbk.) 

i. Commandments, Ten. L Title. 


iW 
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BIBLE. O.T. Psalms. 223’.2°052 
English. Today's English. Selections. 
1974, 


The psalms for worship today [compiled 
by] Dwight W. Vogel. St. Louis, Concordia 
Pub. House [1974] p. cm. ISBN 0-570- 
03239-3 [BS1436.V6] 74-13761 6.00 

I Vogel, Dwight W., comp. H. Title. 
Prepared from C.I.P. 


DEHAAN, Richard W. 223°.8°06 
The art of staying off dead-end streets [by] 
Richard W. DeHaan and Herbert Vande 
Lugt. Wheaton, Ill, Victor Books [1974] 
156 p 18 cm. ISBN  0-88207-710-4 
[BS1475.2.D43] 74-79163 1.75 (pbk.) 

1. Bible. O.T,  Eeclesiastes—Criticism, 
interpretation, etc. I. Vander Lugt 
Herbert, joint author. IT. Title. 


CIUBA, Edward J., 1935- 226°.06’6 
Who do you say that I am? An adult 
inquiry into the first three Gospels [by] 
Edward J. Ciuba. New York, Alba House 


[1974] p cm. ISBN 0-8189-0295-7 
Bibliography: p. [BS2555.2.C54] 74-10808 
2.95 (pbk.) 

i. Bible. N.T. Gospels—Criticism, 


interpretation, etc. I. Title. 
Prepared from C.I.P. 


POOVEY, William Arthur, 
1913- 

The power of the kingdom; meditations on 
Matthew [by] W. A. Poovey. Minneapolis, 
Augsburg Pub. House [1974] 128 p. 20 cm. 
ISBN 0-8066-1433-1 [BS2575.4.P66] 74- 
77682 2.95 (pbk.) 

r : ple N.T. Matthew—Meditations. I. 

itle. 


HANSON, Anthony 
Tyrrell. 

Studies in Paul’s technique and theology. 

Grand Rapids, Eerdmans [1974] p. cm. 

ISBN  0-8028-3452-3 Bibliography: p. 

(BS2650.2.H36 1974] 74-7491 8.95 

1. Bible. N.T. Epistles of Paul—Criticism, 

interpretation, etc. 2. Bible—Criticism, 

interpretation, etc.—History—Early 

church, ca. 30-600. I. Title. 

Prepared from C.I.P. 


EVANS, Colleen Townsend. 227.2 
Love is an everyday thing. Old Tappan, 
N.J., Revell [1974] p. cm. ISBN 0-8007- 
0687-0 [BS2675.2.E9] 74-19046 3.95 

i. Bible. N.T. 1 Corinthians XII— 
Criticism, interpretation, etc. 2. Love 
(Theology)—Biblical teaching. I. Title. 
Prepared from C.I.P. 


226’.2°06 


227.066 


WIERSBE, Warren W. 227.607 
Be joyful; a practical study of Philippians 
[by] Warren W. Wiersbe. Wheaton, IIL, 
Victor Books [1974] 130 p. 18 cm. ISBN 
0-88207-705-8 (An Input book) 
[B52705.3.W5] 74-76328 1.75 (pbk.) 

k oe N.T. Philippians—Commentaries. 
~ Lille, 


*MORGAN, G. Campbell. 227.87 
God's last word to man; studies in 
Hebrews, [by] G. Campbell Morgan. 


Grand Rapids, Baker Book House [1974] 
160 p. 20 cm. ISBN 0-8010-5955-0 (G. 
Campbell Morgan library) [BS2775] 2.45 


(pbk.) 

I. Bible. New Testement. Hebrews— 
Commentaries. I. Title. 

KINCHELOE, Raymond 228’.07 
McFarland. 

A personal adventure in prophecy; 


understanding Revelation. Wheaton, IIL, 
Tyndale House Publishers [1974] x, 214 p. 
22 cm. ISBN 0-8423-4815-8 Bibliography: 
p. 205-214. [BS2825.3.K55] 74-80149 4.95 


12, 


1. Bible. N.T. Revelation—Commentaries. 
L Title. 


CHESTERTON, Gilbert Keith, 
1874-1936. 
The everlasting man. Garden City, N.Y., 
Image Books [1974, c1925] 280 p. 18 cm. 
ISBN 0-385-07198-1 [BL48.C5 1974b] 74- 
2114 1.95 (pbk.) 
i. Catholic Church—Apologetic works. 2. 
Religion. 3. Christianity and other 
religions. I. Title. 


HOLMES, Urban Tigner, 1930- 230 
To speak of God; the meaning of 
theological reflection [by] Urban T. 
Holmes, III, with the assistance of Janet R. 
Holmes. New York, Seabury Press [1974] 
p. cm. ISBN 0-8164-1169-7 "A Crossroad 
book.” [BR118.H64] 74-8917 5.95 

1. Theology—Methodology. I. Holmes, 
Janet R., joint author. IT. Title. 

Prepared from C.I.P. 


LONERGAN, Bernard J. F. 230°.2 
Philosophy of God, and theology, by 
Bernard J. F. Lonergan. Philadelphia, 
Westminster Press [1974, c1973] xi, 74 p. 
22 cm. ISBN 0-664-20888-6 Lectures 
delivered at the St. Michael’s Jesuit School 
of Philosophy and Letters, Gonzaga 
University in the fall of 1972. Includes 
bibliographical references. [BT102.L57 
1974] 73-22011 4.50 

1l. God. 2. Theology, Doctrinal. 3. 
Philosophy and religion. I. Title. 


*PELIKAN, Jaroslav Jan, 
1923- 

The Christian tradition, a history of the 

development of doctrine 

Vol. 2, The spirit of eastern Christendom 

(600-1700), is available from University of 

Chicago Press at 16.50. ISBN 0-226- 

65372-2. L.C. card no.: 79-142042. 


MARIUS, Richard. 230.410924 B 
Luther. Philadelphia, Lippincott [1974] p. 
cm. ISBN 0-397-01048-6 Bibliography: p. 
[BR325.M29] 74-12134 8.95 

1. Luther, Martin, 1483-1546. 

Prepared from C.I.P. 


ALLEN, Charles 
Livingstone, 1913- 

The miracle of the Holy Spirit [by] Charles 

L. Allen. Old Tappan, N.J., F. H. Revell 

Co. [1974] . ISBN  0-8007-0688-9 

(BT 121.2.A44] 74-10826 2.95 

1. Holy Spirit. I. Title. 

Prepared from C.I.P. 


*BIEDERWOLEF, William 
Edward, 1867-1939. 

A help to the study of the holy spirit. 4th 
edition Grand Rapids, Baker Book House 
[1974] 127 p. 20 cm. ISBN 0-8010-0614-7 
(Notable books on theology) Reprint of the 
1903 edition. [BT121.2] 1.95 (pbk.) 

1. Holy spirit. I. Title. 


FORSTER, Roger T. 231.6 
God's strategy in human history [by] 
Roger T. Forster and V. Paul Marston. 
Wheaton, Ill, Tyndale House [1974, 
1973] viii, 296 p. 21 cm. ISBN 0-8467- 
0032-8 Includes bibliographical references. 
[BR115.H5F66 1974] 74-80797 3.95 

1. History (Theology) 1. Marston, V. Paul, 
Joint author. If. Title. 


TAYLOR, Michael J., comp. 231.8 
The mystery of suffering and death. 
Michael J. Taylor, editor. Garden City, 
N.Y., Image Books, 1974 [c1973] 228 p. 
18 cm. ISBN 0-385-09556-2 [BT732.7.T38 
1974] 74-177305 1.75 (pbk.) 
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230.2 


231.3 


231.3 


AMERICAN BOOK PUBLISHING RECORD 


1. Suffering. 2. Theodicy. 3. Death. L 
Title. 
Contents omitted. 


WENHAM, John William. 231.8 
The goodness of God [by] J. W. Wenham. 
London, Inter-Varsity Press, 1974. 223 p. 


20 cm. ISBN 0-85111-736-8 Includes 
bibliographical references and index. 
[BT160.W45 1974b] 74-174681 

1. Theodicy. I. Title. 

Distributed by Inter-Varsity Press, 
Downers Grove, Ill. 2.95 (pbk.) 

*SMITH, Wilbur M., 1894- 232 


The supernaturalness of Christ; can we still 
believe in it? [by] Wilbur M. Smith. Grand 
Rapids, Baker Book House [1974] 231 p. 
20 cm. ISBN 0-8010-8020-7 (Notable 
books on theology) Reprint of the 1940 
edition. [BT202] 2.95 (pbk.) 

I. Jesus Christ--Person and offices. I. 
Title. 


MASCALL, Eric Lionell, 1905- 233 
The importance of being human; some 
aspects of the Christian doctrine of man, 
by E. L. Mascall. Westport, Conn., 
Greenwood Press [1974, c1958] p. cm. 
ISBN 0-8371-7761-8 Reprint of the ed. 
published by Columbia University Press, 
New York, which was issued as no. 11 of 
Bampton lectures in America. 
Bibliography: p. [BT701.2.M365 1974] 74- 
12849 8.00 

1. Man (Theology) I. Title. I. Series: 
Bampton lectures in America, no. 11. 
Prepared from C.I.P. 


A Charismatic reader. 234°.1 
New York, Religious Book Club [1974] 
281, 160, 162, 138 p. illus. 22 cm. Includes 
bibliographies. [BR110.C43] 74-81757 8.95 
1. Pulkingham, W. Graham. 2. Church of 
the Redeemer, Houston, Tex. 3. 
Experience (Religion) 4. Theology, 
Doctrinal— History. 5. Pentecostalism 6. 
Glossolalia—Addresses, essays, lectures. I. 
Religious Book Club. 

Contents omitted. 


gaa Merrill Frederick, 
1909- 

The baptism and gifts of the Holy Spirit, 
by Merrill F. Unger. Chicago, Moody 
Press [1974] 189 p. 22 cm. ISBN 0-8024- 
0467-7 Bibliography: p. 1-189. 
[BT123.U49] 74-2931 2.95 (pbk.). 

1. Baptism in the Holy Spirit. I. Title. 


YOHN, Rick. 234’.1 
Discover your spiritual gift and use it. 
Wheaton, Ill, Tyndale House [1974] 154 
p 22 cm. ISBN _ 0-8423-0667-6 
Bibliography: p. 154. [BT767.3.Y63] 74- 
80798 3.95 

1. Gifts, Spiritual. I. Title. 


ROWELL, Geoffrey. 236’.09°034 
Hell and the Victorians; a study of the 
nineteenth-century theological 
controversies concerning eternal 
punishment and the future life. Oxford, 
Clarendon Press, 1974. xii, 242 p. 23 cm. 
ISBN 0-19-826638-3 Bibliography: p. [222] 
-234. [BT819.5.R68] 74-174598 

1. Eschatology—History of doctrines— 
19th century. 2. Great Britain—Religion— 
19th century. [ Title. 

Distributed by Oxford University Press, 
New York; 15.75. ° 


TRAVIS, Arthur E. 236.24 
Where on earth is heaven? [By] Arthur E. 
Travis. Nashville, Broadman Press [1974] 
158 p. 21 ecem. ISBN 0-8054-1928-4 
[BT846.2.T7] 74-78967 4.95 

i. Heaven. I. Title. 
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*BAXTER, Batsell Barrett. 241 
América; its not too late. Grand Rapids, 
Baker Book House [1974] 121 p. 18 cm. 
ISBN 0-8010-0622-8 [BJ1251] 0.95 (pbk.) 
1. Christian ethics. I. Title. 


MARY Francis, Mother, 
1921- 

But I have called you friends. Chicago, 
Franciscan Herald Press [1974] vii, 84 p. 
22 cm. ISBN 0-8199-0500-3 "Essays or 
conferences on friendship which originally 
appeared in the Cord.” [BJ1533.F8M33] 
74-8351 4.50 

I. Friendship—Addresses, essays, lectures. 
I. Title. 


241’.6°76 


LANZA del Vasto, Joseph Jean, 242 
1901- 

Make straight the way of the Lord, by 

ae gel Vasto. New York, Knopf, 1974. 
SBN 0-394-49387-7 

fBv4832. j 132] 74-7739 7.95 

1. Meditations. I. Title. 

Prepared from C.I.P. 


*MURRAY, Andrew 242 
Like Christ. Minneapolis, Dimension 
Books [1974] 231 p. 18 cm. [BV4832] 1.45 


(pbk) S 
1. Devotional literature. 2. Meditations. I. 
Title. 


NELSON, Ruth Youngdahl. 242 
You can make a difference. Minneapolis, 
Minn., Augsburg Pub. House [1974] 128 p. 
20 cm. ISBN 0-8066- 1429-3 
[BV4832.2.N4] 74-77678 2.95 

1. Meditations. 1. Title. _ 


PETERMAN, Ruth. 242 
My world was too small. Wheaton, IIL, 
Tyndale House Publishers [1974] 126 p. 18 
cm. ISBN 0-8423-4658-9 [BV4501.2.P426] 
74-79608 1.45 (pbk.). 

1. Meditations. I. Title. 


*RISTOW, Cecil Frederic. 242 
Windows on the world of truth; 
meditations on the meaning of life. Ist ed. 
New York, Vantage [1974] 186 p. 22 cm. 
ISBN 0-533-01045-4 [BV4832.2] 4.50 

1. Devotional exercises. I. Title. 


*WAGNER, Estry G. 242 
Might-mystery-mercy by Estry G. Wagner. 
New Yeme Vantage [1974] 61 p. 22 cm. 
ISBN 0-533- 00863" 8 [BV4832.2] 3.75 

1. Devotional exercises. I. Title. 


CASSELS, Louis, comp. 242’.2 
Preludes to prayer; 365 daily meditations. 
Nashville, Abingdon Press ti974] 189 p. 
21 cm. ISBN 0-687-33916-2 [BV4810.C34] 
74-180342 3.95 

1. Devotional calendars. I. Title. 


ESTEB, Adlai Albert. 2427.2 
Straight ahead; a book to help young 
people along the way [by] Adlai A. Esteb. 
Washington, Review and Herald Pub. 
Association [1974] 378 p 21 cm. 
[BV4850.E87] 73-89469 3.95 

4. Youth—Prayer-books and devotions— 
English. 2. Devotional calendars—Seventh- 
Day Adventists. I Title. 


HANSON, Virginia, comp. 2427.2 
Gifts of the lotus. Wheaton, IL, 
Theosophical Pub. House [1974] p. cm. 
ISBN 0-8356-0450-0 (A Quest book 
original) [BL624.H3] 74-5130 1.50 (pbk.). 
1. Devotional calendars. I. Title. 

Prepared from C.I.P. 


PIERSON, Robert H. 242’.2 
Faith triumphant [by] Robert H. Pierson. 
Washington, Review and Herald Pub. 


Associaticn [1974] 371 p. 21 cm. 
[BV4811.P48] 73-91426 3.95 

i. Devotional calendars—Seventh-Day 
Adventists. I. Title. 


*SERIG, Beverly. 242.2 
Daily bread; a devotional guide for every 
day of the year. 

The 1974 edition is now available from 
Herald Pub. House, Independence, Mo., 
for 4.50, ISBN: 0-83090104-3. 


VAN DYKE, Vonda Kay. 242.8 
Your love is Aere [by] Vonda Van Dyke. 
[ist ed.] Garden City, N.Y., Doubleday, 
1974. vii, 117 p. illus. 22 cm. ISBN 0-385- 
09539-2 [EV245.V36] 74-3699 4.95 

1. Prayers. I. Title. 


JORSTAD, Eriing, 1930- 248.173 
Bold in the spirit; Lutheran charismatic 
renewal in America today. Minneapolis, 
Augsburg Pub. House [1974] 128 p. 20 cm. 
ISBN 0-8066-1432-3 Bibliography: p. 127- 
128. [BX8065.2.J67] 74-77681 2.95 (pbk.) 

l. Lutheran Church—Doctrinal and 
controversial works. 2. Pentecostalism. I. 
ttle. 


WILLIAMS, Pat, 
1940- 

The gingerbread man: Pat Williams—then 
and now, by Pat Williams and Jerry B. 
Jenkins. [lst ed.] Philadelphia, A. J. 
Holman Co. [1974] 119 p. illus. 21 cm. 
ISBN 0-87981-038-6 [BV4935.W54433] 
74-11309 5.95 

I. Williams, Pat, 1940- 2. Conversion. I. 
Jenkins, Jerry B., joint author. IT. Title. 


HOW did a fat, 248’.246'0922 B 
balding, middle-aged Jew like you become 
a Jesus freak? [By] Zola Levitt and D. 
McGann. Wheaton, Hl, Tyndale House 
Publishers [1974] 100 p. 18 cm. ISBN 0- 
8423-1512-8 [BV2623.M32L48 1974] 74- 
80796 1.45 (pbk). 
1. McGann, D. 2. Levitt, Zola. 3. Converts 
from Judaism. I. McGann, D. I. Title. 
BEERS, Victor Gilbert, 2487.4 
1928- 
The discovery Bible handbook; finding 
God’s answers -o life’s questions [by] V. 
Gilbert Beers. Wheaton, 11l., Victor Books 
[1974] 159 p. 18 cm. ISBN 0-88207-232-4 
(An Input book) [BV4510.2.B36] 74-76764 
1.75 (pbk.). 
1. Christian life—Miscellanea. I. Title. 


248°.2°0924 B 


BRYANT, Anita. 248.4 
Light my candle [by] Anita Bryant and 
Bob Green. Old Tappan, N.J., Revell 
[1974] p. cm. ISBN 0-8007-0690-0 
[BV4501.2.B79] 74-19091 5.95 

1. Christian life—1960- I. Green, Bob. II. 
Title. 

Prepared from C.I.P. 


BUMP, Glen Hale. 2487.4 
How to succeed in business without being 
a pagan. Wheaton, Il, Victor Books 
[1974] 132 p. 18 cm. ISBN 0-88207-712-0 
(An Input book) [HF5386.B884] 74-77451 
1.50 (pbk.). 

I. Success. I. Title. 


*CHAPPELL, Clovis G. 248.4 
Home folks; [by] Clovis G. Chappell. 
Grand Rapids, Baker Book House [1974, 
c1954] 144 p. 20 cm. ISBN 0-8010-2356-5 
(Clovis G. Chappell library) {BV4526.2] 
2.50 (pbk.) 

1. Family—Religious life. I. Title. 


CHRISTENSON, Laurence. 248'.4 
The renewed mind [by] Larry Christenson. 
Minneapolis, Bethany Fellowship [1974] 
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143 p. 21 cm. ISBN  0-87123-478-4 
[BV4501.2.C5] 74-12770 2.45 
1. Christian life—1960- I. Title. 


HUNT, June. 248.4 

Above all else. Foreword by Billy Graham. 

A Tappan, N.J., F. H. Revell Co. [1974] 
cm. ISBN 0-8007-0689-7 

fBV4501. 2. H826) 74-13243 3.95 

1. Hunt, June. 2. Christian life—1960- I 

Title. 

Prepared from C.I.P. 


LEE, Joseph, 1908- 2487.4 
How to live a Christian; prove all things by 
the Word. Philadelphia, Dorrance [1974] 
139 p. 22 cm. ISBN 0-8095-1995-3 
[BV4501.2.L425] 73-94390 5.95 
I. Christian life—1960- I. Title. 


REUTER, Alan. 248.4 
Whe says I’m O.K.? A Christian use of 
transactional analysis. St. Louis, Concordia 
Pub. House [1974] 125 p. illus. 21 cm. 
ISBN 0-570-03187-7 Includes 
bibliographical references. [BV4501.2.R47] 
74-13756 2.95 (pbk.). 

1. Christian life—1960- 2. Transactional 
analysis. I. Title. 


WHITMAN, Virginia. 248.4 B 
The power ‘of positive sharing. Wheaton, 
Ill, Tyndale House Publishers [1974] 137 


p. 18 cm. ISBN 0-8423-4876-X 
vea A 1974] 74-79609 1.45 
bk.) 


1. Whitman, Virginia. 2. Natural history— 
Ozark Mountains. I. Title. 


FLYNN, Leslie B. 
Thanksgiving messages; eight thought- 
provoking . messages on gratitude in 
Christian living [by] Leslie B. Flynn. 
Grand Rapids, Baker Book House [1974, 
1962] 118 p. 20 cm. ISBN 0-8010-3466-3. 
Original title: Did I say thanks? 
([BV4647.G8F5] 1.95 (pbk.) 

1, Graditude I. Title. 

a card number for original ed.: 63- 
8407. 


WAYWOOD, Robert J. 248’.48'2 
Hanging in there with Christ, by Robert J. 
Waywood. Chicago, Franciscan Herald 
Press [1974] vii, 130 p. 22 cm. ISBN 0- 
8199-0498-8 "Originally appeared as 
articles in the Cord.” [BX2350.2.W38] 74- 
1367 4.50 

1. Spiritual life—Catholic authors. I. Title. 


*BARBER, Cyril J. 248.4858 
God has the answer - - -to your problems, 
[by] Cyril J. Barber. Grand Rapids, Baker 
Book House [1974] 145 p. illus. 18 cm. 
ISBN 9-8010-0615-S [BV4509] 1.25 (pbk.)} 
i. Christian life. 2. Youth—Religious life. 
I. Title. - 


*HUNTING, Gardner. 248.4858 
Working with God. New York, 
Cornerstone library [1974] 128 p. 21 em. 
(T! ee to life bookshelf} [BV4509] 1.95 


p Christian dife. 
love. I. Title. 


CLARK, Carol. 248'.48°93 
A singular life; perspectives for the single 
woman. Salt Lake City, Deseret Book Co., 
1974. 60 p. 24 cm. ISBN 0-87747-531-8 
[HQ800.C58] 74-81406 3.50 

J. Single women. 2. Mormons ang 
Mormenism. 3. Women—Religious life. 
Title. 


EIMS, Leroy. 248.5 
Winning ways; the adventure of sharing 
Christ. Wheaton, Ill., Victor Books [1974] 


248.42 


2. God—Worship and 
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160 p. 18 cm. ISBN 0-88207-707-4 (An 
Input book) [BV4520.E35] 74-77319 1.75 


(pbk.) Bi ss 
1. Witness bearing (Christianity) L Title. 


AASENG, Rolf E. 249 
Come, Lord Jesus; devotions for families 
with children, by Rolf ŒE. Aaseng. 
Designed and illustrated by Don 
Wallerstedt. Minneapolis, Augsburg Pub. 
House [1974] 144 p. illus. 22 cm. ISBN 0- 
8066-1423-4 [BV255.A17] 74-77675 3.50 
(pbk.) 

1. Family—Prayer-books and devotions— 
English. I. Title. 


*BLACKWOOD, Andrew W. 251 
Preaching from the Bible [by] Andrew W. 
Blackwood. Grand Rapids, Baker Book 
House [1974, cl1969] 224 p. 20 cm. ISBN 
0-8010-0619-8 (Notable ‘books on 


preaching.) Bibliography: 227-239. 
[BV4223] 2.95 (pbk.) 
1. Preaching. I. Title. 
*MORGAN, Campbell G. 251.01 
Preaching [by] G. Campbell Morgan. 


Grand Rapids, Baker Book House [1974] 
90 p. 18 cm. ISBN 0-8010-5953-4 (G. 
Campbell Morgan library) [BV4226] 1.95 
(pbk.) 

1. Preaching. I. Title. 


*HORRELL, Benjamin C. 251.02 
150 topical sermon outlines on Romans, 
{by] Benjamin C. Horrell. Grand Rapids, 
Baker Book House [1974] 58 p. 22 cm. 


ISBN 0-8010-4101-5 (Dollar sermon 
library) [BV4223] 1.00 (pbk.) 

1. Sermons—Outlines. I. Title. 

*MC KENZIE, E. C. comp. 251.02 


2700 quotes for sermons and addresses 
comp. by E. C. McKenzie. Grand Rapids, 
Baker Book House [1974] 140 p. 22 cm. 
ISBN 0-8010-5948-8 [BV4223] 1.95 (pbk.) 
i. Sermons, American. 2. Quotations. I. 
Title. 


*MACPHERSON, Ian. 251.02 
Live sermon outlines. Grand Rapids, Baker 
Book House [1974] 64 p. 22 cm. ISBN 0- 


8010-5956-9 (Dollar sermon library) 
{BV4223] 1.00 (pbk.) 

J. Sermons—Outlines. I. Title. 

*MEES, Otto. 251.02 


Outlines for funeral sermons; and other 
helps. Grand Rapids, Baker Book House 
[1974] 320 p. 20 cm. ISBN 0-8010-5946-1 
(Minister’s handbook series) [BV4223] 2.95 
(pbk.) 


1. Sermons—outiines. I. Title. 


*PENTZ, Croft M. 251.02 
Expository outlines on the gospel of John, 
[by] Croft M. Pentz. Grand Rapids, Baker 
Book House [1974] 53 p. 22 cm. ISBN 0- 


8010-6960-2 (Dollar sermon library) 
[BV4223] 1.00 (pbk.) 

1. Sermons—Outiines. 1. Title. 
*APOSTOLON, Billy. 251.08 


52 simple invitation illustrations. Grand 
Rapids, Baker Book House [1974] 122 p. 
20 cm. ISBN 0-8010-0068-8 (Minister’s 
handbook series) [BV4225.2] 1.95 (pbk.) 

i. Homeiletical illustrations. I. Title. 


*APPELMAN, Hyman. 252 
Sermons on evangelism. Grand Rapids, 
Baker Book House [1974] 98 p. 20 cm. 
ISBN 0-8010-0068-8 (Minister’s handbook 
series) [BV3797] 1.95 (pbk.) 
1. Evangelistic sermons. 
American. I. Title. 


2. Sermons, 
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COFFEY, John W. 252 
Grace in the wilderness, by John W. 
Coffey, Jr. [Nashville, T. Nelson, 1974] p. 
cm. ISBN 0-8407-5579-1 ”Nelson giant 
print inspirational.” [BV4253.C63] 74- 
18292 3.50 (pbk.) 

i. Sermons, American. 2. Sight-saving 
books. I. Title. 

Prepared from C.I.P. 


SWANSON, Harvey. 252’.05'8 
It is time to rebuild: our faith, our 
character, our America. With a foreword 
by Hardin B. Jones. Los Angeles, Crescent 
Publications [1974] vi, 159 p. 18 cm. ISBN 
0-914184-11-3 [BX7233.S884185] 74- 
80006 2.75 (pbk.) 

1. Congregational churches—Sermons. 2. 
Sermons, American. I. Title. 


HEYER, Robert J. 253°.2 
Women and orders, edited by Robert J. 
Heyer. New York, Paulis: Press [1974] xi, 
104 p. 19 cm. ISBN 0-8091-1841-6 (Deus 
books) Includes bibliographical references. 
[BV676.H5] 74-80262 1.65 (pbk.). 

1. Ordination of women. I. Title. 


KLOPPENBURG, Boaventura, 
1919- 

The priest: living instrument and minister 
of Christ, the eternal priest, by 
Bonaventure Kloppenburg. Translated by 
Matthew J. O’Connell. Chicago, 
Franciscan Herald Press [1974] xiv, 233 p. 
21 cm. ISBN 0-8199-0495-3 Translation of 
O ser do padre. [BX1912.K54913] 73- 
23059 5.95 

1. Catholic Church—Ctergy. 2. Pastoral 
theology—Catholic Church. I. Title. 


MORRIS, Paul D. 253.5 
Love therapy. [by] Paul D. Morris. 
Wheaton, Ill., Tyndale House Publishers 
[1974] 167 p. 22 cm. ISBN 0-8423-3860-8 
Bibliography: p. 165-167. 
[BV4501.2.M588] 74-80151 4.95 

I. Christian Iife—1960- 2. Love. 3. 
Psychotherapy. I. Title. 


BRODERICK, Robert C., 1913- 254 
Your parish—where the action Is; parish 
ae in the modern church, by 
Robert C. Broderick. Chicago, Franciscan 
Herald Press [1974] v, 50 p. illus. 21 cm. 
ISBN 0-8199-0493-7 [BV652.1.B76] 74- 
572 2.50 (pbk.). 

i. Christian leadership. 2. Parishes. I. Title. 


JOHNSON, Douglas W., 1934- 254 
Managing change in the church [by] 
Douglas . Johnson. New York, 
Friendship Press [1974] p. cm. ISBN 0- 
377-00017-5 Includes bibliographical 
references. [BV600.2.J56] 74-12458 3.50 
(pbk.). . 

J. Church renewal. I. Title. 

Prepared from C.I.P. 


CLEMMONS, William. 259 
Growth through groups [by] William 
Clemmons and Harvey Hester. Introd. by 
Findley B. Edge. Nashville, Broadman 
Press [1974] 160 p. 21 cm. ISBN 0-8054- 
5546-9 Bibliography: p. 158-160. 
[BV652.2.C55] 74-77359 4.95 

1. Church group work. I. Hester, Harvey, 
joint author. IT. Title. 


253.2 


GATTI, Enzo. 260 
Rich church—poor church? Some Biblical 
perspectives. Translated by Matthew J. 
O’Connell. Maryknoll, N.Y., Orbis Books 
[1974] xi, 127 p. 19 cm. ISBN 0-88344- 
437-2 Translation of Colui che sa il dolore 
dell’uomo. Includes bibliographical 
references. [BV601.8.G3313] 74-77432 
4.95 ` 


AMERICAN BOOK PUBLISHING RECORD 


1. Mission of the church. 2. Missions. 3. 
Freedom (Theology) I. Title. 


THANKSGIVING Workshop on 261 
Evangelicals and Social Concern, 


Chicago, 1973. 
The Chicago declaration. Ronald J. Sider, 
editor. Carol Stream, Ill., Creation House 
[1974] 144 p. 18 cm. ISBN 0-88419-048-X 
(New leaf library) Includes bibliographical 
references. [BR1640.A2T45 1973] 74- 
82506 2.45 (pbk.) 
J. Evangelicalism—Congresses. 2. Church 
and social problems—-Congresses. I. Sider, 
Ronald J., ed. Il. Title. 
BECKER, Carl Heinrich, 261.2 

1876-1933. 
Christianity and Islam. Translated by H. J. 
Chaytor. New York, B. Franklin Reprints 
[1974] viii, 113, [1] p. 18 cm. ISBN 0- 
8337-4816-5 (Burt Franklin research & 
source works series. Philosophy & religious 
history monographs, 141) Reprint of the 
1909 ed. published by Harper, London, 
New York, in series: Harper’s library of 
living thought. Translation of Christeptum 
und Islam. Bibliography: p. 110-[114] 
[BP172.B4 1974] 74-608 11.50 
1. Christianity and other religions—Islam. 
2. Islam—Relations—Christianity. I. Title. 


HENRY, Paul B. 261.7 
Politics for evangelicals. [By]Paul Henry. 
Valley Forge, Pa., Judson Press [1974] 127 
p. 18 cm. ISBN 0-8170-0636-2 Includes 
bibliographical references. [BR115.P7H46] 
74-2893 1.95 (pbk.) 

1. Christianity and politics. I. Title. 


RELIGION and political 261.7 
society [by] Jurgen Moltmann [and others} 
Edited and translated in the Institute of 
Christian Thought. [lst ed.) New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
065564-X (A Harper forum book) Includes 
bibliographical references. [BR115.P7R434 
1974] 73-18424 3.95 

1. Christianity and politics—Addresses, 
essays, lectures. 2 Eschatology— 
Addresses, essays, lectures. 3. Religion and 
sociology—Addresses, essays, lectures. I. 
Moltmann, Jurgen. IT. Institute of Christian 
Thought. 

Prepared from C.I.P. 


BOCK, Paul, 1922- =e 261.8 
In search of a responsible world society; 
the social teachings of the World Council 
of Churches. Philadelphia, Westminster 
Press [1974] p. cm. ISBN 0-664-20708-1 
Bibliography: p. [HN31.B68] 74-9986 
10.00 


1. World Council of Churches. 2. Church 
and social problems. I. Title. 
Prepared from C.I.P. 


COLLINS, Sheila. 261.8°34712 
A different heaven and earth. Valley 
Forge, Pa., Judson Press [1974] p. cm. 
ISBN 0-8 170-0620-6 Includes 
bibliographical references. [BV639.W7C57] 
74-2890 8.95 

1. Women in Christianity. I. Title. 
Prepared from C.I.P. 


RUETHER, Rosemary 
Radford. 

Religion and sexism; images of woman in 

the Jewish and Christian traditions. Edited 

by Rosemary Radford Ruether. New York, 

Simon and Schuster [1974] 356 p. 22 cm. 

ISBN 0-671-21692-9 Bibliography: p. [345] 

[BV639.W7R8] 74-2791 9.95 

1. Women in Christianity. 2. Women in 

the Bible. 3. Women in the Talmud. I 

Title. 

Pbk. 3.95, ISBN 0-671-21693-7. 


261.83412 


NOVEMBER 30,1974 


UNITED Church of 261.8°34’350973 
Christ. Vermont Conference. Dept. of 
Christian Education. 

Understanding aging, prepared by the 

Department of Christian Education of the 

Vermont Conference, United Church of 


Christ. Edited by Pamela L. Parker. 
Philadelphia, Published for Joint 
Educational Development by United 


Church Press [1974] 47 p. illus. 21 cm. 
ISBN 0-8298-0291-6 (A Shalom resource) 
Bibliography: p. 43-47. [HQ1064.U5U5 
1974] 74-8795 2.50 (pbk.). 

L Aged—United States—Juvenile 
literature. 2. Old age—Juvenile literature. 
I. Parker, Pamela L., 1943- ed. II. Joint 
Educational Development. III. Title. 


CLEVELAND, 
Edward Earl. 
Living soul; "we shall overcome” [by] E. 
E. Cleveland. Nashville, Southern Pub. 
Association [1974] 219 p. illus. 21 cm. 
ISBN 0-8127-0078-3  [BX6123.C56] 73- 
91286 1.95 (pbk.). 

I. Seventh-Day Adventists—Sermons. 2. 
Sermons, American. 3. United States~ 
Race question. I. Title. 


RUETHER, Rosemary 
Radford. 

Faith and fratricide: the theological roots 

of anti-Semitism. New York, Seabury Press 

[1974] p. cm. ISBN 0-8164-1183-2 "A 

la book.” [BM535.R8] 74-11341 


261.8°34°5 196073 


261.8°34°51924 


1. Christianity and antisemitism—RHistory. 
I. Title. 
Prepared from C.I.P. 


be ry aaa Boaventura, 
The ecclesiology of Vatican If, by 
Bonaventure Kloppenburg. translated by 
Matthew J. O’Connell. Chicago, 
Franciscan Herald Press [1974] xv, 373 p. 
23 cm. ISBN 0-8199-0484-8 Translation of 
A eclesiologia do Vaticano II. Includes 
bibliographical references. [BX830 
1962.K54313 1974] 74-8035 7.95 

1. Vatican Council. 2d, 1962-1965. 2. 
Church—History of — doctrines—20th 
century. I. Title. 


SHORT, Roy Hunter, 
Bp., 120% 

United Methodism in theory and practice 
[by] Roy H. Short. Nashville, Abingdon 
Press [1974] p. cm. ISBN 0-687-43009-7 
(BX8388.S43] 74-13016 5.95 

l. United Methodist Church (United 
States)—Government. l. Title. 

Prepared from C.I.P. 


COWIE, Leonard W. 267.9 
The Christian calendar: a complete guide 
to the seasons of the Christian year telling 
the story of Christ and the saints, from 
Advent to Pentecost. Text by L. W. Cowie 
and John Selwyn Gummer. Springfield, 
Mass., G. & C. Merriam Co. [1974] 256 p. 
illus. 26 cm. ISBN 0-87779-040-X 
[BV30.C7] 74-955 15.00 

i. Church year. 2. Christian saints— 
Calendar. I Gummer, John Selwyn, joint 
author. IT. Title. 


MICKS, Marianne H. 264 
The future present; the phenomenon of 
Christian worship [by] Marianne H. Micks. 
New York, Seabury Press [1974, c1970] 
xiv, 204 p. 21 cm. ISBN 0-8164-2109-9 
“A Crossroad book.” [BV15.M52 1974] 
74-17343 3.95 

1. Public worship. I. Title. 


"RYAN, John Barry, 1933- 
The Eucharistic prayer; a 


262.02 


262.076 


264’.0201 
study in 


centemporary liturgy. New York, Paulist 
P ess [1974] 210 p. 23 cm. ISBN 0-8091- 
1534-3 Bibliography: j 201-210. 
[EX2169.R83] 73-94215 5.95 (pbk.} 
l. Eucharistic prayers. I. Title. 


MCGLOIN, Joseph T. 265.3 
Hw to get more out of the mass [by] 
Jæeph T. McGloin. Liguori, Mo., Liguori 
Prblications [1974] 144 p. illus. 18 cm. 
[EX2230.2.M28] 74-80938 1.75 (pbk.) 

1. Mass. I Title. 


COSTAS, Orlando E. 266.001 
Tee church and its mission: a shattering 
critique from the Third World [by] 
Odlando E. Costas. Wheaton, Ill., Tyndale 
Heuse Publishers [1974] xviii, 313 p. 22 


er. ISBN  0-8423-0275-1 Includes 
bi€liographical references. [BV600.2.C67] 
74-80150 6.95 

1. Church. 2. Missions. I. Title. 
ADERSON, Gerald H., 266.023 

comp. 

Msssion trends no. l; crucial issues in 
mi-sion today. Edited by Gerald 


H.Anderson and Thomas F. Stransky. New 
Yok, Paulist Press [1974] ix, 276 p. 19 
cm ISBN  0-8028-1483-2 Includes 
bikiographical references. [BV2070.A53] 
7431222 2.95 (pbk.) 

1. Missions---Addresses, essays, lectures. J. 
Stransky, Thomas F., joint comp. II. Title. 


HEFLEY, iames C. 266°.023’09597 
Ne. time for tombstones; life and death in 
the Vietnamese jungle [by] James and 
Mæti Hefley. Wheaton, Ill, Tyndale 
Hoase [1974] vii, 125 p. illus. 21 cm. 
ISEN  0-8423-4719-4 [BV3325.A6H43 
1974] 74-80772 2.95 (pbk.) 

I. Missions—Vietnam. 2. Persecution— 
ee I Hefley, Marti, joint author. IT. 
itz. 


CORBETT, Janice M. 268.433 
Exglore; resources for junior highs in the 
Church, edited by Janice M. Corbett. 
[Valey Forge, Pa., Judson Press, 1974] 
142 p. illus. 28 cm. ISBN 0-8170-0646-X 


Inckides bibliographies. [BV639.C4C66] 
74-€574 5.95 (pbk.). 
l. Church work with children. 2. 


Chi-dren—Religious life. I. Title. 


HARRINGTON, Bob, 1927- 269.2 
Brig them in! Nashville, Broadman Press 
[1974] 158 >. illus. 21 cm. ISBN 0-8054- 
554=-2 [BV3790.H356] 74-77358 4.95 

1. Evangelistic work. I, Title. 


HEDIRICHSEN, Walter A. 269°.2 
Disciples are made-not born [by] Walter 
A. Fenrichsen. Wheaton, Ill., Victor Books 
[1974] 160 p. illus. 18 cm. ISBN 0-88207- 
706-5 (An Input book) [BV4501.2.H374} 
74-73162 1.75 (pbk.). 

i. Christian life—1960- 2. Evangelistic 
work. I. Title. 


DEEMER, Philip. 269°.6’02573 
Ecurtenical directory of retreat and 
conference centers. Philip Deemer, editor. 
Bostan, Jarrow Press [1974- v. 25 cm. 
ISB 0-912190-10-8 [BV1652.D43] 74- 
76974 15.00 

1l. Church conference centers—United 
States—Directories. 2. Church conference 
centers—Canada—Directories. I. Title. 


EARLE, John, 1824- 270.3°092’4 B 
1903, comp. 
Glouzester fragments. [Folcroft, Paj 


Foleroft Library Editions, 1974. p. cm. 
Reprint of the 1861 ed. published by 
Longman, Green, Longman, and Roberts, 
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Lordon. [BX4700.S86E2 1974] 74-18301 
75.00 

1, Swithun, Saint, Bp. of Winchester, d. 
862, I. Title. 

Prepared from C.I.P. Contents omitted. 


HAMILTON, Michael 
Pollock, 1927- 

The charismatic movement; confusion or 

blessing, by Michael P. Hamilton, editor. 

Grand Rapids, Eerdmans [1974] p. cm. 

ISBN 0-8028-3453-1 Includes 

bibliographical references. [BX8764.Z6A2] 

74-14865 6.95 

I. Pentecostalism-—~Addresses, 

lectures. I. Title. 

Prepared from C.I.P. Pbk. 3.95, ISBN 0- 

8028-1589-8. 


COOPER, Michael, 
S.J. 


270.8°2 


essays, 


271.53024 B 


Rodrigues the interpreter; an early Jesuit 
in Japan and China. [Ist ed.] New York, 
Weacherhill [1974] 416 p. illus. 24 cm. 
ISBN 0-8348-0094-2 Bibliography: p. 385- 
395. [BX4705.R619C66] 73-88466 13.50 

J. Rodrigues, Joao, 1561 (ca.)-1634. I. 
Title. 


COULTON, George Gordon, 
1828-1947. 

The Inquisition. [Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1929 ed. published by E. Benn, 

London, which was issued as no. 7] of 

Benn’s sixpenny library. Bibliography: p. 

(BX1711.C6 1974] 74-18020 10.00 

1. Inquisition. 2. Heresy. I. Title. 

Prepared from C.I.P. 


WAKEFIELD, Walter Leggett. 274.4 
Heresy, crusade, and inquisition in 
southern France, 1100-1250 [by] Walter L. 
Wakefield Berkeley, University of 
California Press, 1974. 288 p. maps. 23 
cm. ISBN 0-520-02380-3 Bibliography: p. 
[259]-276. [DC59.5.W34 1974b] 72-93524 
14.00 

i. Inquisition. France. 2. France—Church 
history—Middle Ages, 987-1515. 3. 
Albigenses. 4. Waldenses in France. I. 
Title. 


SHAW, Bynum. 286°.0973 
Divided we stand; the Baptists in 
American life; a history. Durham, N.C., 
Moore Pub. Co. [1974] 250 p. 24 cm. 
ISBN 0-87716-044-9 Bibliography: p. 231- 
239. [BX6235.S48] 73-86777 8.95 

1, Baptists—United States. I. Title. 


CAROTHERS, Merlin 
R 


Walking & leaping [by] Merlin R. 
Carotkers. Edited by David Manuel, Jr. 
Plainfield, N.J., Logos International [1974] 
ix, 129 p. illus. 21 cm. ISBN 0-88270-102- 
9 [BX8495.C29A33] 74-79173 2.50 (pbk.). 
1. Carothers, Merlin R. I. Title. 


ARRINGTON, Leonard 
J 


272.2 


287.60924 B 


289.3°092°4 B 


Charles C. Rich, Mormon general and 
Western frontiersman [by] Leonard J. 
Arringion. Provo, Utah, Brigham Young 
University Press [1974] xvii, 386 p. illus. 
24 cm. ISBN 0-8425-1051-6 (Studies in 
Mormon history, v. 1) Includes 
bibliographical references. 
(BX8695.R46A77] 74-13624 7.50 

1. Rich, Charles Coulson, 1809-1883. I 
Title. II. Series. 


HANSEN, Klaus J. 289.3°3 
Quest for empire; the political kingdom of 
God and the Council of Fifty in Mormon 
history, by Klaus J. Hansen. Lincoln, 
University of Nebraska Press [1974, 
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1967] xvi, 237 p. 21 cm. ISBN 0-8032- 
3769-4 ”A Bison book.” Reprint of the 
1970. ed. published by Michigan State 
University Press, East Lansing; with new 
pref. by the author. Bibliography: p. 214- 
220. [BX8611.H295 1974] 74-8002 3.95 
(pbk) ’ 

1. Church of Jesus Christ of Latter-Day 
Saints. Council of Fifty. 2. Kingdom of 
God (Mormonism) I. Church of Jesus 
Christ of Latter-Day Saints. Council of 
Fifty. If. Title. 


EVANS, Frederick 
William, 1808-1893. 
Shaker communism; or, Tests of divine 
inspiration. The second Christian or gentile 
Pentecostal Church, as exemplified by 
seventy. communities , of Shakers in 
America. London, J. Burns, 1871. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-10749-4 (Communal societies in 
America) Published in New Lebanon, 
N.Y., in 1853 under title: Tests of divine 
inspiration, [BX9771.E9: 1974] 72-2987 
1. Shakers. I. Title. 
Prepared from C.I.P. 


CON FERENCE on the Philosophy 291 
of Religion, University of Birmingham, 
1970. 

Truth and ‘dialogue in world religions: 

conflicting truth-claims. Edited by John 

Hick. Philadelphia, The Westminster Press 

[1974] 164 p. 21 cm. ISBN 0-664-20713-8 

Selected papers of the conference held in 

April, 1970. British ed. published under 

title: Truth and dialogue, the relationship 

between world religions. [BL51. C635 1970] 

74-7244 5.95 

l. Religion—Philosophy—Congresses. 2. 

Religions—Congresses. I. Hick, John, ed. 

Il, Title. 


LEEK, Sybil. 291.273 
Reincarnation: the second chance. New 
York, Stein and Day [1974] 262 p..24 cm. 
ISBN 0-8128-1693-5 Bibliography: p. 249- 
256. [BL515.L43] 73-93034 7.95 

1. Reincarnation. 


289.8°0973 


PATCH, Howard Rollin, 
1889-1963. 
The tradition of the goddess Fortuna in 
Roman literature and in the transitional 
period. [Norwood, Pa.] Norwood Editions, 
1974. p. cm. Reprint of the 1922 ed. 
published by Smith College, Northampton, 
Mass., which was issued as v. 3, no. 3 of 
the Smith College studies in modern 
languages. A portion of the author’s thesis, 
Harvard, 1915. Bibliography: p. 
[BL820.F7P37 1974] 74-17314 6.50 
l. Fortuna (Goddess) I. Title. II. Series: 
Smith College stuđies in modern languages, 
v, 3, no. 3. 
Prepared from C.I.P. 


BANCROFT, Anne, 1923- 294 
Religions of the East. New York, St. 
Martin’s Press [1974] 256 p. illus. 26 cm. 
Bibliography: p. 250-252. [BL80.2.B36 
1974] 72-97352 12.95 
1. Religions. I. Title. 


MACDONELL, Arthur Anthony, 
1854-1930. 
Vedic mythology. New York, Gordon 
Press, 1974. 174 p. 24 cm. ISBN 0-87968- 
153-5 (Series: Buhler, Georg, 1837-1898, 
ed. Grundriss der indo-arischen Philologie 
und Altertumskunde, Bd. 3, Hf. 1 A.) 
Reprint of the 1897 ed. published by K. J. 
Trubner, Strassburg, which was issued as 
Bd. 3, Hft. 1 A, of Grundriss der indo- 
arischen Philologie und Altertumskunde, 


292.2711 


294.1 
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hrsg. von G. Buhler. [BL2001.M23 1974] 
74-8799 29.95 (lib. bdg.) 
1. Mythology, Hindu. I 


DHIRAVAMSA. 294.3 

A new approach to Buddhism. Lower 
Lake, Calif., Dawn Horse Press [1974, 
c1972] 67 p. port. 22 cm. ISBN 0-913922- 

08-0 [BQ4022.D45 1974] 74-81623 1.95 
bk 


(pbk.) 
i. Buddha and Buddbism—Addresses, 
essays, lectures. I. Title. 


. Title. II. Series. 


SHAFTEL, Oscar. 
An understanding of the Buddha. New 
York, Schocken Books [1974] - p. cm. 
ISBN 0-8052-3544-2 Bibliography: p. 
[BQ4012.S5] 72-80041 8.50 

1. Buddha and Buddhism. I. Title. 
Prepared from C.I.P. 


HERRIGEL, Eugen, 1884- 
1955. 

The method of Zen [by} Eugen Herrigel. 
Ed. by Hermann Toausend. Tr. by R. F. C. 
Hull. New York, Vintage Books [1974] 
124 p 18 cm. ISBN 0-394-71244-7 
Translation of Der Zen-Weg. Reprint of 
the ed. published by Pantheon Books, New 
York. [[BQ9266.H4713 1974]] 74-5120 
1.95 (pbk.) 

l. Zen Buddhism—Addresses, 
lectures. I. Title. 


294.374 


GETTY, Alice. 294.3°4711 
The gods of Northern Buddhism. New 
York, Arno Press, 1974. p. cm. ISBN 0- 
405-06188-9 Reprint of the 1914 ed. 
published by Clarendon Press, Oxford, 
Eng. [BQ4630.G47 1974] 74-6872 30.00 

1. Gods, Buddhist. 2. Mahayana Buddhism 
i. Title. 

Prepared from C.I.P. 


HUGHES, Catharine, 
1935- comp. 

The solitary journey: Buddhist mystical 
reflections. Edited and with photos. by 
Catharine Hughes. New York, Seabury 
‘Press [}974] p. cm. ISBN 0- 8164-2103-X 
”A Crossroad book.” [BQ4022.H8] 74- 
13780 2.95 (pbk.). 

I. Buddha and Buddhism. 2. Mysticism— 
Buddhism. I. Title. 

Prepared from C.I.P. 


CHINMOY. 294.5°2'3 
Death and reincarnation: eternity’s voyage 
[by] Sri Chinmoy. [Jamaica, N.Y., Agni 
Press, 1974] 142 p. illus. 18 cm. ISBN 0- 
88497-038-8 [BL1215. wae 74-81308 
2.00 (pbk.} 

i. Death (Hinduism) 2. ` Future life 
(Hinduism) 3. Reincarnation. I. Title. 


SUBRAMANIAM, K. 294.5°6'1 
Brahmin priest of Tamil Nadu, by K. 
Subramaniam. New York, Wiley [1974] p. 
cm. ISBN 0-470-83535-4 ”A Halsted Press 
book.” Based on the author’s thesis, 
University of Saugar, 1969. Bibliography: 
p. [BL1215.P75S9] 74-13072 7.95 

1. Priests, Hindu. I. Title. 

Prepared from C.I.P. 


294.3°4°42 


WILLIAMS, George 294.5°6'4 B 
Mason, 1940- 
The quest for meaning of Svami 


Vivekananda; a study of religious change 
[by] George M. Williams. [Chico, Calif.] 
New Horizons Press [1974] x, 148 p. 22 
em. ISBN 0-914914-01-4 (The Religious 
quest, v. 1) Bibliography: p. 141-144. 
[BL1270.V5W54] 74-10906 3.95 (pbk.). 

1. Vivekananda, Swami, 1863-1902. I. 
Title. IT. Series. 


294.3 | 


essays, 


AMERICAN BOOK PUBLISHING RECORD 


AVESTA. English. » 295.8 
Avesta: the religious books of the Parsees; 
from Professor Spiegel’s German 
translation of the original manuscripts. By 
Arthur Henry Bleeck. New York, Gordon 
Press, 1974. xx, 214 -p. 24 cm. ISBN 0- 
87968-133-0 Reprint of the 1864 ed. 
printed for M. H. Cama by S. Austin, 
Hertford, Eng. Bibliography: p. [209]-211. 
(BL1515.A22 1974] 74-2843 29.95 (lib. 
bdg.) 

L Bleck, Arthur Henry, 18277-1877, tr. I~ 
Spiegel, Friedrich von, 1820-1905, tr. 


ADAM, Yehudi. 296 
Mature Judaism; a programmatic outline. 
Ist ed.] Jericho, N.Y., Exposition Press 
1974] ix, 73 p. 22 cm. ISBN 0-682-47965- 
9 [BM565.A36] 74-76018 5.00 

1. Judaism. £ Title. 


TREPP, Leo. 296 
Judaism: development and life. 2d ed. 
Encino, Calif., Dickenson Pub. Co. [1974] 
viii, 294 p. illus. 21 cm. ISBN 0-8221- 
0114-9 Bibliography: A 271-278. 
[BM561.T7 1974] 73- 76614 6.50 (pbk*) 

1. Judaism. I. Title. 


LIEBMAN, Charles S. 296’.0973 
Aspects of the religious behavior of 
American Jews by Charles S. Liebman. 
New York, Ktav Pub. House [1974] xvi, 
284 p. 24 cm. ISBN 0-87068-242-3 Three 
essays originally published in the American 
Jewish year book, 1965, 1968, 1970. 
Includes bibliographical references. 
(BM205.L538] 74-546 12.50 . 
1. Judaism—United States. 2. Rabbinical 

seminaries—United States. 3. Orthodox ’ 
Judaism—United States. 4. 

Reconstructionist Judaism. I. Title.. 
SCHOLEM, Gershom Gerhard, 296.1°6 

1897- 

Kabbalah [by] Gershom Scholem. [New 
York] Quadrangle/New York Times Book 
Co. [1974] 492 p. illus. 25 cm. ISBN 0- 


8129-0352-8 (Library of Jewish 
knowledge) Includes bibliographical 
references. [BM526.835 1974] 73-77035 


9.95 


1. Cabala—History. I. Title. 


GLATZER, Nahum Norbert, 
1903- comp. 

Language of faith, Gathered tas edited by 

Nahum N. Glatzer. New York, Schocken 

Books [1974] p. cm. ISBN 0-8052-3559-0 

Includes bibliographical references. 

[BM724.G5 1974] 74-9142 4.95 

4. Jewish prayers. I. Title. 

Prepared from C.I.P. 


296.4 


COGGINS, R. J., 1929- 296.8°1 
Samaritans and Jews; thẹ origins of 
Samaritanism reconsidered [by] R. J. 


Coggins. Atlanta, John Knox Press [1974] 
p. cm. ISBN 0-8042-0109-9 (Growing 
oints in theology) Bibliography: p. 
[BM915.C63] 74-3712 6.95 (pbk.) 

1. Bible. O.T.—Criticism, interpretation, 
etc. 2. Samaritans—Religion—-Relations— 
Judaism. 3. Judaism—Relations— 
Samaritan. T. Title. 

Prepared from C.I.P. 


HUGHES, Catharine, 1935- 297.4 
comp. è 
The secret shrine: Islamic mystical 


reflections. Edited and with photos. by 
Catharine Hughes. New York, Seabury 
Press [1974] p. cm. ISBN 0-8164-2101-3 
”A Crossroad book.” [BP189.62.H83] 74- 
12106 2.95 (pbk.). 

1. Sufism—Collected works. I. Title. 
Prepared from C.I.P. 


MERT ge T pore prir mevs cattery, 


NOVEMBER 30,1974 


AL-TABATABAT, 297.82 
Muhammad Husayn, 1903o0r4- 
Shi‘aitte Islam, by ‘Allamah Sayyid 


Muhammad Husayn Tabataba‘i. Edited and 
translated with introd. and notes by 
Seyyed Hossein Nasr. [lst ed.] Albany, 
State University of New York Press, 1974. 
p. cm. ISBN 0-87395-272-3 Translation of 
Shiah dar Islam. Bibliography: p. 
[BP193.5.T3213] 74-8289 5.00 

1. Shiites. I. Title. 

Prepared from C.I.P. 


SQUIRE, Charles. 299°.1°6 
The mythology of ancient Britain and 
Ireland. [Folcroft, Pa.] Folcroft Library 
Editions, 1973. p. Reprint of the 1909 ed. 
published by Constable, London. 
Bibliography: p. [BL980.G7S6 1973] 73- 
13769 10.00 (lib. bdg.). ` 

1. Mythology, Celtic. 2. Legends, Celtic. I. 
Title. + 


WRIGHT, Dudley, 1868- 
1949. 
Druidism, the ancient faith of Britain. 
[WaRefield, Eng.] EP Pub.; [Totowa, N.J.] 
Rowman and Littlefield, 1974. 192 p. illus. 
26 cm. Reprint’ of the 1924 ed. published 
by E. J. Burrow, London. Bibliography: p. 
ee [BL910.W7 1974] 74-176067 


1. Druids and Druidism. I. Title. 


299.16 


ARMSTRONG, Robert 
Cornell. 

Light from the East; studies in Japanese 
Confucianism. New York, Gordon Press, 
1974. 326 p. 24 cm. ISBN 0-87968-134-9 
Reprint of the 1914 ed. published by 
University of Toronto, Toronto, in series: 
University of Toronto studies: Philosophy. 
Bibliography: p. xi-xii. [BL1843.A7 1974] 
74-3563 34.95 (lib. bdg.) 

1. Confucianism—Japan. I. Title. I. Series: 
Toronto. University. University of Toronto 
studies. Philosophy. 


299.512 


300 SOCIAL SCIENCE 


MCINTYRE, Alister. 300’.8 s 
Current problems of economic integration; 
the effects of reverse preferences on-trade 
among dev@loping countries. New York, 
United Nations, 1974. viii, 105 p. 22 cm. 
({United Nations. Document] TD/B/435) 
*United Nations publication. Sales no. 


E.73.11.D.18." At head of title: United 
Nations Conference on Trade and 
Development, Geneva. Includes 
bibliographical references. [JX1977.A2 


TD/B/435] [HF1411] 338.091724 74- 
176021 4.00 (pbk.). 

I. International economic integration. 2. 
Underdeveloped areas--Commerce. 3. 
Underdeveloped areas—Econonuc 
integration. I. United Nations. Conference 
on Trade and Development. II. Title. HI. 
eries. . 


‘UNITED Nations. 
Statistical Office. 
Compendium of housing statistics, 1971. 
Recueil des statistiques de Yhabitation, 
1971. ist issue 1. ed. New York, United 
Nations/Nations Unies, 1974. xi, 245 p. 29 
cm. ((United , Nations. Document] 
ST/STAT/SER.N/1) "United Nations 
publication. Sales no. E/F.73.XVIL4.” 
English and French. (JX1977.A2 
ST/STAT/ser.N/1] [HD7287} 301.54 72- 
24697 14.50 
1. Housing—Statistics. I Title. I. Title: 
Recueil des statistiques de Phabitation, 
1971, HL Series. 


300°.8 s 


URBAN land policies and 300.8 s 
lałd-use control measures. New | York, 
United Nations, 1973- v. 28 cm. (United 
N-.tions. [Document] ST/ECA/167 and 
Acd. 1) At head of title: Dept. of 
Economic and Social Affairs. “United 
Netions publication. Sale no.: E.73.IV.5.” 
Ccntents.—v. 1. Africa—v. 2. Asia and 


ths- Far East. —v. 4. Latin America — 
v. 6. Northern America. Includes 
bifliographical references. [JX1977.A2 


ST/ECA/167] 333.77 74-174405 2.50 
(ptk. vol i); 3.50 (pbk. vol 2); 5.00 (obk. 
vo. 3); 2.50 (pbk. vol. 4); 2.00 (pbk. vol. 
5.5 4.00 (pbk. vol. 6) 

I. Land—Collected works. I. United 
Netions. Dept. of Economic and Social 
Afairs. IT. Title. HI. Series. 


BINSTEIN, Deena. 301 
Liking sociology; a critical introduction 
{b}] Deena Weinstein [and] Michael A. 
Wainstein. New York, McKay [1974] xix, 
48: p. 23 cm. ISBN 0-679-30252-2 
Inc.udes bibliographical references. 
[H2A51.W398] 74-75422 5.95 
1. Sociology. I. Weinstein, Michaei A. 
Joiz t author. IT. Title. 


HELMER, John. 301°.023 
The deadly simple mechanics of society. 
Nev York, Seabury Press [1974] p. cm. 
ISEN 0-8164-9162-3 (A Continuum book) 
(HH90.S6H44] 73-6417 7.95 

l. Labor and laboring classes—United 
Sta es—1970- 2. Sociologists. 3. Sociclogy 
as = profession. 4. Power (Social sciences) 
I. Title. 

Prezared from C.I.P. 


MACRAE, Donald Gunn. 301.045 
Maz Weber [by] Donald G. Macrae. New 
Yorx, Viking Press [1974] xiv, 111 p. 19 
cm. ISBN 0-670-46327-2 (Modern 
masers) Bibliography: p. [101]-106. 
[HM22.G3W45455] 72-181978 5.95 

1. Weber, Max, 1864-1920. 

Pbk 2.25, ISBN 0-670-01976-3. 


REZ, John. 301.0942 
Approaches to sociology; an introduction 
to major trends in British sociology, edited 
by -ohn Rex. London, Boston, Routledge 
& Kegan Paul, 1974. vii, 302 p. 23 cm. 
ISBW 0-7100-7824-2 (International library 
of sociology) Includes bibliographical 
references and index. [HM51.R43 1974] 
73-92988 16.50 

1. Soctology—Addresses, essays, lectures. 
I. Trze. 


ARMISTEAD, Nigel. 301.1 
Recenstructiag social psychology, edited 
by Nigel Armistead. [Harmondsworth, 
Eng. Penguin Books, 1974] 330 p. 20 cm. 
ISBN 0-14-C80346-7 (Penguin education) 
Includes bibliographies. [HM251.A787] 74- 
18054 

J. Social psychology—Addresses, essays, 
lectures. I. Title. 

Distrebuted by Penguin, Baltimore, Md. 
3.95 Zpbk.). 


STEFHAN, Frederick 
Franklin, 1903-1971. 
Samgling opinions; an analysis of survey 
procedure [by] Frederick F. Stephan and 
Philip ; J. McCarthy. Westport, Conn., 
Greeawood Press [1974, cl958] p. cm. 
ISBN 0-8371-6901-1 Reprint of the ed. 
published by Wiley, New York, in series: 
Wiler publications in Statistics. 
Biblicgraphy: p. [HM263.884 1974] 73- 
6395 18.50 
1. Fublic opinion polls. 2. Sampling 
(Statstics) I. McCarthy, Philip John, 1918- 
Joint author. Lf. Title. 
Prepaced from C.I.P. 


301.15°42 


300 SOCIAL SCIENCE 


HATIM, 301.15°43°3275694174927 
Muhammad ‘Abd al-Qadir. 
Information and the Arab cause [by] M. 
Abdel-Kader Hatem. [London, Longmans, 
1974] xiv, 320 p. 1 illus. 24 cm. ISBN 0- 
582-78040-3 Includes bibliographical 
references. [DS119.7.H379] 74-174927 
1. Jewish-Arab relations. 2. Arab 
countries—Politics. 3. Propaganda, 
Egyptian. 4. Public opinion. I. Title. 
Debug by Longman, New York, 
15.00. 


COMMAGER, 
Henry Steele. 
Britain through American eyes, edited and 
with ah introduction and commentaries by 
Henry Steele Commager. New York, 
McGraw-Hill [1974] xlii, 767 p. 24 cm. 
ISBN 0-07-012366-7. [DAI18.C63 1974] 
73-8686 17.50. 
1. National characteristics, English. 2. 
England—Foreign opinion, American. 3. 
England—Soctal conditions. I. Title. 


CARPENTER, Edmund Snow, 301.1671 
1922- 


301.15°43’91420385 


Oh, what a blow that phantom gave me! 


[By] Edmund Carpenter. [ist ed.] New 
York, Holt, Rinehart and Winston [1974, 
c1973] 192 p. illus. 22 cm. ISBN 0-03- 
006881-9 [P92.U5C28 1974] 72-89656 
5.95 

1. Mass media—United States. I. Title. 


TEBBEL, John 301.16°1°0973 
William, 1912- 

The media in America [by] John Tebbel. 

New York, Crowell [1974] p. cm. ISBN 

0-690-00500-8 Bibliography: p. [P92.U5T4] 

74-9891 10.00 

1. Mass media—United States. I. Title. 

Prepared from C.I.P. 


*GOSDEN, P. H. J. H. 301.1831 
Self-Help; voluntary associations in 
Nineteenth-century Britain. [by] P. H. J. 
H. Gosden. New York, Barnes & Noble. 
[1974] 295 p. 23 cm. ISBN 0-06-492501-3 
[HS1506] 16.50 
i. Associations, 
Title. 


BLAU, Peter Michael. 301.18°32 
On the nature of organizations. [by] Peter 
M. Blau. New York, Wiley [1974] ix, 358 
p. illus. 23 cm. ISBN 0-471-08037-3 "A 
Wiley-Interscience publication.” Includes 
bibliographical references. [HM131.B592] 
74-7392 14.50 

1. Organization. 2. Organizational research. 
3. Bureaucracy. I. Title. 


MONTAGU, Ashley, 1905- 
comp. 
Culture and human development; insights 
into growing human. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. cm. ISBN 0- 
13-195578-0 (Human development books) 
(A Spectrum book) Includes bibliographies. 
[GN273.M66] 74-18338 7.95; 2.95 (pbk.) 
1. Ethnopsychology. 2. Personality and 
culture. 3. Children—Growth. 4. 
Environmental psychology. I. Title. 
Prepared from C.I.P. 


institutions—British. I. 


301.2 


SOCIAL and cultural 301.2 s 
identity; problems of persistence and 
change. Thomas K. Fitzgerald, editor. 


Athens, Southern Anthropological Society; 
distributed by the University of Georgia 
Press [1974] 136 p. 23 cm. ISBN 0-8203- 
0329-1 (Southern Anthropological Society; 
Proceedings, no. 8) Papers presented’ at the 
joint meeting of the Southern 
Anthropological Society and the American 
Ethnological Society held March 8-10, 
1973, in Wrightsville Beach, N.C. Includes 
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bibliographies. [GN2.89243 no. 8] 
[GN273] 301.2°1 73-90848 3.75 (pbk.). 

1. Ethnopsychology—Addresses, essays, 
lectures. 2. Identity (Psychology)— 
Addresses, essays, lectures. 3. Ethnology— 
Addresses, essays, lectures. I Fitzgerald, 
Thomas K. ed. II Southern 
Anthropological Society. HI. American 
Ethnological Society. IV. Title. V. Series. 
TYLOR, Edward Burnett, 301.2 

Sir, 1832-1917. 

Primitive culture: researches into the 
development of mythology, philosophy, 
religion, art, and custom. New York, 


Gordon Press, 1974- v. 23 cm. ISBN 0- 
87968-091-1 Reprint of the 1871 ed. 
published by J. Murray, London. 


[GN315.T94] 73-15235 75.00 (2 v.). 
I. Ethnology. 2. Religion, Primitive. 3. 
Social evolution. 4. Animism. I. Title. 


MEAD, Margaret, . 
1901- 

Ruth Benedict. New York, Columbia 

University Press, 1974. p. cm. ISBN 0- 

231-03519-5 (Leaders of modern 

anthropology series) Bibliography: p. 

(GN21.B45M42 1974] 74-6400 9.95 

1, Benedict, Ruth (Fulton) 1887-1948. 2. 

Ethnology. I. Title. 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 

231-03520-0 


301.2°092°4 B 


HUSE, Howard Russell, 301.271 
1890- 

The illiteracy of the literate; a guide to the 
art of intelligent reading, by H. R. Huse. 
New York, Gordon Press, 1974 [c1933] x, 
272 p. 24 cm. ISBN 0-87968-155-1 
Reprint of the ed. published by D. 
Appleton-Century ` Co, New York. 
Contents.—Part 1: The nature and function 
of language—Part 2: Verbomania: the 
pathology of language.—Part 3: Criticism: 
the problem of value.—Bibliography (p. 
263-(267]) [P105.H8 1974] 74-2844 34.95 
(lib. bdg.) 

1. Language and languages. 2. Reading, 
Psychology of. 3. Propaganda. 4. 


Advertising—Psychological aspects. I 
Title. 
HYMES, Dell H. 301.271 


Foundations in sociolinguistics; an 
ethnographic approach [by] Dell Hymes. 
Philadelphia, University of Pennsylvania 
Press [1974] x, 245 p. 24 cm. ISBN 0- 
8122-7675-2 Bibliography: p. 211-232. 
{P40.H9] 73-89288 12.50 

1. Sociolinguistics. I. Title. 

Pbk. 5.95, ISBN 0-8122-1065-4. 


RODES, Richard. 301.2°2 
Running free. Valley Forge, Pa., Judson 
Press [1974] p. cm. ISBN 0-8170-0637-0 
Includes bibliographical references. 
[BV4405.R6] 74-7514 3.00 (pbk.) 


-L. Christian communities. [ Title. 


Prepared from C.I.P. 


SCIENCE, technology, and 301.243 
culture. Edited, with an introd., by Henry 
John Steffens and H. N. Muller, HI. New 
York, AMS Press [1974] p. cm. ISBN 0- 
404-11275-7 Papers - and commentaries 
presented at four meetings between 
members of the faculty of the University of 
Vermont and the executive staff of the 
Western Electric Co., held in 1972. 
[Q175.4.S37] 74-580 10.00 

1. Science—Social aspects—Congresses. 2. 
Technology—Social aspects——Congresses. I. 
Steffens, Henry John, ed. Uf. Muller, H. 
N. ed. 

Prepared from C.I.P. 


IR 


SPITZER, Leo, 1939- 301.2966404 
The Creoles of Sierra Leone; responses to 
colonialism, 1870-1945. [Madison] 
University of Wisconsin Press [1974] p. 
cm. ISBN 0-299-06590-1 Bibliography: p: 
[DT516.42.566] 74-5908 12.50 

1. Creoles (Sierra Leone) T. Title. 

Prepared from C.I.P. 


* ABORIGINES Protection 
Society. 

Tribes of the Amazon basin in Brazil, 
1972. London, Charles Knight 1973. xii, 
201 p. illus. 22 cm. ISBN 0-85314-2106 
[F2519] 

1. Indians of South America—Amazon 
Valley. 2. Anthropo-geography—Amazon 
Valley. I. Title. 

Distributed by Transatlantic Arts, for 
12.50. 


301.29811 


*SHIPTON, Eric 1907- 301.29827 
Tierra del Fuego: the fatal lodestone 
London, Charles Knight 1973 175 p. illus. 
24 cm. ISBN 0-85314-194-0 (Latin 
American Adventure Series) [F2986] 

1. Argentina—History—Tierra del Fuego. 
I. Title. 

Distributed by Transatlantic Arts for 
12.50. 


BOOT, Johannes Cornelius 301.31 
Gerardus. 

Common globe or global commons; 

population regulation and income 


distribution [by] John C. G. Boot. New 
York, M. Dekker [1974] xi, 139 p. 24 cm. 
ISBN 0-8247-6231-2 (Business economics 
and finance, v. 1) [HB&851.B62 1974] 74- 
79919 9.75 

1. Population. I. Title. 


ENVIRONMENTAL quality, 301.31 
edited by J. T. Coppock and C. B. Wilson. 
New York, Wiley [1974] p. cm. ISBN 0- 
470-17205-3 "A Halsted Press “book.” 
Includes bibliographies. [GF125.E58] 74- 
9579 11.95 

l. Human ecology—Addresses, essays, 
lectures. 2. Cities and towns—Addresses, 
essays, lectures. I. Coppock, John Terence, 
ed. II. Wilson, Christopher Barrie, ed. 
Prepared from C.I.P. 


JENNINGS, Gary. 301.31 
Fhe earth book. [lst ed.] Philadelphia, 
Lippincott [1974] 32 p. col. illus. 23 cm. 
Examines the many different kinds of 
pollution to which man is subjecting the 
earth and outlines some steps the reader 
can take to deal with this problem. 
[QH541.14.346] 74-8405 4.95 

i.  Ecology—Juvenile literature. 2. 
Pollution—Juvenile literature. I. Title. 


PASSMORE, John Arthur. 301.31 
Man’s responsibility for nature; ecological 
problems and Western traditions [by] John 
Passmore. New York, Scribner [1974] x, 
213 p. 24 cm. ISBN 0-684-13815-8 
Includes bibliographical references. 
[GF47.P35 1974b] 73-19273 7.95 

4. Human ecology. 2. Environmental 
protection. [. Title. 


FORD Foundation 301.31°0973 
experiments in regional environment 
management; a symposium of the 
American Association for the 


Advancement of Science. [New York, Ford 
Foundation, 1974] 48 p. 26 cm. Cover 
title. [HC110.E5F63] 74-83399 1.00 (pbk.) 
1. Environmental policy—United States— 
Addresses, essays, lectures. 2. Regional 
planning—United States—Adadresses, 
essays, lectures. I American Association 
for the Advancement of Science. 
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AMERICAN BOOK PUBLISHING RECORD 


NAGEL, Stuart Sa 301.310973 
1934- 
Environmental politics. Edited by Stuart S. 
Nagel. New York, Praeger [1974] p. cm. 
ISBN 0-275-09030-2 (Praeger special 
studies in U.S. economic, social, and 
political issues) ’Published in cooperation 
with the Policy Studies Organization.” 
([HC79.E5N33] 74-3138 15.00 
1. *. Environmental _ policy—Addresses, 
essays, lectures. 2. Environmental policy— 
International cooperation—Addresses, 
essays, lectures. 3. Environmental 
protection—Addresses, essays, lectures. I. 
Title. 
Prepared from C.I.P. 


CHOUCRI, Nazli. 
Population dynamics and 
violence; propositions, insights, and 
evidence. Lexington, Mass., Lexington 
Books [1974] x, 281 p. 23 cm. ISBN 0- 
669-94037-2 Bibliography: p. 239-271. 
[HB885.C48] 74-11227 18.00 

1. Demography. 2. Population. 3. War. L 
Title. 


301.32 
international 


SIVIN, Irving. 301.3271 
Contraception and fertility change in the 
international postpartum program. [New 
York] Population Council; [distributed by 


Key Book Service, Bridgeport, Conn., 
1974] xii, 98 p. illus. 28 cm. ISBN 0- 
87834-020-3 Bibliography: p. 97-98. 


([HQ763.5.S58] 74-75361 3.95 (pbk.). 
1. Birth control—Statistics. 2. Fertility, 
Human—sStatistics. I. Title. 


*BREMAN, Jan. 301.35°0954'4 
Patronage and exploitation, changing 
agrarian relations in south Gujarat, India. 
Berkeley, University of California Press 
[1974] xvi, 287 p. 25 cm. ISBN 0-520- 
02197-5 ` Bibliography: p. 265-275. 
[GF662] 73-186114 15.00 

1. Sociology, Rural—India. I. Title. 


RABAN, Jonathan. 301.36 
Soft city. [lst American ed.] New York, E. 
P. Dutton, 1974. 229 p. 22 cm. ISBN 0- 
525-20661-2 Bibliography: p. [227]-229. 
[HT133.R3 1974a] 74-3633 7.50 

i. Cities and towns—Great Britain. I. Title. 


KENNEDY, Declan. 301.3608 
The inner city. Edited by Degan, Kennedy 
and Margrit I. Kennedy. New York, Wiley 
[1974] 228 p. illus. 19 x 26 cm. ISBN 0- 
470-46904-8 (Architects’ year book) "A 
Halsted Press book.” [HT151.K39 1974] 
74-2429 22.95 

I. Cities and towns-—-Addresses, essays, 
lectures. 2. Central business districts— 
Addresses, essays, lectures. I. Kennedy, 
Margrit I, joint author. II Title. UI 
Series: Architects’ year book (New York) 


URBAN futures for 301.36°0971 
central Canada: perspectives on forecasting 
urban growth and form, edited by Larry S. 
Bourne [and others. Toronto] University of 
Toronto Press [1974] viii, 367 p. illus. 24 
cm. ISBN 0-8020-2144-1 Studies in this 
volume directed by Centre for Urban and 
Community Studies, University of 
Toronto.” Includes bibliographies. 
ha U68] 73-92297 15.00 

i Urbanization—Canada—-Addresses, 
essays, lectures. 2. Cities and towns— 
Growth—Case_ studies—-Addresses, essays, 
lectures. I. Bourne, Larry S, ed. 
Toronto. University. Centre for Urban and 
Community Studies. 

Pbk. 7.50, ISBN 0-8020-6143-1. 


SARGENT, Charles S, 301.36°09821 
1936- 
The spatial evolution of greater Buenos 


CME aw 
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Aires, Argentina, 1870-1930 [by] Charles 
S. Sargent. With a preface by Richard M. 
Morse. Tempe, Center for Latin American 
Studies, Arizona State University [1974] 
164 p. illus. 24 cm. ISBN 0-87918-013-7 
Based on the author’s thesis entitled Urban 
dynamics and the changing pattern of 
residential development: Buenos Aires, 
Argentina, 1870-1930, University of 
California, Berkeley, 1971. Bibliography: p. 
[{129]-139. [HN270.B8S27] 74-620000 8.00 
I. Buenos Aires metropolitan area, 
Argentine Republic—History. 2. Cities and 
towns--Growth. I. Title. 


COUNCIL on Thai 
Studies. 
Urbanization in Thailand [by] Ronald L. 
Krannich [and others] Introd.: M. Ladd 
Thomas. [De Kalb] Center for 
Governmental Studies, Northern Illinois 
University; [distribution by the Cellar Book 
Shop, Detroit] 1974. iv, 113 p. 28 cm. 
(Northern Illinois University. Center for 
Southeast Asian Studies. Occassional 
papers, no. 2) Papers presented at a 
meeting of the Council on Thai Studies 
held at Northern Illinois University on 
Feb. 24, 1973. Includes bibliographical 
references. [HT147.T5SC68 1974] 74- 
175097 5.00 (pbk.). 

1. Urbanization—Thailand—Addresses, 
essays, lectures. 2. Cities and towns— 
Thatland—Addresses, essays, lectures. I. 
Krannich, Ronald L. II. Title. IIT. Series: 
Illinois, Northern Illinois University, De 
Kalb. Center for Southeast Asian Studies. 
Occasional papers — Northern Illinois, 
Center for Southeast Asian Studies, no. 2. 


SCHAFER, Robert. 301.362 
The suburbanization of miltifamily housing. 
Lexington, Mass., Lexington Books [1974] 
xv, 148 p. illus. 23 cm. ISBN 0-669-93674- 
X Includes bibliographical references. 
[HD7287.6.U5S3] 74-11240 14.00 

1. Apartment houses—United States. 2. 
Suburbs—United States. I. Title. 


MASS, Nathaniel J., 301.36°3”0973 
comp. 

Readings in urban dynamics, edited by 
Nathaniel J. Mass. Cambridge, Mass., 
Wright-Allen Press [1974- v. illus. 26 
cm. ISBN 0-9600294-7-8 Includes 
bibliographica) references. [HT153.M38] 
73-89545 25.00 (v. 1). 

1. Cities and towns—Mathematical 
monea Stone essays, lectures. I. 
ttle. 


SYMPOSIUM on the 
Cities, Austin, Tex., 1973. 
The American city: realities and 
possibilities; a symposium. Edited by 
Kenneth W. Tolo. [Austin] Lyndon B. 
Johnson School of Public Affairs, 
University of Texas at Austin, 1974. ix, 
173 p. illus. 23 cm. ”Co-sponsored by the 
Lyndon: Baines Johnson Library and the 
University of Texas at Austin.” Includes 
bibliographical references. [HT123.S88 
1973] 74-620061 3.00 (pbk.). 
1. Cities and towns—United States— 
Congresses. I, Tolo, Kenneth W., ed. II. 
Lyndon Baines Johnson Library. TII. 
Texas. University at Austin. IV. Title. 


JAKOBSON, Leo. 301.3674 
Metropolitan growth: public policy for 
South and Southeast Asia, edited by Leo 
Jakobson and Ved Prakash. [Beverly Hills, 
Calif.] Sage Publications; [distributed by] 
Halsted a Division, Wiley, New York 


301.36°1°09593 


301.36°3°0973 


pede p. cm. ISBN 0-470-43732-4 
HT334.A8J3] 74-17185 17.50 
i. Metropolitan areas—Asia, 


Southeastern—Addresses, essays, lectures. 


2. Metropolitan  areas—South Asia— 
Acadresses, essays, lectures. I. Prakash, 
Ved, 1932- joint author. IT. Title. 

Prepared from C.I.P. 


MULLER-LYER, Franz Carl, 
1357-1916. 
Th- evolution of modern marriage; a 
soc-ology of sexual relations. Translated by 
Isabella C. Wigglesworth, New York, 
Knepf, 1930. [New York, AMS Press, 
194} p. cm. ISBN  0-404-57484-X 
Translation of Phasen der Liebe. 
([H@21.M913 1974] 72-11292 12.50 
1. Love. 2. Family, 3. Marriage. I. Title. 
Presared from C.I.P. 


301.41 


BARBER, Eenjamin R., 
1¢39- 

Liberating feminism [by] Benjamin R. 

Barker. New York, Seabury Press [1975 

ie.1974] p. cm. ISBN 0-8164-9214-X (A 

Corinuum book) Bibliography: p. 

[HC 1154.B29] 74-13887 6.95 

1. Women’s liberation movement. I. Title. 

Prepared from C.I.P. 


REED, Ann. 301.412 
Stop the world, we want to get on [ty] 
Ann. Reed and Marilyn Pfaltz. New York, 
Scrilner [1974] 131 p. 22 cm. ISBN 0- 
6844 3980-4 [HQ1426.R42] 74-11047 5.95 
l. Women in the United States. 2. 
Wormen—History and condition of women. 
3. Vocational! guidance for women—United 
ra I. Pfaltz, Marilyn, joint author. IT. 
ttle 


MATTH IASSON, Carolyn 


301.412 


301.41298 


Nae sisters; women in cross-cultural 
perspective, edited by Carolyn J. 
Mattaiasson. New York, Free Press [1974] 
p. ISBN 0-02-920330-9 Includes 
biblicgraphies. [HQ1154.M385] 74-2654 
11.9 


1. Women—History and condition of 
women. I. Title. 
Prepered from C.I.P. 


ST. JOHNS, Adela 
Rogers. 

Some are born great. [lst ed.] Garden 
City, N.Y., Doubleday, 1974. p. cm. ISBN 
0-385-08769-1 [HQ1412.S25] 74-7636 7.95 
1. Women in the United States— 
Biography. I. Title. 

Prepared from C.I.P. 


HAYe, Mary, 
175€ or60-1843. 
Lettes and essays, moral and 
miscedaneous. With an introd. for the 
Garlard ed. by Gina Luria. New York, 
Garlard Pub., 1974. p. cm. ISBN 0-8240- 
0869-2 (The Feminist controversy in 
Englard, 1788-1810) Reprint of the 1793 
ed. printed for T. Knott, London. 
(HQ1£96.H415 1974] 74-13888 22.00 
1. Wenen in Engiand—Addresses, essays, 
lectures. 2. Women’s rights—England—- 
Addresses, essays, lectures. 3. Women— 
Conduct of  life—Addresses, essays 
lectures. I. Title. II. Series. 
Preparsd from C.I.P. 


BERGMAN, Arlene 
Eiser. 

Womez of Viet Nam. Illustrated by Jane 
Norling. Edited and produced collectively 
by Susan Adelman [and others] [ist ed.] 
[San Fancisco} Peoples Press [1974] 223 
p. illus. 22 cm. ISBN 0-914750-01-1 
Bibliog aphy: p. 222-223. [HQ1749.V5B47] 
74-135~4 2.50 (pbk.) 

L Wemen in Vietnam. 2. Women’s 
liberation movement—Vietnam. I. Title. 


301.41°2°0922 


301.4120942 


301.41°209597 


300 SOCIAL SCIENCE 
LITTLE, Kenneth 301.41°2'096 
Lindsay. 
African women in towns; an aspect of 
Africa’s social revolution [by] Kenneth 
Little. [London, New York] Cambridge 
oo Press [1973, i.e.1974] viii, 242 
23 em. ISBN  0-521-20237-X 
Bibliography: p. 219-229. [HQ1787.L54] 
73-77175 14.95 
1. Women in Africa. 2. City and town 
life—Africa. 3. Sex customs—Africa. I. 


Title. 
Pbk. 4.95; ISBN 0-521-09819-X 


EARNEST, Ernest 301.41°2°0973 
Penney, 1901- 

The American Eve in fact and fiction, 
1775-1914 [by] Ernest Earnest. Urbana, 
University of Illinois Press [1974] p. cm. 
ISBN 0-252-00207-5 Includes 
bibliographical references. [HQ1410.E17] 
74-19339 9.50 

1. Women in the United States—History. 
2. Women in the United States— 
Biography. 3. Women in literature. I. Title. 
Prepared from C.I.P. 


HEYMAN, Abigail. 301.41'2'0973 
Growing up female; a __ personal 
photojournal. [ist ed.] New York, Holt, 
Rinehart and Winston [1974] 1 v. 
(unpaged) illus. 25 cm. ISBN 0-03-012451- 
4 [HQ1426.H46] 73-16242 11.95 - 

1. Women in the United States—Pictorial 
works. I. Title. 

Pbk. 6.95, ISBN 0-03-888387-8. 


MURPHY, Yolanda. 301.41°2’09801 
Women of the forest [by] Yolanda Murphy 
and Robert F. Murphy. New York, 
Columbia University Press, 1974. p. cm. 
ISBN 0-231-03682-5 Bibliography: p. 
(F2520.1.M8M83] 74-9912 12.50 

1. Mundurucu Indians—Women. 2. 
Mundurucu  Indians—Social life and 
customs. I. Murphy, Robert Francis, 1924- 
joint author. IT. Title. 

Prepared from C.I.P. Pbk. 3.95; ISBN 0- 
231-03881-X 


CLARKE, Lige, comp. 301.4157 
Roommates can’t always by lovers; an 
intimate guide to male-male relationships 
[by] Lige Clarke and Jack Nichols. New 
York, St. Martin’s Press [1974] xiti, 194 p. 
22 cm. [HQ76.C56] 73-87416 6.95 

i. Homosexuality. I. Nichols, Jack, joint 
comp. I. Title. 


LINDEMANN, 
Constance, 1923- 

Birth control and unmarried young women. 

[New York, Springer Pub. Co., 1974] p. 

cm. ISBN 0-8261-1700-7 Bibliography: 

([HQ766.5.U5L55] 74-14769 7.95 

i. Birth control—United States. 2. Single 
women. 3. Adolescent girls. 4. Youth— 

Sexual behavior. F. Title. 

Prepared from C.I.P. 


GILDER, George F., 


301.417533 


301.41°76°422 


1939- 
Naked nomads; unmarried men in America 
[by] George Gilder. [New York] 


Quadrangle/New York Times Book Co. 
[1974] p. cm. ISBN  0-8129-0495-8 
[HQ800.G48 1974] 74-79945 7.95 

1. Bachelors. 2. Divorcees. I. Title. 
Prepared from C.LP. 


EMERSON, William A., 
1923- 

Sin and the new American conscience [by] 

William A. Emerson, Jr. [ist ed] New 

York, Harper & Row [1974] p. cm. ISBN 

0-06-062241-5 Includes bibliographical 

re cerences: [HN90.M6E46 1974] 74-4631 


301.41°7973, 


300 SOCIAL SCIENCE 


I. United States—Moral conditions. I. 
Title. 
Prepared from C.I.P. 


KELLEY, Robert K. 301.42 
Courtship, marriage, and the family [by] 
Robert K. Kelley. 2d ed. New York, 
Harcourt Brace Jovanovich [1974] viii, 642 
p. illus. 25 cm. ISBN 0-15-515335-8 
Includes bibliographies. [HQ10.K4 1974] 
73-14126 9.95 

1. Family life education. I. Title. 


PERRUCCI, Carolyn 
Cummings, comp. 
Marriage and the family; a critical analysis 
and proposals for change. Edited by 
Carolyn C. Perrucci and Dena B. Targ. 
New York, D. McKay Co. [1974] xvii, 457 
p. 23 cm. ISBN 0-679-30248-4 Includes 
bibliographical references. [HQ535.P47] 
73-93038 5.95 
I. Family—United States—Addresses, 
essays, lectures. 2. Marriage—Addresses, 
essays, lectures. 3. Sex—Addresses, essays, 
lectures. I. Targ, Dena B., joint comp. I. 
Title. 


301.42°0973 


NEEDHAM, Rodney. 301.4271 
Remarks and inventions; skeptical essays 
about kinship. [London] Tavistock 
Publications [Distributed by Harper & 
Row, New York, 1974] 181 p. maps. 23 
cm. ISBN 0-422-74369-7 Bibliography: p. 
163-172. [GN480.N42 1974] 74-176677 
11.75 

J. Kinship. I. Title. 


BALLONOFF, Paul 
A., comp. 

Genetics and social structure: 
mathematical structuralism in population 
genetics and social theary. Edited by Paul 
Ballonoff. Stroudsburg, Pa., Dowden, 
Hutchinson & Ross [1974] xv, 504 p. illus. 
26 cm. ISBN 0-87933-067-8 (Benchmark 
papers in genetics, v. 1) [GN289.B34] 73- 
20412 22.00 (lib. bdg.). 

1. Population genetics—Addresses, essays, 
lectures. 2. Kinship—Addresses, essays, 
lectures. I. Title. 


301.4271°0157321 


YOUNG, Leontine R. 301.42.1.0973 
The fractured family [by] Leontine Young. 
New York McGraw-Hill [1974. c1973] 
151 p. 20 cm. ISBN 0-07-072377-X. 
(HQ536.Y68] 2.95 (pbk.) 

1. Family—United States. 1. Title. 

L.C. card number for original ed.: 73-2738 


MUNCY, Raymond Lee 301.42°3°0973 
Sex and marriage in utopian communities; 
19th century America. Baltimore, Md., 
Penguin Books, [1974, ¢c1973} 275 p. 20 
cm. ISBN 0-14-021860-2 (A pelican book) 


Includes bibliographical references. 
[HQ535.M85] 2.95 (pbk) 

1. Marriage—United States. 2, Sex 
customs—United States. 3. Utopias. I. 


Title. 
L.C. card no. for original ed.: 72-85852 


HOPSON, Barrie. 301.42°7 
Intimate feedback; a lovers’ guide to 
getting in touch with each other [by] 
Barrie and Charlotte Hopson. New York, 
Simon and Schuster [1974, ¢1973] p. 
ISBN 0-671-21793-3 First published in 
1973 under title: Twosome plus. 
Bibliography: p. [HQ734.H82 1974] 74- 
9860 7.95 

1. Marriage. 2. Interpersonal relations. 3. 
intimacy (Psychology) I. Hopson, 
Charlotte, joint author. II. Title. 

Prepared from C.I.P. 


LYNN, David Brandon, 301.427 
1925- 

The father: his role in child development 
[by] David B. Lynn. Monterey, Calif., 
Brooks/Cole Pub. Co. [1974] xiii, 333 p. 
illus. 23 cm. ISBN 0-8185-0128-6 
Bibliography: p. 287-319. [HQ769.L85] 74- 
77547 5.95 (pbk.) 

1. Fathers. 2. Father and child. 3. 
Soctalization. I. Title. 


CROOK, Roger H. 301.4284 
An open book to the Christian divorcee 
[by] Roger H. Crook. Nashville, Broadman 
Press [1974] 159 p. 20 cm. ISBN 0-8054- 
5217-6 Includes bibliographical references. 
[BT707.C76] 73-87064 2.95 (pbk.) 

1. Divorce. I. Title. 


MARTINEZ Alier, 
Verena. 
Marriage, class and colour in nineteenth- 
century Cuba; a study of racial attitudes 
and sexual values in a slave society. 
(London, New York] Cambridge 
University Press [1974] x, 202 p. 23 cm. 
ISBN 0-521-20412-7 (Cambridge Latin 
American studies, 17) Based on the 
author’s thesis, Oxford. Bibliography: p. 
188-196. [HQ579.M37 1974] 73-82463 
13.95 
1. Interracial marriage—Cuba—History. 2. 
Social classes—Cuba—History. 3. Cuba— 
Social conditions. I. Title. IT. Series. 
Pbk. 5.95; ISBN 0-521-09846-7. 


301.42°9097291 


WINDER, Alvin E., 301.43°15°08 
comp. 
Adolescence; contemporary studies. 


[Compiled by] Alvin E. Winder. 2d ed. 
New York, Van Nostrand [1974] xvi, 427 
p. illus 23 cm. ISBN 0-442-27574-9 
Includes bibliographical references. 
([HQ796.W498 1974] 74-1998 5.50 (pbk.). 
1. Adolescence. 


GILLIS, John R. 301.43°15°09 
Youth and history {by} John R. Gillis. 
New York, Academic Press, 1974. p. cm. 
ISBN 0-12-785262-X (Studies in social 
discontinyity) Bibliography: p. 
[HQ796.G514] 73-18995 12.50 

1. Youth—History. I. Title. II. Series. 
Prepared from C.I.P. 


WEISS, Walter F. 301.43 159973 
America’s wandering youth; a sociological 
study of young hitchhikers in the United 
States [by] Walter F. Weiss. Foreword by 
Mike Carmichael. [lst ed.] Jericho, N.Y., 
Exposition Press [1974] xvi, 95 p. 21 cm. 
ISBN 0-682-47949-7 (An Exposition- 
university book) Includes bibliographical 
references. [HQ796.W42] 74-76043 4.50 

1. Youth—United States. 2. Hitchhiking. 3. 
United States—Social conditions—1960- I. 
Title. 


BUCK, Pearl 

(Sydenstricker) 1892-1973. 
The joy of children. Text by Pearl S. Buck. 
Louisville, Ky., Bookworld Enterprises 
[1974, c1964] 84 p. illus. 23 cm. ISBN 0- 
914242-01-6. Based on the photographic 
exhibit prepared for the 1960 White House 


301.431973 


Conference on Children and Youth, 
”These are our children.” [HQ792.U5B8] 
3.95 (pbk.) 


1. Children in the U.S.—Pictorial works. 2. 
Golden Anniversary White House 
Conference on Children and Youth, 
Washington, D.C., 1960. I. Title. If. Title: 
These are our children. 

L.C. card number for original ed: 64- 
25647. Publisher’s address: Suite 220 3418 
Frankfort Ave. Louisville, Ky. 40207. 


AMERICAN BOOK PUBLISHING RECORD 


LEBRETON, Edmond. 301.43°5 
Plan your retirement now, so you won't be 
sorry later. Washington, Books by U.S. 
News & World Report [1974] 255 p. illus. 
24 cm. (United States news & world 
report. Money management library) 
Bibliography: p. [232]-237. [HQ1062.L38] 
72-95467 6.95 

I. Retirement. I United States news & 
world report. IT. Title. 


HILL, Herbert. 301.4471 
The Roman middle class in the Republican 
period, by H. Hill. Westport, Conn., 
Greenwood Press [1974] p. cm. ISBN 0- 
8371-5303-4 Reprint of the 1952 ed. 
published by B. Blackwell, Oxford. 
Bibliography: p. [DG83.3.H5 1974] 79- 
136867 13.00 

1. Equestrian order (Rome) I. Title. 
Prepared from C.I.P. 


BETEILLE, Andre. 301.44°43°0954 
Studies in agrarian social structure. Delhi, 
New York, Oxford University Press, 1974. 
206 p. 23 cm. Includes bibliographical 
references. [HN690.Z9863] 74-177181 
$.25 

1. Social classes—India. 2. India—Rural 
conditions. 3. Agriculture—Social 
aspects—India. I, Title. 


EISENSTADT, Shumuel 
Noah, 1923- comp. 
Intellectuals and tradition. Edited by S$. N. 
Eisenstadt and S. R. Graubard. New York, 
Humanities Press [1974, c1973] 2 v. in 1. 
25 cm. ISBN 0-391-00257-0 (The Van 
Leer Jerusalem Foundation _ series) 
*Reprinted from Dadalus, journal of the 
American Academy of Arts and Sciences, 


301.445 


Spring and Summer, 1972.” Includes 
bibliographical references. [HM213.E47] 
72-86067 12.50 (pbk.). 

i. InteHectuals—Addresses, eSSaYS, 


lectures. 2. Traditions—Addresses, essays, 
lectures. I, Graubard, Stephen Richards, 
Joint comp. IT. Title. II. Series: Van Leer 
Foundation for the Advancement of 
Human Culture. The Van Leer Jerusalem 
Foundation series. 


ADAMS, Nehemiah, 301.44°93°0975 
1806-1878. oe 

A South-side view of slavery; three months 

at the South. Savannah, Beehive Press 

[1974] liv, 181 p. 23 cm. Includes 

bibliographical references. [E449.A216 

1974] 73-88455 20.00 (2 vol. set) 

i. Slavery in the United States. 2. 

Southern States—Social life and customs. 

L Title. 


BERLIN, Ira, 1941- 301.44’93'0975 
Slaves without masters; the free Negro in 
the antebellum South. [ist ed.] New York, 
Pantheon Books [1974] p. cm. ISBN 0- 
394-4904 1-X Bibliography: p. 
[E185.18.B47] 74-4761 12.95 

I. Negroes—History—To 1863. 2, 
Freedmen in the Southern States. I. Title. 
Prepared from C.I.P. 


PARSONS, Charles 
Grandison, 1807-1864. 
An inside view of slavery; a tour among 
the planters. Savannah, Ga., Beehive Press 
[1974] xi, 242 p. 23 cm. Reprint of the 
1855 ed. published by J. P. Jewett, Boston. 
[E449.P26 1974] 73-88454 20.00 (2 vol. 
set) 
1. Slavery in the United States—Condition 
of slaves. 2. Southern States—Description 
and travel. 3. Plantation life—Southern 
States. I. Title. 


301.44°93°0975 


NOVEMBER 30,1974 


TOPLIN, Robert 
Brent, 1940- 
Slavery and race relations in Latin 
America. Edited with an introd. by Robert 
Brent Toplin. Westport, Conn., Greenwood 
Press [1974] p. cm. ISBN 0-8371-7374-4 
(Contributions in Afro-American and 
African studies, no. 17) Includes 
bibliographical references. [HT1052.5.T66] 

74-286 17.95 

I. Slavery in Latin America—Addresses, 
essays, lectures. 2. Latin America-—Race 
question—Addresses, essays, lectures. I. 
Title. II. Series. 

Prepared from C.I.P. 


GIACOBBI, 
Steve. 
Chile and her argonauts in the gold rush, 
1848-1856. (Saratoga, Calif, R and E 
Research Associates, 1974] 67 p. 28 cm. 
ISBN 0-88247-252-6 Originally presented 
as the author’s thesis (M.A.), San Jose 
State College, 1967. Bibliography: p. 62-67. 
[F870.C4G52 1974] 74-76464 8.00 

1, Chileans in California. 2. Gold mines— 
California; 3. California—Gold discoveries. 
. Title. 


301.45°1'042098 


301.45°16883°0794 


ACTON, Thomas 
Alan. 
Gypsy politics and social change; the 
development of ethnic ideology and 
pressure politics among British gypsies 
from Victorian reformism to Romany 
nationalism [by] Thomas Acton. London, 
Boston, Routledge and K. Paul, 1974. xi, 
310 p. 2 facsims. 23 cm. ISBN 0-7100- 
7838-2 (International library of sociology) 
Includes index. Bibliography: p. 288-302 
[DX211.A27] 73-92980 18.75 
d. Gipsies—Great Britain. I. Title. 


MAHAKIAN, 301.45°19°19920794 
Charles. 

History of the Armenians in California. 
[San Francisco, R and E Research 
Associates, 1974] vii, 92 p. maps. 28 cm. 
ISBN  0-88247-260-7 Reprint of the 
author’s thesis presented in 1935 to the 
University of California. Bibliography: p. 
84-92. [F870.A7M34 1974] 74-76673 8.00 
1, Armenians in California. I. Title. 


DUKER, Abraham 
Gordon,, 1907- comp. 
Emancipation .and counter emancipation; 
selected essays from Jewish social studies. 
Edited by Abraham G. Duker and Meir 
Ben-Horin, with an introd. by Salo W. 
Baron. [New York] Ktav Pub. House 
[1974] p. cm. ISBN 0-87068-160-5 (A 
Jewish social studies reader) Bibliography: 
p. [DS147.D84] 70-147927 12.50 
1. Jews-—-Emancipation—Addresses, essays, 
lectures. 2. Antisemitism—History— 
Addresses, essays, lectures. I. Ben-Horin, 
Meir, 1918- joint comp. I. Jewish social 
studies. II. Title. IV. Series. 
Prepared from C.I.P. 


FAN, Tin-chiu. 301.45°1951'077311 
Chinese residents in Chicago. {Saratoga, 
Calif., R and E Research Associates, 1974] 
vii, 90 p. 28 cm. ISBN 0-88247-257-7 
Originally presented as the author’s thesis, 
University of Chicago, 1926. Includes 
bibliographical references. [F548.9.C5F36 
1974] 73-82392 8.00 

1. Chinese in Chicago. I. Title. 


SMITH, Bradford, 301.45°19°56073 
1909-1964. 

Americans from Japan. Westport, Conn., 

Greenwood Press [1974, c1948] p. cm. 

ISBN 0-8371-6679-9 Reprint of the 1st ed. 

published by Lippincott, Philadelphia, in 

series: The Peoples of America series. 


301.45°19°1497042 


301.45719°24 


Includes bibliographical references. 
[E184.33858 1974] 72-12629 16.75 

I. Japanese in the United States. I Title. 
II. Series: The Peoples of America series. 
Prepared from C.I.P. 


*GOLDMAN, Peter. 301.45196073 
The death and life of Malcolm X. New 
York, Harper & Row [1974] 482 p. illus. 
18 cm. ISBN 06-080277-4 (Perennial 
library) [E185.97] 1.95 (pbk.) 

1. Little, Malcolm, 1925-1965. 2. Black 
Muslims. I. Title. 


ROWAN, Carl 
Thomas. 
Just between us Blacks [by] Carl T. 
Rowan. New Ycrk, Random House [1974] 
p. cm. ISBN 0-394-47090-7 [E185.86.R68] 
74-9068 5.95 
1. Negroes—Social conditions—1964- — 
Addresses, essays, lectures. 2. Negroes— 
Economic conditions—Addresses, essays, 
lectures. I. Title. 
Prepared from C.I.P. 


DELORIA, Vine. 301.45°19°7073 
The Indian affair. New York, Friendship 
Press [1974] p. cm. ISBN 0-377-00023-X 
[E93.D37] 74-13387 2.50 (pbk.) 

1. Indians of North America—Government 
relations. 2. Indians of North America— 
Social conditions. I. Title. 

Prepared from C.I.P. 


MARENGO; Ethne 


301.45'19°6073 


301.45'29°46054552 


The transformation of Sikh society [by] 
Ethne K. Marenco. [Portland, Or., HaPi 
Press, 1974] i, 342 p. illus., 22 cm. 
Bibliography: p. 312-319. [DS432.S5M35] 
74-177226 8.95 (pbk.) 

1. Sikhs. 2.  Caste—India—Punjab. 3. 
Punjab—Social cenditions. I. Title. 
Publisher’s address: 512 S.W. Maplecrest 
Drive, Portland, Or. 97219 


SUTCLIFFE, Anthony, 1942- 301.5°4 
Multi-storey living; the British working- 
class experience. edited by Anthony 
Sutcliffe. London, Croom Helm; New 
York, Barnes & Noble [1974] x, 249 p. 
illus. 23 cm. ISBN 0-06-496615-1. Includes 
bibliographica- references. 
(HD7287.6.G7S87 1974] 74-180465 17.00 
i. Apartment houses—Great Britain— 
History. I. Title. 


GARDI, Rene. 301.5°4°0966 
Indigenous African architecture. Translated 
by Sigrid MacRae. New “York, Van 
Nostrand Reinhold [1974] p. ISBN 0-442- 
22574-1 Translation of Auch im Lehmhaus 
lasst sich’s leben. [GT377.W4G3713] 74- 
1605 32.50 

1. Dwellings—Africa, West. I. Title. 
Prepared from C.I.P. 


MORRIS, Peter R. 301.5°4°0973 


State housing finance agencies; an 
entrepreneurial approach to subsidized 


housing [by] Peter R. Morris. Lexington, 
Mass., Lexington Books [1974] xvii, 160 p. 
illus. 23 cm. ISBN 0-669-94995-7 
Bibliography: p. 151. [HD7293.M66 1974] 
74-12004 13.50 

1. Housing—United States—Finance. I. 
Title. 


*LIVINGSTON, Jey 3017.57 
Compulsive gamblers; observations on 
action and abstinence. New York, Harper 
Torchbooks [1974] ix, 162 p. 21 cm. ISBN 
0-06-131828-0, Bibliography: [p. 159-162] 
{HV6715] 73-2133C 3.45 (pbk.} 

1. Gambling. I. Title. 
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DEMERATH, Nicholas Jay. 301.5°8 
A tottering transcendence; civil v. cultic 
aspects of the sacred [by] N. J. Demerath 
III. Indianapolis, Bobbs-Merrill [1973, 
i.e.1974] p. (The Bobbs-Merrill studies in 
sociology) Bibliography: p. [BL60.D454] 
73-10476 1.25 (pbk.) 

1. Religion and sociology. I. Title. 


HOGE, Dean R., 1937- 301.578 
Commitment on campus; changes in 
religion and values over five decades, by 
Dean R. Hoge. Philadelphia, Westminster 
Press [1974] 239 p. illus. 24 cm. ISBN 0- 
664-20706-5 Bibliography: p. [217]-231. 
(BV639.C6H6] 74-7236 10.00 


I. College students—Religious —life— 
History. I. Title. 
PALMER, Monte. 301.5°92 


The interdisciplinary study of politics [by] 
Monte Palmer, Larry Stern [and] Charles 
Gaile. New York, Harper & Row [1974] x, 
177 p. illus. 21 cm. ISBN 0-06-044975-6 
Includes bibliographical references. 
(JA71.P333] 74-7097 4.95 (pbk.). 

I. Political science. 2. Social sciences. 1. 
Stern, Larry, joint author. IL. Gaile, 
Charles, joint author. ITI. Title. 


LUDZ, Peter 301.5’92’09431 
Christian, 1931- 
The German Democratic Republic from 
the sixties to the seventies; a socio-political 
analysis. With foreword by Karl W. 
Deutsch. Center for International Affairs, 
Harvard University, 1970. [New York, 
AMS Press, 1974] p. cm. ISBN 0-404- 
54626-9 Original ed. issued as no. 26 of 
Occasional papers in international affairs. 
“A revised version of a series of lectures 
given by the author in October 1968, at a 
seminar of the German Research Program 
.. at Harvard University.” Bibliography: p. 
[JN3971.5.A3 1974] 74-9753 10.00 
1. Germany (Democratic Republic, 1949- 
j—Politics and government. 2. Economic 
Aistory—1945- I. Title. If. Series: Harvard 
University. Center for International Affairs. 
Occasional papers in international affairs, 
no. 26. 
Prepared from C.I.P. 


ABCARIAN, Gilbert, 1925- 301.6 
Society in conflict; an introduction to 
social science [by] Gilbert Abcarian [and] 
Monte Palmer. San Francisco, Canfield 
Press [1974] p. cm. ISBN 0-06-380345-3 
[H61.A3] 74-12050 6.95 (pbk.). 

I. Social sciences. 2. Social conflict. I. 
Palmer, Monte, joint author. If. Title. 
Prepared from C.LP. 


RAPOPORT, Anatol, 
1911- 7 
Game theory as a theory of conflict 
resolution, edited by Anatol Rapoport. 
Dordrecht, Boston, D. Reidel Pub. Co. 
[1974] 283 p. illus. 23 cm. ISBN 9-02- 
770424-4 (Theory and decision library, v. 
2) Includes bibliographies. [HM136.R287] 
73-91434 30.00 (lib. bdg.) 
I. Social conflict—Mathematical models— 
Addresses, essays, lectures. 2. Game 
theory—Addresses, essays, lectures. 3. 
Problem solving—Addresses, essays, 
lectures. I. Title. 


GOLDMAN, Emma, 
1940. 

The psychology of political violence. New 
York, Gordon Press [1974] p. cm. ISBN 
0-87968-160-8 Reprint of the 193- ed. 
published by the Modern Publishers, 
Indore City, India. [HX833.G58 1974] 74- 
10843 25.00 (lib. bdg.) 

i. Anarchism and anarchists. 2. Violence. 
I. Title. 


301.6’3'0151 


1869- 301.6733 


nat 
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Prepared from C.I.P. 


LOWIL, Theodore J. ` 301.633 
The politics of disorder [by] Theodore J. 
Lowi. New York, W. W. Norton [1974, 
c1971] 193 p. 20 cm. ISBN 0-393-0749-9. 


(The. Norton library) Includes 
bibliographical references. [HN65.L67] 
2.45 (pbk.) 

i. U.S.—Soctal conditions. 2. Political 


participation—-U.S. I. Title. 
L.C. card number for original ed.: 74- 
156941. 


STANAGE, Sherman 301.6°33°01 
"Miller. 
Reason and violence; philosophical 


investigations, edited by Sherman M. 
Stanage. Totowa, N.J., Littlefield, Adams, 
1974. p. cm. ISBN 0-8226-0255-5 (A 
Littlefield, Adams quality paperback, no. 
255) Bibliography: p. [HM291.S78] 72- 
85273 3.50 (pbk.) 

1. Violence—Addresses, essays, lectures, I. 
Title. 

Prepared from C.LP. 


IRVING, Clive. 309.1°42°085 
Pox Britannica; the unmaking of the 
British. [lst ed.] New York, Saturday 
Review Press [1974] p. cm. [HC256.5.178] 
74-6221 7.95 i 

i. Great Britain—Economic conditions— 
1945- 2 Great Britain—Social 
conditions—20th century. 3. ` Great 
Britain—Pọlitics and government-—1945- I. 
Title. 

Prepared from C.I.P. 


SOLIDAY, Gerald 
Lyman. 

A community in conflict: Frankfurt society 
in the seventeenth and early eighteenth 
centuries. Hanover, N.H., Published for 
Brandeis University Press by the 
University Press of New England, 1974. 
xvii, 252 p. illus. 24 cm. ISBN 0-87451- 
092-9 Bibliography: p. 237-250. 
{HN458.F7S864] 73-89285 12.95 

1. Frankfurt am Main—Social conditions. 


309.1°43°41 


2. Frankfurt am  Main--Politics and 
government. I. Title. 
*CALIFORNIA Slavic 309.147 


studies 

Vol. 7, 1974, now available from the Univ. 
of California Pr., Berkeley, for 6.00. ISBN 
0-520-09485-9. L.C. card no.: 61-1041. 


Beh gia Dhirendra 309.1542 
at 

Social contours of an industrial city; social 
survey of Kanpur, 1954-56 [by] D. N. 
Majumdar, assisted by N. S. Reddy, S. 
Bahadur, and a field team. Westport, 
Conn., Greenwood Press [1974, c1960] p. 
cm. ISBN 0-8371-6762-0 Reprint of the 
ed. published by Asia Pub. House, New 
York. [HN690.K29M34 1974] 72-13863 
19.25 (lib. bdg.). 

1. Kanpur—Social conditions. 2. Cities and 
towns-——India—Case studies. I. Title. 
Prepared from C.I.P. 


KNIGHT, C. Gregory. 309.1’678°04 
Ecology and change: rural modernization 
in an African community [by] C. Gregory 
Knight. New York, Academic Press, 1974. 
p. cm. ISBN 0-12-785435-5 Includes 
bibliographical references. 
(HN814.T32K57] 73-7446 16.50 

i. Tanzania—Rural conditions. 2. 
Agriéulture—Tanzania. 3. Social change. 4. 
Tanzania—Social conditions. I. Title. 
Prepared from C.I.P. 


“GANS, Herbert J. 309.1°73°092 
More equality, by Herbert J. Gans. New 


an 


- Triin. 


- York, Vintage Books [1974, c1973] p. cm. 


ISBN 0-394-71167-X Bibliography: p. 
[HN65.G28 1974] 74-3339 2.45 (pbk.) 

1. United States—Social conditions—1960- 
2. Equality. I. Title. 

Prepared from C.I.P. 


CONTEMPORARY New 309.1931 
Zealand: essays on the human resource, 
urban growth and problems of society, 
edited by K. W. Thomson [andj A. D. 
Wellington, Hicks Smith in 
association with the Geography Dept., 
Massey University, 1973, [i.¢.1974] xiii, 
218 p. 26 cm. ISBN 0-456-01430-6 Fifteen 
papers presented at the ”Growth and its 
Impact on Society” section of the 12th 
Science Congress sponsored by the Royal 
Society of New Zealand; held 31 Jan. - 4 
Feb. 1972. Includes bibliographies and 


` index. [HN930.5.A8C66] 74-176480 


1. New Zealand—Social conditions— 
Congresses. 2. New Zealand—Economic 
conditions—Congresses. 3. Education— 
New Zealand. I. Thomson, Keith 
Westhead, 1924- ed. H. Trlin, Andrew 
Drago, ed. JI. ‘Massey University. 
Geography Dept. IV. Royal Society of 
New Zealand, Wellington. 

Distributed by International Publications 
Service, 13.80 (pbk.) 


KRISTENSEN, Thorkil, 
1899- 


309.2°3 


*Development in rich and poor countries; a 


general theory with statistical analyses. 
New York, Praeger [1974] p. cm. ISBN 0- 
275-08690-9 (Praeger special studies in 
international economics and development) 
Includes bibliographical references. 
[HD82.K75] 73-21467 15.00 

i. Economie development. I. Title. 
Prepared from C.LP. 


*ALLEN, Richard. 309.2420971 
The Social passion; religion and social 
reform in Canada 1914-28 

The 1974 edition is available from Univ. of 
Toronto Pr. for 5.95. ISBN 0-8020-6199- 
0. L.C. card no. 71-151352. 


HANSEN, Niles M. 309.25094 
Public ‘policy and regional economic 
development: the experience of nine 


Western countries. Niles M. Hansen, ed. 
Cambridge, Ballinger Pub. Co. [1974] p. 
cm. ISBN 0-88410-409-5 Bibliography: p. 
[HT395.E8H36] 74-13819 15.00 

L. Regional planning—Europe——Case 
studies. 2. Regionai planning—North 
America—Case studies. 3. Europe— 
Economic policy—Case studies. 4. North 
America—Economic policy—Case studies. 
I. Title. 

Prepared from C.LP. 


ADVANCED Seminar in 309.2’°5’0973 
Economic Development, 2d, University 
of Texas at Austin, 1972. 

Growth centers and economic 

development; proceedings. [Austin] 

Lyndon B. Johnson School of Public 

Affairs, University of Texas at Austin, 

1974. vii, 114 p. illus. 23 ‘cm. Includes 

bibliographical references. [HT392.A64 

1972] 74-175086 3.00 {pbk.). 

i. Regional planning—United States— 

Congresses. 2. Metropolitan areas—United 

States—Congresses. I. Title. 


FLECHNER, Harvey L. 309.2°5°0973 
Land banking in the control of urban 
development [by] Harvey L. Flechner. 
New York, Praeger Publishers [1974] p. 
cm. ISBN 0-275-09350-6 (Praeger special 
studies in U.S. economic, social, and 
political issues) Bibliography: P- 
[HT391.F55] 74-5742 12.50 


AMERICAN BOOK PUBLISHING RECORD 


I. Regional planning. 2. Metropolitan 
areas. 3. Land. I. Title. 
Prepared from C.I.P. 


REGIONAL Plan 

Association, New York. 
Regional energy consumption; second 
interim report of a joint study by Regional 
Plan Association, inc., and Resources for 
the Future, inc. [New York, 1974] 47 p. 
illus. 28 cm. (RPA bulletin 121) 
[NA9127.N5R32 no. 121] [HD9548.N72] 
338.4°7°3338209747 73-20443 10.00 (pbk.). 
i. Power resources—New York 
metropolitan area-~—Statistics. I Resources 
for the Future. If. Title. HL Series: 
Regional plan bulletin, 121. 


RANNELLS, John. i 309.2°62 
The core of the city; a pilot study of 
changing land uses in central business 
districts. Westport, Conn., Greenwood 
Press [1974, c1956] p. cm. ISBN 0-8371- 
7764-2 Reprint of the ed. published by 
Columbia University Press, New York in 
series: Publications of the Institute for 
Urban Land Use and Housing Studies, 
Columbia University. [HT168.P43R35 
1974] 74-12853 14.00 

I. Central business districts—Philadelphia. 
2. Central business districts. 3. Cities and 
towns—Planning. I Title. UI. Series: 
Columbia University. Institute for Urban 


309.2°5°09747 s 


Land Use and Housing Studies. 
Publications. 

Prepared from C.I.P. 

ROTHMAN, Jack. 309.2762 


Planning and organizing for social change; 
action principles from social science 
research. New York, Columbia University 
Press, 1974. p. cm. ISBN 0-231-03774-0 
Includes bibliographies. [H62.R674] 74- 
4434 20.00, 7.50 (pbk.) 

L Evaluation ek (Social action 
programs)--United States.. 2. Community 
derelopment--Research=Unitea, States. I. 
Title.. 

Prepared from C.I.P. 


CHERRY, Gordon 
Emanuel. 
The evolution of British town planning; a 
history of town planning in the United 
Kingdom during the 20th century and of 
the Royal Town Planning Igştitite, 1914- 
74 [by] Gordon E. Cherry. New York, 
Wiley [1974] xi, 275 p. illus. 26 cm. ISBN 
0-470-15350-4 ”A Halsted Press book.” 
Includes bibliographical references. 
[HT169.G7C459 1974] 74-470 17.95 
1. Royal Town Planning Institute. 2. Cities 
and towns—Planning—Great Britain. I. 
Title. 


FINKLER, Earl. 309.2°62°0973 
Nongrowth planning strategie% the 
developing power of towns, cities, and 
regions [by] Earl Finkler [and] David L. 
Peterson. Introd. by William J. Toner. 
New York, Praeger [1974] p. cm. ISBN 0- 
275-08310-1 (Praeger special studies in 
U.S. economic, social, and political issues) 
Pibliography: p. [HT371.F5$}] 74-1730 
10. 


309.2°62’0942 


1. Cities and towns—Growth. 2. Cities and 
towns—Planning—United States. i 
Peterson, David Lee, joint author. IT. Title. 
Prepared from C.I.P. 


NUNEZ del Prado 
C., Oscar. 
Kuyo Chico; applied anthropology in an 
Indian community [by] Oscar Nunez del 
Prado, with the collaboration of William 
Foote Whyte. Translated by Lucy Whyte 
Russo and Richard Russo.’ Chicago, 
University. of Chicago Press [1973] xxv, 


. 


309.2°62°09853 


NOVEMBER 30,1974 


162 p. illus. 23 cm. ISBN 0-226-60886-7 
Translation of El caso de Kuyo Chico. 
[F2230.2.K4N8613] 72-96621 9.50 

1. Kuyo Chico, Peru. 2. Kechua Indians— 
Social conditions. 3. Applied anthropology. 


I. Whyte, William Foote, 1914- joint 
author. IT. Title. 
LASSWELL, Harold Dwight, 320 


1902- 
The future of political science [by] Harold 
D. Lasswell. Westport, Conn., Greenwood 
Press (1974, c1963] p. com. ISBN 0-8371- 
7444-9 Reprint of the ed. published by 
Atherton Press, New York, in series: The 
American Political Science Association 
series. Bibliography: p. [JA71.L3 1974] 74- 
3623 14.00 
1. Political science. I. Title. 
Prepared from C.I.P. 


KING, Preston T., 1936- 320°.01 
The ideology of order; a comparative 
analysis of Jean Bodin and Thomas 
Hobbes, by Preston King. New York, 
Barnes & Noble [1974] 352 p. 23 cm. 
ISBN 0-06-493710-0 Bibliography: p. [341] 
-347. [JC381.K55 1974] 74-180252 20.00 
l. Bodin, Jean, 1530-1596. 2. Hobbes, 
Thomas, 1588-1679—Political science. 3. 
Despòrism, 4. Pluralism (Social sciences) I. 
itle. 


RENSHON, Stanley Allen. _  320’.01°9 
Psychological needs and political behavior; 
a theory of personality and political 
efficacy. New York, Free Press [1974] xiv, 
300 p. '22 cm. ISBN 0-02-926320-4 
Bibliography: p. 277-290. [JA74.5.R45] 
73-11735 10.95 

1. Political psychology. 2. Personality. 3. 
Political participation—United States. I. 
itle. 


*POLITICAL science 320°.05 
annual; an international review. 
Vol. 5, 1974, edited by Cornelius P. Cotter 


is available from Bobbs-Merrill, 
Indianapolis for 12.95. ISBN 0-672- 
51860-0. L.C. card no.: 66-29710. 


DODGE, Dorothy Rae, comp. 320.08 
Continuities and discontinuities in political 
thought, by Dorothy Dodge and Duncan 
H. Baird, i he (Cambridge, Mass.]} 
Schenkman Pub. Co.; [distributed by 
Halsted Press, New York, 1974] p. cm. 
ISBN 0-470-21744-8 “A Halsted Press 
book.” [JA71.D66] 74-16197 11.75 

1. Political science—Addresses, essays, 
lectures. 2. State, The—Addresses, essays, 
lectures. 3. Comparative government— 
Addresses, essays, lectures. I. Baird, 
Duncan H., joint author. I. Title. 

Prepared from C.I.P. Pbk. 5.50; ISBN 0- 
470-21745-6. 


FROMKIN, David. 320’.2 
The question of. government. New York, 
Scribner [1975, ie.1974] p. cm. ISBN 0- 
684-13845-X [JC251.F76] 74- 13901 5.95 

1. State, The. I. Title. 

Prepared from C.I.P. 


VIG, Norman J., comp. 320.3 
Politics and advanced nations: 
modernization, development, and 


contemporary change. Edited by Norman 
J. Vig and Rodney’ P. Stiefbold. Englewood 
Cliffs, N.J., Prentice-Hall [1974] x, 608 p. 
illus. 23 em. ISBN 0-13-684522-3 Includes 
bibliographical references. [JF31.V53] 73- 
1486 9.95 (pbk.) 

i. Comparative _government—Addresses, 
essays, lectures. 2. Political participation— 
Addresses, essays, lectures. I. Stiefbold, 
Rodney, joint author. II. Title. 


CHO, Yong Hyo, 1934- 320.4°C1'8 
Determinants of public policy in the 
American states: a model for synthesis [by] 
Yong Hyo Cho [and] . George 
Frederickson. Beverly Hills [Calif.] Sage 
Publications [1974, c1973] 55 p. illus. 22 
cm. ISBN 0-8039-0299-9 (Sage 
professional papers in administrative and 
policy studies, ser. no. 03-012) 
Bibliography: p. 55. [JK2408.C56] 73- 
84165 2.50 (pbk) 

i State  governments—Mathematical 
models. I. Frederickson, H. George, joint 
author. I. Title. 


KENNEY, David, 1922- 320.4°773 
Basic Illincis government, a systematic 
explanation, Rev. ed. Carbondale, Southern 
Minois University Press [1974] xiv, 438 p. 
26 cm. ISBN  0-8093-0470-8 Includes 
bibliographies. [JK5725 1974.K4] 74- 
115118 8.95 (pbk.) 

I. Hlinois—Politics and government. 2. 
Ilinois—Constitutional history. T. Title. 


BREEN, T. H. 320.5’0974 
The character of the good ruler; a study of 
Puritan political ideas in New England, 
1630-1730, 5y T. H. Breen. New York, 
Norton [1974, c1970] p. cm. ISBN 0-393- 
00747-2 Reprint of ‘the ed. published by 
Yale University Press, New Haven. 
Bibliography: p. (JK54.B74 1974] 74-14788 
3.95 (pbk.). č 

1. Leadership. 2. Puritans. 3. New 
England—Politics and government— 
Colonial period, ca. 1600-1775. I. Title. 
Prepared from C.I.P. 


CONWAY, Moncure 
Daniel, 1832-1907. 
The life of Thomas Paine, with a history of 
his literary, political, and religious career 
in America, France, and England. To 
which is added a sketch of Faine by 
William Cobdett. [Foleroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1909 ed. published by Watts, London. 
Appendices (p.  ): A. The Cobbett 
papers.—B. The Hall manuscripts.—C. 
Portraits of Paine —D. Brief list of Paine’s 
works (p. ) [JC178.V2C7 1974] 74-9716 
20.00 
1. Paine, Thomas, 1737-1809. I. Title. 
Prepared from C.LP. 


320.5°1°0924 B 


HOBSON, Joan 
Atkinson, 1858-1940. 
The crisis of liberalism; new issues of 
democracy. Editec with an introd. dy P. F. 
Clarke. New York, Barnes & Noble [1974] 


320.571’0942 


xiv, 284, xliv p. 23 cm. ISBN 0-06- 
492913-2 Reprint of the 1909 ed. 
published by. P. S. King, London. 


Bibliography: p. xlii-xliii. [JN237 1909.H6 
1974] 74-180398 14.00 

1. Liberalism—Great Britain. 2. Great 
Britain—Politics and government. 3. Social 
sciences. I. Title. 


MARX, Karl, 1818- 
1883. 

Political writings. David Fernbach, editor. 
[New York] Random House, 1974. 3 v. 22 
cm. Contents: V. 1. The revolutions of 
1948.—V. 2. Surveys from exile-—V. 3. 
The First International and after. Includes 
bibliographical references. [D363.M37 
1974b] 73-20559 19.00 (each for v. 1 & 2); 
12.95 (v. 3) 

1. World politics—I9th century—Collected 
works. 2. Europe—History—1848-1849— 
Collected works. 3.. Socialism—Collected 
works. I. Title. 


SMITH, Thomas, Sir, 
1513-1577. 
De republica Anglorum; a discourse on the 


320.9°4°028 


320.9°42’05 
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Commonwealth of England. Edited by L. 
Alston. New York, Barnes & Noble [1974, 
c1972] lii, 210 p. 22 cm, ISBN 0-06- 
496373-X Reprint of the 1906 ed. 
published by The University Press, 
Cambridge. Includes bibliographical 
references. [JN185.85 1974} 74-177301 
15.00 
1. Great Britain—Politics and government. 
A y Orear Britain—Constitutional law. 
ytle. 


ATHERTON, Herbert M. 320.9°42°072 
Political prints in the age of Hogarth; a 
study of the ideographic representation of 
politics [by] Herbert M. Atherton. Oxford, 
Clarendon Press, 1974. xx, 294 p. illus. 24 
cm. ISBN 0-19-827188-3 Bibliography: p. 
27 1]-273. [DA486.A83] 74-180410 

Great Britain—Politics and 
Ded ela century. 2. English wit 
and humor; Pictorial—History. I. Title. 
Distributed by Qxford University Press, 
New York; 32.00. 


HAYDEN, James 
Michael, 1934- 
France and the estates general of 1614 [by] 
J. Michael Hayden. [London] Cambridge 
University Press [1974] xii, 334 p. 24 cm. 
ISBN 0-521-20325-2 (Cambridge studies in 
early modern history) Bibliography: p. 284- 
312. [JN2415 1614.H38] 73-82456 
J. France. Etats generaux. 2. France— 
Politics and government—1589-1610. 3. 
France—-Politics and gevernment—1610- 
1643. I. Title. I. Series. 
Distributed by Cambridge University Press, 
New York; 17.50. 


MAZZINI, 

Giuseppe, 1805-1872. 
Selected writings. Edited and arr. with an 
introd. by N. Gangulee. Westport, Conn., 
Greenwood Press [1974] p. cm. ISBN 0- 
8371-7664-6 Reprint of the 1945 ed. 
published by L. Drummond, London. 
[DG552.8.M3A253 1974] 74-9397 12:25 
I Gangulee, Nagendranath, 1889- ed. 
Prepared from C.I.P. 


320.9°44'03 


320.9°45°080924 


STEELE, Jonathan, 
comp. 

Eastern Europe since Stalin. New York, 
Crane, Russak [1974] 215 p. 23 cm. ISBN 
G-8448-0273-5 Bibliography: p. 209-211. 
[DR48.5.875 1974] 73-91603 10.25 - . _ 
i. Europe, Eastern—Politics—Addresses, 
essays, lectures. I. Title. 


RAUCH, Georg von. 320.9°47°4 
The Baltic States: the years of 
independence; Estonia, Latvia, Lithuania, 
1917-1940, by Georg von Rauch. 
Translated from the German by Gerald 
Onn. Berkeley, University of California 
Press [1974] xv, 265 p. 23 cm. ISBN 0- 
520-02600-4 Translation of Geschichte der 
baltischen Staaten. Bibliography: p. 242- 
255. [DK511.B3R3413] 73-86849 10.95 

1. Baltic States—History. I. Title. 


HOU, Fu-wu. 320.9°5 1°04 
Central government of China, 1912-1928; 
an institutional study [by] Franklin W. 
Houn. Westport, Conn., Greenwood Press 
{1974, c1957] p. cm. ISBN 0-8371-7726- 
X Titles also in Chinese on t.p. Reprint of 
the ed. published by the University of 
Wisconsin Press, Madison. Bibliography: p. 
[JQ1502.H66 1974] 74-12577 12.00 

i. China—Politics and government—1912- 
1949. I. Title. 

Prepared from C.I.P. 


APPADORAI, 
Angadipuram, 1902- comp. 
Documents on political thought in modern 


320.9°47°085 


320.9°54°03 
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india [by] A. Appadorai. Bombay, New 
York, Oxford University Press, 1973- v 
23 cm. Includes bibliographical references. 
(JQ281.A65] 73-907415 13.75 (vol. 1) 

l. India—FPolitics and government—19th 


century——Addresses, essays, lectures. 2. 
India—Politics and  government—20th 
century——Addresses, essays, lectures. f. 
Title. 

WILSON, A. - 320.9549303 
Jeyaratnam. 


Politics in Sri Lanka, 1947-1973 [by] A. 
Jeyaratnam Wilson. New York, St. 
Martin’s Press [1974] xiv, Pes p. map. 23 
cm, Bibliography: {331]-332. 
[DS495.5.W54 1974b] 73- 50319 18.95 

l. Ceylon—Politics and government. [. 
Title. 


DOBSON, Christopher. 320.9°569 
Black September; its short, violent history. 
New York, Macmillan [1974] 179 p. 21 
cm. ISBN 0-02-531900-0 [DS119.7.D615 
1974] 74-11121 8.95 

i. Munazzamat Aylul  al-Aswad. 2. 
Fedayeen. 3. Jewish-Arab relations—1967- 
1973. I. Title. 


REJWAN, Nissim. 320.9°62°05 
Nasserist ideology: its exponents and 
critics. New York, Wiley [1974] xi, 271 p. 
24 cm. ISBN 0-470-71628-2 (Shiloah 
Center for Middle Eastern and African 
Studies. The monggraph series) ”A Halsted 
Press book.” Includes bibliographical 
references. [DT107.83.R42] 74-2116 15.00 
1. Egypt—Politics and government—1952- 
I Title. If, Series: Mekhon Shiloah le- 
heker ha-Mizrah ha-tikhon ve-Afrikah. The 
monograph series. 


CABRAL, Amilcar. 320.9°66°5702 
Return to the source; selected speeches. 
Edited by Africa Information Service. New 
York, Monthly Review Press [1974] p. 
cm. ISBN 0-85345-345-4 [DT613.75.C32 
1974] 74-7788 7.50 


i. Guinea, —_ Portuguese—Politics and 
government-—Collected works. 2. 
Nationalism—Guinea, Portuguese— 


Collected works. 3. Guerrillas—Guinea, 
Portuguese—Collected works. I. Title. 
Prepared from C.I.P. Pbk. 1.95; ISBN 0- 
85345-347-0. 


OTITE, Onigu. 320.9°669°3 
Autonomy and dependence; the Urhobo 
Kingdom of Okpe in modern Nigeria. 
Evanston, Ill, Northwestern University 
Press, 1973, [i.e.1974] xiv, 215 p. illus. 23 
cm. ISBN 0-8101-0437-7 Based on the 
author’s thesis, ene of London. 
Bibliography: 197-207. 
{JQ3099.0372084] 73- 135537 15.00 

1. Okpe, Nigeria (Kingdom)—Politics and 
government. I. Title. 


*KEEBLER, Robert S. 320.9°73 
A political testament: guidelines to 
national greatness by Robert S. Keebler. 
lst. ed. New York, Vantage [1974] 256 p. 
22 cm. ISBN 533-00587-6 [JA84.U5] 6.95 
i. U.S.—Politics and government. I. Title. 


SKIDMORE, Max J., 1933- 320.9°73 
American Government: a brief 
introduction [by] Max J. Skidmore [and] 
Marshall Carter Wanke. New York, St. 
Martin’s Press [1974] 222 p. illus. 24 cm. 
Includes bibliographies. [JK274.S58] 74- 
78169 9.95 

L United | States—Politics and 
government—Handbooks, manuals, etc. F 
Wanke, Marshall Carter, joint author. II. 
Title. 


EKIRCH, Arthur 
Alphonse, 1915- 
Progressivism in America; a study of the 
era from Theodore Roosevelt to Woodrow 
Wilson [by] Arthur A. Ekirch, Jr. New 
York, New Viewpoints, 1974. x, 308 p. 21 
em. ISBN 0-531-05359-8 Bibliography: p. 
(277]-299. [E743.E29 1974] 74-2455 9.00 
1. Progressivism (United States politics) 2. 
United States—Politics and government— 
1901-1909. 3. United States—Politics and 
government—1909- 1913. 4, United 
States—Politics and government—19i3- 
1921. F. Title. 
Pbk. 4.95; ISBN 0-531-05564-7 


TOMKIN, A. Emil. 320.9°73°092 
Signed and posted; a collection of public 
letters, by A. E. Tomkin. 2d, enl. ed. New 
York, Philosophical Library [1974] xvi, 
124 p. 22 cm. ISBN 0-8022-2145-9 
[E743.T6 1974] 74-76591 5.00 

1. United States—Politics and 
government—1945- —Addresses, essays, 
lectures. 2. World politics—1945- — 
Addresses, essays, lectures. I. Title. 


BRYAN, Frank M. 320.974304 
Yankee polities in rural Vermont, by Frank 
M. Bryan. Hanover, N.H., University Press 
of New England, 1974. xviii, 314 p. illus. 
24 cm. ISBN 0-87451-082-1 Bibliography: 
p. [275]-297. [JK3095.B8] 73-78913 12.00 
1. Vermont—Politics eand goverament— 
1865- 2, Apportionment (Election law)— 
Vermont. 3. Political parties—Vermont. I. 
Title. 


320.9°73'°091 


BILLINGTON, Monroe 320.9°75'04 
Lee. 
The political South in the twentieth 


century. New York, Scribner [1974] p. 
cm. ISBN 0-684-13983-9 Bibliography: p. 
[F215.B56] 73-1312 8.95 

i. Southern States—Politics and 
government—1865-1950. 2. Southern 
States—Politics and government—I195i- 3. 
Negroes——Southern States. I. Title. 
Prepared from C.I.P. 


SMITH, Peter H. 320.98206 
Argentina and the failure of democracy; 
conflict ‘among political elites, 1904-1955 
[by] Peter H. Smith. [Madison] University 
of Wisconsin Press [1974] p. cm. ISBN 0- 
299-06600-2 Bibliography: p. [F2848.S64] 
74-5907 12.50 


i. Argentine  Republic—Politics and 
government. I. Title. 
Prepared from C.I.P. 
TESTIMONIES: Alberdi 320.9°82°06 


and Sarmiento in modern Argentine life, 
by Nicolas Repetto and Victoria Ocampo. 
Tempe, Center for Latin American Studies, 
Arizona State University [1974] 36 p. 
ports. 23 cm. ISBN  0-87918-014-5 
(Alberdi-Sarmiento Award lectures) Cover 
title. Translation of 2 works, the Ist from 
an untitled text; the 2d a translation of 
Aries y capricornio from the author’s 
Testimonios, 7a serie. [F2849.T47] 74- 
8877 2.00 (pbk.) 

1. Alberdi Juan Bautista, 1810-1384— 
Addresses, essays, lectures. 2. Sarmiento, 
Domingo Faustino, Pres. Argentine 
Republic, 1811-1888—Addresses, essays, 


lectures. 3. Argentine Republic—Politics - 


and  government—-1943- | —Addresses, 
essays, lectures. I. Repetto, Nicolas, 1871- 
1965. Thoughts on major international and 
national problems. 1974. H. Ocampo, 
Victoria, 1891- Testimonios; septima serie, 
1962-1967. Aries y capricornio. English. 
1974. HL Title: Thoughts on major 
international and national problems. IV. 
Title: Aries and capricorn. V. Series: 
Alberdi-Sarmiento Award lecture series. 


AMERICAN BOOK PUBLISHING RECORD 
Contents omitted 
RICHTER, Irving. 322.20942 


Political purpose in trade unions. London, 
Allen & Unwin [1973, i.e. 1974] 258 p. 22 


cm. ISBN 0-04-331056-7 Includes 
bibliographical references. [HD8395.R52] 
73-172905 ; 


l. Amalgamated Engineering Union. 2. 
Trade-unions——Great Britain—Political 
activity. I Title. 

Distributed by Rowman and Littlefield, 
15.00. 


GREENBERG, Edward S., 
1942- 
Serving the few: corporate capitalism and 
the bias of government policy [by] Edward 
S. Greenberg. New York, Wiley [1975, 
i.e.1974] ix, 275 p. 22 em. ISBN 0-471- 
32486-8 Includes bibliographical 
references. [JK467.G73] 74-7429 9.95 
J. Business and politics—United States. 2. 
Industry and state—United States. I. Title. 
Pbk. 4.95; ISBN 0-471-32487-6. 


322.30973 


BAKER, Marilyn. 322.420924 B 
Exclusive! The inside story of Patricia 
Hearst and the SLA [by] Marilyn Baker 
with Sally Brompton. New York, 
Macmillan [1974] ix, 246 p. illus. 24 cm. 
ISBN 0-02-506400-2 [F866.2.H42B34] 74- 
16300 8.95 

1. Hearst, Patricia, 1954- 2. Symbionese 
Liberation Army. J. Brompton, Sally, joint 
author. IT. Title. 


LUMPKIN, Katharine 
Du Pre, 1897- 

The emancipation of Angelina Grimke. 

Chapel Hill, University of North Carolina 

Press [1974] p. cm. ISBN 0-8078-1232-3 

Bibliography: p. [E449.G865L85] 74-8914 
11.95 


322.4°4'0924 B 


1. Grimke, Angelina Emily, 1805-1879. 1. 
Title. 
Prepared from C.1.P. 


KRAUSS, Ellis S. 322.440952 
Japanese radicals revisited; student protest 
in postwar Japan [by] Ellis S. Krauss. 
Berkeley, University of California Press 
[1974] xiv, 192 p. 24 cm. ISBN 0-520- 
02467-2 Bibliography: pe e[177]-186. 
(JQ1681.K7] 73-78546 11.50 

i. Political participation—Japan. 2. 
Political socialization. 3. Students—- 
Japan—Political activity. I. Title. 


SCOTT, John Anthony, 
1916- 
Hard trials on my way; slavery and the 
struggle against it: 1800-1860. Illustrated 
with contemporary prints and photographs. 
New York, Knopf [1974] p. cm. ISBN 0- 
394-82045-2 (The Living history library) 
Bibliography: p. Stories of important 
figures and episodes in the struggle against 
slavery from 1787 to 1860. Includes Nat 
Turner, Henry Bibb, Elijah Lovejoy, John 
Brown and others. [E441.837 1974] 74- 
7395 4.95 
1. Slavery in the United States—Juvenile 
literature. 2. Slavery in the United States— 
Anti-slavery movements-—Juvenile 
literature. I. Title. 
Prepared from C.I.P. . 


GRANT, Michael, 1914- 322.50937 
The army of the Caesars. New York, 
Scribner [1974] xxxiv, 364 p. illus. 24 cm. 
ISBN 0-684-13821-2 Bibliography: p. 337- 
341. [DG89.G7] 74-9596 15.00 

1. Rome—History, Military. 2. Rome— 
Politics and government. L Title. 


322.4°4°0973 
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SHELTON, Edgar 323.1716’8720764 
Greer, 1920- 
Political conditions among Texas Mexicans 
along the Rio Grande. [San Francisco, R 
and E Research Associates, 1974] ix, 122 
p. 28 cm. ISBN 0-88247-247-X Reprint of 
the author’s thesis presented in 1946 to the 
University of Texas, Austin. Bibliography: 
p. 120-122. [F395.M5849 1974] 73-78053 
8.00 
i. Mexican Americans—Texas. 2. Mexican 
Americans—Politics and suffrage. 3. 
Texas—Politics and government-——1865- 
1950. I. Title. 
MOROZ, Valentyn 323.4°0947 
lAkovych, 1936- 
Report from the Beria Reserve; the protest 
writings of Valentyn Moroz. Edited and 
translated by John Kolasky. [Chicago, II1.] 
Cataract Press [c1974] xxiii, 162 p. illus., 
map. 21 cm. ISBN  0-914764-02-0 
[HV8959.R9M6713] 74-80623 2.95 (pbk.) 
d. Political prisoners—Russia—Personal 


narratives. 2, Nationalism—Ukraine. T. 
Titles 
Publisher’s address: P.O. Box 4875, 


Chicago, Ill. 60680. 


JONES, Mervyn, comp. 323.44°0942 
Privacy, compiled and edited by Mervyn 
Jones. Newton Abbot [Eng.] North 
Pomfret, Vt., David & Charles [1974] 230 
p. 23 cm. ISBN 0-7153-6519-3 (David & 
Charles sources for contemporary issues 
series) Bibliography: 221-222. 
(JC599.G7J65] 74-174921 17.50 

1. Privacy, Right of—Great Britain— 
Addresses, essays, lectures. 2. Public 
records—Great Britain—Addresses, essays, 
lectures. 3. Electronic data processing— 
Addresses, essays, lectures. I. Title. 


CARTER, Joseph. 323.4450973 
Freedom to know; a background book. 
New York, Parents’ Magazine Press [1974] 
ix, 182 p. 22 cm. ISBN 0-8193-0738-6 
Includes bibliographical references. 
Examines the issue of censorship and 
freedom of information in their legal and 
social aspects. [JC599.U5C357] 74-4433 
4.95 

1. Freedom of information—United States. 
2. Freedom of information. I. Title. 

Lib. bdge 4.59, ISBN 0-8193-0739-4. 


KNAPPMAN, Edward 
W., comp. 
Government & the media in conflict/1970- 
74, Editor: Edward W. Knappman. 
Contributing editors: Mary Elizabeth 
Clifford [and others]. New York, Facts on 
File [1974] 204 p. illus. 28 cm. ISBN 0- 
ios cas ([P92.U5K6] 74-78636 4.50 
pbk. 

i. Mass media—Political aspects—United 
States. I. Title. 


HARLAN, Douglas S. 324’.2°021764 
TexaStats ’72; county and precinct election 
returns. Complied and edited by Douglas 
S. Harlan. [Austin] Lyndon B. Johnson 
School of Public Affairs [1974] xxi, 221 p. 
illus. 28 cm. [JK4893 1972.H37] 73- 
620251 7.50 (pbk.). 

d. Elections—Texas-—Statistics. I. Title. 


ELECTORAL politics in 324.597 
South Vietnam. ‘Edited by John C. Donnell 
{and] Charles A. Joiner. Lexington, Mass., 
Lexington Books [1974] v, 198 p. 23 cm. 
ISBN 0-669-91322-7 "The essays in this 
book were initially presented December 
10-11, 1971 to a conference of the 
Southeast Asia Development Advisory 
Group of the Asia Society in New York, 
and were later revised.” Includes 


323.44°5°0973 


bibliographical references. [JQ892.E43] 74- 
302 14.00 

1. Elections—Vietnam—Addresses, essays, 
lectures. I. Donnell, John C., 1919- ed. II. 
Joiner, Charles Adrian, 1932- ed. 


WOODCOCK, George, 1912- 325.342 
Who killed the British Empire? An incuest. 
New York, Quadrangle, 1974. p. ISBN 0- 
8129-0419-2 Eibliography: p. [DA16.W88 
1974] 73-90173 10.00 

1. Great Britain—Colonies—History. L 
Title. 

Prepared from C.I.P. 


FRANK, Robert Shelby. 327 O14 
Linguistic analysis of political elites: a 
theory of verbal kinesics. Beverly Hills 
[Calif.] Sage Publications [1974, cl972] 57 
p. 22 cm. ISBN 0-8039-0360-X (Sage 
professional papers in international studies, 
ser. no. 02-022) Bibliography: p. 46-52. 
[JX1291.F68] 73-92216 2.50 (pbk.} 

i. International relations—Research. I. 
Title. 


FISCHER, Louis, 1896- 
1970. 

Russia, America, and the world. Westport, 

Conn., Greenwood Press [1974, c1961] p. 

em. ISBN 0-8371-7392-2 Reprint of the 

ed. published by Harper, New York. 

(D843.F52 1974] 74-1555 12.00 

i. World politics—i955-1965. I. Title. 

Prepared from C.I.P. 


CHAWLA, Sudershan, 
1924- 
Southeast Asia under the new balance of 
power, edited by Sudershan Chawla, 
Melvin Gurtov [and] Alain-Gerard Marsot. 
New York, Praeger [1974] p. cm. ISBN 0- 
275-28826-9 (Praeger special studies in 
international politics and government) 
”Appendix: treaties, declarations, and 
statements of policy”: p. Bibliography: p. 
[DS518.1.C484] 73-19441 15.00 
1. Asia, Southeastern—Foreign relations. 2. 
World politics—1945- I. Gurtov, Meivin. 
If. Marsot, Alain-Gerard. III. Title. 
Prepared from C.I.P. Student’s edition 
4.95; ISBN 0-275-88850-9. 


STEELE, Alexander. 327.12 
How to spy on the U.S. New Rockelle, 
N.Y., Arlington House [1974] p. cm. 
ISBN 0-87000-262-7 [E743.5.S75] 74- 
17068 7.95 

1. Espionage, Polish—United States. 1. 
Title. 

Prepared from C.I.P. 


CONTRASTING approaches 327°.174 
to strategic arms control. Edited by Rebert 
L. Pfaltzgraff, Jr. Lexington, Mass., 
Lexington Books [1974] p. cm. ISBN 0- 
669-92965-4 Based on papers presentec at 


327.09045 


327.1109047 


the 6th International Arms Conzrol 
Symposium heid Nov. 1-4, 1973, in 
Philadelphia and Valley Forge, Pa. 


[JX1974.7.C594] 74-306 20.00 

1. Strategic Arms Limitation Talks— 
Addresses, essays, lectures. 2. Atomic 
weapons and  disarmament—Addresses, 
essays, lectures. I. Pfaltzgraff, Robert L., 
ed. H. International Arms Control 
Symposium, 6th, Philadelphia and Valley 
Forge, Pa., i973 

Prepared from C.I.P. 


NUCLEAR proliferation 327.174 
problems. Cambridge [Mass.] MIT Press 
[1974] 312 p. illus. 24 cm. ISBN 0-252- 
10015-0 Proceedings of a conference 
sponsored by the Stockholm International 
Peace Research Institute in June 1973. 
Includes bibliographical references. 
[JX1974.7.N82 1974] 74-8307 17.50 
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i. Treaty on the non-proliferation of 
nuclear weapons—A ddresses, Essays, 
lectures. 2. Atomic weapons and 
disarmament—Addresses, essays, lectures. 
3. Atomic energy—Addresses, essays, 
lectures. I. Stockholm International Peace 
Research Institute. 


AYDELOTTE, William 
Osgood. 

Bismarck and British colonial policy; the 
problem of South West Africa, 1883-1885. 
New York, Octagon Books, 1974 [c1937] 
p. cm. ISBN 0-374-90325-5 Reprint of the 
ed. published by University of 
Pennsylvania Press, Philadelphia. 
Bibliography: p. [DT714.A85 1974] 76- 
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Arthur P. Blackhaus. Boston, Cahners 
Books [1974] p. cm. ISBN 0-8436-0722-X 
(HF5549.5.G7B57] 74-8433 14.95 

1. Grievance procedures—United States— 
Case studies. 2. Arbitration, Industrial— 
United States—Case studies. I. Title. 
Prepared from C.I.P. 


SCHUSTER, 
Jack H. 

Encountering the unionized university. 
Jack H. Schuster, issue editor. San 
Francisco, Jossey-Bass [1974] viii, 106 p. 
24 em. (New directions for higher 
education, no. 5) Bibliography: p. 99-101. 
(LB2334.S33] 74-2328 3.75 (pbk.) 

L. Collective bargaining—College 
teachers—United States—Addresses, 
essays, lectures. I. Title. IL Series. 


MAYER, Helmut W. 332 s 
The anatomy of official exchange-rate 


` 331.88711°36320973 


331.8896 


\ 


331.89°041°378 120973 


intervention systems [by] Helmut W. 
Mayer. Princeton, N.J., International 
Finance Section, Princeton University 
[1974] 34 p 23 cm. (Essays in 


international finance, no. 104) [HG136.P7 - 


no. 104] [HG3851] 332.4°5 74-8252 1.00 
(pbk). 

i. Foreign exchange problem. 2. Currency 
convertibility. 3. International finance. I. 


28 


A ea 
Title. II. Series: Princeton University. 
International Finance Section. Essays in 
international finance, no. 104. 


PERSONS, Robert H., ‘ 

922- 

The. practical money manager; a guide and 

workbook on how to handle your money 

profi tably in today’s economy [by] Robert 
H. Persons, Jr. New York, Scribner [1974] 

p. cm. ISBN 0-684-13978-2 [HG179.P43j 

74-12218 8.95 

1. Finance, ‘Personal. 2. Saving and 

investment. I. Title. 

Prepared from C.I.P. 


WEINREB, Earl J. 332.024 
How to get rich using other people’s 
money, even on an average or low income: 
the money maker, by Earl J. Weinreb. 
[New York] Prince Communications 
[1974] 238 p. 22 cm. ISBN 0-914302-00-0 
[HG179.W43] 73-91544 10.00 

1. Finance, Personal. [. Title. 


ARBUCKLE, Robert D. 332'.092°4 B 
Pennsylvania speculator and patriot: the 
entrepreneurial John Nicholson, 1757-1800 
[by] Robert D. Arbuckle. University Park, 
Pennsylvania State University Press [1974] 
p. cm. ISBN 0-271-01168-6 Bibliography: 
p. [HC102.5.N5A7] 74-3446 15.00 

1, Nicholson, John, 1757-1800. 1. Title. 
Prepared from C.I.P. 


*PHILLIPS, G. A. 332.1°0942 
The growth of the British economy 1918- 
1968. By G. A. Phillips and R. T. 
Maddock. New York, Barnes & Noble 
[1974, c1973] 188 p. 22 cm. ISBN 0-06- 
495554-0 Includes bibliographical 
references. [HG186] 10.50 

I. Finance—Gt. Brit. 2. Money—Gt. Brit. 
I. Maddock, R. T. joint author. I. Title. 


DULAN, Harold A. 332.4°1°0973 
A capital formation approach to inflation 
containment [by Harold A. Dulan and 


337.024 


Mary Ann Greenwood] Fayetteville, 
[Bureau of Business and Economic 
Research, College of Business 
Administration] University of Arkansas, 
1974. ti, p. 22 cm. Includes 
bibligerarhicel references. [HG538.D783] 


74-180380 3.00 

1. Inflation (Finance)—Unitéed States. 2. 
Capital investments—United States. I. 
reen wood, Mary Ann., joint author. I. 
itle. 


CARABINI, Louis E., 
comp. 
Everything you need to know now about 
gold and silver. Edited by Louis E. 
Carabini. New Rochelle, N.Y., Arlington 
House [1974] p. cm. ISBN 0-87000-281-3 
Reprints of interviews from the Gold & 
silver newsletter. Bibliography: D. 
[HG261.C37] 74-17120 8.95 


332.4°22 


1. Precious metals—Addresses, essays, 
lectures. 2. _Gold—Addresses, essays, 
lectures. 3. ~Silver—Addresses, essays, 
lectures. I. Gold & silver newsletter. I. 
Title. 

Prepared from C.I.P. 

PICK, Franz. 332.4’223 


Silver: how and where to buy and hold it. 
Rev. and enl. 3 ed. New York, Pick Pub. 
Corp. [1974] 66 p. illus. 28 cm. ISBN 0- 
apes [HG305.P5 1974] 73-77350 
45.00 

1. Silver. 2. Coinage—United States. I. 
Title. 


GREENE, William 
Batchelder, 1819-1878. 
Mutual banking. New York, Gordon Press 


332.4°973 


AMERICAN BUUR FPUBLIOMING KELURKL 


[1974] p cm. ISBN  0-87968-048-2 
Reprint of the 1946 ed. published’ by 
Modern Publishers, Indore City, India. 
Coo 1974] 72-94723 29.95 (lib. 
g-). 

1. Currency question—United States. 2. 
Banks ,and banking--United States. ` 3. 
Economics—Miscelanea. I. Title. 
Prepared from C.1.P. 


LINDNER, Edgar T., 1911- 332.6 
A layman's guide to __ investment 
alternatives, by Edgar T. Lindner with 
Richard S. Isaacs. San Francisco, Chronicle 
Books [1974] p. cm. ISBN 0-87701-058-7 
[HG4910.L53] 74-19325 6.95 

L Investments—United States. 2. 
Investments, American. 3. Investments— 
Taxation—United States. I. Isaacs, Richard 
S., 1919- joint author. IT. Title. 

Prepared from C.I.P. 


*COMMERCE Clearing 
House. 

Stock values and dividends for 1974 tax 
purposes; market values, par values, and 
dividends of listed or regularly quoted 
stocks for 1973 Federal, State, and local 
tax purposes. 

The 1974 edition is now available from 
Commerce Clearing House, Chicago for 
4.00 (pbk.) L.C. card no.: 73-153888 


PETERS, Robert A. 332.6°34 
ROI; practical theory and innovative | 
applications [by] Robert A. Peters. [New 
York) AMATON [1974] viii, 136 p. illus. 
ISBN 0-8144-5360-0 
(HG4028" 'C4P38] 73-93043 19.95 
1. Capital investments. 2. Cash flow. “3. 
Profit—-Accounting. 


BICKSLER, James L., comp. 332.67 
Investment portfolio _ decision-making, 
edited by James L. Bicksler [and] Paul A. 
Samuelson. Lexington, Mass., Lexington 
Books [1974] p. cm. ISBN 0-669-86215-0 
[HG4527.B45] 73-1010 15.00 

L. Investments—Addresses, essays, 
lectures. 2. Speculation—Addresses, essays, 
lectures. 3. Decision-making—Addresses, 
essays, lectures. I. Samuelson, Paul 
Anthony, 1915- joint comp. IT. Title. 
Prepared from C.I.P. 


TRUITT, J. Frederick. 332.6°73 
Expropriation of private foreigm investment 
[by] J. Frederick Truitt. [Bloomington] 
Graduate School of Business, Division of 
Research, Indiana University [1974] xi, 
164 p. 24 ecm. ISBN  0-87925-004-6 
(International business research series, no. 
3) Includes bibliographical references. 
(HG4538.T74] 74-633855 8.00 

1. Investments, Foreign. 2. Eminent 
domain (International law) I. Title. IL 
Series. 


332.63220973 


SMYTH, David. 332.678 
The spectulator’s handbook, [by] David 
Smyth and Laurance F. Stuntz. Chicago, 
Henry Regnery [1974] xiv, 284 p. illus. 24 - 
cm. ISBN 0-8092-9005-7 [HG6015.S56] 
74-6911 12.95 

1. Speculation—Handbooks, manizals ete. 
2. Investments—-Handbooks, manuals, ete. 
a Stuntz, Laurance F, joint author. I. 
itie. 


PROFITABLE mobile home 332.7°2 
lending; proceedings of a forum for finance 
people, a feature of the National Mobile 
Home Show, Louisville, Kentucky, January 
18, 1974. Chantilly, Va., Mobile Homes 
Manufacturers Association [1974] v, 51 p. 


28 cm. Sponsored by the Finance 
Committee of the Mobile Homes 
Manufacturers Association. 


NOVEMBER 30,1974 


[rp97I8. 7.U52P73] 74-175018 5.50 
L ii home industry—United States— 
Congresses. 2. Mobile homes—United 
States—Finance—Congresses. I. Mobile 
Homes Manufacturers Association. 
Finance Committee. 


FINANCIAL Publishing 
Company. 

Financial tables for balloons, residuals, and 
renewals, showing payments to amortize 
with terminal balloon payments ... Boston 
[1974] 391 p. tables. 24 cm. (Its 
Publication no. 14) On spine: Balloons, 
residuals, and renewals. [HG1634.F479 
1974] 74-177229 25.00 

1. Interest and usury—Tables, etc. I. Title. 
TI. Title: Balloons, residuals, and renewals. 
IT. Series. 


332.8’2°0212 


TAI, Hung-chao, 1929- 333.1 
Land reform and politics: a comparative 
analysis. Berkeley, University of California 
Press [1974] xxi, 565 p. 25 cm. ISBN 0- 
§20-02337-4 Includes bibliographical 
references. [HD156.T3] 72-89792 25.00 

i. Land reform—Case studies. I. Title. 


PLATT, Lee Frew. 333.3'3 
The real estate examination study guide. 
[Rockville, Md.] New Perspectives. [1974] 
vii, 136 p. 22 cm. ISBN 0-87953-307-2 
Bibliography: p. 129. [HD1381.P53] 74- 
3071 4.95 (pbk.). 

i. Real estate business—Examinations, 
questions, etc. I. Title. 


LEHMANN, David. 333.3°35°091724 
Peasants, landlords, and governments; 
agrarian reform in the Third World, edited 
by David Lehmann. New York, Holmes & 
Meier Publishers [1974] p. cm. ISBN 0- 
8419-0162-7 Includes bibliographies. 
(HD 156.L45] 74-6091 18.00 

1. Underdeveloped areas—Land reform— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. Pbk. 4.95, ISBN 0- 
8419-0163-5. 


ENERGY Forum, New York, 333.7 
1974. 

Energy Forum; [proceedings] The 

Conference Board, January 10, 1974. 

Edited by Leonard I. Nakamura. New 


York [Confétence Board, 1974] iv, 31 p. 
28 cm. [HD9566.E54 1974] 74-180503 
5.00 (pbk.) 

1. Petroleum industry and trade—United 
States—Congresses. 2. Enetgy policy— 
United States—Congresses. I. Nakamura, 
Leonard I, ed. II, Conference Board. 


FRITSCH, Albert J. 333.7 
The contrasumers; a citizen’s guide to 
resource conservation [by] Albert J. 
Fritsch. New York, Praeger [1974] p. cm. 
ISBN 0-275-10140-1 [TJ163.3.F74] 74- 
6726 7.95 
I. Energy conservation. 2. Power 
resources. 3. Environmental protection. I 
Title. 
Prepared from C.I.P. 
ORBIS Scientiae, University 333.7 
of Miami, 1974. 
Topics in energy and resources; [part of 
the proceedings of Orbis Scientiae held by 
the Center for Theoretical Studies, 
University of Miami, January 7-11, 1974] 
Chairman: Behram Kursunoglu. Editors: 
Stephan L. Mintz [and] Susan M. 
Widmayer. Scientific secretaries: Chui- 
Shuen Hui [and others] New York, Pienum 
Press [1974] p. cm. ISBN 0-306-36906-0 
(Studies in the natural sciences, v. 7) 
Includes bibliographical references. 
[TJ153.066 1974] 74-14644 19.50 


+ 


1. Power resources—Congresses. I. Mintz, 


Stephan, ed. II. Widmayer, Susan M., ed. 
JI. Miami, University of, Coral Gables, 
Fla. Center for Theoretical Studies. IV. 
Title. V. Series. 

Prepared from C.I.P. 


SZULC, Tad. i 333.7 
The energy crisis. New York, Watts, 1974. 
p. cm. ISBN 0-531-02752-X Bibliography: 
p. [HD9502.U 52898] 74-17335 6.95 

l. Power resources—United States. 2. 
Energy policy—United States. I. Title. 
Prepared from C.I.P. 


WOLOZIN, Harold, 1920- 333.7 
comp. 
The economics of pollution. Harold 


Wolozin, editor and contributing author. 


-Morristown, N.J., General Learning Press 


[1974] xv, 389 p. illus. 23 cm. Includes 
bibliographical references. [HC7S.P55W64] 
74-75533 6.15 (pbk.) 


1. ` Pollution—Economic aspects— 
Addresses, essays, lectures. 
GRASSLAND ecology 333.740942 


and wildlife management [by] E. Duffey 
[and others] With a foreword by K. 
Mellanby. London, Chapman and Hall 
[distributed in the U.S.A. by Halsted Press, 
New York, 1974] xxi, 281 p. illus., maps. 
24 cm. ISBN 0-412-12290-1 Bitliography: 


p. 245-266. [QH541.5.P7G7] 74-1550 
16.00 
I. Grassland ecology. 2. Wildlife 


management. 3. 
Eric. 


DARY, David. 333.95 
The buffalo book; the full saga of the 
American animal [by] David A. Dary. [ist 
ed.] Chicago, Sage Books [1974] 374 p. 
illus. 24 cm. ISBN  0-8040-0653-9 
Bibliography: p. 346-359. [QL737.U53D37] 
73-13211 15.00 

1. Bison, American. 2. The West—RHistary. 
I. Title. 


RONCO, William. 3347.5 
Food co-ops; an alternative to shopping in 
super markets. Boston, Beacon Press 
[1974] p. cm. ISBN  0-8070-0880-X 
Bibliography: p. [HD3284.R55] 74-211 
9.95 


Grasslands. I. Duffey, 


1. Cooperative societies—United States. 2. 
Food industry and trade—United States. I. 
Title. 

Prepared from C.I.P. 


HAYEK, Friedrich August von, 335 
1899- ed. 
Collectivist economic planning; critical 


studies on the possibilities of socialism, by 
N. G. Pierson [and others] Edited, with an 
introd. and a concluding essay by F. A. 
Hayek. Clifton [N.J.] A. M. Kelly, 1974. 
p. cm. ISBN 0-678-00782-9 (Reprints of 
economic classics) Reprint of the 1935 ed. 
published by G. Routledge, London. 
Bibliography: p. [HB97.5.H36 1974] 74- 
7272 12.50 

1. Marxian economics. 2. Economic poticy. 
3. Socialism. I. Pierson, Nikolaas Gerard, 
1839-1909. if. Title. 

Prepared from C.I.P. 


HYAMS, Edward S. 335°.009 
The millennium postponed; socialism from 
Sir Thomas More to Mao Tse-cung [by] 
Edward Hyams. New York, Taplinger 
(1974, c1973] x. 277 p. 24 cm. ISBN 0- 
8008-5247-8 Includes bibliographical 
references. [HX21.H9 1974] 74-171 10.95 

1. Socialism—RHistory. 2. Communism— 


History. I. Title. 
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TOWNSHEND, Emily 335’.0092°4 B 
Caroline Gibson, 1849-1934. 
William Morris & the communist ideal. 
([Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1934 ed. 
published by the Fabian Society, London, 
which was issued as Fabian biographical 
series no, 3 and Fabian tract no. 167. 
Bibliography: p. [HX243.M58T68 1974} 
74-18411 5.00 
i. Morris, William, 1834-1896. 2. 
Socialism. 3. Communism. [ Title. If. 
Series: Fabian Society, London. Tract no. 
1 oe Uik: Series: Fabian biographical series 
no. 3. 
Prepared from C.I.P. 


335°.0092°4 


WHITFIELD, Stephen 
J., 1942- 
Scott Nearing: apostle of American 


radicalism [by] Stephen J. Whitfield. New 
York, Columbia University Press, 1974. p. 
cm. ISBN 0-231-03816-X Bibliography: p. 
[HX84.N4W5] 74-10641 10.95 

1. Nearing, Scott, 1883- I. Title. 

Prepared from C.I.P. 


PATERSON, William E. 335°.0094 
Social democracy in post-war Europe [by] 
William E. Paterson and Jan Campbell. 
ha York, St. Martin’s Press [1974] xi, 82 
p. 22 cm. Bibliography: p. 77-80. 
[HX238.5.P38 1974b] 73-88177 6.95 
i. Socialism in Europe. 2. Socialist parties. 
3. Europe—Politics—1945- I. Campbell, 
Ian, joint author. IT. Title. 


GARAUDY, Roger. 335.4 
The alternative future; a vision of Christian 

Marxism. Translated by Leonard Mayhew. 

ny york, Simon and Schuster [1974] 192 
p. cm. ISBN  0-671-21750-X 

Pirxs36. G3213] 74-2343 6.95 

1. Communism and Christianity. I. Title. 


HUNT, Richard N. 335.4 s 
Marxism and totalitarian democracy, 1818- 
1850 [by] Richard N. Hunt. [Pittsburgh] 
University of Pittsburgh Press [1974]. p. 
cm. ISBN 0-8229-3285-7 (His The political 
ideas of Marx and Engels, 1) Bibliography: 
p. [JC233.M299H85 vol. 1} 335.43°8’3219 
74-13536 11.95 

i. Marx, Karl,  1818-1883—Political 
science. 2. Engels, Friedrich, 1820-1895— 
Political science. 3. Totalitarianism. I. 
Title. 

Prepared from C.I.P. 


HUNT, Richard N. 335.4 
The political ideas of Marx and Engels 
[by] Richard N. Hunt. [Pittsburgh] 
University of Pittsburgh Press [1974- p. 
cm. Contents.—1. Marxism and totalitarian 
demòcracy, 1818-1850. [JC233. M299H85] 
74-13078 11.95 

di. Marx, Kari, 1818-1883—Political 
science—Collected works. 2. Engels, 
Friedrich, 1820-1895—Political science— 
Collected works. I. Title. 

Prepared from C.I.P. 


MARX, Karl, 1818-1883. 335.4 
Political writings. New York Vintage 
Books [1974] 3 v. 21 cm. (Vintage Marx 
library) Contents: v. 1. The revolutions of 
1848.—V. 2. Surveys from exile.—V. 3. 
The First International and after. Includes 
bibliographical references. [[D363.M37 
1974]] 74-20560 2.45 (each for v. 1 & 2); 
2.95 {v. 3) 

1. World politics—19th century—Collected 
works. 2. Europe—History—1848-1849— 
Collected works. 3. Socialism—Collected 
works. I. Title. I. Title. 


335.43 
Christian 


LEE, Francis Nigel. 
Communist eschatology: a 
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philosophical analysis of the post- 
capitalistic views of Marx, Engels, and 
Lenin. Nutley, N.J., Craig Press, 1974. 
xxiv, 1177 p. 23 cm. ”A Chalcedon 
study.” Thesis--Orange Free State 
University. Bibliography: p. 1091-1177. 
[HX536.L564] 74-76520 30.00 

i, Communism and Christianity. 2 
Communism. I. Title. 


*YEARBOOK on 
international Communist affairs 
The 1974 ed., edited by Richard F. Starr is 
available from Hoover Institution Press, 
Stanford, Calif. for 25.00. ISBN 0-8179- 
1401-3. L.C. card no: 67-31024. 


*MARX, Karl, 1818-1883. 335.43°08 
The Karl Marx library. Volume 5, On 
religion published in 1974, is now available 
from McGraw Hill, New York, for 10.00. 
ISBN 0-07-048095-9. L.C. card no. 78- 
172260. 


335.430 


MCLELLAN, David 335.430924 
The Thought of Karl Marx; an 
introduction [by] David McLellan New 
York, Harper Torchbooks [1974, cl1971] x, 
237, 21 cm. ISBN  0-06-131835-3 
{HX39.5M28] 2.95 (pbk.) 

i. Marx,, Karl, 1818-1883 I. Marx, Karl, 
1818-1883 Selections. English. 1972. I. 
Title. 

L.C. card number for original ed.: 
181634 


SOLOMON, Maynard, 
comp. 

Marxism and art: essays classic and 
contemporary, selected and with historical 
and critical commentary by Maynard 
Solomon. {Ist ed.] New York, Vintage 
Books [1974] p. ISBN 0-394-71228-5 
Includes bibliographies. [HX521.863 1974] 
74-6340 5.95 (pbk.) 

1, Communism and art—Addresses, essays, 
lectures. I. Title. 

Prepared from C.I.P. 


ORVIS, Marianne 
Dwight, 1816-1901. 
Letters from Brook Farm, 1844-1847. 
Edited by Amy L. Reed, with a note on 
Anna Q. T. Parsons by Helen Dwight 
Orvis. Poughkeepsie, N. Y., Vassar 
College, 1928. [New York, AMS Press, 
1974] . em. ISBN 0-404-10717-6 
(HX656.B807 1974] 72-2952 11.50 
I. Brook Farm. I. Title. 
Prepared from C.I.P. 


74- 


335.43°8’7011 


335’.9°74461 


ADVISORY Committee 336.1°85’0973 
to the Department of Housing and Urban 


Development. Subcommittee on the 
Planning Process and Urban 
Development. 


Revenue sharing and the planning process: 
shifting the locus of responsibility for 
domestic problem solving; report. 
Washington, National Academy of 
Sciences, 1974. ix, 98 p.23 cm. ISBN 0- 
309-02214-2 Bibliography: . 93-98. 
(HJ275.A64 1974] 74-6418 4.50 (pbk.). 
i. Intergovernmentai fiscal relations— 
United States. 2. Planning. 3. Regional 
planning—United States. 4. Cities and 
towns—Planning—United States. I. Title. 
*COMMERCE Clearing House. 336.2 
U.S. master tax guide. 

The 1974 edition for the returns of 1973 is 
now available from Commerce Clearing 
House, Chicago, for 6.00 (pbk.). L.C.card 
no.: 34-5071. 


*1974 federal 336.200212 
graduated withholding tax tables. Chicago, 


Commerce Clearing House [1974] 36 p. 
tables 28 cm. [KF6370] 2.50 (pbk.) 

1. Taxation—United States. I. Commerce 
Clearing House 


*COMMERCE Clearing 
House. 

1974 guidebook to Ohio taxes. Chicago, 

Commerce Clearing House [1974] 246 p. 

tables, 23 cm. [HJ2427] 5.00 (pbk.) 

1. Taxation—Ohio—Law. I. Title. 


336.2009711 


DUARTE, Joseph S. 336.200973 
The income tax is obsolete [by] Joseph S. 
Duarte. New Rochelle, N.Y., Arlington 
House [1974] p. cm. ISBN 0-87000-286-4 
Includes bibliographical references. 
[HJ2381.D8] 74-18366 9.95 

1. Taxation—United States. 2. Taxation of 
articles of consumption—United States. 3. 
Income tax—United States. I. Title. 
Prepared from C.I.P. 


*COMMERCE Clearing 
House. 

1974 guidebook to Massachusetts taxes. 

Chicago, Commerce Clearing House |1974] 

196 p. tables, 23 cm. [HJ2413] 5.00 (pbk.) 

1. Taxation—Massachusetts—Law. I. Tite. 


336.2009744 


*COMMERCE Clearing 
House. 

1974 Guidebook to New Jersey taxes. 

The 1974 edition is now available from 

Commerce Clearing House, Chicago for 

5.00 (pbk.) 


*COMMERCE Clearing 
House. 

1974 guidebook to New York taxes. 

Chicago, Commerce Clearing House [1974] 

378 p. tables, 23 cm. [HJ2424] 5.00 “pbk.) 

1. Taxation—New York—Law. I. Title. 


336.2009747 


336.2009749 


336.2009747 


*COMMERCE Clearing 
House. 

1974 guidebook to Pennsylvannia taxes. 

Chicago, Commerce Clearing House [1974] 

221 p. tables, 23 cm. [HJ2430] 5.00 (pbk.) 

1. Taxation—Pennsylvannia—Law. I. Title. 

*COMMERCE Clearing 336.2009759 
House. 

1974 guidebook to Florida taxes. Chicago, 

Commerce Clearing House [1974] 104 p. 

tables, 23 cm. [HJ2240] 5.00 (pbk.) 

1. Taxation—Florida—Law I. Title. 


*COMMERCE Clearing 
House. 

1974 guidebook to North Caroline taxes. 

Chicago, Commerce Clearing House [1974] 

232 p. tables, 23 cm. [HJ2425] 5.00 (pbk.) 

1. Taxation—North Carolina—Law. L 

Title. 


336.2009756 


*COMMERCE Clearing 336.2009755 
House. 
1974 guidebook to Wisconsin taxes. 


Chicago, Commerce Clearing House [1974] 
211 p. tables, 23 cm. [HJ2441] 5.00 (pbx.) 
L Taxation—Wisconsin—Law. 


*COMMERCE Clearing 
House. 

1974 guidebook to Illinois taxes. 

The 1974 edition is now available from 

Commerce Clearing House, Chicago for' 

6.00 (pbk.). 


*COMMERCE Clearing 
House. 

1974 guidebook to Michigan taxes. 

Chicago, Commerce Clearing House [1974] 

206 p. tables 23 cm. [HJ2414] 5.00 (pbk.) 

I. Taxation—Michigan—Law I. Titse. 


336.2009773 


336.2009774 


AMERICAN BOOK PUBLISHING RECORD 
*BLOCK, H. & R., Company, 336.240 
1974 income tax workbook. 

The 1974 edition is available from H. & R. 
Block, Kansas City, Missouri for 1.95 
(pbk.). 


*COMMERCE Clearing 
House. 

Federal tax return manual. 

The 1974 edition is now available from 

Commerce Clearing House, Chicago, for 

37.50, (ring binding). L.C. card no.: 65- 

869. 


336.2402673 


*COMMERCE Clearing 


336.2402673 
House. 
Everyman’s income tax. 
The 1974 ed. is now available from 


Commerce Clearing House, Chicago for 
2.00 (pbk.). 


MOORE, James Tice. 336.3609755 
Two paths to the new South; the Virginia 
debt controversy, 1870-1883. [Lexington] 
University Press of Kentucky [1974] xii, 
167 p. 6 maps. 24 cm. ISBN 0-8131-1302- 
4 Bibliography: p- [157]-162. 
[HJ8483.M66] 73-86404 12.95 

1. Debts, Public—Virginia—History. 2. 
Virginia—Politics and government—1865- 
1950. I. Title. 


SCOTT, William 
Amasa, 1862-1944. 
The repudiation of state debts; a study in 
the financial history of Mississippi, Florida, 
Alabama, North Carolina, South Carolina, 
Georgia, Louisiana, Arkansas, Tennessee, 
Minnesota, Michigan, and Virginia. New 
York, Crowell. [New York, AMS Press, 
1974] p. cm. ISBN 0-404-05642-3 Reprint 
of the 1893 ed., which was issued as no. 2 
of Library of economics and politics. 
[HJ8224.S4 1974] 77-137282 10.50 
1. Repudiation—United States-—-States. I. 
Title. 
Prepared from C.I.P. 


STANBERY, James, 1943- 336.794 
The California 2000 campaign; the Populist 
movement with a meaning for all America. 
[lst ed.] Jericho, N.Y., Exposition Press 
[1974] 160 p. illus. 22 cm. ISBN 0-682- 
47987-X Includes bibliographies. 
[HJ325.S7] 74-175085 6.00 æ » 

1. Fiscal policy—Califormia. 2. Taxation— 
California. 3. Budget—California. I. Title. 


BROOKS, John Nixon, 
1920- comp. 
The autobiography of American business; 
participants’ own accounts of their lives 
and ventures. Edited by John Brooks. [Ist 
ed.] Garden City, N.Y., Doubleday, 1974. 
p. cm. ISBN 0-385-06493-4 Includes 
bibliographical references. 
{HC102.5.A2B76} 74-5524 10.00 
L Businessmen—United States— 
Biography. 2 Businessmen—United 
States—Correspondence, reminisciences, 
etc. I. Title. 
Prepared from C.I.P. 


LYNN, Richard. 338°.04°0942 
The entrepreneur; eight case studies; edited 
by Richard Lynn. London, Allen & Unwin 
[1974] 175 p. illus. 23 cm. ISBN 0-04- 
658200-2 [HD69.N3L92] 74-176409 

i. Entrepreneur—Case ‘studies. 2. New 
business enterprises—Great Britain—Case 
studies. I. Title. 

Distributed by Beekman, New York, 13.95. 


COLLINS, Lyndhurst. 338.09 
Locational dynamics of manufacturing 
activity, edited by Lyndhurst Collins and 
David F. Walker. London, New York, 


336.3680975 


338.00922 B 


BUN T merra vires 


Wiley [1974] p. cm. ISBN 0-471-16582-4 
[HD58.C63 1974] 73-21939 24.50 

1. Industries, Location of-—~Addresses, 
essays, lectures. I. Walker, David F., joint 
author. IT. Title. 

Prepared from C.LP. 


CUKOR, Gyorgy. 338°.09172°4 
Strategies for industrialisation in 
developing countries. New York, St. 
Martin’s Press [1974] xii, 265 p. 23 cm. 
Translation of A fejlodo orszagok 
iparositasanak nehany kerdese. Includes 
bibliographical references. [HC59.7.C7916 
1974] 73-89996 16.95 

I. Underdeveloped areas—Industries. Z. 
Industrial promotion. I. Title. 


MELMAN, Seymour. 338’.0973 
The permanent war economy. New York, 
Simon and Schuster [1974] p. cm. ISBN 
0-671-21811-5 Includes bibliographical 
references. [HC106.5.M434] 74-11035 8.95 
1. United States—Economic conditions— 
1945- 2. Disarmament-—Economic 
aspects—United States. 3. War-—-Economic 
aspects. I. Title. 

Prepared from C.I.P. 


PREDICASTS, inc. 338.0973 s 
Advertising. Senior research analyst: Bruce 
Kimball. Cleveland, 1974. vi, 92 1I. 30 cm. 
(lts Paper trends P37) [HD9821.P34 no. 
37] [HF5813.U6] 659.10973 74-171013 
375.00 

1, Advertising~-United States. I. Kimball, 
Bruce. IT. Title. TI. Series. 


SEN, Bandhudas. 338.1°0954 
The green revolution in India; a 
perspective. New York, Wiley [1974] p. 
cm. ISBN 0-470-77590-4 "A Halsted Press 
book.” [S471.138412] 74-11066 7.95 

l. Agriculture—India. 2. Agricultural 
innovations—India. 3. Agriculture and 
state—India. I. Title. 

Prepared from C.I.P. 


AGRICULTURAL 338. 1°8’091724 
policy in developing countries; proceedings 
of a conference held by the International 
Economic Association at Bad Godesberg, 
West Germany [Aug. 26-Sept. 4, 1972] 
Edited by Nurul Islam. New York, Wiley 
[1974] xxxi, 565 p. illus. 23 cm. ISBN 0- 
470-42875-9_ "A Halsted Press book.” 
Includes ® bYbliographies. [HD1417.A45 
1974] 74-108 30.00 

I. Underdeveloped areas—Agriculture— 
Congresses. I. Islam, Nurul, ed. II. 
International Economic Association. 


RAWSON, William S. 338.1°8757 
Public regulation of milk prices: the South 
Carolina experience, by William S. 
Rawson. [Columbia, Bureau of Business 
and Economic Research, University of 
South Carolina] 1974. vi, 83 p. illus. 23 
cm. (Essays in economics, no. 28) Includes 
bibliographical teferences. 
[HD9282.U5S8687] 74-622580 2.50 (pbk.) 

1. Milk trade-—-South Carolina. 2. Milk— 
Prices—South Carolina. 3. Price 
regulation—South Carolina. I. Title. IL. 
Series: South Carolina. University. Bureau 
of Business and Economic Research. 
Essays in economics, no. 28. 


BROWN, Lester Russell, 
1934- . 

By bread alone [by] Lester Brown, with 

Erik P. Eckholm. New York, Praeger 


338.179 


[1974] p. em. ISBN 0-275-33540-2 
Bibliography: p. [HD9000.6.B77] 74- 
16477 8.95 


‘l. Food supply. 2. Population. I. Eckholm, 
Erik P., joint author. H. Title. 


Prepared from C.I.P. Pbk. 3.95; ISBN 0- 

275-63640-2. 

MCDIVITT, James Frederick, 338.2 
1921- 

Minerals and men [by] James F. McDivitt 

fand] Gerald Manners. Rev. and enl. ed. 

Baltimore, Published for Resources for the 

Future, inc. by the Johns Hopkins 

University Press [1974] p. cm. ISBN 0- 

8018-1536-3 Eibliography: p. [TN19.M2 

1974] 73-8138 7.50 

J. Mines and mineral resources. 2. Mineral 

industries. I. Manners, Gerald, joint 

author. If. Resources for the Future. Il. 

Title. 

Prepared from C.I.P. Pbk., 2.95, ISBN 0- 

8018-1560-6. 


INTERNATIONAL 338.2°7°282025 
petroleum encyclopedia. Tulsa, OK., 
Petroleum Pub. Co. [1974] 468 p. col. illus. 
32 cm ISBN 0-878 14-054-9 
[HD9560.5.159 1974] 74-77981 32.50 

1. Petroleum industry and trade. 2. 
Petroleum industry and trade—Directories. 


MEDVIN, Norman. 338.2°7°2820973 
The energy cartel: who runs the American 
oil industry. New York, Vintage Books 
[1974] xv, 205 p. illus. 18 cm. ISBN 0- 
394-71287-0 Includes bibliographical 
references. [HD9566.M44] 74-4182 2.45 


1. Petroleum industry and trade—United 
States. 2. Power resources—United States. 
I. Title. 


LINDSAY, Jean 
Olivia. 

A history of the North Wales slate 
industry [by] Jean Lindsay. Newton Abbot, 
[Eng.], North Pomfret, Vt., David & 
Charles [1974] 376 p. illus., map. 22 cm. 
ISBN 0-7153-6264-X Bibliography: p. 350- 
364. [HD9621.G73W35] 74-179658 20.00 

1. Slate industry—Wales—History. I. Title. 


MILES, Edward L. 338.3°72’7 
Organizational arrangements to facilitate 
global management of fisheries [by] 
Edward Miles. Washington, Resources for 
the Future, 1974. xii, 23 p. 23 cm. ISBN 
0-8018-1612-2. (RFF/PISFA paper 4) 
Includes bibliographical references. 
[SH328.M54] 72-20844 3.00 (pbk.). 

1. Fishery management. I. Title. II Series: 
Resources for the Future. Program of 
International Studies of Fishery 
Arrangements. RFF/PISFA paper 4. 


CRUTCHFIELD, 338.3°72°7092475 
James Arthur. 

West African marine fisheries: alternatives 
for management [by] James A. Crutchfield 
and Rowena Lawson. Washington, 
Resources for the Future, 1974. xiii, 64 p. 
map. 23 cm. ISBN 0-8018-1611-4 
(RFF/PISFA paper 3) Includes 
bibliographical references. 
[SH315.A44C78" 73-20843 3.00 (pbk.). 

i. Fishertes—Africa, West. 2. Fishery 
management—Africa, West. I. Lawson, 
Rowena M.. joint author. If. Title. II. 
Series: Resources for the Future. Program 
of International Studies of Fishery 
Arrangements. RFF/PISFA paper 3. 


TUSSING, Arlon R. 338.3°72’70927 
Fisheries of the Indian ocean; issues of 
international management and law of the 
sea [by} Arlon R. Tussing and Robin Ann 
Hiebert, with Jon G. Sutinen. Washington, 
Resources for the Future, 1974. xiv, 55 p. 
map. 23 cm. ISBN  0-8018-1613-0 
(RFF/PISFA paper 5) Bibliography: p. 40- 
42. [SH216.T87] 73-20845 3.00 (pbk.). 

1. Fisheries—Indian Ocean. 2. Fishery 


338.2°7°5409429 


VU VIE URL 


management—Indian Ocean. I. Hiebert, 
Robin Ann, joint author. IL Sutinen, Jon 
G. ITF, Title. IV. Series: Resources for the 
Future. Program of International Studies of 
eee Arrangements. RFF/PISFA paper 


SAILA, Saul B. 338.3°72°758 
Tuna: status, trends, and alternative 
management arrangements [by] Saul B. 
Saila and Virgil J. Norton. Washington, 
Resources for the Future, 1974. x, 59 p. 
illus. 23 cm. ISBN  0-8018-1614-9 
(RFF/PISFA paper 6) Bibliography: p. 57- 
59. [SH351.T8S24] 73-20846 3.00 (pbk.) 

i. Tuna fisheries. 2. Fishery management. 
I, Norton, Virgil J, joint author. I. Title. 
HE Series: Resources for the Future. 
Program of International Studies of Fishery 
Arrangements. RFF/PISFA paper 6. 


PREDICASTS, inc. 338.4 
Energy savings’ in buildings. Senior 
research associate: Stanley Priesand. 
Cleveland, 1974. iii, 55 I. 30 cm. (lts 


Special study 31) [HD9715.U52P67 1974] 
74-175852 375.00 

I. Building materials industry—United 
States. 2. Energy resources—United States. 
3. Insulating materials. 4. Energy 
conservation—United States. I Priesand, 
Stanley. IT. Title. IIT. Series. 


WILSON, Richard, 1926- 338.4 
Energy, ecology, and the environment [by] 
Richard Wilson [and] William J. Jones. 
{New York, Academic Press, 1974] xiv, 
353 p. illus. 28 cm. ISBN 0-12-757550-2 
Includes bibliographical references. 
[TD195.E4W54] 74-10064 5.95 (pbk.) 

l. Electric power-plants—Environmental 
aspects. 2. Power resources. I. Jones, 
William J., joint author. II. Title. 


THE Effective use of 338.4°3 
resources: Financial [by] Howard R. 
Bowen. Human [by] Stephen K. Bailey. 
[Washington, Association of Governin 
Boards of Universities and Colleges, 1974 
32 p. ports. 23 cm. Presented at the 1974 
National Conference on Trusteeship, New 
Orleans. [LC66.E26] 74-180270 1.00 (pbk.) 
1. Education, Higher—Economic aspects— 
United States. 2. Manpower policy— 
United States. 3. College students’ socio- 
economic status—United States. I Bowen, 
Howard Rothmann, 1908- Hi. Bailey, 
Stephen Kemp. II. National Conference 
on Trusteeship, New Orleans, 1974. 
Publisher’s address: 1 Dupont 
N.W., Washington D.C. 20036. 


AMERICAN 338.4°7°62118402573 
Society of Mechanical Engineers. Boiler 
and Pressure Vessel Committee. 

Companies holding certificates of 

authorization for use of code symbol 

stamps. Listing compiled as of May 1}, 

1974. New York, American Society of 

Mechanical Engineers [1974] v, 211 p. 28 

em. [TJ290.A72 1974] 74-177225 3.50 

(pbk.) 

1. Boiler-making industry--United States— 

Directories. 2. Steam-botlers-—Standards-— 

United States. 3. Pressure  vessels—~ 

Standards—United States. I, Title. 


338.4°7°621481 


Circle 


IEEE Power 
Engineering Society. 
Nuclear power; the state of the art. 
[Papers] presented at the 1973 summer 
meeting, Vancouver, B.C., July 17, 1973. 
[New York, Single Publication Sales, 
IEEE, 1974] 22 p. illus. 28 cm. {its 
Special publication, no. 7) Cover title. "73 
CH0866-4-PWR.” Includes bibliographical 
references. [TK9006.12 1974] 74-177289 
2.65 (pbk.). 


31 


i. Nuclear engineering—Congresses. 2. 
Atomic power-plants—Congresses. I. Title. 
IL. Series. 
OSBORN, William 338.4°7°67609741 
Cc. 

The paper plantation; Ralph Nader’s study 
group report on the pulp and paper 
industry in Maine [by] William C. Osborn. 
Introd. by Ralph Nader. New York, 
Grossman Publishers, 1974. xx, 300 p. 
illus. 22 cm. ISBN 0-670-53807-8 Includes 
bibliographical references. 
[HD9827.M208] 73-19107 8.95 

I. Paper making and trade—Maine. 2. 
Wood-pulp industry-—-Maine. 3. Maine— 
Economic conditions. I. Title. Hf. Title: 
Ralph Nader’s study group report on the 
pulp and paper industry in Maine. 


FROST & Sullivan, 
inc., New York. 
Analytical instrumentation market/USA. 
New York, 1974. iv, 160 1 29 cm. 
(HD9696.A3U554 1974a] 74-177249 
445.00 

1. Electronic industries—United States. 2. 
Instrument industry—United States. I. 
Title. 


338.476817 


FALES, Martha 
Gandy. 
Joseph Richardson and family, 
Philadelphia silversmiths. Middletown, 
Conn., Published for the Historical Society 
of Pennsylvania by Wesleyan University 
Press [1974] p. cm. ISBN 0-8195-4076-5 
Bibliography: p. [TS730.F34] 74-5911 
17.50 

1. Richardson family. 2. Silversmiths— 


338.4°7°73923722 B 


Philadelphia. I Pennsylvania. Historical 
Society. I. Title. 

Prepared from C.I.P. 

DAUTEN, Carl Anton, 1913- 338.5°4 


Business cycles and forecasting [by] Carl 
A. Dauten [and] Lloyd M. Valentine. [4th 
ed.] Cincinnati, South-western Pub. Co. 
[1974] xii, 497 p. illus. 24 cm. ISBN 0- 
538-08520-7 First ed. published in 1954 


under title: Business fluctuations and 
forecasting. Includes bibliographies. 
{HB3730.D28 1974] 73-84427 12.75; 


(instructor’s manuel freee.) 

1. Business cycles. 2. Business forecasting. 
l. Valentine, Lloyd M., joint author. TI. 
Title. 


ROWLEY, Anthony. * 338.6°44°094 
The barons of European industry, edited 
by Anthony Rowley. New York, Holmes 
& Meier Publishers [1974] p. ISBN 0- 
8419-0171-6 Bibliography: p. 
[HD2844.5.R69] 74-11193 12.50 

l. Big  business—European Economic 
Community countries—Addresses, essays, 
lectures. 2. Corporations—European 
Economic Community countries— 
Addresses, essays, lectures. 3. Capitalists 
and financiers—European Economic 
Community countries—Addresses, essays, 
lectures. I. Title. 

Prepared from C.I.P. 


GILLETT, Charlie. 338.7°61°789912 
Making tracks; Atlantic Records and the 
growth of a multi-billion-dollar industry. 
New York, E. P. Dutton [1974] 305 p. 
illus. 22 cm. ISBN  0-87690-061-9 
Bibliography: p. 287-288. [ML427.A85G5] 
73-75342 10.95 

4. Atlantic Recording Corporation. 2. 
Music, Popular (Songs,  ete.)—United 
States—RHistory and criticism. I. Title. 

Pbk. 5.95; ISBN 0-87690-062-7. 
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CROMWELL, Giles, 338.7°62°3409755 
1939- : ` 
The Virginia Manufactory of Arms. 


Charlottesville, University Press of Virginia 
[1974] . cm. ISBN 0-8139-0573-7 
[HD9743.U8V53] 74-8802 20.00 

l. Virginia. Manufactory of Arms. 2. 
Munitions—Virginia. I. Title. 

Prepared from C.I.P. 


ZILG, Gerard 
Colby, 1945- 
Du Pont: behind the nylon curtain. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN  0-13-221077-0 
Includes ` bibliographical references. 
[HD9651.9.D8Z54} 74-13390 12.50 

l. Du Pont family. 2 Du Pont de 
Nemours (E. I) and Company. 3. United 
States—Social conditions. 4. United 
States—Economic conditions. I. Title. 
Prepared from C.I.P. 


BEHRMAN, Jack N. 338.88 
Conflicting constraints on the multinational 
enterprise: potential for resolution, by Jazk 
N. Behrman. [New York] Council of the 
Americas [1974] xvi, 109 p. 22 cm. 
Includes bibliographical references. 
(HD69.17B415] 74-80755 5.00 (pbk.) 

1. Corporations, American. 2. International 
business enterprises. I. Title. 

Publisher’s address: 680 Park Ave. New 
York, 10021. 


VERNON, Raymond, 1913- 338.94 
Big business and the state; changing 
relations in West Europe. Raymond 
Vernon, editor. Cambridge, Mass., Harvard 
University Press, 1974. ix, 310 p. 25 cm. 
ISBN 0-674-07275-8 Includes 
bibliographical references. 
([HD3616.E82V37] 73-91784 12.50 

1. Industry and state—Europe. 2. Big 
business—Europe. I. Title. 


LAKSHMANAN, M. S. 338.954 
Economic development in India [by] M. S. 
Lakshmanan. Delhi, Hindustan Pub. Corp., 
1974. viii, 214 p. 23 cm. Originally 
presented as the author's thesis, University 
of: Madras. Includes _ bibliographical 
references. [HC435.2.L33] 74-900718 

1. India—Economic conditions—1947- 2. 


338.7°66'00922 B 


Balance of payments—India. J: 
Investments, Foreign—tindia. 4: India— 
Commercial policy. I. Title. 

Distributed by International Scholarly 
Book Service; 10.00. 

MINCER, Jacob, 1920- 339.4 


Schooling, experience, and earnings. New 
York, National Bureau of Economic 
Research; distributed by Columbia 
University Press, 1974. xv, 152 p. illus. 24 
cm. ISBN 0-87014-265-8 (Human behavior 
and social institutions, 2) Bibliography: p. 
[145]-148. [HC110.I5MS55] 73-88508 10.00 
1. Income distribution—United States— 
Mathematical models. 2. Human capitel— 
United States—Mathematical models. 3. 
Education—Economic aspects—United 
States—Mathematical models. I. Title. II. 
Series. 


Law 340-349 


*PATENT law review. 340 
The 1973 ed., edited by Thomas E. 
Costner, is available from Clark Boardman, 
N.Y. for 32.50. ISBN 0-87632-091-4. 
L.C. card no.: 79-88703. 


FISHER, Walter T. 340°.923 
What every lawyer knows, by Walter T. 
Fisher. Boston, Nimrod Press [1974] ix, 93 


p. 22 ecm. [KF300.Z9F57] 74-177255 
1.75(pbk.} 

J. Practice of law-—United States. 2. 
Attorney and client—United States. I. 
Title. 


Publisher’s address: 170 Brookline 
Avenue, Boston, Mass, 02215. 
- GINSBERG, Morris, 1889- 340.0942 


ed. 
Law and opinion in England and in the 
20th century. Westport, Conn., Greenwood 
Press [1974] p. cm. ISBN 0-8371-7576-3 
Reprint of the 1959 ed. published by the 
University of California Press, Berkeley. 


. [HN389.G45 1974] 74-7537 18.50 


J. Great Britain—Social policy. 2. Law— 
Great Britain—History and criticism. I. 
Title. 

Prepared from C.I.P. 


GREAT Britain. Laws, 

statutes, etc., 449-1066. 
The laws of the earliest English kings. 
Edited and translated by F L. 
Attenborough. Cambridge [Eng.] At the 
University Press, 1922. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-56845-X 
Anglo-Saxon and modern English versions, . 
with Latin when the original Anglo-Saxon 
is lost. [KD543.A9 1974] 76-178530 14.00 
J. Law, Anglo-Saxon. I. Attenborough, 
Frederick Levi, 1887- ed. Il. Title. - 
Prepared from C.I.P. 


340.0942 


FORD, Stephen D., comp. 340.0973 
The American legal system: its dynamics 
and limits. [Compiled] by Stephen D. 
Ford. 2d ed. St. Paul, West Pub. Co., 1974. 
xiv, 1043 p. 27 cm. Includes bibliographies. 
[KF384.A7F67 1974] 74-9117 15.00 

i. Law—United States. 2. Justice, 
Administration of—United States. I. Title. 


PENNOCK, James Roland. 340.1 
The limits of law. Edited by J. Roland - 
Pennock and John W. Chapman. New 
York, Lieber-Atherton, 1974. xii, 276 p. 23 
cm. ISBN 0-88311-008-3 (Nomos, 15) 
Includes papers presented at a meeting of 
the American Society for Political and 
Legal Philosophy held in association with 
the American Association of Law Schools 


in Chicago, Dec. 1970. Includes 
bibliographical references. [LAW] 73- 
83018 8.95 


1. Law—Philosophy—Addressex essays, 
lectures. I. Chapman, John William, 1923- 
joint author. II. American Society for 
Political and Legal Philosophy. Hl. 
Association of American Law Schools. IV. 
Title. V. Series. 
Publisher’s address: 
York, 10023. 


SCIENTISTS in the legal 340.1 
system; tolerated meddlers or essential 
contributors? Edited by Wiliam A. 
Thomas. Ann Arbor, Mich, Ann Arbor 
Science Publishers [1974] vii, 141 p. 24 
cm. ISBN 0-250-40050-2 Papers presented 
at a symposium sponsored by the 
American Association for the 
Advancement of Science at its annual 
meeting in Washington, Dec., 1972. 
Includes bibliographical references. [LAW] 
73-90414 14.50 

1. Science and law—Addresses, essays, 
lectures. I. Thomas, William A., 1939- ed. 
I. American Association for the 
Advancement of Science. « 


TIMASHEFF, Nicholas 
Sergeyevitch, 1886-1970. 
An introduction to the sociology of law. 
Westport, Conn., Greenwood Press [1974] 
p. cm. ISBN 0-8371-6633-0 Reprint of the 
1939 ed. published by Harvard University 


1841 Broadway, New 


340.1715 


NOVEMBER 30,1974 


Committee on Research in the Social 
_ Sciences, Cambridge, which was issued as 
v. 3 of Harvard sociological studies. 
Bibliography: p. [LAW] 72-11238 17.75 

1. Sociological jurisprudence. I. Title. II. 
Series: Harvard sociological studies, v. 3. 
Prepared from C.I.P. 


BUCKLEY, William Frank, 341.23 
1925- 
United Nations journal: a delegate’s 


odyssey [by] William F. Buckley, Jr. New 
York, Putnam [1974] 280 p. 22 cm. ISBN 
0-399-11408-4 [JX1977.B77 1974] 74- 
81704 7.95 

1. United Nations. 2. World politics—~ 
1965- I. Title. 


HASKINS, James, 
1941- 

Ralph Bunche; a most reluctant hero [by] 
Jim Haskins. New York, Hawthorn Books 
[1974] 134 p. illus. 22 cm. Bibliography: p. 
127-130. A biography of the first black 
American to receive a Ph. D. in political 
science, the first to hold a high position in 
the*State Department, and the first to win 
the Nobel Peace Prize. [E748.B885H37] 
92 73-9311 6.95 

1. Bunche, Ralph Johnson, 1904-1971~ 
Juvenile literature. 1. Title. 


SCIENCE, technology, and 341.279 
sovereignty in the polar regions. Edited by 
Gerald S. Schatz. Sponsored by the 
Antarctican Society. Lexington, Mass., 
Lexington Books [1974] p. cm. ISBN 0- 
669-96081-0 Consists mainly of revised 
papers from a colloquium held Dec. 1, 
1971 at the National Academy of Sciences 
in Washington, D.C. [JX4084.A5S3] 74- 
13093 16.00 

1. Antarctic regions—International status— 
Addresses, essays, lectures. 2. Maritime 
law—Aretic regions—Addresses, 
lectures. 3. Jurisdiction 
law)—Addresses, essays, lectures. 4. 
Science-——International cooperation— 
Addresses, essays, lectures. I. Schatz, 
Gerald S., ed. II. Antarctican Society. 
Prepared from C.I.P. Contents omitted. 


FISHEL, Wesley R. 341.48’8 
The end of extraterritoriality in China, by 
Wesley R. Fishel. New York, Octagon 
Books, #1974 [c1952] p. cm. ISBN 0-374- 
92749-9 Reprint of the ed. published by 
the University of California Press, 
Berkeley. Bibliography: p. [JX1570.Z6E847 
1974} 74-13631 13.50 

1. Extraterritoriality. 2. China—Foreign 
relations. I. Title. 

Prepared from C.I.P. 
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eSSaYS, 
(International 


LUARD, David Evan Trant, 
1926- 

The control of the sea-bed; a new 
international issue [by] Evan Luard. New 
York, Taplinger Pub. Co. [1974] x, 309 p. 
23 cm. ISBN 0-8008-1810-5 Includes 
bibliographical references. [JK4426.L8 
1974] 74-169 14.95 

i. Ocean bottom (Maritime law) 2. Marine 
resources and state. I. Title. 


LIVINGSTON, William S. - 342.03 
Federalism and constitutional change, by 
William S. Livingston. Westport, Conn., 
Greenwood Press [1974] p. cm. ISBN 0- 
8371-7623-9 Originally submitted as a 
doctoral thesis at Yale University. Reprint 
of the 1956 ed. published at the Clarendon 
Press, Oxford. Bibliography: p. [LAW] 74- 
9226 16.75 

4. Constitutional amendments. 2. Federal 
government. I. Title. 

Prepared from C.I.P. 


341.762 


THE Extraordinary 347.427085 
zase of William Bingley, bookseller, 1770. 
-An apology for the freedom of the press, 
793, by Robert Hall. New York, Garland, 
974. p. cm. ISBN 0-8240-0970-3 (The 
Znglish book trade, 1660-1853) 
K D372.B5E9] 74-17321 22.00 
-. Bingley, William. 2. Libel and slander— 
«reat Britain. 3. Liberty of the press— 
«great Britain. I. Hall, Robert, 1764-1831. 
in apology for the freedom of the press 
end for general liberty. 1974. If. Titie. IH. 
Zertes. 
Trepared from C.I.P. 


©£REEDOM of the press: 342°.427085 
“ir Roger L'Estrange’s tracts and others, 
-660-1681. New York, Garland Pub., 
2974. p. cm. ISBN 0-8240-0951-7 (The 
English book trade, 1660-1853) Reprint of 
tae 1660 ed. of The London printers 
l.mentation; or, The press opprest, and 
cverprest printed in London; of the 1662 
ed. of Truth and loyalty vindicated, from 
tae reproackes and clamours of Mr. 
Edward Bagshaw, by R.  L’Estrange, 
pinted >y H. Brome and A. Seile, 
London; of tke 1663 ed. of Considerations 
aad proposals in order to the regulation of 
tLe press, by R. L’Estrange, printed by A. 
C, London; of the 1681 ed. of A word 
concerning libels and libellers, by R. 
LEstrange, printed by J. Brome, London; 
o the 1664 ed. of The original and growth 
o” printing, by R. Atkyns, printed by J. 
S reater for the author, London; and of the 
1569 ed. of The vindication of Richard 
Atkyns, Esquire, printed in London. 
[CD4112.F73] 74-16125 22.00 

1 L’Estrange, Roger, Sir, 1616-1704. 2. 
Lberty of the press—Great Britain. 3. 
F-inting—History—Great Britain. 4. Libel 
and slander—Great Britain. I. L’Estrange, 
Koger, Sir, 1616-1704. II. Title. III. Series. 
P epared from C.I.P. 


FREEDOM of the press: 342.42085 
srz tracts, 1698-1709. New York, Garland 
Pab., 1974. p. cm. ISBN 0-8240-0953-3 
(ihe English book trade, 1660-1853) 
R-print of A letter to a member of 
Perliament, shewing, that a restraint on the 
press is inconsistent with the Protestant 
reigion, and dangerous to the liberties of 
the nation, by M. Tindal, printed in 1698 
by J. Darky, London; of A modest plea for 
the due regulation of the press, by F. 
G egory, printed in 1698 for R. Sare, 
Lendon; of A letter to a member of 
Paliament, shewing the necessity of 
regulating the press, by D. Defoe, printed 
in 1699 for G. West and H. Clements, 
Ozford; of Reasons against restraining the 
press, by M. Tindal, printed in 1704 in 
Landon; of An essay on the regulation of 
the press, sy D. Defoe, printed in 1704 in 
Lcndon; and of Some thoughts on the 
present state of printing and bookseiling, 
by J. How, printed in 1709 in London. 
[K94112.F74] 74-16128 22.00 

1. Liberty of the press—Great Britain. J. 
Tite. If. Series. 

Prepared from C.I.P. 


TPE Friends to the 342.42085 
Liserty of the Press: eight tracts, 1792- 
1793, New York, Garland Pub., 1974. p. 
cn ISBN 0-3240-0975-4 (The English 
bomk trade, 1660-1853) Reprint of eight 
trasts concerning the Friends to the 
Literty of the Press, printed 1792-93. 
[KD4112.F75] 74-16126 22.00 

i. Friends to the Liberty of the Press, 
Loadon. 2. Liberty of the press—Great 
Brain. I. Friends to the Liberty of the 
Press, London. If. Title. TII. Series. 
Prepared from C.I.P. 
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HAZLITT, Henry, 1894- 342’,.73°03 
A new Constitution now. [2d ed] New 
Rochelle, N.Y. Arlington House 
Publishers [1974] p. cm. ISBN 0-870090- 
277-5 Bibliography: p. [KF4550.Z9H36 
1974] 74-17284 8.95 

1. United States—Constitutional law. 2. 
United States—Politics and government. I. 
Title. 

Prepared from C.I.P. 


NATIONAL Industrial 342.7305 
Council. 

Synopses of State lobbying laws. 
ashington, 1974] [22] p. 28 cm. 


[KF4948.Z95N37] 74-177253 2.00 (pbk.). 
1. Lobbying—Law and legislation—United 
States—States. I. Title. 


GELLHORN, Walter, 
1906- comp. 

Administrative law; cases and comments, 
by Walter Gellhorn and Clark Byse. 6th 
ed. Mineola, N.Y., Foundation Press, 
1974. Ixxv, 1192 p. 26 cm. (University 
casebook series) Includes bibliographical 
references. [KF5402.A4G4 1974] 74-81204 
19.50; (problem pamphlet 3.50 pbk.) , 

1, Administrative law—United States— 
Cases. 2. Administrative procedure— 
United States—-Cases. I. Byse, Clark, joint 
comp. II. Title. III. Series. 


HOLZMAN, Robert S. 343.73052 
Take it off! 859 tax,deductions you may 
have overlooked [by] Robert S. Holzman. 
New York, Crowell [1974] p. cm. ISBN 
0-690-00189-4 [HJ4653.D4H63] 74-10753 
7.95 


342’.73°06 


1. Income tax—-United States— 
Deductions. I. Title. 
Prepared from C.I.P. Pbk., 4.95, ISBN 0- 


690-60608-X. 


ROUNDS, Stowell, 
1906- 

Preparing fiduciary income tax returns, 
Federal and State, by Stowell Rounds 
[and] Joseph J. O’Connell, assisted as to 
State taxes by Frank E. Leonard. 2d ed. 
New York, M. Bender, 1974- 1 v. (loose- 
leaf) forms. 26 cm. (How to save time & 
taxes, v. 2) Cover title: How to save time 
& taxes preparing fiduciary income tax 
returns [KF6443.R6 1974] 74-181490 
28.50 

1. Decedents’ estates—Taxation—United 
States. 2. Trusts and trustees—Taxation— 
United States. 3. Income tax—United 
States—Law. I O'Connell, Joseph James, 
1905- joint author. IT. Title. III. Title: How 
to save time & taxes preparing fiduciary 
income tax returns. 


SCHREIBER, Irving. 343’.73°052 
Subchapter S: planning & operation, by 
Irving Schreiber, Stanley L. Golden [and] 
Sydney S. Traum. (Greenvale, N.Y.] Panel 
Publishers [1974- 1 v. (loose-leaf) 26 cm. 
Includes sections of the Internal revenue 
code that make up Subchapter S and U.S. 


343°.73'052 


Treasury regulations dealing with 
Subchapter S. [KF6491.837] 74-79912 
44.95 


i. Small business—Taxation. 2. Income 
tax—United States—Law. I Golden, 
Stanley L., joint author. IL Traum, Sydney 
S., joint author. II. Title. 


GIFTS and gift 343.73053 
taxation. Frederick Steinmann, chairman. 
New York, Practising Law Institute [1974] 
144 p. 22 cm. (Estate law and practice 
course handbook series, no. 46) "D4- 
2158.” “Prepared for distribution at the 
gifts and gift taxation seminar, June 1974.” 
Pages 140-144 blank. [KF6594.Z9G53} 74- 
176290 20.00 


an 
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d. Gifts—Taxation—United States. L 
Steinmann, Frederick. HH. Series: Estate 
planning and administration course 
handbook series, no. 46. 
LOWNDES Charles L. 343.73053 
Federal estate and gift taxes, by Charles L. 
B. Lowndes, Robert Kramer fand] John H. 
McCord. 3d ed. St. Paul, West Pub. Co., 
1974. xxxiii, 1099 p. 27 cm. (Hornbook 
series) Includes bibliographical references. 
[KF6572.L68 1974] 74-1968 15.50 

1. Inheritance and transfer tax—United 
States. 2. Gifts—Taxation—United States. 
I. Kramer, Robert, 1913- joint author. IL 
McCord, John H., joint author. IT. Title. 
IV. Series. 


GRANT, Irving M. 343°.73°068 
Subchapter S taxation, by Irving M. Grant. 
New York, McGraw-Hill [1974] xxiii, 545 
p- 24 cm. Includes bibliographical 
references. [KF6491.G7] 74-2022 22.50 

i. Small business—Taxation. I. Title. 


OPPENHEIM, Saul 
Chesterfield, 1897- 
Unfair trade practices and consumer 
protection; cases and comments, by S. 
Chesterfield Oppenheim and Glen E. 
Weston. 3d ed. St. Paul, West Pub. Co., 
1974. xxxiv, 1071 p. 27 cm. (American 
casebook series) First and 2d editions have 
title: Unfair trade practices. Includes 
bibliographical references. [KF1608.066 
1974] 74-7849 17.50 
1. Competition, Unfair—United States— 
Cases. 2. Consumer protection—Law and 
legislation—United  States—Cases. I. 
Weston, Glen E., joint author. II. Title. HI. 
Series. 


343.7307 


BOOK publishing and 343.73078 
distribution; legal and business aspects. E. 
Gabriel Perle, chairman. New York, 


Practising Law Institute [1974] 360 p. 22 
cm. (Patents, copyrights, and literary 


property course handbook series no. 48) ` 


Pages 356-360 blank for notes. ’G4-2673.” 
“Prepared for distribution at the book 
publishing and _ distribution—legal and 
business aspects workshop, June 20-21, 
1974.” Includes bibliographical references. 
(KF1893.B57B6] 74-177272 20.00 

1. Book industries and trade—United 
States—Law. 2. Copyright—United States. 
3. Authors and publishers—United States. 
I. Perle, E. Gabriel. Il. New York (City). 
Practising Law Institute. II. Title. IV. 
Series. s 


SPENCER, Dale R. 343.730998 
Law for the newsman [by] Dale R. 
Spencer. [2d ed.] Columbia, Mo., Lucas 
Bros. [1974, ¢c1973] viii, 249 p. 22 cm. 
ISBN 0-87543-098-8 Inciudes 
bibliographical references. [KF2750.Z9S63 
1973] 74-176015 5.50 

1. Press Law—United States. I. Title. 


TAFT, Philip, 1902- 344’.73°0188 
Rights of union members and the 
Government, Westport, Conn., Greenwood 
Press [1975] p. cm. ISBN 0-8371-7527-5 
(Contributions in American history, no. 
39) Includes bibliographical references. 
[KF3389.T3] 74-5994 14.95 

1. Trade-unions—United States. I. Title. 
Prepared from C.I.P. 


ASPEN Systems 344°.73°0311 
Corporation. Health Law Center. 
Problems in hospital law. 2d ed. 
[Rockville, Md., 1974] xii, 240 p. 24 cm. 
ISBN 0-912862-03-3 First ed. issued by 
the center as a division of Pittsburgh 
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Pavey [KF3825.A98 1974] 74-81255 
15.00 


i Hospitals—United States—Laws and 
legislation. I. Pittsburgh. University. Health 
Law Center. Problems in hospital law. Il. 
Title. 


NEW developments in 344’.73'041 
law/medicine; [conference proceedings] 
Editors: Grant H. Morris [and] Martin L. 
Norton. Transcript editor: Lawrence S. 
Lempert. Ann Arbor, Mich., Institute of 
Continuing Legal Education [1974] 399 p. 
23 cm. Bibliography: p. 159-160. 
[KF3821.N48] 74-79269 15.00 (pbk.). 

1. Medical laws and legislation—United 
States. 2. Products liability—-United States. 
L Morris, Grant H, 1940- ed. IF. Norton, 
Martin L., ed. HI. Institute of Continuing 
Legal Education, Ann Arbor, Mich. 


PELTZMAN, Sam. 344.73042 
Regulation of pharmaceutical innovation: 
the 1962 amendments. With a foreword by 
Yale Brozen. Washington, American 
Enterprise Institute for Public Policy 
Research [1974] 118 p. illus. 23 cm. ISBN 
0-8447-3128-5 (Evaluative studies, 15) 
”Measurefs] the net benefits produced by 
the 1962 amendments to the Food, drug, 
and cosmetic act.” Includes bibliographical 
references. [KF3885.Z9P44] 74-79250 3.00 


(pbk.} eee : 
1. Drugs—Laws and legislation—United 
States. I. Title. H. Series: American 


Enterprise Institute for Public Policy 
Research. Evaluative studies, 15. 


LEVINE, Alan. 344’.73°0793 
The rights of students; the basic ACLU 
guide to a student’s rights [by] Alan 
Levine, with Eve Cary and Diane Divoky. 
{New York] R. Baron Book [1974, c1973] 
160 p. 22 cm. ISBN 0-87690-137-2 (An 
American Civil Liberties Union handbook) 


Includes bibliographical references. 
(KF4150.L4] 73-84703 6.95 
1. Students—Legal status, laws, etc.— 


United States. I. Title. If. Series: American 
Civil Liberties Union. Handbook. 


OHIO, Laws, 344.771046 
statutes, etc. 

Ohio EPA: State of Ohio, Environmental 
Protection Agency, laws and regulations. 
Cincinnati, W. H. Anderson Co. [1974] 1 
v. (various pagings) 27 cm. Includes 
bibliographical references. [KFO354.A3 
1974] 74-177151 25.00 

i. Environmental Iaw—Ohto. I. Ohio. 
Environmental Protection Agency. OEPA 
regulations. 1974. I. Title. IH. Title: State 
of Ohio, Environmental Protection 
Agency, laws and regulations. 


THE Prosecution of 345°.42°0231 
Thomas Paine: seven tracts, 1793-1798. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-0976-2 (The English book 
trade, 1660-1853) [KD372.P33P76] 74- 
17286 22.00 

d. Paine, Thomas, 1737-1809. 2. Spence, 
Thomas, 1750-1814. 3. Erskine, Thomas 
Erskine, baron, 1750-1823. 4. Williams, 
Thomas, bookseller. I. Title. If. Series. 
Prepared from C.I.P. Contents omitted. 


BARZUN, Jacques, 345’.42°02523 
1907-Comp. 
Burke and Hare: the resurrection men. 
From the Fenwick Beekman collection at 
the New York Academy of Medicine. 
Edited, and with an introd. by Jacques 
Barzun. Metuchen, N.J., Scarecrow Press, 
1974. xvi, 368 p. illus. 22 cm. ISBN 0- 
8108-0769-6 (The history of Medicine 
series, no. 43) [KDC186.B87B37] 74- 
11090 15.00 


AMERICAN BOOK PUBLISHING RECORD 


i. Burke, William, 1792-1829. 2. Hare, 
William, 1792?-1870? 3. M’Dougal, Helen, 
b. 1795? I New York Academy of 
Medicine. II. Title. IT. Series. 


DANIEL Isaac Eaton 345°.42°0256 
and Thomas Paine: five tracts, 1793-1812. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-0978-9 (The English book 
trade, 1660-1853) [KD372.E25D36] 74- 
18337 22.00 

l. Eaton, Daniel Isaac, d. 1814. I, Eaton, 
Daniel Isaac, d, 1814. II. Paine, Thomas, 
1737-1809. Hl. Title. IV. Series. 

Prepared from C.I.P. Contents omitted. 


LIBELS: four 345’.42°0256 
tracts, 1770 New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-0967-3 (The 
English book trade, 1660-1853) 
Contents——Morris, R. A letter to Sir 
Richard Aston, Knt. 1770.—Another letter 
to Mr. Almon, in matter of libel. 1770.—A 
second postscript to a late pamphlet 
entitled: A letter to Mr. Almon, in matter 


of libel. 1770.—The trial of John Almon, 
bookseller. 1770. [KD7980.Z9L5] .74- 
17161 22.00 


1. Almon, John. 2. Libel and slander—~ 
Great Britain. I. Title. I. Series. 
Prepared from C.I.P. 


DIX, George E. 345.73 
Basic criminal law: cases and materiais, by 
George E. Dix [and] M. Michael Sharlot. 
St. Paul, West Pub. Co., 1974. xxvi, 649 p. 
24 cm. (Criminal justice series) Abridged 
ed. of the authors’ Criminal law. Includes 
bibliographical references. [KF9218.D5 
1974] 74-8549 12.50 

1. Criminal law—United States—Cases. l. 
Sharlot, M. Michael, joint author. I. Title. 
ITT, Series. 


KIDDER, Tracy. 345’.73°02523 
The Juan Corona murders: a personal 
Journey. [ist ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
02865-2 [KF224.C67K5] 73-20518 8.95 

1. Corona, Juan Vallejo. I. Title. 
Prepared from C.I.P. 
WADDINGTON, Lawrence  345°,73'052 

C. 

Arrest, search, and seizure [by] Lawrence 
C. Waddington. Beverly Hills, Glencoe 
Press [1974] x, 227 p. 25 ch. (Glencoe 


Press criminal justice series) Includes 
bibliographical references. [KF9625.W3] 
73-7366 9.95 


1. Arrest—United States. 2. Searches and 
seizures—United States. I. Title. 


ADVANCED Criminal 345’.73°075 
Defense Techniques Workshop—2d. B. 
James George, Jr., chairman. New York, 
Practising Law Institute [1974] 152 p. 22 
cm. (Criminal law and urban problems 
course handbook series, no. 64) "Prepared 
for distribution at the Advanced Criminal 
Defense Techniques Workshop, March- 
April 1974.” Pages 150-152 blank. ”C4- 
3198.” [KF9619.3.A38] 74-177254 20.00 

i. Criminal procedure--United States. 2. 
Defense (Criminal procedure)—United 
States. I. George, Beauford James, 1925- 
IT New York (City). Practising Law 
Institute. HI. Title. IV. Series. 


GAYLIN, Willard. : 345’.73°077 
Partial justice. [1st ed. New York, Knopf, 
1974] p. .cm. ISBN 0-394- "48593-9 
Includes ‘bibliographical references. 
[KF9685.G38] 74-7758 7.95 

1. ‘Sentences (Criminal procedure)—United 
States. 2. Judicial  discretion—United 
States. I. Title. 

Prepared from C.I.P. 


NEWFIELD, Jack. 345’.747°05 
Cruel and unusual justice. {lst ed.] New 
York, Holt, Rinehart and Winston [1974] 
xvii, 205 p. 22 cm. ISBN 0-03-011041-6 
[KFN6102.N49] 73-4202 7.95 

1. Criminal justice, Administration of— 
New York (State) I. Title. 


FLEMING, Jack A. 345°.794 
California criminal law manual, by Jack A. 
Fleming [and] Derald D. Hunt. Legal 
editor: Arthur R. Seidler. With the penal 
code of the State of California, 1970-74 
legislative changes: addendum to California 
criminal law manual, by Derald D. Hunt 
and Arland R. Bassett. 3d ed. Minneapolis, 
Burgess Pub. Co. [1974] x, 198 p. 28 cm. 
ISBN 0-8087-0616-0 First-2d ed. published 
under title: Criminal law manual. 
[KFC1100.Z9F54 1974] 74-177247 6.95 

1. Criminal law—California—Compends. 2. 
Criminal procedure—California— 
Compends. I. Hunt, Derald D., joint 
author. If. Title. 


A Treatise of feme 346’.42°013 
coverts; or, The lady’s law. With a new 
intréd. by Lance E., Dickson. South 
Hackensack, N.J., Rothman Reprints, 
1974. ix, viii, 264 p. 21 cm. ISBN 0-8377- 
2129-6 Reprint of the 1732 ed. printed by 
E. and R. Nutt and R. Gosling, London. 
[KD758.T8 1974] 74-79267 22.50 

i. Married women-—Great Britain. I. 
Hyde, Robert, Sir, 1595-1665. If. Great 
Britain. Court of Exchequer Chamber. III. 
Title: The lady's law. 

Contents omitted. 


THE Literary 346'.4270482 
property debate: seven tracts, 1747-1773. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-0962-2 (The English book 
trade, 1660-1853) Reprints of pamphlets 
relating to English court actions involving 
copyright and libel. [KD1300.A75L52] 74- 
16129 22.00 

1. Copyright--Great Britain. 2. Libel and 
slander—Great Britain. I. Title. I. Series. 
Prepared from C.I.P. - 


CONFERENCE on Private 346’.5°07 
Investments - and International 
Transactions in Asian and South Pacific 
Countries, Singapore, 1973. 

Private investments and international 

transacflons in Asian and South Pacific 

countries. Editor: Virginia Shook Cameron. 

New York, M. Bender, 1974. xiv, 908 p. 

25 cm. ”Workshop materials, panel 

statements, and lectures.” Sponsored by 

the International and Comparative Law 

Center of the Southwestern Legal 

Foundation and the Asia Foundation, and 

held July 9-13, 1973. Includes 

bibliographical references. [LAW] 74- 

177314 50.00 

I. Investments, Foreign—Law and 

legislation—Astia. 2 Investments, 

Foreign—Law and  legislation—South 

Pacific region. I. Cameron, Virginia Shook, 

ed. II, Southwestern Legal Foundation. 

International and Comparative Law 

Center. IH. Asia Foundation. IV. Title. 


LEGAL and business 346°.52’07 
aspects of doing business with Japan. New 
York, Practising Law Institute [1974] 128 
p. forms. 22 cm. (Corporate law and 
practice course „handbook series, no. 148) 
Prepared for distribution at the Legal and 
Business Aspects of Doing Business with 
Japan Seminar, June-July 1974.” Pages 
126-128 blank. ”B4-3593." [LAW] 74- 
177214 20.00 

1. Commercial law—Japan. 2. Investments, 
Foreign—Law and legislation—Japan. I. 


New York (City). Practising Law Institute. 
TI. Title. HI Series. 


BEATTY, Donald R. 346.73013 
History of the legal status of the American 
Indian with particular reference to 
California, by Donald R. Beatty. [San 
Francisco, R and E Research Associates, 
1974] v, 72 p. 28 cm. ISBN 0-88247-254-2 
Reprint of the author's thesis presented in 
1957 to the University of Southern 
California. Bibliography: p. 67-72. 
[KFC940.B4 1974] 74-76497 8.90 
1. Indians of North America—California— 
Legal status, laws, etc. I. Title. 
FRIEDMAN, Milton 346°.73'04346 
R., 1904- 
Friedman or leases, by Milton R. 
Friedman. Ist ed. New York, Practising 
Law Institute [1974] 2 v. (xix, 770 p.} 24 
cm. ”N1-0346/N6-0349” and ”NI- 
0341 1N6-0349 [KF590.F7] 73-8380968 
75.00 
1. Leases—United States. I. Titie. 


TRELEASE, Frank J., 
1913- 

Cases and materials on water lew; resource 

use and environmental protection, by 

Frank J. Trelease. 2d ed. St. Paul, Minn., 

West -Pub. Co., 1974. xxiii, 863 p. 27 cm. 

(American casebook series) On spine: 


346’.73'04691 


Water Jaw. Includes _ bitliographical 
references. [KF644.T73 1974] 74-7569 
17.50 


I. Water-rights—United States. I. Title. If. 
Title: Water law. IIT. Series. 


KINTNER, Earl W. 346°.73'048 
An intellectual property law primer; a 
survey of the law of patents, trade secrets, 
trademarks, franchises, copyrights, and 
personality and entertainment rights, by 
Earl W. Kintner and Jack L. Lahr. New 
York, Macmillan [1974] p. cm. ISBN 0- 
02-364460-5 Bibliography: p- 
[KF2979.K56] 74-85 12.95 

1. Intellectual property—United States. I. 
Lahr, Jack L., joint author. IL. Title. 
Prepared from C.I.P. 


KAPLAN. Benjamin, 
1911- 

Cases on copyright, unfair competition, 
and other topics bearing on the protection 
of literary. musical, and artistic works, by 
Benjamin Kaplan and Ralph S. Brown, Jr. 
2d ed. by Ralph S. Brown, Jr. Mineola, 
N.Y., Foundation Press, 1974. xlvii, 997 p. 
27 cm. (University casebook series) 
[KF2993.K3 1974] 74-81389 17.50 

1. Copyright—United States—Cases. 2. 
Competition, _Unfair—United —_ States— 
Cases. I. Brown, Ralph Sharp, 1913- joint 
author. H. Title. IH. Series. 


CURRENT trademark 346.730488 
problems. Walter J. Derenberg [and] 
Morton David Goldberg, co-chairmen. 
New York, Practising Law Institute [1974] 
304 p. 22 cm. (Patents, copyright, and 
literary property course handbook series, 
no. 50) ”G4-2674.” ”Prepared for 
distribution at the Current Trademark 
Problems Workshop, July 10-12, 1974.” 
[KF3180.Z9C82] 74-178253 20.00 

i. Trace-marks—United States. A; 
Derenberg, Walter Julius, 1903- U1. 
Goldberg, Morton David. IN. New York 
(City). Practising Law Institute. IV. Title. 
V. Series. 


CARY, William Lucius, 
1910- 

The developing law of endowment funds: 

"The law and the lore” revisited; a zeport 

to the Ford Foundation, by William L. 


346’.73°0482 


346.73064 


Cary and Craig B. Bright. [New York, 
Ford Foundation, 1974] vii, 56 p. 26 cm. 
(The Educational endowment series) 
Includes bibliographical references. 
[KF4234.Z9C345] 74-81012 2.00 (pbk.) 

i. Universities and  colleges—United 


States—Finance. 2. Universities and 
colleges—Law and  legislation—United 
States. 3. Charitable uses, trusts, and 
foundations—United States. I Bright 


Craig B., 1931- joint author. II Cary, 
William Lucius, 1910- The law and the 
lore of endowment funds. III. Title. IV. 
Series. 


MOYE, John E. 346.73065 
The law of business organizations; 
paralegal materials, by John E. Moye. St. 
Paul, Minn., West Pub. Co., 1974. xxviii, 
694 p. forms. 27 cm. (Paralegal series) On 
spine: Business organizations. 
[KF1366.M68] 74-4615 12.50 ` 

1. Corporation law--United States. 2. 
Partnership-—United States. I. Title. II. 
Title: Business organizations. 


SPEIDEL, Richard E. 346’.73°07 
Teaching materials on commercial and 
consumer law, by Richard E. Speidel. 
Robert S. Summers [and] James J. White. 
2d ed. St. Paul, West Pub. Co., 1974. 
Ixxxv, 1475 p. 27 cm. (American casebook 
series) On spine: Commercial and 
consumer law. Originally published in 1969 
under title: Teaching materials on 
commercial transactions. [KF888.S58 
1974] 74-4997 22.50 

1. Commercial law—United States—Cases. 
2. Consumer protection—-Law and 


‘Tegislation—Cases. I. Summers, Robert S., 


joint author. II. White, James J, 1934- 


joint author. II, Title. IV. Title: 
Commercial and consumer law. V. Series. 
THE Perfection and 346°.73°074 


enforcement of security devices. Roy H. 

Carlin, chairman. New York, Practising 

Law Institute [1974] 344 p. 22 em. 

(Commercial law and practice course 

handbook series, no. 112) Prepared for use 

at the Perfection and Enforcement of 

Security Devices Workshop. Includes 

bibliographical references. [KF1050.P47] - 
74-176294 20.00 ° 
1. Security (Law)—United States. I. Carlin. 
Roy H. If. New York (City). Practising 
Law Institute. III. Title. IV. Series. 


KINTNER, Earl W. 346°.73°092 
An international antitrust primer; a 
businessman’s guide to the international 
aspects of United States antitrust law and 
to key foreign antitrust laws [by] Earl W. 
Kintner and Mark R. Joelson. New York, 
Macmillan [1974] p. cm. ISBN 0-02- 
364380-3 Bibliography: p. [KF1649.K53] 
74-84 12.95 

J. Trusts, Industrial—United States—Law. 
2. Trusts, Industrial—Law. 3. Investments, 
Foreign—Law and _ legislation—United 
States. I. Joelson, Mark R., joint author. II. 
Title. 

Prepared from C.LP. 


THE 10b series of 346’.73°092 
rules. Kenneth J. Bialkin, chairman. New 
York, Practising Law Institute [1974] 248 
p. 22 cm. (Corporate law and practice 
course handbook series, no. 145) 
“Prepared for distribution at the 10b series 
of rules program, May 16-17, New York 


City.” Pages 242-248 blank. ”B4-3589.” 
[KF1440.T39] 74-176289 20.00 
1. Securities—United States. 2. Stock- 


exchange—United States—Law. I. Bialkin, 
Kenneth J, 1929- IL New York (City). 
Practising Law Institute. Ul. Title. 1V. 
Series. 
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SORIANO, Nicholas 346’.747°0437 
M. 

Handling your house closing: a practical 

guide [by] Nicholas M. Soriano. White 

Plains, N.Y., Penchant Press [1974] 154 p. 


forms. 22 cm. Includes bibliographical 
references. [KFNS169.Z9S67] 74-174460 
5.95 (pbk.) 


I. Vendors and purchasers—New York 
(State)—Popular works. I. Title. 
Publisher’s address: 2 Bryant Avenue, 
White Plains New York 10605 


LEDBETTER, Jack W. 346’.764 015 
Texas family law [by] Jack W. Ledbetter. 
(Rev.) [Austin] Bureau of Business 
Research, University of Texas at Austin 
[1974] xiv, 149 p. 23 cm. ISBN 0-87755- 
197-9 (Business guide no. 13) Published in 
1961 under title: Practical aspects of Texas 
family law. [KFT1294.Z9L4 1974] 74- 
12526 4.00 (pbk.) 

1. Domestic relations—Texas. I Title. IT. 
Series: Business guides, no. 13. 


*STEIN, David. 347’.73°2034 
Judging the judges; the control and cure of 
judicial jaundice. Hicksville, N.Y., 
Exposition Press [1974] ix, 179 p. illus. 21 
cm. ISBN 0-682-48073-8. (An Exposition- 
University book.) Bibliography: p. 175- 
176. [KF8776] 74-84434 7.50 

i. Judges—United States-Appointment, 
qualification, tenure, ete. I. Title. 


STRUM, Philippa. 347’.73'26 
The Supreme Court and "political 
questions”: a study in judicial evasion. 
University, University of Alabama Press 
[1974] 188 p. 22 cm. ISBN 0-8173-4724-0 
Bibliography: p. 174-182. [KF8748.S87] 
73-13435 7.50 

. d. United. States. Supreme Court. 2. 
Political questions and judicial power— 
United States. I. Title. 


MARSHALL, John, 347’.73°2634 
1755-1835. 

The papers of John Marshall. Herbert A. 

Johnson, editor. Charles T. Cullen, 


associate editor. Nancy G. Harris, assistant 
editor. Chapel Hill, N.C., Published for the 
Institute of Early American History and 


Culture by the. University of North 
Carolina Press [1974- p. cm. ISBN 0- 
8078-1233-1 Contents.—v. 1 


Correspondence and papers, November 10, 
1775-June 23, 1788. Account book, 
September 1783-June 1788. [E302.M365] 
74-9575 17.95 

1. Marshall, John, 1755-1835. I. Johnson, 
Herbert Alan, ed. H. Institute of Early 


American History and Culture, 
Williamsburg, Va. 

Prepared from C.I.P. 

LEVY, Leonard 347’.73'265 


Williams, 1923- 
Against the law; the Nixon Court and 
criminal justice [by] Leonard W. Levy. [1st 
ed.] New York, Harper & Row [1974] p. 
cm. ISBN 0-06-012594-2 [KF9619.L48] 
74-1831 12.95 : 
1. United States. Supreme Court. 2. 
Criminal procedure—United States. Í. 
Title. 
Prepared from C.I.P. 


AMERICAN jurisprudence 347°.73°6 
proof of facts, second series. Rochester, 
N.Y., Lawyers Co-operative Pub. Co. [and] 
Bancroft-Whitney Co., San Francisco, 
1974- v. 26 cm. "Text and sample 
testimony to assist in preparing for, and 
proving facts that may be in issue in, 
judicial and administrative proceedings.” 
Kept up to date by pocket supplements. 
(KF8933.A42] 73-91152 98.00 (4 vols). 
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-SIMPSON, Donald 


i. Evidence (Law)—United States. I 


Lawyers Co-operative Publishing 
Company. I. Bancroft-Whitney Company, 
San Francisco. 


AMERICAN 347’.73°602638 
jurisprudence proof of facts quick index. 
Rochester, N.Y., Lawyers Co-operative 
Pub. Co. [and] Bancroft-Whitney Co., San 
Francisco, 1974. xx, 740 26 cm. 
*Covering POF (first series) vols. 1-30 
fand] supplemental index, covering POF 
2d, vol. 1 et seq.” The supplemental index 
will consist of a pocket supplement at the 
front. A new, cumulative supplement will 
be issued with each additional vol. of POF 
2d. [KF8933.A415] 74-177246 24.50 

1. Evidence (Law)—United  States— 
Indexes. L Lawyers Co-operative 
Publishing Company. H. Bancroft-Whitney 
Company, San Francisco. II. American 
jurisprudence proof of facts, annotated. IV. 
American jurisprudence proof of facts, 
second series. 


MASSACHUSETTS. 
Courts. 

Rules of civil and appellate procedure. 
Effective July 1, 1974. With reporters’ 
notes and State and Federal case 
annotations. Rochester, N.Y., Lawyers Co- 
operative Pub. C., 1974. 2 v. 24 cm. At 
head of title: Annotated laws of 
Massachusetts. Kept up to date by pocket 
supplements. [KFM2929.A313L38] 74- 
177217 20.00 ea. 

1. Court rules—Massachusetts. I. Lawyers 
Co-operative Publishing Company. TI. 
Title. II. Title: Annotated laws of 
Massachusetts: Rules of civil and appellate 
procedure. 


347’.744’05 


347.74805 s 
Robert. 

Summary of basic law, by Donald R. 
Simpson and Howard J. Alperin. 2d ed. St. 
Paul, West Pub. Co., 1974. 2 v. 27 cm. 
(Massachusetts practice, v. 14-14a) First 
ed., published in 1955, by F. L. Simpson 
and D. R. Simpson. [KFM2480.M3 vol. 
14-14A 1974] 340.09744 74-9118 70.00 

1.  Law—Massachusetts. I  Alperin, 
Howard J, joint author. II. Simpson, Frank 
Leslie, 1875-1954. Summary of basic law. 
TII. Title. IV. Series. 


BROWN, Rupert A. 347’.758’0502638 
Liston’s Georgia pleading, practice, and 
legal forms annotated; a comprehensive 
compilation of forms of pleadings in 
actions at law, suits in equity, special 
statutory proceedings, extraordinary writs, 
appeals, probate, and administration 
proceedings, guardianships, criminal 
procedure, and legal and business forms in 
general. Classified and arr. in the order of 
the Georgia code annotated, by Rupert A. 
Brown. Revision by Paul S. Liston. [1974 
revision] Atlanta, Harrison Co. [1974- v. 
25 cm. Published in 1960-70 under title: 
Georgia pleading, practice, and legal forms 
annotated. [KFG535.A65B72] 74-177318 
35.00 (vol. 3). 

i. Pleading—Georgia—Forms. Z. 
Procedure (Law)—Georgia—Forms. f. 
Liston, Paul S. If. Title. 


FLORIDA. Courts. 347°.759°05 
Florida rules of court, 1974. As amended 
to January 1, 1974. St. Paul, West Pub. 
Co. [1974] ix, 1129 p. 26 cm. At head of 
title: West’s desk copy. [KFF529.A2 1974] 
74-176264 12.50 

1. Court rules—Florida. I. Title. 


PAINE, Donald F. 347’.768°06 
Tennessee law of evidence, by Donald F. 
Paine. Indianapolis, Bobbs-Merrill [1974] 


xxi, 303 p. 24 cm. Includes bibliographical 
references. [KFT540.P3] 74-2783 27.50 
1. Evidence (Law)—Tennessee. I. Title. 


FEIN, Bruce E. 348’.73°46 
Significant decisions of the Supreme Court, 
1972-73 term [by] Bruce E. Fein. 
Washington, American Enterprise Institute 
for Public Policy Research [1974] 136 p. 
26 cm. ISBN 0-8447-1073-3 (American 
Enterprise Institute for Public Policy 
Research. Special analysis no. 29) 
{KF4547.8.F42] 74-79273 3.00 (pbk.) 

1. United States—Constitutional law— 
Digests. I. Title. I. Series. 


SELF, Peter. 350 
Administrative theories and politics; an 
inquiry into the structure and processes of 
modern government. [Toronto] University 
of Toronto [1974] 308 p. 22 cm. ISBN 0- 
$020-6231-8 (Canadian University 
paperbacks no. 148) [JF1351.844 1974] 
6.00 (pbk.) 

1. Public administration I. Title. 


AN impartial 352.000924 B 
history of the life of-Mr. John Barber. The 
life and character of John Barber. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-0959-2 (The English book trade, 
1660-1853) Reprint of the 1741 ed. printed 
by E. Curll, London under title: An 
impartial history of the life, character, 
amours, travels, and transactions of Mr. 
John Barber; and of the 1741 ed. of The 
life and character of John Barber, printed 
for T. Cooper, London. [DA676.8.B28145 
1974] 74-18362 22.00 

1. Barber, John, d. 1741. I. The life and 
character of John Barber. 1974. II. Title. 
II. Series. 

Prepared from C.I.P. 


BOYARSKY, Bill. 352”.0029°0973 
Backroom politics; how your local 
politicians work, why your Government 
doesn’t, and what you can do about it, by 
Bill and Nancy Boyarsky. Los Angeles, 
P. Tarcher; distributed by Hawthorn 
Books, New York [1974] 330 p. 25 cm. 
ISBN 0-87477-024-6 Bibliography: p. [323] 
-324, [JS401.B7 1974] 73-92097 8.95 

1. Corruption (in politics)—-Ufited States. 
2. Local government—United States. 3. 
Political participation—United States. 1. 
Boyarsky, Nancy, joint author. IL. Title. 


ROSS, John P., 1943- 352’.005'147 
Productivity in the local government sector 
[by] John P. Ross and Jesse Burkhead. 
Lexington, Mass., Lexington Books [1974] 
p. cm. ISBN 0-669-94763-6 Bibliography: 
p- [1S363.R67] 74-13900 14.00 

1. Local government—United States. 2. 
Labor productivity—United States. I. 
Burkhead, Jesse, joint author. IT. Title. 
Prepared from C.I.P. 


BRAND, J. 352.042 
Local government reform in England, 
1888-1974 [by] Jack Brand. [Hamden, 


Conn.) Archon Books, 1974. p. cm. ISBN 
0-208-01480-2 Includes bibliographical 
references. [JS3091.B73] 74-12130 10.00 
1. Local government—England. I. Title. 
Prepared from C.I.P. 


BELL, Roderick, 1941- 353 
American Government; the facts 
reorganized [by] Roderick A. Bell [and] 
David V. Edwards. Morristown, N.J., 
General Learning Press [1974] x, 236 p. 
illus. 26 cm. (General Learning Press 


* 


instructional system: American 
Government) Includes bibliographical 
references. [JK274.B47 1974] 74-79052 
6.00 (pbk.) 

i. United States—Politics and 


government—Handbooks, manuals, etc. L 
Edwards, David V., joint author. H. Title. 


MCCULLOCH, Frank W 353.0083 
The National Labor Relations Board. [by] 
Frank W. McCulloch and Tim Bornstein. 
New York, Praeger Publishers [1974] xii, 
200 p. 22 cm. (Praeger library of U.S. 
Government departments and agencies.) 
Bibliography: p. 193. [KF3372.M23] 73- 
10657 10.00 

1. United States National Labor Relations 
Board. I. Bornstein, Tim, joint author. I. 
Title. 


DANZIGER, Edmund 
Jefferson, 1938- 
Indians and bureaucrats; administering the 
reservation policy during the Civil War. 
Urbana, University of Illinois Press [1974] 
p. cm. ISBN 0-252-00314-4: Bibliography: 
p. [E93.D23] 73-85486 8.95 
1. United States. Bureau of Indian Affairs. 
2. Indians of North America—Government 
relations——1 789-1869. 3. Indians of North 
America—The West—History. I. Title. 
Prepared from C.I.P. 


FUESS, Claude Moore, 
1885-1963. i 
Joseph B. Eastman, servant of the people. 
Westport, Conn., Greenwood Press [1974, 
c1952} p. cm. ISBN 0-8371-7769-3 
Reprint of the ed. published by Columbia 
University Press, New York. 
[HE2754.E3F8 1974] 74-12881 18.50 
1. Eastman, Joseph Bartlett, 1882-1944. 

Prepared from C.I.P. 


ELDER, Robert 
Ellsworth, 1915- 
The foreign leader program: operations in 
the United States, by Robert E. Elder. 
Westport, Conn., Greenwood Press [1974, 
c1961]} p. cm. ISBN 0-8371-7706-5 "A 
study made at the request of the 
Department of State [under an agreement 
with the Bureau of Educational and 
Cultural Affairs]” Reprint of the ed. 
published by the Brookings Institution, 
Washington, D.C. [E744.5.E45 1974] 74- 
11986 8.00 

1. Exchhnge 


353.008'4 


353.008’7 B 


353.00892 


of persons programs, 
American. 2. Visitors, Foreign—United 
States. I. United States. Bureau of 


Educational and Cultural Affairs. II. Title. 
Prepared from C.I.P. 


BACH, Stanley, comp. 353.03°13 
Perspectives on the Presidency; a 
collection [by] Stanley Bach [and] George 
T. Sulzner. Lexington, Mass., D. C. Health 
[1974] viii, 411 p. 24 cm. ISBN 0-669- 


85613-4 Includes bibliographical 
references. [JK516.B3] 73-21337 5.95 
(pbk.) 


I. Presidents—United States—Addresses, 
essays, lectures. I. Sulzner, George T., joint 
comp. IT, Title. 


HUGHES, Emmet John, 
1920- 

The living presidency; the resources and 
dilemmas of the American Presidential 
office. Baltimore Penguin [1974 ¢1973] 
377 p. 20 cm.,[TK516.H83] 2.95 (pbk.) 

1. Presidents—United States. I. Title. 

L.C. card no for original ed.: 72-87580 


MICHAEL, James R. 353.09 
Working on the system; a comprehensive 
manual for citizen access to Federal 
agencies. Edited by James R. Michael with 


353.0313 


Ruth C. Fort, Ralph Nader’s Center for 
Study of Responsive Law. New York, 
Basic Books [1974] xxvi, 950 p. illus. 25 
cm. ISBN 0-465-09210-1 Includes 
bibliographies. [KF5407.M52] 73-81135 
14.9 


1. Administrative agencies—United States. 
2. Administrative procedure—United 
States. I. Fort, Ruth C., joint author. I. 
Center for Study of Responsive Lew. II. 
Title. 


COUNCIL of State 
Governments. 

A place to live; housing policy in the 
states. [Prepared by Robert Schafer, 
Nathan S. Betnun, and Arthur P. 
Solomon.] Lexington, Ky. [1974] viii, 49 p. 
23 cm. ISBN 0-87292-005-4 (Its RM-532) 
Bibliography: p. 49. [JS308.C6 no. 532] 
[HD7293] 301.5’4’0973 74-82027 3.00 (pbk.) 
l. Housing—United States. I. Schafer, 
Robert. II. Betnun, Nathan S. Il. 
Solomon, Arthur P. IV. Title. V. Series: 


353.908 s 


Council of State Governments. RM 
publications, 532. 
CULTURAL policy in 354’.43°0085 


the Federal Republic of Germany: a study 
prepared under the auspices of the German 
Commission for Unesco. Paris, Unesco, 
1973, [i.e.1974] 53 p. plates. 24 cm. ISBN 
9-231-01119-7 (Studies and documents on 
cultural policies) [DD259.2.C86] 74- 
170121 

1. Germany (Federal Republic, 1949- )— 
Intellectual life. I Germany (Federal 
Republic, 1949- ) Deutsche UNESCO- 
Kommission. II. Title. HI. Series. 
Distributed by Unipub, 2.25 (pbk.). 


WILLIAMS, Alden. 355 
Modules in security studies. Edited by 
Alden ‘Williams and David W. Tarr. 
Lawrence, Published for the National 
Security Education Program by the 
University Press of Kansas [1974] xv, 229 
p. 23 cm. ISBN 0-7006-0127-9 (National 
security studies series) Includes 
bibliographies. [UA11.W54] 74-10128 3.50 
(pbk.). 

1. Military policy—Outlines, syllabi, etc. 2. 
National security—Outlines, syllabi, etc. T. 
Tarr, Devid W., joint author. IT. Title. Hi. 
Series. 


GURNEY, Gene. 355.0023 
Women on the march, by Gene and Clare 


Gurney. Illustrated with photos. New 
York, Abelard-Schuman [1974] p. cm. 
ISBN 0-200-00132-9 Describes job 


opportunities for women in the armed 
forces and briefly traces the history of 
their changing role. [UB147.G87] 73- 
18546 5.95 

1. United States—Armed  Forces— 
Women—Juvenile literature. 2. /4ilitary 
service as a profession—Juveaile literature. 
I. Gurney, Clare, joint author. I. Title. 
Prepared from C.I.P. 


CORR, Gerard H. 355°.00951 
The Chinese Red Army: campaigas and 
politics since 1949 [by] Gerard H. Corr. 
New Yark, Schocken Books [1974] p. cm. 
ISBN = 0-8052-3558-2 Bibliography: p. 
[D8738.C523C67 1974b] 74-9231 8.95 

1. Chine (Peoples Republic of Chine, -1949- 


-). Chung-kuo jen min chieh fang chun. I. 


Title. 
Prepared from C.I.P. 


THE Defence of Western 355.03°304 
Europe; papers presented at the National 
Defence College, Latimer, in September, 
1972. Edited by John C. Garnett New 
York, St. Martin’s Press [1974] ix, 134 p. 


23 cm. Includes bibliographical references. 
(UA646.D43 1974b] 73-88028 12.95 
i. North Atlantic Treaty Organization— 
Congresses. 2, Europe—Defenses— 
Congresses. I. Garnett, John C, ed. 


GARTHOFF, Raymond L. = 355.03°3047 
Soviet strategy in the nuclear age [by] 
Raymond L. Garthoff. Westport, Conn., 
Greenwood Press [1974, cl958] p. cm. 
ISBN 0-8371-7658-1 Reprint of the ed. 
published by Praeger, New York, which | 
was issued as no. 71 of Praeger 
publications in Russian history and world 
communism. Includes bibliographies. 
(UA770.G3 1974] 74-10015 13.75 

I Russia—Military policy. 2. Russia— 
Defenses. I. Title. 

Prepared from C.I.P. 


TAHTINEN, Dale R. 355.03°3056 
The Arab-Israeli military balance since 
October, 1973 [by] Dale R. Tahtinen. 
With a foreward. by Robert P. Griffin. 
Washington, American Enterprise Institute 
for Public Policy Research [1974] 43 p. 23 
cm. ISBN 0-8447-3132-3 (Foreign affairs 
Studies, no. 11) Includes bibliographical 
references. [UA853.A6T32] 74-81729 2.00 
(pbk.) 

l. Arab countries—Defenses. 2. I[srael—~ 
Defenses. I. Title. IL Series: Foreign affairs 
study, no. 11. 


MILITARY living’s 355.1°2 
temporary military lodging around the 
world, a guide to economical 


accommodations for fun, leave travel, and 
moves. Comp. and ed. by Military living 
and consumer guide. Arlington, Va., 
Military Marketing Services [1974] 160 p. 
illus. 22 cm. ISBN 0-914862-01-4 Revision 
of the 1971 ed. published under title: 
Temporary military lodging. [UC403.M54 
1974] 74-10800 2.50 (pbk.) 

1. United States—Armed Forces—Barracks 
and quarters. 2. Military bases, 
American—Dtrectories. I, Military living 
and Consumer guide. Il. Title: Temporary 
military lodging around the world. 


MOLLO, Andrew. 355.1409044 
Army uniforms of World War 2. Illustrated 
by Malcolm McGregor. [lst American ed.] 
New York, Macmillan [1974, c1973] 183 
p. illus. 20 cm. Bibliography: p. 181-182. 
{UC480.M64 1974] 73-18508 5.95 

1. Uniforms, Military. 2. World War, 1939- 
1945—Supplies. I. Title. 


BLUMENSON, 
Martin 

The Patton papers. Boston, Houghton 
Mifflin, 1974. 2 v. illus. 24 cm. ISBN 0- 
395-12706-8 Contents: 1. 1885-1940 2. 
1940-1945. [E745.P3B55] 76-156490 20.00 
I. Patton, George Smith, 1885-1945. The 
Patton papers. 1972- IT. Title. 


SULLY, Langdon. 355.3°3170924 B 
No tears for the general; the life of Alfred 
Sully, 1821-1879. Foreword by Ray Allen 
Billington. Palo Alto, Calif., American 
West Pub. Co. [1974] 255 p. illus. 24 cm. 
ISBN 0-910118-33-7 (Western biography 
series) Bibliography: p. 247-250. 
[E415.9.S89894] 73-90794 9.95 

1. Sully, Alfred, 1821-1879. I. Title. 


TWICHELL, Heath, 355.3°31°0924 B 
1934- 

Allen: the biography of an Army officer, 
1859-1930. [New Brunswick, N.J., Rutgers 
University Press, 1974] p. cm. ISBN 0- 
8135-0778-2 Bibliography: p. 
[U53.A44T94] 74-12224 12.50 

i. Allen, Henry Tureman, 1859-1930. 1. 
Title. 


355.3°31'0924 [B] 
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"300 SOCIAL SCIENCE 
Prepared from C.I.P. 


GOOCH, John. 355.3°31°0942 
The plans of war: the General Staff and 
British military strategy, c. 1900-1916. 
New York, Wiley [1974] xiv, 348 p. 23 
cm. ISBN 0-470-31321-8 ”A Halsted Press 


book.” Bibliography: p.. 334-341. 
[UB225.G7G66] 74-511 14.95 
1. Great Britain. War Office. General 


Staff—History. 2. Great Britain—Miulitary 
policy—RHistory. I. Title. 


FOX, John Ronald, 1929- 355.6’212 
Arming America; how the U.S. buys 
weapons [by] J. Ronald Fox. Boston, 
Division of Research, Graduate School of 
Business Administration, Harvard 
University; [distributed by Harvard 
University Press, Cambridge, Mass.] 1974. 
xv, 484 p. 26 cm. ISBN 0-87584-108-2 
Includes bibliographical references. 
[HD9743.U6F7] 73-93774 15.00 

1. United States—Armed Forces— 
Procurement. 2. Defense contracts—United 
States. 3. Weapons systems. 4. 
Munitions—United States. I. Title. 


FEIST, Uwe, 1937- 358”.18’0942 
British armour in action. Created by Uwe 
Feist. Written by Norm E. Harms and 
Steve Clayton. (Warren, Mich.]} 
Squadron/Signal Publications [1974] 50 p. 
illus. 21 x 28 cm. (Armor, no. 9) 
[(UG446.5.F347] 74-177186 3.95 (pbk.). 

1. Tanks (Military science) 2. World War, 
1939-1945—Supplies. I. Harms, Norman. 
IT, Clayton, Steve. HI. Title. 


COLLIER, Basil. 358.4009 
A history of air power. [lst American ed.] 
New York, Macmillan [1974] 358 p. illus. 
22 cm. Bibliography: p. [337]-349. 
[UG630.C56 1974b] 73-20991 10.95 

1. Air power—History. 2. Aeronautics, 
Military—History. 3. World War, 1939- 
1945—Aerial operations—History. I. Title. 


DRENDEL, Lou, 1937- 358.4183 
The new Luftwaffe in action, edited and 
illustrated by Lou Drendel. Written by 
Peter Doll and Hermann Dorner. [Warren, 
Mich.] Squadron/Signal Publications 
[1974] 49 p. illus. 22 x 28 cm. (Aircraft, 
no. 13) [UG635.G3D73] 74-165168 3.95 
(pbk.) 

1. Germany (Federal Republic, 1949- ). 
Luftwaffe. 2. Aeroplanes, Military. I. Doll, 
Peter. If, Dorner, Hermann, 1938- TII. 
Title. 


*GLOVER, Cato D. 359.0092 
On the crest of the wave [by] Cato D. 
Glover. New York, Vantage Press, [1974]. 
214 p. illus. 22 cm. ISBN 0-533-00841-7. 
[E746] 9.00. 

J. Naval history. I. Title. 


HOWARTH, David Armine, 
1912- 

Sovereign of the seas; the story of Britain 
and the sea [by] David Howarth. [lst 
American ed.) New York, Atheneum, 
1974. 382 p. illus. (part col.) 25 cm. ISBN 
0-689-10517-7 [DA70.H73 1974b] 72- 
82686 14.95 

i. Great Britain—History, Naval. 2. Sea- 
power. I. Title. 


RICHMOND, Herbert 
William, Sir, 1871-1946. 
Statesmen and sea power. Based on the 
Ford lectures delivered in the University of 
Oxford in the Michaelmas term, 1943. 
Westport, Conn., Greenwood Press [1974] 
p. cm. ISBN 0-8371-7632-8 Reprint of the 
1947 ed. published by Clarendon Press, 


359.00942 


359.00942 
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.HANLON, John Joseph, 1912- 


nae 


ae einen w f is 


Oxford. Includes bibliographical references. 
[DA70.R52 1974] 74-9222 15.50 

i. Great Britain—History, Naval. 2. Sea- 
power. I. Title. 

Prepared from C.I.P. 


MCCLOSKY, Mildred G. 361 
Youth into adult; nine selected ycuth 
programs, by Mildred McClosky with 
Peter Kleinbard. [New York] National 
Commission on Resources for Ycuth 
[1974] iii, 209 p. illus. 28 cm. 
Bibliography: p. 200-209. [HV91.M2] 74- 
178213 2.50 (pbk.). 

JI. Youth volunteers in social service— 
United States—Case studies. I. National 
Commission on Resources for Youth. I. 
Title. 

Publisher’s address: 
New York 10036. 


36 West 44th Street, 


PUERTO Rican 361’.007° 107295 
Curriculum Development Workshop, 
New York, 1973. 

Puerto Rican Curriculum Development 

Workshop: a report. Edited by Angel P. 

Campos. [New York] Council on Social 

Work Education [1974] vii, 69 p. 23 cm. 

Includes bibliographical references. 

(HV11.P83 1973] 74-78377 3.50 (pbk.) 

1. Social work education—United States— 

‘Congresses. 2. Social work education— 

Curricula. 3. Puerto Ricans in the United 

States—Congresses. I. Campos, Angel P., 

ed. II. Council on Social Work Education. 


BUTLER, John R. 362.1 
Family doctors and public policy; a study 
of manpower distribution [by] John R. 
Butler in collaboration with J. M. Bevan 
and R. C. Taylor. London, Boston, 
Routledge & Kegan Paul [1973] x, 198 p. 
23 cm. ISBN 0-7100-7640-1 (International 
library of social policy) Includes 
bibliographical references. [RA396.G6B87 
1973] 73-79109 14.25 

1. Physicians (General practice)—Great 
Britain. 2. Medical care—Great Britain. I. 
Bevan, John Michael, joint author. IT. 
Taylor, x C. joint author. III. Title. 

362.1 
Public health: administration and practice 
[by] John J. Hanlon. 6th ed. Saint Louis, 
C. V. Mosby Co., 1974. p. cm. ISBN 0- 
8016-2045-7 Previous editions published 
under title: Principles of public health 
administration. Includes bibliographies. 
[RA425.H29 1974] 74-8669 17.75 

J. Public health administration. 2. Hygiene, 
Public. I. Title. i 

Prepared from C.I.P. 


SCHOOLS of public 362.1°07°1173 
health: present and future; report of a 
Macy conference. Edited by John Z. 
Bowers and Elizabeth F. Purcell. New 
York, Josiah Macy, Jr. Foundation [1974] 
196 p. 23 cm. ISBN 0-914362-13-5 
[RA440.6.S3] 74-82068 7.50 

1. Schools of public health—United 
States—Congresses. I. Bowers, John Z., 
1913- ed. II. Purcell, Elizabeth, ed. 


ALFORD, Robert R. 362.1°0973 
Health care politics; ideological and 
interest group barriers to reform [by] 
Robert R. Alford. Chicago, University of 
Chicago Press [1974] p. cm. ISBN 0-226- 
01379-0 Bibliography: p. [RA395.A3A59] 
74-75611 12.50 

1. Medical care—United States. 2. Medical 
care—New York (City) 3. Medical 
policy—United States. I. Title. 

Prepared from.C.I.P. 


` AMERICAN" BOOK PUBLISHING RECORD? 


AMERICAN Hospital 
Association. 

Discharge planning for hospitais. Chicago 
[1974] 28 p. 24 cm. ISBN 0-87258-157-8 
Bibliography: p. 27-28. [RA971.8.A5 1974] 
74-9324 1.35 (pbk.). 

1. Hospitals—Admission and discharge. 2. 
Hospitals—Atfter care. I. Title. 


PATIENT discharge and 362.171 
referral planning—whose responsibility? 
Papers presented at the workshop ”Patient 
Discharge and Referral Planning” held at 
Birmingham, Alabama, December, ` 1973. 
New York, National League for Nursing 
[1974] vi, 73 p. 23 cm. ”Pub. no. 20- 
1515.” Sponsored by the NLN Council of 
Hospital and Related Institutional Nursing 
Services. Includes bibliographical 
references. [RA971.8.P37] 74-176257 3.95 
(pbk.). 

1. Hospitals—Admuission and discharge— 
Congresses. 2. Hospitals—After care— 
Congresses. 3. Nurses and nursing— 
Congresses. I. NEN Council of Hospital 
and Related Institutional Nursing Services. 


362.1'1 


LUND, Doris 362.1°9°615500924 B 
Herold. 

Eric [by] Doris Lund. [lst ed] 
Philadelphia, Lippincott [1974] 345 p. illus. 
22 cm. ISBN 0-397-01046-X [RC643.L86] 
74-7061 7.95 

1. Lund, Eric. 
narratives. I. Title. 


YOUNG, Ian, 1941- 362.1°9°8209653 
The private life of Islam. New York, 
Liveright [1974] p. cm. ISBN 0-87140- 
597-0 [RG67.A4Y68 1974] 74-13842 8.95 
1. Obstetrics—Algeria. 2. Physicians— 


2. Leukemia—Personal 


Correspondence, reminiscences, etc. I. 
Title. 

Prepared from C.I.P. 

COPING in a troubled 362.2 


society. an environmental approach - to 
mental health [by] Marion Just [and 
others] Lexington, Mass., Lexington Books 
[1974] p. cm. ISBN 0-669-95851-4 
[RA790.C6818] 74-13719 11.00 

1. Mental hygiene. 2. Stress (Psychology) 
3. Mental health services. I. Just, Marion. 
Prepared from C.I.P. 


GOLANN, Stuart E. 362.2 
Current and future trends in community 
psychology, edited by Stuart È olann 
[and] Jeffrey Baker. New York, Behavioral 
Publications, 1974. p. cm. ISBN 0-87705- 
146-1 Papers originally presented as a 
series of lectures, presented at the 
University of Massachusetts, Amherst, 
Feb.-May, 1973. Bibliography: p. 
[RC455.G58] 74-8507 9.95 

i. Community —psychology—Addresses, 
essays, lectures. I. Baker, Jeffrey, 1943- 
joint author. IT. Title. 

Prepared from C.I.P. 


HOWLAND, Bette. 362.271'0924 B 
W-3. New York, Viking Press [1974] 206 
p. 22 cm. ISBN 0-670-74863-3 
Autobiographical. [RC463.H68 1974] 73- 
15475 7.95 

i. Howland, Bette. 2. Mental illness— 
Personal narratives. I. Title. 


CORRIGAN, Eileen M. 362.2°92 
Problem drinkers seeking treatment, by 
Eileen M. Corrigan. New Brunswick, N.J., 
Publications Division, Rutgers Center of 
Alcohol Studies [1974] xvi, 82 p. 23 cm. 
ISBN 0-911290-39-7 (Monographs of the 
Rutgers Center of Alcohol Studies, no. 8) 
Bibliography: p. 77-79. [RC565.C59] 73- 
620006 6.00 

i. Aleoholics—New York (City) 2. 


NOVEMBER 30,1974 


Community mental health services—New 
York (City) I. Title. IL Series: Rutgers 
University, New Brunswick, N.J. Center of 
Alcohol Studies. Monograph, no. 8. 


GLATT, Max Meier. 362.292 
The alcoholic and the help he needs [by] 

Max Glatt. Foreword by Lord Rosenheim. 

New York, Taplinger [1974, c1969] 192 p. 

23 cm. ISBN 0-8008-0165-2 Bibliography: 

p: Bele: [HV5035.G55 1974] 73-16957 
9 


1. Alcoholism. 2. Alcoholics—Psychology. 
3. Alcoholics—Rehabilitation. I. Title. 


MCCABE, Charles, 1915- 362.292 
The good man’s weakness: an anthology in 
praise of booze. [San Francisco] Chronicle 
Books [1974] p. cm. ISBN 0-87701-057-9 
([HV5072.M13] 74-18370 6.95 

1. Alcoholism. I. Title. 

Prepared from C.I.P. 


CAHALAN, Don. . 362.2°92°0973 
Problem drinking among American men, 
by Don Cahalan and Robin Room. New 
Brunswick, N.J., Publications Division, 
Rutgers Center of Alcohol Studies; 
distributed by College & University Press, 
New Haven, Conn. [1974] xiv, 269 p. illus. 
23 cm. ISBN 0-911290-38-9 (Monographs 
or the Rutgers Center of Alcohol Studies, 


7) Bibliography: p. 250-258. 
[HV5292. C33] 72-619570 12.50 
1. Alcoholics—United States. Z 


Alcoholics—San Francisco. 3. Liquor 
problem—United States. I. Room, Robin, 
joint author. II. Title. III. Series: Rutgers 
University, New Brunswick, N.J. Center of 
Alcohol Studies. Monograph no. 7. 


EFRON, Vera, 1905- 362.2920973 
Statistics on consumption .of alcohol and 
on alcoholism. Prepared by Vera Efron, 
. Mark Keller, and Carol Gurioli. New 
Brunswick,: N.J., Publications Division, 
Rutgers Center of Alcohol Studies, 1974. 
19 p. (incl. cover) 28 cm. Cover title. 
Prepared for the Rutgers Summer School 
of Alcohol Studies. Bibliography: p. 18-19. 
[HV5292.E365 1974] 74-177264 2.00 
(pbk.) 

1. Alcoholism—Statistics. 2. Liquor 
problem—United States—Statistics. I. 
Keller, Mark, joint author. If Gurioli, 
Carol. III. Rutgers University, New 
Brunswick, N. J. Center of Alcohol Studies. 
IV. Title. 


DRUG use: 362.293 
epidemiological and sociological 
approaches. Edited by Eric Josephson. 


Washington, Hemisphere Pub. Corp.; New 
York, Wiley, 1974. p. cm. ISBN 0-470- 
45082-7 (The Series in general psychiatry) 
”A Halsted Press book.” Papers prepared 
for an international conference ... held in 
San Juan, Puerto Rico, February 12-14, 
1973, under the auspices of the Columbia 
University School of Public Health and the 
University of'Puerto Rico School of Public 
Health.” Includes bibliographies. 
[HV5800.D782] 74-19056 13.50 

I. Drug abuse—Congresses. 2. Drug 
abuse—Social _aspects—Congresses. 3. 
Drug abuse—Treatment—Congresses. 4. 
Drugs and — youth—Congresses. L 
Josephson, Eric, ed. II. Columbia 
University. School of Public Health and 
„Administrative Medicine. II. Puerto Rico. 
University. School of Public Health. 
Prepared from C.I.P. 


JUDSON, Horace 362.2°93°0942 
Freeland. 
Heroin addiction in Britain; what 


Americans can learn from the English 
experience. New York, Harcourt Brace 


Jovanovich [1974] p. cm. ISBN 0-15- 
140098-9 Includes bibliographical 
references. [HV5822.H4J8] 74-11236 6.95 
1. Hercin habit. 2. Drug abuse—Great 
Britain. 3. Drug abuse—Treatment—Great 
Britain. T. Title. 

Prepared from C.I.P. 


GALBREAITH, Patricia. 362.4 
Hints for the handicapped. New York, 
Drake Fublishers [1974] p. cm. ISBN 0- 
87749-690-0 [HV 1568.G34] 74-6215 8.95 
1. Handicapped—Handbooks, manuals, etc. 
2. Rehabilitation. I. Title. 

Preparec from C.I.P. 


DAHL, Borghild 
Margarethe. ` 
I wanted to see, by Borghild Dahl. With a 
foreword by William L. Benedict. New 
York, Collier Books [1974] p. cm. ISBN 
0-02-002250-6 Autobiographical. 
[HV1792.D3A34 74-9851 2.95 
(pbk.). 
1. Blind—Personal narratives. I. Title. 
Prepared from C.I.P. 


KAYTOR, Evelyn. 362.4°3°0924 B 
Born to live; the inspiring story of Lyn 
Kaytor. Mountain View, Calif., Pacific 
Press Pub. Association [1974] 109 p. ports. 
22 cm. (A Destiny book, D-146) 
[RD796.K38K36] 74-78781 2.95 (pbk.). 

1. Kaytor, Lyn Maureen. 2. 
Handicapped—Personal narratives. I. Title. 


WILLIS, Jack. 362.4’3°0924 B 
But there are always miracles [by] Jack 
and Mary Willis. New York, Viking Press 
[1974] 181 p. 22 cm. ISBN 0-670-19757-2 
Autobiographical. [RD796.W5A32 1974] 
73-209456 6.95 

1. Paralysis—Personal narratives. I. Willis, 
Mary, [946- joint author. II. Title. 


362.4'1°0924 B 


1974] 


JORDAN, Bill. 362.5°0942 
Poor parents: social policy and the "cycle 
of deprivation”. London, Boston, 


Routledge & Kegan Paul, 1974. viii, 200 p. 
22 cm. ISBN 0-7100-7852-8 Includes 
bibliographical references. [HV700.G7J67 
1974] 74-77195 10.50 

1. Family social work—Great Britain. 2. 
Poor—Great Britain. 3. Public welfare— 
Great Britain. I. Title. 

Pbk. 5.25, ISBN 0-7100-7853-6. 


WILSON, Carol 
Green, 1892- 
Chinatown quest; one hundred years of 
Donaldina Cameron House, 1874-1974. 
Rev. ed. San Francisco, California 
Historical Sociéty [1974] xiv, 190 p. 23 
as oe -C2W5 1974] 74-78732 1.95 
pbk. 
1. Cameron, Donaldina MacKenzie, 1869- 
2. Chinese Presbyterian Girls’ Home, San 
Francisco. 3. Chinese in San Francisco. I. 
Title. 


362.7°32°0924 B 


LAWDER, Elizabeth A. 362.7733 
Five models of foster family group homes; 
a systematic view of foster care, by 
Elizabeth A. Lawder, Roberta G. Andrews, 
[and] Jon R. Parsons. New York, Child 
Welfare League of America [1974] 97 p. 
23 cm. ISBN 0-87868-122-1 Bibliography: 
p. 6-7. [HV875.L38] 74-75756 3°00 (pbk.) 
1. Foster. home care. I. Andrews, Roberta 
G., joint author. II. Parsons, Jon R., joint 
author. IIT. Title. 


STONE, Helen D. 362.733 
Creating a foster parent-agency handbook 
[by] Hzlen D. Stone [and] Jeanne M. 
Hunzeker. New, York, Foster Parent 
Project, Child Welfare League of America, 


‘ 
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1974. 48 p. 22 cm. ISBN 0-87868-123-X 
[HV875.S737] 74-81975 2.50 (pbk.) . t 
1. Foster home care—Handbooks, manuals, 
ete. I. Hunzeker, Jeanne M., joint author. 
Il; Title. HII. Title: Foster parent-agency. 


EVANGELAKIS, Miltiades 
G. 

A manual for residential and day treatment 

of children, by Miltiades G. Evangelakis. 

Springfield, Ill., Thomas [1974] xvii, 369 p. 

illas. 24 cm. ISBN 0-398-03118-5 Includes 


362.782 


bibliographical references. [RJ504.5.E9] 
74-714 14.50 
1. Child. psychiatry. 2. Child 


psychotherapy—Residential `treatment. T. 
Title. 

ISAACSON, Robert Lee, 362.7°8°3 

1928- 

Tae retarded child [by] Robert Isaacson. 
[1st ed.] Niles, IIl., Argus Communications 
[1974] xvii, 174 p. 19 cm. ISBN 0-913592- 
35-8 Bibliography: p. 172-174. 
[HV891.177} 73-94483 1.95 (pbk.) 

1. Mentally handicapped children. I. Title. 


ROBERTS, Nancy, 1924- 362.783 
David. Text by Nancy Roberts. Photos. by 
Bruce Roberts. [Rev. ed.] Richmond, John 
Kaox Press [1974] p. cm. Bibliography: p. 
[HQ773.7.R6 1974] 74-3710 3.95 (pbk.) 

1. Roberts, David Correll. 2. Mongolism— 
Personal narratives. I. Roberts, Bruce, 
1930- illus. II. Title. 

Prepared from C.I.P. 


NASON, Michael. 362.7°8'30924 B 
Tara [by] Michael and Donna Nason. 
Foreword by Robert H. Schuller. New 
York, Hawthorn Books [1974] xi, 160 p. 
illus. 22 cm. [RJ506.M4N37 1974] 73- 
21318 5.95 

i. Nason, Tara. 2.  Brain-damaged 
children—Personal narratives. I. Nason, 
Donna, joint author. If. Title. 


BECHTOLD, Sharon. 362.8°5 
Prevocational training for welfare 
recipients: an evaluation of joint programs 
administered by the Texas Rehabilitation 
Commission and the Texas Dept. of Public 
Welfare [by] Sharon Bechtold, Robert 
Campbell [and] Derrell DePasse. [Austin] 
University of Texas at Austin, 1974. vii, 85 
1. 28 cm. (Lyndon B. Johnson School of 
Pablic Affairs. Student independent 
research report) Bibliography: leaf 35. 
[HD7256.U6T392] 73-620250 2.50 (pbk.) 
1. Texas. Rehabilitation Commission. 2. 
Texas. State Dept. of Public Welfare. 3. 
Vocational’ _rehabilitation—Texas. L 
Campbell, Robert, 1949- joint author. I. 
DePasse, Derrell, joint author. II, Title. 
IV. Series. 


*SCHLOSSBERG, Harvey. 363.2019 
Psychologist with a gun, by Detective 
Harvey Schlossberg, and Lucy Freeman. 
New York, Coward, McCann & 
Geoghegan [1974] 222 p. 22 cm. ISBN 0- 
698-10598-2 [BF131] 73-93768 6.95 

l. Police psychology. 2. Psychology. ‘I. 
Freeman, Lucy, joint author. IT. Title. 


AGOSTA, Roy. 363.273 
Manual of basic police firearms 


instructions and safe handling practices. 
With a foreword by Jack Seitzinger. 
Springfield, Ill., Thomas [1974} xii, 101 p. 
illus. 25 cm. ISBN 0-398-03049-9 
[HV7936.E7A35] 73-17353 6.95 (pbk.). 

1. Firearms. 2. Police—Equipment and 
supplies. I. Title. 

Prepared from C.I.P. 
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MATTHEWS, Robert 
Archibald, 1903- 
How to recognize and handle abnormal 
people; a manual for the police officer, by 
Robert A. Matthews and Loyd W. 
Rowland. [Rev.] Arlington, Va., National 
Association for Mental Health [1974] vi, 
68 p. illus. 23 cm. [RC460.M3 1974] 74- 

177134 1.15 (pbk.) Š 

1. Mentally ill. 2. Police—Handbooks, 
manuals, etc. I. Rowland, Loyd W., 1902- 
joint author. II. Title. 


*GALLINA, Joseph. 363.3 
The dedicated man. New York, Vantage 
Press, [1974] 113 p. 21 cm. ISBN 0-533- 
01197-3 [HV8148.R5N6] 5.95 

1. Police--U.S. 2. Public relations—Police. 
I. Title. 


BEAN, Philip. 363.4'°5°0942 
The social control of drugs. New York, 
Wiley [1974] x, 198 p. 23 cm. ISBN 0- 
470-06090-5 (Law in society series) "A 
Halsted Press book.” Includes 
bibliographical references. [HV5840.G7B37 
1974] 74-1342 11.95 

1. Narcotics, Control of—Great Britain. 2. 
Drug abuse-—Great Britain. 3. Drugs— 


363.2°3 


Laws and legislation—Great Britain. I. - 


Title. 
ESZTERHAS, Joe. 363.4°5°0973 
Nark. [San Francisco, Straight Arrow 


Books; distributed by Simon and Schuster, 
1974] xiv, 199 p. 22 cm. ISBN 0-87932- 
051-6 [HV5825.E78] 72-88839 7.95 

1. Narcotics, Control of—United States. 2. 
Police-—-United States. I. Title. 


FUEL and the environment; 363.6 
conference proceedings, Congress Theatre, 
Eastbourne, 26-29 November 1973. Ann 
Arbor, Mich, Ann Arbor Science 
Publishers [1973, i.e.1974] 174 p. illus. 30 
cm. ISBN 0-250-40058-8 Conference 
organized by the Institute. of Fuel. Errata 
slip inserted. Includes bibliographical 
references. [TD195.M5F83 1973] 74- 
75704 18.50 

1. Mineral — industries—Environmental 
aspects—~Congresses. 2. Electric power- 
plants—-Ea vironmental aspects— 
Congresses. 3. Pollution—Congresses. I. 
Institute of Fuel, London. 


PREDICASTS, inc. 363.6 
Municipal sanitation systems. Senior 
research analyst: Warren W. Ware. 
Cleveland, 1974. iv, 89 1. 30 cm. (Its 


Special study 90) {HD4477. P74 1974] 74- 
175012 375.00 

1. Sewage disposal—United States. 2. 
Refuse and refuse disposal—United States. 
3. Water-supply—United States. I. Ware, 
Warren W. II. Title. ITI. Series. 


ADAMSON, Wendy 363.6°09774'9 
Wriston. 
Saving Lake Superior; a story of 
environmental action. Minneapolis, Dillon 
Press [1974] p. cm. ISBN 0-87518-083-3 
Bibliography: p. Traces the geologic and 
industrial history of Lake Superior, the 
pollution of the lake, and steps being taken 
to save it. [TD171.3.S9A3] 74-17351 5.95 


(lib. bdg.) 
Reserve Mining Company. 2. 
Environmental protection—Superior, 


Lake-—-Citizen participation. I. Title. 
Prepared from C.I.P. 


SUTHERLAND, Edwin Hardin, 
1883-1950. 

Criminology;[by] Edwin H. Sutherland and 

Donald R. Cressey. 9th ed. Philadelphia, 

Lippincott [1974] ix, 658 p. 26 cm. ISBN 

0-397-47187-4 A revision of the authors’ 
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364 


Principles of criminology, first published in’ 


1924 under title: Criminology, by E. H. 
Sutherland. Includes bibliographies. 
[HV6025.S83 1974] 74-8508 11.95 

i. Crime and criminais. I. Cressey, Donald 
Ray, 1919- joint author. If. Title. 

VETTER, Harold J., 


1925- 364 


Introduction to criminology. by Harold J., 


Vetter and Jack Wright, Jr. Springfield, Tl., 
Thomas [1974] xviii, 632 p. illus. 24 om. 
ISBN 0-398-03138-X Includes 
bibliographies. [HV6025.V47] 74-993 11.95 
l. Crime and criminals. 2. Law 
enforcement. I. Wright, Jack, 1933- joint 
author. II. Title. 


SCHUR, Edwin M. 

Victimless crimes; two 
controversy [by] Edwin M. Schur and 
Hugo Adam Bedau. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. cm. ISBN 0- 
13-941690-0 (A Spectrum book) Includes 
yay hai ane [HV6705.S385] 74-18255 

95 


364.1 


1. Crimes without victims. 2. Criminal iaw. 
I. Bedau, Hugo Adam. 

Prepared from C.I.P. Pbk. 2.45, ISBN 0- 
13-94 1682-X. 


MOORE, William 
Howard. 

The Kefauver Committee and the politics 
of crime, 1950-1952. Columbia, University 
of Missouri Press [1974] xii, 269 p. 23 cm. 
ISBN 0-8262-0145-8 Bibliography: p. [243] 
-259. [HV6791.M67] 72-93923 12.00 

1. United States. Congress. Senate. Special 
Committee to Investigate Organized Crime 


364.1°06°073 


in Interstate Commerce. 2. Organized 
crime—United States. I. Title. 
GOSCH, Martin A. 364.10924 B 


Thé last testament of Lucky Luciano [by] 
Martin A. Gosch [and] Richard Hammer. 
[lst ed.] Boston, Little,-Brown [1974] p. 
ISBN 0-316-32140-0 [HV6248.L92G67] 
74-12296 10.95 

1, Luciano, Charles. I. Hammer, Richard, 
Joint author. I]. Luciano, Charles. Ill. Title. 
Prepared from C.I.P. 


MESKIL, Paul, 1923- 364.1°092’4 B 
Cheesebox [by] Paul S. Meskil with Gerard 
M. Callahan. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. ISBN 0-13- 
125997- -9 [HV6248.C128M47] 14- 14604 
79 

1. Callahan, Gerard M., 1909- I. Callakan, 
Gerard M., 1909- joint author. II. Title. 
Prepared from C.I.P. 


GLICK, Rush G. 364.12 
Fraud investigation; fundamentals for 
police, by Rush G. Glick and Robert S. 
Newsom. With a foreword by C. Alen 
Graves. Springfield, Ill., Thomas [1974] xi, 
336 p. illus. 24 cm. ISBN 0-398-03070-7 
[HY8079.F7G57] 73-20368 12.75 

1. Fraud investigation. I. Newsom, Robert 
S., joint author. II. Title. 


NIXON, Richard 
Milhous, 1913- 
The poetry of Richard Milhous Nixon. 
Compiled by Jack S. Margolis. Los 
Angeles, Cliff House Books; [distributed by 
Price/Stern/Sloan Publishers, 1974] 1 v. 
(unpaged) 18 cm. ISBN 0-8431-0353-0 
Excerpts from the Watergate transcripts 
(Submission of recorded Presidential 
conversations to the Committee on the 
Judiciary of the House of Representatives). 
[E860.N56] 74-177132 1.00 pbk.) 
1. Watergate Affair, 1972- —Anecdotes, 
aoe satire, etc. L Margolis, Jack S. IT. 
ttle 


364.1°32'0973 


. 


sides of a 
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WISE, Helen D. 364.1°32°0973 
What do we tell the children? Watergate 
and the future of our country [by] Helen 
D. ua New York, G. Braziller [1974] xi, 
116 p 22 cm. ISBN 0-8076-0768-1 
[E860.W56 1974] 74-82445 6.95 

i. Watergate Affair, 1972- I. Title. : 


PHILLIPSON, David. 364.1°33 
Smuggling; a history, 1700-1970. Newton 
Abbot, David & Charles [1973] 155 p. 
illus. 22 cm. ISBN  0-7153-6087-6 
Bibliography: p. 149-150. [HJ6897.P47} 
73-178423 

1. Smuggling—Great Britain—History. 1. 
Title. | 


_ Dist. by David & Charles, Vt., 8.95 


MCCONNELL, William John, 364.1°5 
1839-1925. 
Frontier law; a story of vigilante days, by 
William J. McConnell in collaboration’ with 
Howard R. Driggs. Hlustrated with 
drawings by Herbert M. Stoops. [New pref. 
by Thomas J. Ward] Yonkers-on-Hudson, 
N.Y., World Book Co., 1924. [New York, 
AMS Press, 1974] p. cm. ISBN 0-404- 
09177-6 (Reprint of the ed; published in 
series: Pioneer life series.) (Foundations of 
criminal justice) [F594.M13 1974] 78- 
156027 16.00 
1. Frontier and pioneer life~The West. 2. 
Vigilance committees. 3. Crime and 
criminals—The West. I. Driggs, Howard 
Roscoe, 1873- joint author. Il. Title. HI. 
Series. IV. Series: Pioneer life series. 
Prepared from C.I.P. 


APPLETON, 
Arthur. 

Mary Ann Cotton; her story and trial. 

London, Joseph [1973] 154 p. illus. 23 cin. 

ISBN 0-7181-1184-2 Bibliography: p. 147- 

149. [HV6248.C676A6] 74-174886 

1. Cotton, Mary Ann, 1832-1873. 2. 

Poisoning—Durham, Eng. (County)—~Case 

studies. 

Distributed by Transatlantic Arts; 9.50. 


KWITNY, 364.1'523’0924 B 
Jonathan. 

The Mullendore murder Case. New York, 

Farrar, Straus, and Giroux [1974] p. cm. 

[HV6533.06K84 1974] 74-14652 7.95 

1. Mullendore, E. C, 1937-1970. 2. | 

Murder—Oklahoma—Case studfes. 7. Title. 

Prepared from C.I.P. 


LOUDERBACK, Lew, 
1930- 

He only robbed banks; the life and times 

of John Dillinger. New Rochelle, N.Y., 

Arlington House [1974] p. cm. ISBN 0- 

87000-192-2 [HV6248.D5L68] 74- 11384 

12.95 

1. Dillinger, John, 1903-1934. I. Title. 

Prepared from C.I.P. 


JENNINGS, James S. 364.1'63 B 
Two shades of red [by] James S. Jennings. 
Nashville, Broadman Press '[1974] 160. p. 
illus. 19 cm. ISBN  0-8054-7211-8 
Autobiographical. [HV6248.J44A33] 74- 
75673 1.95 (pbk.) 

1. Jennings, James S. 2. Forgery. I. Title. 


HARDY, Richard E. 364.36 
Problems of adolescents; social and 
psychological approaches [hy] Richard E. 
Hardy [and] John G. Cuil. Springfield, IIL, 
Thomas [1974] p. cm. ISBN 0-398-03163- 
0 (American lecture series, no. 956. A 
monograph in the Bannerstone division of 
American lectures in social and 
rehabilitation psychology) 
[HV 9069.H3168] 74-3232 

i. Juvenile delinquency. 2. Drugs and 


` 364,1°523°0924 B 


364.1°5230924 B 
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` criminal 


youth. 3. Social work with youth.. I. -Cull, 
John G., joint author. IT. Title. 
Prepared from C.I.P. 


BACON, Corinne, 1865-1944, 
comp. 
Prison reform. Together with a discussion 
of the prison of the future, by Thomas 
Mott Osborne. [New pref. by Henry 
Burns, Jr.] New York, H. W. Wilson, 
1917. [New York, AMS Press, 1974] p. 
em. ISBN 0-404-09147-4 (Foundations of 
justice) Reprint of the ed. 
published in series: The hand book series. 
Bibliography: p. [HV8982.B2 1974] 70- 
38659 22.50 
i Prisons—United States. 2. 
Reformatories--United States. I. Osborne, 
Thomas Mott, 1859-1926. I, Title. IT. 
Series. 
Prepared from CLP. 


MORRIS, Ed, 1932- 365°.6°0924 B 
Born to lose. New York, Mason & 
Lipscomb [1974] p. cm. ISBN 0-88405- 
090-4 [HV28.M68A34] 74-12021 7.95 

1. Morris, Ed, 1932- I. Title. 

Prepared from C.I.P. 


SOBELL, Morton. 365’.6°0924 [B 
On doing time. New York, Scribner [1974 
x, 525 p. illus. 24 cm. ISBN 0-684-13938-3 
Autobiographical. [HV9468.S7] 74-11203 
10.95 

1. Political prisoners—United States— 


365 


Personal narratives. 2. Espionage—United | 


States. I. Sobell, Morton. IL. Title. 


BUCKLEY, Marie. 365’.66 
Breaking into prison; a guide to volunteer 
action. Boston, Beacon Press [1974] p. 
cm. ISBN 0-8070-0876- i Bibliography: p. 
([HV9304.B83] 74-206 7.9 
4. Volunteer workers 
United States. I. Title. 
Prepared from C.I.P. 


SMITH, Joan, 1935- 365'.973 
The uses of the American prison; political 
theory and penal practice [by] Joan Smith 
[and] William Fried. Lexington, Mass., 
Lexington Books [1974] xvii, 160 p. 23 
em. ISBN 0-669-92775-9 Bibliography: p. 
147-153. [HV9471.863} 74-294 16.00 

1. Prisons--United States. 2. Rehabilitation 
of criminals—-United States. 3. Prison 
psychology. I. Fried, William, joint author. 
II. Title. 


a corrections— 


TANNENBAUM, Frank, 1893- 365’.973 


Wall shadows. New pref. by William J. 
Mathias. New York, AMS Press {1974, 
c1922} p. cm. ISBN 0-404-09183-0 
(Foundations of criminal justice} Reprint of 
the ed. published by Putnam, New York. 
[HV9469.T18 1974] 70-156033 12.50 

ł. Prisons—United States. 2. Crime and 


criminals-—-United States. I Title. I. 
Series. 

Prepared from C.I.P. 

MERKLIN, Lewis. 365°.9794°91 


They chose honor; the problem of 
conscience in custody, by Lewis Merklin, 
Jr. [lst ed.] New York, Harper & Row 
[1974] p ecm. ISBN 0-06-012939-5 
[HV6089.M3 1974] 74-5794 8.95 

l. Federal Correctional Institution, 
Lompoc, Calif 2, Prison psychology. 3. 
Vietnamese Conflict 1961- —Conscientious 
objectors. I. Title. 

Prepared from C.I.P. 


SHAPIRO, Howard. 368’.0092’4 
How to keep them honest; Herbert 
Denenberg on spotting professional 
phonies. Emmaus, Pa., Rodale Press, Book 


- Division [ 
. 084-5 [HC1.10.C63843] 74-14815 7.95 


; 
1974] +p. cm. ISBN 0-87857- 
1. Denenberg, Herbert S. 2. Consumer 
protection—United States. 3. Professions— 
United States. 4. Consumer education— 
United States. I. Title. 

Prepared from C.I.P. 


COOPER, Robert 
Wayne, 1943- 
Investment return and property-liability 
insurance ratemaking [by] Robert W. 
Cooper. Homewood, Ill., Published for the 
S. S. Huebner Foundation for Insurance 
Education by R. D. Irwin [1974] xxii, 144 
p. 23 om. ISBN 0-256-01605-4 (S. S. 
Huebner Foundation for Insurance 
Education. Studies) Based on the author’s 
thesis, University of Pennsylvania, 1972. 
Bibliography: p. 133-139. [HG8078.C66 
1974] 74-75091 7.50 (pbk.). 

1, Insurance companies—Investments. 2. 
Insurance, Property—Rates and tables. I. 
Title. II. Series: Huebner Foundation for 
Insurance Education. Studies. 


BRYDEN, Kenneth. 368.4’3’00971 
Old age pensions and policy-making in 
Canada Montreal, McGill-Queen’s 
University Press, 1974. x, 264 p. 24 cm. 
ISBN  0-7735-0206-8 (Canadian public 
administration series) Includes 
bibliographical references. 
[HD7106:C2B78] 74-75972 12.00 

1. Old age pensions—Canada—History. I. 
Title. Ii. Series. 

Distributed by McGill Queens University, 
New York. 


AMERICAN Enterprise 368.4°4°00973 
Institute for Public Policy Research. 

Unemployment compensation: proposed 
permanent changes. Washington [1974] ii, 
63 p. 28 cm. ISBN 0-8447-0163-7 (its 
Legislative analysis, 93rd Congress, no. 16) 
Cover title. . Includes bibliographical 
references. [HD7096.USA666 1974] 74- 
180438 2.00 (pbk.) 

i. Insurance, Unemployment—United 
States. I. Title. If. Series. 


368.1°01 10973 


Education 370-379 


FROEBEL, Friedrich Wilhelm 
August, 1782-1852. 

The education of man. Translated from the 
German and annotated by W. N. 
Hailmann. Clifton [N.J.] A. M. Kelley, 
1974. p. cm. ISBN 0-678-00764-0 Reprint 
of the 1900 ed. published by Appleton, 
New York, in series: International 
education series. [LB1153.H15 1974] 73- 
21967 13.50 

1. Education. I, Title. 

Prepared from C.I.P. 


370 


CASS, Walter J. 370.1 
A primer in philosophy of education: 
philosophies of education in historical 
perspective [by] Walter J. Cass. Dubuque, 
Iowa, Kendall/Hunt Pub. Co. [1974] xi, 
107 p. 23 cm. ISBN  0-8403-0925-2 
Bibliography: p. 105-107. [LA21.C28] 74- 
77786 4.25 (pbk.) 

1. Education—Philosophy—History. I. 
Title. 


PESTALOZZI, Johann 


370.1 

Heinrich, 1746-1827. 
- Pestalozzi. [Edited] by Lewis Flint 
Anderson. Westport, Conn., Greenwood 


Press [1974] p. cm. ISBN 0-8371-7046-X 
Reprint of the 1931 ed. published by 
McGraw-Hill, New York, in series: 
McGraw-Hill education classics. [LB623 
1974] 73-10877 13.75 - 


300 SOCIAL SCIENCE 


1. Education of children. 2. Education— 
Philosophy. I. Anderson, Lewis Flint, . 
1866-1932, ed. IT. Series: McGraw-Hill 
education classics. 

Prepared from C.I.P. 


CRAIG, Robert P., comp. 370.1°08 
Issues in philosophy and education, edited 
by Robert P. Craig. New York, MSS 
Information. Corp. [1974] 128 p. 23 cm. 
ISBN 0-8422-0372-9 Includes 
bibliographical references. [LB41.C92] 73- 
18440 3.75 (pbk.). 

{; Education—Philosophy—Addresses, 
essays, lectures, I. Title. 

Contents omitted. 


HARRINGTON, Jack, 1918- 370.11 
Aims of education: early twentieth century. 
New York, MSS Information Corp. [1974] 
297 p. 23 cm. ISBN 0-8422-5176-6 
Bibliography: p. 283-289. [LB41.H3 1974] 
74-7167 13.00 

1. Education—Aims and objectives. 2. 
Education—Philosophy. I. Title. 

Pbk. 7.50, ISBN 0-8422-0419-9. 


DAVENPORT, Lawrence. 370.1173 
Minorities and career education [by] 
Lawrence Davenport and Reginald Petty. 
[Columbus? Ohio] ECCA Publications 
(1974, c1973] vi, 123 p. 23 cm. Includes 
bibliographical references. [LC1045.D36 
1974] 74-168319 4.95 

I. Vocational education—United States— 
Addresses, essays, lectures. I. Petty, 
Reginald, joint author. Il. Title. 
Available from ECCA Publications: 1629 
K Street, Suite 520, Washington, D.C. 
20006. 


DEVORE, Jack B. 370.11°3 
The methodology of mass production in 
career education; a system for successful 
teaching [by] Jack B. De Vore, Jr., and 
John A. Rolloff. Foreword by Forest L. 
Penny. [Ist ed.] Jericho, N.Y., Exposition 
Press [1974] ix, 67 p. illus. 22 cm. ISBN 0- 
682-47929-2 (An  Exposition-university 
book) [LC1044.D48] 74-76023 5.00 

I. Vocational education. 2. Vocational 
guidance. I. Rolloff, John A., joint author. 
H. Title. 


LEDERER, Muriel. 370.11°3 
The guide to career education. [New York] 
Quadrangle/New York Times Book Co. 
[1974] xiv, 401 p. illus. 24 cm. ISBN 0- 
eee (LC1044.L42 1974] 73-90169 


7. Vocational education. 2. Vocational 
guidance. I, Title. 


MARLAND, Sidney Percy. 370.1173 
Career education; a proposal for reform, by 
Sidney P. Marland, Jr. New York, 
McGraw-Hill [1974] . ISBN 0-07- 
040454-2 [LC1045.M28] 74-11044 7.95 

1. Vocational education—United States. I. 
Title. 

Prepared from C.I.P. 


SUGARMAN, Michael N., 
comp. 

Vocational education for youth and adults. 

Edited by Michael N. Sugarman and 

Albert J. Pautler, New York, MSS 

Information Corp. [1974] p. cm. ISBN 0- 

8422-0459-8 [LC1044.S93] 74-16279 3.75 

(pbk.). 

L Vocational education—Addresses, 

essays, lectures. I. Pautler, Albert J., joint 

comp. IT. Title. 

Prepared from C.I.P. 


WOODRUFF, Asahel Davis, 
1904- 
The psychology of teaching, by Asahel D. 


370.11°3 


370.15 
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Woodruff. Westport, Conn., Greenwood 
Press [1974, c1951] p. cm. ISBN 0-8371- 
5241-0 Reprint of the ed. published by 
Longmans, Green, New York. Includes 
bibliographies. [LB1051.W72 1974] 73- 
136091 21.75 

1. Educational psychology. I. Title. 
Prepared from C.I.P. 


MIKULAS, William L. 370.15°2 
Concepts in learning [by] William L. 
Mikulas. Philadelphia, Saunders, 1974. ix, 
239 p 24 cm. ISBN  07216-6327-3 
Bibliography: p. 215-228. [LB1051.M485] 
5.50 (pbk.) 

1, Learning, Psychology o£ I. Title. 


ERICKSEN, Stanford 
Clark, 1911- 
Motivation for learning; a guide for the 
teacher of the young adult [by] Stanford C. 
Ericksen. Ann Arbor, University of 
Michigan Press [1974] ix, 259 p. 22 cm. 
ISBN 0-472-08313-9 Bibliography: p. 245- 
254. [LB1065.E74 1974] 73-90885 9.50 
1. Motivation in education. I. Title. 


CLIGNET, Remi. 370.19°3 
Liberty and equality in the ee 
process: a comparative sociolog 
education. New York, Wiley [1974 xi 
418 p. 23 cm. ISBN 0-471-16057-1 "A 
Wiley-Interscience publication.” Includes 
bibliographical references. [LC191.C54] 74- 
9737 14.95 

1, Educational sociology. 2. Education— 


370.15°4 


Economic aspects. 3. Educational 
equalization. I. Title. 
FISHMAN, Sterling, comp. 370.19°3 


Teacher, student, and society; perspectives 
on education. Edited by Sterling Fishman, 
Andreas M. Kazamias [and] Herbert M. 
Kliebard. Boston, Little, Brown [1974] xii, 
A 23 cm. [LC191.F53] 73-16693 5.95 
pbk.). 

l. Educational sociology-—-Addresses, 
essays, lectures. I. Kazamias, Andreas M., 
joint comp. If. Kliebard, Herbert M., joint 
comp. II. Title. 


WEBER, Bruce. 370.207 
The funniest moments in school. Ilustrated 
by Kevin Callahan. New York, M. Evan; 
[distributed by Lippincott, Philadelphia, 
1974] 125 p. illus. 22 cm. ISBN 0-87131- 
134-8 [LA23.W42] 73-88721 4.95 

1. Education—Anecdotes, facetiae, satire, 
ete. I. Title. 


RESEARCH Conference in 370°.78 
Instructional Systems Technology, 5th, 
Indiana University, 1973. 

Research in diffusion of educational 

innovations: a report with an agenda. Alice 

R. Jwaideh fand] H. S. Bhola, guest 

editors. Bloomington, School of Education, 

Indiana University [1974] iv, 114 p. 23 cm. 

(Viewpoints, v. 50, no. 3) "Sponsored by 

the Division of Instructional Systems 

Technology of the School of Education 

and by the Audio-Visual Center of Indiana 

University.” Includes bibliographies. 

[LB1027.R44 1973] 74-177308 1.75 (pbk.). 

i. Educational innovations—Congresses. 2. 

Educational —_ research—Congresses. l 

Jwaideh, Alice Reid, ed. Il. Bhola, H. S., 

ed. III, Indiana. University. Division of 

Instructional Systems Technology. 1V. 

Indiana. University. Audio-Visual Center. 

V. Title. VL Series: Viewpoints 

(Bloomington, Ind.), v. 50, no. 3. 


GRAVES, Frank Pierrepont, 
1869-1943. 

A history of education in modern times. 

New York, Gordon Press [1974, c1913] p. 

cm. ISBN 0-87968-165-9 Reprint of the 


42 


370°.9 


1920 ed. published by Macmillan, New 


York. Includes bibliographies. [LA91.G8 
1974] 74-13126 29.95 (lib. beg.) 

1, Education—History. I. Titie. 

Prepared from C.I.P. 

POLLARD, Hugh M. 370°.9 


Pioneers of popular educaticn, 1760-1850, 
by Hugh M. Pollard. Westport, Conn., 
Greenwood Press [1974] p- cm. ISBN 0- 
8371-5871-0 Reprint of the 1956 ed. 
published by J. Murray, London. 
Bibliography: p. [LA123.P6 1974] 73- 
20922 13.75 

1. Education—History. I. Tite. 

Prepared from C.I.P. 


GRAVES, Frank 
Pierrepont, 1869-1943. 
A history of education before the Middle 
Ages. New York, Gordon Press [1974, 
c1909]} p. cm. ISBN  0-87968-163-7 
Continued by the author’s A history of 
education during the Middle Ages. Reprint 
of the 1925 ed. published ty Macmillan, 
New York. Includes bibliographies. 
[LA31.G7 1974] 74-12485 25.95 (lib. bdg.) 
1. Education, Ancient. I. Title. 
Prepared from C.I.P. 


GRAVES, Frank 
Pierrepont, 1869-1943. 
A history of education durirg the Middle 
Ages and the transition to modern times. 
New York, Gordon Press [1974, c1910] p. 
ISBN 0-87968-164-0 Continuation of the 
author's A history of education before the 
Middle Ages. Reprint of the 1925 ed. 
published by Macmillan, New York. 
Includes bibliographies. [LA96.G7 1974] 
74-12486 29.95 (lib. bdg.) 
1. Education, Medieval. [. Title. 
Prepared from C.I.P. 


KROESKAMP, Hendrik. 371°.009598 
Early schoolmasters in a developing 
country; a history of experiments in school 
education in 19th century Indonesia [by] 
H. Kroeskamp. Assen, Van Gorcum, 1974. 
xx, 497 p. 25 cm. ISBN 9-02-321093-X 
Bibliography: p. [473]-481. [LA1271.K76] 
74-176942 

1. Edugation—Indonesia—History. 2. 
Teachers ‘colleges—Indonesie—History. I. 
Title. 

Distributed by International Publications 
Service; 17.50. 


STAINBACK, Susan Bray. 371.1702 
Classroom discipline; a positive approach, 
by Susan Bray Stainback and William 
Clarence Stainback. Springfield, Il., 
Thomas [1974] xiv, 163 p. 23 cm. ISBN 0- 
398-02814-1 Includes bibliographies. 
[LB301 1.582] 73-208 5.50 

1. Classroom management. I. Stainback, 
William C., joint author. II. Title. 


Oey ER, Elizabeth 371.133°05 


370.901 


370.902 


enini for certification: 
counselors, librarians, 
elementary schools, 

junior colleges. 

The 39th ed. for 1974-75 is now available 
from the Univ. of Chicago Pr., Chicago, 
for 10.50. ISBN 0-226-90457-1. L.C. 
card no.: A43-1905. 


EPSTEIN, Benjamin. 371.2012 
Principais: an organized force for 
leadership. Reston, Va, National 
Association of Secondary School Principals 
[1974] viii, 40 p. 20 cm. ISBN 0-88210- 
052-1 [LB2831.92.U6E67] 74-177317 2.00 
(pbk.) 

1. School superintendents and principais— 
United States. 2. Collective bargaining— 


teachers, 
administrators for 
secondary schools, 


~ "AMERICAN BOOK PUBLISHING RECORD 


Teachers—United States. F 


National 
Association of Secondary School 
Principals. Il, Title. 
NEWMAN, Ruth G. 371.2°5 


Groups in schools, by Ruth G. Newman. 

New York, Simon and Schuster [1974] 286 
. 22 cm. ISBN 0-671-21698-8 

Bibliography: p. 285-286. [LB1032.N48] 

73-22780 8.95 

1. Group work in education. L Title. 


LEWIS, D. G. 371.2°6 
Assessment in education [by] D. G. Lewis. 
New York, Wiley [1974] p. cm. ISBN 0- 
470-53197-5 ”A Halsted Press book.” 
Includes bibliographical references. 
([LB3051.L463] 74-18493 12.50 

1. Educational tests and measurements. I. 
Title. 

Prepared from C.I.P. 


NATIONAL Foundation 371.2°64'0942 
for Educational Research in England and 
Wales. School to University Research 
Unit. 

The prediction of academic success [by] 

NFER School to University Research Unit: 

B. H. L. Choppin [and others. Slough, 

Eng.] NFER Pub. Co. [1974, c1972] 70 p. 

22 cm. ISBN 0-85633-020-5 Bibliography: 

p. 70. [LB2350.N37 1973] 74-175221 

1. Prediction of scholastic success. F 

Choppin, B. H. L. I. Title. 

Distributed by Fernhill House, 3.50 (pbk.). 


GIBBS, G. I. 371.3°078 
Handbook of games and simulation 
exercises, Edited by G. I. Gibbs. Beverly 
Hills, Sage Publications [1974] x, 226 p. 22 


cm. ISBN 0-8039-0333-2 Includes 
bibliographies. [QA269.G48 1974b] 73- 
88425 12.00 


1. Game theory. 2. Simulation methods. 3. 
Games—Catalogs. I. Title. 


*BROWN, James Wilson, 
1913-, comp. 

Educational media yearbook, 1974, edited 

by James W. Brown. New York, R. R. 

Bowker [1974] xiii, 524 p. 24 cm. ISBN 0- 

8352-0739-0. [LB1043] 73-4891 19.95 

1. Audio-visual education. I. Title. 


ROMISZOWSKI, A. J. 371.33 
The selection and use of instructional 
media [by] A. J. Romiszowski. New York, 
Wiley [1974] 350 p. illus. 23 cm. ISBN 0- 
470-73290-3 "A Halsted Press book.” 
Includes bibliographies. [LB1043.R64] 74- 
2120 15.00 

1. Audio-visual education. 2. Audio-visual 
materials. I, Title. 


371.33 


BLANCHARD, Howard Lawrence. 371.4 
Organization and administration of pupil 
personnel services, by Howard L. 
Blanchard. Springfield, Ill., Thomas [1974] 
xii, 153 p. illus. 24 cm. ISBN 0-398-03142- 
8 [LB1027.5.B52}] 74-960 7.95 


1. Personnel service in  education— 
Administration. I. Title. 
HILL, George E. 371.4 


Management and improvement of guidance 
[by] George E. Hill. 2d ed. Englewood 
Cliffs, N.J., Prentice-Hall [1974] xiv, 608 
p. 24 cm. ISBN 0-13-548453-7 Includes 
bibliographies. [LB1027.5.H55 1974] 73- 
2823 12.95 

1. Personnel service in education. I Title. 


WOOD, James L., 1941- 371.871 
The sources of American student activism 
[by] James L. Wood. Lexington, Mass., 
Lexington Books [1974] p. cm. ISBN 0- 
669-92478-4 Bibliography: p. [LA229.W66] 
73-23020 15.00 


NOVEMBER 30,1974 


1. Student movements—United States— 
History. I. Title. 
Prepared from C.I.P. 


GRAUBARD, Paul S. 371.9 
Classrooms that work; behavior analysis in 
the schools [by] Paul Graubard and Harry 
Rosenberg. New York, Dutton [1974] 
em. "A Sunrise book.” [LC3965.G75] 74- 
4157 7.95 

1. Exceptional children—Education. I. 


Rosenberg, Harry Ewing, 1932- joint 
author. IT. Title. 

Prepared from C.I.P. 

URBAN, Stanley J., comp. 371.9 


The special needs student in vocational 
education; selected readings. Edited by 
Stanley J. Urban [and] Thomas Tsuji. New 
York, MSS Information Corp. [1974] 286 
p. illus. 23 cm. ISBN 0-8422-5155-3 
Includes bibliographies. [LC3976.U72 
1974] 74-3109 14.00 

i. Exceptional children Vocational 
-education—Addresses, essays, lectures. I. 
Tsuji, Thomas, joint comp. IT. Title. 

Pbk. 7.50, ISBN 0-8422-0378-8. 


DAPPER, Gloria. 371.90973 
Educating children with speçial needs; 
current trends in school policies & 
programs. [Arlington, Va.] National School 
Public Relations [1974] 64 p. 28 cm. 
(Education U.S.A. special report) 
“Developed by the Education U.S.A. 
special reports staff.” [LC4031.D36] 74- 
79227 6.75 (pbk.). 

1. Handicapped children—Education— 
United States. I. Education U.S.A. T. 
Title. III. Series. 


OWEN, Jacquelyn Ann. 371.926 
Classroom activities for motivating under- 
achieving children. New York, Center for 
Applied Research in Education [1974] 63 
p. illus. 23 cm. ISBN 0-87628-204-4 
(Classroom activities for helping children 
with special needs) Bibliography: p. 61-62. 
[LC4661.093] 74-4079 3.95 (pbk.). 

1. Slow learning children. 2. Activity 
Programs in education. I. Title. IT. Series. 


LAMBERT, Nadine M. 371.9°282 
The educationally retarded child; 
comprehensive assessment and planning for 
slow learners and the educable mentally 
„retarded [by] Nadine M. Lambert, 
Margaret R. Wilcox [and] W. Preston 
Gleason. New York, Grune & Stratton 
[1974] xiii, 197 p. illus. 23 cm. ISBN 0- 
8089-0836-7 Includes bibliographical 
references. [LC4661.L26] 74-5099 9.75 

I. Mentally handicapped  children— 
Education. 2. Educational tests and 
measurements. I. Wilcox, Margaret R., 
joint author. If, Gleason, Warren Preston, 
1929- joint author. TH. Title. 


CLEGG, Alexander 
Bradshaw, Sir, 1904- 
Children in distress [by] Alec Clegg and 
Barbara Megson. 2nd. ed. London, Penguin 
Education, 1973. 176 p. 19 cm. ISBN 0- 
14-080036-0 (Penguin education specials) 
(HQ773.C55 1973] 74-179318 
1. Problem children. 2. School social work. 
I. Megson, Barbara, joint author. IT. Title. 
Distributed by, Penguin, Baltimore, Md., 
2.65 (pbk.). 


BRIDGES,, Sydney. 371.95 
Problems of the gifted child: TQ- ae [oy] 

_ Sydney Bridges. Foreword by R. J. O. 
Meyer. New York, Crane, Russak [1974, 
e1973] 160 p. 23 cm. ISBN 0-8448-0265-4 
Bibliography: p. 155-157. [LC3993.B68 
1973b} 73-91876 8.50 


371.940942 


1. Gifted children—Education. 2. 


Gifted 
children. I. Title. 
TEMPEST, N. R. 371.9°5’0942 


Teaching clever children, 7-11 [by] N. R. 
Tempest. London, Boston, Routledge and 
X. Paul, 1974. vii, 111 p. 22 cm. ISBN 0- 
7100-7805-6 Includes index. Bibliography: 
>. [104-107. [LC3997.G7T45] 73-91039 
7.95 

dl. Gisted 
Britain. I. Title. 
Pbk. 3.95; ISBN 0-7100-7806-4. 


TOLLEFSON, Arthur Leroy. 371.9°67 
New approaches to college student 
development [by] Arthur L. Tollefson. 
New York, Behavioral Publications [1974] 
>. cm. ISBN 0-87705-173-9 Bibliography: 
>. [LC4091.T64] 74-3392 9.95 

1. Sozially handicapped children— 
Education (Higher)—United States. 2. 
College students—United States, I. Title. 
«Prepared from C.I.P. 


ESCOBEDO, Arturo 
E 


children—Education—Great 


371.9°7°6872073 


Chicano counselor [by] Arturo E. 
Escobedo. [Lubbock, . Tex., Trucha 
Publications, 1974] viii, 211 p. illus. 23 cm. 
ISBN 0-912878-04-5 English or Spanish. 
“LB1027.5.E82] 73-88575 6.50 (pbk.) 

1. Escobedo, Arturo E. 2. Personnel 


‘service in education. 3. Mexican 
Americans—Education. 4. _ Mexican 
American children. I. Title. 

Publishers address: P.O. box 5223, 
Lubbock, Tex. 79417. 

AMERICAN Indian 371.9°7°97 
sducation. Edited by R. Merwin Deever 
“and cthers}] Tempe, Arizona State 


University, 1974. xiii, 224 p. illus. 23 cm. 
Zonsists mainly of articles originally 
>ublished in the Journal of American 
Indian education. Includes bibliographical 
Bera [E97.A43] 74-12359 8.00; 1.25 
“pbk 


1. Indians of North America—Education— . 


Addresses, essays, lectures. I. Deever, R. 
Merwin, 1915- ed. I]. Journal of American 
dndian education. 


VAIRO, Philip D., 
comp. 

Learning and teaching in the elementary 
school, by Philip D. Vairo and Robert J. 
Xrajewski. Metuchen, N.J., Scarecrow 
Press, 1974. viii, 178 p. 23 cm. ISBN 0- 
3108-0754-5 Includes bibliographical 
~eferences. [LB1569.V34] 74-8706 6.00 

d. Education, Elementary—United States— 
Addresses, essays, lectures. 2. Education, 
Urban—United States—Addresses, ESSAYS, 
tectures. I. Krajewski, Robert J, joint 
zomp. Ii. Title. 


3ARTH, Roland S. 372.13 
Open education and the American school, 
>y Roland S. Barth. Foreword by Joseph 
Featherstone. New York, Schocken Books 
“1974, c1972] xx, 300 p. 21 cm. ISBN 0- 
3052-0457-1 Reprint of the ed. published 
ay Agathon : Press, New York. 
Bibliography: p. 236-288. [LB102S.06B37 
1974] 74-9869 3.95 (pbk.}) 

A Open plan schools—United States. I. 

Ttle. 


372. 1°02 


STAFFORD, William B. 372.1°4°046 
Schools without counselors; guidance 
>ractices for teachers [by] William B. 
Stafford. Chicago, Nelson-Hall Co. [1974] 
ai, 215 p. 23 cm. ISBN 0-911012-52-4 
“Professional/technical series) 
Bibliogrephy: p. 195-206. [LB1027.5.87] 
73-90567 9.95 > 
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i. Teacher participation 
service. I. Title. 


in personnel 


BUTLER, Annie Louise, 
1920- 

Early childhood education: planning and 

administering programs [by] Annie L. 

Butler. New York, Van Nostrand [1974] 

x, 240 p. illus. 21 em. ne 0-442-20897- 

Bibliography: p. 207-219. 

L282) 7. B37] 74-7570 4.95 (pbk.) 

i Nursery schools—Administration. I. 
itle. 


372.21 


FLETCHER, Margaret 
Isabel, 1897-- 

The adult and the nursery school child. 

With forward by W. E. Blatz, illustrated by 

Marjorie Wilson.. 2nd ed. [Toronto] Univ 

of Toronto Pr. 1974 96 p. illus. 23 cm. 

ISBN 0-8020-2167-0 Bibliography: Pe 93- 

96. [LB1140.F55] 6.50 

1. Nursery schools I. Title. 

L.C. card no. for original ed.: 


372.216 


59-4886. 


KROWN, Sylvia. 372.21°6'095694 
Threes and fours go to school. [By] Sylvia 
Krown. With the collaboration of Miriam 
Many. Englewood Cliffs, N.J., Prentice- 
Hall [1975, c1974] xx, 232 p. illus. 24 cm. 
ISBN 0-13-920322-2 (Prentice-Hall series 
in early childhood) Bibliography: p. 227- 
232. [LB1140.2.K76] 74-12321 8.95 

L Nursery schools—Israel. 2 
Compensatory education—Israel. I. Many, 
Miriam, joint author. I. Title. 


BLOUGH, Glenn 
Orlando. 
Elementary school science and how to 
teach it [by] Glenn O. Blough [and] Julius 
Schwartz. Sth ed. New York, Holt, 
Rinehart and Winston [1974] xi, 753 p. 
illus. 25 cm. ISBN  0-03-091539-2 
Bibliography: p. 713-741. [LB1585.3.B55 
1974] 73-5202 11.95 

j Science—Study and teaching 
(Elementary) I. Schwartz, Julius, 1907- 
Joint author. I. Title. 


AUSTIN Association for 372.3°57 
the Education of Young Children. 

Ideas for teaching with nature. 
Washington, NAEYC [1973, i.e.1974] 59 
p. illus. 23 cm. Issued in case with the 
author’s Ideas for administrators, Ideas for 
creative curriculum, Ideas for learning 
environments, and its Ideas for teacher 
planning. [LB1532.A87 1973] 74-156274 
5.75 (set.). 

I. Nature study. I. Title. 


SCHONELL, Fred Joyce, Sir. 372.4 
The psychology and teaching of reading. 
5th ed. [by] Fred J. Schonell and Elizabeth 
Goodacre. Edinburgh, Oliver & Boyd, 
1974. xi, 233 p. illus: 22 cm. ISBN 0-05- 
002612-7 Label mounted on tp- 
Distributed in the U.S.A. by Longman, 
New York, N.Y. Includes index. 
Bibliography: p. 225-230. [LB1525.535 
1974] 74-177120 6.00 (pbk.) 

I. Reading (Elementary) I. Goodacre, 
Elizabeth Jane, joint author. Il. Title. 


MURPHY, Donald F. 373.59 
Student structures: moving toward student 
government [by Donald F. Murphy] 
Reston, Va., National Association of 
Secondary School Principals [1974] vii, 77 
p. illus. 25 cm. ISBN 0-88210-055-6 
[LB3092.M87] 74-180272 3.00 (pbk.). 

‘1. Self-government (in education) I. Title. 


COMMISSION of Inquiry 
into High School Journalism. 

Captive voices; the report. Prepared by 

Jack Nelson. New York, Schocken Books 


372.3'5'044 


373.1897 
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[1974] xxi, 264 p. 18 cm. ISBN 0-8052- 
3573-6 ”Convened by the Robert F. 
Kennedy Memorial.” Bibliography: p. 227- 
236. [LB3621.C735 1974] 74-9507 10.95 

1. College and school journalism. I. 
Nelson, Jack, 1929 (Oct. 11)- H. Title. 
Pbk. 1.45, ISBN 0-8052-0471-7. 


SNELL, Frank 374.24 
How to hold a better meeting. Illus. by 
Rupert Witalis. New York, Cornerstone 
Library, [1974, c1958] 144 p. illus. 21 cm. 
[AS6.S57] 1.95 (pbk.) 

I, Meetings. I. Title. 

L.C. card number for original ed.: 
11582. 


SKEFFINGTON, F. J. 
C 


58- 


376°.65'09415 


Two, essays: A forgotten aspect of the 
university question, by F. J. C. Skeffington, 
& The day of the rabblement, by James A. 
Joyce. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1957 
ed. published by McCosh’s Book Store, 
Minneapolis. [LC2076.S55 1974] 74-18057 
10.00 

1. Higher education of women—Ireland. 2. 
Dublin. Abbey Theatre. I. James Joyce, 
1882-1941. The day of the rabblement. 
1974. If. Title: A forgotten aspect of the 
university question. II. Title: The day of 
the rabblement. 

Prepared from C.I.P. 


KIENEL, Paul A. 377.0973 
The Christian school: why it is right for 
your child [by] Paul A. Kienel. Wheaton, 
II, Victor Books [1974] 131 p. 18 cm. 
ISBN 0-88207-703-1  [LC427.K53] 74- 
77320 1.50 (pbk.). 

1. Church schools—United States. I. Title. 


*DUTTON, Walter. 377.895 
Leaves or Stones; church school teaching 
in 29 easy steps. New York, Vantage 
[1974] 89 p. 21 cm. ISBN 0-533-00787-9 
[BV1516] 4.50 

1. Church and education. 2. Education— 
United States. I. Title. 


ALLAN, Henry C. 378.1°664 
College credit by examination: a systematic 
guide to CLEP (College-Level Examination 
Program) [by] Henry C. Allan, Jr. Chicago, 
Regnery [1974] p. cm. 
8406-5 Includes 
{LB2353.A44] 74-6883 10.95 
1. College-Level Examination Program. I. 
Gor iad Examination Program. I. 
ytle. 
Prepared from C.I.P. Pbk. 5.00, ISBN 0- 
8092-8333-6. 


GEROW, Joshua R. 378.1°7°02812 
How to succeed in college; a student 
guidebook [by] Joshua R. Gerow [and] R. 
Douglas Lyng. Illus. by. Robert Englehart. 
New York, Scribner [1974] p. cm. ISBN 
0-684-14079-9 (LB2395.G45] 74-16142 
3.95 (pbk.). 

1, Study, Method of. 2. Students—Conduct 
of life. L Lyng, R. Douglas, joint author. 
I. Title. 

Prepared from C.I.P. 


QUILLER-COUCH, Arthur 
Thomas, Sir, 1863-1944. 
A lecture on lectures, introductory volume. 
{Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1927 ed. 
published by Leonard & Virginia Woolf at 
the Hogarth Press, London, which was 
issued as no. l of Hogarth lectures on 
literature. [LB2393.Q5 1974b] 74-17370 

5.50 - 
1. Lecture 
Education, 


bibliographies. 


378.1796 


method in teaching. 2. 
Higher. L Title. I. Series: 


ISBN 0-8092-, 


‘Hogarth. lectures on literature (London) 


no. l. 
Prepared from C.LP. 


OBANDO, Aquilino B. 378.198 
A study of the problems of Filipino 
students in the United States, by Aquilino 
B. Obando. [San Francisco, R and E 
Research. Associates, 1974] v, 72 p. 28 cm. 
ISBN 0-88247-263-1 Originally presented 
as the author’s thesis (M.A.), University of 
Southezn California. Bibliography: p. 69-72. 
{LC3301.U6022 1974] 74-76667 8.00 

1. Philippine students in the United States. 
I. Title. 


BLOOM, Bernard L. 378.1798'1 
Psychological stress in the campus 
community: theory, research, and action. 
Bernard L. Bloom, issue editar. New York, 
Behavioral Publications [1974] p. cm. 
(Community psychology series, issue 3) 
[LB3609.B62] 74-6184 12.95 


1. College students—Psychosogy. I. Title. - 


IT. Series. 

Prepared from C.I.P. 

PAYING for college; 378.3 
financing education at nine private 


institutions. Hanover, N.H. Distributed for 
the Sloan Study Consortium by the 
University Press of New England, 1974. xi, 
137 p, 23 cm. ISBN 0-87441-101-1 
Includes bibliographical references. 
{LB2337.5.N47P39] 74-7695 3.50 (pbk.) 

I. Student aid—New Englard. 2. Student 


aid—New Jersey. I Sloan Study 
Consortium. : 
EMBLING, John Francis. 378.4 


A fresh look at higher education. European 


` implications of ‘the Carnegie Commission 


reports [by] Jack Embling. Amsterdam, 
New York, Elsevier Scientific Publ. Co., 
1974, xi, 263 p. 24 cm. ISBN: 0-444- 
41215-8 (Studies on education [v. 5]) 
Bibliography: p. 248-255. [LA637.E39] 74- 
77581 13.50 

J. Education, Higher—Great Britain. 2. 
Education, Higher—Europe. I. Title. 11. 
Series. 


BOYD, William M. 378.73 
Desegregating America’s colleges; a 
nationwide survey of Black students, 1972- 


73 [by] William M. Boyd, II Foreword by 


Clark Kerr. New York, Praeger [1974] p. 
cm. ISBN 0-275-09210-0 (Fraeger special 
studies in U.S. economic. social, and 
political issues) Published in cooperation 
with the Educational Policy Center, inc.” 
Includes bibliographical “references. 
{LC2781.B62] 74-5575 11.00 

1. Negroes—Education (Higher) 2. College 
students, Negro—United States—Statistics. 
L Title. 

Prepared from C.I.P. 


HARDY, Florent, 1944- 378.763°47 
A brief history of the University of 
Southwestern Louisiana, 1300 to 1960. 
Baton Rouge, Claitor’s Pub. Division 
(1974, 1973] 173 Ad ilus. 23 cm. 
Bibliography: 126-132. 
[LD3091. L62H37] 73- $4567 8.95 

1. Louisiana. University of Southwestern 
Louisiana, Lafayette—RHistory. I. Title. 


SOUDERS, Floyd. 378.781°86 
Friends University, 1898-1973, by Floyd 
and Norma Souders. [lst ed.] Wichita, 
Kan., Friends University, 1974. 279 p. 
iius, 29 cm. [LD1871.F52S68} -74-76861 
11.85 

1. Wichita, Kan. Friends University— 
History. I. Souders, Norma, joint author. 
I. Title. 


AMERICAN Council on 


EE rs 


AMERICAN BOOK PUBLISHING RECORD 


Publisher’s address: 
Wichita, Kan. 67213. 


2100 University, 


379.1214 
Education. Committee on the Financing 
of Higher Education for Adult Students. ` 

Financing part-time students: the new 

majority in postsecondary education. 

Washington [1974] vii, 118 p. 28 cm. 

Report to the Office of Governmental: 

Relations, American Council on Education. 

Includes bibliographical references. 

[LB2342.A6 1974] 74-177135 4.75 (pbk.) 

1 Federal aid to higher education—United 

States. 2. University extension—United 

States. 3. Students, Part-time—United 

States. I. American Council on Education. 

Office of Governmental Relations. IT. Title. 


WHITE, Lysander Thomas, 380.1707 
1895-1966, 
Strengthening distributive education; 


selections from the papers of L. T. White. 
Edited by William P. Danenburg [and] 
Carroll B. Coakley. Danville, IIL, Interstate 
Frinters & Publishers [1974] viii, 175 p. 24 
cm. [HF5415.4.W48 1974] 74-75417 4.50 
bk.) 

1, White, Lysander Thomas, 1895-1966. 2. 
Distributive education—Addresses, Ess ys, 
lectures. I. Title. : 


ALDCROFT, Derek 
Howard. 
Studies in British transport history, 1870- 
i970 [by] Derek H. Aldcroft. Newton 
Abbot [Eng.] North Pomfret, Vt., David & 
Charles [1974] vi, 309 p. 23 cm. ISBN 0- 
7153-6505-3 Includes bibliographical 
references. [HE243.A88] 74-179565 17.50 .. 
i a aa a Britain—History: 
ttle. 


BUYER/CONSUMER information 381 
processing; [papers of a workshop] Edited 
ty G. David Hughes and Michael L. Ray. 
Chapel Hill, University of North Carolina 
Press [1974] p. cm. ISBN 0-8078-1236-6 
“A joint project of the Association for 
Consumer Research and the American 
Marketing Association.” Bibliography: p. 
[HF5415.3.B88] 74-11181 12.95 ° 

1. Consumers—Addresses, essays, lectures. 
2. Consumers—Mathematical models— 
Addresses, essays, lectures. 3. Motivation 
research (Marketing) —Addresses, essays, 
sectures. I. Hughes, George David, ed. JT. 
Ray, Michael L, ed, III. Association for 
Consumer Research (U.S.) IV. American 
Marketing Association. 

Prepared from C.I.P. 


CASSADY, Ralph, 1900- 381 
Exchange by private treaty. Foreword by 
E.T. Grether.[Austin] Bureau of Business 
Research, University of Texas at Austin 
[1974] xxiv, 287 p. 28 cm. ISBN 0-87755- 
183-9 (Studies in marketing, no. 19) 
Bibliography: p. 261-279. [HF5415.C287] 
73-20659 6.00 
l. Price policy. 2. Markets. 3. Marketing. 
I. Title. Hf. Series. 


SCIENCE Book Associates. 
Careers in consumer protection, by Sterling 
McLeod and the editors of Science Books 
Associates. New York, J. Messner [1974] 
>. cm. ISBN 0-671-32691-0 Bibliography: 
>. Outlines the need for protection in 
matters concerning the consumer’s safety, 
money, and consumption of foods’ and 
drugs and discusses the variety of careers. 
in this field. [HC79.C63M3] 74-7591 6.25 

i. Consumer  protection—-Vocational 


380.5°0942 


3817.3 


NOVEMBER 30,1974 
guidance—Juvenile literature. I Science 
Book Associates. IT. Title. 

Prepared from C.L.P. Library binding 5.79, 
ISBN 0-671-32692-9. 


REICHARD, Robert S. 381°.3 
The figure finaglers [by] Robert S. 


Reichard. New York, McGraw-Hill [1974] 
xiii, 274 p. illus. 21 cm. ISBN 0-07- 
051777-0 [HF1017.R43] 73-21643 8.95 

I. Commercial statistics. 2. Statistics. 3. 
Consumer education. I. Title. 


SCAMMELL, W. M. 382 
International trade and payments [by] W. 


M. Scammell. New York, A Martin’s 
Press [1974] xiv, 607 p. 24 cm. 
Bibliography: p. [574]-596. [HF1007.S267 


1974b] 73-87879 14.95 
i. Commerce. 2. Commercial policy. 3. 
Balance of payments. I. Title. 


SIRC, Ljubo. 382 
Outline of international trade: commodity 
flows and division. of production between 
countries [by] L. Sirc. New York, Wiley 
{1974, c1973] 156 p. illus. 23 cm. ISBN 0- 
470-79326-0 (Reading economics) ”A 
Halsted Press book.” Includes 
bibliographies. [HF1007.853 1974] 74-822 
10.00 


1. Commerce. 2. Prices. 3. Commercial 
policy. I. Title. 


WARMINGTON, Eric 
Herbert, 1898- 

The commerce between the Roman 
Empire and India, by E. H. Warmington. 
[2d ed., rev. and enl.] London, Curzon 
Press; New York, Octagon Books [1974] 
xii, 417 p. illus. 20 cm. Includes 
bibliographical references. [HF377.W3 
1974] 73-18790 16.00 

1. Rome—Commerce—India—History. 2. 
India—Commerce—Rome—History. 3. 
Commercial products. I. Title. 


KAUFMAN, Burton Ira. 382.0973 
Efficiency and expansion; foreign trade 
organization in the Wilson administration, 
1913-1921 [by] Burton I. Kaufman, Jr. 
Westport, Conn., Greenwood Press [1974] 
p. cm. ISBN 0-8371-7338-8 (Contributions 
in American history, no. 34) Bibliography: 
p. [HF1455.K28] 73-20971 12.50 

L Foreign ttade promotion—United States. 
2. United States—Commerce. 3. United 
States—-Commercial policy. I. Title. 
Prepared from C.I.P. 


PREEG, Ernest H. 382’.0973 
Economic blocs and U.S. foreign policy, by 
Emest H. Preeg. [Washington] National 
Planning Association [1974] x, 202 p. 26 
cm. (National Planning Association. 
Report no. 135) Includes bibliographical 
references. [HF1411.P676] 73-91688 3.50 
(pbk.) 

1. International economic relations. I. 
Title. II. Series. 


CHINA, the 382’.0973°01717 
U.S.S.R., and Eastern Europe: a U.S. trade 
perspective. Edited by John K. Ryans, Jr., 
Anant R. Negandhi [and] James C. Baker. 
[Kent, Ohio] Kent State University Press 
[1974] p. cm. ISBN  0-87338-159-9 
Includes bibliographical 
(HF3092.C47] 74-79995 7.95 
I. United States—Commerce—Communist 
countries--Addresses, essays, lectures. 2. 
Communist countries—Commerce—United 
States—-Addresses, essays, lectures. I. 
Ryans, John K. H. Negandhi, Anant R. II. 
Baker, James Calvin, 1935- 

Prepared from C.I.P. 


382’.0934'037 


references. 


EVANS, Douglas. 382.1 
rhe politics of trade; the evolution of the 
saperbloc. New York, Wiley [1974] viii, 
128 p. 23 cm. ISBN 0-470-24881-5 "A 
Ealsted Press book.” [HFi007.E84 1974] 
74-1183 12.50 

+ Commerce. 2. Monetary policy. 3. 
Commercial policy. I. Title. 


EASTWOOD, Eric, 1910- 
comp. 

Wireless telegraphy. New York, Wiley 
[-974] xi, 391 p. illus. 23 cm. ISBN 0-470- 
72950-0 (The Royal Institution library of 
science) "A Halsted Press book.” Includes 
tibliographical references. [TK57C7.E19] 
73-22705 32.50 

= Telegraph, Wireless. 2. Telegraph. 3. 
Telephone. I. Series: Royal Institution of 
Great Britain, London. Library of science. 


HAEBERLE, Billi. 384.54°023 
Padio and television. [2d ed.] Minneapolis, 
Dillon Press [1974, c1970] 89, [3] p. illus. 
= cm. ISBN 0-87518-025-6 (Looking 
forward to a career) Bibliography: p. [90] 
Describes the requirements and duties of 
tae many jobs in the field of radio and 


384.5°2 


television—broadcasting, engineering, 
programing, advertising, adminiszration, 
et, music, and others. [PN199C.83.H3 


2974] 73-22049 4.95 (lib. bdg.). 

~ Radio as a profession—Juvenile 
Fterature. 2. Television as a protession— 
-uvenile literature. I. Title. 


HEAD, Sydney W. 384.54°096 
Froadcasting in Africa; a  continentat~ 
survey of radio and television. Edited by 
Sydney W. Head. Philadelphia, Temple 
University Press [1974] xvi, 453 p. ilus. 24 


cm. ISBN 0-87722-027-1 (Interrational 
end comparative broadcasting) 
Eibliography: 415-440. 


p. 
[H1E8689.9. $ 35H4] 73-79478 20.00 
-- Broadcasting—Africa. I. Title. 


SIESTA: minority 384.55 
eelevision programming [by] Wes Marshall 
[and others] Tucson, University of Arizona 
Tress [1974] xiii, 138 p. illus. 28 cm. ISBN 
G8165-0330-3 Bibliography: p. 133-135. 
[PN 1992 3.U5F5] 72-79291 5.95 (pbk.). 

-- Fiesta. 2. Mexican Americans and 
w@levision—Arizona—Tucson. I. Marshall. 
Vesley P. 


FENNETT, Alfred 

Rosling, 1850-1928. 
“he telephone systems of the continent of 
surope [by] A. R. Bennett. The 
cevelopment of the telephone in Europe 
Dy] Herbert Laws Webb. New York, Arnc 
Fress, 1674. p. cm. ISBN 0-405-C6033-5 
(Telecommunications) Reprint of 2 works. 
tne 1st published in 1895 by Longmans. 
Green, London; the 2d published in 1916 
ty Electrical Press, London. [TK6055.B4€ 
1974] 74-4666 27.00 (lib. bdg.) 

. Telephone—Europe—History. I. Webb. 
clerbert Laws. The development of the 
<lephone in Europe. 1974. I. Title. II. 
series: Telecommunications (New York. 
974- ) 
Prepared from C.I.P. 


BRYANT, Keith L. 385.0978 
History of the Atchison, Topeka, and 
„anta Fe, by Keith L. Bryant, Jr. New 
“ork, Macmillan [1974] p. cm. ISBN 0- 
£2-517920-9 (Railroads of America) 
Bibliography: p. [HE2791.A83 1974] 74- 
£250 12.95 

~ Atchison, Topeka, and Santa Fe 
Railway. L Title. If. Series: Railroads of 
America (New York) 

Prepared from C.1LP. 


384.6°094 
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PENNSYLVANIA 385°.22°0973 
Railroad Company. Passenger Traffic 
Dept. 

History: passenger train and through car 

service, Pennsylvania Railroad, 1849-1947. 

[Chicago, D. Wornom; distributed by O. 

Davies, 1974] 53, 4 p. illus. 28 cm. Cover 

title. "Douglas Wornom, editor and 

publisher.” Reprint of the 1947 ed. issued 

at Philadelphia. [HE2583.P45 1974] 74- 

177149 5.00 (pbk.). 

I, Pennsylvania Railroad. 2. Railroads— 

United States—Passenger service-—Case 

studies. I. Wornom, Douglas C, ed. I. 

Title. III Title: Passenger train and 

through car service, Pennsylvania Railroad, 

1849-1947. 


WARD, J. R. 386.4 
The finance of canal building in 
eighteenth-century England, by J. R. 
Ward. [London] Oxford University Press, 
1974, 224 p. 22. cm. ISBN 0-19-821853-2 
(Oxford historical monographs) 
Bithography: p. 195- 213. [HE436.ESW37] 
74-174088 

L. Canals—England—Finance. I. Title, 
Distributed by Oxford University Press, 
New York, 14.50. 


LAING, Alexander 
Kinnon, 1903- 
The American heritage history of seafaring 
America, by Alexander Laing. Ed. Joseph 
J. Thorndike. New York, American 
Heritage Publishing [1974] 344 p. illus. 29 
cm. ISBN 0-07-035847-8 [VK23.L29} 74- 


387°.0973 


5301 19.95 


Y. Navigation—United States—History. 2. 
Seafaring life—History. I. American 
heritage. II. Title. HI. Title: History of 


seafaring America... IV. Title: Seafaring 

America. 

Delux ed. 25.00, ISBN 0-07-035848-6. 

HUGHES, Tom, 387.2'43°09 1631 
1903- 


The Blue Riband of the Atlantic. New 
York, Scribner [1974, c1973] 192 p. illus. 
23 cm. ISBN 0-684-13777-1 Bibliography: 
p. 189. [VM381.H83 1974] 73-20986 10.00 
1. Ocean liners—History. 2. Atlantic 
Ocean—Navigation—History. I. Title. 


GREENHILL, Basil. 387.5°42'09034 
Travelling by sea in the nineteenth 
century: interior design in Victorien 


< passenger ships [by] Basil Greenhill and 


Ann Giffard. New York, Hastings House 
Publishers [1974] p. cm. ISBN 0-8038- 
7151-1 [HE599.G73 1974] 74-19146 12.50 
A: Merchant ships—Passenger 
accommodation—History. 2. Ocean 
travel—History. I Giffard, Ann, joint 
author. Il. Title. 

Prepared from C.I.P. 


WYCKOFF, D. Daryl. 388.3°24°0973 
Organizational formality and performance 
in the motor carrier industry [by] D. Daryl 
Wyckoff. Lexington, Mass., Lexington 
Books [1974] p. ISBN 0-669-91710-9 
Bibliography: p. [HE5623.W9] 74-298 
13.00 


i. Transportation, Automotive-—-United 
States—Freight. I. Title. 
Prepared from C.I.P. 


CENSUS data and urban 388.4°0973 
transportation planning; proceedings of a 
conference held in Albuquerque, New 
Mexico, August 21-23, 1973. Washington, 
Transportation Research Board, National 
Research Council, 1974. 103 p. illus. 25 
cm. ISBN 0-309-02276-2 (Transportation 
Research Board. Special report 145) 
Sponsored by the Highway Research 
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`- Board. Includes bibliographical references. 


[HE308.C45] 74-7863 3.20 (pbk.). 

1. Urban transportation policy—United 
States—-Statistics—Congresses. I. National 
Highway Research 
Board. ff. Series: National Research 
Council. Transportation Research Board. 
Special report — Transportation Research 
Board, 145. 


HILTON, George 
Woodman. 
Federal transit subsidies; the urban mass 
transportation assistance program [by] 
George W. Hilton. Washington, American 


388.4°0973 


Enterprise Institute for Public Policy 
Research [1974] 131 p. 23 cm. ISBN 0- 
8447-3133-1 (Evaluative studies, 17) 
Includes bibliographical references. 


([HE308.H54] 74-82948 3.00 (pbk.) 

l. Urban transportation policy—United 
States. 2. Federal aid to transportation— 
United States. 3. Local transit—United 
States. I. Title. HH. Series: American 
Enterprise Institute for Public Policy 
Research. Evaluative studies, 17. 


MITCHELL, Robert 388.4134 
Buchanan, 1906- 
Urban traffic, a function of land use, by 
Robert B. Mitchell and Chester Rapkin. 
Westport, Conn., Greenwood Press [1974, 
c1954]) p cm. ISBN 0-8371-7766-9 
Reprint of the ed. published by Columbia 
University Press, New York, issued in 
series: Publications of the Institute for 
Urban Land Use and Housing Studies, 
Columbia University. Includes 
bibliographical references. [HE353.M5 
1974] 74-12851 13.00 
l. City traffic. I. Rapkin, Chester, 1918- 
joint author. II. Title. Il. Series: Columbia 
University. Institute for Urban Land Use 
and Housing Studies. Publications. 
Prepared from C.I.P. 


ROSSINI, Frederick Dominic, 
1899- 
Fundamental measures and constants for 
science and technology [by] Frederick D. 
Rossini. Cleveland, CRC Press [1974] 132 
p. 26 cm. ISBN 0-87819-051-1. Includes 
bibliographies. [QC39.R66] 74-14759 23.00 
a Units. 2. Physical measurements. 1. 
ytle. 
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DONOVAN, Frank Robert, 
1906- 

Let's go metric [by] Frank Donovan. 
Ilustrated by Roy Doty. New York, 
Weybright & Talley [1974] 154 p. illus. 22 
cm. ISBN 0-679-40057-5 Traces the 
history of measurement systems, explains 
how metrics work, and discusses the 
probability of a change to the metric 
system in the United States to the metric 
system in the United States and the effect 
of such a change on everyday life. 
[QC92.5.D66] 73-92379 5.95 

l. Metric system—Juvenile literature. 2. 
Weights and measures-—-United States— 


389.152 


Juvenile literature. I. Doty, Roy, 1922- 
illus. Il. Title. 
HARTSUCH, Paul Jackson, 389.152 


1902- 

Think metric now! A step-by-step guide to 
understanding and applying the metric 
system [by] Paul J. Hartsuch. Chicago, 
Follett Pub. Co. [1974] vii, 120 p. illus. 19 
em. ISBN 0-695-80449-9 [QC91.H3] 73- 
91583 3.95 

1. Metric system. £. Title. 


HIGGINS, Jon L., comp. 389.152 
A metric handbook for teachers, edited by 
Jon L. Higgins. Reston, Va., National 
Council of Teachers of Mathematics [1974] 
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p. cm. "A mathematics education resource 
series project of the ERIC Information 
Analysis Center for Science, Mathematics, 
and Fpvironmental Educaticn, Columbus, 
Ohio.” Includes sibliographies. 
[QC93.H53] 74-13468 2.40 (pbk.). 

1. Metric system—Study and teaching— 
United States. I ERIC Information 
Analysis Center for Science, Mathematics, 
and Environmental Educatior. IL. Title. 
Prepared from C.I.P. 


LAMM, Joyce. 389°.152 
Let’s talk about the metric system. Middle 
Village, N.Y., J. David Publishers [1974] 
p. cm. ISBN 0-8246-0158-0 An 
introduction to the history, principles, and 
uses of the metric system including sample 
problems, charts, and conversion tables. 
[QC92.5.L35] 73-80415 5.95 

1. Metric system—Juvenile literature. I. 
Title. 

Prepared from C.I.P. 


MACK, Jerry. 390.0973 
Country wisdom, by Jerry Mack Johnson. 
[lst ed.] Garden City, N.Y., Anchor Press, 
1974. p. cm. ISBN 0-38£-09638-0 An 
almanac of rural lore, nature facts, and 
other "country wisdom” concerning the 
weather, moon, livestock, medicine, and 
other topics. [GR105.M32] 74-5529 2.95 
bk 


1. Folk-lore—United  States—Juvenile 
literature, I. Title. 
Prepared from C.I.P. 


HILER, Hilaire, 1898-1966. 
From nudity to raiment; an introduction to 
the study of costume. New York, Gordon 
Press [1974] p. cm. ISBN C-87968-156-X 
Reprint of the 1930 ed. published by 
Educational Press. New York. 
Bibliography: p _ [GN799.CST154 1974] 74- 
10733 50.75 (ib. bdg.) 

I. Costume—History. 2. Man, Prehistoric. 
I. Title. 

Prepared from C.I.P. 


KONIG, Rene, 1906- 391°.001°9 
A la mode; on the social psychology of 
fashion. Translated by F. Bradley. With an 
introd. byt Tom Wolfe. New York, Seabury 
Press [1974, c1973] 239 p. illus. 22 cm. 
ISBN 0-8164-9163-1 (A Cortinuum book) 
Translation of Macht und Reiz der Mode. 
Bibliography: p. [227]-231. [GT521.K6213 
1973b] 74-177190 8.95 

1. Fashion. I. Title. 


HUTCHINSON, Henry Neville, 
1856-1927. 

Marriage customs in many lands. London, 
Seeley, 1897. Detroit, Gale Research Co., 
1974. xii, 348 p. illus. 22 cm. Includes 
bibliographical references. [GT2665.H8 
1974] 73-5520 16.00 

I. Marriage customs and rites. I. Title. 


GOODLAND, Roger, 1880- 392'.6 
A bibliography of sex rites ard customs; an 
annotated record of books, articles, and 
illustrations in all languages. London, G. 
Routledge, 1931. [New York, AMS Press, 
1974] p. cm. ISBN 0-404-57445-9 
[Z7833.G65 1974] 72-9839 37.50 

i. Phailicism—Bibliography. 2. Sex and 


397.5 


religion—Bibliography. 3. Religion, 
Primitive—Bibliography. 1. Title. 

Prepared from C.I.P. 

HENTZE, Carl. 393°.1 


Chinese tomb figures; a study in the beliefs 
and folklore of ancient China, by C. 
Hentze. With a foreword by W. Perceval 
Yetts. London, E. Goldston, 1928. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-56934-X Translation of Les figurines 


ve 
ays 


391 ` 


AMERICAN BOOK PUBLISHING RECORD 


de la ceramique funeraire. Bibliography: p. 
[GT3283.H4613 1974] 70-38072 94.50 

i. Ming ch. 2. Funeral rites and 
ceremonies—China. I. Title. 

Prepared from C.I.P. 


*CHRISTMAS; 394.268 
an American annual of Christmas literature 
and art. 


Vol. 44, 1974, is now available from 
Augsburg, Minneapolis, for 4.50; 2.50 
(pbk.) ISBN 0-8066-8943-9. L.C. card 


no: 32-30914. 


ROBERTS, Leonard 398°.097697152 
W. 
Sang Branch settlers; folksongs and tales of 
a Kentucky mountain family [by] Leonard 
Roberts. Music transcribed by C. Buell 
Agey. Austin, Published for the American 
Folklore Society by the University of 
Texas Press [1974] xxi, 401 p. illus. 24 cm. 
ISBN 0-292-77510-5 (Publications of the 
American Folklore Society. Memoir series, 


v. 61) Bibliography: p.  [387]-396. 
[ML3551.R62] 74-3357 12.50 

1. Crouch family. 2. Folk-soggs, 
American—Kentucky. 3 Folk-lore— 


Kentucky. 4. Tales, American—Kentucky. 
5. Kentucky-—-Social life and customs. 6. 
Mountain whites (Southern States) L 
Agey, Calvin Buell, 1907- H. Title. TT. 


Series: American Folklore Society. 
Memoirs, v. 61. 
NAHMAD, H. M., comp. 398.2 


A portion in Paradise, and other Jewish 
folktales. Compiled by H. M. Nahmad. 
New York, Schocken Books [1974, c1970] 
170 p. 21 cm. ISBN 0-8052-0466-0 
Reprint of the ed. published by Norton, 
New York, in series: The B’nai B'rith 


Jewish heritage classics. [GR98.N2813 
1974] 74-9870 2.95 (pbk.). 
1. Tales, Jewish. T. Title. 

, DAWKINS, Richard 398.2°09495 


McGillivray, 1871-1955, ed. and tr. 
Modern Greek folktales. Westport, Conn., 
Greenwood Press [1974] p. cm. ISBN 0- 
8371-7630-1 Reprint of the 1953 ed. 
published by the Clarendon Press, Oxford. 
Includes bibliographies. [GR170.D3 1974] 
74-9217 9.75 
1. Tales, Greek (Modern) I. Title. 
Prepared from C.I.P. 7 

» 


BERNSTEIN, Margery. 398.2°09701 
Coyote goes ‘hunting for fire; a California 
Indian myth, retold by Margery Bernstein 
& Janet Kobrin. Illustrated by Ed 
Heffernan. New York, Scribner [1974] 38 
p. illus. 20 x 24 cm. ISBN 0-684-13768-2 
As all the other animals fear, Coyote 
successfully bungles their plans to obtain 
fire. [PZ8.1.B4175Co] 73-19361 4.95 

I. Kobrin, Janet, joint author. TI. 
Heffernan, Ed, illus. IHI. Title. 


BERNSTEIN, Margery. 398.2°09701 
Earth Namer; a California Indian myth, 
retold by Margery Bernstein & Janet 
Kobrin. Illustrated by Ed Heffernan. New 
York, Scribner [1974] 40 p. illus. 24 cm. 
At Turtle’s request, Earth Namer makes 
the world, sun, moon, and animals. 
[PZ8.1.B4175Ear] 73-19362 4.95 

I Kobrin, Janet, joint author. I. 
Heffernan, ed, illus. IH. Title. 


MACFARLAN, Allan A. 398.2’09701 
Fireside book of North American Indian 
folktales, by Allan A. Macfarlan. Illus. by 
Paulette Macfarlan. Harrisburg, Pa., 
Stackpole Books [1974] p. cm. ISBN 0- 
8117-0635-4 Presents a collection of 
traditional tales from various North 
American tribes under such headings as 
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Mystery and Magic, Romance and 
Enchantment, and Animal and Bird 
Folktales. [E98.F6M135] 74-19344 8.95 

1. Indians; of North America—Legends. I. 
Macfarlan, Paulette Jumeau, illus, I. Title. 

Prepared.from C.I.P. 


AURNER, Nellie Slayton, 
1873- 
Hengest; a study in early English hero 
legend. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Originally 
presented as the author’s thesis, University 
of Iowa, 1917. Reprint of the 1921 ed. 
published by the University of Iowa, Iowa 
City, which was issued as v. 2, no. 1 of 
University of Iowa humanistic studies. 
Bibliography: p. [PN57.H42A8 1974] 74- 
19126 20.00 
1. Hengist, King of Kent, d. 488— 
Legends—History and criticism. I. Title. I. 
Series: Iowa. University. University of 
lowa humanistic studies, v. 2, no. 1. 
Prepared from C.LP. 


GRIMM, Jakob Ludwig 
Karl, 1785-1863. 
Snow White, by the Brothers Grimm. 
Freely translated from the German by Paul 
Heins. Illustrated by Trina Schart Hyman. 
[lst ed.]’ Boston, Little, Brown [1974] p. 
ISBN 0-316-35450-3 “An Atlantic 
Monthly Press book.” Retells the tale of 
the beautiful princess whose lips were red 
as blood, skin was white as snow, and hair 
was black as ebony. [PZ8.G8828n25] 73- 
13585 5.95 
L Grimm, Wilhelm Karl, 1786-1859, joint 
author. I. Heins, Paul, tr. II. Hyman, 
Trina Schart, illus. IV. Title. 
Prepared from C.LP. 


398.272 


398.2°2°0943 


398.2452 E 


FAVORITE stories for 
children. Illustrated by Frederick 
Richardson. Northbrook, Ill., Hubbard 


Press [1974] 32 p. illus. (part col.) 28 cm. 
ISBN: 0-8331-0025-4 Four traditional 
nursery tales: "The Three Little Pigs,” 
- The Cat and the Mouse,” ”The Three 
Bears,” and "The Three Billy Goats 
Gruff.” [PZ8.1.F24] 73-93717 1.95 (pbk.) 
I. Tales. I. Richardson, Frederick, 1862- 
1937, illus. 


HELFMAN, Elizabeth S. 398.362 
Signs ard symbols of the sun, by Elizabeth 
S. Helfman. New York, Seabury Press 
[1974] p. cm. ISBN 0-8164-3122-1 
Bibliography: p. Explores man’s symbolic 
and mythical representation of the sun in 
art, crafts, literature, and religion from 
prehistory to the present day. 
{BL325.S8H44] 73-20121 8.95 

i. Sun lore—Juvenile literature. 2. Sun- 
worship—Juvenile literature. I. Title. 
Prepared from C.I.P. 


JAHODA, Gustav. 398.41 
The psychology of superstition. New York, 
J. Aronson [1974, c1969] p. cm. ISBN 0- 
87668-185-2 Includes bibliographies. 
[BF773.J28 1974] 74-9667 7.50 

i. Superstition. 1. Title. 

Prepared from C.I.P. 


ADEVINEAUX amoureux, 
a critical 
Amoureux. 


398.6°0944 
edition of Les Adevineaux 
fed.] by James Woodrow 
Hassell, Jr. Austin, Published for the 
American Folklore Society by the 
University of Texas Press [1974] xxxvii, 
274 p. 24 em. ISBN 0-292-70303-1 
(Publications of the American Folklore 
Society. Bibliographical and special series, 
v.25) Text based on MS. 654 (1572), 
Musee Conde, Chantilly; appended is the 
text as found in the Bibliotheque nationale 
(Res. Ye. 93) with variants found in Res. 


7e. 186. Bibliography: p. [267]- 274. 
[PQ1303.A3 1974] 73-21840 15.00 

-.. French literature—Old French. 2. 
2iddles, French. I. Hassel, James 
Voodrow, 1915- ed. If. Title: Amorous 
eames. HI. Series: American Folklore 
pee Bibliographical and specia! series, 
GZ. 


BROWN, Brian, 1881- ed. 398.9°951 
“he wisdom of the Chinese: their 
Philosophy in sayings and proverbs. Edited 
with an introd. by Brian Brown. And a 
pref. by Ly Hoi Sang. New York, Gordon 
Tress [1974, c1920] p. cm. ISBN 0-87968- 
138-1 Reprint of the ed. published by 
Frentano’s, New York. Bibliography: p. 
Dies 1974] 74-3569 29.75 (lib. 
g- 
.. Maxims, Chinese. I. Title. 
Frepared from C.I.P. 
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EENNIE, M. K. 401 
Some uses of type theory in the analysis of 
Enguage [by] M. K. Rennie. [Canberra, 
Dept. of Philosophy, Research School of 
£ocial Sciences, Australian National 
University, 1974] 166 p. illus. 29 cm. 
ISBN 0-7081-0640-4 (Dept. of Philosophy. 
Eesearch’ School ‘of Social Sciences. 
Monograph series, no. 1) Bibliography: p. 
159-166. [P106.R44] 73-94361 

~- Languages—Philosophy. I. Title. I. 
Series: Australian National University, 
Canberra. Dept. of Philosophy. Monograph 
series — Australian National University. 
Dept. of Philosophy, no. 1. 


Distributed by International Scholarly 
Eook Service; 7.80 (pbk.) 
WEEKS, Thelma E. 4017.9 


The slow speech development of a bright 
child [by] Thelma E. Weeks. Lexington, 
Mass., Lexington Books [1974] p. cm. 
ISBN 0-669-91876-8 [P136.W4] 73-23019 
14.00 

~ Children—Language. 2. Gifted children. 
Ł Title. 

Frepared from C.I.P. 


DAKIN, Julian. 407°.8 
The language laboratory and language 
Earning. [Harlow] Longman, 1973. [4], 
172 p. illus. 22 cm. ISBN 0-582-55228-1 
Congman handbooks for language 
teachers) Includes bibliographical 
references. [PB36.D3] 74-174678 

~ Language laboratories. 2. Languages, 
Modern—Study and _ teaching—Audio- 
usual aids. I. Title. 

Distributed by Longman, New York, 4.50 
(obk.). 


SEUREN, Pieter A. M. 415 
Semantic syntax. Edited by Pieter A. M. 
Seuren. [Oxford] Oxford University Press, 
9974. 218 p. illus. 21 cm. ISBN 0-19- 
€75028-5 (Oxford readings in philosophy) 
>A slightly longer German version of this 
took, Generative Semantik: Semantische 
Syntax was published by Padagogischer 
Verlag Schwann Gmbh (Dusseldorf, 
973)” Bibliography: p. [211]-216. 
[151.83813] 74-176275 . 

» Generative grammar—Addresses, essays, 
Fetures. 2. Semantics—Addresses, essays, 
etures. T. Title. 

Distributed by Oxford University Press, 
Mew York; 4.50 (pbk.} 


EOLBA, Ellen, 1940- 4217.52 
Sound, spelling, and meaning. Linguistic 
consultant: Mark Lester. New York, 
Eandom House [1974] 79 p. illus. 22 cm. 
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ISBN 0-394-02750-7 (The Random House 
English series) “Material developed in 


association with Paideia, inc.” A tenth 
grade textbook discussing grammar, 
spelling, and phonetics and their 


relationship to speech. [PE1137.K574] 73- 
12582 2.72 (pbk.) 

I, English language—Pronunciation. 2. 
English language—-Orthography and 
spelling. 3. Speech. I. Paideia, inc., New 
York. II. Title. 


LITTLE, William, 1848-1922, 423 
The shorter Oxford English dictionary on 
historical principles; prepared by William 
Little, H. W. Fowler and Jessie Coulson; 
revised and edited by C. T. Onions. 3rd. 
ed.; completely reset with, etymologies 
revised by G. W. S. Friedrichsen and with 
revised addenda. Oxford, Clarendon Press, 
1973. xxix, 2672‘p. 28 cm. ISBN 0-19- 
861116-1 "An _ abridgement officially 
authorized by the ‘Delegates of the Oxford 
University Press of A new English 


` dictionary on historical principles, later 


known as The Oxford English dictionary.” 
(PE1625.L53 1973] 74-174806 

l. English language—Dictionaries. I. 
Fowler, Henry Watson, 1858-1933, joiat 
author. II. Coulson, Jessie Senior, 1903- 
joint author. III. Onions, Charles Talbut, 
1873-1965, ed. IV. Friedrichsen, George 
Washington Salisbury. V. Title. VI. Title: 
Oxford English dictionary. 

Distributed by Oxford University Press, 
New York; 42.50. 


OXFORD advanced learner's 423 
dictionary of current English [by] A. S. 
Hornby, with the assistance of A. P. 
Cowie, [and] J. Windsor Lewis. [3d ed.] 
London, Oxford University Press, 1974. 
xxvii, 1055 p. illus. 23 cm. ISBN 0-19- 
431102-3 Originally published in 1942 
under title: Idiomatic and syntactic En lish 
dictionary: first-2d Oxford University Press 
editions published under title: Advanced 
learner’s dictionary of current English. 
[PE1628.13 1974] 74-176497 

l. English language—Dictionaries. I. 
Hornby, Albert Sydney, ed. I. Cowie, 
Anthony Paul. II. Lewis, J. Windsor. 
Distributed by Oxford University Press, 
New York, 8.95. 


REYNOLDS, William, 1927- 423.028 
Dictionaries and other wordbooks. New 
York, Random House [1974] 96 p. illus. 22 
cm. (The Random House English series) 
”Material developed in association with 
Paideia, inc.” Explores the history of 
dictionaries and other language reference 


works . with discussions of specific 
examples. [PE1611.R4] 73-9942 2.60 
(pbk.) 


I. English language—Lexicography. I. 
Paideia, inc., New York. IT. Title. 


HALL, Eugene J. 425 

Grammar for use, by Eugene J. Hall. Silver 

Spring, Md., Institute of Modern 

Languages [c1974] 2 v. (vii, 337 p.) 23 

cm. [PE1112.H28] 74-82185 4.95 (ea.) 

j poe language—Grammar—1950- I. 
ytle. 


ANDERSEN, Dennis. 427.0903 
The book of slang. Middle Village, N.Y:, J. 
David [1974] p. cm. ISBN 0-8246- 0191-6 
PEIA AS] 44 17207 8.95; 6.95 (lib. 
bdg.) 

1. English language—Slang—Dictionaries. 
I. Title. 

Prepared from C.I.P. 


LESTER, Mark. 428 
The codes of English. New York, Random 
House [1974] 96 p. illus. 22 cm. ISBN 0- 
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394-02746-9 (The Random House English 
series) "Material developed in association 
with Paideia, inc.” A tenth grade textbook 
analyzing the study of English language as 
a communication system composed of two 
codes: writing and speech. [PE1408.L46] 
73-12567 2.72 (pbk.)} 

1. English language-—-Composition and 
exercises. 2. Speech. 3. Signs and symbols. 
I. Paideia, inc., New York. IT. Title. 


TERRY, Ann. 428’.007 s 
Children’s poetry preferences; a national 
survey of upper elementary grades. 
Urbana, Ill., National Council of Teachers 
of English [1974] vii, 72 p. 23 em. ISBN 
0-8141-1535-2 (National Council of 
Teachers of English. Research report no. 
16} Bibliography: p. 71-72. [PE1011.N295 
no. 16] [PN1085] 821°.009 74-77997 2.75 
(pbk.). 

1. Poetry and children. I. Title. I. Series. 


TEXAS Conference on 428.00711 
Placement, Exemption, and Credit in 
English, Texas A & M University, 1972. 

Equivalency testing; a major issue for 

college English. Edited by Forrest D. Burt 

and Sylvia King. Urbana, Ill., ERIC 

Clearinghouse on Reading and 

Communication Skills [1974] xii, 52 p. 22 

cm. ISBN 0-8141-0222-2 Includes 

bibliographical references. [LB2357.E5T49 

1972] 74-75629 1.35 (pbk.) 


d. Universities and colleges—United 
States—Entrance requirements— 
Congresses. — 2. English language— 


Examinations—Congresses. 3. English 
Janguage—Study and teaching (Higher)— 
Congresses. I. Burt, Forrest D., ed. IL 
King, Sylvia, ed. IT. Title. 


HUGON, Paul Desdemaines, 4287.1 
1882- 
The modern  word-finder; originally 


published under the title: Morrow’s word- 
finder; a living guide to modern usage, 
spelling, synonyms, pronunciation, 
grammar, word origins, & authorship, all in 
one alphabetical order, by Paul D. Hugon: 
New rev. ed. New, York, Grosset & 
Dunlap. Detroit, Gale Research Co., 1974 
[c1934] x, 420 p. 22 cm. [PE1591.H8 
1974] 73-20139 18.00 


1. English language—Synonyms and 
antonyms. I. Title. 
FINKEL, Lawrence S. 428.2461 


Learning English as a second language; 
workbook. Aprendiendo ingles como 
segundo idioma; cuaderno de trabajo. By 
Lawrence S. Finkel, Ruth Krawitz [and] 
Muriel Pagan. Illustrated by Ilene 
Glassman. Special consultant Clelia C. 
Belfrom. Bilingual ed. Edicion bilingue. 
Dobbs Ferry, N.Y., Oceana Publications, 
1974. 3 v. illus. 28 cm. English and 
Spanish. [PE1129.S8F46] 74-180372 3.75 
(per. vol. pbk.). 

I. English language--Text-books for 
foreigners—Spanish.  Krawitz, Ruth, joint 
author. II. Pagan, Muriel, joint author. III. 
Title. IV. Title: ‘Aprendiendo ingles como 
segundo idioma. 


RANKIN, Earl Frederick. 4287.4 
The measurement of reading flexibility: 
problems and perspectives [by] Earl F. 
Rankin. Newark, Del, International 
Reading Association, 1974. 62 p. 23 cm. 
ISBN 0-87207-866-3 (Reading information 
series: where do we go?) Bibliography: p. 
57-61. [LB1050.R3] 74-160976 1.50 (pbk.) 
1. Reading—Abitity testing. L Title. IT. 
Series: Reading information series. 


AR > 


Po a 


MCGUFFEY, William Holmes, 
1800-1873 

McGutffey’s fifth eclectic reader. Rev. ed. 

New York, Gordon Press [1974, c1879] p. 

cm. ISBN 0-87968-144-6 Reprint of the 

ed. published by Van Antwerp, Bragg, 

Cincinnati, in series: Eclectic educational 

series. [PE1117.M2565 1974] 73-22834 

34.95 (lib. bdg.) 

1. Readers—1870-1950. I. Title. Hf. Series: 

Eclectic educational series. 

Prepared from C.I.P. 


MCGUFFEY, William Holmes, 
1800-1873 ; 
McGuffey’s fourth eclectic reader. Rev. ed. 
New York, Gordon Press [1974, cl1879] p. 
cm. ISBN 0-87968-143-8 Reprint of the 
ed. published by Van Antwerp, Bragg, 
Cincinnati, in series: Eclectic educational 
series. [PE1117.M2564 1974] 73-22833 
34.95 
1. Readers—1870-1950. I. Title. If. Series: 
Eclectic educational series. 
Prepared from C.I.P. 


428°.6 


428.6 


MCGUFFEY, William Holmes, 
1800-1873 

McGuffey’s new first eleciic reader: for 

young learners New York, Gordon Press 

[1974, c1863] p. cm. ISBN 0-87968-140-3 

Reprint of the ed. published by Van 


428°.6 


Antwerp, Bragg, Cincinnati, in series: 
Eclectic educational series. 
[PE1117.A1M298 1974] 72-22830 29.95 
(lib. bdg.) 


I. Readers—1800-1870. I. Title. II. Series: 
Eclectic educational series. 
Prepared from C.I.P. 


MCGUFFEY, William Holmes, 
1800-1873 

McGuffey’s second eclectiz reader. Rev. 
ed. New York, Gordon Press [1974, 
ci879} p. cm. ISBN 0-87968-141-1 
Reprint of the ed. published by American 
Book Co., New York, in series: Eclectic 
educational series. [PE1117.M2562 1974] 
73-22831 29.95 (lib. bdg.) 

1. Readers—1870-1950. I. Title. Hf. Series: 
Eclectic, educational series. 

Prepared from C.I.P. 


428'.6 


MCGUFFEY, William Holmes, 
1800-1873 

McGuffey’s new sixth eclectic reader: 
exercises in rhetorical reading, with 
introductory -rules and examples. 
Stereotype ed. New York, Gordon Press 
[1974, ci857] p. cm. ISBN 0-87968-145-4 
Reprint of the ed. published by Sargent, 
Wilson & Hinkle, Cincinnati, in series: 
Eclectic educational series. 
[PE1117.A1M299 1974] 73-22835 34.95 
(lib. bdg.) 


` 4287.6 


1. Readers—1800-1870. I. Title. II. Series: 


Eclectic educational series. 
Prepared from C.I.P. 


SETZLER, Edwin Bionest, 
1871-1939. 

On Anglo-Saxon versification from the 
standpoint of modern-English versification. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974 [c1904] 87 p. 23 cm. Reprint of the 
ed. published by J. H. Furst Co. 
Baltimore. [PE253.S3 1974] 74-5767 15.00 
(lib. bdg.). 

1. Anglo-Saxon language—Versification. I. 
Title. 


HEWETT, Waterman 

Thomas, 1846-1921. | 
The Frisian language and literature; a 
historical study. New York, Gordon Press 
[1974, c1879] p. cm. ISBN 0-87968-162-4 
Reprint of the ed. published by Finch & 


429°.6 


439°.2’09 


AMERICAN BOOK PUBLISHING RECORD 


Apgar, Ithaca, N.Y. [PF1407.H47 1974} 
74-13159 29.75 (lib. bdg.) 

J. Friesian philology—History. I. Title. 
Prepared from C.I.P. 


440.08 
Indiana 


LINGUISTIC Symposium on 
Romance Languages, 3d, 
University, 1973. 

Linguistic studies in Romance languages; 

proceedings. R. Joe Campbell, Mark G. 

Goldin [and] Mary Clayton Wang, editors. 

Washington, Georgetown University Press 

[1974] vi, 265 p. 23 cm. ISBN 0-87840- 

035-4 Includes bibliographies. [PC11.L53 

1973] 74-76135 3.50 (pbk.) 

1. Romance languages—Congresses. T. 

Campbell, R. Joe, 1932- ed. II. Goldin, 

Mark G., ed. IT. Wang, Mary Clayton, ed. 

IV. Title. 


*NEW contemporary 443'.2'1 
French English, English French 
Dictionary. [Garden City, N.Y] - 
Doubleday [1974, c1960] 682 p. 21 cm. 


ISBN 0-385-03770-3. [PC2640] 4.95 
1. French language-—Dictionaries—English. 
2. English language—Dictionaries—French. 


MALEY, Catherine A., 1934- 445 
The pronouns of address in modern 
standard French, by Catherine A. Maley. 
University, Miss., Romance Monographs, 
inc., 1974. p. cm. (Romance monographs, 
no. 10) Bibliography: p. [PC2261.M3] 74- 
17218 9.00; 7.50 (pbk.) 

1. French language—Pronoun. I. Title. 
Prepared from C.I.P. 


*EDWARDS, S. A. ` 448.2°4'2 
French structure [by] S. A. Edwards. [Rev. 
ed.] Lexington, Mass., D. C. Heath [1974, 
c1972] 202 p. 28 cm. ISBN 0-669-90373-6. 
[PC2112] 2.95 (pbk.) 

i. French language--Grammar—1950- I. 
Title. 


PALMER, Lydia, comp. 4487.6 
De la Revolution a nos jours. Consulting 
editors: Evelyn Brush [and] Janine Pefley. 
Skokie, Ill., National Textbook Co. [1974] 
295 p. illus. 24 cm. (French culture series) 
[PC2127.H5P22] 74-176176 7.00 
i. French language—Readers—RHistory. - I. 
Title. 
. e 

SPERONI, Charles, 458'.6'421 

1911- 
Panorama italiano. [By] Charles Speroni 
[and] Carlo L. Golino. 3d ed. New York, 
Holt, Rinehart and Winston. [1974] x, 225, 
xlip. illus. 23 cm. ISBN 0-03-089384-4 
[PC1127.C5S6 1974] 73-21600 11.50 
1. Italian language—Readers (Civilization) 
I. Golino, Carlo Luigi, 1913- joint author. 
Il. Title. 


KAMINAR de Mujica, 468.2421 
Barbara. 
A-LM Spanish: level two. [Writers: 


Barbara Kaminar de Mujica and Guillermo 
Segreda] New 2d ed. Teacher’s ed. New 
York, Harcourt Brace Jovanovich [1974] 1 
v. (various pagings) illus. 25 cm. ISBN 0- 
15-388733-8 The main work, also issued 
separately, is proceded by the authors’ 
teachers section with special t.p. 
(PC4112.K3 1974] 74-176314 8.19 

1. Spanish language—Grammar—1950- I. 
Segreda, Guillermo, joint author. IL. Title. 


PACKARD, David W. 4817.7 
Minoan Linear A, by David W. Packard. 
Berkeley, University of California Press, 
1974. 272 p. illus. 27 cm. ISBN 0-520- 
02580-6 Bibliography: p. [13]-18. 
[P1035.P28] 73-85794 12.50 

1. Inscriptions, Linear A. I. Title. 


_ NOVEMBER 30,1974 


KENT, Rosalind. 491.7°3'2421 
Reading the Russian language; a guide for 
librarians and other professionals. New 
York, M. Dekker, 1974. xii, 229 p. 24 cm. 
ISBN 0-8247-6236-3 (Library and 
information science, v. 9) [PG2120.L5K4] 
74-81799 13.75 

4. Russian language—Grammar—1950- 2. 
Library science—Dictionaries—Russian. 3. 
Russian language—Dictionaries—English. 
I. Title. If. Series. 


BERBERI, Dilaver. 492.77 
Arabic in a, nutshell. \st ed. Montclair, 
N.J., Institute for Language Study, 1974. 
p. cm. [PJ6779.B4] 74-17006 2.95 (pbk.) 

i. Arabic language—Dialects—Egypt. I. 
Title. 

Prepared from C.LP. 


*KANG, Shin T. 499.95 
Sumerian economic texts from the Drehem 
archive Sumerian and Akkadian Cuniform 
Texts in the collection of the World 
Heritage Museum of the University of 
Illinois. : 

Vol.°2 1974 is now available from Univ. of 


Hi. Press, Urbana at 20.00. ISBN 0-252- 
00425-6. L.C. card no.: 73-84697. 

500 PURE SCIENCE 

*CORNELL, James, comp. 500 


dt happened last year! Earth events-1973! 
Compiled and edited by James Cornell. 
New York, Collier Books [1974] xxv, 250 
p. illus. 18 cm. A report on the planet for 
1973 from the Smithsonian Institution’s 
Center for Short-lived Phenomena. [Q162] 
74-8891 8.95; 3.95 (pbk.) 

1. Science. I. Smithsonian Institution. 
Center for Short-lived Phenomena. II. 
Title. : 


GORAN, Morris Herbert, 1916- 500 
Science and anti-science, by Morris Goran. 
Ann Arbor, Mich., Ann Arbor Science 
[1974] xi, 128 p. 24 cm. ISBN 0-250- 
40049-9 Includes bibliographies. 
(Q172.G67] 73-90416 10.00 

1. Science. 2. Scientists. I. Title. 


COATES, Ruth Allison. 500.9°22 B 
Great Ameftican naturalists. Minneapolis, 
Lerner Publications Co. [1974] 103 p. illus. 
22 cm. ISBN 0-8225-0467-7 (A Pull ahead 
book) Brief biographies of fourteen men 
and women who dedicated their lives to 
studying some aspect of nature. [QH26.C6] 
920 73-21989 3.95 

1. Naturalists—United States—Biography. 
I. Title. 


METHODOLOGICAL and 501 s 
historical essays in the natural and social 
sciences. Edited by Robert S. Cohen and 
Marx W. Wartofsky. Dordrecht, Boston, 
Reidel, 1974. viii, 405 p. 23 cm. ISBN 9- 
02-770392-2 (Synthese library, v. 60) 
(Boston studies in the philosophy of 
science, v. 14) Essays presented to the 
Boston Colloquium for the Philosophy of 
Science during 1969-72. Includes 
bibliographical references. [Q174.B67 vol. 
14] [Q175.3] 501 73-83558 35.00 (lib. 


bdg.) 

i. Scienge—Philosophy—Addresses, 
essays, lectures. 2. Science—History— 
Addresses, essays, lectures. 3. Science— 
Methodology—Addresses, essays, lectures. 
i. Cohen, Robert Sonne, ed. Il. Wartofsky, 
Marx W, ed. If. Boston Colloquium for 
the Philosophy of Science. IV. Title. V. 
Series. 

Pbk. 17.50, ISBN 9-02-770378-7. 


MCGRAW-HILL dictionary of 503 
scientific and technical terms. Daniel N. 
Lapedes, editor in chief. New York, 
McGraw-Hill [1974] p. cm. ISBN 0-07- 
045257-1 [Q123.M15] 74-16193 39.50 

1. Science—Dictionaries. 2. Technelogy— 
Dictionaries. I. Lapedes, Daniel N., ed. H. 
Tite: Dictionary of scientific and technical 
terms. 

Prepared from C.LP. 


CONFERENCE on Cooley’s 

Anemia, 3d, New York? 1973. 
Third conference on Cooley’s anemia. 
Editor: Edward C. Zaino. [New York] 
New York Academy of Sciences [1974] 
380 p. illus. 23 cm. (Annals of the New 
York Academy of Sciences, v. 232) Cover 
title. Conference sponsored by the 
Academy's Section of Biological and 
Medical Sciences and Cooley’s Anemia 
Blood and Research Foundation for 


508’.1 s 


Children, and held Apr. 9-10, 1973. 
Includes bibliographical references. 
Q11.N5 vol. 232] [RC641.7.T5] 


616.1°52°042 74-177288 33.00 

1. Thalassemia—Congresses. I. Zaino, 
Edward C., ed. Il. New York Academy of 
Sciences. Section of Biological and Medical 
Sciences. TII. Cooley’s Anemia Blood and 
Research Foundation for Children. IV. 
Series: New York Academy of Sciences. 
Annals, v. 232. 


PONKO, Vincent. 508.309034 
Ships, seas, and scientists; U.S. Naval 
exploration and discovery in the 
nineteenth century. Annapolis, Naval 
Institute Press [1974] xii, 283 p. 24 cm. 
ISBN 0-87021-641-4 Bibliography: p. 257- 
269. [Q115.P66] 73-82840 

i. United States. Navy. 2. Scientific 
expeditions—History. I. Title. 

Distributed by Arco; 17.50. 


REASON, experiment, and 509".4 
mysticism in the scientific revolution. M. 
L. Righini Bonelli and William R. Shea, 
edfitor]s. New York, Science History 
Publicatians, 1974. p. cm. ISBN 0-38202- 
018-8 Papers presented at a symposium 
held in Capri in April 1974 and sponsored 
by the Gruppo italiano di storia della 


_ Scienza. [Q127.E8R4] 74-16495 18.00 


1. Science—History—Europe—Congresses. 
I Righini Bonelli, Maria Luisa, ed. I. 
Shea, William R., ed. IH. Gruppo italiano 
di storia delle scienze. 

Prepared from C.I.P. 


*NEEDHAM, Joseph, 1900- 
Science and civilization in China 
Vol. 5, pt. 2 1974 entitled Chemistry and 
Chemical technology: spagyrical discovery 
and inventions: magisteries of gold and 
immorality is now available from 
Cambridge Univ. Pr. N.Y. for 35.00. 
DSN 0-521-08571-3. L.C. card na: 54- 
4723. 


ANTON, Howard. 510 
Applied finite mathematics [by] Howard 
Anton [and] Bernard Kolman. New York, 
Academic Press [1974] xv, 475 p. illus. 25 


509.51 


cm. ISBN 0-12-059550-8 Includes 
bibliographical references. [QA39.2.A56] 
73-18972 10.95 

L Mathematics—1961- I. Kolman, 


Bernard, 1932- joint author. I. Title. 


PITTSBURGH 510.08 s 
International Conference on General 
Topology and its Application, 2d, 1972. 

TOPO 72 - general topology and its 

applications. Second Pittsburgh 

International Conference, December 18-22, 

1972. Edited by Richard A. Alo, Robert 

W. Heath and Jun-iti Nagata. Berlin, New 


500 PURE SCIENCE 


York, Springer-Veglag, 1974. xiv, 651 p. 
25 cm. (Lecture notes in mathematics, 


378) Sponsored by Carnegie-Mellon 
University and the University of 
Pittsburgh. Includes, bibliographical 
references. [QA3.L28 no. 378] 


[QA611.A1] 514 74-390 20.50 (pbk.). 

1. Topology—Congresses. I. Alo, Richard 
A., ed. IL Heath, Robert W., ed. Hi. 
Nagata, Jun-iti, 1925- ed. IV. Carnegie- 
Mellon University. V. Pittsburgh. 
University. VI. Title. VIE Series: Lecture 
notes in mathematics (Berlin) 378. 


PEARSON, Carl E. $10°.2’02 
Handbook of applied mathematics; selected 
results and methods. Edited by Carl E. 
Pearson. New York, Van Nostrand 
Reinhold Co. [1974] p. cm. ISBN 0-442- 
26493-3 Includes bibliographicel 
references. [QA40.P38] 74-6298 35.50 

1. Mathematics—Handbooks, manuals, etc. 
L Title. 

Prepared from C.I.P. 


ANDERSON, John G., 
1912- 

Technical shop mathematics [by] John G. 

Anderson. New York, Industrial Press ` 

[1974] p. cm. ISBN 0-8311-1085-5 

[T31165.A56] 74-16115 12.00 

1. Shop mathematics. I. Title. 

Prepared from C.I.P. 


APPROXIMATION of 510°.8 s 
periodic functions. Edited by S. B. Steckir. 
Providence, R.I, American Mathematical 
Society, 1974. 132 p. 26 cm. ISBN 0-8218- 
3009-0 (Proceedings of the Steklov 
Institute of Mathematics, no. 109 (1971)) 
Translation of Priblizhenie periodicheskikh 
funktsii. Includes bibliographical 
references. [QA1.A413 no. 109, 1971] 
ii 515.253 74-11473 18.50 


510.246 


I. Periodic functions—Addresses, essays, 

lectures. 2. Approximation theory— 

Addresses, essays, lectures. I. Stechkin, S. 

B., ed. I. Series: Akademiia nauk SSSR. 

yaaa institut. Proceedings, no. 
9, . 


ARGABRIGHT, Loren. -510.8 s 


, Fourier analysis of unbounded measures on 


locally compact Abelian groups [by] Loren 
Argabright and Jesus Gil de Lamadrid. 
Providence, American Mathematical 
Society, 1974. vi, 53 p. 25 cm. ISBN 0- 
8218-1845-7 (Memoirs of the American 
Mathematical Society, no. 145) 
Bibliography: p. 52-53. [QA3.A57 no. 145] 
[QA403.5] 515’.2433 74-6499 2.80 (pbk.). 

1. Fourier analysis. 2. Measure theory. 3. 
Abelian groups. 4. Locally compact groups. 
I. Gil de Lamadrid, Jesus, 1926- joint 
author. IL Title. If. Series: American 
Mathematical Society. Memoirs, no. 145. 


BRUNEAU, Michel, 1937- 510.8 s 
Variation totale d’une fonction. Berlin, 
New York, Springer-Verlag, 1974. p. cm. 
ISBN 3-540-06952-6 (Lecture notes in 
mathematics, v. 413) Includes 
bibliographies. [QA3.L28 no. 413] 
[QA331.5] 515°.83 74-17330 8.20 (pbk.). 

1. Functions of real variables. I. Title. IT. 
Series: Lecture notes 
(Berlin) v. 413. 
Prepared from C.I.P. 


CONFERENCE on Ordinary 
and Partial Differential 
Dundee, Scot., 1974. 
Ordinary and partial differential equations; 
proceedings. Edited by W. N. Everitt, B. - 
D. Sleeman fand] I. MacRae Michael. 
Berlin, New York, Springer-Verlag, 1974. 
p. cm. ISBN 3-540-06959-3 (Lecture notes 


in mathematics 


$10°.8 s 
Equations, 


49 


500 PURE SCIENCE 


in mathematics, v. 415) [QA3.L28 no. 415] 
[QA371] 515’.35 74-18467 15.20 (pbk.). 

i. Differential equations—Congresses. 2. 
Differential equations, Partiai—Congresses. 
I Everitt, William Norrie, ed. II. Sleeman, 
B. D., ed. II. Michael, Ilan MacRae, 1940- 
ed. IV. Title. V. Series: Lecture notes in 
mathematics (Berlin), v. 415. 

Prepared from C.I.P. 


DONALDSON, Thomas, 1944- 510.8 s 
A Laplace transform calculus for partial 
differential operators. Providence, 
American Mathematical Society, 1974. 166 
p. 26 cm. ISBN 0-8218-1843-0 (Memoirs 
of the American Mathematical Society, no. 
143) Bibliography: p. 163-166. [QA3.A57 
no. 143] [QA379] 515°.353 74-7370 3.60 
(pbk.) 3 f 
1. Boundary value problems. 2. Differential 
equations, Parabolic. 3. Partial differential 
operators. 4. Laplace transformation. I. 
Title. II. Series: American Mathematical 
Society. Memoirs no. 143. 


DOUGLAS, Jim. 510.8 s 
Collocation methods for parabolic 
equations in a single space variable, based 
on CI- piecewise-polynomial spaces [by] 
Jim Douglas, Jr. and Todd Dupont. Berlin, 
New York, Springer-Verlag, 1974. 147 p. 
25 cm. (Lecture notes in mathematics, 
385) Bibliography: p. 144-147. [QA3.L28 
no. 385] [QA377] 515’.353 74-2857 6.20 


(pbk.) ; 
J. Differential equations, Parabolic- 
Numerical solutions. 2. Collocation 


methods. I. Title. II. Series: Lecture notes 
in mathematics (Berlin) 385. 


GORENSTEIN, Daniel. 510.8 s 
Finite groups whose 2-subgroups are 
generated by at most 4 elements, by 
Daniel Gorenstein and Koichiro Harada. 
Providence, American Mathematical 
Society, 1974. p. cm. ISBN 0-8218-1847-3 
(Memoirs of the American Mathematical 
Society, no. 147) Bibliography: p. 
[QA3.A57 no. 147] [QA171] [512’.2 74- 
11282 6.40 (pbk.). 

1. Finite groups. I. Harada, Koichiro, joint 
author. If, Title. III. Series: American 
Mathematical Society. Memoirs, no. 147. 
Prepared from C.I.P. 


GRABINER, Sandy, 1939- 510.8 s 
Derivations and automorphisms of Banach 
algebras of power series. Providence, R.I., 
American Mathematical Society, 1974. iv, 
124 p. 25 cm. ISBN 0-8218-1846-5 
(Memoirs of the American Mathematical 
Society, no. 146) Bibliography: p. 121-124. 
[QA3.A57 no. 146] [QA326] 512.55 74- 
7124 3.30 (pbk.). 

1. Banach algebras. 2. Power series. 3. 
Linear operators. I. Title. H. Series: 
ESA Mathematical Society. Memoirs, 
no. 146. 


GRAY, John Walker, 1931- 510.8 s 
Formal category theory: adjointness for 2- 
categories [by] John W. Gray. Berlin, New 
York, Springer-Verlag, 1974. xii, 282 p. 25 
cm. ISBN 0-387-06830-9 (Lecture notes in 
mathematics, 391) Bibliography: p. 280- 
282. [QA3.L28 no. 391] 5127.55 74-7910 
9.90 (pbk.). 

i. Categories (Mathematics) I. Title. I. 
Series: Lecture notes in mathematics 


(Berlin) 391. 


HIRSCH, Morris, 1933- 510.8 s 
Differential equations, dynamical systems, 
and linear algebra [by] Morris W. Hirsch 
and Stephen Smale. New York, Academic 
Press [1974] xi, 358 p. illus. 25 cm. ISBN 
0-12-349550-4 (Pure and applied 
mathematics; a series of monographs and 


50 


textbooks, v. 60) Bibliography: p. [341]- 
342. [QA3.P8 vol. 60] [QA372] 515.35 
73-18951 14.95 


l. Differential equations. 2. Algebras, 


Linear. I. Smale, Stephen, 1930- joint 
author. IT. Title. III. Series. 
LIPSMAN, Ronald L. 510.8 s 


Group representations; a survey of some 
current topics [by] Ronald L. Lipsman. 
Berlin, New York, Springer-Verlag, 1974. 
x, 166 p. 25 cm. ISBN 9-387-06790-6 
(Lecture notes in mathematics, 388) 
Bibliography: p. [160]-166. ‘QA3.L28 no. 
388] [QA387] 512’.22 74-4654 8.20 (pbk.). 
1. Lie groups. 2. Representations of groups. 
I Title. II. Series: Lecture notes in 
mathematics (Berlin), 388. 


LOGICAL and logico- 510.8 s 


. mathematical calculi. 2. Eéited by V. P. 


Orevkov. Providence, R.I., American 
Mathematical Society, 1974. v, 183 p. 25 
cm. ISBN 0-8218-3021-X (Proceedings of 
the Steklov Institute of Mathematics, no. 
121 (1972)) Translation of Logicheskie i 
logiko-matematicheskie  ischisleniia. 2. 
Called ”2” in continuation of The Calculi 
of symbolic logic, 1, which was published 
in 1971. Includes bibliographical 
references. [QA1.A413 no. 121] [QA9] 
511.3 74-8854 22.30 (pbk.) 

1. Logic, Symbolic and mathematical— 
Addresses, essays, lectures. <. Orevkov, V. 
P, ed. If. Series: Akademita nauk SSSR. 
Matematicheskii institut. Proceedings, no. 
121, 1972. 


MARKUS, Lawrence. 510.8 s 
Generic Hamiltonian dynamical systems 
are neither integrable nor ergodic [by] L. 
Markus and K. R. Meyer. Providence, 
American Mathematical Society, 1974. iv, 
52 p 25 cm. ISBN _ 9-8218-1844-1 
(Memoirs of the American Mathematical 
Society, no. 144) Bibliography: p. 51-52. 
[QA3.A57 no. 144] [QA614.83] 515.35 
74-8095 2.80 (pbk.). 

1. Hamiltonian systems. 2. Differential 
equations. I. Meyer, Kenneth Ray, 1937- 
Joint author. II. Title. ITI. Series: American 
Mathematical Society. Memcirs no. 144. 


PATTERSON, Walter Mead 510.8 s 
Iterative methods for the solution of a 
linear operator equation in Hilbert space - 
a survey. Berlin, New York, Springer- 
Verlag, 1974. 183 p. 25 cm. ISBN 0-387- 
06805-8 (Lecture notes in mathematics, 
394) Bibliography: p. [171]-183. [QA3.L28 
no. 394] [QA329] 515.72 74-9100 8.20 
(pbk.). 

1. Operator equations. 2. Iterative methods 
(Mathematics) 3. Hilbert space. I. Title. IT. 
Series: Lecture notes in mathematics 
(Berlin) 394. 


RECENT advances in the 510.8 s 
representation theory of rings and C*- 
algebras by continuous sections; a seminar 
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(Physics and chemistry in space, v. 7) 
Includes bibliographical references. 


523.01 


NOVEMBER 30,1974 


{QC801.P46 vol. 7] [QC809.V3] 538.766 
73-22571 32.00 
I. Van Allen radiation belts. 2. Diffusion. 
I. Lanzerotti, Louis J, joint author. II. 
Title. TII. Series. 


*ANNUAL review of 523.082 
astronomy and astrophysics. 

Volume 12, 1974, edited by Geoffrey R. 
Burbidge with associate editors David 
Layzer and John G. Phillips, is available 
from Annual Reviews, Palo Alto, Calif., for 
12.50. ISBN 0-8243-0912-X. L.C. card 
no.: 63-8846. 


RYAN, Michael P., 1943- 523.1°01 
Homogeneous relativistic cosmologies, by 
Michael P. Ryan, Jr., and Lawrence C. 
Shepley. Princeton, N.J., | Princeton 
University Press, 1974. p. cm. ISBN 0- 
691-08146-8 (Princeton series in physics) 
Bibliography: p. [QB981.R88] 74-2976 
15.00 


1. Cosmology. I. Shepley, Lawrence C. 
1939- joint author. IT. Title. 

Prepared from C.I.P. Pbk. 7.50, ISBN 0- 
691-08153-0. 


FIELD, George B., 1929- 523.1°8 
The redshift controversy [by] George B. 
Field, Halton Arp [and] John N. Bahcail. 
Reading, Mass., W. A. Benjamin, 1973, 
[i-e.1974] xv, 324 p. illus. 24 cm. ISBN 0- 
8053-2512-3 (Frontiers in physics) 
Includes bibliographies. [QB465.F53] 74- 
614 19.50; 11.00 (pbk.). 

1. Red shift. I Arp, Halton. II. Bakcall, 
John N. IIT. Title. IV. Series. 


LEVITT, Israel Monroe, 
1908- 

Beyond the known universe; from dwarf 
stars to quasars [by] I. M. Levitt. New 
York, Viking Press [1974] xi, 131 p. col. 
illus. 25 cm. ISBN 0-670-16107-1 
[QB806.L48 1974] 73-5232 10.00 

1. Stars—Evolution. I. Title. 


PHYSICS of dense 523.8’! 
matter. Ed. by Carl J. Hansen. Dordrecht, 
Boston, Reidel, 1974. x, 327 p. with illus. 
25 cm. ISBN 9-02-770406-6 (International 
Astronomical Union. Symposium, no. 53) 
Symposium held in Boulder, Colo., 21-25 
Aug. 1972. Includes bibliographies. 
[QB806.P48] /3-91431 39.50 (lib. bdg.). 

J. Stars—Evolution—Congresses. 2. 
Neutron stars—Congresses. . 3. White 
dwarfts—Congresses. 4. Matter— 
Congresses. I. Hansen, carl J., ed. If. Title. 
TIT. Series. 

Pbk. 30.00, ISBN 9-02-770407-4. 


HALLIDAY, David. 530 
Fundamentals of physics [by] David 
Halliday [and] Robert Resnick. With the 
assistance of W. Farrell Edwards [and] 
John Merrill. Rev. print. New York, Wiley 


523.8 


[1974] 1 v. (various pagings) illus. 26 cm. . 


ISBN 0-471-34431-1 [QC21.2.H35 1974] 
74-1023 15.95 

1. Physics. I. Resnick, Robert, 1923- joint 
author. II. Title. 


PHYSICS for career 530 
education [by] Daie Ewen [and others] 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] xvi, 398 p. illus. 24 cm. ISBN 0-13- 
672303-9 [QC23.P58] 74-1244 12.95 

1. Physics. I. Ewen, Dale, 1940- 


BROWN, Sanborn 
Conner, 1913- 
Natural philosophy at Dartmouth, from 
surveyors’ chains to the pressure of light, 
by Sanborn C. Brown and Leonard M. 
Rieser. Hanover, N.H.; Distributed for 
Dartmouth College by the University Press 


530°.07°117423 


of New England, 1974. xii, 127 p. iflus.-24 
cm. ISBN  0-87451-102-X Includes 
bibliographical references. [QC9.U5B76] 
74-78597 6.50 

1. Dartmouth College—History. 2. 
Physics—History—New Hampshire— 
Hanover. 3. Research—New Hampshire— 
Hanover. I. Rieser, Leonard M., joint 
author. IT. Title. 


CHESNUT, D. B., 1932- 530.1°2 
Finite groups and quantum theory [by] D. 
B. Chesnut. New York, Wiley [1974] p. 
cm. ISBN 0-471-15445-8 "A Wiley- 
Interscience publication.” Bibliography: p. 
[QC174.17.G7C47] 74-9840 14.95 

I. Quantum theory. 2. Finite groups. I. 
Title. 

Prepared from C.I.P. 


JAMMER, Max. 530.1°2 
The philosophy of quantum mechanics; the 
interpretations of quantum mechanics in 
historical perspective. New York, Wiley 
[1974] p. cm. ISBN 0-471-43958-4 "A 
Wiley-Interscience publication.” Includes 
bibliographical references. [QC173.98.J35] 
74-13030 19.50 

1. Quantum theory—History. 2. Physics— 
Philosophy. T. Title. 

Prepared from C.I.P. 


HUND, Friedrich, 1896- 530.1°2’09 
The history of quantum theory. Translated 
by Gordon Reece. New York, Barnes & 
Noble Books [1974] 260 p. illus. 21 cm. 
ISBN 0-06-493060-2 Translation of 
Geschichte der Quantentheorie. Includes 
bibliographical references. 
(QC173.9&.H8613 1974b] 74-177294 29.00 
1. Quantum theory—History. T. Title. 


LAPP, Raiph Eugene, 1917- 530.4 
Matter, by Ralph E. Lapp and the editors 
of Time-Life Books. New York, Time-Life 
Books [1974] 200 p. illus. (part col.) 28 
cm. (Life science library) Bibliography: p. 
196. Traces the history of man’s study of 
matter, the characteristics of gases, liquids, 
and solids, and the structure of the atom. 
[QC171.2.L37 1974] 74-175109 5.95 

1. Matter. I. Time-Life Books. II. Title. III. 
Series. 


*SLATER, John Clarke. $30.41 
Quantum theory of molecules and solids. 
Volume IV, 1974 is now available from 
McGraw-Hill for 20.00, ISBN 0-07- 
058038-3. L.C. card number 62-17647. 


ADLER, David A. 530°.8 
3D, 2D, 1D. Written and illustrated by 
David A. Adler. New York, Crowell 
[1974] p. cm. ISBN 0-690-00456-7 
{Young math books) Explains through 
simple experiments the principle of 
dimensiors and how they are measured. 
[QA465.A25] 74-5156 3.95 

1. Mensuration—Juvenile literature. I. 
Title. 

Prepared from C.I.P. Library binding 4.70; 
ISBN 0-690-00543-1. 


SUDARSHAN, E. C. G. 531°.11 
Classical dynamics: a modern perspective. 
By E. C. G. Sudarshan [and] N. Mukunda. 
New York, Wiley [1974] xi, 615 p. 24 cm. 
ISBN 0-471-83540-4. "A Wiley- 
Interscierce publication.” [QA845.88] 73- 
11312 24.95 

1. Dynamics. I. Mukunda, N., joint author. 
IT. Title. 


EUROMECH Colloquium on 531.34 
Gyrodynamics, UniversityofLouvain, 
1973. 


Gyrodynamics; symposium. Edited by P. 
Y. Willems. Berlin, New York, Springer- 


- HEAT transfer in flames. 
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Verlag [1974] p. cm. ISBN 3-540-06776-0 
English, French, or German. Bibliography: 
p. [QA862.G9E9 1973] 74-17401 19.70 

1. Gyroscope—Congresses. 2. Rotational 
motion (Rigid dynamics) 3. Space 
vehicles—Altitude control — systems— 
Congresses. I. Willems, P. Y., 1942- ed. IT. 
Title. 

Prepared from C.I.P. 


ASTARITA, Giovanni. 532, 
Principles of non-Newtonian fluid 
mechanics [by] G. Astarita [and] G. 
Marrucci. London, New York, McGraw- 
Hill [1974] ix, 289 p. illus. 24 cm. ISBN 0- 
07-084022-9 Includes bibliographical 
references. [QA929.5.A87] 73-17232 19.50 
1. Non-Newtonian fluids. 2. Fluid 
mechanics. I. Marrucci, G., joint author. II. 
Title. 


CHU, Benjamin. 535.58 
Laser light ‘scattering. New York, 
Academic Press, 1974. p. cm. ISBN 0-12- 
174550-3 (Quantum electronics—principles 
and applications) Includes bibliographies. 
[QC446.2.C48] 74-1630 31.50 

I. Laser beams—Scattering. I. Title. 
Prepared from C.I.P. 


HICKETHIER, Alfred. 535.6 
Hickethier color atlas. Edited and with an 
introd. by Siegfried Rosch. [Translated by 
Ernst Van Hagen] New York, Van 
Nostrand Reinhold Co. [1974, cl1972] p. 
cm. ISBN 0-442-23409-0 Translation of 
Die grosse Farbenordnung  Hickethier. 
Includes bibliographical references. 
[QC495.H49213] 73-1626 250.00 

1. Color. I. Title. 

Prepared from C.I.P. 


536’.2 
N. H. Afgan and J. M. Beer, editors. 
Washington, Scripta Book Co., 1974. vii, 
501 p. illus. 26 cm. (Advances in thermal 
engineering, 2) ”A Halsted Press book.” 
Selected papers from the 1973 
international seminar organized by the 
International Centre for Heat and Mass 
Transfer. [QC319.8.H43] 74-8747 28.50 

1.  Heat—Transmission—Congresses. 2. 
Mass transfer—Congresses. 3. Flame— 
Congresses. I. Afgan, Naim, ed. II. Beer, 
Janos Miklos, 1923- ed. III. International 
Center for Heat and Mass Transfer. 


GAL-OR, Benjamin. 536.7 
Modern developments in thermodynamics; 
an interdisciplinary collective treatise, 
edited by Benjamin Gal-Or. Foreword by 
D. Gabor. New York, Wiley [1974] xxvii, 
458 p. illus. 25 cm. ISBN 0-470-29044-7 
”A Halsted Press book.” Includes 
bibliographical references. [QC311.G22] 
74-2399 24.50 

1. Thermodynamics. I. Title. 


SMITH, Peter William, 
1937- 

Mode-locking of lasers, by P. W. Smith, 
M. A. Duguay, and E. P. Ippen. [lst ed.] 
Oxford, New York, Pergamon Press [1974] 
107-229 p. illus: 21 cm. ISBN 0-08- 
017852-9 (Progress in quantum electronics, 
v. 3, pt. 2) Bibliography: p. 209-229. 
[QC680.P74 vol. 3, pt. 2} [TA1688] 
535.5’8 74-177161 10.00 (pbk.) 

1. Mode-locked lasers. I. Duguay, M. A., 
joint author. II. Ippen, E. P., joint author. 
IN. Title. IV. Series. 


537.5°08 s 


*ADVANCES in magnetic 538.3 
resonance 

Volume 7, 1974 is now available from 
Academic, New York, for 28.50. ISBN 0- 


12-025507-3. L.C. card no.: 65-26774. 
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ELAND, J. H. D. 539.1 
Photoelectron: spectroscopy, an 
introduction to ultraviolet photoelectron 
spectroscopy in the gas phase [by] J. H. D 
Eland. New York, Wiley [1974] 239 p. 
illus. 23 cm. ISBN 0-470-23485-7 "A 
Halsted Press book.” Includes 
bibliographical references. [(QC454.P48E38 
1974] 73-17763 18.50 

1. Photoelectron spectroscopy. 


ARYA, Atam Parkash. 539.7 
Elementary modern physics [by] Atam P. 
Arya. Reading, Mass., Addison-Wesley 
Pub. Co. [1974] xii, 548 p. illus. 25 cm. 
ISBN 0-201-00304-X (Addison-Wesley 
series in physics) Includes bibliographical 
references. [QC21.2.A77] 73-1466 13.95 

1. Physics. I. Title. 


ASIMOV, Isaac, 1920- 539.7 
Inside the atom. Ulustrated by John 
Bradford. New, updated 1974 ed. New 
York, Abelard-Schuman [1974] p. cm. 
ISBN 0-200-71444-9 Discusses in detail 
the structure and behavior of the atom and 
its present and future uses, especially in 
light of the world’s energy crisis. 
[QC778.A84 1974] 74-5458 6.95 

l. Atomic energy-~Popular works. 2. 
Atoms. I. Bradford, John Carroll, illus. IT. 
Title. 

Prepared from C.I.P. 


POLARIZATION nuclear 539.7 
physics; proceedings of a meeting held at 
Ebermannstadt, October 1-5, 1973. Edited 
by D. Fick. Berlin, New York, Springer- 
Verlag [1974] p. cm. ISBN 3-540-06978-X 
(Lecture notes in physics, 30) ~The 
conference was sponsored by the 
Bundesministerium fur Forschung und 
Technologie [and] the Physikalisches 
Institut der Universitat Erlangen- 
Nurnberg.” Bibliography: [QC794.6.S3P64] 
74-18102 9.90 (pbk.). 

Rudolf, 1903- 2. 


l. Fleischmann, 
Polarization (Nuclear physics)— 
Congresses. I. Fick, Dieter, ed. II 
Germany (Federal Republic, 1949- ). 
Bundesministerium fur Forschung und 
Technologie. II. Erlangen. Universitat 
Erlangen-Nurnberg. Physikalisches Institut. 
- LV. Title. V. Series. 

Prepared from C.I.P. 


HAWAII Topical 539.721 
Conference in Particle Physics, 5th, 
University of Hawaii, 1973. 

Proceedings. Edited by P. N. Dobson, Jr., 

V. Z. Peterson, and F. Tuan. 

Contributors: R. P. Feynman [and others. 

Honolulu, University Press of Hawaii, 

1974] ix, 710 p. illus. 23 cm. ISBN 0- 

8248-0327-2 Includes bibliographical 

references. [QC794.8.88H38 1973] 73- 

92867 15.00 (pbk.) 

1. Nuclear reactions—Congresses. 2. 

Particles (Nuclear physics)—Congresses. I. 

Dobson, Peter Norman, ed. I. Peterson, 

Vincent Zetterberg, 1921- ed. II. Tuan, 

San Fu, 1932- ed. IV. Feynman, Richard 

Phillips. 


ASIMOV, Isaac, 1920- 540 
Asimov on chemistry. Garden City, N.Y., 
Doubleday, 1974. p. ISBN 0-385-04100-4 
”Essays originally appeared in The 
Magazine of fantasy and science fiction.” 
[QD39.A74] 73-15322 8.95 

1. Chemistry—Addresses, essays, lectures. 
I. The Magazine of fantasy and science 
fiction. IT. Title. 

Prepared from C.I.P. 


MORIENUS. 540°.1 
A testament of alchemy; being the 
revelations of Morienus, ancient adept and 
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hermit of Jerusalem, to Khalid ibn Yazid 
ibn Mu’awiyya, King of the Arabs, of the 
divine secrets of the magisterium and 
accomplishment of the alchemical art. 
Edited and translated from the oldest 
manuscripts, with commentary by Lee 
Stavenhagen. Hanover, N.H., Published for 
the Brandeis University Press by the 
University Press of New England, 1974. 76 
p. facsims. 23 cm. ISBN 0-87451-095-3 
Latin and English. Includes bibliographical 
references. [QD25.M6613] 73-91752 7.50 
1. Alchemy. I. Khalid ibn Yazid al-Umawit, 
d. 704 or 8. H. Stavenhagen, Lee, ed. HI 
Title. 


FILLERS and 540.8 s 
reinforcements for plastics, a symposium 
co-sponsored by the ACS Division of 
Organic Coatings and Plastics Chemistry 
and the Plastics Institute of America at the 
166th Meeting of the American Chemical 
Society, Chicago, Ili, Aug. 27-29, 1973. 
Rudolph D. Deanin and Nick R. Schott, 
editors. Washington, American Chemical 
Society, 1974. p. cm. ISBN 0-8412-0202-8 
(Advances in chemistry series, 134) 
Includes . bibliographical references. 
[QD1.A355 no. 134] [TP1177] 668.4°94 
74-13562 12.75 

1. Reinforced plastics—Congresses. I. 
Deanin, Rudolph D., ed. I. Schott, Nick 
R., 1939- ed. III. American Chemical 
Society. Division of Organic Coatings and 
Plastics Chemistry. IV. Plastics Institute of 


America, Hoboken, N.J. V. Title. VI. 
Series. 

Prepared from C.I.P. 

HOMOGENEOUS 540’.8 s 
catalysis—II. Dennis Forster and James F. 
Roth, editors. Washingtcn, American 


Chemical Society, 1974. p. cm. ISBN 0- 
8412-0201-K (Advances in chemistry 
series, 132) "A symposium co-sponsored 
by the Division of Industrial and 
Engineering Chemistry and the Division of 
Petroleum Chemistry at the 166th meeting 
of the American Chemical Society, 
Chicago, Ill., Aug. 27-29, 13973.” Includes 
bibliographical references. [QD1.A355 no. 
132] [QD605] 541.395 74-14896 19.50 

1. Catalysis—Congresses. I. Forster, Denis, 
1941- ed. If, Roth, James Frank, 1925- ed. 
HI. American Chemical Society. Division 
of Industrial and Engineermmg Chemistry. 
IV. American Chemical Society. Division 
of Petroleum Chemistry. V. Title. VI. 
Series. i 
Prepared from C.I.P. 


MCGOWAN, James William, 
1931- 

The excited state in chemical physics, 

edited by J. Wm. McGowan. New York, 

Wiley [1974] p. cm. ISBN 9-471-58425-8 

(Advances in chemical physics, v. 28) "An 

Interscience publication.” [QD453.A27 vol. 

28] [QD461.5] 539.7754 74-6240 25.50 

1. Excited state chemistry. I Title. II. 

Series. 

Prepared from C.I.P. 


SOCIETE de chimie 
physique. 
Molecular motions in liquids. Proceedings 
of the 24th annual meeting of the Societe 
de chimie physique, Paris-Ozsay, 2-6 July 
1972. Jointly sponsored by the 
Associazione italiana di chimica fisica, 
Deutsche Bunsengeselischaft fur 
Physikalische Chemie [and] Faraday 
Division of the Chemical Society. Edited 
by Jean Lascombe. Dordrecht, Holland, 
Boston, D. Reidel Pub. Co. [1974] xx, 660 
p. 24 cm. ISBN 9-02-770431-7 Text in 
English or French. Includes bibliographical 


5417.08 s 


541°.223 


AMERICAN BOOK PUBLISHING RECORD 
references. [QC175.3.865 1974] 73-91947 
73.00 


1. Molecular dynamics-—-Congresses. 2. 
Liquids, Kinetic theory of—Congresses. L 
Lascombe, Jean, ed. II, Associazione 
italiana di chimica fisica. Il. Deutsche 
Bunsengesellschaft fur Physikalische 
Chemie. IV. Chemical Society, London. 
Faraday Division. V. Title. 


CARRINGTON, Alan. 541.224 
Microwave spectroscopy of free radicals. 
London, New York, Academic Press, 
1974. ix, 264 p. illus. 23 cm. ISBN 0-12- 
160750-X [QD471.C343] 73-9451 15.00 

1. Radicals (Chemistry)—-Spectra. 2. 
Microwave spectroscopy. I. Title. 


HAY, John McKay. 541.224 
Reactive free radicals [by] J. M. Hay. 
London, New York, Academic Press, 
1974. viii, 158 p. illus. 24 cm. ISBN 0-12- 
333550-7 Includes bibliographical 
references. [QD471.H33] 73-19007 11.50 
1. Radicals (Chemistry) I. Title. + 


INTERNATIONAL 541.3453 
Conference on lon Beam Surface Layer 


Analysis, Yorktown Heights, N.Y., 1973. 
lon beam surface layer analysis; 
proceedings of the International 


Conference held on June 18-20, 1973, in 
Yorktown Heights, N.Y., and sponsored by 
the National Science Foundation and the 
IBM Corporation. Edited by: James W. 
Mayer and James F. Ziegler. Lausanne, 
Elsevier Sequoia S.A., 1974. viii, 463 p. 
illus. 25 cm. ISBN 0-444-19536-X "These 
proceedings were originally published in 
Thin solid films.” Includes bibliographical 
references. [QC176.82.155 1973] 74-348 

1. Thin films—Congresses. I. Mayer, James 
W., 1930- ed. II. Ziegler, James F., ed. IUI. 
United States. National Science 
Foundation. IV. International Business 
Machines Corporation. V. Title. 
Distributed by American Elsevier, New 
York; 41.50. 


WALLIS, Richard 
Fisher, 1924- 
Lattice dynamics of crystal surfaces, by R. 
F. Wallis. [Ist ed.] Oxford, New York, 
Pergamon Press [1973, i.e.1974] viii, 233- 
367 p. illus. 21 cm. ISBN 0-08-017798-0 
(Progress in surface science, *v. 4, pt. 3) 
Includes bibliographical references. 
[QD506.P76 vol. 4, pt. 3] [QC176.8.L3] 

548’.81 74-17340 12. 50 (pbk.). 
i. Lattice dynamics. 2. Free surfaces 
(Crystallography) I. Title. II Series. 


MAZURS, Edward G. 541.9 
Graphic representations of the periodic 
system during one hundred years, [by] 
Edward G. Mazurs. [Rev. ed.] University, 
University of Alabama Press [1974] xii, 
251 p. illus. 27 cm. ISBN 0-8173-3200-6 
First ed. published under title: Types of 
graphic representation of the periodic 
system of chemical elements. [QD467.M35 
1974] 73-8051 15.00 

1. Periodic law. 2. Chemical elements. L 
Title. 


541°.3453°08 s 


*RICHARDSON, James H. 
Systemetic materials analysis. 
Vol. 2, 1974, edited by James H. 
Richardson and R. V, Peterson, is available 
from Academic Press, N.Y., for 23.00. 
ISBN 0-12-587802-8. L.C. card no.: 72- 
12203. 


*PURNELL, Howard, comp. 
News developments in 
chromatography. 544.926 

1974 edition is available from John Wiley 
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& Sons, N.Y., for 9.95. ISBN 0-471- 
70241-2. L.C. card no.: 73-4772. 
LLOYD, Peter H. 543°.085 


Optical methods in ultrancentrifugation, 
electrophoresis, and diffusion; with a guide 
to the interpretation of records, by Peter 
H. Lloyd. Oxford, Clarendon Press, 1974. 
viii, 96 p. illus. 24 cm. ISBN 0-19-854605- 
X (Monographs on physical biochemistry) 
Bibliography: p. [95]-96. [QD54.C4L55] 
74-180335 

1. Centrifuge. 2. Optical measurements. 3. 
Electrophoresis. 4. Diffusion. I. Title. 
Distributed by Oxford University Press, 
New York; 13.00. 


MOENKE, Horst. 544.6 
Laser micro-spectrochemical analysis [by] 
H. Moenke [and] L. Moenke-Blankenburg. 
Translated by R. Auerbach. New York, 
Crane, Russak 1974, c1973 viii, 253 p. 
illus. 23 cm. ISBN ; 0-8448-0060-0 


Translation of Einfuhrung in die Laser- - 


Mikro- aca a 
Bibliography: , [231]-241. 
[QD96.L3M6313] 72- $2876 19. 75 

l. Laser spectroscopy. 2. Chemical 
microscopy. A Moenke-Blankenburg, 
Lieselotte, joint author. II. Title. 


*SNELL, Foster Dee, 
1898- 

Colorimetric methods of analysis, including 
some turbidimetric and nephelometric 
methods. [by] Foster Dee Snell and 
Cornelia T. Snell. 

3d ed., vol. III, Organic-I, is available from 
Krieger Pub. Co., Huntington, N.Y., for 


545.812 


21.50. ISBN 0-88275-160-3. L.C. card 
no.: 72-170-337. 

*INORGANIC synthesis 545.9 
Volume 15, 1974 is available from 
McGraw Hill, New York for 19.95. ISBN 
0-07-048521-6. L.C. card no.: 39-23015. 
DUFFY, John Alastair. 546 


General inorganic chemistry [by] J. A. 
Duffy. 2nd ed. London, Longman, 1974. 
[ix], 321 p. illus. 22 cm. ISBN 0-582- 
44432-2 Includes bibliographies and index. 
[QD151.2.D83 1974] 74-174665 

1. Chemistry, Inorganic. I. Title. 

Distributed by Longman, New York, 7.50 


(pbk). 


TAQUI Khan, M. M. 546°.3 
Homogeneous catalysis by metal 
complexes [by] M. M. Taqui Khan [and] 
Arthur E. Martell. New York, Academic 
Press, 1974- v. 24 cm. ISBN 0-12- 
406101-X Contents.—v. 1. Activation of 
small inorganic molecules. Includes 
bibliographical references. [QD505.T36] 
72-9982 42.00 (v.1) 

1. Catalysis. 2. Metal catalysts. 3. Complex 
compounds. I. Martell, Arthur Earl, 1916- 
Joint author. I. Title. 

Vol. 2, 23.00; 59.00 (set) 


FREEMAN, Arthur J. 546°.4 
The actinides: electronic structure and 
related properties [edited by] A. J. 
Freeman and J. B. Darby, Jr. New York, 
Academic Press, 1974- p. cm. ISBN 0-12- 
266701-8 (Materials science series) 
Includes bibliographies. [QD172.A3F73] 
73-18970 36.00- 

1. Actinide elements. I. Darby, Joseph 
Branch, 1925- joint author. II. Title. 
Prepared from C.I.P. 


DEWAR, Michael James Steuart. 547 
The PMO theory of organic chemistry, 
edited by .Michael J. S. Dewar and Ralph 
C. Dougherty. New York, Plenum Press 
[1974] p., cm. ISBN 0-306-30779-0 


Includes bibliographical references. 
[QD461.D49] 74-12196 12.50 (pbk.). 

l. Molecular orbitals. 2. Perturbation 
(Mathematics) 3. Chemistry, Organic. I. 
Dougherty, Ralph C, joint author. II. 
Title. 

Prepared from C.I.P. 


GREEN, Robert D. 547’.01 
Hydrogen bonding by C—H groups [by] R. 
D. Green. New York, Wiley [1974] p. cm. 
ISBN 0-470-32478-3 ”A Halsted Press 
book.” [QD461.G75 1974] 74-11310 24.50 
1. Hydrogen bonding. 2. Chemistry, 
Physical organic. I. Title. 

Prepared from C.I.P. 


WAILES, P. C. 547’.05’51 
Organometallic chemistry of titanium, 
zirconium, and hafnium, by P. C. Wailes, 
R. S. P. Coutts [and] H. Weigold. New 
York, Academic Press, 1974. x, 302 p. 
illus. 24 cm. ISBN 0-12-730350-2 
(Organometallic chemistry} Bibliography: 


p. 262-286. [QD412.T6W34] 73-9449 
29.50 

1. Organotitanium compounds. 2. 
Organozirconium compounds. J 
Organohafnium compounds. 4. 


Organoaluminum compounds. I. Coutts, R. 
S. P., joint author. II. Weigold, H., joint 
author. LT. Title. 


*PROGRESS in physical 547.1 
organic chemistry. . 
Vol. 11, 1974 edited by Andrew 


Streitwieser, Jr. & Robert W. Taft is now 
available from John Wiley, N.Y. for 24.95. 
ISBN 0-471-83357-6. L.C. card no.: 63- 
19364 


ORVILLE-THOMAS, W. J. 547.1223 
Internal rotation in molecules, edited by 
W. J. Orville-Thomas; assistant editor 
Mavis Redshaw. London, New York, 
Wiley-Interscience, 1974. xvii, 606 p. illus. 
24 cm. ISBN 0-471-65707-7 (Wiley 
monographs in chemical physics) "A 
Wiley-Interscience publication.” Includes 
bibliographical references and ” index. 
[QD481.078] 73-2791 39.95 

1. Molecular rotation. I. Redshaw, Mavis, 
Joint author. II. Title. 


*SYNTHETIC methods of 547.2 
organic chemistry. Synthetische methoden 
der Organischen chemie. Basel, S. Karger. 

Vol. 28, the 1974 Yearbook, edited by 
William Theilheimer, is, available from 
Phiebig, White Plains, N.Y., for 178.75. 


ISBN 3-8055-1680-0. L.C. card no.: A46- 
5381. 
RELAXATION phenomena in 547.28 


polymers. G. M. Bartenev and YU. V. 
Zelenev, editors. Translated from Russian 
by Th. Pelz. Translation edited by P. 
Shelnitz. New York, Wiley [1974] p. cm. 
ISBN 0-470-05429-8 “A Halsted Press 
book.” Based on lectures held in October 
1969 in Leningrad at the theoretical course 
on relaxation phenomena in polymers.” 
Translation of Relaksatsionnye iavleniia v 
polimerakh. Includes bibliographies. 
[QD381.8.R4413] 74-13015 32.50 

1. Polymers and polymerization. 2. 
Relaxation (Nuclear physics) I. Bartenev, 
Georgii Mikhailovich, ed. I. Zelenev, IU. 
V., ed. 

Prepared from C.I.P. 


STARKS, Charles M. 547.28 
Free radical telomerization [by] Charles M. 
Starks. New York, Academic Press, 1974. 
p. cm. ISBN  0-12-663650-8 Includes 
bibliographical references. [QD281.P6S66] 
73-18969 23.00 


` S. Safe [and] V. Zitko. 


5UU PURE SCIENCE 


1. Telomerization. 2. Radicals (Chemistry) 
I. Title. 
Prepared from C.I.P. 


*ORGANIC syntheses, 547.3 
an annual publication of satisfactory 
methods for the preparation of organic 
chemicals 
Vol. 53, 1973 is now available from Wiley, 
New York for 10.50; ISBN 0-471-10615-1 
L.C. card no.: 21-17747. 
MEYERS, Albert Irving, 547.59 > 
1932- 
Heterocycles ín organic synthesis [by] A. L 
Meyers. New York, Wiley [1974] xix, 332 
p. illus. 23 cm. ISBN 0-471-60065-2 
(General heterocyclic chemistry series) "A 
Wiley-Interscience publication.” Includes 
bibliographical references. [QD262.M56] 
73-17355 19.50 
1. Chemistry, organic synthesis. 2. 
Heterocyclic compounds. I. Title. 
*TS’O, Paul On Pong, 547°.596 
1928- 
Basic principles .in nucleic acid chemistry, 
ed. by Paul O. P. Ts’o. 
Vol. 2, 1974, is now available from 
Academic Press, New York, for 34.50. 
ISBN 0-12-701902-2 (v. 2). L.C. card no.: 
72-13612. 


HUTZINGER, O. 547.613 
The chemistry of PCB’s [by] O. Hutzinger; 
Cleveland, CRC 
Press [1974] 269 p. illus. 27 cm. ISBN 0- 
87819-049-X At head of title: CRC. 
Includes bibliographies. [QD412.C5H85] 
73-88621 35.00 

1. Polychlorinated biphenyls. I. Safe, S., 
Joint author. II. Zitko, V., joint author. III. 
chemical Rubber Company, Cleveland. IV. 
Title. 


BLICKENSTAFF, Robert T. 547.73 
Total synthesis of steroids [by] Robert T. 
Blickenstaff, Anil C. Ghosh [and] Gordon 
C. Wolf. New York, Academic Press 
[1974] p. ISBN 0-12-105950-2 Includes 
bibliographical references. [QD426.B55] 
73-20486 29.50 

i. Steroids. 2. Chemistry, Organic— 
Synthesis. I. Ghosh, Anil Chandra, joint 
author. II. Wolf, Gordon C., joint author. 
ITT, Title. 

Prepared from C.I.P. 


FAKTOR, M. M. 548°.5 
Growth of crystals from the vapour [by] 
M. M. Faktor [and] I. Garrett. London, 
Chapman and Hall; New York, Wiley 
[1974] p. ISBN 0-470-25350-9 ”A Halsted 
Press book.” [QD921.F24] 74-9878 22.75 
1. Crystals—Growth. 2. Vapors. I. Garrett, 
L, joint author. II. Title. 

Prepared from C.I.P. 


MCKIE, Duncan. 548.81 
Crystalline solids [by] Duncan McKie 
[and] Christine McKie. New York, Wiley 
[1974] x, 628 p. illus. 26 cm. ISBN 0-470- 
58455-6 "A Halsted Press book.” 
Bibliography: p. 615-619. [QD905.2.M33 
1974] 73-34 17.75 i 
I. Crystallography. 2. Crystals. I. McKie, 
Christine, joint author. II. Title. 


ADVANCES in polymer 548.84 
science. Z. A. Rogovin, editor. Translated 
from Russian by N. Kaner. Translation 
edited by D. Slutzkin. New York, Wiley 


[1974] p. cm. ISBN 0-470-73132-X 
Translation of Uspekhi khimii i fiziki 
polimerov. ”A Halsted Press book.” 


Includes bibliographies. [QD381.7.U7813] 
74-13580 32.50 
i. Polymers 


and polymerization— 
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Addresses, essays, lectures. I. Rogovin, Z. 
A., ed. 
Prepared from C.I.P. 


CAMPBELL, Ian, 1899- 549 
Minerals: nature’s fabulous jewels. Photos. 
by M. Halberstadt. Edited by Arthur M. 
Court. New York, H. N. Abrams [1974] 
p. cm. ISBN 0-8109-0311-3 Bibliography: 
p. [QE363.2.C28] 74-6267 35.00 

1. Mineralogy. I. Title. 

Prepared from C.I.P. 


PATTON, Clyde Perry, 1923- 551 
Physical geography [by] Clyde P. Patton, 
Charles S. Alexander [and] Fritz L. 
Kramer. 2d ed. North Scituate, Mass., 
Duxbury Press [1974] 408 p. illus. 29 cm. 


ISBN 0-87872-022-7 Includes 
bibliographies. [GB55.P3 1974] 73-89886 
12.95 


1. Physical geography—Text-books—1945- 
I. Alexander, Charles S., joint author. II. 
Kramer, Fritz L., 1918- joint author. II. 
Title. 


HICKLING, Charles 
Frederick. 

The seas and oceans in color [by] C. F. 
Hickling and Peter Lancaster Brown. [Ist 
American ed.J New York, Macmillan 
(1974, c1973] x, 249 p. illus. (part col.) 19 
em. [GC21.H46 1974] 73-18511 5.95 

1. Oceanography—Popular works. T. 
Brown, Peter Lancaster, 1927- joint author. 
I. Title. 


551.46 


BURK, Creighton A. 551.4°608 
The geology of continental margins, edited 
by Creighton A. Burk and Charles L. 
Drake. New York, Springer-Verlag [1974] 
p. cm. [QE39.B85] 74-16250 34.80 

1. Continental margins. 2. Submarine 
geology. I. Drake, Charles L., 1924- joint 
author. II. Title. 

Prepared from C.I.P. 


WERTENBAKER, 
William. 

The floor of the sea: Maurice Ewing and 

the search to understand the earth. [lst 

ed.] Boston, Little, Brown [1974] p. cm. 

ISBN 0-316-93121-7 Bibliography: p. 

[QE22.E9W37] 74-13064 8.95 


551.4’608°0924 


1. Ewing, William Maurice, 1906- 2. 
Marine geophysics. I. Title. 

Prepared from C.I.P. 

COLLIAS, Eugene E., 551.46632 


1925- 
Atlas of physical and chemical properties 
of Puget Sound and its approaches, by 
Eugene E. Collias, Noel McGary, and 
Clifford A. Barnes. Seattle, Distributed by 
the University of Washington Press [1974] 
xii, 235 p. illus. 28 cm. (A Washington sea 


grant publication, WSG 74-1) 
[GC856.C64] 74-10057 15.00 
I. Oceanography—Puget Sound. 2. 


Oceanography—Juan de Fuca (Strait) I. 
McGary, Noel, joint author. II. Barnes, 
Clifford Adrian, 1905- joint author. IIT. 
Title. IV. Series. 


OPPENHEIM, A. K. 
Impact of aerospace technology on studies 
of the earth’s atmosphere. Edited by A. K. 
Oppenheim. New York, Pergamon Press 
[1974] vii, 248, xvi p. illus. 27 cm. ISBN 
0-08-018131-7 Contents first appeared in 
Acta astronautica, v. 1, no. 1-2. Includes 
bibliographical references. [QC861.2.066 
1974] 74-5410 15.00 
i. Atmosphere. 2. 
meteorology. SA 
meteorology. I. Title. 


Aeronautics in 
Astronautics in 
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WORLD Meteorological 551.5°08 s 
Organization. Commission for 
Hydrology. Working Group on 


Instruments and Methods of Observation. 
Automatic collection and transmission of 
hydrological observations, prepared by the 


Working Group on Instruments and 
Methods of  Observazion of the 
Commission for Hydrology. Geneva, 


Secretariat of the World Meteorological 
Organization, 1973. iv, 69 p. illus. 28 cm. 
(World Meteorological Organization, 
Operational hydrology, report no. 2) 
(WMO - No. 337) Includes bibliographical 
references. [QC851.W6445 no. 337] 
[GB665] 029.955148 74-175579 

J. Information storage and retrieval 
systems—Hydrology. 2. Hydrology— 
Automation. I. Title. I. Series: World 
Meteorological Organization. Operational 
hydrology, report no. 2. HI. Series: World 


Meteorological Organization. WMO 
[publications] no. 337. 

Distributed by Unipub, 6.59 (pbk.). 
PASQUILL, F. 551.5°153 


Atmospheric diffusion [by] Frank Pasquill. 
2d ed. Chichester [Eng.] E. Horwood; New 
York, Halsted Press [1974] p. cm. ISBN 
0-470-66892-X Bibliography: p. [QC882.P3 
1974] 74-7054 39.75 

1. Aerosols. 2. Atmospheric turbulence. 3. 
Diffusion. 4. Air—Pollution. I. Title. 
Prepared from C.I.P. 


SEDUNOYV, IU. S. 551.5°76 
Physics of drop formation in the 
atmosphere, [by] Yu. S.  Sedunov. 


Translated from Russian by D. Lederman. 
Translation edited by P. Greenberg. New 
York, Wiley [1974] x, 234 p. illus. 25 cm. 
ISBN 0-470-77111-9 Translation of Fizika 
obrazovaniia zhidkokapel’noi fazy v 
atmosfere. "A Halsted Press book.” 
Bibliography: p. 222-231. [QC921.5.8413] 
74-8198 21.00 

1. Cloud physics. 2. Condensation 
(Meteorology) 3. Drops. I. Title. 


INTERNATIONAL Symposia 551.5'784 
on the Role of Snow and Ice in 
Hydrology, Banff, Alta., 1972. 

The rolė of snow and ice in hydrology; 

proceedings of the Banff Symposia, 

September 1972. Le role de la neige et de 

la glace en hydrologie; actas des colloques 

de Banff, Septembre 1972. [Geneva] 

Unesco-WMO-IAHS; [1973, ie.1974] 2 v. 

illus. 25 cm. Text in English or French; 

summaries in English and French. Includes 

a symposium on properties and processes 

and a symposium on measurement and 


forecasting; organized through the 
collaboration of Unesco, the World 
Meteorological Organ:zation, the 
International Association of Hydrological 
Sciences, and the Canadian National 
Committee for the International 
Hydrological Decade. Includes 
bibliographical references. [GB2401.157 


1972] 74-176509 

1. Snow—Congresses. 2. s.ce—Congresses. 
I United Nations Educational, Scientific 
and Cultural Organization. H. World 
Meteorological Organization. II. 
International Association of Hydrological 
Sciences. IV. Title. V. Title: Le role de la 
neige et de la glace en hydrologie. 
Distributed by Unipub, 31.00 (pbk.). 


WORLD Meteorological 
Organization. 
Snow survey from earth satellites; a 


551.5°79 


technical review of methods. Geneva, 
1973, [i-e.1974] xiv, 42 p. illus. 28 cm. 
(WMO [publications] ro. 353) (Its 


Reports on WMO/IHD projects. Report 
no. 19) Summaries in English, French, 


AMERICAN BUUR PUBLISNING KOCLUKL 


Russian, and Spanish. Bibliography: p. [20] 
-22. [GB2405.W67 1973] 74-169749 

1. Snow surveys. 2. Astronautics in 
hydrology. I. Title. II. Series. II. Series: 
World Meteorological Organization. WMO 
publications, no. 353. 

Distributed by Unipub, 5.00 (pbk.). 


LOCKWOOD, John George. 551.6 
World climatology; an environmental 
approach [by] John G. Lockwood. New 
York, St. Martin’s Press [1974] xiv, 330 p. 
illus. 26 cm. Includes bibliographies. 
(QC981.L6 1974b}] 73-91113 29.95 
1. Climatology. I. Title. 

MARCHUK, Gurii 551.6734 

Ivanovich. 

Numerical methods in weather prediction 
[by] G. I. Marchuk. Translated by K. N. 
Trirogoff and V. R. Lamb. Translation 
edited by A. Arakawa and Y. Mintz. New 
York, Academic Press, 1974. x, 277 p 


illus. 24 cm. ISBN  0-12-470650-9 
Translation of Chislennye metody v 
prognoze pogody, with some sections 


revised for the translation. Bibliography: p 
259-273. [QC996.M3813 1973] 73- 3065 
21.50 

1. Numerical weather forecasting. 


DAY, Harold J. 551.64773 
Benefit and cost analysis of hydrological 
forecasts; a state-of-the-art report, by 
Harold J. Day. Geneva, Secretariat of the 
World Meteorological Organization, 1973. 
33 p. illus. 28 cm. (WMO [publications] 
no. 341) (Operational hydrology report no. 


3) Summary in French, at and 
Spanish. Bibliography: 22. 
a a no. 341] [GB678] 74- 
17751 


1. Hydrological forecasting—Costs. 2. 
Flood damage prevention—Costs. I. Title. 
I. Series: World Meteorological 
Organization. WMO publications, no. 341. 
HI. Series: Operational hydrology report 


no. 3. 
Distributed by Unipub, 5.00 (pbk.). 


BURCHFIELD, Joe D. 551.7 
Lord Kelvin and the age of the earth [by] 
Joe D. Burchfield. New York, Science 
History Publications, 1974. p. ISBN 0- 
88202-013-7 Bibliography: p. [QE508.B83] 
74-5754 15.00 

1. Kelvin, William Thomson,* Baron, 1824- 
1907. 2. Earth—Age. I. Title. 

Prepared from C.I.P. 


MODERN and ancient 551.8°6 
geosynclinal sedimentation, proceedings of 
a symposium dedicated to Marshall Kay 
and held at Madison, Wisconsin, 
November 10-11, 1972. Edited by R. H. 
Dott, Jr., and Robert H. Shaver. Tulsa, 
Okla., Society of Economic Paleontologists 
and Mineralogists, 1974. v, 380 p. illus. 26 
cm. (Society of Economic Paleontologists 
and Mineralogists. Special publication no. 
19) Sponsored by the Department of 
Geology and Geophysics, University of 


Wisconsin, Madison, and the National 
Science Foundation. Includes 
bibliographies. [QE607.M62] 74-175858 
13.00 


1. Geosynclines—Congresses. 2. Sediments 
(Geology)—Congresses. I. Kay, George 
Marshall, 1904- If. Dott, Robert H., 1929- 
ed. Ill. Shaver, Robert Harold, 1922- ed. 
IV. Wisconsin. University —Madison. Dept. 
of Geology and Geophysics. V. United 
States. National Science Foundation. VI. 
Title. VII. Series. 


DORR, Gerhard. 553.2808 s 
Applied geophysics; introduction to 
geophysical prospecting. [Translator: 


NOVEMBER 30,1974 


George H. Kirby] New York, Wiley [1974] 
viii, 272 p. illus. 20 cm. (Geology of 
petroleum, v. 1) ”A Halsted Press book.” 
(TN870.5.G42 vol. 1] [TN269] 6227.15 74- 
175850 6.95 

1. Prospecting—Geophysical methods. I. 
Title. If. Series. 


THENG, B. K. G. 553.61 
The chemistry of clay-organic reactions 
[by] B. K. G. Theng. New York, Wiley 
[1974] p. cm. ISBN 0-470-85852-4 "A 
Halsted Press book.” Bibliography: p. 
[QE389.625.T47] 74-12524 47.50 

1. Clay minerals. 2. Organic geochemistry. 
3. Soil chemistry. I. Title. 

Prepared from C.I.P. 


VILLIARD, Paul. $53’.8°075 
Gemstones and minerals; a guide for the 
amateur collector and cutter. With photos. 
by the author. [New York] Winchester 
Press [1974] xi, 228 p. illus. (part col.) 24 
cm. ISBN 0-87691-139-4 Bibliography: p. 
215-218. [QE392.5.U5V53] 73-78835 7.95 
1. Precious stones—-Collectors and 
collecting—United States. 2. Mineralogy— 
Collectors and collecting—United States. 3. 
Jewelry. I. Title. 


ARGENZIO, Victor. 553’.82 
Diamonds eternal. New York, D. McKay 
Co. [1974] xii, 290 p. illus. 24 cm. ISBN 
0-679-50427-3 Includes bibliographical 
references. {QE393.A73] 73-84072 12.50 
1, Diamonds. I. Title. 


KINGMA, Jacobus Theodorus. 559.31 
The geological structure of New Zealand 
[by] Jacobus T. Kingma. New York, Wiley 
[1974,] xvi, 407 p. illus. 28 cm. ISBN 0- 
471-47900-4 (Regional geology series) "A 
Wiley-Interscience publication.” 
Bibliography: p. 379-386. [QE348.2.K56 
1974] 73-22454 60.00 

1. Geology-—-New Zealand. I. Title. 


DUBOS, Rene Jules, 1901- 573.2 
Beast or angel? [By] Rene Dubos. New 
York, Scribner [1974] p. cm. ISBN 0-684- 
13901-4 Translation of Choisir d'etre 
humain. Includes bibliographical 
references. (GN320.D8213] 74-10737 8.95 
1. Social evolution. 2. Human evolution. I. 
Title. 

Prepared from C.I.P. 


SCHWARZACHER, Hans G. 573.2'2'1 
Methods in human cytogenetics, edited by 
H. G. Schwarzacher and U. Wolf. Coeditor 
of the English version: E. Passarge. With 
contributions by W. Gey [and others] 
Berlin, New York, Springer-Verlag, 1974. 
xv, 295 p. illus. 24 cm. Translation with 
revisions of Methoden in der 
medizinischen Cytogenetik. Includes 
bibliographies. [RB43.S83513] 73-20812 
29.60 


1. Diagnosis, Cytologic. 2. Cytology— 
Technique. 3. Humance cell culture. I 
Wolf, Ulrich, joint author. I. Passarge, E., 
Joint author. II. Gey, Wolfgang. IV. Title. 


YUNIS, Jorge J., ed. 573.2721 
Human chromosome methodology. Edited 
by Jorge J. Yunis. 2d ed. New York, 
Academic Press, 1974. xv, 377 p. illus. 24 
cm. ISBN — 0-12-775155-6 Includes 
bibliographies. [QH431.Y8 1974] 73-18961 
24.00 


L Human genetics—Methodology. 2. 
Human chromosomes. I. Title. 


ALLRED, Dorald M. 574 
Living things: an introduction to natural 
history [by] Dorald M. Allred. Provo, 
Utah, Brigham Young University Press 
_ [1974] xi, 132 p. illus. 29 cm. ISBN 0- 


&425-0929-8 Bibliography: p. 123-124. 
[2H308.2.A44] 74-11186 9.95 

Ł Biology. I. Title. 

EANE, Rosalyn. 574 


Fiology for survival; text and readings [by] 
FE.osalyn Kane [and] George A. Wistreich. 
Eeverly Hills, Glencoe Press [1974] x, 421 
E illus. 26 cm. Includes bibliographies. 


[2H308.2.K36] 73-7358 6.95 (pbk.); 
Lhstructor’s manual free. 
+ Biology. 2. Ecology. T. Wistreich, 


George À., joint author. IT. Title. 


*“ADVANCES in biological 
end medical physios 

Vol. 15, 1974, edited by John H. Lawrence 
& John W. Gofman, is available from 
academic, New York, for 27.50. L.C. 
card no.: 48-8164. 


CUMMINGS, Bruce 

Frederick, 1889-1919. 
The journal of a disappointed man, by W. 
H. P. Barbellion. With an introd. by H. G. 
Wells. New York, Gordon Press, 1974. 
viii, 312 p. 24 cm. ISBN 0-87968-150-0 
Eeprint of the 1919 ed. published by G. H. 
Doran Co., New York. [PR6005.U5Z52 
1974] 73-15413 34.95 (lib. bdg.) 


574.0153 


574’.092°4 B 


-. Cummings, Bruce Frederick, 1889- 
- 919—Biography. I. Title. 
NACHTIGALL, Werner. 574.1 


Biological mechanisms of attachment; the 
comparative morphology and 
tioengineering of organs for linkage, 
auction, and adhesion [by] W. Nachtigall. 
“Translated by M. A. Biederman-Thorson. 
Berlin, New York, Springer-Verlag, 1974. 
viii, 194 p. illus. 25 cm. Bibliography: p. 
[169]-182. [QH514.N313] 73-17936 30.80 
` Attachment mechanisms (Biology) 2. 
Anatomy, Comparative. I. Title. 


*ADVANCES in 
siophysics. 
Volume 6, 1974, edited by Masao Kotani, 
znd others is available from University 
Park Press, Baltimore, for 14.50, ISBN 0- 
=391-0103-1. L.C. card no.: 76-118663. 


WHITE, David C. S. 574.1791 
Biological physics [by] D. C. S. White. 
~ondon, Chapman and Hall; New York, 
Wiley [1974] p. cm. ISBN 0-470-94020-4 
“A Halsted Press book.” Bibliography: p. 
QHS505.W47] 74-12096 11.75 (pbk.). 

t. Biological physics. I. Title. 

?repared from C.I.P. 


*ADVANCES in 574.19105 
riophysics. Tokyo, University of Tokyo 
?ress: Baltimore, University Park Press. 
Jol. 5, 1973, edited by Masao Kotani, and 
others, is available from University Park 
Press for 14.50. ISBN 0-8391-0099-X 
—.C. card no: 76-118663. 


MCAULIFFE, Charles 
Andrew. 

Techniques and topics in bioinorganic 

chemistry. Edited by C. A. McAuliffe. 

New York, Wiley [1974] p. cm. ISBN 0- 

370-58119-0 ”A Halsted Press book.” 
ncludes bibliographical references. 
QP531.M3] 74-5074 30.00 

i. Biological chemistry. 2. Chemistry, 

Iorganic. I. Title. 

Prepared from C.I.P. 


3AKER. Jeffrey J. W. 574.192 
Matter, energy, and life; an introduction 
“or biology students [by] Jeffrey J. W. 
Baker [and] Garland E. Allen. 3d ed. 
Reading. Mass., Addison-Wesley Pub. Co. 
-1974} 232, p. illus. 24 cm. ISBN 0-201- 
30389-9 (Addison-Wesley series in 


574.190105 


574.1914 


500 PURE SCIENCE 


biology) Bibliography: p. 208-213. 
[QH345.B32 1974] 73-19489 4.50 (pbk.) 

1. Biological chemistry. I. Allen, Garland 
E., joint author. I. Title. 


NORTHCOTE, Donald 574.1°92°08 s 
Henry. 

Plant biochemistry. Edited by D. H. 
Northcote. London, Butterworths; 


Baltimore, University Park Press [1974] p. 
cm. ISBN 0-8391-1075-8 (Biochemistry, 
series one, v. 11) [QP501.B527 vol. 11] 
[QK861] 581.1°9°2 74-6261 19.50 

I. Botanical chemistry. 2. Biological 
chemistry. [I Title. Hf. Series. HI, MTP 
international review of science 

Prepared from C.I.P. 


VITAMIN C: recent 574.1°926 
aspects of its physiological and 
technological importance. Edited by G. G. 
Birch and K. J.‘ Parker. New York, Wiley 
[1974] p. cm. ISBN 0-470-07325-X "A 
Halsted Press book.” “An industry- 
university co-operation symposium 
organised under the auspices of the 
National College of Food Technology, 
University of Reading, on 2nd and 3rd 
April, 1974." Includes bibliographical 
oc [QP772.A8V57 1974] 74-16050 
2.50 


1. Ascorbic acid—Congresses. I. Birch, 
Gordon Gerard, ed. Il. Parker, Kenneth 
John, ed. UI. National College of Food 
Technology. 

Prepared from C.I.P. 


*SELA, Michael. 
The antigens. 
Vol. 2, 1974, is now available from 
Academic Press, New York, for 35.00. 
ISBN 0-12-635502-9 (v. 2). L.C. card no.: 
73-799, 


ECOLOGICAL stability. 574.5 
Edited by M. B. Usher and M. H. 
Williamson. London, Chapman and Hall; 
New York, Wiley [1974] xii, 196 p. illus. 
25 cm. ISBN 0-470-89648-5 "The chapters 
of this book are based on, but are not 
identical to, twelve papers given to a 
*workshop’ meeting at York University on 
17-18 July, 1973.” "A Halsted Press 
Book.” Includes bibliographies. 
[QH540.E287] 74-4153 6.75 

I: Ecology—Congresses. 2. Biotic 
communities-—-Congresses. I. Usher, M. B., 
ed. I. Williamson, Mark, ed. II. York, 
Eng. University. 


MEEKER, Joseph W. 574.5 
The spheres of life: an introduction to 
world ecology [by] Joseph W. Mecker. 
Illustrated with photos. and drawings. New 
York, Scribner [1974] p. cm. ISBN 0-684- 
13937-5 Bibliography: p. [QH541.M388] 
74-11217 6.95 

1. Ecology. I. Title. 

Prepared from C.I.P. 


574.2792 


OWEN, Denis Frank. 574.5 
What is ecology? [By] D. F. Owen. 
London, New York, Oxford University 
Press, 1974. xii, 188 p. illus. 21 cm. ISBN 
0-19-888094-4 Bibliography: p. [181]-184. 
[QH541.087] 74-176675 7.95 

1. Ecology. I. Title. 


GOLLEY, Frank B. 574.5°0913 
Tropical ecological system; trends in 
terrestrial and aquatic research. Edited by 
Frank B. Golley and Ernesto Medina. New 
York, Springer-Verlag [1974] p. cm. ISBN 
0-387-06706-X (Ecological studies, v. 11) 
[QH541.5.T7G64] 74-8828 24.80 

1. Ecology-—Tropics. I. Medina, Ernesto, 
joint author. II. Title. III. Series. 

Prepared from C.I.P. 
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© 900 PURE SCIENCE ; 


POMEROY, Lawrence R., 
1925- comp. 
Cycles of essential elements, edited by 
Lawrence R. Pomeroy. Stroudsburg, Pa., 
Dowden, Hutchinson & Ross [1974] xv, 
373 p. illus.: 26 cm. ISBN 0-87933- 129: 1 
(Benchmark papers in ecology, 1) 
Bibliography: p. 361-362. [QH344. P65] 74- 
4252 22.00 
I.  Biogeochemical 
essays, lectures. I, Title. 


MACAN, Thomas Townley. $74.5°2632 
Ponds and lakes [by] T. T. Macan. New 
York, Crane, Russak [1974, c1973]} 148 p. 
illus. 23 cm. Bibliography: p. 141-142. 
[QH541.5.P63M28 1974] 73-91602 10.50 
1. Pond ecology. 2. Limnology. I. Title. 


KORNBERG, Arthur, 1918-  574.8°732 
DNA synthesis. San Francisco, W. H. 
Freeman [1974] 399 p. illus. 26 cm. ISBN 
0-7167-0586-9 Includes bibliographical 
references. [QP624.K67] 74-3005 18.00 


574.52 


cycles—Addresses, 


1. Deoxyribonucleic acid synthesis. I. Title., 


BIOLOGY and chemistry of 574.8°75 
eucaryotic cell surfaces. Edited by E. Y. C. 
Lee [and] E. Smith. New York, 
Academic Press, 1974. xiv, 366 p. illus. 24 
cm. ISBN 0-12-441550-4 (Miami winter 


symposia, v. 7) Proceedings of the Miami ° 


winter symposia, January 14-15, 1974, 
organized by the Department of 
Biochemistry, University of Miami School 
of Medicine, Miami, Florida.” Includes 
bibliographical references. {QH601.B525] 
.74-10683 15.00 

i. Cell membranes—Congresses. 2. 
Cytochemistry—Congresses. I. Lee, Ernest 
Yee Chung, ed. Il. Smith, Eric Ernest, 
1931- ed. III. Miami, University of, Coral 
Gables, Fla. Dept. of Biochemistry. IV. 
Title. V. Series. 


*BIOMEMBRANES. 574.875 
Vol. 5, 1974 edited by L. A. Manson, is 
available from Plenum, N.Y., for 22.50. 
ISBN 0-306-39805-2. L.C. card no.: 78- 
140830. 


*KORAN, Edward D., 1928- 574.875 
` Methods in membrane biology 

Vol. 2, 1974, edited by Edward D. Koran, 

is available from Plenum Press, N.Y., for 


22.50. ISBN 0-306-36802-1. L.C. card 
no.: 73-81094. 

SYMPOSIUM on Electron ~ 574.8°76 
Microscopy and Cytochemistry, 2d, 


Drienerlo, Netherlands, 1973. 

Electron microscopy and cytochemistry. 
Proceedings of the second international 
symposium, Drienerlo, The Netherlands, 
June 25-29, 1973. Ed. by E. Wisse, W. Th. 
Daems, I. Molenaar and P. van Duijn. 
Amsterdam, North-Holland Pub. Co.; New 
York, American Elsevier, 1974. xii, 406 p. 
with illus. 25 cm, Includes bibliographies. 
[QH611.893 1973] 73-91448 32.00 

i. Cytochemistry—Congresses. 2. Electron 
microscope—Congresses. I. Wisse, E., ed. 
IE, Title. : 


MARISCAL, Richard N., 
1935- 

Experimental marine. biology [edited by] 
Richard Mariscal. New York, 
Academic Press, 1973 [i.e. 1974] p. cm. 
ISBN 0-12-472450-7 Includes 
bibliographies. [QH91.M26] 73-9438 18.50 
I. Marine biology. 2. Marine biology— 
Technique. I. Title. . 

Prepared from C.I.P. 


KINKEAD, Eugene, 
1906- 
A concrete look at nature; Central Park 


574.92 


574.97471 


58 


'automation in 


pP. cm. 


(and other) glimpses. 
[1974] p. cm. ISBN 0-8129-0471-0 
[QH105.N7K55 1974] 74-77936 7.95 

1. Natural history—New York (City)— 
Central Park. 2. New York (City)— 
Parks—Central Park. 3. Natural history. I 
Title. 

Prepared from ‘CLP. 


NEW approaches to the 576 
identification of microbioorganisms. Edited 
by Carl-Goran Heden and Tibor, Hleni. 
New York, Wiley [1974]: p cm. ISBN 0- 
471-36746-X (A Wiley biamedical-heaith 
publication) (Techniques :n pure and 
applied microbiology) Papers presented at 
a symposium on rapid methods and 
microbiolegy held in 
Stockholm, June. 3-9, 1973, and sponsored 
by UNESCO, WHO, and the International 
Organization for Biotechnology and 
Bioengineering. Includes bibliographical 
references. [QR65.N49] 74-11484 12.50 

i. Micro-organisms—Identification— 
Congresses. 2. Microbiology— 
Automation—Congresses. 3. 
Microbiology—Technique—Congresses. I. 
Heden, Carl Goran, ed. Il. Ileni, Tibor, 
1937- ed. HI. United Nations Educational, 
Scientific, and Cultural Organization. IV. 
World Health Organization. Vz 
International Organization ‘for 
Biotechnology and Bioengineering. VI 
Title. VII. Series. - 

Prepared from C.I.P. 


rd 


*CRC handbook of 576.08 
Microbiology. 

Vol. 4, 1974, Microbial Metabolism, 
Genetics and Immunology, is now 


available from CRC Press, Cleveland, Ohio 
for 35.00. L.C. card no. 72-83766; ISBN 0- 
87819-584-X. 


*CRC handbook of 576.08 
Microbiology. 
Vol. 3, 1973, Microbial Products, is now 


available from CRC Press, Cleveland, Ohio 


for 35.00. ISBN 0-87819-583-1. L.C. card, 


no. 72-8 8766. 


LECHEVALIER, Hubert A. . 576’.09 
Three centuries of microbiology, by Hubert 
A. Lechevalier and Morris Solotorovsky. 
New York, Dover Publications [1974] 536 
p. 22 cm. ISBN 0-486-23035-X Corrected 
reprint, with additional bibliographical 
references, of the 1965 ed. published by 
McGraw-Hill, New York. [QR21.L4 1974] 
73-91785 5.00 (pbk.) 

1. Microbiology—History. I. Solotorovsky, 
Morris, 1913- joint author. IL. Title. 


NEILANDS, J. B. 576’.11°33 
Microbial iron metabolism: a 
comprehensive treatise, edited by J. B. 
Neilands. New York, Academic Press, 
1974. xv, 597 p. illus. 25 cm. ISBN 0-12- 
515250-7 Includes bibliographies. 
[QR88.N44] 73-18956 42.00 

1. Microbial metabolites 2. 
metabolism. I. Title. 


FRAENKEL-CONRAT, Heinz, 576’.6484 
1910- 

Reproduction: animal DNA viruses. Edited 

by Heinz Fraenkel-Conrat and Robert R. 

Wagner. New York, Plenum Press. [1974] 

ISBN = 0-306-3£143-9 (His 

Comprehensive virology, v. 3) Includes 

bibliographies. _[QR357.F72 vol. 3] 

[QR470] 74-17457 32.50 

1. Viruses—Reproduction. I Wagner, 

Robert R., 1923- joint author If. Title. IU. 

Series. 

Prepared from C.I.P. 


Iron 


[New York] 
- Quadrangle/New York Times Book Co. 


AMERICAN BOOK PUBLISHING KECORD >> 


BERLIN, Brent. 581’.01°2 
Principles of Tzeltal plant classification; an 
introduction to the botanical ethnography 
of a Mayan-speaking people of highland 
Chiapas [by] Brent Berlin, Dennis E. 
Breedlove fand] Peter H. Raven. New 
York, Academic Press [1974] xxii, 660 p. 
illus. 27 cm. ISBN 0-12-785047-3 
(Language, thought, 
Bibliography: p. 619-621. °* 
73-7445 39.50 

I. Tzeltal Indians. 2. Ethnobotany 
Mexico—Chiapas. 3. Classification, 
Primitive. I Breedlove, Dennis Eugene, 
joint author. I. Raven, Peter H., joint 
author. IIT. Title. 


PHYTOCHEMICAL 
Society of North America. 
The chemistry and biochemistry of plant 
hormones. Edited by V. C. Runeckles, E 
Sondheimer and D. C. Walton. New York, 
Academic Press, 1974. xiii, 178 p. illus. 24 
em. ISBN 0-12-612407-8 (Recent advances 
in phytochemistry, v. 7) Papers presented 
at the twelfth annual symposium of the 
Phytochemical Society of North America 
held at SUNY College of Environmental 
Science and Forestry. Includes 
bibliographies. [QK861.R38 vol. 7] 
[QK731] 581.1°9°27 74-180469 18.50 
1. Hormones (Plants)—Congresses. I. 
Runeckles, Victor C., ed. II. Sondheimer, 
Ernest, 1923-1973, ed. Il. Walton, Daniel 
C., 1934- ed. IV. Title. V. Series. 


*ANNUAL review of 581.205 
Phytopathology. 

Vol. 12, 1974; edited by Kenneth F. Baker, 
George A. Zentmyer, & Ellis B. Cowling is 
now available from Annual Reviews, Palo 
Alto, Calif. for 12.00; ISBN 0-8243-1312- 
7. L.C. card no.: 63-8847. 


FOSTER, Adriance Sherwood, 

1901-1973. 
Comparative morphology of vascular plants 
[by] Adriance S. Foster [and] Ernest M. 
Gifford, Jr. 2d ed. San Francisco, W. H. 
Freeman [1974] viii, 751 p. illus. 26 cm. 
ISBN 0-7167-0712-8 Includes 
bibliographies. [QK641.F6 1974] 73-22459 
17.00 


and culture) 
(F1221.T8B47] 


. 581.1°9°208 s 


581.4 


1. Botany—Morphology. I. Gifford,. Ernest 
M., joint author. II. Title. 


LUNDEGARDH, Henrik Gunmar,® 581.5 
1888- 

Environment and plant development, by 

Henrik Lundegardh. Translated and edited 

from the 2d German ed. by Eric Ashby. 

New York, Hafner Press [1974] p. cm. 


“ISBN 0-02-848580-7 Reprint of the 1931 


ed. published by E. Arnold, London; with 


new introd. Translation of Klima und 
Boden in ihrer Wirkung auf das 
Pflanzenleben. Includes bibliographical 


references. (QK901.L7913 1974] 74-10924 
13.95 


1. Botany—Ecology. 2. Botany, 
Experimental. I. Title. p 
Prepared from C.I.P. 

STERN, Klaus, 1923- 581.5264 


Genetics of forest ecosystems [by] Klaus 
Stern [and] Laurence Roche. Berlin, New 
York, Springer-Verlag, 1974. 330 p. illus. 
25 cm. ISBN 0-387-06095-2 (Ecological 
studies, v. 6) Bibliography: p. [277]-312. 
[QK938.F6S72] 74-8390 29.60 

1. Forest ecology. 2. Forest genetics. I. 
Roche, Laurence, joint author. I. Title. LT. 
Series. 


COON, Nelson. 581.671°03 
The dictionary of useful plants. Emmaus, 
Pa., Rodale Press, Book Division [1974] 
p- cm. ISBN  0-87857-090-X Includes 


INWIVECMBOR OU,17/4& 


bibliographies. [QK98.4.C66]° 74-14947 
10.95 

1. Plants, Useful. T. Title. 

Prepared from C.I.P. 

LINSKENS, H. F., 1921- 582.016 
Pollen: biology, biochemistry, and 


management [by] H. F. Linskens [and] R. 
G. Stanley. Berlin, New York, Springer- 

Verlag, 1974- p. cm. ISBN 0-387-06827-9 
pib oerapiy: p- [QK658.L56] 74-17437 
24.60 


1. Pollen. I Stanley, Robert G., joint 
author. IT. Title. 
Prepared from C.I.P. 


SWIFT, Lloyd H., 582’.13°0012 
1920- ; 
Botanical classifications, by Lloyd H. 


Swift. [Hamden, Conn.] Archon Books, 
1974. p. cm. ISBN 0-208-01455-1 
[QK95.S594} 74-12078 15.00 

1. Botany—Classification. 2. Angiosperms. 
d. Title. 

Prepared from C.I.P. 


KIDD, Mary Maytham. 582°.13°09687 
Wild flowers of the Cape Peninsula. With a 
foreword by J. C. Smuts. 2nd ed. Cape 
Town, London, Oxford University Press, 
1973. ca 200 p. col. illus., map. 22 cm. 
ISBN 0-19-570018-X Includes index. 
(QK396.K5 1973] 74-168100 

1. Wild flowers—Africa, South—Cape of 
Good Hope---Pictorial works. I. Title. 
Distributed by Oxford University Press, 
New York, 11.25. 


VENNING, Frank Denmire, 
1920- : 

Cacti, by Frank D. Venning. Illustrated by 
Manabu C. Saito. Under the general 
editorship of Vera R. Webster. New York, 
Golden Press [1974] 160 p. illus. 16 cm. 
(A Golden nature guide) Bibliography: p. 
157, ) [QK495.C115V46] 74-76431 1.95 
(pbk. 

I. Cactus—Identification. I. Saito, Manabu 
C., illus. If. Title. 


THIERS, Harry 
Delbert, 1919- 
California mushrooms; a field guide to the 
boletes, by Harry D. Thiers. New York, 
Hafner Press [1974] p. cm. ISBN 0:02- 
853370-4 Bibliography: p. [QK617.T45] 
74-11002 [5.95 
©- I. Mushrooms—California—Identification. 
2. Boletaceae. I. Title. 
Prepared from C.I.P. 


BERGEY’S manual of 589.9°001°2 
determinative bacteriology. R. E. Buchanan 
& N. E. Gibbons, co-editors. [8th ed.] 
{Baltimore, Williams & Wilkins Co., 1974] 
p. cm. ISBN 0-683-01117-0 First-7th ed. 
are entered under: American Society for 
Microbiology., Bibliography: p. [QR81.B47 
1974] 73-20173 45.00 

L Bacteriology—Classification. 2, 
Schizomycetes, L Bergey, David 
Hendricks, 1860-1937. If. Buchanan, 
Robert Earle, 1883- ed. II. Gibbons, 
Norman Edwin, 1906- ed. IV. American 
Society for Microbiology. Bergey’s manual 
of determinative bacteriology. V. Title: 
Manual of determinative bacteriology. 
Prepared from C.I.P. 


CLARKE, Patricia H. i 589.9°5 
Genetics and biochemistry of 
Pseudomonas. Edited by P. H. Clarke and 
M. H. Richmond. London, New York, 
Wiley [1974] p. cm. ISBN 0-471-15896- 8 
"A Wiley-Interscience- publication.” 
[QR82.P78C55] 73-18926 25.00 

i. Pseudomonas. 2. Bacterial genetics. 3. 


583.47 


589’.222°09794 


Microbial metabolites. I. Richmond, Mark 
H. joint author. If. Title. 
Prepared from C.I.P. 


TERZI, Mario. 591.1°5'1 
Genetics and the animal cell. London, 
New York, Wiley [1974] p. cm. "A 
Wiley-Interscience publication.” Includes 
bibliogrephical references. [QH432.T47] 
73-14385 16.50 
1, Animal genetics. 2. Cytogenetics. I. 
Title. 
Prepared from C.I.P. 
ELLSWORTH, Adelaide 591.1852 
Heide Frost. 
Reassessment of muscle homologies and 
nomenclature in conservative amniotes: the 
echidna. Tachyglossus; the opossum, 
Didelphis; and the tuatara, Sphencdon. Ist 
ed. Huntington, N.Y., R. E. Krieger Pub. 
Co. [1974] p. cm. ISBN 0-88275-158-1 
Bibliography: p. [QL831.E44] 74-8907 
24.50 


1. Muscles. 2. Tachyglossus. 3. Didelphis. 
4. Tuatara. I. Title. 
Prepared from C.I.P. 


*FLORKIN, Marcel. 
Chemical zoology. 
Vol. VIH, Deuterostomians, cyclostomes, 
and fishes, edited by Marcel Florkin and 
Bradley T. Scheer is available from 
Academic Pr., N.Y. for 57.00. ISBN 0-12- 
261038-5. L.C. card no:: 67-23158. 


*FLORKIN, Marcel. 
Chemical zoology. 

Vol. IX, Amphibia and reptilia edited by 
Marcel Florkin and Bradley T. Scheer is 
available from Academic Pr., N.Y. for 


591.192 


591.1°92 


53.00. ISBN 0-12-261039-3. L.C. card 
no.: 67-23158. 
ROSS, Wilda S. 591.5 


Can yeu find the animal? Pictures by John 
Hamberger. New York, Coward, McCann 
& Geoghegan [1974] 48 p. illus. (part col.) 
22 cm. ISBN 0-698-20287-2. (The Science 
is what and why books) Briefly explains 
how animals protect themselves from 
enemies by” blending with their 
background. [QL767.R67 1974] 73-88024 
4.49 (lib. bdg.) $ 

1. Camouflage (Biology)—Juvenile 
literature. I. Hamberger, John, illus. II. 
Title. 


CARAS, Roger A. 591.69 
Venomous animals of the world, by Roger 
Caras. Englewood Cliffs, N.J., Prentice-hall 
[1974] p. Bibliography: p. [QL100.C37] 
74-8633 25.00 

1. Poisonous animals. I. Title. 

Prepared from C.I.P. 


DEUCHAR, Elizabeth §91.8°761 
Marion. 
Cellular Interactions in > animal 


development [by] Elizabeth M. Deuchar. 
London, Chapman and Hall; Nəw York, 
Wiley [1974] p. ISBN ‘0-470-20961-5 "A 
Halsted Press book.” Bibliography: p. 
[QL955.D38 1974] 74-9607 18.06 

1. Emoryology. 2. Developmental cytology. 
3. Celiular control mechanisms. Title. -> 
Prepared from C.I.P. 


SLEIGH, M. A. 593 
Cilia end flagella, edited by M. A. Sleigh. 
London, New York, Academic Press, 
1974. xi, 500 p. illus. 24 cm. ISBN 0-12- 
648 150-4 Includes bibliographies. 
[QP310.C5S53] 73-9476 26.00 

1. Cilia and ciliary motion. 2. Flagella 
(Microbiology) I. Title. 


DVU TURE OUICINTE 
*ROCKSTEIN, Morris, ed. 595.701 
The physiology of Insecta. 2d ed. 
Vol. 5, 1974, is now available from 
Academic Press, New York, for 44.00. 
ISBN 0-12-591605-1 (v. 5). L.C. card no,: 
72-9986. 


LAWRENCE, Jobn 
Francis, 1934- 
The ciid beetles of California (Coleoptera: 
Ciidae) by John F. Lawrence. Berkeley, 
University of California Press, 1974. 41 p. 
illus. 28 cm. ISBN 0-520-09489-1 (Bulletin 
of the California ‘Insect Survey, v. 17) 
Bibliography: p. 25-26. [QL475.C3C3 vol. 
ae [QL596.C6] 595.764 72-619714 2.25 

(pbk 


595.709794 s 


1. Ciidae. 2. Insects—California. I. Title. 


HI. Series: California Insect Survey. 
Bulletin, v. 17. 
AGING in Drosophila; 595,774 


papers by F. A. Lints, Mary M. Herman, 
John W. Gowen, et al. New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
8422-7244-5 [QL537.D76A36] 74-10787 
17.00 

1. Drosophila. 2. Aging. 3. Insects— 
Physiology. I. Lints, F. A. 

Prepared from C.I.P. 


*THE moths of 595.78°1°097 


America north of Mexico, including 
Greenland. 

Fascicle 13.1C, Pyraloidea (part) (by) 
Eugene Munroe is available from 
Entomological Reprint specialists, Los 
Angeles, Calif., for 33.60 for pre- 
publicationor subscription orders, 42.60 


post publication price. ISBN 0-900848-63- 
4. L.C. card no.: 78-149292. 


THOMPSON, 596’.01°9127028 s 
Richard Frederick, 1930- 

Receptor and effector processes, edited by 
Richard F. Thompson [and] Michael M. 
Patterson. New York, Academic Press, 
1974. xvi, 335 p. illus. 24 cm. ISBN. 0-12- 
689403-5 (Methods in physiological 
psychology) (His Bioelectric recording 
techniques, pt. C) Bibliograp hy: p. 307- 
316. [QP341.T48 pt. C] 591.1°9°127 73-- 
21678 21.00 

1. Electrophysiology—Technique. 2. 
Psychology, Physiological—Technique. 1. 
Patterson, Michael M., joint author. II. 
Title. TII. Series. 


WEBSTER, Douglas, 1934- 596'.04 

Comparative vertebrate morphology [by] 

Douglas Webster and Molly Webster. New 

York, Academic Press [1974] xiv, 517 p. 

illus. 26 cm. ISBN 0-12-741050-3 Includes 

bibliographies: [QL805.W38] 72-12185 
4.9 


1. Vertebrates—Anatomy. 2. Morphology 
(Animals) 3. Anatomy, Comparative. l. 
Webster, Molly, joint author. I. Title. 


GOLDSPINK, G. 596’.08°761 
Differentiation and growth of cells in 
vertebrate tissues. Edited by G. Goldspink. 
London, Chapman and Hall; New York, 
Halsted Press Division, Wiley [1974] p. 
ISBN 0-470-31200-9 [QH607. G64] 74- 
4173 27.50 

1. Cell differentiation. 2. Growth. i. Title. 
Prepared from C.I.P. ` 


SHUL’MAN, Georgii 

Evgen’evich. . : 
Life cycles of fish; physiology and 
biochemistry, [by] G. Shulman. 
Translated from Russian by N. Kener. 
Translation edited by Hilary Hardin. New 
York, Wiley [1974] vii, 258 p. illus. 25 cm. 
ISBN 0-470-78975-1 Translation of 
Fiziologo-biokhimicheskie osobennosti 


597.01 


59 


+? 600 TECHNOLOGY 


"A a 8 Press 
235-254. 


godovykh tsiklov ryb. 
book.” Bibliography: p. 
{QL639.1.85413] 74- 8380 30.00 
1. Fishes—Physiology. I. Title. 


' HOPKIRK, John D. 597’.0929°79417 
Endemism in fishes of the Clear Lake 
region of central California, by John D. 
Hopkirk. Berkeley, University of California 
Press, 1973, [i.e.1974] 135 p. illus. 26 cm. 
ISBN 0-520-09404-2 (University of 
California publications in zoology, v. 96) 
Bibliography: p. 125-135. [QL628.C2H66 
1973] 78-635562 5.50 (pbk.). 

1. Fishes—California—-Clear Lake region. 
2. Fishes—Evolution. 3. Species. I. Title. 
If. Series: California. University. University 
of California publications in zoology, v. 96. 


*MOORE, John Alexander. 597.6041 
Physiology of the amphibia. 

Vol. II, 1974, edited by Brian Lofts is now 
available from Academic, New York for 
45.00. ISBN 0-12-455402-4 (v. 2). L.C. 
card no.: 64-20320. 


TRUEB, Linda. 597.8 
Systematics and evolution of the Greater 
Antillean hylid frogs, by Linda Trueb and 
Michael J. Tyler. Lawrence, Museum of 
Natural History, University of Kansas, 
1974. 60 p. illus. 23 cm. (University of 
Kansas. Occasional papers of the Museum 
of Natural History, no. 24) Bibliography: p. 
Cony (QL668.E24T78] 74-621797 1.25 
bk.). 

1. Hylidae. 2. Amphibians—West Indies. 3. 
Amphibians—Classification. . 4. 
Amphibians—Evolution. I. Tyler, Michael 
J, joint author. If. Title. II. Series: 
Kansas. University. Museum of Natural 
History. Occasional papers, no. 24. 


*A VIAN biology 598.2 
Vol. 4, 1974 edited by Donald S. Farner 
and James R. King, is available from 
Academic Press, N.Y., for 37.00. ISBN 0- 
12-249404-0. L.C. card no.: 79-178216. 


CLEMENTS, James F. 598.2 
Birds of the world: a check list, by James 
F. Clements. [lst ed.] New York, Two 
Continents Pub. Group [1974] xx, 524 p. 
24 cm. ISBN 0-8467-0032-8 Pages 521- 
$24, blank for “Notes.” Errata sheet 
inserted. [QL673.C53] 73-22744 15.00 

1. Birds. I. Title. 


DORST, Jean, 1924- 598.2’5 
The life of birds. Translated by I. C. J. 
Galbraith. New York, Columbia University 
Press, 1974 [c1973] p. cm. ISBN 0-231- 
03909-3 French translation has title: La vie 
des oiseaux. Includes bibliographies. 
[QL673.D58 1974] 74-8212 35.00 (2 vols.) 
1. Birds. 2. Birds--Behavior. I. Title. 
Prepared from C.LP. 


LASHLEY Memorial 598.2’5 
Conference, West Virginia University, 
1971. 

Birds; brain and behavior. Edited by Irving 

J. Goodman [and] Martin W. Schein. New 

York, Academic Press, 1974. p. cm. ISBN 

Q-12-290350-1 Includes bibliographies. 

*(QL698.3.L37 1971] 73-18952 15.00 
l. Birds—Behavior. 2. Brain. I. Goodman, 


Irving J., ed. II. Schein, Martin W., ed. II- 


Title. 
Prepared from C.I.P. 


PHYSIOLOGY, series 599°.01°08 
one. [Consulting editor: A. C. Guyton]. 
London, Butterworths; Baltimore, 
University Park Press [1974- p. cm. (MTP 
international review of science) Vol. 7, 
consulting editors: A. C. Guyton and D. 
Horrobin. [QP1.P62] 73-16057 19.50 
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. dynamics 


` bibliographical 


i. Physiology—Collected works. I. Guyton, 
Arthur C., ed. Il. Horrobin, David F., ed. 
HI. Title. IV. Series. 
Prepared from C.I.P. 


ROBERTSHAW, D. 599.0108 s 
Environmental physiology. Edited by D. 
Robertshaw. London, Butterworths; 
Baltimore, University Park Press [1974] 
326 p. illus. 25 cm. ISBN 0-8391-1056-1 
(Physiology, series one, v. 7) Includes 
bibliographical references. [QP1.P62 vol. 7] 
[QP135] 599°.01°91 73-16055 19.50 

l. Body temperature—Regulation. 2. 
Temperature—Physiological effect. 3. 
Altitude, Influence of. I. Title. II. Series. 
HI. MTP international review of science. 


WIDDICOMBE, J. G. 599.012 
Respiratory physiology. Edited by J. G. 
Widdicombe. London, Butterworths; 
Baltimore, University Park Press [1974] 
381 p. illus. 25 cm. ISBN 0-8391-1051-0 
(MTP international review of science) 
(Physiology, series one, v. 2) Includes 
bibliographical references. [QP1.P62 vol. 2] 
[QP121} 73-18475 19.50 

1. Respiration. I. Title. H. Series. 


ELECTRON microscopic $99°.01°42 
concepts of secretion: ultrastructure of 
endocrinal and reproduction organs. Edited 
by Melvin Hess. Associate editors: Paul M. 
Heidger, Robert F. Dyer [and] John R. 
Ruby. New York, Wiley [1974] p. cm. 
ISBN 0-471-37451-2 (Wiley series in the 
of cell biology) (A Wiley 
biomedical-health publication) Papers 
presented at special sessions during the 
national meeting of the Electron 
Microscopy Society of America in New 
Orleans, Aug. 13-17, 1973. Includes 
references. [QL807.E38] 
74-13432 29.50 


I. Generative organs—Congresses. 2. 


Glands, Ductless—Congresses. 3. 
Ultrastructure (Biology)—Congresses. I. 
Hess, Melvin, 1925- ed. M. Electron 


Microstopy Society of America. 
Prepared from C.I.P. 


SOMATIC cell 599.0151 
hybridization. Edited by Richard L. 
Davidson and Felix F. de la Cruz. New 
York, Raven Press [1974] xvii, 295 p. illus. 
25 cm. ISBN 0-911216-75-8 (A 
monograph of the National Institute of 
Child Health and Human Development) 
Proceedings of a conference sponsored by 
the National Institute of Child Health and 


Human Development; held Mar. 11-14, 
1973, Winter Park, Fla. Includes 
bibliographies. [QH451.865] 74-75725 
19.75 


i. Somatic  hybrids—Congresses. T. 
Davidson, Richard L., ed. 11. De La Cruz, 
Felix F, ed. HE United States. National 


Institute of Child Health and Human 


Development. IV. Series: United States. 
National Institute of Child Health and 
Human Development. A monograph — 
National Institute of Child Health and 
Human Development. 


DICARA, Leo, 1937- 599°.0 1°88 
Limbic and automatic nervous systems 
research edited by Leo DiCara. New York, 
Plenum Press [1974] p. cm. ISBN 0-306- 
30786-3 Includes bibliographies. 
[QP368.D5] 74-17327 24.50 

I. Limbic system. 2. Nervous system, 
Autonomic. I. Title. 

Prepared from C.I.P. 


INTERNATIONAL 


AMERICAN BOOK PUBLISHING ‘RECORD: 


599°.01°88 
Symposium on - Dynamics of 
Degeneration and Growth in Neurons, 
Stockholm, 1973. 
Dynamics of degeneration and growth in 
neurons; proceedings. Edited by Kjell 
Fuxe, Lars Olson, and Yngve Zotterman. 
Oxford, New York, Pergamon Press [1974] 
p. cm. ISBN 0-08-017917-7 (Wenner-Gren 
Center international symposium series, v. 
22) Sponsored by the Swedish Medical 
Research Council and others. [QP363.1534 
1973] 74-7251 60.00 
1. Nervous system-—Degeneration and 
regeneration—Congresses. 2. Neurons— 
Growth—Congresses. I. Fuxe, Kjell, 1938- 
ed. If, Olson, Lars, ed. Hl. Zotterman, 
Yngve, ed. IV. Sweden. Medicinalstyrelsen. 
Vetenskapliga rad. V. Title. VI. Series. 
Prepared from C.I.P. 


GRAY, William Bittle, 
1891- 

Friendly porpoises [by] William B. Gray. 

South Brunswick, A. S. Barnes [1974] 142 

p. illus. 22 cm. ISBN 0-498-01452-5 Based 

on the  author’s Porpoise tales. 


599.53 


*(QL795.D7G72] 73-13194 6.95 


1. Dolphins—Legends and stories. I. Title. 
Pbk. 2.95; ISBN 0-498-01451-7. 


MCDEARMON, Kay. 599°.747 
The walrus: giant of the arctic íce. 
Illustrated with photos. New York, Dodd, 
Mead [1974] 45 p. illus. 22 cm. Describes 
the characteristics, behavior, and 
environment of the Pacific walrus. 
([QL737.P62M32] 74-2602 4.25 

1. Walruses—Juvenile literature. I. Title. 


MCGUIRE, Michael T. 599.82 
The St. Kitts vervet [by] Michael T. 
Mcguire and members of the Behavional 
Sciences Foundation, Neuropsychicrtric 
Institute, UCLA, Los Angeles, Calif. Basel, 
New York, S. Karger, 1974. x, 199 p. illus. 
23 cm. ISBN 3-8055-1692-4 (Contributions 
to primatology, v. 1) Bibliography: -p. [194] 
-199. [QL737.P93M32] 74-176185 

I. Cercopithecus aethiops. 2. Mammals— 
St. Christopher. I. California. University. 
University at Los Angeles. Behavioral 
Sciences Foundation. Il. Title. II. Series. 
Distributed by Phiebig, White Plains, New 
York, 20.50., : 
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BRUCE, Marjory. 600 
The book of craftsmen, the story of man’s 
handiwork through the ages. New York, 
Dodd, Mead. Detroit, Gale Research Co., 
1974. 282 p. illus. 22 cm. ISBN 0-8103- 
3960-9 Reprint of the 1937 ed. [NK600.B7 
1974] 70-185352 14.00 

J. Art industries and trade—RHistory. 2. 
Industrial arts—History. I. Title. 


WATSON, Aldren Auld, 1917- 600 
Where everyday things come from. 
Written and illustrated by Aldren Watson. 
New York, Platt & Munk [1974] 91 p. 
illus. 32 cm. ISBN 0-8228-7611-6 (A Child 
guidance book) Discusses the origins of 
such everyday items as rubber, glass, paint, 
salt, soap, and electricity. [TS146.W37] 73- 
20703 3.95 

1. Manufactures—Juvenile literature. L 
Title. 


WERKMAN, Casper J. 602.75 
Trademarks; their creation, psychology, 
and perception [by] Casper J. Werkman. 
New York, Barnes & Noble [1974] xvi, 
496 p. illus. 24 cm. ISBN 0-06-497554-1 


NOVEMBER 30,1974 


Errata slip inserted. Bibliography: p. [481]- 
484. [T325.W43 1974b] 74-180339 37.50 
I. Trade-marks. I. Title. 


SHAEFFER, Gienn N. 604.2 
Basic mechanical drawing [by] Glenn N. 
Shaeffer [and] Patrick E. Spielman. 2d ed. 
Beverly Hills [Calif.] Bruce [1974] vi, 102 
p. illus. 26 cm. [T353.S44 1974] 73-19242 
2.96 (pbk.) 

1. Mechanical drawing. I. Spielman, 
Patrick E., joint author. IT. Title. 


BRACEGIRDLE, Brian. 609".424°5 
The Darbys and the Ironbridge Gorge [by] 
Brian Bracegirdle [and] Patricia H. Miles. 
Newton Abbot [Eng.] North Pomfret (Vt.), 
David & Charles [c1974] 112 p. illus. 25 
cm. ISBN 0-7153-6455-3 (Great engineers 
and their works) Map on lining papers. 
Bibliography: p. 110. [TA140.D34B7] 74- 
173818 13.50 

1. Darby family. 2. Iron industry and 
trade-—Shropshire, Eng.—History. 3. 
Tronwork—-England. I. Miles, Patricia H., 
joint author. IT. Title. 


Medicine 610-619 


MARKS, Geoffrey. 610.28 
The precious metals of medicine, by 
Geoffrey Marks and William K. Beatty. 
New York, Scribner [1974] p. cm. ISBN 
0-684-13979-0 Bibliography: p- 
[RM301.M37] 74-12333 7.95 

1. Metals—Therapeutic use—History. 2. 
Metals in surgery—ĦHistory. I. Beatty, 
William K., 1926- joint author. II. Title. 
Prepared from C.I.P. 


GRAY, Jane. 610.69 
Medicine. Newton Abbot [Eng.], North 
Pomfret (Vt), David & Charles [1974] 152 
p. 22 cm. ISBN 0-7153-6623-8 (The 
Professions) Bibliography: p. 146-147. 
[R690.G68] 74-76181 9.95 

1. Medicine as a profession. I. Title. 


CAMPBELL, Margaret A. 610.71173 
Why would a girl go into medicine? 
Medical education in the United States: a 
guide for women [by] Margaret A. 
Campbell. [2d ed.] Old Westbury, N.Y., 

Feminist Press [1974, c1973] p. cm. ISBN 
0-912670-83-9 Reprint of the ed. published 
by the author. [R692.C35 1974] 74-16326 


3.50 (pbk.) 

1. Women ‘in’ medicine. 2. Medical 
education—United States. 3. Sex 
discrimination against women—United 
States. I. Title. 


Prepared from C.I.P. 


PARSE, Rosemarie 610.73°02’02 
Rizzo. 
Nursing fundamentals. Flushing, N.Y., 


Medical Examination Pub. Co. [1974] 133 
p. 22 cm. ISBN 0-87488-378-4 (Nursing 
outline series) Includes bibliographies. 
(RT52.P37] 74-181499 4.50 (pbk.). 

i. Nurses and nursing—Outlines, syllabi, 
ete. I. Title. 


INFANTE, Mary Sue, 610.730711 
1939- 
The clinical laboratory in nursing 


education. New York, Wiley [1974, c1975] 
p. ISBN 0-471-42715-2 [RT73.15] 74- 
12454 7.95 (pbk.). 

1. Nurses and nursing—Sstudy 
teaching. 2. Medicine, Clinical. I. Title. 
Prepared from C.I.P. 


ARNOLD, Adele R. 610.924 B 
Red son rising, by Adele R. Arnold., 
Minneapolis, Dillon Press [1974] p. cm. 


and 


ISBN 0-87518-077-9 A biography of 
Apache Indian Carlos Montezuma, who 


became well-known physician. 
[E99. A5A75) 92 74-17283 5.95 

,l. Montezuma, Carlos, 1866-1923— 
Juvenile literature. I. Title. 

Prepared from C.I.P. 

MEDICINE in seventeenth 610.942 


century England; a symposium held at 
UCLA in honor of C. D. O'Malley. Edited 
by Allen G. Debus. Berkeley, University of 
California Press [1974] xiii, 485 p. illus. 24 
cm. Papers of the symposium sponsored by 
the Dept. of Medical History at the 
University of California, Los Angeles. 
Includes bibliographical references. 
[R486 M43] 79-187875 15.00 
Medicine—England—History— 
ane 2. Medicine—15th-18th 
centurres—Congresses. L O'Malley, 
Charles Donald. II Debus, Allen G., ed. 
If. California. University. University at 
Los Angeles. Dept. of Medical History. 


DULBECCO, Renato, 610.9°92°071 
comp. 

The biology of small DNA-tumor viruses. 

R Tork, MSS Information Corp. [1974] 
ISBN 0-8422-7258-5 

[OR372. “O6D84] 74-12355 20.50 

1. Oncogenic viruses—Addresses, essays, 

lectures. I. Title. 

Prepared from C.I.P. 


SCHADE, Johannes P. 611 
Introduction to functional human anatomy; 
an atlas Johannes P. Schade. 
Philadelphia, Saunders [1974, c1970] 189 
p. illus. (part col.) 28 cm. ISBN 0-7216- 
7945-5 Translation of Atlas van het 


menselijk lichaam. [QM25.S3413] 73- 
76188 12.00 

1. Anatomy, Human—Atilases. I. Title. 
WATSON, Craig. 611.8 
Basic human neuroanatomy; an 
introductory atlas. [lst ed.] Boston, Little, 
Brown [1974] x, 106 p. illus. 28 cm. 
Includes bibliographical references. 


[QM451.W36] 74-128 7.95 (pbk.) 
1. Neuroanatomy—Atlases. 2. Anatomy, 
Humaa—Atlases. I. Title. 


DEARMOND, Stephen J. 
Structure of the human brain; a 
photographic atlas [by] Stephen J. 
DeArmond, Madeline M. Fusco [and] 
Maynard M. Dewey. New York, Oxford 
University Press [1974] 166 p. illus. 31 cm. 
ISBN 0-19-501796-X [QM455.D4] 73- 
90346 9.95 

1. Brain—Atlases. I. Fusco, Madeline M., 
joint author. II. Dewey, Maynard Merle, 
1932- joint author. III. Title. 


CHAFFEE, Ellen E. 612 
Basic physiology and anatomy [by] Ellen 
E. Chaffee [and] Esther M. Greisheimer. 
3d ed. Philadelphia, Lippincott [1974] xiii, 
559 p. illus. 26 cm. ISBN 0-397-47299-4 
Includes bibliographies. [QP34.5.C48 1974] 
73-20126 13.50 (pbk.) 

i. Ruman physiology. 2. Anatomy, 
Human. I. Gretshetmer, Esther Maud, 
1891- joint author. IT. Title. 


*HORROBIN, D. F. 612 

An introduction to human Physiology, [by] 

D. F. Horrobin. Philadelphia, F. A. Davis 

(1974, c1973]. 176 p. illus. 25 cm. ISBN 0- 

8036-4685-2. [QP34] 7.50 (pbk.). 

k PEYSOOBY 2. . Biomedical engineering. I. 
ytle. 


611°.81’0222 


*CURRENT topics in 
biochemistry 
1973 ed. is now available from Academic, 


612.015 
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New York at 7.95. L.C. card no: 72- 
77222. ISBN 0-12-058751-3. 


*ADVANCES in enzymology, 612.0151 
and related areas of molecular biology. 

Vol. 41, 1974 is now available from 
Interscience, N.Y. for 20.95. ISBN 0471- 
59176-9 L.C. card no.: 411-9213. 


*METAL ions in 612.0152 
biological systems. 

Vol. 4, 1974 entitled Metal ions as probes, 
ed. by Helmut Siget is available from 
Marcel Dekker, N.Y. for 24.75. ISBN 0- 
8247-6031-X. L.C. card no.: 72-90966. $ 


SHEPHARD, Roy J. 612.042 
Men at work; applications of ergonomics 
to performance and design, by Roy J. 
Shephard. Springfield, INI., Thomas [1974] 
ix, 396 p. illus. 26 cm. ISBN 0-398-02965- 
2 Bibliography:, p. 371-386. [T59.7.854] 73- 
13752 23.50 


1. Human engineering. 2.  Work— 
Physiological aspects. I. Title. 

DICKENS, Margaret L. 612.1 
Fluid and electrolyte balance; a 
programmed text [by] Margaret L. 
Dickens. ed. 3. Philadelphia, F. A. Davis, 


[1974, c1967}. ix, 338 p. 22 cm. ISBN 0- 
8036-2591-X. [QP90.5.D5] 6.00 (pbk.). 

1. Body fMluids—Programmed instruction. I. 
Title. 

L.C. card number for original ed.: 67- 
5072. 


BOULWARE, Marcus H. 612.21 
Snoring; new answers to an old problem 
[by] Marcus H. Boulware. Rockaway, N.J., 
American Faculty Press [1974] 203 p. illus. 
22 cm. ISBN 0-912834-02-1 Bibliography: 
p. 189-198. [RA786.3.B68] 73-94369 6.95 
J. Snoring. 


PROTEIN nutrition; 612.398 
Papers presented at a conference held at 
the Boston City Hospital on Nov. 19, 
1971; organized by . Brown and 
sponsored by the Harvard Medical School 
Departments of Surgery and Medicine. 
Springfield, Ill. C. C. Thomas [1974] xi, 
240 p. illus. 24 cm. ISBN 0-398-02897-4 
[QP551.P6973] 73-7586 16.75 

1. Protein metabolism-—-Congresses. 2. 
Nutrition—Congresses. I. Brown, Henry, 
1920- ed. II. Harvard University. Medical 


School. Dept of Surgery. HI. Harvard 
University. Medical School. Dept. of 
Medicine. 

*RECENT progress in 612.4°058. 
hormone research. 

Vol. 30, 1974, Proceedings of the i973 


Laurentian Hormone Conference, edited 
by Roy O. Greep is available from 
Academic Press, N.Y., for 42.00. ISBN 0- 
12-571130-1. L.C. card no.: Med. 47-38. 


BAULIEU, E. E. 612.6 
Etudes sur le mode d'action des hormones 
steroides sexuelles: metabolisme au niveau 
des organes cibles et liaison a des proteines 
specifiques [par] Etienne Emile Baulieu. 
Paris, New York, Gordon & Breach [1974] 
ix, 141 p. illus. 24 cm. ISBN 0-677-50650- 
3. (Cours et documents de biologie, v. 7) 
Bibliography: p. 135-141. [(QP572.84B38] 
73-88414 16.25; 8.50 (pbk.) 

i. Hormones, Sex. 2. Steroid hormones. I. 
Title. 


LEOKUM, Arkady. 612.6°007 
Tell me why; answers to questions children 
ask about love, sex & babies. Illus. by 
Richard Powers. New York, Grosset & 
Dunlap [1974] 127 p. illus. 25 cm. ISBN 
0-448-04448-K Information about the 
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varying aspects of love, sex, and babies is 
presented in a question and answer format. 
[HQ53.L44] 73-16658 4.95 

l. Sex instruction for children. 2. 
Children’s questions and answers. I. Title. 
Lib. bdg. 5.00, ISBN 0-448-13206-0. 


*THE Endocrine function of 612.61 
the human testis. 

Vol. 2, 1974, edited by V. H. T. James, M. 
Serio, and L. Martini, is available from 
Academic Press, N.Y., for 12.50. ISBN 0- 
12-380102-8. L.C. card no.: 73-809 


ILLINGWORTH, Ronald 612.65 
‘Stanley, 1909- 

Basic developmental screening, 0-2 years, 
by Ronald S. Illingworth. Oxford, 
Blackwell Scientific Publications, [1973, 
i0.1974] vi, 58 p. illus. 17 cm. ISBN 0- 
632-09930-2 Bibliography: p- 57. 
[RJ131.174] 74-175972 

1. Developmental psychobiology. I. Title. 
Distributed by Lippincott; 3.25 (pbk.). 


*PALMORE, Erdman Ballagh, 612.67 
1930- comp. 
Normal aging Il; reports from the Duke 
longitudinal study, 1970-1973. Durham, 
N.C., Duke University Press [1974] 316 p. 
tables 24 cm. ISBN 0-8223-0311-6 [QP86] 
74-132028 11.50 
1. Aging. I. Title. 


*KAPANDII, Ibrahim 
, Adalbert. 

The physiology of the joints; annotated 
diagrams of the mechanics of the human 
joints. London, Churchill Livingstone. 

Vol. 3, 1974 2d ed. The trunk and the 
vertebral column, is now available from 
Longman Inc.. New York, for 14.00. 
ISBN 0-443-01209-1. L.C. card no: 72- 
451799. 


INTERNATIONAL Society of 
Psychoneuroendocrinology. 
Hormones and brain function. [Proceedings 


612.75 


612.82 


of the Second Congress of the 
International Society of 
Psychoneuroendocrinology held in 


Budapest (Hungary) from July 1 to 3, 
1971] Edited by K. Lissak. New York, 
Plenum Press [1973] 529 p. illus. 25 cm. 
ISBN 0-306-30712-X Includes 
bibliographies. [QP356.4.157 1973] 74- 
161766 28.00 

1. Neuroendocrinology—Congresses. 2. 
Endocrinology—Psychosomatic aspects— 
Congresses. I. Lissak, Kalman, ed. H. Title. 


MARK, Richard. 6127.82 
Memory and nerve cell connections; 
criticisms and contributions from 
developmental neurophysiology. Oxford, 
Clarendon Press, 1974. x, 156 p. illus. 23 
cm. ISBN 0-19-857126-7 Bibliography: p. 
(135]-149. [RJ252.M37] 74-176811 

1. Developmental neurology. 2. Memory. 
3. Neural transmission. I. Title. 

Distributed by Oxford University Press, 
New York; 10.95. 


LINDE, Shirley Motter. 612'.821 
The sleep book, by Shirley Motter Linde 
and Louis M. Savary. [Ist ed.] New York, 
Harper & Row [1974] 223 p. illus. 28 cm. 
ISBN 0-06-065249-7 "A Collins Associates 
book.” [RC547.L56] 73-7066 5.95 (pbk.). 
1. Sleep disorders. 2. Sleep. 3. Dreams. I. 
Savary, Louis M., joint author. I. Title. 


GAARDER, Kenneth R. 612.846 
Eye movements, vision, and behavior: a 
hierarchial visual information processing 
model [by] Kenneth KR. Gaarder. 
Washington, Hemisphere Pub. Corp; 
[distributed by Halsted Press Division, 
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Wiley] 1974. p. cm. ISBN 0-470-28895-7 
“A Halsted Press book.” [QP477.5.G3] 74- 
14710 14.95 

I. Eye--Movements. 2. Vision. 3. 
Information theory in biology. I. Title. 
Prepared from C.I.P. 


*HART, F. Dudley, comp. 612.88 
The treatment of chronic pain, edited by 
F. Dudley Hart Philadelphia, F. A. Davis, 
[1974] ix, 191 p. illus. 22 cm. ISBN 0- 
8036-4600-3 [RC73] 74-3599 18.50. 

1. Pain. 2. Medicine-—Practice. I. Title. 


MILLER, Melba. 613°.04'243 
The Black is beautiful beauty book. 
Illustrated by Lorenzo Lynch. Englewood 
Cliffs, N.J., Prentice-Hall [1974] p. cm. 
ISBN 0-13-077388-3 Advice to black girls 
on basic health, exercise, cosmetics, and 
the care of teeth and hair. [RA778.M63] 
73-20170 7.95 

1. Women, Negro—Health and hygiene—- 
Juvenile literature. I. Lynch, Lorenzo, 
1932- illus. H. Title. 

Prepared from C.I.P. 


BARRETT, Morris. 613°.07°1 
Health education guide: a design for 
teaching. 2d ed. Philadelphia, Lea & 


Febiger, 1974. p. cm. ISBN 0-8121-0481- 
1 ”A program continuum for health 
instruction.” [RA440.B37 1974] 73-20279 
12.00 (pbk.) 

1. Health education. 1. Title. 

Prepared from C.I.P. 


*WALKER, Jean. 613.25019 
Think and grow thin, [by] Joan Walker 
and Morton Walker. New York, Arco 
{1974, c1973] 244 p. 21 cm. ISBN 0-668- 
02693-6 [RC628] 5.95 (lib. bdg.) 

1. Corpulence---Psychological aspects. 1. 
Walker, Morton. joint author. II. Title. 
roe sard number for original edition: 72- 
8 P 


DOYLE, Patrick J. 613.68 
How to travel the world and stay healthy 
[by] Patrick J. Doyle and James E. Banta. 
New York, Arco Pub. Co. [1974, 1969] 
154 p. illus. 19 cm. ISBN 0-668-03342-8 
(An Arc; book) Includes bibliographical 
references. [RA783.5.D69 1974] 73-81464 
1.45 (pbk.) 

1. Travel—Hygienic aspects. I. Banta, 
James E., 1927- joint author. 4. Title. 


DEKOVEN, Joel L. 613.7 
The rabbi stands on his head, by Joel L. 
Dekoven and Dorothy Perlman. Lakemont, 
Ga., Tarnhelm Press [1974] 201 p. illus. 21 
cm. ISBN 0-87707-134-9 [RA781.7.D42] 
74-75961 3.95 (pbk.) 

1. Yoga, Hatha. I. Perlman, Dorothy, joint 
author. II. Title. 


JOHNSON, Barry L. 613.7 
Practical measurements for evaluation in 
Physical education, by Barry I. Johnson 
and Jack K. Nelson. 2d ed. Minneapolis, 
Burgess Pub. Co. [1974] viii, 438 p. illus. 
27 cm. ISBN  0-8087-1011-7 Includes 
bibliographies. [GV436.J6 1974] 73-90808 
10.00 


ve i Physical fitness—Testing. IL Nelson, 
Jack K., joint author. Il Title. 


SPORT in the modern 613.707 
world: chances and problems. Papers, 
results, materials. Scientifiz congress, 


Munich, August 21 to 25, 1972. Published 
on behalf of the Organizing Committee for 
the Games of the XXth Olympiad, 
Munich, 1972. By Ommo Grupe in 
connection with Helmut Baitscher [and 
others.] Editors: Ommo Grepe, Dietrich 
Kurz [and] Johannes Marcus Teipel. 
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Berlin, New York, Springer-Verlag, 1973, 
{ie.1974] xvi, 615 p. illus. 26 cm. Includes 


bibliographies. [GV205.864] 73-21112 
9.00 
i Physical education and training— 


Congresses. 2. Sports-—Congresses. l 
Gruppe, Ommo, 1930- ĮI. Baitsch, Helmut, 
1921- I Organisationskomitee fur die 
Spiele der XX. Olympiade. 


ROSS, Walter Sanford, 
1916- 

You can quit smoking in 14 days, by 

Walter S. Ross. New York. Reader's 

Digest Press; distributed by Dutton [1974] 

p. ISBN 0-88349-033-1 [HV5740.R67] 74- 

7344 6.95 

I. Cigarette habit. 2. Smoking. [. Title. 

Prepared from C.I.P. 


613.8°5 


FLEMING, Alice Mulcahey, 613.9°5 
1928- 
Contraception, abortion, pregnancy, by 


Alice Fleming. [lst ed] Nashville, T. 
Nelson [1974] p. em. ISBN 0-8407-6396- 
4 Introduces the facts about sexual 
intercourse, contraception, abortion and, its 
alternatives, pregnancy, and childbirth. 
[QP251: 5.F55] 74-18485 5.95 

L Human reproduction—Juvenile 
literature. 2. Conception—FPrevention— 
Juvenile literature. 3. Abortion—Juvenile 
literature. 1. Title. 

Prepared from C.1.P. 


THE Lise of genetics in 614.4°32 
insect control. Ed. R. Pal and M. J. 
Whitten. Amsterdam, New York, Elsevier; 
North-Holland Pub. Co., 1974. xiii, 241 p., 
fold. 1. with illus. 25 cm. Papers presented 
at a symposium held during the 14th 
International Congress of Entomology held 
in Canberra, Australia in Aug. 1972. 
Includes bibliographies. [SB933.3.U83] 73- 
90118 32.00 

1. Insect control—Biological control—- 
Congresses. 2. Inseet genetics—-Congresses. 
IL Pal, R, ed. Il. Whitten, M. J, ed. I. 
International Congress of Entomology, 
14th, Canberra, Australia, 1972. 


SULKIN, S. Edward. 614.4°39 
Virus infections in bats [by] S. Edward 
Sulkin and Rae Allen. Basel, New York, S. 
Karger, 1974. viii, 103 p. illus. 25 cm: 
ISBN  3-8055-1696-7 (Monographs 
virology, v. 8) Bibliography: p. [89]- 103. 
[QR301.S9] 74-180340 

1. Bats as carriers of disease. 2. Bats as 
laboratory animals. 3. Bats—Diseases. 4. 
Virus diseases. t Allen, Rae. H. Title. MI. 
Series. 

Distributed by Phicbig, White Plains, New 
York, 12.40. 


MOLLUSCICIDES in 614.59°5°3 
schistosomiasis control, Edited by Thomas 
C. Cheng. New York, Academic Press, 
1974. xiv, 266 p. illus. 24 cm. ISBN 0-12- 
170740-7 Proceedings of an international 
symposium held in London, Oct. 11-12, 
1973, under the auspices of the 
International Copper Research Association. 
Includes bibliographies. [RA641.M6M64] 
74-8665 12.50 

1. Molluscicides—Congresses. 2: 
Schistosomiasis—-Prevention-—Congresses. 
3. Copper compounds—Congresses. I. 
Cheng, Thomas Clement, ed. IL 
International Copper Research Association. 


*COLBY, C. B. 614.843 
Space age fire fighters; new weapons in the 
fireman’s arsenal. New York, Coward, 
McCann & Geoghegan [1974, c1973] 48 p. 
illus. 28 cm. ISBN  0-698-30531-X 
[TH9148.S7] 73-82034 4.29 


NUVEMBEK JU,1774 


i. Fire extinction—Juvenile literature. L 
Title. 


*AMERICAN drug index. 615 
The 1974 ed., edited by Charles O. Wilson 
& Tony E. Jones, is available from 
Lippincott, Philadelphia, for 10.75. ISBN 
0-397-50334-2; L.C. card no.: 55-6286. 


*ANNUAL reports in 615°.08 
medicinal chemistry. 

Vol. 9, 1974, edited by Richard U. 
Heinzelman, and others, is available from 
Academic Pr., New York, for 13.50 (pbk.). 
ISBN 0-12-040509-1. L.C. card no.: 66- 
26843. 


PALLASCH, Thomas J. 615°.1 
Synopsis of pharmacology for students in 
dentistry [by] Thomas J. Pallasch and 
Richard M. Oksas. Philadelphia, Lea & 
Febiger, 1974. p. cm. ISBN 0-8121-0493- 
5 “A companion text to [the author's] 
Clinical drug therapy in dental practice.” 
[RM101.P34] 74-8951 6.00 (pbk.). 

1. Pharmacology. I. Oksas, Richard M. 
joint author. I. Pallasch, Thomas J. 
Clfnical drug therapy in dental practice. 
HI. Title. 

Prepared from C.I.P. 


SHOTTON, E. 615°.19°00153 
Physical pharmaceutics [by] E. Shotton 
and K. Ridgway. Oxford, Clarendon Press, 
1974. xiii, 409 p. illus. 24 cm. ISBN 0-19- 
859707-X [RS91.858] 74-166005 

i. Pharmacy. 2. Chemistry, Medical and 
Pharmaceutical. I. Ridgway, K., joint 
author. H. Title. 

Distributed by Oxford University Press, 
New York; 48.00. 


INORGANIC medicinal and 615.2 
Pharmaceutical chemistry [by] John H. 
Block [and others] Philadelphia, Lea & 
Febiger, 1974. p. cm. ISBN 0-8121-0443- 
9 [RS403.148] 73-19604 18.50 

1. Chemistry, Medical and pharmaceutical. 
I. Block, John H. 

Prepared from C.I.P. 


IMMUNOASSAYS for drugs 615°.3 
subject to abuse. Editors: S. J. Mule [and 
others] Cleveland, CRC Press [1974] ix, 
126 p. illus. 27 cm. ISBN 0-87819-121-6 
Proceedings of a meeting sponsored by the 
Centes fog Studies of Narcotic and Drug 
Abuse, National Institute of Mental 
Health, March, ` 1973. Includes 
bibliographical references. [RS421.147] 73- 
88630 23.00 

i. Drugs -Adulteration and analysis-- 
Congresses. 2. Psychopharmacology-- 
Congresses. 3. Immunoassay—Congresses. 
I Mule, S. J, ed. I. United States. 
National Institute of Mental Health. 
Center for Studies of Narcotic and Drug 
Abuse. 


BOLIN, Darald E. 615°.534 
The philosophy of chiropractic, by Darald 
E. Bolin. Philadelphia, Dorrance [1974] 
107 p. illus. 22 em. ISBN 0-8059-1997-X 
Bibliography: p. 105-107. [RZ241.B64] 73- 
94388 5.95 

I. Chiropractic. L Title. 


KLINE, Nathan S. 615°.78 
Psychotropic drugs: a manual for 
emergency management of overdosage, by 
Nathan S. Kline, Stewart F. Alexander 
[and] Amparo Chamberlain. Oradell, N.J., 
Medical Economics Co. [1974] 136 p. col. 
illus. 27 cm. ISBN 0-442-84457-3 
([RM315.K57] 74-177298 

k Psychopharmacology—-Handbooks, 
manuals, etc. 2 Drugs—Toxicology— 
Handbooks, manuals, etc. L Alexander, 


Stewart F., joint author. H. Chamberlain, 
Amparo, joint author. III. Title. 
Distributed by Van Nostrand; 12.95. 


LEAVITT, Fred. 615°.78 
Drugs and behavior. Philadelphia, 
Saunders, 1974. x, 404 p. illus. 24 cm. 
ISBN 0-7216-5695-1 Includes 
bibliographies. [RM315.L36] 73-89182 
7.95 

1. Psychopharmacology. i. Title. 
MENDELSON, Jack Harold, 615°.782 


1929- 
The use of marihuana; a psychological and 
physiological inquiry. Edited by Jack H. 
Mendelson, A. Michael Rossi [and] Roger 
E. Meyer. New York, Plenum Press [1974] 
p. cm. ISBN 0-306-30805-3 Bibliography: 
p. [BF209.M3M46] 74-17169 14.95 
1. Marthuana—Psychological aspects. 2. 
Marihuana--Physiological aspects. I. Rossi, 
A. Michael, 1926- joint author. I. Meyer, 
Roger E., joint author. IH. Title. 
Prepared from C.I.P. 


HARBERT, Wilhelmina K. 615°.837 
Opening doors through music; a practical 
guide for teachers, therapists, students, 
parents. Edited by Rachel P. Keniston. 
Springfield, I., C. C. Thomas [1974] ix, 
136 p. illus. 29 cm. ISBN 0-398-02751-X 
Bibliography: p. 80-82. [ML3920.H35] 72- 
93212 12.75 (pbk.) 

1. Music therapy. I. Keniston, Rachel P., 
1901- ed. IL. Title. 


THE Medicine show; 615°.856 
Consumers Union's practical guide to some 
everyday health problems and health 
products, by the editors of Consumer 
reports. Rev. ed. Mount Vernon, N.Y.. 
Consumers Union [1974] 384 p. illus. 20 
cm. ISBN  0-89043-000-4 [RC81.M496 
1974b] 74-81288 3.50 (pbk.) 

1. Medicine, Popular. 2. Quacks and 
quackery. 3. Cosmetics. I. Consumers 
Union of United States. I, Consumer 
reports. 


MATSUMURA, Fumio. 615.9°02 
Toxicology of insecticides. New York, 
Plenum Press [1974] p. cm. ISBN 0-306- 
30787-1 Includes bibliographies. 
[RA1270.15M37] 74-19258 27.50 

1. lnsecticides—Toxicology. I Title. 
Prepared from C.I.P. 


CADMIUM in the 615.9°25°662 
environment [by] Lars Friberg [and others] 
, with technical and editorial assistance 
from Pamela Boston. 2d ed. Cleveland, 
CRC Press [1974] p. cm. ISBN 0-87819- 
018-X Earlier ed. by L. Friberg, M. 
Piscator, and G. Nordberg, published in 
1971. Bibliography: p. [RA1231.C3C33 
1974] 73-88622 23.00 

i. Cadmium-—~Toxicology. 2. 


Environmental health. I. Friberg, Lars. 
Cadmium in the environment. 

Prepared from C.I.P. 

SNODGRASS, Wilfred. 616 
Fundamentals of family practice. 


Philadelphia, F. A. Davis Co. [1975] p. 
cm. ISBN 0-8036-7960-2 Bibliography: p. 
[RC46.S65] 74-11093 25.00 

1. Family medicine. I. Title. 

Prepared from C.I.P. 


AIKAWA, Masamichi. 616.01°6 
Intracellular parasitic protozoa [by] 
Masamichi Aikawa and Charles R. 


Sterling. New York, Academic Press, 1974. 
p. cm. ISBN 0-12-735050-0 (Ultrastructure 
of cells and organisms) Bibliography: p. 
[QR251.A35] 74-5689 7.50 

I. Protozoa, Pathogenic. 2. Protozoa. 3. 


UVY ENEH LAN I 


Parasites. I Sterling, Charles R., joint. 
author. II. Title. III. Series. 
Prepared from C.I.P. 


LOCKE, David Millard, 616.01°94 
1929- 

Viruses: the smallest enemy, by David M. 

Locke. New York, Crown Publishers 

[1974] ix, 502 p. illus. 24 em. ISBN 0-517- 

51485-0 Bibliography: 477-481. 


p. 
[QR364.L62 1974] 71-185103 10.95 
I. Viruses. 2. Virus diseases. 


*HANDBOOK of medical 616’.02 
treatment. 
The 14th ed., 1974, ed. by Milton J. 


Chatton is available from Lange Medical 
Pubns.. Los Altos, Calif. for 7.50. ISBN 0- 
€7041-044-XK. L.C. card no.: 62-13251. 


GERSON, Gary. 616.925 
intensive care, edited by G. Gerson. 
Philadelphia, Lippincott [1974. c1973] 302 
p. illus. 23 cm. ISBN 0-397-58135-1 
Includes bibliographies. [RC87.Gi43 1974] 
73-20868 13.50 

J. Medical emergencies. 2. Intensive care 
units. I. Title. 


INTERNATIONAL 616°.043’08 s 
Workshop on Human Gene Mapping, 
Ist, Yale University, 1973. 

Human gene mapping: New Haven 

Conference (1973) Editor: Daniel Bergsma. 

[Miami] Symposia Specialists [1974] iv, 

216 p. illus. 24 cm. ISBN 0-88372-068-X 

{Birth defects original article series, v. 10, 

no. 3) “Sponsored by the National 

Foundation—March of Dimes.” Includes 

bibliographical references. [RG626.B63 vol. 

ane 3] [QH445.2] 573.2°1°2 73-92239 

1. Chromosome mapping ~ Congresses. 2. 

Human genetics—Congresses. I Bergsma, 

Daniel, ed. I]. National Foundation. III. 

Title. IV. Series. 

Distributed by Intercontinental Medical 

Book Corp. 


MEDICAL genetics 616’.043'08 s 
today. Editor: Daniel Bergsma. Associate 
editors: David L. Rimoin [and] R. Neil 
Schimke. Assistant editor: Natalie W. Paul. 
Baltimore, Johns Hopkins University Press, 
1974. p. cm. ISBN 0-8018-1575-4 (Birth 
defects: Original article series, v. 10, no. 
) “Published for the National 
Foundation—-March of Dimes.” “Papers 
presented [at a symposium held] at the 
Johns Hopkins Hospital, Baltimore, 
Maryland, June 15 and 16, 1972. 
Sponsored by the Johns Hopkins Medical 
Institutions and the National Foundation— 
March of Dimes.” Includes bibliographical 
references. [RG626.B63 vol. 10] [RB155] 
616°.042 74-10914 20.00 

1. Medical — genetics~-~Congresses. T. 
Bergsma, Daniel’ ed. Il. Johns Hopkins 
Hospital, Baltimore. HL National 
Foundation. IV. Series: Birth defects 
origian! article series, v. 10, no. 

Prepared from C.I.P. 


*ZWEIFACH, Benjamin 616.07°2 
William, 1910-, ed. 
The inflammatory process, edited by 


Benjamin W. Zweifach, Lester Grant [and] 
Robert T. McCluskey: 2d ed. 

Vol. 3, 1974, is now available from 
Academic Press, New York, for 35.00. 
BEN 0-12-783403-6. L.C. card no.: 73- 
250 


LAHODA, F. 616.07'°54 
EMG primer; a guide to practical 
electromyography and electroneurography 
[by] F. Lahoda, A. Ross [and] W. Issel. 
With a pref. by A. Schrader. English 


63 


translation supervised: J. Payan. Berlin, 
New York, Springer-Verlag, 1974. p. cm. 
ISBN 0-387-06992-5 Translation of EMG- 
Fibel. Bibliography: p. [RC77.5.L3313] 74- 
19171 11.50 (pbk.). 

1. Electromyography. 2. Neuromuscular 
diseases—Diagnosis. I. Ross, Arno, 1934- 


joint author. Il. Issel, W. 1940- joint 
author. HI. Title. 

Prepared from C.I.P. 

ZAJICEK, J. 616.07°582 


Cytology of supradiaphragmatic organs, 
[by] J. Zajicek. Basel, New York, 
Karger, 1974. xii, 211 p. illus. 25 cm. 
ISBN 3-8055-1407-7 (His Aspiration 
biopsy cytology pt. 1) (Monographs in 
clinical cytology, v. 4) Includes 
bibliographies. [RC78.7.C9Z34] 74-180494 
1. Biopsy, Needle. I. Title. Il. Series. 
Distributed by Phiebig, White Plains, New 
York, 32.50. 


*ADVANCES in cardiology. 
Basel, S. Karger. 

Vol. 10, 1974 Body surface mapping of 
cardiac fields, ed. by Stanley Rush and 
Eugene Lepeschkin, is available from 
Phiebig, White Plains, N.Y. for 52.00. 
DEN 3-8055-1566-9. L.C. card no.: 72- 

86. 


616.1 


*CARDIOVASCULAR 616.1’008s 
clinics. 
Vol. 6, no. 1, 1974, complex electro- 


cardiography 2, ed. by Charles Fisch, is 
available from F. A. Davis, Philadelphia, 
for 15.00, ISBN 0-8036-3560-5. L.C. card 
no.: 74-2369. 


*PROGRESS in 616.1°2 
cardiology. Vol. 3, 1974, ed. by Paul N. 
Yu and John F. Goodwin, is now available 
from Lea & Febiger, Philadelphia for 
17.50. ISBN 0-8121-0451-X. 


. CONFERENCE on 616.1°2’008 s 
Cardiovascular Disease, 4th, Aspen, 
Colo., 1973. 

A perspective on new techniques in 

congenital and acquired heart disease. 

Editor: John H. K. Vogel. Basel, New 

York, S. Karger [1974] 225 p. illus. 25 cm. 

ISBN = 3-8055-1654-1 (Advances in 

cardiology, v. 11) Includes bibliographies. 

([RC681.A25A38 vol. 11] [RC682] 616.1°2 

74-177228 

i. Heart—Diseases—Congresses. 2. 

Heart—Abnormities and  deformities— 

Congresses. I. Vogel, John H. K., ed. II 

Title. IIT. Series. 
Distributed by Phiebig, White Plains, New 
York, 33.80. 


MIKROZIRKULATION; 616.1°48°07 
Workshop April 1974. Hrsg. von F. W. 
Ahnefeld [et al] Berlin, New York, 
Springer-Verlag, 1974. p. cm. ISBN 3- 
540-06981-X (Schriftenreihe Klinische 
Anasthesiologie und Intensivtherapie, Bd. 
5) Bibliography: p. [RC669.M55] 74- 
18261 9.90 (pbk.) 

«d. Blood—Circulation, 
Congresses. 2. Microcirculation— 
Congresses. I Ahnefeld, Friedrich 
Wilhelm, ed. I. Title. IH. Series. 

Prepared from C.LP. 


NILSSON, Inga Marie. 616.5 
Haemorrhagic and thromobotic diseases. 
New York, Wiley [1974] p. cm. ISBN 0- 
471-64070-0 "A Wiley-Interscience 
publication.” Rev. translation of Blodnings- 
och trombossjukdomar published in 1971. 
Includes bibliographical references. 
[RC642.N5413] 73-14383 27.50 

1. Hemophilia. 2. Blood—Coagulation, 
Disorders of. I. Title. 


Disorders of— 
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Prepared from C.I.P. 


NAISH, John Michael. 616.3 
Basic gastro-enterology, including diseases 
of the liver [by] J. M. Naish and Alan E. 
Read. With chapters by L. R. Celestin and 
K. T. Evans. 2d ed. (Bristol, Eng] J. 
Wright; distributed by Year Book Medical 
Publishers, Chicago [1974] 461 p. illus. 
(part col.) 23 cm. ISBN 0-8151-6318-5 
Includes bibliographies. [RC801.N34 1974] 
73-92723 23.00 

i. Gastroenterology. I. Read, Alan Ernest 
Alfred, joint author. H. Title. 


BROOKS, Frank-P., 1920- 616.3°07 
Gastrointestinal pathophysio! logy. Edited 
by Frank P. Brooks. New York, Oxford 
University Press, 1974. xiii, 329 p. illus. 24 
cm. ISBN — 0-19501798-6 Includes 
bibliographies. [RC802.B76] 74-78755 8.95 
L Digestive organs—Diseases. 2. 
Physiology, Pathological. I. Title. 

Pbk. 5.95, ISBN 0-19-501797-8. 


PALLIS, Christopher A. 616.3072 
The neurology of gastrointestinal disease 
[by] Christopher A. Pallis [and] Paul D. 
Lewis. London, Philadelphia, W. B. 
Saunders Co., 1974. xi, 271 p. illus. 24 cm. 
ISBN 0-7216-7046-6 (Major problems in 
neurology, v. 3) Includes bibliographies. 
[RC802.P32] 73-89191 19.25 

1. Digestive organs—Diseases. 2. 
Neurologic manifestations of general 
diseases. I. Lewis, Paul David, joint author. 
I. Title. II. Series. 


*ADVANCES in metabolic 616.39 
disorders. 

Volume 7, 1974, ed. by Rachmiel Levine 
and Rolf Luft is now available from 
Academic, New York for 24.50. ISBN 0- 
12-027307-1. L.C. card no.: 64-14568. 


DICYAN, Erwin. 616.3°9 
Vitamins in your life and the 
micronutrients (trace elements), you can’t 
live without them! With a pref. by 
Chauncey D. Leake. New York, Simon 
and Schuster [1974] 223 p. 22 cm. ISBN 
0-671-21711-9 Bibliography: p. 203-208. 
[RC620.5.D52] 73-21473 7.95 

1. Avitaminosis. 2. Vitamins in human 
nutrition. 3. Vitamin therapy. 4. Trace 
elements in nutrition. I. Title. 


CLINICAL endocrinology 616.4 
[by] Reginald Hall [and others] 2d ed. 
Philadelphia, Lippincott [1974] v, 494 p. 
illus. 26 cm. ISBN 0-397-58137-8 Previous 


ed. entered under R. Hall. Includes 
bibliographies. [RC648.C56 1974] 73- 
21371 25.00 


d. Clinical endocrinology. I. Hall, Reginald. 
Clinical endocrinology. 


LABHART, Alexis. ` 616.4 
Clinical endocrinology; theory and 
practice. With a foreword by George W. 
Thorn. In collaboration with H. Burgi [et 
al.] Translated by A. Trachsler and J. 
Dodsworth-Phillips. Berlin, New York, 
Springer-Verlag, 1974. xxxi, 1092 p. illus. 
(part col.) 28 cm. ISBN 0-387-06307-2 
Translated from a revision of the 2d 
German ed. published under title: Klinik 
der inneren Sekretion. Includes 
bibliographies. [RC648.L2413] 73-11535 
48.00 


1. Clinical endocrinology. I. Burgi, Hans. 


*CONSULTATIONS in 616.5 
dermatology II with Walter B. Shelley. 
Volume II, 1974 is now available from 
Saunders, Philadelphia for 12.00. ISBN 0- 
7216-8214-6 L.C. no.: 73-88979. 


STEWART, William D. 616.5 
Dermatology: diagnosis and treatment of 
cutaneous disorders [by] Wm. D. Stewart, 
Julius L. Danto [and] Stuart Maddin. 3d 


ed. Saint Louis, Mosby, 1974. p. cm. 
ISBN 0-8016-4808-4 Includes 
bibliographical _referénces. [RL74.882 


1974] 74-10685 16.00 

1. Dermatology—Handbooks, manuals, etc. 
L Danto, Julius L., joint author. I. 
Maddin, Stuart, joint author. HI. Title. 
Prepared from C.I.P. 


FRY, Lionel. 616.5’.07'9 
Immunological aspects of skin diseases, 
edited by Lionel Fry [and] P. P. Seah. 
New York, Wiley [1974] 289 p. illus. 22 
em. ISBN 0-471-28458-0 (A Wiley 
biomedical-health publication) Includes 
bibliographies. [RL72.F77] 74-4078 19.75 
I. Skin—Diseases—Immunological aspects. 
I. Seah, P. P., joint author. If. Title. 


KAPLAN, Helen Singer, 1929- ` 616.6 
The new sex therapy; active treatment of 
sexual dysfunctions. New York, 
Brunner/Mazel [1974] xvi, 544 p. illus. 24 
cm. ISBN 0-87630-083-2 Includes 
bibliographies. (RC556.K33] 73-87724 
17 


1. Sexual disorders. 2. Psychotherapy. I. 
Title. 


LAZARUS, Stephen M. 616.6 
Self-assessment of current knowledge in 
urology; 1,250 multiple choice questions 
and referenced answers. Edited by Stephen 
M. Lazarus. 2d ed. Flushing, N.Y., 
Medical Examination Pub. Co. [1974] 134 
p. 22 cm. ISBN 0-87488-251-6 Includes 
bibliographical references. [RC873.L38 
1974] 74-180481 10.00 (pbk.). 

1. Urology—Examinations, questions, etc. 
L Title. 


*ADVANCES in nephrology 
from the Necker Hospital. 
Volume 4, 1974 is now available from 
Year Book Medical Publishers, Chicago, 
for 27.85. 


JAYSON, Malcolm. 616.7°2 
Arthritis and rheumatism [by] Malcolm I. 
V. Jayson [and] Allan St. J. Dixon. Illus. 
by Gary James. [lst American ed.] New 
York, Pantheon Books [1974] p. 
ISBN 0-394-49177-7 ([RC933.434 ©1974] 
73-18724 7.95 

1. Arthritis, 2. Rheumatism. I. Dixon, 
Allan St. John, joint author. I. Title. 
Prepared from C.I.P. 


DOUEK, Ellis. 616.8 
The sense of smell and its abnormalities. 
Edinburgh, Churchill Livingstone, 1974. 
243 p. illus. 23 cm. ISBN 0-443-00950-3 
Label mounted on t.p.: Distributed in the 
U.S.A. by Longman Inc., New York, N.Y. 
[RF341.D68] 73-84621 19.50 

1. Smell disorders. 2. Smell. I. Title. 


RADIOLOGICAL 616.8°04°754 
exploration of the ventricles and 
subarachnoid space, by G. Ruggiero [and 
others] with the cooperation of G. Gianasi 
[and others] Berlin, New York, Springer- 
Verlag, 1974. xv, 152 p. illus. 28 cm. ISBN 
0-387-06572-5 Bibliography: p. [135]-146. 
[RC386.5.R22] 73-19548 60.70 

1. Electroencephalography. 2. Cerebral 
ventricles. 3. Subarachnoid space. I. 
Ruggiero, G. 


RUBINSTEIN, Hilary. 616.8°49 
Insomniacs of the world, goodnight; a 
bedside book. [lst ed] New York, 
Random House [1974] p. cm. ISBN 0- 
394-48998-5 [RC548.R8] 74-9079 6.95 


616.610 


NOVEMBER 30,1974 


i. Insomnia. 2. Sleep. I. Title. 
Prepared from C.I.P. 


BEECH, H. R. 616.8522 
Obsessional states; edited by H. R. Beech. 
London, Methuen [Distributed by Harper 
& Row, Barnes & Noble Import Division, 
New York, 1974] viii, 352 p. illus. 23 cm. 
ISBN 0-416-60340-8 (Methuen’s manuals 
of modern psychology) Bibliography: p. 
[307]-342. [RC533.B43] 74-176720 17.00 

1. Obsessive-compulsive neurosis. I. Title. 


MENDELSON, Myer. 616.8528 
Psychoanalytic concepts of depression. 2d 
ed. Flushing, N.Y., Spectrum Publications; 
distributed by Halsted Press, New York 
[1974] p. cm. ISBN 0-470-59355-5 
Bibliography: p. [RC537.M46 1974] 74- 
17332 15.00 

1. Depression, Mental. 2. Melancholia. 3. 
Psychoanalysis. I. Title. 

Prepared from C.I.P. 


THE Psychology of- 616.8528 
depression; contemporary theory and 
research. Edited by Raymond J. Friedman 
afd Martin M. Katz. Washington, 


Winston; [distributed by Halsted Press 
Division, Wiley] 1974. xvii, 318 p. illus. 24 
cm. ISBN 0-470-28084-0 (The Series in 
clinical psychology) ”Proceedings of a 
workshop, sponsored by the Clinical 
Research Branch, Division of Extramural 
Research Programs, National Institute of 
Mental Health, the Airlie House, Airlie, 
Virginia, Oct. 8-9, 1971.” "A Halsted 
Press, book.” Includes bibliographies. 
[RC537.P74] 74-712 15.00 

1. Depression, Mental—Congresses. 2. 
Manic-depressive psychoses—Congresses. 
I. Friedman, Raymond J, ed. II. Katz, 
Martin M., ed. III. United States. National 


Institute of Mental Health. Clinical 
Research Branch. 
RYAN, Bruce P. 616.8554 


Programmed therapy for stuttering in 
children and adults, by Bruce P. Ryan. 
Springfield, Iil., Thomas [1974] ix, 186 p. 
illus. 24 cm. ISBN 0-398-03100-2 
Bibliography: p. 166-175. [RJ496.S7R9] 
73-20463 9.50; 7.95 (pbk.). 

1. Speech disorders in children. 2. Speech 
therapy—Programmed instruction. J. 
Speech, Disorders of. I. Title. 


e C] 
BAROFF, George S. 
Mental retardation; 
management [by] George S. Baroff. 
Washington, Hemisphere Pub. Corp.; 
[distributed by Halsted Press Division, 
Wiley, New York] 1974. p. cm. ISBN 0- 
470-05404-2 ”A Halsted Press book.” 
Bibliography: p. [RC570.B27] 74-14877 
17.95 


616.8588 
nature, cause, and 


1. Mental deficiency. 2. Mentally 
handicapped—Care and treatment. 3. 
Mentally handicapped—Education. I. Title. 
Prepared from C.I.P. 


COOPER, David Graham. 616.879 
The grammar of living; an examination of 
political acts, by David Cooper. [Ist 
American ed.] New York, Pantheon Books 
[1974] p. cm. ISBN 0-394-49162-9 
Includes bibliographical references. 
[BF698.C62 1974] 73-18715 6.95 

1. Personality. 2. Psychiatry. I. Title. 
Prepared from C.I.P. 

*LIFE history research in 616.89 
psychopathology 

Vol. 3, 1974 ed. by David Ricks, 
Alexander Thomas & Merrill Roff, is 
available from the Univ. of Minnesota Pr., 
Minneapolis, for 18.50. ISBN 0-8166- 
0702-8. L.C. card no.: 77-98098. 


MACK, John E., 1929- 


616.89 
Nightmares & human conflict [by] John E. 
Mack. With an introd. by Robert Coles. 
Boston, Houghton Mifflin, 1974 [c1970] 
xxiii, 258 p. 21 cm. ISBN 0-395-18469-X 
(Sentry edition, 80) Includes 
bibliographical references. [BF1078.M23 
1974] 73-20123 3.45 (pbk.). 

1. Nightmares. I. Title. 


SIEGLER, Miriam. 616.8°9°07 
Models of madness, models of medicine 
[by] Miriam Siegler [and] Humphry 
Osmond. New York, Macmillan [1974] 
xxi, 287 p. 24 cm. ISBN 0-02-594000-7 
Includes bibliographical references. 
(RC437.5.S53] 74-8429 8.95 

1. Psychiatry—Methodology. I. Osmond, 
Humphry, joint author. II. Title. 


CONFERENCE on 616.8°9°071 
Stressful Life Events: Their Nature and 
Effects, City University of New York, 
1973. 

Stressful life events: their nature and 

effects; [papers] Edited by Barbara Snell 

Dohrenwend [and] Bruce P. Dohrenwend. 

New York, Wiley [1974] xi, 340 p. illus. 

23 cm. ISBN 0-471-21753-0 “A Wiley- 

Interscience publication.” Includes 

bibliographies. [BF575.S75C64 1973] 74- 

6369 19.95 

1. Stress (Psychology)-—Congresses. I. 

Dohrenwend, Barbara Snell, ed. HN. 

Dohrenwend, Bruce Philip, 1927- ed. TII. 

Title. 


GOLANN, Stuart E. 616.8909 
The Bethlehem diaries; student-mental 
patient encounters [by] Stuart Golann, Jay 
M. Pomerantz [and] Jeffrey Baker. San 
Francisco, Canfield Press [1974] p. cm. 
ISBN 0-06-383030-2 Bibliography: p. 
[RC465.G64] 74-12420 3.50 (pbk.). 

I. Mental illness-—Cases, clinical reports, 
Statistics. 2. Student volunteers in mental 
health. I. Pomerantz, Jay M., 1939- joint 
author. II. Baker, Jeffrey, 1943- joint 
author. II. Title. 

Prepared from C.I.P. 


FARRELLY, Frank. 616.8°914 
Provocative therapy [by] Frank Farrelly 
[and] Jeff Brandsma. [Fort Collins, Colo., 


Shields Pub. Co., 1974] ix, 195 >. 22 cm. ` 


ISBN 0-88310-017-7 Bibliography: p. 194- 
195. [RC480.5.F33] 74-78101 4.95 (pbk.) 
1. Psychotherapy. I. Brandsma, Jeff, joint 
author. IT. Title. 


SAND, Froma. 616.8914 
The life wish. Forward [sic] by Solon D. 
Samuels. New York, Hawthorn Books 
[1974] xxi, 164 p. 22 cm. [RC537.S36 
1974] 73-18899 6.95 

1. Depression, Mental. 2. Psychotherapy. 
3. Self-love (Psychology) 4. Interpersonal 
relations. I. Title. 


SINGER, Jerome L 616.8°914 
Imagery and daydream; methods in 
psychotherapy and behavior modification. 
[By] Jerome L. Singer. New York, 
Academic Press [1974] xi, 273 p. 24 cm. 
ISBN  0-12-646665-3 (personality and 
psychopathology, no. 14) Bibliography: p. 
255-268. [RC480.5.S853] 74-1625 16.50. 

1. Imagery (Psychology) 2. Psychotherapy. 
3. Behavior therapy. I. Title. 


STEIN, Robert, 
1924(Feb.12)- 
Incest and human love; the betrayal of the 
soul in psychotherapy. Baltimore, Penguin 
[1974, c1973] xxi, 200 p. 20 cm. ISBN 0- 
14-0039 13-9. Includes bibliographical 
references. [RC480.5.S67] 2.95 (pbk.) 


616°.8°914 
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1. Psychotherapy. 2. Incest. 3. Sex. 4. 
Love. I. Title. 

L.C. card number for original ed.: 73- 
82641. 


WEXLER, David A., 1946- 616.8°914 
Innovations in client-centered therapy. 
Edited by David A. Wexler [and] Laura 
North Rice. New York, Wiley [1974] xi, 
517 p. 23 cm. ISBN 0-471-93715-0 (Wiley 
series on personality processes) "A Wiley- 


Interscience publication.” Includes 
bibliographies. [RC481.W49 1974] 74- 
10538 22.50 


1. Client-centered psychotherapy. I. Rice, 
Laura North, 1920- joint author. IT. Title. 


616.8°915 


ABSE, David Wilfred, 
1915- 
Clinical notes on group-analytic 


psychotherapy [by] D. Wilfred Abse. 
Charlottesville, University Press of Virginia 
[1974] xiv, 192°p. 23 cm. ISBN 0-8139- 
0508-7 Bibliography: p. [169]-182. 
[RC506.A23] 73-81767 6.50 

1. Group psychoanalysis. I. Title. 


GLICK, Ira D., 1937- 616.8°915 
Marriage and family therapy; an 
introductory textbook, by Ira D. Glick and 
David R. Kessler. [New York] Grune & 
Stratton [1974] p. cm. ISBN 0-8089-0854- 
5 Includes bibliographical references. 
[RC488.5.G54] 74-19236 10.00 

1. Family psychotherapy. I. Kessler, David 
R., joint author. IT. Title. 

Prepared from C.I.P. 


HALLETT, Kathryn 1937- 616.8°915 
A guide for single parents, transac-ional 
analysis for people in crisis. Millbrae, Ca. 
Celestial Arts [1974] 122 p. illus. 21 cm. 
ISBN 0-912310-64-2 Includes 
bibliographical references. [RC489.T7H34] 
73-92524 6.95 

1. Transactional analysis. 2. Single-parent 
family. I. Title. 

Pbk. 3.95; ISBN 0-912310-55-3. 


RAYMOND, Margaret 616.8°915 
Elmendorf. 
The healing alliance [by] Margaret 


Elmendorf Raymond, Andrew Edmund 
Slaby [and] Julian Lieb. [lst ed.] New 
York, Norton [1974] p. cm. ISBN 0-393- 
01114-3 Bibliography: p. [RC488.5.R38 
1974} 74-13566 8.95 

1. Mentally ill—-Care and treatment. 2. 
Family psychotherapy. I. Slaby, Andrew 
Edmund, joint author. II. Lieb, Julian, joint 
author. II. Title. 

Prepared. from C.I.P. 


KEYES, Margaret 
Frings, 1929- 
The inward journey; art as psychotherapy 
for you. Millbrae, Ca., Celestial Arts 
[1974] . em. ISBN 0-912310-81-2 

[RC489.A7K48] 74-10070 4.95 (pbk.). 

1. Art therapy. 2. Transactional analysis. 3. 
Gestalt therapy. 4. Psychoanalysis. I. Title. 
Prepared from C.I.P. 


616.8°916'°5 


PICHOT, Pierre, 
1918- 
Psychological measurements in 
psychopharmocology. Vol. editor: P. 
Pichot; co-editor: R. Olivier-Martin. Basel, 
New York, S. Karger, 1974. 267 p. 25 cm. 
ISBN 3-8055-1630-4 (Modern problems of 
pharmacopsychiatry, v. 7) Includes 
bibliographical references. [RC483.M6 vol. 
7] 615.78 74-176262 
1. Psychopharmacology. 2. Psychometrics. 
I. Olivier-Martin, R., joint author. IT. Title. 
IH. Series. 
Distributed by Phiebig, White Plains, New 
York, 30.40. 


616.8°918708 s 
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COULTER, Jeff. 616.8°982 
Approaches to insanity; a philosophical & 
sociological study. New York, Wiley 
{1973, i.e.1974] ix, 170 p. 23 em. ISBN 0- 


470-17740-3 ”A Halsted Press book.” 
Includes bibliographical references. 
[RC514.C66] 73-19679 8.95 

1. Schizophrenia. I. Title. 

COX, Richard H. 616.8°982°06 


Regressive therapy; therapeutic regression 
of schizophrenic children, adolescents, and 
young adults [by] Richard H. Cox and 
Truman G. Esau. New York, 
Brunner/Mazel [1974] xiv, 154 p. 22 cm. 
Bibliography: p.. 152. [RC514.C69] 73- 
84135 8.50 

1. Schizophrenia. 2. Adolescent psychiatry. 
3. Schizophrenia in children. 4. 
Psychotherapy. I. Esau, Truman G., joint 
author. If. Title. 


EMOND, Ronald Temple 
Duncan. 
Color atlas of infectious diseases [by] R. T. 
D. Emond. Chicago, Year Book Medical 
Publishers [1974] 384° p. illus. 20 cm. 
ISBN 0-8151-3118-6 (Year Book color 
atlas series) [RC111.E35] 73-76997 23.75 
L Communicable diseases—Atlases. I. 
itle. 


MCCLOSKEY, Richard V. 616.9076 
Self-assessment of current knowledge in 
infectious diseases, by Richard V. 
McCloskey. 2d ed. Flushing, N.Y. 
Medical Examination Pub. Co., [1974] 164 
p. 22 cm. ISBN 0-87488-263-X 1,241 
multiple choice questions and referenced 


616.9 


answers.” Includes bibliographical 
references, [RC111.M23 1974] 74-181507 
10.00 (pbk.). 


1. Communicable diseases—Examinations, 
questions, ete. I. Title. 


INTERNATIONAL Conference 616.92 
on Anaerobic Bacteria, Atlanta, 1972. 
Anaerobic diseases. Edited by Albert 
Balows fand others] Springfield, IH., 
Thomas [1974] p. cm. ISBN 0-398-03074- 
X (American lecture series, publication no. 
940. A monograph in the Bannerstone 
division of American lectures in clinical 
microbiology) Sponsored by Emory 
University, the Upjohn Co., and the Center 
for Disease Control. [RC115.154 1972] 73- 
19793 27.50 
1. Bacterial diseases—Congresses. 2. 
Bacteria, . Anaerobic—Congresses. I 
Balows, Albert, ed. II. Emory University, 
Atlanta. III. Upjohn Company. IV. Center 
for Disease Control. V. Title. 
Prepared from C.I.P. 


SYMPOSIUM on 616.9°363 
Trypanosomiasis and Leishmaniasis, with 
Special Reference to Chagas’ Disease, 
Caracas, 1973. 

Trypanosomiasis and leishmaniasis with 

special . reference to Chagas’ disease. 

Amsterdam, New York, Elsevier, 1974. xii, 

353 p. illus. 25 cm. (Ciba Foundation 

symposium (new series) 20) ”Held jointly 

with the Venezuelan Academy of Sciences 
and La Trinidad Medical Center, Caracas.” 


Includes bibliographies. [RC186.T82893 
1973] 73-88892 19.50 
i, Trypanosomiasis—Congresses. 2. 


Leishmaniasis—Congresses. 3. Chagas’ 
disease—-Congresses. I, Title. I. Series: 
Ciba Foundation. Symposium, new ser., 20. 


ROBINSON, Harry 616.969 
Maximilian, 1909- 

The diagnosis and treatment of fungal 

infections, compiled and edited by Harry 

M. Robinson, Jr. Springfield, Ill., Thomas 

[1974] xviii, 560 p. illus. 24 cm. ISBN 0- 
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398-02789-7 Includes papers from the 
annual American 
Dermatology Symposium on che Diagnosis 
and Treatment of Funga. Infections. 
Includes bibliographies. [RC1_7.A2R6] 72- 
93227 29.50 

1. Medical mycology—Congresses. 2. 
Antifungal agents—Congresses. rA 
American Academy of Dermatology 
Symposium on the Diegnosis and 
Treatment of Fungal Infections. II. Title. 


CONTACT 616.9°73°007:24 
hypersensitivity in experimeatal animals. 
Editors: Darien Parker and J. L. Turk. 
Basel, New York, S. Karger, 1974. xiv, 182 
p. illus. 25 cm. (Monographs in allergy, v 
8) Proceedings of a meeting in honor of J. 
R. Frey, held March 1-2, 1973. "Dr. J. R. 
Frey’s publications”: p. [x]-xiv. Includes 
bibliographies. [QR188.C66] 74-180282 

1. Contact dermatitis. I. Parker, Darien, 
ed. II. Turk, J. L., ed. II. Frey, Johann R. 
IV. Title. V. Series. 

Distributed by Phiebig, White Plains, New 
York, 30.75. 


ERGONOMICS Society of 
Australia and New Zealand. 
Man under stress; proceedings of the ninth 
annual conference of the Ergonomics 
Society of Australia and New Zealand, 
held in the University of Adelaide, 24-25 
August 1972. Edited by A. T. Welford. 
New York, Wiley, 1974. 140 p. illus. 26 
cm. ISBN 0-470-93315-1 "A Halsted Press 
book.” "Reprinted from Ergonomics, 
volume 16, no. 5, 1973.” Includes 
bibliographies. [BF575.S7SE7 1974] 74- 
5440 10.95 ; 
1. Stress (Physiology)—-Congresses. 2. 
Stress (Psychology)—Congresses. A 
Welford, Alan Traviss, ed. II. Title. 


CASTRO, John E. 616.99263 
The treatment of prostatic hypertrophy 
and neoplasia, edited by John E. Castro. 
Baltimore, University Park Press [1974] p. 
ISBN 0-839 1-0659-9 Includes 
bibliographical [RC899.C35] 
74-10563 19.50 

L. ns hypertrophy. 2. Prostate 
gland—Cancer. I. Title. H. Title: Prostatic 
Aypertrophy and neoplasia. 

Prepared from C.I.P. 


VINKEN, P. J. 616.9°93’042 
The phakomatoses. Ed. by P. J. Vinken 
and G. W. Bruyn. Amsterdam, North- 
Holland Pub. Co.; New York, American 
Elsevier Pub. Co. [1973] xi, 321 p. with 
illus. 27 cm. (Handbook of clinical 
neurology, v. 14) Includes bibliographies. 
{RC332.H3 vol. 14] [RL100] 74-180207 
100.40 

1. Phakomatoses. I Bruyn, G. W., joint 
author. ff. Title. If. Series. 


CLINICAL Cancer Seminar, 
Miami Beach, Fla., 1973. 
Selected topics of cancer current concepts; 
selected papers and discussion. Edited by 
Komanduri: K. N. Charyulu fand] Anam 
Sudarsanam. New York, Intercontinental 
Medical Book Corp. [1974] x, 330 p. illus. 
24 cm. ISBN 0-88372-018-3 Sponsored by 
the Division of Radiation Therapy, 
University of Miami School of Medicine. 
Includes bibliographical references. 

([RC261.A2746 1973] 73-82038 17.95 

i. Cancer—Congresses. I  Charyulu, 
Komanduri K. N, ed. IE Sudarsanam, 
Anam, ed. HI. Miami, University of, Coral 
Gables, Fla. Division of Radiation 
Therapy. IV. Title. 


BREAST cancer, a 615.9°94°008 s 
challenging problem, ed. by M. L. Griem 


616.9°803 


references. 


616.9°94 


Academy of. 


. AMERICAN BOOK PUBLISHING RECORD 


fu. a] [symposium on breast cancer, a 
challenging problem, the Univ. of Chicago 
Pritzker School of Medicine, March 4-5, 
1972] Berlin, New York, Springer, 1973. 
150 p. ill. 25 cm. (Recent results in cancer 
research, 42) Sponsored by the Swiss 
League Against Cancer. Includes 


. bibliographical references. [RC261.R35 no. 


42] [RC280.B8] 
19.70 

1. Breast—Cancer—Congresses. I. Griem, 
M. L., 1925- ed. If. Schweizerische 
Nationalliga fur Krebsbekampfung und 
Krebsforschung. Ill. Title. IV. Series. 


INVESTIGATION and 616.9°94’008 s 
stimulation of immunity in cancer patients. 
Edited by G. Mathe and R. Weiner. 
Berlin, New York, Springer-Verlag, 1974. 
p- cm. ISBN  0-387-06771-X (Recent 
results in cancer research 47) Proceedings 
of the CNRS colloquium, Paris, June 21- 
22, 1972 .. - Sponsored by the Swiss ae 
against Gancer.” Bibliography: 
([RC261.R35 no. 47] [RC262] 616.9794" 079 
74-10816 38.60 

i. Cancer—Immunological aspects. , I. 
Mathe, Georges, 1922- ed. II. Weiner, Roy 
S., ed. MI. France. Central national de la 
recherche scientifique. IV. Schweizerische 
Nationalliga fur Krebsbekampfung und 
Krebsforchung. V. Titie. VI. Series. 
Prepared from C.I.P. 


616.9°94°49 73-78194 


KOLDOVSKY, Pavel. 616.994008 s 
Carcinoembryonic antigens [by] P. 
Koldovsky. Berlin, New York, Springer- 
Verlag, 1974. 69 p. illus. 25 cm. ISBN 0- 
387-06640-3 (Recent results in cancer 
research, 45) Bibliography: p. [55]-69. 
[RC261. R35 no. 45 [RC262] 
616.9°94'0792 73-22578 15.60 

1. Carcinoembryonic antigens. I. Title. IT. 
Series. 


LAMPKIN-ASAM, 
Julia McCain, 1931- 

Malignant intrigue. [2d ed. Miami, Fla., 

Acme Press, 1974] xv, 753 p. illus. 24 cm. 

{[RC267.L35 1974] 74-176255 20.75 

1. Lampkin-Asam, Julia McCain, 1931- 2 

Cancer research-—-United States. I. Title. 


616.9°9400924 B 


_ Available from Julia Lampkin-Asam, P.O. 


Box 2115 Tuscaloosa, Ala. 35401. 


*ARCOS, Joseph C. 9016,99407 
Chemical induction of cancer. 

Vol. 2B, 1974 by Joseph C. Arcos and 
Mary F. Argus, is available from Academic 
Press, N.Y., for 33.50. ISBN 0-12-059352- 
1. L.C. card no.: 66-30118. 
MATERHOUSE; John A. 616.99407 
Cancer handbook of epidemiology and 
prognosis [by] J. A. H. Waterhouse; with a 
foreword by Sir Richard Doll. Edinburgh, 
Churchill Livingstone, 1974. ix, 195 p. 
illus. 26 cm. ISBN 0-443-00938-4 
[RC262.W27] 73-91454 

1. Cancer—Statistics. I. Title. 


Distributed by Longman, New York; 
21.00. : 
*ADVANCES in cancer 616.994072 
research 


Vol. 19, 1974, edited by George Klein and 
Sidney Weinhouse’is now available from 
Academic, New York for 27.50. ISBN 0- 
12-006619-X. L.C. card no.:* 52-13360. 


ATKINS, Hediey J. B., 
Sir. 

The treatment of breast cancer, edited by 

Sir Hedley Atkins. Baltimore, University 

Park Press [1974] p. cm. ISBN 0-8391- 

0660-2 [RC280.B8A84] 74-10878 19.50 


616.99449 


NOVEMBER 30,1974 


I. Breast—Cancer. I. Title. If. Title: Breast 
cancer. 
Prepared from C.I.P. 


PAPAICANNOU, 
Anaxagoras N. 
The etiology of human breast cancer; 
endocrine, genetic, viral, immunologic and 

other considerations [by] 
Papaioannou. Berlin, New York, Springer- 


616.9°94'49 


Verlag, 1974. xii, 216 p. illus. 25 cm. 
Includes bibliographies. [RC280.B8P27] 
74-2550 23.00 

1. Breast—Cancer. I. Title. 
ROTHENBERG, Robert E. 617 
The complete surgical guide; the new 


Understanding surgery [by] Robert E. 
Rothenberg. New York, Simon and 
Schuster [1974] xvi, 941 p. illus. 25 cm. 


ISBN 0-671-21493-4 "A = Medbook 
publication.” Previous editions published 
under title: Understanding surgery. 


([RD31.R65 1974] 72-90400 24.95 
1. Surgery. I. Title. 


WELLS, Charles, 1898- 617 
Scientific foundations of surgery, edited by 
Charles Wells, James Kyle, and J. 
Englebert Dunphy. 2d ed. Philadelphia, 
Saunders [1974] xix, 838 p. illus. 29 cm. 


ISBN 0-7216-9208-7 Includes 
bibliographies. [RD31.5.W44 1974] 73- 
93018 40.00 


1. Surgery. 2. Physiology, Pathological. I. 
Kyle, James, joint author. H. Dunphy, 
John Englebert, 1908- Joint author. IH. 
Title. 


RYAN, Allan J. 617.1027 
Sports medicine {edited by] Allan J. Ryan 
and Fred L. Allman, New York, Academic 
Press [1974] p. cm. ISBN 0-12-605050-3 
ye bibliographies: [RC1210.R9] 72- 
82639 4 

1. ke edie I. Allman, Fred L. 
joint author. IT. Title. 

Prepared from C.I.P. 


COOPER, Leo K. 617°.15'8 
Ankle fractures: treatment without casts, 
by Leo K. Cooper. Springfield, Ill, Thomas 
[1974] p. cm. ISBN  0-398-03155-X 
[RD562.C66] 74-3363 


I, Ankle—Wounds and injuries. 2. 
Orthopedia. I. Title. : 
Prepartd fiom C.I.P. 

*CONGRESS of Neurological 617.48 


Surgeons. 
Clinical neuro surgery; Proceedings. 
Vol. 21, 1974 is available from Williams & 
Wilkins, Baltimore for 19.50. ISBN 0-683- 
02015-3. L.C. card no.: 54-12666. 


BEDER, Oscar Edward. 617.52 
Fundamentals for maxillofacial prosthetics 
[edited] by Oscar E. Beder. Springfield, 
m., Thomas [1974] p. cm. (American 
lecture series, publication no. 917. The 
Bannerstone division of American lectures 
in dentistry) [RD523.B39] 73-18180 17.50 
1. Maxillofacial prosthesis. [. Title. 
Prepared from C.I.P. 


KAZANIJIAN, Varaztad 
Hovhannes. 

Kazanjian & Converse’s surgical treatment 
of facial injuries [by] John Marquis 
Converse. 3d ed. Baltimore, Williams & 
Wilkins [1974] 2 v. (xiv, 1482, xv-xxxiii p.) 
illus. 27 cm. ISBN 0-683-04545-8 
Bibliography: p. 1447-1482. [RD118.K3 
1974] 72-87512 67.50 

I. Surgery, Plastic. 2. Face—Wounds and 
injuries. I. Converse, John Marquis, joint 
author, H. Title. HE Title: Surgical 
treatment of facial injuries. 


617.52 


IRBY, William B., 1913- 617.522 
Current advances in oral surgery, edited by 
William B. Irby. Saint Louis, Mosby, 1974. 
p. ISBN 0-8016-2340- 5 [RD523.168] 74- 
8602 39.50 

1. Mouth—Surgery. I. Title. 

Prepared from C.I.P. 


INTERNATIONAL Congress 617°.582 
on the Knee Joint, Rotterdam, 1973. 

Abstracts of papers, editors: O. S. 
Ingwersen [and others] Amsterdam, 
Princeton, Excerpta Medica, 1973. 48 p. 
25 cm. ISBN 9-02-191213-9 (International 
congress series, no. 298) Congress held on 
the occasion of the 75th anniversary of the 
Dutch Orthopaedic Association. 
[RC951.157 1973] 74-177665 

1. Nederlandse Orthopaedische Vereniging. 
2. Knee—Diseases—Abstracts. 3. Knee— 
Abstracts. I Ingwersen, O. S, ed. TI. 
Nederlandse Orthopaedische Vereniging. 
TIT. Title. IV. Series. 


Distributed by American Elesvier, New 
York; 6.95 (pbk.). 
DAWSON, Peter E., 1930- 617.643 


E valuation, diagnosis, and treatment of 
occlusal problems [by] Peter E. Dawson. 

Saint Louis, Mosby, 1974. p. cm. ISBN 0- 
8016-1216-0 [RK523.D38] 74-12409 35.00 

1. Malocclusion. 2. Orthodontia. I. Title. - 

Prepared from C.I.P. 


HITCHCOCK, Henry Perry, 
1921- 

Orthodontics for undergraduates [by] H. 

Perry Hitchcock. Philadelphia, Lea & 

Febiger, 1974. p. cm. ISBN 0-8121-0439- 

0 [RK521.H56 1974] 73-18181 27.00 

1. Ortkodontia. I. Title. 

Prepared from C.I.P. 


BARNETI, Edward M., 
29- 

Pediatric occlusal therapy [by] Eċward M. 
Barnett. St. Louis, C. V. Mosby Co., 1974. 
p. ISBN 0-8016-0488-5 [RK55. C5B37] 74- 
7333 33.00 

1. Pedodontia. 2. Occlusion @entistry) I. 
Title. ` 

Prepared from C.I.P. 


ANDERSON, John N. 617.6°92 
immediate and replacement dentures {by} 
John N. Anderson and Roy Storer. 2nd ed. 
Oxford, Blackwell Scientific, 1973, 
[i-e.1974] ix, 381 p. illus. 25 cm. ISBN 0- 
632-09560-1 ‘Includes index. Bibliography: 
p. 365-376. [RK656.A62 1973] 74-594706 
1. Complete dentures. I. Storer, Roy, joint 
author. IT. Title. 

Distributed by J.B. Lippincott; 27.50. 


GOLDBERG, Morton F. 617.7°04°2 
Genetic and metabolic eye disease. Edited 
by Morton F. Goldberg. [1st ed.] Boston, 
Little, Brown [1974] xviii, 654 p. illus. 27 
em. ISBN 0-316-31923-6 Bibliography: p. 
617-634. [RE48.G58] 73-1418 48.50 

i. Ey2—Diseases and defects—Genetic 
aspects. 2. Ocular manifestations of general 
a 3. Metabolism, Inborn errors of. 
. Title. 


RUBIN, Wallace. 617.771 
Electrenystagmography: What is ENG? By 
Wallace Rubin and Charles H. Norris. 
Springfield, Ill., Thomas [1974] vii, 105 p. 
illus. 24 cm. ISBN 0-398-93098-7 
Bibliography: p. 92-101. [RE748.R82] 73- 
20462 12.75 

1, Evectronystagmography. I. Norris 
Charles H., joint author. II. Title. 


MANDELL, Robert B. 617.7°523 
Contact lens practice, hard and flexible 
lenses, by Robert B. Mandell. [Second 


617.643 


617.645 


` 1752. 
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edition] Springfield, Hl. C. C. Thomas 
[1974] xv, 819 p. illus. 26 cm. ISBN O- 


398-030596. [RE977.C6M25 1974} 73- 
17409 32.50 

1. Contact lenses. I. Title. 

DONNELLY, Kenneth. 617.89 


Interpreting hearing aid technology, edited 
by Kenneth Donnelly. Springfield, IIL, 
Thomas [1974] p. cm. ISBN 0-398-03087- 
1 [RF300.D66] 73-20241 16.75 

1. Hearing aids. I. Title. 

Prepared from C.I.P. 


MASON, Edward Eaton, 617.91 
1920- 

Fluid, electrolyte and nutrient therapy in 

surgery. {By} Edward E. Mason. 


Philadelphia, Lea & Febiger, 1974. vi, 352 
p. illus. 25 cm. ISBN 0-8121-0447-1 
Includes bibliographies. [RD51.M37 1974] 
73-8805 12.50 

1. Therapeutics, Surgical. 2. Fluid therapy. 
3. Electrolyte therapy. I. Title. 


*PROGRESS in pediatric 617'.98 
surgery. 
Vol. 7, 1974, is now available from 


University Park Press, Baltimore at 16.50. 
ISBN 0-8391-0569-X. L.C. card no: 76- 
164432, 


*REID, Duncan E. 618 
Controversy in obsterics and gynecology IT 
ed. by Duncan E. Reid and C. D. 
Christian. 

The 1974 edition is available from W. B. 
Saunders, Philadelphia, for 28.50. ISBN 0- 
7216-7528-X. L.C. card no.: 73-93432. 


CURRY, Alan S. 618.1°07°56 
Biochemistry of women: methods, for 
clinical investigation [edited by] A. S. 
Curry fand] J. V. Hewitt. Cleveland, CRC 
Press [1974] 354 p. illus. 27 cm. ISBN 0- 
87819-042-2 At head of title: CRC. 
Includes bibliographical references. 
[RB48.5.C86] 74-76654 39.95, 

1. Pathology, Gynecological. 2. Clinical 
endocrinology. I. Hewitt, J. V., joint 
author. II. Chemical Rubber Company, 
Cleveland. IT. Title. 


ALADJEM, Silvio. 618.2 
Clinical perinatology. Edited by Silvio 
Aladjem [and] Audrey K. Brown. Saint 
Louis, C. V. Mosby Co., 1974. p. cm. 
ISBN 0-8016-0100-2 [RG627.A44] 74- 
8599 39.50 

1. Pregnancy, Complications pf. 2. Fetus— 
Diseases. 3. Infants (Newborn)—Diseases. 
I. Brown, Audrey K., 1923- joint auraor: 
II. Title. 

Prepared from C.I.P. 


SMELLIE, William, 
1763. 

A treatise on the theory and practice of 
midwifery. London, Printed for D. Wilson, 
[London, Bailliere Tindall; New 
York, R. E. Krieger Pub. Co., 1974] 454 p. 
21 cm. “This facsimile printing ... was 
made ... on the occasion of the twentieth 
British Congress of Obstetrics and 
Gynaecology, London, July 1974.” 
[RG93.S6 17522} 74-178265 27.50 

1. Obstetrics—Early works to 1800. I. 
Title. 


KAPPELMAN, Murray, 1931- 618.9°2 
What your child is all about [by] Murray, 
M. Kappelman. New York, Reader’s 
Digest Press, 1975,  [ie.1974] _ p. 
[RJ101.K36] 74-8945 7.95 

1. Children—Diseases. 2. Charen EC are 
and hygiene. I. Title. 

Prepared from C.I.P. 


1697- ` 618.4 


600 TECHNOLOGY 


FRASER, Gillian 
Mackintosh. 
The language disordered chifd; a new look 
at theory and treatment [by] G. M. Fraser 
and J. Blockley; edited by P. A. Herse. 
Windsor, NFER, 1973, he 1974] 56 p. 
illus. 22 cm. ISBN  0-85633-031-0 
Distributed in the U.S.A. by Humanities 
Press, New York. Bibliography: p. [55]-56. 
[RJ496.S7F7] 74-176422 2.50 (pbk.) 
1. Speech disorders in children. I. 
Blockley, Jennifer, joint author. IT. Title. 


PURTELL, Thelma C. 618.9°28°553 
Can't read, can’t write, can’t talk too good 
either; how to recognize and overcome 
dyslexia in your child [by] Louise C. 
Clarke. With an introduction by Archie 
A. Silver. Baltimore, Penguin [1974, 
c1973} xvi, 280 p. illus. 19 cm. ISBN 0-14- 
003767-5 Bibliography: p. 269-271. 
{(RJ496.A5P87 1974] 1.95 (pbk)  ° 
1. Dyslexia. I. Title. 

L.C. card number for original ed.: 72- 
80537. 


COPELAND, Adrian D. 618.9289 
Textbook of adolescent psychopathology 
and treatment, by Adrian D. Copeland. 
Springfield, I., Thomas [1974] p. cm. 
ISBN 0-398-03114-2 [RJ503.C66] 73- 
23012 9.75 

1. Adolescent psychiatry. I. Title. 

Prepared from C.I.P. Pbk. 6.95, ISBN 0- 
— 398-03115-0. 


618.9°28°55 


ronan William, 618.9°28'982 
915- 
Growth and change of schizophrenic 


children; a longitudinal study. Washington, 
Winston; [distributed by Halsted Press, 
New York] 1974. p. cm. ISBN 0-470- 
31102-9 Bibliography: p. [RJ506.S3G58] 
74-13824 10.95 

1. Schizophrenia in children. I. Title. 
Prepared from C.I.P. 


Engineering 620-629 


BROUTMAN, Lawrence J. 620.1'1 
Fracture and fatigue. Edited by Lawrence 
J. Broutman. New York, Academic Press 


[1974] p. cm. ISBN 0-12-136505-0 
(Composite materials, v. 5) Includes 
bibliographies. [TA418.9.C6B68] 74-4301 
34.00 

d. Fibrons composites—Fracture. 2. 
Fibrons composites—Fatigue. 3. 
Reinforced plastics—Fatigue. I Title. II. 
Series. 


Prepared from C.I.P. 


*TREATISE on materials 
science and technology. 
Volume 5, 1974, edited by Herbert 
Herman is now available from Academic 
Press, .New York for 28.50, ISBN 0-12- 
341805-4, L.C. card no.: 77-182672. ` 


*ADVANCES in corrosion 
science and technology. 
Volume 5, 1974, edited by Mars G. 
Fontana and Roger W. Staehle is now 
available from Plenum, New York, for 
27.50. ISBN 0-306- 39504-5. L.C. card 
no.: 76-107531 


INTERNATIONAL Symposium 
on Special Topics in Ceramics, 
University, 1973. 

Surfaces and interfaces of glass and 

ceramics; [proceedings] Edited by V. D. 

Frechette, W. C. LaCourse, and V. L. 

Burdick. New York, Plenum Press [1974] 

p. cm. ISBN 0-306-38507-4 (Materials 

science research, v. 7) “Tenth in the 


620.11 


620.11223 


620.174 
Alfred 


68 i 


(Composite 


university series in ceramic science.” 
Includes bibliographical references. 
{TA430.157 1973] 74-17371 37.50 

1. Ceramic materials—Congresses. 2. 
Glass—Congresses. Ge we Surfaces 
(Technology)—Congresses. I. Frechette, 
Van Derck, 1916- ed. IT. LaCourse, W. C, 
ed. Ill. Burdick, Vernon L., ed. IV. Title. 
V. Series. 

Prepared from C.I.P. 


KREIDER, Kenneth G. 620.176 
Metallic matrix composites. Edited by K. 
G. Kreider. [New York, Acadzmic Press, 
1974] p. cm. ISBN 0-12-136504-2 
materials, v. 4) Includes 
bibliographies. [TA481.K73] 74-1302 32. 50 
1. Metallic composites. I. Title. IT. Series. 
Prepared from C.I.P. 


NATIONAL Association 
of Corrosion Engineers. 
Corrosion data survey; metals section. 
Compiled by Norman E. Hamner. Sth ed. 
Houston [1974] xiv, 11, 283 p. (chiefly 
illus.) 29 cm. Editions for 1950, 1954, and 
1960 published by Shell Development 
Company. Bibliography: p. _ vii-viii. 
[TA462.N28 1974] 73-89961 92.00 
1. Corrosion and anti-corrosives—Tables, 
calculations, etc. I Hamner, Norman E., 
comp. II. Shell Development Company. 
Corrosion data survey. Ill. Title. 


SYMPOSIUM on Elevated 620.1°7°17 
Temperature Properties of Austenitic 
Stainless Steels, Miami Beach, Fla., 1974. 

Symposium on Elevated ‘Temperature 

Properties of Austenitic Stainless Steels. 

Edited by A. O. Schaefer. New York, 

American Society of Mechanical Engineers 

[1974] 155 p. illus. 26 cm. "Held as part of 

the 1974 ASME Pressure Vessels and 

Piping Conference—with the Nuclear and 

Materials Divisions, sponsored by the 

Metal Properties Council.” Includes 

bibliographical references. [TA479.S7S884 

1974] 74-177150 15.00 

I. Steel, Stainless—Congresses. 2. Metals 


620.1°6'23 


at high  temperatures—Congresses. I. 
Schaefer, A. O., 1901- ed. II. Metal 
Properțies Council. 

DINCA, Florea. 620.3 


Nonlinear and random vibrations [by] 
Florea Dinca [and] Cristian Teodosiu. 
[Translated by Cristian Teodosiu]. 
Bucuresti, Editura Academiei Republicii 
Socialiste Romania; New York. Academic 
Press, 1973, [i.e.1974] 413 p. 25 cm. Rev. 
and updated translation of the Romanian 
work Vibratii ras si aleatoare. 
Bibliography: [399]-404. 
[QA935. D4613] 13- 16596 29.50 

1. Vibration. I. Teodosiu, Cristian, joint 
author. IT. Title. : 


SYSTEMS Symposium, 2d, 620’.7 
Case Institute of Technology, 1963. ~ 


Views on general systems theory; 
proceedings. Edited by Mihajlo D. 
Mesarovic. Huntington, N.Y.. R. E. 


Krieger Pub. Co. [1974, c1964] xvi, 178 p. 
illus. 24 cm. ISBN 0-88275-155-5 Reprint 
of the ed. published by Wiley, New York, 
in series: Publications from the Systems 
Research Center, Case Jnstiute of 
Technology. Includes bibliographies. 
{TA168.S9 1963a] 73-92143 10.75 

1. Systems engineering—Corgresses. I. 
Mesarovic, Mihajlo D., ed. Hf. Title. II. 


Series: Case Institute of Technology, 
Cleveland. Systems Research Center. 
Publications. 


JURY, Eliahu Ibrahim, 620°.72 
1923- 


Inners and stability of dynamic systems 


.Albuquerque, N.M., April 24-26, 


FEET 


AMERICAN BOOK PUBLISHING RECORD 


[by] E. I. Jury. New York, Wiley [1974] 
p. cm. ISBN 0-471-45335-8 "A Wiley- 
Interscience publication.” Includes 
bibliographical references. [QA402.J87] 74- 
13036 17.95 

i. System analysis. 
Matrices. I. Title. 
Prepared from C.I.P. 


‘2. Stability. 3. 


POULTON, E. C. 620.82 
Tracking skill and manual contro! [by] E. 
C. Poulton. New York, Academic Press, 
1974. p. cm. ISBN 0-12-563550-8 
Bibliography: p. [BF295.P68] 73-5299 
29. 


1. Perceptual—Motor learning. I. Title. 
Prepared from C.I.P. 


SINGLETON, William 620.8°2 
Thomas. 
Man-machine systems [by] W. T. 


Singleton. Harmondsworth, Penguin, 1974. 
3-178 p. illus., form. 18 cm. ISBN 0-14- 
080568-0 (Penguin education) (Penguin 
modern psychology) (Occupational and 
organisational psychology) Includes index. 
Bibliography: p. [167]-172. [T59.7.S56] 74- 
176791 

1. Man-machine systems. 

Distributed by Penguin, Baltimore; 2.50 
(pbk.) 


WESTERN Metal and Tool 621 
“Conference and Exposition, Los Angeles, 
1974, 

Westec Engineering Conference, March 
11-15, 1974, Los Angeles, California. 
Dearborn, Mich., Society of Manufacturing 
Engineers, 1974- v illus. 22 cm. ”For 
presentation at a Creative manufacturing 
engineering program.” Contains Technical 
papers MR74-701, etc., of the Society of 
Manufacturing Engineers. Includes 
bibliographies. [TS176.W47 1974] 74- 
176115 2.50 (pbk.). 

1. Préduction engineering—Congresses. I. 
Society of Manufacturing Engineers. 


SALISBURY, J. Kenneth. 621.165 
Steam turbines and their cycles, [by] J. 
Kenneth Salisbury. Huntington, New York, 
Robert E. Krieger [1974, c1950] xvi, [653] 
p. illus. 24 cm. ISBN 0-88275-138-7 
Supplemental chapters added to original 
1950 ed. Bibliography: p. [637]-{640] 
[TJ735.S3 1974] 73-89694 22.50% œ» 

1. Steam-turbines. I. Title. 


MIDDLETON, Robert Gordon, 621.3 
1908- 
Practical electricity, by Robert G. 


Middleton. [3d ed.] Indianapolis, T. Audel 
[1974] 483 p. illus. 22 cm. ISBN 0-672- 
23218-9 [TK146.M513 1974] 73-94187 
6.95 

1. Electric engineering. I. Title. 


*HELLER, Samuel 621.31042 
The growler; design and applications. 
Scarsdale, N.Y., Datarule [1974] 114 p. 
tables 28 cm. ISBN  0-911740-06-6 
[TK2725] 73-93292 9.50 (pbk.) 

1. Electromechanical devices—Design and 
construction. I. Title. 

Publisher’s address: Box 69 Scarsdale, 
N.Y., 10583. 


INSTITUTE of Electrical 621.36 
and Electronics Engineers. Region 6. 
1974 IEEE Region Six conference record 
(Western USA) optoelectronics and lasen 
technology. [New York, Institute of 
Electrical and Electronics Engineers, 1974] 
ix, 116 p. illus. 28 cm. Cover title. 
Sponsored by the IEEE Region Six and 
the Albuquerque Section and held at 
1974. 


NOVEMBER 30,1974 


Includes bibliographical references. 
[TA1750.157 1974] 74-177219 16.00 

i. Electrooptics—Congresses. 2. Lasers— 
Congresses. I. Institute of Electrical and 


Electronics Engineers. Albuquerque 
Section. IT. Title. 
BRAININA, Kh’ena 621.37°46 


Zalmanovna. ; 
Stripping voltammetry in chemical analysis 
[by] Kh. Z. Brainina. Translated from 
Russian by P. Shelnitz. New York, Wiley 
[1974] p. cm. ISBN 0-470-09590-3 
Translation of Inversionnaia 
voľtamperometriia tverdykh faz. "A 
Halsted Press book.” Bibliography: p. 
[QD115.B6413] 74-13974 20.00 

1. Voltammetry. T. Title. 
Prepared from C.I.P. 


CLULEY, John Charles. 621.38°028 
Electronic equipment reliability (by] J. C. 
Cluley. New York, Wiley [1974] x, 161 p. 
illus. 23 cm. ISBN 0-470-16125-6 "A 
Halsted Press book.” Bibliography: p. 157- 
158. [TK7870.C5 1974] 74-8501 10.95 

1. Electronic apparatus and appliances— 
Reliability. I.. Title. 

BUCKWALTER, Len. 621.38°0282 
Easy speaker projects. fist ed] 
Indianapolis, H. W. Sams [1974] 96 p. 
illus. 22 cm. ISBN 0-672-21104-1 
(TK5983.B57] 74-79352 3.95 (pbk.) 

1. Loud-speakers. 2. High-fidelity sound 
systems. I. Title. 


BEAUCHAMP, K. G. 621.38'043 
Signal processing using analog and digital 
techniques [by] K. G. Beauchamp. With a 
foreword by I. Maddock. New York, Wiley 
[1974, c1973] 547 p. illus. 25 cm. ISBN ô- 
470-06116-2 “A Halsted Press book.” 
Includes bibliographical references. 
[TK5102.5.B348 1974] 74-522 35.00 

1. Signal theory (Telecommunication) 2. 
Electronic data processing. I. Title. 


BUCHSBAUM, Walter H. 621.381 
Tested electronics troubleshooting methods 
[by] Walter H. Buschsbaum. Englewood 
Cliffs, N.J., Prentice-Hall [1974] p. cm. 
ISBN 0-13-906958-5 Includes 
bibliographical references. [TK7870.B8] 74- 
10719 9.95 

I. Electronic apparatus and appliances— 
Maintenang@e and repair. I. Title. 

Prepared from C.I.P. 


RISSE, Joseph A. 621.381043 
Electronic test equipment—and how to use 
it, by Joe Risse. [Ist ed.] Blue Ridge 
Summit, Pa., G/L Tab Books [1974] 202 
p. illus. 23 cm. ISBN  0-8306-4723-6 
[TK7878.4.R49] 74-79581 7.95 

1. Electronic instruments. 2. Electronic 
measurements. I. Title. 

Pbk. 4.95; ISBN 0-8306-3723-0. 


HOWE, Harlan. 621.381°32 
Stripline circuit design. Dedham, Mass., 
Artech House [1974] vii, 344 p. illus. 24 
em. ISBN  0-89006-020-7 (Modern 
frontiers in applied science) Bibliography: 
p. 309-341. [TK7876.H68] 73-81242 25.95 
A Microwa ve wiring. 2. Electronic circuits. 
. Title. 


KUDSIA, Chandra M. 621.381°32°2 
Microwave filters for communications 
systems, by Chandra M. Kudsia and 
Valentine O’Donovan. Dedham, Mass., 
Artech House [1974] 144 p. 29 cm. 
(Modern frontiers in applied science) 
Includes bibliographical references. 
[TK7872.F5K83] 73-81239 18.95 

i. Microwave filters. L O'Donovan, 
Valentine, joint author. II. Title. 


MOSCHYTZ, George S. 621.381°71 
Linear integrated networks: fundamentals 
[by] George S. Moschytz. New York, Van 
Nostrand Reinhold [1974] p. cm. ISBN 0- 
442-25581-0 (Bell Telephone Laboratories 


series) ncludes bibliographical references. 


{TK7874.M5345] 74-7250 29.95 

1, Linear integrated circuits. 2. H) lybrid 
integratzd circuits, I Title. 

Prepared from C.I.P. 


SMITH Alan 

Bradfcrd, 1932- comp. 
Bubble-Jomain memory devices [compiled 
by] Alan B. Smith. [Dedham, Mass.]} 
Artech House [1974] 258 p. illus. 28 cm. 
ISBN 0-89006-036-3 (Modern frontiers in 
applied science) Includes bibliographical 


621.3819533 


references. [TK7895.M3S6] 73-89263 
19.95 
1. Magnetic memory (Całlculating- 


machincs) 2. Magnetic bubbles. I. Title. 


SMITH William 621.3819°58'2 
Vick, 1916-. 

Electronic information processing; physical 
principles and materials technology [by] 
William V. Smith. [Dedham, Mass.} Artech 
House [1974] x, 130 p. illus. 24 cm. ISBN 
0-89006-038-X (Modern frontiers :n 
applied science) Includes bibliographical 
references. [TK7885.S57] 73-81245 16.95 
1. Conrouter engineering. 2. Electronics— 
Materiz's. I. Title. 


621.3819°598 
Carnegie-Mellon 


IEEE Ssmposium on 
Speech Recognition, 
University, 1974. 

Contributed papers. Editor: Lee Erman. 

Pittsburgh, Pa., Computer Science Depz., 

Carnegi2-Mellon University [1974] 295 p. 

illus. 2€ cm. "Sponsored by IEEE Group 

on Asoustics, Speech, and Signal 

Processing.” [TK7882.S65118 1974] 74- 

177143 15.00 


i. Automatic speech —recognition— 
Congresses. I. Erman, Lee, ed. GT. 
Carnegr-Mellon University. Computer 


Science Dept. Ill, IEEE Acoustics, Speech, 
and Sigaal Processing Group. 


EYEWATNESS to early 621.382 
American telegraphy. New York, Arno 
Press, 1974. p. cm. ISBN 0-405-06043-2 
(Telecommunications) Reprint of The 
Americen electro magnetic telegraph, by 
A. Vai., published in 1845 by Lea & 
Blanchard, Philadelphia; of Description of 
the American electro magnetic telegraph, 
by A. Vail, printed in 1845 by J. & G. 8. 
Gideon, Washington; of Early history of 
the electro-magnetic telegraph, by A. Vail, 
published in 1914 by Hine Brothers, New 
York. [TK5115.E94 1974] 74-4698 17.00 
(lib. bdg.) 

1. Telegraph—United States—History. I. 
Vail, 4lfred, 1807-1859. IL Title. LT. 
Series: Telecommunications (New York, 
1974- ) 

Prepared from C.I.P. 
*THE radio amateurs 621.3841 
handbowk. 

The 1974 edition, by the headquarters staff 
of the American Radio Relay League is 
available from the League, Newington, Cz., 
a A la 4.50 (pbk.) L.C. card no.: 41- 

45. 


BRIER, Herbert S. 621.38451 
VHF fandbook for radio amateurs [by] 
Herbert S. Brier [and] William I. Orr. [Ist 
ed.) Wilton, Conn., Radio Publications 
[1974] 336 p. illus. 21 cm. Includes 
bibliographical references. [TK9956.B64] 
74-754% 5.95 

1. Radio, Short wave—Amateurs’ manuals. 
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{d Orr, William Ittner, 1919- joint author. 
ID. Title. 
Publisher’s address: 
06897. 


SESSIONS, Ken W. 621.3841'52 
Amateur FM conversion & construction 
projects, by Ken W. Sessions,’ Jr. [1st ed.] 
Blue Ridge Summit, Pa., G/L Tab Books 
[1974] 276 p. illus. 23 cm. ISBN 0-8306- 
4722-8 [TK9956.S448] 74-79584 8.95 

1. Radio—Amateurs’ manuals. 2. Radio 
frequency modulation. I. Title. 

Pbk. 5.95; 0-8306-3722-2. 


NOLL, Edward M. 621.3845 
Second-class radiotelephone license 
handbook, by Edward M. Noll. [Sth ed.] 
Indianapolis, H. W. Sams [1974] 448 p. 
illus. 22 cm. ISBN 0-672-21111-4 
[TK6550.N65 1974] 74-79349 7.50 

1. Radio—Handbooks, manuals, etc. 2. 
Radio operators—United States. I. Title. 


ENERGY development. 621.4 
New York, Institute of Electrical end 
Electronics Engineers [1974] 104 p. illus. 
28 cm. (IEEE Power Engineering Society 
papers) "Sponsored by the IEEE Energy 
Development Subcommittee of the IEEE 
Power Generation Committee of the IEEE 
Power Engineering Society.” Reports 
presented at the Energy Sources 
Conference of 1974 and at the Power 
Energy Society’s winter meeting, 1974. 
Includes bibliographies. [TJ153.E4783] 74- 
177263 10.00 
1. Power 


Box 149, Wilton, Ct. 


resources—Congresses. 2. 
Electric power—Congresses. I. IEEE 
Power Engineering Society. Power 
Generation Committee. Energy 
Development Subcommittee. II. Series: 
IEEE Power Engineering Society. IEEE 
Power Engineering Society papers. 


HEAT exchangers: design 621.4022 
and theory sourcebook. N. H. Afgan ‘and 
E. U. Schlunder, editors. Washington, 
Scripta Book Co. [1974] xvi, 893 p. illus. 
24 cm. Selected lectures and 
communications from the 5th seminar held 
by the International Centre for Heat end 
Mass Transfer. Includes bibliographical 
references. [TJ263.H4] 74-8733 39.50 

I. Heat exchangers—Congresses. I. Afgan, 
Naim, ed. Il, Schlunder, E. U., ed. Til. 
International Center for Heat and Mass 
Transfer. 


PIPE, Ted. 621.43°4 
Principles of the Wankel engine. [ist ed.] 
Indianapolis, H. W. Sams [1974] 112 p. 
illus. 22 cm. ISBN 0-672-21083-5 
[TJ790.P56] 74-78358 3.95 (pbk.) 

1. Wankel engine. I. Title. 


SAGAN, Leonard A. 621.48'1 
Human and ecologic effects of nuclear 
power plants, Edited by Leonard A. Sagan, 


with an introd. by Rolf Eliassen. 
Springfield, Ill., Thomas [1973, i.e.1974] 
xix, 536 p. illus. 26 cm. ISBN 0-398- 
02929-6 Includes bibliographical 


references. [TD195.E4S2] 73-8614 34.50 
Atomic power-plants—Environmental 
aspects. I. Title. 


PANEL on the Behaviour 621.48°335 
and Chemical State of Irradiated Ceramic 
Fuels, Vienna, 1972. 

Behaviour and chemical state of irradiation 


ceramic fuels; proceedings. Vienna, 
International Atomic Energy Agency, 
1974. 437 p. illus. 24 cm. (Panel 


proceedings series) *STI/PUB/303”. Held 
7-11 August 1972; organized by che 
International Atomic Energy Agency. 
English or French. Addenda slip inserted. 
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Includes bibliographical references. 
[TK9360.P34 1972] 74-175642 

L Nuclear fuels—Congresses. 2. 
Radioactive substances—Congresses. I. 


International Atomic Energy Agency. I. 
Title. If. Series: International Atomic 
Energy Agency. Panel proceedings series. 
Distributed by Unipub, 20.00. 


NELSON, Carl A. 621.8 
Mechanical trades pocket manual, by Carl 
A. Nelson. [Ist ed.] Indianapolis, T. Audel 
[1974] 256 p. illus. 16 cm. ISBN 0-672- 
23215-4 [TJ151.N418] 74-91639 3.95 
(pbk.). 

1. Mechanical engineering—Handbooks, 
manuals, etc. I. Title. 


HOW to get the most out of 621.9 
your tools. Wiustrated: 200 line-illus. 
Middle Village, N.Y., Jonathan David 
Publishers [1974] p. cm. ISBN 0-8246- 
0181-4 [TT153.H69}] 74-16107 8.95; 6.95 
(lib. bdg.). 

1. Fools. 

Prepared from C.I.P. 

KOLLER, Lawrence R. 1912- 623.44 


The golden guide to guns. New York 
Golden Press [1974 c1961] 159 p. illus. 
(part col.) 19 cm. (Golden leisure library) 
(SK274.K73] 2.95 (pbk.) 

1. Firearms. 2. Hunting. 3. Shooting. I. 
Title. 

L.C. card no. for original ed.: 66-6854 


SHOOTER'’S bible, 623.44085 
edited by Robert Kouhjian, art director, 
Caryn Seifer. No. 66, 1975 edition. 
[Hackensack, N.J.] Stoeger Publishing 
[1974] 575 p. illus. 26 cm. ISBN 0-88317- 
005-1 [TS535.8507] 6.95 (pbk.) 

l. Firearms—Catalogs. 

L.C. card no. for original ed.: 63-6220. 


SCHULT, Joachim. 623.82 
Curious boating inventions. Translated by 
Inge Moore. New York, Taplinger Pub. 
Co. [1974] 150 p. illus. 25 cm. ISBN 0- 
8008-2103-3 Translation of Aus der 
Jugendzeit des Motorbootes. [VM357.S313 
1974] 74-1525 14.95 

1. Motor-boats—History. 2. Boats and 
boating—History. 3. Life-saving 
apparatus-——History. I. Title. 


SLOANE, Gloria. 623.82°03 
How to be a first-rate first mate; a sailing 
guide for women [by] Gloria Sloane and 
Phyllis. Coe. Edited by Don Stern. [New 
York] Quadrangle/New York Times Book 
Co. [1974] x, 156 p. illus. 22 cm. ISBN 0- 
8129-0423-0 [GV813.5.857 1974] 73- 
90171 6.95 

1. Boating for women. I. Coe, Phyllis, joint 
author. IT. Title. 


DUCANE, Peter 
High-speed small craft. 
Tuckahoe, N.Y.] J. de Graff [1973, i.e. 
1974, c1$72] xiii, 465 p. illus. 26 cm. 
ISBN 1-8286-0065-1 [VM341.D85 1974] 
74-177142 20.00 

1. Motor-boats. I. Title. 


TATE, William Henry, 
1945- 

A mariner’s guide to the rules of the road 
[by] William H. Tate. Annapolis, Naval 
Institute Press [1974] ix, 132 p. illus. 28 
cm. ISBN 0-87021-369-5 [VK371.T37] 74- 
80004 6.40 (pbk.). 

I. Rule of the road at sea. 2. Inland 
navigation—-United States. 3. Navigation— 
Safety measures. I. Title. 


NON-AGRICULTURAL 624.1517 
applications of soil surveys. Edited by R. 


623.8273] 
[4th ed., rev. 


623.88°84 
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W. Simonson. Amsterdam, New York, 
Elsevier Scientific Publishing Co., 1974. 
viii, 178 p. illus. 23 cm. ISBN 0-444- 
41199-2 (Developments in soil science, 4) 
”Reprinted from Geoderma vol. 10, no. 
1/2.” Includes bibliographies. [S591.N64] 
73-90964 18.00 

4. Soil-surveys. 2. Soil mechanics. 3. Land. 
i. Simonson, Roy Walter, ed. I. 
Geoderma. II. Title. IV. Series. 


RAZ, Sarwar Alam. 624’.171 
Analytical methods in structural 
engineering. New York, Wiley [1974] x, 
393 p. illus. 24 cm. ISBN 0-470-71130-2 
“A Halsted Press book.” [TA650.R38] 74- 
6134 9.95 

1. Structures, Theory of 2. Statically 
indeterminate structures. I. Title. 


MARSHALL, John, 
1922(May1)- 

Metre gauge railways in south and east 
Switzerland. Newton Abbot [Eng.] North 
Pomfret, Vt., David & Charles [1974] 262 
p. illus. 22- cm. ISBN 0-7153-6408-1 
(Railway histories of the world series} 
Includes bibliographical references. 
[TF91.M37] 74-179995 15.00 

1. Ratlroads—Switzerland. I Title. 


625.1702’09494 


NOCK, Oswald Stevens. 625.2°09'04 
Railways in the transition from steam, 
1940-1965, by O. S. Nock. Illustrated by 
Clifford and Wendy Meadway. New York, 
Macmillan [1974] p. cm. ISBN 0-02- 
589750-0 (Railways of the world in color) 
[TF20.N62] 74-11403 4.95 

1. Railroads—History. 2. Locomotives— 
History. I. Title. 

Prepared from C.I.P. 


FATIGUE strength of 625.708 s 
steel beams with welded stiffeners and 
attachments [by] John W. Fisher [and 
others] Washington, Transportation 
Research Board, National Research 
Council, 1974. 85 p. illus. 28 cm. ISBN 0- 
309-02207-X (National Cooperative 
Highway Research Program. Report 147) 
”Project 12-7 FY °69."% "Research 
sponsored by the American Association of 
State Highway and Transportation Officials 
in cooperation with the Federal Highway 
Administration.” Includes bibliographical 
references. [TE7.N25 no. 147] [TG350] 
624.257 74-6935 4.80 (pbk.). 

1. Plate girders—Fatigue. 2. Welded 
joints—Fatigue.. I. Fisher, John W., 1931- 
ZI, American Association of State Highway 
and Transportation Officials. If. United 
States. Federal Highway Administration. 
IV. Title. V. Sertes. 


GLENNON, John C. 625.7°08 s 
Roadside safety improvement programs on 


freeways; a  cost-effectiveness priority 
approach [by] John CC. ` Glennon. 
Washington, Transportation Research 


Board, National Research Council, 1974. 
64 p. illus. 28 cm. ISBN 0-309-02208-8 
(National Cooperative Highway Research 
Program. Report 148) "Project 20-7, task 
i, FY ’69, 70.” “Research sponsored by 
the American Association of State 
Highway and Transportation Officials, in 
cooperation with the Federal Highway 
Administration.” Includes bibliographical 
references. [TE7.N25 no. 148] [TE228] 
625.7°042 74-6936 4.00 (pbk.). 

i. Roads—Safety measures. 2. Roadside 
improvement. 3. Cost effectiveness. I. 
American Association of State Highway 
and Transportation Officials. H. United 
States. Federal Highway Administration. 
TII Title. IV. Series. 


AMERICAN BOOK PUBLISHING RECORD 


BREINES, Simon. 625.8°8 
The pedestrian revolution; streets without 
cars [by] Simon Breines and William J. 
Dean. [Ist ed.] New York, Vintage Books 
[1974] p cm. ISBN 0-394-71305-2 
Includes bibliographical references. 
[TE279.5.B7] 74-9177 3.95 (pbk.). 

i. Pedestrian facilities design. 2. 


Pedestrians. I. Dean, William J, 1937- 
joint author. II. Title. 
Prepared from C.I.P. 
SYMPOSIUM on 628.0°25 


Occupational Health and Hazards of the 

Fire Service, 2d, University of Notre 

Dame, 1973. 
Survival in the fire fighting profession. 
(Washington, International Association of 
Fire Fighters, 1974] xv, 91 p. illus. 28 cm. 
"Sponsored by John P. Redmond 
Memorial Fund, International Association 
of Fire Fighters.” Bibliography: p. 82-87. 
[RC965.F48S9 1973] 74-180326 10.00 
1. Firemen-—Diseases and  hygiene— 
Congresses. I. John P. Redmond Memorial 
Fund. II. International Association of Fire 
Fighters. Hf. Title. K 


O’LAOGHAIRE, D. T. 628.1°1 
Optimal expansion of a water resources 
system [by] D. T. O'Laoghaire [and] D. M. 
Himmelblau. New York, Academic Press, 
1974. xiii, 273 p. illus. 24 cm. ISBN 0-12- 
525450-4 (Water pollution) Bibliography: 
p. 249-263. [TC409.04] 73-7440 20.00 

i. Water resources development— 
Mathematical models. 2. Mathematical 
optimization. 1. Himmelblau, D. M., joint 
author. IT. Title. 


NEMEROW, Nelson Leonard. 628.1'68 
Scientific stream pollution _ analysis. 


Washington, Scripta Book Co. [1974] x, 

358 p. illus. 24 cm. ISBN 0-07-046240-2 

(McGraw-Hill series in water resources 

and environmental engineering) Includes 

bibliographies. [TD425.N35] 73-21686 
.50 


1. Water—Pollution--Measurement. 2. 
Water—Dissolved oxygen. 3. Stream self- 
purification. I. Title. 


MCKNIGHT, Allan D. 628.5 
Environmental pollution control; technical, 
economic and legal aspects. Edited by 
Allan D. McKnight, Pauline K. Marstrand 
[and] T. Craig Sinclair. Foreword ty Lord 
Ashby. London, Allen & Unwin [1974] 
324 p. illus. 22 cm. ISBN 0-04-309008-7 
Includes bibliographical references. [LAW]- 
74-174802 

1. Environmental law. 2. Environmental 
Jaw—-Great Britain. 3, Environmental law, 
International. I. Marstrand, Pauline, joint 
author. II. Sinclair, Craig, joint author. III. 
Title. 

Distributed by International Publications 
Service; 21.00. 


SYMPOSIUM on Nuclear 628.5 
Techniques in Comparative Studies of 
Food and Environmental Contamination, 
Otaniemi, 1973. 

Comparative studies of food and 

environmental contamination. Proceedings 

of a Symposium ... organized by the Food 
and Agriculture Organization of the United 

Nations, the International Atomic Energy 


Agency and the World Health 
Organization, and held in Otaniemi, 
Finland, 27-31 August 1973. Vienna, 


International Atomic Energy Agency, 
1974. 623 p. illus. 24 cm. ({International 
Atomic Energy .Agency.] Proceedings 
series) "STI/PUB/348.” Articles in 
English, French, or Spanish, with abstracts 
in English. Includes bibliographical 
references. [TD172.5.892 1973] 74-177559 


NOVEMBER 30,1974 


1. Pollution—Congresses. 2. Food 
contamination-—Congresses. I. Food and 
Agriculture Organization of the United 
Nations. II. International Atomic Energy 
Agency. IIT. World Health Organization. 
IV. Title. V. Series. 

Distributed by Unipub, 27.00. 


JOINT Conference on 628.5°028 
Sensing of Environmental Pollutants, 2d, 
Washington, 1973. 

Second Joint Conference on Sensing of 

Environmental Pollutants; [papers. 

Pittsburgh, Instrument Society of America, 

1974, ¢1973] 377 p. illus. 29 cm. ISBN 0- 


87664-226-1 Sponsored by American 
Chemical Society and others. Includes 
bibliographies. [TD172.5.J63 1973] 74- 
75508 40.00 


1. Pollution—Measurement—Congresses. I. 
American Chemical Society. 


COOPER, Hal B. H. 628.53'028 
Source testing for air pollution control, by 
Hal B. H. Cooper, Jr. and August T. 
Rossano, Jr. New York, McGraw-Hill, 
(1974,c1971] iv, 228 p. illus. 28 cm. ISBN 
0-07-012760-3 Includes bibliographical 
references. [TD890.C57] 14.50 

L Air—Pollution—Measurement L 
Rossano, August T, 1916- joint author. H. 
Title. 

L.C. card no. for original ed.: 


INGRAM, Arthur. 628.9°25 
Fire engines in color, by Arthur Ingram. 
Devised and illustrated .by Denis Bishop. 
[lst American ed.] New York, Macmillan 
[1974, e1973] 235 p. illus. 20 cm. 
(Macmillan color series) Bibliography: p. 
rae (TH9371.153 1974] 73-14428 
1. Fire-engines. I. Bishop, Denis, illus. I. 
Title. 


WELLS, Godfrey 

Nugent, 1905- 
Head in the clouds, by G. N. Geoff” 
Wells. Auckland [N.Z.] Hodder and 
Stoughton [1973, ic.1974] 253 p. illus. 22 
em. ISBN 0-340-17737-3 [TL540.W4A33] 
74-173874 


70- 160153. 


629.13°092'4 B 


I. Wells, Godfrey Nugent, 1905- 2. Air 
pilots--Correspondence, reminiscences, 
etc. I. Title. 


Distribited eby International Publications 
Services; 11.95. 


*U.S. Federal 629.132'5’0973 
Aviation Administration. Flight 
Information Division. 

Airman’s information manual. Edited by 


Walter P. Winnes: Special pilot training ed. 


1974 is available from Aviation Bk. Co., 
Glendale, Calif. for 2.50 (pbk.). ISBN 0- 
911720-48-0. L.C. card no.: 70-164372. 


BURKHART, Timothy. 629.133°32 
Kitefolio. Berkeley, Double Elephant, 
1974. 31 p. illus. 36 cm. ISBN 0-913668- 
29-X [TL759.B86] 74-180448 5.00 (pbk.) 
1. Kites. 2. Kites—History. I. Title. 


LUND, Morten. 629.22 
The snowmobiler’s bible, by Morten Lund 
and Bea Williams. [Ist ed.] Garden City, 
N.Y., Doubleday, 1974. 179 p. illus. 26 
em. ISBN 0-385-06799-2 Bibliography: p 
167-171. [GV857.S6L86] 73-18519 2. 30 
(pbk.) 

1. Snowmobiling. I. Williams, Bea, joint 
author. II. Title. 


*SEDGWICK, Michael. 629.22 
Fiat. New York, Arco, [1974, c1973]. 352 
p. illus. 23 cm. ISBN 0-668-03306-1. 
(TL215.F] 73-78525 14.95. 


— Fiat automobile. 2. Automobiles— 


adistory. 1. Title. 


EARRIS, George. 629.22°22 
Cars of the stars. Photos. and original data 
ty George Barris. Text by Jack Scagnetti~ 
Tfiddlé Village, N.Y., Jonathan David 
Eublishers [1974] p. cm. ISBN 0-8246- 
C166-1 [TL15.B34] 74-226 16.95 

.. Automobiles. I. Scagnetti, Jack. H. Title. 

Frepared from C.LP. 


EITCH, OCee. 629.22'°22 
The Lincoln Continental. [Minneapolis] 
Motorbooks International [1974] c1963. 
=10 p. illus. 28 em. ISBN 0-87938-011-X 
Keprint of the ed. published by Clymer 
Tublications, Los Angeles. [TL215.L56R57 
974] 74-80518 6.95 (pbk.} t 

~”. Lincoln Continental automobile. I. Title. 


ETEWART, Jackie. 629.2222 
-ackie Stewart’s owner driver book. New 
York, Dodd, Mead [1974, c1973] 149 p. 
ilus. 24 cm. ISBN 0-396-06926-6 
[TL147.8735 1974] 73-21161 5.95 

“~. Automobile driving. 2. Automobile 
purchasing. 3. Automobiles—Maintenance 
znd repair I. Title. IL Title: Owner driver 
200k. 


-~ACKSCN, 
Dorothy. 
What every woman should know ... about 
aer car. [lst ed.] Radnor, Pa., Chilton 
300k Co. [1974] p. cm. ISBN 9-8019- 
3000-2. [TL146,5.J32 1974] 74-17326 7.95; 

-.95 (pbk.) 

7. Automobiles—Popular works. 2. 
Automobdiles—Maintenance and repair. I. 
Title. 

Prepared from C.I.P. 


AULL, Clinton R. 629.226 
Yickup camper manual, by Clinton Hull. 
Beverly Hills, Calif, Trail-R-Club of 
America. 1974] p. [TL298.H838] 73- 
-9696 4.95 (pbk.) 

{. Campers and coaches, Truck. I. Title. 
Prepared from C.I.P. 


OCH, Donald. 629.2275 
Thilton’s complete guide to’ motorcycles 
and motorcycling [by] Don Koch. [1st ed.] 
Radnor, Pa., Chilton Book Co. [1974] p. 
zm. ISBN - 0-8019-6069-X [TL440.K58 
1974] 74-17365 7.95 

1. Motereycles. 2. Motorcycling. I. Title. 
dI. Title: Complete guide to motorcycles 
and motorcycling. 

?reparec from: C.I.P. Pbk. 5.95; ISBN 0- 
3019-6089-4. 


RIN, Jay. 629.2832 
The driven driver, Philadelphia, Dorrance 
“1974] 116 p. illus. 22 cm. ISBN 0-8059- 
1991-0 [TL152.5.R54] 73-94158 4.95 

1. Automobile driving. 1. Title. 


HILTON Book Company. 629.28°7’22 
Automotive Editorial Dept. 

Chilton’s repair and tune-up guide: BMW 

2. [Ist ed.] Radnor, Pa., Chilton Book Co. 

11974] p. cm. ISBN  0-8019-5979-9 

{TL215.B25C46 1974] 74-17352 8.95 

J. BMW automobile. I. Title. I. Title: 

Repair end tune-up guide: BMW 2. 

Prepared from C.I.P. Pbk. 7.95; ISBN 0- 

8019-5980-2. 


CHILTON Book Company. 
Automotive, Editorial Dept. 
Chilton’s repair and tune-up guide: Subaru. 
Radnor, Pa., Chilton Book Co. [1974] p. 
em. ISBN 0-8019-5977-2 [TL215.884C47 
1974] 74-18378 8.95 
1. Subaru automobile. I. Title. 
Repair and tune-up guide: Subaru. 


629.22722'024042 


629.28'7'22 


if, Title: 
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Prepared from C.I.P. Pbk. 7.95; ISBN 0- 
8019-5978-0. 


VOLKSWAGEN of 629.28°7°22 
America, inc. 
Volkswagen station wagon/bus; official 


service manual type 2, 1968, 1969, 1970, 
1971, 1972, 1973, 1974. (Cambridge, 

Mass., ' R. Bentley, 1974] 1 v. (various 

pagings) illus. 28 cm. ISBN 0-8376-0056-1 

ao 1974b] 73-88410 7.95 
bk. 


1. Volkswagen automobile. I. Title. 


WETZEL, Guy F. 629.28°7’22 
Automotive diagnosis and tune-up [by] 
Guy F. Wetzel. [6th ed.] Bloomington, T., 
McKnight Pub. Co. [1974] xiv, 570 p. illus. 
24 cm. ISBN 0-87345-100-7 (A McKnight 
career publication) [TL152.W465 1974] 
74-78928 11.96 

1, Automobiles—Maintenance and repair. 
I Title. 


CHILTON Book Company. 
Automotive Editorial Dept. 
Chilton’s repair and tune-up guide: 
Winnebago motor homes. [ist ed.] Radnor, 
Pa., Chilton Book Co. [1974] p. cm. ISBN 


629.28°7'6 


0-8019-6013-4 [TL298.C48 1974] 74- 
17354 8.95 
I. Campers and coaches, Truck— 


Maintenance and repair. I. Title. II. Title: 
Repair and tune-up guide: Winnebago 
motor homes. III. Title: Winnebago motor 
homes. 

Prepared from C.I.P. Pbk. 7.95; ISBN 0- 
8019-6014-2. 


LOCKWOOD, Tim. 


629.28°7°75 
Motorcycle repair encyclopedia. Jeff 
Robinson, editor and publisher. Los 


Angeles, Calif., Clymer Publications [1974] 

471 p. illus. 26 cm. [TL440.L6] 74-178236 

9.00 

1. Motoreycles—Maintenance and repair. 
Title. 


SMITH, LeRoi Tex. 629.28'8'22 

Money-savers! do-it-yourself car repair 

[oy] Leroi Smith. New York, Macmillan 
1974] p. cm. ISBN 0- 02-611940-4 

{TL152.8613] 73-18509 8.95 

1. Automobiles—Maintenance and repair. 

L Title. 

Prepared from C.I.P. 


INTERNATIONAL Congress 
of Space Benefits, Dallas, 1973. 
International Congress of Space Benefits. 
Edited by Francis S. Johnson. Tarzana, 
Calif. [American Astronautical Society]; 
distributed by UNIVELT [1974] xii, 516 p. 
illus. 26 cm. ISBN  0-87703-065-0 
(Advances in the astronautical sciences, v. 
30) “Proceedings of the AAS 19th annual 
meeting, June 19-20, 1973, Dallas, Texas.” 


629.408 s 


Includes bibliographical references. 
[TL787.A6A2 vol. 30] 629.4 74-180370 > 
25.00 


I. Astronautics—Congresses. I. Johnson, 
Francis S., ed. If. American Astronautical 
Society. III. Title. IV. Series. 


BEYOND the threshold; 629.45°4 
earthrise seen from lunar orbit. [Edited by 
Al Hall. Los Angeles, Petersen Pub. Co., 
Specialty Publications Division, 1974] 144 
p. illus. 28 cm. ISBN  0-8227-0077-8 
(Petersen’s book of man in space, v. 5) 
[TL789.8.U6A5214] 74-81003 2.95 (pbk.). 
1. Project Apollo. I. Hall, Al, ed. 


*ADVANCES in control 
systems. 

This series has now been retitled Control 
and dynamic systems; advances in theory 
and applications. Vol. 11, 1974, edited by 


629.8082 
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C. T. Leondes is available from Academic 
Press, N.Y. for 24.50. ISBN 0-12- 012711- 
3. L.C. card no.: 64-8027. 


Agriculture 630-639 


HOFFNER, Harry A. 630.935 
Alimenta Hethaeorum; food production in 
Hittite Asia Minor, by Harry A. Hoffner; 
Jr. New Haven, American Oriental 
Society, 1974. xx, 236 p. illus. 27 cm. 
(American Oriental series, v. 55) Includes 
bibliographical references. [8423.H63] 74- 
177123 12.50 
1. Agriculture—Asia Minor—History. 2. 
Hittite language—Texts. 3. Hittites. I. 
Title. If. Series. 
MARTIN, George A., 631.2°7 
4.1904. 
Fences, gates, and bridges; a practical 
manual. Brattleboro, Vt., S. Greene Press 
[1974] p cm. ISBN  0-8289-0235-6 
Reprint of the 1887 ed. published by O. 
Judd, New York; with a new publisher’s 
foreword and index. [S723.M3 1974] 74- 
19255 5.95 
1. Fences. 2. Gates. 3. Bridges. I. Title. 
Prepared from C.I.P. 


HAMMETT, K. R. W. 631.574 
Plant training, pruning and tree surgery 
[by] K. R. W. Hammett. Line drawings by 
Christine M. Hammett and the author; 
photographs by Alan Underhill and the 
author. Wellington [N.Z.] A. H. & A. W. 
Reed [1973] 68 p. illus. (part col.) 26 cm. 
ISBN 0-589-00752-1 (A ‘Reedway garden 
book) Bibliography: p. 56. [SB125.H25 
1973] 72-92477 

1. Plants—Training. 2., Pruning. 3. Trees, 
Care of. I. Title. 

Distributed by C. E. Tuttle, Rutland, Vt.; 

4.5 


JONES, Frederick 632.60942 
George William. 

Pests of field crops [by] F. G. W. Jones 
[and] Margaret G. Jones. 2d ed. New 
York, St. Martin’s Press [1974] viii, 448 p. 
illus. 24 cm. Bibliography: p. [395]-424. 
[SB605.G7J66 1974] 74-75834 29.95 

1, Agricultural pests—Great Britain. 2. 
Field crops—Diseases and pests—Great 
Britain. I. Jones, Margaret G., joint author. 
IT. Title. 


WHORTON, James C., 
1942- 

Before Silent spring: pesticides and public 

health in pre-DDT America. Author: 

James C. Whorton. Princeton, N.J., 

Princeton University Press [1974] p. cm. 

ISBN 0-691-08139-5 [RA1270.P4W45] 74- 

11071 12.50 

1. Pesticides—Toxicology. 2. Pesticide 

residues. 3. Food contamination. 4. Food 

adulteration and inspection—United 

States—History. I. Title. 

Prepared from C.I.P. 


632’.95°042 


SPENCER, Donald A. 632’.95°0973 
The National Pesticide Monitoring 
Program; an overview of the first ten years 
ofthe program’s operation [by Donald A. 
Spencer] Foreword by G. Bruce Wiersma. 
Washington, National Agricultural 
Chemicals Association [1974] 47 p. illus. 
23 cm. Includes bibliographical references. 
[QH545.P4S64] 74-175982 Gratis. 


dł. Pesticides—Environmental aspects— 
United States. I. Title. 
PROCEEDINGS of the summer 632’.96 


Institute on Biological Control of Plant 
Insects and Diseases. Edited by Fowden 
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. G. Maxwell and F. A. Harris. Jackson, 


University Press of Mississippi [1974] vii, 
647 p. illus. 28 cm. ISBN (-87805-060-4 
Institute held at Mississippi State 
University in June 1972. Includes 
bibliographies: [SB975.P76.  74-77456 
2.50 

l. Pest control—Biological control— 
Congresses. I. Maxwell, Fowden G., ed. I. 
Harris, Frank Aubrey, ed. IIT, Mississippi. 
State University. 


BROOKER, Donald B. 633.1046 
Drying cereal grains, by Donald B. 
Brooker, Fred W. Bakker-Arkema and Carl 
W. Hall. Westport, Conn., AVI Pub. Co., 
1974. vi, 265 p. 
87055-161-2 Bibliography: p. 260. 
[SB190.B73] 74-80600 23.00 

1, Grain—Drying. I. Bakker-Arkema, F. 
W., joint author. II. Hall, Carl W., joint 
author. IIT. Title. 


*WINTERS, Robert K. 
The forest and man, [by] Robert K. 
Winters. Ist. ed. New Ycrk, Vantage, 
[1974] 393 p. illus. 24 cm. ISBN 0-533- 
00982-0 [SD131] 12.50 

1. Forests and forestry. I. Title. 


CREATIVE Education, inc., 
Mankato, Minn. 

How to have fun with a vegetable garden, 
by editors of Creative. Illustrated by 
Nancy Inderieden. [Mankato, Minn., 1974] 
p. cm. ISBN 0-87191-363-1 (Creative 
education craft series) Basic edvice:for the 
planting and care of a vegetable garden 
with particular mention of carrots, peas, 
radishes, beans, and potatoes. [SB324.C7 
1974] 74-12297 4.45 

1. Vegetable gardening—Juvenile literature. 
I. Inderieden, Nancy, illus. Il. Title. 
Prepared from C.I.P. 


PETRICH, Patricia. 635 
The kids garden book. Written by Patricia 
Petrich and Rosemary Dalton. Spot illus. 
by Patricia Petrich; full page art by young 
artists. (Concord, Calif, Nitty Gritty 
Productions, 1974] p. cm. ISBN 0- 
911954-32-5 Basic information about tools, 
light, containers, soil, seed beds, and other 
aspects of gardening with directions for 
planting and caring for ferns, cactus, 
popcorn, gourds, and many other plants. 
[SB457.P47] 74-17230 3.95 (pbk.). 

I. Gardening—Juvenile [terature. I. 
Dalton, Rosemary, joint author. I. Title. 
Prepared from C.I.P, 


HUSON, Paul. 635°.7 
Mastering herbalism; a practical guide. 
Illustrated by the author. New York, Stein 
and Day [1974] 371 p. illus. 25 cm. ISBN 
0-8128-1663-3 Bibliography: p. 352-357. 


634.9 


635 


[GT5164.H87] 73-90704 10.00 


1. Herbs. 2. Herbs (in religion, folk-lore, 
etc.) 3. Cookery (Herbs) I. Title. 


*BECKETT, Kenneth A., ed. 635:9 
The gardener’s bedside book. Edited by 
Kenneth A. Beckett. New York, Arco 
(1974, c1973] 254 p. illus. 22 cm. ISBN 0- 
668-03340-1 [SB453] 73-80790 7.95 

1. Gardening. I. Title. 


*TWOMEY, Katherine. 635.9 
A gardener’s year. New York, Arco, [1974, 
1973] 262 p. illus. 21 cm. ISBN 0-668- 
02995-1 [SB453] 73-77842 7.95 (lib. bdg.) 
1. Gardening. I. Title. 


DAHL, Mogen. 635.92 
Garden pests and diseases of flowers and 
shrubs [by] Mogen Dahl ard Thyge B. 
Thygesen. English editor: A. M. Toms. 
Illus. by Verner Hancke. [ist American 


illus. 24 cm. ISBN 0- - 


AMERICAN: BOOK PUBLISHING RECORD 


ed.] New York, Macmillan [1974] p. cm. 
ISBN = 0-02-619400-7 Translation of 
Havens fjender i farver. Bibliography: p. - 
[SB603.5.D3413 1974] 74-8701 6.95 

1. Garden pests. 2. Plants—Ornamental— 
Diseases and pests. 3. Pest control I 
Thygesen, Thyge B., joint author. IT. Title. 
Prepared from C.I.P. 


LAMB, Edgar. 635.93347 
Colorful cacti of the American desert; with 
140 photographs reproduced in full color 
[by] Edgar and Brian Lamb. [Ist American 
ed.] New York, Macmillan [1974] p. cm. 


ISBN 0-02-567670-9 [SB438.L26 1974] 
74-8615 4.95 ; 
1. -Cactus—Pictorial works. 2. Desert 


flora—United States—Pictorial works. I. 
Lamb, Brian Michael, joint author. T. 
Title. 

Prepared from C.I.P. 


BALLARD, Ernesta Drinker 635.965 
The Art of training plants. New York, 

ae & Noble Books, [1974, c1962] 125 
p- illus. 21 cm. ISBN 0-06-463399-3 
[SB419.B13] 1.95 (pbk.) 

1. Bonsai. 2. House plants. f. Title. 

L.C. card number for original ed.: 62-9904 


ELBERT, George, 1911- 635.9°65 
Plants that really bloom indoors [by] 
George and Virginie Elbert. Illustrated by 
Helen Matsubu. New York, Simon and 
Schuster [1974] p. ISBN 0-671-21797-6 
[SB419.E42] 74-9890 7.95 

1. House plants. 2. Flowers. I Elbert, 
Virginie, joint author. II. Title. 

Prepared from C.I.P. 


LADEN, Nancy Roca. 635.9°65 
House plants; a primer for a dumb thumb. 
Photos.: Faith Echtermeyer. Plant illus.: 
Bob Peters. Drawings by Linda Bennett. 
(San Francisco] Apple Pie Press [1973, 
i1.e.1974] 112 p. illus. 16 x 23 cm. ISBN 0- 
914152-00-9 Bibliography: p. 105-108. 
[SB419.L32] 73-87672 4.20 (pbk.) 

1. House plants. 


MANDRY, Kathy. 635.965 
How to grow a jelly glass farm. Illustrated 
by Joe Toto. [New York] Pantheon Books 
[1974] p. cm. ISBN 0-394-82928-X 
Directions for starting a windowsill garden 
using the seeds, pits, and other leftover 
parts of various foods. [SB459.M36] 74- 
150 4.50 
1. Gardening—Juvenile literature. 2. 
Plants—Juvenile literature. I. Toto, Joe, 
illus. I. Title. 
Prepared from C.I.P. Library binding; 4.99, 
ISBN 0-394-92928-4. 
FOINCELOT, Raymond P., 635.965 
944- 
Gardening indoors with house plants [by] 
Raymond P. Poincelot. Emmaus, Pa., 
Rodale Press, Book Division [1974] p. cm. 
ISBN 0-87857-085-3 [SB419.P62] 74- 
16238 8.95 
1. House plants. I. Title. 
Prepared from C.I.P. 


TENENBAUM, Frances. 635.965 
Nothing grows for you? New York, 
Scribner [1974] p. cm. ISBN 0-684-13955- 
: pibliography: p. [SB419.T37] 74-10954 


1. House plants. I. Title. 
Prepared from C.I.P. 


*ADVANCES in 636.08905 
veterinary science and comparative 
medicine. 


Vol. 18 (1974) is available from Academic, 
New York for 26.50. ISBN 0-12-039218- 
6. L.C. card no.: 53-7098. 


NOVEMBER JU,1Y/4 
SWAN, Leonard 636.089°092’4 B 
Clifton, 1907- 

Hello, doctor! I’ve got a dog, memoirs by 
L. C. Swan. Foreword by Trevor Lloyd 
Jones. [ist ed] Hicksville, N.Y., 
Exposition Press [1974] 317 p. 22 cm. 
ISBN 0-682-47937-3 [SF613.S88A33] 74- 
76041 12.50 : 


7. Swan, Leonard Clifton, 1907- 2. 
Veterinarians—Correspondence, 
reminiscences, etc. L Title. 

RICH, Lon J. 636’.089°61'5 


The morphology of canine & feline blood 
cells, including equine references, by Rich. 
By Lon J. Rich. [St. Louis, Ralston Purina 
Co., 1974] 64 p. illus. (part col.) 28 cm. 
Includes bibliographical references. 
[SF769.5.R52] 74-80486 9.95 

1. Veterinary hematology—Atlases. 2. 
Blood—Corpuscles and platelets—Atlases. 
3. Cats—Diseases. 4. Dogs-—Diseases. 5. 
Horses—Diseases. I. Title. 

Publisher’s address: 835 S 8th, St. Louis, 


Mo. 63102. Publisher’s address: 835 S 
8th, St. Louis, Mo. 63102. 
*DAVIDSON, Joseph B. 636.1 


Horsemen's veterinary advisor. New York, 
Arco [1973, i.e. 1974, c1971] 256 p. illus. 
21 cm. ISBN 0-668-03333-9 [SF285] 7.50 
1. Horses—Diseases. 2. Veterinary 
medicine. I. Title. 

L.C. card number for original edition: 70- 
169096. 


POSEY, Jeanne K. 636.1 
The horse keeper's handbook [by] Jeanne 
K. Posey. Photos. by Robert Nolan. [New 
York] Winchester Press [1974] vi, 282 p. 
illus. 19 cm. ISBN  0-87691-134-3 
[SF285.3.P67] 73-88877 6.95 

1. Horses. I. Title. 


HADDLE, Jan, 1950- 636.13 
The complete book of the Appaloosa. 
South Brunswick, A. S. Barnes [1974] p. 
cm. ISBN 0-498-01420-7 Bibliography: p. 
[SF293.A7H28] 73-10521 15.00 

1. Appaloosa horse. I. Title. 

Prepared from C.I.P. 


KLIMO, Kate. 636.1’3 
Heroic horses and their riders. Illustrated 
by Al Savitt. New York, Platt & Munk 
[1974] 91 p. col. illus. 32 cm. ISBN 0- 
8228-9910-Q Vignettes from the lives of 
fifteen horses’ that in their service to the 
men who rode them contributed to the 
flow of history or were historical figures in 
their own right. [SF302.K55] 73-20702 
3.95 

1. Horses—Juvenile literature. I. Savitt, Al, 
illus. IT. Title. 


JENSEN, Rue. 636.3089 
Diseases of sheep. Philadelphia, Lea & 
Febiger, 1974. p. ISBN 0-8121-0471-4 
[SF968.J35] 73-14994 19.50 

1. Sheep—Diseases. I. Title. 

Prepared from C.LP. 


SCHEID, Dan W. 636.6 
Raising game birds; an authoritative 
practical guide to producing pheasants, 
quail, grouse, chukars, ducks, geese, and 
other game birds for pleasure and profit, 
by Dan W. Scheid. [New York, Scribner, 
\1974, c1970] 111 p. illus. 22 cm. "A 
Highsmith publication.” [SF508.S33 1974] 
74-181510 2.50 (pbk.). 

i. Game bird culture. I. Title. 


HOPPER, Maurice. 636.7°52 
Spaniel training for modern shooters. 
Newton Abbot [Eng.] David & Charles 
[1974] 132 p. illus. 21 cm. ISBN 0-7153- 
6446-4 [SF429.S7H6] 74-179821° 


d. Spaniels. 2. Dogs—Training. 3. Hunting 
dogs. I. Title. 
Distributed by David & Charles, Vt., 7.95. 


=ASHFORD, Alison E. 636.8 
Rex, Abyssinian and Turkish cats [by] 
Alison E. Ashford and Grace Pond New 
York, Arco, [1974, ¢1972] 126 p. illus. 23 
om. ISBN 0-668-03356-8 [SF441] 73- 
32327 4.95 

i. Cats. 2. Domestic animals. I. Pond, 
Grace, joint author. I. Title. 


WEISBEOTH, Steven H. 636°.93'22 
The biology of the laboratory rabbit 
“edited] by Steven H. Weisbroth, Ronald 
=. Flatt, and Alan L. Kraus. New York, 
Academ:c Press, 1974. p. cm. ISBN 0-12- 
742150-5 Includes bibliographies. 
“QL737.L32W45] 73-18942 49.50 

1. Rabbits. 2. Rabbits—Diseases. 3. Rabbits 
as laboratory animals. I. Flatt, Ronald E., 
oint author. II. Kraus, Alan L., joint 
author. III. Title. 

Prepared from C.I.P. 


MALLON, Lawrence G. 639 s 
A multi-disciplinary analysis of the various 
vroposais presented for the 1974 Law of 
the Sea Conference on Exclusive Fisheries 
Zones [by] Lawrence G. Mallon. Coral 
Sables, Fla., University of Miami, Sea 
Srant Frogram, 1974. iii, 81 p. illus. 24 
om. (Sea grant technical bulletin no. 28) 
Bibliography: p. 77-81. [SH1.S46 no.28] 
341.7°62 74-81796 3.00 (pbk.). 

1. Fishery law and legislation. 2. Territorial 
waters. !. Title. H. Series. 


BELT, Forest H. 640.73 
Forest H. Belt’s east-guide to conserving 
energy & materials. Text by Forest H. 
Belt, Marti McPherson, and Pat Constable. 
Photography by Forest H. Belt and Marti 
McPherson. [lst ed.] Indianapolis, H. W. 
Sams [1974] 128 p. illus. 22 cm. ISBN 0- 
5$72-21034-0 [TJ163.3.B44] 74-77715 3.50 
{pbk.) 

l. Energy conservation. 2. Food 
conservation. I. McPherson, Marti, joint 
author. II. Constable, Pat, joint author. LI. 
Title. IV. Title: Easi-guide to conserving 
energy & materials. 


DRURY, Treesa. 640.73 
Savvy, shopper; a guide to hundreds of 
money-saving, time-saving, temper-saving 
tips to help you win the consumer’s battle 
against rising prices, shoddy work, false 
claims, and the frustrations of the 
marketplace. Los Angeles, J. P. Tarcher 
[1974] ix, 124 p. 14 x 21 cm. ISBN 0- 
87477-009-2 (A Tarcher/California guide) 
ITX335.D78] 73-76665 2.95 (pbk.) 


i. Corsumer education. 2. Consumer 
protection. I. Title. 
350 ways to save energy 640.73 


{and money) in your home and car, by 
Henry R. Spies [and others] Pref. by John 
C. Sawhill, Drawings by Carl J. 
DeGrootne. New York, Crown Publishers 
11974} 198 p. illus. 21 cm. ISBN 0-517- 
51675-6 [TJ163.3.T48 1974] 74-79496 
3.95 (pbk.) 

i. Energy conservation. I. Spies, Henry R. 


*MAHAN, Paul E. 641.2°2 
Smoky mountain wines. New York, Arco, 
[1974, c1973] vii, 114 p., 21 cm. ISBN 0- 
668-03311-8 [TP548] 73-78529 5.95 

1. Wine and wine making. I. Title. 


6UU TECHNOLOGY: 


DESKINS, Barbara B. 641.3 
Everyone’s guide to better food and 


` nutrition, by Barbara B. Deskins. Middle 


Village, N.Y., J. David [1974] p. cm. 
ISBN 0-8246-0183-0 [TX353.D44] 74- 
6570 8.95; 6.95 (lib. bdg.) 

I. Food. 2. Nutrition, I. Title. 

Prepared from C.I.P. 


HENDRICKSON, Robert, 1933- 641.3 
Lewd food; the complete guide to 
aphrodisiac edibles. [ist ed.] Radnor, Pa., 
Chilton Book Co. [1974] p. cm. ISBN 0- 
8019-5766-4 [TX357.H46 1974] 74-17328 
10.95 

i. Food. 2. Aphrodisiacs. T. Title. 

Prepared from C.I.P. 


ROMANNE-JAMES, 641.357 
Constance. 

Herb-lore. for housewives, by C. Romanne- 

James. Drawings by Marla Tyrrell. 


London, H. Jenkins Ltd. Detroit, Gale 
Research Co., 1974. 264 p. illus. 18 cm. 
ISBN 0-8103-3976-5 Reprint of the 1938 
ed. [TX406.R6 1974] 71-180978 14.00 

J. Herbs. 2. Beverages. 3. Canning and 
preserving. I. Title. 


CASEY, Donna, comp. 641.5 
What aria cooking? San Francisco Opera 
cookbook, edited by Donna Casey for the 
San Francisco Opera Guild Auxiliary. 
Illustrated by Fifi Holbrook. San Francisco, 
San Francisco Opera Guild Auxiliary 
[1974] p. cm. ISBN 0-9600758-1-X 
{TX715.C425] 74-10605 4.95 (pbk.) 

1. Cookery. I. San Francisco Opera Guild 
Auxiliary. II. Title. 

Prepared from C.I.P. Dist. by Douglas 
Mount and others, 330 Ellis St, San 
Francisco, Ca. 94102. 


DODD, Marguerite. 641.5 
America’s cook book. Rev. ed. New York, 
Scribner [1974] 385 p. illus. 24 cm. ISBN 
0-684-10126-2 [TX715.D6377 1974] 73- 
19551 12.50 

I. Cookery. I. Title. 


GOODMAN, Hanna. 641.5 
Jewish cooking around the world; gourmet 
and holiday recipes. Introductions by 
Philip Goodman. Drawings by Gayle 
Miller. [ist ed.] Philadelphia, Jewish 
Publication Society of America [1973, 
i.e.1974] viii, 256 p. illus. 24 cm. ISBN 0- 
8276-0043-7 [TX724.G66 1973] 73-15174 
6.95 


1. Cookery, Jewish. 2. Cookery, 
International. I. Title. 
THE Great cooks cookbook; 641.5 


a Good Cooking School cookbook [by] 
James Beard fand others. Chicago?] . 
Ferguson/Doubleday [1974] x, 270 p. illus. 
(part col.) 25 cm. ISBN 0-385-01067-2 
[TX715.G8114] 74-10396 12.50 

I. Cookery. [ Beard, James Andrews, 
1903- II. Good Cooking School. 


HUNTER, Beatrice Trum. 641.5 
Beatrice Trum Hunter's Natural foods. 
New York, Simon and Schuster [1974] p. 


` cm. ISBN 0-671-21820-4 ” Adapted from a 


series of programs on WGBH, Boston.” 
(TX715.H898] 74-10749 6.95 

l. Cookery. 2. Marketing (Home 
economics) I. Title. 

Prepared from C.I.P. 


*LEE, Elsie. 641.5 
Elsie Lee's party cookbook. New York, 
Arbor House [1974] 288 p., 21 cm. ISBN 
0-87795-084-9 [TX715] 73-93419 7.95 

1. Cookery. 2. Menus. I. Title. 
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LONGSTREET, Stephen, 1907- 641.5 
The joys of Jewish cooking, by Stephen 
and Ethel Longstreet. With illus. by 
Stephen Longstreet. [1st ed.] Garden City, 
N.Y., Doubleday, 1974. p. cm. ISBN 0- 
385-08292-4 [TX724.L64] 74-229 10.00 

1. Cookery, Jewish. I. Longstreet, Ethel, 
joint author. IT. Title. 

Prepared from C.I.P. 


RANDLE, Bill, 1923- 641.5 
Plain cooking; a .compendium of good 
Amish recipes. Recipes edited by Nancy 
Predina. [New York] Quadrangle [1974] 
p. cm. ISBN 0-8129-0492-3 [TX721.R19 
1974] 74-77952 7.95 

1. Cookery, Mennonite. I. Title. 

Prepared from C.I.P. 


TOBIN, Jack P. 641.5 
A taste of the wild; cooking with the good 
things from nature’s garden. with recipes 
by Jack Tobin. Illustrated by Merrily 


Johnson. [Kansas City, Mo., Hallmark 
Cards, 1974] -[48]} p. illus. 16 cm. ISBN 0- 
87529-353-0 (Hallmark editions) 


[TX823.T6] 73-80097 2.50 
1. Cookery (Wild foods) 2. Plants, Edible. 
3. Greens, Edible. I. Title. 


CREATIVE Education, inc., 
Mankato, Minn. 

‘ How to have fun making lunch, by editors 
of Creative. Illustrated by Nancy 
Inderieden. Mankato, Minn.; [distributed 
by Childrens Press, Chicago, 1974] p. cm. 
ISBN 0-87191-357-7 (Creative education 
craft series) Directions for preparing and 
serving hamburgers, hotdogs, and peanut 
butter sandwiches for lunch. 
ea 1974] 74-8459 4.45 (lib. 


641.5°3 


g) 
l. Cookery—Juvenile literature. 2. 
Luncheons—Juvenile literature. i 
Inderieden, Nancy, illus. IT. Title. 
Prepared from C.I.P. . 


BARKAS, Janet. 641.5°636 
The vegetable passion. New York, Scribner 
[1975] p: cm. ISBN 0-684-13925-1 
At eae p. [TX392.B33] 74-10983 


I. Vegetarianism. I. Title. 
Prepared from C.I.P. 


*LARSON, Jeanne. 641.5°636 
The vegetable protein and vegetarian 
cookbook, by Jeanne Larson and Ruth 
McLin. New York Arco [1974] 216 p. 
illu. 25 cm. ISBN 0-668-03398-3 
[TX837.] 73-89230 7.95 

. Vegetarianism. I. MecLin, Ruth, joint 
author. I. Title. 


GREENBERG, Florerice, 641.5°67°6 
1882- 
Jewish cookery. Harmondsworth, Eng. 


Penguin [1974 -cl963] 443 p. 18 cm. (A 
Penguin handbook) [TX724.G72 1974] 

I. Cookery, Jewish. I. Title. 
L.C. card no. for original ed.: 67-7086. 
ao from Penguin, Baltimore for 1.95 
pbk. 


DYER, Ceil. 641.5°68 
The perfect dinner party cookbook. New 


York, McKay [1974] xii, 212 p. 25 cm. 
ISBN 0-679-50454-0 [TX731.D9] 73- 
91117 7.95 


d. Entertaining. 2. Dinners and dining. I. 
Title. 


FINN, Molly. 641.568 
Cooking for carefree weekends [by] Molly 

Finn and Jeri Laber. New York, Simon 
and Schuster [1974] 204 p. 25 cm. ISBN 
oe (TX715.F513] 73-17698 
-9 


74 


1. Cookery. 2. Menus. I. Laber, Jeri, joint 
author. H. Tite. HI Title: Carefree 
weekends. 


ASMUSSEN, Patricia D. 641.57 
Simplified recipes for day care centers [by] 
Patricia D. Asmussen. Jule Wilkinson, 
editor. Boston, Cahners Books [1974, 
c1973] 218 p. 23 cm. ISBN 0-8436-0590-1 
[TX820.A85] 74-222 12.95 

1. Cookery for institutions, etc. 2. Day 
care centers. I’ Title. 


CAVAIANI, Mabel. 641.5°79 
Simplified quantity recipes: 
nursing/convalescent homes & hospitals 
[by] Mabel Cavaiani [and] Muriel 
Urbashich. Chicago, National Restaurant 
Association [1974] 304 p. 22 x 27 cm. 
ISBN 0-914528-05-X [RA975.5.D5C38] 
74-7203 15.00 

1. Nursing homes—-Food service. 2. 
Hospitals—Food service. 3. Cookery for 
institutions, etc. T. Urbashich, Muriel, 
1927- joint author. IT. Title. 


DEACON, Richard, 1922- 641.5°88 
Microwave oven cookbook. Tucson, Ariz., 
H. P. Books [1974] 160 p. illus. (part col.) 
23 cm. ISBN 0-912656-20-4 Pages 158- 
160 blank for notes. [TX832.D4] 73-93782 
6.95 

1. Microwave cookery. I. Title. 


Publisher’s address: 4058 N. 14th Ave.; 
Tucson, Ariz. 85705. 
CHEOPELAS, Georgia. 641.5°9 


Skewer cooking around the world. New 
York, Simon and Schuster [1974] p. ISBN 
0-671-21802-6 [TX834.C47] 74- 12457 8.95 
I. Skewer cookery. I. Title. 

Prepared from C.I.P. 


DRAKE'S international 641.59 
recipe cookbook. (1000 af the world’s 
greatest recipes] New York, Drake 
Publishers [1974] 316 p. col. illus. 32 cm. 
ISBN 0-87749-617-X [TX725.A1D66] 73- 
18873 14.95 . 

I Drake 


1. Cookery, International. 
Publishers. II. Title: International recipe 
cookbook. 


*GRIMLEY, Gordon, ed. 641.5°942 
The Victorian cookery book. Edited with 
an introduction by Gordon Grimley. 
London, Abelard-Schuman, [1973] [132] p. 
illus. 22 cm. ISBN 0-200-72047-3 [TX717] 
1. Cookery, British. I. Title. 

Distributed by Transatlantic Arts, 9.50 


VERDON, Rene, 1924- 641.5°944 
Rene VYerdon’s French cooking for the 
American table, by Rene Verdon, with 
Carl Lyren. [Ist ed] Garden City, N.Y., 
Doubleday, 1974. xviii, 614 p. illus. 27 cm. 
ISBN 0-385-08702-0 [TX719.V47] . 72- 
76217 14.95 

1. Cookery, French. I. Lyren, Carl, 1925- 
joint author. JT. Title. II. Title: French 
cooking for the American table. 


*HARVEY, Jacques. 641.5945 
365 ways to cook pasta [by] Jacques 
Harvey. With the collaborazion of Alfredo 
of the world-famous restaurant Alfredo 
POriginale of Rome. Recipes translated by 
Rose G. Formiconi. Ius. by Bill 
Goldsmith. Garden City, N.Y., Doubleday, 
1974. 301 p. illus. 22 cm. ISBN 0-385- 
07079-9. [TX723] 72-89314 6.95 

1. Cookery, Italian. I. Title. 


METAXAS, Daphne. 641.5°9495 
Classic Greek cooking. [Concord, Calif.] 
Nitty Gritty Productions [1974] p. cm. 
ISBN 0-911954-31-7 [1TX723.5.G8M47]} 
74-13560 3.95 (pbk.). 


AMERICAN BOOK PUBLISHING RECORD 


1. Cookery, Greek. I. Title. 
Prepared from C.I.P. 


ZANE, Eva. 641.5°956 
Middle Eastern cookery. Drawings and 
annotations by Keith Halonen. San 
Francisco, 101 Productions; [distributed by 
Scribner, New York] 1974. p. cm. ISBN 
0-912238-51-8 [TX725.N36Z36] 74-18088 
7.95 

1. Cookery, Near East. I. Title. 

Prepared from C.I.P. Pbk. 3.95; ISBN 0- 
912238-50-X. 


KROCHMAL, Connie. 641.6 
A naturalist’s guide to cooking with wild 
plants [by] Connie & Arnold Krochmal. 
[New York, Quadrangle, 1974] p. cm. 
ISBN  0-8129-0491-5 Bibliography: p. 
(TX823.K75] 74-78997 9.95 

1. Cookery (Wild foods) 2. Plants, Edible. 
I. Krochmal, Arnold, 1919- joint author. IT. 
Title. 

Prepared from C.I.P. 


BERGERON, Victor Jules. 641.6°2 
Trader Vic’s rum cookery and drinkery, by 
Victor J. Bergeron, assisted: by Shirley 
Sarvis. Illus. by Jane Walworth. [1st ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
ISBN 0-385-04108-X [TX726.B44] 72- 
96261 6.95. 

1. Cookery (Rum) 2. Alcoholic beverages. 
I. Sarvis, Shirley, joint author. If. Title. IIL. 
Title: Rum cookery and drinkery. 

Prepared from C.I.P. 


JUBO. 641.6°6’500967 
Forty fowl recipes from Black Africa. 
Arlington, Texas, Sable Publ. Corp. [1974] 
44 p. illus. 22 cm. ISBN 0-914832-01-8 
ae J82] 74-11109 2.45 (pbk.) 
oe (Poultry) 2. Cookery, African. 
ith 
Publishers’ address: P.O. Box 788, 
Arlington, Texas 76010. 


HOW to have fun making 641.82 
dinner, by editors of Creative. Illustrated 
by Nancy Inderieden. [Mankato, Minn., 
Creative Education, inc.; distributed by 
Childrens Press, Chicago, 1974} p. cm. 
ISBN 0-87191-358-5 (Creative education 
craft series) Gives suggestions for 
preparing and serving a dinner. Includes 
recipes for three main dishes: tuna-noodle 
casserole, hamburger-macaroxi œasserole, 
and meat loaf. [TX652.5.H64] 74-8612 
4.45 (lib. bdg.). 

1. Cookery—Juvenile literature. 2. Dinners 
and dining—Juvenile literature. L 
Inderieden, Nancy, illus. If. Creative 
Education, inc., Mankato, Minn. 

Prepared from rol LP. 


NEWMAN, Marcea. 641.876 
The sweet life. Boston, Houghton Mifflin, 
1974. x, 161 p. illus. 29 cm. ISBN 0-395- 
18484-3 Bibliography: p. 153-154. 
[TX773.N47] 73-22254 7.95 

1. Desserts. 2. Cakes, 3. Cookies. I. Title. 
Pbk. 4.95, ISBN 0-395-18627-7. 


SULLIVAN, Marilynn. 641.8653 
The Wilton way of cake decorating; a 
complete encyclopedia. Edited by 
Marilynn C. and Eugene T. Sullivan. 
{[Chicago, Wilton Enterprises, 1974- p. 
cm. ISBN 0-912696-04-4 [TX771.S87] 74- 
13330 25.00 

1. Cake decorating. I. Sulvan, Eugene T., 
Joint author. H. Wilton Enterprises. IIT. 
Title. 

Prepared from C.I.P. 


FARRELL, John Patrick, 
1939- 
Making cordials and liqueurs at home [by] 


641.8°72 


z ; NOVEMBER 30,1974 


John P. Farrell. [lst ed.] New York, 


, Harper & Row [1974] p. cm. ISBN 0-06- 


011238-7 Bibliography: p. [TP611.F37] 74- 
1805 6.95 

1. Liqueurs. I. Title. 

Prepared from C.I.P. 


*GARARD, Ira D. ‘ 642 
The story of food. Westport, Conn., AVI 
Publishing Co., 1974. vii, 240 p. illus. 23 
cm. ISBN 0-87055-155-8 Bibliography p. 
228-231 [RA784] 9.00 (pbk.) 

1. Nutrition. 2. Food-Analysis. I. Title. 


AXLER, Bruce H. 642.47 
Profitable catering, by Bruce H. Axler. 
Indianapolis, ITT Educational Pub. [1974] 
p. cm. ISBN 0-672-26118-9 (His Focus 
on...the hospitality industry) [TX943.A95] 
73-85978 3.95 (pbk.). 

1. Caterers and catering. I. Title. 

Prepared from C.I.P. 


CORNELIUS, Ethelwyn G. 642’.5°023 
Food service careers [by] Ethelwyn G. 
Cornelius. Edited By Marion L. Cronan. 
reat Ill., C. A. Bennett Co. [1974] 336 
p. ‘illus. 24 cm. ISBN 0-87002-153-2 (A 
Bennett career book) Includes 
bibliographical references. [TX911.2.C67] 
73-85510 11.32 

1. Food service—Vocational guidance. I. 
Title. 


SER-VO-TEL Institute. 642’.5°08 s 
Basic operations procedures. [Editors]: 
Donald D. Todd, president [and] Joanne 
M. .O’Haver, executive editor. Boston, 
Cahners Books [1974] p. cm. ISBN 0- 
8436-2010-2 (Its Career: foodservice, VO- 
tech FS 06) (Cahners career education 
series) (TX943.847 1974 FS06] 
658’.91°6425 74-13671 3.75 (pbk.). 

1. Food service management. I. Title. 
Prepared from C.I.P. 


SER-VO-TEL Institute. 642’.5°08 s 
Foodservice safety. [Editors]: Donald D. 
Todd [and] Joanne M. O'Haver. Boston, 
Cahners Books [1974] p. cm. ISBN 0- 
8436-2008-0 (Its Career: foodservice, VO- 
tech FS 04) (Cahners career education 


series)  [TX943.847 1974  FSO4] 
[TX911.3.824] 642.5 74-13669 3.75 
(pbk.). 


1. Food service—Safety measures. I. Title. 
Prepared faom C.I.P. 


SER-VO-TEL Institute. 642’.5°08 s 
Foodservice vocabulary. [Editors]: Donald 


D. Todd [and] Joanne M. O'Haver. 
Boston, Cahners Books [1974] p. cm.’ 
ISBN 0-8436-2007-2 (Its Career: 


foodservice, VO-tech FS 03) (Cahners 
career education: series) [TX943.847 1974 
FS 03] [TX905] 642.5014 74-13668 3.75 
(pbk.). ; ; ; 

1. Food service—Terminology. I. Title. 
Prepared from C.I.P. 


SER-VO-TEL Institute. 
Tailoring service to patrons. [Editors]: 
Donald D. Todd [and] Joanne M. 
O’Haver. Boston, Cahners Books [1974] 
p. cm. ISBN 0-8436-2038-2 (Its Career: 
foodservice, VO-tech FS 12) (Cahners 
career education series) [TX943.S847 1974 
FS12] 658.8°12 74-13679 3.75 (pbk.). 

1. Food service. 2. Customer service. I. 
Title. 

Prepared front C.I.P. 


SER-VO-TEL Institute. 642.508 s 
Waiter/waitress. [Editors]: Donald D. 
Todd [and] Joanne M. O’Haver. Boston, 
Cahners Books [1974] p. cm. ISBN 0- 
8436-2022-6 (Its Career: foodservice, VO- 
tech FS 18) (Cahners career education 


642.508 s 


series) [TX943.S47 1974 FS18] [TX925] 
642.6 74-13686 3.75 (pbk.). 

1. Table service. 2. Waiters. 3. Waitresses. 
L Title. ; 

Prepared from C.I.P. 


VANEGMOND, Dorothy . 642.58 
School foodservice. Westport, Cann., Avi 
Pub. Co., 1974. vii, 408 p. illus. 24 cm. 


ISBN 0-87055-160-4 Includes 
bibliographies. [TX945.V27] 74-80601 
30.00 


1. School lunchrooms, cafeterias, ete. L 
Title. 


*ENGEL, Lyle Kenyon. 643 
The complete book of mobile hore living. 
New York, Arco [1973, ic. 1974] 142 p. 
25 cm. ISBN 0-668-02896-3 [TL297] 73- 
85274 5.95 

1. Automobiles—Trailers. 2. Motile home 
living. I. Title. 


LEE, Albert, 1942- 643 
Crime-free; how to protect your property 
and yourself. Illustrated by James Rohal. 
Baltimore, Penguin Books [1974] 209 p. 
illus. 19 cm. ISBN 0-14-046211-2 (Penguin 
handbooks, PH 211) [HV7431.L43] 73- 
92525 2.50 (pbk.) 


L. Crime prevention. 2. Burglary 
protection. I. Title. 
SCHULER, Stanley. 6437.55 


The complete terrace book; how to design, 
build, furnish, plant and enjoy your terrace, 
patio, lanai, deck, porch, atrium, or 
engawe. New York, Collier Books [1975, 


“¢1974] vii, 244 p. illus. 29 cm. ISBN 0-02- 


607380-3 [TH4970.S38 
4.95 (pbk.) 
1. Decks (Architecture, Domestic) 2. Patio 


1975] 73-22529 


gardening. I. Title. 


WILKINS, Tony. - 6437.7 
Beginner’s guide to do-it-yourself [by] 
Tony Wilkins and Ron Grace. [London] 
Pelham Books [1974] 158 p. illus. 23 cm. 
ISBN 0-7207-0657-2 Label mounted on 
t.p.: Sole distributor for the U.S.A.: 
Transatlantic Arts, Levittown, New York. 
[TH4817.3.W54 1974] 74-180432 8.95 

I. Dwellings—Maintenance and repair— 
Amateurs’ manuals. 2. Repairing— 
Amateurs’ manuals. I. Grace, Ron, joint 
author. IT. Title. 


SINGERIE, Ann. 643’.7°024042 
How ‘o fix it; an illustrated step-by-step 
guide zo home repairs for the wcman who 
wants to fix it now. Garden C:ty, N.Y., 
Doubleday, 1974. 144 p. illus. 27 cm. 
ISBN 0-385-09756-5 [TT151.S53] 74-4165 
4.95 

1. Repairing—Amateurs’ manuals. J. Title. 


MINCTT, Jan. 646.4°3’04 
Pants and skirts fit for your shape; a 
manual of instructions for drafting and 
fitting basic pants and skirt patterns and 
adjusting commercial pants patterns. 2d ed. 
Minneapolis, Burgess Pub. Co. [1974] xi, 
116 p. illus. 28 cm. [TT542.M55 1974] 74- 
77078 4.95 (pbk.) 

1. Trousers. 2. Skirts. I. Title. 


ROBINSON, Julian. 546.4304 
Instant dressmaking; the three-in-one 
guide. Illustrated by Renee Robinson. 
Londan, Bodley Head [1973, i.e.1974} 293 
p. illus. 21 cm. ISBN 0-370-10298-3 Label 
stamped on t.p: Sole distributor for the 
U.S.A., Transatlantic Arts, inc., Levittown, 
N.Y. Contents.—Supplement 1, dress 
design ideas.—Supplement 2, fashion 
detailing. [TT515.R76] 74-180258 7.50 

1. Dressmaking. I. Robinson, Renee, illus. 
II. Title. 


600 TECHNOLOGY. * 7: 


HALLOCK, Virginia ` 
Lee. 

Charm and charisma: a personal guide [by} 
Virginia Lee Hallock and Susan L. 
Ferguson. Providence, P.A.R. Inc. [1974] 
p. cm. ISBN 0-913310-36-0 [RA778.H18] 
74-18094 7.84 

1. Beauty, Personal. 2. Charm. 3. Etiquette 
for women. I. Ferguson, Susan L., joint 
author. IT. Title. 
Prepared from C.I.P. 


646.7°02°4042 


Bublisher’s address: 


Abbot Park Place, Providence, Rhode 
Island, 02903. 
WEITZ, John. - 646.7'02°4041 


Man in charge; the executive’s guide to 
grooming, manners, and travel. New York, 
Macmillan [1974] x, 178 p. 22 cm. ISBN 
0-02-625770-X [RA777.8.W44] 74-11214 
6.95 

1. Grooming for men. 2. Men’s clothing. 3. 


Business etiquette. 4. Voyages and 
travels—195]- —Guide-books. I. Title. 
AYER, Harriet Hubbard, 646.72 


1849-1903. 
Harriet Hubbard Ayer’s book : a complete 
and authentic treatise on the laws of health 
and beauty New York : Quadrangle/The 
New York Times Book Company, 1974 
[c1902] p. cm. ISBN 0-8129-0526-1 ”An 
Arno Press book.” Reprint of the ed. 
published by King-Richardson Co., 
Springfield, Mass. [RA778.A88 1974b] 74- 
20643 31.00 
1. Beauty, Personal. 2. Women—Health 
and hygiene. I. Title. 


- Prepared from C.I.P. 


NALEY, Linda, 1945- 646.7°24'023 
Cosmetology. Minneapolis, Minn., Dillon 
Press [1974] 106 p. illus. 24 cm. ISBN 0- 
87518-071-X (Looking forward to a career) 
Bibliography: p. [105]-106. | Describes 
careers in beauty and hairdressing as well 
as barbering. Includes information on 
training, specializing, and finding a job. 
[TT958.N25] 74-4724 4.95 

1. Beauty culture—Vocational guidance— 
Juvenile literature. I. Title. . 


RUDOY, Marion. 646.74 
The complete book of men’s hairstyles and 
hair care [by] Marion Rudoy & Miriam 
Cordwell. New York, Crown Publishers 
[1974] x, 149 p. illus. 22 cm. ISBN 0-517- 


51533-4 [TT963.R82 1974) 74-177162 
4.95 
J. Hairdressing. 2. Hair—Care and 


hygiene. I. Cordwell, Miriam, joint author. 
IL. Title. 


WHO'S who among 647’.94’0922 
inkeepers a biographical reference work 
about hotel, motel, and resort managers 
and owners in America. Ist ed., 1974- 
1975. [New York, Rating Publications, 
1974} 210 p. 23 cm. ISBN 0-914472-)1-1 
[TX910.3.W48] 73-89548 30.00 (lib. bdg.). 
1. Hotel management—United States— 
Biography. 2. Motel management—United 
States—Biography. 


STOKES, John Wesley, 647°.95 
1897- 
How to manage a restaurant or 


institutional food service [by] John W. 
Stokes. 2d ed. Dubuque, Iowa, W. C. 
Brown Co. [1974] xiv, 381 p. illus. 29 cm. 


ISBN 0-697-08312-8 Includes 
bibliographies. [TX945.S7918 1974] 73- 
90245 10.95 


1. Restaurant management. 2. Food service 
management. I. Title. 


DUVALL, Evelyn Ruth 
Millis, 1906- 
Evelyn Duvall’s handbook for parents [by] 


649.1 


75 
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Evelyn Millis Duvall. Nashville, Broadman 
Press [1974] 192 p. 18 cm. ISBN 0-8054- 
5610-4 [HQ769.D88] 73-85699 2.25 (pbk.) 
4. Children—Management. I. Title. 


VANDERPOEL, Sally. 6497.1 
The care and feeding of your diabetic 
child. New York, F. Feil Publishers [1974] 
p. cm. ISBN 0-8119-0247-1 Bibliography: 
p. [RJ420.D5V3 1974] 74-12419 6.95 

i. Diabetes in children. 2. Cookery for 
diabetics. I, Title. 

Prepared from C.I.P. 


NICHTERN, Sol, 1920- 6497.15°28 
Helping the retarded child. New York, 
Grosset & Dunlap 

cm. ISBN 0-448-01305-3 Bibliography: p. 
271-275. [RC570.N52} 73-11395 8.95 

1i. Mental deficiency. 2. Mentally 
handicapped children—Care and treatment. 
. Title. 


ASSOCIATION for Childhood 

Education International. 
Play: children’s business, and A puide. 1o 
play materials. [Washington, 1974] p 
[LB1137.A78 1974] 74-19341 2.95 Ge 
1. Play. 2. Toys. 3. Games. I. Title. 
Prepared from C.I.P. 


649°.55 


Business 650-659 


TURNER, David 
Reuben, 1915- 
Stenographer-typist; preparation for the 
practical test, by David R. Turner. [4th 
ed.] New York, Arco [1974] 256 p. illus. 
26 cm. ISBN 0-668-00147-X (Arco civil 
service test tutor) "The complete study 
guide for scoring high.” [Z49.2.T83 1974] 
74-78924 4.00 (pbk.) 
1. Stenographers. 2. Civil service—United 
States—Examinations. I. Arco Publishing 
Company, New York. II. Title. 


WOLF, Morris Philip. 651.7°4 
Effective communication in business [by] 
Morris Philip Wolf [and] Robert 
Aurner. 6th ed. Cincinnati, Da eia 
Pub. Co. [1974] x, 691 p.. illus. 24 cm. 
ISBN 0-538-05510-3 Published in 1935 
and 1940 under title: Effective English in 
business. First-4th editions by R. R. 
Aurner; 5th ed. by R. R. reas and M. P. 
Wolf. Bibliography: p. 584-594. 
[HF5718.W64 1974] 43. 78693 11.70; 3.50 
(workbook). 

1. English language—Business English. 2. 
Commercial correspondence. I. Aurner, 
Robert Ray, 1898- joint author. If, Aurner, 
Robert Ray, 1898- Effective 
communication in business. TII. Title. 


65.1°.3743°076 


NANOVIC, John Leonard, 652'.8 
1906- 
Secret writing; an introduction to 


cryptograms, ciphers, and codes, by Henry 
Lysing (John L. Nanovic). New York, 
Dover Publications [1974] x, 117 p. 22 cm. 
ISBN 0-486-23062-7 Reprint of the 1936 
ed. published by D. Kemp, New York. 
[Z104.N35 1974] 74-75261 1.50 (pbk.) 

I. Cryptography. 2. Ciphers. I. Title. 


*INTERNATIONAL 655.4°0254 
diterary market place. s 
The 1975-1976 ed. is available from 
Bowker, N.Y. for 18.50 (pbk.). ISBN 0- 
8352-0743-9. L.C. card no.: 65-28326. 


*COPYRIGHT law 655.6°082 
symposium Nathan Burkan Memorial 
competition, sponsored by the American 
Society of Composers, Authors, and 
Publishers. 


76 


[1974] xii, 289 p. 22` 


Symposium no. 21, 1974 available from 
Columbia Univ. Pr., New York, for 9.00. 
ISBN 0-231-03834-8. L.C card no.: 40- 
8341. 


GOOSEN, Kenneth R. 657.0285 
Accounting and the computer; a set of 
computerized problems for elementary 
accounting [by] Kenneth R. Goosen. 
Morristown, N.J., General Learning Press 
[1974] vili, 144 p. illus. 28 cm. ISBN 0- 
382-18089-5 [HF5657.G67] 74-81171 5.35 


(pbk.). 6 
i. Electronic data processing— 
Accounting—Problems, exercises, etc. I 
Title. 


GLEIM, Irvin N. 657’.61'076 
CPA examination review outlines and 
study guides, by Irvin N. Gleim. 
[Gainesville, Fla., Professional Publications, 
1974] viii, 806 p. 28 cm. [HF5661.G44] 
74-82719 17.95 

i. Accounting—Examinations, questions, 
etc. 2. Auditing—Examinations, questions, 
etc. I. Title. 


LYNN, Edward S. 657’.835°00973 
Fund accounting; theory and practice [by] 
Edward S. Lynn [and] Robert J. Freeman. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] xiv, 1008 p. illus. 24 cm. ISBN 0- 
13-332379-X Based on Municipal and 
governmental accounting by I. Tenner and 
E. S. Lynn. Includes bibliographical 
references. [HJ9777.A3L95] 74-4917 16.50 
4. Municipal finance—United States— 
Accounting. 2. Local finance—United 
States—Accounting. 3. Finance, Public— 
United States—Accounting. 4. Accounting. 
L Freeman, Robert J, joint author. II. 
Tenner. Irving, 1908- Municipal and 
governmental accounting. HI. Title. 


MUNICIPAL Finance 657’.835°00973 
Officers Association of the United States 
and Canada. 

Accounting systems for revenue sharing; 

basic and alternative approaches in 

conformance with principles of the 

National Committee on Governmental 

Accounting. [Chicago, 1974] 146 p. forms. 

30 cm. [HJ9777.A3M85 1974] 74-7867 

28.00 

i. Local  finance—United States—— 

Accounting. 2. Intergovernmental fiscal 

relations—United States. 3. Special funds— 

United States. I. National Committee on 

Governmental Accounting. IT. Title. 


NULL, Gary. 658°.022 
Profi table part-time home based businesses; 
how you can make up to $150 a week 


extra income. New York, Pilot Books 
[1974] p. cm. ISBN  0-87576-030-9 
Includes bibliographies. (HD5110.N8 


1974] 74-13075 2.00 (pbk.) 
1. Part-time employment. 2. Self-employed. 


TL. Title. 
Prepared from C.I.P. 


OSTERYOUNG, Jerome S. 658.1°52 
Capital budgeting: long-term asset 
selection, by Jerome S. Osteryoung. 


{Columbus, Ohio, Grid 1974] 251 p. illus. 

24 cm. ISBN 0-88244-060-8 Includes 

bibliographical references. 

[HG4028.C4087] 74-178246 10.95 

A par budget. 2. Capital investments. I. 
ttle. 


HAYNES, William Warren. 658.1755 
Managerial economics; analysis and cases 
[by] W. Warren Haynes [and] William R. 
Henry. 3d ed. Dallas, Business 
Publications, 1974. xviii, 646 p. illus. 24 
em. ISBN 0-256-01573-2 Includes 
bibliographical references. [HD58.5.H37 
1974] 73-93360 12.95 


AMERICAN BOOK PUBLISHING RECORD “ 


1. Managerial economics. I Henry, | 
William R. i 
*BENEFIT cost 658.1552 
analysis 


1973 ed., now entitled, Benefit cost and 
policy analysis is available from Aldine- 
Atherton, Chicago for 20.00 (institution); 
14.00 (individual); 11.75 (text ed.). L.C. 


card no.: 73-75696 

FRAM, David. 658.1552 
Value analysis: a way to better products 
and profits. [New York] AMACOM 


[1974] 18 p. 28 cm. ISBN 0-8144-2172-5 

(An AMA management briefing) 

Pibliógraphy: p. 18. [HD47.5.F67] 74-9956 
0 


1. Value analysis (Cost control) I. Title. IL. 
Series: American Management 


Associations, An AMA management 
briefing. 

HAMILTON, F. E. Ian. 658.2'1 
Spatial perspectives on industrial 


organization and decision-making. Editor: 
. E. Ian Hamilton. London, New York, 

Wiley [1974] p. cm. ISBN 0-471-34725-9 
(HD58.H35] 73-14379 19.50 

i. Industries, Location of. 2. Industries, 

Location of—Case studies. I. Title. 

Prepared from C.I.P. 


BERGHASH, Robert. 658.3 
Invéstment in people: a small business 
perspective. [New York] AMACOM 
[1974] 26 p. 28 cm. ISBN 0-8144-2171-7 
(An AMA management briefing) 
Bibliography: p. 26. [HF5549.B4517] 74- 
9781 7.50 


1. Personnel management. 2. Small 
business. I Title. HH. Series: American 
Management Associations. An AMA 
management briefing. 

FLAMHOLTZ, Eric. 658.3 


Human resource accounting. Encino, Calif., 
Dickenson Pub. Co. [1974] xviii, 382 p. 24 
cm. ISBN 0-8221-0129-7 (Dickenson series 
on contemporary thought in accounting) 
Bibliography: p. 373-374. [HF5681.H8F55] 
73-92477 13.95 

1. Human — capital—Accounting. 2. 
Personnel management. I. Title. 


PARTICIPATION in 658.31°52°094 
management. Industrial democrgcy ig three 


West European countries. Report of a 
conference by the Industrial relations 
Research Associations of Belgium, 


Germany and the Netherlands November 
1972. Ed. by W. Albeda. [Rotterdam], 
Universitaire Pers Rotterdam, 1973. 108 p. 
22 cm. ISBN 9-02-376232-0 (Publications 
of the Netherlands Industrial Relations 
Research Association (NVA), v. 1) 
Includes bibliographical . references. 
[HD5660.E9P37] 74-170573 8.00 (pbk.) 

L. Employees’ representation in 
management—Belgium. 2. Employees’ 
representation in management—Germany 
(Federal Republic, 1949- ) 3. Employees’ 
representation in management— 
Netherlands. I. Albeda, W., ed. Ui. 
Industrial Relations Research Association 
of Belgium. if. Arbeitsgemeinschaft 
Industrieller Forschungsvereinigungen. IV. 
Nederlandse Vereniging voor het 
Onderzoek van Arbetdsverhoudingen. V. 
Series: Nederlandse Vereniging voor het 


Onderzoek van Arbeidsverhoudingen. 
Publications, 1. 
Distributed by International Scholarly 


Book Services; 8.00. 


AMERICAN Hospital 
Association. 
Basic personnel policies and programs for a 


658.3°7°36211 


NOVEMBER 30,1974 

health care institution; guidelines for 
development. Chicago [1974] v, 39 p. 23 
em. ISBN 0-87258-156-X Bibliography: p. 
33-39. [RA971.A76 1974] 74-11014 2.50 
(pbk 


1. Hospitals—Personnel management. I. 
Title. 


BENTON, Lewis R. 658.3'7°381 
Patterns of supervision in supermarkets 
and their relationship, to productivity and 
profitability. Edited by Lewis R. Benton. 
(Hempstead, N.Y., Hofstra University] 
1974. xvi, 438 p. 28 cm. (Hofstra 
University yearbook of business, ser. 10, v. 
1) Bibliography: p. 427-438. [HF5469.B44] 
74-75148 12.00 

1. Supermarkets—Personnel management. 
2. Supervision of employees. 3. Labor 
productivity. I. Title. If. Series: Hofstra 
University, Hempstead, N.Y. Yearbook of 
business, ser. 10, v. 1. 


BAUGHMAN, James P. 658.4 
Environmental analysis for management 
[by] James P. Baughman, George C. Lodge 
[and] Howard W. Pifer, III. Homewood, 
H., R. D. Irwin, 1974. x, 716 p. illus. 24 
cm. ISBN 0-256-01561-9 Includes 
bibliographical references, [HD31.B36993] 
73-87260 13.95 

1. Industrial management-—Case studies. 1. 
Lodge, George C., joint author. IE. Pifer, 
Howard W., joint author. II. Title. 


BUSKIRK, Richard Hobart, 
27- 

Modern management and Machiavelli [by] 
Richard H. Buskirk. Boston, Cahners 
Books [1974] xii, 291 p. 22 cm. ISBN 0- 
8436-0734-3 [HD38.B84] 74-11194 9.95 


658.4 


1. Machiavelli, Niccolo, 1469-1527. 2. 
Management, I. Title. ' 
COHEN, Peter, 1939- 658.4 


The gospel according to the Harvard 
Business School. Baltimore, Penguin [1974, 
¢1973] 331 p. 19 cm. ISBN 0-14-003912-0. 
(HF1134.H4C58] 2.25 (pbk.) 

1. Harvard University. Graduate School of 
Business Administration. 2. Business 
education—Cambridge, Mass. I. Title. 


L.C. card number for original ed.: 73- 
79656. 
COOPER-JONES, Dennis. 658.4 


Business planning and forecasting. New 
York, Wiley [1974] xii, 265 p. illus. 24 cm. 
ISBN 0-470-17120-0 ”A Halsted Press 
book.” Includes bibliographical references. 
[HD38.C62] 73-16543 15.95 

d. Industrial management. 2. Planning. 3. 
Business forecasting. I. Title. 


DICHTER, Ernest, 1907- 658.4 
The naked manager. Boston, Cahners 
Books [1974] p. cm. ISBN 0-8436-0735-1 
[HF5548.8.D495] 74-11239 7.95 

d. Psychology, Industrial. 2. Management. 
L. Title. 

Prepared from C.I.P. 


HOSTIUCK, K. Tim. 658.4 
Contemporary organizations: an 
introductory approach [by] K. Tim 
Hostiuck. Morristown, N.J., General 


Learning Press [1974] 381 p. illus. 24 cm. 
Includes bibliographies. [HD31.H656] 73- 
91391 12.95 

1. Organization, 2. Management. I. Title. 


LEADERSHIP and management 658.4 
appraisal; the proceedings of a NATO 
conference held in Brussels. K. W. Tilley, 
editor. London, English Universities Press; 
New York, Crane, Russak [1974] xvi, 432 
p. illus. 24 cm. Symposium held from 2 to 
6 Aug. 1971 and sponsored by NATO 


Sience Committee. English or French. 
Includes bibliographies. [HF5500.2.L34 
1974] 72-95947 32.00 

» xecutives—Congresses, 2. Executive 
ebility—Congresses. 3. Executives, Rating 
cf—Congresses. I. Tilley, K. W., ed. II. 
Horth Atlantic Treaty Organization. 
Science Committee. 


EORTER, Lyman W. 658.4 
#ehavior in organizations [by] Lyman W. 
Forter, Edward E. Lawler, III [and] 
Eichard Hackman. New York, McGraw- 
Hill [1974, ci975} p. cm. ISBN 0-07- 
€50527-6 (McGraw-Hill series in 
rsychology) (McGraw-Hill series in 
management) [HD31.P645] 74-8027 12.95 

“. Organization. 2. Management. 3. 
>sychology, Industrial. I. Lawler, Edward 
Z., joint author. H. Hackman, J. Richard, 
pint author. HI. Title. 

repared from C.I.P, 


3CHLEH, Edward C. 658.4 
The management tactician; executive 
actics for getting results [by] Edward C. 
3chleh. New York, McGraw-Hill [1974] 
2. cm. ISBN 0-07-055293-2 [HD31.8334] 
74-9610 10.95 

4. Industrial management. I. Title. 
>repared from C.I.P. 


3HAMES, William H. 658.4 
Venture management; the business of the 
mventor, entrepreneur, venture capitalist, 
and established company [by] William H. 
Shames. New York, Free Press [1974] x, 
289 p. illus. 24 cm. [HD69.N4S485] 73- 
17642 10.00 

1. New products. I. Title. 


SHAVE, Gordon A. 658.4 
Nuts, bolts, and gut-level management [by] 
Sordon A. Shave. West Nyack, N.Y., 
Parker Pub. Co. [1974] p. cm. ISBN 0-13- 
527844-2 Report of extended discussions 
with R. F. Babbidge. [HD31.8433] 74-8439 
3.95 

1. Management. I. Babbidge, Robert F. Il. 
Title. 

Prepared from C.I.P. 


THOMPSON, Stewart. 658.4 
The age of the manager is over. 
Homewood, Il., Dow Jones-Irwin, 1974. 
p. cm. ISBN 0-87094-080-5 Bibliography: 
P. [HD31.T489] 74-78159 10.95 

1. Industrial management. I. Title. 
Prepared from C.I.P. 


HOUSTON, Samuel R., 658.403 
comp. 
Judgment analysis: tool for decision 


makers, edited by Samuel R. Houston. 
New York, MSS Information Corp. [1974] 
184 p. illus. 23 cm. ISBN 0-8422-5145-6 
Includes bibliographies. [HD69.D4H66] 
73-17374 11.00 

J.  Decision-making—Addresses, essays, 
lectures. 2. Policy sciences—Addresses, 
essays, lectures. I. Title. 

Pbk. 5.00, ISBN 0-8422-0365-6. 


TRUEMAN, Richard E. 658.4°03 
An introduction to quantitative methods 
for decision making [by] Richard E. 
Trueman. New York, Holt, Rinehart and 
Winston [1974] xiv, 624 p. illus. 25 cm. 
ISBN 0-03-008441-5 (Series in quantitative 
methods for decision making) 
(International series in decision processes) 
Bibliography: p. 609-611. [HD69.D4T78] 
74-2023 13.00 

1. Decision-making—Mathematical models. 
2. Statistical decision. I. Title. 


WHITE, Douglas John. 658.403 
Decisicn methodology [by] D. J. White. 
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London, New York, Wiley [1974, c1973] 
p. cm. ISBN 0-471-94045-3 "A Wiley- 
Interscience publication.” [BF441.W48] 74- 
1754 18.50 

1. Decision-making. I. Title. 

Prepared from C.I.P. 


PATIENTS, hospitals, and 658.4032. 
operational research [by] G. M.° Luck, 
others London, Tavistock, 1974 xv, 210 p. 
illus. 22 cm. [RA971.P3] 


1. Hospitals—Adminstration. 2. Operations 
research I. Luck, G. H. I. Title. 

Distributed by Barnes & Noble for 14.09, 
ISBN 0-422-75690-3; 7.75 (pbk.), ISBN 0- 


- 422-73860-3. L.C. card number for original 


ed.: 72-304757. 


WHISLER, William D., 
comp. 
Applications of management science and 
operations research methods, edited by 
William D. Whisler. New York, MSS 
Information Corp. [1974] p. cm. ISBN 0- 
8422-5153-7 [T57.6.W58] 73-22415 14.00 
1. Operations research—Adadresses, essays, 
lectures. I. Title. 
Prepared from C.I.P. Pbk. 7.50, ISBN 0- 
8422-0376-1. 


658.4034 


O'CONNOR, Raymond M. 658.5'75 
Commodity classification and naming, by 
R. M. O’Connor. [Manchester, Eng.] NCC 
Publications [1974] 150 p. illus. 22 cm. 
ISBN 0-85012-100-0 [HF1041.025] 73- 
92434 

1. Commercial products—Classification. 2. 
Commercial products—-Terminology. 
Title. 

Distributed by International Publications 
Service, 15.00. 


HEMPHILL, Charles F. 658.72 
Preventing loss in handling merchandise 
[by] Charles F. Hemphill, Jr. [New York] 
AMACOM [1974] 20 p. 28 cm. ISBN 0- 
8144-2166-0 (An AMA management 
briefing) [HF5353.H36] 74-75840 7.50 

I. Inventory shortages. 2. Purchasing. 3. 
Receipts (Acknowledgments) 4. Payment. 
I. Title. If, Series: American Management 
Associations. An AMA management 
briefing. 


AMERICAN Marketing 
Association. 

Increasing marketing productivity and 
Conceptual and methodological foundation 
of marketing; 1973 combined proceédings. 
Edited by Thomas V. Greer. Chicago 
[1974] xxix, 543 p. illus. 28 cm. (Its Series 
no. 35) "Proceedings were ptepared for the 
International Marketing Conference held 
in St. Louis from April 23-26, 1973 and 
the Educators Conference held in 
Washington, D.C. from August 12-15, 
1973.” Includes bibliographical references. 
[HF5415.A57549 1974] 73-91020 23.95 

1. Marketing—Congresses. I. Greer, 
Thomas V., ed. Il, American Marketing 
Association. Conceptual and 
methodological foundation of marketing. 
1974. III. Title. IV. Series. 


658.8 


MICHMAN, Ronald D. 658.8 
Marketing channels, by Ronald D. 
Michman. [Columbus, Ohio, Grid, inc., 


1974] 314 p. illus. 23 cm. ISBN 0-88244- 
049-7 Bibliography: i [298]-307. 
[HF5415.125.M53] 74-177245 7.50 (pbk.) 
i. Marketing channels. 


PELTZ, Leslie Ruth. 658.8093914 
Fashion accessories. New York, ITT 
Educational Services [1974] p. cm. ISBN 
0-672-26109-X (Fashion merchandising 


77 
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series) Bibliography: p. [TT560.P39] 74- 
10891 3.95 (pbk.). 

1. Dress accessories. I. Title. I. Series. 
Prepared from C.I.P. 


MILLER, Donald E. 658.871 
Using credit to sell more, by Donald E. 
Miller. New York, National Association of 
Credit Management [1974] 109 p. 21 cm. 
(HF5566.M59] 74-178261 5.95 (pbk.). 


l. Credit. 2. Credit departments. 3. 
Salesmen and salesmanship. I. Title. 
WELLS, William D. 658.873 


Life style and psychographics. Edited by 
William D. Wells. [Chicago} American 


Marketing Association [1974] viii, 363 p- 


illus. 24 cm. Includes bibliographies. 
(HF5415.2.W445] 74-75130 13.50 

1.’ Marketing research—Addresses, essays, 
lectures. 2. Attitude 
Testing—Addresses, 


essays, lectures. 3. 


Market segmentation—Addresses, essays, 
lectures. I. Title. i 
WALTERS, Charles Glenn. 658.8°4 


Marketing channels [by] C. Glenn Walters. 
New York, Ronald Press Co. [1974] xii, 
524 p. illus. 24 cm. Includes bibliographical 


references: [HF5415.125.W34] 74-80916 
11.9 

1. Marketing channels. ` 

DICKINSON, Roger A. 658.8°7 


Retail management; a channels approach 
[by] Roger A. Dickinson. Belmont,, Calif., 
Wadsworth Pub. Co. [1974] xiv, 359 p. 
illus. 25 cm. ISBN 0-534-00318-4 Includes 


bibliographies. [HF5429.D48] 74-76122 
11.95 ' 

I. Retail trade. 2. Retail trade— 
Management. I. Title. 

CARPENTER, Horace. 658'.917381 


Shopping center management: principles 
and practices. New York, International 
Council of Shopping Centers [1974] 196 p. 
illus. 24 cm. ISBN  0-913598-03-8 
Bibliography: p. 193-196. [HF5430.C37] 
73-92527 32.00 

1, Shopping centers—Management. I. Title. 


HASSAN, William E. 658".91'6154 
Hospital pharmacy. [by] William E. 
Hassan. 3rd ed. Philadelphia, Lea & 
Febiger 1974. vii, 498 p. illus. 25 cm. 
ISBN 0-8121-0415-3  [RA975.5.P5H3 
1973] 73-4909 12.50 

1. Hospital pharmacies. I. Title. ` 


ISLER, Morton L. 658°.91°64792 
Keys to successful housing management 
[by] Morton Isler, Robert Sadacca [and] 
Margaret Drury. Washington, Urban 
Institute [1974] 67 p. illus. 23 cm. ISBN 0- 
87766-101-4 [TX960.184] 73-88281 1.95 
(pbk.) 

1. Housing . management. Í.  Sadacca, 
Robert, joint author. II. Drury, Margaret 
2 jen author. II. Urban Institute. IV. 
ithe. 


SOLOMON, Kenneth 
Ira, 1942- 
Profitable restaurant management [by] 
Kenneth I. Solomon and Norman Katz. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p cm. ISBN  0-13-728808-5 
[TX945.S59] 74-10758 22.95 

l. Restaurant management. I. Katz, 
Norman, 1921- joint author. I. Title. 
Prepared from C.I.P. 


SPINK, 658’.91'796357640973 B 
John George Taylor, 1888- 

Judge Landis and 25 years of baseball, by 

J. G. Taylor Spink. [St. Louis, Mo., 

Sporting News Pub. Co., 1974] 254 p. 


658’.91°64795 


78 


(Psychology)— ` 


illus. 29 cm. [GV865.L3S6 
175960 12.95 (lib. bdg.). 

I. Landis, Kenesaw Mountain, 1866-1944. 
2. Baseball. I. Title. 


*PHOTOGRAPHIS 659.13 
The 1974 ed. is now available from 
Hastings House, New York, for 35.00. 


1974] 74- 


ISBN 0-8038-5802-7. L.C. card no: 
66-4571. 
COLMER, Michael. 659.1323 


Industry in focus. London, Business Books, 
1974. ix, 134 p. illus., form, ports. 26 cm. 


ISBN 0-220-66242-8 Includes index. 

[TR706.C64] 74-173862 ` 

1. Photography, Industrial. 2. Photography, 

Advertising. I. Title. 

Distributed by Cahners; 27.50. 

NIEDERHOFFER, 659.2°9'3632 
Arthur. 

New directions in police-community 


relations [by] Arthur Niederhoffer [and] 
Alexander B. Smith. San Francisco, 
Rinehart Press [1974] xiii, 177 p. 23 cm. 
Bibliography: p. 155-164. [HV7936.P8N54] 
73-18096 5.50 (pbk.). 

1. Public relations—Police—Case studies. 
2. Police—United States—Case studies. J. 


. Smith, Alexander B., 1909- joint author. TI. 


Title. 


STEINBERG, Jay 
Leonard, 1930- 

The police and the behavioral sciences, by 

J. Leonard Steinberg and Donald W. 

ENa > Springti eld, Ill., Thomas [1974] 

ISBN 0-398-02957-1 

FHV7936. TP8s73] 73-20431 8.75 

4. Public relations—Police. 2. Interpersonal 

relations. 3. Police training. I McEvoy, 

Donald W., joint author. IT. Title. 

Prepared from C.I.P. 


659.2°9°36320973 


HERSHEY, Daniel. ° 660.2°842 
Transport analysis. [New York, Plenum 
Press, 1974, c1973] x, 353 p. illus. 23 cm. 
”A Plenum/Rosetta edition.” Includes 
bibliographical references. [TP156.T7H47 
1974] 73-23098 9.95 (pbk.). 

1. Transport theory. I. Title. 


INTERNATIONAL 660.2°8426 
Radiation Curing Conference, Ist, 
Atlanta, 1974. i 

First International Radiation Curing 


‘Conference. Dearborn, Mich., Society of 


Manufacturing Engineers [1974] 1 v. 
(various pagings) illus. 22 cm. ”For 
presentation at a Creative Manufacturing 
Engineering Program.” Contains technical 


papers FC74-501—FC74-541 of the 
Society of Manufacturing Engineers. 
Includes bibliographical references. 


[TP156.C8157 1974] 74-1762938 2.50 (pbk.) 
1. Curíng—Congresses. 2. Radiation— 
Industrial applications—Congresses. 3. 
Ultraviolet rays—Industrial applications— 
Congresses. I. Society of Manufacturing 
Engineers. Il. Title. 


INTERNATIONAL symposium 660.299 
on Chemical Reaction Engineering, 3d, 
Evanston, Il., Aug. 27-29, 1974 

Chemical reaction engineering-IT Hugh M. 

Hulburt, ed. Washington, American 

Chemical Society 1974 xii, 698 p. illus. 24 

em. ISBN 0-8412-0200-1 (Advances in 

Chem Ser., 133) Co-sponsored by the 

Amer. Inst. of Chem. Engrs., the European 

Federation of Chemical Engineering, & the 

Amer. Chem. Society. _ 167 1974] 74- 

82952 35.00 


AMERICAN BOOK PUBLISHING RECORD 


i. Chemical engineering—Congresses. 2. 
Chemical reactions—Congresses. L 
Bischoff, Kenneth B. II. American Institute 
of Chemical Engineers. HI European 
Federation of Chemical Engineering IV. 
American Chemical Society V. Title. VI. 
Series. 


SCHEFLAN, Leopold, 1902- - 661 

The handbook of solvents, [by] Leopold 

Scheflan [and] Morris B. Jacobs. 

Huntington, N.Y., Robert E. Krieger [1973 

i.e. 1974, c1953] viii, 728 p. illus. 24 cm. 

ISBN © 0-88275-130-1 Includes 

bibliographies [TP247.5S32] 22.50 

1. Solvents. I. Jacobs, Morris Boris, 1905- 

joint author. I. Title. 

L.C. card number for original ed.: 53- 

8766. 

FARRALL, Arthur William, 664 
1899- : 

Engineering for diary and food products. 

[by] Arthur W. Farrall. New York, Krieger 

[1974, c1963] 674 p. 24 cm. ISBN G- 

88275-135-2 [TP370.F3] 21.50 

1. Dairying. 2. Food industry and trage. I. 

Title. 

L.C. card number for original edition: 63- 

17476. 

MADDOX, Robert Nott, 665.73 
1925- 

Gas and liquid sweetening, by R. N. 


Maddox. [2d ed. Norman, Okla.,. M. 
Campbell, 1974] x, 300 p. illus. 29 cm. 
(Campbell petroleum series) Includes 
bibliographical references. [TP754.M33 


1974] 73-91966 19.95 
1. Gas, Natural—Sweetening. I. Title. 


LOM, Walter Lowenstein. 665’.773 
Liquefied natural gas [by] W. L. Lom. 
New York, Wiley [1974] vi, 178 p. illus. 
23 cm. ISBN 0-470-54384-1 "A Halsted 
Press book.” Includes bibliographies. 
(TP761.L5L65] 74-1459 8.00 

1. Liquefied natural gas. I. Title. 


STOREY, Joyce. 667°.38 
Van Nostrand Reinhold manual of textile 
printing. New York, Van Nostrand 
Reinhold Co. [1974] 188 p. ‘illus. (part col.) 
25 cm. ISBN 0-442-27914-0 Bibliography: 
p. 185. [TP930.893 1974] 73-19427 10.95 
1. Textile printing. L. Title. H.,Titlg: Textile 
printing. 


SKEIST, Irving, ed. 668.3 
Handbook of adhesives. Huntington, N.Y., 
Robert E. Krieger [1973 i.e. 1974, c1962] 
xv, 683 p. illus. 27 cm. ISBN 0-88275-142- 
5 [TP968.S58] 28.00 

41. Adhesives. I. Title. 

L.C. card number for original ed.: 62- 
18033 


GRANBECK, Marilyn. 668.4°023 
Metals and plastics. Minneapolis, Dillon 
Press [1974] 107 p. illus. 24 cm. ISBN 0- 
87518-068-X (Looking forward to a career) 
Bibliography: p. [105] Introduces the raw 
materials and processes in the metals and 
plastics industries and describes the various 
jobs available in these fields. [[TN148.G72] 
74-864 4.95 

1 Mineral industries--- Vocational 
guidance—Juvenile literature. 2. Metals— 
Juvenile literature. 3. Plastics industry and 
trade—Vocational guidance—Juvenile 
erature, 4. Plastics—Juvenile literature. I. 

itle. 


*YOCUM, Ronald H. 668.42 
Functional monomers, their preparation, 
polymerization and application. 

Vol 2, 1974 is now available from Marcel 


NOVEMBER 30,1974 


Dekker, New York for 46.50; ISBN 0- 
-8247-6080-8; L.C. card no.: 72-86614. 


PARK, W. R. R. 1927- ed. 668.49 
Plastics film technology, edited by W. R. 
R. Park. Huntington, N.Y., Robert E. 
Krieger 1973{i.e. 1974, c1969] xii, 210 p. 
illus. 24 cm. ISBN 0- 88275-125-5 (Plastics 
applications series) Includes bibliographies 
[TP1183.F5P3 1974] 11.75 ` 

1. Plastic films. I. Title. 

L.C. card number for original ed.: 73- 
81355 


BALSAM, M. S. 668°.55 
Cosmetics, science and technology. Ed. by 
M. S. Balsam andEdward Sagarin. 2d ed. 
New York, Wiley [1974] 3 v. 24 cm. ISBN 
0-471-04648-5 1957 ed. edited by E. 
Sagarin. Includes bibliographical references. 
[TP983.B282] 75-177888 72.50 (set) 

1. Cosmetics. T: Sagarin, Edward, 1913- ed. 
Cosmetics, science and technology. II. 
sagarin, Edward; 1913- joint author. II. 

tle. 


MICROSTRUCTURAL 669.95 
science. Edited by Robert J. Gray and 
James L. McCall. New York, American 
Elsevier. Pub. Co. [1974- v. illus. 24 cm. 
ISBN 0-444-00141-7 (Proceedings of the 
fifth annual technical meeting of the 
International Metallographic Society) 
Sponsored ‘by the International 
Metallographic Society; held in Chicago, 
Sept. 19-21, 1972. Includes bibliographical 
age [TN689.2.155 Sth] 73-10895 
1.. Metallography—Congresses. I. Gray, 
Robert J., ed. II. McCall, James L., ed. IT. 
International Metallographic Society. IV. 


Title. V. : Series: International 
Metallographic Society. Proceedings: 
annual technical meeting, 5th. 

QUIGLEY, Thomas 677.001°513 


Henry, 1896- : 
Textile mathematics, by Thos. H. Quigley, 
Bruce Cox and Charles A. Duke. Atlanta, 
-W. R. C. Smith Pub. Co. [1974] vii, 383.p. 
illus. 24 cm. ISBN  0-912476-05-2 
[TS1449.Q53] 73-89909 10.95 


i. Textile industry and fabrics— 
Mathematics. I. Cox, Bruce, joint author. 
II, Duke, Charles A., joint author. III. 
Title. g 

TARASOV, Konstantin 681°.414 
Ivoanovich. 

The spectroscope, by K. I. Tarasov. 


Translated by J. H. Dixon. New York, 
Wiley [1974] p. cm. ISBN 0-470-84537-6 
”A Halsted Press book.” Rev. and enl. ed. 
of the authors Spektraľnye pribory, 
published in 1968. [QC465.T3713 1974] 
74-13504 48.50 

1. Spectrum analysis—Instruments. I. Title. 
Prepared from C.I.P. 


BROWN, Robert Michael, 
1943- 

Electronics for shutterbugs, by Robert M. 
Brown & Mark Olsen. [Ist ed.] Blue Ridge 
Summit, Pa., G/L Tab Books [1974] 204 
p. illus. 23° cm. ISBN  0-8306-4679-5 
[TR196.B75] 74-75217 8.95 

1. Photograph iy —Electronic equipment. I. 
Olsen, Mark, joint author. If. Title. 

Pbk. 5.95; ISBN. 0-8306-3679-X. ` 


ASME Pressure’ Vessels and 681.76 
- Piping Conference, Miami Beach, Fla., 
1974. 
Pressure vessels and piping: analysis and 
computers. Edited by I. S. Tuba, R. A. 
Selby [and] W.: B. Wright. New York, 
American Society of Mechanical Engineers 
[1974] vii, 251 -p. illus. 26 cm. Sponsored 


681’.418 


ty the Committee on Computer 
Technology, ASME. Includes 
tbliographical references. [TS283.A17 


9974] 74-78840 20.00 
~ Electronic data processing—Pressure 
wessels—Congresses. 2. Electronic data 
ftocessing—Pipe dines Congresses. I 


Tuba, I. S, ed. If. Selby, R. A., ed. II 
Vright, Wallace B., ed. IV. American 
Society of Mechanical Engineers. 


Computer Technology Committee. V. Title. 


ERAMER, Jack, 1927- 681°.7631 
The indoor gardeners how-to-build-it- 
cook. Drawings by Adrian Martinez and 
ames Carew. New York, Simon and 
Echuster [1974] p. cm. ISBN 0-671- 
21843-3 "SB418.K75] 74-13528 6.95 

-- Container gardening—Equipment and 
supplies. 2. Plastics craft. 3. House plants. 
~ Title. : 

Trepared from C.I.P. 


HARVEY, Roger, 1943- 681.7666 
3uilding pottery equipment, by Roger 
Harvey and Silvia and John Kolb. New 
“ork, Watson-Guptill [1974] p. cm. ISBN 
C-8230-0540-2 [TT921.5.H37 1974] 74- 
6375 14.95 

~ Pottery craft—Equipment and supplies. 
Z Kolb, Silvia, 1912- joint author. I. Kolb, 
-ohn, 1915- joint author. IIT. Title. 
Prepared from C.I.P. 


NONTE. George C. 683.43 
Þistolsmithing, by Goerge C. Nonte, Jr. 
Harrisburg, Pa., Stackpole Books [1974] p. 
cm. ISBN 0-8117-1133-1 Bibliography: p. 
[TS535.N58] 74-10783 12.95 

`, Gunsmithing. 2. Pistols. I. Title. 
Prepared from C.I.P. 


DANIELE, Joseph 
William. 

Building early American, furniture, by 
<oseph W. Daniele. [Harrisburg, Pa.] 
=tackpole Books [1974] p. cm. ISBN 0- 
~117-0420-7 [TT195.D36] 74-10953 12.95 
t Furniture making—Amateurs’ manuals. 
2. Furniture, American. I. Title. 

repared from C.I.P. 


3RANN, Donald R. 684.1°6 
“ow to construct built-in and sectional 
2ookcases, by Donald R. Brann. Rev. ed. 
3riarcliff | Manor, N.Y., Directions 
Simplified, 1974. 98 p. illus. 23 cm. (Easi- 
bild home improvement library, 664) (Easi- 
nild simplified directions) Published in 
-969` and 1970 under title: How to 
zonstruct built-in bookcases. ”Easi-bild 
364.” [TT197.5.B6B72 1974] 74-177208 
2.00 (pbk.) 

4. Shelving (for books) 2. Woodwork— 
Amateurs’ manuals. I. Title. 


NICHOLS, John, 1745- 
1826. 
Biographical and literary anecdotes of 
William Bowyer. With two memoirs of 
“ohn Nichols. New York, Garland Pub., 
974. p. cm. ISBN 0-8240-0971-1 (The 
Snglish book trade, 1660-1853.) Reprint of 
Biographical and literary anecdotes of 
William Bowyer, printer, F.S.A., and of 
nany of his learned friends, by J. Nichols, 
>rinted in 1782 by and for the author, 
London; of Brief memoirs of John Nichols, 
srinted in 1804 by Nichols and Son, 
London; and of Memoir of John Nichols, 
asq., F.S.A, by A. Chalmers, from the 
SGentleman’s magazine for December 1826. 
°Z232.B79N498 1974] 74-16185 22.00 
4. Bowyer, William, 1699-1777. 2. Nichols, 
John, 1745-1826. 3. Printing—History— 
Great Britain. I. Brief memoirs of John 
Nichols. 1974. TI. Title. IL. Series. 
Preparec. from C.I.P, 


684.1°042°0973 


686.2°092’2 
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WALKLIN, Carol. 686.2'24 
Designing with letters. New York, Drake 
Publishers [1974] p. cm. ISBN 0-87749- 
702-8 [Z250.W236] 74-5969 7.95 

1. Printing—Specimens. 2. Signs and 
symbols. 3. Lettering. I. Title. 

Prepared from C.I.P. 


AUERBACH Publishers. 686.43 
Auerbach guide to microform equipment. 
Philadelphia [1974] iv, 168 p. illus. 28 cm. 
ISBN 0-87769-196-7 (TR835. A8 1974] 74- 
2345 19.95 

1. Microphotography—Apparatus ard 
supplies—Catalogs. 2. Microphotography— 
Apparatus and supplies—Directories. I. 


Title. I. Title: Guide to microform 
equipment. 

CLEMENS, Dale. 688.779 
Fiberglass rod making. [New York] 


Winchester Press [1974] 189 p. illus. 27 
cm. ISBN 0-87691-136-X [SH452.C53] 73- 
88879 10.00 

1. Fishing rods. I. Title. 


GERLACH, Rex. 688.7°9 
Creative fly tying and fly fishing. Foreword 
by A. I. Pal’ Alexander. [New York] 
Winchester Press [1974] 231 p. illus. 27 
cm. ISBN 0-87691-122-X Bibliography: p. 
[223]-224. [SH451.G45] 73-78831 10.00 

1. Fly tying. 2. Fly fishing. I. Title. 


VENIARD, John, 1915- 688.7°9 
Reservoir and lake flies; fly dressings and 
fishing techniques. With. drawings by 
Donald Downs. New York, St. Martin’s 
Press [1974, c1970] 181 p. illus. (part coi.) 
26 cm. ISBN 0-7136-0978-8 [SH451.V46 
1974] 73-87412 17.50 

1. Flies, Artificial. 2. Fly tying. I. Title. 


COATES, Gary, 1947- comp. 690.7 
Alternative learning environments: 
emerging trends in.environmental design 
and education. Stroudsburg, Pa., Dowden, 
Hutchinson & Ross [1974] p. cm. ISBN 0- 
87933-037-6 (Community development 
series, v. 7) Bibliography: p. [LC203.C55] 
74-1268 22.00 (lib. bdg.) 

1. School environment—Addresses, essays, 
lectures. 2. School facilities—Addresses, 
essays, lectures. I. Title. 


` Prepared from C.I.P. 


RAE, Walter. 690’.8°37 
How we built our house for under $10,000; 
a true life adventure. [lst ed.] Dublin, 
N.H., Yankee, 1974. 111 p. illus. 23 cm. 
ISBN 0-911658-61-0 Bibliography: p. 110. 
[TH4815.R3] 74-78890 4.00 (pbk.) 

1. House construction—Amateurs’ 
manuals. I. Title. 


WILLIAMS, Alec. ' 691 
Flame retardant coatings and building 
materials. Park Ridge, N.J., Noyes Data 
Corp., 1974. x, 310 p. illus. 25°cm. ISBN 
0-8155-0523-X (Chemical technology 
review, no. 25) [TP266.5.W54] 73-76901 
36.00 


- 1. Fireproofing agents—United States— 


Patents. 2. Fire resistant materials—United 
States—FPatents. I. Title. IT. Séries. 
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HERMEREN, Goran, 1938- 700°.1 
Influence in art and literature. Princetan, 
N.J., Princeton University Press [1975, 
c1974] p. cm. ISBN 0-691-07194-2 
Bibliography: p. [BH301.J8H47 1975] 73- 
2466 14.50 

1. Influence. 2. Judgment (Aesthetics) 3. 
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Art-—-Themes, motives, etc. 4. Literature— 
Philosophy. I. Title. 
Prepared from C.I.P. 


BURNHAM, Jack, 1931- 701 
Great western salt works; essays on the 
meaning of post-formalist art. New York, 
G. Braziller [1974] 165 p. illus. 23 cm. 
ISBN 0-8076-0740-1 Includes 
bibliographical references. [N70.B835] 73- 
92677 12.50 

1. Art-—Philosophy. 2. Symbolism of 
numbers. 3. Signs and symbols. I. Title. 


RUSKIN, Ariane. 709 
History in art. New York, Watts, 1974 xi, 
307 p. illus (part. col.) 26 cm. ISBN 0-531- 


01988-8 Bibliography: p. [295]- 296. 
([N5303.R87] 73-5673 14.95 

1. Art—History in art. I. Title. 

NEW York (City). 709.02 


Metropolitan Museum of Art. 
The secular spirit: life and art at the end of 
the Middle Ages, by the Metropolitan 
Museum of Art. New York, Dutton, 1974. 
p. em. (A Dutton visual book) Catalog of 
an exhibition held at the Cloisters, Nov. 
16, 1974-Jan. 12, 1975. Bibliography: p. 
[N5963.N4N46 1974] 74-7893 12.95 
i. Art, Medieval—Exhibitions. 2. Art, 
Medieval-~~Themes, motives. I. New York 
(City). Metropolitan Museum of Art. The 
Cloisters. IT, Title. 
Prepared from C.I.P. 


LESIEUTRE, Alain, 1931- 709°.04 
The spirit and splendour of art deco. [New 
York] Paddington Press [1974] p. cm. 
ISBN 0-8467-0029-8 [N6494.A7L47] 73- 
20958 19.95 

1. Art deco-History. I. Title. 

Prepared from C.E.P. 


ASHTON, Dore. 709.24 
A Joseph Cornell album. With special 
contributions by John Ashbery [and 
others] and assorted ephemera, readings, 
decorations, and reproductions of works by 
Joseph Cornell. New York, Viking Press 
[1974] p cm. ISBN 0-670-40884-0 
Includes bibliographical references. 
(N6537.C66A93] 74-10815 15.00 

1. Cornell, Joseph. I. Title. 

Prepared from C.I.P. 


BALJEU, Joost. 709.24 B 
Theo van Doesburg. [lst American ed.] 
New York, Macmillan [1974] p. cm. 
ISBN  0-02-506440-1 [N6953.D57B34 
1974] 74-7400 15.95 

1. Doesburg, Theo van, 1883-1931. 
Prepared from C.I.P. 


CARY, Elisabeth 
Luther, 1867-1936. 
William Morris: poet, craftsman, socialist. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974 [c1902] p. cm. Reprint of the ed. 
published by Putnam, New York. 
Bibliography: p.’ [PR5083.C3 1974] 74- 
18124 35.00 
1. Morris, William, 1834-1896. I. Title. 
Prepared from C.I.P. 


DETROIT. Institute of 
Arts. 
The twilight of the Medici; late baroque 
art in Florence, 1670-1743. Detroit, the 
Detroit Institute of Arts, 27 March-2 June, 
1974. Florence, Palazzo Pitti, 28 June-30 
September, 1974. Exhibition sponsored by 
Founders Society, the Detroit Institute of 
Arts, and the City of Florence. [Florence] 
Centro Di; [distribution in U.S.: Wayne 
State University Press, Detroit, 1974] 507 
p. illus. (part col.) 24 cm. (Centro Di 


709’.2'4 B 


709.4551 


80 


* Att, 


catalog 43) Bibliography: p. 494-503. 
[N6921.F7D47 1974] 74-176274 15.00 

1. Medici, House of—Art collections. 2. 
Florentine—Exhibitions. 3. Art, 
Baroque—Florence. I. Founders Society. 
H. Florence. Palazzo Pitti. II. Title. 


*RIDLEY, Michael. 709.51 
Treasures of China. [New York Arco 1974, 
c1973] 144 p. illus. 23 cm. ISBN 0-668- 
03377-0 [N7340] 73-85998 3.95 

I. Art, Chinese. 2. China—Antiquities. I. 
Title. 


MIZUNO, Seiichi, 1905- 
1971. 

Asuka Buddhist art: Horyu-ji. Translated 
by Richard L. Gage. [lst Erglish ed.] New 
York, Weatherhill [1974] 172 p. illus. (part 
col.) 24 cm. ISBN 0-8348-1020-4 (The 
Heibonsha survey of Japarese art, v. 4) 
Translation of Horyuji. [N8193.J3M5913] 
73-88473 12.50 

1. Art, Buddhist--Ikaruga, Japan. 2. Art— 
Ikaruga, Japan. 3. Horyuji, Ikaruga, Japan. 
I. Title. If. Series. 


709.52 


*ROWLAND, Benjamin. 709.58 
The art of central Asia. New York, Crown 
[1974, c1970] 232 p. col. illus. 23 cm. 
[N3700] 74-798668 6.95 

I. Art—Central Asia. 2. Art, Buddhist. Í. 
Title. 


AMERICAN art in 799°.73°0740147 
upstate New York; drawings, watercolors, 
and smali sculpture from public collections 
in Albany, Buffalo, Ithaca, Rochester, 
Syracuse and Utica, [Buffalo, N.Y., Buffalo 
Fine Arts Academy, 1974} 68 p. illus. 26 
cm. ISBN 0-914782-00-2 Catalog of the 
exhibition held July 12-Aug. 25, 1974 at 
the Albright-Knox Art Gallery, Buffalo; 
Sept. 10-Oct. 13, 1974 at the Memorial 
Art Gallery, University of Rochester; Oct. 
22-Nov. 24, 1974 at the Herbert F. 
Johnson Museum of Art, Cornell 
University, Ithaca; Dec. 5, 1974-Jan. 12, 
1975 at the Everson Museum of Art, 
Syracuse; Jan. 26-Mar. 2, 1975 at the 
Munson-Williams-Proctor Institute, Utica; 
and Mar. 14-Apr. 27, 1975 at the Albany 
Institute of History and Art, Albany. 
[N6505.A57] 74-82546 3.00 (pbk.) 

1. Art, American—Exhibitions. 2. Art, 
Colonial—United States. 3. Art, Modern— 
19th century—-United States. 4. Art, 
Modern—20th century—United States. I. 
Albright-Knox Art Gallery. 


GARLAND, Madge. 712.6 
The small garden in the city. New York, 
G. Braziller [1974, 1973] 136 p. illus. 25 
em. ISBN  0-8076-0752-5 [SB473.G29 
1974] 74-76646 12.50 

i. Landscape gardening. I. Title. 


Senos: William David, 
1935- ` 
Architecture. Minneapolis, Dillon Press 
[1974] 90 p. illus. 24 cm. ISBN 0-87518- 
072-8 (Looking forward to a career) 
Bibliography: p. [87]-88. Discusses 
different careers in architecture and the 
training and educational requirements for 
See (NA1995.S47] 74-4725 4.95 (lib. 
dg.). 

1. Architecture as a profession—Juvenile 
literature. 


STONE, Harris, 1934- 720.924 
Workbook of an unsuccessful architect. 
New York, Monthly Review Press [1974, 
c1973] 192 p. illus. 24 cm. ISBN 0-85345- 
294-6 Includes bibliographical references. 
[NA737.5674A27] 3.45 (pbk.) 
i. Stone, Harris, 1934- 2. 


720.23 


Architects — 


AMERICAN BOOK PUBLISHING RECORD 


U.S.—Correspondence, reminiscences, etc. 
Ł Title. 

L.C. card number for cloth edition: 73- 
8052. 


*BRAUN, Hugh. 720.942 
Elements of English architecture. Newton 
Abbot, David & Charles [1973] New York, 
Barnes & Noble Books [1974, c1973] 194 
p. illus. 22 cm. ISBN 0-06-490651-5 
[NA961] 12.75 

1. Architecture—England. I. Title. 


TAYLOR, Robert 
Ratcliffe, 1939- 
The word in stone; the role of architecture 
in the National Socialist ideology [by] 
Robert R. Taylor. Berkeley, University of 
California Press [1974] xv, 298 p. illus. 24 
cm. ISBN 0-520-02193-2 Bibliography: p. 
[281]:287. [NA1068.5.N37T39] 79-186110 
15.00 
1. National socialism and architecture. 2. 


720.943 


Architecture, Modern—20th century— 
Germany. I. Title. 
SCOTT, Geoffrey, 1885-1929. e 724 


The architecture of humanism; a study in 
the history of taste. New York, Norton 
[1974] p. cm. ISBN 0-303-00734-0 (The 


Norton library) Includes bibliographical 
references. [NA2500.S4 1974] 74-14765 
2.95 (pbk.) 


i. Architecture. 2. Aesthetics. I. Title. 
Prepared from C.I.P. 


HIX, John, 1938- 727.5580744 
The glass house. Cambridge, Mass., MIT 
Press [1974] 208 p. illus. 26 cm. ISBN 0- 
262-08076-1 Bibliography: p. 197-198. 
[NA4140.H59 1974] 74-5201 22.50 

1. Glass construction. 2. Conservatories. I. 
Title. 


STEWART, Janet Ann, 1925- 728.6°4 
Arizona ranch houses; southern territorial 
styles, 1867-1900. Edited by John Bret 
Harte with photos. by Louis S. Bencze. 
[Tucson] Arizona Historical Society [1974] 
p. cm. (Historical monograph no. 2) 
Bibliography: p. [NA7235.A6S83] 74- 
16374 12.50; 7.50 (pbk.) 

1. Ranch houses—Arizona—RHistory. I. 
Title. II. Series. 

Prepared from C.LP. 


DAVIES, Alfred 
Mervyn. 

Solon H. Borglum, "2 man who stands 
alone’; a biography, by A. Mervyn Davies. 
{Ist ed.] Chester, Conn., Pequot Press 
[1974] xxi, 285 p. illus. 26 cm. ISBN 0- 
87106-140-6 Bibliography: p. [257]-265. 
([NB237.B62D38]} 74-181506 18.50 

1. Borglum, Solon Hannibal, 1868-1922. 


TOBIAS, Tobi. 730'.92'4 [B] 
Isamu Noguchi. lll. with photographs. New 
York, Crowell [1974] 42 p. illus. 23 x 24 
cm. ISBN 0-690-45014-1 (A Crowell 
biography) Summary: A brief biography of 
the renowned Japanese-American sculptor. 
[NB237.N6T56] [92] 72-7560 5.95 

1. Noguchi, Isamu, 1904-—Juv. lit. 2. 
Noguchi, Isamu, 1904- I. Title. 


CARROLL, David, 
1942- 

Make your own chess set. Englewood 
Cliffs, N.J., Prentice-Hall [1974] p. cm. 
ISBN 0-13-547802-2 Introduces the 
history of chess and chess pieces and gives 
instructions for making twenty-five 
different chess sets out of easily available 
materials. [TT896.55.C37] 74-8224 6.95 

i. Chessmen—Juvenile literature. 2 
Handicratt—Juvenile literature. 3. Chess— 
History—Juvenile literature. I. Title. 


e 730°.92'4 B 


731.897941 


NOVEMBER 30,1974 
Prepared from C.LP. 


DELANGE, Jacqueline, 
1923- 

The art and peoples of Black Africa. Pref. 

by Michel Leiris. Translated by Carol F. 

Jopling with the assistance of Hannah 

Jopling Kaiser and Laura Schultz, and the 

additional aid of Vivian Cohen, Marcel 


732’.2°0967 


Serraillier, and Willem Tissot. [Ist ed.] 
New York, Dutton, 1974. xxvi, 354 p. 
illus. 22 cm. ISBN 0-525-05853-2 


Translation of Arts et aes de l'Afrique 
noire. Bibliography: p. 315-344. 
(N7380.D413 1974] T4- 1179 10.95 
1. Art, African. 2. Negro art—Africa. I. 
Title. 

Pbk. 5.95; ISBN 0-525-47364-5. 


ELSEN, Albert Edward, 
1927- 
Origins of modern sculpture: pioneers and 
premises [by] Albert E. Elsen. New York, 
G. Braziller [1974] ix, 179 p. illus. 27 cm. 
ISBN 0-8076-0736-3 An enl. and altered 
version of the introd. to the author’s 
Pioneers of modern sculpture originally 
published in 1973. Includes bibliographical 
ae [NB197.E44 1974] 73-90927 
2. 
1, Sculpture, Modern—19th century. 2. 
Sculpture, Modern--20th century. I. Title. 
Pbk. 4.95; ISBN 0-8076-0737-1. 


THEUS, Will H. 738°.075 
How to detect and collect antique 
porcelain and pottery [by] Will H. Theus. 
{ist American ed.} New York, Knopf, 
1974. p cm. ISBN 0-394-49130-0 
Pibliography: p. [NK4230.T48] 74-7747 


735.29 


. insane Coleone and collecting. 2. 
Pottery—Collectors and collecting. J. Title. 
Prepared from C.I.P. Pbk. 4.50, ISBN 0- 
394-70984-5, 


LEWENSTEIN, Eileen. 738’.09°04 
New ceramics; edited by Eileen 
Lewenstein and Emmanuel Cooper. New 
York, Van Nostrand Reinhold [1974] p. 
ISBN 0-442-21647-5 Bibliography: p. 
(NK3930.L48] 74-2590 19.95 

1. Pottery. I. Cooper, Emmanuel, joint 
author. IT. Title. 

Prepared from C.I.P. 


{BURPONS William] 738.20278 
1863- 
Collector’s handbook to marks on 


porcelain and pottery. Edited by E. Paul 
and A. Petersen. Greens Farms, Conn., 
Modern Books and Crafts [1974] [10], 213 
p. illus. 24 cm. Reprint of the 1928 ed. of 
Handbook of marks on pottery & porcelain 
by W. Burton and R. L. Hobson, published 
by Macmillan, London. Bibliography: 10th 
prelim. page. [NK4215.B8 1974] 74- 
180368 10.00 

1. Pottery—Marks. 2. Porcelain—Marks. I. 
Hobson, Robert Lockhart, 1872-1941, joint 
author. IE Paul, Ethel, ed. IH. Petterson, 
Aan, ed. IV. Title. 


WINKLEY, David. 738.3 
Pottery. New York, Drake Publishers 
[1975 i.e. 1974] ISBN 0-87749-661-7 
[NK4225.W53] 74-4058 9.95 

1. Pottery. I. Title. 

Prepared from C.I.P. 


JOHNSON, Deb. 738.3°0973 
Beginner’s book of American pottery; 
introduction to a field of collecting still 
relatively uncrowded, easy on the 
pocketbook, and full of delightful 
adventures, by Deb and Gini Johnson. Des 
Moines, Wallace-Homestead Book Co. 
[1974] 119 p. illus. (part col.) 23 cm. ISBN 


0-87069-079-5 [NK4005.J64] 74-181611 
5.95 


I. Pottery, American 2. Pottery— 
Collectors and collecting. I. Johnson, Gini, 
joint author. II. Title. TÍ Title: American 


pottery. 


OXFORD. 1739.2°074°02572 
University. Ashmolean Museum. Dept. of 
Antiquities. 

A catalogue of the Anglo-Saxon 

ornamental metalwork, 700-1100 in the 

Department of Antiquities, Ashmolean 

Museum, by David A. Hinton. Oxford 

[Eng.] Clarendon Press, 1974. xii, 81 p. 

illus., 20 p. of plates. 28 cm. ISBN 0-19- 

813187-9 Bibliography: p. 71-76. 

[NK6408.094 1974] 74-177284 

i. Art metal-work, Anglo-Saxon-——Catalogs. 

2. Art metal-work—Oxford—Catalogs. I. 

Hinton, David Alban. II. Title. 

Distributed by Oxford University Press, 

New York; 30.50. 


BRODER, Patricia 
Janis. 

Bronzes of the American West. New York, 

H. N. Abrams [1974] p. ISBN 0-8109- 

0133-1 [NK7912.B76] 73-8848 35.00 

1. Bronzes—The West. 2. Sculptors, 

American. I. Title. 

Prepared from C.I.P. 


GREENE, Daniel E. 741.235 
Pastel, by Daniel E. Greene. Edited by Joe 
Singer. New York, Watson-Guptill 
Publications [1974] p. cm. ISBN 0-8230- 
3899-8 Bibliography: p. [NC880.G74] 74- 
13740 15.95 

1. Pastel drawing. I. Title. 

Prepared from C.I.P. 


THE Happiest hookers. 741.59 
{ist ed.] Chicago] Playboy Press 
{1974] 128 p. (chiefly illus.) 18 cm. 
*Cartoons from Playboy.” [NC1428.H28} 
74-76240 0.95 (pbk.). 

1. Prostitutes—Caricatures and cartoons. 2. 


739°,512°0978 


American wit and humor, Pictorial. T. 
Playboy. i 
HOLME, Geoffrey, 1887- 741.59 
ed. 


Caricature of to-day. With an introd. by 
Randall Davies. New York, A. & C. Boni, 
1928. Detroit, Gale Research Co., 1974. 
xi, 16 p. 136 plates. 28 cm. [NC1355.H6 
1974] 73-20081 14.00 

1. Caricatures and cartoons. I. Title. 


LYNCH, John Gilbert 741.5°909 
Bohun, 1884- 

A history of caricature, by Bohun Lynch. 
Boston, Little, Brown, 1927. Detroit, Gale 
Research Co., 1974. xiv, 126 p. illus. 23 
cm. ISBN 0-8103-4044-5 Bibliography: p. 
121-123. [NC1325.L9 1974] 74-6414 10.00 
J. Caricature—History. 2. Caricature— 
Great Britain-—History. I. Title. 


HESS, Hans, arc 
curator. 
George Grosz. [ist American ed.] New 
York, Macmillan [1974] p. cm. ISBN 0- 
02-551270-6 [NC1509.G78H47 1974] 74- 
7414 22.50 
J. Grosz, George, 1893-1959. 2. Politics in 
art. 3. German wit and humor, Pictorial. 
Prepared from CLP. 


741.5943 


CRANE, Roy. 741.5973 
Wash Tubbs. Compiled b Gordon 
Campbell and Jim Ivey; foleword by 






Charles Schultz, introd. by J „Ivey. New 
York, Luna Press [1974] p. cna. ISBN 0- 
914466-04-6 A colection of cl! Amic strips. 
ers -W37C7] 74-13208 9, OY 

ttle. 
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Prepared from C.I.P. Pbk. 6.00, ISBN. 0- 
914466-05-4. 


SALAJAN, Ioanna. 741,5°973 
Zen comics. Compiled and drawn by 
Ioanna Salajan. Rutland, Vt., C. E. Tuttle 


Co. [1974] 88 p. illus. 19 cm. ISBN 0- 
8048-1 120-2 ut books. H) 
[PN6727.S2Z3] 74-76121 2.75 (pbk.) 

£ Title. 


SCHULZ, Charles M. 741’.5°973 
A Charlie Brown Thanksgiving, by Charles 
M. Schulz. New York, Random House 
[1974] p. cm. ISBN 0-394-83047-4 
{[PN6728.P4S25] 74-17004 2.95; 4.79 (lib. 
bdg.). 

I. Title. 

Prepared from C.I.P. 


IRELAND, Patrick John. 741.672 
Fashion drawing for advertising. New 
York, Wiley [1974] p. ISBN 0-470-42833- 
3 ”A Halsted Press book.” [TT509.172] 74- 
3741 7.95 

1. Fashion drawing. I. Title. 

Prepared from C.I.P. 


GRASS, Gunter, 1927- 741.943 
Inmarypraise [by] Gunter Grass. Photos: 
Maria Rama. Layout: P. J. Wilhelm. 
{English translation by Christopher 
Middleton] New York, Harcourt Brace 
Jovanovich [1974] 87 p. illus. (part col.) 25 
cm. ISBN 0-15-144406-4 ”A Helen and 


Kurt Wolff book.” Translation of 
Mariazuehren. Poem in English and 
German. [NC251.G63R3513] 74-180420 
15.00 


1. Grass, Gunter, 1927- I. Rama, Maria. -II 
Title. 


GRANDVILLE, Jean Ignace 741.9°44 
Isidore Gerard, called, 1803-1847. 
Bizarreries and fantasies of Grandville; 266 
illustrations from Un autre monde and Les 
animaux. Introd. and commentary by 
Stanley Appelbaum. New York, Dover 
Publications [1974] xix, 165 p. (chiefly 
illus.) 29 cm. ISBN 0-486-22991-2 
Bibliography: p. xix. [NC1499.G66A85] 
73-76962 4.00 (pbk.} 

I. Grandville, Jean Ignace Isidore Gerard, 
called, 1803-1847, Autre monde 
Illustrations. 2. Grandville, Jean Ignace 
Isidore Gerard, called, 1803-1847. 
Animaux—lillustrations. I. Appelbaum, 
Stanley, ed. If Grandville, Jean Ignace 
Isidore Gerard, called, 1803-1847. Un 
autre monde. III, Hetzel, Pierre Jules, 
1814-1886. Scenes de la vie privee et 
publique des animaux. IV. Title. 


KRENKEL, Roy G., 1918- 741.973 
Cities & scenes from the ancient world, by 
Roy G. Krenkel. Pref. by Sanford Zane 
Meschkow. Philadelphia, Owlswick Press 
[1974] 82 p. (chiefly illus.) 34 cm. ISBN 0- 
913896-02-0 [NCi39.K73A43] 74-77464 
16.00 

I. Krenkel, Roy G., 1918- I Title. 


HOTCHKISS, John F. 745.1 
Limited edition collectibles; a handbook 
with prices [by] John F. Hotchkiss. New 
York, Hawthorn Books [1974] ix, 182 p 


illus. 24 cm. Bibliography: p. 18L 
[NK1125.H67 1974] 73-353 5.95 
l Art  objects—Limited editions— 


Collectors and collecting Handbooks; 
manuals, etc. I. Title. 


MILLER, Robert William, 
1922- 
Wallace-Homestead price guide to antiques 
and pattern glass, compiled and edited by 
Robert W. Miller. 2d ed. Des Moines, 
Wallace-Homestead Book Co. [1974] 390 


745.1 


81 
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p. illus. 23 om. [NK1125.M47 1974] 74- 
178258 6.95 

1. Art objects—Catalogs. 2. Pattern glass— 
Catalogs. I. Title. If. Title: Price guide to 
antiques and pattern glass. 


THE Random House 745.1 
collector's encyclopedia, 1851-1939. New 
York, Random House [1974] p. cm. ISBN 
0-394-49450-4 [NK28.R36] 74-5380 25.00 


d. Art objects-—-Dictionaries. I. Title: 
Collector’s encyclopedia. : 
Prepared from C.I.P. 

JACKSON, Holbrook, 745.44924 


1874-1948. 
William Morris & the arts & crafts. 
[Folcroft, Pa.] Folcroft Library Editions, 


1974. p. cm. Reprint of the 1934 ed. 
published by the Oriole Press, Berkeley 
Heights, N.J. [NK1148.J32 1974} 74- 
18287 6.50 i 


1. Morris, William, 1834-1896. 2. Arts and 
crafts movement. I. Title. 
Prepared from C.LP. 


*HOOGEWEGEN, Annelike, 
comp. 

The house and crafts book; over 100 ideas 
in full color, comp. by  Annelike 
Hoogewegen fand others], Trans. by 


745.5 


Patricia Crampton. New York, Dial, 1974 ` 


[c1971] 159 p. illus. (part. col.) 25 cm. 
ISBN 0-8037-3786-6 [TT155] 73-17945 
8.95 

1. Handicraft. I. Title. 


KROCHMAL, Arnold, 1919- 745.51 
The art of woodburning, by Arnold 
Krochmal and Connie Krochmal. New 


York, Drake Publishers [1974] p. cm. 
ISBN 0-87749-675-7 [TT 199.8.K76] 14- 
6132 7.95 

L ‘Pyrography. I. Krochmal, Connie, joint 
author. IT. Title. 

Prepared from C.I.P. 


THORPE, Heather G. 745.52 
A handweaver’s workbook. New York, 
Collier Books, [1974, c1956] x, 179 p. illus 
21 cm. [TT848.T45] 2.95 (pbk.) 

1. Hand weaving. I. Title. 


L.C. card number for original ed.: 56- 
7668. : 
MALESON, Benjamin. 745.53'1 


Leatherwork; a basic manual. First edition. 
Boston Little, Brown [1974] 178 p. illus. 
22 cm. ISBN 0-316-54457-5 (Little, Brown 
crafts series) Bibliography: p. 154. 
(TT290.M28] 74-11079 7.95 ` 

1. Leather work. I. Title. 

Pbk. 3.95, ISBN 0-316-54450-7 


MORROW, Mable. 745.53°1°09701 
Indian rawhide; an American folk art. 
With drawings and paintings by the author. 
[Ist ed.] Norman, University of Oklahoma 
Press [1974] p. cm. ISBN 0-8061-1136-4 
(The Civilization of the American Indian 
series, v. 132) Bibliography: p- 
[E98.L4M67] 73-7427 20.00 

i. Indians of North America—Leather 
work. 2. Parfleches. I. Title. II. Series. 
Prepared from G LP. 


WAGNER, Lee, 
How to have 


745.54 
fun with decoupage. 
Illustrated by Nancy Inderieden. 
[Mankato, Minn., Creative Education; 
distributed by Childrens Press, Chicago, 
1974] p cm. ISBN _ 0-87191-366-6 
(Creative education craft series) Briefly 
traces the origins of decoupage and gives 
instructions for three projects that 
introduce the basic techniques of this type 
of paper craft. [TT870.W25] 74-9829 4.45 
(lib. bdg.). 
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` Polystyrene foam craft, 


1. Decoupage—Juvenile riterature. L 
Inderieden, Nancy, illus. IL. Title. 
Prepared from C.I.P. 
LAWRENCE, L. L. 745.57 
bj L L 
Lawrence. Radnor, Pa. Chilton Book Co. 
[1974] x, 86 p. illus. 26 cm. ISBN 0-8019- 
6117-3 (Chilton’s creative crafts series) 
[TT297.L33] 73-22390 9.95 

1. Plastics craft. 2. Polystyrene. I. Title. 


TODD, Leonard. 745.59°2 
Trash can toys and games. Drawings by 
Chas. B. Slackman. Photos. by Carl 
Fischer. New York, Viking Press [1974] 
112 p. illus. 17 x 28 cm. ISBN 0-670- 
72433-5 "A Subsistence - Press book.” 
[TT174.T62 1974] 73-3953 6.95 

1. Toys. 2. Games. 3. Handicraft. I: Title. 


CREATIVE Educational 
Society, Mankato, Minn. 
How-to have fun making paper airplanes, 
by editors of Creative. Illustrazed by Melva 
Mickelson. [Mankato, Minn, Creative 
Education; distributed by Childrens Press, 
Chicago, 1973, c1974] 31 p. illus.. (part 
col.) 25 cm. ISBN 0-87191-294-5 (Creative 
craft book) Simple instructions for making 
various types of airplanes from paper. 
[TL770.C76 1973] 73-19589 4.95 
1. Paper airplanes—Juvenile literature. I. 
Mickelson, Melva, illus. IT. Title. 


HOLLANDER, Annette. 745.593 
Bookcraft: how to construct note pad 
covers, boxes, and other useful items. New 
York, Van Nostrand Reinhold [1974] p. 
cm. ISBN 0-442-23467-8 Bitliography: p. 
[TT157.H547] 74-5946 8.95 

1. Handicraft. 2. Bookbinding. I. Title. 
Prepared from C.I.P. Pbk. 5.95, ISBN 0- 
442-23468-6. 


745.59°28 


WAGNER, Lee. 745.5941 
How to have fun making Easter 
decorations. Illustrated ay Nancy 
Inderieden. [Mankato, Mina., Creative 


Education; distributed by Children’s Press, 
Chicago, 1974] p. cm. ISBN 5-87191-361- 
5 (Creative education craft series) 
Directiops for decorating eggs and making 
baskets for Easter. [TT900.E2W34] 74- 
10595 4.45 (lib. bdg.). i 
1. Easter decorations—Juven:le literature. 
I. Inderieden, Nancy, illus. IT. Title. 
Prepared from C.I.P. 


WAGNER, Lee. 745.5941 
How to have fun making holiday 
decorations. Illustrated by Nancy 
Inderieden. [Mankato, Mina., Creative 


Education, 1974] p. cm. ISBN. 0-87191- 
362-3 (Creative Education craft series) 
Instructions for creating decorations for 
Easter, Christmas, Valentine’s Day, Fourth 
of July, and other holidays throughout the 
year. [TT900.H6W33] 74-12308 4.45 

1. Holiday decorations—Juvenile literature. 
I. Inderieden, Nancy, illus. If. Title. 
Prepared from C.I.P. 


WALD, Robert. 745.5942 
Introduction to jewelry casting; an 
illustrated guide to casting methods for the 
beginning craftsman and hobbyist. New 
York, Association Press [1974] p. cm. 
ISBN 0-8096-1885-0 [TT212.W34] 74- 
18098 6.95 (pbk.) 

1. Jewelry making—Amateurs’ manuals. 2. 
Precision casting—Amateurs’ manuals. I. 
Title. 

Prepared from C.I.P. 


WAGNER, Lee. 745.92°8 
How to have fun pressing flowers. 
Illustrated by Nancy Inderieden. 


AMERICAN BOOK PUBLISHING RECORD 


[Mankato, Minn., Creative Education; 
distributed by Childrens Press, Chicago, 
1974] p. cm. ISBN 0-87191-365-8 
(Creative education craft series) A simple 
introduction to the art of pressing flowers 
and the uses of this craft. 
[SB449.3.P7W33] 74-8926 4.45 (lib. bdg.). 
1. Pressed Hower pictures—Juvenile 
literature. I. Inderieden, Nancy, illus. IT. 
Title. 

Prepared from C.I.P. 


KOVASH, Emily. 745.95°4 
How to have fun making cards. Illustrated 
by Nancy Inderieden. [Mankato, Minn., 
Creative Education, 1974] p. cm. ISBN 0- 
87191-360-7 (Creative education craft 
series) Briefly traces the history of greeting 
card messages and gives suggestions for 
making original cards for all occasions. 
[TT872.K68] 74-10532 4.95 (lib. bdg.). 

I. Greeting cards—Juvenile literature. I. 
Inderieden, Nancy, illus. If. Title. 

Prepared from C.I.P. 


HOPPE, Elisabeth, 1915- 746.1°4 
Free weaving on frame and loom [py] 
Elisabeth Hoppe, Estine Ostund [and] Lisa 
Melen. New York, Van Nostrand Reinhold 
[1974] p. ISBN 0-442-30038-7 Translation 
of Vava fritt i ram och vavstol. 
[TT848.H613] 73-16707 5.95 

i. Hand weaving. I. Ostund, Estine, 1924- 
Il. Melen, Lisa; 1917- IIT. Title. SOA 
Prepared from C.I.P. Pbk. 3.50, ISBN 0- 
442-30039-5, 


RAMELLI Dieci, Giuliana. 746.4 
A treasury of needle arts: stitch for stitch, 
thread for thread. New York, Drake 
Publishers [1974] p. cm. ISBN 0-87749- 
711-7 Translation of Puntoperpunto, 
filoperfilo. [TT750.R3413] 74-6438 19.95 


I. Needlework—Dictionaries. 2. Fancy 
work——-Dictionaries. 3. Needlework— 
Patterns. I. Title. 

Prepared from C.I.P. 

SPRINGER, Jo. 746.4 
Creative needlework. Solweig Hedin, 
designer. Edith Noonberg, editor. 


[Expanded ed.] New York, Wéstport Corp. 
[1974] 256 p. illus. (part col.) 29 cm. 
[TT753.S68 1974] 74-166279 9.95 

1. Needlework—Patterns. I. Title. 
Publisher’s address: 174.Fifth Aven N.Y. 
10010 


ZIMMERMANN, Elizabeth. 746.43 
A ‘knitter’s almanac. Photos. by Tom 
O SN New York, Scribner [1974] 
p. cm. ISBN 0-684- 14018-7 Bibliography: 
[TT820.Z54] 74-8425 5.95 

1. Knitting—Patterns. I. Title. 

Prepared from C.I.P. 


LONG, Edith, 1919- 746.44 
To the point about needlepoint; easy-to- 
follow diagrams and instructions for over 
100 different stitches, by Edith Long and 
Sara Schlintz. [New rev. ed.] New York, 
Cornerstone Library; [distributed by Simon 


& Schuster, 1974] 96 p. illus. 26 cm. 
[TT778.C3L66 1974] 74-177295 1.95 
(pbk.) 

1. Canvas embroidery. I. Schlintz, Sara, 
joint author. I. Title. HZ Title: 
Needlepoint. 

NEEDLEPOINT: design your 746.44 


own. [By] Muriel Bakef [and others] 
New York, Scribner [1974] x, 116 p. illus. 
28 cm. ISBN 0-684-13851-4 
(TT778.C3N44] 73-19291 12.50 

1. Canvas embroidery. I. Baker, Muriel L. 


ROSSE, Allianora. 746.474 
Flower embroidery. New York, Scribner 


NOVEMBER 30,1974 


[1974] p. cm. ISBN 0-684-14013-6 
[TT773.R66] 74-13063 9.95 


l. Embroidery—Patterns. 2. Design, 
Decorative—Plant forms. I. Title. 

Prepared from C.I.P. 

SIDNEY, Sylvia. 746.44 


Question and answer book on needlepoint. 
. New York, Van Nostrand Reinhold Co. 
[1974] p. cm. ISBN 0-442-27882-9 
Bibliography: p. [TT778.C385] 74-5949 


i. Canvas embroidery. I. Title. 
Prepared from C.I.P. 


BORAWSKA, M. Albertine. 746.7 
How to have fun making a rug, by M. 
Albertine Borawska. Illustrated by Nancy 
Inderieden. [Mankato, Minn., Creative 
Education, 1974] p. em. ISBN 0-87191- 
359-3 (Creative education craft series) A 
brief, easy-to-read history of rugs with 
instructions on making braided, scrap, or 
rag ye (TT850.B65] 74-14521 4.50 (lib. 
g 

i. Rugs—Juvenile literature. I Inderieden, 
Nancy, illus. H. Title. 

Prepared from C.I.P. 


BRADY, James, 
1928- 

Superchic. {ist ed.] Boston, Little, Brown 

[1974] p. cm. ISBN 0-316-10593-7 

Autobiographical. [TT505.B7A34] 74- 

13303°6.95 

1. Brady, James, 1928- I. Title. 

Prepared from C.I.P. 


ORLOFSKY, Patsy. 746.97 
Quilts in America, by Patsy and Myron 
Orlofsky. New York, McGraw-Hill [1974] 
p. cm. ISBN 0-07- 047725- 6 Bibliography: 
p. [NK9112.074] 74-6160 17.95 

1. Coverlets, American. I. Orlofsky, 
Myron, joint author. I. Title. 

Prepared from C.I.P. 


BALDWIN, Billy. - 747.21°3 
Billy Baldwin remembers. New York, 
Harcourt Brace Jovanovich [1974] p. cm. 
ISBN 0-15-112070-6 [NK2004.3.B34A22] 
74-8712 19.95 

J. Baldwin, Billy. 2. Interior decorators— 
United States—Correspondence, 
reminiscences, etc. I. Title. 

Prepared from C.I. P. 


KRAMER, Tack, 1927- 747.9 
How to use houseplants for beauty and 
decoration [by] Jack Kramer & Andrew 
Addkison. [ist ed.] Garden City, N.Y., 
Doubleday [1974] p. cm. ISBN 0-385- 
01415-5 (SB419.K713] 74-1771 9.95 

I. House plants in interior decoration. T. 
Addkison, Andrew, joint author. II. Title. 
Prepared from C.I.P. 


*MORRISON, Theodore. 747.95 
Chautauqua; a center for education, 
religion, and the arts in America. Drawings 
by Jane E. Nelson. Chicago, University of 
Chicago Press [1974] viii, 351 p. illus. 22 x 
23 cm. ISBN 0-226-54062-6 Bibliography: 
p. 339-341. [LC6301.C4] 74-75614 10.50 
i. Chautauquas. I. Title. 


KULASIEWICZ, Frank, 1930- 748.2 
Glassblowing. New York, Watson-Guptill 
Publications [1974] p. cm. ISBN 0-8230- 
2120-3 Bibliography: p. [TT298.K84 1974] 
74-12446 16.95 

1. Glass blowing and working. I. Title. 
Prepared from C.I.P. ` 


746.9°2'°0924 B 


SAVAGE, George, 1909- 748.29 
Giass and glassware. London, Octopus 
. Books, 1973, [i.e.1974] 128 illus. 


(chiefly col.) 32 cm. ISBN 0-7064-0143-3 


-1. Kitsch. 2. Paintings, 


Distributed in U.S.A. by Crescent Books, a 
eivision of Crown Publishers, New York. 
Ilus. or lining papers. Includes index. 
ENK5104.828] 74-177063 5.98 
" Glassware. I. Title. 

rt maak: Takaaki, 751.425 
"nk painting. Translated and adapted with 
zn introd. by Martin Collcutt. [Ist ed.] 
“Jew York, Weatherhill [1974] 143 p. illus. 
part col.) 23 cm. ISBN 0-8348-2712-3 
Arts of Japan, 7) Translation of 
suibokuga. Bibliography: p. [140] 
ND2462.M4 13] 73-88476 10.00 

1. Sumie. I. Collcutt, Martin. IT, Title. 

bk. 7.95; ISBN 0-8348-2713-1. 


a Coulton, 1896- "951.45 
Landscape painting with a knife. New 
York, Watson-Guptill Publications [1974] 
>. ISBN '-0-8230-2632-9 [ND1342.W37] 
74-11148 16.95 

d- Landscape painting—Technigue. 2. 
Palette knife painting. L Title. 

Prepared from C.I.P. 


LEE, D. Neil. 759.01'1'0968 
Art on the rocks of Southern Africa [by] 
D. Lee and H. C. Woodhouse. 
Drawings by Marion Didcott.. New York, 
Scribner [1974, c1970] 165 p. illus. (part 
sol.) 30 cm. ISBN 0-684-13742-9 
Bibliography: p. 164-165. [N5310.5.S6L4 
1974] 73-18801 15.00 ° 

1. Art, Prehistoric—Africa, Southern. L 
eee A. C, 1919- joint author. IL. 

itle. 


CELEBONOVIC, Aleksa. 
Some call it Kitsch: masterpieces of 
bourgeois realism. Text by Aleksa 
Lelebonovic. New York, H. N. Abrams 
J1974] 208 p. illus, col. plates. 
IND192.K54C44] 74-8396 25.00 

Modern—19th 


759.05 


century. I. Title. 


BAIGELL, Matthew. 759.13 
The American scene: American painting in 
the 1930's. New York, Praeger [1974] p. 
om. ISBN 0-275-46620-4 (American art & 
artists) Bibliography: [ND212.B28] 72- 
$9639 29.50 

I. Painting, American. 2., Federal Art 
Project. 3. Social realism. I. Title. II. 
Series. 

Prepared from C.I.P. 


DE KOONING, Willem, 1904- 759.13 
Willem de Kooning. Text by Harold 
Rosenberg. New York, Abrams [1974] p. 


ISBN 0-8109-0123-4 Bibliography: p. 
[ND237.D334R67] 73-15620 45.00 

l. De Kooning, Willem, 1904- I. 
Rosenberg, Harold. 

Prepared from CLP. 


HENDRICKS, Gordon. . 759.13 
Albert Bierstadt: painter of the American 
West. Text by Gordon Hendricks. New 
York, H. N. Abrams [1974] p. ISBN 0- 
8109-0151-X Bibliography: p. 
[ND237.B585H42] 73-14954 35.00 

i. Bierstadt, Albert, 1830-1902. 2. United 
States in art. 3. Landscape in art. 


‘Prepared from C.I.P. 


MCCRACKEN, Harold, 1894- 759.13 
The Frenk Tenney Johnson book; a master 
painter of the Old West. [Limited ed.] 
Garden City, N.Y., Doubleday, 1974. p. 
ie ISBN 0-385-00094-4 "Three hundred 
pies .../ no. -” Bibliography: p. 
[IND237. 372M28} 74-2373 30.00 
1, Johnson, Frank Tenney, 1874-1939. 1. 
Johnson, Frank Tenney, 1874-1939. II. 
Title. 
Prepared from C.I.P. 


“MITCHELL, Lucy B 1901- 


-York, 
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759.13 
The paintings of James Sanford Ellsworth, 
itinerant folk artist, 1802-1873.: catalog of 
an exhibition, by Lucy B. Mitchell. 
Williamsburg, Va., [The Colonial 
Williamsburg Foundation 1974 vii, 103 p. 
illus. 21 cm. ISBN 0-87935-025-3 Catalog 
of an exhibition presented by the Abby 
Aldrich Rockefeller Folk Art Collection, 
Williamsburg, Virginia, October 13- 
December 1, 1974. Bibliography: p. 101- 
103. [ND1337.U6E495] 74-14365 7.00 
(pbk.) 

1. Ellsworth, James Sanford, 1802-1873 or 
4. 2. Primitivism in art—United States. I. 
Ellsworth, James Sanford, 1802-1873 or 4. 
i. Abby Aldrich Rockefeller Folk Art 
Collection, Williamsburg, Va. III Title. 


SECREST, Meryle. 759.13 B 
Between me and life; a biography of 
Romaine Brooks. [ist ed.] Garden City, 
N.Y., Doubleday, 1974. p. cm. ISBN 0- 
385-03469-5 Bibliography: p. 
[ND237.B872S42] 74-6991 12.50 

1. Brooks, Romaine. I. Title. 

Prepared from C.I.P. 


KENNEDY 759.13°074'01471 
Galleries, inc., New York. 
Recently acquired American masterpieces 
of the 19th and 20th centuries. [New, 
1974] [44] p. col. illus. 28 cm. 
[ND210.K46 1974] 74-177234 5.00 (pbk.) 
I. Paintings, American—Catalogs. 2. 
Painting, Modern—I19th century—United 
States. 3. Painting, | Modern—20th 
century—United States. 4. Water-colors, 
American—Catalogs. I. Title. 


PAULSON, Ronald. 759.2 B 
Hogarth: his life, art, and times [by] 
Ronald Paulson. Abridged by Anne Wilde. 
[Abridged ed] New Haven, Yale 
University Press, 1974. xiii, 461 p. illus. 24 
cm. ISBN 0-300-01766-9 Bibliography: p. 
443-444. [ND497.H7P39] 73-91338 20.00 
1. Hogarth, William, 1697-1764. I. Wilde, 
Anne. - 

Pbk. 8.95, ISBN 0-300-01763-4. 


MOREAU, Gustave, 1826-1898. 759.4 
Gustave Moreau [by] Julius Kaplan. [Los 
Angeles] Los Angeles County Museum of 
Art [1974] 149 p. illus. (part col.) 28 cm. 
ISBN 0-87587-059-7. Catalog. ” Exhibition 
dates: Los Angeles County Museum of 
Art, July 23-September 1, 1974. California 
Palace of the Legion of Honor, September 
14-November 3, 1974.” Bibliography: p. 
145-148. [ND553.M8K36] 74-76953 7.00 
(pbk.). 

1. Moreau, Gustave, 1826-1898. I. Kaplan, 
Julius. II. Los Angeles Co., Calif; Museum 
of Art, Los Angeles. III. California Palace 
of the Legion of Honor, San Francisco. 


ROBINSON, Franklin 759.9492 
Westcott. 
Gabriel Metsu (1629-1667); a study of his 
place in Dutch genre painting of the 
golden age, by Franklin W. Robinson. New 
York, A. Schram [1974] p. cm. ISBN 0- 
8390-0130-4 First prepared as the author’s 
dissertation, Harvard. Bibliography: p. 
[ND653.M595R62] 74-19143 45.00 : 
1. Metsu, Gabriel, 1629-1667. 2. Painting, 
Dutch—History. 3. Painting, Moderrn— 


_17th-18th centuries—Netherlands. I. Title. 


Prepared from C.I.P. 


*SLIVE, Seymour, 1920- 7599492 
Frans Hals. 
Volume 3, 1974, catalogue is available 


from Praeger, New York, for 25.00. ISBN 
0-7148-1447-4. L.C. card no. 71-112414. 
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GROSSMAN, Julian. 760°.092°4 
Echo of a distant drum: Winslow Homer 
and the Civil War. New York, H. N. 
Abrams [1974] p. cm. ISBN 0-8109-0225- 
7 Bibliography: p. [N6537.H58G76] 74- 
5363 25.00 

1. Homer, Winslow, 1836-1910. 2. United 
States—History—Civil War, 1861-1865— 


Art and the war. I Homer, Winslow, 
1836-1910. IT. Title. 
Prepared from C.I.P. 
RAINE, Kathleen 760°.09274 


Jessie, 1908- 
Blake and England, by Kathleen Raine. 
[Folcroft, Pa.] Folcroft Library Editions, 
1973, [i.e. 1974] p. cm. Reprint of the ed. 
published by W. Heffer, Cambridge, Eng., 
in series: Founders’ memorial lecture, 
Girton College, 1960. [PR4146.R3 1973] 
73-20088 5.00 (lib. bdg.). 

i. Blake, William, 1757-1827—Criticism 
and interpretation. I. Title. II. Series: 
Cambridge. University. Girton College. 
Founders’ memorial lecture, 1960. 
Prepared from C.I.P. 


KNIGIN, Michael. 763 
The contemporary lithographic workshop 
around the world [by] Michael Knigin 
[and] Murray Zimiles. New York, Van 
Nostrand Reinhold Co. [1974] p. cm. 
ISBN 0-442-24480-0 [NE2298.K64] 77- 
149257 40.00 


1. Lithographic workshops. I. Zimiles, 
_ Murray, joint author. IT. Title. 

Prepared from C.I.P. 

CONSTANTINE, Mildred. 769.5 


Revolutionary Soviet film posters [by] 
Mildred Constantine and Alan Fern. 
Baltimore, Johns Hopkins University Press 
[1974] xi, 97 p. illus. 31 cm. ISBN 0-8018- 
1641-6 Bibliography: p- 92-93. 
[PN1995.9.P5C6] 74-6817 12.95 

1. Film posters, Russian. I. Fern, Alan 
Maxwell, 1930- joint author. II. Title. 


KADUCK, John M. 769.5 
Patriotic postcards, by John M. Kaduck. 
[lst ed.] Des Moines, Iowa, Printed *by 
Wallace-Homestead Co. [1974] 67 p. illus. 
28 cm. [NC1878.P3K32] 74-177233 4.95 

1. Postal cards—United States—Catalogs. 
2. Patriotism in art. I. Title. 


KLAMKIN, Marian. 769.5 
Picture postcards. Illustrated with photos. 
by Charles Klamkin. New York, Dodd, 
Mead [1974] 192 p. illus. 31 cm. ISBN 0- 
396-06889-8 Bibliography: p. 190. 
[NC1872.K55 1974b] 73-15063 15.00 

1. Postal cards—Collectors and collecting. 
I. Title. 


PICK, Albert. 769.5594 
. Catalogue of European paper money since 

1900. 2d ed. New York, Sterling Pub. Co. 

[1974] 336 p. illus. 26 cm. ISBN 0-8069- 

6030-2 Translation of Papiergeldkatalog. 

(HG353.P5213 1974] 74-178196 16.95 

1l. Paper money—Catalogs. 2. Paper 

money—E£Europe. I. Title. 

Library binding 13.98; ISBN 0-8069-6053- 

l. 


BOWYER, Mathew J. 
How to become an expert on stamp 
collecting, and other postal hobbies, by 
Mathew J. Bowyer. Santa Clara, Calif., T. 
J. Rowen Booklet Service [1974] vi, 59 1. 
28 cm. [HE6215.B6] 74-82252 1.50 (pbk.) 


i. Postage-stamps—Collectors and 
collecting. I. Title. 
Publisher’s address: 49 Linden Dr., Santa 


Clara, Calif., 95050. 
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769’.56’075 ° 


BRADLEY, Will H., 
1962. 

Will Bradley: his graphic art; a collection 
of his posters, illustrations, typographic 
designs & decorations. Edited by Clarence 
P. Hornung. New York, Dover 
Publications [1974] xxxvi p., 89 [i.e. 97] p. 
of illus. 31 cm. ISBN 0-486-22120-2 
[NC139.B7H67] 73-87711 4.00 (pbk.) 

J. Bradley, Will H, 1868-1962. I 
Hornung, Clarence Pearson, ed. 


1868- 769.924 


769.944 
The great wave: the influence of Japanese 
woodcuts on French prints. An exhibition 
at the Metropolitan Museum of Art, 14 
January through 9 March 1975. [New 
York, Metropolitan Museum of Art] 
distributed by New York Graphic Society 
[1974] p. cm. ISBN 9-87099-098-5 
Bibliography: p. [NE647.6.14193] 74-16187 
15.00 


1. Prints, French—Exhibitions. 2. Prints, 
French—Japanese influences. 3. 
Impressionism (Art)—France. 4. Ukiyoe. I. 
New York (City). Metropolitan Museum 
of Art. IT. Title. 

Prepared from C.I.P. 


FEININGER, Andreas, 1906- 770 
The creative photographer. Rev. ed. 
Englewood Cliffs, N.J., Prentice-Hall 
[1975] p. cm. ISBN 0-13-190611-9 
[TR145.F395 1975] 74-13922 9. 95 

1. Photography. I. Title. 

Prepared from C.I.P. 


*INTERNATIONAL Symposium on 
Acoustical Holography. 

Acoustical holography; proceedings. 

Vol. 5, 1974, edited by Philip S. Green 

available from Plenum Press N.Y. for 

32.50. ISBN 0-306-37725-X. L.C. card 

no.: 69-12533. 


KENNEDY, Fern. 770 
Exploring photography. Englewood Cliffs, 
N.J., Prentice-Hall [and] Garden City, 
N.Y., Amphoto [1974] 448 p. illus. 25 cm. 


770 


ISBN 0-13-297549-1 (The Spectrum 
reference shelf. [SRS-3]) Includes 
bibliographies. [TR145.K43 1974] 72- 
91030 16.95 

1. Photography. I. Title. 

STORY, Alfred Thomas, 1842- 770 


1934. 

The story’ of photography. Rochester, 
N.Y., Visual Studies Workshop, 1974 
[c1902] 169 p. illus. 19 cm. ISBN 0-87992- 
003-3 (A Visual studies reprint book) 
Reprint of the 1904 ed. published by 


McClure, Phillips, New York. Includes 
bibliographical references. {TR15.S88 
1974] 73-22264 11.95 

1. Photography—History. I. Title. 

Pbk. 6.75, ISBN 0-87992-002-5. 

LOSS, Joan. 778.371 


What is it? A book of photographic 
puzzlers. [ist ed.] Garden City, N.Y., 
Doubleday [1974] 46 p. illus. 29 cm. ISBN 
0-385-00396-X The reader is challenged to 
identify close-up photographs of familiar 
objects found in most homes shown here 
from ten to thirty times larger than their 
real size. [TR684.L67] 73-9038 4.50 

1. Macrophotography—Juvenile literature. 
I. Title. 


KYBETT, Harry. 778.59 
How to use video tape recorders. [lst ed.] 
Indianapolis, H. W. Sams [1974] 264 p 
illus. 22 ċm. ISBN 0-672-21085-1 
[TK6655.V5K88] 74-78353 6.95 

1. Video tape recorders 2nd recording. I. 
Title. 
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MOSER, Lida. ‘778.8 
Fun in photography; special effects and 
tricks. Garden City, N.Y., Amphoto [1974] 
160 p. illus. 24 cm. ISBN 0-8174-0564-X 
[TR148.M67] 73-82107 8.95 

1. Photography, Trick. 2. Photography— 
Special effects. I. Title. 


MAYE, Patricia. 778.93 
Fieldbook of nature photography. With a 
foreword by Ansel Adams and drawings by 
Nicholas Fasciano. San Francisco, Sierra 
Club [1974] 209 p. illus. 16 cm. ISBN 0- 
87156-085-2 (A Sierra Club totebook) 
[TR721.M39] 73-86880 6.95 (pbk.). 

bE Nature photograph, y—Handbooks, 
manuals, etc. I. Title. 


KANSAS. 779°.074°018165 
University. Museum of Art. 

Language of light; a survey of the 
photography collection of the University of 
Kansas Museum of Art, February 3- 
February 24, 1974. [Lawrence, 1974] [96] 
p. illus. 23 x 26 cm. (Its Miscellaneous 
publications, no. 94) Catalog of an 
exhibition. [TR646.U6L385 1974] «74- 
621894 5.00 (pbk.). 

1. Photography, Artistic—Exhibitions. I. 
Title. II. Series. 


WAX, Marvin. 779°.4°09794 
Mystique of the missions; photographic 
impressions by Marvin Wax. Descriptive 
passages by Charles Francis Saunders and _ 
J. Smeaton Chase, selected from The 
California padres and their missions, 
published in 1915. [lst ed.] Palo Alto, 
Calif., American West Pub. Co. [1974] 111 

. chiefly col. illus. 29 cm. ISBN 0- 
910118-52-3. (An Images of America 
series book) [TR654.W36] 74-77396 12.50 

1. Photography, Artistic. 2. Spanish 
missions of California—Fictorial works. I. 
Saunders, Charles Francis, 1859-1941. The 
California padres and their missions. 
Selections. 1974. II. Title. 

Deluxe edition 15.00; ISBN 0-910118-53- 
1. 


Music 780-789 


ABRAHAM, Gerald Ernest Heal, 
1904- 

The tradition of Western * music [by] 
Gerald Abraham. Berkeley, University of 
California Press [1974] 130 p. music. .23 
cm. ISBN 0-520-02414-1 Based on the 
author’s Ernest Bloch lectures, Apr.-May 
1969. Includes bibliographical reférences. 
{ML60.A215T7] 72-97738 6.00 (pbk.). 

1. Music—Addresses, essays, lectures. I. 
Title. 


780 


REYNOLDS, Roger, 1934- 780.07 
Mind, models: new forms of musical 
experience. New York, Praeger [1974] p. 
cm. ISBN 0-275-53620-3 ME: R5] 75- 
189923 13.50 

I. Music—History and oriticism—20th 
century. 2. Music and society. I. Title. 
Prepared from C.I.P. 


HADLOCK, Richard. 780.922. 
Jazz masters of the twenties. New York, 
Collier Books [1974, c1965] 255 p. 21 cm. 
Includes bibliographies and descographies. 
[ML394.H33] 2.95 (pbk.) ° 

1. Jazz musicians. 2. Jazz music. 3. Jazz 
music—Discography. I. Title. 

L.C. card number for original ed.: 65- 
18469. 


KOLODIN, Irving, 1908- 780.924 
Interior Beethoven. [1st ed.] New York, A. 


NOVEMBER 30,1974 


A. Knopf, 1974. p. ISBN 0-394-46626-6 
[ML410.B42K64] 74-7741 12.50 


1. Beethoven, Ludwig van, 1770-1827. 
Works. I. Title. 

Prepared from C.I.P. 

MOREUX, Serge. 780°.92°4 B 


Bela Bartok. Pref. by Arthur Honegger. 
Translated from the French by G. S. 
Fraser and Erik de Mauny. New York, 
Vienna House [1974] 224 p. 21 cm. ISBN 
0-8443-0105-1 Partial reprint of the 1953 
ed. published by Harvill Press, London. 


”Works by Bartok”: » 221-224. 
Cy 1974] 74-77494 2.95 
pbk.). 


1. Bartok, Bela, 1881-1945. 


ADELMANN, Marianne, comp. 780.94 
Musical Europe. Edited by Marianne 
Adelmann. [New York] Paddington Press 
[1974] p. cm. ISBN  0-8467-0031-X 
[ML21.A25] 73-20960 7.95 (pbk.) 

1. Music—Europe—Directories. I. Title. 
Prepared from C.I.P. 


YGELL, John H. 780°.948 
The Nordic sound; explorations into the 
music of Denmark, Norway, Sweden, by 
John H. Yoell. Foreword by Anta! Dorati. 
Boston, Crescendo Pub. Co. [1974] viii, 
264 p. illus. 24 cm. ISBN 0-87597-090-7 
”Composers gallery”: p. 59-229. 
Discography: p. 233-259. [ML310.Y63] 74- 
75034 9.50 

1; Music—Scandinavia—History and 
criticism. 2. Music—Scandinavia—Bio- 
bibliography. I. Title. 


COLWELL, Richard. 781 
Concepts for a musical foundation. {by] 
Richard Colwell [and] Ruth Colwell. 
Englewood Cliff,.N.J., Prentice-Hall [1974] 
307 p. illus. 21 x 29 cm. ISBN 0-13- 
166298-8 [MT7.C787C6] 73-4749 9.95 


(pbk.) 

1. Music—Theory, Elementary— 
Programmed instruction. I. Colwell, Ruth, 
joint author. IT. Title. 


RISATTI, Howard, 1943- 7817.24 
New music vocabulary: a guide to 
notational signs for contemporary music. 
Urbana, Ill, University of Illinois Press, 
1974. p cm. ISBN  0-252-00406-X 
Bibliqgraphy: p. [ML431.R6] 73-81565 
4.95 (pbk.) 

J. Musical notation. I. Title. 

Prepared from C.I.P. 


BERKOWITZ, Sol. 781.3 
improvisation through keyboard harmony: 
Englewood Cliffs, N.J., Prentice-Hall 
[1975] $ ISBN 0-13-453472-7 
[MT224.B49314] 74-2160 7.95 

f. Harmony, Keyboard. 2. Improvisation 
(Music) I. Title. 

Prepared from C.I.P. 


GITLER, Ira. 78 1'°.570922. 
Jazz masters of the forties. New York, 
Collier Books [1974, c1966] 290 p. 21 cm. 
Includes bibliographies and discographies. 
[ML395.G58] 2.95 (pbk.) 

1. Jazz musicians. I. Title. 

L.C. card number for original ed.: 66- 
17874. 


DONINGTON, Robert. 781.63 
The interpretation of early music. New 
version. New York, St. Martin’s Press 
[1974] 766 p. music. 26 cm. Bibliography: 
B T [ML457.D64 1974] 73-81205 
.00 

1. Music—Performance. 2. Style, Musical. 
3. Music—History and criticism—Sources. 
4. Musical instruments. I. Title. 


CHAO, Mei Pa, 1907- 781.751 
The yellow bell; a brief history of Chinese 
music. New York, Gordon Press [1974] p. 
ISBN 0-87968-135-7 Translation of La 
cloche jaune. Reprint of the 1934 ed. 
published by Barberry Hill, Baldwin, Md. 
Bibliography: p. [ML336.C4613 1974] 74- 
3567 29.95 (lib. bdg.) 

1. Music, Chinese—RHistory and criticism. 
L. Title. 

Prepared from C.I.P. 


PHAM-DUY. 781.7°597 
Musics of Vietnam. Edited by Dale R. 
Whiteside. Carbondale, Southern [Illinois 
University Press [1975, ie.1974] p. cm. 
ISBN 0-08-093644-1 Bibliography: 
(ML345.V5P54] 74-17249 8.95 

i. Music, Vietnamese—History 
criticism. I. Whiteside, Dale R. 
Title. 

Prepared from C.I.P. 


COWDEN, Robert H. 782.1°06°274795 
The Chautauqua Opera Association, 1929- 
1958; an interpretative history [by] Robert 
H. Cowden. [University, Miss.?7] National 
Opera Association, 1974. iv, 85 p. 23 cm. 
(NOA monograph series, v. 1) 
[ML1711.8.C45C5] 74-77605 3.50 (pbk.). 

I. Chautauqua Opera Association. I. Series: 


and 
ed. H. 


National Opera Association NOA 
monograph series, v. 1. 
BRESLIN, Herbert 782.1°092’2 B 


H., ‘comp. 
The tenors [by] Herbert H. Breslin. New 
York, Macmillan Pub. Co. [1974] p. cm. 
ISBN 0-02-515000-6 [ML400.B745T4] 74- 
11332 7.95 
1. Singers—Biography. I. Title. 
Prepared from C.I.P. Contents omitted. 


DONINGTON, Robert. 782.1°092°4 
Wagner's Ring” and its symbols; the 
music and the myth. New York, St. 
Martin’s Press [1974] 342 p. 22 cm. 
”Appendix of music ise ats 
306. Bibliography: 
[ML410.W15D6 19746] Th 75421 11.95: 
4.95 (pbk.) 

1. Wagner, Richard, 1813-1883. Der Ring 
des Nibelungen. I. Title. 


LEHMANN, Lotte. 782.1'092'4 B 
My many lives, translated by Frances 
Holden. Westport, Conn., Greenwood 
Press [1974, c1948] p. cm. ISBN 0-8371- 
7361-2 Reprint of the ed. published by 
Boosey & Hawkes, New York. 
(ML420.L33A37 1974] 74-3689 13.75 

1, Lehmann, Lotte. I. Holden, Frances, tr. 
I. Title. 

Prepared from C.I.P. 


*GAY, John. 782.13 
The Beggar’s Opera, ed. by Peter Elfred 
Lewis. New York Barnes & Noble [1974, 
c1973] 143 p. 23 cm. Bibliography: p 140- 
143. [ML50.5] 0-06 7.50 

1. Operas—tLibrettos. I Lewis, 
editor II. Title. 

Pbk. 3.25; ISBN: 0-06-492341-X. 


ZADAN, Craig. 782.8 10924 B 
Sondheim & Co. New York, Macmillan 
[1974] p cm. ISBN  0-02-633380-5 
Bibliography: p. [ML410.S6872Z2] 74- 
14997 9.95 

i. Sondheim, Stephen. 2. Musical revue, 
comedy, etc. I. Title. 

Prepared from C.I.P. 


GREEN, Stanley. 782.8°1'0973 
The world of musical comedy; the story of 
the American musical stage as told through 
the careers of its foremost composers and 
lyricists. Foreword by Deems Taylor. 3d 


Peter. 
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ed., rev. and enl. Sou Brunswick, A. S. 
Barnes [c1974] xvi, 556 p. illus. 26 cm. 
ISBN 0-498-01409-6 [M11711 G74 1974] 
73-5777 17.50 

1. Musical revue, Jamia ete.—United 
States. 2. Composers, American. 3. 
Librettists, American. I. Title. 


BLUME, Friedrich, 1893- 783.026 
Protestant church music; a history. By 
Friedrich Blume, in collaboration with 
Ludwig Finscher [and others}. Foreword 
by Paul Henry Lang. [Ist ed.] New York, 

W. W. Norton [1974] p. cm. ISBN 0-393- 
02176-9 Translation of Geschichte der 
evangelischen Kirchenmusik, 2. Aufl. 

published by Barenreiter Verlag, Kassel, 
New York, 1965; with 3 additional’ 
chapters written for the English ed. 
Bibliography: p. [ME3100.B5913] 74-8392 


1. Church music—Protestant churches. L 
Title. 
Prepared from C.I.P. Contents omitted. 


MORSE, Charles. 784’.092'2 B 
Jackson Five. Text: Charles and Ann 
Morse. Illus.: Dick Brude. Design concept: 
Mark Landkamer. Mankato, Minn., 
Creative Education [1974] p. ISBN 0- 
87191-389-5 Traces the Jackson Five’s rise 
to fame, describes their family life, and 
gives a brief biography of each of the five 
stars. [ML3930.J3M67] 920 74-12248 4.95 
(lib. bdg.) 

1. Jackson 5 (Musical group)—Juvenile 
literature. I. Morse, Ann, joint author. I. 
Brude, Dick, illus. IH. Title. 

Prepared from C.I.P. 


NITE, Norm N. 784’.092’2 B 
Rock on; the illustrated encyclopedia of 
rock n’roll: the solid gold years, by Norm 
N. Nite. New York, T. Y. Crowell Co. 
[1974] p. ISBN 0-690-00583-0 
Discógiuiphy: p- [ML105.N49] 74-12247 


1. Rock music—Bio-bibliography. I. Title. 
Prepared from C.I.P. 


PIRMANTEN, Patricia. 784’.092'2 B 
The Beatles. Illustrator: Dick Brude. 
Mankato, Minn., Creative Education 


[1974] p. cm. ISBN 0-87191-398-4 Offers 
individual biographical sketches of the four 
Beatles with emphasis on their collective 
careers. [ML3930.B39P6] 920 74-14656 
4.95 (lib. bdg.) 

1. The Beatles—Juvenile 
Brude, Dick, illus. II. Title. 
Prepared from C.I.P. 


BARCLAY, Pamela. 

Charley Pride. I\lustrator: 
Design concept: Mark  Landkamer. 
ena p Minn., Creative Education 
[1974] p. cm. ISBN  0-87191-397-6 


literature. I. 


784’.092°4 B 
Dick Brude. 


* [ML420.P973B3] 74-14659 4.95 (lib. bdg.) 


I. Pride, Charley—Juvenile literature. I. 
Brude, Dick, illus. If. Title. 
Prepared from C.I.P. 


BEAL, Kathleen. 784.0924 B 
Bob Dylan. Iilustrator: John Keely. 
Mankato, Minn., Creative Education 


[1974] p. cm. ISBN 0-87191-399-2 
[ML3930.D97B4] 74-13936 4.95 (lib. bdg.) 
1. Dylan, Bob, 1941- —-Juvenile literature. 
I Keely, John, illus. IL Title. 

Prepared from C.I.P. 


HASEGAWA, Sam. 784.09274 B 
Stevie Wonder. Illustrator: Dick Brude. 
Mankato, Minn., Creative Education 
[1974] p. cm. ISBN 0-87191-395-K A 
biography of the blind black musician who 
from early childhood showed signs of the 
talent that has made him one of America’s 
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most erformers. 
eels wesh D 74-14746 4.95 (lib. 


dg 
1. Wonder, Stevie—Juvenile literature. I. 
Brude, Dick, illus. H. Title. 
Prepared from C.I.P. 


MORSE, Charles. 784’.092'4 B 
Carly Simon. Text: Charles & Ann Morse. 
Mlustrator: Dick Brude. Designs concept: 
Mark Landkamer. Mankato, Minn., 
Creative Education [1974] p. cm. ISBN 0- 
87191-393-3 A biography stressing the 
musical career of composer-folk singer 
Carly Simon. [ML3930.S55M7] 92 74- 
14550 4.95 (lib. bdg.) 

i. Simon, Carly—Juvenile literature. I. 
Morse, Ann, joint author. II. Brude, Dick, 
illus. TII. Title. 

Prepared from C.I.P. 


MORSE, Charles. 784’.092°4 B 
Roberta Flack [by] Charles and Ann 
Morse. Illustrator: John Keely. Mankato, 
Minn., Creative Education [1974]. p. 
ISBN 0-87191-396-8 [ML3930. F54M7] 
74-13938 4.95 (lib. bdg.) 

1. Flack, Roberta—Juvenile literature. T. 
Morse, Ann, joint author. IH. Keely, John, 
illus. HI. Title, 

Prepared from C.I.P. 


OLSEN, James T. . 784.0924 B 
Aretha Franklin [by] James T. Olsen. 
Ilustrator: John Keely. Mankato, Minn., 
Creative Education [1974] p. cm. ISBN 0- 
87191-390-9 A brief biography 
emphasizing the career of Aretha Franklin. 
Ca ae 92 74-14672 4.95 (lib. 
Be 

I. Franklin, Aretha—Juvenile literature. I. 
Keely, John, illus. If. Title. 

Prepared from C.I.P. 


TAYLOR, Paula. 
Johnny Cash. John Keely, illustrator. 
Mankato, Minn., ‘Creative Education 
[1974] p. cm. ISBN 0-87191-391-7 A 
brief biography emphasizing the career of 
the singer whose songs often express his 
concern for "poor and forgotten people.” 
[ML3930.C27T4] 74-14549 4.95 (lib.) 

1. Cash, Johnny—Juvenile literature. I. 
Keely, John, illus. If, Title. 

Prepared from C.I.P. 


784.0924 B 


. MORSE, Charles. 784.4924 B 
John Denver. Text: Charles and Ann 
Morse. Illustrator: John Keely. Design 
concept: Mark Landkamer. Mankato, 
Minn., Creative Education [1974], p. cm. 
ISBN 0-87191-392-5 A brief biography 
stressing the professional career of singer 
and songwriter, John Denver. 
[ML3930.D42M7] 92 74-14551 4.95 (lib.) 

i. Denver, John,—Juvenile literature. I. 
Morse, Ann, joint author. II. Keely, John, 
illus. HT. Title. 

Prepared from C:LP. 


SIATY, Van Ambrose, 784.93 
1900. £ ; 
Expressive singing [by] Van A. Christy. 3d 
ed. Dubuque, Iowa, W. C. Brown Co. 
[c1974- v. illus. 28 cm. ISBN 0-697- 
03649-9 [MT825.C505] 73-81855 5.95 
(pbk. vol. 1)- 


1. Singing—Methods. I. Title. 


FURLONG, William 785’.06277311 
Barry. 

Season with Solti; a year in the life of the 
Chicago Symphony Orchestra. New York, 
Macmillan Pub. Co., 1974. p. cm. ISBN 
0-02-542000-3 [ML200.8.C52S96] 74- 
17446 8.95 s 

I. Solt, Georg, Sir, 1912- 2. Chicago 
„Symphony Orchestra. l. Title. 
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Prepared from C.I.P. 


SCURO, Vincent. 785°.06°7 10973 
Presenting the marching band. Foreword 
by Donald E. Angelica. New York, Dodd, 
Mead [1974] xii, 144 p. illus. 24 cm. ISBN 
0-396-06959-2 [MT733.4.84] 74-2594 4.95 
1. Marching bands. I. Title. 


BARCLAY, Pamela. 785.420924 B 
Duke Ellington; ambassador of music. 
Ilustrated by Harold Henriksen. Mankato, 
Minn.,, Creative Education; [distributed by 
Childrens Press, Chicago, 1974] p. cm. 
ISBN 0-87191-367-4 (Personal close-ups) 
A biography of the black musician who in 
fifty years has composed 2000 songs and 
petformed them all over the world. 
[ML3930.E44B3] 92 74-8211 4.95 

1. Ellington, Duke, 1889- —Juvenile 
literature. I. Henriksen, Harold, illus. IL. 
Title. 

Prepared from C.I.P. 


TEETER, Don E. 
The acoustic guitar; adjustment, care, 
maintenance, and repair [by] Don E. 
Teeter. Norman, pa University of 
Oklahoma Press [1974] ISBN 0-8061- 
1219-0 Bibliography: p. IML1016. G8T44} 


` -74-5962 20.00 


J: Guitar—Construction. I. Titie. 
Prepared from C.I.P. ` 


WHEELER, Tom. 787.612 
The guitar book. [lst ed.} New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
014559-5 [ML1016.G8W5] 74-5797 12.50 
1. Guitar. I. Title. 

Prepared from C.I.P. 


FORCE, Robert. 787.9 
in search of the wild dulcimer [by] Robert 
Force and Albert D’Ossche. [Ist ed.} New 
York, Vintage Books [1974] p. cm. ISBN 
0-394-71064-9 “Books and records of 
aie p. [MT634.D9F7] 74-8909 3.95 
pbk. 

i. Dulcimer—Methods—Self instruction. I. 
D’Ossche, Albert, joint author. IT. Title. 
Prepared from C.I.P. 


HOWE, Hubert S. 

Electronic music synthesis; concepts, 

facilities, and techniques [by] Hubert S. 

Howe. New York, W. W. Norton [1975, 

i.e.1974] p. cm. ISBN 0-393-02179-3 

Bibliography: p. [MT41.H735E4] 74-10722 
2.50 


i Composition (Music)—Mecaanical aids. 
2. Music—Acoustics and physics. 3. 
Musical instruments, Electronic. 4. 
Computer composition. I. Title. ` 
Prepared from C.I.P. 


WELLS, Thomas, D.M.A. 789.9 


‘The technique of electronic music, by 


Thomas Wells & Eric S. Vogel. Austin, 
Tex., University Stores [1974] x, 291 p. 
illus. 22 x 28 cm. ISBN 0-88408-057-9 
Includes bibliographies. [ML10¢2.W43] 74- 
176116 9.95 (pbk.). - 
ił. Musical instruments, Electronic. 2. 
cia music—History and criticism. I. 
itle. 


Sports 790-799 


NEULINGER, John. 790.0135 
The psychology of leisure; research 
approaches to the study of leisure. 


Springfield, Ill., Thomas [1974] xxii, 216 p. 
24 cm. ISBN 0-398-03106-1 Bibliography: 
p. 189-203. [GV14.N38] 73-22246 9.75 

i. Leisure—Psychological aspects. T. Title. 


787612 


789.9, 
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NEUMANN, Eva A. 790.1 
The elements of play, by Eva A. 
Neumann. New York, MSS Information 
Corp. [1974] . cm. Bibliography: p. 
[LB1137.N39] 74-18061 12.00; 6.25 (pbk.). 
1. Play. L Title. 

Prepared from C.I.P. 


YERIAN, Cameron John. 791 
Showtime. Cameron & Margaret. Yerian, 
editors. Chicago, Childrens Press [1974] p. 
cm. ISBN 0-516-01309-2 "Fun time 
books.” Gives suggestions for creating a 
number of skits or acts for use in 
producing a variety show or circus. 
[PN1584.Y4] 74-12480 5.25 ; 

1. Performing arts—Juvenile literature. I. 
Yerian, Margaret, joint author. II. Title. 
Prepared from C.I.P. 


- LARSON, Norita. 791.0924 B 
Walt Disney. Ulustrated by Harold 
Henriksen. Mankato, Minn., Creative 


Education [1974] p. cm. ISBN 0-87191- 
407-7 A brief biography of the well-known 
producer of animated cartoons who ` 
became world-famous as creator of MicKey 
Mouse and Disneyland. [PN1998.A3D528] 
92 74-14925 4.95 


1. Disney, Walt, 1901-1966—Juvenile 
literature. I. Henriksen, Harold, illus. IT. 
Title. 

Prepared from C.I.P. 

WILEY, Jack. i 791.34 
Basic circus skills. (Harrisburg, Pa.] 


Stackpole Books [1974] p. cm. ISBN 0- 
8117-0190-5 Instructions for developing 
seventeen basic circus skills including 
unicycling, juggling, tightwire artistry, and 
clowning. [GV551.W54] 74-8896 6.95 

1. Acrobats and acrobatism. 2. Circus. I. 
Title. 

Prepared from C.I.P. 


BOWLES, Stephen E., 
1943- 
Index to critical film reviews in British and 
American film periodicals, together with: 
Index to critical reviews of -books about 
film, 1930-1972. Compiled and edited by 
Stephen E. Bowles. New York, B. Franklin 
[1974- . cm. Contents—v. 1. A-M. 
[Z5784.M9B64] 74-12109 19.50 (lib. bdg.) 
1. Moving-pictures—Reviews—Indexes. 2. 
Moving-pictures—Periodicals—indexes. 3. 
Moving-pictures—Book reviews—ZIndexes. 
I Bowles, Stephen E., 1943- Index to 
critical reviews of books about film. 1974. 
IT. Title. 
Prepared from C.I.P. 


791.43°01'6 


HARCOURT, Peter. 791.43°0233°0922 
Six European directors; essays on the 
meaning of film style. [Harmondsworth, 
Eng., Baltimore} Penguin Books [1974] 
286 p 18 cm. ISBN 0-14-021665-0 
(Pelican books) Includes bibliographical 
references. [PN1994.H267] 74-177197 2.50 
(pbk.) 

1. Moving-picture plays—History and 
criticism. I. Title. 


PARISH, James 
Robert. 

Film directors: a guide to their American 

films, by James Robert Parish and Michael 

R. Pitts. Metuchen, N.J., Scasecrow Press, 

1974. p. cm. ISBN 0-8108-0752-1 

[PN 1998.P24] 74-17398 15.00 

1. Moving-pictures—Catalogs. 2. Moving- 

picture producers and directors—United 

‘States. I. Pitts, Michael R., joint author. IL. 

Title. 

Prepared from C.I.P. 


791.43°0233'0922 


NOVEMBER 30,1974 


WELLMAN, 791.43'0233'0924 B 
William Augustus, 1896- 

A short time for insanity; an autobiography 

[by] William A. Wellman. New York, 

Hawthorn Books [1974] ix, 276 p. illus. 25 

em. *Filmography:” Pp. 263-271. 

[PN1998.A3W46 1974] 73-11743 10.00 


1. Wellman, William Augustus, 1896- I. 
Title. 

BECK, Calvin 791.43'028°0922 
Thomas. 

Heroes of the horrors. New York, 
Macmillan [1974] p. cm. ISBN 0-02- 


508190-X Contents.—Lon Chaney, Sr.— 
Bela Lugosi.—Boris Karloff.—Peter 
Lorre.—-Lon Chaney, Jr.—Vincent Price. 
([PN1998.A2B38] 74-18315 9.95 | 

1. Horror films—Biography. I. Title. 
Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
02-012110-5. 


HAGEN, John 
Milton, 1892- 
Holly-would! Nus. by Feg Murray. New 
Rochelle, Aay Arlington House 
Publishers [1974] 254 p. illus. 24 cm. 
ISBN 0-87000-282-1 [PN1994.9.H27] 74- 
17487 7.95 
i. Moving-picture actors and actresses— 
Anecdotes, facetiae, satire, etc. I. Title. 


HAWKINS, Jack, 
1910-1973, 
Anything for a quiet life; the 
autobiography of Jack Hawkins. With a 
postscript by Doreen Hawkins. New York, 
Stein and Day [1974, c1973] 180 p. illus. 
24 em, ISBN 0-8128-1708-7 
([PN2598.H346A3 1974] 74-78527 7.95 
1. Hawkins, Jack, 1910-1973. I. Title. 


KNOWLES, 791.43°028'0922 B 
Eleanor, 1937- 
The films of Jeanette MacDonald and 
Nelson Eddy. With film credits by John 
Robert Cocchi [and] music credits and 
discography by J. Peter Bergman. South 
Brunswick, A. S. Barnes [1974] p. cm. 
ISBN 0-498- 01218-2 [PN2287.M16K5] 73- 
148 25.00 
1. MacDonald, Jeanette, 1907-1965. 2. 
Eddy, Nelson, 1901-1967. I. Title. 
Prepared from C.I.P. 


MANVELL, Roger, 
190% œ 

Chaplin. [lst ed.] Boston, Little Brown 

[1974] p cm. ISBN 0-316-54550-3 

(Library of world biography) Bibliography: 

p. [PN2287.C5M28] 74-13119 6.95 

1. Chaplin, Charles, 1889- 

Prepared from C.I.P. 


LIEHM, Antonin J., 
1924- 
Closely watched films; the Czechoslovak 
experience [by] Antonin J. Liehm. White 
Plains, N.Y., International Arts and 
Sciences Press [1974] 485 p. illus. 24 cm. 
ISBN 0-87332-036-0 ”Filmography”: p. 
72-94987 


791.43'028°0922 


791.43°028'0924 


791.43°09437 


eon [PN1993.5.C9L48] 
ds Moving-pictures—Czechoslovak 


Republic. 2. Moving-picture producers and 
directors-—Interviews. I. Title. 


*ANOBILE, Richard J., 791.43°7 
comp. 

Frankenstein, edited by Richard J. 
Anobile. New York, Universe Books 


[1974] 256 p. illus. 29 cm. ISBN 0-87663- 
207-X. [PN1997] 74-77060 11.95 
1. Frankenstein (Motion picture) I. Title. 


MAYNARD, Richard A., 
comp. 
The Amenesn West on film: myth and 


791.437 


791.43°028'0924 B 


reality [zompiled by] Richard A. Maynard. 
Rochelle Park, N.J., Hayden Book Co. 
11974] p. cm. ISBN 0-8104-5895-0 (His 
Hayden film attitudes and issues series) 
Filmography”: p. Compares the reality of 
Western history with its Hollywood 
‘treatment in movies. [PN1995.9.W4M34] 
74-10945 3.50 (pbk:) 

1. Western films—History and criticism. 2. 
Westerr: stories—History and criticism. 3. 
The West—History—1848-1950. I. Titie. 
Prepared from C.I.P. 


VON STROHEIM, Erich, 
1885-1957. 

The camplete Wedding march of Erich 

von Stroheim, by Herman G. Weinberg. 

ie ed.] Boston, Little, Brown [1974] p. 
ISBN 0-316-92842-9 

[PN1997. W414V6] 74-16283 19.95 

i. Weinberg, Herman G. Ill. Wedding 

march, [Motion picture] III. Title. 

Prepared from C.I.P. 


YERIAN, Cameron John. 791.5°3 
Puppets & shadows plays. Cameron & 


791.43°7 


Margaret Yerian, editors. Chicago, 
Childrens Press [1974] p. cm. ISBN 0- 
516-01308-4 Fun time books.” 


Instructions for creating puppets and 
shadow figures and staging puppet shows 
and shadow plays. [PN1972.Y4] 74-12476 
5.25 


1. Puppets and puppet-plays—Juvenile 
literature. 2, Shadow pantomimes and 


Plays—Juvenile literature. I  Yertan, 

Margaret, joint author. II. Title. 

Prepared from C.1.P. 

O DONOVAN, Michael, 1903- 792 
1 

The art of the theatre, by Frank C’Connor. 

With front. by Louis Le  Brocquy. 


[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1947 ed. 
published by M. Friedberg, Dublin. 
[PN2039.03 1974] 74-4402 1€.00 (lib. 
bdg.). 

L. Theater. I. Title. 

Prepared from C.I.P. 


GOODRICH, Anne. 792°.0224°0974 
Enjoyiag the summer theatres of New 
England. [ist ed.] Chester, Conn, Pequot 
Press [1974] 150 p. illus. 23 cm. ISBN 0- 
87106-139-2 [PN2273.N4G6] 73-88252 
3.50 (pbk.) 

1. Summer theater—New England. I. Title. 


QUINTERO, Jose. 792’.C:233°0924 
If you don’t dance they beat you. "lst ed.] 
Boston, Little, Brown [1974] p. cm. ISBN 
0-316-72920-5 [PN2287.Q54A3] 74-10965 
8.95 

1. Quintero, Jose. I. Title. 

Prepared from C.I.P. 


HOLMAN, L. E. 792'.028'0924 B 
Lamb's ’Barbara S—'; the life of Frances 
Maria Kelly, actress, by L. E. Holman. 
[Folcroft, Pa.] Folcroft Library Editions, 
1973, fi.e.1974] p. Reprint of the 1935 ed. 
published by Methuen, London. 
{PN2598.K37H6 1973] 73-12897 17.50 
(lib. bdg.). 

l. Kelly, Frances Maria, 1796-1882. 2. 
Lamb, Charles, 1775-1834. I. Title. 
Prepared from C.I.P. 


BARRAULT, Jean 
Louis. 
Memaries for tomorrow; the memoirs of 
Jean-Louis Barrault. Translated by 
Jonathan Griffin. New York, Dutton, 
1974. 336 p. illus. 25 cm. ISBN 0-525- 


792’.092°4 B 


15503-1 Translation of Souvenirs pour 
demain. [PN2638.B27A3513] 73-20837 
10.00 
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1. Barrault, Jean Louis. 2. Actors— 


Correspondence, reminiscences, etc. I. 
Title. ° 
HALLIWELL-PHILLIPPS, = 797.0942 


James Orchard, 1820-1889. 

The visits of Shakespeare's company of 
actors to the provincial cities and towns of 
England, illustrated by extracts gathered 
from corporate records. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1887 ed. published by the 
author at Brighton, Eng. [PR3095.H3 
1974] 74-16103 6.50 

1. Shakespeare, William, 1564-1616—Stage 
history—To 1625. I. Title. 

Prepared from C.I.P. 


[RALPH, James] 4.1762. 792.0942 
The case of our present theatrical disputes, 
fairly states, in which is contained, a 
succinct account of the rise, progress, and 
declension of the ancient stage; a 
comprehensive view of the management of 
the Italian, Spanish, French, and Dutch 
theatres, with some free remarks upon our 
own ... London, Printed for J. Robinson, 
1743. [New York, AMS Press, 1974] p. 
cm. ISBN 0-404-05208-8 [PN2593.R3 
1974] 70-174295 17.50 


1. Theater-—-Great Britain. 2. Theater— 
History. I. Title. 

Prepared from C.I.P. 

ERNST, Alice Henson. 792’.09795 


Trouping in the Oregon country; a history 
of frontier theatre. Westport, ‘Conn., 
Greenwodd Press [1974, c1961] p. cm. 
ISBN 0-8371-7821-5 Reprint of the ed. 
published by the Oregon Historical 
Society, Portland. Bibliography: 
[PN2273.N6E7 1974] 74-15552 11.25 

1. Theater—Northwest, Pacific—Historv. I. 
Title. 

Prepared from C.I.P. 


MAZO, Joseph H. 792.8°09747'1 
Dance is a contact sport, by Joseph H. 
Mazo. [ist ed.] New York, Saturday 
Review Press [1974] p. [GV1786.N4M38] 
74-7177 9.95 

1. New York City Ballet. 2. Ballet. I. Title. 
Prepared from C.I.P. 
MCMULCAN; Frank Alonzo, 792.9 
Directing Shakespeare in the contemporary 
theatre [by] Frank McMullan. [lst ed.] 
New York, R. Rosen Press [1974] 175 p 
illus. 29 cm. ISBN 0-8239-0284-6 (The 
Theatre student) Bibliography: p. 172. 
Discusses techniques for producing and 
directing Shakespeare’s plays, the problems 
involved, and ways of adapting the plays 
to contemporary styles. [PR3091.M3] 74- 
17342 12.50 

1, Shakespeare, William, 1564-16!6— 
Dramaturgy. I. Title. 


DE ZOETE, Beryl, 
1884-1962 

Dance and drama in Bali, by Beryl de 
Zoete and Walter Spies. With a pref. by 
Arthur Waley. Kuala Lumpur, New York, 
Oxford University Press [1973, i-e.1974] 
xx, 343 p. illus. 28 cm. Originally 
published in 1938. Includes bibliographical 
references. [GV1703.B3D4 1973] 74- 
177285 34.00 

I. Dancing—Bali (Island) 2. Balinese 
drama. I. Spies, Walter, joint author. II. 
Title. 


KENDRICK, Edith 
Johnston, 1913- 
Regional dances of Mexico, by Edith 
Johnston. Illus. by Louise Remund. Skokie, 
fll, National Textbook Co. [1974] 58 p. 


793.3°19598'6 


793.3°1972 
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ilus. 23 cm. [GV1627.K45 
174981 1.60 (pbk.). 
l. Dancing—Mexico. 2. Indians of 


Mexico—Dances. 3. Folk dance music, 
Mexican. 4. Amateur theatricals. I. Title. 


HOWARD, Blanche Phillips. 793.3°2 
The dance of the self. New York, Simon 
and Schuster [1974] p. cm. ISBN 0-671- 
21838-7 [GV1783.H66] 74-17232 8.95 

1. Modern dance. I. Title. 

Prepared from C.I.P. 


LAKE, Antony. 193.73 
A potpourri of picture quizzes. New York, 
Hart Pub. Co. [1974, c1973] 160 p. illus. 
21 cm. ISBN 0-8055-1109-1 (A Pocketful 
of pleasure) [GV1507.P47L34] 72-96624 
1.95 (pbk.) 

1. Picture puzzles. I. Title. 


SWAN, Arthur. 793.73 

Wit twisters. Illustrated by Doug 

T New York, Bell Pub. Co. [1974] 
cm. ISBN 0-517-13927-8 

[GV 1507. A5S92] 74-77812 1.49 (pbk.) 

1. Anagrams. I. Title. 


Prepared from C.I.P. Available from 
Crown. 
*FORD, Aida 793.732 


Bible quizzes, jumbles and matches. Grand 
Rapids, Baker Book House [1974] 63 p. 
illus. 20 cm. ISBN 0-8010-3462-0 (Baker's 
gir and puzzle series.) [GV1507] 1.50 


pbk. 
1. Bible—Word games I. Title. 


*SMITH, Willard S. 793.732 
Bible acrosties, [by] Willard S. Smith. 
Grand Rapids, Baker Book House [1974] 1 
v. (unpaged) illus. 22 cm. ISBN 0-8010- 
8022-3 (Baker's quiz and puzzle series.) 
[GV 1507] 1.50 (pbk.) 

1. Bible—Crossword puzzles. I. Title. 


YOUNGMAN, Henny. 793.8 
Bar bets, bar jokes, bar tricks. [lst ed.] 
Secaucus, N.J., Citadel Press [1974] 127 p. 
illus. 21 cm. ISBN — 0-8065-0404-8 
([GV1547.Y77] 73-90951 5.95 

1. Conjuring. 2. Tricks. 3. Wit and humor. 
4. Drinking customs. I. Title. 


COCKBURN, Alexander. 794.1°01°9 
Idle passion; the psychology of chess. New 
York, Village Voice [1974] p. cm. ISBN 
0-671-21817-4 Includes bibliographical 
references. [GV1448.C62] 74-10751 

L Chess—Psychology. 2 Chess— 
Biography. I. Title. 

Prepared from C.I.P. Available from Simon 
& Schuster; 7.95. 


ROBINSON, Robert, Sir, 
1886- 

The art and science of chess; a step-by-step 
approach [by] Robert Robinson [and] 
Raymond Edwards. [lst U.S. ed.] New 
York, Harper & Row [1974, c1973] 137 p. 
illus. 23 cm. ISBN  0-06-013578-6 
Bibliography: p. [136]-137. Text and 
diagrams explain the basic principles of 
chess. [GV1446.R64 1973b] 73-7451 7.95 
1. Chess. I Edwards, Raymond, joint 
author. IT. Title. 


EVANS, Larry 794.122 
What's the best move? Chess quiz. New 
York, Simon and Schuster [1974, c1970] 
186 p. illus. 21 cm. ISBN 0-671-21758-5 
[GV1450.E94] 2.95 (pbk.) 

1, Chess—Openings. I. Title. 

L.C. card number for original ed.:: 72- 
87946. 


LEVY, David N. L. 794,1°22 
Sacrifices in the Sicilian [by] D. N. L. 
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794.12 


Levy. 


oF 


{ist American ed] New York, 
McKay [1974] vii, 166 p. illus. 23 cm. 
ISBN 0-679-13039-K [GV1450.2.S5L36 
1974b] 73-92146 7.95 

i. Chess—Openings. I. Title. 


STEINER, George, 1929- 794.157 
Fields of force; Fischer and Spassky at 
Reykjavik. New York, Viking Press [1974} 
86 p. illus. 24 cm. ISBN 0-670-31178-2 
Edition for 1973 published under title: The 
sporting scene: white knights of Reykjavik. 
[GV 1455.S84 1974] 73-7692 8.95 

1. Fischer, Bobby, 1943- 2. Spasskii, Boris 
Vasilevich, 1937- 3. Chess—Tournaments, 
1972. F. Title. 


CAPABLANCA, Jose Raul, 
1888-1942. 

The immortal games of Capablanca, 
selected an annotated by Fred Reinfeld, 
introduction by Robert Byrne. New York 
Collier Books [1974] xi, 466 p. illus. 21 
cm. ISBN 0-02-029690-8 Reprint of the 
1942 ed. published by Horowitz and 
Harkness, New York, in series: Chess 
classics series. [GV1439.C3A29 1974] 74- 
8894 4.95 (pbk.) 

I. Capablanca, Jose Raul, 1888-1942. 2. 
Chess—Collections of games. I. Reinfeld, 
Fred, 1910-1964, ed. If. Title. III. Series: 
Chess classics series. 


794.1°5S9 


CLAUSE, Frank 194.6 
How to win at bowling. Edited by George 
Sullivan. New York, Cornerstone Library, 
(1974, cl961] 144 p. illus. 21 cm. 
[GV903.C55] 1.95 (pbk.) 

1. Bowling. I. Title. 

L.C. card number for original ed: 6l- 
14555. 


SCARNE, John. 
Scarne on cards. 75 illus. by George 
Karger. Updated enl. ed. New York, 
Crown Publishers [1974] viii, 535 p. illus. 
24 cm. ISBN 0-517-51541-5 [GV1247.837 
1974] 73-91527 9.95 

1. Cardsharping. I. Title. 


STEIG, Irwin, 1901- 795.412 
Common sense in poker. Illus. by William 
Steig. New York, Cornerstone Library, 
(1974, c1963] 188 p. illus. 21 .cm. 
[GV1251.S68] 1.95 (pbk.) 

1. Poker. I. Title. 

L.C. card number for original ed.: 62- 
11780. 


795.4 


KANTAR, Edwin B., 1932- 795.4152 
Bridge conventions; a guide to 
understanding techniques of modern 


bidding [by] Edwin B. Kantar. No. 


Hollywood, Calif, Wilshire Book Co. 


[1974, c1972] 124 p. 28 cm. ISBN 0- 
87980-013-5 [GV1282.3.K18 1974] 73- 
187974 4.00 (pbk.). 

1. Contract bridge. I. Title. 

ROONEY, John F. 796.0973 


A geography of American sport: from 
Cabin Creek to Anaheim [by] John F. 
Ronney, Jr. Reading, Mass., Addison- 
Wesley Pub. Co. [1974] 306 p. illus. 25 
cm. (Addison-Wesley series in the social 
significance of sport) Bibliography: p. 290- 
301. [GV583.R66] 73-16555 6.95 (pbk.) 

1. Sports—-United States. 2. Sperts—Social 
aspects—United States. I. Title. 


MARGOLIS, Fred. 796.32°3°0207 
Basketball fram dribbleniks. Illustrated by 
Tony Tallarico. [New York] Stadia Sports 
Pub. [1974] 158 p. illus. 20 cm. (Sports 
venture, v. 1, no. 1) [GV885.1.M37] 73- 
90420 1.50 (pbk.). 

1. Basketball—Miscellanea. I. Title. 


AMERICAN BOOK PUBLISHING” RECORD 

DEEGAN, Paul J., 796.3730924 B 
1937- : 
Jerry West, by Paul J. Deegan. Illustrated 
by Harold Henriksen. Mankato, Minn., 
Creative Education distributed by 
Childrens Press, Chicago [1973] c1974. 29 
p. illus. (part col.) 25 cm. ISBN 0-87191- 
311-9 (Creative’s superstars) "Prepared for 
the publisher by Amecus Street.” A brief 
biography of the star of the Los Angeles 
Lakers basketball team who holds many 
scoring records. [GB884.W4D43] 92 73- 
19525 4.95 
1. West, Jerry, 1938- —Juvenile literature. 
L Henriksen, Harold, illus. Il. Amecus 
Street, inc. Hl. Title. 
JACKSON, Robert 796.32°3'0924 B 
B. 

Earl the pearl; the story of Earl Monroe, 
by Robert B. Jackson. [Rev. ed.] New 
York, H. Z. Walck [1974] p. cm. ISBN 0- 
8098-2100-1 A biography of the high 
scoring basketball guard, Earl Monroe, 
concentrating on his careers with the 
Baltimore Bullets and the New York 
Knicks. [GV884.M6J3 1974] 92 74-5476 
4.95 
J. Monroe, Earl, 
literature. 2. 
literature. I. Title. 
Prepared from C.I.P. 


PAYE, Burrall, 1938- 796.3232 
The winning power of pressure defense in 
basketball. West Nyack, N.Y., Parker Pub. 
Co. [1974] p. cm. ISBN 0-13-961300-5 
[GV888.P39] 74-11136 8.95 
1. Basketball—Defense. ` 
coaching. I. Title. 

Prepared from C.I.P. 


SAMARAS, Robert T. 796.3232 
Cut-and-slash basketball [by] Robert T. 
Samaras. West Nyack, N.Y., Parker Pub. 
Co. [1974] p. cm. ISBN 0-13-196592-1 
Discusses the strategy and techniques of 
an offensive basketball system based on the 
concept of maintaining constant pressure 


1944- —Juvenile 
Basketball—Juvenile 


2. Basketball 


on the defense regardless of type. 
([GV889.S19] 74-8347 7.95 

1. Basketball—Offense. I. Title. 

Prepared from C.I.P. 

SCHURMAN, Dewey, 1943- 796.325 


Volleyball. [1st ed.] New York, Atheneum, 
1974. 141 p. illus. 22 cm. ISBN %-689- 
10632-7 Basic volleyball techniques 
including chapters on rules, strategy, and 
physical conditioning. [GV1017.V6S38 
1974] 74-77622 5.95 

1. Volleyball. I. Title. 


DAUGHERTY, Hugh. 796.3320924 B 
Duffy: an autobiography [by] Duffy 
Daugherty with Dave Diles. Garden City, 
N Y., Doubleday, 1974. 168 p. illus. 22 
: ISBN 0-385-05821-7 
FGV939. D34A32] 73-14044 6.95 
J. Daugherty, Hugh 2. Football. 3. 
Football coaching. I. Diles, Dave. IT. Title. 


TASRSON, Robert 796.3320924 B 


Pe Namath, superstar, by Robert B. 
Jackson. Rev. ed. New York, H. Z. Walck 
[1974] p. cm. ISBN 0-8098-2102-8 A 
biography of the football player who rose 
to fame as quarterback for the New York 
Jets. [GV939.N28J32 1974] 92 74-5475 
4.9 . 
1. Namath, Joe Willie, 1943- —Juvenile 
literature. 2. Football—Juvenile literature. 
Prepared from C.I.P. 


MENDELL, Ronald L., 
1943- 
Who’s who in football, by Ronald Mendell 


796.33°2°0922 
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and Timothy’ Phares. New Rochelle, N.Y., 
Arlington House [1974] p. cm. ISBN 0- 
sue [GV939.A1M46] 74-17336 
9.9 

1. Footbail—Biography—Dictionaries. I. 
Phares, Timothy, joint author. If. Title. 
Prepared from C.I.P. 


SMITH, Jay H. 796.33'2°0924 
Fran Tarkenton, by Jay H. Smith. 
Illustrated by Harold Henriksen. Mankato, 
Minn., Creative Education; [distributed by 
Childrens Press, Chicago, 1974] p. cm. 
ISBN 0-87191-376-3 Traces the football 
career of the controversial quarterback of 
the Minnesota Vikings whose exciting 
running in emergencies has earned him the 
nickname ”The Scrambler.” 
[GV939.T3864] 92 74-9863 4.95 (lib. bdg.) 
1. Tarkenton, Francis A. 2. Minneapolis. 
Football club (National League) I. 
Henriksen, Harold, illus. Ul. Title. 

Prepared from C.I.P. 


SMITH, Jay H. 5 796.33°2°0924 B 
Roger Staubach, by Jay He Smith. 
Ilstrated by Harold Henriksen. Mankato, 
Minn., Creative Education [1974] p. cm. 
ISBN = 0-87191-378-X Traces Roger 
Staubach’s rise to number one quarterback 
of the Dallas Cowboys after joining the 
team as a twenty-seven-year-old rookie 
following four ears in Vietnam. 
[GV939.S733863] 92 74-13134 4.95 (lib. 
bd 


g). 
1. Staubach, Roger, 1942-—Juvenile 
literature. 2. Football—Juvenile literature. 
I. Henriksen, Harold, illus. II. Title. 
Prepared from C.I.P. 


TWOMBLY, Wells. 796.33'2°0924 B 
Shake down the thunder! The official 
biography of Notre Dame’s Frank Leahy. 
[Ist ed.] Radnor, Pa., Chilton [1974] p. 
cm. ISBN 0-8019-5943-8 [GV939.L35T92] 
74-17348 8.95 

1. Leahy, Frank William, 1908-1973. 2. 
Notre Dame, Ind. University—Football. 3. 
Football. 4: Football coaching. I. Title. 
Prepared from C.I.P. 


WRIGHT, Steve. 796.33°2°0924 
I'd rather be Wright; memoirs of an 
itinerant tackle [by] Steve Wright, with 
William Gildea and Kenneth Turan. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] *. cm. ISBN _ 0-13-449785-6 
[GV939.W74A34] 74-11168 7.95 

1. Wright, Steve. 2. Football. I. Gildea, 
William. If. Turan, Kenneth. III. Title. 
Prepared from C.I.P. 


RAY, Gary F. 796.3322 
Coach's guide to the slot I offense [by] 
Gary F. Ray. West Nyack, N.Y., Parker 
Pub. Co. [1974] p. cm. ISBN 0-13- 
139410-X [GV951.8.R38] 74-11291 8.95 

1. Football—Offense. 2. Football coaching- 
L Title. 

Prepared from C.I.P. 


SULLIVAN, George, 1927- 796.3322 
Linebacker! New York, Dodd, Mead 
[1974] 124 p. illus. 19 x 24 cm- 
[GV951.1.894] 74-2597 4.95 
1. Football—Defense. I. Title. 


BLOUNT, Ray. 796.33°264°097488E 
About three bricks shy of a load; a highly 
irregular lowdown on the year the 
Pittsburgh Steelers were super but missec 
the bowl. [Ist ed.] Boston, Little, Browr 
[1974] p. cm. ISBN 0-316-10006-4 "A 
Sports illustrated book.” [GV956.P57B58_ 
74-12080 8.95 

1. Pittsburgh Steelers (Football club) Z 
Football. 1. Title. 

Prepared -from GIP. 


- GONZALES, Pancho, 


SQUIRES, Dick. 796.34 
The complete book of platform tennis, 
edited by Dick Squires. Illustrated with 
photos. and line drawings by Laura 
Duggan. Boston, Houghton Mifflin, 1974. 
p- cm. ISBN 0-395-19445-8 [GV 1006.573] 
74-13313 9.95 

1. Paddle tennis. I. Title. 

Prepared from C.LP. 


1928- 796.34’22 
Winning tactics for weekend singles [by] 
Pancho Gonzales and Joe Hyams. [lst ed.] 
New York, Holt, Rinehart and Winston 
[1974] p. cm. ISBN 0-03- 013136- 7 
[GV9S5.G65] 74-4808 6.95 

1. Tennis—Miscellanea. I. Hyams, Joseph, 
joint author. I. Title. : 

Prepared from C.I.P. 


KING, Billie Jean. 796.3422 
Billie Jean King’s secrets of winning tennis 
[by] Billie Jean King and Joe Hyams. [Ist 
ed.] New York, Holt, Rinehart and 
Winston [1974] p. cm. ISBN 0-03- 
013141-3 [GV995.K49] 74-5095 6.95 

1. Tennis—Miscellanea. I. Hyams,- Joseph, 
joint author. I. Title. IH. Title: Secrets of 
winning tennis. 

Prepared from C.LP. 


*MCCORMACK, Mark H. 796.3526405 
The World of professional golf. 

Golf annual 1974 edition is available from 
Athereum, N.Y. for 14.95. ISBN 0-689- 
10623-8. L.C. card no.: 68-13716. 


WEIN, Horst. 796.355 
The science of hockey. Translated from the 
German by David Belchamber. [London] 
Pelham Books [1973, i.e.1974] xiii, 236 p. 
illus. 23 cm. ISBN 0-7207-0578-9 Label 
mounted on t.p: Sole distributor for the 
U.S.A.: Transatlantic Arts, Levitzown, New 
York. Translation of Hockey: lernen und 
lehren. Includes bibliographical references. 
[GV847.W4713] 74-180435 9.50 

1. Hockey. I. Title. 


HASEGAWA, Sam. 796.357°092°4 B 
Mickey Mantle. Wlustrated by Harold 
Henriksen. Mankato, Minn., Creative 
Education; [distributed by Childrens Press, 
Chicago, 1974] p. cm. ISBN 0-87191-375- 
5 A biography of the New York Yankee 
famed for his legendary hitting ability. 
[GV&65.M33H37] 74-9807 4.95 (lib. bdg.) 
1. Mantle, Mickey, 1931-  —Juvenile 
literature. 2. Baseball—Juvenile literature. 
I. Henriksen, Harold, illus. IT. Title. 
Prepared from C.I.P. 


HIRSHBERG, 

Albert, 1909-1973. 
The up-to-date biography of Henry Aaron, 
quiet superstar. New York, Putnam [1974] 
189 p 22 cm. ISBN 0-399-20424-5 
Published in 1969 under title: Henry 
Aaron; quiet superstar. A biography of the 
baseball player who displaced Babe Ruth 
as the hitter with the greatest number of 
career home runs. [GV865.A25H5 1974] 
92 74-80656 4.97 (lib. bdg.). 


796.3570924 B 


I. Aaron, Henry, 1934- —Juvenile 
literature. 2. Baseball—Juvenife literature. 
T. Title. ° 

NEFT, David S. 796.357°64°0973 


The sports encyclopedia: baseball [by] 
David S. Neft, Roland T. Johnson [and] 
Richard M. Cohen. Text by Jordan A. 
Deutsch. New York, Grosset & Dunlap 
[1974] 478 p. 28 cm. ISBN 0-448-11670-7 
cay tables. [GV877.N43] 73+15137 
1. Baseball—Statistics. I. Johnson, Roland 
T., 1940- joint author. If. Cohen, Richard 


700 THE ARTS 


M., 1938- joint author. Hf. Deutsch, 
Jordan A. IV. Title. 

BEARSE, Ray. 796.54 
The canoe camper'’s handbook. [New 


York] Winchester Press [1974] xv, 366 p. 
illus. 19 cm. ISBN  0-87691-094-0 


` Bibliography: p. [343]-356. [GV790.B42] 


73-78836 7.95 
J. Canoes and canoeing. 
Outfits, supplies, etc. L Title. 


DUNCAN, S. Blackwell. 796.54 
‘Backpacking, tenting & trailering [by] S. 
Blackwell Duncan. Chicago, Rand 
MeNally [1974] 192 p. illus. (part col.) 28 
em. ISBN 0-528-84396-6 Published in 
1972 and 1973 under title: Camping today. 
Bibliography: p. 185-186. [GV191.7.D86 
1974] 74-180239 6.95 

1. Camping. I. Title. 

Pbk. 3.95, ISBN 0-528-84398-2. 


BELT, Forest H. 796.6 
Forest H. Belt’s easi-guide to multispeed 
bicycling. Text by Forest H. Beit and 
Bonnie C. Smith and Carmen W. Wilson. 
{ist ed.] Indianapolis, H. W. Sams [1974] 
144 p. illus. 22 cm. ISBN 0-672-21096-7 
[TL410.B44] 74-79347 3.50 (pbk.) 

I. Bicycles and tricycles. 2. Cycling. [. 
Smith, Bonnie C., joint author. IH, Title. 


2. Camping— 


II, Title: Easi-guide to  multispeed 
bicycling. 
DELONG, Fred. 796.6 


DeLong’s guide to bicycles & bicycling: 
the art & science. [ist ed.] Radnor, Pa., 
Chilton Book Co. [1974] x, 278 p. illus. 29 
cm. ISBN  0-8019-5846-1 Includes 
bibliographical references. [TL410.D44 
1974] 74-4133 12.95 

1. Bicycles and tricycles. 2. Cycling. I. 
Guide to bicycles & bicycling. If. Title. 


*GARDNER, Frank 796.72 
Castrol racing drivers’ manual by Frank 
Gardner with Doug Nye, and a foreword 
by Eric Broadley. New York, Arco, [1974, 
c1973]. 160 p. illus. 22 cm. ISBN G-668- 
03458-0 [TL236] 73-93418 8.50. 

1. Automobiles, racing. I. Nye, Doug, joint 
author. II. Title. 


*GILL, Barrie, comp. 796.7°2 
Motor sport yearbook 1974, edited by 
Barrie Gill. New York, Collier Books 
1974, 1973] 380 p. illus. 21 cm. 
GV 1029.2] 5.95 (pbk.) 

1, Automobile racing— Yearbooks. I. Title. 


JARES, Joseph 
Frank, 1937- 
Whatever happened to Gorgeous George? 
The blood and ballyhoo of professional 
wrestling, by Joe Jares. Englewood Cliffs, 
N.J., Prentice-Hall [1974] p. cm. ISBN 0- 
13-951830-4 [GV1195.J37] 74-13312 7.95 


796.8°123°0973 


i, Wrestling—History. 2.  Wrestling— 
Biography. I. Title. 
Prepared from C.I.P. 

796.8°153 


PATTERSON, Cecil T., 
1930- ; 

An introduction to Wado-Ryu karate, by 

Cecil T. Patterson. Graphic design by 


Sunny Kim. Los Angeles, Ohara 
Publications, 1974. 95 p. illus. 23 cm. 
[GV476.P33] 74-82029 2.95 (pbk.). 

l. Karate. I Title. II. Title: Wado-Ryu 
karate. 

DOLAN, Edward F., 1924- 796.9'1 


The complete beginner's guide’ to ice 
skating [by] Edward F. Dolan, Jr. [Ist ed.] 
Garden City, N.Y., Doubleday [1974] 157 
p. illus. 24 cm. ISBN 0-385-01682-4 This 
beginners’ guide to ice skating includes 
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chapters on the first time on ice, ice safety, 
skating backward, curving, circles, figure 
skating, and other techniques. [GV849.D64 
1974] 73-10803 4.95 

1. Skating—Juvenile literature. I. Title. 


ORR, Bobby, 1948- 796.9°62'0924 B 
- Bobby Orr: my game [by] Bobby Orr’ with 
Mark Mulvoy. Special photography by 
: Heinz Klutmeir. [lst ed.] Boston, Little, 
Brown [1974] p. cm. ISBN 0-316-66490-1 


“A Sports illustrated book.” 
[GV848.5. O7A32] 74-14685 7.95 
1. Orr, Bobby, 1948- 2. Hockey. L 


Mulvoy, Mark. 
Prepared from C.I.P. 


SMITH, Jay H. 796.9°62’0924 B 
Bobby Orr, by Jay H. Smith. Illustrated by 
Harold Henriksen. Mankato, Minn., 
Creative Education; [distributed by 


Childrens Press, Chicago, 1974] p. ISBN 
0-87191-368-2 A biography of the 
Canadian boy who from the age of 
fourteen was primed to lead the Boston 
Bruins out of their losing streak into NHL 
victory. [GV848.5.07S58] 74-8848 4.95 
(lib. bdg.) 

1. Orr, Bobby, 1948-—Juvneile literature. 
2. Hockey—Juvenile literature. L 
Henriksen, Harold, illus. I. Title. 

Prepared from C.I.P. 


FILLINGHAM, Paul. 797.1°22 
The complete book of canoeing and 


kayaking. New York, Drake Publishers 
[1974] p. cm. ISBN 0-87749-698-6 
Bibliography: p. [GV783.F54] 74-6214 
12.95 

1. Canoes and canoeing. I. Title. 

Prepared from C.I.P. 

*SIMPLE guide to safer ' 797.124 
sailing and boating. New York, Arco, 
[1974] 85 p. illus. 27 cm. ISBN 0-668- 


03502-1 [VK543] 4.95 (lib. bdg.) 

1. Sailing. 2. Sailboats. 3. Boats and 
boating. 

Pbk. i 95, ISBN 0-668-03412-2. 


WALLACE, William N 797.124 
Sailing; a guide to handling, equipping, 
maintaining, and buying the small sailboat 
New York, Golden Press [1974, c1960] 
159 p. illus. 20 cm. (Golden Leisure 
Library) This title originally published in 
the Golden guide series. [GV811.W3] 2.95 
(pbk.). 

1. Sailing. T. Title. ` 

L.C. card number for original ed.: 61-8493 


KNIGHTS, Jack. 797.1°4 
Sail racer. Drawings by John Batchelor. St. 
Albans, Coles, 1973, [ie.1974] xi, 235 p. 
illus. 23 cm. ISBN 0-229-98674-9 
(Seamark series) Label mounted on t.p.: 
Transatlantic Arts, Inc., Levittown, New 
York 11756, sole distributor for the U.S.A. 
(GV811.5.K55 1973] 74-178221 16.50 

1. Sailboat racing. I. Title. 


*ELDER, Leon. 797.21 
Free beaches; a phenomenon of the 
California coast [with a] foreword [by] 
Alex Comfort. Santa Barbara, Calif., Capra 
Press 1974 [96] p. illus. 27 cm. ISBN 0- 
912264-75-6 [GV837] 4.95 

1. Swimming. I. Crawford, Tim. illus. I. 
Title. 


MAY, Judy. 797.2°3 

Great diving, by Judy and Dean May. 

e Pa.] Stackpole Books [1974- 
ISBN 0-8117-0753-9 

[Gv840. $78M389} 74-14587 5.95 

1. Skin diving—United States—Directories. 

i. May, Dean, joint author. II. Title. 
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Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
81-17-2022-5. 


WOLTERS, Richard A. 797.550924 
Once upon a thermal, by Richard A. 
Wolters. New York, Crown Publishers 
[1974] viii, 152 p. 22 cm. ISBN 0-517- 
re [GV765.U6W64 1974] 74-80313 
95 

I. Wolters, Richard A. 2. 
soaring—United States. I. Title. 


Gliding and 


*SETH-SMITH, Michael. 798.4 
International stallions and studs; the 
founders of modern world racing. New 
York, Dial Press, 1974. 160 p. zol. illus. 24 
em. ISBN 0-8037-4348-3 [SF321] 73- 
17993 12.50. 

1. Horse-racing. I. Title. 


RUBY, Earl. 798’.4°00924 B 
The golden Goose; story of the jockey who 
won the most stunning Kentucky Derby 
and then became a millionaire. With 
foreword by Eddie Arcaro. Verona, Wis., 
Edco-Vis Associates [1974] ix, 174 p. illus. 
23 cm. [SF336.G64R8] 74-177242 7.95 

1. Goose, Roscoe. 2. Kentucky Derby. I. 
Title. 


BARCLAY, Pamela. 798.43 
Secretariat. Illustrated by Harold 
Henriksen. Mankato, Minn.. Creative 


Education [1974] p. em. ISBN 0-87191- 
377-1 A biography of the hozse who in 
1973 became the ninth horse in ninety-one 
years to win the Triple Crown. 
(SF355. $42B37]. 74-11378 4. 95 {lib. bdg.) 
J. Secretariat (Race horse)—Juvenile 
literature. I. Henriksen, Harold, illus. II. 
Title. 

Prepared from C.I.P. 


BUTLER, Alfred Joshua, 
1850-1936. 

Sport in classic times. Los Altos, Calif., W. 

Kaufmann [1974] p. cm. ISBN 0-913232- 

13-0 Reprint of the 1930 ed. published by 


799°.0938 


E. Benn, London. Bibliography: p. 
[SK203.B87 1974] 74-12191 10.90 
L. Hunting—Greece—History. 2. 


Hunting—Rome—History. 3. . Fishing— 
Greece—History. 4. Fishing—Rome— 
History. 5. Classical antiquities. 1. Title. 
Prepared from C.I.P. 


FICHTER, George S. 799.1 
A Guide to fresh and salt-water fishing, by 
George S. Fichter and Phil Franzis. Under 
the editorship of Herbert S. Zim. 


- Illustrated by Tom Dolan, Ken Martin and 


Harry McNaught. New York, Golden 
Press, [1974, c1965] 160 p. illus. 20 cm. 
(Golden leisure library) This title originally 
published in the 
[SH462.F5] 2.95 (pbk.) 

1. Fishing—North America ¿L Francis, 
Philip, 1918- joint author IT. Title. 


L.C. card number for original ed.: 64- 
8043. ° 
FABIAN, John. 799.12 


Fishing for beginners. Edited by Pete 
Cornacchia. [lst ed] New York, 
Atheneum, 1974. 177 p. illus. 22 cm. 
ISBN 0-689-10614-9 [SH441.F27 1974] 
74-77842 5.95 

1. Fishing. T. Title. 


LYMAN, Henry, 1915- 799.1°7°58 
Successful bluefishing. Camden, Me. es 
International Marine Pub. Co. [1974] viii, 
112 p. illus. 26 cm. ISBN 0-87742-041- 6 
[SH691.B$5L92] 73-93528 10.00 

1. Bluefishing. I. Title. 


MOSS, Frank T. 799.758 
Successful striped bass fishing [oy] Frank 


Golden guide series. . 


AMERICAN BOOK PUBLISHING RECORD 


T. Moss. With selections by Mark J. Sosin 
[and others] Camden, Me., International 
Marine Pub. Co. [1974] 195 p. illus. 26 
cm. ISBN ‘0-87742-040-8 [SH691.S7M67] 
73-93527 12.50 

1. Striped bass fishing. T. Title. 


RUSSELL, Dan. 799.2°48°65 
The dove shooter’s handbook [by] Dan M. 
Russell. [New York] Winchester Press 
[1974] 256 p. illus. 20 cm. ISBN 0-87691- 
135-1 Bibliography: - p. 238-249. 
[SK325.P55R87] 73-88878 6.95 

s Feeon shooting. 2. Mourning doves. I. 

ttie. 


DALRYMELE, Byron W., 
1914- 

North American big game hunting, by 
Byron W. Dalrymple. With special 
chapters contributed by Erwin A. Bauer 
[and others. New York] Winchester Press 
[1974] 383 p. illus. 24 cm. ISBN 0-87691- 
142-4 [SK40.D34] 74-78697 10.00 

i. Big game hunting—North America. T. 
Title. 


799.2°6'097 


*HEATH, E. G. 799,32 
A history of target archery, [by] E. G. 
Heath. New York, A. S. Barnes [1974, 
21973] 208 p. illus. 23 cm. ISBN 0-498- 
21434-7 [GV1185] 7.95 

1. Archery. I. Title. 


L.C. card number for original edition: 73- 
3292. 

800 LITERATURE 

NETTLESHIP, Henry, 1839-1893. 801 


The moral influence of literature. Classical 
education in the past and at present. Two 
popular addresses. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1890 ed. published by Percival, 
London. [PN49.N5 1974] 74-19150 6.50 

d. Literature and morals-~Addresses, 
essays, lectures. 2. Classical education— 
Addresses, essays, lectures. I. Nettleship, 
Henry, 1839-1893. Classical education in 
the past and at present. 1974. Il. Title. 
Prepared from C.I.P. 


HOLLINGWORTH, Gertrude 
Eleanor. 

A primer of literary criticism, by &. E. 
Hollingworth. ([Folcroft, Pa.]  Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 2d ed. (1948) published by University 
Tutorial Press, London. [PN81.H523 1974] 
74-9723 10.00 (lib. bdg.). 

I. Criticism. 2. English lterature—History 
and criticism. I. Title. 

Prepared from C.I.P. 


801°.95 


KELLETT, Ernest Edward, 801°.95 
1864-1950. 

The Whirligig of taste. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 


Reprint of the 1929 ed. published by L. & 
V. Woolf at the Hogarth Press, London, 
and issued as no. 8 of Hogarth lectures on 
literature. [PN86.K4 1974] 74-10589 12.50 
(lib. bdg.). 

i. Criticism. 2. Literature—History and 
criticism. Í. Title. If Series: Hogarth 
lectures on literature (London), no. 8. 
Prepared from C.I.P. 


GRIFFITH, Benjamin W. 807'.6 
Barron's how to prepare for the graduate . 
record examination in literature, by 
Benjamin W. Griffith, Jr. Rev. ed. 
Woodbury, N.Y., Barrons Educational 
Series, inc. [1974] iti, 122-p. 28 cm. ISBN 
0-8120-0350-0 Bibliography: p. 7-23. 
(PN62.G7 1974] 74-10961 2.25 (pbk.) 


NOVEMBER 30,1974 


i. Literature-—Examinations, 
etc. I. Title. II. Title: How to prepare for 
the graduate record examination in 
literature. 


AMERICAN Psychological 
Association. 

Publication manual. 2d ed. [Washington, 
1974} 136 p. illus. 26 cm. First ed. 


808’.02 


published as v. 49, no. 4, pt. 2 July 1952)” 


of Psychological bulletin. Bibliography: p. 
* 113-115. [BF76.7.A46 1974] 74-11314 
` 3.00 (pbk.) 

i. Communication in psychology. 2. 
Technical writing, I. Title. 


NATIONAL Education 
Association of the United States. 
Style manual; NEA style manual for 
writers and editors. Washington, National 
Education Association [1974] 92 p. 23 cm. 
{[PN147.N26 1974] 74-6142 3.00 (pbk.). 
1. Authorship--Handbooks, manuals, etc. 
F Title. 


808’.02 


JACKSON, Jacqueline.. 808’.042 
Tarn not pale, beloved snail; a book about 
writings among other things. [Ist ed] 
Boston, Little, Brown [1974] p. cm. ISBN 
0-316-45458-8 Bibliography: p. Using 
excerpts from her own writing and that of 
her children and other authors, the author 
suggests a variety of approaches to learning 
to write. [PN187.J3] 74-12425 6.95 

1. Creative writing—Juvenile literature. I. 
Title. 

Prepared from C.I.P. 


CANAVAN, P. Joseph. 808’.04275 
Rhetoric and literature [by] P. Joseph 
Canavan. New York, McGraw-Hill [1974] 
xxiii, 392 p. 23 cm. ISBN 0-07-009705-4 
Includes bibliographical references. 
[PE1408.C289] 74-1232 5.95 (pbk.); 
instructors manual gratis. 

1. English language—Rhetoric. 2. College 
readers. I. Title. 


DAY-LEWIS, Cecil, 1904-1972 808.1 
Enjoying poetry. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. 15 p. 24 cm. 
Reprint of the 1947 ed. published for the 
National Book League by the Cambridge 
University Press, London, in series: 
National Book League, London. Reader’s 
guide. ° Bibliography: : 8-15. 
eo 1974] 74-3114 5.00 (lib. 
bdg 

> L Poetry. 2. Poetry—Bibliography. I. Title. 
I. Series: National Book League, London. 
Reader's guides. 


WILLIAMS, William Carlos, 
1883-1963. 

A beginning on the short story; notes. 

[Folcroft, Pa.] Folcroft Library Editions, 

1974. p. cm. "The substance of an address 

delivered in the fall of 1950 to students of 

the University of Washington, in Seattle.” 


808.371 


Reprint of the 1950 ed. published by- 


Alicat Bookshop Press, New York, which 
was issued as no. 17 of The Outcast 
chapbooks. [PN3375.W58 1974] 74-18231 
5.50 

i. Short story. I Title. I. Series: The 
Outcast chapbooks, no. 17. 

Prepared from C.I.P. 


LEVER, Katherine, 1916- 808.3°3 
The novel and the reader. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1961 ed. published by 
Methuen, London. Includes bibliographies. 
([PN3335.L4 1974] 74-18419. 10.00 . 

Ll. Fiction. I. Title. 

` Prepared from C.I.P. 


questions, - 


- NOTHING never happens; 


- ASIAN and Pacific short 


ERICKSON, Keith, comp. 808.5 
Aristotle: the classical heritage of rhetoric. 
Edited by Keith V. Erickson. Metuchen, 
N.J., Scarecrow Press, 1974. vili, 315 p. 22 
cm. ISBN 0-8108-0740-8 IĮInciudes 
bibliographical references. [PA3893.R4E7] 
74-10775 12.00 

1. Aristoteles. Rhetorica. I. Title. 


NADEAU, Ray E., 1913- 808.5 
Speech-communication: a career-education 
‘approach [by] Ray E. Nadeau. Reading, 
Mass., Addison-Wesley Pub. Co. [1974] 


xii, 286 p. illus. 24 cm. ISBN 0-201-05005- 


6 (Addison-Wesley series in speech) 
Bibliography: p. 275-279. [PN4121.N237] 
73-21234 5.95 (pbk.) 

1. Orel communication. I. Title. 


SNELL, Frank 3X 808.5 
How to stand up and speak well in 
business. New York, Cornerstone Library, 
[1974, aa 144 p. 21 cm. ENELZI $55] 
1.95 (abk.) 

1. Public speaking. I. Title. 

L.C. zard number for original ed.: 62- 
10220 


*ZEITLIN, Joseph. 808.5 
Speech power through listening. ist. ed. 
New York, Vantage, [1974] 211 p. illus. 22 
cm. ISBN 0-533-00521-3 [PN4121] 5.95 

1. Public speaking. I. Title. 


COX, James William, 1923- 808.51 
Learning to speak effectively [by] James 
W. Cox. Grand Rapids, Baker Book House 
[1974. c1966] 62 p. 18 cm. ISBN 0-8010- 
2360-2. Bibliographical references included 
K Notes” (p. 57-62) [PN4130.C65] 0.95 
bk.) 

1. Public speaking. I. Title. 

LC card number for original ed.: 68- 
117413., 


808.53 
[exercises to trigger group discussions and 
promote self-discovery (with selected 
readirgs) by] Kenneth G. Johnson [and 


others] Teacher’s ed. Beverly Hills [Calif.] - 
Glencoe Press [1974] 321 p. illus. 26 cm. - 


Includes bibliographical references. 


[LC6519.N59] 74-177133 6.95 


` Forums (Discussion and debate)—.- 
2. 


Handbooks, manuals, ete. ; 
Communication—Addresses, essays, 
lectures. 3. R eaders—Communica tion. E4 


. Johnson, Kenneth G. 


SCHUTZ, Susan Polis, comp. 808.81 
Step to the music you hear; philosophical 
poems from modern and classical authors. 
Designed and illustrated by Stephen 
Schutz. Boulder, Colo., 
Arts [1974- v. illus. 22 cm. ISBN 0- 
88396-004-4 [PS586.S35] 73-92895 2.95 
(pbk.) 

i. American poetry. 2. English poetry. I. 
Title. 


*WATSON, Robert. 
Selected poems. New York, Atheneum 
1974 193 p., 23 cm. ISBN 0-689-10602-5 
[PN6999} 73-93706 10.00 

1. Poetry—Collections. I. Title. 


808.8371 
stories. Compiled by the Cultural and 
Social Cèntre, Asian Pacific Council. 
Seoul, Korea, Cultural and Social Centre 
for the Asian and Pacific region. Rutland, 


Vt., C. E. Tuttle Co. [1974] 307 p. 20 cm.. 


ISBN 0-8048-1125-3 [PZ1.A813] [PJ441] 
73-93869 6.75 

i. Short stories, English—Translations 
from Oriental literature. 2. Short stories, 
Oriental—Translations into English. 3. 


Blue Mountain. 


808.81 
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Short stories, English. I. Asian and Pacific 
Council. Cultural and Social Centre. 


BARTLETT, John, 1820- 808.88°2 
1905, comp. j 

A compact anthology of Bartiett’s 
quotations. Collected by Theodore B. 
Backer. Middle Village, N.Y., Jonathan 


David Publishers [1974] -p. cm. ISBN 0- 


` 8246-0178-X [PN608i.B27 1974] 74-1964 


6.95; 8.95 (lib. bdg.). 

1. Quotations, English. I. Backer, Theodore 
B., 1940- ed. I. Title. 

Prepared from C.I.P. 


CLARK, Betsey, comp. 808.8872 
A little book of nature sayings. Illustrated 
by Betsey Clark. [Edited by Barbara Wells 
Price. Kansas City, Mo., Hallmark, 1974] 
[33] p. illus. 11 cm. ISBN 0-87529-365-4 
(Hallmark editions) [PS3553.L27L56] 73- 
83383 1.95 

I. Title. 


HOARD, Walter B., comp. 808.882 
Anthology: quotations and sayings of 
people of color, by Walter B. Hoard. [San 
Francisco, R and E Research Associates, 
[1974], c1973 vi, 137 p. 23 cm. ISBN 0- 
88247-242-9 [PN6081.3.H6] 73-86511 7.00 
1. Quotations, English. 2. Negro 
quotations. 3. Proverbs, Negro. I. Title. 


[WILSON, Carroll Atwood] 808.88°2 
1886-1947, comp. ; 
First appearance in print of some four 
hundred quotations. [Exhibited at the Olin 
Memorial Library, Wesleyan University, 
Middletown, Conn., February 24-March 
23, 1935] [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1935 
ed. ‘with presswork by Pelton & King, 
Middletown, Conn. [PN6081.W48 1974] 
74-19229 25.00 
1. Quotations, English. 2. Bibliography— 
Rare books-—-Exhibitions. I. Wesleyan 
University, Middletown, Conn. Library. II. 
Title. 
Prepared from C.I.P. 


BAILEY, Carolyn 
Sherwin, 1875-1961, ed. 
For the children’s hour, by Carolyn S. 
Bailey and Clara M. Lewis. Illus. by G. 
William Breck. Springfield, Mass., M. 
Bradley Co., 1920. Detroit, Gale Research 
Co., 1974, 336 p. illus. 18 cm. Includes 
poetry, fairy tales, fables, and stories of 
home, _ holidays, and nature. 
[PZ5.B151Fo12] Fic 73-20186 13.00 
1. Children’s literature (Collections) I. 
Lewis, Clara M., joint ed. II. Breck, G. 
William, illus. TII. Title. 


ae James Russell, 
1891. 

Among my books. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1870 ed. published by Fields, Osgood, 
Boston. Includes bibliographical references. 
[PS2316.A13 1974] 74-18423 15.00 

I. Title. 

Prepared from C.I.P. Contents omitted. 


808.8°99282 


1819: 809 


*PRAWER, S. S. P 809 
Comparative literary studies; an 
introduction [by] S. S. Prawer. New York, 
Barnes & Noble [1973, i.e. 1974] 180 p. 23 
cm. ISBN 0-06-495698-9 Bibliography: p. 
170-173. [PN871] 10.00 

1. Literature, Comparative—Themes 
motives. I. Title. 


GORDON, George Stuart, 309.1 
1881- 1942. 

Virgil in English poetry. [Folcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 


Reprint of the 1931? ed. published by H: 
91 


800: LITERATURE 


Milford, London, in series: British 
Academy. Warton lecture on English 
poetry, 1931. “From thé Proceedings of 


the British Academy. Volume XVII." 
“Read October 15, 1930." [PA6826.G6 
1974] 74-19279 5.50 

1, Vergilius Mara, Publius—influence— 
Addresses, essays, lectures. 2. Literature, 
Comparative--Latin and English. 3. 
Literature, | Comparative—English and 
Latin. I. Title. I. Series: British Academy, 
London (Founded 1901) Warton lecture on 
English poetry, 1930. 

Prepared from C.J.P. 


STEADMAN, John M. 809.1 
The lamb and the elephant; ideal imitation 
and the context of Renaissance allegory, 
by John M. Steadman. San Marino, Calif., 
Huntington Library, 1974. xlvi, 254 p. 24 
em. ISBN  0-87328-062-8 Includes 
bibliographical references. [PN721.S8] 73- 
93874 17.50 


i. Literature, Modern—History and 

criticism. 2. Renaissance. I. Title. 

DE SELINCOURT, Aubrey, 809.2 
1894-1962 

Six great playwrights: Sophocles, 

Shakespeare, Moliere, Sheridan, Ibsen 


[and] Shaw. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1960 
ed. published by H. Hamilton, London. 


Bibliography: p. [PN1721.D4 1974] 74- 
17310 12.50 

1. Dramatists. 1. Title. 

Prepared from C.I.P. 

*RENAISSANCE drama. 809.2°09'02 
New series V, Essays principally on 


comedy, edited by S. Schoenbaum and 
Alan C. Dessen is available from 
Northwestern Univ. Pr., Evanston, HI. for 


12.00. ISBN 0-8101-0434-2. L.C. card 
number: 67-29872. 
PANICHAS, George Andrew. 809.3'3 


The politics of twentieth-century novelists, 
edited by George A. Panichas. Foreword 
by John W. Aldridge. New York, T. Y. 
Crowell [1974, c1971] liv, 375 p. 23 cm. 
ISBN 0-8152-0366-7. (Apollo editions) 
Includes bibliographical references. 
[PN3503.P3] 4.50 (pbk.) 

1. Fiction—20th — century—Addresses, 
essays, lectures. 2. Politics in literature. I. 
Title. 

L.C. card number for original ed.: 75- 
115914. Contents omitted. 


SMALLEY, Barbara, 1926- 809.373 
George Eliot and Flaubert: pioneers of the 
modern novel. Athens, Ohio University 
Press [1974] ix, 240 p. 23 cm. ISBN 0- 
8214-0136-X Includes bibliographical 
references. [PR4683.S5] 73-85446 10.00 

1. Eliot, George, pseud., i.e. Marian Evans, 
afterwards Cross, 1819-1880—Criticism 
and interpretation. 2. Flaubert, Gustave, 
1821-1880—Criticism and interpretation. 
3. Literature, Comparative—English and 


French. 4. Literature, Comparative— 
French and English. I. Title. 
BERGER, Arthur Asa, 1933- 809.3°6 


The comic-stripped American; what Dick 
Tracy, Blondie, Daddy Warbucks, and 
Charlie Brown tell us about ourselves. 
Baltimore. Penguin [1974, c1973] xii, 225 
p. illus. 20 ecm. ISBN Q-14-003867-1. 
[PN6725.B4] 2.95 (pbk.) 

1. Comic books, strips, etc.—American 
History and criticism. I. Title. 

L.C. card number for original ed.: 
83299. 


73- 


92 


*ZINBERG, Israel. 
1873-1938. 

A history of Jewish literature. 

Vol. 4, Italian Jewry in the Renaissance 

era, is now available from Ktav Publishing 

House, New York, for 12.50, ISBN 0- 

87068-240-7, L.C. card no. 72-183310. 


809.88924 


*ZINBERG, Israel, 
1873-1938. 

A history of Jewish literature. - 
Vol. 5, The Jewish center of culture in the 
Ottoman Empire, is now available from 
Ktav Publishing House, New York for 
12.50, ISBN 0-87068-241-5. L.C. card no. 
72-183310. 


WINEGARTEN, Renee. 809°.933 
Writers and revolution; the fatal lure of 
action. New York, New Viewpoints, 1974. 
xxxvii, 377 p: 21 cm. ISBN 0-531-06368-2 
Includes bibliographical references. 
[PNS1.W57 1975] 74-3464 9.95 

1. Authors—Political and social views. 2. 
Literature and revolutions. I. Title. 

Pbk. 4.95, ISBN 0-531-06500-6. 


809’.889°24 


BABINSKI, Hubert F., 809’.933°51 
1936- 
The Mazeppa legend -in European 


- romanticism [by] Hubert F. Babinski. New 


York, Columbia University Press, 1974. 
164 p. 23 cm. ol 0-231-03825-9 
Bibliography: (155]-161. 
[NX652. M3B32] 74-6152 12.0) 

1. Mazepa, Ivan Stepanovych. Hetman of 
the Cossacks, 1644-1709, in fiction, drama, 
poetry, etc. 2. Mazepa, Ivan 5tepanovych, 
Hetman of the Cossacks, 1644-1709— 
Portraits, caricatures, etc. 3. Mazepa, Ivan 
Stepanovych, Hetman of the Cossacks, 
1644-1709—Songs and music—History and 
criticism. 4. Romanticism in art. I. Title. 


HEILBRUN, Carolyn G., 809°.933°53 
1926- 

Toward a recognition of androgyny, by 

Carolyn G. Heilbrun. New York, Harper & 

Row [1974, c1973] xxi, 189, vp. 21 cm. 

ISBN 0-06-090378-3. (A Colophon book) 


Includes bibliographical] references. 
[PN56.S52H4] 2.45 (pbk.) 
I. Sex differences (Psychology) in 


literature. I. Title. 


L.C. card number for original ed: 77- 
171149. 
FISHER, Lizette 809°.933’8 


Andrews, 1868- 

The mystic vision in the Gral legend and 
in the Divine comedy. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1917 ed. published by 
Columbia University Press, New York, in 
series: Columbia University studies in 
English and comparative literature. 
Originally presented as the author’s thesis, 
Columbia University, 1916. Bibliography: 
p. [PN686.G7F5 1974] 74-16424 4.75 

1. Dante Alighieri, 1265-1321. Divina 
commedia. Purgatorio. 2. Grail— 
Legends—History and criticism. 3. 
Transubstantiation. 4. Corpus Christi 


festival. f. Title. II. Series Columbia 
University studies in English and 
comparative literature. 
Prepared from C.I.P. 
FERLINGHETTI, 810°.8°0054 


Lawrence, comp. 
City Lights anthology. [San Francisco] 
City Lights Books [1974] p. cm. ISBN 0- 
87286-076-0 [PN6014.F46] 74-75061 5.95 
f. Literature, Modern—20th century. I. 
Title. 
Prepared from C.I.P. 


AMERICAN BOOK PUBLISHING RECORD ` 


JOPP, Harold D., 
1946- comp. 

Shoremen; an anthology of Eastern Shore 
prose and verse, edited by Harold D. Jopp 
and R. H. Ingersoll. Cambridge, Md., 
Tidewater Publishers, 1974. xviii, 316 p. 23 
cm. ISBN 0-87033-186-8 [PS558. M3J65] 
74-7497 6.00 

I. American  literature—Maryland. 2. 
Eastern Shore, Maryland—Literary 
collections. I. Ingersoll, Robert H., 1947- 
joint comp. IT, Title. 


WILLIAM Empson; 810°.95'0924 B 
the man and his work; edited by Roma 
Gill. London, Boston, Routledge & K. Paul 
[1974] x, 244 p. 22 cm. ISBN 0-7100- 
7823-4 Bibliography: p. [213]-244. 
[PR6009.M7Z9] 74-176927 16.50 

J. Empson, William, 1906- I. Empson, 
William, 1906- I. Gill, Roma, ed. 

Contents omitted. 


POWELL, Lawrence 
Clark, 1906- 
Books: West, Southwest; essays on writers, 
their books, and their land. Westport, 
Conn., Greenwood Press [1974, c1957] p. 
cm. ISBN 0-8371-7545-3 Reprint of the 
ed. published by W. Ritchie Press, Los 
Angeles. [PS277.P6 1974] 74-6711 9.75 
1. American Iiterature—Southwest, New— 
History and criticism. I. Title. 
Prepared from C.I.P. 


810.8097521 


810°.9°979 


CHAPMAN, Dorothy. 811°.008 
Index to Black poetry. Boston, G. K. Hall, 
1974. p cm. ISBN 0-8161-1143-X 
[PN 1025.C5] 74-8838 25.00 (lib. bdg.) 

1. Negro poetry—Indexes. 2. Negroes— 
Poetry—Iindexes. I. Title. 
Prepared from C.I.P. 
JANTZ, Harold Stein, 811°.1°09 

1907- 

The first century of New England verse, 
by Harold S. Jantz. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. 292 p. 26 cm. 
”Reprinted from the proceedings of .the 
American Antiquarian Society for October 
1943.” Reprint of the 1944 ed. published 
by the American Antiquarian Society, 
Worcester, Mass. [PS312.J3 1974] 74-6159 
35.00 (lib. bdg.) 

1. American poetry—Colonial period, ca. 
1600-1775—History and criticism. 2. 
American poetry—Colonial Perio, ca. 
1600-1775. 3. American poetry—Colonial 


period, ca. 1600-1775—Bibliography. I. 

Title, 

KENNEDY, William Sloane, 811.3 
1850-1929. 


The fight of a book for the world; a 
companion volume to Leaves of grass. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1926 ed. 
published by Stonecroft Press, West 
Yormouth, Mass. “A bibliography of Walt 
Whitman’s writings”: p. [PS3238.K4 1974] 
74-19141 30.00 

1. Whitman, Walt, 1819-1892. Leaves of 
grass. I. Title. 

Prepared from C.L.P. 


MACCHETTA, Blanche 811°.3B 
Roosevelt Tucker, 1853-1898. 
The home life of Henry W. Longfellow; 
reminiscences of many visits at Cambridge 
and Nahant, during the years 1880, 1881, 
and 1882. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1882 
ed. published by G. W. Carleton, New 
York. [PS2282.M3 1974] 74-19094 22.50 
I. Longfellow, Henry Wadsworth, 1807- 
aoe 882—Biography—Last years and death. L 
ytle. 
Prepared from C.I.P. 


NOVEMBER 30,1974 


BENET, Laura. 8117.4 B 
The mystery of Emily Dickinson. New 
York, Dodd, Mead [1974] xii, 112 p. illus. 
22 cm. ISBN 0-396-06934-7 Bibliography: 
p. 107-108. A biography of the American 
poet whose great love and life as a recluse 
have remained a mystery to scholars. 
[PS1541.Z5B4] 92 73-19087 4.25 


l. Dickinson, Emily, 1830-1886— 
Biography. I. Title. 
CANE, Melville, 1879- 811.52 


Snow toward evening; poems. New York, 
Harcourt Brace Jovanovich [1974] p. cm. 
(An Original harvest book, HB 299) 
(PS3505.A557855] 74-13258 3. 50 (pbk.} 

t. Title. 

Prepared from C.I.P. 


DOOLITTLE, Hilda, 1886- 811.52 
1961. 

Helen in Egypt [by] H. D. Introd. by 

Horace Gregory. [New York, New 


Directions Pub. Corp., 1974] p. cm. ISBN 
0-8112-0543-6 (A New Directions book) 
Poem. [PS3507.0726H37 1974] 74-8563 
9.00 

1. Helen of Troy—Poetry. I. H. D. IE D., 
H. II. Title. 

Prepared from C.I.P. Pbk. 3.25, ISBN 0- 
8112-0544-4 


DUMAS, Bethany K. 811°.5°2 
E E Cummings: a remembrance of 
miracles [by] Bethany K. Dumas. New 
York, Barnes & Noble [1974] 157 p. 23 
em. ISBN 0-06-491822-X (Barnes & Noble 
critical studies) Bibliography: p. 149-151. 
[PS3505.0334Z58 1974b] 74-180375 8.25 
1. Cummings, Edward Estlin, 1894-1962. 1. 
Title. 

Moo PERS Lloyd, 811°.5'2 
The stain of circumstance; selected poems. 
ne Ohio University Press [1974] 237 


22 cm. ISBN 0-8214-0138-6 
[pS3sii. R267S8] 73-85448 7.50 
Title. 
KENNEDY, Mary. 811°.5°2 


The bourrichon; a poem. [ist ed.] New 
York, Gotham Book Mart, 1974. [22] p. 
23 cm. Based on a story in M. Chater’s 
Two canoe gypsies. [PS3521.E548B6] 74- 
177130 3.00 
I Title e 


MCGINLEY, Phyllis, 1905- 8117.52 
A wreath of Christmas legends [by] Phyllis 
McGinley. Illus. by Leonard Weisgard. 
New York, Collier Books [1974, c1967] 32 
p. illus. 19 cm. [PS325.A23293W7] 0.95 
(pbk.) 

I. Weisgard, Leonard, 1916- illus. H. Title. 
ee nuumber for original ed.: 67- 


REXROTH, Kenneth, 1905- 811°.5°2 
New poems. [New York, New Directions 
Pub. Corp., 1370 p. cm. ISBN 0-8112- 
0550-9 (A New Directions book) 
[PS3535.E923N4] 74-8554 7.50 

L. Title. 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
8112-0551-7 


AMMONS, A. R., 1926- 8117.54 
Sphere: the form of a motion [by] A. R. 
Ammons. [Ist ed.] New York, Norton 
[1974] p. ISBN 0-393-04388-6 Poem. 
[PS3501.M6S6] 74-8124 6.95; 1.95 (pbk.) 
L Title. 

Prepared from C.I.P. 


BARON, Mary. 8112.54 
Letters for the New England dead. 
[Boston] D. R. Godine [1974] 32 p. 23 cm. 


ISBN 0-87923-083-5 (First Godine poetry 


chapbook series, no. 4) Poems. 
TPS3552. A726L4] 73-84885 2.50 

Í. Title. 

*BELL, Marvin. 811.54 
Residue of song; poems. New York, 


Atheneum, 1974, [cl1971] ix, 74 p. 22 cm. 
ISBN 0-689-10637-8 74-80325 3.95 (pbk.) 
T. Title. 


BLACKBURN, Delia. 811.54 
Kaleidoscope. San Antonio, Naylor Co. 
[1974] 14 p. 22 cm. ISBN 0-8111-0544-X 
[PS3552.L3415K3] 74-9337 2.95 


I. Title. 
CARRIGAN, Jack, 1939- 811.54 
East Southeast and other poems. 


M Md., Pixie Press, 1974] 53 
22 cm. ISBN  0-914978-00-4 

[Ps3553. A7637E2] 74-83526 2.25 (pbk.). 

I. Title. 


CLIFTON, Lucille, 1936- 811.54 
An ordinary woman. [ist ed.] New York, 
Random House [1974] p. cm. ISBN 0- 
394-49468-7 Poems. [PS3553.L4507] 74- 
9080 5.00 

I. Title. 

Prepared from C.I.P. Pbk., 2.95, ISBN 0- 
394-70942-X. 


CLOTHIER, Peter, 1936- 811.54 
Parapoems. New York, Horizon [1974] p. 
cm. ISBN 0-8180-1570-5 [PS3553.L57P3] 
74-1475650 3.95 pbk. 

I. Title. 

Prepared from C.I.P. 


COOPER, Jane, 1924- 811.54 
Maps & windows; poems. New York, 
Macmilan [1974] p. ISBN 0-02-528060-0 


Includes bibliographical references. 
[PS3553.059M3] 74-10975 6.95; 2.95 
(pbk.) 


1. Cooper, Jane, 1924- I. Title. 
Prepared from C.I.P. 


CORMAN, Cid. 811.54 
O/T. New Rochelle, N.Y., Elizabeth Press 
[1974] [100] p. 27 cm. Poems. ”Limited to 
400 copies.” [PS3553.065018] 74-178233 
16.00; 3.00 (pbk.) 

I. Title. 


DEAGON, Ann, 1930- 811.54 
Carbor 14 Amherst, University of 
Massachusetts Press, 1974. p. cm. ISBN 
0-87023-170-7 Poems. [PS3554.E116C3] 
74-19348 7.00 

i. Title. 

Prepared from C.I.P. Pbk. 3.50; ISBN 0- 
87023-171-5. 


DONNAFIELD, Helen White. 811°.5°4 
Days and destinies. Philadelphia, Dorrance 
[1974] 35 p. 22 cm. ISBN 0-8059-2018-8 
Poems. [PS3554.0517D3] 74-78668 2.50 

I. Title. 


DOUZANIS, Priscilla. 811.54 
Love-guest of a soul Philadelphia, 
Dorrance [1974] 22 p. 22 cm. ISBN 0- 


8059-2012-9 Poems. [PS3554.088L6] 74- 
76886 2.95 
i. Title. 


DUGAN, Francis J. 811.54 
Portraits along life’s highway, by Francis J. 
Dugan (Du Hugh) Philadelphia, Dorrance 
[1974] 72 p. 22 cm. ISBN 0-8059-2028-5 
Poems. [PS3554.U36P6] 74-78696 3.50 

I Title. 


ECKBLAD, Edith Berven. 811.54 
Soft as the wind [by] Edith Eckblad. 
Desigred and illustrated by Jim Roberts. 


800 LITERATURE 


Minneapolis, Augsburg Pub. House [1974] 
[31] p. col. illus. 22 cm. ISBN 0-8066- 
1428-5 Examines in verse the quality of 


softness in variety of objects. 
[PZ8.3. E212680] 74-79365 3.95 

I. Roberts, Jim, illus. I. Title. 

FINCKE, Gary. 811.54 


Victims. Peterborough, N.H., Windy Row 
Press [1974] 64 p. 20 cm. ISBN 0-911838- 
36-8 Poems. [PS3556.1457V5] 73-93785 
4.00 

Z Title. 


HARPER, Michael S. 811.574 
Nightmare begins responsibility — [by] 
Michael S. Harper. Urbana, University of 
Illinois Press [1974] p. cm. ISBN 0-252- 
00466-3 Poems. [PS3558.A6248N5] 74- 
10974 6.95 

I. Title. 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
252-00467-1. 


HOLLANDER, John. 811.54 
The head of the bed. With a commentary 
by Harold Bloom. [Boston] D. R. Godine 
[1974] 32 p. 23 cm. ISBN 0-87923-084-3 
(First Godine poetry chapbook series, no. 
3) [PS3515.03485H4] 73-86336 2.50 

I. Bloom, Harold. I. Title. 


*HOWARD RICHARD 811.54 
Two-Part inventions; poems. New York, 
Atheneum, [1974, cl971] 87 p. 24 om. 
ISBN 0-689-10619-X 74-77847 4.95 (pbk.) 
I. Title. 


*JONES, Daniel Michael 811.54 
Together we will grow: poems. New York, 
Vantage Press, [c1974] 64 p. 21 cm. ISBN 
0-533-01083-7 3.75 

I. Title. 


KELCH, Everett, 1917- 811.54 
Come laugh with me. Philadelphia, 
Dorrance [1974] 111 p. 22 cm. ISBN 0- 


8059-2023-4 Poems. [PS3561.E383C6 
1974] 74-78293 3.95 
I. Title. 


*KING, Montgomery 
Wordsworth. 

Born nude and modern. 1st ed. New York, 

Vantage [1974] 64 p. 22 cm. ISBN 533- 

00902-2 Poems 3.95 

I. Title. 


811.54 


KOLYER, John. 811.54 
Blasphemies with Paradise judged. Boston, 
Branden Press [1974] 80 p. 22 cm. ISBN 
0-8283-1551-5 Poems. [PS3561.045B5] 
74-81206 3.75 

i. Title. 


LABELLE, Christine 8115.54 
Our own green confusion. New Rochelle, 
N.Y., Elizabeth Press [1974] 59 p. 27 cm. 


Poems. "Limited to 300 copies.” 
[PS3562.A23086] 74-177156 16.00; 8.00 
(pbk.) 
I. Title. 


*LANDERS, Vernette. 811.54 
Impy. lst ed. New York, Vantage [1974] 
46 p. illus. 22 cm. Poems 3.50 

I. Title. 


LEE, Al, 1938- 811.54 
Time. New York, Ecco Press [1974] 85 p. 
23 cm. ISBN 0-912946-12-1 (The 
American poetry series, 3) [PS3562.E32T5 
1974] 73-86611 6.95 


I. Title. 
LODGE, Edith. 811.54 
Journey through noon. Peterborough, 


N.H., Windy Row Press [1974] 64 p. 21 
93 
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cm. ISBN 0-911838-39-2 Poems. 
[PS3562.0298J6] 74-75403 4.00 

L Title. 

*LOOMIS, Ann Wettstein. 811.54 


Lost colors. ist. ed. New York, Vantage 
[1974] 107 p. 22 cm. ISBN 0-533-00876-X 
Poems. 3.75 

L Title. 


MCDANIEL, Wilma 
Elizabeth. 

The red coffee can; poems and stories of 

the unique spirit of a San Joaquin Valley 

people. Fresno, Calif., Valley Publishers, 

1974. vii, 95 p. 23 em. ISBN 0-913548-19- 

7 [PS3563.A272R4] 74-84886 5.00 

I. Title. 


811.54 


MCKEOWN, Tom, 1937- 811.54 
Driving to New Mexico. [lst ed.] Santa 
Fe, N.M., Sunstone Press [1974] 50 p. 22 
cm. ISBN 0-913270-31-8 (Sunstone poetry 
series) Poems. [PS3563.A3137D7] 74- 
75304 1.95 (pbk.) 

£ Title. 


MASON, Edith Hart. 811.574 
Living earth. [1st ed.] Flagstaff, Northland 
Press [1974, c1973] x, 57 p. illus. 24 cm. 
ISBN 0-87358-124-5 Poems. Limited ed. 
of 500 copies. [PS3563.A792L5] 73-92932 
9.50 

I. Title. 


MILLER, Jim Wayne. 811.574 
Dialogue with a dead man [by] Jim Miller. 
Athens, University of Georgia Press [1974] 
78 p. 22 cm. ISBN 0-8203-0338-0 Poems. 
eps 73-89718 3.95 (pbk.). 

. Title. 


MOMADAY, N. Scott, 1934- 811°.5°4 
Angle of geese and other poems {by] N. 
Scott Momaday. [Boston] D. A. Godine 
[1974] 28 p. 23 cm. ISBN 0-87923-085-1 
(First Godine poetry chapbook series, no. 
5) [PS3563.047A8] 73-84886 2.50 
I. Title. 
NEIBURG, Gladys E., 811°.5°4 
1898- 
Whispering pines [by] Gladys E. Neiburg. 
Peterborough, N.H., Windy Row Press 
[1974] 71 p. 21 cm. ISBN 0-911838-37-6 
Poems. [PS3564.E267W5] 73-93784 4.00 
I. Title. 


PEDRICK, Jean, 1922- 811°.5°4 
Wolf moon; a book of hours. [Cambridge, 
Mass., Alice James Books, 1974] 70 p. 
illus. 21 cm. ISBN 0-914086-03-0 Poems. 
[£83366 E264W6] 73-94067 3.00 (pbk.) 

. Title. 


RICE, Helen Steiner. 811.54 
Life is forever. Old Tappan, N.J., Revell 
[1974] p. cm. ISBN 0-8007-0681-1 
Poems. [PS3568.128L5] 74-15803 3.95 

1. Death—Poetry. 2. Christian poetry, 
American. I Title. 

Prepared from C.I.P. 


at Jerome, 
1931- 

Poland 1931. [New York, New Directions 
Pub. Corp., 1974] p. cm. ISBN 0-8112- 
0541-X (A New Directions book) Poems. 
[PS3568.086P6] 74-8646 7.50 

L Title. 

Prepared from C.LP. Pbk. 3.25, ISBN 0- 
8112-0542-8 


811.54 


SAMPERI, Frank. 8117.54 
Infinitesimals. New Rochelle, N.Y. 
Elizabeth Press [1974] [75] p. 27 cm. 
Poems. "Limited to 400 copies.” 
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[PS3569.A466153] 74-177157 16.00; 8.00 

(pbk.) 

L Title. 

SAMPSON, Abraham Harry, 811.54 
1896- 

The three sieves, by A. Harry Sampson. 

Philadelphia, Dorrance [1974] 77 p. 22 cm. 


ISBN 0-8059-2013-7 Poems. 
[PS3569.A4665T5] 74-76889 3.95 
1. Title. 

811.54 


SHACKLEFORD, Ruby P., 
1913- 


Ascend the hill, and other poems [by] 
Ruby Paschall Shackleford. Peterborough, 
N.H., Windy Row Press [1974] 64 p. 21 
cm. ISBN 0-911838-38-4 
[PS3537.H123A9] 74-75402 4.00 

I. Title. 


SHERMAN, Susan. 811.54 
With anger/with love; selections: poems & 


prose (1963-1972). [Amherst, Mass.] 
Mulch Press [1974] vii, 69 p. 22 cm. ISBN 
0-913142-05-0 (A Haystack book) 
[PS3569.H434A6 1974] 44-7761 2.50 
(pbk.). 

Í. Title. 

SMYTH, Paul, 1944- 811.54 
Conversions. Athens, University of 
Georgia Press [1974] 73 p. 22 cm. ISBN 


0-8203-0326-7 Poems. [PS3569.M9C6] 73- 
88365 3.95 (pbk.). 
L Title. 


SNYDER, Gary. 811.54 
Turtle Island. [New York, New Directions, 


1974] p. cm. ISBN 0-8112-0545-2 (A 
New Directions book) Poems. 
[PS3569. N88T8] 74-8542 6.75 

I. Title. 

Prepared from C.I.P. Pbk., 1.95, ISBN 0- 
8112-0546-0. 

SWANSEN, Vern. 811.54 


Epsilon; a journey along the Epsilon River 
from the Eastern Mountains to the sea. 
San Luis Obispo, CA., Padre Productions 
[1974] 73 p. illus. 22 x 29 cm. ISBN 0- 
914598-00-7 [PZ4.S9716Ep] 
[PS3569; (W267) 74-79852 4.50 (pbk.) 

I. Title. 


TAGGART, John, 1942- 811.54 

The pyramid is a pure crystal New 

ee N.Y., Elizabeth Press [1974] 77 
27 cm. Poems. "Limited to 400 copies.” 


fPS3570. A32P9] 74-177164 16.00; 8.00 
(pbk.) 

i. Title. 

*VINCELLI, Dominic. 811.54 


The battle and other poems. \st ed. New 
York, Vantage, 1974. 60 p. 22 cm. ISBN 
0-533-00660-0 Poems 3.75 

L Title. 


*WEISS, Dale. 811.54 
Black forest mournings; a collection of 
poetry. Sante Fe, Sleeping Fox [1974] 50 
p. 21 cm. 2.00 (pbk.) 

L. Title. 

Publishers address: P.O. Box 1322 Sante 
Fe, N. Mexico 87501. 


WILLIAMS, Roberta J., 
1946- 

Observations, by Roberta J. Williams. San 

Antonio, Naylor Co. [1974] p. cm. ISBN 

0-8111-0546-6 Poems. [PS3573.1455403] 

74-10433 5.95 

£ Title. 

Prepared from C.I.P. 


811°.5°4 


EFROS, Susan, comp. 811.5408 
This is women’s work; an anthology of 


AMERICAN BOOK PUBLISHING RECORD 


prose and poetry. Graphics edited by 
Honor Johnson. San Francisco, 
Panjandrum Press, 1974. Pp. cm. 
[PS508.W7E4] 74-19118 3.95 (pbk.) 

i. Women’s writings, American. I. 
Johnson, Honor, comp. If. Title. 

Prepared from C.I.P. 


KOCH, Kenneth, 1925- 811.5408 
comp. 
Rose, where did you get that red? 


Teaching great poetry to children. New 
York, Vintage Books [1974, c1973] xvi, 
360 p. 19 cm. ISBN 0-394-71885-2 
[PS508.C5K58 1974] 73-17480 2.45 (pbk.) 
1. Children’s writings, American. 2. 
Poetry—Study and teaching. I. Title. 


PACKARD, William, 8117.5°409 
comp. 

The craft of poetry; interviews from the 

New York quarterly. [lst ed.] Garden 

City, N.Y., Doubleday, 1974. p. cm. ISBN 

0-385-03468-7 [PS135.P3] 74-2831 8.95; 


2.95 (pbk.). 

I. Poets, . American—20th century— 
Interviews. 2. Poetics. I. New York 
quarterly. IT. Title. s 
Prepared from C.I.P. 

POETS and Writers, 811'.5’409 B 


inc. 
A directory of American poets; names and 
addresses of over 1550 contemporary poets 
whose work has been published in the 
United States. 1975 ed. New York, 1974. 
p. cm. ISBN 0-913734-02-0 [PS323.5.P6 
1974] 74-81542 12.00 
i. Poets, American—Directories. I. Title. 
Prepared from C.I.P. Pbk. 6.00; ISBN 0- 
913734-03-9. 


LAURENTS, Arthur. 812.52 
The enclave; a play. [New York] 
Dramatists Play Service [1974] 78 p. 20 


cm. [PS3523.A827E5] 74-176097 1.75 
(pbk.) 

l. Title. 

MEREDITH, Scott. 812°.5'2 B 


George S. Kaufman and his friends. (lst 
ed.] Garden City, N.Y., Doubleday, 1974. 
p. ISBN 0-385-01566-6 Bibliography: p. 
[PS3521.A727Z75] 73-22632 12.95 

J. Kaufman, George Simon, 1889-1961— 
Biography. I Title. 


Prepared from C.I.P. . œ 
*COWEN, Ron. 812.54 
The, book of murder. [New York] 


-Dramatists Play Service [c1974] 39 p. 20 


cm. 1.75 (pbk.) 


I. Title. 
GOSS, Clay. 812.54 
Homecookin’: five plays. ee 


Howard University Press, 1974. p. cm. 
ISBN 0-88258-021-3 [PS3557.078H6] 74- 
5367 6.95 

I. Title. 

Prepared from C.I.P. 


*KAPLAN, Jack A. 812.54 
Alligator man; a play in one act, by Jack 
A. Kaplan [New York] Dramatists Play 
Service [c1974] 23 p. 20 cm. 0.95 (pbk.) 

I. Title. 


*LAURENTS, Arthur 812.54 
The enclave; a play. [New York] 
Dramatists Play Service [2974] 78 p. 20 
cm. 1.75 (pbk.) 


I. Title. 
*SKLAR, George. 812.54 
Brown pelican; a play. [New York] 


Dramatists Play Service [c1974] 67 p. 
frontis. 20 cm. 1.75 (pbk.) 


NOVEMBER 30,1974 
I. Title. 


WITTMAN, Robert. 812°.5°4 
Candida; or, What Shaw really meant. [Ist 
ed.] Hicksville, N.Y., Exposition Press 
[1974] 111 p. 22 cm. ISBN 0-682-47947-0 
[PS$3573.195C3] 74-76046 5.00 
i Shaw, George Bernard, 
Candida. If. Title. If. Title: 
really meant. 


1856-1950. 
What Shaw 


STADLER, Quandra 813.01 
Prettyman, comp. 

Out of our lives; a selection of 
contemporary Black fiction. Washington, 
D.C., Howard University Press, 1974. p. 
em. ISBN 0-88258-027-2 [PZ1.S77540u] 
[PS647.N35] 74-7092 7.95 

l. American fiction—Negro authors. I. 
Title. 

Prepared from C.E.P. 


CARR, Terry, comp. 813.0876 
Fellowship of the stars; nine science fiction 
stories, edited by Terry Carr, with stories 
by Alan Dean Foster [and others] New 
York, Simon and Schuster [1974] p. cm. 
ISBN 0-671-21881-6 [PZ1.C2339Fe] 
{PS648.S3] 74-12154 6.95 

1. Science fiction, American. I. Foster, 
Alan Dean, 1946- II. Title. 

Prepared from C.I.P. Contents omitted. 


PHILLIPS, Mary 
Elizabeth, 1857- 

James Fenimore Cooper. (Folcroft, Pa.] 

Folcroft Library Editions, 1974. ' p. cm. 

Reprint of the 1913 ed. published by J. 

Lane Co., New York. [PS1431.P5 1974] 

74-9802 35.00 (lib. bdg.). 

I. Cooper, James Fenimore, .1789-1851— 

Biography. 

Prepared from C.LP. 


813.2 B 


BRADSHAW, William Richard, 8137.4 
1851-1927. 
The goddess of Atvatabar; being the 


history of the discovery of the interior 
world, and conquest of Atvatabar. New 
York, Arno Press, 1974 [cl891] p. cm. 
ISBN 0-405-06279-6 (Science fiction) 
Reprint of the ed. published by J. F. 
Douthitt, New York. [PZ3.B728Go6] 
[PS3503.R2265] 74-15954 19.00 

I. Title. ITs Series. 

Prepared from C.I.P. 


HALE, Edward Everett, 
1822-1909. 

The man without a country. (Folcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 

Reprint of the 1897 ed. published by 

Roberts Bros., Boston. [PZ3.H13M49} 

(PS1772] 74-19087 7.50 

L. Title. 

Prepared from C.I.P. 


813.4 


THWAITE, Ann. 813.4 B 
Waiting for the party; the life of Frances 
Hodgson Burnett, 1849-1924. New York, 
Scribner [1974] xii, 274 p. illus. 25 cm. 
ISBN 0-684-13989-8 Bibliography: p. [250] 
-[255] [PS1216.T5] 74-7794 10.00 

1. Burnett, Frances Hodgson, 1849-1924—- 
Biography. I. Title. 


WEST, Rebecca, pseud. 8137.4 
Henry James. [Folcroft, Pa.]  Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1916 ed. published by Nisbet, London, 
in series: Writers of the day. Bibliography: 
p. eam 1974b] 74-8448 10.00 (lib. 
g-)- 
1. James, Henry, 1843-1916. 
Prepared from C.I.P. 


BLINDERMAN, Abraham, 
1916- comp. 
Critics on Upton Sinclair; readings in 
literary criticism. Coral Gables, Fla., 
University of Miami Press [1974] p. cm. 
ISBN 0-87024-263-6 (Readings in literary 
criticism, 24) Bibliography: 
{PS3537. 185Z57] 74-11470 3.95 (pbk.). 
I. Sinclair, Upton Beall, 1878-1968 — 
Criticism and interpretation. I. Title. 
Prepared from C.I.P., 


CHAMBERS, Robert 

Williem, 1865-1933. 
In search of the unknown. With a new 
introd. by Sam Moskowitz. Westport, 
Conn., Hyperion Press [1974, c1904] 285 
p. front. 23 cm. ISBN 0-88355-105-5 
(Classics of science fiction) Reprint of the 
ed. published by Harper & Brothers, New 
York. [PZ3.C355Is6} [PS1284] 73-13249 


4. Title. 
Pbk. 3.75, ISBN 0-88355-134-9. 


DU BOIS, William Edward 
Burghardt, 1868-1963. 
Dark princess, a romance. New introd. by 
Herbert Aptheker. Millwood, N.Y., Kraus- 
Thomson Organization [1974, c1928] 29, 
311 p. 24 cm. ISBN 0-527-25295-6 
Reprint of the ed. published by Harcourt, 
Brace, New York. Includes bibliographical 
references. (PZ3.D8525Dar9] 
(PS3507.U147] 74-7248 12.50 

I. Title. 


813.52 


817.52 


813.52 


FIELD, Louise Maunsell. 813.52 
Ellen Glasgow, novelist of the Oid and the 
new South; an appreciation. Together with 
a critical essay and an index to her works. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974 [c1923] p. cm. Reprint of the ed. 
published by Doubleday, Page, Garden 
City, N.Y., in series: Little biogzaphies of 
great writers series. [PS3513.L34Z655 
1974] 74-11118 5.50 (lib. bdg.). 


1. Glasgow, Ellen Anderson Gholson, 
1873-1945. 

Prepared from C.I.P. 

GROVER, Dorys C. 813°.5°2 
A solitary voice: Vardis Fisher; a 


collection of essays, by Dorys C. Grover. 
New York, Revisionist Press, 1973. iv, 72 
. 24 om. aun 0-87700-198-7. 
Bibliography: 62-67. 
[PS3511. 17442638] 368 445 73-6255 24.95 
1. Fisher, Vardis, 1895-1968. I. Title. 


GROVER, Dorys C. 813.52 
Vardis Fisher: the novelist as poet, by 
Dorys C. Grover. New York, Revisionist 
Press, 1973. vii, 140 p. 24 cm. ISBN 0- 
87700-197-9. Based on the author’s thesis, 
Washington State alae 1969. 
Bibliography: 125-134, 
[PS3511. 1744764] 368 641 73-78795 29.95 
1. Fisher, Vardis, 1895-1968—Criticism 
and interpretation. I. Title. 


HURSTON, Zora Neale. 813.52 
Seraph on the Suwanee, a novel. New 
York, Scribner, 1948. [New York, AMS 
Press, 1974] p. cm. ISBN 0-404-11391-5 
[E23 9457364] (PS3515.U789] 73-18580 
I. Title. 

Prepared from C.I.P. 


NEVINS, Francis M. 813’.5°2 
Royal bloodline; Ellery Queen, author and 
detective, by Francis M. Nevins, Jr. 
Bowling Green, Ohio, Bowling Green 
University Popular Press [1974] 288 p. 
illus. 23 cm. ISBN 0-87972-066-2 “An 
Ellery Queen Checklist’: p. 225-263. 
[PS3533.U4Z72] 73-89839 9.95 


800 LITERATURE 


J. Queen, Ellery, pseud.—Criticism and 
interpretation. 2. Queen, Ellery, pseud.— 
Bibliography. I. Title. 

Pbk. 4.95; ISBN 0-87972-067-0. 


ROBERTS, Walter Adolphe, 
1886-1962. 

Mayor Harding of New York; a novel, by 

Stephen Endicott. New York, Mohawk 

Press, 1931. [New York, AMS Press, 

1974] p cm. ISBN 0-404-11412-1 

[PZ3.R54398May8] [PS3535.01793] 73- 

18602 14.50 

L Title. 

Prepared from C.I.P. 


813°.5°2 


THOMAS, Alfred K. 813.52 
The epic of evolution, its etiology and art: 

a study of Vardis Fishers Testament of 

man, by Alfred K. Thomas. New York, 

Revisionist Press, 1973. iv, 443 p. 24 cm. 

ISBN 0-87700-199-5. Bibliography: p. 

428-438. [PS3511.17447437] 369 847 73- 

8571 34.95 (lib. bdg.) 

1. Fisher, Vardis, 1895-1968. Testament of 

man. I. Title. 

VAN DYKE, Henry, 1852- 8137.52 
1 

The mansion. With illus. by Elizabeth 

Shippen Green. [Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1911 ed. published by Harper, New 

York. [PZ3.V288Man20} [PS3117] 74- 

19077 5.00 

I. Title. 

Prepared from C.I.P. 


WALPOLE, Hugh, Sir, 813.52 
1884-1941. 
The art of James Branch Cabell. With an 
appendix of individual comment upon the 
Cabell books. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1920 ed. published by R. M. McBride, 
New York. [PS3505.A153Z8 1974] 74- 
19401 4.95 
i. Cabell, James Branch, 1879-1958— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P 


BROOKS, Gwendolyn, 1917- 817.54 
Maud Martha, a novel. New York, Harper. 
[New York, AMS Press, 1974, c1953] p. 
cm. ISBN 0-404-11368-0 [PZ4.B872Mau3} 
[PS3503.R7244] 73-18553 11.00 

T. Title. 

Prepared from C.I.P, 


OROSSINGER, Richard, 
1944- 

The long body of the dream. [Plainňñeld, 
Vt] North Atlantic Books; [principal 
distributor, Book People, Berkeley, Calif., 
1974] 256 p. 23 cm. ISBN 0-913028-28-2 
“Third book in the Cranberry Island 
sequence, following Book of the Cranberry 


813.54 


Islands and The provinces.” 

[PS3557.R66L6] 74-177199 5.00 

1. Title. 

MOTLEY, Willard, 1912- 813°.5'4 
1965. 


We fished all night. New York, Appleton- 
Century-Crofts, 1951. [New York, AMS 


Press, 1974] ISBN 0-404-11370-2 
[PZ3.M8573We4]  [PS3563.0888] 73- 
18875 32.50 

I, Title. 


Prepared from C.I.P. 


ZOCHERT, Donald, 
comp. ` 

Walking in America. [ist ed.] New York, 

Know; [distributed by Random House, 

1974] p. cm. ISBN 0-394-48711-7 

[PS648.W3Z6] 74-7750 8.95 

1. American prose literature. 2. Walking-— 


814°.008'03 


95 


800 LITERATURE 


Addresses, essays, lectures. 3. United 
States—Description and travel. I. Title. 
Prepared from C.I.P. Contents omitted. 


CARICATURE; wit and 817°.5’208 
humor of a nation in picture, song, and 
story. [By] Walt Mason [and others] 
Illustrated by Grant E. Hamilton [and 
others] New York, Leslie-Judge. Detroit, 
Gale Research, 1974. p. cm. ISBN 0- 
8103-4057-7 Reprint of the 6th ed. 
published in 1903. [PN6161.C35 1974] 74- 
14535 14.00 

1, American wit and humor. I. Mason, 
Walt, 1862-1939. II. Hamilton, Grant E. 
illus. 

Prepared from C.I.P. 


MYERS, Andrew B 818.209 B 
The worlds of Washington Irving, 1783- 
1859; from an exhibition of rare book and 
manuscript materials in the special 
collections of the New York Public 
Library. Selected and annotated by 
Andrew B. Myers. Tarrytown, N.Y., 
Sleepy Hollow Restorations [1974] ix, 134 


p. illus. 24 cm. ISBN 0-912882-10-7 
[PS2085.M9] 74-76746 8.95 
1. Irving, Washington, 1783-1859--— 


Exhibitions. I. Irving, Washington, 1783- 
1859. If. New York (City). Public Library. 
HI. Title. 

Pbk. 5.50, ISBN 0-912811-5. 


STODDARD, Richard 
Henry, 1825-1903. 
The life of Washington Irving. [Folcrof:, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1886 ed. published by 
J. B. Alden, New York. [PS2081.867 1974] 

74-17482 12.50 
1. Irving, Washington, 1783-1859. I. Title. 
Prepared from C.I.P. 


STUDIES of Irving, 8187.2°09 B 
by Charles Dudley Warner, William Cullen 
Bryant [and] George Palmer Putnam. 
{Foleroft, Pa} Folcroft Library Editions, 
1973, fie. 1974] p. Reprint of the ed. 
published by Putnam, New York.® 
pee eee 1973] 73-9634 25.00 (lit. 
bdg.). 

L ng Washington, 1783-1859. f. 
Warner, Charles Dudley, 1829-1900. 
Washington Irving: an essay. 1973. If. 
Bryant, William Cullen, 1794-1878. 
Washington Irving: his life, character, and 
genius. 1973. III. Putnam, George Palmer, 
1814-1872. Washington Irving: personal 
reminiscences, 1973. 

Contents omitted. 


FOERSTER, Norman, 1887- 818".3°09 
The intellectual heritage of Thoreau. 
{Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. [PS3053.F6] 74-19264 5.00 
1. Thoreau, Henry David, 1817-1862— 
Books and reading. I Title. 

Prepared from C.LP. 


WEISS, Susan Archer 818.3°09 B 
Talley, 1835- 

The home life of Poe. [Folcroft, Pa.] 
Folcroft Library Editions, 1974 [c1907] 
229 p. port. 23 cm. Reprint of the ed. 
published by Broadway Pub. Co., New 
York. [PS2631.W4 1974] 74-3361 30.00 


818°.2°09 B 


(lib. bdg.). 

1. Poe, Edgar Allan, 1809-1849-- 
Biography. I. Title. 

ESCHHOLZ, Paul A., 818’.4°09 


comp. $ 

Critics on William Dean Howells; readings 
in literary criticism, edited by Paul A. 
Eschholz. Coral Gables, Fla., University of 
Miami Press [1974] p. cm. ISBN 0-87024- 
271-7 (Readings in literary criticism, 23) 
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Bibliography: p. [PS2034.E8] 74-11430 
3.95 (pbk.). 
1. Howells, William Dean, 1837-1920—- 
Criticism and interpretation. I. Title. 
Prepared from C.1.P. 


BURKE, Kenneth, 1897- 818.52 
The philosophy of literary form; studies in 
symbolic action. Thifd ed. Berkeley, 
University of California Pr. [1974, c1973] 
xxvi, 463 p. 23 cm. ISBN 0-520-02483-4. 
[PN511.B796] 72-93526 4.95 (pbk.) 

1. Literature—Addresses, essays, lectures. 
2. Literature—philosophy. 3. Criticism. I. 
Title. Hf. Title: Studies in symbolic action. 


*NIN, Anais. 818.5203 [B] 
The diary of Anais Nin, 1947-1955. 

I Stuhiman, Gunther, ed. 

Vol. 5, 1947-1955 is now available from 
Harcourt, Brace, Jovanovich for 7.95, 
DEN 0-15-125593-8. L.C. card no.: 66- 


ARMOUR, Richard 
Willard, 1906- 

Going like sixty; a lighthearted lock at the 
later years [by] Richard Armour. Boston, 
G. K. Hall, 1974. p. ISBN 0-8161-6222-0 
Large print ed. [PS3501.R55G58 1974] 74- 
9897 25.00 (lib. bdg.) 

1. Sight-saving books. I. Title. 

Prepared from C.I.P. 


818°.5°207 


DUNNE, Finley Peter, 
1867-1936. 

Mr. Dooley’s opinions. New York, Gordon 

Press [1974, c1901] p. cm. ISBN 0-87968- 

161-6 Reprint of the ed. published by R. 

H. Russell, New York. [PN6161.D83 

1974] 71-188105 29.95 (lib. bdg.) 

I Title. 

Prepared from C.I.P. 


LEACOCK, Stephen 
Butler, 1869-1944. 
Stephen Leacock, by Peter McArthur. 
(Folcroft, Pa.] Folcroft Library Editions, 
1974 [cl1923] p. cm. Reprint of the ed. 
published by Ryerson Press, Toronto, in 
series: Makers of Canadian literature. 
Bibliography: p. [PR6023.E15A6 1974] 74- 
19412 10.00 
1. Leacock, Stephen Butler, 1869-1944. 1. 
McArthur, Peter, 1866-1924, comp. II. 
Series: Makers of Canadian literature. 
Prepared from C.I.P. 


818'.5°207 


8187.5°207 


DAVIDSON, Donald, 8187.5°209 
1893-1968. 

The literary correspondence of Donald 
Davidson and Allen Tate. Edited by John 
Tyree Fain and Thomas Daniel Young. 
Athens, University of Georgia Press [1974] 
ixx, 442 p. 24 cm. ISBN 0-8203-0339-9 
Letters written 1922-1967. Includes 
bibliographical references. 
[PS3507.A666Z554] 73-88361 15.00 

1. Davidson, Donald, 1893-1968 — 
Correspondence. 2. Tate, Allen, 1899- — 
Correspondence. 3. Authors, American— 


Correspondence, reminiscences, etc. I. 
Tate, Allen, 1899- II. Title. 
FORSYTHE, Robert 818.5209 


Stanley, 1886-1941. 
Bernard De Voto; a new force in American 
letters. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1928 
ed. published by Macmillan, New York. 
Bibliography: p. [PS3507.E867Z59] 74- 
17306 5.00 


i. De Voto, Bernard Augustine, 1897- 
1955. 

Prepared from C.I.P. 

LABOR, Earle. 818.5209 
Jack London. New York, Twayne 


“AMERICAN BOOK PUBLISHING RECORD 


‘Publishers [1974] 179 p. port. 22 cm. 
ISBN 0-8057-0455-8 (Twayne’s United 
States author ee TUSAS;230) 
Bibliography: 165-171. 


[PS3523. 046768] 73- 2363 6.50 (lib. bdg.). 
1. London, Jack, 1876-1916. 


CLARK, Betsey. 818.5402 
A little book of cheery thoughts. 
Illustrated by Betsey Clark. [Kansas City, 
Mo., Hallmark Cards, 1974] [33] p. col. 
illus. 11 cm. ISBN  0-87529-364-6 
(Hallmark editions) [PS3553.L27L5] 73- 
83382 1.95 

T. Title. 


CLARK, Betsey. 818.5402 
A little book of love. Ilustrated by Betsey 
Clark. [Kansas City, Mo., Hallmark Cards, 
1974] [33] p. illus. 11 em. ISBN 0-87529- 


363-8 (Hallmark editions) 
[PS3553.L27L54] 73-83381 1.95 

I. Title. 

GIBSON, William, 1914- 818°.5°403 


A season in heaven; being the log of an 
expedition after that legendary beast, 
cosmic consciousness. [lst ed.}] New York, 
Atheneum, 1974. 182 p. 21 cm. ISBN 0- 
689-10615-7 [PS3513.12824S4] 74-77624 
6.95 

1. Gibson, William, 1914- —Journeys. I. 
Title. 


BEHME, Robert Lee. 818.5407 
Shasta and Rogue; a coyote story [by] 
Robert L. Behme. New York, Simon and 
Schuster [1974] p. cm. ISBN 0-671- 
21844-1 [QL795.C6B37] 74-9673 6.95 

1. Coyotes—Legends and stories. I. Title. 
Prepared from C.I.P. 


COLEMAN, Virginia. 818.5°407 
Listen to that, Max—-his name is Irving, by 
Va Coleman. Philadelphia, Dorrance 
[1974] 126 p. 22 cm. ISBN 0-8059-2004-8 
{QL795.R15C64] 74-75414 5.95 

1. Raccoons—-Legends and stories. I. Title. 


GROSSINGER, Richard, 818°.5'407 
1944- 

The book of being born again into the 

world. Plainfield, Vt, North Atlantic 

Books [1974] 246 p. 23 cm. ISBN 0- 

913028-29-0 [PS3557.R66B58] 74-180291 

5.00 a) ce 

I. Title. 

MORRIS, Jack R. 818.5407 

How to live with your wife's arrogant 

poodle, by Jack Rector Morris. Illustrated 

by William Harper. Radnor, Pa., Chilton 

Book Co. [1974, c1972] p. cm. ISBN 0- 

8019-6147-1 [PN6231.D68M6 1974] 74- 

19127 5.95 

1. Poodles— Anecdotes, facetiae, satire, ete. 

I. Title. 

Prepared from C.I.P. Pbk. 3.95; ISBN 0- 

8019-6159-9. 


OPPENHEIMER, Joel. 818°.5°407 
Pan's eyes; stories. [Amherst, Mass.] 
Mulch Press [1974] 56 p. port. 22 cm. 
ISBN 0-913142-04-2 (A Haystack book) 
Contents.—A quiet Sunday at home.— 
Mexican standoff.--The sleeping gypsy.— 
A beginning of tenderness.- -Un bel di— 
Friday night was always a ball.— 
Shenandoah. [PZ4. O63Pan] [PS3529.P69] 
74-77760 2.50 (pbk.). 

T. Title. 


VANWORMER, Joe. 818°.5°407 
Theres a marmot on the telephone. 
Caldwell, Idaho, Caxton Printers, 1974. 
116 p. illus. 27 em. ISBN 0-87004-237-8 
The author relates the adventures of his 


NOVEMBER 30,1974 


pet marmot in text and photographs. 
[QL737.R68V36] 72-87172 5.95 
1. Marmots—Legends and stories. I. Title. 


WILSON, Justin. 818°.5°407 
Justin Wilson’s Cajun Humor. By Justin 
Wilson and Howard Jacobs. Gretna, La., 
Pelican Publishing Co. [1974] 133 p. 23 
cm. ISBN 0-88289-017-4 [PN6162.W54] 
73-22164 4.95; 2.95 (pbk.) 

I. Jacobs, Howard, joint author. II, Title. 
UI. Title: Cajun Humor. 


KRIM, Seymour, 1922- 818.5409 
You & me. [lst ed.] New York, Holt, 
Rinehart and Winston [1974] ISBN 0-03- 
010961-2 A collection of the authors 


articles, reviews, essays, and letters. 
[PS3521.R557Y6] 73-3745 7.95 

I. Title. 

Prepared from C.LP. 

MERTON, Thomas, 1915- 818°.5°409 


1968. 
A Thomas Merton reader. Edited by 
Thomas P. McDonnell. Rev. ed. Garden 
City, N.Y., Image Books, 1974. 516 p. 18 
ISBN 0-385-03292-7 
(PSasas, E7174A6 1974] 74-29 2.95 (pbk.). 
1. Monastic and religious life. I. Title. 
SCHOENSTEIN, Ralph, 820°.8°0355 
1933- comp. 
The booze book; the joy of drink: stories, 
poems, ballads ... [Ist ed. Chicago, Playboy 
Press, 1974] x, 246 p. illus. 26 cm. ISBN 
0-87223-394-4 [PN6237.839] 73-91654 
12.95 
1. Drinking customs—Miscellanea. I. Title. 


BORGES, Jorge Luis, 1899- 820.9 
An introduction to English literature [by] 
Jorge Luis Borges in collaboration with 
Maria Esther Vazquez. Translated & edited 
by L. Clark Keating & Robert O. Evans. 
[Lexington] University Press of Kentucky 
[1974] ix, 77 p. 23 cm. ISBN 0-8131-1307- 


5 Translation of Introduccion a la 
literatura inglesa. Bibliography: p. [73] 
[PR99.B5913] 73-86401 6.25 

1. English literature—Addresses, essays, 


lectures. I. Vazquez, Maria Esther, joint 
author. I. Title. 


BULLETT, Gerald William, 
189491958. 

The story of English literature. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1935 ed. published by 
A. & C. Black, London, which was issued 
as no. 20 of The How- &-why series, 
Bibliography: p. [PR85.B85 1974] 74-9776 
10.00 (lib. bdg.). 


820°.9 


L. English literature—History and 
criticism. I. Title. II. Series: The How & 
why series. (London) no. 20. 

Prepared from C.I.P. 

EDMUNDS, Edward William. 820°.9 
An historical summary of English 


literature, by E. W. Edmunds. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1920 ed. published by 
Cassell, London. [PR83.E4 1974] 74-10666 
20.00 (lib. bdg.). 


1. English literature—ĦHistory and 
criticism. I. Title. 

Prepared from C.I.P. 

ENGLISH Institute. 820.9005 


New approaches to cighteenth-century 
literature; selected papers from the English 
Institute. Edited with a foreword by Phillip 
Harth. New York, Columbia University 
Press, 1974. p. cm. ISBN 0-231-03928-X 
Essays presented at two conferences of the 
English Institute held in 1972 and 1973. 


+ 


-ncludes bibliographical references. 
PR553.E5 1974] 74-13808 7.50 
‘. English literature—l18th century— 


Addresses, essays, lectures. I. Harth, John 
Phillip, 1926- ed. II. Title. 
Prepared from C.I.P. . 


MACFARLANE, Charles, 
1799-1858. 
Reminiscences of a literary hfe. With an 
ñtrod. by John F. Tattersall. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Eeprint of the 1917 ed. published by 
Ecribner, New York. [PR452.M3 1974] 74- 
18318 22.50 
-. Authors, English—Correspondence, 
geminiscences, etc. 2. Authors, Erglish— 
-9th century. 3. Great Britain—Biography. 
« Title. 
Erepared from C.I.P. 


MURDOCH, William 
Garden Blaikie, 1880-1934. 
Memories of Swinburne: with ather essays. 
[Norwood, Pa.] Norwood Edi:ions, 1974. 
£ cm. Reprint of the 1910 ed. published 
ty J. & J. Gray, Edinburgh. [PR463.M8 
13974] 74-17307 15.00 
& English  literature—19th 
Pistory and criticism. 1. Title. 
Frepared from C.I.P. Contents omitted. 


SAINTSBURY, George 
Edward Bateman, 1845-1933. 
Corrected impressions; essays cn Victorian 
writers. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1895 
ei. published by Dodd, Mead, New York. 
Contents. — Thackeray.—Tennyson.— 
Carlyle. Mr. Swinburne.-—Macaulay.— 
Feowning..—Dickens.—Matthew Arnold.— 
Taree mid-century novelists—Mr. William 
Norris. —Mr. Ruskin. [PR463.S3 1974] 74- 
17308 15.00 
I English fiterature-—19th century— 
“sddresses, essays, lectures. I. Title. 
Prepared from C.I.P. 


SZOTT, William 
Thompson, 1866- 
Chesterton, and other essays. [Folcroft, 
Pa] Folcroft Library Editions, 1974 
[c1912] p. cm. Reprint of the ed. 
published by Jennings and Graham, 
C neinnati [PR99.845 1974] 74-18300 
2m, 
1. Tolstoi, Lev Nikolaevich, graf, 1828- 
1310. 2. Hawthorne, Nathaniel, 1804-1864. 
3. English literature-—-19th century— 
Addresses. essays, lectures. I. Title. 
Pæpared from C.I.P. Contents omitted. 
RAY, Gordon 


820°.9°00912 B 
Norton, 1915- 


fi G. Wells & Rebecca West [ty] Gordon 
N Ray. New Haven, Yale University 


820°.9°007 


82C’.9°008 


century— 


820°.9°008 


820°.9°008 


Press, 1974. xxvi, 215 p. illus. 22 cm. 
ISBN 0-300-01753-7 Includes 
bisliographical references. [PE577€.R38] 
T&77990 7.95 

J. Wells, Herbert George, 13866-1946— 
Relationship with women. 2. West, 


R-becca, pseud.—Relationship with men. I. 
Tele.’ 


MURPHY, Gwendolen. 820.927 
A bibliography of English character-books, 
1€08-1700. [Folcroft, Pa.] Folcroft Library 
Eritions, 1974. p. cm. Reprint cf the 1925 
ed. printed at the Oxford University Press 
fo. the Bibliographical Society, London, 
wkich was issued as Supplement no. 4 to 
the society’s Transactions. [Z2014.C45M87 
1974] 74-8597 20.00 (lib. bdg.). 

1. Characters and characteristics— 
Broliography. 2. English lterature—Early 
medern, 1500-1700—Bibliography. — 3. 
Bratiography--Rare books. L Title. H. 


800 LITERATURE 
Series: Bibliographical Society, London. 
Transactions. Supplement no. 4. 
Prepared from C.I.P. 


SMYTH, Mary Winslow. 820°.9°31 
Biblical quotations , in Middle English 
literature before 1350 [by] Mary W. 
Smyth. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Thesis---Yale, 1910. 
Reprint of the 1911 ed. published by Holt, 
New York, which was issued as no. 41 of 
Yale studies in English. [PR275.S5 1974] 
74-18317 30.00 

1. English literature—Middle English, 
1100-1500—History and criticism. 2. Bible 
in literature. I. Bible. English (Middie | 
English). Selections. 1974. I. Title. Ll. 
Series: Yale studies in English, 41. 
Prepared from C.LP. 


FORD, Hugh D., 
1925- 
Published in Paris: American and British 
writers, printers, and publishers in Paris, 
1920-1939 [by] Hugh Ford. With a 


820°.9°94436 B 


foreword by Janet Flanner. New York, 
Macmillan [1974] p. cm. ISBN 0-02- 
539600-5 “List of press publications, 


periodicals, and newspapers published in 
Paris”: p. [PS129.F6] 74-14584 9.95 

i. Authors, American—20th century— 
Biography. 2. Authors, English—20th 


century—Biography. 3. Authors and 
publishers—Paris. 4. Publishers and 
publishing—FParis. I. Title. 

Prepared from C.I.P. 

MURPHY, Richard, 1927- 821 


High island. {lst U.S. ed.] New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
013119-5 Poems. [PR6063.U735H5 1974] 
74-1838 6.95 

I. Title. 

Prepared from C.I.P. Pbk. 2.95; ISBN 0- 
06-01321-7. Contents omitted. 


BERNIKOW, Louise, 1940- 
comp. 

The world split open: four centuries of, 
women poets in England and America, 
1552-1950. Edited with an introd. by 

Louise Bernikow. New York, Vintage 

Books [1974] p. cm. ISBN 0-394-71072-X 

[PS589.B4] 74-8705 3.95 (pbk.) 

i. American poetry. 2. Women’s writings, 

American. 3. English poetry. 4. Women’s 
writings, English. I. Title. 

Prepared from C.I.P. 


WINSLOW, Ola Elizabeth, 
comp. 

American broadside verse from imprints of 

the 17th & 18th centuries. Selected & 

edited, with an introductory note, by Ola 

Elizabeth Winslow. New Haven, Conn., 

Yale University Press, 1930. [New York, 


821°.008 


821.008 


AMS Press, 1974] p. cm. ISBN 0-404- 
07000-0 [PS601.W5 1974] 77-153361 
37.50 


i. American poetry—Colonial period, ca. 


1600-1775. 2. American poetry— 
Revolutionary period, 1775-1783. 3. 
Broadsides. I. Title. 

Prepared from C.I.P. 

SEGAR, Mary 821°.008°031 


Gertrude, ed. 

A mediaeval anthology, being lyrics and 
other short poems, chiefly religious, 
collected and modernized by Mary G 
Segar. [Folcroft, Pa.]  Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1915 


ed. published by Longmans, Green, 
London. [PR1203.S4 1974} 74-18417 
15.00 


I. English poetry—-Middile English, 1000- 
1500—Modernized versions. 2. Christian 
poetry, English. I. Title. 
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800 LITERATURE 
Prepared from C.I.P. 
LARRICK, Nancy, 821°.008°036 
comp. 
Room for me and a mountain lion; poetry 
of open space, selected by Nancy Larrick. 
New York, M. Evans [1974] 191 p. illus. 
21 cm. ISBN 0-87131-124-0 More than 
one hundred poems describing the beauty 
and splendor of the wilderness, written by 
some of the world’s most famous poets. 
[PN6110.N2L36] 73-87710 5.95 
i. Nature—Poetry. I. Title. 


CAUSLEY, Charles, 
1917- comp. 

The Puffin book of magic verse. Illustrated 

by Barbara Swiderska. Harmondsworth, 

Puffin Books, 1974. 239 p. illus. 20 cm. 


821°.008°037 


ISBN 0-14-030660-9 (Puffin books) 
Includes indexes. [PN6110.S9C38] 74- 
176584 


1. Supernatural—Poetry. I. Title. 
Distributed by Penguin, Baltimore, Md. 
1.25 (pbk.). 


BINYON, Laurence, 
1943. 

Tradition and reaction in modern poetry. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. Reprint of the 1926 ed. printed 
at the Oxford University Press by J. 
Johnson, London, which was issued as 
pamphlet no. 63 of the English 
Association. [PR604.B5 1974] 74-5434 
5.00 (lib. bdg.) 

1. English poetry—20th century—History 
and criticism. 2. Free verse. I. Title. I. 
Senès English Association. Pamphlet no. 


1869- 821.009 


Prepared from C.I.P. 


DAVIE, Donald. 821.009 
Articulate energy; an inquiry into the 
syntax of English poetry. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1955 ed. published by 
Routledge & K Paul, London. 
([PR508.S95D3 1974] 74-18298 17.50 

i. English poetry—History and criticism. 
2. English language—Syntax. I. Title. 
Prepared from C.I.P. 


HEARN, Lafcadio, 1850- 
1904. 
Books and habits, from the lectures of 
Lafcadio Hearn. Selected and edited with 
an introd. by John Erskine. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1922 ed. published by W. 
Heinemann, London. [PN511.H33 1974] 
'74-17391 17.50 
I, Literature—Addresses, essays, lectures. 
2. English literature—Addresses, essays, 
lectures. 3. Poetry—-Addresses, essays, 
lectures. I. Erskine, John, 1879-1951, ed. 
I. Title. 
Prepared from C.I.P. 


821.009 


FRASER, Claud Lovat, 
1890-1921, comp. 
Old broadside ballads; reproduced from 
original examples in facsimile with an 
introductory note by C. Lovat Fraser. 
[Norwood, Pa.] Norwood Editions, 1974. 
p. cm. Reprint of the 1920 ed. published 
by the Poetry Bookshop, London, which 
was issued as no. 15 of The Chapbook. 
[PR1181.F69 1974] 74-17468 6.00 
1. English ballads and songs. 2. 
Broadsides—Facsimiles. I. Title. II. Series: 
The Chapbook (London) no. 15. 
Prepared from C.I.P. 


REED, Langford, 1889- 8217.08 
The complete limerick book; the origin, 
history, and achievements of the limerick, 
with about 350 selected examples. 


821.04 
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Illustrated by H. M. Bateman. London, 
Jarrolds. Detroit, Gale Research Co., 1974. 
147 p. illus. 18 cm. ISBN 0-8103-3974-9 
Reprint of the 1925 ed. [PN6231.L5R4 
1974] 78-175778 8.00 
I. Limericks. I. Title. 


ALBRECHT, William Price, 8217.1 
1907- 
The loathly lady in "Thomas of 


Erceldoune’; with a text of the poem 
printed in 1652 [by] William P. Albrecht. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974 [c1954] p. cm. ISBN 0-8414-3000-4 
Reprint of the ed. published by the 
University of New Mexico Press, which 
was issued as no. 11 of University of New 
Mexico publications in language and 
literature. Bibliography: p. [PR2148.T53A4 
1974] 74-18004 15.00 

J. Thomas, of Erceldoune, called the 
Rhymer, 1220?-1297?—Romances— 
History and criticism. 2. Thomas of 
Erceldoune (Poem) I. Thomas of 
Erceldoune (Poem). 1974. If. Title. II. 
Series: New Mexico. University. University 
of New Mexico publications in language 
and literature, no. 11. 

Prepared from C.I.P. 


DILLON, Bert. 821°.1 
A Chaucer dictionary; proper names and 
allusions, excluding place names. Boston, 
G. K. Hall, 1974. xvii, 266 p. 24 cm. ISBN 
0-8161-1112-X Bibliography: p. 247-266. 
[PR1903.D5] 74-2442 25.00 (lib. bdg.) 


1. Chaucer, Geoffrey, d. 1400— 
Dictionaries. I. Title. 
GIFFIN, Mary Elizabeth, 821°.1 


1897, 
Studies on Chaucer and his audience [by] 
Mary Giffin. ([Folcroft, Pa.] Folcroft 
Library Editions, 1974 [c1956] p. cm. 
Reprint of the ed. published by Editions 
L’Eclair, Hull, Que. [PR1924.G5 1974] 74- 
18083 20.00 
1. Chaucer, Geoffrey, d. 1400—Criticism 
and interpretation. I. Title. 
Prepared from C.I.P. 


JENKS, Tudor, 1857-1922. 821.1 B 
In the days of Chaucer. With an introd. by 
Hamilton Wright Mabie. [Folcroft, Pa.] 
Folcroft Library Editions, 1974 [c1904] p. 
cm. Reprint of the ed. published by A. S. 
Barnes, New York, in series: Lives of great 
writers. Bibliography: p. [PR1905.J4 1974] 
74-18407 22.50 

1. Chaucer, Geoffrey, d. 1400—Biography. 
I. Title. 

Prepared from C.I.P. 


MCCLUMPHA, Charles Flint, 
1863-1933 

The alliteration of Chaucer. [Folcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 


8217.1 


Reprint of the authors inaug. diss., 
Leipzig, 1888. [PR1951.M3 1974] 74- 
19347 6.50 

I. Chaucer, Geoffrey, d.  1400— 


Versification. 2. Alliteration. I. Title. 
Prepared from C.I.P. 


HALLIWELL-PHILLIPPS, 
James Orchard, 1820-1889, ed. 
The Thorton romances. The early English 
metrical romances of Perceval, Isumbras, 
Eglamour, and Degrevant. Selected from 
manuscripts at Lincoln and Cambridge. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1844 ed. 
printed for the Camden Society by J. B. 
Nichols, London, which was issued as no. 
30 of the Societys publications. 
{PR2064.H3 1974] 74-16120 19.50 
1. Romances, English. I. Title. If. Series: 
Camden Society, London. Publications, 30. 


821’.1°08 


,- AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.I.P. 


*MILLS, Maldwyn, comp. 821.108 
Six middle English romances, edited, with 
an introduction by Maldwyn Mills. 
London, Dent [1973] Totowa, N.J., 
Rowman and Littlefield [1973] xxxiii, 224 
p. 20 cm. ISBN _ 0-87471-403-6. 
Bibliography: [xxxii-xxxiii] [PR1203] 7.50 
1. English poetry--Middle English (1100- 
1500). I. Title. 
Pbk. 3.50, ISBN 0-87471-396-X. 
BLOUNT, Thomas Pope, 821'.4s 
Sir, bart., 1649-1697. 
De re poetica; or, Remarks upon poetry. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1235-6 (The Life & times of 
seven major British writers.) Reprint of the 
1694 ed. printed by R. Everingham for R. 
Bently, London. [PR3423.D75 vol. 11] 
[PN1041] 809.1 74-16330 22.00 
1. Poetry—Early works to 1800. 2. 
Criticism. I. Title. If. Title: Remarks upon 
poetry. ITI. Series: Drydeniana 11. 
Prepared from C.I.P. 


THE Censure of the Rota; 821°.4 
Elkanah Settle, 1673-1674. New York, 
Garland Pub. 1974. p. cm. ISBN 0-8240- 
1229-1 (The life & times of seven major 
British writers. Drydeniana, 5) 
[PR3423.D75 vol. 5] [PR3424] 74-17168 
22.00 

I. Dryden, John, 1631-1700—Criticism 
and ___interpretation—Addresses, essays, 
lectures. 2. English drama—Restoration, 
1660-1700. 3. English drama—Restoration, 
1600-1700—Adadresses, essays, lectures. I. 
Series: Drydeniana, 5. 

Prepared from C.I.P. Contents omitted. 


DRYDENIANA. 821.4 
New York, Garland Pub., 1974- p. cm. 
(The Life & times of seven major British 
writers) [PR3423.D75] 74-14999 22.00 

1. Dryden, John, 1631-1700. 

Prepared from C.I.P. 


FLETCHER, Harris Francis, 821.4 
1892- 
Milton’s semitic studies and some 


manifestations of them in his poetry. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1926 ed. 
published by University of Chicago, Press, 
Chicago. Bibliography: p. [PR3592.S4F5 
1974] 74-18236 4.50 

1. Milton, John, 1608-1674—Knowledge— 
Languages. 2. Milton, John, 1608-1674— 
Knowledge—Literature. J. Semitic 
Philology in literature. 4. Learning and 
scholarship—England. I. Title. 

Prepared from C.I.P. 


THE Hind and the 8217.4 s 
panther, and other works, 1685-1687. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1232-1 (The Life & times of seven 
major British writers. Drydeniana, 8) 
[PR3423.D75 vol. 8] 821.4 74-15000 
22.00 5 

I. Dryden, John, 1631-1700-—Miscellanea. 
I. Series: Drydeniana, 8. 

Prepared from C.I.P. Contents omitted. 


KERRIGAN, William, 1943- 821.4 
The prophetic Milton. Charlottesville, 
University Press of Virginia [1974] viii, 
285 p. 25 cm. ISBN 9-8139-0512-5 
Includes bibliographical references. 
[PR3588.K47] 74-6118 12.50 

1. Milton, John, 1608-1674—Criticism and 
interpretation. I. Title. 


MCDILL, Joseph Moody, 
1911- 
Milton and the pattern of Calvinism. 


821.4 


NOVEMBER 30,1974 T E 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1942 ed. 
distributed by the Joint University 
Libraries, Nashville. Originally presented 
as the author's thesis, Vanderbilt 
University, 1938. Bibliography: p. 
[PR3592.R4M3 1974] 74-19302 30.00 
1. Milton, John, 1608-1674—Religion and 
ethics. 2. Christianity in literature. 3. 
Calvinism. I. Title. 

Prepared from C.I.P. 


MILTON, John, 1608-1674. 8217.4 
il penseroso. Edited with notes by Oliver 
Elton. [Folcroft, Pa.] Folcroft Library 
Editions, 1973, [i.e.1974] p. Reprint of the 
1891 ed. published by Clarendon Press, 
London, in series: Clarendon Press series. 
Olas 1973] 73-13546 12.50 (lib. 
bdg.). 

I. Elton, Oliver, 1861-1945, ed. II. Title. 
Prepared from C.I.P. 


REMARQUES on the humours 
and conversation of the town, and 
Remarks upon Remarques. New York, 
Garland Pub., 1974. p. cm. ISBN 0-8240- 
1226-7 (The Life & times of seven major 
British writers. Drydeniana 2) Reprint of 
the ed. printed in 1673 for A.” Banks, 
London, and of the ed. printed in 1673 by 
A. C. for W. Hensman, London, 
respectively. [PR3423.D75 vol.2] 
[PR3291.A1] 823’.4 74-19021 22.00 

1. Remarques on the humours and 
conversations of the town. 2. London— 
Social life and customs. I. Remarks upon 
Remarques. 1974. II. Series: Drydeniana 2. 
Prepared from C.I.P. 


SCOTT, George Walton. 821.4 B 
. Robert Herrick, 1591-1674. New York, St. 
Martin’s Press [1974] 200 p. illus. 23 cm. 


8217.4,8 


Bibliography: p. 189-193. [PR3513.S3 
1974] 73-94380 10.00 

1. Herrick, Robert, 1591-1674. 
*DRYDEN, John 1631-1700 821.48 


The works of John Dryden 

Vol. 4, Poems 1693-1696, is now available 
from the Univ. of California Press, 
Berkeley for 30.00. ISBN 0-520-02120-7. 
L.C. no. 55-7149. 


AYRE, William. 821.5 s 
Memairs of the life and writings of 
Alexander*Pope, 1745. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1257-7 
(T he Life & times of seven major British 
writers. Popeiana, 20-21) Attributed to 
Edmund Curll. Cf. R. Straus, The 
unspeakable Curll. Reprint of the ed. 
printed by His Majesty’s authority for the 
author; sold by the Booksellers of London 
and Winchester. [PR3633.P58 vol. 20-21] 
821.5 74-14944 22.00 

1. Pope, Alexander, 1688-1744. I. Curll, 


Edmund, 1675-1747. II. Title. III. Series: 
Popeiana, 20-21. 

Prepared from C.I.P. 

DILWORTH, W. H. 8217.5 s 


The life of Alexander Pope, Esq. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1259-3 (The Life and times of seven 
major British writers. Popeiana 23) Reprint 
of the 1759 ed. printed for G. Wright, 
London. [PR3633.P58 vol. 23] 821.5 B 
74-16269 22.00 

1. Pope, Alexander, 1688-1744. T. Title. II. 
Series. 

Prepared from C.I.P. 


HAZELTINE, Alice Isabel, 
1862-1922. 

A study of William Shenstone and of his 

critics, with fifteen of his. unpublished 

poems and five of his unpublished Latin 


8217.5 


inscriptions. [Folcroft, Pa.] Folcroft Library 
Editions, 1974 [cl1918] 94 p. 26 cm. 
Reprint of the 1918 ed. published by the 
Collegiate Press, Menasha, Wis. Originally 
presented as the author’s thesis (M.A.), 
Wellesley, 1913. Bibliography: p. [90]-94. 
[PR3677.H3 1974] 74-1053 12.50 (lib. 
bdg.). 


i. Shenstone, William, 1714-1763— 
Appreciation. I. Title. 
RUFFHEAD, Owen, 1723- 821.5 s 


1769. 

The life of Alexander Pope. New York, 
Garland Pub., 1974. p. cm. ISBN 0-8240- 
1258-5 (The Life & times of seven major 
British writers. Popeiana, 22) Reprint of 
the 1769 ed. printed for S. Powell Dublin. 
[PR3633.P58 vol. 22] 821.5 B 74-17008 
22.00 

1. Pope, Alexander, 1688-1744. I. Title. I. 
Series: Popeiana, 22. 

Prepared from C.I.P. 


THREE biographical 821’.5 B 
pamphlets, 1744-1745 New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1260-7 
(The Life & times of seven major British 
writers. Popeiana, 24) Reprint of the 1745 
ed. of Remarks on Squire Ayre’s Memoirs 
of the life and writings of Mr. Pope, in a 
letter to Mr. Edmund Curl, bookseller, 
printed for M. Cooper, London; of the 
1744 ed. of The life of Alexander Pope, 
esq., with remarks on his works: to which 
is added his last will, printed for W. 
Bickerton, London; and of the 1744 ed. of 
The life of Alexander Pope, esq., with a 
true copy of his last will and testament, 
printed for C. Corbett, London. 
[PR3633.P58 vol. 24] 74-16034 22.00 


_ 1. Pope, Alexander, 1688-1744. I. Remarks 


on ‘Squire Ayre’s Memoirs of the ife and 
writings of Mr. Pope, in a letter to Mr. 
Edmund Curl, bookseller. 1974. I. The 
Life of Alexander Pope, esq., with remarks 
on his works: to which is added, his last 
will. 1974. III. The Life of Alexander 
Pope, esq., with a true copy of his last will 
and testament. 1974. IV. Series: Popeiana, 
24. 

Prepared from C.I.P. 


WARBURTON, William, Bp. 
of Gloucester, 1698-1779. 
A critical and philosophical commentary, 
by William Warburton. Common sense, a 
common delusion. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1252-6 
(The life & times of seven major British 
writers. Popeiana, 14) Reprint of the 1742 
ed. of Warburton’s A critical and 
philosophical commentary on Mr. Pope’s 
Essay on man, printed for J. and P. 
Knapton, London; and of the 2d ed., 1751, 
of Common sense, a common delusion, by 
Almonides, printed for T. Reynolds, 
London. [PR3633.P58 vol. 14] [PR3627] 

74-18273 22.00 

i. Pope, Alexander, 1688-1744. An essay 
on man. I. Almonides. Common sense, a 
common delusion. 1974. I. Title. HI. 
Series: Popeiana, 14. 

Prepared from C.I.P. 


BURNS, Robert, 1759-1796. 821°.6 
The poetical works of Burns. Edited by 
Raymond Bentman. Cambridge ed. Boston, 
Houghton Mifflin, 1974. p. cm. ISBN 0- 
395-18486-X [PR4300 1974.B6] 74-18450 
12.50 

I. Bentman, Raymond, ed. IT. Title. 
Prepared from C.I.P. 


8217.5 


ROSS, John Dawson, 1853- 
1939, ed. 

Robert Burns and his rhyming friends. 

Collected and edited by John D. Ross. 


821.6 


800 LITERATURE ~"; 


< With bibliographical and biographical notes 


and a glossary by George F. Black. 


. Stirling, E. Mackay. [New York, AMS 


Press, 1974] 117 p. 19 cm. ISBN 0-404- 
08538-5 Reprint of the 1928 ed. 
[PR4335.R68 1974] 77-144478 5.50 

1. Burns, Robert, 1759-1796, in fiction, 
drama, poetry, etc. I. Title. 


BARBER, Thomas Gerrard, 
1875-1952. 

Byron—and where he is buried. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

Reprint of the 1939 ed. published by H. 

Morley, Hucknall. [PR4381.B3 1974] 74- 

8562 20.00 (lib. bdg.). 

1. Byron, George Gordon Noel Byron, 

Baron, 1788-1824—Biography. I. Title. 

Prepared from C.I.P. 


821.7 B 


BROWN, Charles Armitage, 821.7 B 
1786-1842. 

Life of John Keats. Edited with an introd. 
and notes by Dorothy Hyde Bodurtha and 
Willard Bissell Pope. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. 129 p. 26 
cm. Reprint of the 1937 ed. published by 
Oxford University Press, London. Includes 
bibliographical references. [PR4836.B76 
1974] 74-3172 17.50 

1. Keats, John, 1795-1821—Biography. I. 
Bodurtha, Dorothy Hyde, ed. II. Pope, 
Willard Bissell, ed. 


CAINE, Hall, 
1931. . 
Life of Samuel Taylor Coleridge. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1887 ed. published by 
W. Scott, London, in series: Great writers. 
*Bibliography, by John P. Anderson”: p“ 
(PR4483.C3 1974] 74-17143 7.75 
i. Coleridge, Samuel Taylor, 1772-1834— 
Biography. I. Title. 
Prepared from C.I.P. 


Sir, 1853- 821.7 B 


DOUGLAS, George 821°.7 B 
Brisbane, Sir, bart., 1856-1935. 
James Hogg. [Folcroft, Pa.]  Folcroft 


Library Editions, 1974. p. cm. Contains 
also brief essays on Robert Tannahill, 
William Motherwell, and William Thom. 
Reprint of the 1899 ed. published by O. 
Anderson & Ferrier, Edinburgh, issued in 
series: Famous Scots series. [PR4792.D6 
1974} 74-10889 17.50 (lib. bdg.). 

1. Hogg, James, 1770-1835—Biography. 2. 
Tannahill, Robert, 1774-1810—Addresses, 
essays, lectures. 3. Motherwell, William, 
1797-1835—Ad<dresses, essays, lectures. 4. 
Thom, William, 1798?.1848—Addresses, 
essays, lectures. 

Prepared from C.I.P. 


FOX, John Charles, Sir, 
1855-1943. 
The Byron mystery. [Folcroft, Pa.} Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1924 ed. published by G. Richards, 
London. [PR4382.F6 1974] 74-8534 20.00 
(lib. bdg.). 
1. Byron, 


821.7 B 


George Gordon Noel Byron, 
Baron, 1788-1824—Relationship with 
women. 2. Byron, Anne _ Isabella 
(Milbanke) Byron, Baroness, 1792-1860. í. 
Title. 

Prepared from C.I.P. 


MCCONNELL, Frank D., 1942- 82.7 
The confessional imagination: a reading of 
Wordsworth’s Prelude [by] Frank D. 
McConnell. Baltimore, Johns Hopkins 
University Press [1974] ix, 211 p. 23 cm. 
ISBN 0-8018-1574-6 Bibliography: p. 201- 
207. [PR5864.M25] 73-19333 10.00 

1. Wordsworth, William, 1770-1850. The 
prelude. 2. Confession in literature. I. Title. 
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SHEALY, Ann. 821°.7 
Journey through the unapparent; a reading 
of Shelley’s The triumph of life. [Ist ed.] 
Hicksville, N.Y., Exposition Press [1974] 
80 p. 22 cm. ISBN 0-682-47994-2 (An 
Exposition-university book) Bibliography: 
p. 77-80. [PR5422.T7S5] 74-80690 4.50 

1. Shelley, Percy Bysshe, 1792-1822. The 
triumph of life. I. Shelley, Percy Bysshe, 
1792-1882. The triumph of life. 1974. TI. 
Title. 


SHELLEY, Percy Bysshe, 
. 1792-1822. 

Verse and prose from the manuscripts of 
Percy Bysshe Shelley. Edited by John C. 
E. Shelley-Rolls and Roger  Ingpen. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. Notes. Contents.—pt. 1. 
Verses and fragments. Laon and Cythna. 
Prometheus unbound. Witch of Atlas. 
Adonais. Hellas. New readings.—pt. 2. 
Prose: Journal: Switzerland, 1816. On the 
vegetable system of diet. Fragments. 
Translation from Tacitus on the Jews. 
Letters, etc. [PR5403.S57 1974] 74-8648 
20.00 (lib. bdg.). 

L Shelley-Rolls, John Courtown Edward, 
Sir, bart, 1871- ed. Il. Ingpen, Roger, 
1868 or 9-1936, ed. III. Title. 

Prepared from C.I.P. 


8217.7 


SMITH, George Barnett, 8217.7 
1841-1909. 

Shelley; a critical biography. [Folcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 

Reprint of the 1877 ed. published by D. 

Douglas, Edinburgh. [PR5431.S75 19746] 

74-9793 20.00 (lib. bdg.). 

1. Shelley, Percy Bysshe 1792-1822. 

Prepared from C.I.P. 


SMITH, George Barnett, 
1841-1909. 

Shelley; a critical biography. New York, 

Haskell House Publishers, 1974. x, 249 p. 

23 cm. ISBN 0-8383-1727-8 Reprint of the 


821.7 B 


1877 ed. published by D. Douglas, 
Edinburgh. [PR5431.875 1974] 73-16290 
11.95 

1. Shelley, Percy Bysshe, 1792-1822— 
Biography. 

STILLINGER, Jack. 821°.7 


The texts of Keat’s poems. Cambridge, 
Mass., Harvard University Press, 1974. 
xvii, 297 p. 25 cm. ISBN 0-674-87511-7 
Includes bibliographical references. 
[PR4837.S65] 73-86940 12.95 

i. Keats, John, 1795-1821—Criticism, 
Textual. I. Title. 


SUBBA Reddy, D. V., 1899- 821.7 
Byron’s Don Juan: a study [by] D. V. 
Subba Reddy. [Folcroft, Pa.] Folcroft 


Library Editions, 1974. p. cm. Reprint of 
the 1968 ed. published by Malico 
Publishers, Tirupati, India. Bibliography: p. 
Me 1974] 74-11327 15.00 (lib. 
g.). 

l. Byron, George Gordon Noel Byron, 
Baron, 1788-1824. Don Juan. I Byron, 
George Gordon Noel Byron, Baron, 1788- 
1824. Don Juan. H. Title. 

Prepared from C.LP. 


ra Henry, Sir, 1800- 821.7 
1886. 
Notes from books. In four essays. 


{Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1849 ed. 
published by J. Murray, London. 
eee 1974] 74-8199 30.00 (lib. 
g.). 

1. Wordsworth, William, 1770-1850— 
Criticism and interpretation. 2. De Vere, 
Aubrey Thomas, 1814-1902—Criticism and 
interpretation. 3. Wealth. I. Title. 
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Prepared from C.I.P. 


TODD, Francis Murray, 821.7 B 
1924- 
Politics and the poet; a study of 


Wordsworth [by] F. M "Todd. [Folcroft, 
Pa.) Folcroft Library Editions, 1974 
{cl957] p. cm. “Based on a thesis 
presented to the University of London in 
1948.” Reprint of the ed. published by 
Methuen, London. Bibliography: p. 
[PR5892.P64T6 1974] 74-19207 27.50 

1. Wordsworth, William, 1770-1850— 
Political and social views. 2. Politics in 
literature. I. Title. 

Prepared from C.I.P. 


ULLMAN, James Ramsey, 821.7 B 
1907-1971. : 

Mad Shelley. New York, Gordian Press, 

1974. p. cm. ISBN 0-87752-178-6 Reprint 

of the 1930 ed. published by the Princeton 

University Press, Princeton. [PR5431.U6 

1974] 74-18406 7.50 

1. Shelley, Percy Bysshe, 1792-1822— 

Biography—Character. I. Title. 

Prepared from C.I.P. 


LETTERS from the Lake 821.7709 B 
poets, Samuel Taylor Coleridge, William 
Wordsworth, Robert Southey to Danie: 
Stuart, editor of the Morning post and the 
Courter, 1800-1838. (Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1889 ed. printed by West, Newman, 
London. [PR1346.L4 1974] 74-6116 50.00 
(lib. bdg.). 
d. Stuart, Daniel, 1766-1846. 2. Lake 
poets—Correspondence, reminiscences, ete. 
I. Coleridge, Samuel Taylor, 1772-1834. I 
Wordsworth, William, 1770-1850. III. 
Southey, Robert, 1774-1843. IV. Stuart. 
Daniel, 1766-1846. 

Prepared from C.I.P. 


BRADLEY, Andrew Cecil, 
1851-1935. 

The reaction against Tennyson. New York, 

Gordon Press [1974] p. ISBN 0-87968- 

139-X Reprint of the 1917 ed. printed by 


821.8 


F. Hall at the University Press, Oxford, 


which was issued by the English 
Association as its Pamphlet no. 39. 
Be 1974b] 74-3566 25.00 (lib. 
bdg. 

1. Tennyson, Alfred Tennyson, Baron, 
1809-1892. I. Title. II. Series: English 
Association. Pamphlet no. 39. 

Prepared from C.I.P. 


HARRIS, Daniel A., 1942- 821.3 
Yeats: Coole Park & Ballylee [by] Daniel 
A. Harris. Baltimore, Johns Hopkins 
University Press [1974] viii, 262 p. illus. 23 
em. ISBN  0-8018-1576-2 Includes 
bibliographical references. [PR5907.H33] 


Ll. Yeats, William Butler, 1865-1939— 
Criticism and interpretation. 2. Yeats, 
William Butler, 1865-1939—Homes and 
haunts. I. Title. 


-74-5185 10.00 (lib. bdg.) 


SAGAR, Benjamin. 8217.8 
The sonnets of Robert Browning. [Folcrof:, 
Pa.] Folcroft Library Editions, 1974. p. 
em. Reprint of the 1887 ed. published by 
J. Heywood, Manchester. [PR4238.S2 
1974] 74-17484 5.00 

1. Browning, Robert, 1812-1889—Criticism 
and interpretation. I. Title. 

Prepared from C.I.P. 


SKENE, Reg. 821.8 
The Cuchulain plays of W. B. Yeats: a 
study. [New York] Columbia University 
Press [1974] p. cm. ISBN 0-231-03930-1 
[PR5908.C8S55] 74-10725 15.00 

1. Yeats, William Butler, 1865-1939— 


AMERICAN BOOK PUBLISHING RECORD 


Criticism and interpretation. 2. Cuchulain. 
T. Title. : 
Prepared from C.I.P. 


SNITSLAAR, Louise. 821.8 
Sidelights on Robert Browning's "The ring 
and the book.” [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. 
Proefschrift—Groningen. Reprint of the 
1934 ed. published by Pronto, Amsterdam. 
Bibliography: p. [PR4219.S6 1974] 74-9803 
15.00 (ib. bdg.). 

1. Browning, Robert, 1812-1889. The ring 
and the book. f. Title. 

Prepared from C.I.P. 


SWINBURNE, Algernon 
Charles, 1837-1909. 

Ballads of the English border. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
Reprint of the 1925 ed. published by W. 
Heinemann, London. Bibliography: p. 
(PR5506.B5 1974] 74-9787 20.00 (lib. 


821.8 


Prepared from C.I.P. 


WOODBERRY, George Edward, ° 
1855-1930. 

Swinburne. [Folcroft, Pa.} Folcroft Library 

Editions, 1973, fie. 1974] p. Reprint of 

the ed. published by Macmillan, New 

York. [PR5514.W6 1973] 73-15594 5.00 

(lib. bdg.). 


8217.8 


I. Swinburne, Algernon Charles, 1837- 
1909. 

Prepared from C.I.P. 

BROWNING, Elizabeth 821’.8°08 


(Barrett), 1806-1861. 
The poetry of the Brownings; an 
anthology, compiled by Clifford Bax. 
[Folcroft, Pa.] Folcroft Library Editions, 
1973, [ie.1974] p. Reprint of the 1947 ed. 
published by F. Muller, London. 
eye .B48 1973] 73-13773 15.00 (lib. 
B 
I. Browning, Robert, 1812-1889. II. Bax, 
Clifford, 1886-1962, comp. IH. Title. 
Prepared from C.I.P. 


AUDEN, Wystan Hugh, 
1907-1973. ; 

Thank you, fog; last poems. New York, 

Random House [1974] p. cm. ISBN 0- 

a 2 [PR6001.U4TS 1974] 74-9049 

I. Title. 

Prepared from C.I.P. 


DAVIDSON, Arthur. 821°.9°12 
The Eliot enigma; a critical examination of 
The, waste land. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1959 ed. published by A. Davidson, 
London. [PS3509.L43Z6619 1974] 74- 
18248 6.50 

1. Eliot, Thomas Stearns, 1888-1965. The 
waste land. I. Title. 

Prepared from C.I.P. 


FULLER, John Frederick 
Charles, 1878- 
The star in the west; a critical essay upon 
the works of Aleister Crowley, by J. F. C. 
Fuller. New York, Gordon Press, 1974. 
327 p. 24 cm. ISBN  0-87968-129-2 
Reprint of the 1907 ed. published by the 
Walter Scott Pub. Co., London, New York. 
Includes bibliographical , references. 
peu. .R7Z73 1974] 73-21418 34.95 (lib. 


821.912 


82.912 


8. 
1. Crowley, Aleister, 1875-1947—Criticism 
and interpretation. I. Title. 


GRAHAM, Desmond. 821.912 
Keith Douglas, 1920-1944; London, New 
York, Oxford University Press, 1974. xii, 


NOVEMBER 30,1974 


295 p. illus. 24 cm. ISBN 0-19-211716-5 ` 


Bibliography: p. 259-[260] 
[PR6054. 083626] 74-174164 17.75 

1. Douglas, Keith Castellain, 1920-1944— 
Biography. 


ROSENBERG, Isaac, 1890- 
1918. 
The collected poems of Isaac Rosenberg. 
Edited by Gordon Bottomley & Denys 
Harding. With a foreword by Siegfried 
Sassoon. New York, Schocken Books 
(1974, c1937] viii, 240 p. 23 cm. ISBN 0- 
8052-3036-X Reprint of part of the work 
originally published by Chatto and Windus, 
London, under title: The collected works 
of Isaac Rosenberg. [PR6035.067A17 
1974] 73-91125 7.50 


821.9712 


CHURCH, Richard, 821°.9°1209 
1893- 
Eight for immortality. (Folcroft, Pa.] 


Folcroft Library Editions, 1974. ix, 113 p. 
ports. 24 cm. Reprint of the 1941 ed. 
published by J. M. Dent, London. 
[PR603.C5 1974] 74-3176 7.00 (lib. bdg.). 
1. English  poetry—20th century— 
Addresses, essays, lectures. 2. American 
poetry—20th century—Addresses, essays, 
lectures. I. Title. 

Contents omitted. 


DAY-LEWIS, Cecil, 
1904-1972 

A hope for poetry. (Reprint with a 
postscript) [Folcroft, Pa.] Folcroft Library 
Editions, 1974. 98 p. 26 cm. Reprint of the 
1939 ed. published by B. Blackwell, 
Oxford. [PR610.D3 1974] 74-5140 8.50 
(lib. bdg.) 

1. English poetry—20th century—History 
and criticism. 2. Poetry. I. Title. 


BOOTH, Martin. 821.914 

Brevities. New Rochelle, N.Y., Elizabeth 

Press [1974] [15] p. 22 cm. Poems. ”This 

edition consists of copies.” 

pees -063B7] 74-180281 6.00 (pbk.) 
ttle. 


GUNN, Thom. 821.9714 
To the air. [Boston] D. R. Godine [1974] 
24 p. 23 cm. ISBN 0-87923-086-X (First 
Godine poetry chapbook series, no. 
[PR6013.U65T57] 73-89045 2.50 

I. Title. , 


821’.9°1209 


KERSNOWSKI, Frank L., 
1934- 

John Montague [by] Frank L. Kersnowski. 

Lewisburg [Pa.] Bucknell University Press 

[1974] p. cm. ISBN 0-8387-7807-0 (The 

Irish writers series) Bibliography: p. 

[PR6063.05Z8] 78-168811 4.50 


8217.9°14 


1. Montague, John—Criticism and 
interpretation. 

Prepared from C.I.P. 

STALLWORTHY, Jon. 821.914 


The apple barrel: selected poems, 1955-63. 
London, New York, Oxford University 
Press, 1974. [8], 64 p. 22 cm. ISBN 0-19- 


211837-4 [PR6037.T1615A6 1974] 74- 
177277 5.00 

I. Title. 

THWAITE, Anthony. 821°.9°14 
New confessions. London, New York, 


Oxford University Press, 1974. v, 57 p. 22 
cm. ISBN . 0-19-211840-4 Poems. 
[PR6070.H9N4] 74-174179 5.00 (pbk.). 

Í. Title. 


WIRT, Sherwood 
Eliot, comp. 
God I like you; contemporary poetry from 
Decision magazine, selected and compiled 
by Sherwood E. Wirt and Charlene 


821°.9°1408038 


Anderson. Grand Rapids, Mich., 
Zondervan Pub. House [1973] 94 p. illus. 
22 cm. [PS615.W53 1973] 74-155365 2.95 
(pbk.) 

1. American poetry—20th century. 2. 
English poetry—20th century. I. Anderson, 
Charlene, joint comp. If. Decision. TI. 
Title. 


FUGARD, Athol. 822 
Three Port Elizabeth plays: The blood 
knot; Hello and goodbye; Boesman and 
Lena. New York, Viking Press, 1974. xxv, 
226 p. 22 cm. ISBN 0-670-70929-8 
[PR9639.3.F8A19 1974] 72-78985 7.95 

I. Title. 


AFRICAN theatre; eight 822°.02 
prize-winning plays for radio; edited by 
Gwyneth Henderson; judges Wole Soyinka, 
Martin Esslin, Lewis Nkosi. London, 
Heinemann, 1973, [i.e.1974] iii-x, 150 p. 
19 cm. ISBN 0-435-90134-6 (African 
writers series, 134) [PN6120.R2A42] 74- 
162384 

1. Radio plays—Africa. I. Henderson, 
Gwyneth, ed. II. Soyinka, Wole. 
Distributed by Humanities Press, 2.25 
(pbk.). 


JEFFARES, Alexander 
Norman, comp. 

Restoration comedy, ed. by A. Norman 
Jeffares. London, Folio Press; Totowa, 
N.J., Rowman and Littlefield, 1974. 4 v. 
26 cm. ISBN 0-87471-476-1 [PR124&.J4] 
73-19769 87.50 (set) 

1. English drama (Comedy) 2. English 
drama—Restoration. I. Title. 


ON literary farces, 1715- 822°.052 
; New York, Garland Pub., 1974. 
i JA ISBN 0- 8240-1242-9 (The Life & 
times of seven major British writers. 
Popeiana 4) Reprint of the 1715 ed. of A 
complete key to the last new farce, the 
What d’ye call it, by B. Griffin and L. 
Theobald, printed for J. Roberts, London; 
of the 1717 ed. of A complete key to the 
new farce, call’d Three hours after 
marriage, by E. Parker, printed by E. 
Berrington, London; of the 1717 ed. of A 
letter to Mr. John Gay concerning. his late 
farce, entitled A comedy, by T. Drub, 
printed by J. Roberts, London; of the 1717 
ed. of The confederates: a farce, by J. D. 
Breval, printed for R. Burleigh, London; of 
the 1718 ed. of A compleat key to the 
non-juror, by J. D. Breval, printed for E. 
Curll, London; and of the 1733 ed. of 
Achilles dissected, by A. Burnet, printed 
for W. Mears, London. [PR3633.P58 vol. 
4] [PR714.F3] 74-17095 22.00 
1. English drama—I8ih — century-— 
Addresses, essays, lectures. 2. Farce. 3. 
Satire, English—Addresses, essays, 
lectures. 4. Burlesque (Literature) I. Series: 
Popeiana, no. 4. 
Prepared from C.I.P. 


822.052 


MCMANAWAY, James Gilmer, 
1899- 

Philip Massinger and the Restoration 
drama, by James G. McManaway. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. 29 p. 31 cm. Slightly altered reprint 
of the 1934 ed. published in Baltimore 
under title: The plays of Philip Massinger. 
That ed. was reprinted from ELH, a 
journal of English literary history, v. 1, no. 
3, Dec., 1934. Originally part of the 
author’s thesis, Johns Hopkins University, 
1931. Includes bibliographical references. 
oe 1974] 74-635 5.00 (lib. 
bdg.). 

L. Massinger, Philip, 1583-1640— 
Influence. 2. English drama—Restoration, 
1660-1700—History and criticism. I. Titie. 


8227.3 


800 LITERATURE 


A Book of homage to 822.3°3 
Shakespeare. Edited by Israel Gollancz. ` 
{Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1916 ed. 
published by H. Milford, Oxford 
University Press, London. [PR2890.G6 
1974] 74-18341 65.00 

I. Shakespeare, William, 1564-1616— 
Appreciation. 2. Shakespeare, William, 
1564-1616-—Anniversaries, etc, 1916. I. 
Gollancz, Israel, Sir, 1864-1930, ed. 
Prepared from C.I.P. 


CHAMBERS, Raymond Wilson, 
1874-1942. 
King Lear. The first W. P. Ker memorial 
lecture delivered in the University of 
Glasgow, 27th November, 1939. With a 
note on the founder of the lectureship, by 
David Baird Smith. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. Reprint of the 
1940 ed. published by Jackson, Son & Co., 


822.373 


Glasgow, which was issued as v. 54 of 
Glasgow University publications. 
ed 1974] 74-7384 10.00 (lib. 
bdg. 

1. Shakespeare, William 1564-1616. King 
Lear. 2. Shakespeare, William, 1564- 
1616—Sources. I. Title. TI Series: 


Glasgow. University. W. P. Ker memorial 
lecture, 1. IIT. Series: Glasgow. University. 
Glasgow University publications, 54. 
Prepared from C.I.P. 


DAVID, Richard. 822.373 
Shakespeare and the players. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. 21 p. 26 
cm. Reprint of the 1962 ed. which was 
from the Proceedings of the British 
Academy, v. 47, and issued in the series: 
Annual Shakespeare lecture of the British 
Academy, 1961. Includes bibliographical 
references. [PR3095.D27 1974] 74-20519 
4.50 

1. Shakespeare, William, 1564-1616—Stage 
history—To 1625. 2. Actors-—England. 3. 


. Theater—England—History. I. Title. H. 


Series: British Academy, London (Founded 
1901). Annual Shakespeare lecture, 1961. 


FRIEDLANDER, Gerald, 
1871-1923. 

Shakespeare and the Jew. With an introd. 
by Maurice Moscovitch. London, G. 
Routledge; New York, Dutton, 1921. [New 
York, AMS Press, 1974] vii, 79 p. 19 cm. 
ISBN 0-404-02579-X [PR2825.F7 1974] 
74-168084 9.50 

1. Shakespeare, William, 1564-1 616. 
Merchant of Venice. 2. Jews in literature. 
I. Title. 


822.3°3 


FRIPP, Edgar Innes, 822.373 
d.1931. 

Master Richard Quyny, bailiff of Stratford- 

upon-Avon and friend of William 


Shakespeare. [London] Oxford University 
Press, 1924. [New York, AMS Press, 
1974] p. ecm. ISBN 0-404-02621-4 
(PR2912.Q5F7 1974] 74-153320 10.50 

1. Shakespeare, William, 1564-1616— 
Friends and associates. 2. Quiney, Richard, 
d. 1602. I. Title. 

Prepared from C.I.P. 


GODSHALK, William Leigh. 822.3°3 
Patterning in Shakespearean drama. Essays 
in criticism. The Hague, Mouton, 1973, 
[i-e.1974] 197 p. 24 cm. (De proprietatibus 
litterarum. Series practica, 69) 
Bibliography: p. [181]-190. [PR2976.G574] 
73-78114 

I. Shakespeare, William, 1564-1616— 
Criticism and interpretation. [ Title. IT. 
Series. 

Distributed by Humanities Press, 


(pbk.) 


20.00 
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HALLIWELL-PHILLIPPS, 
James Orchard, 1820-1889. 
Memoranda on Shakespeare’s comedy of 
Measure for measure. London, 1880. [New 
York, AMS Press, 1974] 10 p. 19 cm. 
ISBN 0-404-03068-8 Reprint of the ed. 


822.3°3 


printed by Chiswick Press. [PR2824.H3 
1974] 74-168226 9.50 

1. Shakespeare, William, 1564-1616. 
Measure for measure. I. Title. 
HALLIWELL-PHILLIPPS, 822.3°3 


.James Orchard, 1820-1889. 

Selected notes upon Shakespeare’s comedy 
of the Tempest, by J. O. Halliwell. 
London, Printed for the author, 1868. 
[New York, AMS Press, 1974] 62 p. 19 
cm. ISBN 0-404-03085-8 [PR2833.H3 
1974] 70-168230 9.50 

1. Shakespeare, William, 1564-1616. The 
tempest. I. Title. 


JOHNSON, Edward D. 822.3°3 
The first folio of Shake-speare, by Edward 
D. Johnson. [Folcroft, Pa.] Folcroft Library 
Editions, 1974 [c1932] p. cm. Reprint of 
the ist ed. published by C. Palmer, 
London. [PR3071.56 1974] 74-14608 15.00 
(lib. bdg.). 

1. Shakespeare, William, 
Bibliography—Folios. g 
Shakespeare, William, 1564-1616— 
Criticism, Textual. 3. Shakespeare, 
William, 1564-1616—Authorship— 
Baconian theory. 4. Bacon, Francis, 
viscount St. Albans, 1561-1626. I. Title. 
Prepared from C.I.P. 


JORGENSEN, Paul A. 822-33 
Shakespeare's military world. Berkeley, 
_ University of California Press, [1973] i.e. 
1974 x, 345 p. 23 cm. ISBN 0-520-02519- 
9 (California Library Reprint Series 
Edition, 1973) Includes bibliographical 
references [PR3069.M5J6] 73-87550 14.75 
I. Shakespeare, William—Knowledge— 
Military life. 2. War and literature. I. Title. 


KOTT, Jan. 822.33 
Shakespeare, our contemporary. Translated 
by Boleslaw Taborski. New York, W. W. 
Norton [1974, c1964] xxi, 372 p. 20 cm. 
ISBN 0-393-00736-7 (The Norton library) 


1564-1616— 
1623. 2 


Translation of Szkice o Szekspirze. 
[PR2979.P58K63] 3.95 (pbk.) 
i. Shakespeare, William, 1564-1616— 


Criticism and interpretation. I. Title. 
L.C. card number for original ed.: 64- 
19302. 


*MORRILL, Sibley S. 822.33 
The trouble with Shakespeare, [by] Sibley 
S. Morrill. San Francisco, Cadleon Press 
[1974] 98 p. 22 cm. ISBN 0-9600310-4-9 
[PR2935] 73-88927 3.95 (pbk.) 


1. Shakespeare, William, 1564-1616- 
biography. I. Title. 
POGSON, Beryl, 1895- 822.373 


In the East my pleasure lies; an esoteric 
interpretation of some plays of 
Shakespeare. ([Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1950 ed. published by Stuart & 


Richards, London. [PR2976.P55 1974b] 
74-8204 12.50 (lib. bdg.). 

J. Shakespeare, William, 1564-1616— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. 

POTTER, Russell, 1897- 822.3°3 
A study of Shakspere. [Folcroft, Pa.] 


Folcroft Library Editions, 1973, [i-e. 1974] 
p. Reprint of the ed. published by 
University of North Carolina Press, Chapel 
Hill, which was issued as v. 5, no. 9, of 
University of North Carolina extension 
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bulletin. Bibliography: p. [PR2987.P67 
1973] 73-15569 6.50 (lib. bdg.). 

1. Shakespeare, William, 1564-1616— 
Study—Outlines, syllabi, etc. 2. Woman— 
Societies and clubs—Progreams. I. Title. If. 
Series: North Carolina. University- 
University Extension Division. University 
of North Carolina extension bulletin v. 5, 
no. 9. 


SHAKESPEARE, William, 
1564-1616. 

When daisies pied, and violets blue; songs 
from Shakespeare. Illustrated by Mary 
Chalmers. New York, Coward McCann & 
Geoghegan [1974] [32] p. illus. (part col.) 
16 x 19 cm. ISBN 0-698-20286-4. Eight 
Shakespearean songs and an excerpt from 
the Queen Mab speech accompanied by 
illustrations. [PR2771.C48] 73-88539 5.95 
I. Chalmers, Mary, 1927- tilus. II. Title. 


822.33 


SINGLETON, Esther, 
d.1930. 

The Shakespeare garden. With numerous 
illus. from photos. and reproductions of old 
wood cuts. New York, Century Co., 1922. 
Detroit, Gale Research Co., 1974. xxii, 
360 p. illus. 22 cm. ISBN 0-8103-4048-8 
[PR3041.S5 1974] 74-8203 15.00 

J. Shakespeare, William, 1564-1616— 
Knowledge—Botany. 2. Gardens—History. 
3. Gardening. I. Title. 


822.373 


THEOBALD, Lewis, 1688- 
1744, 

Shakespeare restored, 1726 [by] Lewis 
Theobald. An answer to Mr. Pope's 
Preface to Shakespeare, 1729 [by] John 
Roberts. New York, Garland Pub., 1974. 
p. cm. ISBN 0-8240-1243-7 (The Life & 
times of seven major British writers. 
Popeiana, 5) Reprint of 2 works, the Ist 
printed for R. Francklin and others, 
London; the 2d printed in London. 
[PR3633.P58 vol. 5] [PR3070.T4] 74- 


20531 22.00 

i. Shakespeare, William, 1564-1616— 
Criticism, Textual. 2. Pope, Alexander, 
1688-1744—Knowledge—Literature. 3. 
Shakespeare, William, 1564-1616—Editors. 
I. Roberts, John, 17127-1772. An answer 
to Mr. Pope’s Preface to Shakespeare. 
1974. I. Title. II. Title: An answer to Mr. 
Pope’s Preface to Shakespeare. IV. Series: 
Popeiana, 5. 

Prepared from C.I.P. 


822.3°3 


WALKER, Roy. 822.3'3 
The time is free; a study of Macbeth. 
{Folcroft, Pa.] Folcroft Library Editions, 
1973, [i.e.1974] p. Reprint of the 1949 ed. 
published by A. Dakers, London. 
Bibliography: p. [PR2823.W3 1973] 73- 
12893 15.00 (lib. bdg.). 

1. Shakespeare, William, 
Macbeth. I. Title. 

Prepared from C.I.P. Prepared from C.I.F. 


1564-1616. 


WARD, Adolphus William, 822.373 
Sir, 1837-1924. 
Shakespeare and the makers of Virginia. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1919 ed. 
published by Oxford University Press, 
London, which was issued as the 1919 
Annual Shakespeare lecture of the British 
Academy. [PR3017.W3 1974] 74-20613 
4.50 
1. Shakespeare, William, 1564-1616— 
Political and social views. 2. Virginia— 
History—Colonial period, ca. 1600-1775. I. 
Title. If. Series: British Academy, London 
(Founded 1901). Annual Shakespeare 
lecture, 1919. 
Prepared from C.I.P. 


AMERICAN BOOK PUBLISHING RECORD 


WATKINS, Ronald. 822.3°3 
Hamlet, by Ronald Watkins and Jeremy 
Lemmon. Totowa, N.J., Rowman and 
Littlefield [1974] 150 p. front. 23 cm. 
ISBN 0-87471-533-4 (Their In 
Shakespeare’s playhouse) Reconstruction of 
an imaginary performance of Hamlet in 
Shakespeare’s lifetime. Includes 
‘bibliographical references. [PR2807.W29 
1974b] 74-178277 7.50 

I. Shakespeare, William, 1564-1616. 
Hamlet. 2. Shakespeare, William, 1564- 
1616—Dramatice production. I. Lemmon, 
Jeremy, joint author. IT. Title. 


WATKINS, Ronald. 822.3°3 
The poets method, by Ronald Watkins 
and Jeremy Lemmon. Totowa, N.J., 
Rowman and Littlefield [1974] 207 p. 23 
cm. ISBN 0-87471-532-6 (Their In 
Shakespeare’s playhouse) Bibliography: p. 
201-202. [PR3095.W34 1974] 74-178278 
9.00 

1. Shakespeare, William, 1564-1616—Stage 
history—To 1625. 2. Shakespeare, William, 
1564-1616—Dramatic production. 3. 


Theater—England. I. Lemmon, Jefemy, 
joint author. IT. Title. 
WILLIAMSON, Claude 822.3°3 


Charles H., 1892- comp. 

Readings on the character of Hamlet, 
1661-1947, compiled from over three 
hundred sources, by Claude C. H. 
Williamson. [Norwood, Pa.] Norwood 
Editions, 1974. p. cm. Reprint of the 1950 
ed. published by Allen & Unwin, London. 
(PR2807.W46 1974] 74-17012 45.00 

I. Shakespeare, William, 1564-1616. 
Hamlet. 2. Shakespeare, William, 1564- 
1616—Characters—Hamilet. I. Title. 
Prepared from C.I.P. 


WORLD Shakespeare 

Congress, Vancouver, B. C., 1971. 
Shakespeare 1971; proceedings of the 
World Shakespeare Congress, Vancouver, 
-August 1971, edited by Clifford Leech and 
J. M. R. Margeson. [Toronto] University 
of Toronto Press [1974, c1973] xi, 298 p. 


822.3°3 


23 cm. ISBN 0-8020-6259-8. Includes 
bibliographical references. [PR2889.W6 
1971] 5.95 (pbk.) 

1. Shakespeare, William, 1564-1616— 


Societies, periodicals. I. Leech, Clifford, 
ed. IT. Margeson, J. M. R., ed.» III. Title. 
L.C. card number for original ed.: 72- 
86265. 


TINKER, Frances Smith 822’.4 
McCamic. 

Sir George Etherege; a study in 
Restoration comedy (1660-1680) By 


Frances Smith McCamic. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the author’s thesis (M.A.) Smith 


College, 1930, published in 1931. 
Bibliography: p. [PR3432.T5 1974] 74- 
19349 15.00 


1. Etherege, George, Sir, 16357-1691. 2. 
English drama—Restoration, 1660-1700— 
History and criticism. 
Prepared from C.I.P. 


SADLEIR, Michael, 1888- 
1952. 

The political career of Richard Brinsley 
Sheridan; (the Stanhope essay for 1912). 
Followed by some hitherto unpublished 
letters of Mrs. Sheridan. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1912 ed. published by H. 
Blackwell, Oxford. [PR3683.S25 1974] 74- 
18272 12.50 

1. Sheridan, Richard Brinsley Butler, 1751- 
1816—Biography—Political career. £ 
Sheridan, Elizabeth Ann Linley, 1754- 


822’.6 B 


NOVEMBER 30,1974. 


1792. II. Title. III. Series: Stanhope essay, 
1912. 
Prepared from C.I.P. 


ESTILL, Adelaide 822.912 
Duncan, 1911- 
The sources of Synge. [Folcroft, Pa.] 


Foleroft Library Editions, 1974 {c1939] p. 
cm. Reprint of the author’s thesis ed., 
University of Pennsylvania, 1937. 
Bibliography: p. [PR5534.E8. 1974] 74- 
10977 7.50 (lib. bdg.). 

1. Synge, John Millington, 1871-1909— 
Sources. I. Title. 

Prepared from C.I.P. 


KILROY, Thomas, comp. 822’.9°12 
Sean O’Casey: a collection of critical 
essays, edited by Thomas Kilroy. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN 0-13-628941-K (A 
Spectrum book. Twentieth century views) 
[PR6029.C33Z66] 74-13389 6.95 

1. O’Casey, Sean, 1880-1964—Criticism 
and interpretation—Addresses, essays, 
lectures. 

Prepared from C.I.P. Contents omitted. 


LAING, Allan M., ed. 822’.9°12 
In praise of Bernard Shaw; an anthology 
for old and young, edited by Allan M. 
_Laing. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. 62 p. illus. 24 cm. Reprint 
of the 1951 ed. published by F. Muller, 
London. [PR5367.L3 1974] 74-1048 7.50 
(lib. bdg.). 

1. Shaw, George Bernard, 1856-1950— 
Appreciation. I. Title. 
Ce eae Edward, 1892- 822’.9°12 B 

1953. 

Bernard Shaw. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1924 ed. published by Nisbet, London, 
in series: Writers of the day. Bibliography: 
p. [PR5366.S5 1974b] 74-17486 9.75 

1. Shaw, George Bernard, 1856-1950. 
Prepared from C.I.P. 


STEPHENS, Edward M. 822’.9°12 B 
My uncle John; Edward Stephens’s life of 
J. M. Synge. Edited by Andrew Carpenter. 
London, Oxford University Press, 1974. 


xv, 222 p. illus. 23 cm. ISBN 0-19-211718-' 


1 Includes bibliographical references. 
[PR5538.S73] 74-176630 .- 

1. Synge, John Millington, 1871-1909— 
Biography. I. Title. 

Distributed by Oxford University Press, 
New York, 10.00. 


*COWARD, Noel Pierce, 
Sir, 1899-1973. 

Oh Coward! A musical comedy revue by 
Noel Coward. Devised and directed by 
Roderick Cook. Garden City, N.Y., 
Doubleday, 1974. xvii, 100 p. 22 cm. 
ISBN 0-385-08445-5. [PR6005] 73-82252 
5.95 

I. Cook, Roderick. IT. Title. 


822’.9°14 


LAURENCE, Charles. 8227.9°14 
My fat friend; a comedy. London, French, 
1974. [4], 68 p. 1 illus., plan. 22 cm. ISBN 
0-573-01545-7 (French’s acting edition) 
[PR6062.A793M9]j 74-176550 

I Title. 

Distributed by Samuel French, New York; 
1.75 (pbk.). 


*GRAY, Nigel. ; 823.03 
The silent Majority: a study of the 
working class in post-war British fiction. 
New York, Barnes and Noble [1974, 
c1973] 223 p. 23 cm. ISBN 0-06-492529-3 
[PR888.L3] 10.50 

i. English fiction—2Qth century—History 


and criticism. 2. Labor and laboring classes 
in literature. I. Title. 


KARL, Frederick Robert, 
1927- 

The adversary literature; the English novel 
in the eighteenth century: a study in genre, 
by Frederick R. Karl. New York, Farrar, 
Straus and Giroux [1974] p. cm. ISBN 0- 
374-10101-9 Bibliography: p. [PR5$1.K3] 
74-12341 10.00 

1. English fiction—18th century—History 
and criticism. I. Title. 

Prepared from C.I.P. 


$237.03 


MCCORMICK, John ~ 4237.03 
Catastrophe and imagination, an 
interpretation of the recent English and 
American novel. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1957 ed. published by Longmans, 
Green, London. [PR881.M25 1974] 74- 
19298 20.00 

1. English fiction—20th century—History 
and criticism. 2. American fiction—20th 
century—RHistory and criticism. I. Title. 
Prepared from C.I.P. 


MCCRACKEN, Elizabeth, 323.03 
1876- ` 

The feminine in fiction, by L. A. M. 
Priestley (Mrs. George McCracken) 


[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1918 ed. 
published by G. Allen & Unwin, London. 
fo AN 1974] 74-7185 15.00 (lib. 
bdg. 

1. English fiction—19th century—History 
and criticism. 2. American fiction—19th 
century—History and criticism. 3. Women 
in literature. I. Title. 

Prepared from C.I.P. 


MARESCA, Thomas E. 823.03 
Epic to novel [by] Thomas E. Maresca. 
[Columbus] Ohio State Universtiy Press 
[1974] p. cm. ISBN  0-8142-0216-0 
Bibliography: p. [PR769.M3] 74-19109 
11.00 


1. English fiction—Early modern, 1500- 
1700—History and criticism. 2. Epic 
poetry, English—RHistory and criticism. I. 
Title. 

Prepared from C.I.P. 


SAINTSBURY, George Edward 
Bateman, 1845-1933. 

The English novel. [Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1913 ed. published by J. M. Dent, 

London, and E. P. Dutton, New York, in 

series: The Channels of English literature. 

[PR821.S3 1974] 74-17276 12.95 

1. English fiction—History and criticism. T. 

Title. 

Prepared from C.I.P. 


823.03 


STADE, George, comp. 3823°.03 
Six modern British novelists, edited with 
an introd. by George Stąde. New York, 
Columbia University Press, 1974. p. cm. 
ISBN 0-231-03846-1 Includes 
bibliographies. [PR883.S8] 74-6141 9.95 

1. English  fiction—20th — century— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. Contents omitted. 


THE Theatre of love; 823.03 
a collection of novels (anonymous). New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1151-1 (The Flowering of the novel) 
Reprint of the 1759 ed. printed and sold 
by W. Reeves, London. [PZ1.T3 1974] 
[PR3291.A1] 74-17469 25.00 

i. English fiction—18th century. i. Title. 
IT. Series. 

Prepared from C.I.P. 
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WATT, James Crabb. 823°.03 
Great novelists: Scott, Thackeray, Dickens, 
Lytton. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. ISBN 0-8414-9523- 
8 (Series: Lardner, Dionysius, 1793-1859, 
ed. The cabinet cyclopadia.) Reprint of 
the 1880 ed. published by F. Warne, 
London, in series: Cabinet of biography. 


[PR863.W3 1974] 74-8661 20.00 (lib. 
bdg.). 

1. Novelists, English—19th century— 
Biography. I. Title. I. Series. 

Prepared from C.I.P. 

WEST, Katherine Leaf, 823.03 


1900- 
Chapter of governesses; a study of the 
governess in English fiction, 1800-1949, by 
Katharine West. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1949 ed. published by Cohen & West, 
London. [PR830.G6W4 1974] 74-18299 
17.50 
J. English fiction—History and criticism. 
2. Governesses in literature. I. Title. 
Prepared from C.I.P. 


GREENE, Hugh Sir comp. 823.0872 
The further rivals of Sherlock Holmes. 
Baltimore, Penguin [1974, cl1973] 317 p. 
20 cm. ISBN 0-14-003891-4 Bibliography: 
[p. 319] [PZ1.G8315Fu3] 1.50 (pbk.) 

I. Detective and mystery stories, English. 
I. Title. 

L.C. card number for original ed.: 73- 
7020. Contents omitted. 


MACDONALD, Ross, 
comp. 

Great stories of suspense. [1st ed.] New 

York, Knopf, 1974. p. cm. ISBN 0-394- 

49292-7 [PZ1.M146Gr] [PS648.D4] 74- 

7743 12.50 

I. Detective and mystery stories, 

American. 2. Detective and mystery 

stories, English. I. Title. 

Prepared from C.I.P. Contents omitted. 


KITTREDGE, George Lyman, 8237.2 
1860-1941. 

Sir Thomas Malory. [Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 


1921- 823.0872 


the 1925 ed. Includes bibliographical 
references. [PR2049.K5 1974] 74-17474 
4.00 

I. Malory, Thomas, ‘Sir, 15th cent.— 
Authorship. 

Prepared from C.I.P. 

COVENTRY, Francis, 827.5 


d.1759. 
The history of Pompey the Little. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1131-7 (The Flowering of the novel) 
Reprint of the 1751 ed. printed for M. 
Cooper, London. [PZ3.C837074Hi5] 
[PR3369.C7] 74-1619 25.00 
L Title. If. Series. 
Prepared from C.I.P. 


DEFOE, Daniel, 1661?-1731. 8237.5 
Due preparations for the plague, as well 
for soul as body. Edited by George A. 
Aitken, with illus. by J. B. Yeats. London, 
J. M. Dent, 1895. [New York, AMS Press, 
1974] p. cm. ISBN 0-404-07925-3 
Original ed. issued as v. 15 of the author’s 
Romances and narratives. [PZ3.D362Du5] 
[PR3404] 74-13434 11.00 

I. Title. 

Prepared from C.I.P. 


DEFOE, Daniel, 1661?-1731. 823’.5 
The farther adventures of Robinson 
Crusoe, being the second and last part of 
his life. Edited by George A. Aitken, with 
illus. by J. B. Yeats. London, J. M. Dent, 
1895. [New York, AMS Press, 1974] p. 
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cm. ISBN 0-404-07912-1 Original ed. 
issued as v. 2 of the author’s Romances 
and narratives. [PZ3.D362Far8] [PR3403] 
74-13446 11.00 

I. Title. 

Prepared from C.1,P. 


DEFOE, Daniel, 16617-1731. 8237.5 
The fortunate mistress; or, A history of the 
life of Mademoiselle de Beleau, known by 
the name of the Lady Roxana. Edited by 
George A. Aitken, with illus. by J. B. 
Yeats. London, Dent, 1895. [New York, 
AMS Press, 1974] p. cm. Original ed. 
issued as v. 12-13 of the author’s 
Romances and narratives. [PZ3.D362Fm8] 
([PR3404] 74-13447 11.00 

I. Title. 

Prepared from C.I.P. 


DEFOE, Daniel, 16617-1731. 823.5 
The history and remarkable life of the 
truly honourable Colonel Jacque, 
commonly called Colonel Jack. Edited by 
George A. Aitken, with illus. by J. B. 
Yeats. London, Dent, 1895. [Néw York, 
AMS Press, 1974] p. cm. Original ed. 
issued as v. 10-11 of the author's 
Romances and narratives. [PZ3.D362Hi18] 
(PR3404] 74-13450 11.00 

I. Title. 

Prepared from C.I.P. 


DEFOE, Daniel, 16612-1731. 823’.5 
A journal of the plague year, written ty a 
citizen who continued all the while in 
London. Edited by George A. Aitken, with 
illus. by J. B. Yeats. London, Dent, 1895. 
[New York, AMS Press, 1974] p. cm. 
ISBN 0-404-07919-9 Original ed. issued as 


v. 9 of the authors Romances and 
narratives. [PR3404.J6 1974] 74-13469 
11.00 


i. Plague—London, 1665—Fiction. I. Title. 
Prepared from C.I.P. 


DEFOE, Daniel, 16617-1731. 823°.5 
The king of pirates, being an account of 
the famous enterprises of Captain Avery, 
with lives of other pirates and robbers. 
Edited by George A. Aitken with illus. by 
J. B. Yeats. London, J. M. Dent, 1895. 
[New York, AMS Press, 1974] p. cm. 
ISBN 0-404-07926-1 Original ed. issued as 
v. 16 of the author’s Romances and 
narratives. [PZ3.D362Ki8] [PR3404] 74- 
13451 11.00 

"L Title. ‘ 

Prepared from C.I.P. 


DEFOE, Daniel, 1661?-1731. 8237.5 
The life, adventures, & piracies of the 
famous Captain Singleton. Edited by 
George A. Aitken with illus. by J. B. 
Yeats. London, Dent, 1895. [New York, 
AMS Press, 1974] p. cm. ISBN 0-404- 
07916-4 Original ed. issued as v. 6 of the 
authors Romances and narratives. 
{PZ3.D362Lh19] [PR3404] 74-13433 11.00 
L Title. 

Prepared from C.LP. 


DEFOE, Daniel, 16617-1731. 8237.5 
The life & strange surprising adventures of 
Robinson Crusoe, of York, mariner. Edited 
by George A. Aitken, with illus. by J. B. 
` Yeats. London, J. M. Dent, 1895. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-07911-3 Original ed. issued as v. 1 of 
the author’s Romances and narratives. 
(PZ3.D362Li24] [PR3403] 74-13442 11.00 
L Tide. 

Prepared from C.I.P. 


DEFOE, Daniel, 1661?-1731. 823°.5 
Memoirs of a cavalier; or, A military 
journal of the wars in Germany and the 
wars in England. Edited by George A. 
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Aitken, with illus. by J. B. Yeats. London, 
Dent, 1895. [New York, AMS Press, 1974] 
p. cm. ISBN 0-404-07915-6 Original ed. 
issued as v. 5 of the author’s Romances 
and narratives. [PZ3.D362Mci5] [PR3404] 
74-13443 11.00 

i. Thirty years’ War, 1618-1648—Fiction. 
2. Great Britain—History—Civil War, 
1642-1649—Fiction. I. Title. 

Prepared from C.LP. 


DEFOE, Daniel, 16612-1731. 823°.5 
A new voyage round the world, by a 
course never sailed before. Edited by 
George A. Aitken, with illus. by J. B. 
Yeats. London, J. M. Dent, 1895. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-07924-5 Original ed. issued as v. 14 of 
the author’s Romances and narratives. 
[PZ3.D362Ne8] [PR3404] 74-13444 11.00 
Lf. Title. 

Prepared from C.I.P. 


DEFOE, Daniel, 16617-1731. 823.5 
Serious reflections during the life and 
surprising adventures of Robinson Crusoe, 
with his vision of the angelic world. Edited 
by George A. Aitken, with illus. by J. B. 
Yeats. London, J. M. Dent, 1895. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-07913-X Original ed. issued as v. 3 of 
the authors Romances and narratives. 
[PZ3.D362Se5] [PR3403] 74-13445 11.00 
L Title. 
Prepared from C.I.P. 
FIELDING, Henry, 1707- 823.5 
1754. 
The life of Mr. Jonathan Wild [by] Henry 
Fielding. Memoirs of the love and state- 
intrigues of the court of 
(anonymous) New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-1108-2 (The 
Flowering of the novel) Reprint of 2 
works, the Ist originally printed in 1754 
for A. Millar, London, under title: The life 
of Mr. Jonathan Wild the Great; the 2d 
originally printed in 1743 for J. H. 
London: [PZ3.F46Li5] [PR3454] 74-17291 
2 
1.. Sophia Dorothea, consort of George l, 
King àf Great Britain, 1666-1726. 2. 
Hanover, House of. I. Memoirs of the love 
and state-intrigues of the court of H. 1974. 
Il. Title. II. Series. 
Prepared from C.I.P. 


FIELDING, Sarah, 
1768. 

The history of the Countess of Dellwyn. 

New York, Garland Pub., 1974. p. cm. 

ISBN 0-8240-1152-X (The Flowering of 

the novel) Reprint of the 1759 ed. printed 

for A. Millar, London. [PZ3.F4604HI6] 

[PR3459.F3] 74-17444 25.00 

I, Title. If. Series. 

Prepared from C.I.P. 


FIELDING, Sarah, 1710- 
1768. 

The lives of Cleopatra and Octavia. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1147-3 (The Flowering of the novel) 
Reprint of the 1757 ed. printed for the 
author, and sold by A. Millar, London. 
ee [PR3459.F3}] 74-17294 
1. Cleopatra, Queen of Egypt, d. 30 B.C— 
Fiction. 2. Octavia, wife of Mark Antony, 
d. 1i B.C.—Fiction. I. Title. II. Series. 
Prepared from C.LP. 


HAYWOOD, Eliza Fowler, 
1693-1756. 

The fortunate foundlings. New York, 

Garland Pub., 1974. p. cm. ISBN 0-8240- 

1109-0 (The Flowering of the novel) 

Reprint of the 1744 ed. published by T. 


1710- 823’.5 


8237.5 


823°.5 
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Gardner, London. [PZ3.H3372F05] 
{[PR3506.H94] 74-17293 25.00 

Í. Title. If. Series. 

Prepared from C.I.P. 


HAYWOOD, Eliza Fowler, 
16932-1756. 

The history of Jemmy and Jenny Jessamy. 

New York, Garland Pub., 1974. p. cm. 

ISBN 0-8240-1138-4 (The Flowering of 

the novel) Reprint of the 1753 ed. printed 

for T. Gardner, London. [PZ3.H3372Hi5] 

[PR3506.H94] 74-17292 25.00 

Í. Title. II. Series. 

Prepared from C.I.P. 


HAYWOOD, Eliza Fowler, 
1693?-1756. 

Life's progress through the passions. New 

York, Garland Publishing, 1974. p. cm. 

ISBN 0-8240-1123-6 (The Flowering of 

the novel) Reprint of the 1748 ed. printed 

by T. Gardner. [PZ3.H3372Li5] 

[PR3506.H94] 74-16053 25.00 

£. Title. IL Series. 

Prepared from C.I.P. 


THE Adventures of a 3823.6 
Jesurt. New York, Garland Pub., 1974. p. 
cm. ISBN 0-8240-1193-7 (The Flowering 
of the novel) Reprint of the 1771 ed. 
printed by G. Bigg, for G. Riley, London. 
[PZ3.A2444 1974] [PR3291] 74-18289 
25.00 

I. Title. II. Series. 

Prepared from C.I.P. 


827.5 


823.5 


THE Adventures of an 823.6 
author (anonymous). New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1176-7 
(The Flowering of the novel) Reprint of 
the 1767 ed. printed for Robinson and 


Roberts, London. [PZ3.A245 1974] 
[PR3291.A1] 74-17295 25.00 

Í. Title. H. Series. 

Prepared from C.I.P. 

THE Adventures of Jack 823.6 


Wander. New York, Garland Publishing, 
1974. p. cm. ISBN 0-8240-1172-4 (The 
Flowering of the novel) Reprint of the 
1766 ed. printed for T. Jones, London. 
[PZ3.A2454 1974] [PR3291.A1] 74-16029 
25.00 

I. Title. II Series. 

Prepared from C.I.P. 


THE Adventures of Oxymel 8237.6 
Classic, esq. New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-1181-3 (The 
Flowering of the novel) Reprint of the 
1768 ed. printed for W. Flexney, London. 
(PZ3.A2456 1974] [PR3291] 74-16067 
25.00 

I. Title. I. Series. 

Prepared from C.I.P. 


BASTER, W. 8237.6 s 
An essay on rheumatism, by W. Baster. 
Fragments in the manner of Sterne, by 
Isaac Brandon. The fallacy, by D. Whyte. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1336-0 (The Life & times of 
seven major British writers. Sterneiana 21) 
Reprint of An essay on the nature, causes, 
and cure, of the rheumatism, by W. Baster, 
first printed 1776, for the author by T. 
Burrough, Devizes; of Fragments: in the 
manner of Sterne [by I. Brandon] first 
printed 1797 for the author and sold by 
Debrett, Piccadilly, London; and of The 
fallacy of French freedom and dangerous 
tendency of Sterne’s writings, by D. 
Whyte, first printed 1799, for J. Hatchard, 
London. [PR3716.S85 vol. 21] 823.6 74- 
17475 22.00: 

i. Sterne, Laurence, 1713-1768 2 
Rheumatism. I. Brandon, Isaac. Fragments: 
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in the manner of Sterne. 1974. I. Whyte, 
D. The fallacy of French freedom and 
dangerous tendency of Sterne’s writings. 
1974. HI. Title. IV. Series: Sterneiana 21, 
Prepared from C.I.P. 


BOSWELL, James, 1740-1795. 823.6 
Dorando [by] James Boswell. The history 
of Nourjahad [by] Frances Sheridan. New 
York, Garland Publishing [1974] p. cm. 
ISBN 0-8240-1177-5 (The Flowering of 
the novel) Reprint of the 1767 ed. of 
Dorando printed for J. Wilkie, London; 
and of the 1767 ed. of The history of 
Nourjahad printed for J. Dodsley, London. 
[PZ3.B6556D09] [PR3325} 74-17301 25.00 
1. Douglas, Archibald James Edward 
Douglas, Baron, 1748-1827—Fiction. L 
Sheridan, Frances Chamberlaine, 1724- 
1766. The history of Nourjahad. 1974. II. 
Title. HIT. Series. 

Prepared from C.I.P. 


DUFF, William, 1732-1815. 823.6 
The history of Rhedi. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1200-3 
(The Flowering of the novel) Reprint of 
the 1773 ed. printed for T. Cadell, 
London. [PZ3.D87214H5] [PR3429.D48] 
74-16061 25.00 

I. Title. IH. Series. 

Prepared from C.I.P. 


THE Egg; 823.6 
or, The memoirs of Gregory Giddy, Esq. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1198-8 (The Flowering of 
the novel) Reprint of the ed. printed in 
1772? for S. Smith, London. [PZ3.E2876 
1974] [PR3991] 74-20515 25.00 

T. Title. II. Series. 

Prepared from C.I.P. 


FERRIAR, John, 
1815. 

Illustrations of Sterne, 1798. New York, 
Garland Pub., 1974. p. cm. ISBN 0-8240- 
1337-9 (The Life & times of seven major 
British writers. Sterneiana, 22) Reprint of 
the ed. printed for Cadell and Davies, 
London, by G. Nicholson, Manchester. 
(PR3716.S85 vol. 22] 823'6 74-14954 
22.00 

I. Sterne, Laurence, 1713-1768—Criticism 


1764- 823.6 s 


and interpretation. J. Title. I. Series: 
Sternefana,*22. 

Prepared from C.I.P. 

GRIFFITH, Richard, 823.6 s 


d.1788. 
The posthumous works of a late celebrated 
genius, deceased. New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-1329-8 (The 
life & times of seven major British writers. 
Sterneiana, 10-11) Reprint of the 1770 ed. 
printed for J. Exshaw, Dublin. Later ed. 
published in The works of Laurence 
Sterne, New York, 1813-14, v. 6., under 
title: The posthumous works of Laurence 
Sterne. [PR3716.S85 vol. 10-11] 823°.6 74- 
17015 22.00 
1. Sterne, Laurence, 1713-1768. I. Sterne, 
Laurence, 1713-1768. IE. Title. HI. Series: 
Sternetana, 10-11. 
Prepared from C.I.P. 


GUNNING, Susannah Minifie, 
17407-1800. 

Barford Abbey. New York, Garland Pub., 

1974. p. cm. ISBN 0-8240-1182-1 (The 

Flowering of the novel) Reprint of the 

1768 ed. printed for T. Cadell and J. 

Payne, London. [PZ3.G9542Bar4] 

[PR3505.G85] 74-16059 25.00 

L Title. IT, Series. 

Prepared from C.I.P. Contents omitted, 


823.6 


` HAWKESWORTH, John, 1715?- 


823°.6 
1773. 
Almoran and Hamet; an Orienzal tale. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1156-2 (The Flowering of 
the novel) Reprint of the 1761 ed. printed 
for H. Payne and W. Cropley, London. 
[EZS H3I35AL] [PR3506.H86] 74-17144 


I. Title. HH. Series. 
Prepared from C.I.P. 


JOHNSON, Samuel, 
1784. 
The Prince of Abissinia [by] Samuel 
Johnson. Candid; or, All for the best [by] 
Voltaire. New York, Garland Pub., 1974. 
p. cm. ISBN  0-8240-1150-3 (The 
Flowering of the novel) The first work also 
known as Rasselas. Reprint of 2 works 
each published separately in 1759; printed 
for R. and J. Dodsley, London, and 
printed for J. Nourse, London, 
respectively. [PZ3.J637Pr5] [PR3529] 74- 
17303 25.00 
Ł Voltaire, Francois Marie Arouet de, 
1694-1778. Candide. English. 1974. H. 
Title. II. Series. 
Prepared from C.I.P. 


1709- 823.6 


JOHNSTONE, Charles, 1719?- 823.6 
1800? 
The pilgrim. Wew York, Garland 


Publishing, 1974. p. cm. ISBN 0-8240- --- 


1208-9 (The Flowering of the novel) 
Reprint of the 1775 ed. printed for T. 
Cadell, London. [PZ3.36522Pi5] 
[PR3539.J25] 74-16216 25.00 

I. Title. I. Series. 

Prepared from C.I.P. 


KEATE, George, 1729- . 
1797. 

Sketches from nature in a journey to 

Margate, 1779. New York, Garland Pub., 

1974. p. cm. ISBN 0-8240-1332-8 (The 

Life & times of seven major Britisk writers. 


823°.6 s 


Sterneiana, 15-16) Reprint of the ed. 
printed for J.  Dodsley, London. 
[PR3716.885 vol. 15-16] [PR3539.K15] 


823.6 74-16091 22.00 
I. Title. II. Series: Sterneiana, 15-16. 
Prepared from C.I.P. 


KELLY, Hugh, 1739-1777. 8237.6 
Memoirs of a magdalen. New York, 
Garland Pub., 1974. p. cm. ISBN 0-8240- 
1175-9 (The Flowering of the novel) 
Reprint of the 1767 ed. printed for P. 
Wilson, Dublin. [PZ3.K296217Me5] 
[PR3539.K2] 74-16055 25.00 

f. Title. II. Series. 

Prepared from C.I.P, 


KIDGELL, John, 1.1766. 823°.6 
The card. New York, Garland Pub., 1974. 
p cm. ISBN  0-8240-1142-2 (The 
Flowering of the novel) Reprint of the 
1755 ed. printed for the maker, and sold 
by J. Newbery, London. [PZ3.K538Car30] 
[PR3539.K27} 74-18297 25.00 

I. Title. 

Prepared from C.I.P. 


KIMBER, Edward, 1719-1769. 823°.6 
Maria. New York, Garland Pub., 1974. p. 
cm. ISBN 0-8240-1171-6 (The Flowering 
of the novel) Reprint of the 1765 ed. 
printed for R. Baldwin and T. Lownds, 
London. [PZ3.K5682Mar5] [PR3539.K57] 
74-16057 25.00 

I. Title. If. Series. 

Prepared from C.I.P. 


LENNOX, Charlotte Ramsay, 823.6 
1720-1804. 

The female Quixote. New York, Garland 

Pub., 1974. p. cm. ISBN 0-8240-1135-X 
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(The Flowering of the novel) Reprint of 
the 1752 ed. printed for A.` Millar, 
London. [PZ3.L548Fel1] [PR3541.L27] 
74-16200 25.00 

I. Title. If. Series. 

Prepared from C.I.P. 


THE Life and opinions of 823.6 s 
Miss Sukey Shandy [by] anonymous. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1322-0 (The Life & times of seven 
major British writers. Sterneiana 2) Reprint 
of the ed. published in 1760 for R. 
Stevens, London. In imitation of L. 
Sterne’s The life and opinions of Tristram 
Shandy. Original t.p. reads: The Life and 
opinions of Miss Sukey Shandy, of Bow- 
Street, gentlewoman. In a series of letters 
to her dear brother Tristram Shandy, gent. 
.. [PR3716.S85 vol. 2] [PR3291.A1] 823'.6 
74-17243 22.00 

I. Series: Sternetana, 2. 

Prepared from C.I.P. 


LYTTELTON, George 
Lyttelton, Baron, 1709-1773. 
The court secret [by] George Lyttleton. A 
new journey to the world in the moon. A 
court intrigue. New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-1104-X (The - 
Flowering of the novel) Reprint of the 
1741 ed. of The court secret, printed for T. 
Cooper, London; of the 2d ed., 1741, of A 
new journey to the world in the moon, 
published by C. Corbett, London; and of 
the 1741 ed. of A court intrigue, printed 
for J. Huggonson, London. 
[PZ3.L99797Co30] fPR3543, L8] 74-19076 
25.00 
I. A New journey to the world in the 
moon. 1974. Hf. A Court intrigue. 1974. 
Il. Title. IV. Series. 
Prepared from C.LP. 


MACKENZIE, Henry, 1745- 
1831 

The man of feeling. New York, Garland 

Pub., 1974. p. cm. ISBN 0-8240-1196-1 

(The Flowering of the novel) Reprint of 

the 1771 ed. printed for T. Cadell, 

London. [PZ3. M1982Man 12} 

[PR3543.M2] 74-18367 25.00 

Í. Title. If. Series. 

Prepared from C.I.P. 


MEMOIRS of a coquet; 823’.6 
or, The history of Miss Harriot Airy, by 
the author of Emily Willis; or The history 
of a natural daughter. London, Printed by 
W. Hoggard for F. Noble, 1765. [New 
York, Garland Pub., 1974] p. cm. ISBN 0- 
8240-1169-4 (The Flowering of the novel) 
(PZ3.M49947 1974] [PR3291] 74-18368 
25.00 

I. Emily Willis, Author of. If. Title. II. 
Series. 

Prepared from C.I.P. 


PALTOCK, Robert, 
1767. 


823°.6 


823°.6 


1697- 823'.6 
The life and adventures of Peter Wilkins. 
New York, Garland Publishing, 1974. p. 
cm. ISBN 0-8240-1134-1 (The Flowering 
of the novel) Reprint of the 1751 ed. 
printed for J. Robinson and R. Dodsley, 
London. [PZ3.P188L32] [PR3615.P5] 74- 
16040 25.00 ; 

I. Title. II Series. 

Prepared from C.I.P. 


RICHARDSONIANA. 823°.6 
New York, Garland Pub., 1974- p. cm. 
(The Life & times of seven major British 
writers) [PR3667.R5] 74-16012 22.00 

i. Richardson, Samuel, 1689-1761. I. 
Richardson, Samuel, 1689-1761. 

Prepared from C.I.P. 
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SCOTT, Sarah Robinson, 823°.6 
1723-1795. 
The history of Cornelia. New York, 


Garland Pub., 1974. p. cm. ISBN 0-8240- 
1128-7 (The Flowering of the novel) 
Reprint of the 1750 ed. printed for A. 
Millar, London. [PZ3.84294Hi5] 
[PR3671.S33] 74-16062 25.00 

i. Title. IT. Series. 

Prepared from C.LP. 


SHEBBEARE, John, 
1788. 
Lydia; or; Filial piety. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1143-0 
(The Flowering of the novel) Reprint of 
the 1755 ed. printed for J. Scott, London, 
which was issued as vol. 22, no. l of the 
Novelist’s magazine, London. 
[eee $5396Ly5] [PR3676.S32] 74-17448 
5.00 


i Title. TI. Series. 
Prepared from C.I.P. 


SHEBBEARE, John, 1709- 823.6 


1788. 
The marriage act. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1139-2 
(The Flowering of the novel) Reprint of 
the 1754 ed. printed for J. Hodges, 
London. [PZ3.85396Mar5] [PR3676.S32] 
74-17449 25.00 

I. Title. IT. Series. 

Prepared from C.I.P. 


SOPHRONIA (anonymous) 823°.6 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1158-9 (The Flowering of 
the novel) Reprint of the 1761 ed. printed 
for W. Johnston, London. [PZ3.S713 1974] 
[PR3291} 74-16158 25.00 

Í. Title. II. Series. 

Prepared from C.I.P. 


STERNEIANA. 823°.6 
New York, Garland Pub., 1974- p. cm. 
(The Life & times of seven major British 
writers) [PR3716.S85] 74-14955 22.00 

1. Sterne, Laurence, 1713-1768. 

Prepared from C.1.P. 


THE Temple-beau; 823.6 
or, The Town coquets. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1141-¢ 
(The Flowering of the novel) Reprint of 
the 1754 ed. printed for W. Owen, 
London. [(PZ3.T249 1974] [PR3291] 74- 
17026 25.00 

I. Title. I Title: The town coquets. HI. 
Series. 

Prepared from C.I.P. 


1709- 823°.6 


THREE criticisms of 8237.6 
Richardson’s fiction, 1749-1754. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1315-8 (The life & times of seven 
major British writers. Richardsoniana, 13) 
Reprint of Remarks of Clarissa, printed in 
1749 for J. Robinson, London; of Critical 
remarks on Sir Charles Grandison, 
Clarissa, and Pamela, printed in 1754 for J. 
Dowse, London; and of A candid 
examination of the history of Sir Charles 
Grandison, by F. Plumer, printed in 1754 
for and sold by Mr. Dodsley, London. 
[PR3667.R5 vol. 13] 74-16486 22.00 

i. Richardson, Samuel,  1689-1761— 
Criticism and interpretation. Plumer, F. 
A candid examination of the history of Sir 
Charles Grandison. 1974. If. Remarks on 
Clarissa. 1974. IH. Critical remarks on Sir 
Charles Grandison, Clarissa, and Pamela. 
1974, IV. Sertes: Richardsoniana, 13. 
Prepared from C.I.P. 

HARDWICK, John Michael 823.7 

Drinkrow, 1924- 
A guide to Jane Austen [by] Michael 
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Hardwick. New York, Scribner [1974, 
¢1973] 237 p. 21 cm. ISBN 0-684-13824-7 
[PR4036.H29] 73-21143 6.95 

1. Austen, Jane, 1775-1817. L Title. 


MUDRICK, Marvin. 
Jane Austen; irony as defense and 
discovery. Berkeley, University of 
California Press [1974, c1952] viii, 267 p. 
22 cm. ISBN 0-520-02636-5 (California 
library reprint series.) Reprint of the ed. 
published by Princeton University Press, 
Princeton. Includes bibliographical 
references. [PR4038.I7M8 1974] 74- 
177261 12.75 

1. Austen, Jane, 1775-1817—Criticism and 
interpretation. 2. Irony in literature. L 
Title. TI. Series. 


823’.7 


CHESTERTON, Gilbert Keith, 
1874-1936. 

Appreciations and criticisms of the works 

of Charles Dickens. [Folcroft, Pa.] Folcroft 

Library Editions, 1974 [cl911] p. cm. 

Reprint of the ed. published by J. M. 

Dent, London; New York, E. P. Dutton. 

[PR4588.C4 1974] 74-18247 20.00 

1. Dickens, Charles, 1812-1870-—Criticism 

and interpretation. I. Title. 

Prepared from C.I.P. 


823.8 


DICKENS, Charles, 1812- 823.8 
1870. 

Barnaby Rudge; edited with an 

introduction and notes by Gordon Spence 

and original illustrations by George 

Cattermole and Hablot K. Browne. 


Harmondsworth, Penguin, 1973, [i.e.1974]} 
[1], 766 p. illus., ports. 19 cm. ISBN 0-14- 
043090-3 (Penguin English library) 
Originally published in 1841. Bibliography: 
p. 741-743. [PZ3.D55B47] [PR4555] 74- 
177047 

I. Spence, Gordon William, ed. I. Title. 
Distributed by Penguin, Baltimore, Md., 
3.95 (pbk.). 


DICKENS, Charles, 1812- 823.8 
1870. 
Dombey and Son. Edited by Alan 


ara Oxford, Clarendon Press, 1974. 
Ix, , [3] leaves of plates. illus., 
fees 23° cm. ISBN 0-19-812491-0 (The 
Clarendon Dickens) Bibliography: p. [xi] 
[PZ3.D55Dom44] [PR4559] 74-180394 

I. Horsman, Ernest Alan, 1918- ed. Il. 
Title. 

Distributed by Oxford University Press, 
New York; 38.50. 


DICKENS, Charles, 
1870. 
The love romance of Charles Dickens, told 
in his letters to Maria Beadnell (Mrs. 
Winter) with introd. and notes by Walter 
[Foleroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1936 
ed. published by Argonaut Press, London. 
[PR4581.A4W6 1974b] 74-18404 15.00 
1. Dickens, Charles, 1812-1870-— 
Correspondence. 2. Dickens, Charles, 
1812-1870—Relationship with women— 
Maria Beadnell Winter. 3. Winter, Maria 
Sarah (Beadnell) Mrs., 1811 or 12-1886. 1. 
Winter, Maria Sarah Beadnell, 1811 or 12- 
1886. IT. Title. 
Prepared from C.I.P. 


1812- 823.8 B 


FITZGERALD, Percy 823.8 
Hetherington, 1834-1925. 
Pickwickian manners and customs. 


[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. Reprint of the 1897 ed. published 
by The Roxburghe Press, Westminster. 
[PR4569.F65 1974b] 74-636 15.00 (lib. 
bdg.). 

1. Dickens, 


Charles, 1812-1870. The 
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posthumous papers of the Pickwick Club. 
I. Title. 
Prepared from C.I.P. 


HALDANE, Elizabeth 
Sanderson, 1862-1937. 
George Eliot and her times, a Victorian 
study. ([Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. em. Reprint of the 1927 
ed. published by D. Appleton, New York. 
[PR4681.H3 1974b] 74-18416 20.00 
1. Eliot, George, pseud., ie. Marian Evans 
afterwards Cross, 1819-1880—Biography. 
I Title. 
Prepared from C.I.P. 


HARDWICK, John Michael 
Drinkrow, 1924- 
A guide to Anthony Trollope [by] Michael 
ee New York, Scribner [1974] 219 
cm. ISBN 0-684-13823-9 
FoR s686. H29] 73-21144 6.95 
I. Trollope, Anthony, 1815-1882. I. Title. 


KRAMER, Dale, 1936- 823’.8 
Thomas Hardy; the forms of tragedy. 
Detroit, Wayne State University Press, 
1974. p em. ISBN  0-8143-1530-5 
Includes bibliographical references. 
[PR4754.K7] 74-17084 12.95 

1. Hardy, Thomas, 1840-1928—Criticisin 
and interpretation. 2. Tragedy. I. Title. 
Prepared from C.I.P. 


MCDOWALL, Arthur Sydney, 
1877-1933 

Thomas Hardy, a critical study. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. Reprint of the 1931 ed. published by 

Faber & Faber, London. Bibliography: p. 

(PR4754.M2 1974] 74-19300 20.00 

1. Hardy, Thomas, 1840-1928—Criticism 

and interpretation. 

Prepared from C.I.P. 


MOORE, George, 1852-1933. 823°.8 
Conversations with George Moore [by] 
Geraint Goodwin. [Folcroft, Pa.] Folcroft 
Library Editions, 1973, - [i.e.1974] p. 
Reprint of the 1940 ed. published by J. 
Cape, London, in series: The Saint Giles 


823.8 B 


8237.8 


823°.8 


Library. [PR5042.C66 1973] 73-13738 
17.50 (lib. bdg.). 

I. Goodwin, Geraint. Il. Title. 

Prepared from C.I.P. 

PANTUCKOVA, Lidmila. °  °823'.8 


W. M. Thackeray as a critic of literature. | 
[Norwood, Pa.] Norwood Editions, 1974. 
p. cm. Reprint of the 1972 ed. published 
by Universita J. E. Purkyne, Brno, in series 
Spisy University J. E. Purkyne v Brne, 
Filosoficka fakulta, no. 177. Brno studies 
in English, v. 10-11. Includes 
bibliographical references. _[PR5642.C7P3 
1974] 74-17477 45.00 

i. Thackeray, William Makepeace, 181i i 
1863—Knowledge—Literature. 

Criticism. I. Title. HL Series: Bruna. 
Universita. Filosoficka fakulta. Spisy, 177. 
II, Series: Brno studies in English, v. 18- 
11. 

Prepared from C.I.P. 


PETERS, Maureen. 823°.8°09 B 
An enigma of Brontes. New York, St. 
Martin’s Press [1974] 191 p. illus. 23 cm. 
Bibliography: p. [186] [PR4168.P4] 73- 
82236 7.50 

I. Bronte family. 1. Title. e 


ALEXANDER, Jean, 1926- 823.912 
The venture of form in the novels of 
Virginia Woolf Port Washington, N.Y., 
Kennikat Press, 1974. 237 p. illus. 22 cm. 
ISBN 0-8046-9052-9 (National university 
publications. Series in literary criticism}. 
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Includes bibliographical references. 
[PR6045.072Z536] 73-83260 9.95 

I. Woolf, Virginia Stephen, 1882-1941— 
Criticism and interpretation. I. Title. 


OULD, Hermon, 
1951. 

John Galsworthy. {Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1934 ed. published by Chapman & 

Hall, London. [PR6013.A5Z64 1974] 74- 

18420 20.00 

1. Galsworthy, John, 1867-1933. 

Prepared from C.I.P. 


ROGERS, John. 824.7 B 
With Elia and his friends in books and 
dreams. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1903 
ed. published by E. Mathews, London. 
[PR4863.R57 1974] 74-8662 12.50 (lib. 
bdg.). 

dl. Lamb, Charles, 1775-1834—Miscellanea. 
2. Lamb, Charles, 1775-1834—Friends and 
associates. I. Title. 

Prepared from C.I.P. 


1886- 823°.9°12 


LAKE, Antony, comp. 827.008 
A cache of clevernesses. New York, Hart 
Pub. Co. [1974] 159 p. illus. 21 cm. ISBN 
0-8055-0165-7 (Pocketful of pleasure) 
[PN6153.L3] 73-90271 1.95 

1. Wit and humor. 2. Puzzles. I. Title. 


PRIESTLEY, John Boynton, 827.009 
1894- 
English humor, by J. B. Prestley. 


[Folcroft, Pa.] Folcroft Library Editions, 
1973, [i.e. 1974] p. Reprint of the 1929 
ed. published by Longmans, Green, in 
series: The English heritage series. 
[PR931.P73 1973) 73-13595 17.50 (lib. 


bdg 

1. Bnglish wit and humor—History and 
criticism. I. Title. II. Series: The English 
heritage series. 

Prepared from C.I.P. 


CORK and Orrery, John 
Boyle, Earl of, 1707-1762. 
Remarks on the life and writings of Dr. 
Jonathan Swift. New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-1272-0 (The 
life & times of seven major British writers. 
Swiftiana, 11) Reprint of the 1752 ed. 
printed for A. Millar, London. 
{PR3726.$95 vol. 11] 828.509 B 74- 
18101 22.00 
I. Swift, Jonathan, 1667-1745. I. Title. II. 
Series: Swiftiana, 11. 
Prepared from C.I.P. 
KING, William, 828.509 s 
1763. 
The toast. New York, Garland Pub., 1974. 
p. cm. ISBN 0-8240-1271-2 (The Life & 
times of seven major British writers. 
Swiftiana 10) Reprint of the 1736 ed. 
printed in London. [PR3726.S95 vol. 10] 
[PR3539.K73] 821°.5 74-17405 22.00 
I. Title. II. Series: Swiftiana 10. i 
Prepared from C.I.P. 


828°.5°09 s 


1685- 


ON Swift’s Remarks on 828.509 s 
the Barrier Treaty and his Conduct of the 
allies, 1711-1712. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1264-X 
(The Life & times of seven major British 
writers. Swiftiana 3) [PR3726.595 vol. 3] 
[D282.5] 824’.5 74-17319 22.00 

1. Swift, Jonathan, 1667-1745. Some 
remarks on the Barrier Treaty. 2. Swift, 
Jonathan, 1667-1745. The conduct of the 
allies. 3. Great Britain—Politics and 
government—1702-1714—Pamphlets. i. 
Series: Swiftiana 3. 

Prepared from C.I.P. Contents omitted. 


SMEDLEY, Jonathan, 828’.5°09 s 
1671-1729. 

Gulliveriana, 1728 New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1269-0 
(The Life & times of seven major British 
writers. Swiftiana, 8) Reprint of the ed. 
printed for J. Roberts, London. 
[PR3726.895 vol. 8] [PR3687.S75] 
828.509 74-17378 22.00 

1. Swift, Jonathan, 1667-1745, in fiction, 
drama, poetry, etc. 2. Pope, Alexander, 
1688-1744, in fiction, drama, poetry, etc. 
3. Swift, Jonathan, 1667-1745. Miscellanies 


in prose and verse. I. Title. If. Series: 
Swiftiana, 8. 

Prepared from C.I.P. 

SWIFTIANA. 828.509 s 


[Edited] by Charles Henry Wilson. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1277-1 (The Life & times əf seven 
major British writers. Swiftiana, 16) 
Reprint of the 1804 ed. printec for R. 
Phillips, London. [PR3726.S95 vol. 16] 
828.509 74-17440 22.00 

1. Swift, Jonathan, 1667-1745. I. Wilson, 
Charles Henry, ed. II. Series: Swiftiana, 16. 
Prepared from C.I.P. 


BLACKBURNE, Francis, 
1705-1787. 
Remarks on Johnson’s Life of Milton. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1289-5 (The Life & times of seven 
major British writers. Johnsoniana, 11) 
Reprint of the 1780 ed. published in 
London. [PR3533.J59 vol. 11] [PR3581] 
821’.4 74-16139 22.00 
1. Johnson, Samuel, 1709-1784. Lives of 
the poets. Milton. I. Milton, John, 1608- 
1674. Areopagitica. 1974. II. Milton, John, 
1608-1674. Of education. 1974. HI. Title. 
IV. Series: Johnsoniana, 11. 
Prepared from C.I.P. 


828°.6°09 s 


FRANCIS, Barber. 328’.6°09 
More last words of Dr. Johnson, by 
Francis, Barber. Witticisms, anecdotes, 


jests, and sayings of Dr. Johnson, by J. 
Merry. New York, Garland Pub., 1974. p. 
cm. ISBN 0-8240-1299-2 (The Life & 
times of seven major British writers. 
Johnsoniana, 21) Reprint of the 1787 and 
1791 editions respectively. [PR3533.J59 
vol. 21] 74-18491 22.00 

1. Johnson, Samuel, 1709-1784. I. Merry, 
J. The witticisms, anecdotes, jests, and 
sayings of Dr. Samuel Johnson. 1974. IL. 
Title. II. Series: Johnsoniana, 21. 

Prepared from C.I.P. 


HAWKINS, John, Sir, 
1719-1789. 

The life of Samuel Johnson, LL.D., 1787. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1298-4 (The Life & times of 
seven major British writers. Johnsoniana 
20) Reprint of the 1787 ed. printed for J. 
Buckland, London. [PR3533.J59 vol. 20] 
828’.6'09 B 74-16102 22.00 

vA Johnson, Samuel, 1709-1784— 
Biography. I. Title. II. Series: Joinsoniana 
20. 


828.609 s 


Prepared from C.I.P. 
HAYLEY, William, 828’.6°09 s 
1745-1820. 

Two dialogues. New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-1300-X (The 
Life and times of seven major British 
writers. Johnsoniana, 22) Reprint of the 
1787 ed. printed for T. Cadell, London. 
[PR3533.J59 vol. 22] 820.9005 74-16270 
22.00 

i. Johnson, Samuel, 1709-1784. 2. 
Chesterfield, Philip Dormer Stanhope, 4th 
Earl of, 1694-1773. I. Title. Ii. Series: 
Johnsontiana, 22. 


800 LITERATURE 
Prepared from C.I.P. 


REMARKS on a voyage 828°.6°09 s 
to the Hebrides. A journey to the 
Highlands of Scotland, by Mary Ann 
Hanway. New York, Garland Pub., 1974. 
p. cm. ISBN 0-8240-1286-0 (The Life & 
times of seven major British writers. 
Johnsoniana, 8) Reprint of the 1775 ed. of 
Remarks on a voyage to the Hebrides, 
printed for G. Kearsly, London; and of the 
1776 ed. of the work by Hanway, printed 
for Fielding and Walker, London. 
[PR3533.J59 vol. 8] [DA880.H4] 914.11 
74-19251 22.00 

1. Johnson, Samuel, 1709-1784. A journey 
to the Western Islands of Scotland. 2. 
Highlands of Scotland—Description and 
travel. I. Hanway, Mary Anne. A journey 
to the Highlands of Scotland. 1974. I. 
Series: Johnsoniana, 8. 

Prepared from C.I.P. 


SHAW, William, 

1831. , 
Memoirs of the life and writings of the late 
Dr. Samuel Johnson [by] William Shaw. 
Anecdotes of the late Samuel Johnson, 
LL.D., during the last twenty years of his 
life [by] Hesther Lynch Piozzi. Edited with 
an introd. by Arthur Sherbo. London, New 
York, Oxford University Press, 1974. xxii, 
201 p. illus. 25 cm. ISBN 0-19-255416-6 
(Oxford English memoirs and travels} Half 


1749- 828’.6°09 B 


title: Memoirs and anecdotes of Dr. 
Johnson. On spine: Memoirs of Dr. 
Johnson. Bibliography: p. xvii-xviii. 


[PR3533.S5 1974] 74-177118 13.00 

1. Johnson, Samuel, 1709-1784. 1. Piozzt, 
Hester Lynch Salusbury Thrale, 1741- 
1821. Anecdotes of the late Samuel 
Johnson. 1974. I. Title. JIL Title: 
Anecdotes of the late Samuel Johnson. IV. 


_ Title: Memoirs and anecdotes of Dr. 
Johnson. V. Title: Memoirs of Dr. 
Johnson. VI. Series. 

WHYTE, Samuel, 1733- 828’.6'09 s 
1811. 

Miscellanea nova. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1301-8 


(The Life & times of seven major British 
writers, Johnsoniana 23) Reprint of the 
1800 ed. printed by R. Marchbank, for the 
editor, E.-A. Whyte, in Dublin. 
[PR3533.J59 vol. 23] [PR3765.W53] 820°.9 
74-18005 22.00 

I. Title. II. Series: Johnsoniana 23. 
Prepared from C.I.P. 


YOUNG, John, 1750?- 
1820. 

A criticism on the Elegy. The art of 
criticism, by Robert Potter. New York, 
Garland Pub., 1974. p. cm. ISBN 0-8240- 
1292-5 (The Life & times of seven major 
British writers. Johnsoniana, 14) Reprint of 
the 1783 ed. of Young’s A criticism on the 
Elegy written in a country church yard, 
printed for G. Wilkie, London; and of 
Potters work, printed 1789 for T. 
Hookham, London. [PR3533.J59 vol. 14] 
[PR3502] 8217.6 74-18106 22.00 

1. Gray, Thomas, 1716-1771. Elegy. 2. 
Johnson, Samuel, 1709-1784. Lives of the 
poet. I. Potter, Robert, 1721-1804. The art 


828’.6°09 s 


of criticism. 1974. I. Title. UI Series: 
Johnsoniana, 14. 

Prepared from C.I.P. 

ALLAN, George, 1806- 828’.7°09 B 


1835. 
Life of Sir Walter Scott, baronet; with 
critical notices of his writings. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
According to the Edinburgh University 
Library and British Museum catalogues, 
this was begun by W. Weir and completed 


"00 LITERATURE. 


by G. Allan. Reprint of the 1834 ed. 
published by T. Ireland, Edinburgh. 
[PR5332.AS 1974] 74-9795 45.00 (lib. 
bdg.). 

i Scott, Walter, Sir, bart, 1771-1832— 
Biography. IL- Weir, William, 1802-1858. il. 
Title. 

Prepared from C.1.P. 


BLAKE, Kathleen. 828.809 
Play, games, and sport; the literary works 
of Lewis Carroll. Ithaca, Cornell University 


. Press [1974] 216 p. illus. 23 cm. ISBN 6- 


8014-0834-2 Includes bibliographical 
references. [PR4612.B5] 73-21362 8.75 

1. Dodgson, Charles Lutwidge, 1832- 
1898—Knowledge—--Sports and recreation. 
2. Games in literature. I. Title. 


MACAULAY, Thomas 828’.8°09 B 
Babington Macaulay, Baron, -1800-1859. 
The letters of Thomas Babington 
Macaulay, edited by Thomas Pinney. 
[Londón] Cambridge University Press, 
1974- v. 24 cm. ISBN 0-521-20202-7 
On spine: The letters of Macaulay. 
Contents.-— 2. March 183l- 
December 1833. [DA3. M3A4 1974] 73- 

75860 

1. Macaulay, Thomas Babington Macaulay, 
Baron, 1800-1859. I. Pinney, Thomas, ed. 
H. Title. HI. Title: The letters of Macaulay. 
Distributed by Cambridge University Press; 
New York 31.50 ea. 


RICE, Edward. 828.809 B 
Journey to Upolu; Robert Louis Stevenson, 
Victorian rebel. New York, Dodd, Mead 
[1974] xi, 145 p. illus. 25 cm. ISBN 0-396- 
06933-9 [PR5493.R5] 73-21164 6.95 - 

1. Stevenson, Robert Louis, 1850-1894— 
Biography. I. Title. 


WILENSKI, Reginald 
Howard, 1887- 
John Ruskin; an iñtroduction to further 
study of his life and work, by R. H. 
Wilenski. [Foleroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1933 
ed. published by Faber & Faber, London. 
[PR263. .W476 Y 974] 74-9725 35.00 (lib. 
bdg 
1. Ruskin, John, 1819-1900. 
Prepared from C.I.P. 


CRANE, John K. 828.91209 
T. H. White [by] John K. Crane. New 
York, Twayne Publishers [1974] p. cm. 
ISBN 0-8057-1573-8 (Twayne’s English 
authors series, TEAS 172) Bibliography: p. 
[PR6045.H2Z6] 74-4121 7.50 

1. White, Terence Hanbury, 1906-1964— 
Criticism and interpretation. 

Prepared from C.I.P. 


CROWLEY, Aleister, 
1875-1947. 

The works of Aleister Crowley. New York, 
Gordon Press [1974] p. Reprint of the 
1905-7 ed. published by Society for the 
Propagation of Religious Truth, Foyers, 
Scot. [PR6005.R7 1974] 73-21392 99.95 
(lib. bdg., 3 vols.) 

Prepared from C.I.P. Contents omitted. 


828’.8'09 B 


828.91209 


MORTON, John 
Bingham, 1893- 
Hilaire Belloc; a memoir, by J. B. Morton. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1955 ed. 
published by Hollis & Carter, London. 
[PR6003.E45Z8 1974] 74-19265 15.00 
1. Belloc, Hilaire, 1870-1953—Biography. 
Prepared from C.I.P. 


SITWELL, Osbert, 
Sir, bart., 1892-1969. 
Queen Mary and others. New York, John 


828’.9°1209 B 


828’.9°1209 B 


1nN2 


Day Co. [1974] p. cm. ISBN 0-381- 
98279-3 [PR6037.183Q4 1974] 74-9361 
6.95 

1. Sitwell, Osbert, Sir, bart, 1892-1969— 
Biography. f. Title. 

Prepared from C.LP. 


MAGILL, C. P. 830°.9 
German literature [by] C. P. Magill. 
London, New York, Oxford University 
Press, 1974. 190 p. 21 cm. ISBN 0-19- 
885063-8 (Oxford paperbacks university 
series, 67) “This book replaces and 
continues J. G. Robertson’s The literature 
of Germany”. Bibliography: p. [179]-184. 
[PT91.M3] 74-180383 8.00 

L German _ literature—History and 
criticism. I. Robertson, John George, 1867- 
1933. The literature of Germany. Il. Title. 

Pbk. 2.95, ISBN 0-19-888063-4. 


THOMAS, Calvin, 1854-1919. 830°.9 
A history of German literature. [Folcroft, 
Pa.] Folcroft Library Editions, 1973, [i.e. 
1974] p. Reprint of the ed. published by 
W. Heinemann, London. Bibliography: p. 
[PT91.T5 1973] 73-13771 12.00 (lib. bdg.) 


d. German _ literature—History and 
criticism. Í. Title. 

Prepared from C.I.P. 

MENHENNET, Alan. + 830.93 


Order and freedom, literature and society 
in Germany from 1720-1805. New York, 
Basic Books [1974, c1973] ix, 270 p. 23 
cm. ISBN 0-465-05301-7 Bibliography: p. 
257-264. [PT313.M4 1974] 73-91080 9.50 

I. German Iiterature—18th century— 
History and criticism. 2. German 
Hiterature—19th century—History and 
criticism. 3. Literature and society. I. Title. 


WILLIAMS, Cedric E. 830.99436 
The broken eagle; the politics of Austrian 
literature from empire to Anschluss [by] C. 
E. Williams. New York, Barnes & Noble 
[1974] xxii, 281 p. illus. 23 cm. ISBN 0- 
06-497713-7 Bibliography: p. [275]-276. 
[PT3818.W5 1974] 74-180506 18.50 

1. German Iiterature—Austrian authors— 
History and criticism. 2. German 
literature—20th — century—History and 
criticism. 3. Politics and literature— 
Austria. I. Title. 


GOETHE, Johann Wolfgang 
von, 1749-1832. - 
The poems of Goethe, translated in the 
original metres with a sketch of Goethe’s 
life, by Edgar Alfred Bowring. New York, 
Gordon Press [1974] p. cm. ISBN 0- 
87968-152-7 Reprint of the 1853 ed. 
published by J. W. Parker & Son, London. 
[PT2026.A3B6 1974] 74- 9815 34.95 (lib. 
bdg.) 
I. Bowring, Edgar Alfred, 1826-1911, tr. 
Prepared from C.I.P. 


8317.6 


GOETHE, Johann Wolfgang 831.6 
von, 1749-1832. 
The poems of Goethe, translated in the 
original metres, by E. A. Bowring [and 
others] New York, Gordon Press [1974] 
p. cm. ISBN 0-87968-151-9 Reprint of the 
1883 ed. published by Estes and Lauriat, 
Boston. [PT2026.A3B6 1974b] 74-9813 
34.95 (lib. bdg.) 
L Bowring, Edgar Alfred, 1826-1911, tr. 
Prepared from C.LP. 


LITTLE, William Alfred, 831.6 
1929- 
Gottfried August Burger, by Wm. A. 


Little. New York, Twayne Publishers 
[1974] 234 p. 22 cm. ISBN 0-8057-2185-1 
(Twayne’s world authors series, TWAS 
270. Germany) Bibliography: p. 221-226. 
[PT1829.Z5L5] 72-13374 7.50 
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1. Burger, Gottfried August, 1747-1794. 


HOLTHUSEN, Hans Egon, 
1913- 

Rainer Maria Rilke: a study of his later 
poetry. Translated by J. P. Stern. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1952 ed. published by 
Bowes & Bowes, Cambridge, Eng., in 
series: Studies in modern European 
literature and thought. (PT2635.165Z7425 
1974] 74-17400 6.50 

1. Rilke, Rainer Maria, 1875-1926— 
Criticism and interpretation. I. Title. IL 


831.912 


Series: Studies in modern European 
literature and thought. 

Prepared from C.I.P. 

GRAHAM, lise, 1914- 832.6 


Schiller’s drama; talent and integrity, New 
York, Barnes & Noble Books [1974] xii, 
406 p. 25 cm. ISBN 0-06-492510-2 
Bibliography: p. [398]-401. [PT2492.G7 
1974b] 73-22549 20.00 

1. Schiller, Johann Christoph Friedrich 


von; 1759-1805—Criticism and 
interpretation. I. Title. . 
ESSLIN, Martin. 832.912 B 


Brecht; the man and his work. New rev. 
ed. New York, Norton [1974, ¢c1971] p. 
cm. ISBN 0-393-00754-5 (The Norton 
library) First published in London in 1959 
under title: Brecht: a choice of evils. - 
Bibliography: p. [PT2603. R393726 1974] 
74-13885 3.95 (pbk.) 

I. Brecht, Bertolt, 1898-1956. L Title. 
Prepared from C. LP. 


BOLL, Heinrich, 
1917- 
End of a mission. Translation from the 
German by Leila Vennewitz. New York, 
McGraw-Hill [1974, c1968] 207 p. 21 cm. 
ISBN 0-07-006410-5. (McGraw-Hill 
paperbacks) Translation of Ende einer 
Dienstfahrt. [PZ4.B6713En] [PT2603.0394] 


838’.9°1418 


2.95 (pbk.) 

I. Title. 

L.C. card number for original ed.: 68- 
11926. 

BLIXEN, Karen, 1885- 839.8°1°372 


1962. 
Anecdotes of destiny [by] Isak Dinesen. 
New York, Vintage Books [1974,*c1958] 
p. ISBN 0-394-71177-7 [PZ3.B62026Am5] 
[PR6003.L545] 74-5323 1.95 (pbk.) 
i. Title. 
Prepared from C.I.P. 


UNDSET, Sigrid, 1882- 839.8'2°372 
1949. 
Jenny; a novel. Translated from the 


Norwegian of Sigrid Undset by W. Emme. 
New York, H. Fertig, 1974 [cl921] p. 
Reprint of the ed. published by Knopf, 
New York. [PZ3.U568Je5] [PT8950.U5] 
74-12378 12.00 

I. Title. 

Prepared from C.I.P. 


WYATT, Kathryn Day, 
1907- 
Unanimistic imagery in twentieth century 
French literature. {Rev. and enl. ed.] 
University, Miss., Romance Monographs, 
inc, 1974. 210 p. 23 cm. (Romance 
monographs, no. 7) Based en the author’s 
thesis, Catholic University of America, 
1969. Bibliography: p-  [197]-205. 
[PQ307.USW9 1974] 74-75723 12.00; . 
10.50 (pbk.) 

J. French  fiterature—20th century— 
History and criticism. 2. Unanimism. 1. 
Title. 


840°.9°38 


P DINGA ST ETT MATE 
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HOUCK, Margaret Evah, 8417.1 
1890- ; 

Sources of the Roman de Brut of Wace, by 
Margaret Houck. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. 161-356 p. 24 cm. 
Reprint of the 1941 ed. published by the 
University of California Press, Berkeley, 
which was issued as v. 5, no. 2 of 
University of California publications in 
English and as no. 2 of Studies in the 
Geoffrey of | Monmouth tradition. 
Bibliography: p. 351-356. [PQ1545. W2A6 
1974] 74-6013 40.00 (lib. bdg.). 

I. Wace, ff. 1170. Roman de Brut. I. Title. 
IL. Series: California. University. University 
of California publications in English, v. 5, 
no. 2. III. Series: Studies in the Geoffrey 
of Monmouth tradition, 2. 


LUTTRELL, Claude. 8417.1 
The creation of the first Arthurian 
romance; a quest. Evanston, Northwestern 
University Press, 1974. vii, 284 p. 24 cm. 
ISBN 0-8101-0450-4 Bibliography: p. 269- 
273. [PQ1445.E7L8] 73-94432 12.00 

1. Chrestien de Troyes, 12th cent. Erec et 
Enide. 2. Arthurian romances—History 
amd criticism. I. Title. 


` SUTHERLAND, Monica La 
Fontaine. 

La Fontaine, by 

[Folcroft, 


841.4 B 


Monica Sutherland. 
Pa.] Folcroft Library Editions, 


1974. p. cm. Reprint of the 1953 ed. 
published by J. Cape. London. 
Bibliography: p. ee 88 1974] 74- 
7095 20.00 (lib. bdg.). 

1. La Fontaine, Jean de, 1621-1695. I. 
Title. 

Prepared from C.I.P. 

WING, Nathaniel, 1938- 841.8 
Present appearances: aspects of pòetic 
structure in Rimbaud’s Illuminations. 


University, Miss., Romance Monographs 
[1974] p. cm. ISBN 84- BiG 2424-0 
(Romance monographs, 9) 
Bibliography: p. [PQ2387. R51438] “54. 7380 
9.00; 7.50 (pbk) 

i. Rimbaud, Jean Nicolas Arthur, 1854- 
1891. Les. illuminations. I. Title. 

Prepared from C.I.P. 


NUGENT, Robert. : 841.9712 
Paul Eluard. New York, Twayne 
Publishers [1974] p. cm. ISBN 0-8057- 
22998 (Fwayne’s world authors series) 
[PQ2609. 75Z78] 74-4132 7.95 (tib. bdg.) 
1. Eluard, Paul, 1895-1952—Criticism and 
interpretation. 
Prepared from C.I.P. 
MOLIERE, Jean Baptiste 8427.4 
Poquelin, 1622-1673. 
Les femmes savantes. Edited with an 
introd.’ and notes by H. Gaston Hall. 
{London, New York] Oxford University 
Press [1974] 206 p. illus. 19 cm. ISBN 0- 
19-832379-4 (Clarendon French series) 


Text in French; introd. and notes in 
English. Bibliography: p. 69-70. 
[PQ1833.A2H3] 74-174800 5.00 
I Hall, H. Gaston, ed. IT. Title: 
TROLLOPE, Henry 842°.4 B 


Merivale, b.1846. 

The life of Moliere. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p.cm. Reprint of 
the 1905 ed. published by A. Constable, 
London. [EQ1852. T7 1974] 74-9801 50.00 
(lib. bdg.). 
1. Moliere, “Jean Baptiste Poquelin, 1622- 
1673—Biography. 1. Title. ` 
Prepared from C.I.P. 


CETTA, Lewis T. 842.912 
Profane play, ritual, and Jean Genet; a 
study of his drama, by Lewis T. Cetta. 


- LE CAMUS, Antoine, 


iF 


University, . University of Alabama Press 
[1974] v, 118 p. 22 cm. ISBN 9-8173- 
7313-6 (Studies in the humanities, 
Literature) Bibliography: p. 109-112. 
[PQ2613.E53Z582] 73-10651 6.00 
1. Genet, Jean, 1910- —Dramatic works. 
2. Genet, Jean, 1910- —-Criticism and 
interpretation. I. Title. If. Series: Studies in 


the humanities (University, Ala). 
Literature. p 
FREEMAN, E. 842.914 


The theatre of Albert Camus; a critical 
study [by] E. Freeman. London, Methuen 
[1973] 178 p. 22 cm. ISBN 0-416-79480-7 
(University paperbacks, UP 506) 
”Distributed in the USA by Harper & Row 
Publishers, Barnes & Noble Import 
Division.” Bibliography: p. 168-173. 
[PQ2605.A3734Z645 1973] 74-177105 
4.50 (pbk.} j 

1. Camus, Albert, 1913-1960—Dramatic 
works. I. Title. 


MORT Artu. 8437.1 


. Mort Artu; an Old French prose romance 


of the XIIIth century, being the last 
division of "Lancelot du Lac”. Now first 
edited from ms. 342 (Fonds francais) of 
the Bibliotheque nationale, with zollations 
from some other mss., by J. Douglas 
Bruce. Halle a. S., M. Niemeyer, 1910. 
[New York, AMS Press, 1974] xxxvii, 315 
p. 23 cm. ISBN 0-404-56649-9 Includes 


bibliographical references. [PQ1496.M75 
1974] 75-178546 18.00 
i. Lancelot—Romances. .2. Arthurian 


romances. I. Bruce, James Dougias, 1862- 
1923, ed. II. Paris. Bibliotheque nationale. 
MSS. (Fr. 342) 


GOMEZ, Madeleine Angelique 
Poisson de, 1684-1770. i 
The memoirs of the Baron du Tan. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1111-2 (The Flowering of the novel) 
Reprint of the 1744 ed. printed for H. 
Piers and M. Wentz, London. Original t.p. 
reads: The memoirs of the Baron du Tan. 
To which’ is added The Calabrian: or, The 
history of Charles Brachy, and The herit: 
Translated from the French ... by 
gentleman. [PZ3. G586Me5] [PQ1985. G7 
74-16060 25.00 
I. Gomez, Madeleine Angelique Poisson 
de, 1684-1770. Le Calabrois. English. 
1974. I. Gomez, Madeleine Angelique 
Poisson de, 1684-1770. L’Hermite. English. 
1974. HT. Title. IV.. Series. 
Prepared from C.I.P. 


843’.5 


HELVETIUS, Claude Adrien, 
1715-1771. 

The child of nature. New York, Garland 

Pub., 1974. p. cm. ISBN 0-8240-1204-6 

(The Flowering of the novel) Reprint of 

the 1774 ed. printed for T. Becket, 

London. [PZ3.H36984Ch5] [PR9105. 9.H4] 

74-16205 25.00 

I. Title. If. Series. 

Prepared from C.LP. 


843.5 


1722- 843.5 
1772 

Abdeker; or, The art of preserving beauty. 

New York, Garland Pub., 1974. p. cm. 

ISBN 0-8240-1140-6 (The Flowering of 

the novel) Reprint of the 1754 ed., printed 

for A. Millar, London. [PZ3.L4942Ab5] 

[PQ1993.L79] 74-17402 25.00 

Í Title. If. Series. 

Prepared from C.I.P. 


CULLER, Jonathan D. 843'.8 
Flaubert; the uses of uncertzinty [by] 
Jonathan Culler. Ithaca, N.Y., Cornell 
University Press [1974] 264 p. 23 cm. 


800 LITERATURE ` 


ISBN 0-8014-0818-0 Bibliography: p. 258- 
259. [PQ2249.C8] 73-16679 9.50 

1. Flaubert, Gustave, 1821-1880—Criticism 
and interpretation. 


DOBIE, G. Vera. - .843'.8 B 
Alphonse Daudet by G. V. Dobie. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974, p. cm. Reprint of the 1949 ed. 
published by T. Nelson, London, New 
York. Bibliography: p. [PQ2216.Z5D6 
1974] 74-19263 25.00 

1. Daudet, Alphonse, 1840-1897. 

Prepared from C.I.P. 


OUSTON, Philip. 843'.9°12 
The imagination of Maurice Barres. 
{Toronto, Buffalo] University of Toranto 
Press [1974] xviii, 307 p. illus. 24 cm. 
ISBN = 0-8020-5274-6 (University of 
Toronto romance series, 26) Bibliography: 
[286]-295. [PQ2603.A52Z867] 79-190347 
16.50 

1. Barres, Maurice, 1862-1923—Criticism 
and interpretation. T. Title. Il. Series: 
Toronto. University. University of Toronto 
romance series, 26. 


SEGALEN, Victor, 

1919, 
Rene Leys. Translated from the French. by 
J. A. Underwood. Chicago, J. P. O’Hara 
[1974] 222 p. 23 cm. ISBN 0-87955-901-2 
"A Howard Greenfeld book.” 
[PZ3.S4548Re4] [PQ2637.E33] 72-13317 
6.95 


I. Title. 


PRONTE, Emily Jane, 1818- 
1848. 

Five essays written in French. Now 
translated by Lorine White Nagel. With an 
introd. and notes by Fannie E. Ratchford. 
[elero Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1948 ed. 
published by the University of Texas Press, 
Austin. Contents.—FThe cat.—Portrait: 
King Harold on the eve of the. Battle of 
Hastings.—Filial love.—A letter from one 
brother to  another—The butterfly. 
[PQ2201.B56A35 1974] 74-18415 6.50 

I. Title. 

Prepared from C.I.P. 


1878- 843.912 


` 844.8 


STRICKLAND, Geoffrey. 848.709 
Stendhal; the education of a novelist. 
[London, New York] Cambridge 
University Press [1974] xi, 302 p. 23 cm. 
ISBN 0-521-20385-6 (Companion studies) 


Includes bibliographical- references. 
[PQ2441.S8] 73-91619 16.50 i 
d. Beyle, Marie Henri, 1783-1842— 
Criticism and interpretation. 
Pbk. 5.95; ISBN 0-521-09837-8. 
MASTERS, Brian. 848.91409 
Sartre: a study. London, Heinemann; 
.Totowa, N.J, Rowman and Littlefield 


[1974, c1970] xiv, 82 p. 21 cm. First ed. 
published in 1970 under title: A student’s 
guide to Sartre. Bibliography: p. [81]-82. 
[PQ2637.A82Z785 1974] 74-176093 5.00 
1. Sartre, Jean Paul, 1905- s=Crmiersm and 
interpretation. i Title. 
CHAYTOR, Henry John, 849’. 1°04 
1871-1954, ed. 
The troubadours of Dante; being selections 
from the works of the Provencal poets 
quoted by Dante, with introduction, notes, 
concise grammar and glossary. Oxford, 
Clarendon Press, 1902. [New York, AMS 
Press, 1974] xxxvi, 242 p. 23 cm. ISBN 0- 
404-56533-6 [PQ4427.P7C5 1974] 79- 
178520 14.00 
1. Dante Alighieri, 1265-1321—Sources. 2. 
Provencal poetry. 3. Troubadours. I. Title. 
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NOLHAG, Pierre de, 1859- 8517.1 
1936. 
Petrarch and the ancient world. [Folcroft, 
Pa.}] Folcroft Library Editions, 1974 
[ci907] p. cm. Reprint of the ed. 
published by Merrymount Press, Boston, 
which was issued as no. 3 of the 
Humanists’ library. Translated from 
Petrarque et l'humanisme. [PQ4546.N6213 
1974] 74-6226 15.00 (lib. bdg.). 
I. Petrarca, Francesco,  1304-1374— 
Knowledge—Classical literature. I. Title. II. 
Series: The Humanists’ library, 3. 
Prepared from C.I.P. 


PETRARCA, Francesco, 1304- 
74, 

Petrarch’s Secret; or, The soul’s conflict 
with passion; three dialogues between 
himself and S. Augustine. Translated from 
the Latin by William H. Draper. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Translation of the author’s Secretum. 
Reprint of the 1911 ed. published by 
Chatto & Windus, London. 
[PQ4496.E29833 1974] 74-16342 25.00 

L Title. ; 

Prepared from C.I.P. 


ARIOSTO, Ludovico, 
1533. 

Orlando Furioso [by] Ludovico Ariosto; an 
English prose translation by Guido 
Waldman. London, New York, Oxford 
University Press, 1974. xvii, 630 p. 21 cm. 
ISBN 0-19-212576-1 = [PQ4582.E5A38 
1974] 74-174554 19.25 

I. Waldman, Guido, tr. II. Title. 

Pbk. 5.95, ISBN 0-19-281161-4. 


COTTRELL, Jane E. 853.912 
Alberto Moravia [by] Jare E. Cottrell. 
New York, Ungar [1974] viii, 166 p. 21 
cm. ISBN  0-8044-2131-5 (Modern 
literature monographs) Bibliography: p. 
151-156. [PQ4829.062Z6] 73-84599 6.00 
1. Moravia, Alberto, 1907- 


HISTORIA de Yucuf. 861.1 
The Poema de Jose; a transcription and 
“ comparison of the extant manuscripts, by 
William Weisiger Johnson. University, 
Miss., Romance Monographs, 1974. 133, 
[1] p. 24 cm. (Romance monographs, no. 
6) Contains the texts, here romanized, of 
two aljamiado mss., one in the Biblioteca 
Nacional in Madrid and the other in the 
Academia de la Historia. Bibliography: p. 


851'.1 


1476- 851.3 


[134]. [PQ6398.H4A15 1974] 73-93265 
7.50; 6.00 (pbk.) 
i. Joseph, the  patriarch~-Legends. 1 


Johnson, William Wetsiger, ed. IT. Title. 


MARTINEZ Nadal, Rafael. 862’.6'2 
Federico Garcia Lorea and the Public; a 
study of an unfinished play and of love 
and death in Lorca’s work. New York, 
Schocken Books [1974] p. cm. ISBN 0- 
8052-3555-8 Bibliography: 
[PQ6613.A763P83513] 74- BHE. 10.95 

1. Garcia Lorca, Federico, 1898-1936. El 
publico. 2. Garcia Lorca, Federico, 1898- 
1936--Criticism and interpretation. I. 
Title. 

Prepared from C.I.P. 


GARCIA Lorca, 
Federico, 1898-1936. 
Divan & other writings [by] Federico 
Garcia Lorca. New versions by Edwin 
Honig. (Providence, R.I., Bonewhistle 
Press, 1974] 98 p. 22 cm. ISBN 0-914298- 
07-0 Translation of Divan del Tamarit and 
other poems. [PQ6613.A763A25 1974] 74- 
75120 3.50 
I. Honig, Edwin, tr. If. Garcia Lorca, 
Frederico, 1898-1936. Divan del Tamarit. 
English. 1974. II. Title. 
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868’.6°209 


_ELYTES, Odysseas, 


we 


PERSPECTIVES of Roman 8717.009 
poetry; a classics symposium. Essays by 
George Luck [and others] Edited and 
prefaced by G. Karl Galinsky. Austin, 
Published for the College of Humanities 
and the College of Fine Arts of the 
University of Texas at Austin by the 
University of Texas Press [1974] 160 p. 23 
cm. ISBN 0-292-76420-0 (Symposia in the 
arts and the humanities, no. 1) "Based on 
the formal proceedings of the symposium 
*Perspectives of Roman Poetry,’ which was 
held at the University of Texas at Austin 
on February 14-16, 1972." Includes 
bibliographical references. [PA6047.P4] 74- 
5314 9.50 

l. Latin poetry—Addresses, essays, 
lectures. I. Luck, Georg. 1926- II. 
Galinsky, Gotthard Karl, 1942- ed. III. 
Texas. University at Austin. IV. Title. V. 
Series. 


ANDERSON, James A., 1934- 871.01 
Encina and Virgil, by James A. Anderson. 
University, Miss., Romance Monographs, 


inc., 1974. 84 p. 23 cm. (Romance 
monographs, no. 8) Includes 
bibliographical references. 
[PQ6388.E2A78] 74-75722 6.50; 5.00 
(pbk.) 

I. Encina, Juan del,  1468-15297-— 


Aesthetics. 2. Encina, Juan del, 1468- 
1529?—Style. 3. Vergilius Maro, Publius—- 
Translations, Spanish. I. Title. 


BRAMBLE, J. C. 877'.01 
Persius and the programmatic satire; a 
study in form and imagery, by J. C. 
Bramble. Cambridge [Eng.], University 
Press, 1974. xiv, 224 p. 23 om. ISBN 0- 
521-08703-1 (Cambridge classical studies) 
Includes bibliographical references. 
[PA6556.B7] 72-83579 

1. Persius Flaccus, Aulus—Style. 2. Persius 
Flaccus, Aulus—Language. I Title. H. 
Series. 

Distributed by Cambridge University Press, 
New York, 12.50. 


889°.1°32 
pseud. 
[T o axion esti (romanized form)] The 
axion esti [by] Odysseus Elytis. Translated 
and annotated by Edmund Keeley and 
George Savidis. [Pittsburgh] University of 
Pittsburgh Press [1974] p. cm. ISBN 0- 
8229-3283-0 (Pitt poetry series) “An 
international Poetry Forum selection.” 
Includes bibliographical references. 
[PA5610.E43A96 1974] 74-4521 7.50 
iI. Keeley, Edmund, tr. ll. Savidis, George, 
1929- tr. HI. [To axion esti. English & 
Greek] IV. Title. 
Prepared from C.I.P. Pbk., 3.50, ISBN 0- 
8229-5252-1. 
FENNELL, John Lister 891.709001 
Illingworth. 
Early Russian literature [by] John Fennell 
and Antony Stokes. Berkeley, University 
of California Press [1974] 295 p. 23 cm. 
ISBN 0-520-02343-9 Bibliogrephy: p. 271- 
284. [PG3002.F4 1974b] 72-89799 18.50 
i. Russian literature—To 1700-—History 
and criticism. I. Stokes, Antony, joint 
author. IT. Title. 


TIUTCHEV, Fedor 
Ivanovich, 1803-1873. 
Poems & political letters of F. I. Tyutchev. 
Tr. with introduction and notes by Jesse 
Zeldin. Knoxville, University of Tennessee 
Press [1974, c1973] ix, 236 p. 23 cm. 
ISBN 0-87049-146-6 [PG3361.T5A29 
1973] 73-4397 8.95 
I Zeldin, Jesse, 1923- tr. II. Title. 


891.7713 


~ 
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TIUTCHEV, Fedor 891.7 r3 
Ivanovich, 1803-1873. 

Poems of night and day [by] Fyodor 
Tyutchev. Translated from the Russian by 
Eugene M. Kayden. [Ist ed.] Boulder, 
Colo., University of Colorado, 1974. xvi, 
96 p. port. 21 cm: ISBN 0-87081-056-1 
[PG3361.T5A24] 73-93909 8.95 

I Kayden, Eugene Mark, 1886- tr. IL. 
Title. 


ALDANOV, Mark 
Aleksandrovich, 1886-1957. 

Nightmare and dawn. Translated by Joel 

Carmichael. Westport, Conn., Greenwood 

Press [1974, c1957] p. cm. ISBN 0-8371- 

6406-0 Reprint of the ed. published by 

Duell, Sloan and Pearce, New York. 

oc ea {PG3476.A327] 73-21489 
4.7 

I Title. 

Prepared from C.I.P. 


EHRENBURG, Hia 
Grigorevich, 1891-1967. 
The ninth wave, by Ilya Ehrenburg. 
{Translated by Tatiana Shebunina and 
Joseph Castle] Westport, Corn., 
Greenwood Press [1974] p. cm. ISBN 0- 
8371-7672-7 Translation of Deviatyi val. 
Reprint of the 1955 ed. published by 
Lawrer.ce and Wishart, London, in series: 
Library of contemporary Soviet novels. 
Sequel to The storm. [PZ3.E32Ni5] 
[PG3476.E5] 74-10358 33.00 

l. Title. I. Series: Library to contemporary 
Soviet novels. 

Prepared from C.I.P. 


891.7°3'42 


891.7°3'42 


*VOZNESENSKII, Andrei 891.744 
Andreevich. 
Story under full sail [by] Andrei 


Voznesensky. Translated from the Russian 
by Stanley Kunitz [and others]. hee ed.] 
Garden City, N.Y., Doubleday [1974] ix 
70 p. 17 cm. ISBN 0-385-01855-X. English 
and Russian. [PG3489] 73-10822 5.95 


I. Title. 
Pbk. 1.95, ISBN 0-385-00280-7. 


HOLTON, Milne, comp. 891.8°19°301 
The big horse and other stories of modern 
Macedonia. Edited, with an introd. by 
Milne Holton. Columbia, University of 
Missouri Press, 1974. 232 p. 23 cm. ISBN 
0-8262-0162-8 [PZ1.H744Bi] [PG1164.A2] 
73-93892 9.50 

I. Short stories, Macedonian— Translations 
into English. 2. Short stories, English— 
Translations from Macedonian. 1. Title. 


LEM, Stanislaw. 891.8°5'°37 

The Futurological Congress (from the 

memoirs of ljon Tichy). Translated from 

the Polish by Michael Kandel. New York, 

Seabury Press [1974] p. cm. ISBN 0-8164- 

9222-0 (A Continuum book) Translation of 

Ze wspomnien Ijona Tichego; Kongres 

futurologiczny. [PZ4.L537Fu] 

(PG7158.L39] 74-12079 5.95 

L Title. 

Prepared from C.I.P. 

TOOKE, William, 892’.29 
1820. 

The loves of Othniel and Achsah. New 

York, Garland Pub., 1974. p. cm. ISBN 0- 

8240-1188-0 (The Flowering of the novel) 

Reprint of the 1769 ed. printed by W. 


1744. 


Tooke for J. Wilkie, London. 
(PZ3.T61744L05] [PR3736,T516] 74- 
14953 25.00 

L Title. 1. Series. 

Prepared from C.I.P. 

OZ, Amos. 892.4°3°6 
Touch the water, touch the wind. 


Translated from the Hebrew by Nicholas 


NOVEMBER 30,1974 


de Lange in collaboration with ‘the author. 
New York, Harcourt Brace Jovanovich 
[1974] p. cm. ISBN 0-15-190873-7 "A 
Helen and Kurt Wolff book.” Translation 
of La-ga‘at ba-mayim, la-ga‘at ba-ruab. 
[PZ4.0989To] [PJ5054] 74-12178 6.95 

I. Title. 

Prepared from C.I.P. 


HAMORI, Andras, 1940- 892°.7°1309 
On the art of medieval atabic literature. 
Princeton, N.J. Princeton University Press 
[c1974] xii, 199 p. 23 cm. ISBN 0-691- 
06264-1 (Princeton essays in literature) 
Bibliography: p. 183-193. [PJ7541.H34] 
73-2484 10.00 

1. Arabic poetry—RHistory and criticism. 2. 
Arabian nights. I. Title. 


EDWARDS, Evangeline 
Dora, 1888- 
Chinese prose literature of the Tang 
period, A.D. 618-906, by E. D. Edwards. 
London, Probsthain, 1937-38. [New York, 
AMS Press, 1974] 2 v. 22 cm. ISBN 0- 
404-56971-4 Original ed. issued as volumes 
23 and 24 of Probsthain’s oriental series. 
Contents.—v. 1. Miscellaneous literature. — 
v. 2. Fiction. Includes bibliographies. 
[PL2291.E3 1974] 70-38067 18.00 ea. 
l. Tang tai tsung shu. 2. Chinese 
literature—History and criticism. I. Title. 
Set 35.00. 


895.1°0°903 


SUN, Yu-hsiu, ed. 895.1°8'07 
Ancient Chinese parables. Selected and 
edited by Yu Hsiu Sen. Translated by 
Kwei-ting Sen; with a pref. by H. J. C. 
Grierson. [Folcroft, Pa.] Folcroft Library 
Editions, 1973, [i.e.1974] p. English and 
Chinese. Reprint of the 1924 ed. published 
by the Commercial Press, Shanghai. 
[PL2638. .E8S8 1973] 73-13906 10.00 (lib. 


i. Parables, Confucian. I. Title. 
Prepared from C.I.P. 


ABE, Kobo, 1924- 895.635 
The box man. New York, Knopf, 1974. p. 
cm. ISBN 0-394-49106-8 Translation of 
Hakootoko. [PL845.B4H313] 74-7738 6.95 
I. Title. 
Prepared from C.I.P. 
TURNER, Frederick W., 1937- 897 
comp. 
The “portable North American Indian 
reader, edited and with an introd. by 
Frederick W. Turner III. New York, 
Viking Press [1974] xi, 628 p. 19 cm. 
ISBN 0-670-11970-9 (The Viking portable 
library) Bibliography: p. 626-628. 
[E77.T937 1974] 72-12545 6.95 
i. Indians of North America. 2. Indian 
literature. 3. American literature—Indian 
authors. I. Title. 
Pbk. 3.25, ISBN 0-670-01077-4. 


SAN Juan, 899’.211°09003 
Epifanio, 1938- comp. 

Introduction to modern Pilipino literature. 
Edited by E. San Juan, Jr. New York, 
Twayne Publishers [1974] 234 p. 22 cm. 
ISBN 0-8057-3129-6 Includes 
bibliographical references. [PL6058.5.S5] 
72-11001 6.95 

i. Tagalog  literature—Translations into 
English. 2. English literature—Translations 
from Tagalog. I. Title. 


900 HISTORY 


FAIR, Charles M. 901.94 
The new nonsense, by Charles Fair. New 
York, Simon and Schuster [1974] p. ISBN 


0-671-21822-0 Bibliography: p. 
[CB428.F34] 74-8028 7.95 


‘I. Civilization, Modern—1950- 2. Human 


behavior. I. Title. 
Prepared from C.I.P. 


GIBBONIANA. 907°.2°024 
New York, Garland Pub., 1974- p. cm. 
(The Life & times of seven major British 
writers) [DG206.G5G52] 74-14849 22.00 
1, Gibbon, Edward, 1737-1794. 

Prepared from C.I.P. 


PRIESTLEY, Joseph, 
1733-1804. 
An history of the corruptions of 
Christianity, 1782. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1347-6 
(The Life & times of seven major British 
writers. Gibboniana 10-11) Reprint of the 
1782 ed. printed by Piercy and Jones for J. 
Johnson, Birmingham, Eng. Includes 
bibliographies. [DG206.G5GS52 vol. 10-11] 
[BT20] 273 74-14853 22.00 
1. Theology, Doctrinal—History. 2. 
Heresies and heretics—History. I. Title. IT. 
Series: Gibboniana 10-11. 
Prepared from C.I.P. 


907’.2’024 s 


KLONSKY, Milton, comp. 909 B 
The fabulous ego; absolute power in 
history. [New York, Quadrangle, 1974] p. 
cm. ISBN 0-8129-0490-7 Contents.— 
Sardanapalus (c. 800 B.C.).—Shih Huang 
Ti (259-210 B.C.).—Elagabalus (204- 
222).—Justinian (483-565) and Theodora 
(508-548).—Harun al-Rashid (764-809).— 
The once and future King of Cambodia (c. 
1300).—Tamerlane (1336-1405).—Pope 
Alexander VI (1431-1503).—Ivan the 
Terrible (1530-1584).—Akbar the Great 
(1542-1605).—The Grand Signor (c. 
1605).—Charles I (1600-1649).—Louis XV 
(1710-1774).—Catherine the Great (1729- 
1796).—Napoleon I (1769-1821). 
[D107.K55] 74-77951 12.50 

1. Kings and rulers—Biography. 2. 
Despotism. I. Title. 

Prepared from C.LP. Contents omitted. 


Travel 910-919 


INTERNATIONAL 
Geographical Union. 
Quantitative Geography. 

Proceedings of the 1972 meeting of the 

IGU Commission on Quantitative 

Geography. Edited by Maurice Yeates. 

Montreal, McGill-Queen’s University 

Press, 1974. viii, 182 p. illus. 25 cm. ISBN 

0-7735-0168-1 Includes bibliographies. 

[GA23.157 1974] 74-75799 7.00 

1.  Geography—Mathematical models— 

Congresses. I. Yeates, Maurice, ed. 

Available from McGill-Queens University 

Press, 136 S. Broadway, Irvington, New 

York 10533. 


9107.01°84 
Commission on 


POLAR deserts and 910°.02°154 
modern man. Editors: Terah L. Smiley 
fand] James H. Zumberge. Tucson, 
University of Arizona Press [1974] x, 173 
p. illus. 32 cm. ISBN 0-8165-0383-4 ”The 
chapters ... adapted from papers presented 
at the Polar Deserts Symposium sponsored 
by the Committee on Arid Lands of the 
American Association for the 
Advancement of Science at Philadelphia ... 
December 29-30, 1971.” Includes 
bibliographies. [G595.P64] 73-85722 11.50 

1. Polar regions—Addresses, essays, 
lectures. 2. Deserts—Polar regions— 
Addresses, essays, lectures. i. Smiley, 
Terah Leroy, 1914- ed. If. Zumberge, 
James Herbert, ed. MI. American 
Association for the Advancement of 


É 900 HISTORY 


Science. Committee on Arid Lands. IV. 
Polar Deserts Symposium, Philadelphia, 
1971. ; 


FROST, Everett 
Lloyd. 

Archaeological excavations of fortified sites 
on Taveuni, Fiji. Honolulu, Social Scierce 
Research Institute, University of Hawaii, 
1974. xv, 175 p. illus. 28 cm. ISBN 0- 
8248-0266-7 (Asian and Pacific 
archaeology series, no. 6) Revision of the 
author’s thesis, University of Oregon, 
1970. Bibliography: p- 167-175. 
[GN851.A84 no. 6] [GN875.F5] 919.611 
74-620035 4.50 (pbk.). 

L Taveuni—Antiquities. 2 Man, 
Prehistoric—Taveuni 3. Fortification- 
Taveuni. 4. Fortification, Primitive. I. Title. 
I. Series. 


910°.031°823 s 


SAUER, Carl Ortwin, 1889- 910.032 
Land and life; a selection from the writings 
of Carl Ortwin Sauer. Edited by Jahn 
Leighly. Berkeley, University of California 
Press [1974, c1963] 435 p. 21 cm. ISBN 0- 
520-02633-0 *Published writings of Carl 
Ortwin Sauer, 1915-1962": p. 407-413.” 
Includes bibliographical references. 
[GF37.S3 1974] 15.75 

1. Anthropo-geography—Collected works. 
i Leighly, John Barger, 1895- ed. H. Title. 
Pbk:, 2.45, ISBN 0-520-01124-4. L.C. card 
number for original edition: 63-21069. 


FRONCEK, Thomas. 910’.033°95 
The Northmen, by Thomas Froncek and 
the editors of Time-Life Books. New York, 
Time-Life Books [1974] 160 p. illus. 27 
cm, (The Emergence of man) Bibliography: 
p. [156]-157. [DL65.F74] 74-77815 7.95 

1. Northmen. I. Time-Life Books. 


HEFLEY, James C. 910°.039°24 
Where in the world are the Jews today? 
[By] James and Marti Hefley. Wheaton, 
Il., Victor Books [1974] 175 p. illus. 18 
cm. ISBN 0-88207-700-7 (An Input book) 
[DS118.H376] 73-92604 1.75 (pbk.). 

1. Jews—History. 2. Missions to Jews— 
Israel. 3. Converts from Judaism. I. Hefiey, 
Marti, joint author. IT. Title. 


LARN, Richard. 910°.09163°36 
Devon shipwrecks. Newton Abbot [Eng.] 
North Pomfret, Vt, David & Charles 
[1974] 272 p. illus. 23 cm. ISBN 0-7153- 
6337-9 Bibliography: p- 242-245, 
[DA670.D5L37} 74-177102 12.50 

1. Shipwrecks—Devon, Eng. 2. Devon, 
Eng.—History. I. Title. 


WEST, Carolyn. 910°.09°1823 
Cruising the Pacific coast: Acapulco to 
Skagway [by] Carolyn and Jack West. 3d 
ed. [Newport Beach, Calif] Sea 
Publications [1974] 352 p. illus. 24 cm. 
ISBN 0-88403-007-5 In the lst ed. Jack 
West’s name appeared first on the title 
page. First-2d ed. published under tile: 
Cruising the Pacific coast: 
Alaska. Includes bibliographical references. 
(F851.W47 1974] 74-77092 10.95 

1. Pacific coast—-Description and travel. 2. 
Boats and boating—Pacific coast. I. West, 
Jack, joint author. H. Title. 


ALLEN, Robert Thomas. 910°.202 
How to survive the age of travel. [ist ed.) 
Toronto, Doubleday Canaday; Garden 
City, N.Y., Doubleday, 1975 [i.e.1974] p. 
cm. ISBN 0-385-09684-4 [G464.A42 1975] 
74-2713 6.95 

I. Voyages and travels—195I-  — 
Anecdotes, facetiae, satire, etc. T. Title. 
Prepared from C.I.P. 


WwW 


a 


Mexico to` 
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ROOM, Adrian. 910°.3 
Place-names of the world. Totowa, NJ. 
Rowman and Littlefield [1974] 216 p. 23 
em. ISBN 0-87471-481-8 Bibliography: p. 
alate [G103.R7 1974b] 74-179927 
10.0: 

1. Names, Geographical. 2. Geography— 
Dictionaries. I. Title. 


*ARMSTRONG, Louise B. 910.4 
Christmas in summer, by Louise B. 
Armstrong. ist ed. New York, Vantage, 
[1974] 201 p. illus. 22 cm. ISBN 0-533- 
00828-X [G157] 4.95 

1. Voyages and travels. I. Title. 
WALTER; Richard, 1716?- 910.41 B 
A voyage round the world in the years 
MDCCXL, I, H, HI, IV, by George Anson. 
Edited with an introd. by Glyndwr 
Williams. London, New York, Oxford 
University Press, 1974. xxv, 402 p. illus. 
25 cm. ISBN 0-19-255402-6 (Oxford 
English memoirs and travels) At head of 
title: Richard Walter and Benjamin Robins. 
Reprint of the 1748 ed. published by J. 
and R. Knapton. Bibliography: p. xix-xx. 
[G420.W34 1974] 74-177204 16.00 

i. Centurion (Ship) 2. Anson, George 
Anson, Baron, 1697-1762. 3. Voyages 
around the world. I. Anson, George 
Anson, Baron, 1697-1762. If. Williams, 
Glyndwr, ed. Ii. Robins, Benjamin, 1707- 
1751, IV. Title. V. Series. 


HOLM, Don. 910°.453 
The circumnavigators: small boat voyagers 
of modern times, by Donald Holm. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. ISBN  0-13-134452-8 
HC aaa p. [G440.A2H64] 74-13607 


£ L ee around the world. 2. Sailing. I. 
Title. 

Prepared from C.I.P. 

VILLIERS, Alan John, 910°.453 
1903- 

Posted missing; the story of ships lost 

without trace in recent years [by] Alan 

Villiers. New York, Scribner’s [1974] xxvi, 

310 p. illus. 24 cm. ISBN 0-684-13871-9 

(G525.V48 1974] 74-10712 7.95 

i. Shipwrecks. I. Title. 


VAUGHAN, Thomas, 1924- 910°.92°4 
Captain Cook, R. N., the resolute mariner: 
an international record of oceanic 
discovery [by] Thomas Vaughan [and] A. 
A. St. C. M. Murray-Oliver. Portland, 
Oregon Historical Society [1974] xiii, 97 p. 
illus. 23 em. ISBN 0-87595-049-3 Catalog 
of the exhibition held by the Oregon 
Historical Society from July 1, 1974 to 
Jan. 1, 1975. [G246.C7V38] 74-82649 6.00 
i. Cook, James, 1728-1779-—Exhibitions. 1. 
Murray-Oliver, Anthony Audrey St. Clair 
Murray, 1915- joint author. II Oregon 
Historical Society, Portland. II. Title. 


BANKS, Arthur. 911 
A world atlas of military history. With an 
introd. by Lord Chalfont. New York, 
Hippocrene Books [1973, i.e.1974] v. 
illus., maps. 26 cm. ISBN 0-88254-177-3 
Contents.—v. 1. To 1500. [G1030.B27 
19736] 73-90857 12.95 (v. 1) 

i. Geography, _Historical—Maps. 2. 
Military history—Maps. I. Title. 


YOUNG, Peter. 911 
Atlas of the Second World War. Edited by 
Peter Young. Cartography by Richard 
Natkiel. [Ist American ed.] New York, G. 
P. Putnam's Sons [1974, c1973] 288 p. 
illus., maps. (part col.) 29 em. ISBN 0-399- 
11182-4 [G1038.Y6 1974] 73-78626 17.95 


"112 


L World War, 


1939-1945-——Maps. I. 
Natkiel, Richard. If. Title. 


CLARK, David Sanders. 911°.73°016 
Index to maps of the American Revolution 
in books and periodicals: illustrating the 
Revolutionary War and other events of the 


period 1763-1789. Westport, Conn., 
Greenwood Press [1974] p. zm. ISBN 0- 
8371-7582-8 Bibliography: 


{[Z6027.U5C57 1974] 74-7543 15.00 

i. United States—History—Revolution, 
1775-1783—Maps—lIndexes. 2. United 
States—Historical geography—Maps— 
Indexes. I. Title. 

Prepared from C.I.P. 


HAMMOND Incorporated. 912 
Hammond contemporary word atlas. New 
census ed., including zip cades. Garden 
City, N.Y., Doubleday [1974] 256, E-31 p. 
col. illus. maps. 29 cm. Includes 
bibliographical references. [G1019.H2925 
1974] 73-17002 12.50 

1. Atlases. I. Title. II. Title: Contemporary 
world atlas. 


HAMMOND Incorporated. 912 
Hammond standard world atlas; latest and 
most authentic geographical end statistical 
information. Maplewood, N.J. [1974] viii, 
E-31, 192 p. col. maps. 32 cm. ISBN 0- 
8437-1420-4 [G1019.H501 1974] 74-3767 
15.00 


1, Atlases. I. Title. I. Title: Standard 
world atlas. 
AL FARUQJ, Isma‘il Ragi 912°.1°2 


A., 1921- 

Historical atlas of the religions of the 
world. Isma ‘it Ragi al Faruqi, editor; 
David E. Sopher, associate editor. New 
York, Macmillan [1974] p. ISBN 0-02- 
336400-9 Includes tibliographies. 
[BL80.2.F28] 73-16583 12.50 

1, Religions. 2.  Religions—Maps. I. 
Sopher, David Edward, joint author. II. 
Title. 

Prepared from C.I.P. 


MARSDEN, Barry M. 913°.031°0922 
The eatly barrow-diggers [by] Barry M. 
Marsden. Consultant editor: James Dyer. 
{Park Ridge, N.J.] Noyes Press [1974] ix, 
126 p. illus. 23 cm. ISBN 0-8155-5027-8 


Includes bibliographical references. 
[CC110.M37] 74-76137 9.95 
1. Archaeologists—Great Britain. 2. 


Mounds—Great Britain. 3. Great Britain— 
Antiquities. I. Title. 


KAMIL, Jill. 913.32 
Luxor: a guide to ancrent Thebes; 
photographs by Alistair Duncan and 


George Allen, plans by Hassan Ibrahim. 
[London] Longman, 1973. i75 p. illus., 
maps (incl. 1 col.), plans. 19 cm. ISBN 0- 
582-78028-4 [DT73.T3K35] 74-176416 

1. Thebes, Egypt. I. Title. 

Distributed by Longman, New York, 3.00 
(pbk.) 


BOON, George C. 913.362 
Silchester, the Roman town of Calleva; 
with a folding plan of the town showing 
details traced from aerial photographs, 40 
photographs and 42 drawings [by] George 
C. Boon. [Revised & expanded ed.] 
Newton Abbot, North Pomfret, Vt., David 
& Charles [1974] 379 p. illus. 24 cm. ISBN 
0-7153-6339-5 First ed. published in 1957 
under title: Roman  Silchester; the 
archaeology of a Romano -British town. 
Includes bibliographical references. 
[DAT47.S54B66 1974] 74-174562 25.00 

1. Silchester, Eng.—Antiquities, Roman. 2. 
Romans in Silchester, Eng. 


AMERICAN BOURK FUBLIOMING RECORD ` 


LAING, Lloyd Robert. 913.362 , 
Orkney and Shetland: an archaeological 
guide [by] Lloyd Laing. Newton Abbot 
[Eng.], North Pomfret, Vt, David & 
Charles [1974] 263 p. illus. 22 cm. ISBN 
0-7153-6305-0 Bibliography: p. 219-222. 
[DA880.06L34] 74-76182 15.00 

1. Orkney Islands—Antiquities. 2. Shetland 
Islands—Antiquities. I. Title. 


ALFOLDY, Geza. 913.363 
Noricum; translated by Anthony Birley. 
Londor, Boston, Routledge & K. Paul 
[1974] xxiv, 413 p. illus, maps. 26 cm. 
ISBN 0-7100-7372-0 (History of the 
provinces of the Roman Empire) 
Bibliography; p. 352-381. [DG59.N7A42] 
74-176996 39.25 

1. Noricum—History. I. Title. TI. Series. 


KELLER, Werner, 1909- 913.375 
The Etruscans. Translated from the 
German by Alexander and Elizabeth 
Henderson. [1st American ed.] New York, 
Knopf; [Distributed by Random House} 
1974. xiv, 435 [1], xxi p. illus. 25 cm. 
ISBN 0-394-47301-9 Translation of Denn 
sie entzundeten das Licht. Bibliography:* p. 
431:[436] [DG223.K4313 1974] 73-16473 
12.50 

1. Etruria—History. I. Title. 


COMTE, Auguste, 1798-1857. 914 
The essential Comte; selected from Cours 
de philosophie positive. Edited and with an 
introduction by Stanislav  Andreski. 
Translated and annotated by Margaret 
Clarke. London, Croom Helm; New York, 
Barnes & Noble [1974] 252 p. 23 cm. 
Includes bibliographical references. 
(B2223.E5C55] 74-176149 18.75; 5.25 
(pbk.) 

1. Positivism. I. Andreski, Stanislav, ed. TI. 
Title. 


LANGSNER, Drew. 9147.03 
Handmade vanishing cultures of Europe 
and the Near East, by Drew & Louise 
Langsner. [New York] Harmony Books, 
1974. 192 p. illus. 28 cm. a 0-5 ae 
51421-4 Bibliography: 

{S522.E85L36 1974] 73-89219 Pi 00 (pbk) 
1. Ferm life—Europe. 2. Cookery, 
European. 3. Farm buildings—Europe. I 
Langsner, Louise, joint author. JT. Title. 


GIES, Joseph. 0 914.0371 
Life in a medieval castle [by] Joseph and 
Frances Gies. New York, Crowell [1974] 
p. cm. ISBN 0-690-00561-X Bibliography: 
p. [GT3520.G53] 74-13058 6.95 

1. Castles. 2. Courts and courtiers. 3. 
Chepstow Castle. I. Gies, Frances, joint 
author. H. Title. 

Prepared from C.I.P. 


MOSSE, Walter Eugen. 914’.03°285 
Liberal Europe; the age of bourgeois 
realism 1848-1875 [by F W. E. Mosse. 
London, Thames and Hudson [1974] 180 
p. illus. (part col.) 22 cm. ISBN 0-500- 
32032-2 Bibliography: p- 174-175. 
[D359.M73] 74-179978 

1. Europe—History—1848-1871. T. Title. 
Distributed by Transatlantic Arts; 8.75. 


A Horizon guide: great 914’.03°55 
historic places of Europe, by the editors of 
Horizon magazine. Editor in charge: 
Beverley Hilowitz. Introd. by Marshall B. 
Davidson. New York, Ameriean Heritage 
Pub. Co.; book trade distribution by 
McGraw-Hill [1974] p. cm. ISBN 0-07- 
028915-8 Companion vol. to M. B. 
Davidson’s The Horizon book of great 
historic places of Europe. [D909.H73] 74- 
10941 10.00 

i, Europe—Description and travel—1971- 


vo NOVEMBER 30,1974 








vg Guide-books. 2. Historic sites—Europe— 
* Guide-books. I. Hilowitz, Beverley, ed. II. 
Horizon (New York, 1958- 2 
Prepared from C.I.P. 
DAVIDSON, Marshall 914.03°550222 
B. 
The Horizon book of great historic places 
of Europe, by Marshall B. Davidson and 
the editors of Horizon. New York, 
American Heritage Pub. Co.; book trade 
distribution by McGraw-Hill [1974] p. 
em. ISBN 0-07-015433-3 Companion vol. 
to A Horizon guide: great historic places 
of Europe. [D910.5.D38] 74-11098 25.00 
1, Europe—Description and travel—1971- 
—Views. 2. Historic  sites—Europe— 
Pictorial works. I. Horizon (New York, 
1958- ) If, Title. IH. Title: Great historic 
places of Europe. 
Prepared from C.I.P. 


MARTIN, Lawrence, 
1895- 

Enjoying Europe, by Lawrence and Sylvia 

Martin. New York, McGraw-Hill [1974] 

p. cm. ISBN 0-07- 040625-1 [D909.M28] 

74-6253 6.95 

1. Europe—Description and travel—1945- 

—Guide-books. I. Martin, Sylvia (Pass) 

1913- joint author. II. Title. 

Prepared from C.I.P. 


914.0455 


SAYERS, Peig.’ 914.19°6’0380924 B 
Peig: the autobiography of Peig Sayers of 
the Great Blasket Island. Translated ińto 
English by Bryan MacMahon. Introd. by 
Eoin McKiernan. Illus. by Catriona 
© O'Connor. [Syracuse, N.Y.] Syracuse 
University Press, 1974. 212 p. illus. 21 cm. 
ISBN 0-8156-0106-9 [DA990.B6584213 
1974] 74-11721 7.95 

1. Sayers, Peig. 2. Blasket Islands, Ire. 


ERRAND, Jeremy. 914.203 
Secret passages and hiding-places. Newton 
Abbot [Eng.] David & Charles: [1974] 200 
p. illus. 22 cm. ISBN 0-7153-6554-1 
{DA30.E74] 74-177052 

i. Great Britain—History—Miscellanea. 2. 
Hiding-places (Secret chambers, ete. 2. L 
Title. 

Distributed by David 
Vermont; 8.95. 


and Charles, 


TANNER, Joseph 
Robson, 1860-1931. 


914.2’03°660924 B 


Mr. Pepys; an introduction to the dairy’ 
together with a sketch of his later life. - 


[Folcroft, Pa.] Folcroft Library Editions, 
1973, fie. 1974] p. Reprint of the 1925 
ed. published by G. Bell, London. 
Bibliography: p. [DA447.P4T4 1973] 73- 
13907 15.00 (lib. bdg.). 

1. Pepys, Samuel, 1633-1703. 

Prepared from C.I.P. 


MONTAGU, 914.2°03°720924 B 
Elizabeth Robinson, 1720-1800. 

The letters of Mrs. Elizabeth Montagu, 
with some of the letters of her 
correspondents. London, Printed for T. 
Cadell and W. Davies, 1810-1813. [New 
York, AMS Press, 1974] p. cm. ISBN 0- 
404-56800-9 (Women of - letters) 
Contents.—pt. 1. 
from an early age to the age of twenty- 
three. 2 v.—pt. 2. Containing her letters 
from the age of twenty-three to forty, 
ending with the coronation of George the 
Third. 2 v. [DA483.M7A4 1974] 72-37704 
24.50 ea. 

i. Montagu, Elizabeth Robinson, 
1800. I. Title. 

Prepared from C.I.P. R 


1720- 


_ BELLRINGER, Alan 


” NELSON, Walter 


Containing her letters . 


914.2038108" 
W., comp. 
The Victorian sages; an anthology of prose, 
edited by Alan W. Bellringer and C. B. 
Jones. London, Den:z; Totowa, N.J., 
Rowman and Littlefield [1974] p. cm. 
ISBN = 0-87471-553-9 (Rowman and 
Littlefield university library) Includes 
bibliographical references. [DA533.B46 
1974] 74-6364 10.00 
1. Great Britain—Intellectual life—19th 
century—Addresses, essays, lectures. I. 
Jones, C. B., joint comp. IL. Title. 
Prepared from C.I.P. Pbk. 5.00, ISBN 0- 
87471-554-7. 


FRISKEY, Margaret.’ 914.2'04°85 
Welcome to England. Text by Margaret 
Friskey, sketches by Lois Axeman. 
Chicago, Childrens Press [1974] p. cm. 
ISBN 0-516-03707-2 (Welcome to the 
world) Briefly introduces some of 
England’s more popular tourist attractions 
of particular interest to children. 
(DA650.F74] 74-11172 4.49 

1. England—Description and travel—1971- 
—Guide-books—Juvenile literature. I. 
Axeman, Lots, illus. IT. Title. 

Prepared from C.I.P. 


SIMON, Kate. 914.20485 
England’s green and pleasant land. [ist 
ed.]} New York, Knopf, 1974. p. cm. ISBN 
0-394-46826-0 [DA650.558] 74-7258 8.95 
1. England—Description and travel—1971- 
—Guide-books. I. Title. 

Prepared from C.LP. 


914.21°03°85 
Henry. 

The Londoners; life in a civilized city. [lst 

ed.] New York, Random House [1974] p. 

cm. ISBN 0-394-47346-9 [DA684.2.N4] 

74-9067 7.95 

1. London—Description—1951- I. Title. 

Prepared from C.I.P. 7 


ATKYNS, Robert, 
Sir, 1647-1711. 
The ancient and present state of 
Glostershire. [lst ed. reprinted]; with a 
new introduction by Brian S. Smith. 
Wakefield, EP Publishing for 
Gloucestershire County Library, 1974. 2 v. 
([49], 866 p.; ix p., 68 [i.e. 136] leaves of 
plates) illus., coats ọf arms, maps. 36 cm. 
(Classical county histories) "Map of the 
county and the plates engraved by J. Kip.” 
Reprint of the 1712 ed. originally 
published in 1 v. by W. Bowyer, London. 
Includes index. Contents.—pt. 1. Text.—pt. 
2. Plates. [DA670.G5A8 1974] 74-176304 
1. Gloucestershire, Eng. I. Kip, Johannes, 

1653-1722, illus. If. Title. ITI. Series. 
Distributed by Rowman & Littlefield; 
90.00. 


HAMBLIN, Dora Jane, 1920- 914.5 
The Appian Way, a journey, by Dora Jane 
Hamblin’ and Mary Jane Grunsfeld. [ist 
ed.] [New York] Random House [1974] p. 
cm. ISBN 0-394-47233-0 Bibliography: p. 
[DG29.A6H35] 74-8722 10.00 

l. Appian Way. I. Grunsfeld, Mary-Jane 
Loeb, joint author. If. Title. 

Prepared from C.I.P. 


914.24°1'036 


CLARK, Eleanor, 1913- 914.563203 
Rome and a villa. Drawings by ‘Eugene 
Berman. [lst ed.] New York Pantheon 
Books [1975, c1974] ISBN 0-394-49446-6 
[DG814.C6 1975} 74-5979 8.95 

1- Rome (city)—Description. 2. Rome 
(City)—Social life and customs. I. Title. 
Prepared from C.I.P. Pbk. 3.95, ISBN 0- 
394-70940-3 


FITZSIMMONS, Thomas. 


` 900 HISTORY 


914.703 
USSR: its people, its society, its culture 
[by] Thomas Fitzsimmons, Peter Malof, 
John C. Fiske, and the staff and associates 
of the Human Relations Area Files. 
Westport, Conn., Greenwood Press [1974, 
c1960] p. cm. ISBN 0-8371-7677-0 
Reprint of the ed. published by HRAF 
Press, New Haven, which was issued as 
no. 7 of Survey of world cultures. 
[DK17.F5 1974] 74-12074 23.50 

1. Russia. I. Malof, Peter, joint author. II. 
Fiske, John C., joint author. HI. Title. IV. 
Sertes: Survey of world cultures, 7. 
Prepared from C.I.P. č 


*FODOR, Eugene, comp. 914.970485 
Fodor's Yugoslavia 1974, ed. by Eugene 
Fodor [and others.] Illus. ed. with atlas and 
city plans. New York D. McKay [1974] 
[344] p. illus., tables, maps 19 cm. (Fodor’s 
Modern Guides.) [DK28] 7.95 

i. Yugoslavia—,description and travel 
Guide-books. I. Title. 


` BAKER, Michael H. C. 915 
Journey to Katmandu [by] Michael H, C. 
Baker. Newton Abbot [Eng] North 


Pomfret (Vt.), David & Charles [1974] 167 
p. illus., maps. 22 cm. ISBN 0-7153-6367-0 . 
(DS10.B25] 74-174845 9.95 

1. Asia—Description and travel—1951- I. 
Title. 


CIND, Andrew William, 
901- 

Nanyang perspective; Chinese students in 
multiracial Singapore [by] Andrew W. 
Lind. [Honolulu] University Press of 
Hawaii, 1974. xxiv, 292 p. 23 cm. ISBN 0- 
8248-0330-2 (Asian studies at Hawaii, no. 
13) Bibliography: p. 291-292. [DS3.A2A82 
no. 13] [LG395.853] 301.45°19°5105952 
74-75816 6.00 (pbk.). 

1. Nan-yang ta hsueh. 2. Chinese students 
in Singapore. I. Title. IJ. Series. 


GUNTHER, John, 1901- 
1970. 

Inside Asia. Westport, Conn., Greenwood 

Press [1974] p. cm. ISBN 0-8371-7825-8 

Reprint of the 1942 ed. published by 

Harper, New York. Bibliography: p. 

[DS35.G8 1974] 74-15554 26.00 

1. Asia—Politics. 2. Asia—Biography. I. 

Title. 

Prepared from C.I.P. 


JOHNSON, Donald, comp. 915.403 $ 
The wheel of life, edited by Donald J. 
Johnson and Jean E. Johnson. New York, 
Praeger [1974] 156 p. illus. 25-cm.. ISBN 
0-275-88740-2 (Their Through Indian 
eyes, v. 1) A cultural and sociological 
survey of India emphasizing the thought 
and way of life of her peoples. [DS407.J63 
vol. 1} [DS421] 915.4°03 74-797 2.75 
(pbk.). 

i. India—Crivilization—Juvenile literature. 
L Johnson, Jean Elliott, joint comp. I. 
Title. HI. Series. 


MAINE, Henry James 
Sumner, Sir, 1822-1888. 
The effects of observation of India on 
modern European thought. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1875 ed. published by J. 
Murray, London, which was issued as 
Rede lectures, 1875. [DS423.M2 1974] 74- 
18036 6.50 
1. India—Civilization. I. Title. II. Series: 
Rede lectures, 1875. 
Prepared from C.I.P. 


9157.03 s 


915’.03'41 


915.40335 


HUNTER, Wiliam 915.414032 
Wilson, Sir, 1840-1900. 


‘A statistical account of Bengal [by] W. W. 
113 


“900 HISTORY 


Hunter. Delhi, D. K. Pub. House [1973- v. 
fold. maps. 22 cm. Includes a reproduction 
of the t.p. of the 1875-77 ed., published by 
Trubner, London. Vol. 6 compiled by H. 
M. Kisch. Contents.—v. 1. Districts of the 
24 Parganas and Sundarbans.—v. 2. 
Districts of Nadia and Jessore.—v. 3. 
Districts of Midnapur and  Hughli 
(including Howrah)—v. 4. Districts of 
Bardwan, Bankura, and Birbhum.—v. 5 
Districts of Dacca, Bakarganj, Faridpur, 
and Maimansinh.—v. 6. Chittagong Hill 
Tracts, Chittagong, Noakhali. Tipperah, 
Hill Tipperah.—v. 7. Districts of Maldah, 
Rangpur, and Dinajpur.—v. 8. Districts of 
Rajshahi and Bogra. The account of Bogra 
has been compiled by C. J. O’Donnell.—v. 
9. Districts of Murshidabad and Pabna. 
The account of Pabna has been compiled 
by M. H. Kirsch—v. 10. Districts of 
Darjiling and Jalpaiguri, and State of Kuch 
Behar. [DS485.B41H9232] 73-906132 

l. Bengal. 2. Bengal—Statistics. I. Kisch, 
Herman Michael, 1850- comp. Il. Title. , 
Distributed by South Asia Books, 22.00 
(per vol.). 


SCHEBESTA, Paul, 

1887-1967. 
Among the forest dwarfs of Malaya. With 
an introd. by Geoffrey Benjamin. Kuala 
Lumpur, New York, Oxford University 
Press, 1973, [i.e.1974] xiv, 288 p. illus. 23 
em. ISBN 0-19-519771-2 Translation of 
Bei den Urwaldzwergen von Malaya. 
Reprint of the 1928 ed. published by 
Hutchinson, London; it a new introd. 
Bibliography: [xiii]-xiv. 
[DS595.2. S453313 1973] 74-180468 17.00 
l. Semang race. 2. Ethnology—Malay 
Peninsula. [. Title. 


SILBERFEIN, 
Marilyn. 
Constraints on the expansion of 
commercial agriculture: Iringa District, 
Tanzania. [Athens] Ohio University, 
Center for International Studies [1974] vii, 
52 p. illus. 28 cm. (Papers in international 
studies. Africa series, no. 21) Includes 
bibliographical references. [DT1.P33 no. 
21) [HD2137.T24] 338.1°09678°25 73- 
620257 2.50 (pbk.). 
L Agriculture—Economic 
Tanzania—tIringa. 2, 
innovations—Tanzania—Iringa. 
Diffusion of innovations—Case studies. I. 
Title. If. Series. 


*AJAYI, J. F. Ade 916.603 
History of West Africa, ed. by J. F. A. 
Ajayi and Michael Crowder. 

Vol. 2, 1974, is now available from 
Columbia University Press at 20.00. 
(ISBN 0-231-03737-6) and 10.00 (pbk.) 
(ISBN 0-231-03738-4). L.C. card no.: 79- 
173985, ; 


MORGAN-GRENVILLE, 
Gerard. 

‘Cruising the Sahara. Newton Abbot, [Eng.] 
North Pomfret, Vt, David & Charles 
[19742] 166 p. illus. 22 cm. ISBN 0-7153- 
6467-7. Bibliography: p. 165. 
(DT333.M586] 74-176542 8.95 

1. Sahara—Deseription and travel—Guide- 
books. I. Title. 


GORDON, Eugene, 1923- 916.6°3'035 
Senegal in pictures. Photos. by the author. 
New York, Sterling Pub. Co. [1974] 64 p. 
illus. 25 cm. ISBN 0-8069-1184-0 (Visual 
geography series) Introduces the land, 
history, government, natural resources, 
culture, and people of the Republic of 
Senegal situated on the westernmost bulge 
of the African continent. [DT549.G57 
1974] 73-93601 1.50 (pbk.). 


915.95°1°06991 


916’.03°071177197 s 


aspects— 
Agricultural 


916.604 
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1. Senegal. I. Title. 
Lib. bdg. 2.99, ISBN 0-8069-1185-9. 


MAGARY, Alan. 916.7'04 
East Africa: a travel guide [by] Alan 


Magary and Kerstin Fraser Magary. [lst 


ed.] New York, Harper & Row [1974] p. 
cm. ISBN 0-06-012792-9 [DT365.2.M33 
1974] 74-1836 10.00 
I. Africa, Eastern—Description and 
travel—Tours. I. Magary, Kerstin Fraser, 
joint author. HH. Title. 
Prepared from C.I.P. 


KIRKMAN, James S. 916.76°23 
Fort Jesus; a Portuguese fortress on the 
East African Coast [by] James Kirkman. 
Oxford, Clarendon Press, 1974. xvi, 327 p. 
illus. 25 cm. ISBN 0-19-920035-1 (British 
Institute in Eastern oie Memoir no. 4) 
Bibliography: {170]-173. 
[DT434.M7K57] 74- 181627 

1. Mombasa, Kenya. Fort Jesus. I. Title. H. 
Series. 

Distributed by Oxford University Press, 
New York; 40.00. 


FEIERMAN, Steven, 1940- 916.78°22 
The Shambaa kingdom; a history. 
[Madison] University of Wisconsin Press 
1974] xii, 235 p. maps. 23 cm. ISBN 0- 
299-06360-7 Bibliography: p. 207-219. 
[DT443.F44 1974] 73-2044 12.50 

1. Shambala (Bantu tribe) I. Title. 

Prepared from C.I.P. 


ROBERTS, Andrew. 916.89°4°06963 
A history of the Bemba; political growth 
and change in north-eastern Zambia before 
1900 [by] Andrew D. Roberts. [Madison] 
University of Wisconsin Press [1973, 
i.e.1974] xxxiv, 420 p. illus. 23 cm. ISBN 
0-299-06450-6 A revision of the author's 
thesis, University of Wisconsin, 1966. 
Bibliography: p. 390-400. [DT963.42.R62 
1973] 73-5813 15.00 

1. Bemba (African tribe)—History. I. Title. 


RICKETTS, Carl E. 917.2704°820924 
El Lobo and Spanish gold; a Texas 
maverick in Mexico, by C. E. (Rick) 
Ricketts. Foreword by Aris A. (Bob) 
Mallas. Drawings by Dave Manuel. [Ist 
ed.] Austin, Tex., Madrona Press [1974] 
xvi, 208 p. illus. 24 cm. Bibliography: p. 
{207]-208. [CT9971.T47R5S] 74-77508 8.50 
1. Thompson, Richard. 2.  Mexico— 
Description and travel. I. Title. 


Seri Jack Clifford, 
1916- 

God and Mr. Gomez, by Jack Smith. New 
York, Reader’s Digest Press [1974] p. cm. 
[F1246.858] 74-7165 6.95 

1. Smith, Jack Clifford, 1916- 2. Baja 
California (State)—Description and travel. 
T. Title. 

Prepared from C.I.P. 


917.272 B 


HAVERSTOCK, Nathan A. 917.284 
EI Salvador in pictures, by Nathan A. 
Haverstock and John P. Hoover. New 
York, Sterling Pub. Co. [1974] 64 p. illus. 
26 cm. ISBN  0-8069-1180-8 (Visual 
geography series) Introduces the 
geography, history, government, people, 
and economy of the smallest and most 
densely populated of the Central American 
nations. [F1483.H38] 73-93604 1.50 (pbk.). 
1. Salvador. IE Hoover, Jets P., joint 
author. IT. Title. 

Lib. bdg. 2.99, ISBN 0-8069- 1181-6. 


SAWICKI, Sandra. - 917.286 
Costa Rica in pictures. New York, Sterling 
Pub. Co. [1974] 64 p. illus. 26 cm. ISBN 
0-8069-1178-6 (Visual geography series) 
Photographs and brief text introduce the 


AMERICAN BOOK PUBLISHING RECORD 


geography, history, government, people, 
and economy of Costa Rica. [F1543.527 
1974] 73-93602 1.50 (pbk.) 

1. Costa Rica. I. Title. 

Library binding 2.99; ISBN 0-8069-1179-4. 


BLUME, Helmut, 1920- 917.29 
The Caribbean islands. Translated by 
Johannes Maczewski and Ann Norton. 
[London] Longman [1974] 464 p. illus. 24 
em. ISBN 0-582-48164-3 Translation of 
Die Westindischen Inseln. Bibliography: p. 
384-449. [F1612.B5513] 74-174848 

I. West Indies—Description and travel— 
1951- I. Title. 


Distributed by Longman, New York; 
19.95. 
CRACKNELL, Basil E. 917.29035 


The West Indians [by] Basil E. Crackneli. 
New York, Praeger [1974] p. cm. ISBN 0- 
275-25930-1 (How they live and work) 
Bibliography: p. Introduces the geography, 
history, and varied governments of the 
West Indies and describes the ways of life 
of West Indian people of diverse 
backgrounds. [F1608.3.C72] 74-7033 6.95, 

1. West Indies—Juvenile literature. I. Title. 
Prepared from C.I.P. 


*EVANS, F. C. 917.29045 
The West Indies; a geography of the West 
Indies, with a special reference to the 
Commonwealth islands, and the mainland 
commonwealth countries of Guyana and 
Belize, [by] F. C. Evans. [Cambridge] New 
York,, Cambridge University Press 
Columbus Publications [1973, ie. 1974] 
128 p. illus., tables 25 cm. ISBN 0-521- 
20112-8 [F1609] 3.45 (pbk.) 

1. West Indies+-Geography. I. Title. 


HANNAU, Hans W., 1904- 917.296°04 
The Bahama Islands in full color [by] Hans 
W. Hannau. Newly rev. ed. Garden City, 
N.Y., Doubleday [1974] 125 p. illus. (part 
col.) 26 cm. ISBN 0-385-00815-5 Edition 
for 1971 published under title: Islands of 
the Bahamas in full color. [F1651.H3 
1974] 74-180371 12.50 
1. Bahamas—Description and travel. L 
Title. 
MCCLOY, Shelby 917.29°76'0696 
Thomas, 1898- 
The Negro in the French West Indies [by] 
Shelby T. McCloy. Westporte Cbnn., 
Negro Universities Press [1974, c1966] ix, 
278 p. 22 cm. ISBN  0-8371-6193-2 
Reprint of the ed. published by University 
of Kentucky Press, Lexington. Includes 
bibliographical references. [F2151.M3 
1974] 70-162631 12.00 
1. Negroes in the French West Indies. i 
Title. 


COLLOT, Georges Henri 
Victor, 17527-1805. 
A journey in North America, containing a 
survey of the countries watered by 
Mississippi, Ohio, Missouri, and other 
affluing rivers; with exact observations on 
the course and soundings of these rivers; 
and on the towns, villages, hamlets and 
farms of that part of the New-World; 
followed by philosophical, political, 
military and commercial remarks and by a 
projected line of frontiers and general 
limits. With an introd. and a critical index, 
also a-translation of the appendix from the 
French ed., by J. Christian Bay. Firenze, 
O. Lange, 1924. [New York, AMS Press, 
1974] p. cm. Translation of Voyage dans 
l’Amerique Septentrionale. Original ed. 
issued as no. 4 of Reprints o rare 
Americana. Bibliography: v. 
[F353.C72 1974] 72-1001 295.00 ov 

i, Mississippi Valley—Description and 


917.3 


NOVEMBER 30,1974 


travel. 2. Missouri Valley—Description and 
travel. 3. Ohio Valley—Description and 
travel. L Title. If. Series: Reprints of rare 
Americana, no. 4. 

Prepared from C,LP. 


SEYMOUR, Peter S., 
comp. 

The living river; the romance history, and 
beauty of our nation’s waterways. [Kansas 
City, Mo., Hallmark Cards, 1974, c1973] 
76 p. illus. -(part col.) 25 x 29 cm. ISBN 0- 
87529-339-5 (Hallmark crown editions) 
[E161.5.849] 72-94960 8.50 

1, Rivers—United States—Miscellanea. 2. 
United States—Description and travel— 
Miscellanea. 3. United States—History— 
Miscellanea. I. Title. 


DAVIDSON, Marshall B. 
Life in America [by] 


917.300222 


917.3°03 
Marshall B. 


Davidson.’ With a new introd. by the, 


author. 2d ed. Boston, Houghton Mifflin, 
1974. p. cm. "Published in association 
with the Metropolitan Museum of Art.” 
‘Bibliography: v. 2, p. [E169.1.D35 1974] 
74-10940 25.00 

1. United States—Civilization—History. I. 
Title. 

Prepared from C.I.P. 


EVANS, 
Elizabeth. 
Weathering the storm; 


917.3°03°30922 B 


women of the 


American Revolution. New York, Scribner - 


[1975] p. cm. ISBN 0-684-13953-7 
Bibliography: p. [E276.E93] 74-10524 10.00 
. United States—History—Revolution, 
1775-1783-—-Women. 2. United States— 


History—Revolution, . 1775-178 3— 
Biography. I. Title. 7 

Prepared from C.I.P. 

MANCHESTER, William 917.3°03°92 


Raymond, 1922- 

The glory and the dream: a narrative 
history of America, 1932-1972, by William 
Manchester. [1st ed.] Boston, Little, Brown 
[1974] p. cm. ISBN 0-316-54496-5 
Dibliography: p. [E806.M34] 74-10617 
1. United States—History—1933-1945. 2. 
United States—History—1945- I. Title. 
Prepared from C.I.P. 


BROWN, Richard 
Howard? 

I am of Ireland. [lst ed.] New York, 

Harper & Row [1974] p. cm. ISBN 0-06- 

010556-9 [E184.16B85] 72-9250 6.95 

i. Irisk in the United States—Personal 

` narratives. 2. Northern Ireland—History— 

1969- 3. Catholics in Northern Ireland. I. 

Title. 

Prepared from C.I.P. — 


HIEBERT, Clarence, 
comp. 

Brothers in deed to brothers in need: a 
scrapbook about Mennonite immigrants 
from Russia, 1870-1885. Compiled and 
edited by Clarence Hiebert. Newton, Kan., 
Faith and Life Press [1974] xiii, 469 p. 
illus. 31 cm. ISBN 0-87303-037-0 Includes 
articles selected from issues of the Herald 
of truth for the period 1870-1885. 
[BX8116.H53] 74-76588 20.00 

i. Mennonites, Russian, in 
America—History—Sources. I. The Herald 
of truth (Elkhart, Ind.) IT. Title. 


RUDERMAN, Jerome. 917.306924 
Jews in American history; a teachers’ 
guide. New York, Anti-defamation League 
of B’nai B'rith [1974] p. cm. ISBN 0- 
88464-097-8 Includes bibliographies. 
[E184.JSR82] 74-17500 1.50 (pbk.) 

i. Jews in the United States—RHistory. 2. 


917.3°06°9162 


_ 917.3°06°9171 


North - 


+ 


Jews in the United States—History—Study 


-and teaching (Secondary) I. Title. 


Prepared from C.LP. 


MCCULLOUGH, Flavia 
Maria. 

The Basques in the Northwest. [San 
Francisco, R and E Research Associates, 
1974} x, 57 p. 28 cm. ISBN 0-88247-262-3 
Originally presented as the author's thesis 
(M.A.), University of Portland, 1945. 
Bibliography: p. 53-57. [E184.B15M33 
1974] 74-76670 7.00 

1. Basques in the United States. 2. The 
West—Foreign Pe 3. Basques. I. 
\Title. 


RANDALL, Peter, 1940- 917.423 
Mount Washington; a guide and short 
history. Foreword by Sherman Adams. 
Hanover, N.H., University Press of New 
England, 1974. xx, 170 p. illus. 20 cm. 
ISBN 0-87451-088-0 Bibliography: p. 149- 
154. [F41.6.W3R36] 73-85237 6.95 

I. Washington, Mt, N.H. 

Pbk. 3.95; ISBN 0-87451-089-9. 


NEARING, Helen. 917.43 
Living the good life; how to live sanely 
and simply in a troubled world [by] Helen 
and Scott Nearing. Introd. by Paul 
Goodman. New York, Galahad Books 
[1974, c1970] xx, 213 p. illus. 22 cm. 
ISBN 0-88365-236-6 Bibliography: p. 203- 
209. [S521.5.V5N4 1974] 74-75594 4.95 

1. Country life—Vermont. I. Nearing, 
Scott, 1883- joint author. II. Title. 


NORTHFIELD Town History 
Committee. 

Green Mountain heritage; the chronicle of 
Northfield, Vermont, by the Northfield 
Town History Committee. [Written by 
Julia W. MciIntire} Canaan, N.H., 
Published for the Town of Northfield, Vt. 
by Phoenix Pub. [1974] xvi, 512 p. illus. 
24 cm. ISBN 0-914016-08-3 Bibliography: 
p. 497-498. [F59.N8N67 1974] 74-78117 
IL 

1. Northfield, Vt.—History. I. McIntire, 
Julia W. II Title. 


CAFFREY, Kate. 917.44032 
The Mayflower. New York, Stein and Day 
[1974] 392 p. illus. 25 cm. ISBN 0-8128- 
1679-X Bibliography: p. 381-384. [F68.C27 
1974] 73-91855 10.00 

1. Mayflower: (Ship) 2. Massachusetts— 
History—New Plymouth, 1620-1691. 3. 
Pilgrim fathers. 


WILSON, Harold C. 917.44°94 
Those pearly isles; the story of the 
enchanting Elizabeth Islands, by Harold C. 
Wilson. [Rev. 2d ed.] North Truro, Mass., 
Charles Publishers [1974] vii, 110 p. illus. 
23 cm. ISBN _0-9600760-1-8 Bibliography: 
BAe ste (F72.E5W54 1974] 74-80479 
2. 

1. Elizabeth Islands, Mass. I. Title. 


SIMISTER, Florence 
Parker. 

Streets of the city: an anecdotal history of 

North Kingstown. North Kingstown, R.I., 

Simister’s Bookshop, 1974. 108 p. illus. 23 

cm. [F89.N8S55] 74-81045 5.95 5 

I. North Kingstown, R.I —History— 

Anecdotes, facetiae, satire, etc. I. Title. 

Publisher’s address: 99 Brown N. North 

Kingston, R.I. 02852. 


TABER, Gladys Bagg, 1899- 917.46 
Country chronicle, by Gladys Taber. Illus. 
by Pamela Johnson. Boston, G. K. Hall, 
1974. 309 p. illus. 24 cm. ISBN 0-8161- 
6212-3 Large print ed. [S521.5.C8T3 
1974b] 74-4412 8.95 (lib. bdg.) 


917.3°06°9992 


917.4374 


917.45°9 


‘CARMER, Carl Lamson, 


900 HISTORY, 
L Country ie peer I. Title. 


917.4773°03 
1893- 

The Hudson, by Carl Carmer. Illustrated 

by Stow Wengenroth. New York, Holt, 

Rinehart and Winston [1974] xviii, 434 p. 

illus. 21 cm. ISBN 0-03-089387-9 (Rivers 

of oC aco [F127.H8C3 1974] 73-10985 
4.9 


1. Hudson River. 2. Hudson UE 
History. I. Title. II. Series. 


RESNICK, Abraham. 917.49 
New Jersey: its people and culture. W. E. 
Rosenfelt, editorial consultant: 
Minneapolis, T. S. Denison [1974] 325 p. 
illus. 24 cm. ISBN 0-513-01355-5 
Discusses New Jersey’s geography, history, 
industries, cities and suburbs, 
transportation, recreation, education, 
government, and people. [F134.3.R47] 74- 
78489 6.95 

1. New Jersey—~Juvenile literature. I. Title. 


WRIGHT, William, 917.53034 
1930- 

The Washington power game. [ist ed.] 

New York, Saturday Review Press [1974] 

p. [F200.W74] 74-6311 8.95 

1. Washington, D.C.—Social life and 

customs—1951- I. Title. 

Prepared from C.I.P. 


YAP, Diosdado 
Maurillo, 1907- 

Our. Nation’s capital. Diosdado M. Yap, 

editor. [Washington] Capital Publishers 

[1974] p. cm. [F192.3.Y36] 74-13250 1.25 

(pbk.) , 

1. Washington, D.C.—Description—1951- 

—Guide-books. I. Title. 

Prepared from C.I.P. 


*DEVEREUX, Margaret Green. 917.57 
The Land and the people; an American 
heritage [by] Margaret-Green Devereux in 
collaboration with Halcott Pride Green, Jr. 
New York, Vantage Press, [1974] 395 p. 
21 cm. ISBN 0-533-00822-0 Bibliography: 
p. 388-390, [F274.A47] 10.00. 

1. South Carolina—Social life & customs. 


917.53044 


- L Green, Halcott Pride, Jr., joint author. 


TI. Title. 


SEWELL, Cliff. 917.58°724 
Savannah, now and then. (Savannah, Ga., 
Printed by the Printcraft Press, 1974] 104 
p. illus. 22 cm. Cover title. [F294.82847] 
74-175860 3.50 

I. Savannah—Description. 2. Savannah— 
History. I. Title. 


Publisher’s address: 345 Abercorn, 
Savannah, Ga 31401. 
ADELMAN, Bob. 917.61°38 


Down bome, Camden, Alabama. Text 
edited by Susan Hall. [2d ed.] New York, 
Quadrangle [1974, c1972] 159 p. (chiefly 
illus.) 28 cm. ISBN 0-8129-0457-5 (A 
Prairie House book) [F332.W5A65 1974] 
74-180512 5.95 

1. Wilcox Co, Ala.—Social life end 
customs. 2. Camden, Ala.—Social life and 
customs. I. Title. ‘ 


ELOVITZ, Mark H. 917.61°781°06924 
A century of Jewish life in Dixie: the 
Birmingham experience [by] Mark H. 
Elovitz. University, University of Alabama 
Press [1974] viii, 258 p. 25 cm. ISBN 0- 
8173-6901-5 (Judaic studies, 5) 
Bibliography: p. 241-251. [F334.B6E46] 
73-22716 10.00 

I. Jews in Birmingham, Ala.—History. 2. 
Birmingham, Ala.—History. I. Title. JL 
Series. 
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*ROSE, Al. 
Storyville, 


917.63°35°04 
New Orleans; being an 
authentic, illustrated account of the 
notorious red-light district. University, 
University of Alabama Press [1974] xii, 
225 p. illus. 29 cm. ISBN 0-8173-4403-9 
[F379.N55] 74-491 17.50 
1. New Orleans—History. I. Title. 


THOMPSON, Corrie. 917.647122 
My beach buddies of bygone days; a book 
for children about the seashore of Texas. 
Edited by Edwin M. Eakin. Quanah, Tex., 
Nortex Press [1974] 91 p. illus. 26 cm. 
ISBN 0-89015-060-5 The author describes 
the seashore animals and other scenes and 
memories of her youth in Rockport, Texas. 
[F392.A6T47] 74-79251 4.95 

1. Thompson, Corrie—Juvenile literature. 
2. Aransas Bay, Tex.—Juvenile literature. 
J. Seashore biology—Texas—Aransas 
Bay—Juvenile literature. 4. Rockport, 
Tex.—History—Juvenile literature. I. Title. 


RANSLEBEN, Guido 
Ernst, 1895- 

A hundred years of Comfort in Texas; a 
centennial history, by Guido E. Ransleben. 
Rev. and enl. San Antonio, Tex., Naylor 
[1974] xii, 245 p. illus. 23 cm. ISBN 0- 
8111-0535-0 [F394.C7R3 1974] 74-176199 
9.95 

1. Comfort, Tex.—History. 2. Comfort, 
Tex.—Biography. I. Title. 


917.64886 


ZIELINSKI, John 917.77°03°30222 
M. 

Portrait of Iowa. Introd. by Paul Engle. 

Photos. by John M. Zielinski and others. 

Minneapolis, Adams Press [1974] p. cm. 

ISBN 0-914828-01-0 [F622.Z53] 74-17265 

14.95 

1. lowa—Description and travel—1951- — 
Views. I. Title. 

Prepared from C.I.P. 


*KIRK, Ruth. 917.787°52 
Yellowstone; the first national park. 
Photos. by Ruth and Louis Kirk. [first 
edition.] New York, Atheneum, 1974 103 
p. illus. 24 cm. ISBN 0-689-50006-8 "A 
Margaret K. McElderry book” [F722] 74- 
76273 6.25 

1. Yellowstone National Park. I. Title. 


*KAYSING, Bill. 917.8 
Great hot springs of the West; describing 
his journeys to memorable hot springs in 
California, Oregon, Idaho, Nevada, and 
New Mexico, with a full directory of all 
those in the western United States, by Bill 
Kaysing [and] foreword by Leon Elder. 
Santa Barbara, Calif. Capra Press 1974 96 
p. illus., maps 27 cm. ISBN 0-912264-89-6 
[E158] 4.95 

1. West-description and travel. 2. ‘Springs. 
T. Title. 


ALLEN, John Logan, 

1941- 
Passage through the garden; Lewis and 
Clark and the image of the American 
Northwest. Urbana, University of Illinois 
Press [1974] p. cm. ISBN 0-252-00397-7 
Bibliography: p. [F592.7.A48] 74-14512 
12.95 


917.8°04’20922 


1. Lewis and Clark Expedition. 2.: Lewis, 
Meriwether, 1774-1809. 3. Clark, William, 
1770-1838. 4. The West—Description and 
travel—To 1848. I. Title. 

Prepared from C.I.P. 


BARTLETT, Richard A. 917.87°52 
Nature's Yellowstone [by] Richard A. 
Bartlett. [lst ed.] Albuquerque, University 
of New Mexico Press [1974] xiii, 250 p. 
illus. 25 cm. ISBN  0-8263-0257-2 
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Bibliography: p. 238-246. [F722.B3] 73- 
82772 10.00 

1. Yellowstone National Park—History. 2. 
Wyoming—History. I. Title. 


GROUT, William. 917.88°04’3 
Colorado adventures; 40 trips in the 
Rockies. Text and photos. by William 


Grout. Denver, Golden Bell Press [1974] 
174 p. illus. 22 cm. Articles originally 
written in 1972 and 1973 for the travel 
section of the Sunday Denver post. 
[F774.3.G76] 74-78850 3.50 (pbk.) 
1. Colorado—Description and 
1951- —Tours. I. Title. 


travel— 


ETTER, Don D. 
University Park, Denver: four walking 
tours. Written and photographed by Don 
D. Etter. [Denver? Graphic ‘Impressions, 
inc., 1974] vii, 55 p. illus. 23 cm. ISBN 0- 
914628-00-3 "1886-1910: an introduction 
to the cultural heritage of a Denver 
community.” [F784.D4E89] 74-79077 
10.00 

1. University Park, Denver—Description— 
Tours. 2. University Park, Denver— 
Dwellings. I. Title. 


DALLAS, Sandra 917.88°83'030222 
Yesterday’s Denver Miami, Florida, E. A. 
Seemann Publishing [1974] 159 p. illus. 26 
cm. ISBN  0-912458-43-7 (Seemann’s 
historic cities series no. 10) [F784.D4D32] 
74-81531 9.95 

L Denver—Description—Views. 2. 
Denver—History—Pictorial works. I. Title. 


WATERS, Frank, 1902- 917.91°3°03 
The Colorado. Illustrated by Nicolai 
Fechin; maps by George Annand. New 
York, Holt, Rinehart and Winston [1974, 
c1946] xxii, 400 p. illus. 21 cm. ISBN 0- 
03-089389-5 (Rivers of America) 
”Reference appendix”: p. 389-393. 
[F788.W3 1974] 73-10984 4.95 

1. Colorado River. 2. Southwest, New— 
History. I. Title. II. Series. 


CHAMBERS, George W. 917.9177 
San Agustin, first cathedrai church in 
Arizona, by George W. Chambers, and C. 
L. Sonnichsen. [Tucson] Arizona Historical 
Society [1974] 55 p. illus. 27 cm. 
[BX4603.T8S243] 74-620037 7.50 

1. St. Augustine Cathedral, Tucson, Ariz. 
I. Sonnichsen, Charles Leland, 1901- joint 
author. 

MILLER, Marilyn McMeen, 917.92’24 

1938- 

Provo: a story of ‘people in motion [by] 
Marilyn McMeen Miller [and] John 
Clifton Moffitt. [Provo, Utah] Brigham 
Young University Press [1974] 106 p. illus. 


25 cm. ISBN 0-8425-0882-1 Includes 
bibliographical references. [F834.P8M54] 
74-3483 4.95 


1. Provo, Utah—RHistory. I. Moffitt, John 
Clifton, 1896- joint author. II. Title. 
ROBERTS, Steven V., 917.94035 
1943- 
Eureka. Earthquakes, chicanos, celebrities, 
smog, fads, outdoor living, Charles 
Manson’s legacy, Berkeley rebels, San 
Francisco scenes, southern California style, 
Ronald Reagan and other discoveries in 
the golden state of Californie [by] Steven 
V. Roberts. [New York] Quadrangle/New 
York Times Book Co. [1974] p. cm. ISBN 
0-8129-0465-6 "Most of these articles 
originally appeared in the New York 
times.” [F861.R74] 74-77948 9.95 
1. California—Addresses, essays, lectures. 
I. Title. 
Prepared from C.I.P. 


917.88°83 


x 


AMERICAN BOOK PUBLISHING RECORD 


DOLEZAL, Robert J. 917.94'1 
Exploring Redwood National Park, by 
Robert J. Dolezal and the editors of 
Interface California Corporation. [lst ed. 
Eureka, Calif., Interface California Corp.]; 
distributed by: Touchstone Press, 
Beaverton, Or. [1974] 173, [58] p. illus. 22 
cm. ISBN 0-911518-28-2 [F868.R4D64] 
74-76859 5.95 (pbk.) 

I. Redwood National Park—Guide-books. 
I Interface California Corporation. TI. 
Title. 


JENKINS, Jim C. 917.94'86 
Kern Peak-Olancha, by J. C. Jenkins and 
John W. Robinson, with the editors of 
Wilderness Press, Thomas Winnett, editor- 
in-chief. Photos by the authors. Berkeley, 
Wilderness Press [1974] 90 p. illus., maps 
(1 fold. in pocket) 16 cm. ISBN 0-911824- 
31-6 (High Sierra hiking guide no. 13) 
Bibliography: p. 89. [F868.S4J47] 73-93008 
2.95 (pbk.). 

I. Kern Peak region, Calif—Description 
and travel—Guide-books. 2. Olancha Peak 
region, Calif—Description and travel— 
Guide-books. 3. Hiking—California—Kern 
Peak region. ‘4.  Hiking—California— 
Olancha Peak region. I. Robinson, John 
W., joint author. II. Wilderness Press. TI. 
Title. 


HOLBROOK, Stewart Hall, 917.97 
1893-1964. 
‘The Columbia. Illustrated by Ernest 


Richardson. New York, Holt, Rinehart and 
Winston [1974, c1956] xxiv, 393 p. illus. 
21 cm. ISBN 0-03-089388-7 (Rivers of 
America) Reprint of the ed. published by 
Rinehart, New York; with new introd. 
Bibliography: p. 377-381. [F853.H6 1974] 
73-10986 4.95 

1. Columbia River. 2. Northwest, Pacific— 
History. I. Title. II. Series. 


HUNT, William R. 917.98°6'033 
North of 530; the Alaska-Yukon mining 
frontier from 1870-1914 [by] William R. 
Hunt. New York, Macmillan [1974] p. 
cm. ISBN. 0-02-557510-4 Bibliography: p. 
(F931.H86] 74-12404 9.95 

1. Klondike gold fields. 2. Alaska— 
History—1867-1959. 3. Yukon Territory— 
History. I. Title. 

Prepared from C.I.P. 


FORD, Isaac Nelson, 
1848-1912. 

Tropical America. New York, Scribner, 
1893. [New York, AMS Press, 1974] p. 
cm. ISBN 0-404-02512-9 [F1409.F69 
1974] 70-168119 15.00 

1. Latin America—Description and travel. 
I. Title. 

Prepared from C.I.P.~ 


SARGENT, Wyn. 919.5°1 
People of the valley. [ist ed.] New York, 
Random House [1974] p. cm. ISBN 0- 
394-49386-9 [DU744.S27] 74-9069 7.95 

1. Dani (New Guinea people) I. Title. 
Prepared from C.I.P. 


*918°04"3 


BARROW, Tui Terence, 919.69°03 
1923- 
Incredible Hawaii. Text by Terence 


Barrow. Illus. by Ray Lanterman. Rutland, 
Vt., Tuttle [1974] 114 p. illus. 19 cm. 
ISBN 0-8048-1137-7 (Tut books) 
[DU623.2.B35] 74-77226 2.50 {pbk.) 

1. Hawati—Miscellanea. [. Lanterman, 
Raymond, illus. IT. Title. 


MUIR, John, 1838-1914. 919.8 
The cruise of the Corwin; journal of the 
Arctic expedition of 1881 in search of De 
Long and the Jeannette. Edited by William 
Frederic Bade. Dunwoody, Ga., N. S. 


NOVEMBER 30,1974 


Berg, 1974 [cl1917] xxxi, 278 p. illus. 24 
cm. Reprint of the ed. published by 
Houghton Mifflin, Boston. [G700 
1881.M84 1974] 74-177158 12.50 

l. Corwin (Revenue cutter) 2. Arctic 
regions. I. Title. 


STEFANSSON, Vilhjalmur, 
1879-1962. 

Arctic manual. Prepared under direction of 

the Chief of the Air Corps, United States 

Army. With a special introd. and index. 

Westport, Conn., Greenwood Press [1974, 

1944] ISBN 0-8371-7682-4 Reprint of the 

ed. published by Macmillan, New York. 

[G606.S78 1974] 74-10378 23.00 

1. Arctic regions. I. United States. Army. 

Air Corps. Il. Title. 

Prepared from C.I.P. 


MARTIN, Luis. 919.85°03 
The kingdom of the sun; a short history of 
Peru, by Luis Martin. New York, Scribner 
[1974] p. em. ISBN 0-684-13939-1 
Bibliogrephy: p. [F3431.M36] 74-8954 8.95 
1. Peru—History. I. Title. 

Preparec from C.I.P. 


919.8 


Biography 920-929 


*BAILEY, Leaonead Pack. 
comp. 

Broadside authors and artists; an illustrated 
biographical directory. Detroit, Broadside 
Pr. [1974] 125 p. illus. 22 cm. ISBN 0- 
910296-25-1 [CT120] 70-108887 9.95 
(pbk.) 

1. Blography—dictionatres, indexes, etc. 1. 
Broadside I. Title. 


*WHO'S who; 920.01 
an annua] biographical dictionary. London, 
A. & C. Black. 

The 1974-1975 ed. is now available from 
St. Martins New York, for 52.50. L.C. 
card order no: 4-16933. 


WHO did what; 920.02 
the lives and achievements of the 5000 
men and women—leaders of nations, saints 
and sinners, artists and scientists—-who 
shaped our world. New York, Crown 
Publishers [1974] 383 p. illus. 27 cm. 
ISBN 0-517-50567-3 Brief alphabetically 
arranged biographical sketches of 5000 
men and women representing a variety of 
professions and nationalities. [CT103.W47 
1974] 920 73-81194 12.95 

J. Biography-—Dictionaries. 


VAN DOREN, Charles 
Lincoln, 1926- 

Websters American biographies. Charles 
Van Doren, editor; Robert McHenry, 
associate editor. Springfield, Mass., G. & 
C. Merriam Co. [1974] xii, 1233 p. 26 cm. 
BPN 0-87779-053-1 [CT213.V36} 74-6341 
15.00 

1. United States—Biography—Dictionaries. 
I McHenry, Robert, joint author. If. Title. 


920.009 


+ 920°.073 


DUPEE, Frederick Wilcox, 
1904- 

Henry James [by] F. W. Dupee. New 
York, Morrow, 1974 [ci956] viii, 256 p. 
21 cm. ISBN 0-688-06776-X. (The 
American men of letters series) 
Bibliographical references in “Notes” p. 
vii-viii. [PS2123.D8] 73-16722 2.95 (pbk.) 
I. James, Henry, 1843-1916. I, Title. IL. 
Series. 


*WALPOLE, Horace, 4th Earl 
of Orford, 1717-1797. 

The Yale edition of Horace Walpole’s 

correspondence. 


928.1 


928.2 


Vol. 38, 1974, is now available from Yale 


Univ. Pr. New Haven, Conn. for 22.50. 
ISBN 0-300-01764-2. L.C. card no.: 52- 
4945. 


*WALPOLE, Horace, 4th Earl 
of Orford, 1717-1797. 

The Yale edition of Horace Walpole’s 
correspondence. 

Vol. 39, 1974, is now available from Yale 
Univ. Pr., New Haven, Conn. for 22.50. 
ISBN 0-300-01765-0. L.C. card no.;` 52- 
4945. 


DOANE, Gilbert Harry, 1897- 929.1 
Searching for your ancestors, [by] Gilbert 
H. Doane. Minneapolis, University of 
Minnesota Press [1974, c1973] 212 p. 23 
om ISBN 0-8166-0213-1 [CS16.D6 1960] 
9 
1. Genealogy. 2, Genealogy--Bibliography. 
3 US. —History—~ -Revolution—Registers, 
lists, etc. Bibliography. 1. Title. 
C. card no. for original editior: 60- 
12200. 


WRIGHT, Norman Edgar. 929°.1°0973 
Building an American pedigree; a study in 
genealogy. Provo, Utah, Brigham Young 
University Press [1974] xvi, 639 p. illus. 28 
cm. ISBN  0-8425-0899-6 "Multilith 
series.” Bibliography: p. [629]-639. 
[CS47.W68] 74-9887 7.95 

1. United States—Genealogy. 2. United 
States---History—Sources—Bibliography. 1. 
Title. 


PEADEES, Mary M., 
21- 

A bicentennial history of eleven pioneer 
families, by Mary M. Beadles. Baltimore, 
Gateway Press, 1974. 269 p. illus. 24 cm. 
[CS69.B38] 74-75726 18.00 

1. United States—-Genealogy. I. Title. 


FURNISS, John 929°.2°0973 
Neilson, 1941- 

Hill and allied families of central Ohio. 
Compiled from family manuscripts and 
legal documents. Baltimore, Gateway 
Press, 1974. 203 p. illus. 23 cm. 
[CS71.H647 1974] 74-77569 12.50 

1. Hill family. I. Title. 


MANSON, Margery 
Frances Day, 1903- 
Receipt for an inheritance; or, the making 
of the family; the story of my maternal 
grandparents Jacob William Fleenor and 
Mary Susannah Hope, a century of their 
ancestors, a century of their descendants. 
Richard E. Hanson, editor. [Burlington, 
Vt., R. Farnsworth, 1974] 190 p. illus. 29 
em. Pages 183-189 blank for “Notes.” 
Bibliography: p. 182. [CS71.F589 1974] 
74-176238 10.00 
1. Fleenor family. 2. Hope family. 1. Title. 
Publisher’s address: 35 Alfred Terrace, 
Burlington, Vt. 05401 


WEEKLEY, Ernest, 
1954. 

Surnames. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. xxii, 360 p. 24 cm. Reprint 
of the 1936 ed. published ie J. Murray, 
London. Bibliography: XVI-XX. 
aS .W5 1974] 74- 6099" 25.00 (lib. 
bd 

1. Names, Personal—English. 2. English 
language—-Etymology-—Names. 1. Title. 


WERLICH, Robert. 929.8 
Orders and decorations of all nations: 
ancient and modern, civil and military. 2d 
ed. [Washington, Quaker Press, 1974] 476 
p. illus. 29 cm. Bibliography: p. 465-466. 
[CR4509.W4 1974] 74-177291 29.95 

1. Decorations of honor. I. Title. 


928.2 


929°.2'0973 


929°.2°0973 


1865- 929.4°0942 
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APTHORP, East. 
1732013-1816. 
Letters on the prevalence of Christianity. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1341-7 (The Life & times of 
seven major British writers. Gibboniana, 4) 
Reprint of the 1778 ed. printed for J. 
Robson, London. [DG206.G5G52 vol. 4] 

[DG311] 937.06 74-18358 22.00 

I. Gibbon, Edward, 1737-1794. The 
history of the decline and fail of the 
Roman empire. 2. Church history- - 
Primitive and early church, ca. 30-600. I 
Title. IL Series: Gibboniana, 4. 

Prepared from C.LP. 


DAVIS, Henry 
Edwards, 1756-1784. 
An examination of two chapters of Mr. 
Gibbon's History, 1778, and A reply to 
Mr. Gibbon’ Vindication, 1779. New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1342-5 (The Life & times of seven 
major British writers. Gibboniana 5) 
Reprint of the author’s An examination of 
the fifteenth and sixteenth chapters of Mr. 
Gibbon’s History of the decline and fall of 
the Roman Empire. first printed 1778, for 
J. Dodsley, London; and A reply to Mr. 
Gibbon’s Vindication of some passages in 
the fifteenth and sixteenth chapters of 
“The history of the decline and fall of the 
Roman Empire,” first printed 1779, for J. 
Dodsley, London. [DG206.G5G52 vol. 5] 
[DG311] 937°.06 74-17465 22.00 
L Gibbon, Edward, 1737-1794. The 
history of the decline and fall of the 
Roman Empire. 1. Davis. Henry Edwards, 
1756-1784. A reply to Mr. Gibbon’s 
Vindication of some passages in the 
fifteenth and sixteenth chapters of "The 
history of the decline and fall of the 
Roman Empire.” 1974, LI. Title. II. Series: 
Gibboniana 5. 
Prepared from C.1.P. 


LOFTUS, Smyth. 937°.06'072024 s 
A reply of the reasonings of Mr. Gibbon. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1340-9 (The life & times of 
seven major British writers. Gibboniana, 3) 
Reprint of the 1778 ed. printed by Dublin. 
[DG206.G5G52 vol. 3] [DG311] 
937’.06'072024 74-18385 22.00 

I. Gibbon, Edward. 737-1794. The 
history of the decline and fall of the 
Roman empire. 2.  Apologetics--18th 
century. I. Gibbon. Edward, 1737-1794, 
The history of the decline and fall of the 
Roman empire. Il Title. HH. Series: 
Gibboniana, 3. 

Prepared from C.I.P. 


MILNER, Joseph, 
1744-1797. 
Gibbon’s account of Christianity 
considered. New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-1345-X (The 
life & times of seven major British writers. 
Gibboniana, 8) Reprint of the 1781 ed. 
printed by Ward, York, Eng. 


937°.06’072024 s 


937°.06°072024 s 


937.06°072024 s 


[DG206.G5G52 vol. 8} [D6311] 
937'.06°072024 74-18386 22.00 
i. Gibbon, Edward, 1737-1794. The 


history of the decline and fall of the 
Roman empire. 2. Hume, David, 1711- 
1776. Dialogues concerning natural 
religion. 3. Apologetics—18th century. l. 
Title. II. Series: Gibboniana, 8. 

Prepared from C.I.P. 


WATSON, Richard, 937°.06°072024 s 
Bp. of Llandaff, 1737-1816. 

An apology for Christianity. New York, 

Garland Pub., 1974. p. cm. ISBN 0-8240- 
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1339-5 (The Life & times of seven major 
British writers. Gibboniana 2) Reprint of 
the 1776 ed. printed by F. Archdeacon, 
printer to the University, Cambridge. 
[PG206.G5G52 vol. 2] [DG311] 
937°.06’072024 74-18387 22.00 

i. Gibbon, Edward, 1737-1794. The 
history of the decline and fall of the 
Roman empire. 2. Church  history— 
Primitive and early church, ca. 30-600. L 
Title. II. Series: Gibboniana, 2. 

Prepared from C.I.P. 


GARZETTI, Albino, 1914- 937.07 
From Tiberius to the Antonines; a history 
of the Roman Empire, AD 14-192; 
translated by J. R. Foster. London, 
Methuen [1974] x, 861 p. 24 cm. ISBN 0- 
416-16800-0 Revised translation of 
L'Impero da Tiberis agli Antonini. 
Distributed in the U.S.A. by Harper & 
Row, Barnes & Noble Import Division. 
Bibliography: p. [775]-822. [DG276.G3713 
1974] 74-170753 30.00 

l. Rome—History—Empire, 30 B.C.-284 
A.D. I. Title. 


TIERNEY, Brian. 940.1 
Western Europe in the Middle Ages, 300- 
1475 [by] Brian Tierney [and] Sidney 
Painter. 2d ed. New York, Knopf, 
distributed by Random House [1974] p. 
cm. ISBN 0-394-31859-5 "Formerly 
entitled A history of the Middle Ages, 
284-1500, by Sidney Painter." Includes 
bibliographical references. [D117.T6 1974] 
74-9540 16.95 
l. Middle Ages--History. I. Painter, 
Sidney, 1902-1960. A history of the 
Middle Ages: 284-1500. If. Title. 
Prepared from C.I.P. 
LEE, Dwight Erwin, 940.3°112 
1898- 
Europe’s crucial years; the diplomatic 
background of World War I, 1902-1914, by 
Dwight E. Lee. Hanover, N.H., Published 
for Clark University Press by the 
University Press of New England, 1974. 
xiv, 482 p. illus. 24 cm. ISBN 0-87451- 
094-5 Bibliography: p. [443]-468. 
[D453.L43] 73-91315 15.00 
L. Europe—Politics—1871-1918. 2. 


European War, 1914-1918—Diplomatic 

history. I. Title. 

STEINBERG, 940.53'15’03924 
Lucien. 


Not'as a lamb; the Jews against Hitler. 
(Farnborough, Eng.] Saxon House [1974] 
ix, 358 p. 24 cm. Translation of La revolte 
des justes. Bibliography: p. 340-348. 
(D810.14S87613] 73-10623 12.50 

1. World War, 1939-1945—Underground 
movements—Jews. I. Title. 

Distributed by Atheneum Publishers, New 
York, 12.50. 


COLBY, Benjamin, 1901- 940.53°2 
‘Twas a famous victory; deception and 
propaganda in the war against Germany. 
New Rochelle, N.Y.. Arlington House 
Publishers [1975, c1974] p. cm. ISBN 0- 
87000-254-6 [D810.P7U34] 74-19165 8.95 
1. World War, 1939-1945—Propaganda. 2. 
World War, 1939-1945—United States. 3. 
World War, 1939-1945—Germany. 4. 
World War, 1939-1945—Influence and 
results. I. Title. 
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DANK, Milton, 1920- 

The French against the 
collaboration and resistance. [lst ed.] 
Philadelphia, Lippincott [1974] p. cm. 
ISBN 0-397-01040-0 Bibliography: p. 
{D802.F8D28] 74-10735 12.50 
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France. I. Title. 

Prepared from C.I.P. 

WEINGARTNER, James J., 940.54°21 
1940- 

Hitlers guard; „the story of the 


Leibstandarte SS Adolf Hitler, 1933-1945 
[by] James J. Weingartner. Carbondale, 
Southern Illinois University Press [1974] 
p. cm. ISBN 0-8093-0682-4 Bibliography: 
p. [DD253.65.W44 1974] 74-10535 8.95 

Z. Nationalsozialistische Deutsche 
Arbeiter-Partet. Waffenschutzstaffel. 
Leibstandarte SS Adolf Hitler. 2. World 
War, 1939-1945—Germany. I. Title. 
Prepared from C.I.P. 


FEIST, Uwe, 1937- 940.54°49°43 
Junkers Ju 88 in action. Created by Uwe 
Feist. Captions by Mike Dario. [Warren, 
Mich.] Squadron/Signal Publications 
[1974] 50 p. illus. (part col.) 21 x 28 cm. 
(Aircraft, no. 16) [TL685.3.F365] 74- 
174942 3.95 (pbk.) 

i. Junkers Ju-88 (Bomber) 2. World War, 
1939-1945—Aertal operations, German. L 
Dario, Mike. II. Title. 


HESS, William N. 940.54°49°73 
Pacific sweep; the Sth and 13th Fighter 
Commands in World War II [by] William 
N. Hess. [ist ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
07579-0 [D790.H48] 74-4649 9.95 

J. United States. Army Air Forces. Sth 
Fighter Command. 2. United States. Army 
Air Forces. 13th Fighter Command. 3. 
World War, 1939-1945—Aerial operations, 
American. 4. World War, 1939-1945— 
Pacific Ocean. I. Title. 

Prepared from C.I.P. 


*ROHWER, J. 940.545 
Chronology of the war at sea; 1939-1945. 
Tr. from the German by Derek Masters. 
New York, Arco [1973, i.e.1974] 288 p. 
illus. 24 cm. ISBN 0-668-03308-8 Vol. 1: 
1939-1942. Vol. 2: 1943-1945. [D770] 
73-78526 12.50 (each vol.) 


L Warld War, 1939-1945—Naval 
operations. I. Hummelchen, G. joint 
author. TI. Title. 

KENNEDY, Ludovic 940.54°59°43 


Henry Coverly. 

Pursuit; the chase and sinking of the 
Bismarck [by] Ludovic Kennedy. New 
York, Viking Press .[1974] 254 p. illus. 25 
cm. ISBN 0-670-58314-6 Bibliography: p. 
242-247. [D772.B5K46 1974] 73-16828 
10.00 

1. Bismarck (Battleship) 2. World War, 


1939-1945—-Naval operations, British. 1. 
Title. 

KITAGAWA, 940.54°72’7309794 
Daisuke. 

Issei and nisei: the internment years. 


Foreword by Daniel K. Inouye. New York, 
Seabury Press [1974] p cm. (A 
Continuum book) Bibliography: p. 
[D753.8.K5 1974] 74-19293 3.50 (pbk.). 

1. Japanese in the United States. 2. World 
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3. Concentration camps—United States. L. 
Title. 
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BRISSAUD, Andre. 940.54°87°43 B 
Canaris; the biography of Admiral Canaris, 
chief of German Military Intelligence in 
the Second World War. Translated and 
edited by Ian Colvin. New York, Grosset 
& Dunlap [1974, c1973] xvii, 347 p. 22 
cm. ISBN 0-448-11621-9 Bibliography: p. 


AMERICAN BOOK PUBLISHING RECORD 
333-334. .[DD247.C35B7513 1974] 73- 
15133 8.95 
1. Canaris, Wilhelm, 1887-1945. I. Title. 


DONALDSON, Gordon. 941°.00992 
Who's who in Scottish history [by] Gordon 
Donaldson and Robert S. Morpeth. New 
York, Barnes & Noble Books [1973, 
i.e.1974] xx, 254 p. illus. 23 cm. ISBN 0- 
06-491739-8 Includes bibliographical 
references. [DA758.D66 1973b] 74-180274 
13.00 
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History. I. Morpeth, Robert S., joint 
author. IT. Title. 


STEVENSON, David, Ph.D. 941.06 
The Scottish revolution, 1637-1644; the 
triumph of the covenanters. New York, St. 
Martin's Press [1974, c1973] 416 p. illus. 
23 cm. Bibliography: . 381-393. 
([DA803.73.S75 1974] 74-76015 15.95 
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*O’CONNELL, Daniel, 
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& Noble Books, N.Y. for 30.00. ISBN 0- 
06-495234-7. L.C. card no.: 74-9122 
JENKINS, Claude, 1877- 942’.007'2 


1959. 

The monastic chronicler and the early 
school of St. Albans; a lecture. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1922 ed. published’ by 
Society for Promoting Christian 
Knowledge, London; Macmillan, New 
York. [DA129.5.J46 1974] 74-19113 20.00 
1. St. Albans Abbey. 2. Great Britain— 
History—To 4453 Historiography: 3 
Middle Ages—Historiography. d. Title. 
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Historical enigmas, comprising Historical 
whodunits and Enigmas of history. New 
York, St. Martin’s Press [1974] 377 p. 23 
cm. [DA35.R65 1974] 74-78122 8.95 
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HUTSON, Arthur Eugene, s 
1906- 
British personal names sin the Historia 
regum Britanniae, by Arthur E. Hutson. 
lE oleroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1940 ed. 
published by the University of California 
Press, Berkeley, which was issued as no. 1 
of the Studies in the Geoffrey of 
Monmouth tradition and as v. 5, no. 1 of 
the University of California publications in 
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English. Includes bibliographical 
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IT. Series: California. University. University 
of California publications in English, v. 5, 
no. i. If. Series: Studies in the Geoffrey 
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W. Chapman. New York, Coward, 
McCann & Geoghegan [1974] 244 p. illus., 
maps (on lining paper) 22 cm. ISBN 0- 
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[DA333.B6] 74-79681 7.95 
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BROXAP, Ernest. 942.06’2 
The Great Civil War in Lancashire, 1642- 
1651. 2nd ed. Manchester, Manchester 
University Press; Clifton, N.J., A. M. Kelly 
Publishers, 1973, [i.e.1974] xxv, 226 p., [6] 
leaves of plates. maps. 23 cm. Includes 
bibliographical references and index. 
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York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1118-X (The Flowering of the novel) 
Reprint of the 1747 ed. printed for J. 
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74-18006 25.00 j 
1. Gardiner, James, 1688-1745. 2. Monroe 
family. I. Title. II. Series. 
Prepared from C.I.P. 
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Melbourne ïmdianapolis, | Bobbs-Merrill 
{1974, c1966] 450 p. illus. 24 cm. ISBN 0- 
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The young Lloyd George. Berkeley, 
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c1973] 320 p. illus. 24 cm. ISBN 0-520- 
02677-2 Bibliography: p. [301]-307. 
[DA566.9.L5G8 1974] 73-91067 12.00 

l. Lloyd George, David Lloyd George, Ist 
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St. Martin’s Press, New York for 15.95. 

L.C. card no: 75-156341. 
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Macmillan [1974] p. cm. ISBN 0-02- 
30120-3 [DA677.B36 1974] 74-10884 
27. 

1. London—History. I. Jackson, Peter 
Charles Geoffrey, 1922- joint author. IT. 
Title. 

Prepared from C.I.P. 


FAVRE, Jules, 1809-1880. 943.082 
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London, H. S. King, 1873. [New York, 
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1. Franco-German War, 1870-1871. 2. 
France—Politics and government—1870- 
1940. I. Title. « 

Prepared from C.I.P. 


*THALMANN, Rita. 943.086 
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Rita Thalmann and Emmanuel 
Feinermann, translated by Gilles 
Cremonesi. New York, Coward McCann & 
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Revolutionary Europe, 1750-1850. 

Proceedings, 1972. Edited by Lee Kennett. 
Editor-in-chief: Claude C. Sturgill. 
Gainesville, University of Florida Press 
[1974, c1974] ix, 127 p. 24 cm. ISBN 0- 
8130-0441-1 Includes bibliographical 
references. [DC201.] 73-15970 5.00 (pbk.) 
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sous le Directoire; recueil de documents 
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A history of Italian fascism. Translated 
from the Italian by Muriel Grindrod. [lst 
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contemporanea, originally published in 
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Reprint of the ed. published by Weidenfeld 
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Bibliography: p. 182-183. [DP66.K3 1973b} 
74-982 9.95 
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1973] 73-6541 3.95 (pbk.) 
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China. Edited by Paul K. T. Sih. New 
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no. 15) Papers presented at the 15th 
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Language and Culture, held Nov. 9-10, 
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preliminary bibliography of English- 
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Reischauer. Rev. ed. New York, Knopf 
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3d eds. published under title: Japan, past 
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Edwin O. Reischauer, advisory editor. 
New York, Arno Press, 1974. p. cm. 
ISBN 0-405-04 168-3 (The Great 


contemporary issues) "A Hudson group 
book.” Collection of articles from the New 
York times. Bibliography: p. [DS881.9.J28] 
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I. Japan—History--1868- 2. Japan— 
Foreign relations—United States. 3. United 
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BACHARACH, Jere L., 
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A Near East studies handbook, 570-1974, 
by Jere L. Bacharach. Seattle, University 
of Washington Press [1974] p. cm. ISBN 
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1 Islamic Empire—History—Handbooks, 
manuals, etc. 2. Near East—History— 
1517- —Handbooks, manuals, etc. I. Title. 
Prepared from C.I.P. Pbk. 4.95, ISBN 0- 
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ISRAEL & the Arabs: 956’.048 
the October 1973 war. Edited by Lester A. 
Sobel. Contributing editor: Hal Kosut. New 
York, Facts on File, inc. [1974] 185 p. 24 
cm. ISBN 0-87196-173-3 (A Facts on File 
publication) "Consists largely of the 
printed record compiled by Facts on File 
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(DS128.1.187] 74-77485 6.95 (lib. bdg.) 
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relations—1967-1973. I. Sobel, Lester A., 
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KOHLER, Foy D. 956.048 
The Soviet Union and the October 1973 
Middle East war; the implications for 
detente [by] Foy D. Kohler, Leon Goure 
[and] Mose L. Harvey. [Coral Gables, Fla.] 
Center for Advanced International Studies, 
University of Miami [1974] xi, 131 p. 23 
cm. (Monographs in international affairs) 


Includes bibliographical references. 
[DS63.2.R9K63] 74-81601 8.95; 4.95 
(pbk.) 


1. Russia—Foreign relations—Near East. 
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LOWENTHAL, 
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Henrietta Szold, life and letters. Westport, 
Conn., Greenwood Press [1974, c1942] p. 
cm. ISBN 0-8371-5998-9 Reprint of the 
ed. published by Viking Press, New York. 
[DS151.S9L6 1974] 72-595 14.50 (lib. 
bdg.). 
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NOBLE, Iris. 956.94705’0924 B 
Israel's Golda Meir; pioneer to Prime 
Minister. [Rev. ed.] New York, J. Messner 
[1974] 189 p. 22 cm. ISBN 0-671-32516-7 
Bibliography: p. 183-184. Relates the 
history of a new nation and the service of 
one of its first citizens who rose from 


almond picker to national leader. 
[DS126.6.M42N62 1974] 92 74-178267 
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DAY, Beth Feagles, 1924- 959.9°04 
The Philippines: shattered showcase of 
democracy in Asia, by Beth Day. Introd. 
by Carlos P. Romulo. New York, M. 


Evans; [distributed by Lippincott, 
Philadelphia, 1974] 240 p. illus. 22 cm. 
ISBN 0-87131-163-1 [DS686.5.D38] 74- 
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record; annual survey and documents 
1973-1974. 
Volume 6, 1974 is now available from 


Africana Publishing Company, New York 


for 45.00. ISBN 0-8419-0155-4. L.C. 
number: 72-83738. 
CHAMBERLAIN, Muriel Evelyn. 960 


The scramble for Africa [by] M. E. 
Chamberlain. [London] Longman [1974] 
vii, 163 p. maps. 20 cm. ISBN 0-582- 
35204-5 (Seminar studies in history) Label 
mounted on t.p.: Distributed in the USA 
by Longman, New York. Bibliography: p. 


147-155. [DT29.C45] 74-177119 2.50 
(pbk.). 
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New rev. ed. New York, Macmillan [1974, 


cl1968] xi, 341 p. illus. 21 cm. 
Bibliography: p. [322]-330. [DT20.D28 
1974] 74-180245 6.95 
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Africa at war [by] Al J. Venter. Photos. by: 
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chapters by: Peter Younghusband [and] 
John iller. Old Greenwich, Conn., 
Devin-Adair Co., 1974 [cl973] 185 p. 
illus. 25 cm. Bibliography: p. 184-185. 
[DT21.5.V46 1974] 73-88037 10.00 
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Bibliography: pP. [DT776.R4F55] 74-13734 
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Cry of the ancients, by Grey Owl and 
Little Pigeon. [Illustrated by Daniel 
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House, 1974] 207 p. illus. 21 cm. ISBN 0- 
8309-0108-6 Bibliography: p. 205-207. 
[E77.G8] 73-87641 6.50 
1. Indians of North America. I. Little 
Pigeon, 1913- joint author. Il. Title. 
LA FARGE, Oliver, 1910- 970.1 
1963. 
A pictorial history of the American Indian. 
Rev. by Alvin M. Josephy, Jr. New York, 
Crown Publishers [1974] 288 p. illus. 32 
cm. [E77.L245 1974] 74-78424 9.95 
1. Indians of North America. 2. Indians of 
North America—FPictorial works. I. 
Josephy, Alvin M., 1915- If. Title. 


ZUBROW, Ezra B. W., comp. 970.1 
New World archaeology: readings from 
Scientific American, selected and with 
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introductions by Ezra B. W. Zubrow, 
Margaret C. Fritz [and] John M. Fritz. San 
Francisco, W. H. Freeman [1974] p. cm. 
ISBN 0-7167-0503-6 [E61.Z82 1974] 74- 
7028 12.00 

1. Indians—Antiquities—Addresses, essays, 
lectures. 2. America—Antiquities— 
Addresses, essays, lectures. I. Fritz, 
Margaret C., joint comp. If. Fritz, John 
M., jaint comp. IH. Scientific American. 
IV. Title. 

Prepar2d from C.I.P. Pbk. 6.95, ISBN 0- 
7167-C502-8. 


ENCYCLOPEDIA of Indians 970.103 
of the Americas. [Keith Irvine, general 
editor] St. Clair Shores, Mich., Scholarly 
Press [1974- v. illus. 29 cm. [E54.5.E52] 
74-5088 600.00 (20 vols.). 

1. Indians. I. Irvine, Keith, ed. 


SCHOOLCRAFT, Henry Rowe, 970.1'05 
1793-1864. 
The iterary voyager; or, Muzzeniegun. 


Edited with an introd. by Philip P. Mason. 
Westport, Conn., Greenwood Press [1974, 
c1962} p. cm. ISBN 0-8371-7724-3° A 
reissue of no. 1-15 (Dec. 1826-Apr. 11, 
1827) of the weekly (irregular) manuscript 
magazine, published in Sault Sainte Marie, 
Mich. ”The sixth issue ... published about 
February 1, 1827, is missing, as well as 
numbers ten, twelve [i.e. the last twenty 
manuscript pages] and the first part of 
eleven.” Reprint of the ed. published by 
Michigan State University Press, East 
Lansing. [E75.S36 1974] 74-12581 11.00 

1. Indians of North America—Periodicals. 


2. Chippewa  Indians—Periodicals. I. 
Schoolcraft, Henry Rowe, 1793-1864. 
Muzzeniegun. If. Title. If. Title: 
Muzzeniegun. 

Prepared from C.I.P. 

BELDEN, George P. 970.3 


Belden, The white chief; or, Twelve years 
among the wild Indians of the Plains. 
From the diaries and manuscripts of 
George P. Belden. Edited by James S. 
Brisbin. Introd. by Jack Matthews. Athens, 
Ohio University Press [1974] xxvi, 513 p. 
illus. 21 cm. ISBN 0-8214-0142-2 Reprint 
of the 1870 ed. published by C. F. Vent, 
Cincinnati. [E78.G73B44 1974] 73-92900 
10.00 

1. Belden, George P. 2. Indians of*North 
America—Great Plains. 3. Dakota Indians. 
I Titie. If. Title: Twelve years among the 
wild Indians of the Plains. 


BRONK, William. 970.3 
The new world. New Rochelle, N.Y., 
Elizateth Press [1974] 61 p. 27 cm. 


Essays. "Limited to 400 copies.” 
(F1435.B8725] 74-177213 16.00; 8.00 
(pbk.) 

í: Mayas—Antiquities. 2. Incas— 


Antiquities. 3. Cities and towns, Ruined, 


extinct, etc.—America. 4. America— 
Antiquities. I. Title. 
CASSEL, Jonathon F 970.3 


Lacar:don adventure: the last of the Mayas. 
by Jonathon F. Cassel. San Antonio, 
Texas, Naylor Co. [1974] xiv, 219 p. illus. 
(part. col.) 22 cm.) ISBN 0-8111-0557-1 
(F1221.L2C37] 74-18403 8.95 
i. Lacandon Indians. I. Title. 


GOSSEN, Gary H. 970.3 
Chamulas in the world of the sun; time 
and space in a Maya oral tradition [by] 
Gary H. Gossen. Cambridge, Harvard 
University Press, 1974. xvii, 382 p. illus. 
24 cm. ISBN 0-674-10726-8 Bibliography: 
p. [847]-359. [F1221.T9G67] 73-83424 
15.00 
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1. Tzotzil Indians. 2. Tzotzil language. 3. 


Folk-lore, Indian. I. Title. 


MAȚOUF, Carling Isaac, 970.3 
The Gosiute Indians [by] Carling Malouf. 
The Shoshones in .the Rocky Mt. area 
[and] The Indians in Yellowstone Park [by] 
Ake Hultkrantz. Commission findings. 
New York, Garland Pub. [1974] p. cm. 
ISBN 0-8240-0735-2 (American Indian 
ethnohistory: California and Basin-Plateau 
Indians) At head of title: Shoshone 
Indians. The 2d work is a translation of 
Shoshonerna i Klippiga bergsomradet 
(exhibit no. 389); the 3d, of Indianerna i 


Yellowstone Park (exhibit no. 380). 
"Dockets nos. 326, 356, 367.” C. I 
Maloufs report: exhibit no: 374. 


[E99.S4M34] 74-17350 21.00 

1. Shoshoni Indians. 2. Gosiute Indians. 3. 
Indians of North America~The West— 
Claims. I. United States. Indian Claims 


Commission. I. . Hultkrantz, Ake. 
Shoshonerna i Klippiga bergsomradet. 
English, 1974. I. Hultkrantz, Ake. 


Indianerna i Yellowstone Park. English. 
1974. IV. Title. V. Series. , 
Prepared from C.I.P. 


OLSEN, Fred, 1891- 970.3 
On the trail’ of the Arawaks. With a 
foreword by George Kubler and an 


introductory essay by Irving Rouse. [Ist 
ed] Norman, University of Oklahoma 
Press [1974] p. cm. ISBN 0-8061-1137-2 
(The civilization of the American Indian 
series) Bibliography: p. [F2230.2.A7047] 
73-7416 8.95 

1. Arawak Indians—Antiquities. 2. West 
Indies—Antiquities. I. Title. 

Prepared from C.I.P. 


*HANDBOOK of Middle 
American Indians. 
Volume 13, pt. 2, Guide to othnohistorical: 
sources, is now available from Univ. of 
Texas Pr., Austin for 20.00. L.C. card no:: 
64-10316. ISBN 0-292-70153-5. 


TAMARIN, Alfred H. 970.44 
We have not vanished: Eastern Indians of 
the United States [by] Alfred Tamarin. 
Chicago, Follett Pub. Co. [1974] 160 p. 
illus. 24 cm. ISBN 0-695-80332-8. 
Bibliography: p. 152-154. [E78.E2T35] .73- 
90052 4.98, 

1. Indians of North America—Atlantic 
coast (United States) I. Title. 


WEBB, William Snyder, 970.47 
1882-1964. 

The Adena people, by William S. Webb 
and Charles E. Snow. With a chapter on 
Adena pottery and a foreword to the new 
ed. by James B. Griffin. [Knoxville] 
University of Tennessee Press [1974] xix, 
369 p. illus. 23 cm. ISBN 0-87049-159-8 
Reprint of the 1945 ed. published by the 
University of Kentucky, Lexington, which 
was issued as v. 6 of its Dept. of 
Anthropology and Arphagology Reports in 
anthropology archaeology. 
Bibliography: 

1974] 74:1859% 1 
i. Adena culture. o7 pi Charles Ernest, 
1910- joint author. IL Title. IM. Series: 
Kentucky. University. Dept. of 
BPO: Reports in anthropology, v. 


970.428 


HEDRICK, Basil Calvin, 
1932- comp. 

The Mesoamerican Southwest, readings in 
archaeology, ethnohistry, and ethnology. 
Ed. by Basil C. Hedrick, J. Charles Kelley 
[and] Carroll L. Riley. Carbondale, 
Southern Illinois University Press [1974] x, 
‘ i 


970.49 


Gah 356. [E78.04W38. 


178 p. 24 cm. ISBN  0-8093-0665-4. 
neludes bibliographical references. 
E78.S7H44] 74-10637 10.00 

4. Indians of North America—Southwest, 
New—Antiquities-Address, essays, 
‘ectures. 2. Southwest, New—Antiguities- 
Addresses, essays, lectures. 3. Indians of 
Vexico—Antiguities-Addresses, ESSAYS, 
-ectures. 4. Mexico—Antiquities-Addresses, 
assays, lectures. L Kelley, J. Charles, 1913- 


oint comp. II, Riley, Carroll L., joint 


comp. IH. Title. 


RAKIANAK, Nathan. 970.4°98 B 
3skimo boyhood; an autobiography in 
zasychosocial perspective. [Edited by] 
Dharles C. Hughes. [Lexington] University 
Press of Kentucky [1974] 429 p. 24 cm. 
“SBN 0-8131-1301-6 (Studies in 
anthropology, no. 8) Bibliography: p. 427- 
~29. [E99.E7.K125] 73-80465 12.75 : 

". Kakianak, Nathan. 2.  Eskimos— 
Alaska—St. Lawrence Island. I. Hughes, 
Tharles Campbell, ed. IT. Title. III. Series: 
studies in anthropology (Lexington, Ky.) 
ao. 8. 


SATZ, Ronald N. 970.5 
American Indian policy in the Jacksonian 
era [by] Ronald N. Satz. Lincoln, 
University of Nebraska Press [1974] p. 
cm. ISBN 0-8032-0823-5 Bibliography: p. 
ÆŒ93.S27] 73-94119 12.95 

-. Indians of North America—Goverament 
wlations—1789-1869. 2. United States— 
olitics and government—I1829-1837. 3. 
wzidians of North America—Land transfers. 
» Title. 

Trepared from C.I.P. 


EONACHEA, Ramon L. 972.91°063 
The Cuban insurrection, 1952-1959 [by] 
Eam on L. Bonachea [and] Marte San 
Martin. New Brunswick, N.J., Transaction 
Eooks [1974] xxi, 451 p. illus. 24 cm. 
BBN 0-87855-074-7 Bibliography: p. 409- 
£39. [F1787.5.B66 1974] 72-94546 12.95 

~ Cuba—History—1933-1959. I. San 
Martin, Marta, joint author. II. Title. 

Fok. 4.95, ISBN 0-87855-576-5. 


ENZENSBERGER, Hans 
Magnus. 

The Havana inquiry. Translated by Peter 
Mayer. Introd. by Martin Duberman. New 
York, Holt, Rinehart and Winston [1974] 
xxiv, 229 p. 22 cm. ISBN 0-03-080197-4 
Translation of Das ins von Habana. 
Exbliography: 227-228. 
[PT2609. N9V3813] 73- "182763 8.95 


972.91064 


L Cuba—History—Invasion, 1961— 
Prama. I. Title. 
GINGER, Ray. 973°.02’07 


Fay Ginger’s jokebook about American 
History. Compiled and annotated by Ray 
Ginger. New York, New Viewpoints, 1974. 
139 p. 21 cm. ISBN 0-531-05355-5 
[PN6157.G5] 73-22176 8.95 
i American wit and humor. 2. United 
States—History—Anecdotes, facetiae, 
satire, etc. I Title. IL Title: Jokebook 
out American history. 
Fok. 3.95, ISBN 0-531-05562-0. 
MARSHALL, Charles Burton, 973.3 
1908- 
“.merican foreign policy as a dimerision of 
tae American Revolution. Washington, 
American Enterprise Institute for Public 
Policy Research [1974] 22 p. front. 24 cm. 
IEBN 0-8447-1315-5 (Distinguished lecture 
series on the Bicentennial) [E209.M27] 74- 
83419 1.25 (pbk.) 
$ United States. Declaration of 
ir dependence—Addresses, essays, lectures. 
Z United States—History—Revolution, 
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1775-1783—Addresses, essays, lectures. I. 
Title. IT. Series. 


*LAURENS, Henry, 1724- 
1792. 

The papers of Henry Laurens. : 

Vol. 4: Sept. 1, 1763- Aug. 31, 1765 is 

now available from Univ. of South 

Carolina Pr., Columbia, for 25.00. ISBN 

0-87249-308-3. L.C. card no.: 67-29381. 


NISBET, Robert A. 973.31 
The social impact of the revolution [by] 
Robert A. Nisbet. Washington, American 
Enterprise Institute for Public Policy 
Research [1974] 23 p. illus. 24 cm. ISBN 
0-8447-1303-1 (Distinguished lecture series 
on the Bicentennial) ” Delivered in Gaston 
Hall, Georgetown University, Washington, 
D.C., on December 13, 1973.” Includes 
bibliographical references. [E209.N57] 74- 
77313 1.00 (pbk.) 

1. United States—History—Revolution, 
1775-1783—Addresses, essays, lectures. I. 
Title. IT. Series. 


973.3°0924 


NATIONAL Portrait 973.311 
Gallery, Washington, D.C. Historian’s 
Office. + 


In the minds and hearts of the people; 
prologue to the American Revolution: 
1760-1774. Text by Lillian B. Miller and 
the staff of the Historian’s Office. Russell 
Bourne, editor. Greenwich, Conn., New 
York Graphic Society [1974] 239 p. illus. 
(part col.) 29 cm. ISBN 0-8212-0496-3 
[E210,.N37 1974] 73-89950 17.50 

1. United States—History—Revolution, 
1775-1783-—Causes. 2. United States— 
History—Revolution, 1775-1783— 
Biography. I. Miller, Lillian B. I. Title. 


BERKIN, Carol. 973.3140924 B 
Jonathan Sewall; odyssey of an American 
loyalist. New York, Columbia University 
Press, 1974. p. cm. ISBN 0-231-03851-8 
Originally presented as the author’s thesis, 
Columbia University. Bibliography: p. 
[E278.S48B47 1974] 74-10795 10.95 


1. Sewall, Jonathan, 1728-1796. 2. 
American loyalists. 
Prepared from C.I.P. 

973.3°3 


PALMER, Dave Richard, 
1934- 


The way of the fox; American strategy in 
the War for America, 1775-1783. 
Westport, Conn., Greenwood Press [1975] 
p. cm. ISBN 0-8371-7531-3 (Contributions 
in military history, no. 8) Bibliography: p. 
[E230.P24] 74-5992 12.50 

1. United ` States—History—Revolution, 
1775-1783—Campaigns and battles. 2. 
Strategy. I. Title. If. Series. 

Prepared from C.I.P. 


PEARSON, Michael. 973.3°41 
Those Yankee rebels; being the true and 
amazing history of the audacious American 
Revolution as seen through British eyes 
and being a young people's version of 
Those damned rebels. New York, Putnam 
[1974] 160 p. 21 cm. ISBN 0-399-20404-0 
Discusses the problems and worries which 
beset King George III, his ministers, and 
generals as they struggled to crush the 
rebellion of American colonists. [E267.P42 
1974] 73-93754 6.95 

i. United States—History—Revolution, 
1775-1783—British forces—Juvenile 
literature. 2. United States—History— 
Revolution, 1775-1783—Campaigns and 
battles—Juvenile literature. I. Pearson, 
Michael. Those damned rebels. IT. Title. 


ADAMS, Henry, 1838-1918. 973.46 
The formative years; a history of the 
United States during the administrations of 
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Jefferson and Madison, by Henry Adams. 
Condensed and edited by Herbert Agar. 
Westport, Conn., Greenwood Press [1974, 
c1947]} p. cm. ISBN 0-8371-7056-7 A 
condensation of the author’s History of the 
United States of- America. Reprint of the 
ed. published by Houghton Mifflin, Boston. 
[E302.1.A25 1974] 73-13399 43.50 

L United States—Politics and 
government—1801-1809. 2. United 
States—Politics and government—1809- 
1817.1. Agar, Herbert, 1897- ed. IL Title. 
Prepared from C.I.P. 


KORNGOLD, Ralph, 
1886- 

Thaddeus Stevens; a being darkly wise and 

rudely great. Westport, Conn., Greenwood 

Press [1974, c1955] p. cm. ISBN 0-8371- 

7733-2 Reprint of the ed. published by 

Harcourt, Brace, New York. Bibliography: 

p. [E415.9.884K6 1974] 74-12629 20.50 

1. Stevens, Thaddeus, 1792-1868. 

Prepared from C.I.P. 


*FOOTE, Shelby. 

The Civil War, a narrative. 
Vol: 3, 1974, Red river to Appomattox is 
now available from Random House, New 
York for 20.00. ISBN 0-394-46512-1. 
L.C. card no: 58-9882. 


973.6°092’4 B 


973.7 


THE American heritage 973.70222 
century collection of Civil War art. Editor: 
Stephen W. Sears. Foreword: Bruce 
Catton. New York, American Heritage 
Pub. Co.; book trade distribution by 
McGraw-Hill [1974] p. cm. ISBN 0-07- 
010267-8 Illustrations originally appeared, 
in Battles and leaders of-the Civil War, 
published 1887-88. [E468.7.A58] 74-11398 
1. United States—History—Civil War, 
1861-1865—Pictorial works. I. Sears, 
Stephen W., ed. II. Battles and leaders of 
the Civil War. 

Prepared from C.I.P. 


ARMSTRONG, William 
Howard, 1914- 

The education of Abraham Lincoin, by 
William H. Armstrong. New York, 
Coward, McCann & Geoghegan [1974] 
127 p. illus. 23 cm. ISBN 0-698-20273-2. 
Bibliography: p. 125-127. Discusses Abe’s 
“developing years” and the schools, 
teachers, and’ early nineteenth-century 
environment which helped shape the man 
to come. [E457.905.A76 1974] 74-76235 
4,64 (lib. bdg.) 

1. Lincoln,’ Abraham,' Pres. U.S., 1809- 
1865-—Juvenile literature. I. Title. 


WHITRIDGE, Arnold, 1891- 973.711 
No compromise! The story of the fanatics 
who paved the way to the Civil War. 
Westport, Conn., Greenwood Press [1974, 
cl960] p. cm.’ ISBN  0-8371-7077-X 


973.7°092'4 B 


Reprint of the ed. published by Farrar, . 


York. 
1974] 73- 


Straus and _ Cudahy, New 
Bibliography: p- [E415.7.W6 
11626 10.75 

1. United States—History—Civil War, 
1861-1865—Causes. 2. United States— 
Polities and government1843:1861; L 
Title. ` 

Prepared from C.I.P. 


FRASSANITO, 
William A. 
Gettysburg: a journey in time [by] William 
A. Frassanito. New York, Scribner [1974] 
p. cm. ISBN 0-684-13924-3 Includes 
bibliographical references. [E475.53.F793] 

74-10597 10.00 

1. Gettysburg, Battle of, 1863—Pictorial 
a 2. Photography in historiography. I. 
itle. 
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973.7°349°0222 


Prepared from C.I.P. 


CURRENT, Richard Nelson. 973.9 
United States history: a world power [by] 
Richard N. Current, Alexander DeConde 
[and] Harris L. Dante. [Glenview, IIL] 
Scott, Foresman [1974] 379 p. illus. (part 
col.). 26 cm. ISBN 0-673-03422-4 Contains 
material from the authors’ United States 
history, published in 1967. Bibliography: p. 
358-361. Traces the history of the United 


States from the late nineteenth century to- 


the present emphasizing social and political 
changes. (E741.C87] 74-176329 4.20 
pbk.). 

1. United States—History—20th century. I. 
DeConde, Alexander, joint author. I. 
Dante, Harris L., joint author. JH. Title. 


DEWEY, Thomas 
Edmund, 1902-1971. 
Twenty against the underworld. Edited by 

Rodney Campbell. [ist ed.] Garden City, 

N.Y., Doubleday, 1974. p. cm. ISBN 0- 

TA -01904-1 [E748. PANAR "74-3546 
2.50 

1. Dewey, Thomas Edmund, 1902-1971. I. 

Title. 

Prepared from C.I.P. 


PHILLIPS, Cabell B. H. 973.917 
The 1940's: decade of triumph and trouble, 
by Cabell Phillips. New York, Macmillan 
[1974] p. cm. ISBN  0-02-596100-4 
Includes bibliographical references. 
[E806.P5] 74-17466 12.50 

1. United States—History—-1933-1945. 2. 
United States—History—1945-1953. _ I. 
Title. 

Prepared from C.I.P. 


blr George, 
3 - 
Gentleman Jimmy Walker, mayor of the 
jazz age. Foreword by Robert Moses. New 
York, Eraeger [1974] p. cm. ISBN 0-275- 
50840-4 Bibliography: p. 
[F128.5.W22W34] 74-7897 10. 00 
1. Walker, James John, 1881-1946. I. Title. 
Prepared from C.I.P. 


BILLINGS, Warren M., 
1940- comp. 
The Old Dominion in the seventeenth 
century; a documentary history of Virginia, 
1606-1689. Edited by Warren M. Billings. 
(Chapel Hill, Published for the Institute of 
Early American History and Culture at 
Williamsburg, Va; by the University of 
North Carolina Press, 1974] p. cm. ISBN 
0-8078-1234-X (Documentary problems in 
early American history) Includes 
bibliographies. [F229.B615] 74-8302 12.95 
1. Virginia—History—Colonial period, ca. 
1600-1775—Sources. I. Title. If. Series. 
Prepared from C.I.P. Pbk- 4.95, ISEN 0- 
8078-1237-4. 


LAMSON, Peggy. 975.704 
The glorious failure; Black Congressman 
Robert Brown Eliott and the 
Reconstruction in South Carolina. New 
York, Norton [1974, c1973] 330 p. 20 cm. 
New York, Norton [1974, c1973] ISBN 0- 
393-00733-2 (The Norton _ library.) 
Bibliography: p. 293-304. [F274.L3 1973] 
75-152665 3.95 (pbk.) 

1. Elliott, Robert Brown, 1842-1884. 2. 
Reconstruction—South Carolina. 3. South 
Carolina—Politics and government—1865- 
1950. I. Title. 


*BIDDLE, Margaret Seton 
Fleming, 1887- 
Hibernia: the unreturning tide. lst ed. New 


973.91’092’4 B 


974.7°1'040924 B 


975.5°02 


975.9 


York, Vantage [1974] 140 p. front. 22 cm. 


ISBN 0-533-00798-4 [F311] 4.50 
1. Florida—History. I. Title. 
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*CULMSEE, Carlton. 979.202 
Utah's Black Hawk War, love and 
reminiscences of participants. Logan, Utah - 
State University Press [1974, c1973] 181 p. 
map., port. 24 cm. ISBN 0-87421-060-7 
Bibliography: p.[174] [F826] 73-82365 


i. Utah—RHistory—Anecdotes, facetiae, 
satire, etc. I. Title, Il. Title: Black Hawk 
War. 


MOODY, Eric N. 979.3°03'0924 B 
Southern gentleman of Nevada politics: 
Vail M. Pittman, by Eric N. Moody. Reno, 
University of Nevada Press, 1974. 136 p. 
port. 23 cm. ISBN 0-87417-039-7 (Nevada 
studies in history and political science, no. 
13) Bibliography: p. [125]-130. [F841.M57] 
73-84927 3.50 (pbk.). 

1. Pittman, Vail M., 1883-1964. 2. 
Nevada—Politics and government. I. Title. 
TI. Series. 


CASAS, Bartolome de las, 
Bp. of Chiapa, 1474-1566. 
The devastation of the Indies; a brief 
account. Translated from the Spanish by ’ 
Herma Briffault. Introd. by Hans Magnus 
Enzensberger, with a dossier by Michel 
van Nieuwstadt. New York, Seabury Press 
[1974] p. cm. ISBN 0-8164-9227-1 (A 
Continuum book) Translation of 
Brevissima relacion de la destruccion de 
las Indias. Bibliography: p. [F1411.C43] 
74-12127 7.95 
1. Indians, Treatment of-—Latin America. 
Spain—Colonies—America. I 
Enzensberger, Hans Magnus. IT. 
Nieuwstadt, Michel J. van. III. Title. 
Prepared from C.I.P. Pbk. a: 95, ISBN 0- 
8164-9228-X. 


980.01 


FICTION 


ABOUT, Edmond Francois 
Valentin, 1828-1885. 
The man with the broken ear. New: York, 
Arno Press, 1974. p. cm. ISBN 0-405- 
06271-0 (Science fiction) Translation of 
L'homme a l'oreille cassee. Reprint of the 
1872 ed. published by Holt & Williams, 
New York. [PZ3. A156Man6] Eaa 
843.8 74-15941 14.00 
I. Title. IT. Series. 
Prepared from C.I.P. . œ 


FIC 


ALLEN, Marilyn. FIC 
Super tour. [lst ed.] Garden City, N.Y., 
Doubleday, 1974. 347 p. 22 cm. ISBN 0- 
385-02437-1 [PZ4.A4285Su] 
[PS3551.L396] 813. 54 73-11695 6.95 

-L Title. 


*AMBLER, Eric, 1909- FIC 
af Frigo. New York Atheneum 1974 


311 p. 22 cm. ISBN 0-689-10609-2 
(PR600i] 823 74-77836 8.95 
I. Title. 


ANDERSON, Poul, 1926- FIC 
Fire time. [1st ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
05582-X [PZ4.A549Fi] [PS3551.N378] 
813.54 74-5928 5.95 
Prepared from C.I.P. 


ARNOLD, Edwin Lester Linden, 
d.1935. 

Lieut. Gullivar Jones, his *vacation. New 

York, Arno Press, 1974. p. cm. ISBN 0- 

405-06273-7 (Science fiction) Reprint of 

the 1905 ed. published by S. C. Brown, 

Langham, London. [PZ3.A753Li7] 

{PR6001. R775] 823’.8 74-15947 17.00 

T. Title. Hf. Series. 

Prepared from C.I.P. 


FIC 


NOVEMBER 30,1974 AoE, 


AUCHINCLOSS, Louis. 

The partners. Boston, G. K. Hall, 1974. p. 
ISBN 0-8161-6223-9 Large print ed. 
([PZ3.A898Par4] [PS3501.U25] 813’.5’4 74- 
9782 10.95 (lib. bdg.) 

I. Title. 

Prepared from C.I.P. 


BAKJIAN, Andy, 1915- FIC 
A hitch in Hell. San Antonio, Oliver Co. 
[1974] p. cm. ISBN 0-8111-0542-3 
[PZ4.B16974Hi] [PS3552.A437] 813°.5°4 
74-18340 6.95 

£ Title. 

Prepared from C.I.P. 


*BANKS, G. Wallace, 1924- FIC 
’. - -thy will be done- - -” by G. Wallace 
Banks. ist. ed. New York, Vantage, [1974] 
146 p. 22 cm. 5.95 

L Title. 


BARTHELME, Donald. FIC 
Guilty pleasures. New York, Farrar, Straus 
and Giroux [1974] 165 p. illus. 23 cm. 
ISBN 0-374-16737-0 [PZ4.B285Gu] 
[PS3552.A76] 813°.5°4 74-13193 7.95 

I Title. 


BATES, Arthenia J., 1920- FIC 
Seeds beneath the snow, by Arthenia J. 


Bates. Washington, Howard University 
Press [1974] ISBN 0-88258-046-9 


p. 
[PZ4.B3283Se] [PS3552.A827] 813.54 69- 
` 18851 6.95 
Í. Title. 
Prepared from C.I.P. Contents omitted. 


BERRY, Wendell, 1934- FIC 
The memory of Old Jack. Boston, G. K. 
Hall, 1974. p. ISBN 0-8161-6210-7 Large 
print ed. [PZ4.B536Me3] [PS3552.£75] 
813.54 74-5013 9.95 (lib. bdg.) 

1. Sight-saving books. I. Title. 

Prepared from C.I.P. 


*THE best from Fantasy and 
Science Fiction. 

A special 25th anniversary anthology 
edited by Edward L. Ferman is now 
available from Doubleday, Garden City, 


FIC 


N.Y. for 7.95 ISBN 0-385-08221-5. 
L.C.card no.: 73-9024 

*BRONTE, Charlotte, 1816- FIC 
1855. 


Shirley edited by Andrew and JudithHook 
{Harmondsworth, Eng.] Penguin Books 
[1974] 622 p. 19 cm. ISBN 0-14-043095-4 
[PZ3.B790Sh32] [PR4167.S52] 823°.8 

I. Title. 

Distributed by Penguin, Baltimore, for 2.50 
(pbk.) 


BROTHERS, Jay. 
Julie. Indianapolis, Bobbs-Merrill [1974] 
229 p. 22 cm. ISBN 0-672-51903-8 
[PZ4.B874525Ju] [PS3552.R675] 813’.5’4 
73-13225 6.95 

I. Title. 


FIC 


*BUECHNER, Frederick. FIC 
Love feast. New York, Atheneum, 1974. 
248 p. 22 cm. ISBN 0-689-10612-2. 74- 
77839 7.95. 

I. Title. 


BURMEISTER, Jon. FIC 
Someone else’s war. New York, St. 
Martin’s Press [1974, c1973] 251 p. 23 cm. 
[PZ4.B9625S03] [PR9369.3.B8] 823 73- 
93694 6.95 

I. Title. 


CANNING, Victor. FIC 
The finger of Saturn. Boston, G. K. Hall 
[1974, c1973] p.cm. ISBN 0-8161-6225-5 
Large print ed. (PZ3.C1636F 4] 


* 


CARR, Terry, comp. 


[PR6005.A486] 8237.9°12 74-9898 11.95 
(lib. bdg.) 

1. Sight-saving books. I. Title. 

Prepared from C.I.P. 


CANNING, Victor. FIC 
The painted tent. New York, Morrow, 
1974. 247 p. 22 cm. ISBN 0-688-00270-6 
[PZ3.C1636Pai3] [PR6005.A486] 8237.9°12 
74-5505 6.95 

I. Title. 


CAPEK, Karel, 1890-1938. FIC 
Krakatit. New York, Arno Press, 1974. p. 
cm. ISBN 0-405-06980-X (Science fiction) 
Reprint of the 1925 ed. published by G. 
Bles, London. [PZ3.C1695Kr6] 
[PG5038.C3] 891.8°6735 74-16389 23.00 

į Title. IL. Series. 

Prepared from C.LP. 


FIC 
Universe 5. [ist ed.] New York, Random 
House [1974] 209 p. 22 cm. ISBN 0-394- 
48562-9 (PZ1.C2339Uk] [PS648.S3] 
813°.0876 74-9090 6.95 

1. Science fiction, American. I. Title. 
Contents omitted. 


CARTLAND, Barbara, 1902- FIC 
No darkness for love. Boston, G. K. Hall, 
1974. 396 p. 24 cm. ISBN 0-8161-6229-8 


. Large print > ed. [PZ3.C247Nj4] 
[PR6005.A765] 823’.9°12 74-9965 10.95 
(lib. bdg.) 


1. Sight-saving books. I. Title. 


CARUSO, Ronald L. FIC 
Two stories: The Missouri rattler [and] 
Sam and Charlie, by Ronald L. Caruso. 
Philadelphia, Dorrance [1974] 96 p. 22 cm. 
ISBN 0-8059-2019-6 = [PZ4.C3324Tw] 
[PS3553.A7885] 813°.5°4 74-78670 4.95 

I. Title: The Missouri rattler. If. Title: Sam 
and Charlie. 


CONSTANTINE, K. C. FIC 
The blank page [by] K. C. Constantine. 
[lst ed.] [New York] Saturday Review 
Press, 1974. 150 p. 21 cm. ISBN 0-8415- 
0335-4. [PZ4.C7582Bl] [PS3553.0524]} 
813.54 74-4013 5.95 

I. Title. 


DAVIS, Leslie A., 1901- FIC 
Pike’s Peninsula, by Leslie A. Davis. 
Philadelphia, Dorrance [1974] 111 p. 22 
cm. ISBN 0-8059-2015-3 [PZ4.D26197Pi] 
[PS3554.A9354] 813’.5'4 74-78667 5.95 

I. Title. 


DELDERFIELD, Ronald 
Frederick, 1912-1972. 
Post of honor. New York, Pocket Books 
(1974, c1967] 658 p. 18 cm. ISBN 0-671- 
78673-3 Volume II of A horseman riding 
by. [Vol. I published under title Long 
summer day]” Sequel: The green gauntlet. 
[PZ3.D37618P05] [PR6007.E36] 823°.9°12 
74-181501 1.50 (pbk.). 

I. Title. 


*DEL REY, Lester, 1915- comp. 
Best science fiction stories of the year. 
The third annual collection, 1974, is now 
available from Dutton, New York, for 
7.95. ISBN 0-525-06492-3. L.C. card no.: 
77-190-7. 


DENKER, Henry. FIC 
The physicians; a novel of malpractice. 
New York, Simon and Schuster [1974] p. 
em. ISBN 0-671-21861-1 [PZ3.D4175Ph] 
[PS3507.E5475] 813’.5°4 74-14526 8.95 

£ Title. 

Prepared from C.I.P. 


FIC 


FIC 


FICTION. ` ` 


*EDEN, Dorothy. FIC 
The Millionaire's daughter. New York, 
Coward, McCann & Geoghegan, [1974]. 
384 p. 22 cm. ISBN 0-698-10607-5 74- 
76234 8.95. 

T. Title. 


EDWARDS, Anne, 1927- FIC 
The hesitant heart. Boston, G. K. Hall, 
1974. 397 p. 24 cm. ISBN 0-8161-6227-3 


Large print ed. [PZ4.E247He4] 
[PS3555.D87] 813°.5°4 74-9992 10.95 (lib. . 
bdg.) 


i. Dickinson, Emily, 1830-1886, in fiction, 
drama, poetry, etc. 2. Sight-saving books. I. 
Title. 


EHLE, John, 1925- FIC 
The changing of the guard; a novel. [Ist 
ed.] New York, Random House [1974] p. 
cm. ISBN 0-394-49499-7 [PZ4. E33Ch] 
[PS3555.H5] 813°.5°4 74-9083 7.95 

L Title. 

Prepared from C.LP. 


FARRAR, Stewart. FIC 
The twelve maidens; a novel of witchcraft. 
New York, St. Martins Press [1974] 221 p. 


21 cm. [PZ4.F242Tw3] [PR6056.A74] 
823°.9'14 73-77753 6.95 
I. Title. 


FAUQUES, Marianne Agnes FIC 
Pillement, dame de, d.1773. 

Oriental anecdotes; or, The history of 

Haroun Alrachid. New York, Garland 

Pub., 1974. p. cm. ISBN 0-8240-1166-X 

(The Flowering of the novel) Reprint of 

the 1764 ed. printed for P. Wilson, J. 

Potts, A. M’Culloh, and J. Williams, 

Dublin. [PZ3.F2750r20] [PQ1982.F8] 

843’.5 74-19079 25.00 

1. Harun al-Rashid, caliph, 763 ca.-809— 

Fiction. I. Title. 

Prepared from C.I.P. 


FAUSET, Jessie Redmon. FIC 
There is confusion. New York, AMS Press 
[1974] p. cm. ISBN 0-404-11386-9 
Reprint of the 1924 ed. published by Boni 
and Liveright, New York. [PZ3.F276Th5] 
[PS3511.4864] 813°.5’°2 73-18575 17.50 

Í. Title. 

Prepared from C.I.P. 


FAUST, Frederick, 1892-1944. FIC 
South of Rio Grande [by] Max Brand. 
Boston, G. K. Hall, 1974 [c1930] p. ISBN 
0-8161-6209-3 Large print ed. 
[PZ3.F2775S08] [PS3511.A87] 813.52 74- 
5014 10.95 (lib. bdg.) 

1. Sight-saving books. I. Title. 

Prepared from C.I.P. 


*FOLEY MARTHA ed. 

The best American short stories; 
yearbook of the American short story. 
1974 ed. is available from Houghton 
Mifflin, Boston for 8.95, ISBN 0-395- 
19415-6. L.C. card no.: 16-11387. 


FORBES, Stanton, 1923- FIC 
Have mercy upon us [by] Tobias Wells. 
[ist ed.] Garden City, N.Y., Published for 
the Crime Club by Doubleday, 1974. p. 
cm. ISBN 0-385-07327-5 
[PZ4.F69255Hav] [PS3556.067] 813.54 
74-7638 4.95 

L. Title. 

Prepared from C.I.P. 


FORSTER, Logan. FIC 
Anger in the wind. New York, D. McKay 
Co. [1974] 346 p. 22 cm. ISBN 0-679- 


FIC 
the 


50464-8 [PZ4.F733An] [PS3556.0744] 
813.54 74-80503 7.95 ` 
£ Title. 


123 


FICTION 


FOXALL, Raymond. FIC 
The. dark forest. New York, St. Martin’s 
Press [1974, ae 251 p. 21 cm. 
Bibliography: 7. [PZ4.F795Dar3] 
[PR6056.088] 829° 9°14 73-87402 6.95 

1. Adkins, Harry——Fiction. I. Title. 


FOXALL, Raymond. FIC 
The silver gablet. New York, St. Martin’s 
Press [1974] 191 p. 21 cm. Bibliography: p. 
[6] [PZ4.F795Si3] [PR6056.088] 823.9714 
73-87405 6.95 

1. Adkins, Harry—Fiction. I. Title. 


FRASER, Anthea. FIC 
Laura possessed; a novel of suspense. New 
York, Dodd, Mead [1974] 247 p. 22 cm. 
ISBN 0-396-06975-5  [PZ4.F8413Lau3] 
[PR6056.R286] 823.914 74-3785 5.95 

I, Title. 


*FREEMAN, Esther Ward. FIC 
Heaven is where you find it. New York, 
Vantage Press, [1974]. 207 p. 21 cm. ISBN 
0-533-00928-6. 5.95. 

I. Title. 


GENTLEMAN, Francis, 
1784. 

A trip to the moon. New York, Garland 

Pub., -1974. p. cm. ISBN 0-8240-1167-8 

(The Flowering of the novel) Reprint of 

the 1764-65 ed. printed by A. Ward for S. 

Crowder, York and London. 

{PZ3.G2884Tr5] [PR3475.G5] 823'6 74- 

17337 25.00 

t. Title. II. Series. 

Prepared from C.I.P. 


GERSON, Noel Bertram, 1914- FIC 
The exploiters [by] Samuel Edwards. New 
York, Praeger [1974] 369 p. 22 cm. ISBN 
Q-275-05 140-4 [PZ3.G323Ex] 
[PS3513.E8679] 813°.5°2 73-19435 8.95 

I. Title. 


GOLDMAN, James. FIC 
‘The man from-Greek and Roman, a novel. 
{ist ed] New York, Random House [1974] 
p. ISBN 0-394-49391-5 
[PZ4. G634Man] [PS3513. 0337] 813.54 
74-9066 6.9 

I. Title. 

Prepared from C.I.P. 


GOLDSTEIN, Arthur D. FIC 
You're never too old to die, by Arthur D. 
Goldstein. [Ist ed.] New York, Random 
House [1974] p. cm. ISBN 0-394-49431-8 
[PZ4.G6413Yo] [PS3557.0388] 813.54 
74-9093 5.95 

L. Title. 

Prepared from C.I.P. 


GONCOURT, Edmond Louis FIC 
Antoine Huot de, 1822-1896. 

La Faustin. Translated by G. P. 

Monkshood & Ernest Tristan. New York, 

H. Fertig, 1974. p. Reprint of the 1906 

ed. published by Greening, London, in 

series: The Lotus library. [PZ3.G588Fau8] 

*[PQ2263] 843’.8 74-12379 10.00 

d. Title. IL Series: The Lotus library 

(London) 

Prepared from C.LP. 


*GOULD, Howard FIC 
Fighting from Baltimore; a bloody 
picaresque through the bowels of America. 
New York, Vantage Press, [c1974] 196 p. 
21 cm. ISBN 0-533-00971-5 6.95 

L Title. 


1728- FIC 


GRAUTOFF, Ferdinand Heinrich, FIC 
1871-1935. 
Banzai! New York, Arno Press, 1974 


[c1908] p. cm. ISBN 0-405-06310-5 
(Science fiction) Reprint of the ed. 
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published by T.  Weicher, Leipzig. 
[PZ3.G78Ban6] [PT2613.R37] 833.912 
74-15975 18.00 

I. Title. II. Series. 

Prepared from C.I.P. 


GROSSBACH, Robert, 1941- FIC 
Easy and hard ways out; a novel. [ist ed.] 
New he Harpers Magazine Press 
1974] em. ISBN ò: 06-122608-4 
[PZ4. G87768Eas] [S257 R64] 813.54 
74-4863 6.95 

I Title. 

Prepared from C.I.P. 


HAMILTON, Dorothy, 1906- FIC 
The eagle. Scottdale, Pa., Herald Press, 
1974. p. cm. ISBN 0-8361-1748-4 


[PZ4.H218Eag] [PS3558.A425] 813.54 
74-13069 4.95 

I. Title. 

Prepared from C.I.P. 

HAMMETT, Dashiell, 1894-1961. FIC 


The Continental Op. Selected and with an 
introd. by Steven Marcus. [Ist ed.] New 
York, Random House [1974] p. cm. ISBN 
0-394-48704-4 Contents.—The tenth 
clew.—The golden horseshoe.—The house 
in Turk Street—The girl with the silver 
eyes.—The whosis kid.—The main 
death.—The farewell murder. 
[PZ3.H1884Cq6] [PS3515.A4347] 817.52 
74-9050 7.95 


i. Detective and mystery stories, 
American. I. Title. 

Prepared from C.I.P. 

HARRISON, Mike John. FIC 


The Centauri device [by] M. John 
Harrison. [lst ed.] Garden City, N.Y., 
Doubleday, 1974. p. cm. ISBN 0-385- 
01839-8 [PZ4.H3217Ce] [PR6058.A6942] 
823'.9°14 73-83635 4.95 

I. Title. 

Prepared from C.I.P. 


HARWOOD, Ronald, 1934- FIC 
Articles of faith. New York, Holt, Rinehart 
and Winston [1974, c1973] 486 p. 22 cm. 


ISBN , 0-03-007706-0  [PZ4.H344Ar3] 
[PR6058.A73] 823°.9°14 73-12857 8.95 
I. Title. 


HIGHSMITH, Patricia, 1921- FIC 
Strangers on a train. Baltimore Penguin 
(1974, cl942}] 255 p 18 cm. 
[PZ3.H539985St] 1.50 (pbk.) 

T. Title. 

L.C. card no. for original ed.: 50-6429. 


HILL, Christopher. FIC 
Scorpion. New York, St. Martin’s Press 
[1974] 224 p. 20 cm. [PZ4.H6444Sc3] 
{PR6058.138] 823.914 73-78870 6.95 

| Title. 


THE History of Betty FIC 
Barnes. New York, Garland Publishing, 
1974. p. cm. ISBN 0-8240-1137-6 (The 
Flowering of the novel) Possibly by Sarah 
Fielding. cf. S. Halkett. Dict. of 
anonymous and pseudonymous Eng. lit. 
Reprint of the 1753 ed. printed for D. 
Wilson and T. Durham, London. 
[PZ3.H62645 1974] [PR3291.A1] 8237.6 
74-16028 25.00 

I. Fielding, Sarah, 1710-1768. If. Title. TII. 
Series. 

Prepared from C.I.P. 


THE History of the human FIC 
heart; of, The adventures of a young 
gentleman (anonymous). New York, 


Garland Pub., 1974. p. cm. ISBN 0-8240- 
1125-2 (The Flowering of the novel) 
Reprint of the 1749 ed. printed for J. 


AMERICAN BOOK PUBLISHING RECORD . 


Freeman, London. [PZ3.H62923 1974] 
[PR3291.A1] 823.6 74-17441 25.00 

I. Title. If. Series. 

Prepared from C.I.P. 

HULL, Thomas, 1728-1808. FIC 


The history of Sir William Harrington. 
Rev. by Samuel Richardson. New York, 
Garland Pub., 1974. p. cm. ISBN 0-8240- 
1320-4 (The life & times of seven major 
British writers. Richardsoniana, 22-25) 
Reprint of the 1771 ed. printed for J. Bell 
and C. Etherington, London. [PR3667.R5 
vol, 22-25] [PR3517.H73] 823°.6 s 823°.6 
74-17257 22.00 

I. Richardson, Samuel, 1689-1761. I. Title. 
III. Series: Richardsoniana, 22-25. 
Prepared from C.I.P. 


HUNTER, Evan, 1926- FIC 
Bread. an 87th Precinct mystery novel, by 
Ed McBain. New York, Random House 
[1973, ic.1974] p. ISBN 0-394-48580-7 
{[PZ3.H91726Mo] [PS3515.U585] 813.54 
73-5648 5.95 _ 

I. Title. 

Prepared from C.I.P. . 


*HUXLEY, Aldous Leonard, 
1894-1963. 

Crome yellow. New York, Harper & Row 

[1974, cl1950] 152 p. 18 cm. ISBN 0-06- 


FIC 


080336-3. (Perennial library) {PR60i5] 
1.25 (pbk.) 

I. Title. 

HYAMS, Edward S. FIC 
Prince Habib's iceberg [by] Edward 
Hyams. [New York] Norton [1974] p. cm. 
ISBN 0-393-08704-2  [PZ3.H9884Pr3] 


[PR6015.Y33] 823°.9°14 74-14539 6.95 
L Title. 
Prepared from C.I.P. 


JENNER, Charles, 1736-1774. ‘ FIC 
The placid man; or, Memoirs of Sir 
Charles Beville. New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-1190-2 (The 
Flowering of the novel) Reprint of the 
1770 ed. printed for J. Wilkie, London. 
[PZ3.J43P120] [PR3519.J44] 823.6 74- 
16202 25.00 

I. Title. If. Titles Memoirs of Sir Charles 
Beville. Ill. Series. 

Prepared from C.I.P. 


JOHNSON, Diane. FIC 
The shadow knows. [ist ed.) New York, 


Knopf, 1974. p. cm. ISBN 0-394-48035-X 
[PZ4.J6696Sh] [PS3560.03746] 813.54 
74-9155 6.95 

I. Title. 

Prepared from C.I.P. 

JOHNSTONE, Charles, 1719?- FIC 


1800? 

The reverie. New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-1162-7 (The 
Flowering of the novel) Reprint of the 
1763 ed. printed for T. Becket, London. 
[PZ3.J6522Re6] [PR3539.J25] 823.6 74- 
16307 25.00 

I. Title. IL Series. 


~ Prepared from C.I.P. 


KEATING, Henry Reymond FIC 
Fitzwalter, 1926- 

inspector Ghote breaks an egg [by] H. R. 

F. Keating. [Harmondsworth, Eng.] 


Penguin Books [1974, c1971] [189 p} 19 
em. ISBN  0-14-003839-6. “Mystery” 
[PZ4.K2531K4] [PR6061.E26] 823'.9°14 

L Title. 

L.C. card number for original ed.: 77- 
144277. Distributed by Penguin, Baltimore 
for 1.25 (pbk.) 


NOVEMBER 30,1974 


KEMELMAN, Harry. FIC 
Tuesday the rabbi saw red. Boston, G. K. 
Hall, 1974 [c1973] 500 p. 24 cm. ISBN 0- 
8161-6230-1 Large print ed. 
(PZ4.K3184Tu4] [PS3561.E398] 813.54 
74-10502 11.95 (lib. bdg.) 

1. Sight-saving books. I. Title. 


KENEALLY, Thomas. FIC 
Blood red, Sister Rose. New York, Viking 


Press, 1974. p. cm. ISBN 0-670-17433-5 
{PZ4.K336Bl] [PR9619.3.K46] 823 74- 
7840 7.95 

i. Charles VII, King of France, 1403- 
1461—Fiction. I. Title. 

Prepared from C.I.P. 

KENRICK, Tony, 1935- FIC 


Two for the price of one. Boston, G. K. 
Hail, 1974. p. ISBN 0-8161-6185-2 Large 
print ed. [PZ4.K368Tw4] [PR6061.E624] 
823 73-22006 10.95 (lib. bdg.) 

I. Title. 

Prepared from C.I.P. 


KIMBER, Edward, 1719-1769. FIC 
The, juvenile adventures of David Ranger, 
esq. New York, Garland Pub., 1974. p. 
cm. ISBN 0-8240-1148-1 (The Flowering 
of the novel) Reprint of the 1757 ed. 
printed for P. Stevens. [PZ3.K5682Ju5] 
823°.6 74-17443 25.00 

I. Title. If. Series. 

Prepared from C.I.P. 


KIMBER, Edward, 1719-1769. FIC 
The life and adventures of Joe Thompson. 
*New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1130-9 (The Flowering of 
the novel) Reprint of the 1750 ed. printed 
for J. Hinton, London. [PZ3.K5682Li6] 
[PR3539.K57] 823’.6 74-17302 25.00 

I. Title. I. Series. 

Prepared from C.I.P. 


KLEIN, Norma, 1938- FIC 
Coming to life. New York, Simon and 
Schuster [1974] p. cm. ISBN 0-671- 
21857-3 [PZ4.K643Co] [PS3561.L35] 
813.54 74-13608 7.95 

I. Title. 

Prepared from C.I.P. 


KOTZWINKLE, William. FIC 
The fan man. New York, Harmony Books 
(1974],191,p. 24 cm. ISBN 0-517-51503-2 


[PZ4.K872Fan3] [PS3561.085] 813.54 
74-17339 5.95 

I. Title. 

LAHR, John, 1941- FIC 


Hot to trot. [lst ed.] New York, Knopf, 


1974. p. cm. ISBN 0-394-49352-4 A 
novel. (PZ4.L185Ho] {PS3562.A32] 
813’.5'4 74-7742 6.95 

I. Title. 

Prepared from C.I.P. 

LAMOUR, Louis, 1908- FIC 


The Californios. Boston, G. K. Hall [1974] 
p. cm. ISBN 0-8161-6224-7 Large print ed. 
[PZ3.L1937Cal4] [PS3523.A446] 813.52 
74-9896 8.95 (lib. bdg.) 

I. Sight-saving books. I. Title. 

Prepared from C.I.P. 


L'AMOUR, Louis, 1908- FIC 
Sackett’s land. [lst ed] New York, 
Saturday Review Press, 1974. vi, 198 p. 22 
cm. [PZ3.2.1937Sac] [PS3523.A446] 
813’.5’2 74-6320 5.95 

I. Title. 


LARSON, Charles. FIC 
Matthew's hand. [lst ed.] Garden City, 
N.Y., Doubleday, 1974. p. cm. ISBN 0- 
385-05 184-0 [PZ4.L3357Mat]} 


[PS3562.A75] 813’.5°4 74-5528 4.95 (lib. 
bdg.) 

I. Title. 

Prepared from C.I.P. 


LAWRENCE, Herbert. FIC 
The contemplative man; or, The history of 
Christopher Crab, Esq., of North Wales. 
London, Printed for J. Whiston, 1771. 
[New York, Garland, 1974] p. cm. ISBN 
0-8240-1195-3 (The Flowering of the 


novel) [PZ3.L43609Co5] [PR3539.L47] 
823’.6 74-17278 25.00 

I. Title. IT. Series. 

Prepared from C.I.P. 

LEAHY, Syrell Rogovin. FIC 


A book of Ruth. New York, Simon and 


Schuster [1974] p. cm. ISBN 0-671- 
21894-8 [PZ4.L436Bo]  [PS3562.E23] 
813°.5°4 74-13800 6.95 

I. Title. 

Prepared from C.I.P. 

LEFFLAND, Ella. FIC 


Love out of season. [1st ed.] New York, 
Atheneum, 1974. 373 p. 22 cm. ISBN 0- 
689-10607-6 [PZ4.L493Lo] [PS3562.E375] 
813°.5°4 74-77849 8.95 


I. Title. 

LENNOX, Charlotte Ramsay, FIC 
1720-1804. 

Henrietta. New York, Garland Pub., 1974. 


p. cm. ISBN 0-8240-1149-K (The 
Flowering of the novel) Reprint of the 
1758 ed. printed for A. Millar, London. 
[PZ3.L548He5] [PR3541.L27] 823’.6 74- 
17305 25.00 

I. Title. IT. Series. 

Prepared from C.I.P. 


LENNOX, Charlotte Ramsay, FIC 
1720-1804. 

Sophia. New York, Garland Pub., 1974. p. 

cm. ISBN 0-8240-1160-0 (The Flowering 

of the novel) Reprint of the 1762 ed. 

printed for J. Fletcher, London. 

[PZ3.L548S05] [PR3541.L27] 823'.6 74- 

17442 25.00 

I. Title. IT. Series. 

Prepared from C.I.P. 


THE Life and memoirs of FIC 
Ephraim Tristram Bates (anonymous) New 
York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1146-5 (The Flowering of the novel) 


Reprint of the 1756 ed. printed by 
Malachi, London. ([PZ3.L624 19744 
[PR3291.A1] 823’.6 74-17279 25.00 

T. Title. II. Series. 

Prepared from C.I.P. 

THE Life of Pamela. FIC 
New York, Garland Pub., 1974. p. cm. 


(The Life & times of seven major British 
writers. Richardsoniana 11) Reprint of the 
1741 ed. printed for C. Whitefield, 
London. [PR3667.R5 vol. 11] [PR3291] 
823.6 s 823’.6 74-17192 22.00 

I. Series: Richardsoniana 11. 

Prepared from C.I.P. 


MCCLUSKEY, John. FIC 
Look what they done to my song; a novel. 
= ed.] New York, Random House [1974] 


cm. ISBN 0-394-48818-0 
fpza. M12668Lo] [PS3563.A26218] 
813°.5°4 74-8654 5.95 

I. Title. 


Prepared from C.I.P. 


MCCULLOUGH, Colleen, 1937- FIC 
Tim; a novel. Boston, G. K. Hall, 1974. 
me 2 24 m ISBN 0-8161-6233-6 Large 

[PZ4.M13356Ti4] 
ĪERS619.3 M23] 823 74-12177 10.95 (lib. 
bdg 


FICTION 
‘1. Sight-savirig books. I. Title. 


MCCUTCHAN, Philip, 1920- FIC 
Subaltern’s choice; an ‘Ogilvie’ novel, by 
Duncan MacNeil. New iia s5 garinas 
Press [1974] 224 

[PZ4.M1337Su3] [PR6063. A167] er 9 14 
74-78694 6.95 

L Title. 


MACDONALD, Isobel. FIC 
The buried self; a background to the poems 
of Matthew Arnold, 1848-1851. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1949 ed. published by 
P. Davies, London. Includes bibliographical 
references. (PZ3.M14434Bu5] 
[PR6025.A22148] 821°.8 74-19408 15.00 
i. Arnold, Matthew, 1822-1888, in fiction, 
drama, poetry, etc. I. Title. 

Prepared from C.I.P. 


MCELROY, Joseph. 
Lookout cartridge. 


FIC 
New York, Knopi, 


1974. p. cm. ISBN 0-394-49375-3 A 
novel. [PZ4.M1422Lo0] [PS3563.A293] 
813.54 74-7744 8.95 

I. Title. 


Prepared from C.I.P. 


MACKENZIE, Henry, 1745-1831. FIC 
The man of the world. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1202-X 
(The Flowering of the novel) Reprint of 
the 1773 ed. printed for W. Strahan and T. 
Cadell, London. {[PZ3.M1982Mar6] 
(PR3543.M2] 823.6 74-17142 25.00 

I. Title. II. Series. 

Prepared from C.I.P. 


MACKINTOSH, May. FIC 
The Sicilian affair. New York, Delacorte 
Press [1974] 336 p. 22 cm. ISBN 0-440- 
03526-0 [PZ4.M1587Si] [PR6063.A2464] 
813°.5°2 73-18132 6.95 

I. Title. 


MARIVAUX, Pierre Carlet de 
Chamblain de, 1688-1763. 
Pharsamond. [Translated by Mr. Lockman] 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1129-5 (The Flowering of 
the novel) Reprint of the 1750 ed., printed 
for C. Davis, London. [PZ3.M339Ph5] 
[PQ2003.P4] 843’.5 74-17039 25.00 

I. Title. IT. Series. 
Prepared from C.I.P. 


MARSH, Ngaio, 1899- FIC 
Black as he’s painted. Boston, G. K. Hall, 
1974. 460 p. 24 cm. ISBN 0-8161-6232-8 
Large print ed. (PZ3.M3539B14] 
SiS aca 823 74-12183 11.95 (lib. 
bdg. 

1. Sight-saving books. I. Title. 


MEMOIRS of the life and FIC 
adventures of Tsonnonthouan: anonymous. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1164-3 (The Flowering of 
the novel) Reprint of the 1763 ed. 
[PZ3.M5183 1974] [PR3291.A1] 823.6 
74-17287 25.00 

Prepared from C.I.P. 


MERCIER, Louis Sebastien, 
1740-1814. 

Memoirs of the year two thousand five 

hundred. New York, Garland Pub., 1974. 

p. cm. ISBN _ 0-8240-1199-6 (The 

Flowering of the novel) Translation of L’an 

deux mille quatre cent quarante. Reprint of 

the 1772 ed. printed for G. Robinson, 

London. [PZ3.M536Me8] [PQ2007.M6] 

843’.6 74-16201 25.00 

I. Title. I. Series. 

Prepared from C.I.P. 


FIC 


FIC 
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FICTION 


*MEYNELL, Lawrence FIC 
The Fortunate Miss East. New York, 
Coward, McCann & Geoghegan, [1974, 
c1973] 255 p. 22 cm. ISBN 0-698-10604-0 
73-93758 6.95 

I. Title. 


THE Modern fine gentleman FIC 
(anonymous) New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-1203-8 (The 
Flowering of the novel) Reprint of the 
1774 ed. printed for T. Lowndes, London. 
[PZ3.M7207 1974] [PR3291] 823.6 74- 
16157 25.00 

I. Title. IT. Series. 

Prepared from C.I.P. 


[MOZEEN, Thomas] d.1768. FIC 
Young Scarron. New York, Garland Pub., 
1974. p. cm. ISBN 0-8240-1136-8 (The 
Flowering of the novel) Reprint of, the 
1752 ed. printed for S. Price and R. 
Wilson, Dublin. ([PZ3.M8767Y05] 
[PR3605.M85] 823.6 74-16152 25.00 

1. Scarron, Paul, 1610-1660—Fiction. I. 
Title. IT. Series. 

Prepared from C.I.P. 


NEWELL, David McCheyne, 1898- FIC 
If nothin’ don’t happen [by] David M. 
Bilas [lst ed.] New York, Knopf, 1974. 
p. cm. ISBN 0-394-49312-9 [PZ4.N543If] 
[PS3527.E83] 813°.5’2 74-7745 6.95 

I. Title. 

Prepared from C.I.P. 


NIEVO, Ippolito, 1831-1861. FIC 
The Castle of Fratta. Translated by Lovett 
F. Edwards. Westport, Conn., Greenwood 
Press (1974, c1957] p. cm. ISBN 0-8371- 
7660-3 Reprint of the 1958 ed. published 
by Houghton Mifflin, Boston. Translation 
of Le confessioni di un ottuagenario. 
{PZ3.N559Cas6] [PQ4720.N7] 853’.7 74- 
10017 23.00 

I. Title. 

Prepared from C.I.P. 


O’NOLAN, Brian, 1911-1966. FIC 
The poor mouth; a bad story about the 
hard life, by Flann O’Brien. Translated by 
Patrick C. Power. Illustrated by Ralph 
Steadman. New York, Viking Press [1974] 
p. cm. ISBN 0-670-56441-9 ”A Richard 
Seaver book.” Translation of An beal boct. 
[PZ3.0589Po] [PB1399.059] .823’.9°12 74- 
4797 6.95 

I. Title. 

Prepared from C.I.P. 


PAINE, Albert Bigelow, 
1937. 

The great white way; a record of an 

unusual voyage of discovery, and some 

romantic love affairs amid strange 

surroundings. New York, Arno Press, 
1974. p. cm. ISBN 0-405-06309-1 

(Science fiction) Reprint of the 1901 ed. 

published by J. F. Taylor, New York. 

[PZ3.P161Gr4] [PS3531. AQT] 813.52 74- 
16514 18.00 

I Title. II. Series. 

Prepared from C.I.P. 


1861- FIC 


PARKES, Roger. FIC 
The guardians. New York, St. Martin’s 
Press [1974, c1973} 239 p. 19 cm. A 
novel. [PZ4.P245Gu3] [PR6066.A6953] 
823'.9°14 73-91143 6.95 

I. Title. 

PARRY, James. FIC 


The true antit-Pamela. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1309-3 
(The Life & times of seven major British 
writers. Richardsoniana 7) Reprint of the 
1741 ed. printed for the author, London. 


“126 


[PR3667.R5 vol. 7] [PR3617.P3] 823°.6 s 

823’.5 74-17105 22.00 

I. Title. If. Series: Richardsoniana 7. 

Prepared from C.I.P. 

PHILIPS, Judson Pentecost, FIC 
1903- 

The power killers, by Judson Philips. New 

York, Dodd, Mead [1974] 183 p. 21 cm. 

ISBN 0-396-06979-7 (A Red badge novel 

of suspense) [PZ4.P5584Po] 

[PS3531.H442] 813’.5°2 74-3788 5.95 

I. Title. 


PILCHER, Rosamunde. 
Another view. New York, St. Martin’s 
Press [1974, c1968] 159 p. 20 cm. 
[PZ4.P636An3] [PR6066.138] 823’.9°14 73- 
92055, 5.95 

i. Title. 


PILCHER, Rosamunde. FIC 
Sleeping tiger. New York, St. Martin’s 
Press [1974, c1967] 192 p. 20 cm. 
[PZ4.P636S13] [PR6066.138] 823°.9°14 73- 
92054 6.50 


FIC 


I. Title. 

POOLE, Ernest, 1880-1950. FIC 
His family. Dunwoody, Ga., N. S. Berg, 
1974 [c1917] 320 p. 24 cm. ISBN 0- 


910220-65-6 Reprint of the ed. published 
by Macmillan, New York. [PZ3.P785Hi8] 
[PS3531.053] 813°.5°2 74-180358 10.95 

T. Title. 


REESE, John Henry. FIC 

The sharpshooter [by] John Reese. [lst 

ed- Soroen City, N.Y., Doubleday, 1974. 
ISBN 0-385-08549-4 

pza. R25673Sh] [PS3568.E43] 813.54 73- 

9045 4.95 

I. Title. 

Prepared from C.I.P. 


RICHARDSON, Samuel, 
Pamela; or, Virtue rewarded. New York, 
Garland Pub. Co., 1974. p. cm. ISBN 0- 
8240-1100-7 (The Flowering of the novel) 
Reprint of the 14th rev. ed. published in 
1801 in London. [PZ3.R396Pam22] 
[PR3664] 823’.6 74-17290 25.00 

I. Title. II. Series. 

Prepared from C.I.P. 


1689- FIC 


ROBERTSON, Morgan, 1861-1915. FIC 
The wreck of the Titan; or, Futility. 


Foreword by Wiliam H. Tantum, IV. 
Paranormal experiences connected with the 
sinking of the Titanic, by Ian Stevenson. 
Riverdale, CT, 7 C’s Press [1974] 152 p. 
illus. 21 cm. ISBN 0-911962-09-3 Includes 
bibliographical references. 
[PZ3.R548Wr12] 813.52 74-180261 8.00 
i. Titanic (Steamship) 2. Extrasensory 
perception. I. Title. 


ROSS, Fran. FIC 
T New York, Greyfalcon House [1974] 
cm. ISBN 0-914870-00-9 


FPz4. R822540r] [PS3568.08433] 813.54 
74-17264 6.95 

I. Title. 

Prepared from C.I.P. 


SCHERF, Margaret. FIC 
If you want a murder well done. [lst ed.] 
Garden City, N.Y., Published for the 
Crime Club by Doubleday, 1974. p. cm. 
ISBN 0-385-05588-9 [PZ3.S3263If] 
[PS3537.C3214] 813’.5’2 74-5537 4.95 

L Title. 

Prepared from C.I.P. 
ae Sarah Robinson, 1723- FIC 

1795. 
A ‘description of Millenium Hall. New 


AMERICAN BOOK PUBLISHING RECORD | 


York, Garland Pub., 1974. p. cm. ISBN 0- 
8240-1161-9 (The Flowering of the novel) 
By S. R. Scott and Lady B. Montagu; 
sometimes attributed to O. Goldsmith and 
to C. Smart. Cf. W. M. Crittenden. Life 
and work of Mrs. Sarah Scott, p. 98; I. A. 
Williams. Seven . XVIIIth century 
bibliographies, p. 127; Halkett & Laing. 
Reprint of the 1762 ed. printed for J. 
Newbery, London. [PZ3.S4294De6] 
[PR3671.833] 823’.6 74-16207 25.00 

I. Montagu, Barbara, Lady, d. 1765, joint 
author. II. Goldsmith, Oliver, 1728-1774. 
If, Smart, Christopher, 1722-1 ies IV. 
Title. V. Series. 

Prepared from C.I.P. 


*SEIFERT, Elizabeth. FIC 
Doctor in love. New York Dodd, Mead 
[1974] 245 p. 21 cm. ISBN 0-396-06995-9 
74-7770 5.95 

I. Title. - 


SHAARA, Michael. FIC 
The killer angels; a novel. New York, 
McKay [1974] xvii, 374 p. illus. 22 cm. 
ISBN 0-679-50466-4 [PZ4.S52Ki] 
([PS3569.H2] 813°.5°4 73-91120 8.95 ° 

1. Gettysburg, Battle of, 1863—Fiction. I. 
Title. 


SILVERBERG, Robert. FIC 
The feast of St. Dionysus; five science 
fiction stories. New York, Scribner [1974] 
p. cm. ISBN 0-684-13998-7 [PZ4.S573Fe] 
[PS3569.1472] 813°.5°4 74-11078 5.95 

I. Science fiction, American. I. Title. 
Prepared from C.I.P. Contents omitted. 


SIMON, Claude. FIC 
Conducting bodies. Translated from the 
French by Helen R. Lane. New York, 
Viking Press [1974] 191 p. 22 cm. ISBN 0- 
670-23712-4 ”A Richard Seaver book.” 
Translation of Les corps conducteurs. 
(PZ4.S5943Co3] [PQ2637.1547] 843.914 
73-17681 7.95 

I. Title. 


*SOLOMON, Norman. . FIC 
Cockroach; a novel. [Portland, Or.] Out of 
the Ashes Press [1974] 79 p. 26 cm. ISBN 
0-912874-08-2. 1.00 (pbk.) 

I. Title. 


SPARK, Muriel. FIC 
The Abbess of Crewe. New York,eViking 
Press [1974] 116 p. 22 cm. ISBN 0-670- 


10029-3 [PZ4.S735Ab3] [PR6037.P29] 
823’.9°14 74-16161 6.95 
I. Title. 


STEVENSON, Dorothy Emily, FIC 
1892-1973. 

Mrs. Tim gets a job. [New ed.] New York, 
Holt, Rinehart and Winston [1974, c1973] 
x, 282 p. 22 cm. ISBN 0-03-012256-2 
[PZ3.S8472Mp5] [PR6037.T458] 823’.9°12 
73-12860 6.95 

I. Title. 


*STUART, Shebe. FIC 
For once in my life. ist ed. New York 
Vantage [1974] 181 p. 22 cm. ISBN 0-533- 
00925-1 5.95 

I. Douglas, Trish, joint author. II. Title. 


*SUMMERS, Patricia Celley. FIC 
Sugar loaf. New York, Vantage Press, 
[1974]. 207 p. 21 cm. ISBN 0-533-00761- 
5. 5.00 
I. Title. 


TRAIN, Arthur Cheney, 1875- 
1945, 

The man who rocked the earth [by] Arthur 

Train and Robert Williams Wood. New 

York, Arno Press, 1974 [c1915] p. cm. 


FIC 


NOVEMBER 30,1974 


ISBN 0-405-06315-6 (Science fiction) 
Reprint of the ed. published by Doubleday, 
Page, Garden City, N.Y. [PZ3.T682Mak6] 
[PS3539.R23] 813’.5°2 74-16523 13.00 

i Wood, Robert Williams, 1868-1955, joint 
author. IT. Title. II, Series. 

Prepared from C.I.P. 


TRAVELS into several remote FIC 
nations of the world. New York, Garland 
Pub., 1974. p. cm. ISBN 0-8240-1266-6 
(The Life & times of seven major British 
writers. Swiftiana .5) Reprint of the 1727 
ed. published in London. [PR3726.S95 vol. 
5) [PR3291.G8] 828°.5°09 s 823.5 74- 
18229 22.00 

I. Series: Swiftiana 5. 

Prepared from C.I.P. 


TRYON, Thomas. FIC 
Lady; a novel. [lst ed.] New York, Knopf, 
1974. p cm. ISBN 0-394-49093-2 
[PZ4.T8764Lad] [PS3570.R9] 813.54 74- 
7748 7.95 

I. Title. 

Prepared from C.I.P. 


VIDAL, Gore, 1925- FIC 
Myron. {lst ed] New York, Random 
House [1974] p. cm. ISBN 0-394-49477-6 
[PZ3.V6668Mz] 813°.5’4 74-9052 6.95 

L Title. 

Prepared from C.I.P. 


WALLER, Leslie, 1923- FIC 
Dog day afternoon, by Patrick Mann. New 
York, Delacorte Press [1974] p. cm. ISBN 
0-440-04399-8 [PZ3.WwW1557D0] 
[PS3545.A565] 813.54 74-13386 6.95 

Í. Title. 

Prepared from C.I.P. 


WAUGH, Hillary. FIC 
Parrish for the defense. [ist ed.] Garden 
City, N.Y., Doubleday, 1974. 350 p. 25 
cm. ISBN 0-385-07302-X {[PZ3.W3568Par] 
[PS3573.A9] 813°.5’4 78-186047 7.95 

I. Title. 


WELCH, James, 1940- FIC 
Winter in the blood. [ist ed.] New York, 
Harper & Row [1974] p. cm. ISBN 0-06- 
452500-7 [PZ4.W439Wi] [PS3573.E44] 
813.54 74-5985 6.95 

I. Title. 

Prepared from C.LP. 


WESTLAKE, Donald E. FIC 
Jimmy the kid [by] Donald E. Westlake. 
New York, M. Evans [1974] 191 p. 22 cm. 
ISBN 0-87131-157-7 (PZ4.W53Ji] 
[PS3573.E9] 813°.5'4 73-80175 6.95 

Lf. Title. 


WHITMAN, Stephen French. FIC 
Predestined; a novel of New York life. 
With an afterword by Alden Whitman. 
Carbondale, Southern Illinois University 
Press [1974, c1910] p. cm. ISBN 0-8093- 
0701-4 (Lost American fiction) Reprint of 
the ed. published by Scribner, New York. 
[PZ3.W5955P5] [PS3545.H7574] 813.52 
74-8672 8.95 

L Title. 

Prepared from C.I.P. 


*WIEDEMAN, Frank D. FIC 
God Ain’t even sick; a novel by Frank D 
Wiedeman. New York, Vantage Press, 
[1974]. 181 p, 21 cm. ISBN 0-533-01039- 
X. 5.95. 

L Title. 


WILDE, Oscar, 1854-1900. FIC 
The picture of Dorian Gray, edited with an 
introd. by Isobel Murray. London, New 
York, Oxford University Press, 1974. 
xxxiv, 249 p. 21 cm. ISBN 0-19-255368-2 


(Oxford English novels} Bibliography: p. 


[xxix]-xxx.  [PZ3.W645P36]  [PR5819] 
823°.8 74-180250 9.75 
L Title. 


WINKFIELD, Unca Eliza, pseud. FIC 
The female American [by] Anonymous. 
New York, Garland Pub., 1974. p. cm. 
ISBN 0-8240-1178-3 (The Flowering of 
the novel) Reprint of the 1767 ed. printed 
for F. Noble and J. Noble, London. 
[PZ3.W7185Fe5] [PS875.W74] 813°.1 74- 
17288 25.00 

I Title. H. Series. 

Prepared from C.I.P. 


WINSTON, Daoma, 1922- FIC 
The Haversham legacy. New York, Simon 
and Schuster [1974] 542 p. 23 cm. ISBN 
0-671-21754-2 [PZ4.W784Hav] 
[PS3545.17612] 813°.5°4 74-2792 9.95 

I. Title. 


WOLKERS, Jan, 1925- FIC 
Turkish delight. Translated from the Dutch 
by Greta Kilburn. [New York] Delacorte 
Press/S. Lawrence [1974] ISBN (-440- 
06094-X Translation of Turks fruit. 
[PZ4.W86Tu] [PT5881.33.038] 
839.3'1'364 74-8821 8.95 

I. Title. 

Prepared from C.I.P. 


ZOHAR, Danah, 1945- FIC 
Up my mother’s flagpole. New York, Stein 
and Day [1974] 215 p. 22 cm. ISBN 0- 
8128-1655-2 [PZ4.Z87Up] [PS3576.03] 
813°.5°4 73-90696 6.95 

L Title. 


JUVENILE 


ALDRIDGE, Adele. JUV 
Once I was a square; a visual fable for 
children, adults & squares. [ist ed. 
Riverside, Conn., Magic Circle Press; 
distributed by J. P. O’Hara, Chicago, 1974] 
63 p. col. illus. 22 cm. ISBN 0-913660-05- 
1 Squares had a very simple existence until 
circles appeared and identity crises began 
to occur. [PZ7.A37170n] [Fic] 74-80432 
3.95 (pbk.). 
I. Title. 
ANDERSON, Clarence William, JUV 
1891- 
Lonesome little colt, by C. W. Anderson. 
New York, Collier Books [1974, c1961] 46 
p. illus. 23 cm. [PZ10.3.A48Lo] 0.95 (pbk.) 
I. Title. 
L.C. card number for original ed: 6l- 
12352. 


BELL, Gertrude. JUV 
A ladder for Silvanus. Ilustrated by John 
Livesay. [Independence, Mo., 
Independence Press, 1974] p. cm. ISBN 
0-8309-0126-4 Silvanus, a squirrel that 
keeps falling out of trees, seeks a measure 
of confidence. [PZ7.B388918Lad] [Fic] 74- 
82509 4.50 

I. Livesay, John, illus. II. Title. 

Prepared from C.I.P. 


BOLTON, Evelyn. JUV 
Dream dancer. Illustrated by John Keely. 
Mankato, Minn., Creative Education; 


[distributed by Childrens Press, Chicago, 
1974] p. cm. ISBN 0-87191-371-2 A 
young girl hits upon a plan to save both 
her grandfather and an old horse from 
retirement. [PZ7.B63598Dr] [Fic] 74-9571 
4.95 (lib. bdg.). 

I. Keely, John, illus. II. Title. 

Prepared from C.I.P. 


JUVENILE . 
BOLTON, Evelyn. JUV 
Goodbye, Charlie. Illustrated by John 
Keely. Mankato, Minn., Creative 


Education; [distributed by Childrens Press, 
Chicago, 1974] p. cm. ISBN 0-87191-369- 
0 When their horse is sold because she and 
her sister are getting too big for him, Ellen 
finds it difficult to accept a new horse in 
his place. [PZ7.B63598Go] [Fic] 74-9572 
4.95 (lib. bdg.). 

T. Keely, Join, illus. Hf. Title. 

Prepared from C.I.P. 


BOLTON, Evelyn. JUV 
Lady’s girl. Wlustrated by John Keely. 
Mankato, Minn., Creative Education; 
[distributed by Childrens Press; Chicago, 
1974] p. cm. ISBN 0-87191-372-0 With 
Mother in the hospital and their mare, 
Lady Lee, dead, Jenny must help Lady 
Lee’s foal fight for its life. 
(PZ7.B63598Lad] [Fic] 74-9528 4.95 (lib. 


bdg.). 
I. Keely, John, illus. If. Title. 
Prepared from C.I.P. 


BOLTON, Evelyn. JUV 
Ride when you're ready. Illustrated by 
John Keely. Mankato, Minn., Creative 
Education; [distributed by Childrens Press, 
Chicago, 1974] p. cm. ISBN 0-87191-373- 
9 Already lacking in self-confidence, 
overweight Pat enters her first gymkhana 
and sees a beautiful girl on a beautiful 
horse entered in her competition. 
[PZ7.B63598Ri] [Fic] 74-9763 4.95 

I. Keely, John, illus. II. Title. 

Prepared from C.I.P. 


BOLTON, Evelyn. JUV 
The wild horses. Illustrated by John Keely. 
Mankato, Minn., Creative Education; 
[distributed by Childrens Press, Chicago, 
1974] p. cm. ISBN 0-87191-374-7 Two 
children are deeply bothered by what they 
see at the wild horse auction where many 
of the once free animals are being sold to 
the cannery. [PZ7.B63598Wi] [Fic] 74- 
9530 4.95 (lib. bdg.). 

I. Keely, John, illus. If. Title. 

Prepared from C.I.P. 


BOURNE, Miriam Anne. JUV 
Nelly Custis’ diary. Illustrated by Heidi 
Palmer. New York, Coward, McCann & 
Geoghegan [1974] 127 p. illus., geneal. 
table. 18 cm. ISBN  0-698-20283-X. 
Bibliography: p. 121-123. A fictional diary 
of Nelly Custis records the highlights of 
her life with ”Grandpapa,”’ George 
Washington, from the time he was elected 
President until shortly after his death. 
[PZ7.B6674Ne] [Fic] 73-88533 5.95 

i. Lewis, Eleanor Parke Custis, 1779- 
1852—Juvenile fiction. I. Palmer, Heidi, 
illus. IT. Title. 


BRUNHOFF, Laurent de, 1925- JUV 
Bonhomme and the huge monster. Story 
and pictures by Laurent de Brunhoff. 
Translated from the French by Richard 
Howard. [New York] Pantheon Books 
[1974] p. cm. ISBN 0-394-82667-1 Emilie 
and her friend Bonhomme have some 
adventures with such unusual 
acquaintances as a stone horse, huge frog, 
and Randolphe, the most enormous beast 
of all. [PZ7.B82843Br] [E] 74-148 4.95 

L Title. 

Prepared from C.I.P. Library binding; 5.59, 
ISBN 0-394-92667-6. 


BURDETTE, Myron, 1909- JUV 
The diary of an acorn. Ilus. by Jim 
Souder. Philadelphia, Dorrance [1974] 47 
p. illus. 22 cm. ISBN 0-8059-1986-4 For 
over 150 years an oak tree witnesses the 
history and destruction of the Iowa prairie 
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JUVENILE 


in which it is growing. [PZ7.B9162Di] 
[Fic] 73-93147 4.95 
I. Souder, Jim, illus. If. Title. 


BUTTERWORTH, William E. JUV 
Return to Daytona [by] W. EÈ. 
Butterworth. New York, Grosset & Dunlap 
[1974] 166 p. 20 cm. ISBN 0-448-11716-9 
(A Flying wheels book) Ed Stevens 
thought he had given up Grand Prix racing 
for good, but need for money to enter 
Grand National racing drives him back for 
one last race. [PZ7.B9825Rf] [Fic] 73- 
19239 1.95 

L Title. 

Library binding 3.99; ISBN 0-448-13251-6. 


COOMBS, Patricia. JUV 
Dorrie and the amazing magic elixir. New 
York, Lothrop, Lee & Shepard Co. [1974] 
[48] p. illus. (part col.) 26 cm. ISBN 0- 
688-41640-3 Left in charge of an elixir 
that will make one spell-proof, Dorrie, the 
little witch, foils the Green Wizard’s 
attempt to steal it. [PZ7.C7813Dg] [Fic] 
74-4206 4.50 

I. Title. i 

Lib. bdg. 4.14, ISBN 0-688-51640-8. 


*COX, William R. JUV 
The unbeatable five, by William R. Cox. 
New York Dodd, Mead [1974] 176 p. 21 
cm. ISBN 0-396-06957-6 74-2596 4.95 

IL Title. 


DEEGAN, Paul J., 1937- JUV 
Almost a champion, by Paul J. Deegan. 
Illustrated by John Keely. Mankato, Minn., 
Creative Education, inc. [1974] p. cm. 
ISBN 0-87191-402-6 Although he makes 
the ninth-grade basketball team, Dan 
Murphy still has to learn to accept bitter 
disappointment. [PZ7.D359AI1] [Fic] 74- 
14517 4.95 

I. Keely, John, illus. IT. Title. 

Prepared from C.I.P. 


DEEGAN, Paul J., 1937- JUV 
The important decision, by Paul J. Deegan. 
Illustrated by John Keely: Mankato, Minn., 
Creative Education [1974] p. cm. ISBN 0- 
87191-401-8 Eighth-grader Dan Murphy 
finds securing a starting position on the 
basketball team more difficult than he 
ie ([PZ7.D359Im] [Fic] 74-14514 
4. 

1, Keely, John, illus. II. Title. 

Prepared from C.I.P. 


DEEGAN, Paul J, 1937- JUV 
The team manager, by Paul J. Deegan. 
Illustrated by John Keely. Mankato, Minn., 
Creative Education [1974] p. cm. Eighth- 
grader Dan Murphy’s basketball team gets 


a manager in an unusual way. 
[PZ7.D359Te] [Fic] 74-14515 4.95 

L. Keely, John, illus. If. Title. 

Prepared from C.I.P, 

DEEGAN, Paul J., 1937- JUV 


The tournaments, by Paul J. Deegan. 
Illustrated by John Keely. Mankato, Minn., 
Creative Education [1974] p. cm. ISBN 0- 
87191-404-2 (His A Dan Murphy story) In 
his senior year at Kennedy High, Dan 
Murphy helps his basketball team get to 
the state tournament finals. [PZ7.D359To] 
[Fic] 74-14936 4.95 

I. Keely, John, illus. If. Title. 

Prepared from C.LP. 


*EURE, James Bruce. JUV 
The swamp angel; a novel. lst ed. New 
York, Exposition Press [1974] 187 p. 21 
cm. ISBN 0-682-47878-4 6.00 

I. Title. 
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*FARMER, Penelope. JUV 
William and Mary; a story. New York, 
Atheneum, 1974 160 p. 22 cm. ISBN 0- 
689-50005-X A Margaret K. McElderry 
Book. 74-76272 5.95 

L. Title. 


FITZHUGH, Louise. JUV 
Nobody’s family is going to change. New 
York, Farrar, Straus and Giroux [1974] p. 
cm. ISBN 0-374-35539-8 Through a series 
of family disagreements over her seven- 
year-old brother’s efforts to become a 
dancer and her own determination to be a 
lawyer, eleven-year-old Emma realizes that 
it is up to children to take the initiative 
since parents rarely change. 
[PZ7.F5768No] [Fic] 74-19152 5.95 

f. Title. 

Prepared from C.I.P. 


FORMAN, James, 1928- JUV 
Three for freedom. New York, Random 
House [1974] p. cm. ISBN 0-394-82386-9 
A fictionalized account of the last day in 
the lives of three civil rights workers 


murdered in Mississippi in 1964. 
(PZ7.F759Th] [Fic] 73-18742 4.95 
J. Schwerner, Michael Henry, 1939- 


1964—Juvenile fiction. 2. Chaney, James 


Earl, 1943-1964—Juvenile fiction. 3. 
Goodman, Andrew, 1943-1964—Juvenile 


fiction. I. Title. 
Prepared from C.I.P. Library binding; 5.75, 
ISBN 0-394-92386-3. 


FREUD, Clement, 1924- JUV 
Grimble: and, Grimble at Christmas. 
Illustrated by Quentin Blake. 
[Harmondsworth, Eng.] Puffin Books 


[1974] 122 p. illus. 18 cm. ISBN 0-14- 
030673-0 (Puffin books) Ten-year-old 
Grimble has some unusual adventures 
trying to cope with his vague and forgetful 
parents. [PZ7.F88982Gr4] [Fic] 74-181545 
d. Title. II. Title: Grimble at Christmas. 
Distributed by Penguin, Baltimore, Md.. 
0.95 (pbk.). 


*GAUCH, Patricia Lee JUV 
This time, Tempe Wick. Illustrated by 
Margot Thomas New York, Coward, 
McCann & Geoghegan [c1974] 43 p. illus. 
a cm. ISBN 0-698-20300-3 74-79706 5.95 
. Title. 


GOLL, Reinhold Weimar. JUV 
Valley Forge rebel [by] Reinhold W. Goll. 
Philadelphia, Dorrance [1974] 159 p. plan. 
22 cm. ISBN 0-8059-1994-5 Bibliography: 
p. 159. Too young to join the army, 
fifteen-year-old Stephen finds other ways 
of serving the rebel cause during the hard 
winter at Valley Forge. [PZ7.G5815Val] 
[Fic] 73-94391 6.95 

1. Valley Forge, Pa.—Juvenile fiction. I. 
Title. 


GREENE, Graham, 1904- JUV 
The little fire engine. Illus. by Ardizzone. 
Garden City, N.Y., Doubleday [1974] 48 
p. col. illus. 17 cm. ISBN 0-385-08906-6. 
[PZ7.G8295Li] 73-83030 4.95 (pbk.) 

Í. Title. 


HODGES, Margaret. JUV 
The freewheeling of Joshua Cobb. 
Illustrated by Pamela Johnson. New York, 
Farrar, Straus and Giroux [1974] p. ISBN 
0-374-32464-6 Five youths make a 
camping trip by bicycle around New 
England for ten days. [PZ7.H664Fr] [Fic] 
74-11456 4.95 

I. Johnson, Pamela, illus. II. Title. 
Prepared from C.I.P. 


JOHNSON, Lois Walfrid. JUV 
Aaron’s Christmas donkey. Designed and 
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illustrated by Jim Roberts. Minneapolis, 
Minn., Augsburg Pub. House [1974] [32] 
p. col. illus. 22 x 27 cm. ISBN 0-8066- 
1425-0 Lonely because he feels his red hair 
makes him different, a young boy in 
Bethlehem makes new friends after he 
gives his beloved donkey to the baby born 
in the manger. [PZ7.J63255Aar] [E] 74- 
79364 3.95 

I. Roberts, Jim, illus. If. Title. 


KNOTT, Bill, 1927- JUV 
Blocking back, by Bill J. Carol. Austin, 
Tex., Steck-Vaughn Co. [1974] 156 p. 22 
cm. ISBN 0-8114-7765-7 A high school 
football player finally masters the art of 
biocking and leads his team to victory. 
[PZ7.K755B]] [Fic] 74-9702 4.95 

Í. Title. 


LEE, Po. JUV 
The sycamore tree and other African tales, 
retold by Lee Po. Illustrated by Carole 
Byard. [Ist ed.) Garden City, N.Y., 
Doubleday [1974] 46 p. illus. 25 cm. ISBN 
0-385-00561-X Contents.—The cracks in 
Tortoise’s shell.—How Kimanaweze 
married the daughter of Sun and Moon. 
The sycamore tree.—The woman who was 
made of oil—The beautiful girl who had 
no teeth.—The sleeping-mat confidences.— 
The first rain. [PZ8.1.L368Sy] 398.2°0967 
74-755 4.50 i 

1. Tales, African. I. Byard, Carole M. 
illus. IT. Title. 


*LOCKWOOD, Peggy. JUV 
Tales for tots. Illus. by Gloria Belliveau. 
New York, Vantage, [1974] 63 p. illus. 22 
cm. Stories about young children and the 
fictitious characters which inhabit their 
imaginative life. 3.75 

I. Title. 


*MITCHELL, Kitty. JUV 
Maynard, the Nehalem river white Duck; 
and other stories, [illus. by] Rus Anderson. 
Jericho, New York, Exposition Press 
[1974] 31 p. illus. 21 cm. ISBN 0-682- 
47771-0 3.00 


I. Title. 
NEIGOFF, Mike. JUV 
New boy in school. Vus. by Bert 


Tiedemann. Westchester, Ill., Benefic Press 
[1974] 95 p. col. illus. 23 cm. ISBN 0- 
8175-2804-0 (Inner-city series) ‘New to the 
inner city, Howie finds the hardest lesson 
at school is learning to get along with the 
school bully. [PZ7.N427Ne] [Fic] 73- 
87294 2.80 

£ Tiedemann, Bert, illus. If. Title. 


NIXON, Joan Lowery. JUV 
The mysterious red tape gang. Illustrated 
by Joan Sandin. New York, Putnam [1974] 
159 p. illus. 21 cm. ISBN 0-399-20391-3 A 
plan to secretly help their community 
nearly backfires for a group of children 
when they find themselves involved with 
real gangland criminals. [PZ7.N65Mr] 
[Fic] 73-87218 6.95 

I. Sandin, Joan, illus. IL. Title. 


NORTON, Mary. JUV 
Bed-knob and broomstick. Illustrated by 
Erik Blegvad. New York, Harcourt Brace 
Jovanovich [1975, c1957] p. cm. (A 
Voyager book, AVB 91) “A combined 
edition of “The magic bed-knob’ and 
*Bonfires and broomsticks.’” Reprint of the 
ed. published by Harcourt, Brace, New 
York. With the powers they acquire from a 
spinster who is studying to be a witch, 
three children go on a number of exciting 
and gruesome trips. [PZ8.N82Be5] [Fic] 
74-17497 1.65 (pbk.) 

Ł Blegvad, Erik, illus. If. Title. 


NOVEMBER 30,1974 
Prepared from C.LP. 


PARKER, Nancy Winslow. JUV 
The man with the take-apart head. New 
York, Dodd, Mead [1974] 46 p. illus. 18 x 
19 cm. When Mr. Goozpah misplaces his 
removable ears, nose, and eyes, he borrows 
replacements from his friends. But when 
he loses his heart, that is a different 
Matter: [PZ7.P2274Man] [Fic] 74-2595 
4.2 i 
I. Title. 


PESEK; Ludek. JUV 
The earth is near. Translated from the 
German by Anthea Bell. [lst American 
ed.] Scarsdale, N.Y., Bradbury Press [1974, 
61973] 205 p. 22 cm. ISBN 0-87888-066-6 
Translation of Die Erde ist nah. A doctor 
accompanying the first expedition to Mars 
describes the journey and the mental and 
physical challenges that face the nineteen 


astronauts. [PZ7.P44126Ear3] [Fic] 73- 
88617 5.95 

I. Title. 

*PHIPSON, Joan JUV 
Horse with eight hands New York, 


Atheneum, 1974 199 p. 22 cm. ISBN 0- 
689-50013-0 "A Margaret K. McElderry 
Book” 74-76280 7.50 

L Title. 


*SCHMEISER, Marie. JUV 
Marie Fredericka, illus. by Kay Schitoskey. 
Jericho, New York, Exposition Press 
[1974] 32 p. illus. 21 cm. ISBN 0-682- 
46844-X 3.50 

i. Title. 


SEUSS, Dr. JUV 
Dr. Seuss storytime. New York, Random 
House [1974] 4 v. illus. (part col.) 29 cm. 
ISBN 0-394-15327-8 Issued in a case. 
Contents.—[1] McElligot’s pool. The Zax. 
The Lorax. Scrambled eggs super!—([2] 


Bartholomew and the Oobleck. Yertle the 
turtle. Horton hears a Who. I can lick 30 
tigers today. What was I scared of? 
Gertrude McFuzz.—[3] The king's stilts. 
King Looie Katz. Too many Daves. How 
the Grinch stole Christmas. The Sneetches. 
Dr. Seuss’s sleep book.—[4] Thidwick, the 
dig-hearted moose. I had trouble in getting 
io Solla Sollew. Horton hatches the egg. 
Did I ever tell you how lucky you are? 
“PZ8.3.G276Dk] [E] 74-736 3.50 (per 
vol.). 

d. Title. 


STEVENS, Shane. JUV 
‘The rat pack; a novel. New York, Seabury 
Press [1974] p. cm. ISBN 0-8164-3118-3 
*A Continuum book) For three black 
zeenagers from New York’s ghetto, active 
participation in the violence of the inner 
zity seems to be their only way of making 
t in a hostile world. [PZ7.S8458Rat] [Fic] 
74-10614 7.95 

T. Title. 

>repared from C.I.P. 


STORR, Catherine 

Lucy. Illus. by Victoria de 
Snglewood Cliffs, N.J., Prentice-Hall, 
1974, cl961] 72 p. illus. 21 cm. 
PZ7.88857Lu3] 0.95 (pbk.) 

1, De Larrea, Victoria, illus. IT. Title. 
as number for original ed.: 68- 


SUTCLIFFE, Jean. JUV 
Yacko and other stories. Illustrated by 
Shirley Hughes. Harmondsworth, Puffin 
Books, 1974. 111 p. illus. 20 cm. ISBN 0- 
-4-030675-7 (A Young puffin) Includes 
“he adventures of a pet monkey, a red bus, 
znd a kitten in eleven short stories. 
PZ7.S9665Jac7] [Fic] 74-181635 

~ Hughes, Shirley, illus. II. Title. 
Distributed by Penguin, Baltimore; Md., 
@.95 (pbk.). 


JUV 
Larrea. 


JUVENILE 


TAYLOR, Theodore, 1922- JUV 
Teetoncey. Ulustrated by Richard Cuffari. 
[ist ed] Garden City, N.Y., Doubleday 
[1974] 153 p. illus. 22 cm. ISBN 0-385- 
09584-8 In this first novel of a trilogy, 
eleven-year-old Ben rescues an English girl 
from a shipwreck off the Outer Banks of 
North Carolina; and, though she becomes 
part of his family, she never speaks. 
[PZ7.T2186Te] [Fic] 73-13097 4.50 

I. Cuffari, Richard, 1925- illus. If. Title. 
Library binding 4.50; ISBN 0-385-09587-2. 


THOMPSON, George Selden. JUV 
Harry Cat’s pet puppy, by George Selden. 
Garth Williams (illustrator). New York, 
Farrar, Straus and Giroux [1974] p. cm. 
ISBN 0-374-32856-0 Harry Cat and 
Tucker Mouse try to find a permanent 
home for a young stray puppy they have 
befriended. A sequel to “Tucker's 
Countryside.” [PZ7.T37154Har] [Fic] 74- 
12436 5.95 

I. Williams, Garth, illus. IL Title. 

Prepared from C.I.P. 


WISEMAN, Bernard. JUV 
Morris and Boris; three stories. Written 
and illustrated by Bernard Wiseman. New 
York, Dodd, Mead [1974] 64 p. col. illus. 


24 cm. Contents—The  riddles.—The 
tongue-twister—The game. Morris the 
Moose and Boris the Bear have three 
exasperating encounters. [PZ7.W7802MI] 
[E] 74-6555 3.95 (lib. bdg.) 

I Title. 

YOLEN, Jane H. JUV 


The witch who wasn’t, by Jane Yolen. 
Illus. by Arnold Roth. New York, Collier 
Books [1974, c1964] iv. (chiefly illus.) 23 
cm. [PZ8.Y78Wi] 1.25 (pbk.) 

I. Title. 

L.C. card for original ed.: 64-20730. 
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* ABBOTT, Sandra. FIC 
Castle of fear. New York, Avon [1974] 
157 p. 18 cm. 0.95 (pbk.) 

I. Title. 


ADAMS, John F. 638".1 
Beekeeping: The gentle craft [by] John F. 
Adams. [New York] Avon [1974, c1972] 
182 p. illus. 18 cm. Bibliography: [p. 177]- 
182. [SF523.A27] 1.50 (pbk.) 

1. Bee culture. I. Title. 

L.C. card number for original ed.: 70- 
176344. : 


ANDERSON; Robert Woodruff, FIC 
1917- : 
After; a novel, by Robert Anderson. 


Greenwich, Conn., Fawcett [1974, c1973] 
288 p. 18 cm. (Fawcett crest book) 
{PZ4.A54945Af] [PS3501.N34] 813°.5°4 
1.50 (pbk.) 

L Title. 

L.C. card number for original ed.: 72- 
11439 


*ANDREW, Jean, comp. 
Fill-in puzzles. 

No. 7 is available from Ace Books for 0.95 
(pbk.) 


*ANDREW, Jean, comp. 793.732 
Fill-in puzzles. 

No. 8 is available from Ace Books for 0.95 
(pbk.) 


. ‘ANDREW, Jean, comp. 793.74 
Hidden numbers; no. 1, compiled and 
edited by Jean Andrew. New York, Ace 
Books [1974] 128 p. illus. 18 ċm. [QA95] 
0.95 (pbk.) 

1. Mathematical recreation. I. Title. 


743°.732 


793.732 


*ANDREW, Jean, comp. 
Hidden words, 

No. 16 is available from Ace Books for 
0.95 (pbk.) 


*ANDREW, Jean, comp. 
Hidden words. 

No. 17 is available from Ace Books for 
0.95 (pbk.) 


ANSELL, Jack. FIC 
Gospel; an American success story; a 
novel. New York, Pyramid Books [1974, 
c1973] 381 p. 18 cm. ISBN 0-515-03363-4. 
(PZ4.A627Go] [PS3551.N7’4] 8137.54 
1.50 (pbk.y 

T. Title. 

L.C. card number for original ed.: 72- 
82169. 


ANSHEN, Ruth Nanda. 235.47 
The reality of the devil: evil in man. [New 
York, Dell; 1974, c1972] xviii, 142 p. illus. 
a cm. (A Delta book) [BT981.A57] 2.45 
pbk.) 

I. Devil. 2. Good and evil. I. Title. 


793.732 
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L.C. card number for original ed.: 72- 
78057. 


*ANTHONY, Piers. FIC 
Triple detente. New York, DAW Books 
[1974] 175 p. 18 cm. 0.95 (pbk.) 

I. Title. 


ARONSON, Harvey. 364.1°092°4 B 
The Killing of Joey Gallo. [New York] 
New American Library [1974, c1973] 206 
p. illus. 18 cm. [HV6248.G28A76 1974] 
1.50 (pbk.) 

1. Gallo, Joey, 1929-1972. 2. Organized 
crime—United States. I. Title. 

L.C. card number for original ed.: 73- 
82029. 


ARROWS four: 810.8°0928°2 
prose and poetry by young American 
Indians, edited by T. D. Allen. New York, 
Pocket Books {1974, c1972] 175 p. illus. 
18 cm. ISBN 0-671-47835-4. (A 
washington Square Press book) ”Creative 
writing project of the Bureau of Indian 
affairs, United States Department of the 
Interior. [PS508.1547] 0.95 (pbk.) 

f. American literature—Indian authors. 2. 
Children’s writings. I Allen, T. D., pseud., 
ed, ed. II. United States Bureau of Indian 
Affairs. 

L.C. card number for original ed.: 79- 
15324. 


BAILEY, George, 1923- 914.3°03°87 
Germans: the biography of an obsession. 
[New York] Avon [1974, c1972] 442 p. 18 
cm. ISBN 0-380-00140-3. (A Discus book) 
[DD76.B19 1974] 1.95 (pbk.) 

1. Germans. 2. Germany (Territory under 
Allied occupation, 1945-1955. U.S. zone). 
I. Title. 

L.C. card number for original ed: 72- 
81465. 


BALLARD, Willis Todhunter, 
1903- 

Loco and the Wolf [by] Todhunter Ballard. 
[New York] Manor Books [1974, c1973] 
168 p. 18 cm. ’Western.” [PZ3.B2126L1] 
[PS3503.A5575]} 813’.5’2 0.95 (pbk.) 

I. Title. 

L.C. card number for original ed: 73- 
79642. 


FIC 


BARTHELME, Donald. FIC 
Sadness. New York Bantam Books [1974, 
c1972] 181 p. illus. 18 cm. Short stories, 
chiefly reprinted from the New Yorker. 
[PZ4.B285Sad] [PS3552.A76] 1.65 (pbk.} 
£ Title. 

L.C. card number for original ed.: 72- 
84774. 


BAR-ZOHAR, Michel 843°.9°14 
The third truth [by] Michael Bar-Zohar. 
New York, Ballantine Books [1974, ¢1973] 
208 p. 18 cm. Translation of La troisieme 


verite. [PZ4.B2255Th] [PQ2662.A75] 1.50 
(pbk.) 


I. Title. 
L.C. card number for original ed.: 73- 
5833. 


BELLAIRS, John. JUV 
The house: with a clock in its walls. 
Pictures by Edward Gorey. [New York, 
Dell, 1974, c1973] 179 p. illus. 20 cm. (A 
Yearling book) A boy goes to live with his 
magician uncle in a mansion that has a 
clock hidden in the walls which is ticking 
off the minutes until doomsday. 
[PZ7.B413Ho} 1.25 (pbk.) 

I. Gorey, Edward St. John, illus. II. Title. 
rG card number for original ed.: 72- 
7600. 


BENEDICT, Rex, 1920- JUV 
Goodtye to the purple sage; the last great 
ride of the sheriff of Medicine Creek. 
[New York, Dell, 1974, c1973] 120 p. 20 
em. (A Yearling book) Sheriff Sagebrush 
Sheridan attempts once again to "bring in” 
the Pecos Gang. [PZ7.B4319Gr] 0.95 
(pbk.) 

I. Title. 

L.C. card number for 72-7622. 


BERCKMAN, Evelyn. FIC 
The hovering darkness. New York, New 
American Library [1974, c1957] 192 p. 18 
em. (A Signet book) [PZ4.B486Ho] 0.95 
(pbk.) 

Í. Title. 

L.C. card number for original ed.: 57- 
11386. 


BERGER, Raoul, 1901- ` 342.73°05 
Impeachment: the constitutiona’ problems. 
[ew York, Dell, 1974, c1973] xiii, 400 p. 
cm. Bibliography: p. 364-376. 
[KF4960. B46] 2.25 (pbk.) 
1. Impeachments—United States. 2. 
Impeachments-—Great Britain. I. Title. 
ee number for original ed.: 73- 
7 


BIBBY, Geoffrey. 910.0971°1824 
Looking for Dilmun. New York, New 
American Library [1974, c1969] vii, 367 p. 
illus. 18 cm. (A Mentor book) [DS211.B5 
1974} 2.25 (pbk.) 
i. Dilmun 2. Persian Gulf region— 
Antiquities I. Title. ` 

C. card number for original ed.: 69- 

04. 


*BLACKMORE, Jane. 


FIC 
Night of the bonfire. New York, Ace 
Books [1974] 185 p. 18 cm. (An Ace 
gothic) 0.95 (pbk.) 
£ Title. R 
*BLACKMORE, Jane. FIC 
Night of the Stanger. New York Ace 
Books [1974, c1961] 190 p. 18 cm. (An 


Ace Gothic) 0.95 (pbk.) 


NOVEMBER 30,1974 
T. Title. 


BLOCK, William A. 612.6°007 
What your child really wants to know 
about sex, and why, by William A. Block. 
Introduction by Lendon H. Smith. 
Greenwich, Conn., Fawcett (1974, c1972] 
304 p. 18 cm. Includes bibliographical 
references. {HQ52.B55] 1.50 (pbk.) 

1. Sex education for children. 2. Children’s 
questions and answers. I. Title. 

L.C. card number for original ed; 75- 
178842, 


*BOCK, Hal. 796.9°62'0922 B 
Save! Hockey’s brave goalies. New York, 
Avon [1974] 256 p. illus. 18 cm. ISBN 0- 
380-00135-7. [GV848.5] 1.25 (pbk.) 

1. Hockey—Biography. L, Title. 


BRACKEN, Peg. 910°.92’4 B 


But I wouldn’t have missed it for the . 


world! The pleasures and perils of an 
unseasoned traveler. Greenwich, Conn., 
Fawcett (1974, c1973] 222 p. 18 cm. (A 
Fawcett crest book) [G464.B62] 1.25 
(pbk.) 

J. Voyages and travels—1951- I. Title. 
EG. card number for original ed.: 73- 


BRADFORD, Richard, 1932- FIC 
So far from heaven. New York, Pocket 
Books [1974, c1973] 252 p. 18 cm. ISBN 
0-671-78679-2. [PZ4.B798750] 
[PS3552.R22] 813.54 1.50 (pbk.) 

I. Title. 

L.C. card number for original ed.: 73- 
7885. 


*BRADLEY, Marion Zimmer. FIC 
The Spell sword; a Darkover novel. New 
York, DAW Books [1974] 158 p. 18 cm. 
0.95 (pbk.) 

I. Title. 


BRESLIN, Jimmy. FIC 
World without end, Amen. [New York] 


Avon [1974, 1973} 380 p. 18 cm. 
[PZ4.B8425Wo] [PS3552.R39]  8137.5’4 
1.75 (pbk.) 

I. Title. 

L.C. card number for original ed.: 73-384. 
BRONTE, Emily Jane, 1818- 823.8 
1948e œ 

Wuthering heights. With a critical 


supplement and an afterward by Baruch 


Hochman. New York Bantam Books 
[1974] 376 p. 18 cm. Bibliography: p. 
373-376. [PZ3.B7902W62] [PR4172.W7] 
0.95 (pbk.) 

I. Title. 

*BROOKS, Charlotte K. 896 
African rhythms; selected stories and 


poems, edited by Charlotte K. Brooks. 
[photographs by Walter H. Brooks] New 
York, Pocket Books [1974] 238 p. 18 cm. 
ISBN 0-671-48758-2. (A Washington 
Square Press book) [PL8011] 1.95 (pbk.) 
I. African literature—Collections. I. Title. 


*BRUNDY, Clyde M. FIC 
High empire [by] Clyde M. Brundy. [New 
York] Avon [1974] 429 p. 18 cm. ISBN 0- 
380-00040-7. 1.75 (pbk.) 

I. Title. 


CALDWELL, Erskine, 1903- FIC 
Annette. New York, New American 
Library [1974, c1973] 170 p. 18 cm. (A 
oD book) [PZ3.C12734An] 813.5°2 1.25 


Í. Title. 
L.C. card number for original ed.: 73- 
80322, 


*CALLENDER, Johnny. 629.23°8'22 
The gas saver’s guide, by Johnny Callender 
and Douglas Woods. Edited by Bill 
Schroeder. New York, Pinnacle Books 
[1974] 147 p. illus. 18 cm. ISBN 0-523- 
00437-0. [TL152] 1.50 (pbk.) 

i. Automobiles—Maintenance and repair. 


I. Woods, Douglas, joint author. IL 
Schroeder, Bill, ed. Ill. Title. 
CAREY, Gary. 791.437 


More about all about Eve; a colloquy by 
Gary Carey with Joseph L. Mankiewicz, 
together with his screenplay: All about 
Eve. New York Bantam Books [1974, 
c1972] 279 p. 18 cm. [PN1997.A323C3] 
1.95 (pbk.) 

1. All about Eve (motion picture) I. 
Mankiewicz, Joseph L. Il. Mankiewicz 
Joseph L. All about Eve. 1972 III. Title. 
L.C. number for original ed.: 72-2742 


CARPELAN, Bo Gustaf 

Bertelsson, 1926- 
Bow Island, by Bo Carpelan. [Translated 
from the Swedish by Sheila La Farge] 
[New York, Dell, 1974, c1968] 159 p. 18 
cm. (Laurel-leaf library) Translation of 
Bagen. [PZ59.C35B3] 0.95 (pbk.) 


839.7174 


I. Title. `‘ 
L.C. card number for original ed.: 73- 
350065. 

*CARTER, Laura FIC 


The porno girls. [by] Laura Carter and 
Cathy Stevens. New York, Ace Books 
[1974] 250 p. 18 cm. 1.50 (pbk.) 

L Stevens, Cathy If. Title. 


CARTLAND, 
Barbara, 1902- 

Josephine, Empress of France. New York, 

Pyramid Books [1974, c1961] 206 p. 18 

cm. ISBN 0-515-03326-X. [DC216.1.C3] 
1.25 (pbk.) 

1. Josephine, consort of Napoleon I, 1763- 
1814. I. Title. 

L.C. card number for original ed: 61- 

66119 


CARTLAND, Barbara, 1902- 923.1436 
The private life of Elisabeth, empress of 
Austria. New York, Pyramid Books [1974, 
c1959] 285 p. illus. 18 cm. ISBN 0-515- 
03373-1. Bibliography: p. 279-280. 
([DB88.C3] 1.25 (pbk.) 

1. Elisabeth, consort of Francis Joseph L 
Emperor of Austria, 1837-1898. I. Title. 
L.C. card number for original ed: 59- 
3804. 


*CASEWIT, Curtis W. 796.93 
The compleat skier [by] Curtis W. Casewit. 
New York, Popular Library [1974] 206 p. 


944.05°092'4 [B] 


18 cm. Bibliography: p. 203-204. 
[GV854.] 1.50 (pbk.) 

1. Skis and skiing. I. Title. 

CASTANEDA, Carlos. 299.7 


The teachings of Don Juan; a Yaqui way 
of knowledge. New York, Pocket Books 
[1974, c1968] 256 p. 18 cm. ISBN 0-671- 
78748-9. [E99.Y3C3 1974] 1.50 (pbk.) 

1. Juan, Don, 1891- 2. Yaqui Indians— 
Religion & mythology. 3. Hallucinogenic 
drugs and religious experience. I. Title. 


L.C. card number for original ed.: 68- 
17303. 
CELORIA, Francis. 913.031 


Archeology. Illus. by Angus McBride. New 
York, Bantam Books [1974, c1973] 159 p. 
Col. illus. 18 cm. (Knowledge through 
color, no. 49) Bibliography: p.156. 
Describes the principles and techniques of 
modern archeology and what they have 
revealed about various Stone Age cultures. 
[CC165.C38 1974] 1.95 (pbk.) 


CONFORD 


I. Archaeology—Juvenile literature. 2. 
Man, Prehistoric—Juvenile literature. I 
Title. 
L.C. card number for original ed.: 76- 
154855 


CHAMBERLAIN, Hope. 328.73°092’2 
A minority of members: women in the 
U.S. Congress. New York, New American 
Library [1974, c1973] xiii, 391 p. 18 cm. 
(A Mentor book) [JK1030.A2C5] 2.25 
(pbk.) 

I. United States. 2. Congress—Biography. 
3. Women in the United States— 
Biography. 4. Women and politics-United 
States—History. I. Title. 

L.C. card number for original ed.: 73- 
191950. 


CHILDRESS, Alice. JUV 

A hero ain't nothin’ but a sandwich. [New 

York] Avon [1974, c1973] 127 p. 18 cm. 

ISBN 0-380-00132-2. The life of a 

thirteen-year-old Harlem black boy on his 

way to becoming a confirmed dope addict 

is seen from his viewpoint and from that of 

several people around him. [PZ7.C4412He] 

[Fic] 0.95 (pbk.) 

I. Title. 

L.C. card number for original ed.: 73- 

82035. 

CHRISTIE, Agatha (Miller) FIC 
Dame, 1891- 

Murder in retrospect. [New York, Dell, 


1974, Sma os 192 p. 18 cm. 
pes. C4637My] 0.95 (pbk.) 
T. Title. 
SHERDE Agatha (Miller) FIC 
Dame, 1 


There is a tide. [New York, Dell, 1974, 
e1930] 224 p. 18 cm. [PZ3.C4637Th] 0.95 


L. Title. 


L.C. card number for original ed.: 48- 
6149. 


*CIRINO, Robert. 071.3 
Power to persuade: mass media and the 
news. New York, Bantam Books [1974] 
246 p. 18 cm. (Bantam pathfinder edition) 
[PN4738] 1.25 (pbk.) 

1. Journalism—United States. 2. Press— 
United States. I. Title. 


CLARKE, Arthur Charles, 1917- FIC 
Rendevous with Rama [by] Arthur C. 
Clarke. New York, Ballantine Books [1974, 
c1973] 276 p. 18 cm. ISBN 0-385-24175-4. 
”Science-fiction” [PZ3.C551205Ren3] 
[PR6005.L36] 823°.9°14 1.75 (pbk.) 

L, Title. 

L.C. card number for original ed.: 73- 
3497. 


COHEN, Richard M. 973.9240924 B 
A heartbeat away; the investigation and 
resignation of Vice President Spiro T. 
Agnew [by] Richard M. Cohen [and] Jules 
Witcover. New York, Bantam Books 
[1974] x, 392 p. illus. 18 cm. (A 
Washington Post book) [E840.8.A34C56 
1974] 1.95 (pbk. 

1. Agnew, Spiro T, 1918- 2. Corruption 
(in politics)—Maryland. I. Witcover, Jules, 
Joint author. Il. Title. 

L.C. card number for original ed.: 74-28. 


*CONEY, Michael G. FIC 
Monitor found in orbit. New York, DAW 
Books [1974] 172 p. 18 cm. 0.95 (pbk.} 

I. Title. 


CONFORD, Ellen. JUV 
Dreams of Victory. Illus. by Gail 
Rockwell. [New York, Dell, 1974, cl1973] 
121 p. illus. 20 cm. (A Yearling book) 


131 


" *CONSUMER 


When her day dreams continually conflicts 
with reality, Victory becomes convinced of 
her inferiority. Fortunately, a class essay 
gives her a new perspective. 
[PZ7.C7593Dr] 0.95 (pbk.) 

ï Rockwell, Gail, illus. I. Title. 

L.C. card number for original ed.: 72- 
8437. 


*CONSUMER guide. 770.28 
Complete buying guide to photographic 
equipment. [New York, New American 
Library ,1974] 386 p. illus. 18 cm. (A 
Signet book). Cover title. [TR146] 1.95 
(pbk.) 

i. Photography-handbooks, manuals, etc. I 
Title. 


*CONSUMER Guide. 796.9°3 
Camplete guide to Ski equipment. [New 
York, New American Library, 1974] 386 
p. illus. 18 cm. (A Signet book) [GV854] 
1.95 (pbk.) 

1. Skis and skiing. I. Title. 


COOKSON, Catherine. FIC 
The Mallen girl. New York, Bantam Books 
[1974, cl973] 279 p. 18 cm. 
[PZ4.C7735Mal3] [PR6053.0525] 
823°.9'14 1.50 (pbk.) 

I. Title. 

L.C. card number for original ed: 73- 
78097. 


*COOKSON, Catherine. FIC 
Pure as the lily. New York Bantam Books 
[1974, c1973] 307 p. 18 cm. 823’.9°4 1.25 
(pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
86550. 


Ce Thomas Bertram, FIC 
The darkness and the dawn. [by] Thomas 
B. Costain. New York, Avon [1974, 
c1959] 453 p. 18 cm. ISBN 0-380-00127-6 
(PZ3.C8235Dar] 1.50 (pbk.) 

1. Attila, d. 453- Fiction I. Title. 

mr sarg number for original edition: 59- 


*CRIST, Judith. 191.438 
Judith Crist’s TV guide to the movies. 
New York, Popular Library [1974] 415 p. 
18 cm. [PN1992.8] 1.50 (pbk.) 

1. Television broadcasting of film. 2. 
Moving-pictures—Catalogs. I. Title. 


CROUSE, Timothy. 329°.023°730924 
The boys on the bus. New York, 
Ballantine Books [1974, cl973] ix, 402 p. 
illus. 18 cm. ISBN 0-345-24125-8. "Based 
upon an article that originally appeared in 
Rolling Stone - - - October 12, 1972.” 
Includes bibliographical references. 
[E859.C76] 1.75 (pbk.) 

i. Presidents—United States—Election- 
1972. 2. Press and politics—United States. 
Í. Title. 

L.C. card number for original ed.: 72- 
11444. 


DARCY, Clare. FIC 
Lydia; or Love in town. [New York] New 
American Library [1974, c1973] 253 p. 18 
em. (A Signet book) [PZ4. D2145Ly] 
[PS3554. A67] 813.54 1.25 (pbk.) 

d. Title. II Title: Love in town. 

L.C. card number for original ed.: 72- 
95767 


*DARLTON, Clark. FIC 
The micro-techs. New York, Ace Books 


[1974] 154 p. illus. 18 cm. (Perry 
Rhodan#55) "Science Fiction.” 0.95 
(pbk.) 
I. Title. 


132 


*DARLTON, Clark FIC 
Spybot! New York, Ace Books [1974] 153 
p. illus. 18 cm. (Perry Rhodan#53) 
”Science Fiction” 0.95 (pbk.) 

I. Title. 


DE FELITTA, Frank. FIC 

Oktoberfest. [New York] Warner 

Paperback Library [1974, c1973] 208 p. 18 
“Mystery” [PZ4.D29920K] 

[PS3554. E35] 817.54 1.50 (pbk.) 

L Tite. 

L.C. card number for original ed: 73- 

80012. 


DE LA ROCHE, Mazo, 1885- FIC 
White oak heritage [by] Mazo de la Roche. 
Greenwich, Conn., Fawcett [1974, c1968} 
256 p. 18 cm. [PZ3.037613Wh] 1.25 (pbk.) 
L Title. 


DELINEATOR Home Institute. 641.5 
The American woman’s cookbook; edited 
and revised by Ruth Berolzeimer from the 
Delineator Cook Book, edited by 
Delineator Institute and Martha Van 
Rensselaer and Flora Rose. New and rev. 
ed. New York, Avon [1974, cl1972] 856 p. 
18 cm. ISBN 0-380-00124-1. [TX715.D363 
1974] 76-132800 1.95 (pbk.) 

1. Cookery. 2. Cookery, American. 3. 
Cookery (wine) I. Berolzeimer, Ruth, ed. 
Il, Title. HI. Title: Delineator Cook Book. 


*DENNIS, Ralph. FIC 
Murder’s not an odd job. New York, 
Popular Library [1974] 175 p. 18 cm. 
(Hardman, #6) ° Mystery” 0.95 (pbk.) 

Í. Title. 


*DEVANEY, John. 796°.33°20924 [B] 
O. J. Simpson: football's greatest runner. 
[New York] Warner Paperback Library 
[1974] 223 p. 18 cm. [GV939} 1.50 (pbk.) 
1. Simpson, O. J. I. Title. 


DILLON, Eilis, 1920- FIC 
Across the bitter sea. Greenwich, Conn., 
Fawcett [1974, c1973] 496 p. 18 cm. (A 
Fawcett crest book} [PZ4.D579Ac] 
[PR6054.142] 823.914 1.75 (pbk.) 

1. Ireland—RHistory—1837-1901-Fiction. 2. 
Ireland—History—Sinn Fein rebellion- 
Fiction. I. Title. 

L.C. card number for original ed: 73- 
8225. 


*DISCH, Thomas M. FIC 
334. [by] Thomas M. Disch. New York, 
Avon [1974] 269 p. 18 cm. 1.65 (pbk.) 

I. Title. 


DONLEAVY, James Patrick. FIC 
A fairy tale of New York [by] J. P. 
Donleavy. [New York, Dell, 1974, c1973] 
379 p. 18 cm. (Laurel edition) 


‘[PZ4.D6844Far] 813°.5°4 1.75 (pbk.) 


Í. Title. 
L.C. card number for original ed.: 73- 
4516. 


DOUGLAS, Jack, 1908- 818.5407 
The Jewish-Japanese sex and cookbook 
and how to raise wolves. New York, 
Pocket Books [1974, 1972] 208 p. 18 cm. 
ISBN 0-671-77771-8. [PN6162.D57] 0.95 
(pbk.) 

£. Title. 

L.C. card number for original ed.: 72- 
79520. 


*DU MAURIER, Daphne, Dame, FIC 
1907- 

The Du Mauriers. [New York] Avon 

(1974, cl1937] 286 p. 18 cm. ISBN 0-380- 

00125-X. [PR6007] 823.912 1.50 (pbk.) 

L Title. 


AMERICAN BOOK PUBLISHING RECORD ` 


*DURKIN, Henry P. 301.42 
44 hours to change your life: marriage 
encounter [by] Henry P. Durkin. New 
York, Pyramid Books [1974] 96 p. 18 cm. 
ISBN 0-515-03399-5. [HQ734] 1.25 (pbk.) 
1. Marraige. I. Title. 


DYKEMAN, Wilma. FIC 
Return to innocent earth. [New York] 
New American Library [1974, c1973] 416 
p. 18 cm. (A Signet book) [PZ4.D9965Re] 
[PS3554.Y5] 813.54 1.75 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
84401. 


*EDGAR, Josephine. FIC 
Time of dreaming. New York, Pocket 
Books [1974, c1964] 176 p. 18 cm. ISBN 
0-671-77758-0. 0.95 (pbk.) 


L. Title. 
` EUSTIS, Helen. FIC 
The fool killer. [New York, Dell, 1974, 


c1954] 219 p. 18 cm. (Laurel-leaf library) 
[PZ3.E915Fo] 0.95 (pbk.) 

L Titie. i 
L.C. card number for original ed: 54- 
5167. 


*FACE-OFF ’74-'75. 796.962 
New York, Pocket Books [1974] 213 p. 
illus. 18 cm. ISBN 0-671-78399-8. 
[GV847] 1.25 (pbk.) 

1. Hockey. ; 


*FALK, Lee. FIC 
The goggle-eyed pirates. [New York] Avon 
[1974] 160 p. 18 cm. (Adventures of the 
Phantom) ”Science-fiction” 0.95 (pbk.) 

Teh 


*FALK, Lee. FIC 
The swamp rats. Adapted by Frank S. 
Shawn from Lee Falk’s original story. 
{New York] Avon [1974] 157 p. 18 cm. 
(Adventures of the Phantom) ”Science- 
fiction” 0.95 (pbk.) 

L Title. 


*FALK, Lee. FIC 
The vampires and the witch. [New York] 
Avon [1974] 157 p. 18 cm. (Adventures of 
the Phantom) "Science-fiction” 0.95 (pbk.) 
I. Title. 


FAST, Howard Melvin, 1914-¢ œ FIC 
A touch of infinity; thirteen new stories of 
fantasy and science fiction [by} Howard 
Fast. New York, DAW Books [1974, 
cl973 172 p. 18 cm. [PS3511.A784} 
813.5°2 0.95 (pbk.) 

I. Science fiction. 2. Fantastic fiction. I. 
Title. 

L.C. card number for original ed.: 72-135. 


*FINNEY, Charles G. FIC 
The circus of Dr. Lao [by] Charles G. 
Finney. [New York] Avon [1974, c1935] 
119 p. 18 cm. ISBN 0-380-00007-5. 1.25 
(pbk.) 

i. Title. 


*FISCHER, Carl. 133.5 
Your 1975 solar horoscope. [New York, 
Dell, 1974] 223 p. 18 cm. [BF1708] 1.25 
(pbk.} 

1. Astrology. I. Title. 


*FOWLER, 

Gene, 1890-1960. 
Father goose. [New York] Avon [1974, 
1961] 288 p. 18 cm. [PN1998] 1.95 (pbk.) 
1. Sennett, Mack. I. Title. 


*FOWLER, Gene, 1890-1960. 0717.88 
Timber line; a story of Bonfils and 
Tammen. New York, Ballantine Books 


791.43'0233'0924 [B] 


NOVEMBER 30,1974 


[1974, cl1960] 403 p. 18 cm. ISBN 0-345- 
24076-6 (A Comstock edition) [PN4899] 
1.95 (pbk.) 

L Bonfils, F. G. 2. Tammen, H. H. 3. 
Denver Post. [. Title. 


*FRANKE, Herbert W., 1927- FIC 
The mind net. Translated by Christine 


Priest. New York, DAW Books [1974, 

c1963] 173 p. 18 cm. Originally published 

under title: Das Gedankennetz. 0.95 

(pbk.) 

I. Title. 

FRASER, George MacDonald, FIC 
1925- 


Flashman at the charge. New York New 
American Library [1974, c1973] 257 p. 
maps 18 cm. (A Signet Book) Includes 
bibliographical references. 
[[PZ4.F8418F13]] [[PR6056.R287]] 
823.9°14 1.25 (pbk.) 

I. Title. 

L.C. card number for original ed.: 73- 
7260. 


FUCHS. Lawrence H. 301.42°0973 
Family matters, by Lawrence H. Fuchs. 
[New York] Warner Paperback Library 


[1974, c1972] 221 p. 18 cm. Includes 
bibliographical references. [HQ536.F9] 
1.50 (pbk.) 

1. Family—United States. 2. United 


States—Social conditions—1960- I. Title. 
L.C. card number for original ed.: 78- 
37037. 


GALTON, Lawrence. 
The silent disease: 
Introduction by Frank A. Finnerty. [New 
York] New American Library [1974, 
c1973] xi, 242 p. 18 cm. (A Signet book) 
Bibliography: 
1974} 1.50 (pbk.) 

1. Hypertension. I. Title. 

L.C. card number for original ed.: 72- 
96654 


GANN, Ernest Kellog, 1910- FIC 
Band cf brothers [by] Ernest K. Gann. 
New York, Ballantine Books [1974, c1973] 


268 p. 18 cm. ISBN 0-345-24250-5. 
[PZ3.G1535Ban] [PS3513.A56] 813°.5°4 
1.50 (pbk.) 

I. Title. 


L.C. card number for original ed.: 73- 
11828. © 


GARDEN, Nancy. - JUV 
The foners. [New York] Avon [1974, 
c1973] 128 p. 18 cm. Like himself, Paul 
thinks Jenny is just another misfit looking 
for a place in the world, until he realizes 
that she has little chance of finding it. 
[PZ7.G165Lo[Fic]] 0.95 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
80520.- 


*GARDNER, Gerald. 719.21 
The streaking book. New York, Bañtam 
Books [1974] 1 v. (chiefly(illus) 18 cm. (A 
Bantam extra) [TR675] 1.50 (pbk.) 

1. Photography of the nude. I. Title. 


SERBER, ‘Albert Benjamin, FIC 
1913- 
The lawyer [by] Albert Gerber. [New 


York] Avon [1974, c1972] 412 p. 18 cm. 
ISBN 0-380-00048-2. [PZ4.G36Law] 
[PS3557.E65] 813’.5’4 1.50 (pbk.) 

I. Title. 

L.C. card number for original ed.: 70- 
183086. 


GERBER, Vicki. 646.4°3°04 
Find it, sew it, wear it! New York, Pocket 
Books (1974, c1973] 159 p. illus. 18 cm. 


616.1732. . 
hypertension. 


p. 230-232. [RC685.H8G23 . 


Ee) 0-671-78687-3. [TT520.G32] 1.50 
(pbk. 

1.  Dressmaking—Pattern design. 2. 
Tailoring—Pattern design. I. Title. S 
L.C. card number for original ed: 73- 
82870. 


*GIBBONS, Don. FIC 
The clout. (New York] Avon [1974] 320 p. 
18 cm. ISBN 0-380-00005-9. 1.50 (pbk.) 

Í. Title. 


GODDEN, Rumer, 1907- FIC 
The greenage summer. Naw York, Avon 
[1974, cl957] 191 p 18 cm. 
[PZ3.G5422Gr] 1.25 (pbk.) 

I. Title. 

L.C. card no. for original edition: 58-7066. 


*GORDON, Stuart. FIC 
Two-eyes New York, DAW Books [1974] 
240 p. 18 cm. 1.25 (pbk.). 

I. Title. 


GORNICK, Vivian. 916°.2’04’5 
In search of Ali Mahmoud; an American 
woman in Egypt. [New York] Warner 
Paperback Library [1974, c1973] 381 p. 18 
cm. [DT56.G58] 1.75 (pbk.) 

1. Egypt—Description and travel-1945- I. 
Title. 

Der card number for original ed.: 72- 
8 : 


GREENE, Bette, 1934- JUV 
Summer of my German seldier. New York 
Bantam Books [1974, c1973] 199 p. 18 
cm. Sheltering an escaped prisoner of war 
is the beginning, of some shattering 
experiences for a twelve-year old girl in 
Arkansas [PZ7.G8283Su] 1.25 (pbk.} 

I. Title. 

L.C. card number for original ed.: 73-6025 


GREENE, Constance C. JUV 
The unmaking of Rabbit [by] Constance C. 
Greene. [New York, Del, 1974, c1973] 
125 p. 20 cm. (A Yearling book) A lonely 
eleven-year-old boy living with his 
grandmother tries to come to terms with 
the facts of his life as he waits in vain for 
his. divorced mother to take him to live 
with her. [PZ7.G8287Un] 9.95 (pbk.) 

L Title. 

L.C. card number for original ed.: 72- 
80519. 


GREENE, Contance C. JUV 
Leo the lioness. [New York, Dell, 1974, 
c1970}] 118 p. 20 cm. (A Yearling book) A 
13-year-old girl lives through the very 
special frustrations that come with the 
realization that real life dcesn’t measure up 
to the ideal. [PZ7.G8287Le] 0.95 (pbk.) 

I. Title. ` 

L.C. card number for original ed.: 71- 
123022. 


GREENE, Graham, 1904- FIC 
The third man. New York, Pocket Books 
[1974, c1970] 125 p. 18 cm. ISBN 0-671- 
78393-9. [PZ3.G819T9] 125 (pbk.) 

I. Title. 
L.C. card 
70146055, 


*GREENFIELD, Josh. FIC 
Harry & Tonto [by] Josh Greenfield and 
Paul Mazursky. New York, Popular 
Library [1974] 173 p. 18 cm. 1.25 (pbk.) 

I. Mazursky, Paul, joint author. IL. Title. 
L:¢. Pr number for criginal ed.: 73- 
20422. 


GRIPE, Maria, 1923- i JUV 
The glassblower’s children With drawings 
by Harold Gripe. Translated from ‘the 
Swedish by Sheila La Farge. [New York, 


number for original ed.: 


HARRIS 


Dell, 1974, c1964] 170 p. illus -20 cm. (A 
Yearling book) Originally published under 
the title: Glasblasarns Barn. 0.95 (pbk.} 

L Title. - 


*GROVE, Kim. 
Love is --- 
No. 10 is available from New American 
Library for 0.75 (pbk.) 


808°.88°2 


*GROVE, Kim. 
Love is - - - 
No. 8 is available from New American 
Library for 0.75 (pbk.) 


GUDER, Eileen L. 248.4 
God, but I’m bored! [by] Eileen Guder. 
[New York, Dell, 1974, cl1971] 156 p. 18 
em. [BV4501.2.G83] 1.25 (pbk.) 

1. Christian life—1960- I. Title. 

L.Ç. card number for original ed.: 77- 
157596. 


GULIK, Robert Hans van, 1910- FIC 
The haunted monastery; a Chinese 
dectective story by Robert ‘van Gulik. 
With eight illustrations drawn by the 
author in Chinese styl. [New York] 
Warner Paperback Library [1974, c1969] 
158 p. ius. 18 cm. [PZ4.G97Hau] 0.95 


808.882 


L.c. card. number for the engine ed.: 68- 
$7074. ` 


GULIK, Robert Hans van, 1910- FIC 
The lacquer screen; a Chinese dectective 
story, by Robert van Gulick. With ten 
illustrations drawn by the author in 
Chinese style {New York] Warner 
Paperback Library [1974] 173 p. illus. 18 
cm. [PZ4. G97Lac] 0.95 (pbk.) 

L Title. 

L.C. .card number for original ed: 76- 


85257, 


HALL, Susan. 301’.41°54’0973 
Ladies of the night. With photographs by 
Bob Adelman. New York, Pocket Books 
[1974, c1973] 262 p. illus. 18 cm. ISBN 0- 
671-78733-0. [HQ144.H252] 1.50 (pbk.) 

1. Prostitution—United States. I. Title. 
L.C. card number for original ed.: 73- 
11738. 


HALSELL, Grace. 970.3 
Bessie Yellowhair. [New York] Warner 
Paperback Library [1974, c1973] 189 p. 18 
cm. [E99.N3H28] 1.25 (pbk.) 

1. Navaho Indians. I. Title. 

L.C. card number for original ed.: 73- 
9378. 


*HANSELL, Franz T. 917.946 1045 
The great family fun guide to San 
Francisco! [by] Franz T. Hansell. New 
York, Ballantine Books [1974] 249 p. illus. 
18 cm. ISBN 0-345-23976-8. (A Comstock 
edition) [F869] 1.95 (pbk.) 

I. San Francisco—Description—Guide- 
books. I. Title. 


HARRIS, Merv. 796.323’0922B 
On court with the superstars of the NBA. 
Edited and with a introd. by Merv Harris, 
in cooperation . with the National 
Basketball Players Association. Rev. and 
updated ed. New York, Pocket books 
[1974, c1973] 222 p. illus. 18 cm: ISBN 0- 
671-78390-4. [GV884.A1H36 1974] 1.25 
(pbk.) 

1. National Basketball Association. 2. 
Basketball—-Biographiy. f National 
Basketball Players Association. I. Title. 
L.C. card number for original ed: 72- 
119773 
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*HEATH 


*HEATH, Monica. FIC 
Woman in black. [New York] New 
American Library [1974] 172 p. 18 cm. (A 
. Signet book) 0.95 (pbk.) 

I. Title. 


HELLMAN, Lillian, 
1905- 

Pentimento. [New York] New American 

Library [1974, cl1973] 245 p. 18 cm. (A 

Signet book) [PS3515.E343Z498] 1.95 
k 


pbk. 

I. Hellman, Lillian, 1905- I. Title. 
L.C. card number for original ed.: 
77147 


*HENDERSON, L. W. FIC 
The Kingdom [by] L. W. Henderson. [New 
York] Avon [1974] 383 p. 18 cm. ISBN 0- 
380-00000-8. 1.75 (pbk.) 

I. Title. £ 


*HIMES, Chester FIC 
For love of Imabelle. New York, New 
American Library [1974, c1965] 192 p. 18 
cm. ”Formerly titled: A rage in Harlem” 
1.25 (pbk.) 

I. Title. 4 


HODGE, Jane (Aiken) FIC 
Shadow of a lady. [by] Jane Aiken Hodge. 
Greenwich, Conn., Fawcett [1974, c1973] 
284 p. 18 cm. (A Fawcett crest book) 
[PZ4.H6866Sh3] [PS3558.0342] 813.5'4 
1.25 (pbk.) 

I. Title. 

L.C. card number fot original ed.: 
78746. 


HOLLAND, Cecelia, 1943- FIC 
The death of Attila. New te Ballantine 
Books [1974, c1973] 279 p. 18 cm. 
(PZA, a a ee 0348]] 813°5'4 


A Tee 
L.C. card number for original edition 72- 
8386 ' 


812’.5°2 B 


73- 


73- 


*HOLLANDER, Zander, 796.3273 
comp. 

The complete handbook of pro basketball, 

edited by Zander Hollander. 1975 edition 

New York, New American Library [1974] 

288 p. illus. 18 cm. [GV885] 1.75 (pbk.) 

1. Basketball. I. Title. f 


’' *HOLLANDER, Zander, 
comp. 

The complete handbook of pro hockey. 

The 1975 ed. is available from New 

American Library for 1.75 (pbk.) 


HOLZER, Hans W. 1920- 615.8512 

Beyond Medicine: the facts about 

unorothodox and psychic healing New 

is Ballantine Books [1974, c1973] 180 
1 cm. SBN 0-345-24238-6. 

iRC498, H64} 1.50 (pbk.) 

1. Therapeutics, suggestive. I. Title. 


796.9°62 


L.C. card number for original ed: 73- 
6463. 
HONEYCOMBE, Gordon. FIC 


Dragon under the hill. Greenwich, Conn., 
Fawcett [1974, c1972] 320 p. 18 cm. (A 
Fawcett crest book) (PZA. H772Dr3} 
[PR6058.05] 823°.9°14 1.50 (pbk.) 

Í. Title. 


L.C. card number for original ed.: 73- 
5253. 
*HOWATCH, Susan. FIC 


The shrouded walls. Greenwich, Conn., 
Fawcett [1974, c1968] 224 p. 18 cm. (A 
Fawcett crest book) 1.25 (pbk.) 

I. Title. 

L.C. card number for originai ed.: 
175942. 


70- 
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*HOWELL, Patricia Hagan. FIC 
Dark journey home. [New York] Avon. 
[1974] 157 p. 18 cm. 0.95 (pbk.) 

I Title. 


*HUGHES, Zach. FIC 
Seed of the gods. [New York] Berkley 
Pub. Co. [1974] 157 p. 18 cm. ISBN 0- 
425-02642-6, (A Berkley medallion book) 
*Science-fiction.” 0.95 (pbk.) 

Í. Title. 


HUIE, William Bradford, 1910- 
The Klansman. [New York, Dell, 
01967] 282 p. 
1.50 (pbk.) 

T. Title. 

L.C. card number for original ed.: 
20121. 


HUNTER, Evan, 1926- FIC 
Lady Killer, by Ed McBain. [New York] 
New American Library [1974, c1958] 157 
.. 18 cm. (A Signet book) “Mystery” 
(PZ4.H945Lad] 0.95 (pbk.) 

L. Title. 


FIC 
1974, 
18 cm. [PZ3.H87583K1] 


66- 


L.Ç. card number for original ed.: 58- 
41172 rev. 
*HURD, Florence. FIC 


Nightmare at Mountain Aerie. [New York] 
Manor Books [1974] 192 p. 18 cm. 0.95 
(pbk.) 


1. Title. 


*HURST, Fannie. FIC 
Imitation of life. New York, Pyramid 
Books [1974, c1933] 365 p. 18 cm. ISBN 
0-515-03423-1. 1.50 (pbk.) : 

L. Title. 


*THE Inglenook Cook book. 641.5 


‘Choice recipes contributed by the Sisters 


of the Church of the Brethren,Subscribers 
and Friends of The Inglenook Magazine. 
New and Rev. ed. New York, Pyramid 
Books [1974, c1939] 458 p. 18 cm. ISBN 
0-515-03500-9. [TX715] 1.95 (pbk.) 

1. Cookery, American. 


IRVING, John, 1942-. FIC 
Setting ree the bears. New York, Avon 
[1974, c1968] 340 p. 18 cm. [PZ4.1714Se] 
813.54 1.95 (pbk.) 

I, Title. 

L.C. card number for original edition: 68- 
28537. 


IRWIN, James 
Benson. 
To rule the night; the discovery voyage of 
Astronaut Jim Irwin, by; James B. Irwin 
with William A. Emerson, Jr. New York, 
Ballantine Books [1974, c1973] 212 p. 18 
em. [(TL789.85.178A3]] 1.50 (pbk.) 
1. Ifwin, James Benson. 2. Project Apollo. 
Religion and astronautics. I. Emerson, 
William A., 1923- joint author II. Title. 
aye Cai number for original edition 73- 


*JANIFER, Laurence M. FIC 
Power. [New York, Dell, 1974] 219 p. 18 
em. ’Science-fiction.” 0.95 (pbk.) 

i. Title. 


JANSEN, Charles L. 796.5 
Lightweight backpacking; 2 cups, 2 spoons, 
2 pots, for serious hikers who escape 
crowded campsites using a simple system 
of backpacking for a two-person team, by 
Charles Jansen. Illustrated by Linda 
Bennett. New York, Bantam Books [1974] 
182 p. illus. 18 cm. (Sports & hobbies) 
Bibliography: p. 179-180. [GV199.6.536] 


629.40924 B 


714-174358 1.50 (pbk.) 


1. Backpacking. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 
301.4°1°57°097471 


comp. 

Out of the closets; voices of Gay 
Liberation, edited by Karla Jay and Allen 
Young. New York, Pyramid Books [1974] 
403 p 18 cm. ISBN 0-515-03545-9 
Bibliography: p. 370-373. [HQ76.3] 1.95 
(pbk.) 


*JAY, Karla, 


1. Homosexuality—United States. 2, Gay ` 
Liberation Movement—United States. I. 
Young, Allen, joint comp. H. Title. 


*JENISON, Don P. FIC 
The man from Bozeman, [by] Don P. 
Jenison. New York, Ace Books [1974] 192 
p. 18 cm. Western” 0.95 (pbk.) 

I. Title. 


JENKINS, Dorothy Helen, 
1907- 

The encyclopedia of house plants [by] 

Dorothy H. Jenkins. New York, Bantam 

Books [1974, c1962] 325 p. illus. 18 cm. 

[SB419.J38] 1.95 (pbk.) 

1. House plants. I. Title. - 


635.965 


L.C. card number for original ed.: 62- 
3362. A 
JOHNSON, Eric W. 616.951 
V.D. [by] Eric W. Johnson. With a 
foreword by King Holmes. Medical 
consultant, Rob Roy Mac Gregor. Clinic 


and operation venus photos by Eric E.. 
Mitchell. New York, Bantam Books [1974, 
c1973] 115 p. illus. 18 cm. (Bantam 
pathfinder editions) Bibliography: p. 109. 

Outlines the present venereal disease crisis 
in the United States, the facts about 
syphilis and gonorrhea, and what could be 
done to help solve this national health 
problem. [RC200.2.J63] 1.25 (pbk.) 

1. Venereal diseases—Juvenile literature. I. 
Mitchell, Eric E., illus. If. Title. 


L.C. card number for original ed.: 73- 
5515. 
JONAS, Gerald, 1935- 152.3 


Visceral learning; toward a science of self- 
control. New York, Pocket Books [1974, 
c1973} 192 p. 18 cm. ISBN 0-671-78398- 
X. [BF319.5,B5J66] 1.25 (pbk.) 

I. Bio feedback training. I. Title. 


L.C. card number for original ed.: 72- 
12064. 
JOYCE, Donovan. 200 


The ; Jesus scroll. . (New York] New 
American Library [1974, c1973] 194 p. 18 
cm. (A Signet book) Bibliography: p. 193- 
194. [BT303.J68 1974] 1.50 (pbk.) 

1. Jesus Christ—Biography—History aad 
criticism. I. Title. 


vey card a for original ed.: 73- 
045 
KAEL, Pauline. 791.437 


Deeper into movies. New York, Bantam 
Books [1974, c1973] xvi, 582 p. 18 cm. 
[PN1995.K22] 2.25 (pbk.) 

1. Moving-pictures—Reviews. I. Title. 


L.C. card number for original ed.: 72- 
11565. 
KAHN, Joan, comp. 823’.0872 


Somethings strange and sinister, edited by 
Joan Kahn. New York, Avon [1974, 
1973] 223 p. 18 cm. ISBN 0-380-00084-9. 
[PN6071.H727] 0.95 (pbk.) 

1. Horror tales. I. Title. 


L.C. card number for original ed.: 72- 
9871. Contents omitted. 
KANTAR, Edwin B., 1932- 795.415 


Gamesman bridge; play better with Kantar ~ 
[by] Edwin B. Kantar and Jackson Stanley. 
With a foreword by Jim Jacoby. New 
York, Bantam Books [1974, c1973] 164 p. 
illus. 18 cm. [GV1282.3.K2] 1.65 (pbk.) 


i 


NOVEMBER 30,1974 


1. Contract bridge. I. Stanley, Jackson, 
joint author. IT. Title. 

L.C. card number for original ed: 72- 
87099. 


KEEN, Sam. 155.2 
Telling your story; a guide to who you are 
and who you can be [by] Sam Keen and 
Anne Valley Fox. [New York] New 
American Library [1974, c1973] 159 p. 18 
Cee Signet book) [BF697.K35] 1.50 
pbk. 

1. Self-perception. I. Fox, Anne Valley, 
joint author. IT. Title. 

.C. card number for original ed.: 73- 
79636. 


*KERN, Gregory. FIC 
The genetic buccaneer. New York, DAW 


Books [1974] 125 p. 18 cm. (Cap 
Kennedy, # 12) 0.95 (pbk) 

I. Title. 

*KERN, Gregory. FIC 


Spawn of Laban. New York, DAW Books 
[1974] 127 p. 18 cm. (Cap Kennedy,# 11) 
0.95 (pbk.} 

I. Title. 


*KEYES, Francis Parkinson 

(Wheeler) 1885-1970. 
AH that glitters. New York, Pocket Books 
[1974, c1968] 842 p. 18 cm. ISBN 0-671- 
78686-5. 1.75 (pbk.) 


FIC 


I. Title. 
*KING, Bruce. 133.5°4°042 
Zolar’s 1975 day-by-day horoscope: 


Aquarius, January 20-February 18. New 
York, Popular Library [1974] 96 p. 18 cm. 
[BF1710] 0.75 (pbk.) 

1. Horoscopes. 2. Aquarius (Astrology) I. 


Title. II. Title: 1975 day-by-day horoscope: 


Aquarius. 


*KING, Bruce. 133.5°4°042 
Zolar’s 1975 day-by-day horoscope: Aries, 
March 21-April 20. New York, Popular 
Gey? [1974] 96 p. 18 cm. [BF1710] 0.75 
pbk. 


1. Horoscopes. 2. Aries (Astrology) I. 


Title. If. Title: 1975 day-by-day horoscope: 


Aries. 
*KING, Bruce. 133.54042 
Zolar§ 
Cancer, Sune 21-July 22. New York, 
Popular Library [1974] 96 p. 18 cm. 
[BF1710] 0.75 (pbk.) 

1. Horoscopes. 2. Cancer (Astrology) I. 


Title. II. Title: 1975 day-by-day horoscope: 


Cancer. 
*KING, Bruce. 133.5°4°042 
Zolar’s 1975 day-by-day horoscope: 


Capricorn, December 22-January 19. New 
York, Popular Library [1974] 96 p. 18 cm. 
[BF1710] 0.75 (pbk.) 

1. Horoscopes. 2. Capricorn (Astrology) I. 


Title. II. Title: 1975 day-by-day horoscope: 


Capricorn. 
*KING, Bruce. 133.5°4°042 
Zolars 1975 day-by-day horoscope: 


Gemini, May 21-June 20. New York, 
Popular Library [1974] 96 p 18 cm. 
[BF1710] 0.75 (pbk.) 

4. Horoscopes. 2. Gemini (Astrology) I. 


Title. If, Title: 1975 day-by-day horoscope: 


Gemini. iH 


*KING, Bruce. 133.5042 
Zolar’s 1975 day-by-day horoscope: Leo, 
July 23-August 22. New York, Popular 
aT [1974] 96 p. 18 cm. [BF1710] 0.75 


1. Horoscopes. 2. Leo (Astrology) I. Title. 
Il. Title: 1975 day-by-day horoscope: Leo. 


1975 day-by-day horoscope: 


*KING, Bruce. 133.5'4°042 
Zolar’s 1975 day-by-day horoscope: Libra, 
September 23-October 22. New York, 
Popular Library [1974] 96 p. 18 cm. 
{[BF1710] 0.75 (@pbk.) 

i. Horoscopes. 2. Libra (Astrology) I. 
Aite. II. Title: 1975 day-by-day horoscope: 

ibra. 


*KING, Bruce. 133.5°4°042 
Zolar’s 1975 day-by-day horoscope: 
Pisces, February 19-March 20. New York, 
Popular Library [1974] 96 p. 18 cm. 
[BF1710} 0.75 (pbk.) 

1. Horoscopes. 2. Pisces (Astrology) LI 
tee i. Title: 1975 day-by-day horoscope: 

"ISCES. 


*KING, Bruce. 133,5°4°042 
Zolar’s 1975 day-by-day horoscope: 
Sagittarius, November 23-December 21. 
New York, Popular Library [1974] 96 p. 
18 cm. [BF1710] 0.75 (pbk.) 

1. Horoscopes. 2. Sagittarius (Astrology) I. 
Title. II. Title: 1975 day-by-day horoscope: 
Sagittarius, 


*KING, Bruce. 133.5°4°042 
Zolar’s 1975 day-by-day horoscope: 
Scorpio, October 23-November 22. New 
York, Popular Library {1974] 96 p. 18 cm. 
[BF1710] 0.75 (pbk.) 

1. Horoscopes. 2. Scorpio (Astrology) I. 
Title. II. Title: 1975 day-by-day horoscope: 


«Scorpio. 


*KING, Bruce. 133.5'4°042 
Zolar’s 1975 day-by-day horoscope: 
Taurus. New York, Popular Library [1974] 
96 p. 18 cm. (BF1710] 0.75 (pbk.) 

1. Horoscopes. 2. Taurus (Astrology). I. 
Title. II. Title: 1975 day-by-day horoscope: 
Taurus. 


*KING, Bruce. 133.5°4’042 
Zolar’s 1975 day-by-day horoscope: Virgo, 
August 23-September 22. New York, 
Popular Library [1974] 96 p. 18 cm. 
(BF1710] 0.75 (pbk.) 

1. Horoscopes. 2. Virgo (Astrology) I. 
one II. Title: 1975 day-by-day horoscope: 

irgo. 


*KIPLING, Rudyard. FIC 
Just so stories. With illustrations by the 
author. [New York] New American 
Library [1974] 158 p. illus. 18 cm. (A 
Signet classic) [PZ7.K632] 0.95 (pbk.} 

I. Title. 


*KLAPPER, Carol L., comp. 
Popular’s crossword treasury 
No. 2 is available from Popular Library for 
0.75 (pbk.) 


KORMAN, Gerd, comp. 940.5405 

Hunter and hunted; human history of the 

holocaust. Selected and edited by Gerd 

Korman. [New York, Dell, 1974, c1973] 

320 p 21 cm. (A Delta book) 

aoe p. 309. [D810.J4K286] 2.95 
bk.) 


L Holocaust, Jewish (1939-1945)- 
Addresses, essays, lectures. 2. Warsaw— 
History—Uprising of 1943-Addresses, 
essays, lectures. L Title. 

L.C. card number for original ed.: 72- 
139397. 


KOUNOVSKY, Nicholas 
Alexis, 1913- 

The joy of feeling fit [by] Nicholas 
Kounovsky [New York] Avon Books 
[1974, c1971] 182 p. illus. 26 cm. ISBN 0- 
380-00089-X. (Flare Books.) [RA781.K598 
1971] 3.95 (pbk.) 

1. Exercise. I. Title. 


793.732 


613.71 


LORING 


L.C. card number for original ed.: 69- 
13357. 


*KRAJENKE, Robert W. 222.106 
Man the Messiah: God's plan fulfilled; 
Edgar Cayce’s story of the Old Testament 
[by] Robert W. Krajenke. New York, 
Bantam Books [1974] xix, 284 p. 18 cm. 
[BF1311] 1.25 (pbk.) 

l. Cayce, Edgar, 1877-1945. 2, Bible & 
Spiritualism, I. Cayce, Edgar, 1877-1945. 
II. Title. 


KRESKIN, 1935- 133.8'092’4 B 
The amazing world of Kreskin. [New 
York] Avon [1974, c1973] 252 p. 18 cm. 
ISBN 0-380-00121-7 Bibliography: p. 243- 
252. [BF1027.K75A3] 1.50 (pbk.) 

1. Kreskin, 1935- 2. Psychical research. 3. 
Occult sciences. I. Title. 

L.C. card number for original ed.: 72- 
11411. 


LAFFOREST, Roger de. 160 
Fate control [by] Roger de Lafforest. 
Translated from the French by Lowell 
Blair. [New York] Berkley Pub. Co. [1974, 
1968] 160 p. 18 cm. ISBN 0-425-02641-8. 
(A Berkley medallion book) Translation of 
L'Art et lo science de la chance. 
([BC141.L3] 1.25 (pbk.) 

1. Chance. Í. Title. 

L.C. card number for original ed.: 74- 
416030. 


*LAGUARDIA, Robert. 791°.45'7 
The wonderful world of TV soap operas. 
New York, Ballantine Books [1974] 342 p. 
illus. 18 cm. ISBN  0-345-24057-X. 
[PN 1992] 1.50 (pbk.) 

1. Television broadcasting—-United States. 
I. Title. 


*LAURIA, Frank. FIC 
Baron Orgaz. New York, Bantam Books 
[1974] 343 p. 18 cm. 1.25 (pbk.) 

L Title. 


LIDDELL HART, Basil 
Henry, 1895- 
Strategy [by] B. H. Liddell Hart. Second 
rev. ed. [New York] New American 
Library [1974, ¢c1967] 2.25 (pbk.) (A 
Signet book) First published in 1929 under 
title: The decisive wars of history. 
[D25.L45 1974] 
1. Military history. 2. Strategy. I. Title. 
eve card number for original ed.: 67- 
23638. 


*LIVINGSTON, James T., 
comp. 

Caribbean rhythms; the emerging English 
Literature of the West Indies, edited and 
with an introduction by James T. 
Livingston. New York, Pocket Books 
[1974] vii, 379 p. illus. 18 cm. ISBN 0- 
671-48755-8. [PR9327] 1.95 (pbk.) 

1. Short stories, English. 2. English fiction, 
West Indian authors. I. Title. 


LOPEZ, Enrique 
Hank. 

The seven wives of Westlake. [New York] 

Putnam [1974, 1973] 253 p. 18 cm. ISBN 

0-425-02587-X. (A Berkley medallion 

book) [HQ1426.L66 1974] 1.50 (pbk.) 

I. Women in the United States. 2. 

Woman—Psychology. 3. Wives. I. Title. 

Distributed by Berkley Pub. Co. L.C. card 

number for original ed.: 73-82991. 


LORING, Emilie (Baker) FIC 
To love and to honor. New York, Bantam 
Books [1974, cl950] 249 p. 18 om. 
[PZ3.L8938Th] 0.95 (pbk.) 

f, Title. 


355.473 


813.01 


301.41°2’0973 
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LOVESEY 


L.C. card number for original ed: 50- 
10612. 


LOVESEY, Peter. FIC 
The detective wore silk drawers. New 


York, Dell,- 1974, cl971] 190 p. 18 cm. 
(PZ4.L89914De3] [PR6062.086] 827.912 
1.25 (pbk.) 

I Title. 


L.C. card number for original ed.: 75- 
160858. 


LOVESEY, Peter. FIC 
Wobble to death. [New York, Dell, 1974, 
cl970] 203 p 18 cm. Mystery” 
{[PZ4.L89914Wo3] [PR6062.086] 823.914 
1.25 (pbk.) 

I. Title. 

L.C. card number for original ed: 70- 
121983. 


*LYTTON, Edward Robert Bulwer- FIC 
Lytton, Ist earl of Lytton, 1831-1891. 
Pelham or adventures of a gentleman, by 
Edward Bulwer-Lytton. With an 
afterwood by Ellen Moers. [New york, 
Popular Library [1974] 446 p. 18 cm. 
Reprint of 1828 ed. Bibliography: p. 446. 
1.50 (pbk.) 

I. Title. 


MCCLURE, James. FIC 
The steam peg. mae York, Avon [1974, 


c1972] 224 p. cm. stery” 
[PZ4.M12647St3] (PS3563 A2619] 813.54 
1.25 (pbk.) 

I. Title. 


L.C. card number for original ed; 72-410. 


*MACDONALD, William Colt. FIC 
Ghost town gold. [New York] Avon [1974, 
- ¢1935] 189 p. 18 cm. ISBN 0-380-00130-6. 
“Western” 0.95 (pbk.) 


I. Title. 
*MCGRATH, William R. 641.1 
Bio-nutronics; how a bio-chemically 


blanced diet can rejuvenate your health 
and prevent heart trouble, arthritis, 
allergies, asthma, diabetes, and neurosis, by 
William R. McGrath. [New York] New 
American Library [1974] 216 p. 18 cm. (A 
Signet special) [RA784] 1.50 (pbk.) 

1. Nutrition. 2. Diet. I. Title. 


*MCWHIRTER, Norris 
Dewar, comp. 
Guinness sports record book, by Norris 
and Ross McWhirter. 
The 3rd ed., 1974 is available from Bantam 
Poors for 1.25 (pbk.). L.C. card no.: 73- 
468. 


*THE Mad adventures of 741.5973 
Captain Klutz. [New York] Warner 
Paperback Library [1974, c1967] 192 p. 
illus. 18 cm. [NC1428] 0.95 (pbk.} 

l. American wit and humor, Pictorial. J. 
DeBartolo, Dick. 


796.0212 


*MAHR, Kurt FIC 
The blue dwarfs. New York, Ace Books 
[1974] 153 p. illus. 18 cm. (Perry 
Rhodan#54) "Sciencee Fiction.” 0.95 
(pbk.) 

Í. Title. 

*MARR, Kurt FIC 


Return from the void. New York, Ace 
Books [1974] 154 p. illus. 18 cm. (Perry 
Rhodan#51) ‘Science Fiction.” 0.95 
(pbk.) 
L. Title. 


MALAQUAIS, Jean, 1908- 843.91 
The joker, a novel trans. from the French 
by Herma Briffault. [Introduction by 
Norman Mailer] [New York] Warner 
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Paperback Library [1974, c1954] 284 p. 18 
cm. ISBN 0-446-78396-X [PZ3.M2918Jo] 
1.50 (pbk.) 

L Title. 

L.C. card no. for original ed.: 54-5172. 


*MANCINI, Pat McNees, comp. 860.9 
Contemporary Latin American short 
stories edited by Pat McNees Mancini. 
Greenwich, Conn., Fawcett [1974] 479 p 
18 cm. (A Fawcett premier book) 
Bibliography: p. 475-479. [PQ7081.A1] 
74-83108 1.75 (pbk.) 

1. Latin American literature—Collections. 
I Title. 


*MANN, Josephine. FIC 
A place with two faces. New York, Pocket 
Books [1974, c1972] 173 p. 18 cm. ISBN 
0-671-77767-X. (A Ravenswood gothic) 
0.95 (pbk.) 

L Title. 


MANN, Peggy. JUV 
My dad lives in a downtown ` hotel. 
Illustrated by Richard Cuffari. New York, 
Avon [1974, c1973} 92 p. 19 cm. ISBN 0- 
380-00096-2 (A Camelot Book) Convinced 
that his parents’ separation is somehow his 
fault, a young boy tries to persuade his 
father to come home. [PZ7.M31513My] 
0.95 (pbk.) 

LI. Cuffart, Richard, illus. IT. Title. 

LC: card number for original edition 72- 
90049. 


*MARTINEZ, Al. 920°.073 
Rising voices; profiles of Hispano- 
American lives. [New York] New 


American Library [1974] xii, 210 p. illus. 
18 cm. (A Signet book) [E184.S75] 1.50 
(pbk.) 

1. Spanish-Americans—Biography. I. Title. 


*MEGLIN, Nick. 741.5973 

Superfan - - -again! Written by Nick 

Meglin. Illus. by Jack Davis. [New York, 

New American Library [1974] 160 p. une 
18 cm. [NC1428] 0.95 (pbk.) 

H american wit and humor, Pictorial, L 
itle. 


MEININGER, Jut. 650’.1°3 
Success through transactional analysis 
With a foreward by Robert L. Goulding. 
New York, New American Library [1974, 
c1973] 212 p. 18 cm. (A Signet book) 
Includes bibliographical references. 
[RC489.T7M44] 1.50 (pbk.) 

J. Transactional analysis. 2. Success. I. 
Title. 

ones card number for original ed.: 72- 


MILLAR, Margaret. FIC 
Beyond ‘this point are monsters. New 
York, Avon [1974, c1970] 175 p. 18 cm. 


“Mystery” [PZ3.M5995Bq] [PR6063.1327] 


813.5°4 0.95 (pbk.) 

T Title. 

L.C. card number for original ed.: 70- 
117678. 


*MOORCOCK, Michael, 808’.8371 


comp. 
New worlds#5, edited by Michael 
Moorcock and Charles Platt. [New York] 
Avon [1974, c1973] 267 p. 21 cm. (An 
Equinox book) [PN6014] 2.95 (pbk.) 

1. Short stories. I. Platt, Charles, joint 
comp. IT. Title. 


*MOORE, Robin. FIC 


The family man, by Robin Moore with . 


Milt Machlin. New York, Pyramid Books 
[1974] 1.75 (pbk.) ISBN 0-515-03443-6. 
74-1575 

I Machlin, Milt. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


MORAN, Jim. 301.417 
How I become an authority on sex. New 
York Bantam Books [1974, c1973] 181 p. 
18 cm. Bibliography: p. 167-181. 
[HQ25.M67 1973] 1.50 (pbk.) 

1. Sex customs—United States. I. Title. 
oe card number for original ed: 73- 
79130. 


MURPHY, E. Jefferson. 916.03 
History of African civilization, by E. 
Jefferson Murphy. Foreword by Hollis R. 
Lynch. [New York, Dell Books 1974, 
c1972] 430 p. illus. 20 cm. (A Delta 
Book.) Bibliography: . p. 409-414. 
[DT20.M87] 3.45 (pbk.} 

1. Aftica—History. 1. Title. 

L.C. card number for original ed.: 72- 
78274. 


*NATIONAL Lampoon. FIC 
The paperback conspiracy. [New York] 
Warner Paperback Library [1974, c1973] 
224 p. 18 cm. 1.25 (pbk.) 

I. Title. 


*NEW dimensions. 

Edited by Robert Silverberg. 
No. IV is available from New American 
Tibrary for 1.25 (pbk.). L.C. card no.: 73- 


823.0876 


*NEWMAN, Howard. 741.437 
The Exorcist; the strange story behind the 
film. New York, Pinnacle Books [1974] 
xvi, 168 p. illus. 18 cm. ISBN 0-523- 
00439-7. [PN1997] 1.50 (pbk.) 

1. The Exorcist [Motion picture] I. Title. 


NEY. John, 1923- JUV 
Ox goes North; more trouble for the kid at 


. the top. New York Bantam Books [1974, 


c1973} 198 p. 18 cm. Ox Olmstead, fifteen 
years old and rich, spends the summer at a 
Vermont camp where he becomes involved 


with rescuing his cabin mate from 
scheming grandparents. [PZ7.N48780y] 
1.25 (pbk.) 

I. Title. 


L.C. card number for original ed.: 73- 
5491. 


NORTON, Alice Mary. JUV 
Here abide monsters [by] Andre Norton. 
New York, DAW Books [1974, c1973) 
205 p. 18 cm. After surviving a car 
accident and a bush fire, thtee “young 
Australians find that everything seems 
changed and they are traveling through 
different places and times. [PZ7.N82He] 
1.25 (pbk.) 

L Title. 

L.C. card number for original ed.: 73- 
75438, 


*NORTON, Alice Mary. FIC 
The Sioux spaceman [by] Andre Norton. 
New York, Ace Books li974, 1960] 160 


p. 18 cm. "Science Fiction.” 1.25 (pbk.) 
I. Title. 
*NUELLE, Helen. FIC 


Evil lives here. [New York] Manor Books 
Pathe c1973} 192 p. 18 cm. 0.95 (pbk.) 
I. Title. 


*O’NEIL, Russell, FIC 
The need. [New York}, [Dell], [1974] 331 
p. 18 cm. 1.75 (pbk.) 

I Title. ¿ 
OVERHOLSER, Wayne D., ane FIC 
Fabulous gunman [by] Way D. 
Overholser. [New York, Dell, 1974, ©1952} 
192 p. 18 cm. [PZ3. 09634Fab] 0.95 (pbk.) 
I. Title. 

L.C. card number for original ed.: 52- 
7344. 


NOVEMBER 30,1974 


OZ, Amos 892.4.36 
Elsewhere, perhaps. Translated from the 
Hebrew by Nicholas de Lange in 
collaboration with the author. New York 
Bantam Books [1974, cl1973] 306 p. 18 
cm. “A Helen and Kurt Wolff book.” 
Translation of Makom ahen. [PZ4.0989E1] 
[PJ5054.09] 1.50 (pbk.) 

L Title. 

L.C. card number for original ed.: 73- 
8628. 


PATTEN, Lewis B. FIC 

The ordeal of Jason Ord [by] Lewis B. 

Patten. [New York] New American 

Library [1974, c1973] 176 p. 18 cm. (A 

Signet brand western) [PZ4.P3160r] 

[PS3566. A79) 813°.5°4 0.95 (pbk.) 

L Title. 

L.C. card number for original ed.: 72- 

97498. 

PERRY, Gaylord, 796.357°092'4 B 
1938- 

Me and the spitter; an autobiographical 

confession [by] Gaylord Perry with Bob 

Sudyk. [New York] New American 

Library [1974] 222 p. 18 cm. (A Signet 

book) [GV865.P47A35 1974] 1.25 (pbk.) 

1. Perry, Gaylord, 1938- 2. Pitching 

eae I. Sudyk, Bob, joint author. IL 
ttle. 

L.C. card number for original ed.: 74-245. 


*PISERCHIA, Doris. FIC 
Star rider. [New York, Bantam Books 
[1974] 219 p. 18 cm. (Bantam science 
fiction) 1.25 (pbk.) 

. Title. 


PLACE, Marian (Templeton) JUV 
The witch who saved Halloween, by 
Marion T. Place. Illus. by Marilyn Miller. 
New York Avon Books. [1974 c1971] 150 
p. illus 19 cm. (Camelot Books) Summary: 
While his mother is attempting to locate 
an unpolluted planet for witches, witchard 
decides to do something to save 
Halloween. [PZ7.P69Wk] 0.95 (pbk.) 

1. Witches—Fiction. 2. Halloween—Stories 
I. Miller, Marilyn, 1925- illus. II. Title. 
L.C. card number for original ed.: 
70165011. 


PLEASANT, George, comp. 779.21 
The Joy &f streaking; a guide to America’s 
favorite pastime. Complete and unabridged 
illustrated ed. New York, Ballantine Books 
[1974] 93 p. (chiefly illus.) 14 x 22 cm. 
ISBN  0-345-23925-3 [TR675.P56] 74- 
175019 1.95 (pbk.) 

1, Photography of the nude. I. Title. 


*PODAIR, Simon. 613 
The consumer's guide to good health. New 
York, Pyramid Books [1974] 190 p. 18 cm. 
ISBN 0-515-03221-2 [RA776] 74-10475 
1.50 (pbk.) 

1. Hygiene. I. Title. 


*POURNELLE, Jerry, comp. FIC 
2020 vision, edited by Jerry Pournelle. 
[New York] Avon [1974] 192 p. 18 cm. 
"Science-fiction” 0.95 (pbk.) 

T. Title. 


PRIEST, Christopher. FIC 
Darkening island. (New York] Manor 
Books [1974, “c1972] 191 p. 18 cm. 
*Science-fiction.” [PZ4.P9487Dar3] 
{PR6066.R55} 823°.9°14 1.25 (pbk.) 

L. Title. 

L.C. card number for original ed.: 71- 
181660. 


x 


*PRO basketball ’74- 796.3273 
"75. New York, Pocket Books [1974] 


216 p. illus. 18 cm. ISBN 0-671-78427-7. 
[GV885] 1.25 (pbk.) 
1. Basketball. 


READ, Piers Paul, 1941- FIC 
The upstart. New York, oe Books 


[1974, cl973] 343 p 18 cm. 
[PZ4.R285Up] [PR6068.E25] 823°.9°14 
1.50 (pbk.) 

I Title. 


L.C. card number for original ed.: 73-653. 


REICH, Peter, 1944- 615°85 B 
A book of dreams. Greenwich, Conn., 
Fawcett [1974, c1973] 191 p. 18 cm. (A 
Fawcett premier book) [PZ460.R43] 1.50 


(pbk. 

1. Reich, Wilhelm, 1897-1957. I. Title. 
L.C. card number for orginal ed: 72- 
79690. 


RENDELL, Ruth, 1930- FIC 
One across, two down. New York, Bantam 
Books [1974, c1971] 217 18 cm. 
”Mystery” [PZ4.R41320n3] [PR6068.E63] 
823’.9°14 0.95 (pbk.) 

L. Title. 

L.C. card number for original ed.: 78- 
150914. 


*RENO, Cliff. FIC 
Sierra massacre. Greenwich, Conn., 
Fawcett [1974] 160 p. 18 cm. (Fawcett 
gold medal book) ’ Western” 0.95 (ptk.) 

I. Title. 


*REYNOLDS, Mack. FIC 
Depression or bust. New York, Ace Books 
[1974] 157 p., 156 p. 18 cm. (Ace Science 
fiction) Also issued in this volume: 
Dawnman planet. 0.95 (pbk.) 

i. Title. IL Title: Dawnman planet. 


*RICHARDS, Ivor 

Armstong, 1893- 
French through pictures. 
Book II and a second workbook of French 
by I. A. Richards, M. H. Ilsley [and] 
Christine M. Gibson is available from 
Pocket Books for 1.25 (pbk.) ISBN 0-671- 
78351-39 


448.242 


*RICHARDS, Ivor 
Armstrong, 1893- 
French through pictures; Book I and a first 
worbook of French, by I. A. Richards, M. 
H. lisley [and] Christine M. Gibson. New 
York, Pocket Books [1974, c1950] xxx, 
187 p. illus. 18 cm. ISBN 0-671-78350-5. 
(PC2121] 1.25 (pbk.) 
i. French language—Grarmmar—1950- I. 
Isley, M.H., joint author. If Gibson, 
Christine M., joint author. ill. Title. 


ROBERTS, Jane. 133.9 
Seth speaks; the eternal validity of the 
soul. Notes by Robert F. Butts New York, 
Bantam Books [1974, c1972] xxi, 486 p. 
illus. 18 cm. [BF1301.R595] 1.95 (pbk.) 

l. Spirit writings.. 2. Spiritualism. 3. 
Reincarnation. I. Seth. If. Title. 

L.C. card number for original ed.: 78- 
38925. 


*ROBINS, Denise. FIC 
Enchanted island. [New York] Avon 
(1974, c1956} 207 p. 18 crm. ISBN 0-380- 
00129-2. 0.95 (pbk.) 

i. Title. 


ROCHLIN, Gregory. 150.195 
Man’s aggression: thé defense of the self. 
[New York, Dell Books 1974, c1973] 300 
p. 20 cm. (A Delta Book.) [BF575.A3R6] 
2.95 (pbk.) 

I. Aggressiveness (Psychology) 2. Self love 
(Psychology). I. Title. 


448.242 


SHELLABARGER 


L.C. card number for ‘original ed.: 73- 
144339. 


RODMAN, Selden, 1909- 
comp. 

100 British poets. New ‘York, New 

American Library [1974] xxii, 345 p. 18 

cm. (A Mentor book ME 1308) Includes 


821°.008 


bibliographical references. [PR1175.R585] 
73-90007 2.25 (pbk.) 

1. English poetry. I. Title. 

*ROGERS, Rosemary. FIC 


The wildest heart. [New York] Avon 

[1974] 608 p. 18 cm. ISBN 0-380-00137-3. 

1.75 (pbk.) 

I. Title. 

RUBENSTEIN, Richard 345°.73°02 
E., comp. 

Great courtroom battles, edited by Richard 

Rubenstein. [Chicago] Playboy Press 

[1974, c1973] 256 p. 18 cm. [KF220.R8] 

1.50 (pbk. 

1. Trails—United States. 2. Trials. I. Title. 

L.C. card number for original ed.: 73- 

84923. Contents omitted. 


*RUBIN, Theodore 
Isaac. 

Shrink! By Dr. Theodore Isaac Rubin. 

New York, Popular Library [1974] 237 p. 

18 cm. [RC339] 1.50 (pbk.) 

1. Psychiatrists—Correspondence, 

reminiscences’, etc. I. Title. 


*RUNYON, Charles W. FIC 
Soulmate. [New York] Avon [1974] 159 p. 
18 cm. 0.95 (pbk.) 

I. Title. 


SAUNDERS, David, 1937- 598.2°924 
Sea birds. Mus. by Ken Lilly. New York, 
Bantam Books [1974, cl1973] 159 p. ¢ol. 
illus. 18 cm. Includes bibliographical 
references. Introduces birds, such as 
penguins, gulls, and pelicans who make 
their living from the ocean. [QL676.S18] 
1.95 (pbk.) 

I. Sea birds. I. Lilly, Ken, illus. II. Title. 
L.C. card number for original ed.: 70- 
17537. 


*SCHEER, K. H. FIC 
Fortress Atlantis by K. H. Scheer New 
York, Ace Books [1974] 155 p. illus. 18 
cm. (Perry Rhoda# 52) "Science Fiction.” 
0.95 (pbk.) 

I. Title. 


SCHEUER, Steven H., 
comp. 

Movies on TV, edited by Steven H. 

Scheuer. 1975-76 edition. New York, 

Bantam Books [1974, cl1972] xii, 621 p. 18 

cm. Published in 1966 under title: TV key 

movie guide. First published in 1958 under 

title: TV movie almanac & ratings. 

[PN1992.8F5S3] 1.95 (pbk.) 

1. Television broadcasting of film. 2. 

Moving-pictures—Catalogs. I. Title. 

L.C. card number for original ed.: 66- 

28552. 


SHARP, Margery, 1905- JUV 
The turret [With illustrations by Garth 
Williams.] [New York, Dell, 1974, c1963] 
138 p. illus. 20 cm. (A Yearling book) 
[PZ10.3.8385°4Tu] 1.25 (pbk.) 

T. Title. 

L.C. card number for original ed: 63- 
13453. 


SHELLABARGER, Samuel, 1888- FIC 
The King’s cavalier. New York, Avon 
(1974, 1950} 378 p. 18 cm. 
[PZ3. 5440K 1.50 (pbk.) 


616.8°900924 [B] 


791.438 
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*SHEROVER 


1. Francois I, King of France, 1494-1547—- 
Fiction. I. Title. 

L.C. card number for original edition: 51- 
3620. 


*SHEROVER, Charles M., 
comp. 

The development of the democratic idea: 
Readings from Pericles to the present, 
edited and with introductions by Charles 
M. Sherover. Rev. ed. New York, New 
American Library (1974, c1968] 587 p. 18 
cm. (A Mentor book) Includes 
bibliographical references. [JC421] 74- 
79401 2.50 (pbk.) 

1. Democracy—Addresses, essays, lectures. 
L Title. 


SOLOMON, Shirl 155.282 
How to really know yourself through your 
handwriting. New York Bantam Books 
[1974, c1973] 197 p. 18 cm. Bibliography: 
p. 192-193. [BF891.S63 1973] 1.95 (pbk.) 
1. Graphology. I. Title. 

L.C., card number for original ed.: 72- 
8321. 


320.5 


*SPARKIA, Roy. FIC 
Paradise county. [New York, Dell, 1974] 
159 p. 18 cm. 1.25 (pbk.) 

L. Title. 


*STEIN, M. L. 071.3 
Shaping the news! how the media function 
in today’s world, by M. L. Stein. New 
York, Pocket Books [1974] 207 p. 18 cm. 
ISBN 0-671-48146-0. (A Washington 
Square Press book) [PN4738] 1.25 (pbk.) 

1. Journalism-—-United States. 2. Press— 
United States. I. Title. 


STEPHENS, Eve. FIC 
Stranger at the gates [by] Evelyn Anthony. 
New York, New American Library [1974, 
c1973}] 300 p. 18 cm. [PZ4.S832St3] 
[PR6069.T428] 823.914 1.50 (pbk.) 

I. Title. 

L.C. card number for original ed.: 73- 
78736. 


*STERLING, Barry. FIC 
The terrible sexy secret of Castle McNab. 
[New York] Warner Paperback Library 
[1974] 174 p. 18 cm. 1.25 (pbk.) 

I Title. 


STEWARD, Dwight. FIC 
The acupuncture murders. [New York] 
Warner Paperback Library (1974, c1973] 
174 p. 18 cm. "Mystery” [PZ4.S8492Ac] 
[PS3569.T459] 813°. $ 4 1.25 (pbk.) 

d. Title. 

L.C. card number for original ed.: 72- 
9120. 


SUMMER, Dick. 8117.54 
Lovin touch ITI. Photography: Steve 
Hansen New York Bantam Books [1974, 
c1973] 1 v. (unpaged) illus. 18 cm. 
[PS3569.U38L6] 1.95 (pbk.) 

I. Title. 

‘ L.C. card number for original ed.: 72- 
11416. 


*SUMMERTON, Margaret. FIC 
Ring of mischief. New York Ace Books 
(1974, c1965] 158 p. 18 cm. (An Ace 
Gothic) 0.95 (pbk.) 

I. Title. 


*SUSSMAN, Barry. 364.1°032°0973 
The great coverup: Nixon and the scandal 
of Watergate. New York, New American 
Library [1974] [324 p.] illus. 18 cm. (A 
Signet special) [E 860.897] 1.95 (pbk.) 

i. Watergate Affair, 1972- 2. The 
Washington Post. I. Title. 
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` cm. ISBN 


L.C. card number for original ed.: 74- 
16367 


TEVETH, Shabtai, 
1925- 

Moshe Dayan, the soldier, the man, the 

legend. Translated from the Hebrew by 

Leah and David Zindler. ner York Dell, 

1974, cl973] 478 p 18 cm. 

[DS126. 6.D3T4213 1974] 1.95 (pbk.) 

1. Dayan, Moshe, 1915- I. Title. 

Pr card number for original ed.: 72- 
221. 


*THORPE, Sylvia. JUV 
The silver nightingale. Greenwich, Conn., 
Fawcett [1974] 222 p. 18 cm. (A Fawcett 
crest book) 0.95 (pbk.) 

I. Title. 


TORDAY, Ursula. FIC 
The daughter [by] Charity Blackstock. 
New York, Avon [1974, cl1970] 252 p. 18 
0-380-00128-4 
[PZ3.T6306Dau3] [PR6070.065] 823°.9°12 
1.25 (pbk.) 

I. Title. 

L.C. card number for original ed: 71- 
104690. 


956.94'05’0924 B 


TRAVIS, Gretchen. FIC 
The cottage. [New York, Dell, 1974, 
c1973] 222 18 cm. [PZ4.T782Co] 


[PS3570.R35] 813’.5’4 1.50 (pbk.) 

I. Title. 

L.C. card number for original ed.: 72- 
87631. 


*TREVATHAN, Robert E. FIC 

Ballanger. [New York] Manor Books 

[1974] 192 p. 18 cm. ”Western” 0.95 
bk.) 

I. Title. 

TRIPP, Edward 398 

The meridian handbook of classical 


mythology. N.Y., New American Library, 
(1974, c1970] ix, 631 p. geneal. table, 
maps. 21 cm. (A Meridian book) 
Originally published under title: Crowell’s 
handbook of classical mythology 
(BL303.T75 1974] 74-127614 5.95 (pbk.) 
1. Mythology—Dictionaries. I. Title. 


*TROYAT, Henri, 1911- 
The seed and the fruit. 
Vol. 5, The encounter is available from 
Pocket Books for 1.25 (pbk.) ISBN 0-671- 
78432-3. L.C. card no.: 62-759. 


*TROYAT, Henri, 1911- 
The seed and the fruit. 
Vol. 4, Tender and violent Elizabeth is 
available from Pocket Books for 1.25 
(pbk.) ISBN 0-671-78394-7. L.C. card no.: 
60-14285. 


TRUDEAU, G. B., 1948- 741.5°973 
The President is a lot smarter than you 
think, by G. B. Trudeau. [Intred. by Art 
Buchwald] New York, Popular Library 
[1974, c1973] 1 v. (chiefly illus) 18 cm. 
(His A Doonesbury book) Cartoons 
[PN6728.D65T74] 0.95 (pbk.) 

. Title. 

L.C. card number for original ed.: 72- 
78133. 


*TURNER, Morrie. 741.5973 
Wee pals: staying cool. [New York] New 

American Library [1974, c1973] 126 p. 

illus. 18 cm. [NC1428] 0.75 (pbk.) 

i American wit and humor, Pictorial. I. 
ttle. 


UPCHURCH, Boyd. FIC 
The Gorgon festival, by John Boyd. New 
York Bantam Books [1974, cl1972] 184 p. 


843.914 


843.914 


Ş 


AMERICAN BOOK PUBLISHING RECORD 
18 cm. “Science fiction” [PZ4.U63Go] 
[PS3571.P35] 0.95 (pbk.) 
I. Title. 
L.C. card number for original ed.: 73- 
185141. 


*WAGNER, Sharon. FIC 

Satan’s acres. New York, Ace Books 

[1974] 204 p. 18 cm. (An Ace gothic) 0.95 

(pbk.) 

I. Title. 

baits Barbara Brooks, JUV 
22- 

Victoria. [New York, Dell, 1974, c1973] 

216 p. 20 cm. (A Yearling book) Shy 

eleven-year-old Dilys idolizes her friend, 

Victoria, but even she can no longer 

tolerate Victoria’s unreasonable demands 

on their friendship. [PZ7.W1547Vi] 1.25 


L.C. card number for original ed: 72- 
184456. 


*WEBSTER, Ned., comp. 
Look for words 

No. 5 is available from Pocket Books for 
0.95 (pbk.). ISBN 0-671-77760-2. 


WEISINGER, Mont, 1915 O11 
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Pepper, Elizabeth. 133.5 

Perrucci, Carolyn Cummings. 301.420973 

Perry, Gaylord. PBK 

Persinger, Michael A. 133.018 

Persons, Robert H. 332.024 

Pesek, Ludek. JUV 

Pestalozzi, Johann Heinrich. 370.1 

Peterman, Ruth. 242 

Peters, Maureen. 823.809 

Peters, Robert A. 332.634 

Petrarca, Francesco. 851.1 

Petrich, Patricia. 635 

Pham-Duy. 781.7597 

Phelps, Edmund S. 330.155 

Philips, Judson Pentecost. FIC 

Phillips, Cabell B. H. 973.917 

Phillips, G. A. 332.10942 
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Richards, Ivor Armstong. PBK 

Richards, Ivor Armstrong. PBK 

Richardson, James H. 543 

Richardson, Samuel. FIC 

Richmond, Adrianne. 331.702 

Richmond, Herbert William. 359.00942 

Richter, Irving. 322.20942 
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Simon, Claude. FIC 

Simon, Kate. 914.20485 
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Stone, Harris. 720.924 

Stone, Helen D. 362.733 

Storey, Joyce. 667.38 

Storr, Catherine. JUV 

Story, Alfred Thomas. 770 

Strawson, P. F. 192 

Strickland, Geoffrey. 848.709 

Strouse, Joan. 155.633 

Strum, Philippa. 347.7326 

Stuart, Shebe. FIC 

Subba Reddy, D. V., 1899. 821.7 

Subramaniam, K. 294.561 

Sudarshan, E. C.'G. 531.11 

Sudman, Seymour. 001.433 

Suetin, Pavel Kondrat’evich. 510.8 

Sugarman, Michael N. 370.113 

Sulkin, S. Edward. 614.439 

Sullivan, George. 796.3322 

Sullivan, Marilynn. 641.8653 

Sully, Langdon. 355.331092 

Sulzberger, Cyrus Leo. 070.924 

Summer, Dick. PBK 

Summers, Patricia Celley. FIC 

Summerton, Margaret. PBK 

Sun, Yu-hsiu. 895.1807 

Sussman, Barry. PBK 

Sutcliffe, Anthony. 301.54 

Sutcliffe, Jean. JUV 

Sutherland, Edwin Hardin. 364 

Sutherland, Monica La Fontaine. 841.4 

Swan, Arthur. 793.73 

Swan, Leonard Clifton. 636.089092 

Swansen, Vern. 811.54 

Swanson, Harvey. 252.058 

Swift, Lloyd H. 582.130012 

Swinburne, Algernon Charles. 821.8 

Symposium on Complex Analysis, University of 
Kent, 1973. 515.9 

Symposium on Electron Microscopy and 
Cytochemistry, 2d, Drienerlo, Netherlands, 
1973. 574.876 

Symposium on Elevated Temperature Properties 
of Austenitic Stainless Steels, Miami Beach, 
Fla., 1974. 620.1717 

Symposium on Nuclear Techniques in 
Comparative Studies of Food and 
Environmental Contamination, Otaniemi, 
1973. 628.5 

Symposium on Occupational Health and 
Hazards of the Fire Service, 2d, University of 
Notre Dame, 1973. 628.025 

Symposium on the Cities, Austin, Tex., 1973. 
301.363097 

Symposium on Trypanosomiasis and 
Leishmaniasis, with Special Reference to 
Chagas’ Disease, Caracas, 1973. 616.9363 

Systems Symposium, 2d, Case Institute of 
Technology, 1963. 620.7 

Szulc, Tad. 333.7 


T 


Tabataba‘i, Muhammad Husayn. 297.82 

Taber, Gladys Bagg. 917.46 

Taft, Philip. 344.730188 

Taggart, John. 811.54 

Tahtinen, Dale R. 355.033056 

Tai, Hung-chao. 333.1 

Tamarin, Alfred H. 970.44 

Tannenbaum, Frank. 365.973 

Tanner, Joseph Robson. 914.203660 

Taqui Khan, M. M. 546.3 

Tarasov, Konstantin Ivoanovich. 681.414 

Tate, William Henry. 623.8884 

Taylor, Henry. 821.7 

Taylor, Jay. 327.51059 

Taylor, Michael J. 231.8 

Taylor, Paula. 784.0924 

Taylor, Robert Ratcliffe. 720.943 

Taylor, Theodore. JUV 

Tebdbel, John William. 301.161097 

Teeter, Don E. 787.612 

Tempest, N. R. 371.950942 

Tenenbaum, Frances. 635.965 

Terry, Ann. 428.007 

Terzi, Mario. 591.151 

Teveth, Shabtai. PBK 

Texas Conference on Placement, Exemption, 
and Credit in English, Texas A & M 
University, 1972. 428.00711 

Thalmann, Rita. 943.086 


Thanksgiving Workshop on Evangelicals and 
Social Concern, Chicago, 1973. 261 

Theng, B. K. G. 553.61 

Theobald, Lewis. 822.33 

Theus, Will H. 738.075 

Thiers, Harry Delbert. 589.222097 

Thomas, Alfred K. 813.52 

Thomas, Calvin. 830.9 

Thomas Harriot Symposium, University of 
Delaware, 1971. 510.924 

Thompson, Corrie. 917.64122 

Thompson, George Selden. JUV 

Thompson, Richard Frederick. 596.019127 

Thompson, Stewart. 658.4 

Thomson, Charles Alexander Holmes. 
329.023730 

Thorpe, Heather G. 745.52 

Thorpe, Sylvia. PBK 

Thwaite, Ann. 813.4 

Thwaite, Anthony. 821.914 

Tierney, Brian. 940.1 

Timasheff, Nicholas Sergeyevitch. 340.115 

Tinker, Frances Smith McCamic. 822.4 

Tiutchev, Fedor Ivanovich. 891.713 

Tobias, Tobi. 730.924 

Tobin, Jack P. 641.5 

Todd, Francis Murray. 821.7 

Todd, Leonard. 745.592 

Tollefson, Arthur Leroy. 371.967 

Tomkin, A. Emil. 320.973092 

Tomkins, Mary E. 070.924 

Tongue, William. 331.21 

Tooke, William. 892.29 

Toplin, Robert Brent. 301.451042 

Torday, Ursula. PBK 

Tourville, Elsie A. 016.91798 

Townshend, Emily Caroline Gibson. 335.00924 

Train, Arthur Cheney. FIC 

Travis, Arthur E. 236.24 

Travis, Gretchen. PBK 

Trelease, Frank J. 346.730469 

Trepp, Leo. 296 

Trevathan, Robert E. PBK 

Tripp, Edward. PBK 

Trohan, Walter. 070.924 

Trollope, Henry Merivale. 842.4 

Troyat, Henri. PBK 

Trudeau, G. B. PBK 

Trueb, Linda. 597.8 

Trueman, Richard E. 658.403 

Truitt, J. Frederick. 332.673 

Tryon, Thomas. FIC 

Ts’o, Paul On Pong. 547.596 

Tucker, Robert C. 947.084209 

Turner, Clair E. 

Turner, David Reuben. 651.374307 

Turner, Frederick W. 897 

Turner, Morrie. PBK 

Tussing, Arlon R. 338.372709 

Tuveson, Ernest Lee. 192 

Twichell, Heath. 355.331092 

Twombly, Wells. 796.332092 

Twomey, Katherine. 635.9 

Tyagi, Sushila. 327.549605 

Tyl, Noel. 133.508 

Tylor, Edward Burnett. 301.2 


U 


Ulam, Stanislaw M. 510.8 

Ullman, James Ramsey. 821.7 

Ullman, Montague. 133.8 

Undset, Sigrid. 839.82372 

Unger, Merrill Frederick. 234.1 

United Church of Christ. Vermont Conference. 
Dept. of Christian Education. 261.834350 

United Nations. Statistical Office. 300.8 

U.S. Federal Aviation Administration. Flight 
Information Division. 629.132509 

United States. Library of Congress. Reference 
Dept. 016.8113 

Upchurch, Boyd. PBK 

Urban, Stanley J. 371.9 


vV 


Vairo, Philip D. 372.1102 
Vanderpoel, Sally. 649.1 

Van Doren, Charles Lincoln. 920.073 
Van Dyke, Henry. 813.52 

Van Dyke, Vonda Kay. 242.8 
VanEgmond, Dorothy. 642.58 

Van Egmond, Peter. 016.81152 


WEST, KATHERINE 


VanWormer, Joe. 818.5407 

Vaughan, John Edmund. 016.914204 

Vaughan, Thomas. 910.924 

Veniard, John. 688.79 

Venning, Frank Denmire. 583.47 ° 

Venter, Al J. 960.3 

Verdon, Rene. 641.5944 

Vernon, Raymond. 338.94 

Vetter, Harold J. 364 

Vidal, Gore. FIC 

Vig, Norman J. 320.3 

Villiard, Paul. 553.8075 

Villiers, Alan John. 910.453 

Vincelli, Dominic. 811.54 

Vinken, P. J. 616.993042 

Virginia. University. Library. Clifton Waller 
Barrett Library. 016.81152 

Volkswagen of America, inc. 629.28722 

Voltaire, Francois Marie Arouet de. 208 

Von Magyary-Kossa, Hona. 026.610924 


Von Stroheim, Erich. 791.437 


Voznesenskii, Andrei Andreevich. 891.744 


Waagenaar, Sam. 945.632004 
Waddington, Lawrence C. 345.73052 
Wagner, Estry G. 242 

Wagner, Lee. 745.54; 745.5941; 745.928 
Wagner, Sharon. PBK 

Wailes, P. C. 547.0551 

Wakefield, Walter Leggett. 274.4 
Wald, Robert. 745.5942. 

Walker, Jean. 613.25019 

Walker, Roy. 822.33 

Walklin, Carol. 686.224 

Wallace, Barbara Brooks. PBK 
Wallace, William N. 797.124 
Waller, Leslie. FIC 

Wallis, Richard Fisher. 541.345308 
Walpole, Horace. 928.2 

Walpole, Hugh. 813.52 

Walsh, George. 974.710409 

Walter, Richard. 910.41 

Walters, Charles Glenn. 658.84 
Warburton, William. 821.5 

Ward, pep! William. 822.33 
Ward, J. R. 386.4 

Warfield, via N. 003 
Warmington, Eric Herbert. 382.093403 
Warren, Frank A. 329.81 
Wassermann, Gordon. 510.8 
Waterhouse, John A. H. 616.99407 
Waters, Frank. 917.91303 

Watkins, Ronald. 822.33 

Watson, Aldren Auld. 600 

Watson, Craig. 611.8 

Watson, Richard. 937.060720 
Watson, Robert. 808.81 

Watt, James Crabb. 823.03 

Watts, Alan Wilson. 200.1 

Waugh, Coulton. 751.45 

Waugh, Hillary. FIC 

Wax, Marvin. 779.409794 
Waywood, Robert J. 248.482 

Webb, James. 133.09034 

Webb, William Snyder. 970.47 
Weber, Bruce. 370.207 

Webster, Douglas. 596.04 

Webster, Ned. PBK 

Weekley, Ernest. 929.40942 
Weeks, Thelma E. 401.9 

Weigall, Arthur Edward Pearse Brome. 209 
Wein, Horst. 796.355 

Weingartner, James J. 940.5421 
Weinreb, Earl J. 332.024 
Weinstein, Deena. 301 

Weisbroth, Steven H. 636.9322 
Weisinger, Mont. PBK 

Weiss, Dale. 811.54 

Weiss, Susan Archer Talley. 818.309 
Weiss, Walter F. 301.431509 

Weitz, John. 646.702404 

Welch, James. FIC 

Wellman, William Augustus. 791.430233 
Wells, Charles. 617 

Wells, Godfrey Nugent. 629.130924 
Wells, Thomas. 789.9 

Wells, William D. 658.83 

Wenham, John William. 231.8 
Werkman, Casper J. 602.75 
Werlich, Robert. 929.8 
Wertenbaker, William. 551,460809 
West, Carolyn. 910.091823 

West, Katherine Leaf. 823.03 


WEST, MORRIS 


“West, Morris L. PBK 

West, Rebecca. 813.4 

Westacott, Evalyn. 189 

Western Metal and Tool Conference and 
Exposition, Los Angeles, 1974. 621 

Westlake, Donald E. FIC 

Wetzel, Guy F. 629.28722 

Wexler, David A. 616.8914 

Wheeler, Tom. 787.612 

Wheelis, Allen. 170 

Whisler, William D. 658.4034 

White, David C. S. 574.191 

White, Douglas John. 658.403 

White, Lysander Thomas. 380.107 

Whited, Charles. PBK m 

Whitfield, Stephen J. 335.00924 

Whitman, Stephen French. FIC 

Whitman, Virginia. 248.4 

Whitney, Phyllis A. PBK 

Whitridge, Arnold. 973.711 

Whorton, James C. 632.95042 

Whyte, Samuel. 828.609 

Wicker, Tom. PBK 

Widdicombe, J. G. 599.012 

Wiedeman, Frank D. FIC 

Wiedmann, Clark. 001.6424 

Wiersbe, Warren W. 227.607 

Wilde, Oscar. FIC 

Wilenski, Reginald Howard. 828.809 

Wiley, Jack. 791.34 

Wilkins, Tony. 643.7 

Williams, Alden. 355 

Williams, Alec. 691 

Williams, Cedric E. 830.99436 

Williams, George Mason. 294.564 

Williams, John Alfred. PBK 

Williams, Pat. 248.20924 

Williams, Roberta J. 811.54 

Williams, William Carlos. 120; 808.31 

Williamson, Claude Charles H. 822.33 

Willis, Jack. 362.430924 

Wilson, A. Jeyaratnam. 320.954930 

Wilson, Carol Green. 362.732092 

{Wilson, Carroll Atwood]. 808.882 


Wilson, Colin. PBK 

Wilson, Harold C, 917.4494 

Wilson, Justin. 818.5407 

Wilson, Richard. 338.4 

Winder, Alvin E. 301.431508 

Winegarten, Renee. 809.933 

Wing, Nathaniel. 841.8 

Winkfield, Unca Piza. FIC 

Winkley, David. 738. 

Winslow, Ola Ciizabeth. 821.008 

Winston, Daoma. FIC 

Winters, Robert K. 634.9 

Wirt, Sherwood Eliot. 821.914080 

Wise, Helen D. 364.132097 

Wiseman, Bernard. JUV 

Wittman, Robert. 812.54 

Woellner, Elizabeth H, 371.13305 

Wolf, Jack. PBK 

Wolf, Morris Philip. 651.74 

Wolff, Ruth. PBK 

Wolkers, Jan. FIC 

Wolovich, W. A. 510.8 

Wolozin, Harold. 333.7 

Wolters, Richard A. 797.550924 

Wood, James L. 371.81 

Woodberry, George Edward. 821.8 

Woodcock, George. 325.342 

Woodroffe, John George. 181.45 

Woodruff, Asahel Davis. 370.15 

Woodson, Leslie H. 222.1107 

Working Seminar on Hypergraphs. Ohio-State 
University, 1972. 511.5 

World Meteorological Organization. 551.579 

World Meteorological Organization. Commission 
for Hydrology. Working Group on Instruments 
and Methods of Observation. 551.508 

World Shakespeare Congress, Vancouver, B. C., 
197}. 822.33 

Wouk, Herman. PBK 

Wright, Dudley. 299,16 

Wright, Norman Edgar. 929.10973 

Wright, Steve. 796.332092 

Wright, William. 917.53034 

Wundt, Wilhelm Max. 001.56 
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Wyatt, Kathryn Day. 840.938 
Wyckoff, D. Daryl. 388.324097 
Wykes, Alan. PBK 


Y 


Yap, Diosdado Maurilio. 917.53044 
Yates, Elizabeth. PBK 

Yerian, Cameron John, 520.28; 791; 791.53 
Yglesias, Rafael. PBK 

Yocum, Ronald H. 668.42 

Yoell, John H. 780.948 

Yohn, Rick. 234.1 

Yolen, Jane H. JUV 

Young, Carter Travis. PBK 

Young, Frank Rudolph. 131.32 
Young, Ian. 362.198209 

Young, John. 828.609 

Young, Leontine R. 301.421097 
Young, Peter. 911 

Youngman, Henny. 793.8 

Yunis, Jorge J. 573.221 


Z 


Zadan, Craig. 782.810924 
Zajicek, J. 616.07582 

Zane, Eva. 641.5956 

Zaretsky, Irving I. 200.973 
Zeitlin, Joseph. 808.5 

Zeitman, Walter W. 153.2 
Zelazny, Roger. PBK 

Zielinski, John M. 917.770330 
Zilg. Gerard Colby. 338.766009 
Zimmermann, Elizabeth. 746.43 
Zinberg, Israel. 809.88924 
Zochert, Donald. 814.00803 
Zohar, Danah. FIC 

Zubrow, Ezra B. W. 970.1 
Zweifach, Benjamin William. 616.072 


‘ A 


A-LM Spanish: level two. 468.2421 

Aaron’s Christmas donkey (Johnson) JUV 

Abbess of Crewe (Spark) FIC 

Abdeker. 843.5 

Abdication of philosophy. 100 

Abdication (Wolff) PBK 

About three bricks shy of a load. 796.332640 

Above all else. 248.4 

Abstracts of papers (International Congress on 
the Knee Joint, Rotterdam) 617.582 

Accounting and the computer. 657.0285 

Accounting systems for revenue sharing. 
657.835009 

Acoustic guitar. 787.612 

Acoustical holography; proceedings. 770 

Across the bitter sea (Dillon) PBK 

Act of will. 153.8 

Actinides: electronic structure and related 
properties. 546.4 

Acupuncture murders (Steward) PBK 

Adena people. 970.47 

Adevineaux amoureux. 398.60944 

Administrative law; cases and comments. 
342.7306 

Administrative theories and politics. 350 

Adolescence; contemporary studies. 301.431508 

Adult and the nursery school child. 372.216 

Advanced combinatorics. 511.6 

Advanced Criminal Defense Techniques 
Workshop—2d. 345.73075 

Advances in biological and medical physios. 
574.0153 

Advances in biophysics. 574.190105; 574.19105 

Advances in cancer research. 616.994072 

Advances in cardiology. 616.1 

Advances in computer communications. 

` 001.64404 

Advances in control systems. 629.8082 

Advances in corrosion science and technology. 
620.11223 

Advances in enzymology, and related areas of 
molecular biology. 612.0 

Advances in information systems science. 029.7 

Advances in magnetic resonance. 538.3 

Advances in metabolic disorders. 616.39 

Advances in nephrology from the Necker 
Hospital. 616.610 

Advances in polymer science. 548.84 

Advances in veterinary science and comparative 
medicine. 636.08905 

Adventures of a Jesuit. 823.6 

Adventures of an author (anonymous) 823.6 

Adventures of Jack Wander. 823.6 

Adventures of Oxymel Classic, esq. 823.6 

Adversary literature. 823.03 

Advertising. 338.0973 

Affirmative action program proposal. 
331.133097 

Africa at war. 960.3 

Africa contemporary record. 960 

Africa in history. 

African rhythms (Brooks) PBK 

African theatre; eight prize-winning plays for 
radio. 822.02 

African women in towns. 301.412096 

Afro-American history. 016.917306 

After (Anderson) PBK 


TITLE INDEX 


Against the law. 347.73265 

Age of the manager is over. 658.4 

Aging in Drosophila. 595.774 

Agricultural policy in developing countries, 
338.180917 

Aims of education: early twentieth century. 
370.11 

Airman’s information manual. 629.132509 

Alaska: a bibliography, 1570-1970. 016.91798 

Albert Bierstadt: painter of the American West. 
759.13 

Alberto Moravia. 853.912 

Alcoholic and the help he needs. 362.292 

Algebra text: intermediate. 512.90077 

Alimenta Hethaeorum; food production in 
Hittite Asia Minor. 630.935 

All that glitters (Keyes) PBK 

Allen: the biography of an Army officer, 1859- 
1930. 355.331092 

Alligator man. 812.54 

Alliteration of Chaucer. 821.1 

Almoran and Hamet. 823.6 

Almost a champion (Deegan) JUV 

Alphonse Daudet. 843.8 ` 

Alternative future. 335.4 

Alternative learning environments: emerging 
ig in environmental design and education. 

90.7 

Alternative vision. 329.81 

Amateur FM conversion & construction. 
projects. 621.384152 

Amazing world of Kreskin (Kreskin,) PBK 

America; its not too late. 241 

American art in upstate New York. 709.730740 

American broadside verse from imprints of the 
17th & 18th centuries. 821.008 

American city: realities and possibilities. 
301.363097 

American drug index. 615 

American Eve in fact and fiction, 1775-1914, 
301.412097 

American foreign policy as a dimension of the 
American Revolution. 973.3 

American Government. 320.973; 353 

American heritage century collection of Civil 
War art. 973.70222 

American heritage history of seafaring America. 
387.0973 

American Indian education. 371.9797 

American Indian policy in the Jacksonian era. 
970.5 

American jurisprudence proof of facts quick 
index. 347.736026 

American jurisprudence proof of facts, second 
series. 347.736 

American legal system: its dynamics and limits. 
340.0973 

American Navy, 1918-1941. 016.359309 

American scene: American painting in the 
1930s. 759.13 

American West on film: myth and reality. 
791.437 

American woman’s cookbook (Delineator Home 
Institute.) PBK 

Americans from Japan. 301.451956 

America’s cook book. 641.5 

America’s wandering youth. 301.431509 

Among my books. 809 

Among the forest dwarfs of Malaya. 
915.951069 

Anaerobic diseases. 616.92 


Analytical instrumentation market/USA. 
338.476817 

Analytical methods in structural engineering. 
624.171 

Anatomy of official exchange-rate intervention 
systems. 332 

Ancient and present state of Glostershire. 
914.241036 

Ancient Chinese parables. 895.1807 

Ancient economy. 330.938 

Anecdotes of destiny. 839.81372 

Anger in the wind (Forster) FIC 

Angle of geese and other poems. 811.54 

Ankle ae treatment without casts. 
617.158 

Annette (Caldwell) PBK 

Annual reports in medicinal chemistry. 615.08 

Annual review of astronomy and astrophysics. 
523.082 

Annual review of phytopathology. 581.205 

Another view (Pilcher) FIC 

Anthology: quotations and sayings of people of 
color. 808.882 

Antigens. 574.292 

Anything for a quiet life. 791.430280 

Apology for Christianity. 937.060720 

Appian Way. 914.5 

Apple barrel: selected poems, 1955-63. 821.914 

Applications of management science and 
operations research methods. 658.4034 

Applied finite mathematics. 510 

Applied geophysics; introduction to geophysical 
prospecting. 553.2808 

Appreciations and criticisms of the works of 
Charles Dickens. 823.8 

Approaches to insanity. 616.8982 

Approaches to sociology. 301.0942 

Approximation of periodic functions. 510.8 

Aquarius, Jan. 21-Feb. 19. 133.5404 

Arab-Israeli military balance since October, 
1973. 355.033056 

Arabic in a nutshell. 492.77 

Archacological excavations of fortified sites on 
Taveuni, Fiji. 910.031823 

Archeology (Celoria) PBK 

Architecture. 720.23 

Architecture of humanism. 724 

Arctic manual. 919.8 

Aretha Franklin. 784.0924 

Argentina and the failure of democracy. 
320.98206 

Aries, March 21-April 20. 133.5404 

Aristotle and his school. 185 

ee the classical heritage of rhetoric. 

8 


Arizona ranch houses. 728.64 

Arming America; how the U.S. buys weapons. 
355.6212 

Army of the Caesars. 322.50937 

Army uniforms of World War 2. 355.140904 

Arrest, search, and seizure. 345.73052 

Arrows four. PBK 

Art & inquiry. 111.85 

Art and peoples of Black Africa. 732.20967 

Art and science of chess. 794.12 

Art of central Asia. 709.58 

Art of computer programming. 001.642 

Art of James Branch Cabell. 813.52 

Art of staying off dead-end streets. 223.806 

Art of the theatre. 792 

Art of training plants. 635.965 

Art of woodburning. 745.51 
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"ART ON THE ROCKS 


Art on the rocks of Southern Africa. 

759.011096 
_ Arthritis and rheumatism. 616.72 

Articles of faith (Harwood) FIC 

Articulate energy. 821.009 

Ascend the hill, and-other poems. 811.54 

Asian and Pacific short stories. 808:831 

Asimov on chemistry. 540 

Aspects of the religious behavior of American 
Jews. 296.0973 

Assessment in education, 371.26 

Astrology: astral, mundane, occult. 133.508 ` 

Astrology: sense or nonsense? 133.5 

Asuka Buddhist art: Horyu-ji. 709.52 

Asymptotic analysis. 515.35 

Atlas of physical and chemical properties of 
Puget Sound and its approaches. 551.46632 

Atlas of the Second World War. 911 

Atmospheric diffusion. 551.5153 

Auerbach guide to microform equipment. 
686.43 

Autobiography of American business. 
338.00922 

Automata, languages and programming. 001.642 

Automated cataloging systems at the University 
of Guelph Library. 025.302854 

Automatic collection and transmission of 
hydrological observations. 551.508 

Automotive diagnosis and tune-up. 629.28722 

Autonomy and dependence. 320.96693 

Avesta: the religious books of the Parsees. 

Avian biology. 598.2 


B 


Backpacking, tenting & trailering. 796.54 
Backroom politics; how your local politicians 
work, why your Government doesn’t, and 

what you can do about it. 352.002909 
Bahama Islands in full color. 917.29604 
Baker’s pocket bible concordance. 220.2 
Ballads of the English border. 821.8 
Ballanger (Trevathan) PBK 
Baltic States. 320.9474 
Band of brothers (Gann) PBK 
Banzai! (Grautoff) FIC 
Baptism and gifts of the Holy Spirit 234.1 
Bar bets, bar jokes, bar tricks. 793.8 
Barford Abbey. 823.6 
Barnaby Rudge. 823.8 
Baron Orgaz (Lauria) PBK - 

Barons of European industry. 338. 644094 

Barron’s how to prepare for the graduate record 
examination in literature. 807,6 > 

Basic circus skills. 791.34 

Basic criminal law: cases and materials. 345.73 

Besi de developmental screening, 0-2 years. 

Basic saio enterology, including diseases of the 

liver. 616.3 
Basic human neuroanatomy. 611.8 
Basic Illinois government. 320.4773 
Basic mechanical drawing. 604.2 
Basic operations procedures. 642.508 
Basic personnel policies and programs for a 

health care institution. 658.373621 
Basic physiology and anatomy. 612 
Basic principles in nucleic acid chemistry. 

547.596 


Basketball from dribbleniks. 796.323020 

Basques in the Northwest. 917.306999 

Battle and other poems. 811.54 

Be joyful. 227.607 

Beast or angel? 573.2 

Beatles. 784.0922 

Beatrice Trum Hunter's Natural foods. 641.5 

Bed-knob and broomstick (Norton) JUV 

Beekeeping: The gentle craft (Adams) PBK 

Before Silent spring: pesticides ane pubie health 
in pre-DDT America. 632.950 

Beggar's Opera.: 782.13 

Beginner’s book of American pottery. 
738.30973 

Beginner’s guide ta do-it-yourself. 643.7 

Beginning; a study of Genesis. 222.1107 

Beginning on the short story. 808.31 

Behavior in organizations. 658.4 

Behaviour and chemical state of irradiation 
ceramic fuels. 621.48335 

Being alone, being together. 152.4 

Bela Bartok. 780.924 

Belden, The white chief. 970.3 

Benefit and cost analysis of hydrological 
forecasts. 551.64773 
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Benefit cost analysis. 658.1552 

Benjamin Franklin’s Philadelphia printing, 1728- 
1766. 081 

Bergey’s manual of determinative bacteriology. 
589.90012 

Bernard De Voto. 818.5209 

Bernard Shaw. 822.912 

Bessie Yellowhair (Halsell}) PBK 

Best American short stories; the yearbook of the 
American short story (Foley MarthaAF ed.TB 
The best American short stories; the yearbook 
of the American short story.%ZUN 1974 ed. is 
available from Houghton Mifflin) FIC 

Best from Fantasy and Science Fiction. FIC 

Pest science fiction stories of the year (Del Rey) 

IC 


Bethlehem diaries. 616.8909 

Between me and life. 759.13 

Beyond Medicine (Holzer} PBK 

Beyond the known universe. 523.8 

Beyond the threshold. 629.454 

Beyond this point are monsters (Millar) PBK 

Bible acrostics. 793.732 

Bible quizzes, jumbles and matches. 793.732 

Biblical exegesis in the apostolic period. 220.66 

Biblical quotations in Middle English literature 
before 1350. 820.931 

Biblical theology. 221.66 

Bibliographical notes for understanding the 
Brazilian model: political repression & 
economic expansion. 016.320981 

Bibliography of English character-books, 1608- 
1700. 820.927 

Bibliography of Eric Gill. 016.730924 

Bibliography of historical writings published in 
oe Britain and the Empire, 1940-1945. 

16.9 
Bibliography of sex rites and customs. 392.6 


Bibliography of the writings of D. H. Lawrence. . 


016.823912 

Bibliography of the writings of Norman Douglas. 
016.828912 : 

Bibliography of the writings of Theodore 
Dreiser. 016.81352 

Bibliography on the genetics of Drosophila. 
016.595774 

Bicentennial history of eleven pioneer families. 
929.20973 i 

Big business and the state. 338.94 

Big horse and other stories of modern 
Macedonia. 891.819301 

Big sister, little brother. 155.443 

Billie Jean King’s secrets of winning tennis. 
796.3422 

Billy Baldwin remembers. 747.213 

Bio-nutronics (McGrath) PBK 

Biochemistry of women: methods for clinical 
investigation. 618.10756 

Biographical and literary anecdotes of William 
Bowyer. 686.20922 

Biological mechanisms of attachment. 574.1 

Biological physics. 574.191 

Biology and chemistry of eucaryotic cell 
surfaces. 574.875 

Biology for survival. 574 

Biology of small DNA-tumor viruses. 
610.992071 

Biology of the laboratory rabbit. 636.9322 

Biomembranes. 574.875 

Birds: brain and behavior. 598.25 

Birds of the world: a check list. 598.2 

Birth control and unmarried young women. 
301.417533 

Bismarck and British colonial policy. 327.43042 

Bizarreries and fantasies of Grandville. 741.944 

Black as he’s painted (Marsh} FIC 

Black forest mournings. 811.54 

Black is beautiful beauty book. 613.04243 

Black September. 320.9569 

Blake and England. 760.0924 

Blank page (Constantine) FIC 

Blasphemies with Paradise judged. 811.54 

Blocking back (Knott) JUV 

Blood red, Sister Rose (Keneally) FIC 

Blue dwarfs (Mahr) PBK 

Blue Riband of the Atlantic. 387.243091 

Bob Dylan. 784.0924 

Bobby Orr. 796.962092 

Bobby Orr: my game. 796.962092 

Bold in the spirit. 248.173 

Bonhomme and the huge monster (Brunhoff) 
JUV 

Book of being born again into the world. 
818.5407 . 

Book of craftsmen. 600 

Book of dreams (Reich) PBK 

Book of homage to Shakespeare. 822.33 
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Book of murder. 812.54 

Book of prophecy. 133.3 

Book of Ruth (Leahy) FIC 

Bock of slang. 427.0903 

Book publishing and distribution. 343.73078 

Bock publishing: what it is, what. it does. 
070.573 - 

Bookcraft: how to construct note pad covers, 
boxes, and other useful items. 745.593 

Books and habits, from the lectures of Lafcadio 
Hearn. 821.009 

Books in Print. 015.73 

Books: West, Southwest. 810.9979 

Booze book. 820.80355 


_ Born nude and modern. 811.54 


Born to live. 362.430924 

Born to lose. 365.60924 

Bosley Crowther: social critic of the film, 1940- 
1967. 016.791430 

Botanical classifications. 582.130012 

Bourrichon. 811.52 

Bow Island (Carpelan) PBK 

Box man. 895.635 

Boys on the bus (Crouse) PBK 

Brahmin priest of Tamil Nadu. 294, 561 

Bread (Hunter) FIC 

Breaking into prison. 365.66 

Breast cancer, a challenging problem. 
616.994008 

Brecht; the man and his work. 832.912 

Brevities. 821.914 : 

Bridge conventions. 795.4152 

Brief history of the University of Southwestern 
Louisiana, 1900 to 1960. 378.76347 

Bring them in! 269.2 


` . Britain through American eyes. 301.154391 


British armour in action. 358.180942 

British books in print. 015.42 

British personal names in the Historia regum 
Britanniae. 942.01 

Brcadcasting in Africa. 384.54096 

Broadside authors and artists. 920.009 

Broken eagle. 830.99436 

Bronzes of the American West. 739.512097 

Brothers in deed to brothers in need. 
917.306917 

Brown pelican. 812.54 

Bubble-domain memory devices. 621.381953 

Buffalo book. 333.95 

Building an American pedigree. 929.10973 

Building early American furniture.. 684.104209 

Building pottery equipment. -681.7666 

Buried self (MacDonald) FIC 

Burke and Hare: the resurrection men.. 
345.420252 

Business cycles and forecasting. 338.54 

Business planning and forecasting. 658.4 

Bur I have called you friends. 241.676 

But I wouldn’t ot missed it for the world! 
(Bracken) PBK 

Bur there are always miracles. 362.430924 

Buyer/consumer information proctssing. 381 

By bread alone. 338.19 

Byron—and where he is buried. 821.7 

Byron mystery. 821.7 

Byzon’s Don Juan. 821.7 


C 


Cache of clevernesses. 827.008 

Cacti. 583.47 ; 

Cadmium in the environment, 615.925662 

Caine-Mutiny Court-Martial (Wouk) PBK 

California criminal law manual. 345.794 

California mushrooms. 589.222097 

California Slavic studies. 309.147 

California 2000 campaign. 336.794 

California votes, 1960-1972. 329.023794 

Californios (L’Amour) FIC 

Campus Spinister. 153.2 

Can you find the animal? 591.5 

Canaris; the biography of Admiral Canaris, chief 
of German Military Intelligence in the Second 
World War. 940.548743 

Cancer handbook of epidemiology and 
prognosis. 616.99407 

Cancer, June 22-July 22. 133. 5404 

Candida. 812.54 

Canoe camper’s handbook. 796.54 

Can’t read, can’t write, can’t talk too good 
either. 618.928553 

Capital bidecting: long-term asset selection. 
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` Capital formation approach to inflation 


containment. 332.410973 
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Capricorn, Dec. 22-Jan. 20. 133.5404 

Captain Blackman (Williams) PBK 

Captain Cook, R. N. 910.924 

Captive voices. 373.1897 

Captive (Young) PBK 

Carbon 14. 811.54 

Carcinocembryonic antigens. 616.994008 

Card. 823.6 

Cardiovascular clinics. 616.1008 

Cardiovascular disease: epidemiology, 
prevention, and rehabilitation. 016.6161 

Care and feeding of your diabetic child. 649.1 

Career education. 370.113 

Careers in consumer protection. 381.3 

Caribbean islands. 917.29 

Caribbean rhythms (Livingston) PBK 

Caricature of to-day. 741.59 

Caricature; wit and humor of a nation in picture, 

"song, and story. 817.5208 

Carly Simon. 784.0924 

Cars of the stars. 629.2222 

Case of our present theatrical disputes, fairly 
states, in which is contained, a succinct 
account of the rise, progress, and declension of 
the ancient stage. 792.0942 

Cases and materials on water law. 346.730469 

Cases on copyright, unfair competition, and 
other topics bearing on the protection of 
literary, musical, and artistic works. 
346.730482 

Castle of fear (Abbott) PBK 

Castle of Fratta (Nievo) FIC 

Castrol racing drivers’ manual. 796.72 

Catalog of published concert music by American 
composers. 016.780973 

Catalogue of European paper money since 1900. 
769.5594 

Catalogue of the Anglo-Saxon ornamental 
metalwork, 700-1100 in the Department of 
Antiquities, Ashmolean Museum. 739.207402 

Catastrophe and imagination. 823.03 

Cecil Rhodes. 968.040924 

Cellular interactions in animal development. 
591.8761 

Censure of the Rota. 821.4 

Census data and urban transportation planning. 
388.40973 

Centauri device (Harrison) FIC 

Central government of China, 1912-1928. 
320.95104 

Century of Jewish life in Dixie. 917.617810 

Challenge of Anne Boleyn. 942.052092 

Chamulas in the world of the sun. 970.3 

Changing of the guard (Ehle) FIC 

Chaplin. 791.430280 

Chapter of governesses. 823.03 

Character of the good ruler. 320.50974 

Charismatic movement. 270.82 

Charismatic reader. 234.1 

Charles C. Rich, Mormon general and Western 
frontiersman. 289.30924 

Charley Pride. 784.0924 

Charlie Brown Thanksgiving. 741.5973 

Charm and charisma: a personal guide. 
646.702404 

Chaucer dictionary. 821.1 

Chautauqua. 747.95 

Chautauqua Opera Association, 1929-1958. 
782.106274 

Cheesebox. 364.10924 

Chemical induction of cancer. 616.99407 

Chemical reaction engineering-II. 660.299 

Chemical zoology. 591.192 3 

Chemistry and biochemistry of plant hormones. 
581.19208 

Chemistry of clay-organic reactions. 553.61 

Chemistry of PCB's. 547.613 

Chesterton, and other essays. 820.9008 

Chicago declaration. 261 

Chicano counselor. 371.976872 

Child of nature. 843.5 

Children in distress. 371.940942 

Children’s poetry preferences. 428.007 

Child’s discovery of space; from hopscotch to 
mazes. 513.83 

Chile and her argonauts in the gold rush, 1848- 
1856. 301.451688* 

Chilton’s complete guide to motorcycles and 
motorcycling. 629.2275 

Chilton’s repair and tune-up guide: BMW 2. 
629.28722 

Chilton’s repair and tune-up guide: Subaru. 
629.28722 

Chilton’s repair and tune-up guide: Winnebago 
motor homes. 629.2876 

China and Southeast Asia. 327.51059 


China, the U.S.S.R., and Eastern Europe: a U.S. 
trade perspective. 382.097301 

Chinatown quest. 362.732092 

Chinese prose literature of the T‘ang period, 
A.D. 618-906. 895.10903 

Chinese Red Army: campaigns and politics since 
1949. 355.00951 

Chinese residents in Chicago. 301.451951 

Chinese tomb figures. 393.1 

Chiodo undercover cop (Whited) PBK 

Christian calendar. 263.9 

Christian school: why it is right for your child. 
377.0973 

Christian tradition. 230.2 

Christianity and Islam. 261.2 

Christians under the hammer & sickle. 209.47 

Christmas. 394.268 

Christmas in summer. 910.4 

Chronicles of wasted time. 070.924 

Chronology of the war at sea. 940.545 

Church and its mission. 266.001 

Ciid beetles of California (Coleoptera: Ciidae) 
595.709794 

Cilia and flagella. 593 

Cinema booklist. 016.79143 

Circulation system at the Weber State College 
Library. 025.602854 

Circumnavigators: small boat voyagers of 
modern times. 910.453 

Circus of Dr. Lao (Finney) PBK 

Cities & scenes from the ancient world. 741.973 

City Lights anthology. 810.80054 

Civil War, a narrative. 973.7 

Classic Greek cooking. 641.59495 

Classical dynamics: a modern perspective. 
531.11 

Classroom activities for motivating under- 
achieving children. 371.926 

Classroom discipline. 371.102 

Classrooms that work. 371.9 

Clinical endocrinology. 616.4 

are endocrinology; theory and practice. 

1 

Clinical laboratory in nursing education. 
610.730711 

Clinical neuro surgery. 617.48 

Clinical notes on group-analytic psychotherapy. 
616.8915 

Clinical perinatology. 618.2 

Closely watched films. 791.430943 

Cloud-hidden, whereabouts unknown. 200.1 

Clout (Gibbons) PBK 

Coach’s guide to the slot I offense. 796.3322 

Cockroach (Solomon) FIC 

Codes of English. 428 

Collected poems of Isaac Rosenberg. 821.912 

Collectivist economic planning. 335 

Collector’s handbook to marks on porcelain and 
pottery. 738.20278 

College credit by examination. 378.1664 

Collocation methods for parabolic equations in a 
single space variable, based on Cl- piecewise- 
polynomial spaces. 510.8 

Color atlas of infectious diseases. 616.9 

Colorado. 917.91303 

Colorado adventures; 40 trips in the Rockies. - 
917.88043 

Colorful cacti of the American desert. 
635.93347 

Colorimetric methods of analysis. 545.812 

Columbia. 917.97 

Come laugh with me. 811.54 

Come, Lord Jesus; devotions for families with 
children. 249 

Comic-stripped American. 809.36 

Coming to life (Klein) FIC 

Commerce between the Roman Empire and 
India. 382.093403 

Commitment on campus. 301.58 

Commodity classification and naming. 658.575 

Common globe or global commons. 301.31 

Common sense in poker. 795.412 

Communist eschatology. 335.43 

Community in conflict: Frankfurt society in the 
seventeenth and early eighteenth centuries. 
309.14341 

Compact anthology of Bartlett’s quotations. 
808.882 

Companies holding certificates of authorization 
for use of code symbol stamps. 338.476211 

Comparative studies of food and environmental 
contamination. 628.5 

Comparative literary studies. 809 

Comparative morphology of vascular plants. 

1.4 


Comparative vertebrate morphology. 596. 04 
Compendium of housing statistics, 1971. 300.8 
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Compiler construction. 001.6425 

Compleat skier (Casewit) PBK 

Complete beginner’s guide to ice skating.. 
796.91 

Complete book of canoeing and kayaking. 
797.122 

Complete book of men’s hairstyles and hair care. 
646.74 

Complete book of mobile home living. 643 

Complete book of platform tennis. 796.34 

Complete book of the Appaloosa. 636.13 

Complete buying guide to photographic 
equipment (Consumer guide.) PBK 

Complete guide to Ski equipment (Consumer 
Guide.) PBK 

Complete handbook of pro basketball 
(Hollander) PBK 

Complete handbook of pro hockey (Hollander) 
PBK 

Complete limerick book. 821.08 

Complete surgical guide. 617 

Complete terrace book. 643.55 

Complete Wedding march of Erich von 
Stroheim. 791.437 

Compulsive gamblers. 301.57 

Computer-based acquisitions procedures at 
Tarrant County Junior College District. 
025.202854 

Computers in knowledge-based fields. 001.6 

Concepts for a musical foundation. 781 

Concepts in learning. 370.152 

Concise history of Spain. 946 

Concrete look at nature. 574.97471 

Conducting bodies (Simon) FIC 

Confessional imagination: a reading of 
Wordsworth’s Prelude. 821.7 

Conflicting constraints on the multinational 
enterprise: potential for resolution. 338.88 

Congressional committees. 328.730765 

Congressmen and their constituencies. 
328.730775 

Constraints on the expansion of commercial 
agriculture: Iringa District, Tanzania. 
916.030711 

Consultations in dermatology II with Walter B. 
Shelley. 616.5 

Consumer’s guide to good health (Podair) PBK 

Contact hypersensitivity in experimental 
animals. 616.973007 

Contact lens practice. 617.7523 

Contemplative man (Lawrence) FIC 

Contemporary developments in mathematical 
psychology. 150.184 

Contemporary Latin American short stories 
(Mancini) PBK 

Contemporary lithographic workshop around the 
world. 763 

Contemporary New Zealand: essays on the 
human resource, urban growth and problems 
of society. 309.1931 

Contemporary organizations: an introductory 
approach. 658.4 

Continental Op (Hammett) FIC 

Continuities and discontinuities in political 
thought. 320.08 

Contraception, abortion, pregnancy. 613.95 

Contraception and fertility change in the 
international postpartum program. 301.321 

Contrasting approaches to Strategic arms control. 
327.174 

Contrasumers. 333.7 

Contributed papers. 621.381959 

Control of the sea-bed. 341.762 

Controversy in obsterics and gynecology II. 618 

Conversations with George Moore. 823.8 ‘ 

Conversions. 811.54 

Cooking for carefree weekends. 641.568 

Coping in a troubled society. 362.2 

Copyright law symposium. 655.6082 

Core of the city. 309.262 

Corrected impressions. 820.9008 

Correspondence of Daniel O’Connell. 
941.580924 

Corrosion data survey. 620.1623 

Cosmetics, science and technology. 668.55 

Cosmetology. 646.724023 

Costa Rica in pictures. 917.286 

Cottage (Travis) PBK 

Country chronicle. 917.46 

Country wisdom. 390.0973 = 

Court secret. 823.6 

Courtship, marriage, and the family. 301.42 

Coyote goes hunting for fire. 398.209701 

CPA examination review outlines and study, 
guides. 657.61076 

Craft of poetry. 811.5409 

CRC handbook of aes 576.08 
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CRC standard mathematical tables. 510.835 

Creating a foster parent-agency handbook. 
362.733 

Creation of the first Arthurian romance. 841.1 

Creative fly ¢ying and fly fishing. 688.79 

Creative needlework. 746.4 

Creative photographer. 770 

Creoles of Sierra Leone. 301.296640 

Crime-free; how to protect your property and 
yourself. 643 

Criminology. 364 

Criminology, law enforcement, and offender 
treatment. 016.364 

Crisis of liberalism. 320.510942 

Critical and philosophical commentary. 821.5 

Critical index. 016.79143 

Critical reception of Robert Frost. 016.81152 

Criticism on the Elegy. 828.609 

Critics on Upton Sinclair. 813.52 

Critics on William Dean Howells. 818.409 

Crome yellow (Huxley) FIC è 

Cruel and unusual justice. 345.74705 

Cruise of the Corwin. 919.8 


Cruising the Pacific coast: Acapulco to Skagway. 


910.091823 

Cruising the Sahara. 916.604 

Cry of the ancients. 970.1 

Crystal night. 943.086 

Crystalline solids. 548.81 

Cuban insurrection, 1952-1959. 972.91063 

Cuchulain plays of W. B. Yeats. 821.8 

Cultural policy in the Federal Republic of 
Germany. 354.430085 

Culture and human development. 301.2 

Curious boating inventions. 623.82 

Current advances in oral surgery. 617.522 

Current and future trends in community 
psychology. 362.2 

Current problems of economic integration. 
300.8 

Current topics in biochemistry. 612.015 

Current trademark problems. 346.730488 

Curriculum alternatives; experiments in school 
library media education. 020.7 

Cut-and-slash basketball. 796.3232 

Cycles of essential elements. 574.52 

Cytology of supradiaphragmatic organs. 
616.07582 


D 


Daily bread. 242.2 

Dance and drama in Bali. 793.319598 

Dance is a contact sport. 792,809747 

Dance of the self. 793.32 

Daniel Isaac Eaton and Thomas Paine: five 
tracts, 1793-1812. 345.420256 

Darbys and the Ironbridge Gorge. 609.4245 

Dark forest (Foxall) FIC 

Dark journey home (Howell) PBK 

Dark princess. 813.52 

Darkening island (Priest) PBK 

Darkness and the dawn (Costain) PBK 

Data processing. 001.6 

Data transmission. 001.64 

Daughter (Torday) PBK 

David. 362.783 

David and Goliath. 221.92 

Days and destinies. 811.54 

De la Revolution a nos jours. 448.6 

Deadly simple mechanics of society. 301.023 

Death and beyond in the Eastern perspective. 
128.5 

Death and life of Malcolm X. 301.451960 

Death and reincarnation: eternity’s voyage. 
294.523 

Death of Attila (Holland) PBK 

Decimal computation. 519.4 

Decision methodology. 658.403 

Dedicated man. 363.3 

Deeper into movies (Kael) PBK 

Defence of Western Europe. 355.03304 

DeLong’s guide to bicycles & bicycling: the art 
& science. 796.6 

Depression or bust (Reynolds) PBK 

Derivations and automorphisms of Banach 
algebras of power series. 510.8 

Dermatology: diagnosis and treatment of 
cutaneous disorders. 616.5 

Description of Millenium Hall (Scott) FIC 

Desegregating America’s colleges. 378.73 

Designing with letters. 686.224 

Detective wore silk drawers (Lovesey) PBK 

Determinants of public policy in the American 
states. 320.4018 
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Deterrence in American foreign policy. 327.73 

Devastation of the Indies. 980.01 

Developing law of endowment funds: "The law 
and the lore” revisited. 346.73064 

Development in rich and poor countries. 309.23 

Development of the democratic idea: Readings 
from Pericles to the present (Sherover) PBK 

Devon shipwrecks. 910.091633 

Diagnosis and treatment of fungal infections. 
616.969 

Dialogue with a dead man. $11.54 

Diamonds eternal. 553.82 

Diary of an acorn (Burdette) JUV 

Diary of Anais Nin, 1947-1955. 818.5203 

Dictionaries and other wordbooks. 423.028 

Dictionary for marketing research. 031 

Dictionary of labour biography. 331.0922 

Dictionary of useful plants. 581.6103 

Different heaven and earth. 261.83412 

Differential equations, dynamical systems, and 
linear algebra. 510.8 

Differentiation and growth of cells in vertebrate 
tissues. 596.08761 

Directing Shakespeare in the contemporary 
theatre. 792.9 

Directory of American poets. 811.5409 

Directory of Government document collections 
& librarians. 027.70973 

Discharge planning for hospitals. 362.11 

Disciples are made-not born. 269.2 

Discopaedia of the violin, 1889-1971. 
016.789912 

Discover the real you. 158.1 

Discover your spiritual gift and use it. 234.1 

Discovery Bible handbook. 248.4 

Discrete computational structures. 001.64044 

Diseases of sheep. 636.3089 

Divan & other writings. 868.6209 

Divided we stand. 286.0973 

Dixiecrats and Democracts. 329.309761 

DNA synthesis. 574.8732 

Doctor Frigo (Ambler) FIC 

Doctor in love (Seifert) FIC 

Dr. Seuss storytime (Seuss) JUV 

Documents on political thought in modern 
India. 320.95403 

Dog day afternoon (Waller) FIC 

Dombey and Son. 823.8 

Doors of his face, the lamps of his mouth, and 
other stories (Zelazny) PBK 

Dorando. 823.6 

Dorie and the amazing magic elixir (Coombs) 


Dove shooter’s handbook. 799.24865 

Down home, Camden, Alabama. 917.6138 

Dragon under the hill (Honeycombe) PBK 

Drake’s international recipe cookbook. 641.59 

Dream dancer (Bolton) JUV 

Dream telepathy. 133.8 

Dreams of Victory (Conford) PBK 

Driven driver. 629.2832 

Driving to New Mexico. 811.54 

Drug use: epidemiological and sociological 
approaches. 362.293 

Drugs and behavior. 615.78 

Druidism. 299.16 

Drydeniana. 821.4 

Drying cereal grains. 633.1046 

Due preparations for the plague, as well for sou: 
as bady. 823.5 

Duffy. 796.332092 

Duke Ellington; ambassador of music. 
785.420924 

Du Mauriers (Du Maurier) PBK 

Du Pont: behind the nylon curtain. 338.766009 

Dynamics of degeneration and growth in 
neurons. 599.0188 


E 


E. E. Cummings: a remembrance of miracles. 
811.52 


Eagle (Hamilton) FIC 

Ear! the pearl. 796.323092 

Early barrow-diggers. 913.031092 

Early childhood education: planning and 
administering programs. 372.21 

Early printed books. 093 

Early Russian literature. 891.709001 

Early schoolmasters in a developing country. 
371.009598 

Earth book. 301.31 

Earth is near (Pesek) JUV 

Earth Namer. 398.209701 

East Africa: a travel guide. 916.704 
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East Southeast and other poems. 811.54 

Eastern Europe since Stalin. 320.947085 

Easy and hard ways out (Grossbach) FIC 

Easy speaker projects. 621.380282 

Ecclesiology of Vatican II. 262.02 

Echo of a distant drum: Winslow Homer and 
the Civil War. 760.0924 

Ecological stability. 574.5 

Ecology and change: rural modernization in an 
African community. 309.167804 

Economic blocs and U.S. foreign policy. 
382.0973 

Economic change in precolonial Africa. 
330.966301 

Economic development in India. 338.954 

Economic history of China. 330.951 

Economic justice; selected readings. 330.155 

Economic principles of Confucius and his 
school. 330.15 

Economics and technology in 19th century 
American thought. 330.0973 

Economics of pollution. 333.7 

Ecumenical directory of retreat and conference 
centers. 269.602573 

Educating children with special needs. 
371.90973 

Education of Abraham Lincoln. 973.70924 

Education of man. 370 

Educational media yearbook, 1974. 371.33 

Educationally retarded child. 371.9282 

Effective communication in business. 651.74 

Effective use of resources: Financial. 338.43 

Effects of observation of India on modern 
European thought. 915.40335 

Efficiency and expansion. 382.0973 

Egg. 823.6 

Eight for immortality. 821.91209 

Eighteenth century studies, and other papers. 
O81 

El Lobo and Spanish gold. 917.204820 

Electoral politics in South Vietnam. 324.597 

Electron microscopic concepts of secretion: 
ultrastructure of endocrinal and reproduction 
organs. 599.0142 

Electron microscopy and cytochemistry. 
574.876 

Electronic equipment reliability. 621.38028 

Electronic information processing. 621.381958 

Electronic music synthesis. 789.9 

Electronic test equipment—and how to use it. 
621.381043 

Electronics for shutterbugs. 681.418 

Electronystagmography: What is ENG? 617.71 

Elementary modern physics. 539.7 

Elementary school science and how to teach it. 
372.35044 

Elementary statistics. 519.5 

Elements of English architecture. 720.942 

Elements of play. 790.1 

Eliot enigma. 821.912 

Ellen Glasgow, novelist of the Old, and the new 
South; an appreciation. 813.52 

Elsewhere, perhaps (Oz) PBK 

Elsie Lee’s party cookbook. 641.5 

Emancipation and counter emancipation. 
301.451924 

Emancipation of Angelina Grimke. 322.440924 

Embodiment of knowledge. 120 

EMG primer. 616.0754 

Enchanted island (Robins) PBK 

Encina and Virgil. 871.01 

Enclave. 812.52; 812.54 

Encountering the unionized university. 
331.890413 

Encyclopedia of house plants (Jenkins) PBK 

Encyclopedia of Indians of the Americas. 

70.103 


End of a mission. 838.91418 

End of extraterritoriality in China. 341.483 

End of our exploring. 113.8 

Endemism in fishes of the Clear Lake region of 
central California. 597.092979 

Endocrine function of the human testis. 612.61 

Energy cartel: who runs the American oil 
industry. 338.272820 

Energy crisis. 333.7 

Energy development. 621.4 

Energy, ecology, and the enviranment. 338.4 

Energy Forum. 333.7 

Energy savings in buildings. 338.4 

Engineering for diary and food products. 664 

England’s green and pleasant land. 914.20485 

English guide book, c.1780-1870. 016.914204 

English humor. 827.009 

English novel. 823.03 

Enigma of Brontes. 823.809 

Enjoying Europe. 914.0455 
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Enjoying poetry. 808.1 

Enjoying the summer theatres of New England. 
792.022409 

Entrepreneur; eight case studies. 338.040942 

Environment and plant development. 581.5 

Environmental analysis for management. 658.4 

Environmental physiology. 599.0108 

Environmental politics. 301.310973 

Environmental pollution control. 628.5 

Environmental quality. 301.31 

Epic of evolution. 813.52 

Epic to novel. 823.03 s 

Epictetus. 188 

Epsilon. 811.54 

Equivalency testing; a major issue for college 
English. 428.00711 

Eric. 362.196155 

Eskimo boyhood. 970.498 

Essay on rheumatism. 823.6 

Essays in creativity (Rosner, Stanley) 153.35 

Essays in Old Testament ethics. 221.817 

Essential Comte. 914 

Essentials of statistics in marketing. 519.502438 

Ethics as a behavioral science. 170 

Etiology of human breast cancer. 616.99449 

Etruscans. 913.375 

Etudes sur le mode d'action des hormones 
steroides sexuelles. 612.6. 

Euclfaristic prayer. 264.0201 

Eureka. 917.94035 

European drama criticism. 016.8092 

Europe’s crucial years. 940.3112 

Evaluation, diagnosis, and treatment of occlusal 
problems. 617.643 

Evelyn Duvall's handbook for parents. 649.1 

Everlasting man. 230 

Everyman’s income tax. 336.242673 

Everyones guide to better food and nutrition. 

41.3 

Everything you need to know now about gold 
and silver. 332.422 

Evil lives here (Nuelle) PBK 

Evolution of British town planning. 309.262094 

Evolution of modern marriage. 301.41 

Examination of two chapters of Mr. Gibbon’s 
History, 1778, and A reply to Mr. Gibbon’s 
Vindication, 1779. 937.060720 

Exchange by private treat. 381 

Excited state in chemical physics. 541.08 

Exclusive! 322.420924 

Exercises in religious understanding. 200.1 

Exorcist; the strange story behind the film 
(Newman) PBK 

Experiential Bible study. 220.07 

Experimental marine biology. 574.92 

Exploiters (Gerson) FIC 

Explore. 268.433 

Exploring data analysis. 001.422 

Exploring photography. 770 

Exploring Redwood National Park. 917.941 

Expository outlines on the gospel of John. 
251.02 œ 

Expressive singing. 784.93 

Expropriation of private foreign investment. 
332.673 

Extraordinary case of William Bingley, 
bookseller, 1770. 342.42085 

Eye movements, vision, and behavior., 612.846 

Eyewitness to early American telegraphy. 


F 


Fabulous ego. 909 

Fabulous gunman (Overholser) PBK 

Face-off '74-’75. PBK 

Fairy tale of New York (Donleavy) PBK 

Faith and fratricide. 261.834519 

Faith triumphant. 242.2 

Family doctors and public policy. 362.1 

Family man (Moore) PBK 

Family matters (Fuchs) PBK 

Fan man (Kotzwinkle) FIC 

Farther adventures of Robinson Crusoe, being 
the second and last part of his life. 823.5 

Fashion accessozies.* 658.809391 

Fashion drawing for advertising. 741.672 

Fate control (Lafforest) PBK 

Father goose (Fowler) PBK 

Father: his role in child development. 301.427 

Fatigue strength of steel beams with welded 
stiffeners and attachments. 625.708 

Favorite Bible verses. 220.5203 

Favorite stories for children. 398.2452 

Feast of St. Dionysus (Silverberg) FIC 


site oe 


Federal estate and gift taxes. 343.73053 
Federal tax return manual. 336.240267 
Federal transit subsidies. 388.40973 
Federalism and constitutional change. 342.03 
Federico Garcia Lorca and the Public. 862.62 
Feelings between brothers and sisters. 155.443 
Feelings between friends. 158.25 

Feelings between kids and grown-ups. 158.24 
Feelings between kids and parents. 158.24 
Fellowship of the stars. 813.0876 

Female American (Winkfield) FIC 

Female Quixote. 823.6 

Feminine in fiction. oe 03 


Femmes savantes. 842. 

Fences, gates, and ied: 631.27 

Ferroelectrics literature index. 016.530410 

Fiat. 629.22 

Fiberglass rod making. 688.79 

Fieldbook of nature photography. 778.93 

Fields of force. 794.157 

Fiesta: minority television programming. 384.55 

52 simple invitation illustrations. 251.08 

Fight of a book for the world. 811.3 

Fighting from Baltimore (Gould) FIC 

Figure finaglers. 381.3 

Fill-in puzzles (Andrew) PBK 

Fillers and reinforcements for plastics. 540.8 

Film directors. 791.430233 

Films of Jeanette MacDonald and Nelson Eddy. 
791.430280 

Final report on a study of a system for inter- 
library communication (SILC) 024.6 

Finance of canal building in eighteenth-century 
England. 386.4 

Financial tables for balloons, residuals, and 
renewals, showing payments to amortize with 
terminal balloon payments. 332.820212 

Financing part-time students. 379.1214 

Find it, sew it, wear it! (Gerber) PBK 

Finding yourself, finding others. 158.2 

Finger of Saturn (Canning) FIC 

Finite-dimensional vector spaces. 512.523 

Finite groups and quantum theory. 530.12 

Finite groups whose 2-subgroups are generated 
by at most 4 elements. 510.8 

Fire engines in color. 628.925 

Fire time (Anderson) FIC 

Fireside book of North American Indian 
folktales. 398.209701 

First appearance in print of some four hundred 
quotations. 808.882 

First century of New England verse. 811.109 

First folio of Shake-speare. 822.33 

First International Radiation Curing Conference. 
660.28426 

First year of bereavement. 155.937 

Fisheries of the Indian ocean. 338.372709 

Fishing. 081 

Fishing for beginners. 799.12 

Five essays written in French. 844.8 

Five models of foster family group homes. 
362.733 

Flame retardant coatings and building materials. 
691 


Flashman at the charge (Fraser) PBK 

Flaubert. 843.8 

Floor of the sea: Maurice Ewing and the search 
to understand the earth. 551.460809 

Florida rules of court, 1974. 347.75905 

Flower embroidery. 746.44 

Fluid and electrolyte balance. 612.1 

Fluid, electrolyte and nutrient therapy in 
surgery. 617.91 

Fodor's Yugoslavia 1974. 914.970485 

Food co-ops. 334.5 

Food service careers. 642.5023 

Food, Shelter, and The American dream. 
330.973092 

Foodservice safety. 642.508 

Foodservice vocabulary. 642.508 

Fool killer (Eustis) PBK 

For love of Imabelle (Himes) PBK 

For once in my life (Stuart) FIC 

For the children’s hour. 808.899282 

Ford Foundation experiments in regional 
environment management. 301.310973 

Foreign leader program: operations in the 
United States. 353.00892 

Forest and man. 634.9 

Forest H. Belt’s easi-guide to conserving energy 
& materials. 640.73 

Forest H. Belt’s easi-guide to multispeed 
bicycling. 796.6 

Formal category theory: adjointness for 2- 

. categories. 510.8 

Formative years. 973.46 

Fort Jesus. 916.7623 

Fortran IV. 001.6424 
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Fortress Atlantis (Scheer) ‘ PBK 

Fortunate foundlings. 823.5 

Fortunate Miss East (Meynell) FIC 

Fortunate mistress. 823.5 

Forty fowl recipes from Black Afriaa. 
641.665009 

44 hours to change your life (Durkin) PBK 

Foundation grants index. 001.44 

Foundations in sociolinguistics. 301.21 

Foundations of a planned economy, 1926-1929. 
330.947084 

Four French dramatists. 016.842809 

Fourier analysis of unbounded measures on 
locally compact Abelian groups. 510.8 

Fracture and fatigue. 620.11 : 

Fractured family. 301.421097 

Fran Tarkenton. 796.332092 

France and the estates general of 1614. 
320.94403 

Frank Tenney Johnson book. 759.13 

Frankenstein. 791.437 

Frans Hals. 759.9492 

Fraud investigation; fundamentals for police. 
364.12 

Free beaches. 797.21 

Free radical telomerization. 547.28 

Free weaving on frame and loom. 746.14 

Freedom and resentment, and other essays. 192 

Freedom of the press: Sir Roger L’Estrange’s 
tracts and others, 1660-1681. 342.42085 

Freedom of the press: six tracts, 1698-1709. 
342.42085 

Freedom to know. 323.445097 

Freewheeling of Joshua Cobb (Hodges) JUV 

French against the French: collaboration and 
resistance. 940.5344 

French structure. 448.242 

French through pictures (Richards) PBK 

French through pictures (Richards) PBK 

Fresh look at higher education. 378.4 

Friedman on leases. 346.730434 

Friend can help. 158.25 

Friendly porpoises. $99.53 

Friends to the Liberty of the Press: eight tracts, 
1792-1793. 342.42085 

Friends University, 1898-1973. 378.78186 

Frisian language and literature. 439.209 

From nudity to raiment. 391 

From Tiberius to the Antonines. 937.07 

Frontier law. 364.15 

Fuel and the environment. 363.6 

Fun in photography. 778.8 

Functional monomers. 668.42 

Fund accounting; theory and practice. 
657.835009 

Fundamental measures and constants for science 
and technology. 389 

Fundamentals for maxillofacial prosthetics. 

17.52 

Fundamentals of family practice. 616 

Fundamentals of FORTRAN programming. 
001.6424 

Fundamentals of physics. 530 

Funniest moments in school. 370.207 

Further rivals of Sherlock Holmes. 823.0872 

Future of political science. 320 i 

Future present. 264 

Futurological Congress (from the memoirs of 
Ijon Tichy) 891.8537 


G 


Gabriel Metsu (1629-1667); a study of his place 
in Dutch genre painting of the golden age. 
759.9492 

Galaxies and relativistic astrophysics. 520.8 

Game theory as a theory of conflict resolution. 
301.630151 

Gamesman bridge (Kantar) PBK 

Gaming: the future’s language. 519.3 

Garden pests and diseases of flowers and shrubs. 
635.92 

Gardener’s bedside book. 635.9 

Gardener's year. 635.9 

Gardening indoors with house plants. 635.965 

Gas and liquid sweetening. 665.73 

Gas saver's guide (Callender) PBK 

Gastrointestinal pathophysiology. 616.307 

Gemini, May 22-June 21. 133.5404 

Gemstones and minerals. 553.8075 

General inorganic chemistry. 546 

Generic Hamiltonian dynamical systems are 
neither integrable nor ergodic. 510.8 

Genetic and metabolic eye disease. 617.7042 

Genetic buccaneer (Kern) PBK 
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Genetics and biochemistry of Pseudomonas. 
589.95 


Genetics and social structure: mathematical 
structuralism in population genetics and social 
theory. 301.421015 

Genetics and the animal cell. 591.151 

Genetics of forest ecosystems. 581.5264 

Gentleman Jimmy Walker, mayor of the jazz 
age. 974.710409 i 

Geographical literature on Nigeria, 1901-1970. 
016.91669 

Geography of American sport: from Cabin 
Creek to Anaheim. 796.0973 

Geography of Puerto Rico. 330.972950 

Geological structure of New Zealand. 559.31 

Geology of continental margins. 551.4608 

George Eliot and Flaubert: pioneers of the 
modern novel. 809.33 

George Eliot and her times. 823.8 

George Grosz. 741.5943 

George S. Kaufman and his friends. 812.52 

German Democratic Republic from the sixties to 
the seventies. 301.592094 

German literature. 830.9 

Germans: the biography of an obsession 
(Bailey) PBK 

Gettysburg: a journey in time. 973.734902 

Ghost town gold (MacDonald) PBK 

Ghosts, castles, and victims (Wolf) PBK 

Gibboniana. 907.2024 

Gibbon’s account of Christianity considered. 
937.060720 

Gifts and gift taxation. 343.73053 

Gifts of the lotus. 242.2 

Gingerbread man: Pat Williams—then and now. 
248.20924 

Glass and glassware. 748.29 

Glass house. 727.558074 

Glassblower’s children (Gripe) PBK 

Glassblowing. 748.2 

Glorious failure. 975.704 

Glory and the dream: a narrative history of 
America, 1932-1972. 917.30392 

Gloucester fragments. 270.30924 

God Ain’t even sick (Wiedeman) FIC 

God and Mr. Gomez. 917.22 

God, but I’m bored! (Guder) PBK 

God has the answer. 248.4858 

God I like you. 821.914080 

Goddess of Atvatabar. 813.4 

God's last word to man. 227.87 

Gods of life. 174.24 

Gods of Northern Buddhism. 294.3411 

God’s strategy in human history. 231.6 

Goggle-eyed pirates (Falk) PBK 

Going like sixty. 818.5207 

Golden Goose. 798.400924 

Golden guide to guns. 623.44 

Good man’s weakness. 362.292 

Goodbye, Charlie (Bolton) JUV 

Goodbye to the purple sage (Benedict) PBK 

Goodness of God. 231.8 

Gorgon festival (Upchurch) PBK 

Gosiute Indians. 970.3 

Gospel according to the Harvard Business 
School. 658.4 

Gospel; an American success story (Ansell) 

Gottfried August Burger. 831.6 

Government & the media in conflict? 1970-74. 
323.445097 

Government of Northern Ireland, 1922-72. 
016.91415 

Government of the national defence, from the 
30th of June to the 31st of October 1870. 
943.082 

Grace in the wilderness. 252 

Grammar for use. 425 

Grammar of living. 616.89 

Graphic representations of the periodic system 
during one hundred years, 541.9 

Grassland ecology and wildlife management. 
333.740942 

Gravitational radiation and gravitational 
collapse. 523.01 

Great American naturalists. 500.922 

Great Civil War in Lancashire, 1642-1651. 
942.062 

Great cooks cookbook. 641.5 

Great courtroom battles (Rubenstein) PBK 

Great coverup: Nixon and the scandal of 
Watergate (Sussman) PBK 

Great diving. 797.23 

Great family fun guide to San Francisco! 
(Hansell) PBK 

Great hot springs of the West. 917.8 

Great mystics. 149.3 
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Great novelists: Scott, Thackeray, Dickens, 
Lytton. 823.03 

Great stories of suspense. 823.0872 

Great wave: the influence of Japanese woodcuts 
on French prints. 769.944 

Great western salt works. 701 

Great white way (Paine) FIC 

Green Mountain heritage. 917.434 

Green revolution in India. 338.10954 

Greenage summer (Godden) PBK 

Grievance arbitration case stucies. 331.8896 

Grimble: and, Grimble at Christmas (Freud) 
JUV 

Group representations. 510.8 

Groups in schools. 371.25 

Growing up female. 301.412097 

Growler. 621.31042 

Growth and change of schizophrenic children. 
618.928982 

Growth centers and economic development. 
309.250973 

Growth of crystals from the vapour. 548.5 

Growth of the British econémy 1918-1968. 
332.10942 

Growth through groups. 259 

Guardians (Parkes) FIC 

Guide for single parents. 616.8915 

Guide to Anthony Trollope. 823.8 

Guide to career education. 370.113 

Guide to fresh and salt-water fishing. 799.1 

Guide to Jane Austen. 823.7 

Guide to psychologists and their concepts. 
150.922 


Guide to research in American library history. 
016.027073 

Guide to the literature of asthetics. 016.11185 

Guidelines for handling library orders for serials 
and periodicals. 025.21 

Guilty pleasures (Barthelme) FIC 

Guinness sports record book (McWhirter) PBK 

Guitar book. 787.612 

Gulliveriana, 1728. 828.509 

Gunslingers in action. 959.704348 

Gustave Moreau. 759.4 

Gypsy politics and social change. 301.451914 

Gyrodynamics; symposium. 531.34 


H 


H. G. Wells & Rebecca West. 820.900912 

Haemorrhagic and thromobotic diseases. 616.15 

Half past the eleventh hour. 133.8 

Hamlet. 822.33 

Hammer of the Lord. 207 

Hammond contemporary world atlas. 912 

Hammond standard world atlas. 912 

Handbook of adhesives. 668.3 

Handbook of APL programming. 001.6424 

Handbook of applied mathematics. 510.202 

Handbook of games and simulation exercises. 
371.3078 

Handbook of medical treatment, 616.02 

Handbook of Middle American Indians. 
970.428 

Handbook of solvents. 661 

Handling your house closing. 346.747043 

Handmade vanishing cultures of Europe and the 
Near East. 914.03 

Handweaver's workbook. 745.52 

Hanging in there with Christ. 248.482 

Hankey: a man of secrets. 942.082092 

Happiest hookers. 741.59 

Hard trials on my way. 322.440973 

Harriet Hubbard Ayer's book. 646.72 

Harry & Tonto (Greenfield) PBK 

Harry Cat’s pet puppy (Thompson) JUV 

Harvard guide to American history. 016.917303 

Has God spoken? 215 

Haunted monastery (Gulik) PBK 

Havana inquiry. 972.91064 

Have mercy upon us (Forbes} FIC 

Haversham legacy (Winston) FIC 

He only robbed banks. 364.152309 

Head in the clouds. 629.130924 

Head of the bed. 811.54 

Healing alliance. 616.8915 

Health care politics. 362.10973 

Health education guide. 613.071 

Heartbeat away (Cohen) PBK 

Heat exchangers: design and theory sourcebook. 
621.4022 

Heat transfer in flames. 536.2 

Heaven is where you find it (Freeman) FIC 

Helen in Egypt. 811.52 

Hell and the Victorians. 236.09034 
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Hello, doctor! I’ve got a dog. 636.089092 

Help in understanding the Bible. 220.07 

Help to the study of the holy spirit. 231.3 

Helping the retarded child. 649.1528 

Hengest. 398.22 

Henrietta (Lennox) FIC 

Henrietta Szold, life and letters. 956.940010 

Henry James. 813.4; 928.1 

Herb-lore for housewives. 641.357 

Here abide monsters (Norton) PBK 

Heresy, crusade, and inquisition in southern 
France, 1100-1250. 274.4 

Hero it nothin’ but a sandwich (Childress) 
PB 

Heroes of the horrors. 791.430280 

Heroic horses and their riders. 636.13 

Heroin addiction in Britain. 362.293094 

Hesitant heart (Edwards) FIC 

Heterocycles in organic synthesis. 547.59 

Hibernia. 975.9 

Hickethier color atlas. 535.6 

Hidden numbers; no. 1 (Andrew) PBK 

Hidden words (Andrew) PBK 

Hide fox, and after all (Yglesias) PBK 

High empire (Brundy) PBK 

High island. 821 

High-speed small craft. 623.8231 

Hileire Belloc. 828.91209 

Hill and allied families of central Ohio. ° 
929.20973 

Hind and the panther, and other works, 1685- 
1687. 821.4 

Hints for the handicapped. 362.4 

His family (Poole) FIC 

Historical & philosophical roots of perception. 
153. 

Hiszorical atlas of the religions of the world. 
912.12 

His:orical enigmas, comprising Historical 
whodunits and Enigmas of history. 942.008 

Historical summary of English literature. 820.9 

History and remarkable life of the truly 
honourable Colonel Jacque, commonly called 
Colonel Jack. 823.5 

History in art. 709 

History of African civilization (Murphy) PBK 

History of air power. 358.4009 

History of Betty Barnes. FIC 

History of caricature. 741.5909 

History of Cornelia. 823.6 

History of cynicism from Diogenes to the 6th 
century A.D. 183.4 

History of education before the Middle Ages. 
370.901 

History of education during the Middle Ages 
aad the transition to modern times. 370.902 

History of education in modern times. 370.9 

History of German literature. 830.9 

History of Indian philosophy. 181.4 

History of Italian fascism. 945.091 

History of Jemmy and Jenny Jessamy. 823.5 

History of Jewish literature. 809.88924° 

History of Pompey the Little. 823.5 

History of psychology in autobiography. 
150.922 


History of quantum theory. 530.1209 

History of Rhedi. 823.6 

History of Sir William Harrington (Hull) FIC 

History of target archery. 799.32 

History of the Armenians in California. 
301.451919 

History of the Atchison, Topeka, and Santa Fe. 
385.0978 

History of the Bemba. 916.894069 

History of the corruptions of Christianity, 1782. 
907.2024 

History of the Countess of Dellwyn. 823.5 

History of the human heart. FIC 

History of the legal status of the American 
Indian with particular reference to California. 
346.73013 

History of the life and adventures of Mr. 
Duncan Campbell. 133.320924 

History of the North Wales slate industry. 
338.275409 

History of West Africa. 916.603 

History of Yugoslavia. 949.7 

History: passenger train and through car service, 
Pennsylvania Railroad, 1849-1947. 
385.220973 

Hitch in Hell (Bakjian) FIC 

Hitler’s guard. 940.5421 

Hogarth: his life, art, and times. 759.2 

Holly-would! 791.430280 

Home folks. 248.4 . 

Home life of Henry W. Longfellow. 811.3 

Home life of Poe. 818.309 
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Homecookin’: five plays. 812.54 

pet al catalysis by metal complexes. 
546.3 

Homogeneous catalysis—II. 540.8 

Homogeneous relativistic cosmologies. 523.101 

Homologie des algebres commutatives. 512.55 

Hope for poetry. 821.91209 

Horizon book of great historic places of Europe. 
914.035502 

Horizon guide: great historic places of Europe. 
914.0355 

Hormones and brain function. 612.82 

Horse keeper’s handbook. 636.1 

Horse with eight hands (Phipson) JUV 

Horsemen’s veterinary advisor. 636.1 

Hospital pharmacy. 658.916154 

Hot to trot (Lahr) FIC 

House and crafts book. 745.5 

House plants. 635.965 

House with a clock in its walls (Bellairs) PBK 

Hovering darkness (Berckman) PBK 

How did a fat, balding, middle-aged Jew like 
you become a Jesus freak? 248.246092 

How I become an authority on sex (Moran) 
PBK 

How to analyze handwriting. 137.7 

How to be a first-rate first mate. 623.8203 

How to become an expert on stamp collecting, 
and other postal hobbies. 769.56075 

How to construct built-in and sectional 
bookcases. 684.16 

How to detect and collect antique porcelain and 
pottery. 738.075 

How to fix it. 643.702404 

How to get more out of the mass. 265.3 

How to get rich using other people’s money, 
even on an average or low income, 332.024 

How to get the most out of your tools. 621.9 

How to grow a jelly glass farm. 635.965 

How to have fun making a rug. 746.7 

How to have fun making cards. 745.954 

How to have fun making dinner. 641.82 

How to have fun making Easter decorations. 
745.5941 

How to have fun making holiday decorations. 
745.5941 

How to have fun making lunch. 641.53 

How to have fun making paper airplanes. 
745.5928 

How to have fun pressing flowers. 745.928 

How to have fun with a vegetable garden. 635 

How to have fun with decoupage. 745.54 

How to hold a better meeting. 374.24 

How to keep them honest. 368.00924 

How to live a Christian. 248.4 

How to live with your wife’s arrogant poodle. 
818.5407 

How to manage a restaurant or institutional food 
service. 647.95 

How really know yourself through your 
handwriting (Solomon) PBK 

How to recognize and handle abnormal people. 
363.23 

How to spy on the U.S. 327.12 

How to stand up and speak well in business. 
808.5 

How to succeed in business without being a 
pagan. 248.4 

How to succeed in college. 378.170281 

How to survive the age of travel. 910.202 

How to travel the world and stay healthy: 
613.68 

How to use houseplants for beauty and 
decoration. 747.9 

How to use the magic of self-cybernetics. 
131.32 

How to use video tape recorders. 778.59 

How to win at bowling. 794.6 

How we built our house for under $10,000. 
690.837 

How we can halt inflation ... 
jobs. 331.21 

Hudson. 917.47303 

Human and ecologic effects of nuclear power 
plants. 621.481. 

Human chrombsome methodology. 573.221 

Human gene mapping: New Haven Conference 
(1973) 616.04308 

Human resource accounting. 658.3 

Hundred years of Comfort in Texas. 917.64886 

Hunter and hunted (Karman) PBK 

Hydrogen bonding by C—H groups. 547.01 

Hydrogen energy. 016.66581 

Hypergraph seminar. 511.5 


and still keep our 


I am of Ireland. 917.306916 

I wanted to see. 362.410924 

T’d rather be Wright. 796.332092 

Ida M. Tarbell. 070.924 

Ideas for teaching with nature. 372.357 

Ideas, people and peace. 327.73 

Identification of parameters in distributed 
systems. 003 

Ideology of order. 320.01 

Idie passion. 794.1019 

If nothin’ don’t happen (Newell) FIC 

If you don’t dance they beat you. 792.023309 

If you want a murder well done (Scherf) FIC 

Illiteracy of the literate. 301.21 

Illustrations of Sterne, 1798. 823.6 

Imagery and daydream. 616.8914 

Imagination as a means of grace. 192 

Imagination of Maurice Barres. 843. 912 

Imitation of life (Hurst) PBK 

Immediate and replacement dentures. 617. 692 

Immortal games of Capablanca. 794.159 

Immunoassays for drugs subject to abuse. 615.3 

Immunological aspects of skin diseases. 
616.5079 

Impact of aerospace technology on studies of 
the earth’s atmosphere. 551.5028 

Impartial history of the life of Mr. John Barber. 
352.000924 

Impeachment: the constitutional problems 
(Berger) PBK 

Importance of being human. 233 

Important decision (Deegan) JUV 

Improvisation through keyboard harmony. 
781. 

Impy. 811.54 

In praise of Bernard Shaw. 822.912 

In search of a responsible world society. 261.8 

In search of Ali Mahmoud (Gornick) PBK 

In search of ancient gods: my pictorial evidence 
for the impossible. 001.94 

In search of lake Monsters. 001.94 

In search of the unknown. 813.52 

In search of the wild dulcimer. 787.9 

In the days of Chaucer. 821.1 

In the East my pleasure lies. 822.33 

In the minds and hearts of the people. 973.311 

Incest and human love. 616.8914 

Income share of factory labour in India. 331.2 

Income tax is obsolete. 336.200973 

Increasing marketing productivity and 
Conceptual and methodological foundation of 
marketing. 658.8 

Incredible Hawaii. 919.6903 

Index to Black poetry. 811.008 

Index to book reviews in the humanities. 
028.1016 

Index to critical film reviews in British and 
American film periodicals. 791.43016 

Index to maps of the American Revolution in 
books and periodicals. 911.73016 

Indian affair. 301.451970 

Indian rawhide. 745.531097 

Indians and bureaucrats. 353.0084 

Indigenous African architecture. 301.540966 

Indo-Nepalese relations, 1858-1914. 
327.549605 

Indoor gardener’s how-to-build-it-book. 
681.7631 

Industry in focus. 659.1323 

Infinitesimals. 811.54 

Inflammatory process. 616.072 

Influence in art and literature. 700.1 

Information and the Arab cause. 301.154332 

Inglenook Cook book. PBK 

Ink painting. 751.425 

Inmarypraise. 741.943 

Inner city. 301.3608 

Inners and stability of dynamic systems. 620.72 

Innovations in client-centered therapy. 
616.8914 

Inorganic medicinal and pharmaceutical 
chemistry. 615.2 

Inorganic synthesis. 545.9 

Inquiring man. 150 

Inquisition. 272.2 

Inside Asia. 915.0341 

Inside the atom. 539.7 

Inside view of slavery. 301.449309 

Insomniacs of the world, goodnight. 616.849 

Inspector Ghote breaks an egg {Keating} FIC 


JOHN BERRYMAN, A DESCRIPTIVE 


Instant dressmaking. 646.4304 

Instructional technology. 016.371307 

Integral geometry and inverse problems for 
hyperbolic equations. 515.353 

Intellectual heritage of Thoreau. 818.309 

Intellectual property law primer. 346.73048 

Intellectuals and tradition. 301.445 

Intensive care. 616,025 

Interdisciplinary study of politics. 301.592 

Interior Beethoven. 780.924 

Internal rotation in molecules. 547.1223 

International antitrust primer. 346.73092 

International Congress of Space Benefits. 
629.408 

International literary market place. 655.40254 

International maps and atlases in print. 016.912 

International petroleum encyclopedia. 
338.272820 

International stallions and studs. 798.4 

International trade and payments. 382 

Interpretation of early music. 781.63 

Interpreting hearing aid technology. 617.89 

Intimate feedback. 301.427 

Intracellular parasitic protozoa. 616.016 

Introduction to calculus and analysis. 517 

Introduction to criminology. 364 

Introduction to English literature. 820.9 

Introduction to functional human anatomy. 611 

Introduction to human physiology. 612 

Introduction to jewelry casting. 745.5942 

Introduction to modern Pilipino literature. 
899.211090 

Introduction to ordinary differential equations. 
515.35 

Introduction to probability and statistics. 519.2 

Introduction to psychology. 150 

Introduction to quantitative methods for 
decision making. 658.403 

Introduction to statistical analysis, 519.5 

Introduction to the sociology of law. 340.115 

Introduction to the theory of entire functions of 
several variables. 515.98 

Introduction to Wado-Ryu karate. 796.8153 

Investigation and stimulation of immunity in 
cancer patients. 616.994008 

Investment in people. 658.3 

Investment portfolio decision-making. 332.67 

Investment return and property-liability 
insurance ratemaking. 368.101109 

Inward journey. 616.89165 

Ton beam surface layer analysis. 541.3453 

Troquoian cosmology. 113 

Isamu Noguchi. 730.924 

Tsolationist impulse: its twentieth-century 
reaction, 327.73 

Israel & the Arabs. 956.048 

Israel’s Golda Meir. 956.940509 

Issei and nisei. 940.547273 

Issues in philosophy and education. 370.108 

It happened last year! 500 

It is time to rebuild: our faith, our character, our 
America. 252.058 

Italian-American experience. 016.917306 

Iterative methods for the solution of a linear 
operator equation in Hilbert space - a survey. 
510.8 


J 


Jack London. 818,5209 

Jackie Stewart’s owner driver book. 629.2222 

Jacko and other stories (Sutcliffe) JUV 

Jackson Five. 784.0922 

James Fenimore Cooper. 813.2 

James Hogg. 821.7 

Jane Austen; irony as defense and discovery. 
823.7 

Japan. 952.03 

Japan: the story of a nation. 952 

Japanese radicals revisited. 322.440952 

Japanese religion: unity and diversity. 200.952 

Jazz masters of the forties. 781.570922 _ 

Jazz masters of the twenties. 780.922 

Jenny. 839.82372 

Jerry West. 796.323092 

Jesus scroll (Joyce) PBK 

Jewish cookery. 641.5676 

Jewish cooking around the world. 641.5 

Jewish-Japanese sex and cookbook and how to 
raise wolves (Douglas) PBK 

Jews in American history. 917.306924 

Jimmy the kid (Westlake) FIC 

Joe Namath, superstar. 796.332092 

John Berryman, a descriptive bibliography. 
016.81154 
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JOHN DENVER. 784.4924 


John Denver. 784.4924 

John Galsworthy. 823.912 

John Montague. 821.914 

John Ruskin. 828.809 

Johnny Cash.. 784.0924 

Joker, a novel (Malaquais) PBK 

Jonathan Sewall; odyssey of an American 
loyalist. 973.314092 

Jonathan Swift. 016.828509 

Joseph B. Eastman, servant of the people. 
353.0087 

Joseph Cornell album. 709.24 

Joseph Richardson and family, Philadelphia 
silversmiths. 338.477392 

Josephine, Empress of France (Cartland) PBK 

Journal of a disappointed man. 574.0924 

Journal of the plague year. 823.5 

Journey among the economists. 330.1 

Journey in North America. 917.3 

Journey through noon. 811.54 

Journey through the unapparent. 821.7 

Journey to Katmandu. 915 

Journey to Upolu. 828.809 

Joy of children. 301.431973 

Joy of feeling fit (Kounovsky) PBK 

Joy of streaking (Pleasant) PBK 

Joys of Jewish cooking. 641.5 

Juan Corona murders: a personal journey. 
345.730252 

Judaism: development and life. 296 

Judge Landis and 25 years of baseball. 
658.917963 

Judging the judges. 347.732034 

Judgment analysis: tool for decision makers. 
658.403 

Judith, Crist’s TV guide to the movies (Crist) 


Julie (Brothers) FIC 

Junkers Ju 88 in action. 940.544943 

Just between us Blacks. 301.451960 

Just so stories (Kipling) PBK 

Justin Wilson’s Cajun Humor. 818.5407 

Juvenile adventures of David Ranger, esq 
(Kimber) FIC 


K 


Kabbalah. 296.16 

Kaleidoscope. 811.54 

Karl Marx library. 335.4308 

Kazanjian & Converse's surgical treatment of 
facial injuries. 617.52 

Kefauver Committee and the politics of crime, 
1950-1952, 364.106073 

Keith Douglas, 1920-1944. 821.912 

Kern Peak-Olancha. 917.9486 

Keys to successful housing management. 
658.916479 

Kids garden book. 635 

Killer angels (Shaara) FIC 

Killing of Joey Gallo (Aronson) PBK 

King Lear. 822.33 

King of pirates, being an account of the famous 
enterprises of Captain Avery. 823.5 

King of Rome. 944.060924 

Kingdom (Henderson) PBK 

Kingdom of the sun. 919.8503 

Kingpin (Wicker) PBK 

King’s cavalier (Shellabarger) PBK 

Kitefolio. 629.13332 

Klansman (Huie) PBK 

Knitter's almanac. 746.43 

Knock wood! 001.96 

Krakatit (Capek) FIC 

Kurt Vonnegut, Jr. 016.81354 

Kuyo Chico; applied anthropology in an Indian 
community. 309.262098 


L 


La Faustin (Goncourt) FIC 
La Fontaine. 841.4 


La mode; on the social psychology of fashion. 
391.0019 


Labor relations policy in an expanding economy. 


331.0973 
Labour movement. 331 
Lacandon adventure. 970.3 
Lacquer screen (Gulik) PBK 
Ladder for Silvanus (Bell) JUV 
Ladies of the night (Hall) PBK 
Lady (Tryon) F. 
Lady Killer ent) PBK 
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Lady’s girl Bolton) JUV 

Lamb and the elephant. 809.1 

Lamb's "Barbara S—. 792.028092 

Land and life. 910.032 

Land and the people. 917.57 

Land banking in the control of urban 
development. 309.250973 

Land reform and politics. 333.1 

Landscape painting with a knife. 751.45 

Language disordered child. 618.92855 

Language laboratory and language learning. 
407.8 


Language of faith. 296.4 

Language of gestures. 001.56 

Language of light. 779.074018 

Laplace transform calculus for partial differential 
operators. 510.8 

Laser light scattering. 535.58 

Laser micro-spectrochemical analysis. 544.6 

Last testament of Lucky Luciano. 364.10924 

Latin America and the United States. 327.7308 

Latin America: geographical perspectives. 
330.98 

Lattice dynamics of crystal surfaces. 
541.345308 

Laura possessed (Fraser) FIC 

Law and opinion in England and in the 20th 
century. 340.0942 

Law for the newsman. 343.730998 

Law of business organizations. 346.73065 

Laws of the earliest English kings. 340.0942 

Lawyer (Gerber) PBK 

Layman's guide to investment alternatives. 
332.6 

Leadership and management appraisal. 658.4 

Learning and teaching in the elementary school. 
372.1102 

Learning English as a second language. 
428.2461 

Learning to speak effectively. 808.51 

Leatherwork. 745.531 

Lecture on lectures, introductory volume. 
378.1796 

Legal and business aspects of doing business 
with Japan. 346.5207 

Leo the lioness (Greene) PBK 

Leo, July 23-Aug. 23. 133.5404 

Let's go metric. 389.152 

Let’s talk about the metric system. 389.152 

Letters and essays, moral and miscellaneous. 


301.412094 

Letters for the New England dead. 811.54 

Letters from Brook Farm, 1844-1847. 
335.974461 

Letters from the Lake poets, Samuel Taylor 
Coleridge, William Wordsworth, Robert 
Southey to Daniel Stuart, editor of the 
Morning post and the Courier, 1800-1838. 
821.709 

Letters of Mrs. Elizabeth Montagu. 914.203720 

Letters of Thomas Babington Macaulay. 
828.809 

Letters on the prevalence of Christianity. 
937.060720 

Lewd food. 641.3 

Libels: four tracts, 1770. 345.420256 

Liberal Europe. 914.03285 

Liberated heart. 200.19 

Liberating feminism. 301.412 

Liberating word: art and the mystery of the 
Gospel. 218 

Liberty and equality in the educational process. 
370.193 

Libra, Sept. 24-Oct. 23. 133.5404 

Library lit. 020.8 

teut Gullivar Jones, his vacation {Arnold} 


Life, adventures, & piracies of the famous 
Captain Singleton. 823.5 

Life and adventures of Joe Thompson (Kimber) 
FIC 

Life and adventures of Peter Wilkins. 823.6 

Life and memoirs of Ephraim Tristram Bates 
{anonymous} FIC 

Life and opinions of Miss Sukey Shandy. 823.6 

Life & strange surprising adventures of Robinson 
Crusoe, of York, mariner. 823.5 

Life cycles of fish. 597.01 

Life history research in psychopathology. 
616.89 

Life in a medieval castle. 914.031 

Life in America. 917.303 

Life is forever. 811.54 

Life of Alexander Pope. 821.5 

Life of Alexander Pope, Esq. 821.5 

Life of birds. 598.25 
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Life cf John Keats. 821.7 

Life of Moliere. 842.4 

Life of Mr. Jonathan Wild, 823.5 

Life of Pamela. FIC 

Life of Samuel Johnson, LL.D., 1787. 828.609 

Life of Samuel Taylor Coleridge. 821.7 

Life of Sir Walter Scott, baronet. 828.709 

Life of Thomas Paine. 320.510924 

Life of Washington Irving. 818.209 

Life style and psychographics. 658.83 

Life wish. 616.8914 

Life’s progress through the passions. 823.5 

Light from the East. 299,512 

Light my candle. 248.4 

Light unto my path. 221.6 

Lightweight backpacking (Jansen) PBK 

Like Christ. 242 

Limbic and automatic nervous systems research. 
599.0188 

Limited edition collectibles. 745.1 

Limits of law. 340.1 

Linceln Continental. 629.2222 

Linear integrated networks: fundamentals. 
621.38171 

Linear multivariable systems. 510.8 

Linebacker! 796.3322 

Linguistic analysis of political elites. 327.014 

Linguistic studies in Romance languages. 
440.08 

Lion of Tashkent. 947.080924 

Liquefied natural gas. 665.773 

List of books printed in Cambridge at the 
University Press, 1521-1800. 015.4259 

Listen to that, Max-—his name is Irving. 
818.5407 

Liston’s Georgia pleading, practice, and legal 
forms annotated. 347.758050 

Literary correspondence of Donald Davidson 
anc Allen Tate. 818.5209 

Literary property debate: seven tracts, 1747- 
1773. 346.420482 

Literary voyager; or, Muzzeniegun. 970.105 

Little book of cheery thoughts. 818.5402 

Little book of love. 818.5402 

Little book of nature sayings. 808.882 

Little fire engine (Greene) JUV 

Live sermon outlines. 251.02 

Lives of Cleopatra and Octavia. 823.5 

Living animals of the Bible. 220.859 

Living earth. 811.54 

Living presidency. 353.0313 

Living river. 917.300222 

Living sociology. 301 

Living soul; "we shall overcome” 

Living the good life. 917.43 

Living things. 574 

Loathly lady in *Thomas of Erceldoune” 821.1 

Loaves or Stones. 377.895 

Local government reform in England, 1888- 
1974. 352.042 

Locational dynamics of manufacturing activity. 
338.09 

Loco and the Wolf (Ballard) PBK 

Logical and logico-mathematical calculi. 2 
510.8 

London: 2,000 years of a city and its people. 
942.12 

Londoners; life in a civilized city. 914.210385 

Loners (Garden) PBK 

Lonesome little colt (Anderson) JUV 

Long body of the dream. 813.54 

Look for words (Webster) PBK 

Look what they done to my song (McCluskey) 
FIC 

Looking for Dilmun (Bibby) PBK 

Lookout cartridge (McElroy) FIC 

Lord Kelvin and the age of the earth. 551.7 

Lost colors. 811.54 

Love feast (Buechner) FIC 

Love is an everyday thing. 227.2 

Love is - - - (Grove), PBK 

Love out of season (Leffland) FIC 

Love-quest of a soul. 811.54. 

Love romance of Charles Dickens. 823.8 

Love therapy. 253.5 

Loves of Othniel and Achsah. 892.29 

Lovin touch HI (Summer) PBK 

Lucy (Storr) JUV 

Luther. 230.410924 

Luxor: a guide to ancient Thebes. 913.32 

Lydia. 823.6 

Lydia (Darcy) PBK 


261.834519 
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McGuffey's second eclectic reader. 428.6 

McGuffey’s fifth eclectic reader. 428.6 

McGuffey’s fourth eclectic reader. 428.6 

McGuffey’s new first electic reader: for young 
learners. 428.6 

McGuffey’s new sixth eclectic reader: exercises 
in rhetorical reading. 428.6 

Mad adventures of Captain Klutz. PBK 

Mad Shelley. 821.7 

Majesty of books. 028 

Make straight the way of the Lord. 242 

Make your own chess set. 731.897941 

Making cordials and liqueurs at home. 641.872 

Making tracks; Atlantic Records and the growth 
of a multi-billion-dollar industry. 338.761789 

Malignant intrigue. 616.994009 

Mallen girl (Cookson) PBK 

Man from Bozeman (Jenison) PBK 

Man from Greek and Roman (Goldman) FIC 

Man in charge. 646.702404 

Man-machine systems. 620.82 

Man of feeling. 823.6 

Man of the world (Mackenzie) FIC 

Män the Messiah: God’s plan fulfilled 
(Krajenke) PBK 

Man under stress. 616.9803 

Man who rocked the earth (Train) FIC 

Man who wrestled with God. 221.922 

Man with the broken ear (About) FIC 

Man with the take-apart head (Parker) JUV 

Man without a country. 813.4 

Management and improvement of guidance. 
371.4 

Management tactician. 658.4 

Managerial economics; analysis and cases. 
658.155 


Managing change in the church. 254 

Man’s aggression (Rochlin) PBK 

Man’s responsibility for nature. 301.31 

Mansion. 813.52 

Manual for residential and day treatment of 
children. 362.782 

Manual of basic police firearms instructions and 
safe handling practices. 363.23 

Many sisters; women in cross-cultural 
perspective. 301.41208 

Maps & windows. 811.54 

Maria. 823.6 

Marie Fredericka (Schmeiser) JUV 

Mariner's guide to the rules of the road. 
623.8884 

Marketing channels. 658.8; 658.84 

Marketing economics guide. 330 

Marlborough: a survey. 016.942069 

Marriage act. 823.6 

Marriage and family therapy. 616.8915 

Marrifige dhd the family. 301.420973 

Marriage, class and colour in nineteenth-century 
Cuba. 301.429097 

Marriage customs in many lands. 392.5 

Marxism and art: essays classic and 
contemporary. 335.438701 

Mariem and totalitarian democracy, 1818-1850. 

4 

Mary Ann Cotton. 364.152309 

Mass media: reporting, writing, editing. 070 

Master Richard Quyny, bailiff of Stratford-upon- 
Avon. 822.33 

Mastering herbalism. 635.7 

aad methods for the physical sciences. 

1 

Mathematical methods in quereing theory. 

519.82 


Matter. 530.4 

Matter, energy, and life. 574.192 

Matthew’s hand (Larson) FIC 

Mature Judaism. 296 

Maud Martha. 813.54 

Max Weber. 301.045 

Mayflower. 917.44032 

Maynard, the Nehalem river white Duck 
(Mitchell) JUV . 

Mayor Harding of New York. 813.52 

Mazeppa legend in European romanticism. 
809.93351 

McGraw-Hill dictionary of scientific and 
technical terms. 503 

Me and the spitter; an autobiographical 
confession (Perry) PBK 

Meaning of love. 177.7 

Measurement of reading flexibility: problems and 
perspectives. 428.4 


Measuring the quality of library service. 
025.50723 

Mechanical trades pocket manual. 621.8 

Media in America. 301.161097 

Mediaeval anthology, being lyrics and other 
short poems, chiefly religious. 821.008031 

Medical genetics today. 616.04308 

Medical librarian?—What’'s that? 026.610924 

Medicine. 610.69 

Medicine in seventeenth century England. 
610.942 

Medicine show. 615.856 

Medieval aspects of Renaissance learning. 001.2 

Melanesia; a geographical interpretation of an 
island world. 330.993 

Melbourne. 942.073092 

Memoirs of a cavalier. 823.5 

Memoirs of a coquet. 823.6 

Memoirs of a magdalen. 823.6 

Memoirs of the Baron du Tan. 843.5 

Memoirs of the life and adventures of 
Tsonnonthouan: anonymous. FIC 

Memoirs of the life and writings of Alexander 
Pope, 1745. 821.5 

Memoirs of the life and writings of the late Dr. 
Samuel Johnson. 828.609 

Memoirs of the year two thousand five hundred 
(Mercier) FIC 

Memoranda on Shakespeare’s comedy of 
Measure for measure. 822.33 

Memories for tomorrow. 792.0924 

Memories of Swinburne: with other essays. 
820.9008 

Memory and nerve cell connections. 612.82 

Memory of Old Jack (Berry) FIC 

Men at work. 612.042 

Mental retardation; nature, cause, and 
management. 616.8588 

Meridian handbook of classical mythology 
(Tripp) PBK 

Mesoamerican Southwest. 970.49 

Metal ions in biological systems, 612.0152 

Metallic matrix composites. 620.16 

Metals and plastics, 668.4023 

Method of Zen. 294.34 

Methodological and historical essays in the 
natural and social sciences. 501 

Methodology of mass production in career 
education. 370.113 

Methods in human cytogenetics, 573.221 

Methods in membrane biology. 574.875 

Methods of experimental psychology. 152.018 

Metre gauge railways in south and cast 
Switzerland. 625.102094 

Metric handbook for teachers. 389.152 

Metropolitan growth: public policy for South 
and Southeast Asia, 301.364 

Mickey Mantle. 796.357092 

Micro-techs (Dariton) PBK 

Microbial iron metabolism. 576.1133 

Microstructural science. 669.95 

Microwave filters for communications systems. 
621.381322 

Microwave oven cookbook. 641,588 

Microwave spectroscopy of free radicals. 
541.224 

Middle Eastern cookery. 641.5956 

Might-mystery-mercy. 242 

Mikrozirkulation; Workshop April 1974. 
616.14807 

Military living’s temporary military lodging 
around the world. 355.129 

Millennium postponed. 335.009 

Millionaire’s daughter (Eden) FIC 

Milton and the pattern of Calvinism. 821.4 

Milton's semitic studies and some manifestations 
of them in his poetry. 821.4 4 

Mind, models: new forms of musical experience. 
780.07 

Mind net (Franke) PBK 

Minerals and men. 338.2 

Minerals: nature’s fabulous jewels. 549 

Minoan Linear A. 481.7 

Minorities and career education. 370.113 

Minority of members (Chamberlain) PBK 

Miracle of the Holy Spirit. 231.3 

Miscellanea nova. 828.609 

Mission trends no. 1. 266.023 

Mr. Dooley’s opinions. 818.5207 

Mr. Pepys. 914.203660 

MMPI: clinical assessment and automated 
interpretation. 155.283 

Mode-locking of lasers. 537.508 

Model theory. 511.8 

Models of madness, models of medicine. 
616.8907 
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Modern and ancient geosynclinal sedimentation. 
551.86 

Modern developments in thermodynamics. 
536.7 


Modern fine gentleman. FIC , 

Modern first editions: points and values. 
016.0944 

Modern Greek folktales. 398.209495 . 

Modern management and Machiavelli. 658.4 

Modern word-finder. 428.1 

Modules in security studies. 355 

Molecular motions in liquids. 541.223 

Molluscicides in schistosomiasis control. 
614.553 

Monastic chronicler and the early school of St. 
Albans. 942.0072 

Money-savers! do-it-yourself car repair. 
629.28822 

Monitor found in orbit (Coney) PBK 

Monotone matrix functions and analytic 
continuation. 515.9 

Moral influence of literature. 801 

Moralist. 170 

More about all about Eve (Carey) PBK 

More equality. 309.173092 

More last words of Dr. Johnson. 828.609 

Morphology of canine & feline blood cells, 
including equine references. 636.089615 

Morris and Boris (Wiseman) JUV 

Mort Artu. 843.1 

Moses. 222.10924 

Moshe Dayan, the soldier, the man, the legend 
(Teveth) PBK 

Moths of America north of Mexico, including 
Greenland. 595.781097 

Motivation for learning. 370.154 

Motor sport yearbook 1974. 796.72 

Motorcycle repair encyclopedia. 629.28775 

Mount Washington. 917.423 

Movies on TV (Scheuer) PBK 

Mrs. Tim gets a job (Stevenson) FIC 

Muckrake years. 071.3 

Mullendore murder Case. 364.152309 

Multi-disciplinary analysis of the various 
proposals presented for the 1974 Law of the 
a Conference on Exclusive Fisheries Zones. 
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Multi-storey living. 301.54 

Municipal sanitation systems. 363.6 

Murder in retrospect (Christie) PBK 

Murder’s not an odd job (Dennis) PBK 

Musical Europe. 780.94 

Musics of Vietnam. 781.7597 

Mutual banking. 332.4973 

My beach buddies of bygone days. 917.64122 

My dad lives in a downtown hotel (Mann) PBK 

My fat friend. 822.914 

My many lives. 782.10924 

My uncle John. 822.912 

My world was too small. 242 

Myron (Vidal) FIC 

Mysterious red tape gang (Nixon) JUV 

Mystery of Emily Dickinson. 811.4 

Mystery of suffering and death. 231.8 

Mystic vision in the Grail legend and in the 
Divine comedy. 809.9338 

Mystique of the missions. 779.409794 

Mythological creatures. 200.403 

Mythology of ancient Britain and Ireland. 
299.16 


N - 


Naked. manager. 658.4 

Naked nomads; unmarried men in America. 
301.417642 

Nanyang perspective; Chinese students in 
multiracial Singapore. 915.03 

Nark. 363.450973 

Nasserist ideology: its exponents and critics. 
320.96205 

National Labor Relations Board. 353.0083 

National Pesticide Monitoring Program. 
632.950973 

Natural philosophy at Dartmouth, from 
surveyors’ chains to the pressure of light. 
530.071174 

Naturalists guide to cooking with wild plants. 

41. 

Nature’s Yellowstone. 917.8752 

Near East studies handbook, 570-1974. 
956.00202 

Nebraska symposium on motivation. 159.4082 

Need (O'Neil) PBK. 

Needlepoint: design your own. 746.44 
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NEGRO IN THE FRENCH - 


Negro in the French West Indies. 917.297606 
Nelly Custis’ diary (Bourne) JUV 
Neurology of gastrointestinal disease, 616.3072 
New approach to Buddhism. 294.3 
New approaches to college student development. 
371.967 
New approaches to eighteenth-century literature. 
820.9005 
New approaches to the identification of 
microbioorganisms. 576 
New baby. 155.443 
New boy in school (Neigoff) JUV 
_ New careers for social workers. 331.702 
New ceramics. 738.0904 $ 
New confessions. 821.914 
New Constitution now. 342.7303 
New contemporary French. 443.21 
New developments in law/medicine. 344.73041 
New dimensions. PBK 
New directions in police-community relations. 
659.293632 
New Jersey: its people and culture. 917.49 
New Luftwaffe in action. 358.4183” 
New music vocabulary. 781.24 
New nonsense. 901.94 
New pathways in psychology (Wilson) PBK 
New poems. 811.52 
New sex therapy. 616.6 
New sexuality. 155.3 
New voyage round the world. 823.5 
New world. 970.3 
New World archaeology: reddings from 
Scientific American. 970.1 
New worlds#5 (Moorcock) PBK 
News developments in gas chromatography. 
543.008 
Night of the bonfire (Blackmore) PBK 
Night of the Stanger (Blackmore) PBK 
Nightmare and dawn. 891.7342 
Nightmare at Mountain Aerie (Hurd) PBK 
Nightmare begins responsibility. 811.54 
Nightmares & human conflict. 616.89 
1956 Presidential campaign. 329.023730 
1940's: decade of triumph and trouble. 973.917 
1974 federal graduated withholding tax tables. 
336.200212 
1974 guidebook to Florida taxes. 336.200975 
1974 guidebook to Illinois taxes. 336.200977 
1974 guidebook to Massachusetts taxes. ; 
336.200974 
1974 guidebook to Michigan taxes. 336.200977 
1974 Guidebook to New Jersey taxes. 
336.200974 
1974 guidebook to New York taxes. 
336.200974; 336.200975 
1974 guidebook to Ohio taxes. 336. 200971 
1974 guidebook to Pennsylvannia taxes, 
336.200974 
1974 guidebook to Wisconsin taxes. 336.200975 
1974 IEEE Region Six conference record 
(Western USA) optoelectronics and lasen 
technology. 621.36 
1974 income tax workbook. 336.240 
Ninth wave, 891.7342 
No compromise! 973.711 
No darkness for love (Cartland) FIC 
No tears for the general. 355.331092 
No time for tombstones. 266.023095 
Noboey's family is going to change (Fitzhugh) 
Non-agricultural applications of soil surveys. 
624.1517 z 
Nongrowth planning strategies. 309.262097 
Nonlinear and random vibrations. 620.3 
Nordic sound. 780.948 
Noricum. 913.363 
Normal aging Il. 612.67 
Normality; theoretical and clinical concepts of 
mental health. 155 
North American big game hunting. 799.26097 
North of 530. 917.986033 . 
Northern Rhodesian Legislative Council. 
328.689 
Northmen. 910.03395 
Not as a lamb. 940.531503 
Notes from books. 821.7 
Nothing grows for you? 635.965 
Nothing never happens. 808.53 
Novel and the reader. 808.33 i 
Nuclear power; the state of the art. 338.476214 
Nuclear proliferation problems. 327.174 
Number and time. 153.2 
Numerical methods im weather prediction. 
551.634 
Nursing fundamentals. 610.730202 
Nuts, bolts, and gut-level management. 658.4 
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o 


O. J. Simpson: football's greatest runner 
(Devaney) PBK 

Observations. 811.54 

Obsessional states. 616.8522 

Occult underground. 133.09034 

Oh Coward! 822.914 

Oh, what a blow that phantom gave me! 
301.161 

Ohio EPA: State of Ohio, Environmental 
Protection Agency, laws and regulations. 
344.771046 

O/T. 811.54 

Oktoberfest (De Felitta) PBK 

Old age pensions and policy-making in Canada. 
368.430097 

Old broadside ballads. 821.04 

Old Dominion in the seventeenth century. 
975.502 

On Anglo-Saxon versification from the 
standpoint of modern-English versification. 
429. 

On court with the superstars of the NBA 
(Harris) PBK 

On doing time. 365.60924 

On literary farces, 1715-1733. 822.052 

On Swift’s Remarks on the Barrier Treaty and 
his Conduct of the allies, 1711-1712. 828.509 

On the art of medieval arabic literature. 
892.71309 

On‘ the crest of the wave. 359.0092 

On the nature of organizations. 301.1832 

On the trail of the Arawaks. 970.3 

Once I was a square (Aldridge) JUV 

Once upon a thermal. 797.550924 

One across, two down (Rendell) PBK 

150 topical sermon outlines on Romans. 251.02 

100 British poets (Rodman) PBK 

1001 valuable things you can get free 
(Weisinger) PBK 

Open book to the Christian divorcee. 301.4284 

Open education and the American school. 
372.13 

Opening doors through music. 615.837 

Operas of Gian Carlo Menotti, 1937-1972. 
016.782109 

Optical methods in ultrancentrifugation, 
electrophoresis, and diffusion. 543:085 

Optimal expansion of a water resources system. 

28.11 

Optimal subset selection: multiple regression, 
interdependence, and optimal network 
algorithms, 519.4 

Ordeal of Jason Ord (Patten) PBK 

Order and freedom. 830.93 

Orders and decorations of all nations: ancient 
and modern, civil and military. 929.8 

Ordinary and partial differential equations. 
510.8 

Ordinary woman. 811, 54 

Oreo (Ross) FIC 

Organic syntheses. 547.3 

Organization and administration of pupil 
personnel services. 371.4 

Organizational arrangements to facilitate global 
management of fisheries. 338.3727 

Organizational formality and performance in the 
motor carrier industry. 388.324097 

Organometallic chemistry of titanium, 
zirconium, and hafnium. 547.0551 

Oriental anecdotes (Fatiques) FIC 

Orienteering. 081 

Original feminist attack on the Bible. 
220.830141 

Origins of fear. 155.418 

Origins of modern sculpture: pioneers and 
premises. 735.29 

Orkney and Shetland. 913.362 

Orlando Furioso. 851.3 

Orthodontics for undergraduates. 617. 643 

Our Nation’s capital. 917.53044 

‘Our own green confusion. 811.54 

Out of our lives. 813.01 

Out of the closets Gay) PBK 

Outline of international trade: commodity flows 
and division of production between countries. 
382 

Outlines for funeral sermons. 251.02 

Ox goes North (Ney) PBK 

Oxford advanced learner's dictionary of current 
English. 423 
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P 


Pacific sweep. 940.544973 

Paganism in our Christianity. 209 

Painted tent (Canning) FIC 

Paintings of James Sanford Ellsworth, itinerant 
folk artist, 1802-1873. 759.13 

Pamela (Richardson) FIC 

Panorama italiano. 458.6421 

Pan’s eyes; stories. 818.5407 

Pants and skirts fit for your shape. 646.4304 

Paper plantation. 338.476760 

Paperback conspiracy (National Lampoon.) 
PBK 

Papers of Henry Laurens. 973.30924 

Papers of John Marshall. 347.732634 

Paradise county (Sparkia) PBK 

Paranormal. 133.018 

Parapoems. 811.54 

Parapsychology and the sciences. 133.015 

Paris pendant la reaction thermidorienne et sous 
le Directoire. 944.045 

Parliamentary procedure for parish councils, 
committees, societies, and clubs. 328.1 

Parrish for the defense (Waugh) FIC 

Partial justice, 345.73077 E ° 

Participation in management. 658.315209 

Particle diffusion in the radiation belts. 
523.0108 

Partners (Auchincloss) FIC 

Passage through the garden. 917.804209 

Pastel. 741.235 

Patent law review. 340 

Patient discharge and referral planning—whose 
responsibility? 362.11 

Patients, Bospitals; and operational research. 
658.403 


` Patriotic ARN 769.5 


Patronage and exploitation. 301.350954 

Patterning in Shakespearean drama. 822.33 

Patterns of destiny. 133.9013 

Patterns of supervision in supermarkets and their 
relationship to productivity and profitability. 
658.37381 

Patton papers. 355.331092 

Paul Eluard. 841.912 

Paying for college. 378.3 

Peasants, landlords, and governments. 


333.335091 
Pedestrian revolution. 625.88 


Pediatric occlusal therapy. 617.645 
Peig. 914.196038 
Pelham or adventures of a gentleman (Lytton) 


PBK 
Pennsylvania speculator and patriot: the 
entrepreneurial John Nicholson, 1757-1800. 


p 332.0924 
eroso. 
penserosa, (Hellman) PBK 
People of the valley. 919.51 se 


Perfect dinner party cookbook. 641.568 

Perfection and enforcement of security devices. 
346.73074 

Permanent war economy. 338.0973 

Persius and the programmatic satire. 877.01 

Personal adventure in prophecy. 228.07 

Perspective on new techniques in congenital and 
acquired heart disease. 616.12008 . 

Perspectives of Roman poetry. 871.009 

Perspectives on the Presidency. 353.0313 

Pestalozzi. 370.1 

Pests of field crops. 632.60942 

Petrarch and the ancient world. 851.1 

Petrarch: catalogue of the Petrarch collection in 
Cornell University Library. 016.8511 

Petrarch in America. 016.8511 

Petrarch’s Secret. 851.1 

Phakamatoses. 616.993042 


_ Pharsamond (Marivaux) FIC 


Phenomenology and the theory of science. 
142.7 


Philip Massinger and the Restoration drama. 
822.3 

Ehilippines shattered*showcase of democracy in 

sia. 

Philosophy of chiropractic. 615. 534 g 

Philosophy of God, and theology.” 230.2 

Philosophy of literary form. 818.52 

Philosophy of psychology. 150.18 

Philosophy of quantum mechanics. 530.12 

Photoelectron spectroscopy. 539.1 

Photographis. 659.13 

Physical geography. 551 

Physical pharmaceutics. 615.190015 

Physicians (Denker) FIC 
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Physics for career education. 530 

Physics of dense matter. 523.81 

Physics of drop formation in the atmosphere. 
551.576 

Physiological basis for personality traits. 152 

Physiology of Insecta. 595.701 

Physiology of the amphibia. 597.6041 

Physiology of the joints. 612.75 

Physiology, series one. 599.0108 

Piagetian research. 155.413 

Pickup camper manual. 629.226 

Pickwickian manners and customs. 823.8 

Pictorial history of the American Indian. 970.1 

Picture of Dorian Gray (Wilde) FIC 

Picture postcards. 769,5 

Pike’s Peninsula (Davis) FIC 

Pilgrim. 823.6 . 

Pioneeri of popular education, 1760-1850. 
70.9 


Pisces, Feb. 20-march 20. 

Pistolsmithing. 683.43 

Place-names of the world. 910.3 

Place to live; housing policy in the states. 
353.908 

Place with two faces (Mann) PBK 

Placid man (Jenner) FIC 

Plain cooking. 641.5 

Plan your retirement now, so you won’t be sorry 
later. 301.435 

Planning and organizing for social change. 
309.262 

Plans of war. 355.331094 

Plant biochemistry. 574.19208 

Plant training, pruning and tree surgery. 631.54 

Plants that really bloom indoors. 635.965 

Piastics film technology. 668.49 

Play: children’s business. 649.55 

Play, games, and sport. 828.809 

PMO theory of organic chemistry. 547 

Poema de Jose. 861.1 

Poems & political letters of F. I. Tyutchev. 
891.713 

Poems of Goethe. 831.6 

Poems of night and day (Tiutchev, Fedor 
Ivanovich. 891.713 

Poetical works of Burns. 821.6 

Poetry of Richard Milhous Nixon. 364.132097 

Poetry of the Brownings. 821.808 

Poet's method. 822.33 

Pointing the way. 181.3 

Poland 1931. 811.54 

Polar deserts and modern man. 910.02154 

Polarization nuclear physics. 539.7 

Police and the behavioral sciences. 659.293632 

Police-association and department leaders. 
331.881136 

Political animals. 070.924 

oe career of Richard Brinsley Sheridan. 

22. 

Political conditions among Texas Mexicans 
along thg Rio Grande. 323.116872 

Political ideas of Marx and Engels. 335.4 

Political prints in the age of Hogarth. 
320.942072 

Political purpose in trade unions. 322.20942 

Political science annual. 320.05 

Political South in the twentieth century. 
320.97504 

Political testament. 320.973 

Political writings. 320.94028; 335.4 

Politician primeval. 329.00973 

Politics and advanced nations: modernization, 
cpeclopment, and contemporary change. 


133.5404 


Politics and the poet, 821.7 | 

Politics and the press, c. 1780-1850. 072 

Politics for evangelicals. 261.7 

Politics in Sri Lanka, 1947-1973. 320.954930 

Politics of disorder. 301.633 

Politics of trade. 382.1 i 

Politics of twentieth-century novelists. 809.33 

Pollen: biology, biochemistry, and management. 
582.016 

Polynomials orthogonal over a region and 
Bieberbach polynomials. 510.8 

Polystyrene foam craft. 745.57 

Ponds and lakes. „574.52632 

Poor mouth (®'Nolan) FIC 

Poor parents: social policy and the "cycle of 
deprivation” 362.50942 $ 

Pope’s Jews. 945.632004 

Popular handbook for ESP. 133.803 

Popular’s crossword treasury (Klapper) PBK 

Population dynamics and international violence. 

Pork barrel politics. 328.730737 

Porno girls (Carter) PBK 


Portable North American Indian reader. 897 
ee in Paradise, and other Jewish folktales. 
8.2 

Portrait of Iowa. 917.770330 

Portraits along life’s highway. 811.54 

Post of honor (Delderfield) FIC 

Posted missing. 910.453 

Posthumous works of a late celebrated genius, 
deceased. 823.6 

Postscript with a Chinese accent. 070.924 

Potpourri of picture quizzes. 793.73 

Pottery. 738.3 

Power at the bottom of the well. 200.19 

Power (Janifer) PBK 

Power killers (Philips) FIC 

Power of positive sharing. 248.4 

Power of the kingdom; meditations on Matthew. 
226.206 

Power to persuade (Cirino) PBK 

Pox Britannica. 309.142085 

Practical electricity. 621.3 

Practical measurements for evaluation in 
physical education. 613.7 

Practical money manager. 332.024 

Preaching. 251.01 

Preaching from the Bible. 251 

Precious metals of medicine. 610.28 

Predestined (Whitman) FIC 

Prediction of academic success. 371.264994 

Preludes to prayer. 242.2 

Preparing fiduciary income tax returns, Federal 
and State. 343.73052 

Present appearances: aspects of poetic structure 
in Rimbaud’s Illuminations. 841.8 

Presenting the marching band. 785.067109 

President is a lot smarter than you think 
(Trudeau) PBK 

Pressure vessels and piping: analysis and 
computers. 681 

Preventing loss in handling merchandise. 658.72 

Prevocational training for welfare recipients. 
362.85 

Priest: living instrument and minister of Christ. 
253.2 


Primer in philosophy of education: philosophies 
of education in historical perspective. 370.1 

Primer of literary criticism. 801.95 

Primitive culture: researches into the 
development of mythology, philosophy. 
religion, art, and custom. 301.2 

Prince Habib’s iceberg (Hyams) FIC 

Prince of Abissinia. 823.6 

Principals: an organized force for leadership. 
371.2012 

Principles of non-Newtonian fluid mechanics. 
532 


Principles of the Wankel engine. 621.434 

Principles of Tzeltal plant classification. 
581.012 

Prison reform. 365 

Privacy. 323.440942 

Private investments and international 
transactions in Asian and South Pacific 
countries. 346.507 

Private life of Elisabeth, empress of Austria 
(Cartland) PBK 

Private life of Islam. 362.198209 

Pro basketball ’74-’75. PBK 

Problem drinkers seeking treatment. 362.292 

Problem drinking among American men. 
362.292097 

Problems in hospital law. 344.730311 

Problems of adolescents. 364.36 

Problems of the gifted child: IQ-150. 371.95 

Proceedings (Consortium on- Revolutionary 
Europe, 1750-1850) 944.04 

Proceedings (Hawaii Topical Conference in 
Particle Physics, 5th, University of Hawaii) 
539.721 

Proceedings (Larc Institute on Automation of 
Libraries in School Systems, California State 
Polytechnic University) 025.020285 

Proceedings of the 1972 meeting of the IGU 
Commission on Quantitative Geography. 
910.0184 

Proceedings of the summer Institute on 
Biological Contra! of Plant Insects and 
Diseases. 632.96 

Proceedings (Symposium on Complex Analysis, 
University of Kent) 515.9 

Productivity in the local government sector. 
352.005147 

Profane play, ritual, and Jean Genet. 842.912 

Profitable catering. 642.47 

Profitable mobile home lending. 332.72 

Erofitebie part-time home based businesses. 
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RAISING GAME BIRDS, 


Profitable restaurant management. 658.916479 

Programmed therapy for stuttering in childrer. 
and adults. 616.8554 

Programming teaching techniques. 001.64207 

Progress in cardiology. 616.12 e 

Progress in pediatric surgery. 617.98 

Progress in physical organic chemistry. 547.1 

Progressivism in America. 320.973091 

Projects: earth & sky. 520.28 

Pronouns of address in modern standard French. 
445 

Prophetic Milton. 821.4 

Propositional logic of Avicenna. 160 

Prosecution of Thomas Paine: seven tracts, 
1793-1798. 345.420231 

Protein nutrition; Papers presented at a 
conference held at the Boston City Hospital 
on Nov. 19, 1971; organized by H. Brown end 
sponsored by the Harvard Medical School 
Departments of Surgery and Medicine. 
612.398 

Protestant church music. 783.026 

Provo: a story of people in motion. 917.9224 

Provocative therapy. 616.8914 

Psalms for worship today. 223.2052 

Psychoanalytic concepts of depression. 
616.8528 

Psychological measurements in 
psychopharmocology. 616.891808 

Psychological needs and political behavior; a 
theory of personality and political efficacy. 
320.019 

Psychological stress in the campus community: 
theory, research, and action. 378.1981 

Psychologist with a gun. 363.2019 

Psychology and common sense. 150.18 

Psychology and teaching of reading. 372.4 

Psychology of depression. 616.8528 

Psychology of leisure. 790.0135 

Psychology of political violence. 301.633 

Psychology of superstition. 398.41 

Psychology of teaching. 370.15 

Psychotropic drugs. 615.78 

Publie health: administration and practice. 
362.1 

Public policy and regional economic 
development. 309.25094 

Public regulation of milk prices: the South 
Carolina experience. 338.18757 

Publication manual. 808.02 

Published in Paris; American and British writers, 
printers, and publishers in Paris, 1920-1939. 
820.994436 

Publishing and bookselling. 070.50942 

Puerto Rican Curriculum Development 
Workshop. 361.007107 

Puffin book of magic verse. 821.008037 

Pulitzer Prizes. 001.44 

Puppets & shadows plays. 791.53 

Purdue University serials catalog system. 
025.343 

Pure as the lily (Cookson) PBK 

Pursuit; the chase and sinking of the Bismarcx. 
940.545943 

Pyramid is a pure crystal. 811.54 


Q 


Quantum theory of molecules and solids. 
530.41 


Queen Mary and others. 828.91209 

Quest for empire. 289.33 

Quest for meaning of Svami Vivekananda. 
294.564 

Question and answer book on needlepoint. 
746.44 

Question of government. 320.2 

Quilts in America. 746.97 


R 


- Rabbi stands on his head. 613.7 


Radio amateurs handbook. 621.3841 

Radio and television. 384.54023 

Radiological exploration of the ventricles and 
subarachnoid space. 616.804754 

Radon measures on arbitrary topological spaces 
and cylindrical measures. 515.42 

Railways in the transition from steam, 1940- 
1965. 625.20904 

Rainer Maria Rilke. 831.912 

Raising game birds. 636.6 
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RALPH BUNCHE; A MOST 


Ralph Bunche; a most reluctant hero. 
341.233092 . 
Random House collector’s encyclopedia, 1851- 
1939. 745.1 

Random sets and integral geometry. 519.2 

Rat pack (Stevens) JUV 

Ray Ginger’s jokebook about American history. 
973.0207 

De re poetica. 821.4 

Reaction against Tennyson. 821.8 

Reactive free radicals. 541.224 

Reading the Russian language. 491.782421 

Readings in envirdfimental psychology. 155.9 

Readings in urban dynamics. 301.363097 

Readings on the character of Hamlet, 1661- 
1947. 822.33 

Real estate examination study guide. 333.33 

Realities of American-Palestine relations. 
327.730569 

Reality of the devil (Anshen) PBK 

Reason and violence. 301.63301 

Reason, experiment, and mysticism in the 
scientific revolution. 509.4 

Reassessment of muscle homologies and 
nomenclature in conservative amniotes. 
591.1852 

Receipt for an inheritance. 929.20973 i 

Recent advances in the representation theory of 
rings and C*-algebras by continuous sections. 
510.8 

Recent progress in hormone research. 612.4058 

Recently acquired American masterpieces of the 
19th and 20th centuries. 759.130740 

Receptor and effector processes. 596.019127 

Reconstructing social psychology. 301.1 

Red coffee can. 811.54 

Red son rising. 610.924 

Redshift controversy. 523.18 

Reflections and perspectives. 100 

Regional dances of Mexico. 793.31972 

Regional energy consumption. 309.250974 

Regional party leadership and policy-making in 
the USSR. 329.947 

Regressive therapy; therapeutic regression of 
schizophrenic children, adolescents, and young 
adults. 616.898206 

Regulation of pharmaceutical innovation: the 
1962 amendments. 344.73042 

Reincarnation. 291.23 

Relaxation phenomena in polymers. 547.28 

Religion and political society. 261.7 

Religion and sexism; images of woman in the 
Jewish and Christian traditions. 261.83412 

Religions of the East. 294 

Religious confessions and confessants. 200.19 

Religious movements in contemporary America. 
200.973 

Remarks and inventions. 301.421 

Remarks on a voyage to the Hebrides. 828.609 

Remarks on Johnson’s Life of Milton. 828.609 

Remarks on the life and writings of Dr. 
Jonathan Swift. 828.509 

Remarques on the humours and conversation of 
the town. 821.4 

Reminiscences of a literary life. 820.9007 

Renaissance drama. 809.20902 

Rendevous with Rama (Clarke) PBK 

Rene Leys. 843.912 

Rene Verdon’s French cooking for the American 
table. 641.5944 

Renewed mind. 248.4 

Reply of the reasonings of Mr. Gibbon. 
937.060720 

Report from the Beria Reserve. 323.40947 

Reproduction: animal DNA viruses. 576.6484 

De republica Anglorum. 320.94205 

Republican looks at his party. 329.6 

-Repudiation of state debts. 336.368097 

Requirements for certification. 371.13305 

Research in diffusion of educational innovations. 
370.78 

Reservoir and lake flies. 688.79 

. Residue of song. 811.54 

Respiratory physiology. 599.012 

Response effects in surveys. 001.433 

Restoration comedy. 822.052 

Retail management. 658.87 

Retarded child. 362,783 

Return from the void (Mahr) PBK 

Return to Daytona (Butterworth) JUV 

Return to innocent earth (Dykeman) PBK 

Return to the source. 320.966570 

Revenue sharing and the planning process: 
shifting the locus of responsibility for domestic 
problem solving. 336.185097 

Reverie (Johnstone) FIC 
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Reviews in number theory, as printed in 
Mathematical reviews, 1940 through 1972, 
volumes 1-44 inclusive. 512.708 

Revolutionary Soviet film posters. 769.5 

Rex, Abyssinian and Turkish cats. 636.8 

Rhetoric and literature. 808.04275 

Rich church—poor church? 260 

Richardsoniana. 823.6 

Ride when you're ready (Bolton) JUV 

Rights of students. 344.730793 

Rights of union members and the Government. 
344.730188 

Ring of mischief (Summerton) PBK 

Rise of American influence in Asia and the 
Pacific. 327.7305 

Rising voices (Martinez) PBK 

Roadside safety improvement programs on 
freeways. 625.708 

Robert Burns and his rhyming friends. 821.6 

Robert Frost: a descriptive catalogue of books 
and manuscripts. 016.81152 

Robert Herrick, 1591-1674. 821.4 

Roberta Flack. 784.0924 

Rock on. 784.0922 

Rodrigues the interpreter. 271.53024 

Roger Bacon in life and legend. 189 

Roger Staubach. 796.332092 

RO]; practical theory and innovative 
applications. 332.634 

Role of snow and ice in hydrology. 551.5784 

Roman middle class in the Republican period. 
301.441 

Rome and a villa. 914,563203 

Room for me and a mountain lion. 821.008036 

Roommates can’t always by lovers. 301.4157 

Rooms with no view. 331.481301 

Rorschach: a comprehensive system. 155.2842 

Rose, where did you get that red? 811.5408 

Royal bloodline; Ellery Queen, author and 
detective. 813.52 

Rules of civil and appellate procedure. 
347.74405 

Running free. 301.22 

Russia, America, and the world. 327.09045 

Ruth Benedict. 301.20924 


S 


Sackett’s land (L’Amour) FIC 

Sacrifices in the Sicilian. 794.122 

Sadness (Barthelme) PBK 

Sagittarius, Nov. 23-Dec, 21. 133.5404 

Sail racer. 797.14 

Sailing. 797.124 

St. Kitts vervet. 599.82 

Salamander (West) PBK 

El Salvador in pictures, 917.284 

Samaritans and Jews. 296.81 

Sampling opinions. 301.1542 

San Agustin, first cathedral church in Arizona. 
917.9177 

Sang Branch settlers. 398.097691 

Sartre: a study. 848.91409 

Satan’s acres (Wagner) PBK 

Savannah, now and then. 917.58724 

Save! Hockey’s brave goalies (Bock) PBK 

Saving Lake Superior. 363.609774 

Savvy shopper. 640.73 

Scarne on cards. 795.4 

Schillers drama; talent and integrity. 832.6 

School foodservice. 642.58 

Schooling, experience, and earnings. 339.4 

Schools of public health: present and future. 
362.107117 

Schools without counselors. 372.14046 

Science and anti-science. 500 

Science and civilization in China. 509.51 

Science of hockey. 796.355 

Science, technology, and culture. 301.243 

Science, technology, and sovereignty in the 
polar regions. 341.29 

Scientific foundations of surgery. 617 

Scientific stream pollution analysis. 628.168 

Scientists in the legal system. 340.1 

Scorpio, Oct. 24-Nov. 22. 133.5404 

Scorpion (Hill) FIC 

Scott Nearing: apostle of American radicalism. 
335.00924 

Scottish revolution, 1637-1644. 941.06 

Scramble for Africa. 960 

Sea birds (Saunders) PBK 

Sean O’Casey. 822.912 

Searching for your ancestors. 929.1 

Seas and oceans in color. 551.46 

Season in heaven. 818.5403 
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Season with Solti. 785.062773 

Second-class radiotelephone license handbook. 
621.3845 

Second Joint Conference on Sensing of 
Environmental Pollutants. 628.5028 

Secret of the spotted shell (Whitney) PBK 

Secret passages and hiding-places. 914.203 

Secret shrine: Islamic mystical reflections. 297.4 

Secret writing. 652.8 

Secretariat. 798.43 

Secular spirit: life and art at the end of the 
Middle Ages. 709.02 

Seed and the fruit (Troyat) PBK 

Seed of the gods (Hughes) PBK 

Seeds beneath the snow (Bates) FIC 

Selected notes upon Shakespeare’s comedy of 
the Tempest. 822.33 

Selected poems (Watson, Robert) 808.81 

Selected topics of cancer current concepts. 
616.994 

Selected writings (Mazzini, Giuseppe) 
320.945080 

Selection and use of instructional media. 371.33 

Self-assessment of current knowledge in 
infectious diseases. 616.9076 

Self-assessment of current knowledge in urology. 


Self concept: a comparison of Negro-, Anglo-, 
and Spanish-American students. 155.82 ° 

Self-Help. 301.1831 

Semantic syntax. 415 

Senegal in pictures. 916.63035 

Sense of smell and its abnormalities. 616.8 

Separable Galois theory of commutative rings. 

12.4 

Seraph on the Suwanee. 813.52 

Serious reflections during the life and surprising 
adventures of Robinson Crusoe. 823.5 

Sermons on evangelism. 252 

Serpent power. 181.45 

Serving the few: corporate capitalism and the 
bias of government policy. 322.30973 

Seth speaks (Roberts) PBK 

Setting free the bears (Irving) PBK 

Seven wives of Westlake (Lopez) PBK 

Sex and marriage in utopian communities. 
301.423097 

Shadow and substance: Taoist mystical 
reflections. 181.09514 

Shadow knows (Johnson) FIC 

Shadow of a lady (Hodge) PBK 

Shake down the thunder! 796.332092 

Shaker communism. 289.80973 

Shakespeare 1971. 822.33 

Shakespeare and the Jew. 822.33 

Shakespeare and the makers of Virginia. 822.33 

Shakespeare and the players. 822.33 

Shakespeare garden. 822.33 

Shakespeare, our contemporary. 822,33 

Shakespeare restored, 1726. 822.33 

Shakespeare’s military world. 822. 34 

Shambaa kingdom. 916.7822 

Shaping the news! (Stein) PBK 

Sharpshooter (Reese) FIC 

Shasta and Rogue. 818.5407 

Shelley. 821.7 

Shi‘aite Islam. 297.82 

Ships, seas, and scientists. 508.309034 

Shirley (Bronte) FIC 

Shoes of the Fisherman (West) PBK 

Shooter's bible. 623.44085 

Shopping center management: principles and 
practices. 658.91381 

Shoremen. 810.809752 

Short time for insanity. 791.430233 

Shorter Oxford English dictionary on historical 
principles. 423 

Showtime. 791 

Shrink! (Rubin) PBK 

Shrouded walls (Howatch) PBK 

Sicilian affair (Mackintosh) FIC 

Sidelights on Robert Browning’s "The ring and 
the book.” 821.8 

Sierra massacre (Reno) PBK 

Sigmund Freud. 150,1952 

Signal processing using analog and digital 
techniques. 621.38043 - 

Signed and posted. 320. 973092 « 

Significant decisions of the Supreme Court, 
1972-73 term. 348.7346 

Signs and symbols of the sun. 398.362 

Silchester, the Roman town of Calleva. 913.362 

Silent disease (Galton) PBK 

Silent Majority: a study of the working class in 
post-war British fiction. 823.03 

Silent sell-out. 331.133097 

Silver goblet (Foxall) FIC 
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Silver: how and where to buy and hold it. 
332.4223 

Silver nightingale (Thorpe) PBK 

Simple guide to safer sailing and boating. 
797.124 

Simplified quantity recipes: nursing/convalescent 
homes & hospitals. 641.579 

Simplified recipes for day ‘care centers. 641.57 

Sin and the new American conscience. 
301.417973 

Singular life. 248.4893 

Singularities of analytic functions. 515.9 

Sioux spaceman (Norton) PBK 

Sir George Etherege. 822.4 

Sir Thomas Malory. 823,2 

Six European directors. 791.430233 

Six great playwrights: Sophocles, Shakespeare, 
Moliere, Sheridan, Ibsen [and] Shaw. 809.2 

Six middle English romances. 821.108 

Six modern British novelists. 823.03 

Skeezer; dog with a mission (Yates) PBK 

Sketches from nature in a journey to Margate, 
1779. 823.6 

Skewer cooking around the world. 641.59 

Slavery and race relations in Latin America. 
301.451042 

Slaves without masters; the free Negro in the 
agebellum South. 301.449309 

Sleep book. 612.821 

Sleeping tiger (Pilcher) FIC 

Slow speech development of a bright child. 
401. 

Small garden in the city. 712.6 

Smoky mountain wines. 641.22 

Smuggling. 364.133 

Snoring; new answers to an old problem. 612. 21 

Snow survey from earth satellites. 551.579 

Snow toward evening. 811.52 

Snow White. 398.220943 

Snowmobiler’s bible. 629.22 

So far from heaven (Bradford) PBK 

Social and cultural identity. 301.2 

Social contours of an industrial city. 309.1542 

Social control of drugs. 363.450942 

Social democracy in post-war Europe. 335.0094 

Social impact of the revolution. 1 

Social passion; religion and social reform in 
Canada 1914-28. 309.242097 

Social psychology of work. 158.7 

Society in conflict. 301.6 

Soft as the wind. 811.54 

Soft city. 301.36 

Solitary journey: Buddhist mystical reflections. 
294.3442 

Solitary voice: Vardis Fisher. 813.52 

Solon H. Borglum, ”a man who stands alone” 
730.924 

Somatic cell hybridization. 599.0151 

Some are born great. 301.412092 

Some call it Kitsch: masterpieces of bourgeois 
realisgn. 759.05 

Some documents relating to the rise of the 
Dutch power in Ceylon, 1602-1670, from the 
translations at the India Office. 327.492054 

Some remarkable passages in the life of the 
Honourable Col. James Gardiner. 942.072092 

Some uses of type theory in the analysis of 
language. 401 

Someone else’s war (Burmeister) FIC 

Somethings strange and sinister (Kahn) PBK 

Somo-psychic power: using its miracle forces for 
a fabulous new life. 131.32 

Sondheim & Co. 782.810924 

Sonnets of Robert Browning. 821.8 

Sophia (Lennox) FIC 

Sophronia (anonymous) 823.6 

Soulmate (Runyon) PBK 

Sound, spelling, and meaning. 421.52 

Source materials for teachers of foreign 
languages. 016.407 

Source testing for air pollution control. 
628.53028 

Sources of American student activism. 371.81 

Sources of Synge. 822.912 

Sources of the Roman de Brat of Wace. 841.1 

South of Rio Grande (Faust) FIC 

South-side view of slavery. 301.449309 

Southeast Asia finder the new balance of power. 
327.110904 

Southern gentleman of Nevada politics: Vail M. 
Pittman. 979.303092 

Southern Republicanism. 329.600975 

Sovereign of the seas. 359.00942 

Soviet strategy in the nuclear age. 355.033047 

Soviet Union and the Octaber 1973 Middle East 
war. 956.048 

Space age fire fighters. 614.843 


Spaniel training for modern shooters. 636.752 

Spatial evolution of greater Buenos Aires, 
Argentina, 1870-1930. 301.360982 

Spatial perspectives on industrial organization 
and decision-making. 658.21 

Spawn of Laban (Kern) PBK 

Special needs student in vocational education. 

1.9 


Spectroscope. 681.414 

Spectulator’s handbook. 332.678 

Speech-communication: a career-education 
approach. 808.5 

Speech power through listening. 808.5 

Spell sword (Bradley) PBK 

Sphere. 811.54" 

Spheres of life. 574.5 

Spinors in Hilbert space. 515.73 

Spirit and splendour of art deco. 709.04 

Sport in classic times. 799.0938 

Sport in the modern world: chances and 
problems. 613.707 

Sports encyclopedia: baseball. 796.357640 

Sports medicine. 617.1027 

Spybot! (Darlton) PBK 

SS Leibstandarte (Wykes) PBK 

Stability of solutions of differential equations in 
banach space. 515.73 

Stability of unfoidings. 510.8 

Stain of circumstance. 811.52 

Stalin as revolutionary, 1879-1929. 947.084209 

Stanislaw Ulam: sets, numbers, and universes. 
510.8 

Star in the west. 821.912 

Star rider (Piserchia) PBK 

Stars and the milky way system. 520.8 

State housing finance agencies. 301.540973 

Statesmen and sea power. 359.00942 

Statistical account of Bengal. 915.414032 

Statistical tables for science, engineering, 
management, and business studies. 519.50212 

Statistics on consumption of alcohol and cn 
alcoholism. 362.292097 

Steam peg (McClure) PBK 

Steam turbines and their cycles. 621.165 

Stendhal. 848.709 

Stenographer-typist. 651.374307 

Step to the music you hear. 808.81 

Stephen Leacock. 818.5207 

Sterneiana. 823.6 

Stevie Wonder. 784.0924 

Stock values and dividends for 1974 tax 
purposes. 332.632209 

Stop the world, we want to get on. 301.412 

Story of English literature. 820.9 

Story of food. 642 

Story of photography. 770 

Story under full sail. 891.744 

Storyville, New Orleans. 917.633504 

Straight ahead. 242.2 

Strained alliance. 951.9042 

Stranger at the gates (Stephens) PBK 

Strangers on a train (Highsmith) FIC 

Strategies for industrialisation in developing 
countries. 338.091724 

Strategy (Liddell Hart) PBK 

Streaking book (Gardner) PBK 

Streets of the city. 917.459 

Strengthening distributive education. 380.107 

Stressful life events: their nature and effects. 
616.89071 

Stripline circuit design. 621.38132 

Stripping voltammetry in chemical analysis. 
621.3746 

Structure of the human brain. 611.810222 

Structuring complex system. 003 

Student structures: moving toward student 
government. 373.159 

Students and books. 028.7 

Studies in agrarian social structure. 301.444309 

Studies in British transport history, 1870-1970. 
380.50942 

Studies in Paul’s technique and theology. 
227.066 

Studies of Irving. 818.209 

Studies on Chaucer and his audience. 821.1 

Study of Shakspere. 822.33 

Study of the problems of Filipino students in the 
United States. 378.198 

oy a William Shenstone and of his critics. 


Style manual; NEA style manual for writers and 
editors. 808.02 
Subaltern’s choice (McCutchan) FIC 
Subchapter S: planning & operation. 343.73052 
Subchapter S taxation. 343.73068 
Subject guide to Canadian books in print 1973. 
.71 


THANKSGIVING MESSAGES. 248.42 


Suburbanization of miltifamily housing. 301.362 

Success through transactional analysis 
{Meininger} PBK 

Successful bluefishing. 799.1758 

Successful striped bass fishing. 799.1758 

Sugar loaf (Summers) FIC 

Sumerian economic texts from the Drehem 
archive. 499.95 

Summary of basic law. 347.74405 

Summer of my German soldier (Greene) PBK 

Sun Yat-sen and China. 951.041092 

Super tour (Allen) FIC 

Superchic. 746.920924 

Superfan - - -again! (Meglin) PBK 

Supernaturalness of Christ. 232 

Supreme Court and "political questions” 
347.7326 

Surfaces and interfaces of glass and ceramics. 
620.14 

Surnames. 929.40942 

Survey of automated activities in the libraries of 
the world. 029.70973 

Survival in the fire fighting profession. 628.025 

Swamp angel (Eure) JUV 

Swamp rats (Falk) PBK 

Sweet life. 641.86 

Swiftiana. 828.509 

Swinburne. 821.8 

Sycamore tree and other African tales (Lee) 
JUV 


Symposium on Elevated Temperature Properties 
of Austenitic Stainless Steels. 620.1717 
Synopses of State lobbying laws. 342.7305 
Synopsis of pharmacology for students in 
dentistry. 615.1 

Syntactic methods in pattern recognition. 
001.534 

Synthetic methods of organic chemistry. 
Synthetische methoden der Organischen 
chemie. 547.2 

Systematics and evolution of the Greater 
Antillean hylid frogs. 597.8 

Systemetic materials analysis. 543 

Systems of linear equations and inequalities. 
512.942 


T 


T. H. White. 828.91209 

Tailoring service to patrons. 642.508 

Take it off! 343.73052 

Tales for tots (Lockwood) JUV 

Tara. 362.783092 

Taste of the wild. 641.5 

Taurus, April 21-May 21. 133.5404 

Teacher, student, and society. 370.193 

Teaching clever children, 7-11. 371.950942 

Teaching materials on commercial and consumer 
law. 346.7307 

Teaching with books. 027.7 - 

Teachings of Don Juan (Castaneda) PBK 

Team manager (Deegan) JUV 

Technical intelligentsia and the East German 
elite. 329.9431 


“ Technical shop mathematics. 510.246 


Technique of electronic music. 789.9 
Techniques and topics in bioinorganic chemistry. 
4.1 

Teetoncey (Taylor) JUV 

Telephone systems of the continent of Europe. 
384.6094 

Tell me why. 612.6007 ` 

Telling your story (Keen) PBK 

Temple-beau. 823.6 

10b series of rules. 346.73092 

Ten commandments. 222.16 

Tennessee law of evidence., 347.76806 

Tenors. 782.10922 

tee sexy secret of Castle McNab (Sterling) 


Testament of alchemy. 540.1 

Tested electronics troubleshooting methods. 
621.381 

Testimonies: Alberdi and Sarmiento in modern 
Argentine life. 320.98206 

Texas family law. 346.764015 

TexaStats °72. 324.202176 

Textbook of adolescent psychopathology and 
treatment. 618.9289 

Textile mathematics. 677.001513 

Texts of Keat’s poems. 821.7 

Thaddeus Stevens; a being darkly wise and 
rudely great. 973.60924. 

THank you, fog. 821.912 

Thanksgiving messages. 248.42 


THEATRE OF ALBERT CAMUS. 


Theatre of Albert Camus. 842.914 

Theatre of love. 823.03 

Themes two: one hundred short films for 
discussion. Qil 

Theo van Doesburg. 709.24 

Theoretical statistics. 519.5 

There is a tide (Christie) PBK 

There is confusion (Fauset) FIC 

There's a marmot on the telephone. 818.5407 

They chose honor. 365.979491 

Think and grow thin. 613.25019 

Think metric now! 389.152 

Third conference on Cooley’s anemia. 508.1 

Third man (Greene) PBK 

Third truth (Bar-Zohar) PBK 

This is women’s work. 811.5408 

This time, Tempe Wick (Gauch) JUV 

Thomas Hardy. 823.8 

Thomas Hardy; the forms of tragedy. 823.8 

Thomas Harriot; Renaissance scientist. 510.924 

Thomas Merton reader. 818.5409 

Thorton romances. 821.108 

Those pearly isles. 917.4494 

Those Yankee rebels. 973.341 

Thought of Karl Marx; an introduction. 
335.430924 

Three biographical pamphlets, 1744-1745. 821.5 

Three centuries of microbiology. 576.09 

Three criticisms of Richardson’s fiction, 1749- 
1754. 823.6 

3D, 2D, 1D. 530.8 

Three for freedom (Forman) JUV 

350 ways to save energy (and money) in your 
home and car. 640.73 

365 ways to cook pasta. 641.5945 

334 (Disch) PBK 

Three Port Elizabeth plays. 822 

Three sieves. 811.54 

Threes and fours go to school. [By] Sylvia 
Krown. With the collaboration of Miriam 
Many. 372.216095 

”- - -thy will be done- - -" (Banks) FIC 

Tierra del Fuego: the fatal lodestone. 
301.29827 

Tim (McCullough) FIC 

Timber line (Fowler) PBK 

Time. 811.54 

Time is free. 822.33 

Time of dreaming (Edgar) PBK 

Titles in series. 011 

{To axion esti (romanized form)]. 889.132 

To die in Italbar (Zelazny) PBK 

To love and to honor (Loring) PBK 

To rule the night; the discovery voyage of 
Astronaut Jim Irwin (Irwin) PBK 

To speak of God. 230 

To the air. 821.914 

To the point about needlepoint. 746.44 

Toast. 828.509 

Together we will grow. 811.54 

Topics in energy and resources. 333.7 

Topics in operator theory. 515.72 

TOPO 72 - general topology and its 
applications. 510.08 

Total synthesis of steroids. 547.73 

Tottering transcendence. 301.58 

Touch of infinity (Fast) PBK 

Touch the water, touch the wind. 892.436 

Tournaments (Deegan) JUV 

Toward a recognition of androgyny. 809.93353 

Toward an institutional theory of wage. 331.2 

Toxicology of insecticides. 615.902 

Tracking skill and manual control. 620.82 

Trademarks; their creation, psychology, and 
perception. 602.75 

Trader Vic’s rum cookery and drinkery. 641.62 

Tradition and reaction in modern poetry. 
821.009 

Tradition of the goddess Fortuna in Roman 
literature and in the transitional period. 
292.211 

Tradition of Western music. 780 

Transcendental meditation. 141.3 

Transformation of Sikh society. 301.452946 

Transport analysis. 660.2842 

Trash can toys and games. 745.592 

Travelling by sea in the nineteenth century: 
interior design in Victorian passenger ships. 
387.542090 

Travels into several remote nations of the world. 
FIC 

Treasures of China. 709.51 

Treasury of needle arts: stitch for stitch, thread 
for thread. 746.4 

Treatise of feme coverts. 346.42013 

Treatise on materials science and technology. 

20. 


1AA 


Treatise on the theory and practice of 
midwifery. 618.4 

Treatment of breast cancer. 616.99449 

Treatment of chronic pain. 612.88 

Treatment of prostatic hypertrophy and 
neoplasia. 616.99263 

Tribes of the Amazon basin in Brazil, 1972. 
301.29811 

Trip to the moon (Gentleman) FIC 

Triple detente (Anthony) PBK 

Tropical America. 918.043 

Tropical ecological system. 574.50913 

Troubadours of Dante. 849.104 

Trouble with Shakespeare. 822.33 

Trouping in the Oregon country. 792.09795 

True anti-Pamela (Parry) FIC 

Truth and dialogue in world religions: conflicting 
truth-claims. 291 

Trypanosomiasis and leishmaniasis with special 
reference to Chagas’ disease. 616.9363 

Tuesday the rabbi saw red (Kemelman) FIC 

Tuna: status, trends, and alternative management 
arrangements. 338.372758 

Turkish delight (Wolkers) FIC 

Turn not pale, beloved snail. 808.042 

Turret (Sharp) PBK 

Turtle Island. 811.54 

’Twas a famous victory. 940.532 

Twelve maidens (Farrar) FIC 

Twentieth-century harpsichord music. 
016.786405 

Twenty against the underworld. 973.910924 

2020 vision (Pournelle) PBK 

Twenty-five years of Walt Whitman 
bibliography, 1918-1942. 016.8113 

Twilight of the Medici. 709.4551 

Two dialogues. 828.609 

Two essays: A forgotten aspect of the university 
question. 376.650941 

Two-eyes (Gordon) PBK 

Two for the price of one (Kenrick) FIC 

Two-Part inventions. 811.54 

Two paths to the new South. 336.360975 

Two shades of red. 364.163 

Two sources of morality and religion. 170 

Two stories (Caruso) FIC 

2700 quotes for sermons and addresses. 251.02 


U 


Unanimistic imagery in twentieth century 
French literature. 840.938 

Unbeatable five (Cox) JUV 

Understanding aging. 261.834350 

Understanding of the Buddha. 294.3 

Unemployment compensation: proposed 
permanent changes. 368.440097 

Unfair trade practices and consumer protection. 
343.7307 

Uniform simplification in a full neighborhood of 
a transition point. 510.8 

United Methodism in theory and practice. 
262.076 

United Nations journal. 341.23 

United States history: a world power. 973.9 

U.S. master tax guide. 336.2 * 

Universe 5 (Carr) FIC 

University Park, Denver: four walking tours. 
917.8883 

Unmaking of Rabbit (Greene) PBK 

Unmasking the face. 152.42 

Up my mother’s flagpole (Zohar) FIC 

Up-to-date biography of Henry Aaron, quiet 
superstar. 796.357092 

Upstart (Read) PBK 

Urban futures for central Canada: perspectives 
on forecasting urban growth and form. 
301.360971 

Urban land policies and land-use control 
measures. 300.8 

Urban traffic. 388.41314 

Urbanization in Thailand. 301.361095 

Use of genetics in insect control. 614.432 

Use of marihuana. 615.782 

Uses of the American prison. 365.973 

Using credit to selt more. 658.81 

USSR. 914.703 

Utah’s Black Hawk War. 979.202 


vV 


Valence and vision. 150 
Valley Forge rebel (Goll) JUV 
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Value analysis: a way to better products and 
profits. 658.1552 

Vampires and the witch (Falk) PBK 

Van Nostrand Reinhold manual! of textile 
printing. 667.38 

Vardis Fisher. 813.52 

Variation totale d'une fonction. 510.8 

V.D Gohnson) PBK 

Vedic mythology. 294.1 

Vegetable passion. 641.5636 

Vegetable protein and vegetarian cookbook. 
641.5636 

Venomous animals of the world. 591.69 

Venture management. 658.4 

Venture of form in the novels of Virginia Woolf. 
823.912 

Verse and prose from the manuscripts of Percy 
Bysshe Shelley. 821.7 

VHF handbook for radio amateurs. 621.384151 

Victimless crimes. 364.1 

Victims. 811.54 

Victoria (Wallace) PBK 

Victorian cookery book. 641.5942 

Victorian sages. 914.203810 

Views on general systems theory. 620.7 

Virgil in English poetry. 809.1 

Virginia Manufactory of Arms. 338.762340 

Virgo, Aug. 24-Sept. 23. 133.5404 - 

Virus infections in bats. 614.439 

Viruses. 616.0194 

Visceral learning; toward a science of self- 
control (Jonas) PBK 

Visits of Shakespeare’s company of actors to the 
provincial cities and towns of England. 
792.0942 

Vitamin C: recent aspects of its physiological 
and technological importance. 574.1926 

Vitamins in your life and the micronutrients 
(trace elements), you can’t live without them! 
616.39 

Vocational education for youth and adults. 
370.113 

Volkswagen station wagon/bus; official service 
manual type 2, 1968, 1969, 1970, 1971, 1972, 
1973, 1974. 629.28722 

Volleyball. 796.325 

Voltaire on religion: selected writings. 208 

Voyage round the world. 910.41 


Ww 


W. M. Thackeray as a critic of literature. 823.8 

W-3. 362.210924 

Wagner's “Ring” and its symbols. 782.10924 

Waiter/waitress. 642.508 

Waiting for the party. 813.4 

Walking & leaping. 287.60924 

Walking in America. 814.00803 & 

Wall shadows. 365.973 

Wallace-Homestead price guide to antiques and 
pattern glass, 745.1 

Walrus: giant of the arctic ice. 599.747 

Walt Disney. 791.0924 

Walt Whitman. 016.8113 

War to the death. 946.06 

Wash Tubbs. 741.5973 

Washington power game. 917.53034 

Way of the fox. 973.33 

We fished all night. 813.54 

We have not vanished: Eastern Indians of the 
United States. 970.44 

Weathering the storm. 917.303309 

Webster’s American biographies. 920.073 

Wee pais: staying cool (Turner) PBK 

Welcome to England. 914.20485 

West African marine fisheries: alternatives for 
management, 338.372709 

West Indians. 917.29035 

West Indies. 917.29045 

Westec Engineering Conference, March 11-15, 
1974, Los Angeles, California. 621 

Western Europe in the Middle Ages, 300-1475. 
940.1 

What aria cooking? 641.5 œ 

What do we tell the children? 384.132097 

What do women really want? 331.40973 

What every lawyer knows. 340.023 

What every woman should know ... about her 
car. 629.222202 

What is ecology? 574.5 

What is it? 778.31 

What your child is all about. 618.92 

What your child really wants to know about sex, 
and why (Block) PBK 
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Whatever happened to Gorgeous George? 
796.812309 
What’s the best move? 794.122 
"Wheel of life. 915.403 
When daisies pied, and violets blue. 822.33 
Where everyday things come from. 600 
Where in the world are the Jews today? 
910.03924 
Where on earth is heaven? 236.24 
Whirligig of taste. 801.95 
Whispering pines. 811.54 
White oak heritage (De La Roche) PBK 
Who & what & where in the Bible. 220.3 
Who did what. 920.02 
Who do you say that I am? 226.066 
Who killed the British Empire? 325.342 
Who says I’m O.K.? 248.4 
Who's who. 920.01 
Who’s who among inkeepers. 647.940922 
Who’s who in football. 796.332092 
Who’s who in Scottish history. 941.00992 
Why would a girl go into medicine? 610.71173 
Wild flowers of the Cape Peninsula. 582.130968 
Wild horses (Bolton) JUV 
Wildest heart (Rogers) PBK 
Will Bradley: his graphic art. 769,924 
Willem de Kooning. 759.13 
Wilkéam and Mary (Farmer) JUV 
William Empson. 810.950924 
William Morris & the arts & crafts. 745.44924 
William Morris & the communist ideal. 
335.00924 
William Morris: poet, craftsman, socialist. 
709.24 
Wilton way of cake decorating. 641.8653 
Windows on the world of truth. 242 
Winning power of pressure defense in basketball. 
796.3232 
Winning tactics for weekend singles. 796.3422 
Winning ways. 248.5 
Winter in the blood (Welch) FIC 
Wireless telegraphy. 384.52 
Wisdom of the Chinese: their philosophy in 
sayings and proverbs. 398.9951 
Wit twisters. 793.73 
Witch who saved Halloween (Place) PBK 
Witch who wasn’t (Yolen) JUV 
Witches’ almanac. 133.5 
With anger/with love. 811.54 
With Elia and his friends in books and dreams. 


824.7 

Wobble to death (Lovesey) PBK 

Wolf moon. 811.54 

Woman in black (Heath) PBK 

Women & analysis. 155.633 

Women and orders. 253.2 

Women of the forest. 301.412098 

Women of Viet Nam. 301.412095 

Women on the march. 355.0023 

Wonderful world of TV soap operas (LaGuardia) 
PBK 

Word in stone. 720.943 

Work unlimited, a way out. 331.09 

Workbook of an unsuccessful architect. 720.924 

Working-class majority. 331.11 

Working on the system. 353.09 

Working with God. 248.4858 

Works of Aleister Crowley. 828.91209 

Works of John Dryden. 821.48 

World atlas of military history. 911 

World climatology; an environmental approach. 
551.6 

World of musical comedy. 782.810973 

World of professional golf. 796.352640 

World split open: four centuries of women poets 
in England and America, 1552-1950. 821.008 

World without end, Amen (Breslin) PBK 

Worlds of Washington Irving, 1783-1855. 
818.209 

Wreath of Christmas legends. 811.52 

Wreck of the Titan (Robertson) FIC 

Writers and revolution. 809.933 

Wuthering heights (Bronte) PBK 


Y 


Yale edition of Horace Walpole’s 
correspondence. 928.2 

Yankee politics in rural Vermont. 320,974304 

Yearbook on international Communist affairs. 
335.430 

Yeats: Coole Park & Ballylee. 821.8 

Yellow bell. 781.751 

Yellowstone. 917.78752 

Yesterday today: answers from the ancients. 
221.922 

Yesterday’s Denver. 917.888303 


ZONDERVAN PICTORIAL ENCYCLOPEDIA OF 


Yoga and the spiritual life. 181.45 

You & me. 818.5409 

You and your superstitions. 133 

You can make a difference. 242 e 

You can quit smoking in 14 days. 613.85 

Young children’s sculpture and drawing. 
155.413 

Young Lloyd George. 942.081092 

Young Scarron ([Mozeen) FIC 

Your 1975 solar horoscope (Fischer) PBK 

Your love is here. 242.8 

Your parish—where the action is. 254 

Your past, your present, and your future through 
the art of hand analysis. 133.6 

You're never too old to die (Goldstein) FIC 

Youth and history. 301.431509 

Youth into adult. 361 


Z 


Zen comics. 741.5973 

Zolar’s 1975 day-by-day horoscope: Aquarius, 
January 20-February 18 (King) PBK 

Zolar’s 1975 day-by-day horoscope: Aries, 
March 21-April 20 (King) PBK 

Zolar’s 1975 day-by-day horoscope: Cancer, 
June 21-July 22 (King) PBK 

Zolar’s 1975 day-by-day horoscope: Capricorn, 
December 22-January 19 (King) PBK 

Zolar’s 1975 day-by-day horoscope: Gemini, 
May 21-June 20 (King) PBK 

Zolar’s 1975 day-by-day horoscope: Leo, July 
23-August 22 (King) PBK 

Zolar’s 1975 day-by-day horoscope: Libra, 
September 23-October 22 (King) PBK 

Zolar’s 1975 day-by-day horoscope: Pisces, 
February 19-March:20 (King) PBK 

Zolar’s 1975 day-by-day horoscope: Sagittarius, 
November 23-December 21 (King) PBK 

Zolar’s 1975 day-by-day horoscope: Scorpio, 
October 23-November 22 (King) PBK 

Zolar’s 1975 day-by-day horoscope: Taurus 
(King) PBK 

Zolar’s 1975 day-by-day horoscope: Virgo, 
August 23-September 22 (King) PBK 

Zondervan pictorial encyclopedia of the Bible. 
220. 


When you need 
authoritative 


biographical data... 


Leaders In Education. Who are the specialists in cross-cultural education? The leading 
library science administrators? The individuals making their mark in curriculum 
development? Only Leapers In EpucaTION pinpoints and identifies these educators. In all, 
this unique directory locates some 17,000 men and women who are distinguishing themselves 
in 100 areas, and provides full biographical information for each. December. $49.50. 


World Military Leaders. Here are the individuals who plan the strategies ... wield the 
power ... make the decisions that will affect military history for years to come. From Moshe 
Dayan to Daphne Mary Blundell, you'll find data on every important military official in 
118 countries. Published by T.N. Dupuy Associates in association with R.R. Bowker. 1974. 
$25.00. 


American Men and Women of Science: Agricultural, Animal, and Veterinary 
Sciences. Here, in a single volume, is complete biographical data on 14,250 men and women 
actively involved in food and animal studies. Individuals concerned with wildlife conservation 
... poultry nutrition ... range management. The specialists in 200 disciplines. 1974. $25.00. 
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Who’s Who In American Politics. For consumers checking the business connections of 
legislators, students needing facts for term papers, citizens wanting mailing addresses oNocal 
Congressmen, there’s only one source of information. WHo’s WHo IN AMERICAN POLITICS. 
This edition profiles some 17,000 elected and appointed officials working on the national, 
state, and local level. 1973. $40.00. 


Directory of American Scholars. Keep pace with the academic community. Here, more 
than 37,000 men and women working in all areas of the humanities are profiled. 1974. 
Volume I. History. Volume IL English, Drama, and Speech. Volume III. Foreign Languages, 
Linguistics, and Philology. Volume IV. Philosophy, Religion, and Law. $39.50 per volume; 
$148.50 per set. 


Living Black American Authors. Now, there’s a single up-to-date source for information 
on black writers. Whether an established name or someone primarily active in another field 
... if they’ve written a book, have works in progress, or been published in newspapers or 
magazines, they’re included. “A pioneer effort which will serve librarians and others seeking 
concise data...” Choice. 1973. $12.95. 


Biographical Directory of the American Psychiatric Association. Name. Address. 
Telephone number. Research projects. Published works. Academic appointments. Hospital 
affiliations. Specialty certifications. And more. Much more is provided for every one of the 
20,000 entries in this official guide to the field of psychiatry. 1973. $38.50. 


Who’s Who In American Art. Larry Rivers. Peter Max. Louise Nevelson. Robert Morris. 
These are among the trendsetters . . . the influential figures on the contemporary art scene 
who are profiled in this directory. Every major achievement, award, publication, exhibit as 
well as pertinent personal data for more than 6500 American artists is noted. 1973. $34.75. 


Order your copies now on 30-day approval. All prices plus shipping and handling. 
R.R. Bowker Company, Box 1807, Ann Arbor, Michigan 48106. 
A Xerox Education Company. 
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Get the answers on what they mean, we 
how they work, who uses them, frar ~ 
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150 important and widely-used investment terms and concepts—from the 
most conservative to the most speculative—are listed in this brand-new 
book. Each and every one is defined in clear, precise language. 


But that's only the beginning. With each definition is a list of key books in 

that area, with full annotations and/or excerpts. A separate section gives 

you full bibliographic data on the books mentioned. Another section lists 

important periodical articles dealing with the specifiz concept or method. @ oe 
` Indexes help you find the authors and titles quickly. $ 


Here are the best features of a bibliography and a glossary all rolled into 
- one highly useful work. Whether you'r a librarian, book dealer, publisher 

—whether you're a sophisticated or neophyte investor, p 

stock market “pro” or educator—you've been aes 

needing just such a book for a long time. 


By James B. Woy. 6” x9”. 

220 pages. ISBN 0-8352-0631-9. 
September, 1973. $11.95 plus 
shipping and handling. 
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Order on 30-day approval! 


R. R. Bowker Company 


P.O. Box 1807 
Ann Arbor, Michigan 48106 


A Xerox Education Company 
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This monthly cumulation of Wcekly Record is a conscientious listing of 
American book production. The listing does not include: federal and other 
governmental publications; subscription books; dissertations; new printings (as 
distinct from reprints, reissues, and revised or new editions); quarterlies, and Ta 
other periodicals; pamphlets under 49 pages; and specialized publications of 
a transitory nature or intended as advertising. 


Each entry, except those marked with an asterisk, represents Library of 
Congress cataloging. Entries with asterisks have been cataloged by Weekly 
Record staff. Entries without collation are “Cataloging in Publication” (C.I.P.) 
data supplied by L.C. Every effort has been made to include the price of each 
book. All prices refer to cloth bindings unless otherwise indicated. 


Foreign publications, not more than one year old, may be submitted for in- 
clusion by a sole American distributor or agent. Foreign books that do not 
conform to these specifications may be included in the “Below-the-Line’. 
section of both the Weekly Record and American Book Publishing Record for 
a fee of $14.00 per listing (contract rates available). 


Compiled by The AMERICAN BOOK PUBLISHING RECORD is published 
Department of Bibliography monthly by R. R. Bowker Company; a Xerox company, 1180 Avenue 
; i of the Americas, New York, N.Y. 10036. USA. (212) 764-5100. 
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N.Y. and at additional mailing offices. 
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qne main section or this Listing 1s arranged by subject according to Dewey 
Decimal classification. The primary divisions of the Dewey classification are 
given below; these categories are repeated above each page to which they apply. ` 
Juvenile fiction, adult fiction, paperback books and “Below-the-Line” entries 


are listed separately and arranged by main entry. Author and title indexes appear 
at the end of the text. 


000 GENERALITIES 


001.44 
The developing law of endowment funds: 
"The law and the lore” revisited, by 
William L. Cary and Craig B. Bright. [New 
York, Ford Foundation, 1974] vii, 56 p. 26 
cm. (The educational endowment series.) 
A report to the Ford Foundation. 
[KFN5343] 74-81012 2.00 (pbk.) 

1. Endowments. I. Bright, Craig B., joint 
author. If. Title. 


APPLBAUM, Ronald L., comp. 001.5 
Speech communication: a basic anthology 
{by]Ronald L. Applbaum, Owen O. Jenson 
fand] Rickard Carroll. New York, 
Macmillan [1975, icc. 1974] p cm. 
Includes bibliographical references. 
{[P90.A82] 74-2641 ISBN 0-02-303700-8 
3.95 (pbk.). 

1. Communication-—-Addresses, essays, 
lectures. I. Jenson, Owen Oscar, 1931- 
joint comp. II. Carroll, Richard, 1945- joint 
comp. III. Title. 

Prepared from C.I.P. 


*BEAR, John. 001.51 
Comfhunication. [New York] Grosset & 
Dunlap [1974, c1973] 48 p. illus. ¢/part. 
col.) 29 cm. (Visual books.) Bibliogr®Bhy: 
p. 46. [P90] 73-21355 ISBN 0-448-11733-9 
2.95. 

1. Communication—Juvenile literature. 1. 
Title. 


GEORGE, Frank Honywill. 001.53°5 
The robots are coming / edited by F. H. 
George, J. D. Humphries “with a foreword 
by Isaac Asimoy, [Manchester, Eng.] : 
NCC Publicatio#f 1974. 186 p. : ill. ; 22 
cm. (Computers and people) Bibliography: 
p. 179-182. [Q335.G43] 74-80129 ISBN 0- 
85012-114-0 : 13.00 

4 Artificial intelligence. I. Humphries, 
John D., joint author. IT. Title. 

Distributed by International Publications 
Service. 


p3 





JACKSON, Benjamin 001.540242 
Franklin, 1907- 

You and communication in the church : 

skills and techniques / edited and 

compiled by B. F. Jackson, Jr. Waco, Tex. | 
: Word Books, [1974] 270 p. : ill. ; 23 cm. 

Includes bibliographical references and 

index. [BV4319.J33] 74-78042 5.95 

1. Communication (Theology) 2. 
media in religion. I. Title. 


JONES, John Bush, comp. 001.55°2 
Readings in descriptive bibliography. 
Edited and with a pref. by John Bush 
Jones. [lst ed. Kent, Ohio] Kent State 
University Press [1974] 
Bibliography: p. [Z1001.J79] 
ISBN 0-87338-153-X 9.00 

1. Bibliography—-Theory, methods, ete.— 
Addresses, essays, lectures. I. Title. 
Prepared from C.LP. Pbk. 4.50, ISBN 0- 
87338-155-6. 


*EDUCOM, The 001.6 
Interuniversity Communications Council, 
Princeton, N.J., Oct. 9, 10, 11 1973. 

Facts and futures; what's happening now in 

computing for higher education, 

proceedings of the EDUCOM fall 
conference. Princeton, N.J., EDUCOM, 
the Interuniversity Communications 

Council [1974] ix, 365 p. 22 cm. 

[Z699.5E3] 74-79222 9.00 (pbk.) 

1. Information storage and retrieval 

systems—Education. 2. Computer assisted 

instruction. f. Title. 


Mass 


p. cm. 
74-7176529 


Publisher’s address: P.O. Box 364 
Princeton, New Jersey 08540 
*CHANANA, Charanjit. 001.64 


Computers in Asia. New Delhi, Marketing 
and Economic Research Bureau, [1973] 
228 p. 23 cm. [QA76] 

1. Computers—East (Far East) 2. East 
(Far East)—Economie conditions. J. Title. 
Distributed by International Publicaticns 
Service, N.Y., for 15.00. 


*MITCHELL, J. L, comp. 001.674 
Computers in the humanities, edited by J. 
L. Mitchell. Minneapolis, University of 


. Minnesota Press, [1974] xi, 318 p., 24 cm. 
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000 Generalities 
100 Philosophy 
200 Religion 

300 Social Science 
400 Language 
500 Pure Science 
600 Technology 
700 The Arts 

800 Literature 
900 History 


SUBSCRIPTION SERVICE 


For billing adjustment or complaint on 
your subscription write to Customer Serv- 
ice Department, P.O. Box 67, Whitinsville, 
Ma. 01588. PLEASE BE SURE TO SEND 
YOUR ADDRESS LABEL; IF YOU ARE 
RECEIVING DUPLICATES, SEND BOTH 
LABELS, 






CHANGE OF ADDRESS: Cut address label 
from magazine and attach here. Fill in 
new address below. Mail to Subscription 
Fulfillment Department, P.O. Box 67, Whit- 
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change. 


C Change of address (be sure label is attached) 
C New subscription 
Cl 1yr. $19. O 2yrs.$36 (9 3 yrs. $53 
© Elsewhere outside U.S. (surface mail), add 
$1 per year. 
Please enclose payment. Send order to: 
Subscription Fulfillment Department, 
P.O. Box 67, Whitinsville, Ma. 01588. 
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A FORECAST 
OF BOOKS 
TO COME 


Your monthly issues of American 
Book Publishing Record provide 
information on U.S. books as they 
are published. But how do you get 
advance ordering information on 
these titles? 

FORTHCOMING BOOKS provides 
bi-monthly author and title indexes 
to books scheduled for publication 
within the next five months. In ad- 
dition, each issue updates and 
expands the previous one — thus 
providing a comprehensive record 
of books published since the most 
recent edition of BOOKS IN PRINT. 
-FORTHCOMING BOOKS is avail- 
able on subscription at $24.00 per 
year, $46.00 for two years, $68.00 
for three years. Outside U.S.A., add 
$1.00 per year. ` 

R.R. BOWKER COMPANY 

1180 Avenue of the Americas 

New York, N.¥«10036 


2 


Includes bibliographical references. [QA76] 
74-81009 ISBN 0-8166-0731-1 24.50 

I. Electronic data processing—Addresses, 
essays, lectures, etc. 2. Electronic data 
processing-——~Humanities. I. Title. 


*BRADY, Allen H. 001.642 
Programmed learning aid for BASIC 
programming language, [by] Allen H. 
Brady [and] James T. Richardson. 
Coordinating editor: Roger H. 
Hermanson. Homewood, HI, Learning 
Systems, [1974] xi, 77 p. 26 cm. (Irwin 
programmed learning and series) [QA76.5] 
ISBN 0-256-01485-X. 2.95 (pbk.) 

1. Electronic data processing—BASIC 
language. I. Richardson, James T., joint 
author. If. Title. 


COLLOQUIUM on Automata, 001.6°42 
Languages and Programming, 2d, 
University of Saarbrucken, 1974, 

Automata, languages and programming. 24 

Colloquium, University , “of Saarbrucken, 

July 29 - August, 2, 1974. Edited by 

Jacques Loeckx. Berlin, New York, 

Springer-Verlag, 1974. 619 p. illus. 25 cm. 

{Lecture notes in computer science, 14) 

Sponsored by the Gesellschaft fur 

Informatik and organized in cooperation 

with the Special Interest Group on 

Automata and Computability Theory 

(SIGACT) and with the European 

Association for Theoretical Computer 

Science (EATCS). English, French and 

German. Includes bibliographies. 

(QA267.C57 1974] 74-180345 ISBN 0- 

387-06841-4 19.70 

1. Machine theory—Congresses. 2. Formal 

languages—Congresses. 3. Programming 

(Electronic computers) —Congresses. ; 

Loeckx, J. J. C, ed. I. Gesellschaft fur 

Informatik. TII. Special Interest Group on 

Automata and Computability Theory. IV. 

European Association for Theoretical 

Computer Science. V. Title. VI. Series. 


*TURNBULL, J. J. 001.642 
The Computer in learning environment. by 
J. J. Turnbull. Manchester National 
Computing Centre 1974 97 p. illus. 29 cm. 
[QA76.5] 73-92432 ISBN 0-85012-098-5 

L Title. 

Available from International Publications 
Service N.Y. for 8.75 (pbk.) 


KUO, Shan Sun, 1922- 
Assembler language for FORTRAN, 
COBOL, and PL/I programmers : IBM 
370/360 / Shan S. Kuo. Reading, Mass. : 
Addison-Wesley Pub. Co., [1974] xiv, 573 
p. : ill. ; 25 cm. Includes bibliographies and 
index. [QA76.73.A8K86] 73-2138 ISBN 0- 
201-03954-0 13.95 

i. Assembler language (Computer program 
language) 2. IBM 360 (Computer)— 
Programming. 3. IBM 370 (Computer)— 
Programming. 1. Title. 


001.6°424 


MCCAMERON, Fritz A. 001.6424 
COBOL logic and programming / Fritz A. 
McCameron. 3d ed. Homewood, Ill. : R. 
D. Irwin, 1974. xviii, 430 p. : ill. ; 23 cm. 
(irwin-Dorsey information processing 
series) Includes index. [QA76.73.C25M3 
1974] 74-76453 ISBN 0-256-01581-3 pbk. 
: 6.95 

1. COBOL (Computer program language) 
I. Title. 


MCCAMERON, Fritz A. 001.6°424 
FORTRAN IV [by] Fritz A. McCameron. 
Rev. ed. Homewood, Ill, R. D. Irwin, 
1974. xvi, 319 p. illus. 23 cm. (Irwin- 
Dorsey information processing series) 
[QA76.73.F25M28 1974] 73-93357 ISBN 
0-256-01582-1 5.95 (pbk.). 


AMICRIVAIN DUWA PYDLIQNING RECOM, > 


i. FORTRAN (Computer program 
language) I. Title. 
CAMPBELL-KELLY, M. 001.6°425 


An introduction to macros [by] M. 
Campbell-Kelly. London, Macdonald and 
Co.; New York, American Elsevier,, 1973. 
vii, 122 p. illus. 23 cm. (Computer 
monographs, 21) Includes bibliographical 
references and index. [QA76.6.C35 1973] 
72-12419 6.95 

d. Macro processors. I. Title. 


PRITCHARD, John A. T. 001.64404 
Selection and use of terminals in on-line 
systems / by J. A. T. Pritchard. 
[Manchester] : NCC Publications, [1974] 
106 >., [4] leaves of plates : ill. ; 22 ém. 
(On-line computer systems) Bibliography: 
p. 101. [TK7887.5.P74] 74-76261 14.00 

1. Computer input-output. equipment. 2. 
On-line data processing. I. Title. 
Distributed by International Publications 
Service. 


SLADEK, John Thomas. 001.9 
The new Apocrypha : a guide to strange 
science and occult beliefs / John Sladek. 
New York : Stein and Day, 1974, c1973. 
375 p. : il. ; 24 cm. Includes index. 
Bibliography: p. [357]-362. [BF1411.855 
1974] 74-79418 ISBN 0-8128-1712-5 
8.95 

1. Occult sciences. 2. Psychical research. I. 
Title. 







KRAMER, Roberta. 001.9°3 
A book of curiosities / by Roberta Kremer. 
Middle Village, a Y. : Jonathan Davi 
Publishers, 1974. p. cm. [AG243. K7] 
6569 ISBN 0-8246-0182-2 : 8.95 lib.b¢ 





1. Curiosities and wonders. I. Title. 
Prepared from Cq.P. 


KLASS, Philip J. 001.942" ` 
UFOs explained [by] Philip J. Klass. New 
York, Random House [1975, c1974] p. 
cm. [TL789.K56 1975] 74-9054 ISBN 0- 
394-49215-3 8.95 

1. Flying saucers. I, Title. 

Prepared from C.I.P. 


IFIP Colloquium on 003 
Optimization Techniques, Sth, Rome, 
1973. 


Sth Conference on @ptipization 
Techniques. Edited by R. Conti and A. 
Ruberti. Berlin, New York, Springer- 
Verlag, 1973, [i.e.1974] 2 v. illus. 25 cm. 
(Lecture notes in computer science, 3-4) 
English or French. Held May 7-11, 1973; 
sponsored by the IFIP Technical 
Committee on Optimization fTC-7} and 
the Italian National Research Council. 
Series: LF.I.P. TC7 optimization 
conferences.” Includes bibliographies. 
[QA402.114 1973] 73-20818 14.70 (v.3); 
10.80 (v.4). 

1. Maghematical optimization—Congresses. 
2. S¥stem analysis—Congresses. 3. Control 
theory—Congresses. I. Conti, Roberto, ed. 
Hf, Ruberti, Antonio, ed. IIT. International 
Federation for Information Processing. 
Technical Committee on Optimization (TC 
7). IV. Italy. Consiglio nazionale delle 
ricerche. V. Title. VI. Series. 


SYSTEMS, networks, and 003 
computation: multivariake * methods [by] 
Michael Athans [and oth@ts] New York, 
McGraw-Hill [1974] xxiv, 552 p. illus. 24 
em. Jncludes bibliographical references. 
[QA402.S98] 74-2021 ISBN 0-07-002430-8 
19.50; 4.50 (solution manual). 

L System analysis. 2. Electric networks. I. 
Athans, Michael. 
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*AVAKIAN, Anne M. 010.919°.92 
Armenia and the Armenians in academic 
dissertations a bibliography compiled by 
Anne M. Avakian. Berkeley, Calif., 
Professional Press, [1974] 38 p. 24 cm. 
[Z23461] 3.00 (pbk.) 

i. Armenia—Bibliography. I. Title. 

Copies available from Compiler 2727 
Parker Street Berkeley, California 94704. 


*DIRECTORY of spoken-voice 
audio-cassettes. 

The 1974 ed. is available from Casette 
Information Services, Los Angeles for 5.00 
(pbk.) L.C. card no.: 73-19090. 


DOWNS, Robert Bingham, 1903- O11 
Guide to Illinois library resources. Edited 
by Robert B. Downs for the Illinois State 
Library. Chicago, Published in cooperation 
with the Illinois State Library Association 
by the American Library Association, 
1974. viii, 565 p. 23 cm. Bibliography: p. 
453-516. [Z732.12D68] 74-7074 ISBN 0- 
8389-0171-9 10.00 

1. Library resources—Illinois. I. Illinois. 
State Library, Springfield. If, Title. 


STEWART, Christina Duff. 0il 
The Taylors of Ongar, an analytical bio- 
bibliography / by Christina Duff Stewart. 
New York : Garland Pub., 1974. p. cm. 
Includes index. [Z5315.T3S73] 74-23641 
aie 0-8240-1063-9 lib. bdg. : 70.00 (2 
vols.). 

1. Taylor family—Bibliography. 2. Taylor 
family. I. Title. 

Prepared from C.I.P. 


hh Canadian Indian 015.71 
bibliography 1960-1970. {compiled by] 
Thomas 5. Abler, Sally M. Weaver, 
Douglas E. Sanders [and others]. [Toronto, 
Buffalo], University of Toronto Press, 
[1974] xii, 732 p., maps, 23 cm. [Z1375] 
ISBN 0-8020-2092-5 35.00 

I. Indians of North America—Canada— 
Bibliography. I. Abler, Thomas S. comp. II. 
itle. 


PARISH, David W. 015’.73 
State government reference publications : 
an annotated bibliography / David W. 
Parish. Littleton, Colo, Libraries 
Unlimited, 1974. 237 p. ; 24 cm. Includes 
indexes. [Z1223. 5. A1P37] 74-81322 ISBN 
0-87287-10%-2 : 11.50 

1. United States—Government publications 
(State governments)—Bibliography. I. Title. 


*SUBJECT Guide to Books in 015.73 
Print 
The 1974 edition is available from Bowker, 
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N.Y. for 47.00 per 2-vol. set. ISBN 0- 
8352-0736-6. L.C. card no.: 4-12648. 
CARTER, Ciel Michele. 016.00164 


Guide to reference sources in the computer 
scfences. [New York, Macmillan 
Information, 1974] p. cm. [QA76@Qj617] 
74-13745 ISBN 0-02-468300-0 25.00 
1. Computer science literature. T. Title. 
Prepared from C.I.P. 
ee William Armstrong, 016.05 
24- 
Magazines for libraries; for the general 
reader, and school, junior college, and 
public college, libraries. 
The 2d. ed syagfement 1974 is available 
from Bowker, N.Y. for 16.50. ISBN 0- 
8352-0761-7. L.C. card no.: 72-6607. 


ZELKIND, Irving. 016.153753 
Time research: 1172 studies, by Irving 
Zelkind and Joseph Sprug. Metuchen, N.J., 
Scarecrow Press, 1974. v, 248 p. front. 22 


em. [Z7204.T53Z44] 74-14970 ISBN 0- 
8108-0768-8 8.00 

1. Time perception—Bibliography. 2. Time 
perception—indexes. I, Sprug, Joseph W., 
joint author. IT. Title. 


MANROSS, William 
Wilson, 1905- 
S.P.G. papers in the Lambeth Palace 
Library; calendar and indexes. Oxford, 
Clarendon Press, 1974. xi, 230 p. 24 cm. 
[CD1069.L77M36] 74-179961 ISBN 0-19- 
920065-3 
i. United Society for the Propagation of 
the Gospel—Archives. 2. Lambeth Palace. 
Library. I. United Society for the 
Propagation of the Gospel. II. Lambeth 
Palace. Library. III. Title. 
Distributed by Oxford University Press, 
New York, 32.50. 


*CONSERVATION Education 
Association. 

Environmental conservation education; a 
selected annotated bibliography. Danville, 
Ill., Interstate Printers, [1974] 69 p. 28 cm. 
(Education key to conservation, no. 9) 
(Z1035.A1] 73-92152 2.50 (pbk.) 

J. Environmental education—Bibliography. 
I. Title. 


016.266°3 


016.301 


ARMER, Michael. 016.3011°096 
African social psychology : an annotated 
bibliography / Michael Armer. New York : 
Africana Pub. Co., 1974. p. cm. (African 
bibliography series) Includes indexes. 
[Z7165.A4A75 1974] 74-23711 ISBN 0- 
8419-0161-3 : 20.00 

I. Social psychology—Research—Africa— 
Bibliography. 2. Africa—Bibliography. L 
Title. II. Series. 

Prepared from C.I.P. 


DAVIS, Lenwood G. 016.3092708 s 
Blacks in the State of Oregon, 1788-1974; 
[a bibliography of published works and of 
unpublished source materials on the life 
and achievements of Black people in the 
Beaver State. Compiled by] Lenwood G. 
Davis. Mary Vance, editor. 2d ed. 
Monticello, Ill, . Council of Planning 
Librarians, 1974. 85 p. 28 cm. (Council of 


Planning Librarians. Exchange 
bibliography 616) Cover title. [Z5942.C68 
[Z1361.N39] 


016. 30145 196020795 74-182368 8.50 

I. Negroes—Oregon—Bibliography. 2. 
Oregon—History—Bibliography. I. Title. 
II. Series. 


WOLF, T. Phillip. 016.3209°789'05 
A bibliography of New Mexico State 
politics / compiled and annotated by T. 
Phillip Wolf ; afterword by Richard H. 
Folmar. Albuquerque Division of 
Government Research, University of New 
Mexico, 1974. v, 95 p ; 23 cm. 
(Publications of the Division of 
Government Research, University of New 
Mexico ; no. 82) [Z7165.U6N388] 74- 
187850 pbk. : 2.50 

I: New Mexico—Politics and 
government—Bibliography. I. Title. H. 
Series: New Mexico. University. Division 
of Foverameni Research. Publications ; 
no. 82. 


*JACOBS, Sue-Ellen. 016.3243 
Women in perspective; a guide for cross- 
cultural studies. Urbana, University of 
Illinois Press [1974] xvi, 299 p. 23 cm. 
(Women’s studies.) [Z7963] 72-93987 
ISBN 0-252-00345-4 3.45 (pbk.) 

1. Women—Bibliography. I Title. 


*INTERNATIONAL 
bibliography of economics. 


016.33 
Bibliographic 
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internationale de science 
London Tavistock. 

The 1972 ed. (vol. 21) is now available 
from Aldine, Chicago, for $32.00. The 
series was orig. pub. by UNESCO. L.C. 
card order no.: 55-2317. ISRN 0-422- 


74390-9. 

MACBRIDE, Dexter D. 016.333332 
The bibliography of appraisal literature. 
Editor: Dexter D. MacBride. Bibliography 
committee chairman: Max P. Arnold. 
Publication committee chairman: Francis 
L. Gorka. lst ed. Washington, American 
Society of Appraisers, 1974. xxii, 769 p. 29 
cm. [Z7164.V3M3] 73-92529 30.00 

1. Valuation—Bibliography. I. Title. 


economique. 


*PAULSTON, Rolland G. 016.37 
Folk schools in social change; a partisan 
guide to the international literature, [by] 
Rolland G. Paulston. Pittsburgh, University 
of Pittsburgh, University Center for 
International Studies, 1974. xi, 194 p. 23 
em. [Z5814.P65] 73-85060 3.50 (pbk.) 

1. Education—Bibliography. I. Title. 


RAZIK, Taher A. 016.3713'078 
Bibliography of research in instructional 
media, compiled and edited by Taher A. 
Razik [and] Delgra M.  Ramroth. 
Englewood Cliffs, N.J., Educational 
Technology Publications [1974] xix, 441 p. 
23 cm. (The Educational technology 
bibliography series, v. 2) [Z5814.A85E4 
vol. 2] 74-9538 ISBN 0-87778-072-2 12.95 
I. Computer assisted instruction—— 
Bibliography. 2. Teaching—Aids and 
devices—Bibliography. I. Ramroth, Delgra 
M., joint author. II. Title. III. Series. 


*READER’S adviser; a 
fayman’s guide to literature. 
The 12th ed, 1974 is available from 
Bowker, N.Y. for 23.50. ISBN 0-8352- 
0781-1. L.C. card no.: 57-13277. 


EARNEY, Fillmore C. F. 016.5533 
Researcher’s guide to iron ore : an 
annotated bibliography on the economic 
geography of iron ore / Fillmore C. F. 
Earney. Littleton, Colo. Libraries 
Unlimited, 1974, 595 p. ; 24 cm. Includes 
index. (26738.175E37| 74-76986 ISBN 0- 
87287-095-2 : 30.00 

1. fron ores—Bibliography. 2. Geography, 


016.42 


Economic—Bibliography. lron— 

Bibliography. I. Title. 

SHOUP, Charles 016.5919°768 
Samuel, 1905- 

A bibliography of the zoology of 
Tennessee and the Tennessee Valley 


region, by Charles S. Shoup. Oak Ridge, 
Tenan., U.S. Atomic Energy Commission, 
Techincal Information Center, 1974. iv, 
251 p. 27 cm. ”"NP-19905.” Published in 
1939. under title: An annotated 
bibliography of the zoology of Tennessee. 
[Z7998.T4S55] 74-601766 7.60 

l. Zoology—Tennessee—Bibliography. 2. 
Zoology—Tennessee Valley—Bibliography. 
I. Title. 


ROTHENBERG, Albert, 016.700°92'2 
1930- 
The index of scientific writings on 


creativity: creative men and women [by] 
Albert Rothenberg and Bette Greenberg. 
(Hamden, Conn.] Archon Books, 1974. p. 
cm. [Z5931.R65] 74-14823 ISBN 0-208- 
01429-2 15.00 

1. Arts—Psychology—-Bibliography. $ 
Artists—Psychology—Bibliography. 
Greenberg, Bette, 1937- joint author, i 
Title. 

Prepared from C.I.P. ~- 
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SHIELDS, Joyce, 1930- 016.7455 

Make it; index to projects and materials, 

by Joyce F. Shields. reget N ss 

Scarecrow Press, 1974. p. 

[Z7911.S54] 74- 17114 ISBN 0-8108- 0772. 

6 15.00 

L. Handf€raft—Indexes. I. Title. 

Prepared from C.I.P. 

DE LERMA, Dominique- 016.78'09274 
Rene. 

Igor Fedorovitch Stravinsky, 1882-1971; a 

practical guide to publications of his music 

by Dominique-Rene de Lerma assisted by 

Thomas J. Ahrens. [Ist ed. Kent, Ohio] 

Kent State University Press [1974] x, 158 

p. port. 22 cm. [ML134.896D44] 74-79152 

ISBN 0-87338-158-0 7.50 

1. Stravinskii, 

1971—Bibliography. I. Ahrens, Thomas J., 

joint author. 


*TUDOR, Dean, 
compiler 

Popular music periodicals index, 

Metuchen, N.J., Scarecrow, 1974 xvi., 

p. 23 cm. [ML158] 11.50 

i Music, Popular—Periodicals— 


016’.78°0973 


1973 
338 


Bibliography. I Tudor, Nancy, joint 
compiler IT. Title. 
WINICK, Steven. 016.7816'2 


Rhythm: an annotated bibliography, by 
Steven D. Winick. Metuchen, N.J., 
Scarecrow Press, 1974. v, 157 p. 22 cm. 
[ML128.L3W53] 74-14582 ISBN 0-8108- 
0767-X 6.00 


1. Musical meter and rhythm— 
Bibliography. I. Title. 
GREENHILL, James, comp. . 016.7843 


A list of all the songs & passages in 
Shakspere which have been set to music. 
Compiled by J. Greenhill, W. A. Harrison, 
and F. J. Furnivall. The words in old 
spelling, from the quartos and first folio, 
edited by F. J. Furnivall and W. G. Stone. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the rev. ed. 
published for the New Shakspere Society 
by N. Trubner, London, 1884 (New 
Shakspere Society, London. [Publications] 
ser. VIII. Miscellanies, no. 3) [ML80.S5G8 
1974] 74-5119 12.00 
1. Shakespeare, William, 1564- 1610 
Musical settings—Bibliography. 
Harrison, William Anthony, 18287-1 393 
joint comp. II. Furnivall, Frederick James, 
1825-1910, ed. III. Shakespeare, William, 
1564-1616. Songs. 1974. IV. Title. V. 
Series: New Shakspere Society, London. 
[Publications] ser. VIII. Miscellanies, no. 3. 
Prepared from C.I.P. 
POWERS, Anne, 016.79143°0973 
1947- 
Blacks in American movies; a selective 
bibliography, compiled and edited by Anne 
Powers. Metuchen, N.J., The Scarecrow 
Press, 1974. p. cm. [Z5784.M9P69] 74- 
19125 ISBN 0-8108-0753-X 6.00 
i. Negroes in the —moving-picture 
industry—Bibliography. I. Title. 
Prepared from C.I.P. 


EMERSON, Robert. -016.80882745 
Actors guide to monologues / Robert 
Emerson, Jane Grumbach. [Rev. ed.] New 
York : Drama Book Specialists, [1974] p. 
em. [PN4321.E5 1974] 74-23335 ISBN 0- 
910482-56-X pbk. : 1.75. 
1. Monologues—indexes. I Grumbach, 
Jane, joint author. IT. Title. 

Prepared from C.I.P. 


TAYLOR, William 016.80883°81 
Arthur. 
by Alfred 


Historical ficte». Introd. 


4 


igor’ Fedorovich, 1882- . 


. facsimiles 


Duggan. Reading list compiled by W. A. 
Taylor. [Folcroft, Pa] Folcroft Library 
Editions, 1973, [ie.1974] p. Reprint of the 
1957 ed. published for the National Book 
League at the University Press, Cambridge, 
in series: National Book League. Reader’s 
guides, 2d ser., 11. [Z5917.H6T3 1973] 73- 


` 14838 4.50 


I. Historical fiction—Bibliography. I. Title. 
Il. Series: National Book League, London. 
Reader's guides, 2d ser, 11. 


HAVLICE, Patricia Pate. 016.809 
Index to literary biography. erage 
N.J., Scarecrow Press, 1974. p. cm. 
(z6511. -H38] 74-8315 ISBN 0-8108-0745-9 
1. Literature—Bio-bibliography— 
Bibliography. 2. Authors—Indexes. I. Title. 
Prepared from C.I.P. 


EDWARDS, John 

Hamilton, 1922- 
A preliminary checklist of the writings of 
Ezra Pound, especially his contributions to 
periodicals / compiled by John Edwards ; 
with an introd. by Norman Holmes 
Pearson. Folcroft, Pa. : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1953 
ed. published by Kirgo-Books, New Haven. 


016.81 P52 


-Includes indexes. [Z8709.3.E3 1974] 74- 


22321 ISBN 0-8414-3915-X lib. bdg. : 8.50 


1. Pound, Ezra Loomis, 1885- — 
Bibliography. I. Title. 
Prepared from C.I.P. 
ABRAMOWITZ, Molly, 016.81354 


1936- 


` Elie Wiesel: a bibliography. Metuchen, 


N.J., Scarecrow Press, 1974. p. cm. (The 
Scarecrow author bibliographies, no. 22) 
[Z8972.65.A26] 74-17166 ISBN 0-8108- 
0731-9 6.50 

1. Wiesel, Pliezer ene, L Title. 
Prepared ‘trom C.I. 


ADAMS, Laura. 016.81354 
Norman Mailer: a comprehensive 
bibliography. With an introd. by Robert F. 
Lucid. Metuchen, N.J., Scarecrow Press, 
1974. xix, 131 p. 22 cm. (The Scarecrow 
author bibliographies, no. 20) 
[Z8543.65.A3] 74-17163 ISBN 0-8108- 
0771-8 6.00 

1. Mailer, Norman—Bibliography. 


NOLAN, William F., 016.81354 
The Ray Bradbury companion; a life and 
career history, photolog, and 
comprehensive checklist of writings, with 
from Ray Bradbury’s 
unpublished and uncollected work in all 
media, by William F. Nolan. Introd. by 
R Bradbury; Detroit, Gale Research, 
1974. p. ”A Bruccoli Clark book. # 
[Z8113.3.N64 74-10397 ISBN 0-8103- 
0933-5 28.50 
J. Bradbury, Ray, 1920- —Bibliography. I. 
Title. 
Prepared from C.I.P. 


016.81873’09 


HYNEMAN, Esther F. - 

Edgar Allan Poe: an annotated 
bibliography of books and articles in 
English, 1827-1973 [by] Esther F. 


Hyneman. Boston, G. K. Hall, 1974. p. 
cm. (Research bibliographies in American 
literature, no. 2) [Z8699.H94] 74-16359 
ISBN 0-8161-1104-9 19.50 
1. Poe, Edgar Allan, 
Bibliography. 

Prepared from C.I.P. 


COVO, Jacqueline. 016.818'5°409 
The blinking eye: Ralph Waldo Ellison and 
his American, French, German, and Italian 
critics, 1952-1971; bibliographic essays and 


1809-1849— 


AMERICAN BOOK PUBLISHING RECORD 


a checklist. Metuchen, N.J., Scarecrow 
Press, 1974. xv, 214 p. 23 cm.. (The 
Scarecrow author bibliographies, no. 18) 
[PS3555.L625Z63] 74-13042 ISBN 0-8108- 
0736-X 6.50 


i. Ellison, Ralph. 2. Ellison, Ralph— 
Bibliography. I. Title. 
ALTICK, Richard Daniel, 016.82 


1915- 
Selective bibliography for the study of 
English and American literature, by 
Richard D. Altick and Andrew Wright. 5th 
ed. New York, Macmillan [1974] p. cm. 
[Z2011.A4 1975] 74-2642 ISBN 0-02- 
302100-4 2.95 (pbk., vol. 2) 
1. English literature—Study and teaching— 
Bibliography. 2. American fiterature— 
Study and  teaching—Bibliography. I. 
Wright, Andrew H., joint author. If. Title. 
Prepared from C.I.P. 
STAPLETON, Margaret 016.821'9°12 

L : 
Sir John Betjeman: a bibliography of 
writings. by and about him, by Margaret L. 
Stapleton. With an essay by Ralph J. Mills, 
Jr. Metuchen, N.J., Scarecrow Press, 4974. 
v, 143 p. 22 cm. (The Scarecrow author 
bibliographies, no. 21) [Z8092.34.S73] 74- . 
14641 ISBN 0-8108-0758-0 6.00 


i. Betjeman, John, Sir, 1906- — 
Bibliography. I. Title. 
ESDAILE, Arundell James 016.823°8 


Kennedy, 1880-1956. 
Bibliography of the writings in prose and 
verse of George Meredith O. M. / 
compiled by Arundell Esdaile. [Folcroft 
Pa.] : Folcroft Library Editions, 1974. L 
em, Reprint of the 1907 ed. published 


. Spencer, London. [Z8568.8. 
1974] 74-23912 ISBN 0-8414-3945-1 
7.50 
L Meredith, George, 1828-1909— 


Bibliography. I. Title. 
Prepared from C.I.P. 


COTNAM, Jacques. 016.848'9°1209 
Bibliographie chronologique de louvre 
d’Andre Gide (1889-1973) / Jacques 
Cotnam. Boston, Mass. : G. K. Hall, 1974. 
p. cm. Includes index. [Z8341.6.C65] 74- 


20957 ISBN 0-8161-1025-5 lib. bdg. 
25.00 
1. Gide, Andre. Paul Guillaume, 1869- 


1951—Bibliography. I. Title. 
Prepared from C.I.P. 


EPPLER, Elizabeth 
E 


016.910°039°24 


International bibliography of Jewish affairs, 
1966-1967; a select annotated list of books 
and articles published in the Diaspora, 
compiled and edited by Elizabeth E. 
Eppler. [New York] Published by Holmes 
and Meier for the Institute of Jewish 
Affairs in association with a pies 
Jewish Congress [1974] 

aes E65] 74-84654 ISBN 0- 8419- 0177, 


a Jews—Bibliography. T. Institute of 
Jewish Affairs. I. World Jewish Congress. 
If. Title. 


Prepared from C.I.P. 


UNDERBRINK, Robert L. 016.91°0453 
Treasure trove : an annotated bibliography 
of books concerning sunken gold, lost 
mines, and buried treasure / by Robert L. 
Underbrink. Carlinville}, : Lamplighter 
Press, [1974] 96 p. ; 24 cm. Includes 
index. [Z6016.T74U5] 74-80123 4.95 pbk. 
: 3.50. 

i. Treasure trove—BHibliography. I Title. 


BELL, S. Peter. 
Dissertations on British history, 


016.9142°03 
1815- 


DECEMBER 31,1974 


1914; an index to British and American 
theses. Compiled by S. Peter Bell. 
Metuchen, N.J., Scarecrow Press, 1974. p. 
cm. Bibliography: p. [Z2016.B43] 74-16104 
ISBN 0-8108-0733-5 7.50 

i. Great Britain—History—Bibliography. a 
Treland—RHistory—Bibliography. 
Education—Great inh Ae ee 
Bibliography. 4. Education—Ireland— 
History—Bibliography. 5. Dissertations, 
Academic—Bibliography. I. Title. 

Prepared from C.I.P. 


FOUT, John C., 1937- 016.914303 
German history and civilization, 1806- 
1914; a bibliography of scholarly periodical 
literature, compiled by John C. Fout. 
Metuchen, N.J., Scarecrow Press, 1974. p. 
cm. [Z2239.F68] 74-10803 ISBN 0-8108- 
0742-4 12.00 

1. Germany—History—1789-1900— 
Bibliography. 2. Germany—History— 
William If, 1888-1918—Bibliography. 3. 
Germany—lIntellectual life—History— 
Bibliography. I. Title. 

Prepared from C.I.P. 


*BAKO, Elmer 

Guide to Hungarian Studies 
Vols. 1 & 2, 1974, available from the 
Hoover Institute Press, Stanford University 
for 35.00 (2 vol. set.) ISBN 0-8179-2521- 
X. L.C. card no.: 7.-152422. 


COLGATE University, 
Hamilton, N.Y. Library. 


016.91439 


016.9154 


>- India and Indians: a bibliography; holdings 


of the Colgate University Library. Edited 
by Ravindra N. Sharma. Hamilton, N.Y., 


1974. 2 v. (ix, 278 p.) illus. 28 cm. 
[Z3209.C64 1974] 74-186972 4.00 
1. Colgate University, Hamilton, N.Y. 


Library. 2. India—Bibliography—Catalogs. 
I. Sharma, Ravindra N., ed. II. Title. 


ABERNETHY, George L., 016.91547 
comp. 

Pakistan; a selected, annotated 

bibliography, compiled by George L. 


Abernethy. 4th ed. rev. and enl. Davidson, 
N.C., Davidson College, 1974. iii, 50p. 21 
cm. [Z3191.A62] 1.50 (pbk.) 

i. Pakistan—Bibliography. I. Title. 


SUKHWAL, B. L., 1929- 016.9159 
South Asia; a systematic geographic 
a ei ot by B. L. Sukhwal. e 
carecrow Press, 1974. p. 
[Z3185. S94] 74-10852 ISBN 0-8108- 0761. 
0 27.50 
1. South Asia—Bibliography. I. Title. 
Prepared from C.I.P. 


BERNARDO, Gabriel 016.91599°03 


Adriano, 1891-1962. 
Philippine retrospective national 
bibliography: 1523-1699. Compiled by 


Gabriel A. Bernardo with the assistance of 
Natividad P. Verzosa. Edited by John N. 
Schumacher. [Manila] National Library of 
te Philippines [1974] xvi, 160 p. fy. 27 
(Occasional papers of the Dept. of 
History. Ateneo de Manila bibliographical 
series, no. 3) [Z3298.A35B47 1974] 71- 
140456 
l. Philippine Islands—History—1521- 
1812—Bibliography. 2. Philippine Islands— 
Imprints. I Title. II. Series: Ateneo de 
Manila University. Dept. of History. 
Bibliographical series, no. 3. 
Distributed by Gettar Book Shop, 14.25. 


THE Puerto 016.9173°06’687295 
Ricans migration and general 
bibliography. New York Arno Press, 


1975, [i.e.1974] p. cm. (The Puerto Rican 
experience) Reprint of A selected 
bibliography on Puerto Rico and the 


Puerto Ricans, by C. Senior and J. de 
Roman, first published 1951:. of 
Bibliography on Puerto Ricans in the 
United States, by C. Senior, first published 
1959; of The people of Puerto Rico, a 
bibliography, by F. Cordasco, first 
published 1968; of Puerto Rican migrants 
on the mainland of the United States, first 
published 1968; of Studies of Puerto Rican 
children in American schools, a 
preliminary bibliography, by F. M. 
Cordasco and L. Covello, first published 
1968; of Doctoral research on Puerto Rico 
and Puerto Ricans, by J. J. Dossick, first 
published 1967; of Puerto Rican migration, 
by Puerto Rican Research and Resources 
Center, inc., first published 1971; of The 
impact of Puerto Rican migration on 
governmental services in New York City, 
by the Graduate School of Public 
Administration and Social Service, New 
York University, first published 1957; and 
of A list of books, with references to 
periodicals, on Porto Rico, by A. P. C. 
Griffin, first published 1901. [Z1551.P86] 
74-14245 ISBN 0-405-06232-X : 22.00 

1. Puerto Rico—Bibliography. 2. Puerto 
Ricans in the United States—Bibliography. 
I. Title. II. Series. 

Prepared from C.I.P. 


UNITED States. 016.9173'06’68 
Cabinet Committee on Opportunity for 
the Spanish Speaking. 

The Spanish speaking in the United States: 

a guide to materials. Compiled by the 

Cabinet Committee on Opportunities for 

Spanish Speaking People. With a new 

foreword by Francesco Cordasco. 

Washington, 1971. Detroit, Blaine 

Ethridge—Books, 1975, [i.e.1974] p. cm. 

[Z1361.S7U54 1975] 74-18056 ISBN 0- 

87917-041-7 17.00 

1. Spanish Americans in the United 

States—Bibliography. I. Title. 

Prepared from C.I.P. 


WILGUS, Karna S. 016.918’03 
Latin America books; an annotated 
bibliography for high schools and colleges. 
Compiled and edited by Karna S. Wilgus. 
New York, Center for Inter-American 
Relations, 1974. 80 p 23 cm. 
[Z1601.W693] 74-75769 ISBN 0-913456- 
84-5 3.00 

1. Latin America—Bibliography. I. Title. 


*BULL, Storm 016.9278 


Index to biographies of contemporary 
composers. 

Vol. 2, 1974, is now available from 
Scarecrow Press, Metuchen, N.J., for 
18.50. ISBN 0-8108-0734-3. L.C. card 
no.: 64-11781. 

BENTLEY, 016.929°3748'22 


Elizabeth Petty. 

Index to the 1850 census of Pennsylvania: 
Northampton County. Baltimore, 
Genealogical Pub. Co., 1974. 64 p. 22 cm. 
[F157.N7B45}] 74-10862 ISBN 0-8063- 
0630-0 6.50 

1. Northampton Co., Pa.—Census, 1850— 
Indexes. 2. Northampton Co., Pa.— 
Genealogy. I. United States. Census Office. 
7th census, 1850. IT. Title. 


FRANKEL, Hans Hermann, 
1916- comp. 
Catalogue of translations from the Chinese 
dynastic histories for the period 220-960 / 
compiled by Hans H. Frankel. Westport, 
Conn. : Greenwood Press, 1974. p. cm. 
Reprint of the 1957 ed. published by 
University -of California Press, Berkeley, 
which was issued as Supplement no. 1 of 
zhe Chinese dynastic histories translations. 


016.951’01 


000 GENERALITIES 


Includes indexes. [Z3108.A3F7 1974] 74- 
9395 ISBN 0-8371-7661-1 lib. bdg. : 15.59. 
1. China—History—To 1643—Sources— 
Bibliography. 2. Chinese literature— 
Translations into foreign languages— 
Bibliography. I. Title. If. Series: Chinese 
dynastic histories translations. “SWpplement 
no. 1. 

Prepared from C.I.P. 


NATO Advanced Study Institute 020 
in Information Science, Champion, Pa., 
1972. 

Information science : search for identity : 

proceedings of the 1972 NATO Advanced 

Study Institute in Information Science held 

at Seven Springs, Champion, Pennsylvania, 

August 12-20, 1972 / edited by Anthony 

Debons. New York : M. Dekker, 1974. xv, 


491 p. : ill. ; 24 cm. (Books in library and 
information science ; v. 7) Includes 
bibliographical references and index. 


[Z699.A1N32 1972] 73-85383 ISBN 0- 
8247-6096-4 : 29.50. 

I. Information science—Congresses. I. 
Debons, A., ed. II. Title. III. Series. 


ATHERTON, Pauline, 1929- 020°.1 
Putting knowledge to work; an American 
view of Ranganathan’s Five laws of library 
science [by] Pauline A. Atherton. [1st ed.] 
Delhi, Vikas Pub. House [1973, i.e.1974] 
158 p. 19 cm. (Sarada Ranganathan 
Endowment for Library Science series, 5) 
(Sarada Ranganathan lectures, 6: 1970.) 
[Z665.A8] 73-905048 ISBN 0-7069-0264-5 
J. Ranganathan, Shiyali Romamrita, Rao 
Sahib, 1892-1972, 2. Library science— 
Addresses, essays, lectures. r 
Ranganathan, Shiyali Ramamrita, Rao 
Sahib, 1892-1972. II. Title. HI. Series. IV. 
Series: Sarada Ranganathan Endowment 
for Library Science. Sarada Ranganathan 
Endowment for Library Science series, 5. 


Distributed by International Scholarly 
Book Service; 6.00. 
SLATER, John Herbert, 020.75 


1854-1921. 

Round and about the book-stalls; a guide 
for the book-hunter. London, L. U. Gill, 
1891. [Chicago, Ili., Canterbury Bookshop, 
1974] 119 p. 19 cm. [Z987.S53 1891a] 74- 
80834 7.50 

1. Book collecting. I. Title. 

Publisher’s address: 29 ŒE. Congress 
Pkwy., Chicago, Ill. 60605 


*MANAGEMENT education; 021.24 
implications for libraries and library 
schools, edited by Herman H. Fussler [and 
others]. Chicago, University of Chicago 
press, [1974, cl1973]. 115 p. illus. 25 cm. 
(University of Chicago studies in library 
science). Based on 36th annual conference 
of the graduate library school, April 9-10, 
1973. [Z678] 73-92600 ISBN 0-226-27560- 
4. 7.00 

1. Library administration. 2. Library 
conferences. I. Fussler, Herman H., ed. II. 
Title. 


LIBRARY information 023°.9 
service. [Produced by John W. Perkins] 
Inglewood, Calif, Inglewood Public 
Library, 1974. p. cm. Bibliography: p. 
[Z711.L55] 74-17181 ISBN 0-913578-06-1 
3.00 

I. Reference services (Libraries)— 
Handbooks, manuals, etc. I. Perkins, John 
W., 1917- II. Inglewood Public Library. 
Prepared from C.I.P. 


NEW York (City). 025’.02 
Metropolitan Museum of Art. Library. 
Exhibition catalogue manual in use in the 
Library of the Metropolitan Museum of 
Art procedures «for processing, 
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cataloguing, and classification of exhibition 
catalogues, based on a system devised by 
Elizabeth R. Usher / compiled by Lucy 
Chao Ho ; rev. and enl. by Dobrila-Donya 
Schimansky and the Library staff. New 
nies Me tropolitan Museum of Art, 1974. 
p. cludes index. [N440.N48 1974] 
74- 32345. ISBN 0-87099-099-3 pbk. : 2.50 

i. New York (City). Metropolitan Museum 
of Art. Library. 2. Cataloging of art. 3. 
Art-——Exhibitions—Catalogs. I. Ho, Lucy 
rao, Il, Schimansky, Dobrila-Donya. II. 
itle. 

Prepared from C.I.P. 


HARLESTON, Rebekah M. 025.173 
Administration of government documents 
collections / Rebekah M. Harleston and 


Carla J. Stoffle. Littleton, Colo. : Libraries 
Unlimited, 1974. 178 p. : ill. ; 24 cm. 
Includes index. Bibliography: p. 145-152. 


(Z7164.G7H37] 74-81960 ISBN 0-87287- 
086-3 : 9.50 

1. Libraries—Special collections— 
Government publications. 2. United 
States—-Government publications. L 
Stoffle, Carla J., joint author. II. Title. 


IRVINE, Betty Jo. 025.17°73 
Slide libraries; a guide for academic 
institutions and museums. Littleton, Colo., 
Libraries Unlimited, 1974. xix, 219 p. illus. 

cm. Bibliography: p. 159-179. 
(2092, 86517] 74-80394 ISBN 0-87287-084- 
0 


1. Libraries—Speciaf collections—Silides 
(Photography) I. Title. 


AMERICAN Library 025.2 
Association. Bookdealer-Library 
Relations Committee. 

Acquisitions guidelines. [Chicago] 

American Library Association [1973-, 

i.e.1974] p. Title from v. 2; v. 1 has only 

pecial title. [Z689.A57 1973] 73-12927 


1. Acquisitions (Libraries) I. Title. 


SWARTHOUT, Arthur W. 025.2 
Selecting library materials [by] Arthur W. 
Swarthout. Bryn Mawr, Pa., Church and 
Synagogue Library Association, 1974. 7 p 
28 cm. (CSLA guide no. 4) [Z675. C5885] 
74-10504 1.00 (pbk.} 

1. Libraries, Church. 2. Synagogue 
libraries. 3. Book selection. 4. Selection of 
nonbook materials. I. Title. IE. Series: 


Church and Synagogue Library 
Association. CSLA guide, no. 4. 
TAYLOR, Gerry 025.2°028'54 


Mailand, 1913- 
Computerized acquisitions systems at the 
Arkansas State University Library. Edited 
by Gerry M. Taylor. (Peoria, Ill, LARC 
Press] 1973 [i.e. 1974] 60 p. illus. 23 cm. 
(Computerized acquisitions systems series, 


v. 1, issue 1) Includes bibliographical 
references. [Z689.T38 1974] 74-181536 
9.20 (pbk.). 


I. Dean B. Ellis Library. 2. Electronic data 
processing--Acquisitions (Libraries) L 
Title. IT. Series. 


FOREMAN, Lewis. 025.348 
Systematic discography. [Hamden, Conn.] 
Linnet Books [1974] p. cm. Bibliography: 
p. [Z695.715.F67] 74-8463 ISBN 0-208- 
01197-8 9.50 

1. Cataloging of phonorecords. I. Title. 
Prepared from C.I.P. 


PENLAND, Patrick R., 1927- 025.5 
Interpersonal communication : counseling, 
guidance, and retrieval for media, library, 
and information -specialists / Patrick R. 
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Penland, Aleyamma Mathai. New York : 
M. Dekker, 1974. xii, 171 p. : ill. ; 24 cm. 
(Communication science and technology 
series ; v. 2) Includes index. Bibliography: 
. 152-163. [BF637.C45P4] 74-77109 
ISBN 0-8247-6187-1 : 13.75. 
1. Communication—Psychological aspects. 
S , Mathai Aleyamma, joint author. H. 
ttle. 


PETERS, Charles M., 
1937- . 
University of Arizona circulation system 
[by] Charles Peters. [Peoria, IN., Larc 
Press, 1974] 135 p. illus. 23 cm. 
(Computerized circulation systems series, 
v. 1, issue 1) Cover title. [Z714.P48] 74- 
181537 9.20 (pbk.). 
1. Arizona. State University, Tempe. 
Library. 2. Electronic data processing— 


025.6°028’54 


Charging systems (Libraries) L Title. II. 
Series. 
ASH, Lee, 1917- 026’.00025’7 


comp. 
Subject collections; a guide to special book 
collections and subject emphases as 
reported by university, college, public, and 
special libraries and museums in the 
United States and Canada. Compiled by 
Lee Ash, with the assistance of William 
Miller and Alfred Waltermire, Jr. 4th ed., 
rev. & enl. New York, Bowker, 1974. p. 
em. [Z731.A78 1974] 74-19331 ISBN 0- 
8352-0435-9 38.50 

i. Library resources—United States— 


Directories. 2. Library resources— 
Canada—Directories. I. Title. 

Prepared from C.I.P. 

*AMERICAN library 027.073 


directory; a classified list of Iibraties in the 
United States and Canada with personnel 
and statistical data. 

The 29th edition, 1974-1975, compiled by 
Helaine MacKeigan, is available from 
Bowker, N.Y., for 40.00. ISBN 0-8352- 
0716-1. L.C. card no.: 23-3581. 


*MILLER, Edward. 027.424 
That noble cabinet; a history of the British 
Museum. Foreward by Sir John 
Wolfenden. Athens Ohio University [1974] 
400 p. illus. 25 cm. [Z725] ISBN 0-8214- 
0139-4 15.00 

1. Libraries—Great Britian—RHistory. I. 
Title. 


THE Right to read and the 027.6 
Nation’s libraries. Edited by the Right to 
Read committees of the American 
Association of School Librarians, 
Children’s Services Division, [and] the 
Public Library Association. Chicago, 
American Library Association, 1974. vi, 
109 p. illus. 28 cm. ”Published for the 
American Association of School Librarians 
and the Public Library Association.” 
Bibliography: p. 96-102. [Z1003.R57] 74- 
12075 ISBN 0-8389-0193-X 5.50 

1. Right to Read program. I. American 
Association of School Librarians. II. 
American Library Association. Children’s 
Services Division. HI. Public Library 


Association. . 

“SUBJECT Guide to 028.52 
Children’s Books in Print. 

The 1974 ed. is available from Bowker, 
N.Y. for 20.00. ISBN 0-8352-0738-2. 
L.C. card no.: 70-101705. 


AMERICAN BOOK PUBLISHING RECORD 
*LIST; library and 029 
information science today. 

Vol. 4, 1974 is available from Gale for 
38.00. L.C. 0-8103-0386-8. L.C. card no.: 
74-7634. 


DALLEMAGNE, Pierre 029°.9°55146 
G. 

Oceanographic data reduction manual I / 

by Pierre G. Dallemagne. New us : 

MSS Information Corp., [1974] p. cm. 

[GC32.D34] 74-20505 ISBN 0-8422-0467- 

9: 7.50 

I. Information storage and retrieval 

systems—Oceanography. I. Title. 

Prepared from C.I.P. 


*[BYRNE, Josefa Heifetz.] 031.02 
Mrs. Byrne’ dictionary of unusual, 
obscure, and preposterous words, gathered 
from numerous and diverse authoritative 
sources, by Mrs. Byrne. Edited with an 
introduction by Mr. Byrne. Secaucus, N.J., 
University Books [1974] 242 p. 24 cm. 
Bibliography: p. [239]-242. [AG5 3 70- 
188020 ISBN 0-8216-0203-9 12.50 

1. Encyclopedias and dictionaries. I. Title. 


*GUINNESS book of world 

records by Norris and Ross McWhirter. 
The 1975 edition is now available from 
Sterling, New York, for 6.95. ISBN 0- 


032 


8069-0012-1. L.C. card number: 65- 

24391. 

HERSEY, Harold Brainerd, 051 
1893- 


Pulpwood editor; the fabulous world of the 
thriller magazines revealed by a veteran 
editor and publisher. Westport, Conn., 
Greenwood Press [1974, c1937] viii, 301 p. 
22 cm. Reprint of the ed. published by F. 
A. Stokes Co., New York. [PN4877.H4 
1974] 74-4841 ISBN 0-8371-7490-2 14.75 

i. Hersey, Harold Brainerd, 1893- 2. 
American periodicals. 3. Journalists— 
Se gaa reminiscences, etc. I. 
ytle. 


*WRITER’S Market. 051 
The 1975 ed., ed. by Jane Koester and 
Rose Adkins, is now available from 
Writer’s Digest, Cincinnati, Ohio fer 10.95. 
ISBN 0-911654-31-3. L.C. card no.: 31- 
20772. 


CLAPP, Jane. 0617.3 
Professional ethics and insignia. Metuchen, 
N.J., Scarecrow Press, 1974. xii, 851 p. 
illus. 23 cm. Bibliography: p 783-793. 
[HD6S504.A194] 74-10501 ISBN 0-8108- 
0735-1 27.50 

i. Trade and professional associations— 
United States—-Directories. 2. Trade and 
professional associations—United States— 
Hag ooks, manuals, etc. I. Title. 


*LECALDANO, Paolo, comp. 069.074 
The Rijksmuseum of Amsterdam and its 
paintings, edited by Paolo Lecaldano, with 
a foreward by A. F. E. Van Schendel. New 
York, Arco [1974] 104 p. illus. (part. col.) 
32 cm. (Great galleries of the world.) 
[AM101] 6.95 è . 

1. Museum catalogs. I. Title. 


~ F 
*NEGRINI, Sergio, comp. 069.074 
The Uffizi of Florence and its paintings, 
edited by Sergio Negrini. With a foreword 
by Luciano Berti. New York, Arco [1974] 
98 p. illus (part. col.) 32 cm. (Great 
galleries of the world) [AM101] 6.95 
1. Museum catalogs. I. Title. 
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HORTON, Russell M. 070.4’092’4 B 
Lincoln Steffens. New York, Twayne 
Publishers [1974] p. cm. (The Great 
thinkers series) Bibliography: p. 
[PN4874.S68H6] 74-3089 ISBN 0-8057- 
3721-9 7.50 

1. Steffens, Joseph Lincoin, 1866-1936. 
Prepared from C.I.P. 


SHIPP, Nelson 
McLester, 1892- 
A vagabond newsman, by Nelson Shipp. 
Atlanta, Cherokee Pub. Co., 1974. 230 p. 
illus. 24 cm. Autobiography. 
(PN4874.8477A3} 74-79230 ISBN 0- 
87797-029-7 5.95 
1. Shipp, Nelson McLester, 1892- I. Title. 


ESSAYS in the history of 070.509 
publishing in celebration of the 250th 
anniversary of 
1724-1974, edited by Asa Briggs, [London] 
Longmans [1974] viii, 468 p. illus. 27 cm. 
Includes bibliographical references. 
[Z280.E8] 74-80025 ISBN 0-582-36521-X 
1. Longmans, firm, publishers, London— 
Addresses, essays, lectures. 2. Publishers 
ande publishing—History—Addresses, 
essays, lectures. I. Briggs, Asa, 1921- ed. 
IT, Longmans, firm, publishers, London. 
Contents omitted. Distributed by Longman 
New York; 15.00. 


DESSAUER, John P. 070.5°73 
Book publishiag: what it is, what it does, 
[by] John P. Dessauer. New York, Bowker, 
1974 xv, 231 p. 24 cm. Bibliography: p. 
17-218. [Z278.D47] 74-12162 ISBN 0- 
352-0758-7. 11.95 

. Publishers and publishing. I. Title. 


‘SHEA, Margaret N. 070.92 B 

am Paisley; a community editor and 
newspapers, The Marion Daily 
hlican and Marion Weekly Leader, 
0, by Margaret N. O’Shea. 
» HL Interstate Printers and 
s, 1974] 186 p. 28 cm. [PN4874] 


070.4°092’4 B 
















ay 
y * oe 


) 
eed y- I. Title. 
sx NIGAN, Alice 070.924 B 


~ Allison, 1906- 
A Black woman’s experience 


from 
schoolhouse to White House / Alice 
Allison Dunnigan. Philadelphia : Dorrance, 
[1974] 673 p. : ill. ; 23 cm. Includes index. 
[PN4874. DBs] 73-80761 ISBN 0-8059- 
1882-5 : 15.00 

i. Dunnigan, Alice Allison, 1906- I. Title. 


GILES, Frank T. R. 070°.9274 B 
A prince of journalists : the life and times 
of Henri Stefan Opper de Blowitz / by 
Frank Giles. LaSalle, Ill. : Open Court, 
[1974] 228 p. : ill. ; 21 cm. ”A Library 
Press book.” Includes index. Bibliography: 
p. 220-221. [PN5183.B55G5 1974] 74- 
185499 ISBN 0-912050-51-9 : 8.95 

i. Blowitz, Henri Georges Stephane 
Adolphe Opper de, 1825-1903. I. iti. 


CHILES, Paul Nelson, 
1910- 

The Puerto Rican press reaction to the 
United States, 1888-1898 / Paul Nelson 
Chiles. New York : Arno Press, 1975, 
[i-e.1974] cm. (The Puerto ‘Rican 
experience) Originally presented as the 
author’s thesis, University of Pennsylvania, 
1942. Bibliograzty: p. [PN4944.C5 1975] 
74-14225 ISBN 0-405-06215-X : 7.00 

I. Press—Puerto Rico. 2. Puerto Rico— 
Politics and government—To 1898. 3. 
Puerto Rico-—-Relations (general) with the 
United States. 4. United States—Relations 
General) with Puerto Rico. I Title. H. 
cries, 


079°.7295 


the House of Longman, -- 


Prepared from C.I.P. 


ESQUIRE : O81 
the best of forty years / compiled by the 
editors of Esquire. New York : D. McKay 
Co., [1974,] c1973 viii, 369 p. : ilL ; 29 


cm. [ACS.E647] 74-76961 ISBN 0-679- 


50470-2 : 12.95. ¢ 
I. Esquire. 


‘THE Rolling Stone reader. 081 
Compiled by the editors of Rolling Stone. 
[New York] Warner Paperback Library 
[1974] 382 p. 18 cm. ”A Straight arrow 
book.” [AC5.R547}] 74-182254 ISBN 0- 
446-59173-4 1.75 (pbk.). 

I. Rolling Stone. 

Contents omitted. 


100 PHILOSOPHY 


*MACDERMOTT, David. 100 
Meta Metaphor. Boston, Marlborough 
House [1974] 99 p. illus. 23 cm. (An 
Esplanade Paperback) [BD21] 

L Title. 

Distributed by A & A Distributors, Mear 
Road, Holbrook, Massachusetts for 3.45 
(pbk.) 


*FOGG, Walter L. 101 
Philosophy looks to the future 
confrontation, commitment, and Utopia, 
[by] Walter L. Fogg [and] Peyton E. 
Richter. Boston, Holbrook Press, [1974] x, 
389 p. illus 24 cm. Includes bibliographical 
references. [B56] 73-87648 6.95 (pbk.) 

1. Philosophy—History. 2. Philosophy and 
relgion, I. Richter, Peyton E., joint author. 

itle. 


HORVATH, Nicholas. 109 
Essentials of philosophy: Hellens to 
Heidegger. Woodbury, N.Y. Barron’s 


{1974} x, 353 p. 20 cm. Bibliography: p. 

338-340. [B74.H67] 73-18149 ISBN 0- 

8120-0498-1 2.95 (pbk.) 

i Philosophy History. 2. Philosophers. T. 
Ytle. 


COPLESTON, Frederick Charles. 110 
Religion and philosophy / Frederick C. 
Copleston. New York : Barnes & Noble, 
1974. x, 195 p. ; 23 cm. Includes 
bibliographical references and index. 
[B56.C62 1974] 73-21365 ISBN 0-06- 
491282-5 : 16.00 

1. Philosophy and religion. I. Title. 


HEIDEGGER, Martin. 111 
Identity and difference translated and with 
an introduction by Joan Stambaugh. New 
york, pees & Row v [974 c1969] 146 p. 

(A Harper Torchbook) 
(BD236. H413) ISBN 0-06-131846-9 2.95 
bk. 


i. Identity. 2. Metaphysics. I. Title. 
L.C. card no. for original edition: 69- 
17025. 


SEFLER, George F. l 111 
Language and the world; a methodologico- 
structural synthesis within the writings of 


Martin Heidegger and Ludwig 
Wittgenstein, by George F. Sefler. ne 
York, Humanities Press, 1974. 
Bibliography: p. [P106.S35] 73- 18045 
ISBN 0-391-00228-7 6.50 

1. Heidegger, Martin, 1889- 2 
Wittgenstein, Ludwig, 1889-1951, 3. 


Languages—Philosophy. I. Title. j 


COLEMAN, Francis X. J. 
The harmony of reason : a §' 
aesthetics A Francis X. | 










UU rinbo wTrIN 


[1974] p. cm. Includes index. 


Bibliography: p. [B2799.A4C63] 74-4520 
ISBN 0-8229-3282-2 : 10.95 

i. Kant, Immanuel, 1724-1804— 
Aesthetics. T. Title. 

Prepared from C.I.P. 

PAGET, Violet, 1856-1935. 111.8°5 


The beautiful : an introduction to 
psychological aesthetics / by Vernon Lee 
fie. V. Paget]. Folcroft, Pa. : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1913 ed. published by the University 
Press, Cambridge, in series: The Cambridge 
manuals of science and literature. 
Bibliography: p. [BH41.P26 1974] 74- 
22079 ISBN 0-8414-5673-9 lib. bdg. 
10.00 

I. Aesthetics. 2. Psychology, Applied. 3. 
Form (Aesthetics) I. Title. 

Prepared from C.I.P. 


SANCHEZ VAZQUEZ, Adolfo 111.85 
Art and society; essays in Marxist 
aesthetics. New York, Monthly Review 
Press, [1974, c1973] 287 p. 21 cm. 
Translation of Las ideas esteticas de Marx. 
Includes bibliographical references. 
(HX521.8313] ISBN 0-85345-269-5 3.95 
(pbk.) 

I Communism and art. 2. Communist 
destheties. I. Title. 

L.C. card number for original ed.: 72- 
92025. 


*HODSHIRE, Edwin Brunnell. 113 
I know who god ts. New York, Vantage 
Press, [1974]. 81 p. illus. 21 cm. [BD581] 
ISBN 0-533-01003-9 5.95. 

1. Cosmology. 2. Metaphysics. 3. Natural 
theology. I. Title. 


O’NEIL, Brian E. 121.0924 
Epistemological direct realism in 
Descartes’ philosophy / Brian E. O'Neil. 
Ist ed. Albuquerque : University of New 
Mexico Press, 1974. 112 p. ; 25 cm. 
Chapter | originally appeared in v. 10, no. 
2 (Apr. 1972) of the Journal of the history 
of philosophy. Includes index. 
Bibliography: p. 107-109. [B1878.K6053} 
74-83383 ISBN 0-8263-0346-3 : 10.00 

i. Descartes, Rene, 1596-1650— 
Knowledge, Theory of. 2. Realism. I. Title. 


HARRE, Romano. 122 
Causal powers : a theory of natural 
necessity / R. Harre and E. H. Madden. 
Totowa, N.J. : Rowman and Littlefield, 
1975. p cm. Includes bibliographical 
references. [BD417.H37 1975] 74-23288 
ISBN 0-87471-624-1 : 15.00 

I. Hume, David, 1711-1776—Knowledge, 
Theory of. 2. Necessity (Philosophy) 3. 


Causation. I. Madden, Edward H., joint 
author. IT. Title. 

Prepared from C.I.P. 

HUBBARD, Earl. 128 
The creative intention. New York, 
Interbook [1974] 189 p. 21 


Pe H8] 74-76256 ISBN 0-913456- 63. 
i Man. 2. Human evolution. I. Title. 


POLS, Edward. 128.2 
Meditation of a prisoner towards 
understanding action and mind / Edwards 
Pols. Carbondale Southern Ilinois 
University Press, [1975] p. cm. Includes 
bibliographical references and index. 
eat 74-22482 ISBN 0-8093-0679- 
4 : 10.0 

Mind and body. I. Title. 

tepared from C.I.P. 


LIN, Martin G. 128.3 
è Utopian fight from, unhappiness Freud 
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against Marx on Social Progress [by} 
Martin G. Kalin. Chicago Nelson-Hall 
1974 xi, 231 p. 23 cm. Bibliography: p. 
201718- 08804) 73-80500 ISBN 0-911012- 
I. Freud, Sigmund 2. Marx, 
Philosopity*—Theory. I. Title. 


BERG, Jan Hendrik van den, 
1914- 


Karl 3. 


1287.5 


Divided Existence and Complex Society an 
historical approach, by J. H. van den Berg. 
Pittsburgh, Duquesne University Press 
[c1974] xii, 306 p. illus. 25 cm. Translation 
of Leven in meervoud. Includes 
bibliographical references. [BD431.B41613] 
72-90634 ISBN 0-391-00320-8 12.50 

1. Life. I. Title. 


KLEIN, Stanley. 128.5 
The final mystery / Stanley Klein. Ist ed. 
Garden City, N.Y. : Doubleday, 1974. 85 
p. : ill. ; 22 cm. Includes index. Explores 
the meaning of death, how people of 
different times, regions, and religions have 
coped with it, and the progress and effects 
of the war waged against it by researchers, 
physicians, and surgeons. [BD444.K55] 70- 
180084 ISBN 0-385-06184-6 lib.bdg. : 3.95 
1. Death—Juvenile literature. I. Title. 


NORVELL. 131.32 
Money magnetism: how to grow rich 
beyond your wildest dreams. West Nyack, 
N.Y., Parker Pub. Co. [1975] p. cm. 
[BJ1611.2.N67] 74-13373 ISBN 0-13- 
600338-9 7.95 

1. Success. 2. Occult sciences. I. Title. 
Prepared from C.I.P. 


DELANEY, Walter, 1930- 133 
Ultra-psychonics: how to work miracles 
with the limitless power of psycho-atomic 
energy. West Nyack, N.Y., Parker Pub. 
Co. (1974, ¢1975] p. cm. [BF1999. D347] 
74-16232 ISBN 0-13-935635-5 7.95 

1. Occult sciences. 2. Success. I. Title. 
Prepared from C.I.P. 


GUPTA, Marie. 133 
A treasury of witchcraft and devilry, by 
Marie Gupta and Frances Brandon. Middle 
Village, N.Y., Jonathan David Publishers 
[1974] p. cm. [BF1566.G86] 74-6571 
ISBN 0-8246-0190-8 8.95; 6.95 (lib. bdg.) 
1. Witchcraft. 2. Demonology. 3. Ghosts. 
4. Occult sciences. I. Brandon, Frances 
Sweeney, joint author. I. Title. 

Prepared from C.LP. 


*STEVENSON, Ian 133 
Xenoglossy A review and report of a case 
[by] Ian Stevenson. Charlottesville, Va. 
University Press of Virginia 1974 vii, 268 
p. 24 cm. (Proceedings of the American 
Society for Psychical Research) 
Bibliography: p. 90-95. [BF1027] 73- 
71947 ISBN 0-8139-0443-9 8.50 

1. Psychical research. I. Title. 


LANG, Andrew, 1844-1912. 133.1 
The book of dreams and ghosts / by 
Andrew Lang. New York Causeway 
Books, [1974] xxii, 301 p. ; 25 cm. Reprint 
of the 1897 ed. published by Longmans, 
Green, London. Includes bibliographical 
references. [BF1461.L22 1974] 74-77157 
ISBN 0-88356-035-6 : 8.95 

1. Ghosts. 2. Dreams. I. Title. 


*NEWALL, Venetia 133.3 
The encyclopedia of witchcraft & magic 
[by] Venetia Newall. Introduction by 
Richard M. Dorson. New York Dial Press 
1974 192 p. illus. 30 cm. [BF1563] 73- 
17944 ISBN 0-8037-2343-1 17.50 

1. Dorson, Richard M. 2. Occult sciences. 
L Title. 


8 


OUELLETTE, Raymond. 133.3 
Psychie magic : a creative approach for the 
expansion of inner consciousness : an 
oracular study of geomancy, I ching, 
astrology / by Raymond Ouellette. Fall 
River, Mass. : Aero Press, [1974] 343 p. : 
ill. ; 23 cm. [BF1751.09] 74-78491 8.95 

1. I ching. 2. Geomancy. 3. Symbolism. 4. 
Astrology. I. Title. 


*DEA’MORELLI, Richard. 133.335 
Numerology for lovers. Chatsworth, Calif., 
Books for Better Living [1974] 192 p. 18 
cm. [BF1623.P9] 74-76653 ISBN 0-88491- 
201-9 1.25 (pbk.) 

1. Symbolism of numbers. I. Title. 


*HOLMES, Roy. 133.4 
Easy magic; good tricks and how to 
present them. New York, Barnes & Noble 
Books, [1974]. 136 p. 21 cm. [BF1585] 
ISBN 0-06-463412-4. 1.95 (pbk). 

1. Magic (occult sciences). 1. Title. 


*LINHARES, Margaret. 133.4 
I married a witch’s love. New York, 
Vantage Press, [1974] 113 p. 21 cm. 
[BF1576] ISBN 0-533-01025-X. 4.50 

1. Occult sciences. I. Title. 


*RAVENSDALE, Tom. 133.4 
The psychology of witchcraft; an account 
of witchcraft, black magic and the occult. 
By Tom Ravensdale and James Morgan. 
With a foreword by Sir Alec Kirkbride. 
New York, Arco [1974] 200 p., illus. 23 
em. [BF1581] 74-77592 ISBN 0-668- 
03501-3 10.00 

i. Witchcraft 2. Black magic. 3. 
Occultism. I. Morgan, James, joint author. 
IT, Title. 


SIMONS, G. L. 133.4 
The witchcraft world / G. L. Simons. New 
York : Barnes & Noble Books, 1974. 231 
. ; 22 cm. Bibliography: p. 229-231. 

BF 1566. S5 1974] 74-186958 ISBN 0-06- 

496265-2 ; 10.75 

i. Witchcraft. I. Title. 


VALIENTE, Doreen. 133.4 
An ABC of witchcraft past & present. New 
York, St. Martin’s Press [1974] xvii, 377 p. 
illus. 21 cm. Includes bibliographical 
references. [BF1566.V33 1974] 78-173895 


4.95 (pbk.) 

1. Witchcraft. 2. Occult sciences. I. Title. 

WOODS, William Howard, 133.408 
1916- comp. 

A casebook of witchcraft reports, 

depositions, confessions, trials, and 


executions for witchcraft during a period of 
three hundred years / selected and 
annotated by William haru New York : 
Putnam, [1974] 216 p. ; 22 cm. 
[BF1563.W66] 74-79672 ISBN 0-399- 
11403-3 : 6.95 

1. Witchcraft—Collected works. I. Title. 


MASTERS, R. E. L. 133.40942 
Eros and evil; the sexual psychopathology 
of witchcraft. [by] R. E. L. Masters 
Baltimore Penguin Books [1974 c1l962] 
xxviii, 254 p. 19 cm. Bibliography: p. 
309-313 [BF1556.M35] 2.50 (pbk.} 

1. Witchcraft. 2. Sexual Perversion. 3. 
Demonology. IL Title. 

L.C. card no. for original: 62-19302 
LAURENCE, Theodor. 133.4°2 
Satan, sorcery, and sex. West N es a Sy 
Parker Pub. Co. [1974] 
Bibliography: p. [BF1548.1.38] qa. 10574 
ISBN 0-13-791202-1 6.95 

i. Devil. 2. Satanism. 3. Witchcraft. 4. 
Witcheraft and sex. I. Title. 

Prepared from C.LP. 


AMCRICAIN DWYN FTUDRONING? KOVR 


RONAY, Gabriel. 133.423 
The truth about Dracula. New York, Stein 
and Day [1974, c1972] 180 p. illus. 18 cm. 
Includes bibliographical references. 
[GR830.V3R66 1974] ISBN 0-8128-1750-8 
1.95 (pbk.) 

1. Vampires. 2. Dracula. I. Title. 

L.C. card number for original ed.: 72- 
83095. 


OESTERREICH, Traugott 
Konstantin, 1880-1949. 
Possession and exorcism : among primitive 
races, in antiquity, the Middle Ages, and 
modern times / by Traugott K. Oesterreich 
; [authorized translation by D. Ibberson]. 
New York : Causeway Books, [1974] viii, 
400 p. 25 cm. Translation of Die 
Besessenheit. Includes bibliographical 
references and index. ([BF1555.04513 
1374] 74-76824 ISBN 0-88356-035-6 : 

2.50 
1. Demoniac possession. I. Title. 


TYL, Noel, 1936- 133.5°08 s 

The expanded present. [ist ed.] St. Paul, 

Liewellyn Publications, 1974. p. cm. (The 

Llewellyn syllabus for home studye and 

epllege curriculum) (His ae principles 
practice of astrolog 6) 

[BF166] .T95 vol. 6] [BF1708. ey 133, 5 73- 

19923 3.95 (pbk.). 

1. Astrology. I. Title. IT. Series. 

Prepared from C.I.P. 


*SHEALY, Julian B., 1902- 133.52 

The heavens speak in astrology marvelous 

things; by Julian B. Shealy. Ist ed. Jericho, 

N.Y. Exposition [1974] 207 p. 22 c 

[BF1721] ISBN 0-682-47827-X 7.50 

ae Astrology. 2. Devotional literature. 
Ytle. 


BUCKE, Richard Maurice, 

1837-1902. 
Cosmic consciousness : a study wuy ~ 
evolution of the human mind / by Richt 
Maurice Bucke. New York : Causewa, 
Books, [1974] xvii, 326 p. ; 25 cm. Reprint 
of the 1901 ed., published by Innes, 
Philadelphia, with a new introd. Includes 
bibliographical references. [BF311.B79 
1914] 73-92548 ISBN 0-88356-033-X : 
I. Consciousness. I. Title. 


133.4°26 


DEA’MORELLI, Richard. 133.8 
Extra sensual perception / by Richard De 
A’Morelli. Chatsworth, Calif. : Books for 
Better Living, [1974] 174 p.: il. ; 18 cm. 
[BF1045.L7D36] 74-80947 ISBN 0-88491- 
208-6 pbk. : 1.50 

1 Psychical research. 2. Occult sciences. 3. 
Love. I. Title. 


HEAPS, Willard Allison, 
1908- 

Psychic phenomena / Willard A. Heaps. 

ist ed. Nashville T. Nelson, [1974] 

c1975. p. cm. Includes index. 

Biblig@aphy: p. [BF1031.H3] 74-10266 

ISBN 0-8407- 6418-9 : 5.95 

1. Psychical research. I. Title. 

Prepared from C.I.P. 


133.8 


*HILL, Raymond Putnam 133.8 
My family of souls; The story of a journey 
through time; ist. ed. Jericho, N.Y. 
Exposition Pres» [1974] 145 p. 22 cm. 
[BF1038] ISBN 0-682-47900-4 6.00 

1. Psychical research. 2°*Reincarnation. T. 
Title. 


OSTRANDER, Sheila. 133.8 
Handbook of psi discoveries / by Sheila 
Ostrander and Lynn Schroeder. New York 

Berkley Pub. Corp. distributed by 
Putnam, [1974] 342 p., [8] leaves of plates 


DECEMBER 31,1974 


: ill. ; 22 cm. Includes index. Bibliography: 
p. 315-335. [BF1031.078 1974] 73-88532 
ISBN 0-399-11288-X : 8.95 

1. Psychical research. I. Schroeder, Lynn, 
joint author. II. Title. 


PARAPSYCHOLOGICAL 
Association. 
Research in parapsychology 1973, [edited 
by] W. G. Roll, R. L. Morris and J. D. 
Morris. Metuchen, N.J., Scarecrow Press, 
1974. vi, 249 p. 23 cm. Abstracts and 
papers taken from the sixteenth annual 
convention of the Parapsychological 
Association, 1973. [BF1021.P28] ISBN 0- 
8108-0708-4 8.00 
1. Psychial research—Congresses. I. Roll, 
William George, 1926- IT. Title. 
L.C. card number for original ed.: 66- 
28580. 


*SOLOMON, Paul. 133.8 
Excerpts from the Paul Solomon tapes; {a 
sleeping man speaks on] Virginia Beach, 
Va., Heritage Publications, 1974. ix, 149 p. 
24 cm. [BF1301] 4.95 
1. Occultism. I. Title. 
Publishers address: 

Beach Va., 23458. 


STEARN, Jess. 133.8°092°4 B 
A prophet in his own country; the story of 
the young Edgar Cayce. Boston, G. K. 
Hall, 1974. p. cm. Large print ed. 
[BF1027.C3S72 1974b] 74-14982 ISBN 0- 
8161-6239-5 13.95 
I. Cayce, Edgar, 1877-1945. 2. Sight- 
saving books. I. Title. 

Prepared from C.I.P. 


HEYWOOD, Rosalind 133.81 
Beyond the reach of sense an inquiry into 
extra-sensory perception Introduction by J. 
B. Rhine. New York Dutton [1974, 
c.1971] 252 p. illus. 21 cm. Originally 
published under title The Sixth sense. 
Includes bibliographical references. 
[BEI H43 1974] 3.45 (pbk.) 
1. Extrasensory perception. I. Title. 


*DYKSHOORN, M. B. 133.84 
My passport says clairvoyant, [by] M. B. 
Dykshoorn as told to Russell Felton. 
New York, Hawthorn Books [1974] 229 p. 
illus. 22 cm. [BF1815] 74-2579 ISBN 0- 
8015-5282-6 8.95 

1. Claigvoyance. I. Title. 


133.8 


Box 444 Virginia 


*BOGARD, David. ‘133.9 
Valleys & vistas; after losing life’s partner. 
Grand Rapids, Baker Book House, [1974] 
94 p. illus. 21 cm. [BV4011.6] ISBN 0- 
8010-0625-2 3.95 
J. Spiritual life. I. Title. 
STERN, Henry L., 133.9°1’0924 B 
1899- 
Help from beyond / by Henry L. Stern. 
New York : Walker, 1974. 177 p. ; 24 cm. 
[BF1283.884A34 1974] 73-90380 ISBN 0- 
8027-0444-1 : 7.95 
1. Stern, Henry L., 1899- 2. Spiritualism. I. 
Title. 


SMITH, Susy. 133.93 
The book of James / Susy Smith. New 
York : Putnam, [1974] 212 p. ; 22 cm. 
Bibliography: p. 211-212. [BF1311.J25S55] 
74-79667 ISBN 0-399-11892-4 : 6.95 

1. Spirit writings. I. James, William, 1842- 
1910. II. Title, ° 


*CAMPBELL, Anthony. 135 
Seven states of consciousness; a vision of 
possibilities suggested by the teaching of 
Marharishi Mahesh Yogi. New York, 
Harper & Row [1974} vi, 181 p. 18 cm. 
(Perennial library) Bibliography: p. [171]- 


173. [B132] 73-9078 ISBN 0-06-080289-8 
1.50 (pbk.) 
1. Philosophy. 2. Psychology. I. Title. 


*ADVANCES in child 

development and behavior 
Vol. 9, 1974, edited by Hayne W. Reese, is 
available from Academic Press, New York, 


136.7082 


for 14.50. ISBN 0-12-009709-5. L.C. 
card no.: 63-23237 
*FOX, M. W. 137 


Concepts in ethology; animal and human 
behavior, by M. W. Fox, foreword by Rene 
Dubos. Minneapolis, University of 
Minnesota Press, [1974] xvii, 139 p. illus. 
23 cm. (Wesley W. Spink lectures on 
comparative medicine). Includes 
bibliographical references. [BF818] ISBN 
0-8166-0723-0. 8.50 (v. 2.) 

1. Character (psychology). 2. Medicine- 
man. 3. Animals, habits and behavior of. I. 
Title. 

L.C. card no. for original ed.: 73-93834. 


KAMINSKY, Abraham R. 137.7 
Behold, the inner universe of handwriting 
analysis / A. R. Kaminsky. lst ed. 
Phoenix, Ariz. : O’Sullivan Woodside, 
[1974] xv, 174 p. : ill. ; 25 cm. Title on 


spine: Handwriting analysis. Includes 
index. [BF891.K23] 74-4909 ISBN 0- 
89019-002-X : 6.95 

1. Graphology. I. Title. I. Title: 
Handwriting analysis. 

KURDSEN, Stephen. 137°.7 


Graphology, the, new science / Stephen 
Kurdsen ; foreword by Jeane Dixon. New 
York : Galahad Books, [1974?] cl1971. 157 
p. : il. ; 22 cm. Includes index. 
Bibliography: p. 151-152. [BF891.K78 
1974] 73-88100 ISBN 0-88365-234-X : 
4.95 

1. Graphology. 


*SINGER, Eric. 137.7 
Personality in handwriting; the guiding 
image in graphology. [Illustrations by 
Gertrude Elias. New York, 
HippocreneBooks, [1974]. viii, 120 p. illus. 
23 cm. [BF891] ISBN 0-88254-251-6. 6.95 
1. Graphology. I. Title. 


MAR, Timothy T. 138 
Face reading; the Chinese art of 
physiognomy, by Timothy T. Mar. New 
York, Dodd, Mead [1974] ix, 150 p. illus. 
24 cm. [BF851.M4] 74-6806 ISBN 0-396- 
D6981-9 6.95 

1. Physiognomy. I. Title. 


*CARR, David 142.7 
Phenomenology and the problem of history 
a study of Husserls transcendental 
shilosphy. Evanston, Ill. Northwestern 
University Press 1974 xxvi, 283 p. 24 cm. 
‘Studies in phenomenology and existential 
dhilosophy) Includes Bibliographical 
references. [B829.5] 73-94429 ISBN 0- 
3101-0449-0 13.00 

1. Phenomenology. I. Title. 


=CATALANO, Joseph S. 142.7 
A commentary on Jean-Paul Satre’s "Being 
and nothingness,” [by] Joseph S. Catalano. 
New York, Harper Torchbooks [1974] xii., 
239 p. 21 cm. [B2430] 73-17604 ISBN 06- 
131807-8 4.95 (pbk.) 

JZ. Sartre, Jean Paul, 1905- Being and 
rothingness I. Title. 


*KING, Thomas M. 142.7 
Sartre and the sacred [by] Thomas M. 
Eing. Chicago, University of Chicago Press 
[1974] 199 p. 22 cm. Bibliography: p. 
193-196. [B2430] 73-87304 ISBN 0-226- 
43612-8 8.95 


1UU PHILUSUOPHY 
1. Sartre, Jean Paul, 1905- I. Title. 


*RICOEUR, Paul 142.7 
The Conflict of interpretations Essays in 
Hermeneutics [by] Paul Ricoeur. Edited 
by Don Ihde. Evanston, Ill. Northwestern 
University Press 1974 xxv, 512 p. 24 cm. 
(Studies in phenomenology & existential 
philosophy). Bibliography: p. 499-505. 
[B829.5] 73-91311 ISBN 0-8101-0442-3 
17.50 

I. Phenomenology. I. Ihde, Don comp. H. 
Title. 


STEWART, David, 1938- 142.7 
Exploring phenomenology: a guide to tke 
field and its literature [by] David Stewart 
and Algis Mickunas. Chicago, American 
Library Association, 1974. ix, 165 p. 24 
cm. Includes bibliographies. [B829.5.S67] 
74-1040 ISBN 0-8389-0177-8 12.00 

1. Phenomenology. I. Mickunas, Algis, 
joint author. IT. Title. 

Pbk. 5.95, ISBN 0-8389-01950-6. 


SCHARFSTEIN, Ben-Ami. 149.3 
Mystical experience [by] Ben-Ami 
Scharfstein. Baltimore Penguin Books 1974 
[1973] 195 p. 20 cm. Bibliography: p. 
176-190 [BV5082.2] 72-14014 ISBN 0-14- 
003904-X 2.50 (pbk.) 

1. Mysticism. I. Title. 


SYMPOSIUM on Exact 149.9 
Philosophy, lst, Montreal, 1971. 
Exact philosophy; problems, tools, and 


goals, edited by Mario Bunge. Dordrecht, 
Boston, D. Reidel, [1973] x, 214 p. 23 cm. 
(Synthese library) Held November 4th ané 
Sth, 1971. Includes bibliographical 
references. [B105.E75S95 1971] 72-77872 
ISBN 9-02-770251-9 16.75 (lib. bdg.). 

J. Exact (Philosophy)—Addresses, essays, 
lectures. I. Bunge, Mario Augusto, ed. IT. 
Title. 


STRAWSON, P. F. 149.94 
Logico-linguistico papers [by] P. F. 
Strawson. London Methuen [1974, c1971] 
viii, 249 p. 22 cm. [BC51.S75] ISBN 0- 
416-70300-2. 

1. Logic—Addresses, essays, lectures. 2. 
Languages—Addresses, essays, lectures. I. 
Title. 

L.C. card no. for original ed.: 70-590636. 
Distributed by Barnes and Noble, 5.75 
(pbk.) 


BUGELSKI, Bergen Richard. 150 
An introduction to the principles of 
psychology 2d ed. New York, Bobbs- 
Merrill, [1974, c1961]. 152 p. illus. 28 cm. 
(BF121.B84] 73-323 ISBN 0-672-61344-1. 
2.95 (pbk.) 

1. Psychology. I. Title. 


COMBE, George, 1788-1858. 150 
The constitution of man considered in 
relation to external objects. A facsimile 
reproduction with an introd. by Eric T. 
Carlson. Delmar, N.Y., Scholars’ 
Facsimiles & Reprints, 1974. p. cm. 
Reprint of the 1834 ed. published by Allen 
and Ticknor, Boston. [BF111.C64 1974] 
74-16109 ISBN 0-8201-1136-8 15.00 

I. Psychology—Early works to 1850. 2. 
Man. I. Title. 

Prepared from C.I.P. 


FITCH, Stanley K. 150 
Insights into human behavior [by] Stanley 
K. Fitch. 2d ed. Boston, Holbrook Press, 
[1974, c1970]. xvi, 528 p. illus. 24 cm. 
Includes bibliographical references. 
[BF121.F48] 10.95 

1. Psychology. I. Title. . 


100 PHILOSOPHY 


*MACHOVEC, Frank J. 150 

So you think you're crazy?: reassurances 

concerning everyday hangups. [by] Frank 
MacHovec. Mount Vernon, Peter 

Pauper Press, [1974]. 64 p. 20 cm. 1.95. 

1, Human acts. 2. Psychology. I. Title. 


MOWBRAY, R. M. 150 
Psychology in relation to medicine / R. M. 
Mowbray, T. Ferguson Rodger. 4th ed. 
Edinburgh : Churchill Livingstone, 1973. 
viii, 352 p. : ill. ; 22 cm. Label mounted on 
p. 2 of cover: Distributed in the U.S.A. by 
Longman, New York. Includes 
bibliographies and indexes. [BF121.M63 
1373] 73-86801 ISBN 0-443-01042-0 


I. Psychology. L Rodger, Thomas 
Ferguson, joint author. IT. Title. 
SCHULTZ, Duane P. 150.19 


A history of modern psychology [by] 
Duane Schultz. [2d ed] New York, 
Academic Press, 1975. p. cm. Includes 
bibliographies. [BF95.S35 1975] 74-10197 
ISBN 0-12-633042-5 38.50 

1. Psychology—History. I. Title. 

Prepared from C.1.P. 


*COELHO, George V. 150.193 
Coping and adaptation. Edited by George 
V. Coelho, David A. Hamburg [and] John 
E. Adams. New York, Basic Books [1974] 
xxv, 454 p. illus. 24 cm. Includes 
bibliographical references. [BF335] 73- 
88058 ISBN 0-465-01427-5 17.50 

1. Adjustment (Psychology) I. Title. 


MACHAN, Tibor R. 150°.19°434 
The pseudo-sctence of B. F. Skinner / 
Tibor R. Machan. New Rochelle, N.Y. : 
Arlington House Publishers, c1974. p. se 
Includes index. Bibliography: 
[BF319.5.06M32] 74-23742 ISBN ô: 
87000-236-8 : 9.95 

1. Skinner, Burrhus Frederic, 1904- 2. 
Operant conditioning. 3. Free will and 
determinism. I. Title. 

Prepared from C.I.P. 


PULIGANDLA, R., 
1930- 

Fact and fiction in B. F. Skinner’s science 

& utopía : an essay on philosophy of 

psychology / by R. Puligandia. St. Louis : 

W. H. Green, [1974] A 101 p. ; 24 cm. 


150°.19°4340924 


Bibliography: 99-101. 
[BF698.9. 885736] 1È 21001 ISBN 0- 
87527-130-8 : 12.50. 

` J. Skinner, Burrhus Frederic, 1904- 2. 


Personality and culture. 3. Free will and 
determinism. I. Title. 


*PSYCHOANALYTIC study of 150.195 
the child. 

Vol. 29, 1974, edited by Ruth S. Eissler 
and others is now available from Yale 
University Press, New Haven, for 15.00. 
DEN 0-300-01796-0. L.C. card no.: 45- 


MACISAAC, Sharon. 150°.19°52 
Freud and original sin. New York, Paulist 
Press [1974] viii, oo p 23 cm. 
Bibliography: 163-166. 
[BF173. E33M234] 73- $2232 ISBN 0-3091- 
1822-X 5.95 (pbk.) 


i. Freud, Sigmund, 1856-1939. 2. 
Psychoanalysis. 3. Sin, Original. I. Title. 
ROAZEN, Paul, 1936- 150.1952 


Freud and his followers. [lst ed.] New 
York, Knopf, 1974. p. cm. Includes 
bibliographical references. [BF173.R55] 73- 
20782 ISBN 0-394-48896-2 12.95 

l.. Freud, Sigmund, 1856-1939. 2. 
Psychoanalysis. I. Title. 

Prepared from C.I.P. 
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‘DAVIS, Martha. 


HERGENHAHN, B. R, 1934- 150.28 
A self-directing introduction to 
psychological experimentation / B. R. 
Hergenhahn. 2d ed. Monterey, Calif. 
Brooks/Cole Pub. Co., [1974] vi, 441 p. : 
ill. (some col.), ; 28 cm. Includes 
bibliographies. [BF79.H47 1974] 74-77344 
ISBN 0-8185-0130-8 pbk. : 9.50 

1. Psychology—Experiments—Handbooks, 
manuals, etc. I. Title. 


GREEN, David Marvin, 1932- 152.1 
Signal detection theory and psychophysics 
[by] David M. Green [and] John A. Swets. 
Huntington, N.Y., R. E. Krieger Pub. Co. 
[1974, c1966] xiii, 479 p. illus. 24 cm. 
Reprint of the ed. published by Wiley, 


New York; with new pref. and 
bibliography. Includes bibliographies. 
[BF237.G7 1974] 74-181588 ISBN 0- 


88275-139-5 18.00 
1, Signal detection (Psychology) I. Swets, 
John Arthur, 1928- joint author. I. Title. 


HARRIS, John Donald, 
1914- 

Psychoacoustics [by] J. Donald Harris. 

Indianapolis, Bobbs-Merrill [1974] p. cm. 

(Bobbs-Merrill studies in communicative 

disorders) Bibliography: p. [BF251.H33] 

74-10512 ISBN 0-672-61332-8 2.50 

1. Hearing. 2. Ear. 3. Speech perception. I. 

Title. 

Prepared from C.I.P. 


152.1’5 


152.3 
Towards understanding the intrinsic in 
body movement. New York, Arno Press 
[1974] p. cm. (Body movement: 
perspectives in research) Originally 
presented as the author’s thesis, oe 
University, 1973. Bibliography: 
(BF295.D38 1974] 74-7857 ISBN 0- 405. 
06200-1 17.00 

1. Movement, Psychology of 2. 
Expression. I. Title. II. Series. 

Prepared from C.I.P. 


*TANNER, Ira J. 152.4 
Loneliness; the fear of love, [by] Ira J. 
Tanner. New York, al ia & Row [1974, 
c1973] xv, 143 p. 18 cm. (Perennial 
library) [BF575. L8] ISBN 0-06-080333-9 
1.50 (pbk.) 


I. Love (psychology). 2. Loneliness. I. 
Title. 


RECOGNITION of facial 152.4'2°08 
expression. New York, Arno Press, 1974. 
p. cm. (Body movement: perspectives in 
research) [BF591.R42] 74-9160 ISBN 0- 
405-06198-6 20.00 


1. Facial expression—Adaresses, essays, 
lectures. Í. Title. H. Series. 

Prepared from C.I.P. 

ASSOCIATION for Research 152.432 


in Nervous and Mental Disease. 

Aggression; proceedings of the association, 
Dec. 1 and 2, 1972, New York. Baltimore, 
Williams & Wilkins, 1974. xi, 360 p. illus. 
24 cm. (Its Research publications, v. 52) 
Includes bibliographical references. 
[BF575.A3A85 1974] 74-1317 ISBN 0- 
683-00245-7 28.00 

L Aggressiveness (Psychology)— 
Congresses. 2. Violence—Congresses. I. 
Title. 


*HIRAI, Tomio. 152.8 
Psychophysiology of Zen. With a 
postscript by William Johnston. Tokyo, 
Igaku Shoin, 1974. vi, 147 p. illus. 26 cm. 
[QP360] 

1. Psychology, 
Budhism. I. Title. 
Distributed by International 


Physiological. 2. Zen 
Scholarly 


"“MOUSTAKAS, Clark E.” ed. 


AMERICAN BOOK PUBLISHING RECORD 


Book Services, 
19.00. 


CARPENTER, Edward, 1844-1929. 153 
The art of creation ; essays on the self and 


Portland, Oregon, for 


its powers / by Edward Carpenter. 
Folcroft, Pa. : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1904 ed. 


published by G. Allen, London. 
[BF311.C285 1974] 74-27647 ISBN 0- 
8414-3611-8 lib. bdg. : 25.00 


‘I. Consciousness. 2. Imagination. I. Title. 


Prepared from C.I.P. Contents omitted. 


KANTOWITZ, Barry H. 153 
Human information processing: tutorials in 
performance and cognition, edited by 
Barry H. Kantowitz. Hillsdale, N.J., 
Lawrence Erlbaum Associates; distributed 
by the Halsted Press, New York, 1974. p. 
cm. Includes bibliographies. [BF455.K28] 
74-19028 ISBN 0-470-45674-4 14.95 

1. Human information processing. I. Title. 
Prepared from C.I.P. 


MCCARDLE, Ellen Steele. 153 
Nonverbal communication for media, 
library, and information specialists / Fllen 
Steele McCardle ; edited by Patrick R. 
Penland ; ill. by Paul B. Edwards. New 
York : M. Dekker, 1974. xii, 86 p. : ill. ; 
24 cm. (Communication science and 
technology ; 5) Includes bibliographies and 
indexes. [BF637.C45M22] 73-90766 ISBN 
0-8247-6126-X : 11.75 

1. Nonverbal communication. I. Title. 


SYMPOSIUM on Cognition, 153.47 
9th, Carnegie-Mellon University, 1973. 
Knowledge and cognition. Edited by Lee 
W. Gregg. Potomac, Md., L. Erlbaum; 
distributed by the Halsted Press Division, 
Wiley, New York, 1974. ix, 320 p. illus. 24 
cm. ”Collection of the papers presented at 
the ninth annual Symposium on 
Cognition.” Bibliography: p. 301-310. 

[BF311.S83 1973] 74- 16105 14.95 

1. Cognition—Congresses. 2. Knowledge, 
Theory of—Congresses. I. Gregg, Lee W, 
ed. II. Title. 


*PETTIBONE, Orville 
Wright. 

Average man thinks. New York, Vantage 

Press, [1974]. x, 224 p. 21 cm. [BF455] 0- 

533 4.95. 

1. Thought and thinking. I. Title. ° 


153.42 


ADAMS, James L. 153.4’3 
Conceptual blockbusting, by James L. 
Adams. San Francisco, W. H. Freeman 
[1974] p. cm. Bibliography: p. 
[BF441.A28 1974b] 74-14901 ISBN 0- 
7167-0758-6 5.95 

1. Problem solving. 2. Concepts. I. Title. 
Prepared from C.I.P. 


CARTERETTE, Edward C. 153.46 
Psychophysical judgement and 
meag@ment. Edited by Edward C. 


Carterette and Morton P. Friedman. New 
York, Academic Press, 1974. xix, 556 p. 
24 cm. (Their Handbook of perception, v. 
2) Includes bibliographies. [QP360.C37] 
74-13803 ISBN 0-12-161902-8 29.50 

1. Psychology, physiological. 2. Judgement. 
3. Psychometrics. I. Friedman, Morton P., 
ed. If. Title. . 


153.72082 
The self; explorations in personal growth 
edited by Clark E. Moustakas with 
assistance in editing Indian papers by Sita 
Ram Jayaswal. New York Harper [1974 
c.1956] xviii, 284, 21 cm. (Harper 
Colophon Books) [BF21.M66] 06-090350-3 
3.45 (pbk.) 


WLLETIULIN UEP ETE 


l Psychology—Addresses, essays, lectures. 
2. Self. I, Title. 
L.C. card no. for orig. ed.: 55-7871. 


*KRYSPIN, William J. 153.9333 
Analyzing verbal classroom interaction, by 
William J. Kryspin and John F. Feldhusen, 
foreword by Ned A. Flanders. 
Minneapolis, Burgess Pub. Co. [1974]. ix, 
128 p. illus. 23 cm. [BF455] 74-80597 
ISBN 0-8087-1124-5. 2.95 (pbk.) 

1. Verbal behavior. I. Feldhusen, John F. 
Joint author. II. Title. 


JUNG, Carl Gustav, 
1961. 
Dreams. Translated by R. F. C. Hull. 
(Princeton, N.J.] Princeton University 
Press [1974] xix, 337 p. illus. 22 cm. 
(Bollingen series, 20) Consists of papers 
taken from The Collected works of C. G. 
Jung, vols. 4, 8, 12, and 16. Bibliography: 
p. 299-311. [BF1078.J84 1974] 72-11949 
ISBN 0-691-01792-1 3.95 
1. Dreams. I. Title. II. Series. 


*BURTON, Arthur. 155.2 
Opgrational theory of personality. New 
York, Brunner-Mazel, [1974]. ix, 421 p. 
illus. 24 cm. [BF698] 73-90297 ISBN 0- 
87630-086-7. 15.00 

1. Personality (Psychology) I. Title. 


*VON FRANZ, Marie-Louise 155.2 
Number and time reflections leading 
toward a unification of depth psychology 
and physics [by] Marie-Louise von Franz. 
Translated by Andrea Dykes. Evanston, Ill. 
Northwestern University Press 1974 xi, 
332 p. illus. 23 cm. Soars in Jungian 


1875- 154.6°34 


Thought) Bibliography: 305-332. 
ee 73-84647 ISBN d. $101-0429-6 
, 12.0 

1. Jung, Carl Gustov, 1875-1961 2. 
Numbers, theory of. I. Title. 

JOHNSON, Robert, 1921- 155.3°32 


He! A contribution to understanding 
masculine psychology, based on the legend 
of Parsifal and his search for the Grail, and 
using Jungian psychological concepts. With 
an introductory essay by John A. Sanford. 
Illus. by William C. Diesinger, Jr. King of 
Prussia, Pa., Religious Pub. Co. [1974] 97 
p. illus. 23 cm. Bibliography: p. 95-96. 
[BF692.5.J63] 74-181531 4.95 

1. Chr stien de Troyes, 12th cent. Perceval 
le Gallois® 2. Jung, Carl Gustav, 1875- 
1961. 3. Men—Psychology. I. Title. 


*SHLIMBAUM, Charles W. 155’.4 
Two boys [by] Charles W. Shlimbaum. 
[First ed.] New York, Vantage Press 
[1974] 52 p. 21 cm. [BF721] ISBN 0-533- 
00954-5. 3.75 

1. Child study. I. Title. 


*WAGNER, Anna M. 155.408 
Sharing my world; a course in human 
personal development for elementary 
children [by] Anna M. Wagner. her- 
parent edition. lst edition New York, 
Vantage Press, [1974] 200 p. 21 cm. 
- [HQ772] ISBN 0-533-00996-0 7.50 

i. Human development-study and teaching. 
L. Title. 

Student edition A (0-533-00995-2) and 
student edition b (0-533- 00994- 4) available 
at 1.95 each. 


*SUTTON-SMITH, Brian 155.41 
How to play with your children (and when 
not to) New York Hawthorn Books [1974] 
x., 274 p., illus. 22 cm. [BF717.P53] 73- 
339 7.95 

f. Play. 2. Child study. I. Sutton-Smith, 
Shirley joint author IT. Title. 


*NAPEAR, Peggy Wood 155.4528 
Brain child; a mother’s diary [by] Peggy 
Napear. New York, Harper & Row [1974] 
xiv, [505] p. illus 25 cm. [LC4691] 72- 
9141 ISBN 0-06-013156-X 10.00 

i. Mentally handicapped children. I. Title. 


MANDER, Anica Vesel. 155.633 
Feminism as therapy [by] Anica Vesel 
Mander [and] Anne Kent Rush [New 
York] Random House [1974] 127 p. illus. 
22 cm. [HQ1206.M33] 74-8097 ISBN 0- 
394-49452-0 5.95 

1. Self-actualization (Psychology) 2. 
Women’s liberation movement—United 
States. 3. Woman (Psyckology) I. Rush, 
Anne Kent, 1945- joint author. II. Title. 
Pbk. 2.45, ISBN 0-394-70937-3 


HEIMSTRA, Norman W., 1934- 155.9 
Environmental psychology [by] Norman 
W. Heimstra [and] Leslie H. McFarling. 
Monterey, Calif., Brooks/Cole Pub. Co. 
[1974] 210 p. illus. 24 cm. (Core books in 
psychology series) Bibliography: p. 193- 
203. [BF353.H37] 74-76749 ISBN 0-8185- 
0122-7 7.50 

L Environmental psychology. I. 
McFarling, Leslie H., joint author. 


KIRTLEY, Donald D. 155.916 
The psychology of blindness [by] Donald 
D. Kirtley. Chicago, Nelson-Hall [1974] p. 
cm. Bibliography: p. [HV1598.K5] 74- 
17155 ISBN 0-88229-178-5 15.00 

1. Blind—Psychology. I. Title. 

Prepared from C.I.P. 


*ALLEN, David W. 155.937 
The fear of looking; or  scopophilic- 
exhibitionistic conflicts, [by] David W. 
Allen. Charlottesville, University Press of 
Virginia, [1974]. 132 p. 23 cm. [BF789] 
73-80875 ISBN 0-8139-0448-X. 7.95 

1. Fear. 2. Psychoanalysis. T. Title. 


THE Neuropsychology of 156.242 
aggression / edited by Rickard E. Whalen. 
New York : Plenum Press, [1974] p. cm. 
(Advances in behavioral biology ; v. 12) 
Based on papers presented at a workshop 
sponsored by the Dept. of Psychobiology, 
University of California, Irvine, and held at 
Newport Beach, Calif, Mar. 1974. 
Includes bibliographies and index. 
[BF575.A3N48] 74-23581 ISBN 0-306- 
37912-0 : 19.50 

L. Aggressiveness (Psychology)— 
Congresses. 2. Aggressive behavior in 
animals—Congresses. 3. 
Neuropsychology—Congresses. I. Whalen, 
Richard E., ed. II. California. University, 
Irvine. Dept. of Psychobiolagy. 

Prepared from C.I.P. 


STENHOUSE, David. 156.39 
The evolution of intelligence; a general 
theory and some of its implications. New 
York, Barnes & Noble Books [1974] 376 p. 
illus. 23 cm. Bibliography: p. 358-371. 
[BF431.S715 1974] 74-181589 ISBN 0-06- 
496518-X 17.50 

1. Intellect. 2. Psychology, Comparative. 3. 
Genetic psychology. I. Title. 


*SEMB, George B. 156.4 
Of children; a study guide, [by] George B. 
Semb. Belmont, Calif., Wadsworth. [1974]. 
136 p. 28 cm. [BF721] ISBN 0-534-00370- 
2 3.95 (pbk.) 

1. Child study— Workbooks. 2. 
Psychology— Workbooks. I. Title. 


*DOWNING, Jack. 157.2 
Dreams and nightmares; a book of Gestalt 
therapy sessions. Edited by Jack Downing 
and Robert Marmorstein. N.Y. Harper & 
Row [1974 ie.1973] 186 p. 22 cm. 


EVU TEBL OUEST 


[BE698] 73-9080 ISBN 0-06-136132-1` 
00 

7 Psychology, Applied. I. Marmorstein, 

Robert, joint author. II. Title. 


COVIN, Theron M., comp. 158.1 
Readings in human development: a 
humanistic approach. Edited by Theron 
Michael Covin. New York, MSS 
Information Corp. [1974] p- cm 
[BF204.C68] 74-11275 ISBN 0-8422- 5193- 
6 10.00 

1. Humanistic psychology—-Addresses, 
essays, lectures. 2. Self-actualization— 
Addresses, essays, lectures. I Title. 
Prepared from C.I.P. Pbk. 5.00, ISBN 0- 
8422-0439-3. 


KEEN, Bertha Margaret. 158°.1 
Good! I'm growing older. {\st ed.] Jericho, 
N.Y., Exposition Press [1974] 127 p. 22 


cm. (An Exposition-banner book) 
[BF724.6.K43] 74-76027 ISBN 0-682- 
47955-1 5.50 


1. Middle age—Psychological aspects. 2. 
Aged—Psychology. I. Title. 


BRANCH, Ed. 1587.2 
I want to be used. Illustrated by Claudia 
Ricketts. Millbrae, Ca., Celestial Arts 
[1974] [80] p. illus. 14 x 22 cm. 
[BF637.S4B68] 74-5972 ISBN 0-912310- 
68-5 2.95 (pbk.). 

1. Self-actualization (Psychology) I. Title. 


BOLZANO, Bernard, 1781-1848. 160 
Theory of science, edited with an introd. 
by Jan Berg. Translated from the German 
by Burnham Terrell. Dordrecht, Holland, 
Boston, D. Reidel Pub. Co. [1973] xiii, 398 
p. illus. 23 cm. (Synthese historical library) 
Selected from the Wissenschaftslehre 
(Sulzbach 1837) Bibliography: p. [385]-389. 
[B2967.B63W56132 1973] 72-92524 ISBN 
9-02-770248-9 50.00 (lib. bdg.). 

1. Philosophy. 2. Logic. I. Berg, Jan, 1928- 
ed. II. Title. II. Series. 


*SMART, Patricia. 160 
Thinking and reasoning. (London, 
Macmillan Education, 1973] 106 p. 22 cm. 
Bibliography: p. 99-102. [BC177] 

i. Reasoning. 2. Thought and thinking. 3. 
Logic. I. Title. 

Distributed by Linnet Books, 
Conn., for 5.00. 


KOZY, John. 162 
Understanding natural deduction; a 
formalist approach to introductory logic. 
Encino, Calif., Dickenson Pub. Co. [1974] 
ix, 236 p. 23 cm. [BC108.K6] 73-88122 
ISBN 0-8221-0128-9 7.95 

1. Logic-—Outlines, syllabi, etc. I. Title. 


*MILL, John Stuart 167 
A system of logic ratiocinative and 
inductive Being a connected view of tke 
principles of evidence and the methods of 
scientific investigation. by John Stuart 
Mill. Edited by J. M. Robson. 
Introduction by R. F. McRae. Toronto, 
Buffalo University of Toronto Press 1973 
London Routledge & Kegan Paul [1973] 2 
v. Includes bibliographical references. 
[BC59] 73-78926 ISBN 0-8020-1875-0 
50.00 (2 vols.) 

1. Logic. I. Robson, J. M., comp. II. Title. 


Hamden, 


STRUHL, Karsten J., comp. 170 
Ethics in perspective: a reader [by] Karsten 
J. Struhl [and] Paula Rothenberg Struhi. 
[1st ed.] New York, Random House [1974, 
c1975] p. cm. [BJ21.88] 74-19274 ISBN 
0-394-31852-8 6.95 

I. Ethics—Addresses, essays, lectures. I. 
Struhl, Paula Rothenberg, joint comp. Il. 
Title. 


11 


IVY PRILWOVFiTet 
Prepared from C.1.P. 


HANCOCK, Roger N., 1929- 170°.9 
Twentieth century ethics [by] Roger N. 
Hancock. New York, Columbia University 
Press, 1974. p. cm. Bibliography: p. 
[BJ319.H27]}- 74-12023 ISBN 0-231-03877- 
1 10.00 

1. Ethics—History—Great Britain. 2. 
Ethics—History—United States. I. Title. 
Prepared from C.I.P. 


DAY-LEWIS, Cecil, 1904- 
1972 

We're not going to do nothing; a reply to 

Mr. Aldous Huxley’s pamphlet ’What are 

you going to do about it?” [Folcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 

Reprint of the ed. published by the Left 

review, London. [JX1963.H896D38] 74- 

4379 5.00 

l. Huxley, Aldous Leonard, 1894-1963. 

What are you going to do about it? 2. War. 

3. Peace. I, Title. 

Prepared from C.I.P. 


*NORTHEDGE, F. S., comp. 172.4 
The use of force in international relations 
edited by F. S. Northedge. New York Free 


172.4 


Press [1974] 258 p. (Studies in 
international politics). - Includes 
bibliographical references. {[JX1395] 74- 
10140 12.95 


1. International Law—Foreign Relations. I. 
Title. 
PERCIVAL, Thomas, 1740- 

1804, 
Medical ethics. Edited by Chauncey D. 
Leake. Huntington, N.Y.. R. E. Krieger 
Pub. Co., 1974. p. cm. Reprint of the 
1927 ed. published by Williams & Wilkins, 
Baltimore. Bibliography: p. [R724.P4 1974] 
74-8603 ISBN 0-88275-176-X 12.50 


1747.2 


1. Percival, Thomas, 1740-1804. 2. 
Medical ethics. I. Title. 

Prepared from C.I.P. 

BROWN, Lee. 174’.9°097 


The reluctant reformation: on criticizing 
the press in America. a York, D. 
McKay [1974] x, 244 p 21 cm. 
Bibliography: p. 235-238. [PN4888.E8B7] 
7174-76642 ISBN 0-679-30257-3 6.95 

I. Journalistic ethics—United States. 2. 
Press—Evaluation. I. Title. 

Pbk. 3.95; ISBN 0-679-30258-1. 


LEHMAN, Harold D., 1921- 175 
In praise of leisure [by] Harold D. 
Lehman. Scottsdale, Pa., Herald Press, 
1974. p. cm. (The Conrad Grebel lectures, 
1973) Includes bibliographical references. 
[BJ1498.L426] 74-16399 ISBN 0-8361- 
1752-2 5.95; 2.95 (pbk.). 

l. Leisure. 2. Work. I. Title. If. Series. 
Prepared from C.I.P. 


*LEWIS, Bernard comp. 181.07 
Islam from the Prophet Muhammad to the 
capture of Constantinople Edited & 
translated by Bernard Lewis. New York 
Harper & Row 1974 [1973] 2 v. 20 cm. 


(Documentary History of | Western 
Civilization) Includes bibliographical 
references. [BP52] 72-7229 ISBN 0-06- 


138924-2 3.95 (per vol.) 
i. Islam. I. Title. 


CONFERENCE on 181°.09°512 
Seventeenth-Century Chinese Thought, 
Bellagio, Italy, 1970. 

The unfolding of Neo-Confuctanism, by 

Wm. Theodore de Bary and the 

Conference on Seventeenth-Century 

Chinese Thought. New York, Columbia 

University Press, 1974. p. cm. (Studies in 

oriental culture, no. 10) “This volume is 


12 


the product of a Conference on 
Seventeenth-Century Chinese Thought, 
held at the Villa Serbelloni in September 
1970, under the sponsorship of the 
Committee on the Study of Chinese 
Civilization of the American Council of 
Learned Societies.” Includes 
bibliographical references. [B127.N4C66 
1970] 74-10929 ISBN 0-231-03828-3 20.00 
1. | Neo-Confucianism—Congresses. 2. 
Confucianism—Relations—Buddhism— 
Congresses. 3. Buddha and Buddhism— 
Relations—-Confucianism—Congresses. I. 
De Bary, William Theodore, 1918- ed. II. 
American Council of Learned Societies 
Devoted to Humanistic Studies. 
Committee on Studies of Chinese 
Civilization. HI. Title. IV. Series. 

Prepared from C.I.P. Pbk. 9.00; ISBN 0- 
231-03829-1. 


CREEL, Herrlee Glessner, 181.11 
1905- 
Sinism : a study of the evolution of the 


Chinese world-view / by Herrlee Glessner 
Creel. Westport, Conn. : Hyperion Press, 
1974. p. cm. Reprint of the 1929 ed. 
published by Open Court. Pub. Co., 
Chicago. [B126.C7 1974] 74-2904 ISBN 0- 
88355-165-9 : 12.00 

J. Philosophy, Chinese. 2. 
Religion. I. Title. 

Prepared from C.I.P. 


KAPILA. 181°.41 
The Samkhya philosophy, containing (1) 
Samkhya-pravachana sutram, with the 
vritti of Aniruddha, and the bhasya of 
Vijnana Bhiksu and extracts from the 
vritti-sara of Mahadeva Vedantin (2) Tatva 
samasa (3)  Samkhya karika (4) 
Panchasikha sutram. Translated by 
Nandalal Sinha. Allahabad, Panini Office, 
1915. [New York, AMS Press, 1974] p. 
Added t.p., dated 1912: The Samkhya- 
pravachana-sutram. Also includes 
Narendra’s commentary on Kapila’s 
Tattvasamasa. Isvarakrsna’s Sankhyakarika 
and Pancasikha’s Pancasikhasutra form 
appendices 6-7. Original ed. issued-as v. 
11, pts. 1-9 of The Sacred books of the 
Hindus. Texts of Kapila, Isvarakrsna, and 
Pancasikha in English and Sanskrit; 
introductory matter and commentaries in 
English. [B133.K38E57] 73-3799 ISBN 0- 
404-57811-X 57.50 

1. Sankhya. I. Narendra. II. Sinha, 
Nandalal, ed. HE Kapila. Tattvasamasa. 
English & Sanskrit. 1974. IV. Aniruddha. 


China— 


Sankhyasutravrtti, English, 1974. V. 
Vijhanabhiksu, 1550. 
Sankhyapra age ` English. 1974, 


VI. Mahadeva Vedantin. Sankhyavrttisara. 
English. 1974. VH. ` Isvarakrsna. 
Sankhyakarika. English & Sanskrit. 1974. 
VII. Paneasikha. Pancasikhasutra. English 
& Sanskrit. 1974. IX. Title. X. Title: The 
Samkhya-pravachana-sutram. XI. Series: 
The Sacred books of the Hindus, v. 11. 
Prepared from C.I.P. 


JAIMINI. 1817.42 
The Mimamsa sutras of Jaimini. Translated 
by Mohan Lal Sandal. Allahabad, Panini 
Office, 1923-25. [New York, AMS Press, 
1974] p. cm. Original ed. issued as v. 27, 
pts. 1-8, of The Sacred books of the 
Hindus. English and Sanskrit; introd. and 
commentary in English. Intended as z 
replacement of | Ganganatha’ Jha’s 
incomplete ed. of the work issued as v. 10 
of the series. Sandal’s introd. to his owr. 
ed. of the work (Introduction to the 
Mimamsa sutras of Jaimini) issued as v. 28 
of the series. [B132.M5J2913 1974] 73- 
3820 ISBN 0-404-57827-6 79.50 

1. Mimamsa. I. Sandal, Mohan Lal, ed. IL. 


T AMTRILAIN DUGAN TUDLIORENG REVUR 


Title. III. Series: The Sacred books of the 
Hindus, v. 27. 
Prepared from C.I.P. 


JAIMINI. 181°.42 
The Purva mimamsa sutras of Jaimini: 
chapters I-II Translated with an original 
commentary by Ganganath Jha. Allahabad, 
Panini ‘Office, 1916. [New York, AMS 
Press, 1974] p. cm. Original ed. issued as 
v. 10, pts. 1-6 of The Sacred books of the 
Hindus. Added t.p. denoting intended 
scope of the work dated 1911. No more 
published. A complete translation of this 
work was made by Mohan Lal Sandal and 
issued in 1923-25 as v. 27 of the series. 
Sandal’s Introduction to the Mimamsa 
sutras of Jaimini was issued in 1925 as v. 
28 of the series. English and Sanskrit; 
introd. and commentary in English. 
[B132.M5J2913 1974b] 73-3797 ISBN 0- 
404-57810-1 42.50 

1. Mimamsa. I. Jha, Ganganatha, Sir, 
1871-1941, ed. II. Title. II. Series: The 
Sacred books of the Hindus, v. 10, pts. 1-6. 
Prepared from C.I.P. 


SANDAL, Mohan Lal. 1817.42 
Introduction to the Mimamsa sutr of 
Jaimini. Allahabad, Panini Office [1915. 
New York, AMS Press, 1974] p. em. 
Original ed. issued as v. 28 of The Sacred 
books of the Hindus. Intended as an 
introd. to the Purva mimamsa sutras of 
Jaimini and the Mimamsa sutras of 
Jaimini, issued as v. 10 and v. 27 of the 
series. [B132.M5S28 1974] 73-3821 ISBN 
0-404-57828-4 19.00 

1. Mimamsa. 2. Jaimini. I. Title. II. Series: 
The Sacred books of the Hindus, v. 28. 
Prepared from C.I.P. 


GOTAMA, called 
Aksapada. 
The nyaya sutras of Gotama. Translated by 
Satisa Chandra Vidyabhusana. Allahabad, 
Panini Office, 1913. [New York, AMS 
Press, 1974] p. cm. Original ed. issued as 
v. 8 of The Sacred books of the Hindus. 
English and Sanskrit; commentary in 
English. [B132.N8G6513 1974] 73-3795 
ISBN 0-404-57808-X 22.50 
1. Nyaya. I. Vidyabhusana, Satis Chandra, 
1870-1920, ed. HT. Title. HI. Series: The 
Sacred books of the Hindus, v. 8. 
Prepared from C.I.P. 


DASGUPTA, Surendra Nath, e 
1885-1952. . 

Yoga as philosophy and religion. New 
York, Krishna Press, 1974. x, 200 p. 24 
cm. Reprint of the 1924 ed. published by 
Dutton, New York, in series: Trubner’s 
Oriental series. Includes bibliographical 
references. [B132.Y6D27 1974] 73-22824 
ISBN 0-87968-104-7 29.95 

J. Yoga. 2. Philosophy, Hindu. 3. Patanjali. 
I. Title. 


SVATMARAMA, Swami. 1817.45 
The Hgtha yoga pradipika. Translated into 
Engh by Pancham Singh. Allahabad, 
Panini Office, 1915. [New York, AMS 
Press, 1974] p. cm. Issued separately as 
extra v. 2 of the Sacred books of the 
Hindus. Original ed. issued as v. 15, pt. 3 
of the series, under the general title: Yoga 
sastra. English and Sanskrit; introd. in 
English. [B132.Y6S853 1974] 73-3805 
ISBN 0-404-57837-3 14.50 

1. Yoga, Hatha. I. Sing, Pancham, ed. I. 
Title. II. Title: Yoga sastra. IV. Series: 
The Sacred books of the Hindus, extra v. 
2. 


181’.43 


1817.45 


Prepared from C.LP. 


*VILAYAT, Pir. 
Toward the one. [by] Pir Vilayat. 


181.45 
New 


York Harper & Row 1974 G, 678 p. illus. 
20 cm. [B132.Y6] 73-7132 ISBN 0-06- 
090352-X 5.75 (pbk.)} 

1. Yoga. I. Title. 


PATANJALI. 181.452 
Patanjali’s Yoga sutras, with the 
commentary of Vyasa and the gloss of 
Vachaspati Misra. Translated by Rama 
Prasada, with an introd. by Srisa Chandra 
Vasu. Allahabad, Panini Office, 1912. 
[New York, AMS Press, 1974] p. cm. 
Cover title: Aphorisms of yoga. Original 
ed. issued as v. 4 of The Sacred books of 
the Hindus. English and Sanskrit. 
[B132.Y6P26413 1974] 73-3789 ISBN 0- 
404-57804-7 22,50 

1. Yoga. I. Rama Prasada, ed. II. Vyasa. 
Yogabhasya. English & Sanskrit. 1974. TII. 
Vacaspatimisra, disciple _ of 
Martandatilakasvamin. Yogatattvavaisaradi. 
English & Sanskrit. 1974. IV. Title: 
Aphorisms of yoga. V. Series: The Sacred 
books of 

Prepared from C.I.P. 


BADARAYANA. 1817.48 
The Vedanta sutras of Badarayana, with 
the? commentary of Baladeva. Translated 
by Srisa Chandra Vasu. Allahabad, Panini 
Office, 1912. [New York, AMS Press, 
1974] p. cm. Original ed. issued as v. 5, 
pts. 1-10 of The Sacred books of the 
Hindus. English and Sanskrit; introd. and 
commentary in English. The introd. to this 
work, Studies in the Vedanta sutras of 
Badarayana, by Srisa Chandra Vasu, issued 
‘in 1919 as v. 22, pt. 2 of the series. The 


Prameyaratnavali of Baladeva, a summary . 


of the teachings of Chaitanya: p. [1]-54 (at 
end) [B132.V3B2 1974] 73- 3790 ISBN 0- 
404-57805-5 57.50 


1. Vedanta. 2. Bhakti I.  Baladeva 
Vidyabhusana, 1720-1790. 
Prameyaratnavali. English & Sanskrit, 


1974. II. Chaitanya, 1486-1534. III. Vasu, 
Srisa Chandra, rai bahadur, 1861- 1918? 
ed. IV. Baladeva Vidyabhusana, 1720-1 790. 
Baladevabhasya. English. 1974. V. Title. 


VI. Series: The Sacred books of the 

Hindus, v. 5. 

Prepared from C.I.P. 

VASU, Srisa Chandra, rai 181’.48 
bahadur, 1861-1918? 

Studies in the Vedanta sutras of 


Badarayana, by Srisachandra Vidyarnava. 
Allahabad, Panini Office, 1919. [New 
York, AMS Press, 1974] p. cm. Original 
ed. issued as v. 22, pt. 2, of The Sacred 
books of the Hindus. Includes selections in 
English from the commentaries of Sankara: 
Ramanyja, Madhva, Sri Kantha, 
Ballabhacharya, and Numbarka on the 
Brahmasutra of Badarayana. Includes some 
slokas in Sanskrit. Intended to serve as an 
introd. to the author’s translation of the 
Brahmasutra. [B132.V3V36 1974] 73-3815 
ISBN 0-404-57843-8 14.50 

1. Vedanta. I Title. I. Series: The Sacred 
books of the Hindus, v. 22, pt. 2. 


Prepared from C.I.P. ~ 
*WHITNEY, William D. 181.48 
The  Taittiriya-Pratisakhya; with its 
commentary the Tribhashyaratna: text, 
_ translation and notes. Delhi, Motilal 
Banarsidass [1973] 469 p. 23 cm. 


{B132.V3] ISBN 0-8426-0466-9 
1. Vedas. 2. Vedanta. I. Title. 
Distributed by Verry for 12.50. 


COPLESTON, Frederick 
Charles. 

A history of medieval philosophy [by] F. 

C.  Copleston. New York, Harper 

Torchbooks [1974, c1972} 399 p. 21 cm. 

(Harper torchbooks) Bibliography: p. [347] 


189.09 


‘Brown, 


ee 


-381. [B721.C57 1974] ISBN 0-06-131786- 
1 3.95 (pbk.) 

1. Philosophy, Medieval. I. Title. 

L.C. card number for original ed.: 71- 
181837. 


ABAILARD, Pierre, 1079- 
1142. 


189.4 B 


The letters of Abelard and Heloise; 


translated [from the 
introduction by Betty Radice. 
Harmondsworth, Penguin, 1974. 309 p. 
maps. 18 cm. (Penguin classics) Includes 
Historia calamitatum; Abelard to a friend; 
the story of his misfortunes. Includes 
index. Bibliography: i 296-297. 
[PA8201.A4 1974] 74-177112 ISBN 0-14- 
044297-9 . 
L. Abailard, Pierre, 1079-1142— 
Correspondence. 2. Heloise, 1101-1164. I. 
Heloise, 1101-1164. II. Abailard, Pierre, 
1079-1142. Historia calamitatum. English. 
1974. Ill. Title. 

Distributed by Penguin Books, Baltimore, 
Md; 1.95 (pbk.). 


Latin] with an 


*LEVI, Albert William. 190 
Philosophy as social expression. Chicago, 
{university of Chicago Press [1974]. 328 p. 
illus. 23 cm. Bibliography: p. 319-321. 
[B804] 73-84191 ISBN 0-226-47389-9 
12.50 

1. Philosophy. I. Title. 


*WHYTE, Lancelot Law, 
1972. 

The universe of experience, a world view 

beyond science and religion. New York, 

Harper & Row [1974] 155 p. 21 cm. 

(Harper torchbooks) [B804] ISBN 0-06- 

131821-3 3.45 (pbk.) 

1. Philosophy, Modern. I. Title. 

L.C. card no. for original ed. is 73-20058. 


1896- 190 


*GAY, Peter, ed. 190.942 
The enlightenment; a comprehensive 
anthology. New York, Simon and Schuster, 
[1973, ie.1974] 829 p. 22 cm. [B1302.E65] 
72-87947 ISBN 0-671-21707-0. 5.95 (pbk.) 
1. Enlightenment. I. Title. 


AFTER Brockman; 191 
a symposium [by] Jay Bail [and others. 
Somerville, Mass.] Abyss Publications, 
1974. 69 p. 22 cm. (Abyss, v. 4, no. 1-3) 
[B945.B7454A65] 74-181580 ISBN 0- 
911856-14-5 2.00 (pbk.) 

1. Brockman, John, 1941- —Addresses, 
essays, lectures. I Bail, Jay. Il. Title. TI. 
Series. 


JAMES, Henry, 1811-1882. 191 
Henry James, Senior: a selection of his 
writings. Edited and with an introd. by 
Giles “Gunn. a American Library 
Association, 1974. p. cm. [B921.J21G86] 
74-17313 ISBN 0-8389-0189-1 14.95 

1. Philosophy—Collected works. I. Title. 
Prepared from C.I.P, 


PERRY, Ralph Barton, 1876- 191 
1957. 
The thought and character of. William 
James, as revealed in unpublished 
correspondence and notes, together with 
his published writings. Westport, Conn., 
Greenwood Press [1974, cl935] p. cm. 
Reprint of the ed. published by Little, 
Boston. Contents.—v. I; 
and vocation.—v. 2. 
Philosophy and psychology. Includes 
bibliographies. [B945.J24P42 1974] 74- 
5778 ISBN 0-8371-7520-8 65.00 
1. James, William, 1842-1910. I. Title. 
Prepared from C.I.P. 


Inheritance 


WATTS, Alan Wilson, 1915- “191 
The essence of Alan Watts. Millbrae, Ca., 
Celestial Arts [1974- p. cm. Contents.—v. 
1. God—v. 2.  Meditation—v. 3. 
Nothingness. [B945.W321 1974] 74-10124 
3.95 (pbk.). 

1. Philosophy—Collected works, I. Title. 
Prepared from C.I.P. | 


WATTS, Alan Wilson, 1915- 
1973 


God. Millbrae, Ca., Celestial Arts [1974] 
p. cm. (His-The essence of Alan Watts, v. 


191s 


1) [B945.W321 1974 vol. 1] [BT102] 
291.21 74-13648 ISBN 0-912310-75-8 
3.95 (pbk.). 


1. God. I. Title. 
Prepared from C.LP. 


COURTNEY, Janet Elizabeth 
Hogarth, 1865- 

Freethinkers of the nineteenth: century, by 

Janet E. Courtney. [Folcroft, Pa.] Folcroft 

Library -Editions, 1974. p. cm. Reprint of 

the 1920 ed. published by Chapman & 

Hall London, [B1569.C6 1974] 74-8075 
0 


1. Maurice, Frederick Denison, 1805-1872. 
2. Arnold, Matthew, 1822-1888—Religion 
and ethics. 3. Bradlaugh, Charles, 1833- 
1891, 4. Huxley, Thomas Henry, 1825- 
1895. 5. Stephen, Leslie, Sir, 1832-1904. 6. 
Martineau, Harriet, 1802-1876. 7. 
Kingsley, Charles, 1819-1875. I. Title. 
Prepared from C.I.P. Contents omitted. 


PAREKH, Bhikhu C., comp.. 192 
Jeremy Bentham, ten critical essays; edited 
by Bhikhu Parekh. London, Cass [1974] 
xxvii, 204 p 23 cm. Includes 
bibliographical references. [B1574.B34P37] 
72-92975 ISBN 0-7146-2959-6 

1. Bentham, Jeremy, 1748-1832. 
Distributed by International Scholarly 
Book Service; 15.00. Contents omitted. 


HARTNACK, Justus., 193 
Immanuel Kant; an explanation of his 
theory of knowledge and moral philosophy. 
{Atlantic Highlands, N.J] Humanities 
Press [1974] p. cm. [B2799.K7H36] 74- 
8369 10.50 


192 B 


L Kant, Immanuel, 1724-1804— 
Knowledge, Theory of 2. Religion— 
Philosophy. 

Prepared from C.I.P. 

*HEGEL, Georg Wilhelm 193 


Friedrich, 1770-1831. 

Hegel, the essential writings edited and 
with introductions by Frederick G. Weiss. 
Foreword by J. N. Findlay. New York, 
Harper & Row, [1974] xx., 346 p. 21 cm. 
Bibliography: p. 339-346 [B2948] 74-3521 
ISBN 0-06-139715-6 3.95 (pbk.} 

L Weiss, Frederick, comp. H. Title. 


MARX, Werner. 193 
Hegel’s Phenomenology of spirit, it’s point 
and purpose; a commentary on the preface 
and introduction. Translated by Peter 
Heath. [ist ed.] New York, Harper & Row 
[1974] p. cm. Translation of Hegels 
Phanomenologie ‘des Geistes. Includes 
bibliographical references. [B2929.M2813} 
74-4635 4.50 

1. Hegel, Georg Wilhelm Friedrich, 1770- 
1831, Phanomenologie des Geistes. I. Title. 
Prepared from C.LP. 


PEROTTI, James L. 193 
Heidegger on the divine : the thinker, the 
Poet, and God / James L. Perotti. [Athens] 
: Ohio University Press, [1974] x, 134 p. ; 
24 om. Includes index. Bibliography: p. 
{123]-131. [B3279.H49P445] 73-92904 
ISBN 0-8214-0144-0 lib.bdg. : 7.50 


13 


ae Re 


1. Heidegger, Martin, 1889- —Ontology. 2. 
God. I. Title. 

TILLICH, Paul, 1886-1965. 193 
, Mysticism and guilt-consciousness in 
Schellings philosophical development. 
Translated with an introd. and notes by 
Victor Nuovo. Lewisburg [Pa.] Bucknell 
University Press [1974] p. cm. Originally 
presented as the author’s thesis, Halle, 


1912. Translation of Mystik und 
Schuldbewusstsein in Schellings 
philosophischer Entwicklung. Includes 
bibliographical references. 


[B2899.M88T5413 1974] 73-22866 ISBN 
0-8387-1493-5 8.00 

1. Schelling, Friedrich Wilhelm Joseph 
von, 1775-1854. 2. Mysticism. 3. Guilt. I. 
Title. 

Prepared from C.I.P. 


FINE, Peter Martin. 194 
Vauvenargues and La Rochefoucauld. 
[Manchester] Manchester University Press; 
(Totowa, N.J.) Rowman and Littlefield 
[1974] p. cm. Bibliography: p. 
[BJ704.V5F56 1974] 74-13244 ISBN ð- 
87471-584-9 11.50 

1. Vauvenargues, Luc de Clapiers, marquis 
de, 1715-1747. 2. La Rochefoucauld, 
Francois, duc de, 1613-1680. 3. Man. I. 
Title. 

Prepared from C.I.P. 


ERASMUS, Desiderius, 199.492 
d.1536. 
The correspondence of Erasmus. 


Translated by R. A. B. Mynors and D. F. 
S. Thomson. Annotated by Wallace K. 
Ferguson. [Toronto, Buffalo] University of 
Toronto Press [1974- v. illus. 26 cm. 
(His Collected works of Erasmus v. 1) 
Translation of Opus epistolarum Des. 
Erasmi Roterdami. Contents.—[1] Letters 
1 to 141, 1484-1500. Includes 
bibliographical references. [PA8511.A5E55 
1974] 72-97422 ISBN 0-8020-1981-1 25.00 


1. Erasmus, Desiderius, d.  1536— 
Correspondence. I. Title. 

200 RELIGION 

*BYERLEY, Florence P. 200 


My favorite Jewish Mother, [by] Florence 
P. Byerley. lst ed. New York, Vantage, 
[1974] 170 p. illus. 22 cm. [BL48] ISBN 0- 
533-00992-8 4.95 

1, Religion. I. Title. 


GROOT, Jan Jakob Maria 
de, 1854-1921. 
Sectarianism and religious persecution in 
China. Shannon, Ire., Irish University 
Press; New York, Barnes & Noble Books 
[1974] 2 v. illus. 23 cm. Facsim. reprint of 
the 1903-04 ed. published by J. Muller, 
Amsterdam in series: Verhandelingen der 
Koninklijke Akademie van Wetenschappen 
te Amsterdam. Afd. Letterkunde, Nieuwe 
reeks, deel 4, no. 1-2. Includes 
bibliographical references. [BL1801.G712] 
74-181602 ISBN 0-06-491653-7 42.50 (set) 
1. China—Religion. 2. Persecution—China. 
3. China—Church history. 4. Religious 
laws and legislation—China. I. Title. I. 
Series: Akademie van Wetenschappen, 
Amsterdam. Afdeling Letterkunde. 
Verhandelingen, nieuwe reeks, deel 4, no. 


200°.951 


HOLLOWAY, Richard. 201 
New vision of glory / by Richard 
Holloway. London : Mowbray ; New York 
: Seabury Press, 1974. [10], 198 p. ; 21 cm. 
Includes bibliographical references. 


14 


bibliographical 


[BV4637.H63 1974] 74-186513 ISBN 0- 
8164-0260-4 (Seabury) : 5.95 

5 ait 2. Apologetics—20th century. I. 
Ftle. 


SKRADE, Carl. 201 
God and the grotesque. Philadelphia, 
Westminster Press [1974] 176 p. 20 cm. 


Includes bibliographical references. 
{EV4638.S56] 74-10972 ISBN 0-664- 
20710-3 7.50 


1. Hope. 2. Theology—20th century. 3. 
Rationalism. 4. Grotesque. I. Title. 
Pbk. 3.50, ISBN 0-664-20710-3 


BILDSTEIN, Walter J. 2017.1 
Radical response / Walter J. Bildstein. 2d 
ed. Hicksville, N.Y. : Exposition Press, 
[1974] xvi, 144 p. ; 21 cm. (An 
Exposition-testament book) First ed. 
published in 1972 under title: 
Secularization: the theology of John A. T. 
Robinson, a radical response. Bibliography: 
p. [131]-144. [BX5199.R722B54 1974] 74- 
136984 ISBN 0-682-47931-4 : 6.50 

J. Robinson, John Arthur Thomas, Bp., 
1919- 2. Secularization (Theology) I. Title. 


HUGEL, Friedrich, 
Freiherr von, 1852-1925. 
Essays & addresses on the philosophy of 
religion. Westport, Conn., Greenwood 
Press [1974] p. cm. Reprint of the 1921 
ed. published by J. M. Dent, London. 
[BL51.H9 1974] 72-9828 ISBN 0-8371- 
6219-X 15.25 
I. Jesus Christ—Messiahship. 2. Troeltsch, 
Ernst, 1865-1923. 3. Catholic Church— 
Doctrinal and controversial 
Catholic authors. 4. Religion—Philosophy. 
5S. Theism. 6. Heaven. 7. Hell. I. Title. 
Frepared from C.I.P. Contents omitted. 


MASSEY, Gerald, 1828-1907. 208 
Gerald Massey’s Lectures / with foreword 
by John G. Jackson ; introd. by Sibyl 
Ferguson. New York : S. Weiser, 1974. vii, 
287 p. ; 24 cm. "Originally published in a 
private edition c. 1900.” [BL50.M327 
1974] 73-92165 ISBN 0-87728-249-8 : 
12.50 

i. Religion—Addresses, essays, lectures. 


TALLACH, John. 209’.2°2 B 
God made them great / John Tallach ; 
illustrated by Lawrence Littleton Evans. 
Edinburgh ; Carlisle, Pa. : Banner of Truth 
Trust, 1974. viii, 135 p. : ill. ; 22 cm. 
Peat ieee sa 74-185858 ISBN 0-85151- 
190-2 : 

J. Annan, Robert, 1834-1867. 2. Brainerd, 
David, 1718-1747. 3. Bray, William, 1794- 
1868. 4. Kuhn, Isobel. 5. Muller, George, 
1805-1898. I. Title. 


FARRAR, Adam Storey, 
1826-1905. 
A critical history of free «thought in 
reference to the Christian religion. New 
York, B. Franklin [1974] p. “Eight 
lectures preached before the University of 
Oxford, in the year M.DCCC.LXIL, on 
the foundation of the late Rev. John 
Bampton.” Reprint of the 1896 ed. 
published by D. Appleton, New York. 
[BL2750.F3 1974] 74-8137 ISBN 0-8337- 
4095-4 22.50 
1. Free thought—RHistory. I. Title. 
Prepared from C.I.P. 


2017.1 


2112.409 


A EIN, John Godolphin, 
A spiritual psychology / J. G. Bennett. Ist 
American ed., rev. Lakemont, Ga. : CSA 
Press, 1974. 268 p. : ill. ; 22 cm. Includes 
references and index. 
[BP605.S7B4 1974] 73-81620 ISBN 0- 
87707-128-4 : 6.95 


212°.5 


works— . 


1. Psychology, Religious. 2. Subud. I. Title. 


*TINER, John Hudson. 215 
When science fails. Grand Rapids, Baker 
Book House [1974] 136 p. 18 cm. 
(Direction books.) [BL245] ISBN 0-8010- 
8823-2 1.25 (pbk.), 

i. Religion and science. L Title. 


PLANTINGA, Alvin. 216 
God, freedom, and evil / Alvin Plantinga. 
New York : Harper & Row, 1974. viii, 112 
P. ; 21 cm. (Basic conditions of life) 
(Harper torchbooks ; TB 1811) Includes 
bibliographical references. [BT102.P56 
1974] 73-17603 ISBN  0-06-136140-2. 
ISBN 0-06-131811-6 pbk. : 3.45 

1. Ged—Proof 2. Good and evil. 3. 
Theodicy. I. Title. 


UN GER, Merrill Frederick, 
1909- 

Unger’s guide to the Bible [by] Merrill F. 
Unger. Wheaton, Ill., Tyndale House 
Publishers [1974] xi, 777 p. illus. 24 cm. 
“Bible dictionary”: p. [423]-620. “Bible 
concordance”: p. [621]-777. [BS475.2.U5] 
74-79606 ISBN 0-8423-7790-5 12.95 

1. Bible—Introductions. 2.  BriBle— 
Dictionaries, 3.  Bible—Concordances, 
English. I Title. If. Title: Guide to the 


220 


Bible. 

*BIBLE characters and 220.07 
doctrines. 

Volume X, 1974 Jairus to blind leaders 


and Righteousness in Christ [by] E. M. 
Blacklock [and] William L. Lane is now 
available from Eerdmans, Grand Rapids 
for 1.50 (pbk.) 


HOW to understand the 220°.07 
Bible. [By] Ralph Herring, Frank Stagg, 
and others. Nashville, Broadman Press 
[1974] 194 p. 21 cm. Bibliography: p. 189- 
192. [BS475.2.H68] 74-75674 ISBN 0- 
8054-2127-5 5.95 

A Bible—Introductions. I. Herring, Ralph 


eras James Montgomery, 220.1°5 
The last and future world. Grand Rapids, 
Zondervan Pub. House [1974] xi, 148 p. 
21 cm. [BS647.2.B64] 73-22702 3.95; 1.95 
(pbk.) 

1. Bible—Prophecies. I. Title. 


JONES, Milton H., 1911- 220.1°5 
Let’s take a walk with Jesus through the 
Bible / by Milton H. Jones. Philadelphia : 


Dorrance, [1974] 207 p. ; 22 cm. 
[BS647.2.J66]) 74-75254 ISBN 0-8059- 
2000-5 : 6.95 


1. Bitle—Frophecies. I. Title. 


*MULLAN, Carol. 220.42 
Bible picture stories from the old and new 
testaments by Carol Mullan. Illustrated by 
Gordon Laite. New York, Golden Press 
1974 Loy. (unpaged) illus. 32 cm. (Golden 
Book®} [BS551] 0-307 1.25 

4. Bible—Juventle literature. I. Title. 


BIBLE. English. 
Selections. 1974. 

A concise treasury of Bible quotations / 

[edited] by Robert Garvey. Middle Village, 

N.Y. : Jonathan David Publishers, 1974. 

p. cm. [BS391.2°G37] 74-1966 ISBN 0- 

8246-0184-9 : 8.95 lib.bdg.: 6.95 

I. Garvey, Robert, ed. IT. Title. 

Prepared from C.I.P. 


BIBLE. English. Smith. 

1974. : 
The Holy Scriptures. Inspired version: 
containing the Old and New Testaments, 


220.52 


220.5°2 


VECEMBER 34,1774 % 

an inspired revision of the Authorized 
version, by Joseph Smith, Jr. 
Independence, Mo., Herald Pub. House 
{1974] 1201, 88 p. 21 cm. A publication of 
the Reorganized Church of Jesus Christ of 
Latter Day Saints. ” Concordance, 
especially prepared for use with the 
Inspired version of the Holy Scriptures”: p. 
1-80 (2d group) [BX8630.A2 1974] 73- 
87524 ISBN 0-8306-0112-4 9.00; 25.00 
(deluxe ed.) 

f= Smith,- Joseph, 1805-1844. II 
Reorganized Church of Jesus Christ of 
Latter-Day Saints. III. Bible. English. 
Authorized. 1974. 


BIBLE. N.T. Ephesians. 220.6’6 s 
English. Barth. 1974. 
Ephesians. Introd., translation, and 


commentary by Markus Barth. [ist ed.] 
Garden City, N.Y., Doubleday, 1974. 2 v. 
(xxxiv, 849 p.) 25 cm. (The Anchor Bible, 
v. 34-34A) Includes bibliographies. 
[BS192.2.A1 1964.G3 vol.  34-34A] 
(BS2693] 227'.5°077 .72-79373 ISBN 0- 
385-04412-7 16.00 

1. Bible. N.T. Ephestans—Commentaries. 
I. Barth, Markus, ed. If. Title. III. Series. 


MAY, Herbert Gordon, 1904- 220.9 
Oxford Bible atlas. 2nd ed. / edited by 
Herbert G. May with the assistance of G. 
N. S. Hunt in consultation with R. W. 
Hamilton. London ; New York : Oxford 
University Press, 1974. 144 p. : ill, col. 
maps, col. plans, ports. ; 26 cm. Includes 
index. [BS630.M35 1974] 74-184843 ISBN 
0-19-211557-X pbk. : 3.95 

L. Bible—Geography. 2. Bible— 
Geography—Maps. IL Hunt, Geoffrey N. 
+ ie author. I. Hamilton, R. W. III. 
itle. 


BARR, George, 1916- ; 220.9°2 
Who's who in the Bible. Middle Village, 
N.Y., Jonathan David Publishers [1974] p. 
cm. [BS570.B33] 74-1965 ISBN 0-8246- 
0179-8 6.95; 8.95 (lib. bdg.). 

1. Bible—Btography—Dictionaries. I. Title. 
Prepared from C.I.P. 


LEIMAN, Sid Z., comp. 221.474 
The Canon and Masorah of the Hebrew 
Bible : an introductory reader / edited by 
Sid Z. Leiman. New York : Ktav Pub. 
House, [1974] x, 877 p. ; 24 cm. (The 
Librasy eof Biblical studies) 
bibliographical references. [BS718.L35] 76- 
149605 ISBN 0-87068-164-8 : 29.50 

I. Masorah—Addresses, essays, lectures. 2. 


Bible. O.T.—Canon—Addresses, essays, 
lectures. I. Title. IT. Series. 

JELLICOE, Sidney, comp. 221.478 
. Studies in the Septuagint origins, 
recensions, and interpretations : selected 


essays, with a prolegomenon / by Sidney 
Jellicoe. New York : Ktav Pub. House, 


[1974] Ixii, 609 p. ; 24 cm. (Library of 
Biblical studies) English, Franch, or 
German. Includes bibliogr&phical 


references. [BS744.]45] 73-1344 ISBN 0- 
87068-219-9 : 25.00 

i. Bible. OT. Greek—Versions— 
Septuagint. I. Title. IF. Series. 


KLEIN, Ralph W. 221.48 
Textual criticism of the Old Testament : 
the Septuagint after Qumran / by Ralph 
W. Klein. Philadelphia : Fortress Press, 
(1974] xii, 84 p. ; 22 cm. (Guides to 
Biblical scholarship : Old Testament series) 
Bibliography: p. 84. [BS1136.K55] 74- 
80420 ISBN 0-8006-1087-3 pbk.: 2.75 

1. Bible. O.T.—Criticism, Textual. 2. Bible. 
O.T.  Greek-—Versions—Septuagint. T. 
Title. . 


Includes ' 


. Woodbury, 


DUNSTON,; Alfred 221.8°30145°196 
G., 1915- 

The Black man in the Old Testament and 
its world / by Alfred G. Dunston, Jr. 

Philadelphia : Dorrance, [1974] 161 p. ; 22 
cm. ` Bibliography: ; 159- 161. 

[BS1199. N4D86] Oh 78665" ISBN 0-8059- 
2016-1 : 6.95 

i. Negro race in the Bible. [ Title. 


WEINBERG, Norbert. 222’.1°07 
The essential Torah. New York, Bloch 
Pub. Co. [1974] xii, 332 p. 24 cm. 
(BM670.H3W44] 73-77282 ISBN. 0-8197- 
0282-X 8.95 

i. Jews. Liturgy and ritual. Haftorath— 
Commentaries. 2. Bible. O.T. Pentateuch— 
Commentaries. I. Title. 


FORRESTER-BROWN, James S. 2272.11 
The two creation stories in Genesis; a 
study of their symbolism [by] James S. 
Forrester-Brown. Berkeley, Shambala, 
1974. xiii, 284 p. 22 cm. Reprint of the 
1920 ed. published by J. M. Watkins, 
London. Bibliography: . . 282-284. 
[BS651.F7 1974] 74-75095 ISBN 0-87773- 
053-9 3.95 

1. Bible. O.T. Genesis 1-I]I—Criticsim, 
interpretation, etc. 2. Creation. I. Title. 


*AARON'S riming Bible, 
volume VI—Joshua. 
Volume VI, 1974. is now available from 
Dorrance, Philadelphia for 4.00. ISBN 0- 
8059-1957-0. L.C. card no.: 78-16022. 


222.15066 


BIBLE. O.T. Joshua. 

English. New English. 1974. 
The book of Joshua. Commentary by J. 
Maxwell Miller and Gene M. Tucker. 
(London, New York] Cambridge 
University Press [1974] x, 205 p. maps. 21 
cm. (The Cambridge Bible commentary: 


222.2°077 


- New English Bible) Bibliography: p. 185. 


[BS1293 1974] 74-180248 ISBN 0-521- 
08616-7 11.95 

1. Bible. O.T. Joshua—Commentaries. I. 
Miller, James Maxwell, 1937- II, Tucker, 
Gene M. IIT. Title. IV. Series. 


PLOTKIN, Albert. 224.2066 
The religion of Jeremiah. [New York] 
Bloch Pub. Co. [1974] 153 p. 23 cm. 
Bibliography: p. 147-153. [BS580.J4P56] 
73-93045 3.95 

i. Jeremiah, the prophet. 2. Bible. 
Jeremiah—Criticism, interpretation, etc. I. 
Title. 


GROMACKI, Robert Glenn. 225.6 
New Testament survey / Robert G. 
Gromacki. Grand Rapids : Baker Book 
House, [1974] xi, 433 p. : il. ; 24 cm. 
Includes index. Bibliography: p. 414-425. 
[BS2330.2.G76] 74-83793 ISBN 0-8010- 
3677-1 : 9.95 

1. Bible. N.T.—Introductions. I. Title. 


RHEIN, Francis Bayard. 
Understanding the New Testament. Rev. 
N.Y., Barron’s Educational 
Series, inc. [1974] xiv, 387 p. maps. 20 cm. 
Published in 1966 under title: An 
analytical approach to the New Testament. 
Bibliography: 379-381. [BS2330.2.R5 


225.6 


1974] 74-181575 ISBN 0-8120-0027-7 3.25- 


1. Bible. N.T.—Introductions. I. Title. 
Cloth ed. 9.50: ISBN 0-8120-5005-3. 


LADD, George Eldon, 1911- 225.6°6 
A theology of the New Testament. Grand 
Rapids, Mich., Eerdmans [1974] 661 p. 25 
cm. Includes bibliographical references. 
Piedad 74-766 ISBN 0-8028-3443-4 
12. 

1. Bible. N.T.—Theology. I. Title. 


O.T. ` 
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SANDMEL, Samuel. 225.66 
A Jewish understanding of the New 
Textament. Augmented ed. New York, 
Ktav Pub. House [1974] p. cm. Reprint of 
the 1956 ed. published by Hebrew Union 
College Press, Cincinnati, with a new 
introd, and an updated ° bibliography. 
Bibliography: p. [BS2361.2.826 1974] 74- 
noe ISBN 0-87068-262-8. 10.00; 3.95 
bk. 

I. Bible. N.T.—Criticism, interpretation, 
inc. 2. Judaism—Relations—Christianity. 3. 
Christianity and other religions—Judaism. 
I. Title. 

Prepared from C.I.P. 


KORTREY, Walter A., 
1923- 

People around Jesus [by] Walter A. 

Kortrey. Philadelphia, United Church Press 


225.9'2 B 


[1974] p. cm. ”A Pilgrim Press book.” 
[BS2430.K65] 74-16400 ISBN 0-8298- 
0288-6 ‘5.50 


1. Jesus Christ—Friends and associates. I. 
Title. 
Prepared from C.I.P. 


*FIELDHOUSE, Marvin L. 226 
Another gospel [by] Marvin L. Fieldhouse. 
2nd ed. Jericho, N.Y., Exposition Press 
[1974] 141 p. 22 em. [BS2555.3] ISBN 0- 
682-47912-8 5.50 

1. Bible. N.T. Gospels-—-Criticism. I. Title. 


*BOOTY, John. 226.2 
Yearning to be free; verses and homilies 
for -meditation on the Christian life. 
Cambridge, Mass., Greeno, Hadden, [1974] 
2 p. 21 cm. [BV4500] ISBN 0-913550-03- 
5. 2.25 (pbk.) 


`L. Christian life. I. Title. 


*KENT, Homer A. 226’.5°0529 
Light in the darkness; studies in the gospel 
of John, [by] Homer A. Kent, Jr. Grand 
Rapids, Baker Book House [1974] 239 p. 
illus. 20 cm. (New Testament studies.) 
Bibliography: p. 231-239. [BS2616] ISBN 
0-8010-5342-0 

1. Bible. N. T. John—Commentaries. I 


Title. 
Pbk. 2.95, ISBN 0-8010-5343-9 


*LAWLOR, George L. 226.93 
The beatitudes are for today; an exposition 
of Mathew 5:1-16, by George L. Lawlor. 
Grand Rapids, Baker Book House, [1974]. 
131 p. 22 cm. [BT382] ISBN 0-8010-5541- 
5. 2.95 (pbk.) 

1, Beatitudes. I. Title. 


JOHNSON, Alan F. 227.107 
The . freedom letter : a contemporary 
analysis of Pauľs Roman letter that 


changed the course of Christianity / by 
Alan F. Johnson. Chicago : Moody Press, 
[1974] 220 p. : ill. ; 22 cm. Bibliography: 
p. 219-220. [BS2665.3.J63] 74-184822 
ISBN 0-8024-2874-6 : 4.95 

1. Bible. N.T. Romans—Commentaries, I. 
Title. 


*ROBERTSON, A. T. 227.9 
Epochs in the life of Paul [by] A. T. 
Robertson. Grand Rapids, Baker Book 
House, [1974]. xi, 337 p. 20 cm. 
[BS2505.A3] ISBN 0-8010-7625-0. 3.45 
(pbk.) , 

1. Bible—Biography. I. Title. 


*ROBERTSON, A. T. 227.9 
Epochs in the life of Simon Peter [by] A. 
T. Robertson. Grand Rapids, Baker Book 
House, [1974]. xvi, 342 p. 20 cm. 
[BS2220; -S7] ISBN 0-8010-7626-9. 3.45 


1. Bible—Biography. 1, Title. 
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*ROBERTSON, A. T. 227.9 
Epochs in the life of the Apostle John [by] 
A. T. Robertson. Grand Rapids, Baker 
Book House, [1974] 253 p 20 cm. 
[BS2455] ISBN 0-8010-7627-7. 2.95 (pbk.) 
I. Bible—Biography. I. Title. 


COWARD, Parnell C. 228.07 
Revelation systematically studied : a study 
with the layman in mind / by Parnell C. 
Coward. Cleveland, Tenn. : Pathway Press, 
[1974] 300 p. ; 22 cm. Bibliography: p. 
300. [BS2825.3.C65] 73-88325 ISBN 0- 
87148-730-6 : 5.95 

I. Bible. N.T. Revelation—Commentaries. 
I. Title. 


UMPHREY, Clyde Ellis. 228’.07°7 
Challenge and witness in revelation / by 
Clyde Ellis Umphrey. {st ed. Portland, Or. 
: Metropolitan Press, [1974] xviii, 121 p. ; 
22 cm. [BS2825.3.U47] 74-80516 1.95 

1. Bible. N.T. Revelation—Commentaries. 
I. Title. 


EVANS, William, 1870-1950. 230 
The great doctrines of the Bible / by 
William Evans. Enl. ed. / with eighty 
additional entries by S. Maxwell Coder. 
Chicago : Moody Press, [1974] 325 p. ; 24 
cm. Includes index. [BT77.E82 1974] 74- 
185534 ISBN 0-8024-3301-4 : 5.95 


1. Bible—Theology. 2. Theology, 
Doctrinal—Popular works. I. Coder, 
Samuel Maxwell, 1902- IT. Title. 

FITZER, Joseph, 1939- 230 


Moehler and Baur in controversy, 1832-38: 
romantic-idealist assessment of the 
Reformation and  Counter-Reformation. 
Tallahassee, Fla., American Academy of 
Religion, 1974. 116 p. 23 cm. (AAR 
studies in religion, no. 7) Includes 
bibliographical references. “—BT28.F48] 74- 
77619 ISBN 0-88420-111-2 3.00 (pbk.) 

1. Mohler, Johann Adam, 1796-1838. 2. 
Baur, Ferdinand Christian, 1792-1860. 3. 
Theology, Doctrinal—History—1 9th 
century. I. Title. I. Series: American 
Academy of Religion. AAR studies in 
religion, no. 7. 


HARTT, Julian Norris. 230 
The restless quest / Julian N. Hartt. 
Philadelphia : United Church Press, [1975, 
i.e.1974] p. cm. ”A Pilgrim Press book.” 
Includes bibliographical references. 
[BRSS H23] 74-26836 ISBN 0-8298-0289- 
4 : 6.95 

1. Theology—Addresses, essays, lectures. I. 
Title. 

Prepared from C.I.P. 


HUMPHREYS, Fisher. 230 
Thinking about God : an introduction to 
Christian theology / Fisker Humphreys. 
New Orleans : Insight Press, [1974] p. 
cm. Bibliography: p. [BT77.H83] 74-81556 
ISBN 0-914520-00-8 pbk. : 5.00 

1. Theology, Doctrinal—Popular works. I. 
Title. 

Prepared from C.I.P. 


KENNEDY, Dennis James, 1930- 230 
Truths that transform / James Kennedy. 
Old Tappan, N.J. : F. H. Revell Co., 
[1974] p. cm. [BT77.K277] 74-20923 
ISBN 0-8007-0655-2 : 4.95 

1. Theology, Doctrinal—Popular works. T. 
Title. 

Prepared from C.I.P. 


THIELICKE, Helmut, 1908- 230 s 
Prolegomena: the relation of theology to 
modern thought forms. Translated and 
edited by Geoffrey W. Bromiley. Grand 
Rapids, Eerdmans [1974] p. cm. (His The 
evangelical faith,, v. 1) Includes 
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bibliographical references. [BT75.2.T4513 
vol. 1] [BT28] 230.094 74-7011 ISBN 0- 
8028-2342-4 10.95 

1. Theology—20th century. I. Title. 
Prepared from C.I.P. 


WILLIAMS, John Rodman. 230 
10 teachings / J. Rodman Williams. Carol 
Stream, Ill. : Creation House, [1974] 121 
p. ; 18 cm. (New leaf library) [BT77.W57] 
73-82858 ISBN 0-88419-051-X pbk.: 1.95 
1. Theology, Doctrinal—Popular works. I. 
Title. 


TILLICH, Hannah. 230°.09274 B 
From time to time. New York, Stein and 


Day [1974 cl973] 252 p. 18 cm. 
[BX4827.T53T53] ISBN 0-8128-1742-7 
1.95 (pbk.) 


1. Tillich, Paul, 1886-1965. I. Title. 
L.C. card no. for original edition: 73- 
79225 


RICHARD, Lucien 
Joseph. 
The spirituality of John Calvin / Lucien 
Joseph Richard. Atlanta John Knox 
Press, [1974] 207 p.; 23 cm. Includes 
index. Bibliography: p. 195-203. 
[BV4490.R5] 73-16920 pbk. : 5.00 ISBN 
0-8042-0711-9 
1. Calvin, Jean, 1509-1564. 2. Spiritual 
life—RHistory of doctrines. I. Title. 


LOWRIE, Ernest 230°.5°90924 
Benson. 

The shape of the Puritan mind : the 
thought of Samuel Willard / Ernest 
Benson Lowrie. New Haven Yale 
University Press, 1974. xi, 253 p. ; 21 cm. 
Includes index. Bibliography: p. 235-248. 
[BX7260.W5L68 1974] 74-76650 ISBN 0- 
300-01714-6 : 12.50. 

1. Willard, Samuel, 1640-1707. I. Title. 


SWEDENBORG, Emanuel, 230.94 
1688-1772. 
A compendium of the theological writings 
of Emanuel Swedenborg / [selected by] 
Samuel M. Warren. New York : 
Swedenborg Foundation, 1974. xl, 776 p. ; 
23 cm. Reprint of the 1875 ed., with new 
introd. Includes bibliographical references 
and index. [BX8711.A7W3 1974] 73- 
94196 ISBN 0-87785-123-9 : 4.50 
1. New Jerusalem Church—Doctrinal and 
controversial works. I. Warren, Samuel 
Mills, comp. 


230’.4°20924 


*EDWARDS, Charles Thomas. 231 
God is good. \st. ed. [Jericho] N.Y. 
Exposition [1974] 46 p. 22 cm. [BT102] 
ISBN 0-682-47870-9 3.50 

1. God. I. Title. 


THOMAS, J. M. Lloyd. 231 
The veiled being : a comment on Mr. H. 
G. Wells’s ’God, the invisible king” / by 
J. M. Lloyd Thomas. [Folcroft, Pa.]} 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1917 ed. published by 
Cornish Bros., Birmingham. 
[BT101.W43T46 1974] 74-23855 ISBN 0- 
8414-8512-7 lib.bdg. 4.50 

1. Wells, Herbert George, 1866-1946. God, 
the invisible king. I. Title. 

Prepared from C.I.P. 


GILLQUIST, Peter E. 2317.3 
Let’s quit fighting about the Holy Spirit 
[by] Peter E. Gillquist. Grand Rapids, 
Zondervan Pub. House [1974] 137 p. 21 
a eae 73-22701 3.95; 1.95 
pbk.). 

1. Gifts, Spiritual. 2. Holy Spirit. I. Title. 


*GUTZKE, Manford G. 
Plain talk about the holy spirit, 


231.3 
[by] 


- Palma. 
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Manford G. Gutzke. Grand Rapids, Baker 
Book House, [1974]. 178 p. 21 cm. 
[BT119] ISBN 0-8010-3676-3. 2.95 (pbk.) 
1. Holy Spirit. T. Title. 


PALMA, Anthony D. 2317.3 
The Spirit : God in action / Anthony D. 
Springfield, Mo. Gospel Pub. 
House, [1974] 124 p ; 19 cm. 
Bibliography: p. 123-124. [BT121.2.P33] 
74-75966 pbk. : 1.25. 

1. Holy Spirit. I. Title. 


PITTENGER, William Norman, 
1905- 

The Holy Spirit, by Norman Pittenger. 
Philadelphia, United Church Press [1974] 
128 p. 22 cm} ”A Pilgrim Press book.” 
([BT121.2.P57] 74-10839 ISBN 0-8298- 
0284-3 5.50 

1. Holy Spirit. 


2317.3 


RIMMER, Charles Brandon, 231.3 
1917- 

The unpredictable wind : a book on the 

Holy Spirit / C. Brandon Rimmer and Bill 

Brown. New York : T. Nelson, [1974] 

c1972. p. cm. [BT121.2.R56 1974] J4- 

23589 ISBN 0-8407-5578-3 pbk. : 2.95. 

1. Holy Spirit. I. Brown, Bill, 1928- joint 

author. II. Title. i 

Prepared from C.I.P. 


EVELY, Louis, 1910- 231.8 
Suffering. Translated by Marie-Claude 
Thompson. Garden City, N.Y., Doubleday 
[1974, c1967] 111 p. 18 cm. (Image 
books). [BT160.E913] ISBN 0-385-02996-9 
1.45 (pbk.) cs 

1. Suffering. 2. Theodicy. I. Title. 
oo number for original ed.: 67- 

296. 


TAYLOR, Michael J. ed. 231.8 
The mystery of suffering and death. 
Michael J. Taylor, editor. Garden City, 
N.Y., Image Books, 1974. 228 p. 18 cm. 
(BT732.7.T38] ISBN 0-385-09556-2 1.75 
(pbk.) 

1. Suffering. 2. Theodicy. 3. Death. I. 
Title. 

L.C. card number for original edition: 72- 
13294. 


VERMES, Geza, 1924- 232 
Jesus the Jew; a historian’s reading of the 
Gospels. New York, Macmillgn $1974, 
c1973] 286 p. 21 cm. Bibliography: p. [11] 
-14. [BT202.V45 1974] 73-18516 6.95 

1. Jesus Christ—Person and offices. 2. 
Jesus Christ—Name. I. Title. 


*BROWN, Parker B. 232.9 
He came from Galilee, [by] Parker B. 
Brown. New York, Hawthorne Books 
[1974] xii, 164 p. map on front. 22 cm. 
[BT301.2] 73-1935 ISBN 0-8015-3368-6 
6.95 

1. Jesus Christ—Biography. I. Title. 


a 
*RICHARDS, Jean H. 232.901 
Stories of Jesus. Racine, Wisc., Golden 
Press [1974] [24] p. illus. 21 cm. (A little 
Golden book) [BT302] 0.49 
L. Jesus Christ—Biography—Juvenile 
literature. 2. Jesus  Christ—Parables— 
Juvenile literature. I. Title. 


*ROBERTSON, A° T. 232.901 
Epochs in the life of Jesus; a study of 
development and struggle in the Messiah’s 
work [by] A. T. Robertson. Grand Rapids, 
Baker Book House, [1974]. ix, 192 p. 20 
cm. [BT307] ISBN 0-8010-7624-2. 2.95 
(pbk.) an 

i. Jesus  Christ—Biography. 2. Jesus 
Christ—RHistoricity. I. Title. 


VEVCMBER 51,1774 


BRANDT, Catharine. 232.921 
The story of Christmas for children / 
Catharine Brandt. Minneapolis, Minn. : 
Augsburg Pub. House, [c1974] [24] p. : 
col. il. ; 32 cm. Retells the story of the 
birth of Christ. [BT315.2.B65] 74-79366 
ISBN 0-8066-1426-9 : 3.50. 

L. Jesus Christ—Nativity—Juvenile 
literature. T. Title. 


EVELY, Louis, 1910- 232.97 
Joy. Translated by Brian and Marie-Claude 
Thompson. Garden City, N.Y., Doubleday 
[1974, c1968] 119 p. 18 cm. (Image 
books.) [BT481.E913] ISBN 0-385-02971-3 
1.45 (pbk.) 

1. Jesus 
Meditations. I. Title. 
L.C. card number for original ed.: 68- 
12016. 


CONFERENCE on Theology and 
Body, Emory University, 1973. 
Theology and body. Edited by John Y. 
Fenton. Philadelphia, Westminster Press 
[1974] 151 p. 21 cm. Sponsored by 
Columbia Theological Seminary, Emory 
University, and the Interdenominational 
Theological Center. Includes 
bibliographical references. [BT702.C66 
1973] 74-13404 ISBN 0-664-20712-X 6.50 
1. Man (Theology)—Congresses. I. Fenton, 


Christ—Resurrection— 
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John Y., ed. Il Columbia Theological 
Seminary, Decatur, Ga. HI Emory 
University, Atlanta. IV. 


Interdenominational Theological Center, 
Atlanta. V. Title. 


*WESTERMANN, Claus. 233.11 
Creation [by] Claus Westermann. 
Translated by John J. Scullion. 


Philadelphia, Fortress Press [1974] ix, 123 
p. 20 cm. [BS651] 74-75730 ISBN 0-8006- 
1072-5 3.25 (pbk.). 

1. Creation—Bible. I. Title. 


MARSHALL, I. Howard. 234 
Kept by the power of God : a study of 
perseverance and falling away / by I. 
Howard Marshall. [2d ed.] Minneapolis : 
Bethany Fellowship, [1974] p. cm. Based 
on thesis, University of Aberdeen, 1963. 
Includes indexes. Bibliography: p- 
[BT768.M34 1974] 74-23996 ISBN 0- 
87123-304-5 pbk. : 3.95 

1. Perseverance (Theology) I. Title. 
Prepared from C.I.P. 


° a 
*MARTIN, Harold S. 234 
Simple messages on Romans, by Harold S. 
Martin. Elgin, Ili., Brethren Press, [1974] 
123 p. 21 cm. [BT751] 3.95 
1. Salvation. 2. Theology. I. Title. 


RECONCILIATION and hope; 234 
New Testament essays on atonement and 
eschatology presented to L. L. Morris on 
his 60th birthday. Edited by Robert Banks. 
Grand Rapids, W. B. Eerdmans Pub. Co. 
[1974] p. cm. [BS2395.R4] 74-5370 ISBN 
0-8028-3349-3 6.95 - 

d. Marris, Leon. 2. Marris, Léon— 
Bibliography. 3. Bible. N.T.—Addresses, 
essays, lectures. I. Banks, Robert J., ed. IL. 
Morris, Leon. 

Prepared from C.I.P. 


NEIGHBOUR, Ralph Webster, 
1929- 


This gift is mine [by] Ralph W. Neighbour, 
Jr. Nashville, Brogdman Press [1974] 122 
p. 19 cm. [BT767.3.N44] 73-93907 ISBN 
0-8054-5223-0 1.95 

1. Gifts, Spiritual. I. Title. 


HOLIFIELD, E. Brooks. 234’.16 
The covenant sealed : the development of 
Puritan sacramental theology in old and 


2347.1 


New England, 1570-1720 / E. Brooks 
Holifield. New Haven : Yale University 
Press, 1974. xi, 248 p. ; 25 cm. Includes 
index. Bibliography: - 233-242. 
[BY800.H64] 73-92695 ISBN 9-300- 
01733-2 : 12.50 

i. Sacraments—-History of doctrines. 2. 
Puritans. 1. Title. 


MCGINLEY, Phyllis, 1905- 235°.2 
Saint-watching. Garden City, N.Y., 
Doubleday, 1974 [cl969] 239 p. 18 cm. 
(Image books.) [BR1710.M23] ISBN 0- 
385-09537-6 1.75 (pbk.) 

1. Saints. 2. Heroes. I. Title. 

L.C. card number for original ed: 79- 
83242. 


*STEELE, Thomas J. 235.2 
Santos and saints; essays and handbook, by 
Thomas J. Steele. Albuquerque, Calvin 
Horn, 1974. viii, 220 p. illus. 24 cm. 
pare) 74-75452 ISBN 0-910750-30-0. 
0.00 

i. Saints—Addresses, essays, lectures, ete. 
£ Title. 


MORRIS, Henry Madison, 1918- 239 
Many infallible proofs : practical and 
useful evidences of Christianity / by Henry 
M. Morris. San Diego, Calif. : Creation- 
Life Publishers, [1974] ii, 381 p. ; 21 cm. 
Includes bibliographies and indexes. 
[BT1102.M67] 74-81484 ISBN 0-89051- 
006-7 5.95 ISBN 0-89051-005-9 pbk. : 
I. Bible—Evidences, authority, etc. 2. 
Apologetics-—20th century. I. Title. 


*OBERG, Ernest. 240 
Vision of god. New York, Vantage Press, 
{1974] 69 p. 21 cm. [BV4821] ISBN 0- 
533-01004-7 3.95 

1. Devotional literature. 2. Theology. I. 
Title. 


*NAVONE, John. 241 
A theology of failure. New York, Paulist 
Press [1974]. v, 129 p. 21 cm. [BJ1190] 
74-82720 ISBN 0-8091-1839-4. 3.50. 

I. Christian ethics. 2. Theology. I. Title. 


DEDEK, John F., 1929- 241.042 
Titius and Bertha ride again 
contemporary moral cases / John F. 
Dedek. New York : Sheed and Ward, 
[1974] 160 p. ; 21 cm. Bibliography: p. 
155-160. [BX1758.2.D39] 74-1532 ISBN 
0-8362-0570-7 : 5.95. ISBN 0-8362-0580-4 
pbk. : 2.45 

1. Casuistry. I. Title. 


*BRADLEY, Ruth O. l 242 
Great themes from the book of Mormon 
for family activities, by Ruth O. Bradley. 
[Independence, Mo., Herald Publishing 
House, 1974] 200 p. illus. (part. col.) 21 
cm. [BV4832.2}] 73-19257 ISBN 0-8309- 
0115-9 7.95 

1. Devotional literature. I. Title. 


CLINARD, Turner Norman. 242 
Words in season / by Turner N. Clinard. 
Nashville : Tidings, [1974] viii, 101 p. ; 19 
cm. [BV4832.2.C548] 74-80893 2.45 

1. Meditations. I. Title. 


EVELY, Louis, 1910- 242 
In His presence. Translated by J. F. 


Stevenson. Garden City, N.Y., Image 
Books [1974, c1970] 115 p. 18 cm. 
Translation of Dieu et le prochain. 


[BX2183.E8613 1974] 74-181515 ISBN 0- 
385-06002-5 1.45 (pbk.). 
1. Meditations. I. Title. 


KINGSLAKE, Brian, 1907- 242 
"For heaven's sake!” Forty-six variations 
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on the theme: how to react to the 
conditions of life on earth in such a way as 
to prepare oneself for life in the Kingdom 
of Heaven. North Quincy, Mass. 
Christopher Pub. House [1974] 321 p. 21 
cm. [BV4832.2.K54] 74-75163 2.00 

1. Meditations. I. Title. . 


KUBO, Sakae, 1926- 242 
Calculated goodness / by Sakae Kubo. 
Nashville Southern Pub. Association, 
[1974] 128 p. ; 22 cm. (Anvil series) 
[BV4832.2.K78] 74-82291 ISBN 0-8127- 
0083-X : 3.95 

1. Meditations. I. Title. 


*MCELROY, Paul S., comp. 242 
Golden nuggets of wisdom, compiled by 
Paul S. McElroy, with illustrations by 
Stanley Clough. Mount Vernon, N.Y., 
Peter Pauper Press [1974] 62 p. illus. 20 
cm. [BV4801] 1.95 

1. Devotional literature. I. Title. 


POWELL, George C., 1920- 242 
Portraits of Christ / George C. Powell. 
Philadelphia : Dorrance, [1974] 142 p. ; 22 
cm. [BX2182.2.P59] 74-75409 ISBN 0- 
8059-2006-4 : 6.95 

i. Meditations. I. Title. 


*STEINER, Rudolf, 1861-1925. 242 
The calendar of the soul [Trans. by Daisy 
Aldan] Spring Valley, N.Y. 
Anthroposophic Press [1974] 1 v. unpaged 
14 cm. Translation of Anthroposophischer 
SeelenKalender. [BV4832] 74-77415 ISBN 
0-910142-57-2, 3.75 

1. Meditations. I. Title. 


*SULLIVAN, Francis 242 

Table talk with the recent god. New York, 

Paulist Press [1974] 155 p. illus. 23 cm. 

[BV4832.2] 73-92893 ISBN 0-8091-1818-1 

4.95 (pbk.) 

1. Devotional literature. I. Title. 

*DRUMMOND, Henry, 1851- 2427.2 
1897. 5 

A thought for every day, from Henry 

Drummond. Ed. by John Birkbeck. Old 

Tappan, N.J., [Pyramid Publications] 

(1974, c1972] 125 p. 18 cm. (A Spire 

book.) [BV4810] 0.95 (pbk.) 

1. Devotional calendars. I. Title. 

L.C. card no. for original ed.: 72-10938. 


*HOFINGER, Johannes. 242.2 
Our message is Christ the more 
outstanding elements of the Christian 


message [by] Johannes Hofinger. Notre 
Dome, In Fides 1974 x, 125 p. 22 cm. 
Bibliography: p. 119-120. [BX2177] 0- 
8190-0498-7 3.50 (pbk.) 

1. Devotional literature Catholic church. 
L Title. 


KENNEDY, Eugene C. 2427.2 
The joy of being human : reflections for 
every day of the year / by Eugene 
Kennedy. Chicago : Thomas More Press, 
[1974] 256 p. ; 23 x 25 cm. [BV4810.K45] 
74-187923 ISBN 0-88347-043-8 : 12.95 

I. Devotional calendars. I. Title. 


*VAL, Sue 242.6°2 
I think about God; two stories about my 
day. Why? Pictures by Christiane Cassan. 
Racine, Wis. Golden Press 1974 c1965 I 
v. (unpaged) col. illus. 21 cm. (A little 
golden book) Also bound in this volume; I 
do my best, by Norah Smaridge. Pictures 
by Trina Hyman. [BV4850] 0.49 

I. Children—Prayer-books and devotions. 
I. Title. 


*WHITE, Mary Michaels 242.62 
A book of God's gifts. I sing a song of 
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praise. Adapted from Psalm 103. Pictures 
by Idellette -Bordigoni. Racine, Wis. 
Golden Press 1974, cl1972. 1 v. (unpaged) 
col. illus. 21 cm. (A little golden book) 
Also bound in this volume; a book of 
God’s gifts, by Ruth Hanron. Pictures by 
Rick Schretér. [BV4850] 0.49 

1. Children—Prayer-books and devotions. 
i. Title. 


GIESSLER, Phillip B. 242.63 
Christian love: campus style; chats with 
collegians Nathan and Nancy [by] Phillip 
B. Giessler. Cleveland, Dillon Liederbach 
[1974- v. 21 cm. Conzents.—[1] Their 
first year: semester I. [BV4531.2.G53] 73- 
eR ISBN 0-913228-12-5 4.95 (v. 
1. College students—Prayer-books and 
devotions—English. I. Title. 


*WARD, Joseph Neville 242.742 
Five for sorrow, ten for joy; a 
consideration of the rosary, [by] J. Neville 
Ward. Garden City, N.Y., Doubleday, 
1974 197 p. 18 cm. (Image books) 
a PRN ISBN 0-385-09544-9 1.45 


1. Devotional literature. 2. Rosary. 3. 
Mary, Virgin. I. Title. 

L.C. card number for original ed: 72- 
86579 


*LAPP, Rhoda Snadeo. 242.888 
Devotionals for nurses. Grand Rapids, 
Baker Book House [1974] 63 p. 20 cm. 


(An Ultra book) [BV4596.N8] ISBN 0- 
8010-5539-3 2.95 
L Devotional literature. I. Title. 


FISHER, Gary. 243 

Satan’s been cross since Calvary / by Gary 

Fisher ; with Robert L. McGrath. New 

York : Hawthorn Books, [1974] xii, 147 p. 
: 21 cm. [BV3797.F548] 73-9310 3.95 

L Evangelistic sermons. I. Title. 


O'FLAHERTY, Vincent M. 248 
”Who ... me?” A study in identification by 
seeking the will of God, by 
O'Flaherty. Chicago, Franciscan Herald 
Press [1974] 107 p. 21 crm. Bibliography: p. 
105-107. [BV4509.5.034] 74-10851 ISBN 
0-8199-0540-2 4.95 

1. Loyola, Ignacio de, Saint, 1491-1556. 
Exercitia spiritualia 2. Identification 
(Religion) 3. God—Will. I. Title. 


KIEMEL, Ann. 248°.092°4 
I’m out to change my world. [Nashville] 
Impact Books [1974] 119 p. ports. 22 cm. 


(LA2317.K46A34] 74-81137 ISBN 0- 
914850-07-5 2.95 

1. Kiemel, Ann. I. Title. 

BOONE, Charles Eugene. 2487.2 


A miracle a day keeps the Devil away / 
Pat Boone. Old Tappan, N.J. : Revell, 
[1974] p. cm. [BT97.2.B63] 74- 20772 
ISBN 0-8007-0693-5 : 4.95 

d. Boone, Charles Eugene. 2. Miracles. I 
Title. 

Prepared from C.I.P. 


*GORDON, Prentiss M. 248.2 
The high cost of living, [by] Prentiss M. 
Gordon. New York, Vantage Press, [1974]. 
106 p. 21 cm. -[BV4520] ISBN 0-533- 
00912-X. 4.50 

1. Spiritual life. 2. Religious experience. I. 
Title. 


*ROTHACKER, Viola. 248.2 
Walking with the master. New- York, 
Vantage Press, [1974] 135 p. 21 ecm. 
[BV4520] ISBN 0-533-00948-0. 3.95. 
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1. Religious experience. 2. Soiritual life. I. 
Title. 


*TORREY, R. A. 248.2 
Divine healing {by] R. A. Torrey. Grand 
Rapids, Baker Book House [1974] 64 p. 18 
cm. (Baker book house direction books) 
Reprint of the 1924 ed. [BT732.4] ISBN 0- 
8010-8828-3 0.95 (pbk.) 
1. Faith—Cure. 2 
Testament. I. Title. 


Miracles—New 


FRUCHTENBAUM, Arnold G. 248.246 
Hebrew Christianity’: its theology, history, 
and philosophy by Arnold G. 
Fruchtenbaum. Washington : Canon Press, 
[1974]. 139 p ; 22 cm. Includes 
bibliographical references. [BR158.F78] 74- 
186458 ISBN 0-913686-11-5 : 2.50 

1. Jewish Christians. I. Title. 


PEDERSON, Duane. 248.246 
Day of miracles : stories of miracle- 
working power in the world today / Duane 
Pederson and Helen Kooimen. New York : 
Hawthorn Books, [1974] c1975. viii, 88 p. 
; 21 cm. [BV4916. P42 1975] 74-2574 
ISBN 0-8015-1958-6 : 2.95 

1. Conversion. I. Kooiman, Helen W., joint 
author. IT. Title. 


CARTER, Edward, 1929- 248.3 
Prayer is lóve. St. Meinrad, Ind., Abbey 
Press, 1974. vii, 99 p. 21 cm. (A Priority 
edition) Includes bibliographical references. 
{BV210.2.C36] 74-78722 ISBN 0-87029- 
030-4 4.95 

1. Prayer. I. Title. 


*HERHOLD, Robert M. 248.3 
Freewheeling; ----meditations [by] Robert 
M. Herhold. Design by Jan Herhold [and] 
introduction [by] Joseph Siztler. Palo. Alto, 
Calif. New Being, [1974]. 124 p. illus 21 
cm. [BV284] 3.95 (pbk.) 


1. Prayers. I. Title. 


LESHAN, Lawrence L., 1920- 248°.3 
How to meditate; a guide ta self-discovery, 
by Lawrence LeShan. Boston, G. K. Hall, 
1974. p. cm. Large print ed. [BL627.L47 
1974b] 74-18107 ISBN 0-8161-6256-5 9.95 
(lib. bdg.) 

1. Meditation. 2. Sight-saving books. 1. 
Title. 

Prepared from C.I.P. 


ORSO, Kathryn Wickey. 248.3 
It’s great to pray. New York, Morehouse- 
Barlow Co. [1974] 96 p illus. 22 cm. 
[BV210.2. i 74-80379 ISBN 0-8192- 
1177-X 4.95 

I. Prayer. 2. Christian life—Lutheran 
authors. I. Title. 


GOLDSMITH, Joel S., 
1964. 

Living between two worlds, by Joel S. 

Goldsmith. Boston, G. K. Hall, 1974. p. 

cm. Large print ed. [BL524.G64 1974b] 

74-18246 ISBN °0-8161-6255-7 8.95 (lib. 


1&92- 2487.4 


båg.) 

d. Spiritual life. 2. Sight-saving books. I. 
Title. 

Prepared from C.I.P. 


LAWRENCE, Gene H. 2487.4 
The laws of right relationship : with self, 
man, and God / Gene H. Lawrence. tst 
ed. Hicksville, N.Y. : Exposition Press, 


_1. Christian life—Case studies. 


AMERICAN BOOK PUBLISHING RECORD 


[1974] viii, 206 ‘p. ; 22 cm. Includes index. 
(BJ1581.2.L28] 74-80684 ISBN 0-682- 
48040-1 : 6.00 

1. Conduct of life. I. Title. 


ZUNKEL, Charles, 1905- 2487.4 
Turn again to life [by] Charles and Cleda 
Zunkel. Elgin, Ill., Brethren Press [1974] 
144 p. 22 cm. [BV4501.2.Z86] 74-11107 
ISBN 0-87178-881-0 4.95 

I. Zunkel, 
Cleda, 1903- joint author. IT. Title. 


EVELY, Louis, 1910- 248.48°2 
A religion for our time. Tr. by Brian and 
Marie-Claude Thompson. Garden City, 
N.Y. Doubleday [1974, c1968] 106 p. 18 | 
cm. (Image books) [BR121.2E9313] ISBN 
0-385-03021-5 1.45 (pbk.) 

1. Christianity—-20th century. I. Title. 

L.C. card number for original ed.: 68- 
9266. . 


SHULER, John Lewis, 
1887- 

Help in time of need [by] J. L. Shuler. 
Washington, , Review and Herald Pub. 
Association [1974] 64 . 19 * om. 
(BV4501.2.8453] 74-78020 0.50 (pbk.) 

1. Christian life—Seventh-Day Adventist 
authors. I. Title. 


248°.48°673 


BENSON, Bob. 248.4899 
Come share the being. [lst ed. Nashville] 
Impact Books [1974] 112 p. 23 cm. 
[BV4501.2.B393] 74-83412 ISBN 0- 
914850-94-6 3.95 

I. Christian life—Nazarene authors. I. 
Title. 


BRYANT, Anita. 2487.5 
Fishers of men [by] Anita Bryant and Bob 
Green. Boston, G. K. Hall [1974, c1973] 
p. cm. Large print ed. [BV4520.B696 1974] 
co ISBN 0-8161-6237-9 8.95 (lib. 
bdg. 

1. Witness bearing (Christianity) 2. Sight- 
saving books. I. Green, Bob, joint author. 
I. Title. 

Prepared from C.I.P. 


*SAMUEL, Leith. 248.5 
Witnessing for Christ. Grand Rapids, 
Zondervan Pub. House [1974, ¢1962] 93 p. 
18 cm. Originally published under the title 
Personal witness. [BV4520] 14- 4955 1.25 
(pbk.) 

J. Witness bearing (Christianity. ) 1. Title. 


BARFOOT, Earl F. 
Whet does the Lord want / Earl F. 
Barfoot, editor. Nashville, : Tidings, [1974] 
55‘p. ; 19 cm. [BV772:B27] 74-80892 pbk. 
21.25. 


248°.6 


1 Stewardship, Christian—Addresses, 
essays, lectures. 2. Laity—Addresses, 
essays, lectures. I Title. 


EGGERICHS, Fred, 1912- 248.6 
A img without holes : how to prepare for 
your family, your finances, your future / 
by Fred Eggerichs, with Bernard Palmer. 
Minneapolis : Bethany Fellowship, [1974] 
. cm. [BV772.E4] 74-23435 ISBN o: 
87123-028-3. ISBN 0-87123-532-3 pbk. 
2.95 

I. Stewardship, Christian. I. Title. 

Prepared from C°LP. 


ALBERIONE, Giacomo 248'.894 
Giuseppe, 1884-1971. : 

Cal! to total consecration / James 

Alberione. Boston : St. Paul Editions, 


1974. 94 p. ; 19 em. [BX2435.A397 1974] 
74-79804 2.50 
1. Monastic and religious life. I. Title. 
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*HAGEMAN, Howard G- 251 
Proclamation: aids for interpreting the 
Church year; Easter, [by] Howard G. 
Hageman and J. C. Beker. Philadelphia, 
Fortress Press [1974] v, 57 p. 22 cm. 
(Series c) [BV421.P73] 73-88346 ISBN 0- 
8006-4055-1 1.95 (pbk.) 

d. Church year sermons. 2. Sermons, 
American. 3. Bible—Liturgical lessons, 
me I. Beker, J. C, joint author IT. 
itie. 


*SLEETH, Ronald E. 251 
Proclamation: aids for interpreting the 
church year; Pentacost, [by] Ronald E. 
Sleeth [and others]. Philadelphia, Fortress 
Press [1974] 3 v. 22 cm. (Series c) 
[BV421.P73] 73-88347 ISBN 0-8006-4056- 
X. 1.95 (pbk.) 

1. Church year sermons. 2. Sermons, 
American. 3. Bible—Liturgical lessons, 
English. I. Title. 

Vol. 2, 1.95 (pbk.); ISBN 0-8006-4057-8. 
Vol. 3, 1.95 (pbk.); ISBN 0-8006-4058-6. 


*APOSTOLON, Billy, comp. 251.02 
Heart-touching sermon outlines. Grand 
Rapids, Mich., Baker Book House, [1974] 
61 $. 22 cm. [BV4223] ISBN 0-8010-0078- 
5 1.00 (pbk.) 

1. Sermons—Outlines. I. Title. 


*HALLOCK, E. F. 
Bible-centered Sermon Starters, by E. F. 
Hallock. Grand Rapids, Mich., Baker Book 
House, [1974] 63 p. 22 cm. [BV4223] 
ISBN 0-8010-4112-0 1.00 (pbk.) 

I. Sermons—Outlines. I. Title. 


*HAYDEN, Eric. 251.02 
Complete Sermon outlines. Grand Rapids, 
Mich., Baker Book House, [1974]. 62 p. 22 
em [BV4223] ISBN 0-8010-4113-9. 1.00 


L. Sermons—Outlines. I. Title. 


*MCCUSLEY, Foster R. 251.02 
Proclaiming the promise Christian 
Preaching from the Old Testament by 
Foster R. McCurley, Jr. Philadelphia, 
Fortress Press [1974] xi, 160 p. 22 cm. 
Includes bibliographical references. 
| ee 74-76921 ISBN 0-8006-1083-0 


i. Sermons. I. Title. 


*PENTZ, Croft M. 251.02 
Sermos ogitlines from the psalms, [by] 
Croft. M. Pentz. Grand Rapids, Mich., 
Baker Book House, [1974] 63 p. 22 cm. 
[BV4223] ISBN 0-8010-6974-2 1.00 (pbk.) 
1. Sermons—Outlines. I. Title. 


*THE minister's manual. 251.027 
1975 edition, edited by Charles L. Wallis is 
available from Harper & Row N.Y. for 
5.95. ISBN 0-06-069020-8. L.C. card no.: 
25-21658. 


SCHAEFFER, Francis August. 252 
No little people; sixteen sermonsgfor the 
twentieth century [by] Francis® A. 
Schaeffer. Downers Grove, Ill, 
InterVarsity Press [1974] 271 p. 21 cm. 
[BV4253.834] 74-78675 ISBN 0-87784- 
765-7 3.50 

1. Sermons, American. L Title. 


*SPURGEON, C. H. 252 
Twelve sermons on conversion, [by] C. H. 
Spurgeon. Grand, Rapids, Baker Book 
House, [1974p 147 p. 20 cm. [BV4222] 
ISBN 0-8010-8027-4. 1.95 (pbk.) 

1. Sermons—-Addresses, essays, lectures, 
ete. Í. Title. 


*SPURGEON, C. H. 252 
Twelve sermons on repentance, [by] C. H. 


251.02 ` 


Spurgeon. Grand Rapids, Baker Book 
House, [1974] 131 p. 20 cm. [BV4222] 
ISBN 0-8010-8028-2 1.95 (pbk.) 


1. Sermons—Addresses, essays, lectures, 
etc. I. Title. 
*SPURGEON, C. H. 252 


Twelve sermons on various subjects [by] C. 
H. Spurgeon. Grand Rapids, Baker Book 
House, [1974] 125 p. 20 cm. [BV4222] 
ISBN 0-8010-8029-0 1.95 (pbk.} 

1. Sermons—Addresses, essays, lectures, 
etc. I. Title. 


DEVINE, George, 1941- 252’.02 s 
Liturgical homiletic aids for cycle A. New 
York, Alba House [1974] p. cm. (His If I 
were to preach, v. 1) Includes 
bibliographical references. [BX1756.D4713 
vol. 1] 2517.08 74-9915 ISBN 0-8189- 
0293-0 4.95 (pbk.). 

1. Catholic Church—Sermons. 2. Church 
year sermons. 3. Sermons, American. I. 
Title. 

Prepared from C.I.P. 


*BERUBE, Francoise Darcy. 252.53 
Sacrament of peace by Francoise Darcy 
Berube [and] John Paul Berube. Child 
book. [New York, Paulist Press, 1974] 80 


p. illus. 22 cm. ”Directors book” 
[PN6110.C4] 73-92894 ISBN 0-8091- 
1824-6 1.35 (pbk.) 

1. Children’s poetry. [. Title. 

*BERUBE, Francoise Darcy. 252.53 


Sacrament of peace by Francoise Darcy 
Berube [and] John Paul Berube Child 
book. [New York, Paulist Press, 1974]. 48 
p. illus. 22 cm. [PN6110.C4] 73-92894 
ISBN 0-8091-1823-8. 1.00 (pbk.) 

1. Children’s poetry. I. Title. 


MUELLER, Charles S. 253 
What’s this I hear about our church? : An 
action guide for congregation leaders / 
Charles S. Mueller. Minneapolis 
Augsburg Pub. House, [1974] 104 p. : ill. ; 
20 cm. (A Study of generations paperback) 
{[BV3.M83] 74-77683 ISBN 0-8066-1434-X 
pbk. : 2.50 

1. Theology, Practical. I. Title. 


*THOMAS, William Henry 253.20922 
Griffith, 1861-1925 An abridgement of 
the work of the ministry. 

Ministerial life and work [by] W. H. 

Griffith Thomas. Grand Rapids, Baker 

Book House [1974] 236 p. 20 cm. (Notable 

books on preaching) [BV4223] ISBN 0- 

8010-8764-3 2.95 (pbk.) 


1. Clergy—office. I. Thomas, Alice 
Griffith. IT. Title. 
*ADAMS, Jay E. 253.5 


The Christian counselor’s casebook, by Jay 
E. Adams. Grand Rapids, Baker Book 
House, [1974]. ix, 213 p. 22 em. A 
workbook designed for individual cr class 
use in conjunction with competent to 
counsel and the Christian counselor’s 
manual. [BV4012.2] 74-81707 ISBN 0- 
8010-0075-0. 3.50 (pbk.). 

1. Pastoral counselling. I. Title. 


KNIGHTS, Ward A. 1927- 253.5 
My church was a mental hospital, by Ward 
A. Knights, Jr. Philadelphia, United 
Church Press [1974] 125 p. 22 cm. "A 
Pilgrim Press book.” [BV4012.3.K58] 74- 
12018 ISBN 0-8298-0287-8 5.50 

1. Church work with the mentally ill 2. 
Pastoral psychology. Í. Title. 


ELLENS, J. Harold, 1932- 253.7°8 
Models of religious broadcasting, by J. 
Harold Ellens. [Grand Rapids] Eerdmans 
[1974] 168 p. 21 cm. Bibliography: p. 153- 


AY Weert 


163. [BV656.E43] 74-8382 ISBN 0-8028- 
3437-X 3.45 (pbk.) 

1. Radio in religion. 2. Television in 
religion. I. Title. 


SHEDD, Charlie W. 254.6 
The exciting church : where people really 
pray / Charlie W. Shedd. Waco, Tex. : 
Word Books, [1974] 105 p. ; 22 em. 
[BX9211.J43J447] 74-78039 3.95 

1. Jekyll Presbyterian Community Church, 
Jekyll Island. 2. Prayer. I. Title. 


PAPPENHEIM, Eugene, 1913- 254.8 
Stewardship without failure; the complete 
day-by-day how-to-do-it manual for all 
Christian churches. Milwaukee, Agape 
[1974] xii, 335 p. illus. 25 cm. 
{BV772.5.P36] 74-79559 ISBN 0-914618- 
00-8 20.00 

J. Church finance. 2. 
Christian. I. Title. 
Publisher’s address: 10721 West Capitol 
Drive, Suite 203, Milwaukee, Wisconsin 
53222. 


Stewardship, 


WILKERSON, David R. 259 
Beyond the cross and the switchblade, [by] 
David Wilkerson, special introduction by 
John and Elizabeth Sherrill. [New York] 
Chosen Books [1974] 191 21 cm. 
[BV4470.W48] 74-12155 ISBN 0-912376- 
08-2 5.95 
1. Church work with narcotic addicts. L 
Title. 
Distributed by Fleming H. Revell, Old 
Tappan, New Jersey. 
MCGAVRAN, Donald Anderson, 261.1 
1897- 
The clash between Christianity and 
cultures / Donald McGavran. Washington 
: Canon Press, [1974] 84 p. ; 22 cm. 
Includes bibliographical references. 
[BR115.C8M22] 74-187763 ISBN 0- 
913686-12-3 pbk. : 1.75 
1. Christianity and culture. I. Title. 


CHESTERTON, Gilbert Keith, 
1874-1936. 

The everlasting man [by] G. K. Chesterton. 

Garden City, N.Y., Doubleday, [1974] 280 

p. 18 cm. (Image books) [BL48.C5] ISBN 

0-385-07198-1. 1.95 (pbk.) 

1. Catholic Church—Apologetic works. 2. 

Religion. 3. Christianity and other 

religions. I. Title. 

L.C. card no. for original ed.: 72-11233. 


ANDREW, Brother. 261.7 
The ethics of smuggling. With a foreword 
by Corrie ten Boom. Wheaton, IE., 
Tyndale House Publishers [1974] 139 p. 18 
cm. [BV4501.2.448] 74-80770 ISBN 0- 
8423-0730-3 1.45 

d. Christian lfe—Baptist authors. 2.. 
Smuggling—Moral and religious aspects. 3. 
Communism and Christianity. I. Title. 


VALENTINE, Foy. 261.7 
Citizenship for Christians. Nashville, 
Broadman Press, [1974, c1965] 128 p. 18 
cm. Includes bibliographical references. 
[BR115.P7V3] ISBN 0-8054-6112-4. 1.50 
(pbk.) 

i. Christianity and politics. 2. Citizenship. 
I. Title. 

L.C. card no. for original ed.: 65-21197. 


*RIGA, Peter J. 261.770973 
Give unto Caesar what are God’s: the 
Christian ‘and political life, [by] Peter J. 
Riga. Ist. ed. [Jericho] N.Y., Exposition 
Press [1974, ci1973] 175 p. 22 cm. 
[BR516.] ISBN 0-682-47843-1 6.00 

1. Church and State in the United States. 
L Title. 


261.2 
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BIELER, Andre. 261.8°3 
The politics of hope. Pref. by Helder 
Camara. Translated by Dennis Pardee. 
Grand Rapids, Eerdmans [1974] p. cm. 


Translation of Une politique de 
l’esperance. Includes bibliographical 
references. -[BR115.W6B4513] 74-14980 


ISBN 0-8028-1588-X 3.95 (pbk.) 

ft. Church and the world. 2. Church 
renewal. 3. Chydization, Modern—1950- I. 
Title. 

Prepared from C.I.P. 


SPARKS, Jack. 261.873 
God's forever family, by Jack Sparks, with 
special help from a lot of other brothers 
and sisters in Berkeley. Grand Rapids, 
Zondervan Pub. House [1974] 287 p. 18 
cm. [BV3775.B47S68] 73-13069 1.95 (pbk.) 
a evangelisere work—Berkeley, Calif. I. 
itie. 


JOHN G. Finch 261.8°32°2 
Symposium on Psychology and Religion, 
2d, Pasadena, Calif., 1973. 

After therapy, what? By Thomas C. Oden 

fand others] With a foreword by H. 

Newton Malony. Springfield, Ill., Thomas 

[1974] p. [RC480.5.J63 1973] 73-21983 

ISBN 0-398-03105-3 11.75 

1. Psychiatry and religion—Congresses. 2. 

Psychotherapy-—-Congresses. 3. Pastoral 

counseling—Congresses. I. Oden, Thomas 

C. 1I. Title. 

Prepared from C.I.P. 


PALMQUIST, Al. 261.832293 
Miracle at city hall, by Al Palmquist, with 
Kay Nelson. Minneapolis, Bethany 
Fellowship [1974] 173 p. illus. 21 cm. 
[BV4470.P27] 74-11738 ISBN 0-87123- 
364-9 2.45 (pbk.) 

i. Midwest Challenge (Center) 2. Church 
work with narcotic addicts—Minneapols. 
I. Nelson, Kay, joint author. H. Title. 


PETERSEN, Evelyn R., 261.8°34'12 
comp. 
For women only; the fine art of being a 
woman. Edited by Evelyn R. Petersen and 
J. Allan Petersen. Wheaton, Ill, Tyndale 
[1974] 296 p. 22 cm. [HQ1420.P48} 73- 
93968 ISBN 0-8423-0896-2 3.95 (pbk.). 
i. Women in the United States— 
Addresses, essays, lectures. 2. Conduct of 
life—Addresses, essays, lectures. 3. 
Family—United States—Addresses, essays, 
lectures. I. Petersen, J. Allan, joint comp. 
TI. Title. 


SCANZONI, Letha. 261.8°34°12 
All we're meant to be : a Biblical approach 
to women’s liberation / Letha Scanzoni, 


Nancy Hardesty. Waco, Tex. Word 
Books, [1974] 233 p. ; 23 cm. Includes 
bibliographical references and index. 


[BS680.W7S28] 74-78041 6.95 

1. Woman (Theology)—Biblical teaching. 
2. Women—Social conditions. I. Hardesty, 
Nancy, joint author. H. Title. 


NORTHCOTE, Hugh. 261.8°34'17 
Christianity and sex problems. 2d ed. rev. 
and eni. Philadelphia, F. A. Davis Co., 
1916. [New York, AMS Press, 1974] p. 
em. [HQ31.N87 1974] 72-9668 ISBN 0- 
404-57486-6 24.50 

1. Sexual ethics. I. Title. 

Prepared from C.I.P. 


PARKES, James 261.8°34°51924 


William, 1896- 
The conflict of the church and the 
synagogue : a study of the origins of 


antisemitism / James Parkes. New York : 

Hermon Press, 1974. xxiv, 430 p. ; 24 cm. 
Reprint of the 1934 ed. published by the 
Soncino Press, London. Originally 
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presented as the author's thesis, Oxford. 
Includes bibliographical references. 
(BM535.P195 1974] 74-78327 ISBN 0- 
14.95 

I. Christianity and antisemitism. 2. 
Judaism—Relations—Christianity. 3. 
Christianity and other religions—Judaism. 
I Title. z 


BAXTER, James Sidlow. 262.001 
Rethinking our priorities; the church: its 
pastor and people ... By J. Sidlow Baxter. 
Grand Rapids, Zondervan Pub. House 
[1974] 255 p. 23 cm. [BR1640.B38] 73- 
22698 6.95 

1. Evangelicalism. I. Title. 


WOODSON, Leslie H., 
1929- 

The church: united or untied? [By] Leslie 
Woodson. Grand Rapids, Zondervan Pub. 
House [1974] 156 p. 18 cm. Includes 
bibliographical references. [BX8.2.W66] 
73-13070 1.25 (pbk.) 

4. Christian union. 2. Christianity and 
other religions. I. Title. 


262’.001 


STEWART, Howard R. 262’.06'1 
Baptists and local autonomy : the 
development, distortions, decline and new 
directions of local autonomy in Baptist 
churches / Howard R. Stewart ; foreword 
by Harvey A. Everett. ist ed. Hicksville, 
N.Y. : Exposition Press, [1974] 63 p. ; 22 
cm. Bibliography: p. 59-63. [BX6340.S73] 
74-182287 ISBN 0-682-48030-4 : 3.50 

1. Baptists—Government. I. Title. 


PAPAL primacy and the 262’.13 
universal church / edited by Paul C. 
Empie and T. Austin Murphy. Minneapolis 
: Augsburg Pub. House, [1974] 255 p. ; 18 
cm. (Lutherans and Catholics in dialogue ; 
5) Includes bibliographical references. 
[BX1805. P24] 74-8383329 ISBN 0-8066- 
1450-1 pbk. : 1.95 

L. Lutheran Church—Relations—Catholic 
Church. 2. Catholic Church—Relations— 
Lutheran Church. 3. Popes—Primacy. I. 
Empie, Paul C., ed. II. Murphy, Thomas 
Austin, 1911- ed. III. Title. IV. Series. 


MINDSZENTY, 262°.135°0924 [B] 
Jozsef Cardinal, 1892- 

Memoirs. New York, Macmillan [1974] 

341 p. illus. 24 cm. Translation of 

Erinnerungen. [BX4705.M5565A2813] 74- 

19494 ISBN 0-02-585050-4 10.00 

1. Mindszenty, Jozsef Cardinal, 1892- 


*SWIDLER, Arlene, comp. 264 
Sistercelebrations Nine worship 
experiences edited by Arlene Swidler. 
Philadelphia, Fortress Press [1974] vi, 90 
p. illus. 19 cm. Includes bibliographical 
references. [BV8] 74-80414 ISBN 0-8006- 
1084-9 2.50 (pbk.) 

1. Worship. I. Title. 


EVELY, Louis, 1910- 264.1 
Our prayer. [Tr. by Paul Burns.] Garden 
City, N.Y., Doubleday [1974, c1970] 112 
p. 18 cm. (Image books) [BV210.2683813 
1974] ISBN 0-385-03072-X 1.45 (pbk.) 

1. Prayer. I. Title. 


L.C. card number for original ed.: 75- 
110078. 
NAUMAN, St. Elmo. 265’.9 


Exorcism through the ages / edited by St. 
Elmo Nauman, Jr. New York : 
Philosophical Library, [1974] 311 p. : ill. ; 
22 cm. Includes bibliographical references. 
[BV873.E8N38] 74-80275 ISBN 0-8022- 
2149-1 : 10.00 

i. Exorcism—History. f. Title. 
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ANDERSON, Gerald H., 266.001 
comp. 

Crucial issues in mission today, edited by 
Gerald H. Anderson and Thomas F. 
Stransky. New York, Paulist Press [1974] 
ix, 276 p. 19 cm. (Mission trends, no. 1) 
Includes bibliographical references. 
[BV2070.A527] 74-182240 ISBN 0-8091- 
1843-2 2.95 

I. Missions—Addresses, essays, lectures. I. 
Stransky, Thomas F, joint author. IT. Title. 


SOGAARD), Viggo B. 266°.0028 
Everything, you need to know for a 
cassette ministry : cassettes in the context 
of a total Christian communication 
program / by Viggo b. Sogaard. 
Minneapolis : Bethany Fellowship, inc., 
[1974] p. cm. [BV652.83.863] 74-20915 
ISBN 0-87123-125-5 pbk. : 2.95 

1. Phonotapes in church work. I. Title. 
Prepared from C.I.P. 


BAUER, Arthur O. F., 266.007 
1925 
Making mission happen year-round 


program of education for mission in the 
local church and community / Arthur O. 
F. Bauer, [New York : Frienship Ptess, 
1974] p cm. Includes bibliographical 
references. [BV2090.B28] 74-20517 ISBN 
0-377-00019-1 2.95 : pbk. 

1. Missions—Study and teaching. I. Title. 
Prepared from C.I.P. 


*JOHNSON, Daniel E. 266.022 
Building with buses [by] Daniel E. Johnson 
Grand Rapids, Baker Book House [1974] 
[138 p.] illus. 20 cm. [BV638.7] ISBN 0- 
8010-5059-6 2.95 (pbk.) 

4. Rural Churches. I. Title. 


ELLISON, Craig 266'.022’091732 
W., 1944- 

The urban mission, by Craig W. Ellison, 

editor. Grand Rapids, Eerdmans [1974] p 

cm. Includes bibliographical references. 

[BV2653.E43] 74-8774 ISBN 0-8028-1560- 

X 3.95 (pbk.) 

1. City missions. I. Title. 

Prepared from C.I.P. 


HEFLEY, James C. 266'.023°0924 B 
Uncle Cam : the story of William Cameron 
Townsend, founder of the Wycliffe Bible 
Translators and the Summer Institute of 
Linguistics / James & Marti Hefley ; photo 
editor, Cornell Capa. Waco, Tex. » Word 
Books, [1974] 272 p. : ports. ; 23 cm. 
[BV2372.T68H43] 73-91556 6.95 

1. Townsend, William Cameron, 1896- 2. 
Wycliffe Bible Translators. 3. Summer 
Institute of Linguistics. I Hefley, Marti, 
joint author. II. Title. 


LINDEN, Ian. 266’.2°6897 
Catholics, peasants, and Chewa resistance 
in Nyasaland, 1889-1939 [by] lan Linden, 
with Jane Linden. Berkeley, University of 
California Press, 1974. xii, 223 p. illus. 26 
em. Ingeludes bibliographical references. 
[BV3625.N8L47] 73-80823 ISBN 0-520- 
02500-8 16.00 

1. Catholic Church—Missions. 2. 
Missions—Malawt. 3. Chewa (African 
les i, Linden, Jane, joint author. IL. 
itle. 


VAN ESS, 
Dorothy, F. 
Pioneers in the Arab world [by] Dorothy 
F. Vaness. Grand Rapids, Eerdmans [1974] 
186 p. illus. 21 cm. (The Historical series 
of the Reformed Church p ET no. 
3) Bibliography: 187-88 
[BV2626.V36A36] 74- 14964 ISBN 0-8028- 
1585-5 3.95 (pbk.) 
i. Van Ess, Dorothy. 2. Van Ess, John, 


266’.5'7320924 [B] 


WLLL wp here” 


1879-1949 3. Missions to Muslims— 
„Basrah. I. Title. I. Series: Reformed 
church in Americ The historical series, no. 
3). . 


CHRISTENSEN, Otto 266.675177 
H., 1898- -> 

Mission Mongolia; “the untold story [by] 
Otto H. Christensen. Washington, Review 
and Herald Pub. Association [1974] 123 p. 
illus. 21 cm. [BV3420.M7C48] 74-182317 
3.50 

i. Seventh-Day Adventists—Missions. 2. 
Christensen, Otto H., 1898- 3. Missions— 
Mongolia (Inner Mongolia) [. Titile. 


MABUCE, Ethel, 266’.7°60924 B 
1886- 
I always wore my topi : the Burma letters 
of Ethel Mabuce,-1916-1921 / edited and 
with pref. and „introductions by Lucille 
Griffith. University : University of 
Alabama Press, [1974] xiv, 336 p. : ill. ; 25 
cm. Includes’ index. [BV3271.M23A4 
1974] 73-16956 ISBN 0-8173-5861-7 
10.00. 
i. Mabuce, Ethel, 1886- 2. Missions— 
Burma. I. Title. 


*NEWLAND, Mary Reed, comp. 
The resource guide: for adults -religious 
education. Kansas City, Mo., National 
catholic Reporter, [1974]. 196 p. 28 cm. 
[BV1550] 9.95 (pbk.) 

41. Religious education of adults, (children, 
etc.). I. Title. 

Publisher’s address: P.O.: Box 281 Kansas 
City, Mo. 64141 


OLSON, Richard Allan. 268 
The pastor’s role in educational ministry, 
edited with introductions by Richard Allan 
Olson. Philadelphia, Fortress Press [1974] 
285 p. illus. 23 cm. (Yearbooks in 
Christian education, 5) Bibliography: p. 
282-285. [BV1473.043] 74-180255 8.95 
(pbk.). 

1. Religious education—Addresses, essays, 
lectures. 2. Pastoral theology—Addresses, 
essays, lectures. I. Title. II. Series. 


REYNOLDS, Joyce. 268.67 
Puppet shows that reach & teach children. 
Vol. 2, 1974 is available from Gospel 
Publishing House, Springfield, Mo., for 
2.95 (pbk.). L.C. card no: 73-185586 


“MAYFIELD, William H. 269°.2 
Restoring first century evangelism : for an 
effective program in soul-winning through 
the rediscovery of the witnessing power of 
the early church : evangelism text book 
and training manual / by William H. 
Mayfield. Cincinnati : New Life Books, 
[1974] 103 p. : ill. ; 27 cm. Includes index. 
([BV3790.M47] 74-81096 ISBN 0-87239- 
015-2 : 3.95 

1. Evangelistic work. I. Title. 


ROGERS, Jack 
Bartlett. 

Confessions of a conservative Evangelical, 
by Jack Rogers. eee Westminster 
Press [1974] 144 p. 20 cm. 
[BX9225.R73A33] 74-12249 ISBN 0-664- 
24996-5 2.65 (pbk.)- 

1. Rogers, Jack Bartlett. 2. EN 
I. Title. 


TARI, Mel. 269.2095986 
The gentle breeze of Jesus [by] Mel and 
Nona Tari. Carol Stream, Hl., Creation 
House [1974] 191 p. illus. 23 cm. 
(BV3777.15T37] 74-82507 ISBN 0-88419- 
057-9 4.95 

J. Revivals—Timor. I. Tart, Nona, joint 
author. II. Title. 
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*O"'CONNELL, Marvin R. 


268. > 


270.6 
The counter reformation 1559-1610, by 
Marvin R, O’Connell. New York, Harper 
Torchbooks, [1974]. xv, 390 p. illus. 21 
cm. [BR304] ISBN 0-06-131825-6. 3.95 
(pbk.) X X 

1. Counter-reformation. I. Title. 


*PORTER, J. M., comp. 270.609 
Luther Selected Political Writings edited 
by J. M. Porter. Philadelphia Fortress 
Press [1974] v, 153 p. illus. 21 cm. 
Includes bibliographical references. 
[JC141.L8] 74-76931 ISBN 0-8006-1079-2 
3.50 (pbk.) 

1. Luther, Martin, 1483-1546. I. Title. 


HART, Patrick, 
Brother, comp. 

Thomas Merton, monk; a monastic tribute. 

[New York] Sheed and Ward [1974] 230 

p. illus. 25 cm. [BX4705.M542H37} 74- 

1533 ISBN 0-86320-571-5 8.95 

1. Merton, Thomas, 1915-1968. 

Contents omitted. 


KRAILSHEIMER, A. 


271’.125°024 B 


271.125024 B 


TR Jean de Rance, Abbot of La 
Trappe : his influence in the cloister and 
the world / by A. J. Krailsheimer. Oxford : 
‘Clarendon Press, 1974. xvi, 376 p., [5] 
leaves of plates : ill. ; cm. Includes 
index. Bibliography: p. [345]-362. 
[BX4705.R3K7] 74-186609 ISBN 0-19- 
815744-4 : 25.00 

1. Rance, Armand Jean Le Bouthillier de, 
1626-1700. 

Distributed by Oxford University Press, 
New York. 


*BOXER, Charles Ralph i904 275.2 
The Christian century in Japan, 1549-1650, 
by C. R. Boxer. Berkeley, University of 
California Press [1974] xv, 535 p. illus., 
map. 25 cm. (California library reprint 
series, no. 51) Bibliography: p. 503-517. 
[BR 1303. B6 1974] ISBN 0-520-02702-7 
16.75 

1. Japan—Church history. 2. Japan— 
Hist —To 1867. 3. Catholic Church in 
Japan. I. Title. 

L.C. card no. for original ed.: 51-11017. 


O'BRIEN, John Anthony, 1893- ' 282 
The faith of millions : the credentials of 
the Catholic religion / Jahn A. O’Brien. 
New and rev. ed. Huntington, Ind. : Our 
Sunday Visitor, [1974] 438 p. : ill. ; 21 cm. 
Includes bibliographical references and 
index. [BX1751.017 1974] 74-82119 ISBN 
0-87973-830-8 pbk. : 4.95 

1. Catholic  Church—Doctrinal and 
controversial works—Catholic, authors. I. 
Title. 


HABIG, Marion 
Alphonse, 1901- comp. 
A modern Saint’ Anthony; a novena in 
honor of the servant of God Brother 
Jordan Mai, with a sketch of the saintly 
American Brother Simon Van Ackeren, 
and a novena prayer to obtain his help 
[compiled by] Marion A. Habig. Chicago, 
Franciscan Herald Press [1974] p. cm. 
[BX4705.M2614H3] 74-18313 ISBN 0- 
8199-0553-4 0.65 (pbk.) 
1. Mai, Jordan, 1866-1922. 2. Van 
Ackeren, Simon, 1918-1938. 3. Novenas. I. 
Title. - 
Prepared from C.I.P. ; 


ORSINI, Joseph E. 282’.092°4 B 
The anvil / by Joseph E. Orsini. Plainfield, 
N.J. : Logos International, [1974] 111 p. ; 
18 cm. [BX4705.0715A28] 73-93895 
ISBN 0-88270-089-8 : 1.25 


282.0924 B 


` *CLEMENT, Mary, comp. 


LUY RELY 


i. Orsini, Joseph E. 2. Pentecostalism. T. 
Title. 


284.429 
Correspondence and records of the S.P.G. 
relating to Wales, 1701-1750, edited by 
Mary Clement. Cardiff, University of 
Wales [1973] vii, 102 p. 23 cm. [BR470] 
ISBN 0-7083-0519-9 

1. Church history—18th century. I. Title. 
Distributed by Verry, for 6.50. 


BRACKENRIDGE, R. 285°.179 
* Douglas. 
Iglesia Presbiteriana : a history of 


. Presbyterians and Mexican Americans in 


the Southwest / by R. Douglas 
Brackenridge and Francisco O. Garcia- 
Treto. San Antonio : Trinity University 
Press, [1974] xiv, 262 p : ill. ; 25 cm. 
(Presbyterian Historical Society publication 
series ; 15) Includes index. Bibliography: p. 
[249]-255. [BV2788.M4B7 1974] 74-76777 
ISBN 0-911536-53-1 : 8.00 ‘ 
I. Presbyterian Church in the New 
Southwest. 2. Missions to Mexican 
Americans—Southwest, New. 3. Mexican 
Americans—Southwest, New. I. Garcia- 
Treto, Francisco O., joint author. IT. Title. 
TII. Series: Presbyterian Historical Society, 
Publications ; no. 15. 


BROACH, Claude U. 286’.1°0924 B 
Before it slips my mind [by] Claude 
Upshaw Broach. Charlotte, N.C., Delmar 
Print. “Co. [1974] 121 p. 24 cm. 
[BX6495.B696A32] 74-83798 4.95 

1. Broach, Claude U. I. Title. 


Publisher’s address: 9601 Monroe Rd. 
Charlotte, N.C. 28212 
WHY I joined ... 286°.7°0922 B 


moving stories of changed lives, as told to 
Herbert E. Douglass. [Editor: Thomas A. 
Davis] Washington, Review and Herald 
Pub. Association [1974] 63 p. ports. 19 
cm. [BX6191.W45] 74-78174 0.50 (pbk.) 

i. Seventh-Day Adventists—Biography. I. 
Douglass, Herbert E. 


THE Rise of Adventism, 286°.773 
religion and society in mid-nineteenth- 
century America. Edwin S. Gaustad, 
editor. [Ist ed.] New York, Harper & Row 
[1974] p. cm. Lectures delivered during 
1972-73 at the University Church, Loma 
Linda University, Loma Linda, Catif. 
{[BR525.R57] 74-4637 ISBN 0-06-063094-9 
12.50 

I. United States—Religion--19th century. 
2. Adventists. I. Gaustad, Edwin Scott, ed. 
Prepared from C.I.P. Contents omitted. 


JONES, Charles Edwin, 287°.6 
1932- ; 
Perfectionist persuasion: the holiness 
movement and American Methodism, 
1867-1936. Metuchen, N.J., Scarecrow 
Press, 1974. xx, 242 p. illus. 22 cm. 


(ATLA monograph series, no. 5) Includes 
bibliographical references. [BX7990.H6J66] 
74-13766 ISBN 0-8108-0747-5 8.00 

1. Holiness churches--United States. I. 
Title. II. Series: American Theological 
Library Association. ATLA monograph , 
series, no. $. 


HOSTETEER, John Andrew, 
1918- 

Hutterite society [by] John A. Hostetler. 
Baltimore, ae Hopkins University ee 
[1974] p. cm. Bibliography: 
{[BX8129. H8H63] 74-6827 ISBN 0- 8013. 
1584-3 12.50 

1. Hutterite Brethren. 
settlements. I. Title. 
Prepared from C.I.P. 


289.7°73 
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NEAL, Julia. 289.8°09769 
By their fruits : the story of Shakerism in 
South Union, Kentucky / by Julia Neal. 
Philadelphia : Porcupine Press, 1975. p. 
cm. (The American utopian adventure : 
series two) Reprint of the 1947 ed. 
published by the University of North 
Carolina Press, Chapel Hill. Includes 
index. Bibliography: p. [BX9768.S8N4 
1975] 74-26579 ISBN  0-87991-003-8 
lib.bdg. : 13.50 . 

1. Shakers—South Union, Ky. I. Title. 
Prepared from C.LP. 


BODIN, Jean, 1530-1596. 291 
Colloquium of the seven about secrets of 
the sublime / Jean Bodin ; translated with 
an introd. and annotation [by] Marion 
Leathers Daniels. Princeton, NJ. : 
Princeton University Press, 1975, c1974. 
p. cm. Translation of Colloquium 
heptaplomeres de rerum sublimium arcanis 
abditis. Includes index. Bibliography: p. 
[B781.B33C6413 1975] 73-2453 ISBN 0- 
691-07193-4 : 25.00 

L Catholic Church—Relations. 2 
Religions. 3. Religion—Philosophy. I. Title. 
Prepared from C.I.P, 


FRIEDMAN, Maurice S. 1921- 291 
Taouchstones of reality; existential trust and 
the community of peace, [by] Maurice 
Friedman. New York, Dutton, 1974 341 p. 
19 cm. [BL48.F75 1974] ISBN 0-525- 
47369-6 3.95 (pbk.) 

1. Religious. 2. Religion. I, Title. 

L.C. card no. for original ed.: 74-165598. 


WHALEN, William Joseph. 291 
Other religions in a world of change / 
William J, Whalen, Carl J. Pfeifer. Notre 
Dame, Ind. : Ave Maria Press, [1974] 127 
: ill. ; 21 cm. Selected articles which 
appeared in the weekly NC News Service 
now your faith tae in nies Includes 


index. Biblio phy: 121-124. 
(BL80.2.W45] 74. 31 4] ISBN 0-87793- 
075-9 pbk. : 1.75 


I, Religions. 2. Sects. I Pfeifer, Carl J. I. 
Title. 


MALINOWSKI, Bronislaw, 
1884-1942. 
The foundation of faith and morals : an 
anthropological analysis of primitive beliefs 
and conduct with special reference to the 
fundamental problems of religion and 
ethics : delivered before the University of 
Durham at Armstrong College, Newcastle- 
upon-Tyne, February 1935 / by Bronislaw 
Malinowski. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1936 ed. published by Oxford 
University Press, H. Milford, London, 
which was issued as Riddell memorial 
lectures, 7th ser., 1934-35. [GN470.M2 
1974] 74-20949 ISBN 0-8414-5965-7 lib. 
bdg. : 6.50 
1, Religion, Primitive. 2. Trobriand 
Islands—Religion. 3. Religion. I. Title. I. 
Series: Riddell memorial lectures ; 7th Ser., 
1934-35. 
Prepared from C.I.P. 


*ELIADE, Mircea, 1907- 291.09 
Death, afterlife, and eschatology; a 
thematic source book of the history of 
religions. New York, Harper & Row [1974 
c1967] xi, 109 p. 21 cm. Part 3 of From 
Primitives to Zen. Bibliography: 107-108. 
[BL74.E4] 73-20493 ISBN 0-06-062139-7 
1.95 (pbk.) 

1. Religions—History—Sources. L Title. 


PLASKOW, Judith, 291.1°7834'12 
comp. 

Women and religion; papers of the 

Working Group on Women and Religion, 


291.042 
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1972-73. Edited by Judith Plaskow [and] 
Joan Arnold Romero. Rev. ed. 
(Chambersburg, Pa.] American Academy 
of Religion; [distributed by Scholar’s Press, 
Missoula, Mont., 1974] v, 210 p. 23 cm. 
Selected papers from two conferences, held 
in 1972 and 1973. Includes bibliographical 
teferences. [BL458.P55 1974] 74-83126 
ISBN 0-88420-117-1 1.50 (pbk.) 

1. Women and religion—Congresses. T. 
Romero, Joan Arnold, joint comp. IL. 
Working Group on Women and Religion. 
II. Title. 


BURLAND, Cottie Arthur, 
1905- 
Gods and heroes of war / C. A. Burland ; 
with ill. by Honi Werner. New York : 
Putnam, [1974] 127 p. : ill ; 22 cm. 
Includes index. [BL311.B87 1974] 73- 
88518 ISBN 0-399-20383-4. ISBN 0-399- 
60873-7 lib. bdg. : 4.49 
1. Mythology. f. Title. 


WOODS, William Howard, 
1916- 
A history of the devil / William Woods. 


291.2°11 


291.2716 


lst American ed. New York : Putnam, 
1974, c1973. 251 p. : ill. ; 22 cm. Includes 
index. Bibliography: 235-237. 


[BL480.W66 1974] 73- ‘93751 ISBN 0-399- 
11327-4 : 6.95 
J. Devil. I. Title. 


KAPLEAU, Phillip- comp. 291.23 
The Wheel of death A collection of 
writings from Zen Buddhist and other 
sources on death, rebirth, dying [comp. by] 
Philip Kapleau. Assisted by Paterson 
Simmons. New York Harper & Row 1974 
[1971] xviii, 110 p. 20 cm. (Harper 
Colophon books.) Bibliography: p. 100- 
103. [BD444.K33] 74-149748 ISBN 0-06- 
064241-6 2.25 (pbk.) 


1. Death—Collections. 2. Reincarnation— 
Collections. I. Title. 
*HUXLEY, Francis 291.38 


The way of the sacred [by] Francis 
Huxley. Garden City, N.Y. Doubleday 
1974 320 p. illus. 26 cm. [GT51] 73-19368 
ISBN 0-385-04618-9 14.95 

1. Rites and ceremonies. I. Title. 


TAKADA, Koin, 1924- 294.3 
The spirit of Buddism today. [Adapted by 
Philip Yampolsky.] [Tokyo] Tokuma 
Shoten Pub. Co. [1973] xv, 110 p. 22 cm. 
[BQ126.T34213] 73-85864 

1. Buddha and Buddhism—Addresses, 
essays, lectures. I. Title. 

Distributed by Japan Publications Trading 
Co., San Francisco, for 9.95. 


RAHULA, Walpola. 294.3002 
What the Buddha taught, by Walpola Sri 
Rahula. Foreward by Paul Demieville 
Revised edition New York, Grove Press 
[1974, c1959] xvi, 151 p. illus. 21 cm. 
(Evergreen) [BL1451.2R3 1974] 73-21017 
ISBN 0-394-17827-0 

1. Buddha and Buddhism. I. Title. 
Distributed by Random House for 2.95 
(pbk.). 


NHAT Hanh, Thich. 294.342 
Zen keys. Translated from the French by 
Albert and Jean Low, with an introd. by 
Philip Kapleau. [lst ed.] Garden City, 
N.Y., Anchor Press [1974] p. cm. 
Translation of Clefs pour le Zen. 
[BQ9265.9.N4513] 74-3556 ISBN 0-385- 
08066-2 1.95 (pbk.) 

1. Zen Buddhism—Essence, genius, nature. 
I. Title. 

Prepared from C.I.P. 


AMCRILAIN DUUR FUGLIOMING ROUVAL 


PATIMOKKHA. English. 294.3°822 
Buddhist monastic discipline: the Sanskrit 
Pratimoksa sutras of the Mahasamghikas 
and Mulasarvastivadins. [Edited by] 
Charles S. Prebish. University Park, 
Pennsylvania State University Press [1974] 


cm. "The Mahasamghika and 
Mulasarvastivadin Pratimoksa sutras 
presented face to face for ct 
comparison.” Bibliography: 


[BQ2272.E5P73] 74- 10743 ISBN 0- ami: 
01171-8 13.50 

J. Monasticism and religious orders, 
Buddhist—Rules. 2. Sarvastivadins. , 
Mahasanghikas. I. Prebish, Charles S., ed. 
IL Title. 

Prepared from C.I.P. 


HYERS, M. Conrad. 294.3'927 
Zen and the comic spirit [by] Conrad 
Hyers. Philadelphia, Westminster Press 
[1974, c1973] 192 p. illus. 21 cm. Includes 
bibliographical references. [BQ4570.H85H9 
1974] 74-628 ISBN 0-664-20705-7 6.95 

I. Zen Buddhism and humor. I. Title. 

Pbk. 3.95, ISBN 0-664-24989-2. 


NUKARIYA, Kaiten. 294.3°927 
The religion of the Samurai; a study of ‘Zen 
philosophy and discipline in China and 
Japan. London, Luzac; Totowa, N.J., 
Rowman & Littlefield, 1973, [i.e.1974] xvi, 
252 p. 24 cm. Reprint of the 1913 ed. 
which was issued as v. 4 of Luzac’s 
Oriental religions series. “Origin of man 
(Gen-nin-ron) by Kwei Fung Tsung Mih, 
the seventh patriarch of the Kegon sect, 
translated by Kaiten Nukariya”: p. [215]- 
253. Includes bibliographical references. 
[BQ9265.2.T773N84 1973] 74-177304 
ISBN 0-7189-0166-5 12.00; 5.00 (pbk.) 

1. Zen Buddhism. I. Tsung-mi, 780-841. 
Yuan jen lun. English. 1973. II. Title. 


SUZUKI, Daisetz 294.3°927 
Teitaro, 1870-1966. 
Introduction to Zen Buddhism, including 
“A manual of Zen Buddhism / Daisetz 
Teitaro Suzuki ; foreword by C. G. Jung ; 
introd. to the Causeway ed. by Charles 
San. New York : Causeway Books, [1974] 
136, 192, [7] leaves of plates : ill. ; 24 cm. 
Second work has separate t.p. Includes 
bibliographical references and indexes. 
[BQ9265.2.889] 73-85123 ISBN 0-88356- 


022-4 : 10.00 

l. Zen Buddhism. I. Suzuki, Daisetz 
Teitaro, 1870-1966. A manual of Zen 
Buddhism. 1974. II. Title. 
KUNDAKUNDA. 294.48 


Samaysara (The soul-essence). The original 
text in Prakrit, with its Sanskrit renderings, 
and a translation, exhaustive 
commentaries, and an introd. by J. L. 
Jaini, assisted by Brahmachari Sital 
Prasada. Lucknow, Central Jaina Pub. 
House, 1930. [New York, AMS Press, 
1974] p. cm. English and Prakrit, with 
each sloka of the original text rendered 
into Sanskrit. Original ed. issued as v. 8 of 
the Sacred books of the Jainas and as v. 3 
of Jagmandarlal Jaini memorial series. 
[BL1311.52K8613 1974] 73-3843 ISBN 0- 
404-57708-3 19.50 

1. Jainism. [ Jaini, Jagmandar Lal, d. 
1927, ed. II. Sital Prasad, Brahmachari. II. 
Title. IV. Series: The Sacred books of the 
Jainas, v. 8 V. Series: Jagmandarlal Jaini 
memorial series, ¥. 3. 
Prepared from C.I.P. 


NEMICANDRA 294.4°8 
Siddhantacakravartin. 

Gommatsara jiva-kanda (The soul), by 
Nemichandra Siddhanta Chakravarti. 
Edited with introd., translation, and 
commentary by J. L. Jaini, assisted by 


. 


DECEMBER 31,1974 


Brahmachari Sital Prasadaji. Lucknow, 
Central Jaina Pub. House, 1927. [New 
York, AMS Press, 1974] p. cm. English, 
Sanskrit, and Prakrit. Original ed. issued as 
v. 5 of the Sacred books of the Jainas. 
(BL1311.G6N4513 1974b] 73-3839 ISBN 
0-404-57705-9 37.50 

1. Jainism. I Jaini, Jagmandar Lal, d. 
1927, ed. H. Sital Prasad, Brahmachari, ed. 
II. Title. IV. Series: The Sacred books of 
the Jainas, v. 5. 

Prepared from C.I.P. 


NEMICANDRA 294.48 
Siddhantacakravartin. 

Gomunatsara karma-kanda, by 
Nemichandra Siddhanta  Chakravarti. 
Edited with introd., translation, and 
commentary by J. L Jaini, assisted by 
Brahmachari Sital Prasada. Lucknow, 


Central Jaina Pub. House, 1927-37. [New 


York, AMS Press, 1974] p. cm. Vol. 2° 


edited with an introd., translation, and 
commentaries by Brahmachari Sital 
Prasada, assisted by Pandit Ajit Prasada. 
English, Sanskrit, and Prakrit. Original ed. 
issued as v. 6 and 10 of the Sacred books 
of the Jainas; v. 2 also issued as v. 7 of the 
J. L. Jaina memorial series. 
(BL1311.G6N4513 1974] 73-3840 ISBN 0- 
404-57712-1 55.00 

1. Jainism. I. Jaini, Jagmandar Lal, d. 
1927, ed. II. Sital Prasad, Brahmachari, èd. 
IHI. Prasada, Ajit, 1874- ed. IV. Title. V. 
Series: The Sacred books of the Jainas, v. 
6, [etc.] VI. Series: Jagmandarlal Jaini 
memorial series, v. 7. 

Prepared from C.I.P. 


AMRTACANDRA, fl.905. 294.4°8°2 
Purushartha-siddhyupaya (Vaina- 
pravachana-rahasya-kosha). Edited, with an 
introd., translation, and original 
commentaries in English, by Ajit Prasada. 
Lucknow, Central Jaina Pub. House, 1933. 
[New York, AMS Press, 1974] p. cm. 
English and Prakrit. Original ed. issued as 
v. 4 of the Sacred books of the Jainas, and 
as no. 6 of J. L. Jaini memorial series. 
(BLi311.P8A4513 1974] 73-3838 ISBN 0- 
404-57704-0 17.50 

1. Jainism. I. Prasada, Ajit, 1874- ed. II. 
Title. IHI. Series: The Sacred books of the 
Jainas, v. 4. IV. Series: Jagmandarlal Jaini 
memorial series, no. 6. 

Prepared from C.I.P. 


KUNDAKUNDA. 294.4782 
The building of the cosmos; or, 
Panchastikayasara (The five cosmic 
constituents}, by Kundakundacharya. 


Edited with philosophical and historical 
introd., translation, notes and an original 
commentary in English by A. 
Chakravartinayanar. Arrah, Central Jaina 
Pub. House, 1920. [New York, AMS Press, 
1974] p. cm. English and Prakrit, with 
each sloka of the original text rendered 
into Sanskrit; title also in Sanskrit. Original 
ed. issued as v. 3 of the Sacred books of 
the Jainas and in series: BiBliofheca 
Jainica. [BL1311.P3K8613 1974] 73-3837 
ISBN 0-404-57703-2 19.50 

1. Jainism. 2. Philosophy, Jaina. I. 
Chakravarti, Appaswami, ed. IT. Title. HI. 
Series: The Sacred books of the Jainas, v. 
3. IV. Series: Bibliotheca Jainica. 

Prepared from C.LP. 


KUNDAKUNDA. 294.4°8'2 
Niyamsara (The perfect law). The original 
text in Prdkrit, with its Samskrit 
renderings, translation, exhaustive 


commentaries, and an introd. in English, 
by Uggar Sain, assisted by Brahmachari 
Sital Prasada. Lucknow, Central Jaina Pub. 
House, 1931. [New York, AMS Press, 
1974] p. cm. English and Prakrit, with 


each sloka of the original text rendered 
into Sanskrit. Original ed. issued as v. 9 of 
the Sacred books of the Jainas and as v. 5 
of Jagmandarial Jaini memorial seties. 
[BL1311.N5K8613 1974] 73-3844 ISBN 0- 
404-57709-1 14.50 

f. Jainism. I. Sain, Uggar, ed. If. Sital 
Prasad, Brahmachari, ed. HI. Title. 1V. 
Series: The Sacred books of the Jainas, v. 
9. V. Series: Jagmandarlal Jaini memorial 
series, V. 5. 

Prepared from C.LP. 


MANIKYANANDI. 294.4°8°2 
Pariksamukham, by Manikyanandi (with 
Prameya-ratnamala, by Anantavirya). 
Edited with translation, introd., notes, and 
an original commentary in English, by 
Sarat Chandra Ghoshal. Lucknow, Central 
Jaina Pub. House, 1940. [New York, AMS 
Press, 1974] English and Prakrit, with each 
sloka of the original text rendered into 
Sanskrit. Original ed. issued as v. 11 of the 
Sacred books of the Jainas. Bibliography: 
p. [BL1311.P34M3613 1974] 73-3845 
ISBN 0-404-57711-3 31.50 

1. Jainism. I. Ghoshal, Sarat Chandra, ed. 
Il. Anantavirya. Prameya-ratna-mala. 1974. 
HI. Title. IV. Series: The Sacred books of 
the Jainas, v. 11. 

Prepared from C.I.P. 


NEMICANDRA 
Siddhantacakravartin. 
Davva-samgaha (Dravya-samgraha), by 
Nemichandra Siddhanta-chakravarti, with a 
commentary by Brahma-deva. Edized, with 
introd., translation, notes, and an original 
commentary in English, by Sarat Chandra 
Ghoshal. Arrah, Central Jaina Put. House. 
[New York, AMS Press, 1974, c1917] p. 
cm. English and Prakrit, with each sloka of 


294.4°3'2 


_ the original text rendered into Sanskrit. 


The commentary by Brahmadeva is in 
Sanskrit. Original ed. issued as v. 1 of the 
Sacred books of the Jainas, and in mA 
Bibliotheca Jainica. Bibliography: p. 
[BL1311.D3N4513 1974] 73-3835 ISBN 0- 
404-57701-6 21.50 

1. Jainism. I. Brahmadeva, 17th cent. IT. 
Ghoshal, Sarat Chandra, ed. HI. Title. IV. 
Series: The Sacred books of the Jainas, v. 
1. V. Series: Bibliotheca Jainica. 

Prepared from C.I.P. 


UMASVATI, ca.135- 
ca.219. 
Tattvarthadhigama sutra (A treatise on the 
essential principles of Jainism), by 
Umasvami. Edited with introd., translation, 
notes, and commentary in English, by J. L. 
Jaini, assisted by Brahmchari Sri Sital 
Prasad. Arrah, Central Jaina Pub. House. 
[New York, AMS Press, 1974] p. cm. 
English and Sanskrit; title also in Sanskrit. 
Reprint of the 1920 ed. issued as v. 2 of 
the Sacred books of the Jainas and in 
series: Bibliotheca Jainica. 
[BL1311.T3U4513 1974] 73-3836 ISBN 0- 
404-57702-4 21.50 
1. Jainism. I. Jaini, Jagmandar Lal, d. 
1927, ed. II. Sital Prasad, Brahmachari, ed. 
HI. Title. IV. Series: The Sacred books of 
the Jainas, v. 2. V. Series: Bibliotheca 
Jainica. 
Prepared from C.I.P. 


SVARUPA Damodara 
Dasa, Brahmacari, 1941- 
The scientific basis of Krsna consciousness, 
by Svarupa Damodara dasa. New York, 
Bhaktivedanta Book Trust [1974] 62 p. 
illus. 18 cm. Includes bibliographical 
references. [BL1220.S93] 74-18269 ISBN 
0-912776-45-5 0.95 (pbk.) 
1. Krishna (Cult) L Title. 


294.4°8'2 


294.5175 


200 RELIGION 


DEVATA, 294.5'2'11 
by a recluse of Vindhyachala. Allahabad, 
Panini Office, 1917. [New York, AMS 
Press, 1974] p. cm. Original ed. issued as 
v. 19 of The Sacred books of the Hindus. 
English or Sanskrit, with some 
explanations in Bengali ‘and Hindi; 
foreword in English. [BL1216.D46 1974] 
73-3811 ISBN 0-404-57819-5 22.50 

1. Gods, Hindu I A recluse of 
Vindhyachala. II. Series: The Sacred books 
of the Hindus, v. 19. 

Prepared from C.I.P. 


GOPI Krishna, 1903- 294.5°4 
Higher consciousness : the evolutionary 
thrust of kundalini / Gopi Krishna. New 
York : Julian Press, [1974] x, 198 p. : 22 
em. [BL263.G64] 74-75418 ISBN 0-87097- 
061-5 : 7.95 

1. Evolution. 2. Yoga, Hatha. I. Title. 


KROLL, Una. 294.5743 
The healing potential of transcendental 
meditation / Una Kroll. Atlanta : John 
Knox Press, 1974. p. cm. Bibliography: p. 
[BL627.K76 1974b] 74-7615 ISBN 0-8042- 
0598-1 pbk. : 3.95 

1. Transcendental meditation. I. Title. 
Prepared from C.I.P. 


SIVASAMHITA. English 
and Sanskrit. 
The Siva samhita / translated by Srisa 
Chandra Vasu. New York : AMS Press, 
1974. p. cm. Reprint of the 1914 ed. 
published by the Panini Office, Allahabad, 
which was issued as v. 15, pt. 1 of The 
Sacred books. a the Hindus, under the 
eneral Yog sastra. 
[B132. Y6S56613)" 73-3803 eISBN 0-404- 
57815-2 : 14.50 

1. Yoga, Hatha. 2. Shaktism. I. Vasu, Srisa 
Chandra, rai bahadur, 1861-1918? ed. H. 
Title. III. Title: Yoga sastra. IV. Series: 
ve Sacred books of the Hindus ; v. 15, pt. 


294.5°9 


Prepared from C.I.P. 
VYASA. 


294.5°9 
The Siddhanta darsanam of Vyasa. 
Translated by Mohan Lal Sandal. 
Allahabad, Panini Office, 1925. [New 


York, AMS Press, 1974] p. cm. Original 
ed. issued as v. 29 of The Sacred books of 
the Hindus. English and Sanskrit. 
[BL1135.V9E57] 73-3822 ISBN 0-04- 
045729-2 11.50 

I Sandal, Mohan Lal, ed. II. Title. LI. 
Series: The Sacred books of the Hindus, v. 
29. 

Prepared from C.I.P. 


PANCARATRA. 294.5°92 
Naradapancaratra. Jnanamrtasarasamhita. 
English 


Sri Narada Pancharatnam: the IJnanamrita 
sara samhita. Translated into English by 
Swami Vijnanananda, alias Hari Prasanna 
Chatterji. Allahabad, Panini Office, 1921. 
[New York, AMS Press, 1974] p. cm. 
Original ed. issued as v. 23 of The Sacred 
books of the Hindus. (BL1135.P34A37 
1974] 73-3816 ISBN 0-404-57823-3 25.00 

I Vinanananda, Swami, 1868-1938, tr. I. 
Title. III. Series: The Sacred books of the 
Hindus, v. 23. 

Prepared from C.I.P. 


294.5°921 
BRAHMOPANISATSARASANGRAH 
A. English & Sanskrit. 
The Brahmopanisat-sara sangraga. 
Translated ` by Vidyatilaka. Allahabad, 
Panini Office, 1916. [New York, AMS 
Press, 1974] p. cm. Original ed. issued as 
v. 18, pt. 1 of The Sacred books of the 
Hindus. Includes the .commentary, the 
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Brahmopanisatsarasangrahadipika in 
English. [BL1120.A472 1974] 73-3809 
ISBN 0-404-57818-7 14.50 f 

L Vidyatilaka, ed. I. 
Brahmopanisatsarasangrahadipika. English. 
1974. HI. Upanishads. English & Sanskrit. 
Selections. 1974. IV. Title. V. Series: The 
Sacred books of the Hindus, v. 18, pt. 1. 
Prepared from C.I.P. 


SANDAL, Mohan Lal. 294.5°921 
Philosophical teachings in the Upanisads. 
[Allahabad, Panini office, 1926. New York, 
AMS Press, 1974] p. cm. Original ed. 
“issued as extra v. 5 in The Sacred books of 
the Hindus. [BL1120.S18 1974] 73-3831 
ISBN 0-404-57849-7 57.50 
1, Upanishads—Criticism, interpretation, 
etc. I. Title. II. Series: The Sacred books of 
the Hindus, extra v. 5. 
Prepared from C.I.P. 


UPANISHADS. 294.5°921 
Aitareyopanisad. English & Sanskrit. 
Aitareya Upanisat. Translated by Srisa 
Chandra Vidyarnava and Mohan Lal 
Sandal. Allahabad, Panini Office, 1925. 
[New York, AMS Press, 1974] p. Original 
ed. issued as v. 30, pts. 1-2 of The Sacred 
books of the Hindus. English and Sanskrit; 
commentary in English. [BL1120.A432 
1974] 73-3823 ISBN 0-404-57830-6 14.50 
I. Vasu, Srisa Chandra, rai bahadur, 1861- 
19182, ed. If. Sandal, Mokan Lal, ed. LI. 
Title. IV. Series: The Sacred books of the 
Hindus, v. 30, pts. 1-2. 
Prepared from C.I.P. 


UPANISHADS. 294.5°921 
Brhadaranyakopanisad. English & 
Sanskrit. 


The Brihadaranyaka Upanisad, with the 
commentary of Sri Madhvacharya, called 
also Anandatirtha. Translated by Sris 
Chandra Vasu with the assistance of 
Ramaksya Bhattacharya. Allahabad, Panini 
Office, 1916. [New York, AMS Press, 
1974] p. cm. Original ed. issued as v. 14, 
pts. 1-9 of The Sacred books of the 
Hindus. English and Sanskrit; commentary 
in English. [BL1120.A4842 1974] 73-3802 
ISBN 0-404-57814-4 47.50 

I Vasu, Srisa Chandra, rai bahadur, 1861- 
1918?, ed. II. Bhattacharya. Ramaksya, ed. 
IH. Anandatirtha, surnamed Madhvacarya, 
1197-1276. Brhadaranyakopanisadbhasya. 


English. 1974. IV. Title. V. Series: The 
Sacred books of the Hindus, . 

Prepared from C.I.P. 

UPANISHADS. 294.5°921 


Chandogyopanisad. English & Sanskrit. 
Chhandogya Upanisad, with the 
commentary of Sri Madhvacharya, called 
also Anandatirtha. Translated by Srisa 
Chandra Vasu. Allahabad, Panini Office, 
1910. [New York, AMS Press, 1974] p. 
Original ed. issued as v. 3 of The Sacred 
books of the Hindus. Originally published 
as pt. 2 of The Upanisads, issued as v. 1 of 
the series. English and Sanskrit; 
commentary in English. {BL1120.A452 
1974] 73-3788 ISBN 0-404-57803-9 44.50 
I. Vasu, Srisa Chandra, rai bahadur, 1861- 
19187, ed. If Anandatirtha, surnamed 
Madhvacarya, 1197-1276. 
Chandogyopanisadbhasya. English. 1974. 
IH. Title. IV. Series: The Sacred books of 
the Hindus 
Prepared from C.I.P. 


UPANISHADS. English & 
Sanskrit. Selections. 
Isa, Kena, Katha, Prasna, Mundaka and 
Manduka Upanisads. Vol. 1. 2d ed. 
Allahabad, Panini Office, 1911. [New 
York, AMS Press, 1974] p. Original ed. 
issued as v. 1 of The Sacred books of the 


294.5°921 


24 


Hindus. First ed., 1909-10, issued in two 


pts. pt. 1 with general title, The 
Upanisads, and pt. 2 with title, 
Chhandogya Upanisad. The remaining 


Upanishads appeared as independent vois. 
Includes Anandatirtha’s commentary on 
each of the six Upanishads. Translated by 
Srisa Chandra Vasu. [(BL1120.A3V37 
1974] 73-4980 ISBN 0-404-57801-2 27.50 
L Anandatirtha, surnamed Madhvacarya, 
1197-1276. II. Vasu, Srisa Chandra, rai 
bahadur, 1861-19187, tr. Uf. Title. IV. 
Series: The Sacred books of the Hindus, v. 
i 


Prepared from C.I.P. 


UPANISHADS. 294.5°921 
Kausitakibrahmanopanisad. English & 
Sanskrit. 


The Kausitaki Upanisat. Translated by 
Srisa Chandra Vidyarnava and Mohan Lal 
Sandal. Allahabad, Panini Office [1925. 
New York, AMS Press, 1974] p. cm. 
Original ed. issued as v. 31, pt. 1 of The 
Sacred books of the Hindus. Includes 
Sankarananda’s commentary, the 
Kausitakibrahmanopanisaddipika in 
English. [BL1120.A5642 1974] 73-3825 
ISBN 0-404-57831-4 14.50 

I. Vasu, Srisa Chandra, rai bahadur, 1861- 
1918?, ed. II. Sandal, Mohan Lal, ed. Ill. 
Sankarananda, disciple of Anandatma. 
Kausitakibrahmanopanisaddipika. English. 
1974. IV. Title. V. Series: The Sacred 
books of the Hindus, v. 31 

Prepared from C.I.P. 


UPANISHADS. 294.5°921 
Maitrayaniyopanisad. English & Sanskrit. 
The Maitri Upanisat. Translated by Srisa 
Chandra Vidyarnava and Mohan Lal 
Sandal. Allahabad, Panini Office [1926. 
New York, AMS Press, 1974] p. cm. 
Original ed. issued as v. 31, pt. 2 of The 
Sacred books of the Hindus. 
{BL1120.A6252 1974] 73-3827 ISBN 0- 
404-57832-2 9.00 
I. Vasu, Srisa Chandra, rai bahadur, 1861- 
19187, ed. II. Sandal, Mohan Lal, ed. II. 
Title. IV. Series: The Sacred books of the 
Hindus, v. 31, pt. 2. 
Prepared from C.I.P. 


UPANISHADS. 294.5921 
Svetasvataropanisad, English & Sanskrit. 
The Svetasvatara Upanisad. Translated by 
Siddhesvara Varma Shastri. Allahabad, 
Panini Office, 1916. [New York, AMS 
Press, 1974] p. Original ed. issued as v. 
18, pts. 2-3 of The Sacred Books of the 
Hindus. English and Sanskrit; introductory 
matter and notes in English. 
[BL1120.A722 1974] 73-3810 ISBN 0-404- 

57840-3 14.50 

L Varma, Siddheshwar, 1887- ed. IT. Title. 
IH. Series: The Sacred books of the 
Hindus, v. 18, pts. 2-3. 

Prepared from C.I.P. 


UPANISHADS. 294.5°921 
Taittiriyopanisad. English & Sanskrit. 

The Tait{t]iriya Upanisat. Translated by 
Srisa Chandra Vidyarnava and Mohan Lal 
Sandal. Allahabad, Panini Press, 1925. 
[New York, AMS Press, 1974] p. cm. 
Original ed. issued as v. 30, pt. 3 of The 
Sacred books of the Hindus. English and 
Sanskrit; commentary in English. 
[BL1120.A732 1974] 73-3824 ISBN 0-404- 
57833-0 10.00 

T Vasu, Srisa Chandra, rai bahadur, 1861- 
19187, ed. If. Sandal, Mohan Lal, ed. If. 
Title. IV. Series: The Sacred books of the 
Hindus, v. 30, pt. 3. 

Prepared from C.I.P. 


AMERICAN BOOK PUBLISHING RECORD 


VASU, Srisa Chandra, 294,5°921 
rai bahadur, 1861-1918? 


Studies in the first six Upanisads; and the 


Isa and Kena Upanisads, with the 
commentary of Sankara. Translated by 
Srisa Chandra Vidyarnava. Allahabad, 


Panini Office, 1919. [New York, AMS 
Press, 1974] p. Original ed. issued as v. 
22, pt. 1 of The Sacred books of the 
Hindus. Includes translation in English of 
the Isopanisad and the Kenopanisad, with 
the respective commentaries of 
Sankaracarya, the Isopanisadbhasya and 
the Kenopanisadbhasya, and the 
commentary of Anantacarya on the 
Isavasyabhasya. Includes some slokas in 
Sanskirt. Intended to serve as an introd. to 
the author’s translations of the Upanishads. 
[BL1120.V37 1974] 73-3814 ISBN 0-404- 
57822-5 14.50 

L Upanishads. Le Sankaracarya. 
Isopanisadbhasya. English, 1974. I. 
Sankaracarya. Kenopanisadbhasya. English. 
1974. IH. Anantacarya. Isavasyabhasya. 
English. 1974. IV. Upanishads. Isopanisad. 
English. 1974. y. Upanishads. 
Kenopanisad. English. 1974. VI. Title. VHI. 
Series: The Sacred books of the Hindus, v. 
22, pt. 1. 

Prepared from C.I.P. 


PURANAS. 
Brahmavaivartapurana. English. 
The Brahma-vaivarta puranam. Translated 
into English by Rajendra Nath Sen. 
Allahabad, Panini Office, 1920-22. [New 
York, AMS Press, 1974] p. cm. Original 
ed. issued as v. 24, pts. 1-4 of The Sacred 
books of the Hindus. Contents.—pt. 1. 
Brahma and Prakriti khandas.—pt. 2) 
Ganesa and Krisna janma khanda& 
(BL1135.P717A36] 73-3817 ISBN 0-404- 
57824-1 57.50 (2 vol. set.) ` 
I. Sen, Rajendra Nath, tr. I. Title. HT. 
series The Sacred books of the Hindus, v. 


294.5°925 


Prepared from C.I.P. 


YAJNAVALKYA. 294.5°94 
Yajnavaikya Smriti, with the commentary 
of Vijnanesvara, called the Mitaksara and 
notes from the gloss of Balambhatta. Book 
I: The Achara adhyaya. Translated by Srisa 
Chandra Vidyarnava. Allahabad, Panini 
Office, 1918. [New York, AMS Press, 
1974] p. Original ed. issued as v. 21 of 
The Sacred books of the Hindus. The 
Sanskrit text and English translftio& of the 
first 50 slokas of the work appeared in 
1909 as v. 2, pt. 1 of the series. "In the 
preparation of the translation I was greatly 
assisted by ... Sarayu Prasad Misra.” Notes 
from the gloss of Vaidyanatha Payagunde 
omitted from chapters 5-9. [LAW] 73-3813 
ISBN 0-404-57821-7 37.50 

i. Hindu Jaw. 2. Inheritance and 
succession-—India. 3. Brahmanism—Sacred 
books. I. Vasu, Srisa Chandra, rat bahadur, 
1861-1918?, ed. II. Misra, Sarayu Prasad, 
tr. HE. Vijnanesvara, lith cent. Mitaksara. 
Engisif 1974. IV. Vaidyanatha Payagunde. 
Balambhatti, English. 1974. V. Title: 
Smriti. VI. Series: The Sacred books of the 
Hindus, v. 21. 

Prepared from C.I.P. 


YAJNAVALKYA. 294.594 
Yajnavalkya’s Smriti, with the commentary 
of Vijnanesvara, called the Mitaksara, and 
the gloss of Balambhatta. Part I: The 
sources of Hindu law and the duties of a 
student. Translated by Srisa’ Chandra Vasu. 
Allahabad, Panini Office, 1909. [New 
York, AMS Press, 1974] p. Original ed. 
issued as v. 2, pt. 1 of The Sacred books of 
the Hindus. No more published. Includes 
the first 50 siokas of the Yajnavalkyasmrti. 
An English translation of one section of 
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the work, the Acaradhyaya, appeared in 
1918 as v. 21 of the series. English and 


Sanskrit; introductory matter in English. 
[LAW] 73-3787 {ISBN 0-404-57802-0 
15.00 


i. Hindu law. 2. Brahmanism—Sacred 
books. I. Vasu, Srisa Chandra, rai bahadur, 
1861-19187, ed. If. Vijnanesvara, llth 
cent. Mitaksara. English & Sanskrit. 1974. 
IW, Vaidyanatha Payagunde. Balambhattt. 
English & Sanskrit. 1974. IV. Title: Smriti. 
V. Title: The sources of Hindu law and the 
duties of a student. VI. Series: The Sacred 
books of the Hindus, v. 2. 

Prepared from C.I.P. 


*MCCALL, Thomas S. 296 
Satan in the Sanctuary, by Thomas S. 
McCall and Zola Levitt. Chicago, Moody 
Press, [1974, ci973]. 120 p. illus 19 cm. 
([BM585] 73-7337 ISBN 0-8024-8799-8 
1.95 (pbk.,). 

l. Judaism—Controversial literature. I. 
Title. 


PFEIFFER, Charles F. 296.09 
Between the Testaments. Grand Rapids 
Baker Book House, [1974, c1959] 132 p. 
22 cm. [BM176.P39] ISBN 0- 8010-6873- 8 
3.95 (pbk.) 

1. Jews—History-586 B.C.-70 A.D. I. Title 


CORDOVERO, Moses, 
1570. 

The palm tree of Deborah / Moses 
Cordovero ; translated from the Hebrew 
with an introd. and notes by Louis Jacobs. 
New York : Hermon Press, 1974, c1960. 
133 p. ; 24 cm. Translation of Tomer 
Devorah. Reprint of the ed. published by 
Master Mitchell, London. Bibliography: 
p. 127-130. [BJ1287. C63T63 1974] 73- 
93366 ISBN 0-87203-039-3 : 6.95. 

1. Ethics, Jewish. I. Title. 


er vai Azriel Louis, 
] ix n 

The synagogue through the ages, by Azriel 
Eisenberg. New York, Bloch Pub. Co. 
[1974] vi, 206 p. illus. 24 cm. Bibliography: 
p. 195-197. A history of the synagogue 
emphasizing its importance in the lives of 
the Jewish people through the ages. 
[BM653.E35] 73-77284 ISBN 0-8197- 
0291-9 12.50 

1. Synagogues—History. I. Title. 


e 

DAVIS, Patricia 

Talbot. 
Together, they built a mountain. (Lititz, 
Pa.] Sutter House [1974] xvi, 179 p. illus. 
24 cm. [BM225.E55B473] 74-14727 ISBN 
0-915010-00-3 6.95 

1. Beth Sholom Synagogue, Elkins Park, 
Pa. 2. Cohen, Mortimer Joseph, 1894- 
1972. 3. Wright, Frank Lloyd, 1867-1959. 
I. Title. 


1522- 296.38 


296.65 


296.675°0974811 


BENSION, Ariel, 
1932. 

The Zohar in Moslem and Christian Spain 
/ by Ariel Bension ; with an introd. by 
Denison Ross. New York : Hermon Press, 
1974. xx, 256 p., 6 leaves of plates : ill. ; 
24 cm. Reprint of the 1932 ed. published 
by G. Routledge, London. Bibliography: p. 
249-250. [BM529.B35 1974] 74-78330 
ISBN 0-87203-046-6 : 12,50 

1. Zohar. 2. Jews in Spain. 3. Mysticism— 
Spain. I, Title. š 


ROTH, Cecil, 1899-1970. 296.8°2 
A history of the Marranos / Cecil Roth. 
4th ed. / with a new introd. by Herman P. 
Salomon. New York : Hermon Press, 1974. 
xxiv, 424 p. : ill. ; 24 cm. Includes index. 
Bibliography: p. 403-410. [DS124.R625 


1881- 296.8°2 


390 p. : ill. ; 


1974] 73-93367 ISBN ` 0-87203-040-7 
14.50 
1. Inquisition. Spain. 2. Maranos. È Title. 


INGRAM, Doreen. ; 297 
Mosques and minarets. Photography by 
Alistair Duncan and others. St. Paul, EMC 
Corp. [1974] p. cm. (The Arab world) 
Discusses the basic teachings of Islam and 
illustrates, through photographs, their 
unifying effect on the different cultures 
within the Arab world. [BP161.2.155] 74- 
12221 ISBN 0-88436-115-2 4.95 

1. Islam—Juvenile literature. I. Duncan, 
Alistair, 1927- illus. If. Title. 

Prepared from C.I.P. Pbk. 2.95; ISBN 0- 
88436-116-0. 


*LAVAN, Spencer. 297.6 
The Ahmadiyah movement: a history and 
perspective. [Delhi], Manohar Book 
Service, 1974. xii, 220 p. 22 cm. [BP173.7] 
ISBN 0-88386-455-K 

i. Ahmad, Mirza Gulam. 2. Isiam and 
porger stadia: 3. Isam—India—History. I. 

ytle. 


Distributed by South Asia Books, 
Columbia, Mo., for 10.00. 
MILLER, William McElwee. 297.89 


The Baha’ faith. its history and teaching S 


Pasadena, Celf Wm Carey [c1974] 
xix,[444] illus., ports 23 cm. Includes 
. bibliographical references. [BP365.M49] 


74-8745 ISBN 0-87808-137-2 8.95 (pbk.) 
1. Bahaism. I. Title. 


CZAJA, Michael. 299.56 
Gods of myth and stone; phallizism in 
Japanese folk religion. With a foreword by 
George De Vos. [Ist ed.] New York, 
Weatherhill [1974] 294 p. illus. 27 cm. 
Bibliography: p. 279-288. [BL460.C9 1974] 
73-88468 ISBN 0-8348-0095-0 20.00 

1. Phallicism. 2. Gods, Japanese. 3. 
Husband and wife (in religion, ‘folklore, 
etc.) I. Title. 


ASTON, William George, 299.561 
1841-1911. 

Shinto : the way of the gods / by W. G. 
Aston. New York : Krishna Press, 1974. ii, 
23 cm. Originally published in 
1905 by Longmans, Green, London, New 
York. Includes bibliographical references 
and index. [BL2220.A8 1974] 72-98090 
ISBN 0-87968-076-8 : 34.95. 

1. Shinto. 


*MCMAHON, Martin. 299.7 
Castaneda’s the teachings of Don Juan, a 
separate reality, & journey to Ixtlan notes, 
Lincoln, Neb., Cliffs Notes [1974] 60 p. 21 
em. [E99.Y3C29] ISBN 0-8220-0306-6 
1.25 (pbk.) 

I. Castaneda, Carlos. I. Title. 


300 SOCIAL SCIENCE 


*HORTON, Paul B. 300 
Programmed learning aid for _ basic 
principles of the Social Sciences, [by] Paul 
B. Horton [and others]. Programming 
editor: Roger H. Hermanson. Homewood, 
Ill, Learning Systems, (1973, ie.1974]. x, 
189 p. 26 cm. (Irwin Programmed learning 
aid series) [H83] ISBN 0-256-01474-4. 
3.95 (pbk.) 


300 SOCIAL SCIENCE 


1. Social Sciences—-Text-books. 2. Social 
Sciences—Study and teaching. I. Title. 


*TONNIES, Ferdinand. 300 
On. social ideas and ideologies edited, 
translated, and annotated by E. G. Jacoby. 
New York, Harper & Row [1974] x., 275 
p. 21 cm. Includes bibliographical 
references [H83] 73-14344 ISBN 0-96- 
136152-6. 9.00 

I. Social sciences. I. Title. 


RIECKEN, Henry W. 300°.1°8 
Social experimentation: a method for 
planning and evaluating social intervention. 
[Edited by] Henry W. Riecken and Robert 
F. Boruch. New York, Academic Press, 
1974. p. cm. (Quantitative studies in 
social relations series) Bibliography: p. 
[H61.R493) 74-1638 ISBN 0-12-588150-9 
15.95 

1. Social sciences—-Methodology. 2. Social 
sciences—Field work. 3. Evaluation 
research (Social action programs) I. 
Boruch, Robert F., joint author. EH. Title. 
Prepared from C.I.P. 


300°.1°82 


MARANELL, Gary Michael, 
1932- comp. 
Scaling; a sourcebook for behavioral 


scientists. Edited by Gary M. Maranell. 
Chicago, Aldine Pub. Co. [1974] xix, 436 
p. 25 cm. (Methodological perspectives) 
Includes bibliographies. [H61.M423] 73- 
89519 ISBN 0-202-30226-1 19.50 

i. Scaling (Social sciences)—Addresses, 
essays, lectures. 2. Attitude (Psychology)— 
Testing—Addresses, essays, lectures. I. 
Title. 

Pbk. 8.95; ISBN 0-202-30227-X. 


THE Role of the 300°.1°83 
computer in economic and social research 
in Latin America : a conference report of 
the Nation Bureau of Economic Research 
/ edited by Nancy D. Ruggles. New York 
: National Bureau of Economic Research : 
distributed by Columbia University Press, 
1974. x, 399 p. : ill. ; 24 cm. Contains a 
selection of papers presented at a 
conference. held in Cuernavaca, Mexico, 
Oct. 25-29, 1971. Includes bibliographical 
references and indexes. [H62.5.L3R64] 73- 
81540 ISBN 0-87014-260-7 : 17.50 

1. Electronic data processing—Social 
sciences—Congresses. 2. Social science 
research—Latin America—Congresses. I. 
Ruggles, Nancy D., ed. H. National Bureau 
of Economic Research. 


PHILLIPS, Richard C. 300°.7°12 
Teaching for thinking in high school social 
studies [by] Richard C. Phillips. Reading, 
Mass., Addison-Wesley Pub. Co. [1974] 
xiii, 338 p. 25 cm. Bibliography: p. 329- 
332, [H62.P4627] 73-7665 ISBN 0-201- 
05822-8 11.95 

I. Social sciences-—Study and teaching 
(Secondary) I. Title. ` 


BUNKER, Barbara 30.72 
Benedict. 

A student's guide to, conducting social 

science research [by] Barbara Benedict 

Bunker, Howard B. Pearlson [and] Justin 

W. Schulz. New York, Behavioral 

Publications [1974] p. cm. [H62.B84] 74- 

11814 ISBN 0-87705-238-7 4.95 (pbk.) 

1. Social science research. I. Pearlson, 

Howard B., joint author. II. Schulz, Justin 
W., joint author. III. Title. 

Prepared from C.LP. 
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SOCIAL Indicators 300.72 
Conference, 1st, Washington, D.C., 1972; 
Social indicators and marketing; selected 
papers from the two Social Indicators 
Conferences of the American Marketing 
Association, Public Policy and Issues 
Division, Washington, D.C., 1972 and 
1973. Edited by: Robert L. Clewett [and] 
Jerry C. Olson. [Washington] American 
Marketing Association [1974] xii, 193 p. 
illus. 23 cm. Bibliography: p. 183-190. 
[HN25.S6 1973] 74-78359 7.00 (pbk.). 
I. Social indicators—Congresses. 2. 
Industry—Social aspects—Congresses. 3. 
Marketing—Congresses. I. 2d, Washington, 
D.C, 1973. If. Clewett, Robert Lancelot, 
1911- ed. HI. Olson, Jerry Chipman, 1917- 
ed. IV. American Marketing Association. 
Public Policy and Issues Division. V. Title. 


COHEN, Marshall, comp. 301 
The rights and wrongs of abortion / edited 
by Marshall Cohen, Thomas Nagel, and 
Thomas Scanlon ; contributors, John 
Finnis [et al] Princeton, N.J. : Princeton 
University Press, 1974. 127 p. ; 21 cm. (A 
Philosophy & public affairs reader) *The 
essays in this book originally appeared in 
the quarterly journal Philesophy & public 
affairs.” Contents—Thomson, J. J. A 
defense of abortion.—Wertheimer, R. 
Understanding the abortion argument.— 
Tooley, M. Abortion and infanticide.— 
Finnis, J. The rights and wrongs of 
abortion—Thomson, J. J. Rights and 
deaths. [HQ767.C57] 73-8268 ISBN 0- 
691-07197-7 : 7.50 ISBN 0-691-01979-7 
pbk. : 2.45 

i. Abortion—Adadresses, essays, lectures. I. 
Nagel, Thomas, joint comp. If. Scanlon, 
Thomas, joint comp. IIT. Finnis, John. IV. 
Philosophy & public affairs. V. Title. 


HARDIN, Garrett James, 1915- 301 
Mandatory motherhood; the true meaning 
of "right to life’ [by] Garrett Hardin. 
Boston, Beacon Press [1974] viii, 136 2 18 
cm. (Beacon T perich 5000) 
Bibliography: 133-135. 
[HQ767.5.05H36 1974] 74-4880 ISBN 0- 
8070-2176-8 4.95 

1. Abortion—United States. I. Title. 

Pbk. 1.95; ISBN 0-8070-2177-6. 


THE Science of society and 301 
the unity of mankind; a memorial volume 
for Morris Ginsberg, edited by Ronald 
Fletcher for the British Sociological 
Association. London, Heinemann 
Educational, 1974. x, 292 p., plate. port. 
24 cm. Includes index. [HM22.G8G57] 74- 
181944 ISBN 0-435-82165-2 £6.50 

I. Ginsberg, Morris, 1889-1970. 2. 
Sociology-—~Addresses, essays, lectures. I. 
Ginsberg, Morris, 1889-1970. II. Fletcher, 


Ronald, ed. TII. British Sociological 
. Association. 

Distributed by Crane Russak, 18.00. 
Contents omitted. 

WOLFF, Kurt H., 1912- 301 


Trying sociology [by] Kurt H. Wolff. New 
York, Wiley [1974] viii, 662 p. illus. 24 
em. “A Wiley-Interscience publication.” 
Includes bibliographies. [HM24.W65] 74- 
13165 ISBN 0-471-95940-5 16.95 

1. Sociology. I. Title. 


BIERSTEDT, Robert, 1913- 301’.01 
Power and progress; essays on sociological 
theory. New York, McGraw Hill [1974] 
viii, 330 p. 21 cm. Incluces bibliographical 
references. [HM24.B44].74-12192 ISBN 0- 
07-005230-1 11.50 y 
1. Sociology—Addresses, essays, lectures. 
I. Title. 

Contents omitted . 
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SZTOMPKA, Piotr. 301.01 
System and function: toward a theory of 
society. New York, Academic [1974] xvi, 
213 p. 24 cm. (Studies n anthropology 
series) Bibliography: 183-201. 

([HM24.8954] 74-1644 ISBN "0-12-681850- 
9 11.95 

4. Functional analysis (Social sciences) 2. 
System theory. 3. Social systems. I. Title. 


EASTHOPE, Gary. 301°.01°8 
A history of social research methods. 
[London] Longman [1974] x, 169 p. 21 
cm. (Aspects of modern sociology; social 


research) Bibliography: p. 150-164. 
[HM48.E37] 74-180922 ISBN 0-582- 
48480-4 


1. Sociological research—History. 2. 
Sociology—-Methodology—History. T. Title. 
Distributed by Longman, New York Pbk. 
6.50, ISBN 0-582-4840-4 


RILEY, Matilda White, 
1911- comp. 

Sociological observation : a strategy for 
new social knowledge / edited by Matilda 
White Riley and Edward E. Nelson. New 
York : Basic Books, [1974] xvi, 303 p. ; 25 
cm. (Issues and trends in sociology} 
Includes index. Bibliography: p. 287-292. 
[HM24.R487] 73-91082 ISBN 0-465- 
07950-4 : 11.95 

1. Sociology—Addresses, essays, lectures. 
2.  Sociology—Methodology—Addresses, 
essays, lectures. I. Nelson, Edward E., 
joint comp. IT. Title. HT. Series. 


SCHWENDINGER, Herman. 301.0973 
The sociologists of the chair : a radical 
analysis of the formative years of North 
American sociology (1883-1922) / Herman 
Schwendinger & Julia R. Schwendinger. 
New York : Basic Books, [1974] xxviii, 
609 p. ; 25 cm. Includes index. 
Bibliography: p. 575-590. [HM22.U5S35] 
72-89279 ISBN 0-465-07975-X : 19.50 

I. Soctology—History—United States. I. 
aa a Julia R., joint author. II. 
itle. 


*BRYAN, Clifford E. 301.1 
Basic facts on the generation gap. [by] 
Clifford E. Bryan and Robert L. Horton. 
Homewood, Ill., Learning Systems 1974 
vii, 56 p. 26 cm. (Programmed learning aid 
series.) [HM267] 0-256-01505-8 1.50 
(pbk.) x 
1. Sociology. I. Horton, Robert L. joint 
author. IT. Title. 


*COCHRANE, Willard W. 301.1 
Feast or famine; the uncertain world of 
food and agriculture and its policy 
implications for the United States, by 
Willard W. Cochrane. [Washington], 
National Planning Association, [1974]. ix, 
25 p. 26 cm. [HC101] 73-93822 1.00 


301.07°23 


1. United States—Economic conditions. I. 
Title. 


MAYERS, Marvin Keene, 
1927- `’ 

Christianity confronts culture; a strategy 
for cross-cultural evangelism [by] Marvin 
K. Mayers. Grand Rapids, Zondervan Pub. 
House [1974] 384 p. illus. 22 cm. 
(Contemporary evangelical perspectives) 
Bibliography: p. 366-380. [BR115.C8M25] 
73-13068 4.95 

1. Christianity and culture. 2. Sociology, 
Christian. I. Title. 


301.1°02742 


*LONDON, Herbert 301.11 
Fitting in; crosswise at the generation gap. 
New York, Grosset & Dunlap [1974, 
c1972] 177 p. 22 cm. [HM131] 73-21140 
ISBN 0-448-11609-X 7.95 


AMERICAN BOOK PUBLISHING RECORD 
I. Social groups. I. Title. 
CONDON, John C. 301.14 


An introduction to intercultural 
communication [by] John C. Condon [and] 


Fathi S. Yousef. Indianapolis, Bobbs- 
Merrill [1974] p. cm. (The Bobbs-Merrill 
series in speech communication) 


(HM258.C59] 74- 14633 3.95 

1. Intercultural communication. I. Yousef, 
Fathi S., joint author. IT. Title. 

Prepared from C.I.P. 


HIEBERT, Ray Eldon. 301.16 
Mass media : an introduction to modern 
communication / Ray Eldon Hiebert, 
Donald F. Ungurait, Thomas W. Bohn. 
New York : McKay, [1974] xvi, 495 p. : 
ill. ; 23 cm. Includes index. Bibliography: 
p. 445-482. [P90.H48] 72-96710 ISBN 0- 
679-30237-9 : 8.95 ° 

1. Communication. 2. Mass media. I. 
Ungurait, Donald F, joint author. II. 
Bohn, Thomas W., joint author. 


ALTSCHULER, Richard. 301.1671 
Open reality : the way out of mimicking 
happiness / by Richard Altschuler „and 
Nicholas Regush. New York : G. Putnam, 
[1974] 224 p. ; 22 cm. [HN90. M3A48 
1974] 73-87201 ISBN 0-399-11265-0 : 
7.95 

I. Mass media—Social aspects—United 
States. 2. Mass media—Psychological 
aspects. 3. Consumers. 4. Self-realization. I. 
Regush, Nicholas M., joint author. >II. 
Title. 


HALLINAN, Maureen T. 301.18°028 
The structure of positive sentiment. [By] 
Maureen T. Hallinan. Amsterdam, New 
York, Elsevier Scientific Pub. Co., 1974. 
ix, 116 p 26 cm Saban’ in 


mathematical ae sciences, V. ) 
Bibliography: p. 109-112. [HM253.H27] 
73-90960 ISBN 0-444-41197-6 (New 
York) 10.00. 

1. Sociometry. I. Title. 

KIDDER, Louise H. 301.18’028 


The psychology of intergroup relations: 
conflict and consciousness [by] Louis H. 
Kidder [and] V. Mary Stewart. New York, 
McGraw-Hill [1975] xv, 128 p. 21 cm. 
(Psychology and the problems of society) 
Bibliography: p. 109-122. [HM133.K45] 
74-10985 ISBN 0-07-034545-7 4.95 (pbk.) 

1. Social groups. 2. FPrejisdic@s and 
antipathies. 3. Social perceptions. I. 
Stewart, Mary, 1919- joint author. II. Title. 


*ARROW, Kenneth J. 301.1832 
The limits of organization by Kenneth J. 
Arrow Ist ed. New York, W. W. Norton 
[1974] 86 p., 22 cm. (Fels lectures on 
Public Policy Analysis) Bibliography: p. 
81-82 [HM131] ISBN 0-393-05507-8 4.95 
1. Organization. I. Title. 

Pbk. 1.95, ISBN 0-393-09323-9 


AVIS§, Warren E. 301.1832. 
The* art of sharing finding solutions to 
personal, business and community 
problems through shared participation by 
Warren E. Avis. New York Cornerstone 
Library 1974 192 p. 21 cm. Originally 
published under title: Shared participation 
{[HM133.A88] 1.95 (pbk.) 

1. Group relationg training. [. Title. 


L.C. card no. for original edition: 72- 
76117. : 
THE Corporate 301.1832 


society. Edited by Robin Marris. New 
York, Wiley [1974] xii, 403 p. illus. 23 cm. 
”A Halsted Press book.” Includes 
bibliographical references. [HD2731.C64] 
73-14655 ISBN 0-470-57245-0 23.50 
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i Corporations-—Addresses, 
lectures. 2. Externalities (Economics)— 
Addresses, essays, lectures. . 3. 
Community—Addresses, essays, lectures. I. 
Marris, Robin Lapthorn, 1924- ed. 


essays, 


*NISKANEN, William A. 301.1832 
Bureaucracy: Servant or master?: lessons 
from America, [by] William A. Niskanen, 
with commentaries by Douglas Houghton 
{and others]. London, Institute of 
Economic Affairs, 1973. xii, 103 p. 22 cm. 
(JF1411] 

1. Bureaucracy. 2. Organizational change. 
3. Political participation. I. Title. 
Distributed by Transatlantic 
Levittown, N.Y., for 4.75 (pbk.) 


HERBST, P. G. 
Socto-technical design; strategies in 
multidisciplinar research [by] P. G. 
Herbst. [London] Tavistock Publications 
[distributed in the USA by Harper & Row, 
Barnes & Noble Import Division, 1974] x, 
242 p. 23 cm. Bibliography: p. 219-233. 
[HM131.H396] 74-180795 ISBN 0-422- 
73980-4 16.00 

1. ° Organizational 
Organizational change. 3. 
sociology. i. Title. 


CROSBIE, Paul V., comp. 301.185 
Interaction in small groups [by] Paul V. 
Crosbie. New York, Macmillan [1975, i.e. 
1974] p. cm. Bibliography: 
[HM133.C76] 73-19496 ISBN 
325660-5 9.95 


Arts, 


301.1832072 


research. 2 
Industrial 


p. 
0-02- 


i. Small groups—Addresses, essays, 
lectures. I. Title. 

Prepared from C.I.P. 

MCCONNELL, Taylor, 1921: 301.185 


Group leadership for self-realization. 1st 
ed. New York, Petrocelli Books, 1974. xi, 
210 p. illus. 24 cm. Includes bibliographical 
references. [HM134.M3 1974] 74-12318 
ISBN 0-88405-028-9 9.95 

I. Group relations training. I. Title. 


ee Patrick R., 301.1875 
27- S 
Group d lynamics and individual 


development / Patrick R. Penland, Sara 
Fine. New York : M. Dekker, 1974. xiv, 
151 p. ; 24 cm. (Communication science 
and technology ; v. 3) Includes index. 
Bibliography: p. 138-146. [HM133.P46] 
74-77110 ISBN 0-8247-6143-X : 13.75 

i. Small groups. 2. Leadership. 3. Group 


relations training. I. Fine, Sara, joint 
author. IT. Title. 
BEALS, Alan R. 301.2 


Culture in process [by] Alan R. Beals, 
George Spindler [and] Louise Spindler. 2d 
ed. New York, Holt, Rinehart and Winston 
{1974, ¢1973] xviii, 394 p. illus. 24 cm. 
Bibliography: p. 369-382. [GN320.B44 
1973] 73-790 ISBN 0-03-086654-5 5.95 

1. Ethnology. 2. Culture. [ Spindler, 


George Dearborn, joint author? IL 
Spindler, Louise S., joint author. HI. Title. 
*BRUCE, F. F. BT301.2 


Paul & Jesus, [by] F. F. Bruce. Grand 
Rapids, Baker Book House [1974] 91 p. 22 
em. (Ontario Bible College, Elmore Harris 
Series, no. 4) [232] ISRN 0-8010-0631-7 
2.50 (pbk.) 

1, Jesus Christ~-Biography. 2. Paul— 
Saint—Apostlé. I. Title. 


HAVILAND, William A. 301.2 
Anthropology / William A. Haviland. New 
York : Holt, Rinehart and Winston, [1974] 
xxx, 639 p. : ill. ; 25 cm. "A Leogryph 
book.” Includes index. Bibliography: p. 


613-626. [GN24.H32] 74-1641 ISBN 0-03- 
011476-4 : 12.50 
1. Anthropology. I. Title. 


KARDINER, Abram, 1891- 301.2 
The individual and his society : the 
psychodynamics of primitive social 
organization / by Abram Kardiner, with a 
foreword and two ethnological reports by 
Ralph Linton. Westport, Conn. : 
Greenwood Press, 1974, c1939. p. cm. 
Reprint of the ed. published by Columbia 
University Press, New York. Includes 
index. [GN270.K37 1974] 74-12883 ISBN 
0-8371-7770-7 lib. bdg. : 23.75. 

1. Ethnopsychology. 2. Society, Primitive. 
3. Ethnology—Marquesas Islands. 4. 
Tanalas. I Linton, Ralph, 1893-1953. II. 
Title. 

Prepared from C.I.P. 


*RODNICK, David. 301.2 
Man’s quest for autonomy; a background 
for modernization. [Lubbock, Texas} 
Caprock Press, 1974 ix, 365p. 24 cm. 
[HM101] 73-80383 ISBN 0-912570-05-9 
9.95 (pbk.) 

1. Civilization. 2. Mankind. 3. Ethnology. 


I. Title. 

Publisher’s address: P.O. Box 3297 
Lubbock, Texas 79410. 

*VICTOR, Joan Berg. 301.2 


The world is round. New York, Grosset & 
Dunlap [1974] 1 v. (unpaged) illus. (part. 
col.) 26 cm. [HM101] 73-16660 ISBN 0- 
448-11546-8 4.95 

1. Culture—Juvenile literature. 2: 
Individualism—Juventle literature. I. Title. 


*ANNUAL review of 301.705 
anthropology. 
Vol. 3, 1974, ed. by Bernard J. Siegel, 


Alan R. Beals, [and] Stephen A. Tyler, is 
now available from Annual Reviews, Palo 
Alto, Calif., for 15.00. ISBN 0-8243-1903- 
6. L.C. card no.: 72-82136. 


ANTHROPOLOGICAL 301.271 
perspectives of movement. New York, 
Amo Press, 1974. p. cm. (Body 
movement: perspectives in research) 
[GN231.A57] 74-9162 ISBN 0-405-06201- 
X 17.00 

1. Man—Attitude and  movement— 
Addresses, essays, lectures. 2. Gesture— 
Addresses, essays, lectures. I Title. I. 
Series. 

Prepared from C.I.P. 


HOWELL, Richard W. 301.2°1 
Language in behavior, by Richard W. 
Howell and Harold J. Vetter. New ie 
Behavioral Publications [1974] p. 
Bibliography: p. [P121.H73] 74-8363 ISBN 
3-87705-157-7 12.95 

L. Language and languages. 2. 
Communication. 3. Linguistics. I. Vetter, 
Harold J., 1925- joint author. I. Title. 
Prepared from C.I.P. 


*MESAROVIC, Mihajlo. . 301.21 
Mankind at the turning point; The second 
-eport to the club of Rome, [by] Mihajlo 
Mesarovic [and] Edward Pestel. New 
York, E. P. Dutton, 1974 xiii, 210 p. 25 
zm. (Reader’s Digest Press) Bibliography: 
3.197-199. [HM221] 74-16787 ISBN 0- 
525-15230-X. 12.95 

d. Technology and civilization. I. Title. 


NEWMAN, Edwin. 301.271 

Strictly speaking : will America be the 

death of English? / Edwin Newman. 
ndianapolis : Bobbs-Merrill, [1974] 205 p. 
24 cm. Includes index. [PE2808.N4] 74- 

3525 ISBN 0-672-51990-9 : 7.95 

1, English language in the United States. 2. 
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Sociolinguistics. 3. United States—Soctal 
life and customs. I. Title. 


*SLATER, Philip. 301.21 
Earthwalk. Garden City, N.Y., Doubleday, 
1974 230 p. 21 cm. (Anghor books.) 
[HM221] ISBN 0-385-03286-2 3.50 (pbk.) 
1. Technology and civilization. I. Title. 


GIOSCIA, Victor. 
TimeForms beyond yesterday and 
tomorrow. [New York, Gordon and 
Breach, 1974] xvi, 181 p. 24 cm. (His 
Varieties of temporal experience, v. 1) 
(Social change series) "An Interface book.” 
Includes bibliographical references. 
(HN59.G56] 73-87753 ISBN 0-677-04850- 
5 9.95 

I. Social change. 2. United States—Social 
conditions. 3. United States—Civilization— 
Modern. I. Title. 

Pbk. 6.50, ISBN 0-677-04855-5. 


301.24 


VACCA, Roberto, 1927- 301.243 
The coming Dark Age. Translated from 
the Italian by J. S. Whale. Garden City, 
N.Y., Anchor Books, [1974, c1973] 232 p. 
18 cm. Translation of Il Medioevo 
prossimo venturo. Includes bibliographical 
references. [CB478.V2313] 73-81118 ISBN 
0-385-00497-4 1.95 (pbk.) 

1. Technology and civilization. 2. 
Civilization, Modern—1950- I. Title. 


FRODSHAM, J. D., 
comp. 
The first Chinese embassy to the West; the 
journals of Kuo-Sung-T‘ao, Liu Hsi-Hung 
and Chang Te-yi; translated and annotated 
by J. D. Frodsham. Oxford, Clarendon 
Press, 1974. lxv, 222 p. illus. 22 cm. 
[DS740.4.F7185] 74-180206 ISBN 0-19- 
821555-X 
1. China—Relations (general) with Europe. 
2. Europe—Relations (general) with China. 
i. Kuo, Sung-t‘a0, 1818-1891. Shih hsi chi 
ch‘eng. If. Liu, Hsi-hung. Ying yao jih chi. 
English. Selections. 1974. IH. Chang, Te-i, 
1847-1919. Sui shih jih chi. English. 
Selections. 1974. IV. Title. 
Distributed by Oxford University Press, 
New York, 13.00. 


301.29°5 1°04 


FAIRBANK, John 
King, 1907- 

Chinese-American interactions : a 
historical summary / by John K. Fairbank. 
New Brunswick, N.J. : Rutgers University 
Press, 1975. p. cm. (The Brown & Haley 
lectures ; 1974) Bibliography: p. 
(E183.8.C5F29] 74-22192 ISBN 0-8135- 
07847 : 7.50 ISBN 0-8135-0785-5 pbk. 
: 2.95 

i. United States--Foreign  relations— 
China—Addresses, essays, lectures. 2. 
China—Foreign relations-- United States— 


301.29°5 1°073 


Addresses, essays, lectures. 1. Title. II 
Series. 

Prepared from C.I.P. 

DE ONIS, Jose 301.297708 


The United States as seen by Spanish 
American writers, 1776-1890 / by Jose De 
Onis. New York : Gordian Press, 1975. 
(Cultural relations between the United 
States and the Hispanic world ; v. 1) 
Originally presented as the author’s thesis, 
Columbia University. Reprint of the 1952 
ed. published by the Hispanic Institute in 
the United States, New York; with new 


introd. Includes index. Bibliography: p. 
[F1418.D45 1975] 74-26684 ISBN 0- 
87752-184-0 : 10.00 


I. Latin America---Relations (general) with 
the United States. 2. United States— 
Relations (general) with Latin America. 3. 
United States in literature. 4. Spanish 
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American literature—History and criticism. 
L Title. IT. Series. 
Prepared from C.I.P. 


ERRINGTON, Frederick 
Karl. y 

Karavar: masks and power in a Melanesian 
ritual. Ithaca [N.Y.] Cornell University 
Press [1974] 259 p. illus. 22 cm. (Symbol, 
myth, and ritual series) Bibliography: p. 
255-256. [GN671.D8E77] 74-3997 ISBN 
0-8014-0836-9 14.50 

1. Ethnology—Kerawara Island. I. Title. 


GRAY, Virginia. 301.31 
Political issues in U.S. population policy, 
edited by Virginia Gray and Elihu 
Bergman. Lexington, Mass., Lexington 
Books [1974] p. cm. [HB3505.G68] 74- 
317 ISBN 0-669-93054-7 14.00 

i. United States--Population. I. Bergman, 
Elihu, joint author. IT. Title. 

Prepared from C.I.P. 


PRINGLE, Laurence P 301.31 
Recycling resources. [by] Laurence Pringle. 
New York, MacMillan, [1974] 119 p. illus. 


301.29953 


25 cm. Bibliography: p. 113-114. 
[TD794.5.P74] 72-81062 ISBN 0-02- 
775310-7 5.95 

I. Recycling (Waste, etc.)—Juvenile 


literature. I. Title. 


SWAN, James A. 301.307 
Environmental education; strategies toward 
a more livable future, edited by James A. 
Swan and William B. Stapp. [Beverly Hills, 
Calif.] Sage Publications; [distributed by] 
Halsted Press, New York, [1974] p. cm. 
ae 592] 72-98046 ISBN 0-470-83859-0 
0 
1. Human ecology—Study and teaching— 


Addresses, essays, lectures. I. Stapp, 
William B., joint author. I. Title. 

Prepared from C.I.P. 

CONNER, James 301.310973 
Richard, 1942- 

Economics and decision making for 


environmental quality, edited by J. Richard 
Conner [and] Edna Loehman. [Gainesville] 
University Presses of Florida, 1974. x, 299 
p. illus. 23 cm. "A University of Florida 
book.” The papers ... are the result of a 
series of technical seminars sponsored by 
the Food and Resource Economics 
Department at the University of Florida 
during the spring quarter, 1971.” Includes 
bibliographies. [HC110.E5C67] 74-6056 
ISBN 0-8130-0385-7 14.95 

I. Environmental policy—United States— 
Congresses. 2. Environmental law—United 
States—Congresses. 3. Pollution— 
Economic aspects—United States— 
Congresses. I. Loehman, E., joint ed. II. 
Florida. University, Gainesville. Food and 
Resource Economics Dept. HI. Title. 

Pbk. 12.50, ISBN 0-8130-0508-6. 


THE 301.31°0973 
Environment—costs, conflicts, action / 
edited by John Cairns, Jr., Kenneth L. 
Dickson. New York : M. Dekker, 1974. vi, 
156 p. : il. ; 24 cm. Developed from 
presentations at a conference held Oct. 15- 
17, 1972, at Blacksburg, Va., which was 
sponsored by the Center for Environmental 
Studies at Virginia Polytechnic Institute 
and Region 3 of the Environmental 
Protection Agency. Includes bibliographies 
and index. f[HC110.ESE487] 73-86818 
ISBN 0-8247-6121-9 : 12.75 

d. Environmental policy—United States— 
Congresses. 2. Energy policy—United 
States—Congresses. 3. Man—Influence on 
nature—Congresses. I. Cairns, John, 1923- 
ed. Hf. Dickson, Kenneth L, ed. HI. 
Virginia Polytechnic Institute and State 
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University. Center for Environmental 
Studies. IV. United States. Environmental 
Protection Agency. Region II. 


WHISENHUNT, Donald W. 301.31’0973 
The environment and the American 
experience; a historian looks at the 
ecological crisis [by] Donald W. 
Whisenhunt. Port Washington, N.Y. 
Kennikat Press, 1974. p. cm. (Kennikat 
Press national university publications. 
Series in American studies) Includes 
bibliographical references. [GF503.W49] 
74-80068 ISBN 0-8046-9071-5 6.95 

J. Human ecology—United States—Public 
opinion—History. 2. United States— 
Civilization—History. I. Title. 

Prepared from C.I.P. 


MARRIAGE, family human 301.32 
capital, and fertility; proceedings of a 
conference, June 4-5, 1973. Edited by 
Theodore W. Schultz. [Chicago] University 
of Chicago Press, 1974. 233 p. illus. 23 
cm. (Journal of political economy, v. 82, 
no. 2, pt. 2) Cover title. "Supplement to 
the Journal of political economy.” 
*Sponsored by National Bureau of 
Economic Research and the Population 
Council.” Bibliography: p. 222-233. 
[HB1.J7 vol. 82, no. 2, pt. 2] [HB501.5] 
74-176066 12.95 

1. Human capital—Congresses. 2. Family 
size—Congresses. 3. Family—United 
States—Congresses. 4. Income--United 
States—Congresses. I. Schultz, Theodore 
William, 1902- ed. IT. National Bureau of 


Economic Research. III. Population 
Council, New York. IV. Title. V. Series. 
PITCHFORD, J. D. 301.32 


Population in economic growth. [By] J. D. 
Pitchford. [Amsterdam] North-Holland 
Pub. Co.; New York, American Elsevier 
[1974] viii, 280 p. 23 cm. (Contributions to 
economic analysis, 85) Includes 
bibliographies. [HB851.P53] 74-182421 
21.20 


1. Population—Mathematical models. 2. 
Economic development. I. Title. II. Series. . 


POPULATION and its 301.32 
problems : a plain man’s guide / edited by 
H. B. Parry. Oxford [Eng.] : Clarendon 
Press, 1974. ix, 422 p. ; 22 cm. "The 
Wolfson College lectures, 1973.” A series 
of weekly lectures, together with papers 
given at a Workshop Discussion Weekend. 
Includes bibliographical references and 
index. [HB851.P57] 74-187789 ISBN 0-19- 
857380-4 : 21.75 

1. Population—Addresses, essays, lectures. 
2. Birth control—Addresses, essays, 
lectures. 3.  Underdeveloped  areas— 
Population—Addresses, essays, lectures. 4. 
Great Britain—Population—Addresses, 
essays, lectures. I. Parry, Herbert Butler, 


ed. 
Distributed by Oxford University Press, 
New York. ` 


HELLER, Charles F. 301.32°9°774 
Population patterns of southwestern 
Michigan / by Charles F. Heller, Eldor C. 
Quandt, Henry A. Raup. Kalamazoo : New 
Issues Press, Western Michigan University, 
1974. iv, 78 leaves : ill 28 cm. 
Bibliography: leaves <- 76-78. 
[HB3525. MSH44] 74-182837 5.00 

i. Michigan—Population. I. Quandt, Eldor 
C., joint author. H. Raup, Henry A., joint 
author, IIT. Title. 


PLANT, Raymond. 301.3401 
Community and ideology; an essay in 
applied social philosophy. London, Boston, 
Routledge & K. Paul, 1974. [10], 94 p. 22 
cm. (The International library of welfare 
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and philosophy) Bibliography: p. [91]-94. 
fHMi31.P57] 74-75859 ISBN 0-7100- 
7856-0 8.50 

i. Community. 2. Community 
development. I. Title. II. Series. 

Pbk. 4.25, ISBN 0-7100-7857-9 

BOWERS, William L.. 301.35°0973 


The country life movement in America, 
1900-1920 [by] William L. Bowers. Port 
Washington, N.Y., Kennikat Press, 1974. 
p. cm. (Kennikat Press national university 
publications. Series in American studies) 
Bibliography: p. [HN64.B748] 74-80587 
ISBN 0-8046-9074-X 10.00 

J. United States—Rural conditions. 2. 
Sociology, Rural. 3. Agriculture—Sacial 
aspects—United States. I. Title. 

Prepared from C.I.P. 


GIST, Noel Pitts, 1899- e 301.36 
Urban society [by] Noel P. Gist [and] 
Sylvia Fleis Fava. 6th ed. New York, 
Crowell: [1974] xiv, 702 p. illus. 25 cm. 
First-4th ed. (1933-56) by N. P. Gist and 
L. A. Halbert. Includes bibliographies. 
[HT151.G53 1974] 74-9942 ISBN 0-690- 
00493-1 11.95 

1. Sociology, Urban. 2. Sociology. 3. Social 
psychology. 4. Urbanization. I Fava, 
Sylvia Fleis, 1927- joint author. IT. Title. 


STEISS, Alan Walter. 301.36 
Urban systems dynamics. arta 
Mass., Lexington Books [1974] p. cm. 


(HT153.S8] 74-13596 ISBN 0-669-95901-4 
15.00 

1. Cities and towns. 2. Sociology, Urban. 3. 
Social science research. I. Title. 

Prepared from C.I.P. 


*BAILEY, Robert, Jr. 301.36°0973 
Radicals in urban politics, the Alinsky 
approach. Chicago, University of Chicago 
Press [1974] x, 187 p. illus. 22 cm. 
Bibliography: p. 171-181. [HT123] 73- 
90938 ISBN 0-226-03452-6 9.95 

J. Organization for a Better Austin. 2. 
Sociology, Urban. 3. Cities and towns— 
United States. I. Title. 


UNITED States. 301.36'2’0973 
President’s Task Force on Suburban 
Problems. 

Final report. Edited by Charles M. Haar. 

Cambridge, Mass., Ballinger Pub. Co. 

[1974] xxx, 212 p 24 cm. Includes 

bibliographical references. [HT351.U54 

1974] 74-9612 ISBN 0-88410-019-7 12.50 

1. Suburbs-—United States. I. Haar, Charles 

Monroe, 1921- ed. 


HICKS, Ursula Kathleen 
Webb, Lady, 1896- 
The large city: a. world problem [by] 
Ursula K. Hicks. New York, Wiley [1974] 
p. cm. “A Halsted Press book.” 
[HT151.H47] 74-10155 ISBN 0-470- 

38675-4 18.95 

1. Cities and towns. 2. Cities and towns— 
Japap. ©3. Underdeveloped areas—Cities 
and towns. I. Title. 

Prepared from C.I.P. 


301.3673 


PRICE, Robert 
David, 1931- 
Man and urban living today [by] Robert D. 
Price. Westchester, Ill, Benefic Press 
[1974] 288 p. lus. 27 cm. (Man in a 
world of change) Discusses the growth and 
importance of cities threughout history and 
explores such aspects of urban life as city 
government, transportation, drug abuse, 
and minorities. [HT123.P74}] 74-182909 
ISBN 0-8175-5207-3 7.00 
1. Cities and towns—-United States— 
Juvenile literature. 2. Social problems— 
Juvenile literature. I. Title. 


301.36°3°0973 


DECEMBER 31,1974 


*REICH, Wilhelm, 
1957. 

The sexual revolution, toward a self- 
regulating character structure. tr. by 
Therese Pol. [New York] Simon and 
Schuster [1974, c1969] xxxi, 288 p. 21 cm. 
(A Touchstone book.) Translation of Die 
Sexualitat im Kulturkampf. [HQ31] ISBN 
0-671-21780-1 2.95 (pbk.) 

1. Ethics, 2. Sex behavior. I Title. 


1897- 301.41 


THOMPSON, Charles John 301.41 
Samuel, 1862-1943. 

The mysteries of sex : women who posed 
as men and men who impersonated women 
/ by C. J. S. Thompson. New York : 
Causeway Books, [1974] 256 p., [8] leaves 
of plates. : ill. ; 24 cm. [HQ77.T5] 73- 
83733 ISBN 0-88365-029-1 ; 7.95 

1. Transvestism. 2. Impersonators, Male— 


Biography. 3. Impersonators, Female— 
Biography. 1. Title. 
BOSLOOPER, Thomas 301.41°2. 


The Femininity game. New York, Stein & 


Day [1974, c1973] 224 p. 18 cm. 
Bibliography: p- 210-217. 
(HQ1154.B6817] ISBN  0-8128-1744-3 
1.95 (pbk.) 


lI. Woman-—History and condition of 
women. 2. Athletes, Women. 3. Sex role. I. 
Hayes, Marcia, joint author I. Title. 


L.C. card no. for original edition: 72- 
96603 
HIRSCHFELD, Magnus, 301.41°2 


1868-1935. 
Men and women; the world journey of a 


sexologist. New York, Putnam. [New 
York, AMS Press, 1974} p. cm. 
Translation of Die Weltreise eines 


Sexualforschers. Reprint of the 1935 ed. 
(HQ18.A8H513 1974] 72-9648 ISBN 0- 
404-57458-0 25.00 

l. Women in the East. 2. Women in 
Egypt. 3. Sexual ethics. 4. East (Far 
East)—Social life and customs. 5. Egypt—- 
Social life and customs. I. Title. Il. Title: 
The world journey of a sexologist. 

Prepared from C.I.P. 


*JAMES, Wendy. 301.412 
The mistress, [by] Wendy James and Susan 
Jane Kedgley. London, Abelard-Schuman, 
[1973]. 142 p. 23 em. [HQ1410] 

1. Woman-Rights of women. I. Title. 


Distributed by Transatlantic Arts, 
Levittown, N.Y., for 8.50. 
OAKLEY, Ann. 301.41°2 


Woman's work : a history of the housewife 
/ by Ann Oakley. Ist American ed. New 
York : Pantheon Books, [1975], c1974. p. 
cm. British ed. published in 1974 under 
title: Housewife. Includes index. 
Bibliography: p. [HQ759.03 1975] 74-4765 
ISBN 0-394-46097-9 8.95 

d. Wives—-Case studies. 2. Mothérs—Case 
studies. 3. Home economies. I. Tit. a 
Prepared from C.LP. 


ZAHM, John Augustine, 
1851-1921. 

Woman in science : with an introductory 
chapter on woman’s loeng struggle for 
things of the mind / by H. J. Mozans [i.e. 
J. A. Zahm]. Cambridge : MIT Press, 
1974, ci913. xvii, 452 p. ; 21 cm. Reprint 
of the ed. published by D. Appleton, New 
York; with a new introd. Includes index. 
Bibliography: p. 419-426. [Q147.Z26 1974] 
74-7889 ISBN 0-262-13113-7 :15.00. ISBN 
0-262-63054-0 pbk. : 4.95 

1. Women scientists. 2. Woman—RHistory 
and condition of women. I. Title. 


301.412 


THOMPSON, Roger, 
1933- 

Women in Stuart England and America; a 
comparative study. London, Boston, 
Routledge and K. Paul, 1974, ix, 276 p. 23 
cm. Includes bibliographical references and 
index. [HQ1150.T48 1974] 73-93633 ISBN 
0-7100-7822-6 11.75 

1. Women in England—History. 2. Women 
in Massachusetts—History. 3. Women in 
Virginia—RHistory. I. Title. 


ROPER, Joyce. 301.41°2’09561 
The women of Nar. London, Faber and 
Faber [1974] 179 p. illus. 23 cm. 
[HQ1780.N37R66 1974] 74-170574 ISBN 
0-571-10445-2 

1. Women in Nar, Turkey. 2. Nar, 
Turkey—Rurai conditions. I. Title. 
Distributed by Transatlantic Arts; 9.50. 


MARTIN, Cy. 301.41°54°0978 
Whiskey and wild women : an amusing 
account of the saloons and bawds of the 
Old West / ty Cy Martin. New York : 
Hart Pub. Co., [1974] 304 p. : ill. ; 26 cm. 
Includes index. Bibliography: p. 294-296. 
[HQ145.A17M27] 74-76530 ISBN 0-8055- 
1125-3 : 15.00. 

1. Prostitution—The West. I. Title. 


SANGER, William W. 301.41754’09 
The history of prostitution: its extent, 
causes, and effects throughout the world, 
with numerous editorial notes and an 
appendix. New ed. New York, AMS Press, 
1974 [cl973] p. cm. Reprint of the 1939 
edition published by Eugenics Pub. Co. 
N.Y. [HQ111.825 1974] 72-9678 21.50 

1. Prostitution. I. Title. 

Prepared from C.I.P. 


WHITTAKER, Peter. 301.41°54°0973 
The American way of sex. New York, 
Berkley Pub. Corp.; distributed by Putnam 
[1974] 256 p. 23 cm. [HQ144.W54 1974] 
73-94105 ISBN 0-399-11313-4 6.95 

1. Prostitution—United  States—Case 
sidie. 2. Massage parlors—United States. 
. Title. 


STEIN, Martha L. 301.41°76'32 
Lovers, friends, slaves ... : the nine male 
sexual types, their psycho-sexual 
transactions with call girls / by Martha L. 
Stein. New York : Berkley Pub. Corp. : 
distributed by Putnam, [1974] 347 p. ; 24 
cm. Includes irdex. Bibliography: p. 338- 
341. [HQ28.S83 1974] 73-87208 ISBN 0- 
399-11270-7 : 8.95 

1. Men—Sexuai behavior. 2. Sex research. 
3. Prostitution—-United States. I. Title. 


WASSERSTROM, Richard 301.41°7973 
A., 1936- comp. 
Today’s moral problems, edited by Richard 


301.41°270942 


Wasserstrom. New York, Macmillan 
[1975] ix, 498 p. 24 cm. Includes 
bibliographies. | [HN90.M6W37] 74-86 


ISBN 0-02-424790-1 5.95 (pbk.). 
1. United States—Moral conditions. I. 
Title. 


MORE joy; 301.418 
a lovemaking companion to The joy of sex. 
Edited by Alex Comfort. Illustrated by 
Charles Raymond and Christopher Foss. 
New York, Crown Publishers [1974] 220 
p. illus. 27 cm. [HQ31.M695] 74-77273 
12.95 

i. Sex instruction. 2. Sex customs. I. 
Comfort, Alexander, 1920- Il. The joy of 
sex. 


ANDELIN, Helen B. 301.42 
Fascinating womanhood / by Helen B. 
Andelin. New ed. Santa Barbara, Calif. : 
Pacific Press Santa Barbara, [1974] 309 p. : 
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ill. ; 23 cm. [HQ734.A537 1974] 74- 
186358 7.95 

1. Marriage—United States, 2. Sex role. 3. 
Interpersonal relations. I. Title. 


DIAMOND, Ann Cynthia. 301.42 
Bride’s magazine guide to today’s marriage 
/ Ann Cynthia Diamond and Sondra 
Forsyth Enos. New York : Simon and 
Schuster, [1974] 251 p. ; 23 cm. Includes 
index. [HQ10.D49] 74-372 ISBN 0-671- 
21723-2 : 7.95 

1. Family life education. I, Enos, Sondra 
Forsyth, joint author. I. Title. Ul. Title: 
Guide to today's marriage. 


FAGAN, Robert H. 301.42 
Prescriptions for happier marriages / 
Robert H. Fagan. Philadelphia : Dorrance, 
[1974] 82 p ; 22 cm. Includes 
bibliographical references. [HQ734.F2] 74- 
78695 ISBN 0-8059-2027-7 : 5.00 

1. Marriage. 2. Sex in marriage. I. Title. 


GRIFFIN, Gerald G. 301.42 
The silent misery; why marriages fail, by 
Gerald G. Griffin. Springfield, Ill., Thomas 


. [1974] p. cm. (American lecture series, 


publication no. 958. A publication in the 
Bannerstone division of American lectures 
in social and rehabilitation psychology) 
([HQ728.G655]  74-11414 ISBN 0-398- 
03214-9 10.75 

1, Marriage. 2. Sex in marriage. I. Title. 
Prepared from C.I.P. Pbk. 6.95, ISBN 0- 
398-03237-8. 


VAN DEUSEN, Edmund | 301.42°2 
Contract cohabitation : an alternative to 
marriage / Edmund L. Van Deusen. New 
York Grove Press : distributed by 
Random House, [1974] 149 p. ; 22 cm. 
Includes index. [HQ536.V3] 74-7676 ISBN 
0-8021-0065-1 : 6.95 

I. Marriage—United States. 2. Sex 
customs—United States. 3. Interpersonal 
relations. I. Title. 


GALLICHAN, Walter 
Matthew, 1861-1946. 
Women under polygamy. London, Holden 

& Hardingham, 1914. [New York, AMS 

Press, 1974] . cm. Bibliography: p. 

[HQ981.G3 1974] 72-9639 ISBN 0-404- 

57443-2 25.00 : 

1. Polygamy. I. Title. 

Prepared from C.1.P. 


MILLER, Leo, 1915- 301.42'23'0924 
John Milton among the polygamophiles. 
New York, Loewenthal Press [1974] xii, 
378 p. 23 cm. Includes bibliographical 
references. [PR3592.M3M5]  73-89792 
ISBN 0-914382-00-4 15.00 (lib. bdg.). 

i. Milton, John, 1608-1674-——Knowledge— 
Marriage. 2. Polygamy. I. Title. 


301.42°23 


CALLAHAN, Sidney 301.427 
Cornelia. 

Parenting: principles and politics of 
parenthood. Baltimore, Penguin [1974 
c1973] 208 p 18 cm. Includes 


bibliographical references [HQ769.C29] 0- 
14-003889-2 1.95 (pbk.) 

i. Children—Management. 2. Parent and 
child. I. Title. 


L.C. card no. for original edition: 72- 
175361. 
UPSON, Norma. 301.4277 


How to survive as a corporate wife. [Ist 
ed.] Garden City, N.Y., Doubleday, 1974. 
191 p. 22 cm. [HQ759.U67] 74-5916 ISBN 
0-385-04295-7 5.95 

1. Executives’ wives. L Title. 


GETTLEMAN, Susan. 301.42°84'0973 
The courage to divorce / Susan Gettleman 
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and Janet Markowitz. New York : Simon 
and Schuster, [1974]. 285 p. ; 22 cm. 
Includes index. Bibliography: p. 263-272. 
eae 74-945 ISBN 0-671-21748-8 
:7.9 


1. Divorce—United States. I. Markowitz, 
Janet, joint kuthor. If. Title. 


STEWART, Suzanne. 301.42784°0924 
Divorced! Grand Rapids, Zondervan Pub. 
House [1974] 224 p. 22 cm. [HQ834.S74] 
73-22695 4.95 

1. Divorce—Personal narratives. I. Title. 


ROGERS, Fred. 301.43714 
Mister Rogers talks about the new baby, 
moving, fighting, going to the doctor, 
going to school, haircuts. Photos. by 
Myron Papiz. New York, Platt & Munk 
[1974] 93 p. illus. 31 cm. (A Child 
guidance book) Photographs and text 
explore common experiences that can be 
sources of anger, frustration, or anxiety for 
children and suggests some ways to cope 
with these feelings. [HQ781.5.R63] 73- 
20704 ISBN 0-8228-7240-4 3.95 

1. Soctalization—Juvenile literature. 2. 


Brothers and sisters—Juvenile literature. 3.. 


Parent and child—Juvenile literature. I. 
Papiz, Myron, illus. TI. Title. 


SARGENT, Jessie 301.43°14°09861 
F 


Kids of Colombia, by Jessie F. Sargent. 
Photos by Ulrike Welsch. [Reading, Mass.] 
Addison-Wesley [1974] [32] p. illus. 24 
cm. "An Addisonian Press book.” Text 
and black and white photographs present 
the customs, activities, and homes of 
Colombian children. [HQ792.C73S27] 74- 
8237 ISBN 0-201-06723-4 4.95 

Í; Children íin Colombia—Juvenile 
literature. I. Welsch, Ulrike, illus. II. Title. 


PARKER, Howard J. 301.4315 
View from The Boys; a sociology of down- 
‘town adolescents Toy] Howard J. Parker. 
Newton Abbot [Eng.] North Pomfret, Yt., 
David & Charles [1974] 237 p. 23 cm. 
(People, plans and problems series) 
Includes bibliographical references. 
(HV9148.L5P37 1974] 74-179527 ISBN 0- 
7153-6456-1 17.50 

1. Juvenile delinquency—Liverpool. 2. 
Adolescent boys. I. Title. 


SYMPOSIUM on Ecology of 301.4715 
Adolescents in Present Days, Tokyo, 
1972. 

The adolescent and his énvironment. 

Contributions to an ecology of teen-age 

behavior. Ed.: H[ans] Thomae and T. Endo 

with the assistance of A. Angleitner. Besel, 

New York, S. Karger [1974] vi, 110 p. 

illus. 23 cm. (Contributions to Human 

development, v. 1} Papers presented at a 


symposium held during the 20th 
International Congress of Psychology, 
Tokyo, 1972. Includes bibliographies. 


(HO793. $94 1972] 74-186970 ISBN 3- 
8055-1651-7 

1. Adolescence-—-Congresses. 2. Adolese ent 
psychology—Congresses. 3. Environment— 
Congresses. I. Thomae, Hans, ed. II. Endo, 
Tatsuo, 1916- ed. HIE. International 
Congress of Psychology, 20th, Tokyo, 
1972. IV. Title. V. Series. 

‘Distributed by Phiebig, White Plains, New 
York for 16.00 (pbk.) 


FISCHER, Edward. 301.43’5 
Why Americans retire abroad; the 
advantages.and disadvantages of living in 
England, Ireland, Portugal, Spain, Greece, 
Italy. [New York] Sheed and Ward [1974, 
c1973] 247 p. 23 cm. [HQ1063.F57} 73- 
11508 ISBN 0-8362-0559-6 6.95 

1. Retirement, Places of~—~Europe. I. Title. 
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ARONOWITZ, 301.44°42°0973 
Stanley, 1933- 

False promises; the shaping of American 
working class consciousness. New York 
McGraw-Hill [1974, oe x, 465 p. 21 
cm. Bibliography: [443]-445. 
eee A687] ISBN 0-07: 002316-6 3.95 
p 

I. Labor and laboring classes—United 


` States—History. 2. Trade-unions—United 


States—History. I. Title. 
L.C. card number for original ed.: 73- 
5679. 


KINGSBURY, Susan 
Myra, 1870-1949. 
Factory, family, and woman in the Soviet 
Union, by Susan M. Kingsbury and 
Mildred Fairchild. New York, Putnam, 
1935. [New York, AMS Press, 1974] p. 
em. [HC335.K52 1974] 72-11295 ISBN 0- 
404-57467-X 18.00 
1. Russia—Economic conditions——-1918- 
1945. 2. Russia—-Social conditions——1917- 
3. Russia—industries. 4. Women in Russia. 
5. Women—Employment—Russia. 6. 
Labor and laboring classes—Russia. I. 
Fairchild, Mildred, 1894- IT. Title. 
Prepared from C.I.P. 


LANDSBERGER, Henry A. 301.44°43 
Rural protest: peasant movements and 
social change, edited by Henry A. 
Landsberger. New York, Barnes & Noble, 
(1973, i¢.1974] x, 430 p. 23 cm. 
(international Institute of case studies.) 
Includes bibliographical references. 
{HD111.L28] 74-166876 ISBN 0-06- 
494029-2 17.50 

i. Peasant uprisings—History—Case 
Studies, 2. Social change—Case studies. I. 
itle. 


MIGDAL, Joel S. 301.44°43 
Peasants, politics, and revolution; pressures 
toward political and social change in the 
third world, by Joel S. Migdal. Princeton, 
N.J., Princeton University Press [1974] p. 
cm. Bibliography: p. [HN980.M43] 74- 
2972 ISBN 0-691-07567-0 15.00 

1. Underdeveloped areas—Peasantry. 2. 
Underdeveloped areas—FPolitical 
participation. I. Title. 

Prepared from C.I.P. 


KELSALL, Roger Keith, 
1910- 
Graduates: The sociology of an er [by] 
R. K. Kelsall, Anne Poole and Annette 
Kuhn. London Tavistock Publications 
[1974 c1972] 284 p. 22 cm. (Social science 
paperback) Bibliography: p. [247]-273. 
[HD6278.G7K448] 
1. College graduates—Employment—Great 
Britain. 2. College  graduates—Great 
Britain. I. Poole, Anne, joint author. TI. 
Kuhn, Annette, joint author. HI. Title. 
Distributed by Barnes & Noble for 12.50; 
6.75 (pbk.) L.C. card number for original 
ed.: 72-188236. 


MARSH, Henry. 301.44°93’09 
Slavery and race : a story of slavery and 
its legacy for today / Henry Marsh. New 
York : St. Martin Press, 1974. 180 p. : ill. ; 
23 cm. Includes index. Bibliography: p. 
170-172. [HT861.M37 1974b] 74-78172 
6.95 

I. Slavery—History. 2. Race problems. I. 
Title. 


301.44°42°0947 


301.44°5 


RACE and slavery 301.44°93°091812 
in the Western Hemisphere; quantitative 
studies. Edited by Stanley L. Engerman 
and Eugene D. Genovese. Princeton, 
Princeton University Press, 1974. p. cm. 
(Quantitative studies in history) Papers 
presented at a conference held at the 


` 21, 1953. 


AMERICAN BOOK PUBLISHING RECORD 


University of Rochester, Mar. 9-11, 1972, 
sponsored by the History Advisory 
Committee of the Mathematical Social 
Science Board. [HT1048.R33] 74-2965 
ISBN 0-691-04625-5 20.00 

1. Slavery in America—Congresses. 2 
Slave-trade—Congresses. 3. America— 
Race question—Congresses. I. Engerman, 
Stanley L., ed. If. Genovese, Eugene D., 
1930- ed. III. Mathematical Social Science 
Board. History Advisory Committee. IV. 
Title. V. Series. 

Prepared from C.I.P. Pbk. 9.75, ISBN 0- 
691-10029-1. 


*BLACK sociologists, 301.45 
historical and contemporary perspectives. 
Ed. by James E. Blackwell and Morris 
Janowitz. Chicago, University of Chicago 
Press [1974] xxii, 415 p. 22 cm. (The 
heritage of sociology} Includes 
bibliographical references. [E441] 73-84187 
ISBN 0-226-05565-5 16.00 . 
1. Negroes—History—Addresses, essays, 
lectures. I. Blackwell, James E. ed. I. 
Janowitz, Morris, ed. 


*CHRISMAN, Robert, comp. 30] .451 
Contemporary Black thought, the best 
from the black scholar compiled by Robert 
Chrisman and Nathan Hare. New York, 
Bobbs-Merrill 1973, [ie.1974] xii, 299 p. 
22 cm. Includes bibliographical references. 
[E183.3] 72-89702 ISBN 0-672-51821-X 
.50 

1l. Negroes—Moral life and social 
conditions. I. Hare, Nathan, joint comp. IT. 
Title. 

Pbk. 3.95, ISBN 0-672-51822-8 


MAST, Robert. 301.45'1°04208 s 
Rethinking race and group relations work: 
from philosophy to practice. Denver, 
University of Denver [1974] 55 p. illus. 23 
cm. (Studies in race and nations, v. 5, 
study no. 2) Includes bibliographical 
references. [HT1501.87 vol. 5, no. 2] 
[HT1521] 301.45°1'042 74-180392 2.00 
(pbk.) 

1. Race problems. 2. Group relations 
training. I. Title. IT. Series. 


HIRO, Dilip 301.45°1°0941 
Black British, white British. Revised 
edition. New York, Monthly Review Press 
[1974, i. 1973] xxii, 346 p. 21 cm. 
(Pelican books) Bibliography: p. ([335]- 
337. [DA125.A1H53 1973 72-92026 
ISBN 0-85345-270-9 3.95 (pbk.) 

1. England—Foreign population. 2. 
England—Race question. 3. Race 
discrimination—England. I. Title. 


JAFFE, Abram 
J., 1912- 
Puerto Rican population of New York City 
/ edited by Abram J. Jaffe. New York : 
Arno Press, 1975, [i.e.1974} p. cm. (The 
Puerto Rican experience) Reprint of the 
1954 ed. published by the Bureau of 
Applie@ Social Research, Columbia 
University, New York. Papers delivered 
before the New York Area Chapter of the 
American Statistical Association on Oct. 
Includes bibliographical 
references. [F128.9.P85J3_ 1975] 74-14238 
ISBN 0-405-06226-5 : 7.00 
1. Puerto Ricans in New York (City)— 
Congresses. 2, New York (CityJ— 
Statistics, Vital—Congresses. I. Title. I. 
Series. 
Prepared from C.I.P. Contehts omitted. 


LOPEZ y Rivas, 301.45°16°872073 
Gilberto. 

The Chicanos: life and struggles of the 

Mexican minority in the United States; by 

Gilberto Lopez y Rivas. Translated and 


301.45’16°8729507471 


<r vorir 


edited by Elizabeth Martchez ‘and Gilberto 
Lopez y Rivas. New York, Monthly 
Review Press [1974, c1973] 187 p. 21 cm. 


(Modern reader} Translation of Los 
t Chicanos: una, minoria nacional 
explotada. Bibliography: 183-187. 


[E184.M5L613] 73-8056 ISBN 0-85345- 
298-9. 3.25 (pbk.) 
1. Mexican Americans. I. Title. 


WAKEFIELD, 
Dan. 

Island in the city : the world of Spanish 

Harlem / Dan Wakefield. New York : 

Arno Press, 1975 [i.e.1974, c1959] p. cm. 

(The Puerto Rican experience) Reprint of 

the ed. published by Houghton Mifflin, 

Boston. [F128.9.P85W34 1975] 74-14257 

ISBN 0-405-06242-7 : 16.00 

1. Puerto Ricans in New York (City) 2. 

New York (City)—Social conditions. I. 
Title. If. Series. 

Prepared from C.I.P. 


WELFARE 301.45’ 16’8729507471 
Council of New York City. Committee 
on Puerto Ricans in New York City. 

Puerto Ricans in New York City : the 

report of the Committee on Puerto Ricans 

in New York City of the Welfare Council 
of New York City. New York : Arno 

Press, 1975 [i.e.1974, c1948] p. cm. (The 

Puerto Ricans experience) Reprint of the 

ed. published by Welfare Council of New 

York City, New York. [F128.9.P85W47 

1925) 74-14230 ISBN 0-405-06219-2 

7. 

1. Puerto Ricans in New York (City) 2. 

_ New York (City)—Social conditions. I. 

Title. If. Series. 

Prepared from C.I.P. 

DRACHLER, Jacob, _301.45°19'6 
comp. 

Black homeland/Black diaspora : cross 

currents of the African relationship / 

edited by Jacob Drachler ; with a prefatory 
essay by Boniface I. Obichere. Port 

Washington, N.Y. : Kennikat Press, 1975. 

p. cm. (National university publications) 

Includes bibliographical references. 

(GN645.D73] 74-80066 ISBN 0-8046- 

9077-4 : 12.00 

1. Negro race——Addresses, essays, lectures. 

I Title. 

Prepared from C.I.P. 


ALFORD, Sterling 


301.45°16°8729507471 


301.451°96073 


Famous first blacks, by Sterling G. Alford. 
[st ed. New York, Vantage [1974] 105 p. 
22 cm. [E185.6] ISBN 0533-01013-6 3.95 
1. Negroes—History. I. Title. 


SCHUMAN, Howard. 301.45°19°6073 
Black racial attitudes trends and 
complexities / Howard Schuman, Shirley 
Hatchett. Ann Arbor : Survey Research 
Center, Institute for Social Research, 
University of Michigan, 1974. x, 157 p. 
il. ; 23 cm. Includes index. Bibliography: 
p. "151-154. [E185.615.S29] 74-620067 
ISBN 0-87944-158-5 : 10.00 ISBN 0- 
87944-157-7 pbk. : 5.50 

I. United States—Race question. 2. 
Negroes. I. Hatchett, Shirley, joint author. 
I. Title. 


LA GUENNE, John 
Gaffar. 

Calcutta to Caronf: the East Indians of 
Trinidad; studies, edited by John Gaffar La 
Guerre. [n.p] Longman Caribbean; 
[distributed in the U.S.A. by Longman 
Inc., New York, 1974] xiv, 111 p. 22 cm. 
Bibliography: p. [108]-l11. [F2119.L33] 
74-181605 ISBN 0-582-78608-8 4.50 


3@1.45° 196972983 


- PERSPECTIVES on housing 


I. East Indians in Trinidad—Addresses, 
essays, lectures. I. Title. ; 


DE KADT, Emanuel 
Jehuda. 
Sociology and development; edited by 
Emanuel de Kadt and Gavin Williams. 
{London} Tavistock - Publications 
[distributed in the USA by Harper & Row, 
Barnes & Noble Import Division, 1974] x, 
374 p. 22 cm. (Explorations in sociology, 
4) (Social science paperbacks, 131) 
Includes bibliographies. [HN980.A8D4 
eae 74-181560 ISBN 0-422-74330-5 
50 
i. Underdeveloped areas—Social 
conditions—Addresses, essays, lectures. 2. 
Economic development—Addresses, 
essays, lectures. I. Williams, Gavin, joint 
author. IT. Title. 
Pbk. 6.75; ISBN 0-422-75740-3. 


301.5°091724 


MARKETING and social 301.51 
priorities : a colloquium / edited by 
George Fisk. [Chicago] American 


Marketing Association, [1974] xii, 150 p. 
ill. ; 23 cm. Includes bibliographies. 
(HF5415.M2974] 74-79471 8.00. 

1, Marketing—Social aspects—Congresses. 
I Fisk, George, 1922- ed. H. American 
Marketing Association. 


301.574 
and urban renewal [by] Irving H. Welfeld 
{and Others] New York, Praeger [1975, 
i.e.1974] p. cm. (Praeger special’studies in 
U.S. economic, social, and political issues) 
(American Enterprise Institute 
perspectives, 2) Published in cooperation 
with the American Enterprise Institue for 
Public Policy Research.” Includes 
bibliographical references. [HD7293.P42] 
74-19333 14.00 

1. Housing—United States—Addresses, 
essays, lectures. 2. Urban renewal—United 
States—Addresses, essays, lectures. I. 
Welfeld, Irving H. If. Title. HI. Series. 
Prepared from C.I.P. Gontents omitted. 


BLAKE, Peter, 1920- 301.5°4°0973 
Our housing mess ... and what can be done 
about it. Foreword by Stewart L. Udall. 
New York, Institute of Human Relations 
Press, American Jewish Committee [1974] 
78 p. 23 cm. (Institute of Human Relations 
Press. Paperback series) Bibliography: p. 


75-78. [HD7293.B614] 74-78497 1.25 
(pbk.) | ; 

1. Housing—United States. I. Title. 
ZIMPEL, Lloyd, comp. 301.5°5 


The curse of Adam: man against work. 
Grand Rapids, Eerdmans [1974] p. 
[HD8072.Z54] 74-8126 ISBN 0-8028- 
1584-7 4.50 (pbk.) 

i. Labor and laboring classes—United 
States-——1 970- —Addresses, , ESSAYS, 
lectures. 2. Work—Addresses, essays, 
lectures. I. Title. 

Prepared from C.I.P. Contents omitted. 


BYINGTON, 301.575°0974885 
Margaret Frances, 1877-1952. 

Homestead; the housfeJholds of a mill 
town. With a new introd. by Samuel P. 
Hays. [Pittsburgh] University Center for 
International Studies [1974, c1910] xxxiv, 
292 p. illus. 23 cm. [HD8085.H63B9 1974] 
74-181540 3.50 (pbk). 

1. Labor and laboring classes—Homestead, 
Pa. I. Title. 


ELEMENTS of outdoor 301.5°7 
recreation planning, ed. by B. L. Driver. 
Ann Arbor, [Mich.], University of 
Michigan Pr. [1974, c1970] 316 p. 23 cm. 
Includes bibliographical references. 


-diagrs. 


UYU EYE Ue TO 


Myc ISBN 0-472-08284-1 4.95 
bk. 


1. Outdoor recreation. I. Driver, Beverly” 
L, ed. If. Michigan. University. School 
of Natural Resources. 

L.C. card no. for original ed.: 79-141053. 


TOWLER, Robert. 301.5°8 
Homo religiosus : sociological problems in 
the study of religion / Robert Towler. New 
York : St. Martin’s Press, 1974. ix, 206 p. : 
; 23 cm. Includes bibliographical 
references and index. [BL60.T68 1974] 74- 
78939 10.95 

1. Religion and sociology. I. Title. 


TURNER, Bryan S. 301.5°8°091767 1 
Weber and Islam : a critical study / [by] 
Bryan S. Turner. London Boston : 
Routledge & Kegan Paul, 1974. ix, 212 p. ; 
23 cm. (International library of sociology) 
Includes bibliographical references ard 
index. [BP173.25.W4T87] 74-77201 ISBN 
0-7100-7848-X : 13.50 

I. Weber, Max, 1864-1920. 2. Sociology, 
Islamic. I. Title. 


*COHEN, Michael A. -~ 301.5°92 
Urban policy and political conflict in 
Africa; a study of the Ivory Coast [by] 
Michael A. Cohen. Chicago, University of 
Chicago Press. [1974]. x, 262 p. 24 cm. 
Bibliography: p. 251-256. [JQ318.9] 73- 
90942 ISBN 0-226-11223-3 12.50. 

1. Africa—Politics and Government. 2. 
Africa—economic policy. I. Title. 


RUSSELL, D. E. H. 301.5°92 

Rebellion, revolution, and armed force [by] 

D. E. H. Russell. New York, Academic 

Press, 1974. p. cm. (Studies in a 

discontinuity) Bibliography: 

vere .R86] 74-7205 ISBN 0-12- 785745. 
14.50 

l. Revolutions. 2. Revalutions—Case 

studies. 3. Armed forces—Political activity. 

I. Title. IT, Series. 

Prepared from C.I.P. 


LAMB, G. B. 301.5°92°0967626 
Peasant politics; conflict and development 
in Murang’a [by] Geoff Lamb. New York, 
St. Martin’s Press [1974] xii, 160 p. map 


(on - lining papers) 23 cm. Includes 
bibliographical references. 
[JS7648.9.M872L35  1974b] = 74-77270 


10.95 

i. Murang'a, Kenya—-Politics and 
government. 2. Community development— 
Murang'a, Kenya. 3. Local government— 


Kenya—Case studies. 4. Community 
development—Kenya—Case studies. £ 
Title. 

*LEON, Gloria Rakita. 301.62 


Case histories of deviant behavior; a social 
learning analysis. Boston, Holbrook Press, 
[1974]. vi, 293 p. 22 cm. [HV6789} 74- 
80648 5.95 (pbk.) 

l. Crime and criminals. 2. Personality, 
Disorders of 3. Deviant behavior. I. Title. 


PELTON, Leroy H. 301.632019 
The psychology of nonviolence, by Leroy 
H. Pelton. New York, Pergamon Press 
[1974] p- cm. (Pergamon general 
psychology series, PGPS-48) [HM278.P44 
1974] 74-2167 ISBN 0-08-018099-X 12.50 
1. Nonviolence. I. Title. 
Prepared from C.I.P. Pbk. 6.75; ISBN 0- 
08-018098-1. 


SANDPERL, Ira. 301.6’32°0924 
A little kinder. Palo Alto, Calif. [Science 
and Behavior Books, 1974] xi, 163 p. 25 
em. [CT275.S3265A55] 73-93870 ISBN 0- 
8314-0035-8 5.95 

i. Sandperl, Ira. I. Title. 
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*KUTNER, Luis. 301.6333 
Due process of rebellion Chicago, Bardian 
House, [1974]. 169 p. 22 cm. [fC491] 74- 
5042 7.95 

1. Revolutions. T. Title. 


BORRIE, Wilfrid David. 303.31 
Population, environment, and society / W. 
D. Borrie. [Auckland] Auckland 
University Press, c1973. 106 p. ; 21 cm. 
(The Sir Douglas Robb lectures ; 1972) 
Includes bibliographical references and 
index. [HB871.B586] 74-183254 ISBN 0- 
19-647730-1 pbk. : 4.50 

1. Population. 2. Underdeveloped areas— 
Population. 3. Human ecology. F. Title. I. 
Series. 

Distributed by Oxford University Press, 
New York. 


ROBERTSON, James E. 309.1°04 
The birth of humanity being / James E. 
Robertson. 3d rev. print. North 
Hollywood, Calif. : Robertson, 1974. 114 
p. ; 23 cm. Includes index. Bibliography: p. 
107-108. [HN18.R55 1974] 74-79179 
ISBN 0-9600756-1-5 4.00 ISBN 0- 
9600756-2-3 pbk. : 2.00 

1. Social  history—1945- 
history—1945- I. Title. 
Publisher’s address: P.O. Box 2227, North 
Hollywood, Calif. 91602. 


NORWEGIAN society. 309.1748 1°04 
{Edited by] Natalie Rogoff Ramsoy. Oslo, 


2. Economic 


Universitets forlaget; New York, 
Humanities Press [1974, 1973] p. 
Translation of Det Norske samfunn. 


Includes bibliographies. [HN563.5.N6713] 
73-14885 ISBN 0-391-00329-1 17.50 

1. Norway—Social conditions. 2. 
Norway—Economic conditions—1945- 3. 
Norway—Politics and government——1945- 
I. Ramsoy, Natalie Rogoff, ed. 

Prepared from C.I.P. 


UNITED States-Puerto 309.1°7295 
Rico Commission on the Status of Puerto 
Rico. 

Status of Puerto Rico selected 

background studies, prepared for the 

United States-Puerto Rico Commission on 

the Status of Puerto Rico. New York : 

Arno Press, 1975, [i.e.1974] p. cm. (The 

Puerto Rican experience) Reprint of the 

1966 ed. published by the Commission, 

Washington. Includes bibliographies. 

[F1958.U562 1975] 74-14254 ISBN 0-405- 

06239-7 : 54.00 

1. Puerto Rico. 2. United States—Relations 

(general) with Puerto Rico. 3. Puerto 

Rico—Relations (general) with the United 

States. I. Title. If. Series. 

Prepared from C.I.P. Contents omitted. 


ROBERTS, Lydia 309.1°7295°05 
Jane. 
Patterns of living in Puerto Rican families 
/ Lydia J. Roberts and Rosa Luisa Stefani. 
New York : Arno Press, 1975, [i.e.1974] 
p. cm. (The Puerto Rican experience) 
Reprint of the 1949 ed. published by the 
University of Puerto Rico, Rio Piedras. 
[HD7008.R6 1975] 74-14247 ISBN 0-405- 
06233-8 : 24.00 
I. Cost and standard of living—Puerto 
Rico. 2. Housing—Puerto Rico. 3. Puerto 
Rico-—Social conditions. I. Stefani, Rosa 
Luisa, joint author. If. Title. III. Series. 
Prepared from C.I.P. 


UNITED States- 309.1°7295°053 
Puerto Rico Commission on the Status of 
Puerto Rico. 

Status of Puerto Rico : report of the 

United States-Puerto Rico Commission on 

the Status of Puerto Rico, August, 1966. 

New York : Arno Press, 1975, [i.e.1974] 
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p. cm. (The Puerto Rican experience) 
Commonly known as the Rowe report on 
the status of Puerto Rico. Reprint of the 
1966 ed. published by the United States- 
Puerto Rico Commission on the Status of 
Puerto Rico, Washington. Bibliography: p. 
[IL1043 1966.U5 1975] 74-14253 ISBN 0- 
405-06238-9 : 16.00 

1. Puerto Rico—Politics and government— 
1952- 2. Puerto Rico—Constitutional law. 
I. Title. II Title: Rowe report on the status 
of Puerto Rico. HI. Series. 

Prepared from C.I.P. 


MEAD, Margaret, 1901- 309.173 
A way of seeing [by] Margaret Mead and 
Rhoda Metraux. New York, Morrow 
[1974] p. cm. Essays originally published 
in Redbook magazine, Jan. 1962 to Oct. 
1969. [HN59.M4 1974] 74-8365 ISBN 0- 
688-05326-2 5.30 (pbk.) 

1. United States—Social conditions—1960- 
—Addresses, essays, lectures. I Metraux, 
Rhoda Bubendey, 1914- joint author. IT. 
Title. 

Prepared from C.I.P. 


WATTS, Jim, 1935- comp. 309.1°73 
Generations: your family in modern 
American history [by] Jim Watts [and] 
ige F. Davis. New York, Knopf [1974] 
p. cm. [HN57.W354] 74- 8546 ISBN 0- 
394-31752-1 5.95 (pbk.) 

I. United States—Social conditions— 
Addresses, essays, lectures. 2. United 
States—Genealogy—Addresses, essays, 
lectures. I. Davis, Allen Freeman, 1931- 
joint comp. H. Title. 

Prepared from C.I.P. 


ROCKEFELLER, John D., 
1906- 

The second American revolution: some 
personal observations [by] John D. 
Rockefeller, 3rd. New York, Harper & 
Row [1974, c1973] xvi, 210 p. 18 cm. 
(Perennial Library) [HN65.R59] ISBN 0- 
06-080324-X 1.50 (pbk.) 

1. United States—Social conditions—1960- 
2. Social change. I. Title. 

EC card number for original edition: 72- 

9. 


SZULC, Tad. 309.1°73°092 
Innocents at home : America in the 1970s 
/ Tad Szulc. New York : Viking Press, 
1974. 342 p. ; 24 cm. Bibliography: p. 
[339]-342. [HN65.895 1974] 73-17682 
ISBN 0-670-39843-8 : 10.00 

1. United States—Social conditions—1960- 


309.173092 


2. Youth—United States. 3. Social 
problems. I. Title. 
BLAKEMORE, Harold. 309.1°8’003 


Latin America: geographical perspectives, 
edited by Harold Blakemore and Clifford 
T. Smith. London, Methuen, 1974. vii, 600 
p. illus, maps. 24 cm. (University 
paperbacks, UP 51!) ”Distributed in the 
U.S.A. by Harper and Row Publishers, 
Inc., Barnes and Noble Import Division.” 
Includes bibliographies. [HC125.B55 1974} 
74-181552 ISBN 0-416-80500-0 22.50, 
10.75 (pbk.) 

i. Latin America—Economic conditions— 
1945- —Addresses, essays, lectures. 2. 
Latin America—Social conditions—1945- 
—Addresses, essays, lectures. I Smith, 
Clifford Thorpe, joint author. IT. Title. 


REW, Alan, 1942- 309.1°95'3, 
Social images and process in urban New 
Guinea: a study of Port Moresby. St. Paul, 
West Pub. Co. [1975, ie.1974] p. cm. 
Bibliography: p. [HN936.P36R48 1975] 
74-17389 ISBN 0-8299-0024-1 10.00 

1. Port Moresby, Papua New Guinea— 


AMLARI DUR FUDLIGIUEPAT REULA 


Social conditions. 2. Urbanization—Port 
Moresby, Papua New Guinea. I. Title. 
Prepared from C.I.P. 


EMANUEL, A. 309.25, 
Issues of regional policies; a report 
prepared by A. Emanuel. [Paris] 


Orgarisation for Economic Co-operation 
and Development [1973] 274 p. 24 cm. 


Includes bibliographical references. 
[HT391.E56] 74-158904 ISBN 9-264- 
11104-2 


1. Regional planning. 2. Economie zoning. 
I. Organization for Economic Co-operation 
and Development. II. Title. 

Distributed by Organization for Economic 


Co-operation and Development, 
Washington, D.C., 6.50 
CATANESE, Anthony 309.2°5°0973 


James. 7 
Planners and local politics; impossible 
dreams. Beverly Hills! [Calif] Sage 
Publications [1974] 189 p. 22 cm. (Sage 
library of social research, v. 7) 
Bibliography: p. 181-184. [HT392.C36] 73- 
ony ISBN 0-8039-0397-9. 11.00; 7.00 
bk.) 
I. Regional planning—United States. 2. 


Cities and towns-—Planning—United 

States. I. Title. 

PETERS, Terry 309.2°5°0975529} 
Spielman. 

The politics and administration of land use 

contro]. Lexington, Mass., Lexington 

Books [1974] cm. Bibliography: p. 


p. 
(HD211.V8P48}] 74-16144 ISBN 0-669- 
96255-4 13.50 

1. Land-—Virginia—Fairfax Ca 2 
Zoning—Fatrfax Co., Va. I. Title. 

Prepared from C.I.P. 


MUNZER, Martha E. 309.2°62 
New towns: building cities from scratch, 
by Martha E. Munzer and John Vogel, Jr. 

New York, Knopf; [distributed by Random 
House, 1974] 150 p. illus. 24 cm. 
Bibliography: p. 145-146. Profiles the 
founder of the "New Town” movement 
and discusses the development of British 
new towns, the Radburn Idea, Greenbelt 
Towns, and the American new towns such 
as Reston and Columbia. [HT166.M84] 74- 


. 158 ISBN 0-394-82673-6 5.99 (lib. bdg.). 


i. Cities and towns—Planning—Juventle 
literature. I. Vogel, John, joint author. II. 
Title. E e e 


ARCO Publishing 309.2°62’076 
Company, New York. 

City planner : the complete Arco test-tutor 
/ by the Arco Editorial Board. 2d ed. New 
York : Arco, 1974. 160 p. : ill. ; 26 cm. 
(Arco civil service test tutor) [HT167.A8 
1974} 73-89785 ISBN 0-668-01364-8 : 
6.00 

i. Cities and towns-—-Planning—United 
States—Examinations, questions, etc. 2. 
Civil service—United States— 
Exampiations. I. Title. 


BHARDWAJ, R. K., 
1905- 
Urban development in India [by] R. K. 
Bhardwaj. [Ist ed.] Delhi, es [Pub. 
House, 1974] xiv, 456 p 25 cm. 
Bibliography: p. [433]-437. [HT169.15B47] 
74-900162 
1. Cities and towns—Planning—India. 2. 
Urban transportation—JAndia. I. Title. 
Distributed by International Publications 
Service, 25.00. 


BREESE, Gerald 
William. 

Urban and regional planning for the Delhi- 

New Delhi area; capital for conquerors and 


309.2°62’0954 


309.2’62°095456 


country [by] Gerald Breese. Princeton, 
N.J. [1974] 55 p illus. 28 cm. 
[HT169.152D42] 74-180473 3.50 (pbk.} 

1. Cities and towns—Planning—-Delhi. 2. 


Regional planning—Delhi metropolitan 
area. I. Title. 
WEISS, Shirley F. 309.2°62°0973 


New town development in the United 
States: experiment in private 
entrepreneurship, by Shirley F. Weiss. 
[Chapel Hill] Center for Urban and 
Regional Studies, University of North 
Carolina at Chapel Hill, 1973. vii, 132 1. 
28 cm. (New towns research series) 
Bibliography: leaves 97-132. [HT167.W44] 
173-620259 6.50 

1. New towns—-United States. I. Title. H. 
Series. 


RUBIN, Herbert J. 309.2°63'09593 
The dynamics ‘of development in rural 
Thailand [by] Herbert J. Rubin. [DeKalb] 
Center for Southeast Asian Studies, 
Northern Illinois University; [exclusive 
distribution by the Cellar Book Shop, 
Detroit] 1974. x, 158 L illus. 28 cm. 
(Northern Illinois University. Center for 
Southeast Asian Studies. Special report 
series, no. 8) Includes bibliographical 
references. [HN750.5.Z9C66] 74-173601 
6.00 (pbk.). 

i. Community development—Thailand. 2. 
Thailand—Rural conditions. I. Title. H. 
Series: illinois. Northern Illinois 
University, De Kalb. Center for Southeast 
Asian Studies. Special report no. 8. 


*LEVINE, Donald N. 309.63 
Greater Ethiopia; the evolution of a 
multiethnic society [by] Donald N. Levine 
Chicago, University of Chicago Press 
[1974] 229 p. illus, maps. 23 cm. 
Bibliography: p. 211-222. [HM22] 73- 
91233 ISBN 0-226-47558-1 12.50 

k yerhopia <Socia] life and customs. I. 
itle. 


MACKENZIE, William James 
Millar, 1909- 
Explorations in government [by] W. J. M. 
Meee New York, Wiley [1974] p. 
. "A Halsted Press book.” A collection 
of the author’s articles. Includes 
bibliographical references. [JA86.M325 
1974] 74-6722 ISBN 0-470-56285-4 17.75 
1. Political science research-—Addresses, 
essaySe Igctures. 2. Political science— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. 


SCHMIDT, Johann Kaspar, 
1806-1856 

Max Stirner: the ego and his own. Ed., 

introd., by John Carroll. New York, 

Harper Torchbooks [1974, c1971] 266 p. 

21 cm. (Roots of the right, readings in 

fascist, racist, and elitist ideology) 

Bibliography: p. 263-266. [HM136.834 

1974] ISBN 0-06-131819-1 3.45 (pbk.) 

i. Egoism. 2. Individualism. I. «Title. I. 
Title: The ego and his own. 

L.C. card number for original ed: 70- 
156573. 


USA-USSR: agenda for 320.05 s 
communication. Special editor of this 
volume; Marvin E. Wolfgang. Philadelphia, 
American Academy of Political and Social 
Science, [1974] x, 239 p. 24 cm. (Annals 
of the American Academy of Political and 
Social Scienco, v. 414) Consists chiefly of 
papers presented at the seventy-eighth 
annual meeting of the Academy, held in 
Philadelphia, April 5-6, 1974. Includes 
bibliographical references. [H1.A4 vol. 
414) [E183.8.R9] 327°.17 74-80143 ISBN 
0-87761-178-5 4.00 
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320.01 


1. United States—Relations (general) with 
Russia—Congresses. 2. Russia—Relations 
(general) with the United States— 
Congresses. I. Wolfgang, Marvin E., 1924- 
ed. II. American Academy of Political and 
Social Science, Philadelphia. III. Series: 
American Acedemy of Pclitical and Soctal 
Science, Philadelphia. Annals, v. 414. 

Pbk. 3.00, ISBN 0-87761-179-3. 


SUKRA. 320.1 
The Sukranitrz. by Benoy Kumar Sarkar. 
With an ind=x by Narendranath Law. 
Allahabad, Panini Office, 1914. [New 
York, AMS Fress, 1974] p. cm. Original 
ed. issued as +. 13 of The Sacred books of 
the Hindus. Text in English, with 
commentary in English and Sanskrit. "The 
translation ... i3 based on the text edited by 
Dr. Gustav Oppert for Madras 
Government in 1882. An introduction to 
this translation forms volume XVI of the 
Scared books of the Hincus series and is 
called The pcsitive background of Hindu 
sociology.” [J750.S8 1974] 73-3801 ISBN 
0-404-57813-6 25.00 

I. State, The. 2. India—Politics and 
government—To 997. I. Sarkar, Benoy 
Kumar, 1887-1949, ed. II. Law, Narendran 
Nath, 1889- IIE. Title. IV. Series: The 
Sacred books of the Hindus, v. 13. 
Prepared from C.I.P. 


CHANG, Chif-tung, 
1837-1909. 

China’s only hope : an appeal by her 
greatest viceroy / Chang Chih-tung ; with 
the sanction of the present emperor, 
Kwang Su ; translated from the Chinese 
ed. by Samuel I. Woodbridge ; introd. by 
Griffith John. Westport, Conn. : Hyperion 
Press, 1974. p. cm. Reprint of the 1900 
ed. published by Revell, New York. 
Translation cf Ch‘uan  hsueh ptien. 
[DS763.C4A3213 1974] 74-10099 ISBN 0- 
88355-164-0 : .1.50 

I. Title. 

Prepared from C.I.P. 


*CANTORI, Louis J., ed. 320.3 
Comparative political systems, edited by 
Louis J. Cantori. Boston, Holbrook Press, 
[1974]. xiii, 449 p. 24 cm. Bibliography: p. 
438-449 [JA71] 73-86345 6.95 (pbk.) 

1. Political Sctence—Methcdology. I. Title. 


320°.2°0951 


*COVINGTON, Elizabeth 320.4 
Finlayson. 
The stool pigeon chronicle. New York, 


Vantage Press, [1974, c1973]. xviii, 150 p. 
22 cm. Conterts: v. 1. A philosephical 
study for office workers. [HM33] ISBN 0- 
533-00188-9 4.95 (v. 1.) 

1. Political scieace. I. Title. 


*HAEGER, John D., comp. 320.4 
The bosses edited by John D. Haeger and 
Michael P. Weber. [Saint Charles, Mol. 
Forum Press, [1974] 82 p. 18 
Bibliography: p. 81-82. Panny 74- 77391 
ISBN 0-88273-.02-5 1.95 (pbk.) 

1. Tweed, Wiliam Marcy. 1823-1878 2. 
Daley, Richard J, 1902- 3. Corruption (in 
politics) I. Weber, Michael P. joint comp. 
I. Title. 


WAYNE, Stepren J. 320.4°73 
Investigating the American political system 
: problems, methods, and projects / by 
Stephen W. Burks ... [et al.] ; under the 
general editorship of Stephen J. Wayne. 
Cambridge, Mass. : Schenkman Pub. Co. ; 
Morristown, N.J. : distributed by General 
Learning Press, [1974] xi, 286 p. ; 22 cm. 
Includes index. Bibliography: p. 265-279. 


(JK274.W34] 73-84744 ISBN 0-382- 
21221-5 : 4.95 
1. United States—-Politics and 


government-—Handbooks, manuals, etc. 2. 
Political science research-—-Handbooks, 
manuals, etc. I. Burks, Stephen W. II. 
Title. 


GANTT, Fred, ed. 320.4764 
Governing Texas; documents and readings. 
Edited by Fred Gantt, Jr, Irving O. 
Dawson [and] Luther G. Hagard, Jr. 3d 
ed. New York, Crowell [1974] xi, 369 p. 
illus. 23 cm. Bibliography: p. 365-368. 
[JK4825 1974.G3] 74-8853 ISBN 0-690- 
00531-8 3.95 (pbk.) 

i. Texas—Politics and government. I. 
Dawson, Irving Owen, joint ed. Il. Hagard, 
Luther Guy, joint ed. III Title. 


ROCHE, Kennedy F. 320.5'0924 
Rousseau; stoic and romantic [by] 
Kennedy F. Roche. London, Methuen 


[1974] xvi, 177 p. 22 cm. "Distributed in 
the U.S.A. by Harper & Row Publishers, 
Barnes & Noble Import Division.” 
Bibliography: p. 170-174. [JC179.R9R63 
1974] 74-180542 ISBN 0-416-78690-1 
11.00 

J. Rousseau, Jean Jacques, 1712-1778. 


COSER, Lewis A., 320.5°2°0873 
1913- 

The new conservatives : a critique from 
the left / edited by Lewis A. Coser and 
Irving Howe. New York : Quadrangle/The 
New York Times Book Co., [1974] viii, 
343 p. ; 25 cm. Includes bibliographical 
references. [JA84.U5C67 1974] 73-90168 
ISBN 0-8129-0418-4 : 9.95 


L. Conservation—United States— 
Addresses, essays, lectures. I. Howe, 
Irving, joint author. II. Title. 

ENZENSBERGER, Hans Magnus. 320.9 
Politics and crime. Selected by Michael 
Roloff. Translated by Michael Roloff and 


gas New York, Seabury Press [1974] ° 
(A Continuum book) 

FPT2609. N9A27] 74-11333 ISBN 0-8164- 

9224-7 6.95 

I. Title. 

Prepared from C.I.P. Contents omitted. 


*LITTLE, Graham. 320.9 
Politics and personal style. [Australia,] 
Nelson, [1973, i.e. 1974] 147 p. 22 cm. 
[JQ4081] ISBN 0-17-004970-1 

1. Australia—Politics and government. I. 
Title. 

Distributed by Verry for 10.00 (pbk.) 


LOCATIONAL approaches to 320.9 
power and conflict. Edited by Kevin R. 
Cox, David R. Reynolds [and] Stein 
Rokkan. [Beverly Hills, Calif] Sage 
Publications; [distributed by Halsted Press, 
New York, 1974] 345 p. illus. 24 cm. 
Includes bibliographies. [JC319.L54] 76- 
127983 ISBN 0-470-18122-2 17.50 

1. Geography, Political—Addresses, essays, 
lectures. 2. Power (Social sciences)— 


Addresses, essays, lectures. 3. Social 
conflict--Addresses, essays, lectures. I. 
Cox, Kevin R., 1939- ed. II. Reynolds, 


David R., ed. III. Rokkan, Stein, ed. 


LAQUEUR, Walter Ze’ev, 
1921- 

A dictionary of politics / edited by Walter 

Laqueur, with the assistance of Evelyn 

Anderson ... [et al.]. Rev. ed. New York : 

Free Press, 1974, c1973. 565 p. ; 25 cm. 

[D419.L36 1974] 74-9232 14.95 


320.9°04 


L. World politics-—20th century— 
Dictionaries. I. Title. 
ROGERS, Diane P., comp. 320.9°04 


Inside world politics / Diane P. Rogers 
and Robert J. Clark ; rev. by John J. 
Farrell. Boston : Allyn and Bacon, [1974] 
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368 p. : ill. ; 24 cm. Includes index. 
Selections from literary, philosophical, 
sociological, political, and historical 


writings illuminate various aspects of world 
politics in the twentieth century. 
(D443.R578 1974] 73-88059 5.32 5.30 
teacher's guide : 2.00 

L. World politics—20th century— 
Addresses, essays, lectures-——Juvenile 
literature. I. Clark, Robert James, 1936- 
Joint author. II. Farrell, John J, ed. HE 
itle. 


GALLAGHER, Frank. 320.9°415 
The indivisible island; the history of the 
partition of Ireland. Westport, Conn., 
Greenwood Press [1974, c1957] p. cm. 
Reprint of the ed. published by Gollancz, 
London. Bibliography: p. [DA938.G3 
1974] 74-5772 ISBN 0-8371-7515-1 15.75 
J. treland—Politics and government. 2. 
Irish question. I. Title. 

Prepared from C.I.P. 


LYTTELTON, George 320.9°42’072 
Lyttelton, Baron, 1709-1773. 

George Lyttelton’s political tracts, 1735- 
1748. New York, Garland Pub., 1974. p. 
cm. (The English book trade, 1660-1853) 
Reprint of Letters from a Persian in 
England to his friend at Ispahan, printed 
for J. Millan, London, 1735; 
Considerations upon the present state of 
our affairs, printed for T. Cooper, London, 
1739; A letter to the Tories, printed for E. 
Say, London, 1747; and A modest apology 
for my own conduct, printed for M. 
Cooper, London, 1748. [DA500.L93] 74- 
16018 ISBN 0-8240-0960-6 22.00 

F Great Britain—Politics and 
government—I1727-1760—Collected works. 
2. Liberty of the press—Great Britain— 
Collected works. I. Title. II. Series. 
Prepared from C.LP. 


MOSSE, George 
Lachmann. 
The nationalization of the masses; political 
symbolism and mass movements in 
ermany from the Napoleonic Wars 
through the Third Reich [by] George L. 
Mosse. [lst American ed.] New York, H. 
Fertig, 1974. p. cm. Includes 
bibliographical references. [DD76.M65 
1974] 74-11105 15.00 
i. Germany—Politics and government— 
1789-1900. 2. Germany—Politics and 
government—20th century. 3. 
‘Nationalism—Germany—History. 4. Mass 
society. 5, Signs and symbols—Germany. 
6. - National characteristics, German. 1. 
Title. 
Prepared from C.I.P. 


GORDON, Harold J., 
comp. 

The Austrian Empire, abortive federation? 
/ Edited and with an introd. by Harold J. 
Gordon, Jr, Nancy M. Gordon. 
Lexington, Mass. : D. C. Heath, [1974] 
xiv, 159 p. : ill. ; 21 cm. (Problems in 
European civilization) Bibliography: p. 
155-159. [DB86.G63] 73-21185 ISBN 0- 
669-90456-2 pbk. : 2.95 

L Austria—Politics and government— 
1867-1918—Addresses, essays, lectures. 2. 
Federal goverament—Austria—Addresses, 
essays, lectures. I. Gordon, Nancy 
Anderson Morehouse, joint comp. IT. Title. 
TH. Series. 


320.9°43’08 


320.9°436°04 


WYNOT, Edward D. 320.9°438°05 
Polish politics in transition : the camp of 
national unity and the struggle for power, 
1935-1939 / by Edward D. Wynot, Jr. 
Athens University of Georgia Press, 
{1974] xvi, 294 p. ; 25 cm. Includes index. 
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Bibliography: p. [269]-285. [DK440.W9] 
73-85024 ISBN 0-8203-0337-2 : 12.50 

1. Poland—Politics and  government— 
1918-1945. L Title., 


AMERICAN Academy of 320.9°47 
Political and Social Science, Philadelphia. 
The satellites in Eastern Europe. Edited by 
Henry L. Roberts. Westport, Conn., 
Greenwood Press [1974, cl1958] p. cm. 
Reprint of the ed. published by American 
Academy of Political and Social Science, 
Philadelphia, which was issued as v. 317 of 
its Annals. Includes bibliographical 
references. [DR48.5.A43 1974] 74-10705 

ISBN 0-8371-7646-8 11.50 

1, Europe, Eastern—Politics. I. Roberts, 
Henry £. ed. If. Title. JH. Series: 
American Academy of Political and Social 
Science, Philadelphia. Annals, v. 317. 
Prepared from C.I.P. 


FRIEDMAN, Edward. 320.9°51°041 
Backward toward revolution; the Chinese 
Revolutionary Party. Berkeley, University 
of California Press [1974] xvii, 237 p. 24 
cm. (Michigan studies on China) Includes 
bibliographical references. [DS775.F74] 73- 
76095 ISBN 0-520-02431-1 12.75 

J. Chung-kuo kuo min tang. 2. China— 
Politics and government—1912-1949. I. 
Title. II. Series. 


KAROL, K. S. 320.9°51°05 
The second Chinese revolution, by K. S. 
Karol. Translated from the French by 
Mervyn Jones. New York, Hill and Wang 
[1974] p. cm. Translation of La deuxieme 


revolution chinoise. Includes 
bibliographical references. 
[DS777.55.K32413] 73-91174 ISBN 0- 


8090-8516-X 12.95 

1. China—Politics and government-—1949- 
I. Title. 

Prepared from C.I.P. 


*JHA, Manoranjan. 320.954 
Civil disobedience and after; the American 
reaction to political developments in India 


during 1930-1935. Meerut, Meenakshi 
Prakashan, [1973] xi, 300 p. 23 cm. 
[JC328] 


1, Government resistence to—India. 2. 
India—Political history. I. Title. 
Distributed by International Publications 
Service, N.Y., for 11.25. 


BROWN, Judith M. 320.9°54’035 
Gandhi's rise to power Indian politics 
1915-1922 by Judith M. Brown [London], 
Cambridge University Pr. [1974 c1972] xvi 
384, maps 22 cm. (Cambridge South Asian 
studies) Bibliography: % 369-377. 
[DS481.G3B74] ISBN 0-521-09873-4 

1. Gandhi, Mohandas Karamchand, 1869- 
1948 2. India—Politics and government— 
1919-1947 I. Title. 

L.C. card no. for original edition: 71- 


171674. Distributed by Cambridge 
University Pr. for 5.95 (pbk.) : 
MARCOS, Ferdinand 320.9°599°04 


Edralin, Pres. Philippines. 

The democratic revolution in the 
Philippines [by] Ferdinand E. Marcos. 
Englewood Cliffs, N.J., Prentice-Hall 
International [1974] vi, 265 p. 24 cm. 
Comprises the author's Today’s revolution: 
democracy and his Notes on the new 
society of the Philippines. Bibliography: p- 
257-259. [J663.N3M3 1974] 74-9948 
ISBN 0-13-198010-6 8.95 

L Philippine Islands—Politics and 
government—1946- 2. Democracy. I. Title 


POLITICAL change in 320.9°599°04 
the Philippines : studies of local politics 
preceding martial law / edited by Benedict 


J. Kerkvliet. [Honolulu] : University Press 
of Hawaii, 1974. p. cmi (Asian studies in 
Hawaii ; no. 14) Based primarily on essays 
presented at the annual Association of 
Asian Studies meeting in New York, Mar. 
1972 and a regional meeting of AAS, 
Nov., 1972. [DS3.A2A82 no. 14] [JS7302] 
74-79007 ISBN 0-8248-0343-4 : 6.00 

1. Local government—Philippine Islands-— 
Addresses, essays, lectures. 1. Kerkviiet, 
Benedict J, ed. If. Title. HI. Series. 
Prepared from C.I.P. 


MINOGUE, Martin, comp. 320.9°6°03 
African aims & attitudes selected 
documents / edited by Martin Minogue, 
Judith Molloy. London ; New York 
Cambridge University Press, 1974. 400 p. ; 
24 cm. Bibliography: p. 396-400. 
[JA84.A33N155] 74-76567 ISBN 0-521- 
09851-3 pbk. : 5.95 

1. Political science—History—A frica, Sub- 
Saharan—Adaresses, essays, lectures. Í. 
Molloy, Judith, joint comp. II. Title. 


MCKENNA, George, comp. 320.9°73 
American populism / edited, selected, and 
with introductions by George McKenna. 
New York : Putnam, 1974. xxv, 32% p. ; 
22 cm. Includes bibliographical references. 
[E183.M147 1974] 72-97303 ISBN 0-399- 
11116-6 : 7.95 

J. Populism—United States—Addresses, 
essays, lectures. 2, United States—Politics 


and  governmeni—Addresses, eSSAYS, 
lectures. I. Title. 
Content omitted. 

320.9°73°0924 


MOSHER, Frederick 
C 


Watergate : implications for responsible - 
government a special report at the 
request of the Senate Select Committee on 
Presidential Campaign Activities / by a 
panel of the National Academy of Public 
Administration, by Frederick C. Mosher 
and others ; with a foreword by Sam J. 
Ervin, Jr. New York : Basic Books, [1974] 
xii, 137 p. ; 22 cm. Includes bibliographica 
references and index. [JK271.M73] 74- 
79499 ISBN 0-465-09085-0 : 8.95. ISBN 
0-465-09702-2 pbk. : 3.95 
1. United States—Politics and 
government—1945- 2. Watergate Affair, 
1972- I. United States. Congress. Senate. 
Select Committee on Presidential 
Campaign Activities. IL National Academy 
of Public Administration. HI. Title. e 
STEVENSON, Adlai 320.9°73°0921 
Ewing, 1900-1965. 
What I _ think. Westport, Conn., 
Greenwood Press [1974, c1956] p. cm. 
Selected speeches and articles written after 
the Presidential campaign of 1952. Reprint 
of the ed. published by Harper, New York. 
[E742.5.S752 1974] 74-12647 ISBN 0- 
8371-7738-3 13.25 
L. United States—Politics and 
government—1953-196!—Collected works. 
2. Werld  politics—1945- —Collected 
works. 1. Title. 
Prepared from C.I.P. 


HARRIS, Louis K., 
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The political culture and behavior of Latin 
America [by] Louis K. Harris & Victor 
Alba. [ist ed. Kent, Ohio] Kent State 
University Press {1974] x, 221 p. maps. 22 
cm. Includes biblicgraphies. [F1414.2.H33] 
74-79151 ISBN 0-87338-154-8 9.00 

1. Latin America—Politics—1948- 2. Latin 
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America—Politics—1830-1948. T. Alba, 
Victor, joint author. HH. Title. 
CIRIA, Alberto. 320.9°82°06 


Parties and power in modern Argentina 


Ah 
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(1930-1946). Translated by Carlos A. Astiz 
with Mary F. McCarthy. [lst ed.] Albany, 
State University of New York Press, 1974. 
xv, 357 p. 24 cm. Translation of Partidos y 
poder en la Argentina moderna. Includes 
bibliographical references. [F2848.C5413] 
70-129642 ISBN 0-87395-079-8 15.00 

1. Argentine Republic—Politics and 
government—1910-1943. 2. Argentine 
Republic—Politics and government—1943- 
1955. I. Title. 
MACEOIN, Gary, 320.983064 

1909- 

No peaceful way : Chile’s struggle for 
dignity / Gary MacEoin. New York : 
Sheed and Ward, [1974] vii, 230 p. ; 22 
cm. Includes index. Bibliography: p. 221- 
224. [F3100.M3] 74-1531 ISBN 0-8362- 
-0569-3 : 6.95 

1. Chile—Politics and government—1970- 
2. Chile—Economic conditions—1918- 3. 
Chile—Foreign relations—United States. 4. 
Unie? sealer eee relations—Chile. I. 

itle. 


HUGHES, Daniel T. 320.9964 
Politjcal development in Micronesia, edited 
by Daniel T. Hughes and Sherwood G. 
Lingenfelter. Columbus, Ohio sute 
University Press [1974] p. 
Bibliography: p. [JQ6451.A2H83] 74- gi6i 
ISBN 0-8142-0197-0 15.00 


I. Pacific Islands (Ter.)—Politics and 
government. 2. Micronesia—Social 


conditions. I. Lingenfelter, Sherwood G., 
joint author. I. Title. 
Prepared from C.I.P. 


LASZLO, Ervin, 1932- 3217.04 
A strategy for the future; the systems 
approach to world order. New York, 
Braziller [1974] xvi, 238 p. 22 cm. 
Includes bibliographical references. 
ae 73-92679 ISBN 0-8076-0743- 
1. Progress. 2. System theory. I. Title. 


*LOCAL politics, 322.4 
development, and participation; a cross- 
national study of interrelationships, edited 
by F. C. Bruhns, [and others]. [Pittsburgh], 
University Center for International Studies 
in cooperation with the Urban Research 
Center, University of Pittsburgh, [1974]. 
xv, 329 p. 23 cm. "A collection of papers 
from the First International Round Table 
of thé Research Committee on the 
comparative study of Local Government 
and Politics, International Political Science 
Association.” [JS1445.A43Z57] 6.95 (pbk.). 

A routa science, 2. Local government. I. 
Ile. 


*COOLEY, John K. 322.42 
Green March, Black September; the story 
of the Palestinian Arabs [by] John K. 
Cooley. London, Frank Cass, [1973] xi, 
263 p. illus. 23 cm. [D25.5] 

I, Guerrillas. 2. Palestine—History. T 


Title. e 
International Schélarly 


Distributed by 
Book Services, Portland, Oregon, for 


11.00. 
PEASANT rebellion and 322.4°2’095 
Communist revolution in Asia. 


Contributors: John Badgley [and others] 
Edited by John Wilson „Lewis. Stanford, 
Calif., Stanford University Press, 1974. xiv, 
364 p. 23 cm. Papers were first 
presented at a’research conference held in 
St. Croix, Virgin Islands, in January 1973.” 
Includes bibliographical references. 
etd 73-89860 ISBN 0-8047-0856- 
8 12. 

d. Communism—Asia—Congresses. 2. 
Peasant uprisings—Asia—Congresses. 3. 


Revolutions—Asia—Congresses. L 
Badgley, John H., 1930- II Lewis, John 
Wilson, 1939- ed. 


*ROE, Michael. 322.430942 
Kenealy and the Tichborne cause; a study 
in mid-Victorian populism.  [Victoria,] 
Melbourne University Press, 1974. xiii, 255 
p. illus. 23 cm. [JS8036] ISBN 0-522- 
84057-4 


_i. Australia—Government and politics. 2. 


Australia—State politics. I. Title. 
Distributed by International Scholarly 
Book Services, Portland, Or., for 14.86. 


TAYLOR, Paula. 323.4°092°4 B 
Coretta Scott King. Illustrated by Harold 
Henriksen. Mankato, Minn., Creative 
Education [1974] p. cm. A brief biography 
of the wife of the slain civil rights leader, 
Martin Luther King, Jr. [E185.97.K47T39] 
92 74-17360 ISBN 0-87191-410-7 4.95 
(lib. bdg.). 

1. King, Coretta Scott, 1927- —Juvenile 
literature. I. Henriksen, Harold, illus. II. 
Title. 

Prepared from C.I.P. 


AMERICAN Historical 
Association. 

Access to government documents : papers 

presented to a session of the American 
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Historical Association, December, 1972. 
Manhattan, Kan. : Military affairs, [1974] 
11, 101-107, 14 leaves ; 28 cm. 


Bibliography: leaves 13-14 (3d group) 
(JK468.S4A83 1974] 74-182315 4.50 

i. Security classification (Government 
documents)—United States. 2. Freedom of 


information—United States. I. Military 
affairs. IT. Title. 

*HARWARD, Donald W., ed. 324.24 
Crisis in confidence; the impact of 


Watergate, edited by Donald W. Harward. 
Boston, Little Brown, [1974]. 200 p. illus. 
23 cm. [JK1994] 74-91849 3.95 (pbk.) 

1. United States—Government & politics. 
I. Title. 


MORGAN, David, 1937- 324’.3°0942 
Suffragists and Liberals; the politics of 
woman suffrage in England. Totowa, N.J., 
Rowman and Littlefield [1974] p. cm. 
Bibliography: p. [JN979.M67 1974] 74- 
17334 ISBN 0-87471-583-0 11.50 


J. Women—Suffrage—Great  Britain— 
History. I. Title. 

Prepared from C.I.P. 

BROCK, Michael. 324.42 
The Great Reform Act. London, 
{Hutchinson, 1973] 411 p 22 cm. 
(Hutchinson university library: history) 
Includes bibliographical references. 
[JN543.B74] 74-150442 ISBN 0-09- 
115910-5 


1. Great Britain. Parliament—Reform. 2. 
Great Britain—Politics and government— 
1800-1837. I. Title. 


Distributed by Humanities Press; 13.50; 
6.00 (pbk.); ISBN 0-09-115911-3. 
DAVIES, Kenneth Gordon. 325’.34 


The North Atlantic world in the 
seventeenth century / by K. G. Davies. 
Minneapolis University of Minnesota 
Press, [1974] xiv, 366 p. : maps ; 24 em. 
(Europe and the world in the age of 
expansion ; v. 4) Includes index. 
Bibliography: p. 333-348. [JV131.D38 
1974] 74-78994 ISBN 0-8166-0713-3 
11.00 

1. Colonies—History. 2. 
History. I. Title. IT. Series. 


Colonization— 


JUU OUULIAL OLUICINCE 

TOWNSEND, Mary Evelyn, 325°.343 
1884- 

Origins of modern German colonialism, 
1871-1885. New York, H. Fertig, 1974 
[c1921] p. cm. Reprint of the ed. 
published by Columbia University, New, 
York, which was issued as v* 98, no. 1, 
whole no. 223 in Studies in history, 
economics, and public law. Bibliography: p. 
[JV2017.T6 1974] 74-2493 11.00 
/. Getmany—Colonies. I Title. If. Series: 
Columbia studies in the social sciences, no. 
223. 
Prepared from C.I.P. 


SAVELLE, Max, 1896- 325.73 
Empires to nations : expansion in America, 
1713-1824 / by Max Savelle. Minneapolis 
: University of Minnesota Press, [1974] 
xxi, 335 p. : ill. : 24 cm. (Europe and the 
world in the age of expansion ; v. 5) 
Includes index. Bibliography: p. [293]-319. 
[E18.833] 74-78995 ISBN 0-8166-0709-5 : 
11.50. 

I. America—Discovery and exploration. 2. 
North America—History—Colonial period, 
ca. 1600-1775. 3. Latin America— 
History—To 1830. 4. Europe—History— 
1648-1789. I. Title. IT. Series. 


*LONDON, Kurt, comp. 327 
The Soviet impact on world politics. New 
York, Hawthorn Books, [1974]. viii, 312 p. 
24 cm. [JX1555] 73-18895 ISBN 0-8015- 
6978-8 13.95 

1. Russia—Foreign relations. 2. Russia— 
Government & politics. I. Title. 


WHITE, John Alexander, 1933- 327 

The politics of foreign aid / John White. 

a York : St. Martin’s Press, 1974. 315 
: il. ; 23 cm. Includes index. 

Bibliography. p. 305-308. [HC60.W457] 

74-77769 13.95 

1. Economic assistance. I. Title. 


COMPARING foreign 327.072 
policies: theories, findings, and methods. 
Edited by James N. Rosenau. [Beverly 
Hills, Calif.] Sage Publications; [distributed 
by Halsted Press, New York, 1974] p. cm. 
”Essays collected together in this volume 
are the product of ... the Inter-University 
Comparative Foreign Policy (ICFP) 
project.” [JX1291.C55] 72-98047 ISBN 0- 
470-73613-5 20.00 

i. International _ relations—Research— 
Addresses, essays, lectures. I. Rosenau, 
James N., ed. 

Prepared from C.I.P. 


*REYNOLDS, Charles V. 327.09 
Theory and explanation in international 
politics [by] Charles V. Reynolds. New 
York, Barnes & Noble Books, [1973 
i.e.1974] viii, 367 p. 24 cm. [JX1391] 
ISBN 0-06-495853-1 17.50 
i. International relations. 
science. I. Title. 


2. Political . 


SHOTWELL, James Thomson, 
1874-1965. 
Lessons on security and disarmament from 
the history of the League of Nations, by 
James T. Shotwell and Marina Salvin. 
Westport, Conn., Greenwood Press [1974, 
c1949] p. cm. Reprint of the ed. published 
for the Carnegie Endowment for 
International Peace by King’s Crown Press, 
New York. Bibliography: p. [JX1975.8534 
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1974] 74-15557 ISBN 0-8371-7824-X 
10.25 
I. League of Nations. 2. Security, 


International. 3. Disarmament. I. Salvin, 
Marina, joint author. If. Title. 
Prepared from C.I.P. 


35 


JUU SUCIAL SCIENCE 


*BELL, J. Bowyer. 327.114 
The horn of Africa; strategic magnet in the 
seventies [by] J. Bowyer Bell. New York 
Published by Crane, Russak for National 
Strategy Information Center [1973 
ie.1974] vi, 55 p. 24 cm. (Strategy paper, 
no. 21) Bibliography: p. 50-52. [JX4021] 
73-89523 ISBN 0-8448-0255-7 4.95 

1. Spheres of influence. 2. United States— 
Foreign relations—Africa. I. Title. 

Pbk. 2.45, ISBN 0-8448-0256-5. 


*HARVEY, Dodd L. 327.17 
U.S.-Soviet cooperation in space, [by] 
Dodd L. Harvey [and] Linda C. Ciccoritti, 
with a foreword by Ambassador Foy D. 
Kohler. Miami Center for Advanced 
International Studies, University of Miami 
(1974]. xxxiii, 408 p. 23 cm. (Monographs 
in International affairs) [JX1428] 74-98948 
10.95; 8.95 (pbk.) 

1. International cooperation. 2. U.S.— 
Foreign relations—Russia. 3. Russia— 
Foreign relations—U.S. I. Title. 


HOWARD, Christopher. 327.42 
Britain and the casus belli, 1822-1902; a 
study of Britain’s international position 
from Canning to Salisbury. London, 
Athlone Press, 1974. xiv, 204 p. 23 cm. 
Distributed in the U.S. by Humanities 
Press, New York. Includes bibliographical 
references and index. [DA530.H7] 74- 
181939 ISBN 0-485-11149-7 12.00 

1. Great Britain—Foreign relations—19th 
century. I. Title. 


SMELSER Ronald M., 327.430437 
42. 
The Sudeten problem, 1933-1938: 


Volkstumspolitik and the formulation of 
Nazi foreign policy, by Ronald M. Smelser 
Middletown, oe Wesleyan University 
Press [1974] p. cm. Bibliography: p. 
{[DB205.8.G4855] 74-5912 ISBN 0-8195- 
4077-3 16.00 

1. Germans in the Czechoslovak Republic. 
2. Czechoslovak Republic—Foreign 
relations—Germany. 3. Germany—Foreign 
relations~-Czechoslovak Republic. I. Title. 
Prepared from C.I.P. 


JELAVICH, Barbara 
Brightfield. 
The Habsburg Empire in European affairs, 
1814-1918 [by] Barabra Jelavich. [Hamden, 
Conn.} Archon Books, 1974 [c1969] p. 
cm. Reprint of the ed. published by Rand 
McNally, Chicago, in series: the Rand 
McNally European history series. 
Bibliography: p. [DB80.J4 1974] 74-16338 
ISBN 0-208-01485-3 7.50 
J. Habsburg, House of 2. Europe— 
Politics---1815-1871. 3. Europe—Politics— 
1871-1918. I. Title. 
Prepared from C.I.P. 


KOLODZIEJ, Edward A. 327.44 
French international policy under De 
Gaulle and Pompidou : the politics of 
grandeur / Edward A. Kolodziej. Ithaca : 
Cornell University Press, 1974. 618 p. ; 24 
cm, Includes bibliography and index. 
(DC412.K654] 73-20791 ISBN 0-8014- 
0829-6 : 24.50 

1. France—Foreign relations—1945- I 
Title. 


*MCLANE, Charles B. 327.4705 
Soviet-Asian relations. London, Central 
Asian Research Centre; distributed by 
Columbia University Press, N.Y., 1973 150 
p. 30 cm. Goviet-Third World relations. v. 
2) Bibliography: p. 148-150 [DS518.7] 
ISBN .0-903424-07-X 15.00 

i. East (Far East)—Foreign relations— 
Russia. 2. Russia—Foreign relations—East 
(Far East) 
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L.C. card number for vol. 1 is 73-179968 
RAMBAUD, Alfred 327.4705 
Nicolas, 1842-1905. 

The expansion of Russia; problems of the 
East and problems of the Far East. Boston, 
Milford House [1974] p. Reprint of the 
1900 ed. published by the International 
monthly, Burlington, Vt. [DK66.R2 1974] 
73-15638 ISBN 0-87821-240-X 10.00 


l. Russia—History. 2. Russia—Foreign. 


relations. 3. Eastern question. I. Title. 
Prepared from C.I.P. 


BURKE, S. M. 327.54 
Mainsprings of Indian and Pakistani 
foreign policies / S. M. Burke. Minneapolis 
: University of Minnesota Press, [1974] vii, 
308 p. ; 24 cm. Includes index. 
Bibliography: p. 283-293. {[DS448.B75] 74- 
78992 ISBN 0-8166-0720-6 : 13.50. 

i. India—Foreign relations. 2. Pakistan— 
Foreign relations. I. Title. 


ARMACOST, Michael H. 327.73 
The foreign relations of the United States 
[by] Michael H. Armacost [and] Michael 
M. Stoddard. 2d ed. Encino, Calif., 
Dickenson Pub. Co. [1974] x, 243 p. 23 
cm. (Comparative foreign relations series) 
Bibliography: p. 231-235. [JX1705.A74 
1974] 74-79431 ISBN 0-8221-0113-5 5.95 

1. United States—Foreign relations—1945- 
I. Stoddard, Michael M. II. Title. Ii. 
Series. 


*DONOVAN, John, comp. 327.73 
U.S. & Soviet policy in the Middle East 
1957-66, edited by John Donovan. New 
York, Facts on File, 1974. iv, 218 p. 24 
cm. [E855] 78-154633 ISBN 0-87196-201- 
2 7.95 

1. United States—Foreign relations—Near 
East. 2. Russia—Foreign relations—Near 
East. I. Title. 


CLOUGH, Ralph N., 1916- 327.73°05 
East Asia and U.S. security / Ralph N. 


Clough. Washington Brookings 
Institution, [1974] p. cm. Includes 
bibliographical references and index. 


[DS33.4.U6C56] 74-274 ISBN 0-8157- 
1480-7 7.95 ISBN 0-8157-1479-3 pbk. : 
2.95 
1, Asia—Foreign relations—United States. 
2. United States—Foreign relations—Asia. 
3. United States—National security. 4. 
Asia—Politics. I. Title. 
Prepared from C.I.P. 
GUNTHER, John, 1901- 327.7305 
1970. 
The riddle of MacArthur; Japan, Korea, 
and the Far East. Westport, Conn., 
Greenwood Press [1974, c1951] p. cm. 
Reprint of the ed. published by Harper, 
New York. [E745.M3G8 1974] 74-11880 
ISBN 0-8371-7701-4 13.25 
i. MacArthur, Douglas, 1880-1964. 2. 
United States—Foreign  relations—East 
(Far East) 3. East (Far East)—Foreign 
relations—United States. I. Title. 
Prepared from C.I.P. 


EINHORN, Jessica 
Pernitz. 
Expropriation politics. Lexington, Mass., 
Lexington Books [1974] p. cm. Based on 
the author’s thesis, Princeton University. 
Bibliography: p. [JK1428.P4E4 1974] 74- 
14619 ISBN 0-669-96057-8 13.00 
d. United States—Foreign relations—Peru. 
2. Peru—Foreign relations—United States. 
3. Eminent domain (international law) I. 
Title. 
Prepared from C.I.P. 
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KENNEDY, Paul. 327.96°13 
The Samoan tangle : a study in Anglo- 
German-American relations, 1878-1900 / 
Paul M. Kennedy. New York : Barnes & 
Noble, 1974. xvi, 325 p. : maps ; 23 cm. 
Includes index. Bibliography: p. 307-315. 
{E183.8.G3K46] 74-188886 ISBN 0-06- 
493635-X : 12.50 


1. United States--Foreign  relations— 
Germany. 2. Germany—Foreign 
relations—United States. 3. Samoan 


Islands—History. 4. Samoan question. I. 
Title. 


*DEBATE; a digest of 328.4202 
parliamentary debates & questions. Vol. 2, 
1972-73. Totowa, WN.J., Rowman and 
Littlefield, [1974]. xxviii, 586 p. 30 cm. 
[PN4191} ISBN 0-87471-190-8. 35.00. 
I. Debates and debating—Great Britan. 
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CHESTER, Daniel Norman. 328.42705 
Questions in Parliament, by D. N. Chester 
and Nona Bowring. Westport, Conn., 
Greenwood Press [1974, c1962] p. cm. . 
Reprint of the ed, published by Clarendon 
Press, Oxford. Bibliography: p. [JN688.C47 
1974] 74-9164 ISBN 0-8371-7614-X 197.25 
1. Great Britain. Parliament. House of 
Commons-—Rules and practice. I. Bowring, 
Nona, joint author. If. Title. 

Prepared from C.I.P. 


WIGHT, Martin. 328.667 
The Gold Coast Legislative Council / by 
Martin Wight. Westport, Conn. 

Greenwood Press, 1974. p. cm. Reprint of 
the 1947 ed. published by Faber & Faber, 
London, which was issue as v. 2 of Studies 


in colonial legislatures. Includes 
bibliographical references and index. 
[JQ3033.W5 1974] 74-14030 ISBN 0- 


8371-7783-9 lib. bdg. : 
J. Gold Coast K Colony). Legislative 
Council. 2. Ghana—Politics and 
government-—-To 1957. I. Title. II. Series: 
Studies in colonial legislatures ; v. 2. 
Prepared from C.I.P. 


*GRAYSON, Cary Travers. 328.73 
The impeachment congress edited by Cary 
T. Grayson, Jr. [and] Susan Lukowski. 
Washington, Potomac Books [1974] 30 p. 
26 cm. "A supplement to Washington II, 
a comprehensive directory of the nation’s 
capital-its people and institutions....replaces 
the legislative branch section of, thes United 
States Government Chapter, p. 42-73, in 
that volume.” [JK1010.G7] 66-18579 
ISBN 0-87107-031-9 2.50 (pbk.) 

1. United States. Congress—Directories. 
2. United States. Congress—Registers. I. 
Lukowski, Susan, joint author. If. Title. LT. 
Title: Washington II]. 


COMMITTEE for 
Economic Development. 
Congressional decision making for national 
security : a statement on national policy / 
by the Research and Policy Committee of 
the © Committee for Economic 
Development. New York : The Committee, 
1974. 56 p. : ill. ; 26 cm. [UA23.C635 
1974} 74-12944 ISBN 0-87186-755-9 lib. 
bdg. : 3.50. ISBN 0-87186-055-4 pbk. : 
2.00 
I. United States. Congress. 2. United 
States—National. security. 3. United 
States—Armed Forces—Weapons systems. 


14.25. 
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MAYHEW, David R. 329 
Congress : the electoral connection / 


David R. Mayhew. New Haven : Yale 
University Press, 1974. vii, 194 p. : diagr. ; 
21 cm. (Yale studies in political science ; 
26) Includes bibliographical references and 
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index. [JK1067.M3] 74-78471 ISBN 0-300- 
_01777-4 : 7.95 + 

J. United States. Congress-—Elections. 2. 

United States. Congress. I. Title. II. Series. 


KARP, Walter. _ 329.009 
Indispensable enemies the politics of 
misrule in America [by] Walter Karp. 
Baltimore Penguin Books 1974 [1973] ‘xii, 
324 p. 20 cm. [JK271.K28] 70-154261 
ISBN 0-14-003890-6. 2.95 (pbk.) 

d. United States—Politics and 
Government—20th Century. 2. Political 
Parties—United States. I. Title. 


WOODIN, G. Bruce. 
The shady side of America : a roundup of 
the scoundrels, deceivers, and corrupters 
over 400-odd years before Watergate / by 
George Bruce Woodin ; with ill by 
Charles E. Peterson and Audrey Wichern. 
New York : Bold Face Books : distributed 
by Sterling Pub. Co., [1974] 272 p. : ill. ; 
23 cm. Includes bibliographical references 
and index. [JK2249.W66] 74-82323 ISBN 
0-8069-2018-1 : 7.95. ISBN 0-8069-2019- 
X lib,bdg. 6.89 

1. Corruption (in politics)—-United States— 
History. 2: Discrimination—United 
States-—History. I. Title. 
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GREGO, Joseph, 1843- 329.02342 
1908. 

A history of parliamentary elections and 

electioneering, from the Stuarts to Queen 
Victoria. A new ed., with 92 illus. from 

political squibs, lampoons, satires, and 

caricatures. London, Chatto & Windus, 


1892. Detroit, Gale Research Co., 1974. 


xxvii, 403 p. illus. 22 cm. [JN951.G8 
1974] 73-141755 ISBN 0-8103-4030-5 
24.00 


1. Great Britain. Parliament—Elections. 2. 
Great Britain—Politics and government. I. 
Title. 


PARIS. Assemblee 
electorale. 

Assemblee electorale de Paris, 26 aout 
1791-12 aout 1792. Proces-verbaux de 
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election des deputes a l'Assemblee 
legislative, des hauts jures, des 
administrateurs, du procureur general 


syndic, du president du Tribunal criminel 
et de son substitut, de juges suppleants, de 
Paccusgteug public, de cures. Publies 
dapres les originaux des Archives 
nationales avec des notes historiques et 
biographiques par Etienne Charavay. Paris, 
Cerf, 1894. [New York, AMS Press, 1974] 
. cm. Original ed. issued in series: 
Collection de documents relatifs a Phistoire 
de Paris pendant la Revolution francaise. 
Bibliography: p. [DC194.A2P37 1974b] 71- 
38035 ISBN 0-404-52615-2 42.50 
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Elections—Paris. I. Charavay, Etienne, 
1848-1899, ed. If. Title. MHI Series: 


Collection de documents relatifs a histoire 
de Paris pendant la Revolution francatse. 
Prepared from C.I.P. 


*SOBEL, Lester A., comp. 329.025 
Money & politics. Contributions, campaign 
abuses and the law. New York, Facts on 
File 1974 204 p. 24 cm. [JK1991] 74- 
81147 ISBN 0-87196-262-4 7.95 
i. Campaign funds—U.S. I. Title. 


CONGRESSIONAL 329.0250973 
Quarterly, Inc. 

Dollar politics. 

Vol. 2, October 1974, is available from 


Congressional Quarterly, Washington, for 
4.50 (pbk.). ISBN 0-87187-061-4. L.C. 
card no. 77-184425. 


THAYER, George, 329°.025°0973 
933 

Who shakes the money tree? American 
campaign practices from 1789 to the 
present. [New York] Simon and Schuster 
{1974, ¢c1973] 320 p. -21 cm. (A 
Touchstone book.) Bibliography: p. [303]- 
306. [JK1991.T48] ISBN 0-671-21913-8 
2.95 (pbk.) 

1. Elections—United States—Campaign 
funds. 2. Elections—United  States— 
Campaign funds—History. f. Title. 

L.C. card no. for original ed.: 73-11830. 


DYNAMICS of world 329°.072 
revolution today / fedited by Will 
Reissner] 1st ed. New York : Pathfinder 


Press, 1974. 188 p. ; 22 cm. [HX11.]5D95] 
74-15528 ISBN 0-87348-374-X 8.00. 
ISBN 0-87348-400-2 pbk. : 2.25 
1. Fourth International—Addresses, essays, 
lectures. I. Reissner, Will, comp. 


NOVACK, George Edward. 329°.072 
The first three Internationals, their history 
and lessons [by] George Novack, Dave 
Frankel [and] Fred Feldman. [Ist ed.} New 
York, Pathfinder Press Pea 207 p 

cm. Bibliography: p. 205- 207. 
[HX11.I5N68] 74- 79908 ISBN 0-87348- 
367-7 9.00 

i. International Socialist Congress. 2. 
Communist International. 3. | The 
International. I. Frankel, Dave. Il. 
Feldman, Fred. III, Title. 


MEYER-LEVIN’E, Rosa 
Levine’; the life of a revolutionary 
{Farnborough,], Saxon House, [1973] x, 
225 p. illus. 24 cm. Revised translation of 
Levin’e; Leben und tod eines Revolution 
ars [DD248.L4M4913] 74-150603 

1. Meyer-Levin'e, Rosa, 1890- 2. Levin’e, 
Eugene. 3. Germany—History—Revolution 
1918. 4. Munich—Politics and government. 
Distributed by Atheneum, N.Y., for 7.75. 


GARSON, Robert A. 329.3°009°044 


329.0730924 


* The Democratic Party and the politics of 


sectionalism, 1941-1948 / Robert A. 
Garson. Baton Rouge : Louisiana State 


University Press, [1974] xiii, 353 p. ; 24° 


cm. Includes index. Bibliography: p (323}- 
342. (JK2307 1941.G37] 7393121 ISBN 
0-807 1-0070-6 : 12.95 

1. Democratic Party—RHistory. 2. States’ 
Rights Democratic ' Party. 3. United 
States—Politics and government—193J3- 
1953. I. Title. 


WRIGHT, James E. 329°.88°009788 
The politics of Populism : dissent in 
Colorado / James Edward Wright. New 
Haven : Yale University Press, 1974. xii, 
314 p. : ilk ; 25 cm. (Yale Western 
Americana series ; 25) Includes index. 
Bibliography: p. 293-305. [F781.W87] 74- 
75404 ISBN 0-300-01658-1 : 16.50 

1. People’s Party of the United States. 
Colorado. 2. Populism—Colorado. 3. 


Colorado—Politics and government—1876- , 


1950. I. Title. II. Series. 


SOUTHGATE, Donald 329.942 
George. 
The Conservative leadership, 1832-1932. 


Edited by Donald Southgate. New York, 
St. Martin’s Press [1974] 277 p. 23 cm. 


(Problems in focus series) [DA550.S64 - 


1974] 73-91112 13.95 
1. Conservative- Party (Gt. Brit.) 2. Great 
Britain—Politics and government—1837- 


1901. 3. Great Britain—Politics and 
government—1901-1936. 4. Prime 
munister—-Great Britain. 

*MOOKERJEE, Girija K. 329.954 


History of Indian National Congress 
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(1832-1947), [by] Girija K. Mookerjee. 
Meerut, Meenakshi Prakashan, [1974] xiv, 
276 p. 23 cm. [JQ298] 

1. Indta-~—Political parties. 
National Congress. I. Title. 
Distributed by International Publications 
Service, N.Y., for 15.00 $ 


2. Indian 


Economics 330-339 


*CHEN, Yung-Ping, ed. 330 


* Understanding economics; essays on public 


policy. Edited by Yung-Ping Chen with 
the assistance of Sven W. Arndt. Boston, 
Little, Brown, [1974]. xviii, 151 p. illus. 23 
cm. [HE51] 74-189 3.95 (pbk.) 

I. Economics—Addresses, essays. I. Title. 


GILL, Richard T. 330 
Economics; a text with included readings 
[by] Richard T. Gill. 2d ed. Pacific 


s ease Calif., Goodyear Pub. Co. [1974] 


cm. ‘Includes bibliographies. 
Bi. 5.G459 1974] 74-11739 ISBN 0- 
87620-255-5 3.95 (pbk.) 
I. Economics. 2. Economics—Addresses, 
essays, lectures. 
Prepared from C.I.P. 


ROGERS, Edward, 
1827. 

An essay on some general principles of 

political economy, on taxes upon raw | 

produce, and on commutation of tithes. 

Clifton [N.J.] A. M. Kelley, 1974. p. cm. 

(Reprints of economic classics) Reprint of 

the lst ed. printed in 1822 for H.. 

Butterworth, London. [HB161.R66 1974] 

74-11496 ISBN 0-678-01247-4 8.50 

I. Economics. I. Title. 

Prepared from C.I.P. 


WOLOZIN, Harold, 1920- 330 
Workbook for introduction to economics; 
an interdisciplinary approach [by] John 
Trillman [and others]. Boston, Holbrook 
Press, [1974] 147 p. illus. 28 cm. 
{[HB171.5W745] 4.50 (pbk.) 
lL Economics—Workbooks. I Tillman, 
John, joint author. IT. Title. 

L.C. card no. for original ed.: 72-85439. 


SYMPOSIUM on 
Mathematical 
Warsaw, 1972. 

Mathematical models in economics. 

Proceedings of the Symposium on 

Mathematical Methods of Economics, 

February-July 1972 and of the Conference 

on Von Neumann Models, 10-15 July 

1972. Editors: Jerzy Los and Maria W. 

Los. Amsterdam, North-Holland Pub. Co.; 

New York, American Elsevier Pub. Co., 

1974. xvii, 483 p. 24 cm. "Organized by 

the Polishe Academy of Sciences, Institute 

of Mathematics.” Includes bibliographies. 

[HB135.S93 1972] 73-91444 ISBN 0-444- 

10601-4 (American Elsevier) 38.50 

I. Economics—Mathematical models— 

Congresses. I. Los, Jerzy, ed. If. Los, 

Maria W., ed. Ill. Conference on Von 


1794o0r5- 330 


330’.01°5118 
Methods of Economics, 


Neumann Models, Warsaw, 1972. IV. 
Polska Akademia Nauk. Instytut 
Matematyczny. V. Title. 

LESER, Conrad Emanuel 330.0182 


Victor, 1915- 
Econometric techniques and problems, [by] 
C. E. V. Leser. 2nd. ed. New York, Hafner 
Press 1974 viii, 144 p. 22 cm. (Griffin’s 


, Statistical monographs & courses, no. 20. 


Bibliography: p. 137-141. [HB74.M3L43 
1974] 73-86188 ISBN 0-02-848440-1 7.95 


(Pbk) 


L. Econometrics. I. Title. 
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JUU SULIAL SULIENCE 


L.C. card number for original ed: 66- 
67270. 


THE Economics of 330°.08 s 
education five lectures on economic 
aspects of public education, given at 
Western Michigan University under the 
sponsorship of the Department of 
Economics, Winter 1973 / Myron H. 
Ross, editor. Ann Arbor : Division of 
Research, Graduate School of Business 
Administration, University of Michigan, 
[1974] xv, 93 p. 23 cm. (Michigan 
business papers ; no. 59) Includes 
bibliographical references. [HF5006.M46 
no. 59] [LC66] 338.4°3 74-188832 ISBN 0- 
87712-106-0 pbk. : 5.00 

1. Education—Economic aspects—-United 
States—Addresses, essays, lectures. I. Ross, 
Myron H, ed. Il. Michigan. Western 
Michigan University, Kalamazoo. Dept. of 
Economics. II. Title. IV. Series. 


HAILSTONES, Thomas J., 
ed. 

Readings in economics [by] Thomas J. 
Hailstones [and] Frank V. Mastrianna. 3d 
ed. Cincinnati, South-western Pub. Co. 
[1974] vii, 312 p. illus. 28 cm. Includes 
bibliographical references. [HB171.5.H24 
1974] 74-78318 ISBN 0-538-08670-X 5.95 
(pbk.). i 

I. Economics—Addresses, essays, lectures. 
I. Mastrianna, Frank V., joint ed. I. Title. 


330’.08 


BARKER, Charles 330.0924 B 
Albro, -1904- 
Henry George. Westport, Conn., 


Greenwood Press [1974, c1955] p. cm. 
Reprint of the ed. „published by Oxford 
University Press, New York. Includes 
bibliographical references. [HB119.G4B3 
1974] 74-12949 ISBN 0-8371-7775-8 28. 00 
I. George, Henry, 8421997 

Prepared from C.I. 


RICHARD, Willis J. 330.1272 
Our market system of capitalism in-toto; 
Written primarily for non-economics 
majors, by Willis J. Richard. New York, 
MSS Information Corp., 1974. p. es (His 


Basic political economy, 3) 
[HB171.§.R4] 74-13956 ISBN To: 8422- 
0463-6 5.00 (pbk.). 

1. Economies. I, Title. 

Prepared from C.I.P. 

FEIWEL, George R. 330.15°6 


The intellectual capital of Michal Kalecki : 
a study in economic theory and policy / 
by George R. Feiwel. Knoxville 
University of Tennessee Press, [1974] p. 
cm. [HB113.K28F43] 74-22487 ISBN 0- 
87049-161-X ; 22,50. 

1. Kalecki, Michal. 2. Economics. I. Title. 
Prepared from C.I.P. 


*KASPER, Wolfgang. 330.9 
Malaysia; a study in successful economic 
development. Washington, American 
Enterprise Institute for Public Policy 
Research, [1974] 130 p. 23 cm. (Foreign 
Affairs Studies) Bibliography: p. 123-128. 
(HC497] 74-83714 ISBN 0-8447-3134-X 
3.00 (pbk.) 

1. Malaysia—-Economic conditions. I. Title. 


VILJOEN, Stephan. 330.9 
Economic systems in world history. 
“[London, New York] Longman [1974] xi, 
313 p. 24 cm. Bibliography: p. 282-287. 
{HB75.V48] 73-86131 ISBN 0-582-48318- 
2 10.00 

1. Comparative economics. I. Title. 


DUERR, Michael G. 330.9704 
What troubles the world’s business leaders, 
by Michael G., Duerr. [New York, 
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Conference Board, 1974] v, 34 p. 28 cm. 
(Conference Board. Report no. 628) 
[HC59.D83] 74-182880 10.00 (pbk.) 

I. Businessmen. 2. Economic history— 
1945- I. Title. If. Series. 


*GUIDE to national 330.94 
practices in Western Europe; a guide to 
commercial, business and legal practices 
and attitudes in the continental EEC 
countries and Switzerland. Brussels, 
Parkland Research Europe, [1973 i.e.1974]. 
222 p. illus. 26 cm. [HC240] 


i. Europe—Economic history and 
conditions. 

Distributed by Cahners Books, Boston, 
Mass., for 15.00. 

*KELLEY, Allen C. 330.952 


Lessons from Japanese development, an 
analytical economic history [by] Allen C. 
Kelley [and] Jeffrey G. Williamson. 
Chicago, University of Chicago | 
[1974] xvi, 285 p. 23 cm. Bibliography: p. 
263-277. [HC462] 73-90945 ISBN 0-226- 
42981-4 15.00 

1. Japan—Economic history—1885-1915, 
2. Economic development. I. Williamson, 
Jeffrey G., joint author. If. Title. 


HALLIDAY, Jon. 330.9°52'03 
A political history of Japanese capitalism / 
Jon Halliday. Ist ed. New York : Pantheon 
Books, 1975, c1974. p. cm. Includes 
bibliographical references and index. 
(HC462.7.H25 1975] 74-4774 ISBN 0-394- 
48391-X : 15.00 

I. Japan—Economics conditions—1868- 2. 
Japan—Economic policy. 3. Japan— 
Politics and government—1868- I. Title. 
Prepared from C.I.P. 


COMMITTEE for 
Economic Development. 
How the United States and Japan see each 
other’s economy; an exchange of views 
between the American and Japanese 
committees for economic development. 
Isaiah Frank and Ryokichi Hirono, editors, 
[New York, 1974] 143 p. illus. 26 cm. "A 
companion volume to Toward a new 
international economic system: a joint 
Japanese-American view, by the Research 
and Policy Committee of the Committee 
for Economic Development and Keizai 
Doyukai.” [HC462.9.C63 1974] 74-79476 
ISBN 0-87186-326-X 5.00 (pbk.) 
1. Japan—Economic conditions—1945- 2. 
United States—Economic conditions— 
1961- I. Frank, Isaiah, 1917- ed. If. 
Hirono, Ryokichi, ed. II. Keizai Doyu 
Kai. IV. Title. 


330.95204 


AMIN, Samir. 330.966 
Neo-colonialism in West Africa. Translated 
from the French by Francis McDonagh. 
New York, Monthly Review Press [1974] 
p. cm. Translation of L’Afrique de Ouest 
bloquee. Bibliography: p. [HC547.W5A713 
1974] 74-7784 ISBN 0-85345-338-1 11.95 
1. Africa, French West—Economic policy. 
2. África, French West—Economic 
conditions. I. Title. 

Prepared from C.I.P. 


*OTITE, Onigu 330.9°669 
Autonomy and dependence the Urhobo 
Kingdom in Modern Nigeria by Onigu 
Otite. Evanston, Th. Northwestern 
University Press [1974, c1973] xiii, 215 p. 
illus., tables 23 cm. Bibliography: p. 197- 
207 [HC517] 73-85537 ISBN 0-8101-0437- 
7 15.00 
1. Nigeria—Economic conditions. I Title. 
MUIR, Ramsay, 1872- 330.9°73’091 
1941. 
America the golden. New York, Arno 


- Bibliography: 


AMERICAN BUUR PUBLISNING RECUR 


Press, “1974 [c1927] x, 141 p. 22 cm. 
(Foreign travelers in America, 1810-1935) 
Reprint of the ed. published by Williams 
and Norgate, London. [HC106.3.M7 1974] 
73-13145 ISBN 0-405-05469-6 8.00. 

1. United States—Economic conditions— 
1918-1945. 2. United States—Economic 
policy. 3. Trade-unions—United States. I 
Title. II. Series. 


BRENNER, Philip, 
comp. 
Exploring contradictions; political economy 
in the corporate state, edited by Philip 
Brenner, Robert Borosage [and] Bethany 
Weidner. New York, D. McKay Co. 
{1974] xviii, 268 p. 21 cm. [HC106.6.B68} 
74-78902 ISBN 0-679-30255-7 7.95 
1. United States—Economic conditions— 
1961- -—-Addresses, essays, lectures. 2. 
United States—Economis policy—1971- — 
Addresses, essays, lectures. 3. International 
business _enterprises—Addresses, essays, 
lectures. I. Borosage, Robert, joint comp. 
II. Weidner, Bethany, joint comp. HI. 
Title. 
Contents omitted. Pbk., 3.95; ISBN 0-679- 
30256-5. . 


PALICKI, Bernard. 330.9°73°092 
Naked money; a proposition. [lst. ed.] 
Hicksville [i.e. Hicksville] N.Y., Exposition 
Press [1974] 79 p. 22 cm. Includes 
bibliographical references. [HC106.6.P27] 
74-76031 ISBN 0-682-47982-9 4.00 

L United States. Constitution— 
Amendments. 2. United States—Economic 
policy. I. Title. 


MARR, J. Michael. 330. 9°757°8704 
A study of economic change in two South 
Carolina coastal counties, Georgetown and 
Horry / by J. Michael Marr. [Columbia] : 

Bureau of Business and Economic 


330.9°73°092 


Research, College of Business 
Administration, University of South 
Carolina, 1974. x, 116 p. : ill. ; 23 cm. 


(Occasional studies - University of South 


Carolina, Bureau of Business and 
Economic Research ; no. 5) Includes 
bibliographical references. 


[HC107.872G45] 74-623242 pbk. : 2.50 

1. Georgetown Co., S.C.—Economic 
conditions. 2. Horry Co., S.C.—Economic 
conditions. I. Title: A study of economic 
change in two South Carolina coastal 
counties... If. Series:* South Carolina. 
University. Bureau of Busine&s and 
aoe Research. Occasional studies ; 
no. 


CORTES Conde, Roberto.” 330.9°8 
The first stages of modernization in 
Spanish America / Roberto Cortes Conde ; 
translated from the Spanish by Toby 
Talbot. New York : Harper & Row, 1974. 
viii, 162 p. : ill. ; 21 cm. (Crosscurrents in’ 
Latin America) Includes bibliographical 
references and index. [HC125.C73 1974] 
73-14345 ISBN 0-06-136139-9 9.00 

1 Latin®America—Economic conditions. 2. 
Latin America—Commerce. I. Title. 


ASKWITH, George Ranken 
Askwith, Baron, 1861-1942. 
Industrial problems and disputes. With an 
introd. by Roger Davidson. New York, 
Barnes & Noble, [1974] xviii, x, 494 p. 
illus. 23 cm. Reprint of the 1920 ed. 
published by J. Murray, London. 
p. xv-xviii (ist group) 
{HD8390.A8 1974] 74-180386 ISBN 0-06- 
490233-1 20.00 
1. Industrial relations—Great Britain. 2. 
Strikes and lockouts—Great Britain. 3. 
Labor laws and legislation—Great Britain. 
4. Arbitration, Industrial—Great Britain. I. 
Title. 


3310942 


ere epee 


FRIED, Albert, comp. 331°.0973 
Except to walk free; documents and notes 
in the history of American labor. [lst ed.] 
Garden City, N.Y., Anchor Press, 1974. 
p. cm. Bibliography: p. [HD8066.F74] 73- 
13105 ISBN 0-385-02947-0 2.95 (pbk.). 

1. Labor and laboring classes—United 
States-——-History—Sources. 2. Trade- 
unions—United States—History—Sources. 
Í. Title. . 

Prepared from C.I.P. 


KORMAN, Gerd, comp. 331.0973 
Labor history documents / G. Gerd 
Korman, compilor [sic]. Ithaca : New York 
State School of Industrial and Labor 
Relations, Cornell University, 1974- v. ; 
29 cm. [HD8066.K67] 74-186445 

. Labor and laboring classes—United 
States-—History——Sources—Collected 
works. I. Title. e 


HEIM, John. 331.171 
The educational production function 
implications for educational manpower 
policy / by John Heim and Lewis Perl. 
Ithaca, N.Y. Institute of Public 
Employment, New York State School of 
Industrial and Labor Relations, Cornell 
University, 1974. 38 p. ; 26 cm. (IPE 
monograph ; no. 4) Bibliography: p. 32-38. 
[LC65.H44] 74-186467 pbk. : 2.00 

1l. Education—Economic aspects. 2. 
Manpower policy. I. Perl, Lewis J., joint 
author. I Title. II. Series: Cornell 
University. New York State School of 
Industrial and Labor Relations. Institute of 
eee Employment. IPE monograph ; no. 


THE urban labor 331.1°2’097471 
market; institutions, information, linkages 
[by] David Lewin [and others] Foreword 
by Eli Ginzberg. New York, Praeger 
[1974] p. cm. (Praeger special studies in 
U.S. economic, social, and political issues) 
Includes bibliographical references. 
[HD5726.N5U73] 74-14045 ISBN 0-275- 
09680-7 12.50 

1. Labor supply—New York (City) 2. 
Manpower policy—New York (City) I. 
Lewin, David, 1943- II. Title. 

Prepared from C.LP. 


BARNES, Gary T. 331.1°2°0975662 
An analysis of the Greensboro labor 
market through 1980 / by Gary T. Barnes, 
G. Donald Jud, James L. Walker ; 
prepared for Council on Community 
Development and Planning, Greensboro 
Chamber of Commerce. Greensboro, N.C. 
: Center for Applied Research, School of 
Business and Economics, University of 
North Carolina at Greensboro, [1974] x, 
52 p. : ill. ; 28 cm. & summary. Includes 
bibliographical references. 
(HD5726.G74B37] 74-15708 pbk. : 3.00 
i. Labor supply—Greensboro, N.C. 2. 
Employment forecasting—Greensboro, 
N.C. L Jud, G. Donald, joint author. UH. 
Walker, James L., joint author. III. Council 
on Community Development and Planning. 
IV. North Carolina. University at 
greenshoro; Center for Applied Research. 
. Title. 


RAFFERTY, John, 1935- 331.1°26 
Health manpower and productivity; the 
literature and required future research, 
edited by John Rafferty. Lexington, Mass 
Lexington Books [1974] p. 
[RA410.7.R33] 74-13403 .ISBN 0- 669. 
95521-3 15.00 

i. Medical personnel—United States. I. 
Title. i 

Prepared from C.I.P. 


CITELMAN; Howard 331.1°27'097444 
Workingmen of Waltham: mobility in 
American urban industrial development, 
1850-1980 {by} Howard M. Gitelman. 
Baltimore, Johns Hopkins University Press 
[1974] xvi, 192 p. illus. 23 cm. Includes 
bibliographical references. 
{HD5726.W26G57] 74-6822 ISBN 0-8018- 
1570-3 10.00 


J. Labor mobility—Waltham, Mass.— 
History. 2. Waltham, Mass.—Social 
conditions. I. Title. 

*BOYKIN, Robert W. 331.128 


Job finder resume kit: a complete and total 
resume service in workbook form, by 
Robert W. Boykin. [Pittsburgh, Resume 
Researchers, Inc, 1974] viii, 62 p. 28 cm. 
Kit includes work sheets, step-by-step 
instruction and samples of resumes. 
[HF5383] 6.95 (pbk.) 

1. Applications for positions. I. Title. 
Publisher's address: 239 Fourth Avenue 
Pittsburgh, Pa. 15222. 


DUBRIN, Andrew J. 331.1733 
Survival in the sexist jungle / by Andrew 
J. DuBrin. Chatsworth, Calif. : Books for 
Better Living, [1974] 239 p. ; 18 cm. 
Includes index. Bibliography: p. 224-231. 
[HD6095.D8] 74-80949 ISBN 0-88491- 
210-8 pbk. : 1.50 

1. Women—Employment—United States. 
2. Discrimination in employment—United 
States. 3. Sex discrimination against 
women-—United States. I. Title. 


*THE unemployed. (1930- 331.137973 
1932 Alex Baskin, advisory editor. 
[Stony Brook, N.Y.] Archives of Social 
History, 1 v. illus. 31 cm. Reprint of the 
journal, the Unemployed [HD5724] ISBN 
0-914924-01-X 25.95 
1. Unemployed-—United States. I. Baskin, 
Alex, comp. 


' Publishers address: Archives af Social 


History P.O. Box 763 Stony Brook, N.Y. 
11790. 


BOWEY, Angela. 331.2°2 
Job and pay comparisons; how ta identify 
similar jobs in different companies and 
compare their rates of pay [by] Angela 
Bowey & Tom Lupton. Epping, Gower 


Press, 1973. viii, 96 p. illus. 26 cm. 
Includes bibliographical references and 
index. [HF5549.5.J62B68] 74-159466 


ISBN 0-7161-0151-3 

1. Job evaluation. I. Lupton, Tom, joint 
author. IT. Title. 

Distributed by International Publications 
Service, 12.00. 


WESTINGHOUSE Learning 
Corporation. 

Vocational behavioral objectives; a guide 
for individualizing instructions. Series 2. 
[lst ed.] New York [1974] 5 v. illus. 28 
em. Issued in a case. Contents.—{1] 
Appliance & vending machine repair.—[2] 
Building maintenance—[3] Business & 
office.—[4] Food service—[5] Heating, 
refrigeration, air conditioning. Includes 
bibliographies. [LC1044.W4 1974] 74- 
11063 ISBN 0-88250-053-8 39.50 (5 vols.) 
J. Vocational education—Haendbooks, 
manuals, etc. I. Title. 


YOUNG, Jan, 1919- 331.5°44°09794 
The migrant workers and Cesar Chavez. 
[Rev. ed.] New York, J. Messner [1974} 
191 p. illus. 22 cm. Bibliography: p. 187- 
188. Describes the causes and events of 
the California grape pickers’ strike and the 
tole of Cesar Chavez in its successful 
resolution.” [HD5325.A29Y64 1974] 74- 
9679 ISBN 0-671-32505-1 (lib. bdg.) 5.29 


531.2592 


1. Chavez Cesar Estrada—Juvenile 
literature. 2. Strikes and lockouts— 
Vineyard _laborers—California—Juvenile 


literature. I. Title. 


HARDY, Richard E. 331.7702 
Career guidance for youpg women; 
considerations in planning professional 
careers. Edited by Richard E. Hardy [and] 
John G. Cull. Springfield, Ii, Thomas 
[1974] p. cm. (American lecture series, 
publication no. 950. A publication in the 
Bannerstone division of American lectures 
in social and rehabilitation psychology) 
(HF5381.H138] 74-1033 ISBN 0-398- 
03139-8 13.75 

I. Vocational guidance for women— 
Addresses, essays, lectures. I. Cull, John 
G., joint author. II. Title. 

Prepared from C.I.P. Pbk. 8.95 ISBN 0- 
398-03140-1. 
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POWELL, C. Randall. 331.7702 
Career planning and placement for the 
college graduate of the ’70’s / C. Randall 
Powell. Dubuque, Iowa : Kendall/Hunt 
Pub. Co., [1974] x, 116 p. : ill. ; 28 cm. 
Bibliography: p. 114-116. [HF5381.P68] 
74-83602 ISBN 0-8403-1041-2 : 4.95 

1. Vocational guidance. 2. Application for 
positions. 3. Employment interviewing. I 
Title. 


WILLIAMS, 
Gareth L. 
The academic labour market. Economic 
and social aspects of a profession. [By] 
Gareth Williams, Tessa Blackstone, [and] 
David Metcalf. [Amsterdam, New York] 
Elsevier Scientific Pub. Co., [1974]. xvi, 
566 p. 23 cm. (Studies on education) 
Bibliography: p. 541-550. [LB2331.7.W54] 
73-85231 ISBN 0-444-41154-2 18.75 
I. College teachers—Great Britain. 2. 
College teaching as a profession. 3. 
Education, Higher—Economic aspecis— 
Great Britain. I. Blackstone, Tessa, 1942- 
joint author. II. Metcalf, David H., joint 
author. III. Title. 


FOSTER, Howard G. 331.7°69°080973 
Manpower in homebuilding : a preliminary 


331.7°61°378120942 


analysis Howard G. Foster. 
Philadelphia : Industrial Research Unit, 
Wharton School, University of 
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cm. A thoroughly revised version of the 
report first published in 1972 under title: 
Administracion y desarrollo de los recursos 
hidraulicos en el noroeste de Mexico. 
Bibliobraphy: p. 110-114. [HD1696.M6C79 
1974] 74-6819 ISBN 0-8018-1648-3: 

J. Water resources development—Mexico. 
2. Irrigation—Mexico. I. Title. 


PRASAD, Rai 
Akhilendra, 1932- 

Socialist thought in modern India [by] Rai 

Akhilendra Prasad. With a foreword by A. 

Appadorai. Meerut, Meenakshi Prakashan 

[1974] vi, 300 p. 23 cm. Bibliography: p. 

[286]-297. [HX392.P7] 74-901656 

1. Socialism in India. 2. Democracy. I. 

Title. 

Distributed by South Asia Books, 11.00. 
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HYNDMAN, Henry Mayers, 335.1 
1842-1921. 
England for al; the text book of 


democracy. With an introd. by Chushichi 
Tsuzuki. New York, Barnes & Noble 
Books [1974] xxxiv, 194 p. 19 cm. (Society 
and the Victorians) Reprint, with a new 
introd., of the 1881 ed. published by E. W. 
Allen, London, under title: The text-book 
of democracy. England for all 
Bibliography: p. xxxiii-xxxiv. [JN216.H9 
1274] 74-182902 ISBN 0-06-493160-9 
11.50 4 

I. Great Britain—Politics and 
government—1837-1901,. 2. Labor and 
laboring classes-—-Great Britain. 3. Marxian 
economics. I, Title. II. Series. 


GOLDENDACH, David 
Borisovich, 1870-1942. 
Karl Marx and Friedrich Engels; an 
introduction to their lives and work, by 
David Riazanov, translated by Joshua 
Kunitz with an introduction by Dirk J. 
Struik. New York, Monthly Review Press 
(1974, c1973] vi, 231 p. 21 cm: (Modern 
Reader) Translated from the Russian by 
Joshua Kunitz. Reprint of the 1927 ed. 
published by International Publishers, New 
York, which was issued as v. 2 of the 
Marxist library. [HX39.5.G613 1973] 73- 
8055 ISBN 0-85345-297-0 3.45 (pbk.) 
1. Marx, Karl, 1818-1883. 2, Engels, 
Friedrich, 1820-1895. I. Title. II. Series: 
Marxist library, v. 2 


PIEDISCALZI, Nicholas. 335.471 
From hope to liberation; towards a new 
Marxist-Christian dialogue. Edited by 
Nicholas Piediscalzi [and] Robert G. 
Thobaben. With contributions by Herbert 
Aptheker, Shepherd Bliss [and] Thomas W. 
Ogletree. Philadelphia, Fortress Press 


335.4°092’2 B 


- bibliographical 


- Communism. 


AMERICAN BOOK PUBLISHING RECORD 
[1974] xiv, 114 p. 20 cm. Includes 
references. [HX536.P47] 
74-80423 ISBN 0-8006-1088-1 3.25 (pbk.) 
1. Communism and — Christianity— 
Addresses, essays, lectures. I. Thobaben, 
Robert G., joint author. IT. Title. 


JACKSON, James E. 335.430973 
Revolutionary tracings / by James E. 
Jackson. New York : International 
Publishers Co., 1974. p. cm. [HX86.J18} 
74-23242 ISBN 0-7178-0451-8 9.50. 
ISBN 0-7178-0452-6 pbk. : 3.50 

L Communism eo States—1917- 2. 
EE EA 
conditions—] 964- Z Black POPE eee 
States. I. Title. 

Prepared from C.I.P. 


ZHIVKOV, Todor. 335.43°4°094977 
Modern Bulgaria : problems and tasks in 
building an advanced socialist society / by 
Todor Zhivkov. New York : International 
Publishers, [1974] p. cm. Collection of 
writings and speeches, 1958-1974. Includes 
bibliographical references. [HX362.Z38 
1974] 74-23868 ISBN 0-7178-0456-9 
10.00. ISBN 0-7178-0457-7 pbk. : 2.95. 

1. Communism-—Bulgaria. I. Title. 
Prepared from C.I.P. 


BALLOU, Adin, 1803-1890. 335.7 
Practical Christian socialism: a 
conversational exposition of the true 
system of human society Hopedale 
[Mass.] 1854. [New York, AMS Press, 
1974] p. cm. [HX51.B2 1974] 72-2936 
ISBN 0-404-10702-8 32.50 

1. Socialism, Christian. 2. Social sciences. 
I. Title, 

Prepared from C.I.P. 


*BAKUNIN, Mikhail 
Aleksandrovich, 1841-1876. 
Michael Bakunin; selected writings, edited 
and introduced by Arthur Lehning. 
Translations from the French by Steven 
Cox, translations from the Russian by 
Olive Stevens. New York, Grove Press 
[1974] 288 p. 21 cm. (Writings of the left.) 
Bibliography: p. 287-288. [HX954] 73- 
21013 ISBN 0-394-17873-4 4.95 (pbk.) 
1. Anarchism and anarchists. I. Lehning, 
Arthur, comp. II. Title. 


335.83 


BOUVARD, Marguerite. 335°.9°73 
The intentional community movement : 
building a new moral world / Marguerite 
Bouvard. Port Washington, N.Y. : 
Kennikat Press, 1975, cl974. p. cm. 
(National university publications) Includes 
bibliographical references and index. 
[HX653.B6 1975] 74-80593 ISBN 0-8046- 
9100-2 : 12.00 

1. Collective settlements—United States— 
History. I. Title. 

Prepared from C.I.P. 


WOOSTER, Ernest S. 335°.9°73 
Communities of the past and present [by 
Ernest S? Wooster] New York, AMS Press 
[1974| p.’ cm. (Communal societies in 
America) Reprint of the 1924 ed. 
published by Llano Colonist, Newllano, La. 
{HX653.W6 1974] 72-2946 ISBN 0-404- 
10712-5 10.00 

1. Collective settlements—United States— 
History. I. Title.’ 

Prepared from C.I.P. 


PETTINGILL, Robert Bunnell, 
1904- 

Can cities survive? : The fiscal plight of 

American cities / Robert B. Pettinghill, 
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Jogindar S. Uppal. New York : St. 
Martin's Press, [1974] 166 p. : ill. ; 22 cm. 
Includes index. Bibliography: p. 151-161. 


[HJ9145.P48] 72-95903 10.95 


DECEMBER 31,1974 


1. Municipal finance-—United States. 2. 
Municipal budgets—United States. 3. 
Intergovernmental fiscal relations—United 
States. [ Uppal, J. S., 1927- joint author. 
Il. Title. 


CAPUTO, David A., 1943- 336.1785 
Urban politics and decentralization; the 
case of general revenue-sharing [by] David 
A. Caputo [and] Richard Cole. Lexington, 
Mass., Lexington Books [1974] p. cm. 
TET 2p C38) 74-4485 ISBN 0-669-93039-3 
00 
i. Intergovernmental fiscal _relations— 
United States. 2. Decentralization in 
government—United States. 3. Municipal 


government—United States. I. Cole, 
Richard L.} joint author. If. Title. 

Prepared from C.I.P. 

*GOFFART, Walter. 336.2 


Caput and Colonate; towards a history of 
late Roman taxation. [Toronto], University 
of Toronto Press, [1974]. 165 p. 24 cm. 
[HJ223] 73-85096 ISBN 0-8020-5289-4 
10.00. 

1. Taxation. 2. Rome—RHistory. I. Title. 


HAMILTON, Andrew. 336.2 
An enquiry into the principles of taxation, 
chiefly applicable to articles of immediate 
consumption. Clifton [N.J.] A. M. Kelley, 
1974. p. cm. (Reprints of economic 
classics) Reprint of the 1st ed. printed in 
1790 for J. DeBrett, London. [HJ2300.H35 
1974] 74-12040 ISBN 0-678-01105-2 15.00 
1. Taxation. 2. Taxation of articles of 
consumption. 3. Tariff. IL Title. 

Prepared from C.I.P. 


*PRENTICE-HALL 1975 336.202673 
Federal Tax course students edition. 
Englewood Cliffs, N.J. Prentice Hall 
[1974] 6059 p. 24 cm. [HJ4651] 54-1027 


L ‘Income tax—U.S.-law. 2, Taxation—U.S. 
law. 


BROWNLEE, W. 
Elliot, 1941- 
Progressivism and economic growth; the 
Wisconsin income tax, 1911-1927 [by] 
Wilson Elliot Brownlee, Jr. Port 
Washington, N.Y., Kennikat Press, 1974. 
p. cm. (National university publications) 
(Series in American studies) Includes 
bibliographical references. 
[HJ4665.W6B76] 74-80065 ISBN 0-8046- 

9091-X 10.00 

1. Income tax-~Wisconsin—History. 2. 
Wiscousin—Economic conditions. 3. 
Progressivism (U.S. politics) I. Title. 
Prepared from C.I.P. 


*COMMERCE Clearing House. 336.242 
1974 federal-California graduated 
withholding tax tables. Chicago, Commerce 
Clearing House [1974] 64 p. tables. 28 cm. 
"In effect January 1, 1974” [HJ4662.A43] 
3.50 (pbk.) 

1. Withholding tax—U.S. rates agd tables. 
eee tax—-U.S. rates and tables. I. 

Hiie. 


*YOUR federal 336.2420973 
income tax 1974 ed. New York, Arco 
[1974] 190 p. 28 cm. [HJ4652] 1.00 (pbk.) 
1. Income tax——United States. 


336.2°4°09775 


NYU International * 336.2743'097295 
Institute on Tax and Business Planning, 
Ist, San Juan, P.R., 1973. 

Doing business in "Puerto Rico and the 

Americas; [proceedings] Edited by Edward 

L. Newberger. New York, M. Bender, 

1974. xi, 312, 34, 5 p. 24 cm. Includes 

bibliographical references. [HJ2337.P8N19 

1973} 74-79211 28.50 


1. Taxation, Exemption from—Fuerto 
Rico—Congresses. 2. Indostrial 
promotion—FPuerto Rico—Congresses. 3. 
Income tax—Puerto Rico—Congresses. 4. 
Taxation—America—Congresses. A 
Newberger, Edward L., ed. IL New York 
University. III. Title. 


*THE estates agents’ 336.27605 
yearbook and directory. [London], 
Thornton Cox, 1974. 430 p. 23 cm. 
[HD1379] ISBN 0-8277-2679-1. 
i. Real  property—Great 
Yearbooks. 

Distributed by the British Book Centre, 
Elmsford, N.Y. for 19.95. 


Britain— 


HIRSCH, Werner Zvi, 1920- 336.73 
Local government program budgeting: 
theory and practice [by] Werner Z. Hirsch, 
Sidney Sonenblum [and] Ronald K. 
Teeples. New York, Praeger [1974] p. cm. 
(Praeger special studies in U.S. economic, 
social, and political issues) Published in 
cooperation with the Institute of 
Government and Public Affairs, University 
of California, Los Angeles.” Includes 
bibliographical references. [HJ91¢7.H57] 
74-5746 ISBN 0-275-28859-5 16.50 

I. Program budgeting—United States. 2. 
Local budgets—United States. 3. Cost 
effectiveness. I. Sonenblum, Sidney, joint 
author. II. Teeples, Ronald K, joint 
author. III. California. University. 
University at Los Angeles. Institute of 
Government and Public Affairs. A V. Title. 
Prepared from C.I.P. 


HUNKER, Henry L. 338’.001 
Industrial development: concepts and 
principles [by] Henry L. Hunker. 


Lexington, Mass., Published for the AIDC 
Educational Foundation [by] Lexington 
Books [1974] xvi, 322 p. illus. 23 cm. 
Bibliography: p. 289-309. [HD82.H788] 
73-22862 ISBN 0-669-91736-2 17.50 

1. Industrialization. 2, Economic 
development. 3.- Industries, Location of. I. 
AIDC Educational Foundation. H. Title. 


*KENDRICK, John W. 338.01973 
Postwar productivity trends in the United 
States, 1948-1969- [by] John W. Kendrick. 
New York, National Bureau of Economic 
Research, 1974, cl1973. 369 p. tables 24 
cm. (National Bureau of Economic 
Research Number 98, General Series) 
[HC110.L3K4] 72-188341 ISBN 0-87014- 
240-2 

1. Labor productivity—U.S. I. Title. 
Distributed by Columbia Univ. Pz., New 
York for 15.00. 


NORBURY, Paul. 338.0952 
Business in Japan: a guide to Japanese 
business practice and procedure, edited by 
Paul Norbury and Geoffrey Bownas. New 
York, Wiley [1974] p. cm. ”A a 
Press book.” Bibliography: 
[HF3826.5.N67 1974] 74-18421 ISBN 6: 
470-64225-4 14.00 


i. Japan—Commerce. 2. Business 
enterprises—Japan. I. Bownas, Geoffrey, 
joint author. II. Title. 
Prepared from C.I.P. 
LEE, Soon Ann, 1939- 338’.09595'2 


Industrialization in Singapore / [by] Lee 
Soo Ann. Camberwell, Vic. : Longman 
Australia, 1973. 132 p. : map, tables ; 23 
em. (Studies in contemporary Southeast 
Asia) Includes index. Bibliography: p. 129- 
130. [HC445.8.L42] 74-186539 ISBN 0- 
582-71055-3 : 6.50. ISBN 0-582-71056-1 
pbk. : 3.5Q. 

í Singapore—Industries. I. Title. 
Distributed by Longman, New York. 


300 SOCIAL SCIENCE 


*BHALLA, G. S. 338.10954 
Changing agrarian structure in India; a 
study of the impact of green revolution in 
Haryana [by] G. S. Bhalla. Meerut, 
Meenakshi Prakashan, [1974] xi, 127 p. 23 
cm. [HD2075.P8] 

1. Agriculture—Economic aspect—ZIndia— 
Haryana. 2. Agriculture and State—India— 
Haryana. 3. Agriculture—india—Haryana. 
L Title. 

Distributed by International Publication 
Service, N.Y., for 11.25 


BUSE, Rueben C. 338.1'0973 
Applied economics; resource allocation in 
rural America [by] Rueben C. Buse [and] 
Daniel W. Bromley. [Ist ed.] Ames, Iowa 
State University Press, 1974. p. em. 
Includes bibliographies. [HD1411.B98]} 74- 
19097 ISBN 0-8138-0115-X 12.95 

1.  Agriculture—Economic aspects. 2. 
Agriculture—Economic aspects—United 
States. I. Bromley, Daniel W., 1940- joint 
author. IT, Title. 

Prepared from C.I.P. 


BUSINESS 338.1°0973 
Communications Co. 

Agribusiness: whats ahead. Project 
supervisor: Walter Zweifler. Stamford, 


Conn. [1974] vi, 115 1. illus. 29 cm. (Its 
Special report G-017) [HD1765 1974.B87 
1974] 74-178260 375.00 

1. Agriculture—Economic aspects—United 
States. 2. Agricultural industries—United 
States. I. Zweifler, Walter. II. Title. HI. 
Series: Business Communication Co. 
Special report — Business Communications 
Co., G-O17. 

Publisher’s address: 471 Glenbrook Rd., 
Stamford, Conn. 06906. 


PANAMAS economic 338.1°09862 
development: the role of agriculture [by] 
William C. Merrill [and others] [1st ed.] 
Ames, lowa State University Press [1974] 
p. cm. Bibliography: p. [HD1822.P35] 74- 
16435 ISBN 0-8138-1205-4 5.95 

i. Agriculture—Economic aspects— 
Panama. 2. Agriculture and state—Panama. 
I. Merrill, William Charles, 1934- 

Prepared from C.I.P. 


ORGANIZATION for 338.1°7°4 
Economic Cooperation and 
Development. 


Market forecasts for 1975 for certain fruit 
and vegetables: apples, pears, peaches and 
tomatoes. Paris, Organisation for Economic 
Co-operation and Development, 1973. 160 
p. 29 cm. (Agricultural products and 
markets) [HD9240.4.073 1973] 74-170572 
ISBN 9-264-11119-0 

1. Fruit trade—Statistics. 2. Tomatoes— 
Marketing—Statistics. I. Title. II. Series. 
Distributed by Organization for Economic 
Cooperation & Development, Washington, 
D.C. 5.25. 


FORUM on Forest 338.1°7°490973 
Tore for the Future, Washington, D.C., 
74. 
Forest policy for the future—conflict, 
compromise, consensus papers and 
discussions from a Forum on Forest Policy 
for the Future, May 8 and 9, 1974, 
Washington, D.C. / Marion Clawson, 
editor. Washington : Resources for the 
Future, 1974. 360 p. ; 26 cm. (RFF 
working paper ; LW-1) Includes 
bibliographical references. [SD565.F6 
Bike 74-13169 ISBN 0-8018-1674-2 : 
L United States—Forest policy— 
Congresses. 2. Forests and forestry— 
Unitéd States—Congresses. I. Clawson, 
Marion, 1905- ed. II Title. III. Series: 
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Resources for the Future. RFF working 
paper ; LW-1. 


PS 


ORGANIZATION for 338.1°8494 
Economic Co-operation and 
Development. Working Party on 


Agricultural Policy. 

Agricultural policy in Switzerland. [Paris, 
Organisation for Economic Co-operation 
and Development, 1973. 79 p. 24 cm. 
(Agricultural policy reports) "This report 
was discussed and adopted by the OECD 
Working Party on Agricultural Policies, at 
a meeting on 29th January-2nd February 
1973. On 2nd May 1973, the OECD 
Council approved its publication.” Includes 
bibliographical references. [HD2033 
1973.073 1973] 74-162318 ISBN 9-264- 
11124-7 

1. Agriculture and state—Switzerland. 2. 
Agriculture—Economic aspects— 
Switzerland. L Title. IF. Series: 
Organization for Economic Co-operation 
and Development. Agricultural policy 
reports. 


Distributed by Organization for Economic 
Co-operation and Development 
Washington, D.C. 2.50. 

HOLLISTER, Ovando 338.2°09788 


James, 1834-1892. 

The mines of Colorado / Ovando James 
Hollister. New York : Promontory Press, 
1974, [c1867] vii, 450 p. ; 21 cm. Reprint 
of the ed. published by S. Bowles, 
Springfield, Mass. [TN24.C6H7 1974] 73- 
92642 ISBN 0-88394-021-3 : 10.00 

1. Mines and mineral resources—Colorado. 
L Title. 


*MOSLEY, Leonard 1913- 338.272 
Power Play; oil in the Middle East. 
Baltimore Penguin Books aes xxi, 463 p. 
18 cm. Bibliography: p. 449-453. 
HD576.N36M65] 72-13789 ISBN 0-14- 
03908-2 2.95 (pbk.) 

1. Petroleum Industry. 2. Trade—Near 
East. I. Title. 


SHAMSEDIN, Ezzedin M. 338.2°7'282 
Arab oil and the United States: an 
admixture of politics and economics, by 
Ezzedin M. Shamsedin. (Columbia, Bureau 
of Business and Economic Research, 
University of South Carolina] 1974. v, 54 
p. 23 cm. (Essays in economics, no. 29) 
Includes bibliographical references. 
[HD9566.S5} 74-622843 2.00 (pbk.). 

1. Petroleum industry and trade—United 
States. 2. Petroleum industry and trade— 
Arab countries. 3. Petroleum products— 
Prices. I. Title. I. Series: South Carolina. 
University. Bureau of Business and 
a haa Research. Essays in economics, 
no. 29. 


WRIGHT, A 338.2°7°42 10979356 
William, 1829-1898. 

A history of the Comstock silver lode & 
mines / Dan De Quille [i-e.] William 
Wright. New York : Promontory Press, 
1974 [c1889] 158 p. ; 22 cm. Reprint of 
the ed. published by F. Boegle, Virginia, 
Nev. [TN413.N25W9 1974] 73-92646 
ISBN 0-88394-024-8 : 6.95 

1. Comstock Lode, Nev. 2. Nevada— 
Description and travel. I. Title. 


FISHERIES 338.3°72’709214 
conflicts in the North Atlantic; problems 
of jurisdiction and enforcement. Edited by 
Giulio Pontecorvo. Cambridge, Mass., 
Ballinger Pub. Co. [1974] p. cm A Law of 
the Sea Institute workshop, held in 
Hamilton, Bermuda, Jan. 14-17, 1974. 
pa 74-9665 ISBN 0-88410-020-0 


L Fishery management—North Atlantic 
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Ocean. 2. Fishery law and legislation— 
North Atlantic Ocean. I. Pontecorvo, 
Giulio, 1923- ed. I Law of the Sea 
Institute. 

Prepared from C.I.P. 


VICTOR, Frances 
Fuller, 1826-1902. 
The river of the West. Oakland, Calif., 
Bropks-Sterling Co., 1974. 602 p. illus. 23 
em. Reprint of the 1870 ed. published by 
R. W. Bliss, Hartford, Conn. [F852.V64 
1974] 74-83523 ISBN 0-914418-02-5 15.00 
1. Meek, Joseph Lafayette, 1810-1875. 2. 
Northwest, Pacitic—Description and 
travel. 3. Northwest, Pacific—History. 4. 
The West—History—1848-1950. I. Title. 


338.3°72’9 


DAVIS, J. Ronnie. 338.4°3 
Evaluating educational investment [by] J. 
Ronnie Davis [and] John F. Morrall, UI. 


- Lexington, Mass., Lexington Books [1974] 


p. cm. [LC66.D38] 73-11681 ISBN 0-669- 
90522-4 10.56 

1. Education—Economic aspects—United 
States. 2. Manpower policy—United States. 
I. Morrall, John F., joint author. II. Title. 
Prepared from C.I.P. 
CICCHETTI, 338.4°3363'620973 

Charles J. 

Studies in electric utility regulation. Edited 
by Charles J. Cicchetti and John L. 
Jurewitz. Cambridge, Mass., Ballinger Pub. 
Co. [1974] p. cm. Includes bibliographical 


references. [HD9685.U5C53] 74-16291 
ISBN 0-88410-320-K 14.00 
l. Electric utilities—United States— 


Costs—Addresses, essays, lectures. 2. 
Electic utilities—United States—Rates— 
Addresses, essays, lectures. 3. Price 
regulation—United States—Adadresses, 
essays, lectures. I. Jurewitz, John L., joint 
author. H. Title. 
Prepared from C.I.P. 
HELMS, Robert 338. 4°3553'2850973 
Natural gas regulation; an evaluation of 
FPC price controls [by] Robert B. Helms. 
Washington, American Enterprise Institute 
for Public Policy Research [1974] 81 p. 23 
cm. (National energy study 2) Includes 
bibliographical references. 
[HD9581.U5H38] 74-84019 ISBN 0-8447- 
3136-6 3.00 (pbk.). 


1. United States Federal Power 
Commission. 2. Gas industry—United 
States. 3. Gas, Natural—United States— 


Rates. I. American Institute for Public 
Policy Research. II. Title. II. Series. 


VARCOE, Ian. 338.4°7°5072042 
Organizing for science in Britain : a 
casestudy / Ian Varcoe. London : Oxford 
University Press, 1974. ix, 94 p. ; 23 cm. 
(Science and engineering policy series) 
Includes bibliographical references and 
index. [T177.G7V37] 74-187849 ISBN 0- 
19-858319-2 : 7.75 

I. Great Britain. Dept. of Scientific and 
Industrial Research. I. Title. 

Distributed by Oxford University Press, 
New York. 
HIRSCH, John 338.4°7°6292222025 
The super catalog of car parts and 
accessories / by John Hirsch. New York : 
Workman Pub. Co., 1974. 310, A-W p. : 
ill. ; 29 cm. Includes index. [TL12.H54] 
74-182331 ISBN 0-911104-32-1 9.95. 
pbk. : 4.95 

I. Automobile industry and trade— 
Directories. 2. Automobiles—Apparatus 
and supplies—Catalogs. I. Title. 
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HEAL, David W. 338.4°7°6720942 
The steel industry in post war Britain [by] 
David W. Heal. Newton Abbot [Eng.] 
North Pomfret, Vt. David & Charles 
[1974]. 224 p. illus. 26 cm. (Industrial 
Britain) Bibliography: p. 215-217. 
[HD9521.6.H4] 74-80501 ISBN 0-7153- 
6565-7 20.00 

J. Steel industry and trade—Great Britain. 
2. Industries, Location of~—-Great Britain. I. 
Title. 


*AMERICAN Bureau of 338.476°73 
Metal Statistics. 

Yearbook of the American ‘Bureau of 
Metal Statistics. 

The 53rd annual issue for the year 1973 
(issued June 1974) is available from the 
Bureau, N.Y. for 8.00. ISBN 0-910064-07- 
5. L.C. card no.: 21-15719. i 


WAYMAN, Morris. 338.4°7°6762 
Guide for planning pulp and paper 
enterprises [Principal author and editor-in- 
chief: Morris Wayman] Rome, Food and 
Agriculture Organization of the United 
Nations [Sold by UNIPUB, Inc., New 
York] 1973. xv, 379 p. illus. 24 cm. (FAO 
forestry and forest products studies, no. 
18) Errata slip inserted. Includes 
bibliographical references. [TS1105.W35] 
74-171576 12.50 

1. Paper making and trade. I. Title. I. 
Series: Food and Agriculture Organization 
of the United Nations. FAO forestry and 
forest products studies, no. 18. 


BEST, Kenneth Y. 338.4°7°7 
Cultural policy in Liberia / Kenneth Y. 
Best. Paris : Unesco Press, 1974. 59 p., [2 
leaves of plates : ill. ; 25 cm. (Studies an 
documents on cultural policies) 
Bibliography: p. 51. [NX770.L7B47] 74- 
183242 ISBN 9-231-01160-X pbk. : 2.65. 
1. Arts—Liberia—Management. I. Title, TI. 
Series. i 

Distributed by Unipub. 


INDONESIA. 338.4°7°7009598 
Departemen Pendidikan dan 
Kebudayaan. 


Cultural policy in Indonesia; a study 
prepared by the staff of the Directorate- 
General of Culture, Ministry of Education 
and Culture of the Republic of Indonesia. 
Paris, Unesco, 1973, [i.c.1974] 46 p. illus. 
24 cm. (Studies and documents pn eultural 
policies) Issued also in French. 
[NX750.15152 1973] 74-175530 ISBN 9- 
231-01128-6 

1. Arts—Indonesia—Management. 2. Art 
and state—Indonesia. I. Title. II. Series. 
Distributed by Unipub; 2.75 (pbk.). 


ai acai Daniel 338.4°7°700973 


business 
humanities, 


Private foundations and 
corporations active in arts, 
education, [by] Daniel Millsaps. 
[Washington] Washington International 
Arts Letter, [1974] iv, 264 p. 28 cm. (The 
Arts patronage) Vol. 1 has title: Private 
foundations active in the arts. 
[NX711.U5M54] 77-140925 ISBN 0- 
912072-05-9 45.00 (pbk., v 2.) 

1. Endowments—United States. 2. Art 
patronage—United States. I. Washington 
international arts letter. II Title. TII 
Series: The Arts patronage Series 


DAVIS, 338°4°7°7899120924 B 
Clive. 

Clive: inside the record business, by Clive 

Davis with James K. Willwerth, New 

York, W. Morrow, 1974, p- 

[ML429. D36A3] 74-12246 ISBN 0-688- 

02872-1 8.95 


UCUCMDCR J1,17/4 


I. Davis, Clive. 2. Phonorecords—Iindustry 
and trade—United States. 3. Music, 
Popular (Songs, etc.)—United States. I. 
Willwerth, James, joint author. IT. Title. 
Prepared from C.I.P. 


AGARWAL, Rajesh 
K., 1946- 

Economic and employment potential of 
archaeological monuments in India [by] 
Rajesh K. Agarwal [and] Sudesh Nangia. 
[Bombay, published for] Economic 
Research Division, Birla Institute of 
Scientific Research [by] Asia Pub. House 
[1974] x, 78 p. illus. 23 cm. Bibliography: 
p. [76]-78. [G155.14A6] 74-182379 ISBN 
0-210-40553-8 

Il. Tourit trade—India. 2. India— 
Antiquities. 3 Temples—india— 
Conservation and preservation. I. Nangia, 
Sudesh, 1942- „joint author. If. Birla 
Institure of Scientific Research. Economic 
Research Division. II. Title. 


338.4°7°9 154045 


Distributed by Asia Pub. House, New 
York; 5.95 (lib. bdg.). 
*ARCHER, Brian. 338.479170453 


The, impact of domestic tourism. [Bangor], 
University of Wales press, 1973. xi, 128 p. 
26 cm. (Bangor occasional papers in 
economics no. 2.) Bibliography: p. 121- 
127. [G155] ISBN 0-7083-0525-3. 

1. Tourist trade. I. Title. 

Distributed by Lawrence Verry for 5.75 
(pbk.) 


MARTIN, Sandra 
Pratt. 

Inside Motown; the million dollar story of 

the Black sound. New York, Drake [1974] 

p. cm. [ML3790.M35] 74-5769 ISBN 0- 

87749-668-4 9.95 

1. Motown Record Corporation. 2. 

Phonorecords—Industry and trade—United 

States. I. Title. 

Prepared from C.I.P. 


CONFERENCE in 338.8'2°0973 
Industrial Organization, Southern Illinois 
University, Edwardsville, 1973. 

The antitrust dilemma. [Papers] edited by 

James A. Dalton fand] Stanford L. Levin. 

edited by James A. Dalton [and] Stanford, 

L. Levin. Lexington, Mass., Lexington 

Books [1974] p. cm. Bibliography: p. 

[HD2795.C62 1973] 74-17111 ISBN 0- 

669-96529-4 15.00 

1. Trusts, Industrial—United States— 

Congresses. 2. Monopolies—United 

States—Congresses. I. Dalton, James A., 

ed. IT. Levin, Stanford L., ed. ITI. Southern 

Illinois University, Edwardsville. IV. Title. 

Prepared from C.I.P. 


338.7°6 1789912 


CONFERENCE on 338.8'5’0973 
Antitrust Issues in Today’s Economy, 
13th, New York, 1974. 

Antitrust and shifting national controls 

Policies: impact in differently positioned 

companies; transcript of conferegce. [New 

York, Conference Board, 1974] v, 44 p. 23 

cm. (Conference Board. Report no. 626) 

Includes bibliographical references. 

[HD2783.A3 1974] 74-180446 5.00 (pbk.) 

i. ‘Trusts, Industrial—United States— 

Congresses. 2. Industry—Social aspects— 

United States—Congresses. I Title. II. 

Series. 

MORAN, Theodore H., 1943- 338.88 

Multinational cofporations and the politics 

of dependence: copper in Chile [by] 

Theodore H. Moran. Princeton, N.J., 

Princeton University Press [1975, i.e.1974] 
. cm. Bibliography: p. [HD69.17M59 

1975] 74-2973 ISBN 0-691-04204-7 12.50 

1. International business enterprises—Case 


studies. 2. Copper industry: and trade— 
Chile. I. Title. 
Prepared from C.I.P. 


HEESTERMAN, A. R. G. 338.9 
Macro-economic market regulation / A. R. 
G. Heesterman. New York Crane, 
Russak, 1974. xii, 256 p. ; - cm. Includes 
index. Bibliography: p.  [245]-248. 
[HD82.H386] 5990322 ISBN 0-8448- 
0118-6 : 15.0C 

1. Economic policy. 2. Macroeconomics. 3. 
Economic development. I. Title. 


*SELLEKAERTS, Willy. 338.9 
Economic aevelopment and planning; 
essays in honour of Jan Tinbergen. White 
Plains, N.Y., International Arts and 
Sciences Press, [1974] xxiv, 266 p. front. 
23 cm. [HD19] 73-92712 ISBN 0-87332- 
055-7 20.00 

1. Tinbergen Jan, 1903- 2. Economic 
development—Addresses, essays, lectures. 

Ytle. 


*SHONFIELD, Andrew. 338.9 
Europe: jcurney to an unknown 
destination. White Plains, N.Y., 


International Arts and Sciences Press, 
{1974, c19737 98 p. 21 cm. An expanded 
version of tte BBC Reith lectures 1972 
with an introduction to the American 
edition. [HB73] 73-92713 ISBN 0-87332- 
058-1 6.00 

I. Europe—Economic conditions. 2. 
Economic development—Addresses, 
essays, lectures. I. Title. 


CORBET, Hugh, comp. 338.91 
In search of 2 new world economic order. 
Edited by Hugh Corbet and Robert 
Jackson. New York, Wiley [1974] 288 p. 
23 cm. "A Halsted Press book.” Five 
articles published previously in the April 
and July 1973 numbers of the Round table 
(London) revised and supplemented by 
other papers. Includes bibliographical 
footnotes. [HF1411.C595] 73-22724 ISBN- 
0-470-17221-5 16.95 

I. Internattonal economic 
Addresses, essays, lectures. 2. International 
finance—Adcresses, essays, lectures. 3. 
Commerce-——Addresses, essays, lectures. I. 
Jackson, Robert Victor, joint comp. JI. 
Title. 

Contents omitted. 


338.91 


SANDERSON, Fred Hugo, 

1914- 
Strains in international finance and trade / 
Fred H. Sanderson, Harold van B. 
Cleveland. Beverly Hills Saga 


Publications, 1974. 71 p. ; 21 cm. (A Sage 
policy paper} (The Washington papers ; v. 
II, 14) Contents.—Sanderson, H. 
Economic strains in the Atlantic 
partnership.—Cleveland, H. van B. The 
prospect for international monetary order: 
an historical and analytical view. Includes 
bibliographies. assed 74-1718422 
ISBN 0-803S-0443-6 pbk. : 2.50 

i. International fi inance—Addresses, 
essays, lectures. 2. International economic 
relations—Addresses, essays, lectures. 3. 
Commerce—Addresses, essays, lectures. I. 
grema Harold van B. I. Title. MI. 
eries. 


*DANTWALA, M. L. 338.954 
Poverty in India; then and now, 1870- 
1970, [by] M. L. Dantwala. [Delhi], 


Macmillan india, [1973] 67 p. 22 cm. 
[HC435.2] ISBN 0-33390-002-2 

i. India—Economic conditions. 2. Poor— 
India. I. Title. 

Distributed by Lawrence Verry, Mystic, 
Conn., for 550. 


relations— ` 


JUU SULIAL SUIENLE > 


RWEYEMAMU, J. F. 338.9678 
Underdevelopment and industrialization in 
Tanzania; a study of perverse capitalist 
industrial development [by] Justinian 
Rweyemamu. Nairobi, New York, Oxford 
University Press, 1973, [i-e.1974] xvii, 273 
p. 23 cm. A revision of the author’s thesis, 
Harvard, 1970. Bibliography: p. 249-264. 
[HCS557. T3R963 1970] 74-177260 ISBN 0- 
19-572321-X 13.50 

I. Tanzania—Economic conditions. 2. 


Tanzania—tIndustries. 3. Tanzania— 
Economic policy. I. Title. 
ACCELERATED development 338.968 


in southern Africa. Edited by John Barratt 
[and others] New York, St. Martin’s Press 
[1974] xiv, 706 p. 23 cm. Based on papers 
presented at a conference sponsored by the 
Foundation for Foreign Affairs, the Rand 
Afrikaans University, and the South 
African Institute of International Affairs, 
and held Mar. 21-25, 1972 in 
Johannesburg, S.A. Includes bibliographical 
references. [HC503.865A25 1974] 74- 
180447 16.95 Y 

i. Africa, Southern—Economic policy— 
Congresses. 2. Africa, Southern—Social 
policy—Congresses. 3. Africa, Southern— 
Politics and government—Congresses. 4. 
Economic development—Congresses. L 
Barratt, John, ed. HH. Foundation for 
Foreign Affairs. HI. Randse Afrikaanse 
Universiteit. IV. South African Institute of 
International Affairs. 


STRATEGIES against 338.973 
poverty in America / by John B. 
Williamson ... [et al.]. Cambridge, Mass. : 
Schenkman Pub. Co; [New York] : 
distributed by Halsted Press, [1974] p- 
cm. Includes bibliographical references and 
index. [HC110.P63S73} 74-19464 ISBN 0- 
470-94883-3: 15.00 ISBN 0-470-94883-3. 
ISBN 0-470-94884-1 pbk. : 5.95 

1. Economic assistance, Domestic—United > 
States. 2. Income maintenance programs— 
United States. 3. Public welfare—United 
States. I. Williamson, John B. 

Prepared from C.I.P. 


*LACHMANN, L. M. 339 
Macro-economic thinking and the market 
economy [by] L. M. Lachmann. London, 
Institute of Economic Affairs, 1973. 56 p. 
22 cm. (Hobart paper 56) [HB171] 

1. Macroeconomics. I. Title. 


Distributed by Transatlantic Arts 

Levittown, N.Y., for 2.50 (pbk.) 

MITCHELL, William E. comp. 339 
- Readings in macroeconomics; current 


policy issues, by William E. Mitchell, John 
H. Hand [and] Ingo Walter. New York 
McGraw-Hill [1974] x, 514 p. illus. 24 cm. 
Includes bibliographies. [HB171.5.M666] 
73-23036 ISBN 0-07-042510-8 6.95 (pbk.) 

1. Macroeconomics—Addresses, essays, 
letures. I. Hand, John H., joint comp. JI. 
Walter, Ingo. HII. Title. 


*CULYER, A. J. 339.2 
The economics of social policy, [by] A. J. 
Culyer. New York, Dunellen [1974, c1973] 
xii, 268 p. 23 cm. Includes bibliographies. 
[HB71] 73-82264 ISBN 0-8424-0074-5 
15.00 

I. Economics—Methodology. 2. Economic 
policy. I. Title. 


ATKINSON, Anthony 
Barnes. 

Unequal shares : wealth in Britain / [by] 

A. B. Atkinson. Revised ed. 

Harmondsworth ; Baltimore Penguin, 

1974. xx, 277 p. : ill. ; 19 cm. (Pelican 

books) Includes index. Bibliography: p. 


339.20942 


45 


JUU SOCIAL SCIENCE 


262-267. [HC260.W4A84 1974] 74-185737 
ISBN 0-14-021510-7 pbk. : 8.95 

1. Wealth-—-Great Britain. 2. Taxation— 
Great Britain. I. Title. 


NATIONAL Foreign Trade 
Council. , 

Spendable income; a study of the United 
States expenditure patterns of corporate 
employees, prepared for international 
compensation administrators. New York 
Lie! vi, 19 p. ilus. 28 cm. 
HD6983.N25 1974] 74-171931 10.00 

1. Cost and standard of living—United 
States. 2. Consumption (Economics)— 
United States. I. Title. 


339.41 


INTERNATIONAL Labor 339.42 
Office. 
Family living studies, a symposium. 


Westport, Conn., Greenwood Press [1974, 
c1961} p. cm. Reprint of the ed. published 
by the Internatiorial Labor Office, Geneva, 
which was issued as no. 63, new ser., of its 
Studies and reports. Bibliography: p. 
(HD6978.162 1974] 74-2684 ISBN 0-8371- 
7423-6 15.00 ° 

I. Cost and standard of living. 2. Social 
surveys. I. Title. II. Series: International 
Labor Office. Studies and reports, new ser., 
no. 63. 

Prepared from C.I.P. 


Law 340-349 


*FAMILY legal advisor; 340 
a clear, reliable and up-to-date guide to 
your rights and remedies under the law. 
edited by Alice K. Helm. New York, 
Greystone [1974] 480 p. illus, 29 cm. 
[KF390] 73-93374 9.95 

1. Law-—U.S.—Popular works. I. Helm, 
Alice K. comp. 

Distributed by Crown. 


*FEDERAL aviation 340 
regulations. 
October, 1973 edition is available from 


Aviation Book Co., Glendale, Calif. for 
2.00 (pbk.). ISBN 0-911720-38-3. 


*GRAY, Oscar S. 340 
Cases and materials on environmental law. 
1974 supplement is now available from the 
Bureau of National Affairs, Washington, 
for 3.00 (pbk.) ISBN 0-87179-119-6. L.C. 
card no.: 73-83169. 


STAPLES, Charles A. 340 
A guide to New Zealand income tax 
practice, 1972-73, by Charles A. Staples 
(33rd ed.) Wellington, New Zealand, Sweet 
& Maxwell, 1973 674 p. 22 cm. 78-248721 
i. Income tax—New Zealand—Law l. 
Title. If. Title: New zealand Income tax 
practice. 

Available from International Publications 
Service, New York for 14.00 (pbk.). 


TURNER, David 340°.07°1173 
Reuben, 1915- 

Law school admission test : based squarely 
on the announcement and the latest exams 
/ by David R. Turner. 8th ed. New York : 
Arco, [1974] 512 p (p. 507-512 
advertisements) il. ; 26 cm. (Arco 
professional career examination series) At 
head of title: The complete Arco test-tutor. 
[KF285.Z9T87 1974] 74-82867 ISBN 0- 
668-00840-7 : 5.00 

1. Law schools—United States—Entrance 
examinations. L Title. 


HYDE, Harford 
Montgomery, 1907- 
Carson : the life of Sir Edward Carson, 


340°.092'4 B 


46 


Lord Carson of Duncairn / H. 
Montgomery Hyde. New York : Octagon 
Books, 1974. xviii, 515 p., [13] leaves of 
plates : ill. ; 23 cm. Reprint of the 1953 
ed. published by Heinemann, London. 
Includes index. Bibliography: p. 498-501. 
[DA965.C25H9 1974] 73-8425 ISBN 0- 
374-94078-9 : 16.00 

1. Carson, Edward Henry Carson, Baron, 
1854-1935. I. Title. 


MELTSNER, Michael, 
1937- 

Public interest advocacy : materials for 
clinical legal education / Michael 
Meltsner, Philip G. Schrag. Boston : Little, 
Brown, 1974. xii, 418 p. ; 26 cm. 
[KF299.P8M4] 73-15159 9.50. 

1. Practice of law—United States. 2. Public 
interest. I. Schrag, Philip G., 1943- joint 
author. If. Title. 


340’.0973 


ECKHOFF, Torstein Einang, 340.1 
1916- $ 

Justice: its determinants in social 

interaction. [By] Torstein Eckhoff. 


[Rotterdam] Rotterdam University Press 
[1974] xiv, 414 p. 23 cm. (Sociology, law 
and legal theory, v. 1) Revised translation 
of Rettferdighet ved utveksling og 
fordeling av verdier. Bibliography: p. 397- 
404. [LAW] 74-180197 ISBN 9-02- 
376233-9 

1. Jurisprudence. I. Title. If. Series. 


Distributed by International Scholarly 
Book Service, 18.00 
KELSEN, Hans, 1881-1973. 340.1 


Essays in legal and moral philosophy. 
Selected and introduced by Ota 
Weinberger. Translated [from the German] 
by Peter Heath. Dordrecht, Boston, Reidel, 
1974. xxviii, 300 p. port. 23 cm. (Synthese 
library) Includes bibliographies. [LAW] 73- 
86090 36.00 (lib. bdg.). 


1. Law—Philosophy—Addresses, essays, 
lectures. I. Title. 

WATSON, Alan. 340°.2 
Legal transplants an approach to 
comparative law Alan Watson. 
Charlottesville University Press of 
Virginia, 1974. xiv, 106 p. ; 22 cm. 
([Virginia legal studies]) Includes 
bibliographical references. [LAW] 73- 


94276 ISBN 0-8139-0576-1 : 10.00 
1. Comparative law. 2. Law—History and 
criticism. I. Title. IT. Series. 


*STUDIES in Jewish 
jurisprudence. 

Vol. 2, 1974 is now available from Sepher- 
Hermon Pr., N.Y. for 12.50 


BRITISH industry and 340.9 
European law. Edited by George W. 
Keeton and S. N. Frommel. South 
Hackensack, N.J., F. B. Rothman, 1974. 
xiv, 206 p. 23 cm. Baséd on addresses at a 
conference organized by the Division of 
Law and the Institute of Organisation and 
Social Studies at Brunel University, Nov. 
1972. Includes bibliographical references. 
[LAW] 73-83708 17.50 

i. Commercial law—European Economic 
Community countries. 2. Commercial 
law—Great Britain. 3. International and 
municipal law. I. Keeton, George Williams, 
1902- ed. Il. Frommel, $. N, ed. HI 
Brunel University. Division of Law. IV. 
Brunel University. Institute of Organisation 
and Social Studies. 


INTERNATIONAL leasing. 340.9 
William P. Streng, chairman. New York, 
Practising Law Institute [1974] 392 p. 
forms. 22 cm. (Corporate law and practice 
course handbook series, no. 147) Pages 


340.5 


AMERICAN BOOK PUBLISHING KECORKD 


390-352 blank. ”B4-3591.” ”Prepared for 
distribution at the international leasing 
seminar, May-June, 1974.” [LAW] 74- 
179930 20.00 

J. Industrial equipment leases. 2. Foreign 
trade regulation. I. Streng, William P. II. 
New York (City). Practising Law Institute. 
IH. Title. IV. Series. 


TUNKIN, Grigorii 
Ivanovich. 

Theory of international law / G. 1. Tunkin 
; translated with an introd. by William E. 
Butler. Cambridge, Mass. Harvard 
University Press, 1974. xxv, 497 p. ; 24 
cm. Translation of Teoriia 
mezhdunarodnogo prava. Includes 
bibliographical references afd indexes. 
[JX1245.T8113 1974] 73-92258 ISBN 0- 
674-88001-3 : 20.00 

1. International law—Phifosophy. I. Title. 


*HENIG, Ruth B., comp. 341.22 
The League of Nations. Edited by Ruth B. 
Henig. Edinburgh Oliver & Boyd 1973. 
New York, Barnes & Noble, [1973, 
i.e.1974] x, 203 p. 23 cm. [JX 1975] ISBN 
0-06-492815-2 11.50 

1. League of Nations. I. Title. 
Pbk. 5.75. ISBN 0-06-492816-0. 


EDMONDS, I. G. 341.23 
The United Nations successes and 
failures / by I. G. Edmonds. Indianapolis : 
Bobbs-Merrill, [1974] 202 p., [4] leaves of 
plates il ; cm. Includes index. 
Bibliography: p. 188-189. A history of the 
United Nations which traces the 
organization from its origins at the end of 
World War II to the present day and 
describzs the range of activities in which it 
is now involved. [JX1977.E33] 73-13229 
ISBN 0-672-51749-3 : 5.95 

A anes Nations—Juvenile literature. I. 

ttle. 


CHEN, Lung-Fong. 341.26 
State succession relating to unequal 
treaties. {Hamden, Conn.] Archon Books, 
1974. p. Bibliography: p. [JK4171.U5CS5] 
74-9820 ISBN 0-208-01433-0 18.00 

1. Unequal treaties. 2. State succession. I. 
Title. 

Prepared from C.I.P. 


DOMT di Delupis, Ingrid, 
1936- 

International law and the igdependent 
state / Ingrid Delupis. New York : Crane, 
Russak, 1974. xi, 252 p. ; 24 cm. Includes 
bibliographical references and indexes. 
[JX4041.D59 1974] 73-94048 ISBN 0- 
8448-0317-0 : 23.00 

i. Sovereignty. 2. International law. I. 
Title. 


BARK, Dennis L. 341.79 
Agreement on Berlin : a study of the 1970- 
72 quadripartite negotiations / Dennis L. 
Bark. Washington : American Enterprise 
Institute for Public Policy Research, 1974. 
131 p. : map ; 23 cm. (AEI-Hoover policy 
studies ; 10) Includes text of Quadripartite 
agreement on Berlin. Includes 
bibliographical references. 
[JX4084.B38B27} 74-83507 ISBN 0-8447- 
3135-8 pbk. : 3.00 

I. Quadripartite agreement on Berlin. I. 
Title. H. Series. HI. Hoover Institution 
studies : 45. $ 


CASTBERG, Frede, 1893- - 341.481 
The European convention on human rights 
/ Frede Castberg ; edited by Torkel Opsahl 
and Thomas Ouchterlony ; [translated 
from the Norwegian by Gytte Borch] 
Leiden : Sijthoff ; Dobbs Ferry, N.Y. : 
Oceana, 1974. x, 198 p. ; 25 cm. A 


341.01 


341.26 


DECEMBER 31,1974 


translation with revisions of Den 
europeiske konvensjon om 
menneskerettighetene. Bibliography: 


p. 
195-198. [LAW] 73-85760 ISBN 0-379- 
00202-7 lib. bdg. : 15.25. 
1. Convention for the protection of human 
rights and fundamental freedoms. 2. Civil 
rights (International law) I. Title. 


ONUF, Nicholas Greenwood. 341.578 
Reprisals: rituals, rules, rationales. 
{Princeton, N.J.] Center of International 
Studies, Princeton University, 1974. 63 p. 
28 cm. (Princeton University. Center of 


International Studies. Research 
monograph, no. 42) Includes 
bibliographical references. [JX4486.058] 


74-182352 4.00 (pbk.) 
1. Reprisals. 2. International law. I. Title. 
II. Series. 


e 

LAW and responsibility in 341.6 
warfare, the Vietnam experience / edited 
by Peter D. Trooboff. Chapel Hill 

University of North Carolina Press, [1975] 
p. cm. Papers and discussions from a 
special meeting of the American Society of 
International Law in Oct. 1971. Includes 


bibliographical references and index. 
ea ee ae 74-22431 ISBN 0-8078- 
12 


i. War Tee law)—Addresses, 
essays, lectures. 2. Vietnamese Conflict, 
1961- —-United States—-Addresses, essays, 
lectures. I. Trooboff, Peter D., 1942- ed. II. 
American Society of International Law. 
Prepared from C.I.P. 


*SWINDLER, William F. 342 
Court and the constitution in the twentieth 
century; a modern interpretation- by 
William F. Swindler. Indianapolis, Bobbs- 
Merrill, [1974] xvi, 286 p. 24 cm. [JK303] 
73-1722 ISBN 0-672-51873-2 12.95 

1. United States—Constitutional law. 2. 
United States—Courts. I. Title. 


FREEDOM of the press 342°.42°085 
k four tracts, 1664-1693 : with the 
diary of Edmund Bohun. New York : 
Garland Pub. Co., 1974. p. cm. (The 
English book trade, 1660-1853) Reprint of 
An exact narrative of the tryal and 
condemnation of John Twyn for printing 
and dispersing of a treasonable book, by 
John Twyn, printed in 1664 by T. Mabb 
for H. Brome, London; of A just 
vindiGation of learning; or, An humble 
address to the High Court of Parliament in 
behalf of the liberty of the press, by 
Philopatris (Charles Blount), printed in 
1679 in London; of Reasons humbly 
offered for the liberty of unlicens’d 
printing, by Charles Blount, printed in 
1693 in London; of The diary and 
autobiography of Edmund Bohun, esq., 
printed in 1853 by R. Crisp, Beccles; and 
of The life of H. H., by Henry Hills, 
printed in 1688 for T. S. in London. 
[KD4112.F735] 74-26606 ISBN 0-8240- 
0952-5 lib.bdg. : 22.00 ° 

1. Liberty of the press—Great Brħain. I. 
Title. If. Series. 

Prepared from C.I.P. 


FREEDOM of the press: 342’.42°085 
six tracts, 1712-1730. New York, Garland 
Pub., 1974. p. cm. (The English book 
trade, 1660-1853) Reprint of Arguments 
relating to a restraint upon the press, 
printed in 1712.for R. and J. Bonwicke, 
London; of The thoughts of a Tory author, 
concerning the press, by J. Addison, 
printed in 1712 for A. Baldwin, London; of 
An essay for the press, by J. Asgill, printed 
in 1712 for A. Baldwin, London; of An 
attempt towards a coalition of English 
Protestants, by D. Defoe, printed in 1715 


and sold by J. Roberts, London; of A letter 
to a great man; concerning the liberty of 
the press, printed in 1729 for J. Wilford, 
London; and of the 2d ed. of State Law; 
or, The doctrine of libels, discussed and 
examined, printed about 1730 by E. and R. 
Nutt, and R. Gosling for T. Wotton and J. 
Shuckburgh, London. [KD4112.F742] 74- 
16244 ISBN 0-8240-0956-8 22.00 

1. Liberty of the press—Great Britain. 2. 
Libel and slander—Great Britain. I. Title. 
Il. Series. 

Prepared from C.I.P. 


CONANT, Michael. 342’.73°029 
The Constitution and capitalism. St. Paul, 
West Pub. Co., 1974. vii, 306 p. 19 cm. 
Includes bibliographical references. 
[KF4550.Z9C59] 74-4996 4.50 (pbk.). 

i. United States—Constitutional law. 2. 
Trade regulation—United States. I, Title. 


SCHNAPPER, Morris 342’.73°062 
Bartel, 1912- 
Presidential impeachment; a documentary 
overview, edited by M. B. Schnapper. 
Introd. by Alan Barth. irene Public 
Affairs Press [1974] v, 144 p. 23 cm 
Bibliography: p. 143-144. [KF5075. A75S3] 
74-82946 4.50 
i. Nixon, Richard Milhous, 1913- — 
Impeachment—Addresses, essays, lectures. 
2. Impeachments—United States— 
Addresses, essays, lectures. I. Title. 


ROBINSON, Gien O. 342.73066 
The administrative process, by Glen O. 
Robinson [and] Ernest Gellhorn. St. Paul, 
West Pub. Co., 1974. xxxviii, 928 p. 26 
cm. (American casebook series) Includes 
bibliographical references. 
[KF5407.A4R62] 74-3583 17.50 

i Administrative _ procedure—United 
States—Cases. 2. Administrative 
agencies—United States. I. Gellhorn, 
Ernest, joint author. I. Title. II. Series. 


THE Craftsman: four 3427.73°085 
tracts, 1731-1740. New York, Garland 
Pub., 1974. p. cm. (The English book 
trade, 1660-1853) Reprint of The Case of 
opposition stated, between The Craftsman 
and the people, printed for J. Roberts, 
London, 1731; of The Doctrine of 
innuendo’s discuss’d; or, The Liberty of the 
press maintain’d, printed in London, 1731; 
of The Craftsman’s doctrine and practice 
of the liberty of the press, printed for J. 
Roberts, London, 1732; and of Treachery, 
baseness, and cruelty display’d to the full, 
in the hardships and sufferings of Mr. 
Henry Haines, printed for H. Haines, 
London, 1740. Includes bibliographical 
references. [KD4112.C7] 74-19183 ISBN 
0-8240-0957-8 22.00 

I. The Craftsman (London, 1726-36) 2. 
Liberty of the press—Great Britain. I. The 
Craftsman (London, 1726-36) If. Title. TI. 
Series. 

Prepared from C.I.P. 


PFEFFER, Leo, 1910- 342’.73°085 
God, Caesar, and the Constitution. 
[Boston, Beacon Press, 1974] p. cm. 
Bibliography: p. [KF4865.P44] 74-210 
ISBN 0-8070-4480-6 15.00 

i. Religious liberty—United States. 2. 
United States—Constitutional law. 3. 
Ecclesiastical law—United States. I. Title. 
Prepared from C.I.P. 


LANGER, Marshall J. 343.0573 
Tax and estate planning for the 
multinational individual [by] Marshall J. 
Langer. New York, Practising Law 
Institute [1974] 200 p. 22 cm. (Estate 
planning administration course handbook 
series, no. 47) ”D4-2159.” Includes 


300 SOCIAL SCIENCE 


bibliographical references. [LAW] 74- 
179937 20.00 
1. Tax planning. 2. Estate planning. 3. 


Taxation of aliens. I. Title. H. Series. 


FEDERAL tax practice 343.73704 
and procedure, 1974 / Lawreņce Goldfein, 
chairman. New York : Practising Law 
Institute, [1974] 280 p. ; 22 cm. (Tax law 
and practice course handbook series ; no. 
75) ”J4-3403.” ”Prepared for distribution 
at the Federal Tax Practice and Procedure 
Program, September-October 1974.” 
(KF6300.Z9F4 1974] 74-187814 20.00 

I. Tax administration and procedure— 
United States. I. Goldfein, Lawrence. I. 
New York (City). Practising Law Institute. 
IH. Title. IV. Series. 


GOLDBERG, Louis S. 
1897- 

Tax planning manual : basic long range tax 
strategy integrating income, estate, and gift 
tax / by Louis S. Goldberg. 2d ed. New 
York : Practising Law Institute, [1974] xxi, 
212 p. ; 24 cm. (Tax law and practice, 
practice handbook series ; no. 7) "Jl- 
0495,” First ed. published in 1971 under 
title: Tax planning desk book. 
[KF6297.Z9G58 1974] 74-76890 20.00 


343’.73°04 


i Tax  planning—United States— 
Handbooks, manuals, etc. IL Title. II. 
Series: Tax law and practice, practice 


handbook ; no. 7. 


REAL estate 343’.73°0437 
investment for institutional investors. 
Charles A. Goldstein [and] Richard 
Reichler, co-chairmen. New York, 


Practising Law Institute [1974] 464 p. 22 
cm. (Real estate law and practice course 
handbook series, no. 99) ”N4-3341.” 
”Prepared for distribution at the real estate 


investment for institutional investors 
workshop, June 1974.” Includes 
bibliographical references. [KF1079.R434] 


74-181651 20.00 

1. Real estate investment trusts—United 
States. 2. Joint adventures—United States. 
3. Limited partnership—United States. I. 
Goldstein, Charles A., 1936- II. Reichler, 
Richard, 1934- II New York (City). 
Practising Law Institute. IV. Title. V. 
Series. 


KRAGEN, Adrian A., 

1907- 
Cases and materials on Federal income 
taxation, by Adrian A. Kragen and John 
K. McNulty. 2d ed. St. Paul, West Pub. 
Co., 1974. Ixxxiv, 1107 p. illus. 27 cm. 
(American casebook series) Bibliography: 
p. 22-23. [KF6368.K7 1974] 74-7848 18.50 
i. Income tax-—-United States—Cases. I. 
McNulty, John K., joint author. I. Title. 
ITY, Series. 


343’.73°052 


STEINER, Barry. 343.73052 
Pay less tax legally / Barry R. Steiner. 
Chicago : H. Regnery, [1975] c1974. p. 
cm. Includes index. [KF6369.6.573 1975] 
74-20777 ISBN 0-8092-8343-3 pbk. : 1.50. 
I. Income tax--United States—Popular 
works. I. Title. 

Prepared from C.I.P. 


TAX losses. 343.73052 
Paul S. Berger, chairman. New York, 
Practising Law Institute [1974] 248 p. 22 
cm. (Tax law and practice course 
handbook series, no. 73) ”J4-2499.” 
”Prepared for distribution at the tax losses 
program, May-June 1974.” Page 248 
blank. [KF6396.Z9T385] 74-181652 20.00 
re Income tax-——United Stetes— 
Dedyctions—Losses. I. Berger, Paul S. IT. 
New York (City). Practising Law Institute. 
JIL, Title. IV. Series. 
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POST-MORTEM estate 343’.73°053 
Planning, 1974. Paul H. Asofsky, chairman. 
New York, Practising Law Institute [1974] 
312 p. 22 cm. (Estate planning and 
administration course handbook series, no. 
48) "D4-2161.” ”Prepared for distribution 
at the past-mortem estate planning 
program, July-August 1974.” Page 312 
blank. [KF6585.P682] 74-182392 20.00 

1. Decedents’ estates—Taxation—United 
_ States. I. Asofsky, Paul H. I. New York 
(City). Practising Law Institute. IT. Title. 
IV. Series. 


AREEDA, Phillip. 343’.73’072 
Antitrust analysis; problems, text, cases. 2d 
ed. Boston, Little, Brown, 1974. li, 1068 p. 
25 cm. (Law school casebook series) 
Includes legislation. ’Bibliographical note”: 
p. 2-4. [KF1648.A7 1974] 73-20891 19.00 

I. Trusts, Industrial—United States—Law. 
I. Title. 


POSNER, Richard A., 
comp. 

Antitrust cases, economic notes, and other 

materials, by Richard A. Posner. St. Paul, 

Minn., West Pub. Co., 1974. xxxi, 885 p. 

illus. 26 cm. (American casebook series) 

Includes bibliographical references. 

[KF1648.P6] 74-10013 16.50 

l. Trusts, Industrial—United States— 

Law—Cases. I. Title. II. Series. 


343’.73’072 


AGRICULTURAL 343°.73°076 
cooperatives. Henry D. Shereff, chairman. 
New York, Practising Law Institute [1974] 
616 p. 22 cm. (Corporate law and practice 
course handbook series, no. 151) ”B4- 
4500.” ”Prepared for distribution at the 
agricultural cooperatives program, June- 
September 1974.” Pages 612-616 blank. 
[KF1715.Z9A4] 74-182393 20.00 

1. Agriculture, Cooperative—Law and 
legislation—United States. I. Shereff 
Henry D. I. New York (City). Practising 
Law Institute. IT. Title. IV. Series. 


FIELD, Charles G. 343.73'078 
The building code burden [by] Charles G. 
Field [and] Steven R. Rivkin. Lexington, 
Mass., Lexington Books [1974] p. cm. 
Includes bibliographical references. 
[KF5701.F5] 73-11675 ISBN 0-669-90423- 
6 12.50 


I. Building laws—United States. 2. 
Construction industry—Law and 
legislation—United States. I Rivkin, 
Steven R., joint author. II. Title. 

Prepared from C.I.P. 

LEGAL and business 343?.73°078 


problems of the record industry. Donald E. 
Biederman, chairman. New York, 
Practising Law Institute [1974] 536 p. 22 
cm. (Patent, copyright, and literary 
property, course handbook series, no. 49) 
”G4-2674.” "Prepared for distribution at 
the legal and business problems of the 
record industry workshop, July 17-19, 
1974.” [KF1893.P46L4] 74-182377 20.00 

1. Phonorecords—Industry and trade—Law 
and legislation—United States. 2. Artists’ 
contracts—United States. I. Biederman, 
Donald E. II. New York (City). Practising 


Law Institute. IIE. Series: Patents, 
copyrights, literary property course 
handbook series, no. 49. 

MILLER, John 343”.73°0968 


McKnight, 1912-1959. 
Miller’s law of freight loss and damage 
claims. 4th ed. / Richard R. Sigmon. 
Dubuque, Towa : W. C. Brown Co., [1974] 
ix, 429 p. : 24 cm. First published in 1948 
under title: Motor carrier loss and damage 
claims. Includes indexes. [KF1091.M5 
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1974] 73-84327 ISBN 0-697-08511-2 
9.95 

i. Carriers—United States. 2. Liability 
(Law)—United States. I. Sigmon, Richard 
R., ed. I. Title. II. Title: Law of freight 
loss and damage claims. 


GILLMOR, Donald M. 343.73099 
Mass communication law; cases and 
comment, by Donald M. Gillmor [and] 
Jerome A. Barron. 2d ed. St. Paul, Minn., 
West Pub. Co., 1974. Ixiv, 1007 p. 27 cm. 
(American casebook series) Includes 
bibliographical references. [KF2750.A7G5 
1974] 74-9252 15.00 

1. Press law—United States—Cases. 2. 
Telecommunication—Law and legislation— 
United States—Cases. I. Barron, Jerome 
A., joint author. II. Title. III. Series. 


NOLL, Edward M. 343’.73°0994 
Radio operators license handbook / by 
Edward M. Noll. 3d ed. Indianapolis : H. 
W. Sams, 1974. 224 p. : ill. ; 22 cm. 
Includes index. [KF2814.Z9N6 1974] 74- 
79353 ISBN 0-672-21112-2 pbk. : 5.50 


I. Radio—United States—Laws and 
regulations. I. Title. 
GUNNINGHAM, Neil. 344’.42°0463 


Pollution, social interest and the law. 
[London] M. Robertson [1974] 96 p. 23 
cm. (Law in society series) Label mounted 
on t.p.: Distributed in U.S.A. by F. B. 
Rothman, South Hackensack, NJ. 
Bibliography: p. 92-94. [LAW] 74-184091 
ISBN 0-85520-061-8 6.95 

1. Environmental law—United States. 2. 
Environmental Jaw—Great Britain. 3. 
Environmental policy—United States. 4. 
Environmental policy—Great Britain. I. 
Title. 


*ANDERSON, Howard J., 
comp. 

Major labor-law principles established by 
the NLRB and the courts; (December 
1964-December 1973) prepared by 
Howard J. Anderson. Washington, Bureau 
of National Affairs [1974, c1971] x, 152 p. 
28 cm. Cover title [KF3365] 76-96208 
ISBN 0-87179-040-8 15.00 (pbk.) 

i. Labor laws and legislation—United 
States. I. Title. 


OEHMKE, Thomas H. 344’.73’01133 
Sex discrimination in employment / by 
Thomas H. Oehmke. lst ed. Detroit : 
Trends Pub. Co., 1974. vii, 134 p. ; 21 cm. 
Includes bibliographical references. 
[KF3467.04] 74-82280 7.55 

i. Discrimination in employment—Law 
and legislation—United States. 2. Sex 
discrimination against women—Law and 
legislation—United States. I. Title. 


344.73°01 


STONE, Morris, 344’.73’01133 
1912- 

Arbitration of discrimination grievances : a 
case book / edited by Morris Stone and 
Earl R. Baderschneider ; with a pref. by 
Robert Coulson ; and an introd. by Edwin 
R. Teple. New York : American 
Arbitration Association, [1974] 335 p. ; 23 
em. Includes bibliographical references and 
indexes. [KF3464.A7S76] 74-82117 10.00 
1. Discrimination in employment—United 
States—Cases. 2, Arbitration, Industrial— 
United States—Cases. I. Baderschneider, 
Earl R., joint author. IE American 
Arbitration Association. III. Title. 


FEDER, Gerald M. 344.730121 
Highlights of the new wage and hour law : 
explanation of changes : text of act as 
amended (including amended Portal-to- 
portal and Age discrimination acts) / by 
Gerald M. Feder. [Washington] : Bureau of 


AMERICAN. BOOK PUBLISHING RECORD 


National Affairs, [1974] i, 88 p. ; 23 ém. 
Cover title. Errata slip inserted. 
[KF3490.F4] 74-184826 pbk. : 2.50 

I. Wages—Minimum wage—United States. 
2. Overtime—United States. 3. Age and 
employment—United States. I. United 
States. Laws, statutes, etc. Fair dabor 
standards act. 1974. IL United States. 
Laws, statutes, etc. Portal-to-portal act. 
1974. HI. United States. Laws, statutes, 
etc. Age discrimination in employment act. 
1974. IV. ‘Title. 


WOODY, Robert 
Henley. 

Legal aspects of mental retardation; a 

search for reliability. (Springfield, IIl.] 

Thomas [1974] p. cm. [KF480.W66] 74- 

8305 ISBN 0-398-03243-2 8.75 

1. Mental health laws—United States. 2. 

Forensic psychiatry. I. Tite. 

Prepared from C.I.P. 


DE FRANCIS, 
Vincent. 
Child abuse legislation in the 1970's, by 
Vincent De Francis and Carroll L. Lucht. 
Rev. ed. [Denver, American Humane 
Association, Children’s Division, 1974 
200 p. 23 cm. Includes bibliographical 
references. [KF3735.Z95D4 1974] 74- 
162873 2.50 (pbk.). 
1. Children—Law—United States—States. 
I. Lucht, Carroll L., joint author. If, Title. 


344’.73'0323 


344’.73’03271 


UNITED States. 344’.73°0465 
Occupational Safety and Health 
Administration. 

Field operations manual compliance 


guidelines for the Occupational safety and 
health act of 1970 / United States Dept. of 
Labor, Occupational Safety and Health 
Administration. New York : Commerce 
Clearing House, 1974. 173 p. ; 23 cm. 
Reprint of the initial ed. of the Field 
operations manual issued in May 1974. 
Includes index. [KF3570.A85] 7 186386 
pbk.: 4.00. 

I. Industrial safety—Law and legislation— 
United States. 2. Industrial hygiene—Law 
and legislation—United States. I. Title. 


UELMEN, Gerald F. 344’.73°0545 
Cases, text, and materials on drug abuse 
and the law, by Gerald F. Uelmen and 
Victor G. Haddox. St. Paul, West Pub. 
Co., 1974. xix, 564 p. 24 cm. [KF3885. U4] 
74-3664 12.50 . 

1. Drugs—Laws and legislation —United 
States—Cases. 2. Drug abuse—United 
States—Cases. I. Haddox, Victor G., joint 
author. IT. Title. 


KIRP, David L. 344°.73°07 
Educational policy and the law : cases and 
materials / David L. Kirp, Mark G. Yudof 
; foreword by Nathan Glazer. Berkeley, 
Calif. McCutchan Pub. Corp., [1974] 
xxxix, 749 p. ; 24 cm. Errate slip inserted. 
Includes index. Bibliography: p. xix-xxxiv. 
ee K5] 73-17609 ISBN 0-8211-1015- 
: 1790 

i ` Educational law and legislation—United 
States—Cases. I. Yudof, Mark G., joint 
author. IT. Title. 


LEGAL problems in 344’.73’074 
higher education. Guest editor: Collins W. 
Burnett. Assistant editors: Kathleen Harris 
[and] Ann Major. Lexington, College of 
Education, University of, Kentucky, 1974. 
ix, 117 p. 22 cm. (Bureau of School 
Service ‘bulletin, University of Kentucky, v. 
46, no. 3) Based on discussion papers for a 
graduate seminar in the Dept. of Higher 
and Adult Education of the University of 
Kentucky, spring 1973. ”A selected and 
annotated bibliography on legal problems 


“DECEMBER 31,1974 


in higher education, by Robert Payne 
Koven”: p. 97-113. [KF4225.A75L44] 74- 
622531 1.00 (pbk.). 

i. Universities and colleges—Law and 
legislation—United States—Addresses, 
“essays, lectures. 2. College students—Legal 
status, laws, etc.—United  States— 
Addresses, essays, lectures. I. Burnett, 
Collins W., 1914- ed. II. Series: Kentucky. 
University. Bureau of School Service. 
Bulletin, v. 46, no. 3. 


LISTOKIN, David. 344°.73'076 
Educational financing reform: a guide to 
legislative action. New Brunswick, Center 
for Urban Policy Research, Rutgers 
University , [1974] 83 p. 26 cm. 
Bibliography: p. 73-79. [KFN2190.Z9L5] 
74-181542 5.00 (pbk.). 

J. Educational law and legislation—New 
Jersey. 2.  Edatcation—New Jersey— 
Finance—Statistics. 3. Education—United 
States—Finance—Statistics. I. Title. 


COUNSELING 344’.73°099 
professional athletes and entertainers, 1974 
/ Martin E. Blackman, Frederic [i.e. 
Fredric] B. Gershon, co-chairman. New 
York : Practising Law Institute, [1974] 352 
p. ; 22 cm. (Patent, copyright, and literary 
property course handbook series ; no. 51) 
°G4-2676.” "Prepared for distribution at 
the counseling professional athletes and 
entertainers workshop, August 12-14, 
1974.” Pages 350-352 blank. 
[KF390.E57C684] 74-186392 20.00 

1. Entertainers—Legal status, laws, etc.— 
United States. 2. Athletes—Legal status, 
laws, etc.—United States. I. Blackman, 
Martin E. I. Gershon, Fredric B. II. New 
York (City). Practising Law Institute. IV. 
Series: Patents, copyrights, and literary 
property course handbook series ; no. 51. 


*ALDINE crime and Justice 345.05 
Annual 1973. Chicago, Aldine [1974] 535 
p. 24 cm. [KF9223] 78-38401 ISBN 0-202- 


23015-7 14.00; 20.00 (lib. bdg.); 11.75 
(text edition) 

1. Criminal law. 

PARRY, Leonard Arthur. 345’.42°02 


Some famous medical trials, by Leonard A. 
Parry. With an intrdod. by Willard 
Huntington Wright. Clifton [N.J.] A. M. 
Kelly, 1974. p. cm. (Medicina classica) 
Reprint the 1928 ed. published by 
Scribner, New York. [KD370.P37 1974] 
74-95631 ISBN 0-678-03754-X 14.00 

1. Trials—Great Britain. 2. Physicians— 
Great Britain. I. Title. 

Prepared from C.I.P. 


FIVE tracts on libel 345’.42°0256 
addressed to Charles James Fox, 1791- 
1792. New York, Garland Pub., 1974. p. 
cm. (The English book trade, 1660-1853) 
Reprint of Considerations on the matter of 
libel, by T. Leach, 1791; Debates in both 
Houses of Parliament on ¿the bill 
introduced by the Rt. Hon. Charles James 
Fox ..., 1792; and three tracts by J. 
Bowles, all published in 1792: A letter ... 


respecting libels; A second letter ...; and 
Brief deductions from first principles 
applying to the matter of libel. 


(KD 1960.A75F58] 74-16054 ISBN 0-8240- 
0974-6 22.00 
1. Fox, Charles James, 1749-1806. 2. Libel 
and slander—Great Britain. I. Bowles, 
John. II. keach, Thomas, 1746-1818. 
- Considerations on the matter of libel 
1974. II. Great Britain. Parliament. 
Debates in both Houses of Parliament on 
the biil introduced by the Rt. Hon. Charles 
James Fox. 1974. IV. Title. V. Series. 
Prepared from C.I.P. 


*AYMAR, Brandt. 345.73°00924 
Laws and trials that created history by 
Brandt Aymar and Edward Sagarin. New 
York, Crown, [1974]. viii, 214 p. illus. 29 
em [E723] 73-78876 ISBN 0-517-50535- 
.95. 

1. Trials. I. Sagarin, Edward, joint author. 
TI. Title. 


ADVANCED public 345.7301 
defenders workshop / B. James George, 
Jr., chairman. New York : Practising Law 
Institute, [1974] 512 p. ; 22 cm. (Criminal 
law and practice course handbook series ; 
no. 69) ”Prepared for distribution at the 
advanced public defenders workshop, June 
20-22, 1974.” [KF9646.Z9A3] 74-187835 
20.00 

1. Public defenders—United States. 2. 
Criminal procedure—United States. I. 
George, Beauford James, 1925- ed. I. 
New York (City). Practising Law Institute. 
III. Title. IV. Series. 


ARLEN, Michael J. 345’.73'02523 
An american verdict, [by] Michael J. Arlen 
Garden City, N.Y., Anchor 1974 196 p. 21 
cm. [KF224.H25A7] 0-385 2.95 (pbk.) 

1. Hanrahan Edward V. 2. Black Panther 
Party. I. Title. 

L.C. card no. for original edition 73-79640. 


GASKIN, Stephen, 

defendant-appellant. 
The grass case / [Stephen Gaskin] 
[Summertown, Tenn. : Book Pub. Co., 
1974] 101 p. in various pagings : ill. ; 22 
cm. Brief submitted in appeal to the U.S. 
Supreme Court. Includes bibliographical 
ae [KF224.G38F3] 74-187786 pbk. 
I. Gaskin, Stephen. I. United States. 
Supreme Court. II. Title. 


AMERICAN Bar 345’.73°05 
Association. Project on Standards for 
Criminal Justice. 

Standards relating to the administration of 

criminal justice : compilation with index / 

American Bar Association Project on 

Standards for Criminal Justice. [New 

York : Institute of Judicial Administration 
; [Chicago : available from the American 

Bar Association, 1974] vi, 641 p. ; 23 cm. 

[KF9223.A94] 74-184089 3.25 

1. Criminal justice, Administration of— 

United States. I. Title. 


MCCLAIN, Emlin, 1851- 
1915. 

A treatise on the criminal law as now 
administered in the United States. [New 
pref. by Alton Waldon] Chicago, 
Callaghan, 1897. [New York, AMS Press, 
1974] p. cm. (Foundations of criminal 
justice) [KF9219.M3 1974] 74-156026 
ISBN 0-404-01927-X 65.00 (2 vols.) 

1. Criminal Jaw—United  Siates. 2. 


343°.73°027 


345°.73°05 


Criminal procedure—United States. I 

Title. IT. Series. 

Prepared from C.I.P. 

WEINREB, Lloyd L., 345.7305 
1936- 

Criminal process cases, comment, 


questions / by Lloyd L. Weinreb. 2d ed. 
Mineola, N.Y. : Foundation Press, 1974. 
xlvii, 1211 p. : forms ; 27 cm. (University 
casebook series) Includes index. 
Bibliography: p. 1139-1202. [KF9618.W4 
1974] 74-84537 19.00 

I. Criminal procedure—United States— 
Cases. I. Title. II. Series. 


COOK, Joseph G., 
1939- 

Constitutional rights of the accused: trial 

tights, by Joseph G. Cook. Rochester, 


345°.73’056 


JUU SOCIAL SCIENCE 


N.Y., Lawyers Co-operative Pub. Co., 
1974. ix, 426 p. 26 cm. (Criminal law 
library) Includes bibliographical references. 
(KF9625.C66 1974] 74-17344 35.00 

1. Criminal Procedure—United States. I. 
Title. 


WALTZ, Jon R. 345.7306 
Criminal evidence [by] Jon R. Waltz. 
Chicago, Nelson-Hall Co. [1974] p. cm. 
(The Nelson-Hall Law enforcement series) 
Bibliography: p. [KF9660.W3] 74-12398 
ISBN 0-88229-130-0 14.00 

I. Evidence, Criminal—United States. I. 
Title. 

Prepared from C.I.P. 


TEXAS. Laws, 
Statutes, etc. 
Penal code. St. Paul, West Pub. Co. [1974] 


345’.764'002632 


4 v. 27 cm. At head of title: Vernan’s 
Texas es annotated. 
EETI761.A3325A2 1974] 74-176202 
165.00 


1. Criminal law—Texas. I. West Publishing 
Company, St. Paul. II. [Penal code (1973)] 
III. Title. IV. Title: Vernon's Texas codes 
annotated. 


PASSAMANECK, Stephen M. 346.086 
Insurance in rabbinic law, by Stephen M. 
Passamaneck. Edinburgh, University Press 
[1974] x, 219 p. 22 cm. Bibliography: p. 
[199}-203. [LAW] 73-89509 ISBN 0-202- 
12008-2 

1. Insurance, Marine (Jewish law) I. Title. 


Distributed by Aldine Publishing 
Company, 10.00. 

THE literary 346’.42°0482 
property debate: six tracts, 1764-1774, 
New York, Garland Pub., 1974. p. cm. 
(The English book trade, 1660-1853) 


{[KD1300.A75L53] 74-18391 ISBN 0-8240- 
0965-7 22.00 

1. Donaldson, Alexander, d. 1794. 2. 
Copyright—Great Britain. I Title. IL. 
Series. 

Prepared from C.I.P. Contents omitted. 


ALEXANDER, Shana. 346.73013 
Shana Alexander’s State-by-State guide to 
women’s legal rights. Los angele 
Wollstonecraft, [1975] p. 
[KF478.Z95A4] 74-10169 ISBN 0- 88381. 


008-5 : 9.95. ISBN 0-88381-009-3 pbk. : 
5.95. 

I. Women—Legal status, laws, etc.— 
United States—States. I. Title. 

Prepared from C.I.P. 

KANOWITZ, Leo. 346.73013 


Sex roles in law and society ;cases and 
materials, 1974 supplement. Albuquerque, 
University of New Mexico Press, [1974] 
170 p. 24 cm. Includes bibliographical 
references. [KF478.A4K35] ISBN 0-8263- 
0328-5 3.00 (pbk.) 

1. Woman—Legal status, laws, etc—United 
States—Cases. I. Title. 

L.C. card no. for original ed.: 72-94656. 


ROSS, Susan C. 346.73013 
The rights of women; the basic ACLU 
guide to a woman’s rights [by] Susan C. 
Ross. [New York] Sunrise Books [1973, 
i.e.1974] 384 p. 22 cm. (The American 
Civil Liberties Union handbook series} ”A 
Richard Baron book.” Includes 
bibliographical references. [HQ1255.R67 
1973] 73-84702 ISBN 0-87690-136-4 7.95 
1. Women’s rights—United States. I. Title. 
II. Series: American Civil Liberties Union. 
Handbook. 

Distributed by E. P. Dutton. 


PAULSEN, Monrad G. 346.73015 
Cases and other materials on domestic 
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relations / by Monrad G. Paulsen, Walter 
` Wadlington, Julius Goebel, Jr. 2d ed. 
Mineola, N.Y. : Foundation Press, 1974. 
xxxvi, 988 p. ; 27 cm. (University 
casebook series) Cover title: Domestic 
‘relations : cases and materials. On spine: 
Cases on .domestic relations. Includes 
bibliographical references and index. 
[KF504.P38 1974] 74-83054 17.00 

l. Domestic relations—United States— 
Cases. I. Wadlington, Walter, 1931- joint 
author. II. Goebel, Julius, 1892-1973, joint 
author. HI. Title. IV. Title: Domestic 
relations : cases and materials. V. Title: 
Cases on domestic relations. VI. Series. 


BERNACCHI, Richard L. 346’.73'025 
Data processing contracts and the law / 
Richard L. Bernacchi and Gerald H. 
Larsen. Boston : Little, Brown, 1974. xvii, 
715 p. ; 25 cm. Includes bibliographical 
references and index. [KF946.B47] 73- 
20889 25.00. 

i. Computer leases-United States. I. 
Larsen, Gerald H., joint author. If. Title. 


NEW developments in 346’.73°033 
medical malpractice. Lee S. Goldsmith, 
chairman. New York, Practising Law 
Institute [1974] 352 p. 22 cm. (Litigation 
course handbook series, no. 68) ”H4- 
3803.” "Prepared for distribution at the 
new developments in medical malpractice 
program, May-July 1974.” Pages 348-352 
blank. [KF1289.Z9N4] 74-179924 20.00 

i. Malpractice—United States. L 
Goldsmith, Lee S. II. New York (City). 
Practising Law Institute. HI. Title. IV. 
Series. 


LEFCOE, George. 346’.73°043 
An introduction to American land law : 
cases and materials / George Lefcoe. 
Indianapolis : Bobbs-Merrill, [1974] xxv, 
678 p. ; 27 cm. (Contemporary legal 
education series) Includes bibliographical 
references and index. [KF569.L39] 74- 
2945 ISBN 0-672-81893-0 : 14.50 

J. Real property—United States—Cases. I. 
Title. I. Series. 


COMMERCIAL and 346°.73'0433 
industrial condominiums / Charles A. 
Goldstein, program chairman ; Henry W. 
Enberg I, staff editor. New York : 
Practising Law Institute, [1974] xx, 429 p. 
: forms ; 24 cm. (Real estate law and 
practice transcript series ; no. 18) ”N2- 
0353.” "Based on a transcript of the PLI 
program given in May, June and July 1973 
and substantially revised and expanded by 
the contributors.” Includes index. 
[KF58!.C615] 74-75646 20.00 

1. Condominium (Housing)—United States. 
2. Office buildings—United States. 3. 
Industrial buildings—United States. I. 
Goldstein, Charles A., 1936- II. Enberg, 
Henry W., 1940- ed. III. New York (City). 
Practising Law Institute. IV. Title. V. 
Series. 


COMMERCIAL real 346°.73°04346 
estate leases, Sth. Milton R. Friedman. 
chairman. New York, Practising Law 
Institute [1974] 624 p. 22 cm. (Real estate 
law and practice course handbook series, 
no. 98) ”N4-3337." Prepared for 
distribution at the commercial real estate 
leases seminar, May-June 1974.” Pages 
620-624 blank. Bibliography: p. 479-503. 
[KF593.C6C62] 74-179468 20.00 


Commercial leases--United States. I. 


Friedman, Milton R., 1904- IL New York 
(City). Practising Law Institute. Hi. Title. 
IV. Series. 


DUE diligence in 346'.73°0437 
real estate transactions / Stephen E. 
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Roulac, chairman. New York : Practising 
Law Institute, [1974] 2 v. ; 22 cm. (Real 
estate law and practice course handbook 
series ; no. 102-103) "N4-3352/N63346.” 
Prepared for distribution at the Due 


Diligence in Real Estate Transactions 
Workshop, August-September 1974.” 
Includes bibliographical teferences. 


[KF1079.Z9D8] 74-187805 20.00 

i. Real estate investment trusts—United 
States. 2. Real estate business—Law and 
legislation—United States. 3. Securities— 
United States. I. Roulac, Stephen E. II. 
New York (City). Practising Law Institute. 
If. Title. IV. Series. 7 


REAL estate and the 346’.73°045 
environment, 1974 / Lawrence Godofsky, 
chairman. New York : Practising Law 
Institute, [1974] 600 p. ; 22 cm. (Real 


‘estate law and practice course handbook 


series ; no. 101) "N4-3348.” ”Prepared for 
distribution at the Real Estate and the 
Environment Program, August-September, 
1974.” Includes bibliographical references. 
[KF5698.R42] 74-187798 20.00 

1. Land subdivision—Law and legislation— 
United States. 2. Environmental law— 
United States. I. Godofsky, Lawrence. II. 
New York (City). Practising Law Institute. 
HI. Title. IV. Series. 

MILLER, Richard I. 346.73048 
Legal aspects of technology utilization [by] 


Richard I. Miller. Lexington, Mass., 
Lexington Books [1974] p. cm. 
[KF2979.M5] 74-16943 ISBN 0-669- 


96172-8 13.50 

1. Intellectual property—United States. 2. 
Patent laws and legislation—United States. 
I Title. 

Prepared from C.I.P. 


Erit Howard Leoner, 
Non-profit corporations, organizations, and 
associations [by] Howard L. Oleck. 3d ed. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] xix, 1000 p. 26 cm. First ed. 
published in 1956 under title: Non-profit 
corporations and associations. Includes 
bibliographical references. [KF1388.044 
1974] 73-22496 ISBN 0-13-623355-4 39.95 
1. Corporations, Nonprofit—United States. 
; Cmncoinorated societies—United States. 
Title. 


PREVENTING 346°.73°0666 
directors’ liability under the securities laws. 
Bruce Alan Mann, chairman. New York, 
Practising Law Institute [1974] 232 p. 22 
em. (Corporate law -and practice course 
handbook series, no. 135) Pages 226-232 
blank. ”B4-3588.” “Prepared for 
distribution at the preventing directors’ 
liability under the securities Jaws seminar, 
May-June, 1974.” Includes bibliographical 
references. [KF1439.P7] 74-179929 20.00 
1. Securities—United States. 2. Directors 
of corporations—United States. 3. Liability 
(Law)—United States, I. Mann, Bruce 
Alan. II. New York (City). Practising Law 
Institute. ITI. Title. IV. Series. 


346’.73'064 


MCMURRY, Garry P. 346.7307 
Business law / Garry P. McMurry, Robert 
W. Packwood, Educational Research 
Associates. San Francisco : Canfield Press, 
1974. x, 596 p. ; 23 cm. [KF889.3.M3] 74- 
182884 ISBN 0-06-453003-5 pbk. : 7.00 

l. Business law-—United States. I. 
Packwood, Robert W., joint author. II. 
Educational Research Associates. HI. Title. 


ABA national 346°.73°0708 s 
institute: revolution in securities regulation, 
proceedings. October 11, 12, 13, 1973, 
Washington, D.C. [Chicago] Section of 


AMERICAN BOOK PUBLISHING RECORD 


Corporation, Banking, and Business Law, 
American Bar Association, 1974. vii, 190 
p. 23 cm. (The Business lawyer, v. 29) 
Cover title. Includes bibliographical 
references. [KF889.A1B87 vol. 29] 
[KF 1439] 346°.73°092 74-182337 2.50 
1. Securities—United States. I. American 
Bar Association. Section of Corporation, 
Banking and Business Law. II, Title. Lil. 
Series. 
RUTTER, William A., 346.73072 
28- 
Sales / by Wiliam A. Rutter. 6th ed. 
Gardena, Calif. : Gilbert Law Summaries, 
[1974] xi p., 98 leaves ; 28 cm. First ed. 
published in 1960 under title: Gilbert sales 
summary, [KF915.Z9R8 1974} 74-18778 
9 À 
1. Saʻes—United States--Compends. T. 
Title. e 


THE UCC as it affects 346’.73°082 
bank transactions. New York, Practising 
Law Institute [1974] 2 v. 22 cm. 
(Commercial law and practice course 
handbook series, no. 110-111) ”A4-2027. 
A4-2028.” ”Prepared for distribution af the 
UCC as it affects bank transactions 
workshop.” [KF975.U15] 74-182398 20.00 
1. Banking law—lUnited States. 2. 
Commercial law—United States. I New 
York (City). Practising Law Institute. IT. 
Title. II. Series. 


BRODSKY, Edward. 346°.73°092 
Guide to securities litigation / by Edward 
Brodsky. [New York] : Law Journal Press, 
p374] p. cm. [KF1439.B7] 74-23221 


1. Securities—United States. I. Title. 
Prepared from C.I.P. 


OPTION trading. 346.73092 
Lewis B. Merrifield, IHI, chairman. New 
York, Practising Law Institute [1974] 424 
p. forms. 22 cm. (Corporate law and 
practice course handbook series, no. 146) 
”B4-3592.” ”Prepared for distribution at 
the option trading program, May-June, 
1974.” Includes bibliographical references. 
[KF1070.06] 74-180039 20.00 

1. Stock-exchange—United States—Law. 2. 
Securities—United States. I Merrifield, 
Lewis B., 1939- I. New York (City). 
Practising Law Institute. If. Title. IV. 
Series. ` 


REAL estate 346’.73'092 
securities. Don Augustine, chairman. New 
York, Fractising Law Institute [1974] 3 v. 
illus. 22 cm. (Real estate and law and 
practice course handbook series, no. 94-96) 
"N4-3343/N6-3338.” Prepared for 
distribution at the real estate securities 
workshop, May-June 1974.” Includes 
bibliographical references. [KF1079.R438] 
74-180040 20.00 

1. Real estate investment trusts—United 
States. 2. Securities—United States. 3. 
Investments—Law and legislation—United 
State$. I. Augustine, Don, 1929- II. New 
York (City). Practising Law Institute. HI. 
Title. IV. Series. 


ISRAELS, Carlos L. 346'.747°066 
Corporate practice / Carlos L. Israels ; rev. 
by Alan M. Hoffman, 3d ed. New York : 
Practising Law Ingtitute, [1974] xxiv, 923 
p. ; 24 cm. (Corporate law and practice 
series no. 8) "Blel211.” Includes 
bibliographical references ° and index. 
{KFN5345.18 1974] 74-78605 20.00 

1. Corporation law—New York (State) 2. 
Corporation law—Delaware. I Hoffman, 
Alan M. IL Title. II. Series: Corporate law 
and practice practice handbook series ; no. 


VICUCMDCR 91/1774 


CALIFORNIA. 
Laws, Statutes, etc. 
Parker’s Evidence code of California, 
legislation through 1973, including all bills 
enacted in 1973 becoming effective on 
January Í, 1974. Miles Clark, editorial 
director. Los Angeles, Parker [1974] vii, 
275 p. 23 cm. [KFC1030.A333A2 1974] 
73-93714 5.00 (pbk.) 
I. Evidence (Law)—California. I. Clark, 
Miles. Hf. Parker & Son Publications, inc. 
HI. Title. IV. Title: Evidence code of 
California. 


346°.794°0602632 


*ESTATE planning; quick 347.65 
reference outline. 

The 21st. ed., 1974, by William R. Spinney 
is availatfle from Commerce Clearing 
House, New York, for 3.00 (pbk.). L.C. 


card no. for original ed.: 60-16470. 


MERRILL, Frederic R. 347°.73°205 
Problems and materials on Federal courts 
and civil procedures, by Frederic R. 
Merrill and Dominick R. Vetri. St. Paul, 
West Pub. Co., 1974. xxxviii, 460 p. illus. 
25 cm. (American casebook series) On 
spine: Problems in Federal courts. Includes 
bibliographical references. [KF8839.M47] 
74-123 8.50 

1. Civil procedure-—United States—Cases. 
2. Courts—United States—Cases. I. Vetri, 
Dominick R., joint author. If, Title. HI. 
Title: Problems in Federal courts. IV. 
Series. 


WILKINSON, J. Harvie, 
1944- 

Serving justice : a Supreme Court clerk’s 
view / J. Harvie Wilkinson, 1]. New York 
: Charterhouse, [1974] xv, 207 p. ; 21 cm. 
Includes bibliographical references and 
index. [KF8748.W54] 74-78898 ISBN 0- 
88327-044-7 : 7.95 

1. United States. Supreme Court. I. Title. 


WARREN, Earl, 1891- 347.732634 
1974. 

The public papers of Chief Justice Earl 

Warren. Edited by Henry M. Christman. 

oe Conn., Greenwood Press [1974] 
p. Rep rint of the 1959 ed. 

[KF213, w34e53 1974] 74-10019 ISBN 0- 

8371-7654-9 13.25 

1l. Judicial opinions-—-United States. 2. 

California—Politics and  government— 

Addresses, essays, lectures. 

Prepared from C.I.P. 


COUND, John J. 347.735 
1974 civil procedure supplement; 
containing selective Federal and State 
statutes, rules, problems, and forms, by 
John J. Cound, Jack H. Friedenthal [and] 
Arthur R. Miller. St. Paul, West Pub. Co., 
1974. iii, 370 p 26 cm. (American 
casebook series) *For use with all pleading 
and procedure casebooks.” [KF8839.C624 
1974] 74-175096 18.50 

1i. Civil procedure—United States. I. 
Friedenthal, Jack „H, joint Author. IL 
Miller, Arthur Raphael, 1934- joint author. 
ii. Title. IV. Title: Civil procedure 
supplement. V. Series. 


CLAY, Watson. 347’.769°05 s 
Rules of civil procedure annotated. 3d ed. 
St. Paul, West Pub. Co., 1974. 2 v. forms. 
27 cm. (Kentucky practice, v. 6-7) First 
published in 1954 under title: Kentucky 
civil rules: practice and procedure, with 
comprehensive comments. Kept up to date 
by pocket parts. [KFK1280.K4 vol. 6-7] 
(KFK1729] 347°.769°05 74-255 72.00 

1. Civil procedure—Kentucky. I. Kentucky. 
Courts. Kentucky rules of civil procedure. 
1974. If. Title. III. Series. 


347.7326 


ILLINOIS practice act 347.77305 
‘and rules. With amendments to December 
1, 1973. St. Paul, Minn., West Pub. Co. 
[1974] v, 604 p. 24 cm. ”Smith-Hurd 
Illinois annotated statutes. Chapter 110: 
Practice; chapter 110A: Practice rules. 
Federal court rules, U.S. Court of Appeals 
for the Seventh Circuit, U.S. District 
Courts.” "Provides ... the text of the Civil 
practice act and related laws found in 
chapter 110 of the Illinois revised statutes, 
the text of the practice rules found in 
chapter 110A, and the text of Federal 
court rules essential to Federal practice in 
Illinois.” [(KFI1729.A2 1974] 74-177287 
7.00 (pbk.). 

i. Civil procedure—illinois. 2. Court 
rules—Iilinois. T. United States. Court of 
Appeals for the Seventh Circuit. H. United 
States. District Courts. IL’. West Publishing 
Company, St. Paul. IV. Illinois. Laws, 
statutes, etc. Civil practice act. 1974. V. 
Illinois. Supreme Court. Rules. 1974. 


MINNESOTA District 347.776075 
Judges Association. Cammittee on Jury 
Instruction Guides. . 

Minnesota jury instruction guides: civil 

GIG ID. James F. Murphy, chairman, 

James L. Hetland, Jr, and Oscar C. 

Adamson, II, reporters. 2d ed. St. Paul, 

West Pub. Co., 1974. xxxvi, 633 p. 27 cm. 

(Minnesota practice, v. 4) [KFM5480. M53 

vol. 4 1974] 74-2712 36.C0 

i. Instructions to juries—Minnesota. I. 

Title. If. Series. 


LEACH, Richard H., 
comp. 

Dimensions of state and urban policy 
making. Richard H. Leach [and] Timothy 
G. O’Rourke, general editors. New York, 
Macmillan [1975, ie. 1974] . cm. 
Includes bibliographies. [JK2431.L4] 74- 
3805 ISBN 0-02-369000-3 5.95 (pbk.). 

1. State governments—Addresses, essays, 
lectures. 2. Municipal government—United 
States—Addresses, essays, lectures. I. 
O’Rourke, Timothy G., joint comp. II. 
Title. 

Prepared from C.I.P. 


350.0008 


BIDWELL, Robin 350.2°09174927 
Leonard. 

The Arab world, 1900-1972. Compiled and 

edited by Robin Bidwell. [London] Cass 

[1973] xi, 124 p. 29 cm. (His ute ‘o 

government ministers, 

[JQ1850.A4B53 1973] 742162844 ISBN o. 

7146-3001-2 

J. Arab countries—Registers. I. Title. 


Distributed by International Scholarly 
Book Service; 25.00. 
POWERS, Stanley Piazza. 352.008 


Developing the municipal organization. 
Editors: Stanley Piazza Powers, F. Gerald 
Brown fand] David S. Arnold. 
[Washington] Published for the Institute 
for Training in Municipal Administration 
by the International City Management 
Association [1974] 318 p. illus. 28 cm. 
(The Municipal management series) 
Bibliography: p. [299]-308. PS145. P68] 74- 
79125 15.0 

L Minal government. I. Brown, F. 
Gerald, joint author. If. Arnold, David S., 
joint author. II. Institute for Training in 
Municipal Administration, Chicago. IV. 
Title. V. Series. ` 


LEE, Kaiman. 352.008°02854 
Integrated municipal information system / 
by Kaiman Lee. Boston : Environmental 


JUVY JYUIAL JLILIYUC 


Design & Research Center, [1974] 52 

leaves ; 29 cm. Cover title: IMIS. Includes . 
bibliographical references. [JS344.E4L43] 

74-184835 8.00 

J. Electronic data processing—Municipal 

government. 2. Municipal government— 

United States. I. Title. II. Title: IMIS. 


*KRANNICH, Ronald R. 352.0593 
Urbanization in Thailand [by] Ronald L. 
Krannich and others. Introduction by M. 
Ladd Thomas. [n.p], Center for 
Governmental Studies, Northern Illinois 
University, 1974 113 p. 28 cm. (Center for 
Southeast Asian Studies: occasional papers 
no. 2) [587335] 

i. Cities and towns —Thailand. 2. Local 
governments—Thailand. I. Center for 
southeast Asian Studies. IT. Title. 
Distributed by The Cellar Book Shop, 
Detroit for 5.00 (pbk.) 


NEHER, Clark D. 352.0593 
The dynamics of politics and 
administration in rural Thailand, by Clark 
D. Neher. [Athens] Ohio University, 
Center for International Studies [1974] vii, 
105 p. illus. 28 cm. (Papers in international 
studies. Southeast Asia series no. 30) 
Includes bibliographical references. 
[JS7402.N39] 73-620256 3.50 

l. Local  government—Thailand. 2. 
Villages—Thailand, I. Title. II. Series. 


*WESTERHOF, Caroline 352.07471 
Shaffer. 

The executive connection; mayors and 
press secretaries—The New York 
experience. New York, Dunellen, 1974. 
191 p. 22 cm. [38356] 73-88999 ISBN 0- 
8046-7090-0 10.00 

1. Mayors—New York City. 2. Executive 
Power-—United States. I. Title. 


*ZEIGLER, L. Harmon. 352.945 
Governing American schools; political 
interaction in local school districts, [by] L. 
Harmon Zeigler, M. Kent Jennings, with 
the assistance of G. Wayne Peak. North 
Scituate, Mass., Duxbury Press [1974] xvi, 
269 p. 25 cm. [LC89] 74-75716 ISBN 0- 
87872-067-7 11.95 

1. Education and state. I. Jennings, M. 
Kent, joint author. II. Peak, G. Wayne, 
Joint author. III. Title. 


*SCOTT, David W. 353 
Analyzing state and local politics; a 
workbook, [by] David W. Scott [and] 
David R. Beam. Boston, Holbrook Press, 
[1974]. x, 208 p. illus. 28 cm. [JK2408] 73- 
84041 4.50 (pbk.) 

i. United States—Politics and government. 
2. Politics, practical—Manuals. I. Title. 


CLUBB, Oliver 353.001°3242°0924 B 
Edmund, 1901- 

The witness and I [by] O. Edmund Clubb. 
New York, Columbia University Press, 
1974 [cl975] xiv, 314 p. illus. 21 cm. 
Autobiographical. Bibliography: p. [307] 
[E748.C59A38] 74-11385 ISBN 0-231- 
03859-3 9.95 

i. Clubb, Oliver Edmund, 1901- 2. Internal 
security—United States. 3. Loyalty-security 
program, 1947- I. Title. 


WILDAVSKY, Aaron B. 353.007°22 
The politics of the budgetary process / 
Aaron Wildavsky. 2d ed. Boston : Little, 
Brown, [1974] xxvi, 271 p. : fil. ; 21 cm. 
Includes index. Bibliography: p. 251-264. 
[HJ2051.W485 1974] 74-5565 pbk. : 4.13 

1. Budget—United States. I. Title. 


GODFREY, Aaron Austin, 353.008’°75 
1942-1964, 
Government operation of the railroads, 
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1918-1920; its necessity, success, and 
consequences. Austin, Tex., Jenkins Pub. 
Co., 1974, xxxiii, 190 p. illus. 22 cm. 
Bibliography: . 169-177. [HE2757 
1918.G63 1974] 74-81922 6.95 
1. Railroads and state—United States— 
History. I. Title. 


HARGROVE, Erwin C. 353.03'2 
The power of the modern Presidency [by] 
Erwin C. pore [Ist ed] New York, 
Knopf [1974] cm. Bibliography: 
LK 316. H26] 74-9939 ISBN 0-394-31724-6 
3.95 (pbk.) 

1. Presidents—United States. 2. Executive 
power—United ‘States. 3. United‘ States— 
Politics and government—1933-1945. 4. 
United States—-Politics and government— 
1945- I. Title. 

Prepared from C.I.P. 


HAS the President too 353.03°2 
much power? : The proceedings of a 
conference for journalists / sponsored by 
the Washington Journalism Center ; edited 
by Charles Roberts. Ist ed. New York : 
Harper’s Magazine Press, [1974] xii, 257 p. 
; 21 cm. Conference held Oct. 15-18, 
1973. Includes index. [JK516.H33] 73- 
18427 ISBN 0-06-129600-3 pbk. : 3.50 

i. Executive power-—United States— 
Congresses. I, Roberts, Charles, 1916- ed. 
H. Washington Journalism Center. 


SAINTY, John 354’.42°0082 
Christopher. 

Officials of the Boards of Trade, 1660- 
1870, compiled by J. C. Sainty. London, 
Athlone Press [for] University of London, 
Institute of Historical Research, 1974. xiv, 
124 p. 25 cm. (Office-holders in modern 
Britain, 3) On spine: Office-holders: Boards 
of trade, 1660-1870. Distributed in the 
U.S. by Humanities Press, New York. 
Includes index. Bibliography: p. xi-xii. 
[HF73.G7823] 74- 183176 ISBN 0-485- 
17143-0 15.00 

i. Great Britain. Board of Trade— 
Registers. I. Title. If, Title: Office-holders: 
Boards of trade, 1660-1870. III. Series. 


*MAY, Robin. 355 
Wolfe's army; text by Robin May, color 
plates by G. Embleton. [New York], 
Hippocrene Books, [1974]. 40 p. illus. (part 
col.) 25 cm. (Men-at-arms series) [VA23] 
3.95 (pbk.) 

i. Canada—Armed forces. I, Title. 


*NICHOLSON, J. B. R. 355 
The British army of the crimea; text by J. 
B. R. Nicholson, color plates by Michael 
Roffe. [New York], Hippocrene Books, 
[1974]. 40 p. illus. (part col.) 25 cm. (Men- 
at-arms series) [VA649] 3.95 (pbk.) 

1. Great Britain—Armed forces. I. Title. 


*SIMKINS, Michael. 355 
The Roman Army from Caesar to Trojan; 
text by Michael Simkins; color plates by 
Michael Youens. [New York], Hippocrene 
Books, [1974]. 40 p. illus. (part col.) 25 
cm. (Men-at-arms series) [U35] 3.95 (pbk:) 
1. Rome—Armed forces—History. I. Title. 


SARKESIAN, Sam Charles. 355.0023 
The professional army officer in a changing 
society [by] Sam C. Sarkesian. [Chicago, 
Nelson-Hall Co., 1974] p. cm. 
Bibliography: p. [UB413.S527] 74-10917 
ISBN 0-911012-62-1 12.00 

i. United States, Army—Officers. 2. 
Military service as a profession. 3. 
Sociology, Military. I. Title. 

Prepared from C.I.P. 


MARTELL, Paul. 355’.0092'2 B 
World military leaders / Paul Marteil and 
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Grace P. Hayes, editors ; Trevor N. 
Dupuy, executive editor. New York : 
Bowker, [1974] 268 p. ; 29 cm. [U51.M35] 
74-78392 ISBN 0-8352-0785-4 25.00 

1. Military biography. I. Hayes, Grace P., 
joint author. IT, Title. 


HAUSER, William L. 355.00973 
America’s army in crisis: a study in civil- 
military relations [by] William L. Hauser 
Baltimore, Johns Hopkins University Pr. 
[1974 1973] as 242 p. 23 cm. 
Bibliography: p. 227- 237. [UA25.H38] 
ISBN 0-8018-1652-1 2.95 (pbk.) 
I. United States. 2. Army. 3. Sociology, 
military. I. Title. 

L.C. card no. for original edition: 73-4518 


FORNARI, Franco. 355.02°019 
The psychoanalysis of war. Translated 
from the Italian by Alenka Pfeifer. Garden 
City, N.Y., Anchor Press [1974] p. cm. 
Translation of Psicoanalisi della guerra. 
Bibliography: p. [U22.3.F6713] 78-123691 
ISBN 0-385-04347-3 2.95 (pbk.). 

J. War—Psychological aspects. I. Title. 
Prepared from C.I.P. 


CHANDLER, David G. 355.02°09 
The art of warfare on land / [by] David 
Chandler. London ; New York [etc.] : 
Hamlyn, 1974. 240 p. : ill. (some col.), 
maps, plans, ports. (1 col.) 31 cm. 
Includes index. “Distributed in the USA 
by Crown Publishers.” Bibliography: p. 
237. [U27.C45] 74-185781 ISBN 0-600- 
30137-0 : 9.98 - 

1. Military art and science—History. 2. 
History, Military. 3. War—RHistory. I. Title. 
*WHAT every veteran 


355.115 
should know. 
The 37th rev. ed., 1974, is available from 
George Spilman, P.O. Box 111, East 
Moline, Il. 61244 for 3.50 (pbk.) L.C. 
card no.: 45-46768. 


FINNEGAN, John 
Patrick. 

Against the specter of a dragon; the 

campaign for American military 

preparedness, 1914-1917. Westport, Conn., 

Greenwood Press [1974] p. cm. 

(Contributions in military history, no. 7) 

Bibliography: p. [D619.F45] 74-288 ISBN 

0-8371-7376-0 12.95 (lib. bdg.). 

i. European War, 1914-1918—United 

States. 2. United States—Military policy. I. 
Title. If. Series. 

Prepared from C.I.P. 


WINTRINGHAM, Thomas 
Henry, 1898- 1949. 
Weapons and tactics / Tom Wintringham 
and J. N. Blashford-Snell. Harmondsworth, 
Eng. ; Baltimore : Penguin Books, 1973. 
285 p. ; 18 cm. Pt. 1 by T. H. 
Wintringham first published in 1943; pt. 2 
by J. N. Blashford-Snell first published in 
1973. Includes bibliographical references 
and index. [U27.W52 1973] 74-186316 
ISBN 0-14-021522-0 pbk. : 1.95 

1. Military art and science—History. 2. 
Arms and armor—History. 3. Tactics— 
History. I. Blashford-Snell, J. N. II. Title. 


SELBY, John Millin. 357.10973 
US. cavalry; text by John Selby; color 
plates by Michael Rolfe. [New York], 
Hippocrene Books, [1974, c1972]. 40 p. 
illus. (part col.) 25 cm. (Man-at-arms 
series) [VA30. Sih 3.95 (pbk.) 

Cavairy— 


i. United States. Army. 

History. L Title. 

L.C. card no. for original ed.: 72-182777. 
FEIST, Uwe, 1937- 358’.18'0943 
Leichte panzers in action. Created by Uwe 


355.2°12°0973 


355.409 


/ 7A-AILAILAIN DY PMD AR 


Feist. Captions by Mike Dario. [Warren, 


Mich.] Squadron/Signal Publications 
[1974] 50 p. illus. 21 x 28 cm. (Armor no. 
10) [UG446.5.F356] 74-181591 3.95 

I. Tanks (Military science) 2. Germany— 
Armed Forces—Ordnance and ordnance 
stores. 3. World War, 1939-1945— 
Supplies. I. Dario, Mike. IT. Title. 


DRENDEL, Lou, 1937- 358.4°2 
F-105 thunderchief in action [Warren, 
Mich.] Squadron/Signal Publications 
[1974] 49 p. illus. 21 x 28 cm. (Aircraft 
no. 17) [TL686.R42D73] 74-182273 3.95 
I. Thunderchief (Fighter planes) I. Title. 


LUTTWAK, Edward. 359.03'0904 
The political uses of sea fower [by] 
Edward N. Luttwak. Baltimore, Johns 
Hopkins University Press [1974] p. cm. 
(Studies in international] affairs, no. 23) 
Includes bibliographical references. 
[V25.L86] 74-8219 ISBN 0-8018-1658-0. 
6.50; 2.25 (pbk.) 

1. Sea-power 2. World politics. I. Title. II. 
Series: Washington Center of Foreign 
Policy Reséarch. Studies in international 
affairs, no. 23. 
Prepared from C.I.P. 


SAYERS, Ken W. 359.3°0973 
Anchors and atoms; the United States 
Navy today, by Ken W. Sayers and 
Norman Polmar. Foreword by E. R. 


.Zumwalt. New York, D. McKay [1974] 


xiii, 177 p. illus. 24 cm. Presents the ships, 
submarines, aircraft, and people of the 
United States Navy from its formation in 
1775 tc the present. [VA55.S35] 73-92072 
ISBN 0-679-20278-1 7.95 

1. United States. Navy—Juvenile literature. 
2. United States—History, Naval—Juvenile 
literature. 3. Sea-power—Juvenile 
literature. I. Polmar, Norméan, joint author. 
I. Title. 


ARONSTEIN, Laurence W. 361 
Action learning: student community 
service projects, by Laurence W. Aronstein 
and Edward G. Olsen. Foreword by 
Glenys G. Unruh. Washington, Association 
for Supervision and Curriculum 
Development [1974] x, 37 p. illus. 23 cm. 
[HV41.A76] 74-79594 2.50 (pbk.) 

1. Student volunteers in social service— 
United States. 2. Cities and towns-—Civic. 
improvement. 3. Community and school. I 
Olsen, Edward Gustave, 1908 joint 
author. II. Title. 


LAWRENCE, Mark A. 361 
Developing program models for the human 
services. by Mark A. Lawrence. [New 
York, Behavioral Publications, 1974, 
i.e.1975] p. cm. (Developments in human 
services, v. 2, pt. 1) Includes 
bibliographical references. (HV41.L33] 74- 
9692 ISBN 0-87705-170-4 4.95 (pbk.) 

1. Social service. 2. Mental health services. 
Lf. Title. Uf. Series. 

Prepayed*from C.I.P. 


MEYER, Carol H., 1924- comp. 361 
Preventive intervention in social work / 
Carol H. Meyer, editor. Washington 
National Association of Social Workers, 
[1974] 108 p. in various pagings ; 28 cm. 
(NASW reprints) "Articles in this 
collection were selected from Social work 
. volumes i through 18.” Includes 
bibliographical references: [HV41.M46] 74- 
83318 ISBN 0-87101-001-1 5.00 

i. Social service—Addresses, essays, 
lectures. 2. Crisis intervention 
(Psychiatry)—Addresses, essays, lectures. 
3. Social case work—Addresses, essays, 
lectures. I Social work (New York) II. 


DECEMBER 31,1974 


Title. III. Series: National Association of 
Social Workers. NASW reprints. 
Contents omitted. 


HOW to survive in 361’.0025°77311 
Chicago and enjoy it / Kenan Heise ... [et 
al.l]. New York : Barre-Westover Books : 
distributed by Crown Publishers, [1975] p. 
cm. Based on information from the Action 
line files of Chicago today. Includes 
bibliographies and index. [F548.18.H64 
ee 74-28243 ISBN 0-517-51778-7 pbk. 


i. Chicago-—-Directories. 2. Social 
service—-Chicago—Directories. I. Heise, 
Kenan. 
Prepared from C.I.P. 

e 
WEISSMAN, Benjamin M. 361.55 


Herbert Hoover and famine relief to Soviet 
Russia, 1921-1923 / Benjamin M. 
Weissman. Stamford, Calif. Hoover 
Institution Press, [1974] xv, 247 p. ; 24 
cm. (Hoover Institution publications ; 134) 
Includes index. Bibliography: p. 203-209. 
[HC340.F3W44] 73-75888 ISBN 0-8179- 
1341-6 : 7.95 

l. American Relief Administration. 2. 
Hodver, Herbert Clark, Pres. U.S., 1874- 
1964. 3. Russia—Famines. [ Title. I. 
Series: Stanford University. Hoover 
Institution on War, Revolution, and Peace. 
Publications ; 134. 


*INTERNATIONAL who’s who 361.994 
in community service edited by Nina 
Watkins 1973-74 edition. London, 
England, Eddison Pr. [1973] 851 p. 26 cm. 
{HV473] 78-189467 ISBN 0-85649-012-1 
1. Public service—Biography. 

pisnibuted by Rowman and Littlefield for 


SHAYNE, Neil T., 1931- 362 
Prepaid legal services / Neil T. Shayne. 
New York : Amacom, [1974] p. cm. (An 
AMA management briefing) 
[KF310.G7S45] 74-10435 ISBN 0-8144- 
2173-3 : 7.50 

1, Prepaid legal services—United States. I. 
Title. II. Series: American Management 
Associations. An AMA management 
briefing. 

Prepared from C.I.P. 


MCLAUGHLIN, Curtis P. 362.1 
The future and medical care: a health 
manager's guide to forecasting, by Curtis 

McLaughlin and Alan Sheldon. 
Cambridge, Mass., Ballinger Pub. Co. 
[1974] p. cm. [RA393.M263] 74-14783 
ISBN 0-88410-102-9 10.00 


d. Health planning. 2. Technological 
forecasting. 3. Medical care—United 
States. I. Sheldon, Alan, 1933- joint 
author. IT. Title. 

Prepared from C.I.P. 

ADVANCES in primary 362.1°04’25 
care; conference proceedings. Marta C. 


Kalistrom fand] Stephen Re Yarnall, 
editors. (Seattle, Medical Computer 
Services Association, 1974] p. cm. ” Based 
on a conference, advances in primary care, 
held in Honolulu, Hawaii, February 16-23, 
1974.” [RA393.A39}] 74-18327 16.00 
(pbk.) 

1. Medical care—Congresses. 2. Medical 
personnel—-Congresses. Medical 
records—Congresses. 4.° Multiphasic health 
screening——Congresses. I. Kallstrom, Marta 
C., 1951- edwII. Yarnall, Stephen R., ed. 
Prepared from C.I.P. Publisher’s address:. 
1107 N.E. 45th St., Seattle, Wash., 98105. 


MAEGRAITH, Brian 
Gilmore, 1907- 
One world, by Brian Maegraith. London, 


362.1°0917274 


Athlone Press, 1973, [i.e.1974] ix, 246 p., 
plate. 1 col. illus. 23 cm. (Heath Clark 
lectures, 1970) Distributed in the USA and 
Canada by Humanities Press, New York. 
Includes index. Bibliography: p. 238-241. 
[RA390.A2M33] 74-182972 12.00 

1. Medical assistance. 2. Medicine— 
International cooperation. 3. Medical 
education—Jnternational cooperation. 4. 
Underdeveloped areas—Medical education. 
L Title. IL Series: London. University. 
Heath Clark lectures, 1970. 


*MACHOVEC, Frank J. 362.10942 
Health foods and fads; facts and fiction 
[by] Frank J. MacHovec. Mount Vernon, 
Taer Pauper Press, [1974]. 64 p. 20 cm. 
.95. 

1. Hygiene. I. Title. 


ROEMER, Ruth, 1916- 362.1°0973 
Planning urban health services : from 
jungle to system / Ruth Roemer, Charles 
Kramer, Jeanne Frink, with a concluding 
chapter by Milton I. Roemer. New York : 


` Springer Pub. Co., [1974] p. cm. Includes 


bibliographical references and index. 
[RA395.A3R63] 73-92203 ISBN 0-8261- 
1650-7 : 15.95. pbk. : 8.95. 

1. Medical care—United States. 2. Health 
planning——United States. 3. Medical care— 
California. I. Kramer, Charles, joint author. 
i. Frink, Jeanne, 1946- joint author. IM. 
Title. 

Prepared from C.I.P. 


CONN, Canary. 
Canary : 


362.1966 B 
the story of a transsexual / by 
Canary Conn. Pg Angeles : 


Nash Pub, 
[1974] 335 ill. 22 
[RC560.C4C66] Pag. 92975 ISBN 0- 8402: 
1345-X : 8.95 
1. Change of sex—Personal narratives. 


GROUP practice 362. 1°9°7600973 
and the future of dental care, edited by 
Charles R. Jerge [and others] Philadelphia, 
Lea & Febiger, 1974. p. cm. [RK58.G73 
1974] 74-708 ISBN 0-8121-0462-5 18.50 

1. Dental care—United States. 2. Group 
medical practice-—United States. T. Jerge, 
Charles R., ed. 

Prepared from C.I.P. 


MEDICAL, moral, and legal 362.2 
issues in mental health care. Edited by 
Frank J. Ayd, Jr. With 12 contributors. 
Baltimore, Williams & Wilkins [1974] xii, 
220 p. illus. 24 cm. Papers presented at the 
6th annual Taylor Manor Hospital 
scientific symposium, Baltimore, Apr., 
1974. Includes bibliographical references. 
[RC455.2.P77M4] 74-11375 ISBN 0-683- 
00295-3 13.50 

1. Psychiatric ethics—Congresses. I. Ayd, 
Frank J., ed. If, Taylor Manor Hospital. 


PERRUCCI, Robert. 362.2°04’25 
Circle of madness : on being insane and 
institutionalized in America / Robert 
Perrucci. Englewood Cliffs, N.J. : Prentice- 
Hall, [1974] p. cm. (A Spectrum book} 
Includes bibliographical references. 
[RC439.P43] 74-23535 ISBN 0-13133884- 
a ISBN 0-13-133876-5 pbk. p pbk. 
2. 

1. Psychiatric __hospitals—Sociological 
aspects. 2. en hospital care— 
United States. 3. Psychology, Pathological. 
T. Title. 

Prepared from C.I.P. 


BLOOM, Bernard L. 362.2°09788’55 
Changing patterns of psychiatric care [by] 
Bernard L. Bloom. New York, Behavioral 
Publications [1974] p. Bibliography: p. 
[RA790.65.C6B55] 74-8850 ISBN 0- 
87705-209-3 14.95 


es JUU SUCIAL SCIENCE 


1. Mental health services—Colorado— 
Pueblo. 2. Mental  iliness—Colorado— 
Pueblo—Statistics. 3. Social psychiatry. I. 
Title. 

Prepared from C.LP. 


JOINT Information 362.2°1°0973 
Service of the American’ Psychiatric 
Association and the National Association 
for Mental Health. 

Psychiatric treatment in the community : a 

national survey of general hospital 

psychiatry and private psychiatric hospitals 

: a study / by the staff of the Joint 

Information Service ; prepared by Charles 

Kanno and Patricia L. Scheidemandel, in 

collaboration with Raymond Glasscote and 

Donald Hammersley ; with a foreword by 

Zigmond M. Lebensohn. [Washington] : 

The Service, 1974. xi, 109 p. : graphs ; 23 

cm. Includes bibliographical references. 

[RC443.J63 1974] 74-82889 3.50 

1. Psychiatric hospitals—United States. I. 

Kanno, Charles K. H. Scheidemandel, 

Patricia L. III. Title. 


MENTAL health issues and 362.22 
the urban poor [edited by] Dorothy Alita 
Evans [and] William L. Claiborn. New 
York, Pergamon Press [1974] p. .cm. 
(Pergamon general psychology series, 44) 
”Contains expanded versions of papers 
presented at the Third Annual Symposium 
on Current Issues in Community-Clinical 
Psychology ... held at the University of 
Maryland, March, 1973.” Bibliography: p. 
[RA790.M363 1974] 73-19708 ISBN 0-08- . 
017831-6 11.00 

1. Community mental health services— 
Congresses. 2. Psychotherapy—Congresses. 
3. Poverty—Psychological  aspects— 
Congresses. I. Evans, Dorothy Alita, ed. II. 
Claiborn, William L, ed. II. Symposium 
on Current Issues in Community-Clinical 
Psychology, 3d, University of Maryland, 


Prepared from C.I.P. Pbk. 6.50; ISBN 0- 
08-017830-8. 


ALCOHOLISM/WHAT are we 362.2’92 
going to do about it? Chicago, American 
Hospital Association [1974] p. cm. 
Contents.—[1] Phase 1: coordinator’s guide 
for planning and developing a treatment 
plan for the hospital care of the alcoholic 
patient.—[2] Phases 2 and 3: coordinator’s 
guide for training staff in the hospital care 
of the alcoholic patient. Bibliography: p. 
[HV5275.A6] -74-75400 ISBN 0-87258- 
146-2 1.75 (pbk.) 


Jd Alcoholism—Treatment—Handbooks, 


manuals, etc. 2. Alcoholics—Hospitals and 
asylums—~Handbooks, manuals, etc. I. 
American Hospital Association. 

Prepared from C.I.P. 


FALLDING, Harold. 362.2°92’09749 
Drinking, community, and civilization; the 
account of a New Jersey interview study, 
by Harold Fallding, with the assistance of 
Carol Miles. New Brunswick, N.J, 
Publications Division, Rutgers Center of 
Alcohol Studies [1974] xvii, 73 p. 23 cm. 
(Monographs of the Rutgers Center of 
Alcohol Studies, no. 9) Bibliography: p. 67- 
69. [HV5297.N5F34] 73-620137 ISBN 0- 
911290-41-9 6.00 

I. Liquor problem—New  Jersey—Case 
studies. 2. Social values. I. Title. If. Series: 
Rutgers University, New Brunswick, N.J. 
Center of Alcohol Studies. Monograph no. 
9 


REILLY, Richard L. 362.2°92’0973 
America’s worst drug problem, alcohol / 
Richard L. Reilly. Liguori, Mo. : Liguori 
Publfcations, [1974] 128 p. : ill. ; 18 cm. 
[HV5292.R44] 74-84391 pbk. : 1.75 
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I. Liquor problem—United States. 2. 
Alcoholism. 3. Alcoholism—Treatment— 
United States. I. Title. 


BOURNE, Peter G., 1939- 362.2°93 
Addiction {edited by] Peter G. Bourne. 
New York, Academic Press [1974] p. cm. 
Includes bibliographies. [HV5822.H4B68] 
74-1642 ISBN 0-12-119535-X 46.00 

1. Heroin habit—Addresses, essays, 
lectures. 2. Drug abuse—United States— 
Addresses, essays, lectures. 3. Drug 
abuse—-Treatment—United States— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P 


CULL, John G. 362.2°93 
Organization and administration of drug 
abuse treatment programs: national and 
international. Compiled and edited by John 
G. Cull [and] Richard ŒE. Hardy. 
Springfield, Hl, Thomas [1974] p. cm. 
(American lecture series, publication no. 
944. A publication in the Bannerstone 
division of American lectures in social and 
rehabilitation psychology) [HV5801.C778] 
73-22452 ISBN 0-398-03114-4 11.75 

i. Drug abuse. 2. Narcotic addicts— 
Rehabilitation. I. Hardy, Richard E., joint 
author. II. Title. 

Prepared from C.I.P. 


SEXTON, Brendan. 362.2°93 
Reaching out : organizing the community 
to help young people in trouble / Brendan 
John Sexton and Patricia Cayo Sexton. 
New York : Agathon Press : pee eae by 
Schocken Books, 1974. p. 
eee 543] 74- 9314 ISBN 0-87586- 046. 
1. Drug abuse—Treatment. 2. Drugs and 
youth. 3. Social work with youth. 
Sexton, Patricia Cayo, joint author. II 
Title. 

Prepared from C.I.P. 


STIMMEL, Barry, 1939- 362.2793 
Heroin dependency: medical, economic 
and social aspects [edited by] Barry 


Stimmel. New York, Intercontinental 
Medical Book Corp., 1974. p. cm. 
Includes bibliographies. [RC568.H4S75] 


74-770 ISBN 0-913258-20-2 20.00 
1. Heroin habit. I. Title. 
Prepared from C.I.P. 


WINICK, Charles, 1922- 362.2°93 
Sociological aspects of drug dependence 
[edited by] Charles Winick. Cleveland, 
CRC Press [1974] p. cm. Includes 
bibliographies. [HV5801.W545] 74-11692 
ISBN 0-87819-057-0 39.95 

1. Drug abuse-—Social aspects—Addresses, 
essays, lectures. 2. Drug  abuse— 
Treatinent-—Addresses, essays, lectures. 3. 
Drug  abuse-—Study and _ teaching— 
Addresses, essays, lectures. I. Title. 
Prepared from C.LP. 


CONTEMPORARY 362.2°93°071073 
views in drug education [by] Seigfred W. 
Fagerberg {and others] Dubuque, Iowa, 
Kendall/Hunt Pub. Co. [1974] viii, 180 p. 
illus. 28 cm. Includes bibliographies. 
[HV5808.C59] 74-175891 ISBN 0-8403- 
0919-8 4.95 ; 

I. Drug abuse—Study and teaching— 
United States—Addresses, essays, lectures. 
2. Drug abuse-—-United States—Addresses, 
essays, lectures. I. Fagerberg, Seigfred W. 


SOREL, F. M. 362.3°094923'3 
Prevalences of mental retardation. [By] F. 
M. Sorel. Tilburg, Tilburg University Press, 
1974. vi, 148 p. 23 cm. (Tilburg studies on 


health care, v. 3) Bibliography: p. 144-148. 
[RC570.S65] 74-594818 ISBN °9-02- 
372914-5 
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1. Mentally handicapped—Netherlands— 


Amsterdam—Statistics. 2. Medical 
screening. I. Title. IT. Series. 

Distributed by International Scholarly 
Book Service; 20.00. 

HARTMANN, Arthur, 1849- 362.4°2 


Deatmutism and -the education of deaf- 
mutes by lip-reading and articulation, by 
Arthur Hartmann. With numerous and 
important additions written by him 
expressly for this work, and 19 statistical 
tables. Translated and eni. by James 
Patterson Cassells. New York, Gordon 
Press, 1974. xiv, 224 p. 24 cm. Reprint of 
the 1881 ed. printed by Bailliere, London. 
Bibliography: p. [xiii]-xiv. [HV2380.H3713 
1974] 72-98060 ISBN 0-87968-090-3 13.95 
1. Deaf 2. Deaf—Education. 3. Sign 
language. I. Cassells, James Patterson. II. 
Title. ` 


LONOMATE, Norman, 362.5°0942 
The workhouse / Norman Longmate. New 
York : St. Martin’s Press, 1974. 320 p., [8] 
leaves of plates : ill. ; 25 cm. Includes 
bibliographical references and index. 
([HV8749.G7L65 1974] 74-78490 8.95 

1. Workhouses—Great Britain. I. Title. 


OXLEY, Geoffrey W. 362.5°0942 
Poor relief in England and Wales; 1601- 
1834 [by] Geoffrey W. Oxley. Newton 
Abbot [Eng.] North Pomfret, Vt., David & 
Charles [1974] 159 p. 23 cm. Bibliography: 
p. 141-152. [HV245.093 1974] 74-81219 
ISBN 0-7153-6567-3 13.50 

1. Public welfare—Great Britain—History. 
2 Zoor laws—Great Britain—History. I. 

ttle. 


ORCUTT, Ben Avis, 
comp. 
Poverty and social casework services; 
selected papers. Edited by Ben A. Orcutt 
with a foreword by Florence Hollis. 
Metuchen, N.J., Scarecrow Press, 1974. xi, 
177 p. 22 cm. Includes bibliographies. 
pda 74-14917 ISBN 0-8108-0751- 


362.5°0973 


1. Social case work—Addresses, 
lectures. 2. Poverty—Addresses, 
lectures. 3.  Poor—United 
Addresses, essays, lectures. I. Title. 
Contents omitted. 


essays, 
essays, 
States— 


MERRILL, Toni. 362.6 
Discussion topics for oldsters in nursing 
homes; 365 things to talk about. With a 


foreword by H. Clifton Hutchins. 
Springfield, Ill, Thomas [1974] p. cm. 
[HQ1061.M39] 74-1005 ISBN 0-398- 
03129-0 11.75 (pbk). 

I. Aged. 2. Discussion. 3. Aged— 
Recreation. I. Title. 

Prepared from C.I.P. 

KOGAN, Leonard S. 362.7'0973 


Indicators of child. health and welfare; 
development of the DIPOV index, by 
Leonard S. Kogan and Shirley Jenkins, 
with the assistance of Constance Shuman, 
Arza Churchman, and Susan McCandless. 
New York Center for Social Research, 
Graduate Center, City University of New 
York; Distributed by Columbia University 
Press, 1974 p. cm: [HV741.K64] 74-16402 
ISBN 0-231-03951-4 15.00 

1. Child welfare—United States. 2. 
Children care and hygine. 3. Social 


indicator—United States. I. Jenkins, 
Shirley, joint author. IT. Title. 

Prepared from C.I.P. 

*JACKA, Alan A. 362.734 


Adoption in brief; research and other 
literature in the United States, Canada and 


AMERICAN BOOK: PUBLISHING RECORD 


Great Britain, 1966-72: An annotated 
bibliography [by] Alan A. Jacka. Opton 
Park, England, NFER Pub. Co., [1973] 71 
p- 22 cm. [Z7164.A23] ISBN 0-85633-015- 


1. Adoption-—Bibliography. [. Title. 
Distributed by Humanities Press, Atlantic 
Highlands, N.J. for 4.00 (pbk.) Í 


RONDELL, Florence. 362.734 
New dimensions in adoption / by Florence 
Rondell and Anne-Marie Murray. New 
York : Crown Publishers, [1975] c1974. p. 
cm. Includes index. Bibliography: p. 
[HV875.R62 1975] 74-80305 ISBN 0-517- 
51669-1 5.95. 

1. Adoption. 2. Interracial adoption. I. 
Murray, Anne-Marie, 1935- joint author. 
ID, Title. 

Prepared from C.I.P. 


WILKS, John, 1922- 362.7°8°3 
Bernard; bringing up our mongol son [by] 
John and Eileen Wilks; foreword by Olive 
Stevenson. London, Boston, Routledge & 
K. Paul, 1974. xv, 160 p., [16] p. of plates. 
illus. 23 cm. Includes index. Bibliography: 
p. 150-157. [HQ773.7.W48] 74-180068 
ISBN 0-7100-7791-2 10.00 
1. Mongolism. I. Wilks, 
author. IT. Title. 


ABSE, David Wilfred. 362.8°2 
Marital & sexual counseling in medical 
practice / edited by D. Wilfred Abse, 
Ethel M. Nash, Lois M. R. Louden. 2d ed. 
Hagerstown, Md. : Medical Dept., Harper 
& Row, [1974] xxii, 588 p. ; 25 cm. First 
ed. edited by E. M. Nash, L. Jessner and 
D. W. Abse, published in 1964 under title: 
Marriage counseling in medical practice. 


Eileen, joint 


Includes bibliographies and index. 
[RC48.A27 1974] 74-3993 ISBN 0-06- 
140045-9 : 14.95 

d. Medicine—Practice. 2. Marriage 


counseling. I. Nash, Ethel Miller, joirt 
author. IIL Louden, Lois M. R., joint 
author. HI Nash, Ethel Miller, ed. 
Marriage counseling in medical practice. 
IV. Title. 


HARDY, Richard E. 362.82 
Techniques and approaches in marital and 
family counseling [edited by] Richard E. 
Hardy [and] John G. Cull. Springfield, I1., 
C. C. Thomas [1974] p. cm. (American 
lecture series, publication no, 41. A 
publication in the Bannerstone division of 
American lectures in social and 
rehabilitation psychology) [HQ10.H28] 73- 
20423 ISBN 0-398-03093-6 14.75 

1. Marriage counseling—Addresses, essays, 
lectures. 2. Psychotherapy—Addresses, 
essays, lectures, I. Cull, John G., joint 
author. I. Title. HI. Title: Marital and 
family counseling. 

Prepared from C.I.P. 


BAUM, Daniel Jay. 362.8°2°0973 
The welfgre family and mass administrative 
justice [by] Daniel J. Baum. New York, 
Praeger [1974] p. cm. (Praeger special 
studies in U.S. economic, social, and 
political issues) [KF3720.5.B3] 74-11598 
ISBN 0-275-09420-0 12.50 

i. Public welfare-—United States—Law. 2. 
Children—-Law—United States. a: 
Administrative procedure—United States. 
I. Title. 

Prepared from C.I.P. 


BAUER, Yehuda. 362.874 
My brother’s keeper; a history of the 
American Jewish Joint Distribution 
Committee, 1929-1939. [ist ed.J 
Philadelphia, Jewish Publication Society of 
America [1974] xi, 350 p. 22 cm. 


DECEMBER 31,1974 + E 


Bibliography: p. [335]-336. ‘THV3I90. B38] 
73-22745 ISBN. 0-8276-0048-8 7.95 

i. American Jewish Joint Distribution 
Committee. I. Title. y 
BERLE, Beatrice Bishop, 362.84 

1902- 

80 Puerto Rican families in New York 
City : health and disease studied in context 
: new foreword / Beatrice Bishop Berle. 
New York : Arno Press, 1975, [i.e.1974] 
p. cm. (The Puerto Rican experience) 
Reprint of the 1958 ed. published by 
Columbia University Press, New York. 
Bibliography: p. [F128.9.P85B47 1975] 74- 
14221 ISBN 0-405-06211-7 : 20.00 


1. Puerto Ricans in New York (City) 2. - 


Hygiene, Public—New York (City) 3. New 
York (City)-—-Social conditions. I. Title. II. 
Series. 

Prepared from C. rp. 


GARY, Lawrence E. 362.874 
The Afro-American experience and the 
social work curriculum: some specific 
suggestions [by] Lawrence E. Gray. 
[Washington, Institute for Urban Affairs 
and Research, Howard University, 1974] 
67 p. 29 cm. (Institute for Urban Affairs 
and Research, Howard University. 
Occasional paper, v. 1, no. 4) Bibliography: 
p. 36-67. [HV11.G32] 74-180413 2.00 
(pbk.) 

1. Social work education—United States. 2. 
Negroes. 3. Social work education— 
Curricula. I. Title. II. Series: Howard 
University, Washington, D.C. Institute for 
Urban Affairs and Research. Occasional 
paper, v. I, no. 4. 


REAGLES, Kenneth W. 362.8°5 
Rehabilitation in Israel, by Kenneth W. 
Reagles, Solly Katz [and] George N. 
Wright. With the editorial assistance of 
Lynn D. Hieatt [and] Irene D. Jacobs. 
Under the consulting editorship of S. 
Norman Feingold. Washington, B'nai 
Brith Career and Counseling Services 
[1974] x, 228 p. 23 cm. [HD7256.18R43] 
72-78362 7.95 

i. Rehabilitation—TIsrael. 2 Vocational 
rehabilitation—TIsrael. I. Katz, Solly, joint 
author. II. Wright, George Nelson, joint 
author, TII. Title. 


*BOPP, William J. 363.2 
Police personnel administration; the 
management of human resources, [by] 


William J. Bopp. Boston, Holbrook Press, 
[1974]. xviii, 425 p. 24 cm. Bibliography: 
p. 409-411. [HV7935] 73-84039 10.50 

1. Police administration. I. Title. 


CRONKITE, Clyde L. 363.27028°54 
Automation and law enforcement, by 
Clyde L. Cronkite. (Springfield, TL] 
Thomas [1974] p. Bibliography: p. 
[HV7936.A8C76] 74-8025 ISBN pei 
03200-9 10.50 

1. Electronic data processing- Police 2. 
Information storage and retrieval 
systems—Law enforcement. I. Title. 
Prepared from C.I.P. Pbk. 6.95, ISBN 0- 
398-03201-7. 


FRIEDLANDER, C. P. 363.2°0942 
The police; servants or masters? [by] C. P. 
Friedlander and.E. Mitchell. London, 
Hart-Davis [1974] 144 p. illus. 22 cm. 
[HV8195.F7] 74-173865 ISBN 0-298- 
12017-8 

i. Police—Great Britain. 2. 
relations—Police. I. Mitchell, 
joint author. I. Title. 

Distributed by Transatlantic Arts, 8.75. 


Public 
Edward, 


AGABEKOV, Grigorii 
Sergeevich. 

OGPU, the Russian secret terror / by 
Georges Agabekov; translated from the 
French by Henry W. Bunn. Westport, 
Conn. : Hyperion Press, 1974, c1931. p. 
cm. Reprint of the ed. published by 
Brentano’s, New York. Translation of 
G.P.U. (zapiski chekista) [HV8224.A413 
ae 74-10073 ISBN 0-88355-181-0 : 


i. Russia (1923- U.S.S.R.) Ob’edinennoe 
gosudarstvennoe politicheskoe upravlenie. 
2 Russia (1917- RSFSR) 
Chrezvychainaia komissiia po borbe s 
koutr-revoliutsiei i sabotozhem. I. Title. 
Prepared from C.I.P. 


IANNONE, N. F. 363.2732 
Principles of police patrol [by] N. F. 
Iannone. New York, McGraw-Hill [1975] 
vi, 346 p. 24 cm. Bibliography: p. 336-338. 


363.2°0947 


[HV8080.P212] 74-9617 ISBN 0-07- 
031667-8 8.95 

1. Police patrol. I. Title. 

*MCLACHLAN, Bruce. 363.31 


C*ns*rsh*p; a study of the censorship of 
books, films and plays in New Zealand 


by Bruce McLachlan [and] W, J. Scott.’ 


Auckland], Heinemann Educational 
Books, [1973]. 41 p. illus. 23 cm. 
[KF4300] 


1. Censorship—New Zealand. I. Scott, W. 
J., joint author. IT. Title. 

Available from International Publications 
Service, New York for 3:00 (pbk.) 


AGAINST pollution and 363.6 
hunger. [Edited by] Alice Mary Hilton. 
Oslo, Universitetsforlaget; New York, 
Wiley [1974] p. cm. "A Halsted Press 
book.” Papers presented at a conference, 
sponsored by the Society for Social 
Responsibility in Science, held at the 
University of Trondheim. [TD172.5.A34] 
73-17751 ISBN 8-200-04655-9 12.95 

1. Pollution—Congresses. 2. Science— 
Social aspects—Congresses. I. Hilton, Alice 
Mary, ed. If. Society for Social 
Responsibility in Science. 

Prepared from C.I.P. 


GRAEUB, Ralph. 363.6 
The gentle killers : nuclear power stations 
/ Ralph Graeub ; translated by Peter 
Bostock. London Abelard-Schuman, 
1974. 194 p. : ill. ; 22 cm. Translation of 
Die sanften Morder. Label mour:ted on 
t.p.: Transatlantic Arts, Inc., Levittown, 
New York sole distributor for the U.S.A. 
Includes bibliographical references. 
[TD195.E4G713] 74-186942 ISBN 0-200- 
71957-2 : 9.50 

i. Atomic power-plants—Environmental 
aspects. 2. Radioactive pollution. I. Title. 


HESKETH, Howard E. 363.6 
Understanding & controlling air pollution 
[by] Howard E. Hesketh. 2d ed. Ann 
Arbor, Mich, Ann Arbor Science 
Publishers [1974] xvii, 413 p. illus. 24 cm. 
Includes bibliographical references. 
[TD883.H48 1974] 74-181599 ISBN 0- 
250-40068-5 15.00 

I. Air—Pollution. I. Title. 


KAVALER, Lucy. 363.6 
Noise: the new menace. New York, John 
Day Co. [1974] p. cm. Bibliography: p. 
{TD892.K33 1974] 74-9367 ISBN 0-381- 
98274-2 7.95 

1. Noise pollution. I. Title. 

Prepared from C.I.P: 


THE Natural environment: 363.6 
wastes and control [by] R. F. Christman 
[and others] Rev. ed. Pacific Palisades, 
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Calif., Goodyear Pub. Co. [1974] p. cm. 
Bibliography: p. [TD174.N36 1974] 74- 
18363 ISBN 0-87620-611-9 9.95 

1. Pollution. 2. Ecology. 3. Environmental 
protection. 4. Environmental policy, TA 
Christman, Russell F. 

Prepared from C.I.P. . 


OUELLETTE, R. P., 1938- 363.6 
Computer techniques in environmental 
science / R. P. Ouellette, R. S. Greeley, J. 
W. Overbey H. ist ed. New York 
Petrocelli Books, 1975, c1974. p. cm. 
Includes bibliographical references. 
[TD170.087 1975] 74-23805 ISBN 0- 
88405-281-8 : 14.95 

L Electronic data processing— 
Environmental protection. I Greeley, R. 
S., 1927- joint author. I. Overbey, J. W. 
1941- joint author. IIT. Title. 

Prepared from C.I.P. 


LARKIN, Peter Anthony, 
1924- : : 

Freshwater pollution, Canadian style / P. 
A. Larkin ; illus. by H.-E. Hahn. Montreal 
: McGill-Queen’s University Press, 1974. 
xii, 132 p. : ill. ; 21 cm. (Environmental 
damage and control in Canada ; 3) 
“Sponsored by Canadian Society of 
Zoologists.” Includes index. Bibliography: 
p. [112]-126. [TD226.L3] 73-94316 ISBN 
0-7735-0197-5 : 5.00. ISBN 0-7735-0208-4 
pbk. : 2.50 

1. Water—Pollution—Canada. I. Canadian 
Society of Zoologists. II. Title. II. Series. 
Distributed by McGill Queens University 
Press, N.Y. 


NADEAU, Remi A. 363.6°1'097949 

The water seekers [by] Remi A. Nadeau. 

Tv eae Pi Peregrine ure 
m. Bibliography: 

Oiz. cans] 73- 85418 ISBN 087905. 

016-0 8.95 

I. Water-supply—California, 

History. I. Title. 

Prepared from C.I.P. 


363.61 


Southern— 


- INTERNATIONAL Symposium on 364 s 


Victimology, 1st, Jerusalem, 1973. 
Society’s reaction’ to victimization, edited 
by Israel Drapkin [and] Emilio Viano. 
Lexington, Mass., Lexington Books [1974] 
p. cm. (Its Victimology; a new focus, v. 2) 
Includes primarily papers presented at the 
symposium. [HV6030.154 1973 vol. 2] 364 
74-14828 ISBN 0-669-95737-2 14.00 
1. Victims of crime—Congresses. 2. 
Preparation—Congresses. I Drapkin 
Senderey, Israel, 1905- ed. II. Viano, 
Emilio, ed. II. Title. 

Prepared from C.I.P. 


INTERNATIONAL Symposium on 364 s 
Victimology, 1st, Jerusalem, 1973. 
Theoretical issues in victimology, edited by 
Israel Drapkin [and] Emilio Viano. 
Lexington, Mass., Lexington Books [1974] 
p. cm. (Its Victimology: a new focus, v. 1) 


. Includes primarily papers presented at the 


symposium. [HV6030.154 1973 vol. 1] 364 
74-14827 ISBN 0-669-95729-1 13.50 

i. Victims of crime—Congresses. I. 
Drapkin Senderey, Israel, 1905- ed. IT. 
Viano, Emilio, ed. HI. Title. 

Prepared from C.I.P. 


RIEDEL, Marc. 364 
Crime and delinquency: dimensions of 
deviance, edited by Marc Riedel [and] 
Terence P. Thornberry. New York, Praeger 
[1974] p. cm. (Praeger special studies in 
U.S. economic, social, and political issues) 
[HV6Q28.R53] 74-19191 ISBN 0-275- 
05650-3 16.50 

1. Crime and criminals—Addresses, essays, 
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lectures. I. Thornberry, Terence P., joint 
author. I. Title. 
Prepared from C.LP. 


` *DAVID, Pedro R. 364.1 
The world of the burglar five criminal lives 
edited by *Pedro R. David. Ist. ed. 
Albuquerque, University of New Mexico 
Press [1974] xi, 298 p, 25 cm. 
Bibliography: p. 282-298. [HV6025] 73- 
82774 ISBN 0-8263-0304-8 10.00. 

i. Crime and criminals. I. Title. 

Pbk. 5.95, ISBN 0-8263-0332-3. 


STEADMAN, Henry J. 364.1 
Careers of the criminally insane [by] 
Henry J. Steadman [and] Joseph J. 
Cocozza. Lexington, Mass., Lexington 
Books [1974] p. cm. [HV6791.883] 74- 
16930 ISBN 0-669-96503-0 14.00 

1. Insane, Criminal and dangerous—United 
States. I. Cocozza, Joseph J., joint author. 
IL. Title. 

Prepared from C.I.P. 


MESSICK, Hank. 364.1°06’073 
The mobs and the Mafia : the illustrated 
history of organized crime / by Hank 
Messick and Burt Goldblatt. New York : 
Galahad Books, [1974?] c1972. x, 214 p. : 
ill. ; 26 cm. Includes index. [HV6783.M37 
D 73-92830 ISBN 0-88365-211-0 : 
10. 


I. Organized crime—United States— 
History. 2. Crime and criminals—United 
States—History. I. Goldblatt, Burt, ill. II. 
Title. 


HAGAN, William Elijah. 364.122 
A treatise on disputed handwriting and the 
determination of genuine from forged 
signatures, the character and composition 
of inks, and their determination by 
chemical tests, the effect of age as 
manifested in the appearance of written 
instruments and documents. New York, 
1894. [New York, AMS Press, 
1974] p. [KF8963.H3 1974] 76-38666 
ISBN 0-404-09175-X 18.50 
I. Writing—lIdentification. 2. Forgery— 
United States—Cases. I. Title. 
Prepared from C.I.P. 


CARTER, Samuel, 
1904- 
The riddle of Dr. Mudd / by Samuel 
Carter III. New York : Putnam, [1974] 380 
p., 4 leaves of plates : ill, map (on lining 
papers} ; 22 cm. Includes index. 
Bibliography: p. 370-372. [E457.5.C32 
1974] 74-79641 ISBN 0-399-11370-3 
8.95 
dl. Mudd, Samuel Alexander, 1833-1883. 2. 
Lincoln, Abraham, Pres. U.S., 1809-1865— 
Assassination. I. Title. 


CONRAD, Paul, 1924- 364.1'32°0973 
The king and us : : editorial cartoons / by 
Conrad with White House transcript 
excerpts by Richard M. Nixon ; edited by 
Les Guthman. Los Angeles Clymer 
Publications, [1974] 215 p. : ill. ; 27 cm. 
[E860.C66] 74-186340 7.95 

J. Watergate Affair, 1972- —-Caricatures 
and cartoons. I. Nixon, Richard Milhous, 
1913- Submission of recorded Presidential 
conversations to the Committee on the 
Judiciary of the House of Representatives. 
Selections. 1974. I. Title. 


NIXON, Richard 


364.1°3170924 B 


364.1°32°0973 


Milhous, 1913- 
The Presidential transcripts / in 
conjunction with the staff of the 


Washington post. New York : Def Pub. 
Co., 1974. xl, 693 p. ; 18 cm. [E860.N57 
1974b] 74-182904 pbk. 22.45 
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ra Watergate Affair, 1972- —Sources. T. 
The Washington post. IT. Title. 


NIXON, Richard 364.1370973 
Milhous, 1913- 

The White House transcripts; submission 
of recorded Presidential conversations to 
the Committee on the Judiciary of the 
House of Representatives by President 
Richard Nixon. Introd. by R. W. Apple, Jr. 
Chronology by Linda Amster. General 
editor: Gerald Gold. New York, Viking 
Press [1974] ix, 877 p. 23 cm. First 
published undér title: The Presidential 
transcripts. [E860.N57 1974c] 74-8869 
ISBN 0-670-76324-1 15.00 

1. Watergate Affair, 1972- —Sources. I. 
United States. Congress. House. 
Committee on the Judiciary. IT. Title. 


HELFER, Ray E. 364.15 
The battered child, edited by Ray E. 
Helfer and C. Henry Kempe. 2nd ed. 
Chicago, University of Chicago Press 
[1974, c1968] xvii, 262 p. illus. 25 cm. 
Includes bibliographies. [HV741.H4] 73- 
87303 ISBN 0-226-32629-2 15.00 

i. Cruelty to children—U.S.—Addresses, 
essays, lectures. I. Kempe, C. Henry, joint 
author IT. Title. 


ROUGHEAD, William, 
1870-1952. 
Classic crimes : a selection from the works 
of William Roughead / made by W. N. 
Roughead ; with a pref. by James Bridie. 
Westport, Conn. : Hyperion Press, [1974] 
p. cm. Reprint of the 1951 ed. published 
by Cassell, London. [HV6535.G4R56 
2r 74-10431 ISBN 0-88355-198-5 : 
1. Murder—Great Britain. 2. Crime and 
criminals—Great Britain. I. Title. 
Prepared from C.I.P. 
HUTCHISON, 364.1°63'0924 [B] 
Robert A. 1938- 
Vesco [by] Robert A. Hutchison. New 
York, Praeger [1974] 376 p. illus. 24 cm. 
[HV6766.V48H87] 73-8399 ISBN 0-275- 
19860-X 9.95 
1. Vesco, Robert. I. Title. 


WEIL, Joseph R. 364.1°63’0924 B 
The con game and "Yellow Kid” Weil : 
the autobiography of the famous con artist 
as told to W. T. Brannon. New York : 
Dover Publications, 1974, c1948. 297 p. 
[7] leaves of plates : ill. ; 22 cm. Reprint of 
the ed. published by Ziff-Davis Pub. Co., 
Chicago, under title: “Yellow Kid” Weil. 
[HV6248.W474A3 1974] 74-12575 ISBN 
0-486-23127-5 pbk. : 3.50 

1. Weil, Joseph R. I. Brannon, William T., 
IT. Title. 


*STEARN, Joseph. 364.172 B 
The phones. ist. ed. New York, Vantage 
Press [1974] 138 p. 22 cm. [HV671] ISBN 
0-533-01178-7 3.50 

1. Gambling. I. Title. 


MAYER, Gary. 364.1°72’0924 B 
Bookie : my life in disorganized crime / by 
Gary Mayer. Los Angeles : J. P. Tarcher ; 
New York aortas by Hawthorn 
Books, [1974] 258 p. 
[HV6721.N5M38 1974] 74- 79507 ISBN o: 
87477-023-8 : 7.95 

1. Talum, Alfred. 2. Book-making 
(Betting) 3. Gambling—New York (City) 1 
Title. 


IRVING, Henry 
Brodribb, 1870-1919. 
A book of remarkable criminals / by H. B. 
Irving. Westport, Conn. : Hyperion Press, 
1974, cl1918. p. cm. Reprint of the. ed. 


364.1°523 


364.3°092’2 B 


AMERICAN BOOK PUBLISHING RECORD 


published by G. H. Doran, New York. 
Contents.—The life of Charles Peace —The 
career of Robert Butler—M. Derues.—Dr. 
Castaing.—Professor Webster.—The 
mysterious Mr. Holmes.—Partnership in 
crime: The widow Gras. Vitalis and Marie 
Boyer. The Fenayrou case. Eyraud and 
Bompard. {HV6245.182 1974] 74-10427 
ISBN (-88355-194-2 : 11.95 

I Crime and criminals—Biography. I. 
Title. 

Prepared from C.I.P. 


WRIGHT, Jack, 1933- 364.36 
A behavioral approach to preventing 
delinquency, by Jack Wright, Jr. and Ralph 
James, Jr. Springfield, Il, Thomas [1974] 
xiii, 146 p. illus. 24 cm. Bibliography: p. 
128-133. [HV9069.W75] 73-18144 ISBN 
0-398-03053-7 8.95 

i. Juvenile delinquenoy—Prevention. 2. 
Juvenile courts. 3. Rehabilitation of 
juvenile delinquents. I. James, Ralph E. 
joint author. IT. Title. 

Pbk. 5.95, ISBN 0-398-03054-5 


MCARTHUR, A. Verne. 364.36'0973 
Coming out cold; community reentry from 


a state reformatory [by] A. Verne 
McArthur. Lexington, Mass., Lexington 
Books [1974] p. cm. Bibliography: p. 


[HV9104.M18] 73-15279 ISBN 0-669- 
91702-8 12.50 

1. Rehabilitation of juvenile delinquents— 
United States—Case studies. 2, 
Reformatories—United States. 3. 
Corrections—United States. I. Title. 
Prepared from C.I.P. 


HOSFORD, Ray E., 1933- 364.6 
The crumbling walis treatment and 
counseling of prisoners / edited by Ray E. 
Hosford and C. Scott Moss. Urbana : 
University of Illinois Press, [1975] c1974. 
p. cm. Includes bibliographies and index. 
[HV9305.C2H68 1975] 74-23266 ISBN 0- 
252-00424-8 : 8.95 

1. Rehabilitation of criminals—California— 
Addresses, essays, lectures. 2. Correctional 
psychology—Addresses, essays, lectures. 3. 
Corrections—California-—A ddresses, 
essays, lectures. I. Moss, Claude Scott, 
1924- joint author. IT. Title. 

Prepared from C.I.P. 


REPPETTO, Thomas A. 364°.9744’61 
Crime and housing in a metropolitan area: 
a study of the patterns of residential crime 
[by] Thomas A. Reppetto. ee 
Mass., Ballinger Pub. Co. [1974] p. cm. 
Bibliography: p. [HV6661.M4R46] 74- 
12253 ISBN 0-88410-209-2 11.00 

i. Burglary—Boston metropolitan area. 2. 
Robbery—Boston metropolitan area. 3. 
Victims of crimes—Boston metropolitan 
area. 4. Dwellings—Security measures. I. 
Title. 

Prepared from C.I.P. 


MORRIS, Norval. 365 
The fature . of imprisonment. Chicago, 
University of Chicago Press [1974] p. cm. 
(Studies in crime and justice) “Revised and 
expanded version of the Thomas M. 
Cooley lectures offered at the University of 
Michigan Law School in March 1974.” 
Bibliography: p. [HV8705.M67] 74-13920 
ISBN 0-226-53905-9 6.95 

1. Imprisonment, 2. Prisons. I. Title. II. 


Series. Hf. Series: Michigan. University. 
Law School. The Thomas M. Cooley 
lectures. . 


Prepared from C.I.P. 


CARROLL, Leo. 365’.6 
Hacks, Blacks, and cons: race relations in a 
maximum security prison [by] Leo Carroll. 
Lexington, Mass., Heath [1974] p. cm. 


peman Emre rans 


== 
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Bibliography: p. [HV9471.C287] 74-13798 
ISBN 0-669-96123-X 17.50 

i. Prisons and race problems—United 


States—Case studies. I. Title. 
Prepared from C.I.P. 


BERGER, William, 
1928- 
House of the Angels : love notes from the 
asylum / by Timothy Wilson. New York : 
Viking Press, 1974, c1973. 351 p. [7] 
leaves of plates ill. ; 22 cm. 
Correspondence of W. Berger and C. 
Lobravico with W. Berger's prison diary. 
“A Richard Seaver book.” [HV5801.B45 
a 73-17683 ISBN 0-670-38021-0 
8. 
l. Berger,* William, 1928- 2. Lobravico, 
Carol. I. Lobravico, Carol. II. Wilson, 
Timothy, ed. IIT. Title. 


e 
ROBERTS, Albert R. 365’.66 
Correctional treatment of the offender. 
Compiled and edited by Albert R. Roberts. 
Springfield, Il, Thomas [1974] xviii, 332 


365’.6°0924 B 


p. illus. 24 cm. Includes bibliographies. 
{HV9304.R6] 73-20307 ISBN 0-398- 
03086-3 14.95 


1. Corrections-—United States—Addresses, 
essays, lectures. 2. Rehabilitation of 
criminals-——United States—Addresses, 
essays, lectures. I. Title. 

Pbk. 9.95, ISBN 0-398-03085-5. 


POLLARD, Stewart M. 
L., comp. 

Tied to Masonic apron strings / [compiled] 

by Stewart M. L. Pollard ; edited by Lewis 

C. Wes Cook. Richmond : Macoy Pub. & 

Masonic Supply Co., [1974] vi, 121 p. : ill. 


366’.1°0207 


'; 23 em. [HS435.P65] 74-186317 2.50 


J. Freemasons—Anecdotes, facetiae, satire, 
ete. I. Title. 


KROGH, Albert C. 366’.3'097494941 
Historic Perth Amboy and a story of Odd 
Fellowship / by Albert C. Krogh. Ist ed. 
New York : Vantage Press, [1974] 189 p. : 
ill, ; 21 cm. [HS1045.P432L35] 74-182381 
ISBN 0-533-01060-8 : 5.95 


‘I. Odd-Fellows, Independent Order of. 


Perth Amboy, N.J. Lawrence Lodge no. 
62. 2. Perth Amboy, N.J—History. T. 
Title. 


DENENBERG, Herbert S. 368 
The shopper's guidebook to life insurance, 
health insurance, auto insurance, 
homeowner’s insurance, doctors, dentists, 
lawyers, pensions, etc. / by Herbert S. 
Denenberg ; edited by Arthur E. Rowse. 
Washington : Consumer News : distributed 
by Acropolis Books, 1974. 156 p. ; 22 cm. 
(HG8535.D47] 74-79392 pbk. : 3.50 

1. Insurance—United States. 2. Medical 
care—United States. 3. Consumer 


education—United States. I. Title: The 
shopper's guidebook to life insurance ... 
CASEY, William J. e 368.32 


Life insurance desk book, by William J. 
Casey. 3d ed. New York, Institute for 
Business Planning [1974] xvi, 324, iv, 58 p. 
Mus 21 cm. [HG8771.C3 1974] 73-21174 
27.50. 

1. Insurance, Life—Handbooks, manuals, 
etc. T. Title. 


AVE, Mario Paguia. . 3697.1 
Characteristics ef Filipino social 
organizations «in Los Angeles. [San 


Francisco, R and E Research Associates, 
1974] iv, 74 p. 28 cm. Originally presented 
as the author’s thesis (M.A.), University of 
Southern California, 1956. Bibliography: p. 
69-71. [HS2199.L63A83 1974] 74-76500 
ISBN 0-88247-248-8 8.00 (pbk.). 


1. Filipinos in Los Angeles—~Societies, ete. 
L Title. 


Education 370-379 


*FISHER, Karl. 370.1 
Memoirs and reflections of a college 
graduate. New York, Exposition Press, 
(1974, cl1973] 148 p., 21 cm. Includes 
bibliographical references. [LB41] ISBN 0- 
682-47762-1 6.50 

i. Education—Aims and objectives. I. 
Title. 


GRISHAM, Noel. 370.1 10924 
Beyond the schoolhouse / by Noel 
Grisham. pee Antonio, Tex. : Naylor Co., 
[1974] p. cm. Autobiographical. 
[LA2317.G73A32] 74-23712 ISBN 0- 
8111-0543-1 : 6.95 

1. Grisham, Noel. I. Title. 

Prepared from C.I.P. 

KARLIN, Muriel 370.11°3 


Schoenbrun. 
Administrator’s guide to a practical career 
education program. West Nyack, N.Y., 
Parker Pub. Co. [1974] p. Bibliography: p. 
[LC1047.8.K37] 74-11482 ISBN 0-13- 
005025-3 9.95 
1. Vocational education—Administration. 
2. Vocational guidance. I. Title. 
Prepared from C.I.P. 


CROSS, Gordon R. 370.15 
The psychology of learning; an 
introduction for students of education, by 
Gordon R. Cross. [Ist ed.] Oxford, New 
York, Pergamon Press [1974] p. cm. 
(Education and educational research) 
Includes bibliographies. [LB1051.C724] 74- 
13865 ISBN 0-08-018136-8 15.00 

1. Educational psychology. I. Title. 
Prepared from C.I.P. Pbk. 9.50; ISBN 0- 
08-018135-X. 


SPRINTHALL, Richard C., 
1930- comp. 

Educational psychology: a developmental 

approach [by] Richard C. Sprinthall [and] 

Norman A. Sprinthall. Reading, Mass., 

Addison-Wesley [1974] xvii, 462 p. illus. 


370.15 


24 cm. (Addison-Wesley series in 
education) Includes bibliographical 
references. [LB1051.86457] 73-18918 


ISBN 0-201-07168-1 11.95 
i. Educational psychology. I Spriathall, 
Norman A., 1931- joint comp. 


*STOTT, D. H. 370.15 
The Parent as teacher a guide for parents 
of children with learning difficulties. [by] 
D. H. Stott. Belmont, Calif. Lear Siegler 
Fearon [1974, cl1972] 136 p. illus. 21 cm. 


Includes bibliographical references. 
[LB1134] 0-8224 0-8224-5295-2 3.00 
(pbk.). 


1. Learning ability. I. Title. 


BART, William M., comp. 370.15°2 
Psychology of school learning, edited by 
William M. Bart and Martin R. Wong. 
New York, MSS Information Corp. [1974] 
p. cm. [LB1055.B33] 74-13235 ISBN 0- 
8422-5200-2 11.00 . 

1. Learning, Psychology of—Addresses, 
essays, lectures. I. Wong, Martin R., joint 
comp. IT. Title. 

Prepared from C.I.P. Pbk. 6.25, ISBN 0- 
8422-0447-4. 


ISAACS, Nathan, 1895- 
1966. 

Children’s ways of knowing: Nathan Isaacs 
on education, psychology, and Piaget. 
Edited, with an introd, by Mildred 


370.15°2 
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Hardeman. New York, Teachers College 
Press [1974] p. [BF723.C5I85 1974] 74- 
3103 5.95 (pbk.). 

1. Piaget, Jean, 1896- 2. Cognition (Child 
psychology) 3. Educational psychology. I. 
Hardeman, Mildred, 1921- ed. Il. Title. 
Prepared from C.I.P. Contents "omitted. 


LIEPMANN, Lise 1934- 370.15°2 
Your child’s Sensory World [by] Lise 
Liepman. Foreword by Lendon M. Smith. 
Illus. by Mathys Levy. Baltimore Penguin 
Books [1974, c1973] xvii, a p. illus. 20 


cm. Bibliography: 311-315 
[LB1067. L53] 73-9781 ISBN 0-14-003920- 
i 2.95 (pbk.) 


I. Perceptual Learning. 2. Educational 
Games. I. Title. 


KOPAN, Andrew T., comp. 370.19 
Rethinking educational equality. Edited by 
Andrew Kopan and Herbert Walberg. 
Berkeley, Calif, McCutchan Pub. Corp. 
[1974] xvi, 162 p. illus. 24 cm. (Series on 


contemporary educational issues) 
{LA210.K64] 73-20856 ISBN 0-8211- 
0012-2 9.25 


$ Educational equalization—United 
States—Addresses, essays, lectures. 2. 
Socially handicapped children— 
Education—United States—Addresses, 
essays, lectures. I. Walberg, Herbert J, 
1937- joint comp. If. Title. II. Series: 
Contemporary educational issues. 

Contents omitted. 


SILVER, Harold, comp. 370.19 
Equal opportunity in education; a reader in 
social class and educational opportunity. 
London, Methuen [distributed by Harper & 
Row, Barnes & Noble Import Division, 
New York, 1973] xxxiv, 380 p. illus. 22 
cm. Includes bibliographical references and 
index. [LA632.853525] 74-179830 ISBN 
0-416-78530-1 12.50 

1. Educational equalization—Great Britain. 
I. Title. 

Pok. 6.50, ISBN 0-415-78540-9 


BULLOUGH, William 
A., 1933- 

Cities and schools in the gilded age : the 
evolution of an urban institution / William 
A. Bullough. Port Washington, N.Y. 

Kennikat Press, 1974. em. 
(Interdisciplinary urban studies) (National 
university publications) Includes 
bibliographical references and index. 
[LC5131.B84] 74-80592 ISBN 0-8046- 
9094-4 : 12.50 

1. Education, 
History. I. Title. 
Prepared from C.I.P. 


370.19°348'0973 


Urban—United States— 


*THE National Society 

for the Study of Education. 
Yearbook. 
The 73rd yearbook, Part 2 entitled: Uses 
of the Sociology of education is available 
from the University of Chicago Press, for 
10.00. L.C. card no.: 6-16938. 


370°.733'0973 


370°.62°73 


DICKSON, George E. 


' Partners for educational reform and 


renewal; competency-based teacher 
education, individually guided education 
and the multiunit school [by] George E. 
Dickson, Richard W. Saxe et al. Berkeley, 
Calif., McCutchan Pub. Corp. [1974, 
c1973] xiii, 307 p. illus. 24 cm. 
Bibliography: p. 295-307. [LB1715.D49] 
73-7241 ISBN ,0-8211-1825-0 11.25 

1. Teaghers, Training of—United States. 2. 
Educational innovations—United States. L 
Saxe, Richard W., joint author. IT. Title. 
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. TURNER, David Reuben, 
1915- 

How to score high on the national teacher 

examination, by David R. Turner. [Sth ed.] 

New York, Arco [1974] 416 p. illus. 26 


370.776 


cm. (Professional career examination 
series) First-4th editions (1962-68) 
prepared by E. C. Gruber. [LB1762.T87 


ees: 79-148866 ISBN 0-668-00823-7 5.00 
pbk.). 

1. National teacher examinations. IL 
Gruber, Edward C. How to score high on 
the national teacher examination. IT. Title. 


ALLISON, Thomas, 1869- .370°.9°D2 
Pioneers of English learning / by Thomas 
Allison. Folcroft, Pa. : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1932 
ed. published by B. Blackwell, Oxford. 
Includes indexes. [LA98.A44 1974] 74- 
22133 ISBN 0-8414-3004-7 lib. bdg. 
15.00 

d. Education, Medieval. 2. Learning and 
scholarship—England. I. Title. 

Prepared from C.I.P. 


EDUCATION and 370°.9172°4 
development reconsidered; the Bellagio 
Conference papers. Edited by F. Champion 
Ward. New York, Praeger Publishers 
[1974] p. cm. (Praeger special studies in 
international economics and development) 
[LC2605.E295] 74-19335 ISBN 0-275- 
09700-5 15.00 

l. Underdeveloped areas—Education— 
Congresses. I. Ward, Frederick Champion, 
1910- ed. 

Prepared from C.I.P. 


BARCLAY, William. 370.93 
Educational ideas in the ancient world. 
Grand Rapids Baker Book House [1974, 
c1959] 288 p. 22 cm. Originally published 
under the title Train up a child. 
Bibliography: p. 276-279 [LA71.B3 1974] 
ISBN 0-8010-0635-5 3.95 (pbk.) 

1. Education, Ancient. I. Title. 


L.C. card number for original ed.: 60- 
6188. 
FAFUNWA, A. Babs, 1923- 370.9669 


History of education in Nigeria [by] A. 
Babs Fafunwa. London, Allen and Unwin, 
1974. 264 p. 22 cm. Includes index. 
Bibliography: p. [251]-254. [LA1631.F33] 
74-180622 ISBN 0-04-370047-0 

I. Education—Nigeria—History. I. Title. 
Distributed by International Publications 
Service, 7.50 (pbk.) 


KATZ, Joseph, 1910- 370°.971 
Education in Canada. Newton Abbot, 
David & Charles; Hamden, Conn., Archon 
Books, 1974. 118 p. map. 23 cm. (World 
education series) Bibliography: p. 110-112. 
[LA412.K3 1974] 74-180813 ISBN 0-208- 
01446-2 (Archon Books) 8.50 

i. Education—Canada. 2. School 
management and organization—Canada. I. 
Title. 


OSUNA, Juan Jose, 
1884-1950. 
A history of education in Puerto Rico / 
Juan Jose Osuna. New York : Arno Press, 
1975, [ie.1974] p. cm. (The Puerto Rican 
experience) Reprint of the 2d ed., 1949, 
published by Editorial de la Universidad de 
Puerto Rico, Rio Piedras. Originally 
presented as the author's thesis, Columbia 
University, 1923, under title: Education in 
Porto Rico. Bibliography: p. [LA501.07 
sae 74-14239 ISBN 0-405-06227-3 : 
8.00 
1. Education—Puerto Rico—History. Í 
Title. II. Series. 
Prepared from C.I.P. 


370°.97295 
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GOLUBCHICK, Leonard H. 370.973 
Urban, social and educational issues. 
Edited by Leonard H. Golubchick [and] 
Barry Persky. Dubuque, Iowa, 
Kendall/Hunt Pub. Co. [1974] xii, 264 p. 
illus. 28 cm. {A Doctorate Association of 
New York Educators series) Includes 
bibliographies. [LA217.G64] 74-78678 
ISBN 0-8403-0932-5 7.50 

1. Education—United States—Addresses, 
essays, lectures. I. Persky, Barry, joint 
author. If, Title. HI. Series: Doctorate 
Association of New York Educators. A 
Doctorate Association of New York 
Educators series. 


AXTELL, James L. 370.974 
The school upon a hill : education and 
society in colonial New England / James 


Axtell. New Haven Yale University 
Press, 1974. xxi, 298 p. ; 23 cm. Includes 
bibliographical references and index. 


[LA230.5.N4A95] 73-94366 ISBN 0-300- 
01723-5 : 15.00 

1. Education—New England—History. I. 
Title. 


PARKMAN, Francis, 1898- 371.02 
The independent school trustee handbook 
/ Francis Parkman and E. Laurence 
Springer. 3d ed. Boston National 
Association of Independent Schools, 1974. 
viii, 59 p. ; 23 cm. ”Prepared under the 
auspices of the Committee on School 
Administration of the National Association 
of Independent Schools.” Editions for 1964 
and 1970 published under title: The 
independent school trustee. Includes 
bibliographical references. [LB2831.3.P37 
1974] 74-187844 2.50 


1. Private school trustees. L Springer, 
Eustace Laurence, joint author. II. 
National Association of Independent 
Schools. Committee on School 
Administration. III. Title. 

BROWN, Dean. 371.1702 
Learning & teaching; a manual for 


teachers. [Los Gatos, Calif., Lamplighters 
Roadway Press, 1974] 85 p. illus. 14 x 22 
cm. [LB1025.2.B76] 74-76740 2.50 (pbk.). 

I. Teaching. I. Title. 


FILBECK, Robert. 371.1°02 
Systems in teaching and learning / by 
Robert Filbeck. Lincoln, Neb. : 
Professional Educators Publications, [1974] 
137 p. : ill, ; 23 om. (The Professional 
education series) Bibliography: p. 125-127. 
[LB1025.2.F52] 72-94971 ISBN 0-88224- 
024-2 : 2.25 

1. Teaching. I. Title. 


GANGEL, Kenneth O. 371.1°02 
24 ways to improve your teaching [by] 
Kenneth O. Gangel. Wheaton, IL, Victor 
Books [1974] 131 p. 21 cm. “Originally 
appeared as a series of articles in The 
Sunday school times and Gospel herald.” 
[LB1027.G29] 74-77453 ISBN 0-88207- 
463-6 1.95 (pbk.). 

1. Teaching. 2. Religious education of 
children. I. Title. 


PERLSTEIN, Marcia H. 371.1°02 
Flowers can even bloom in schools; 
selected readings in educational psychology 
[edited by] Marcia H. Perlstein. Foreword 
by Herbert R. Kohl. [Sunnyvale, Calif] 
Westinghouse Learning aig [1974] 204 p. 


25 cm. Bibliography: (197]-204. 
(LB1033.P52] 74-4713 ISBN 0-88250-401- 
0 6.00 (pbk.) 

L Teacher-student relationships— 


-Addresses, essays, lectures. I. Title. 


SCHOOLS, society, and 371.1702 
mastery learning. James H. Block: editor. 


re 
AMERICAN BOOK PUBLISHING RECORD 


New York, Holt, Rinehart and Winston 
[c1974] viii, 148 p. 23 cm. "Based on 
papers presented at the Society, Schools, 
and Mastery Learning Symposium of the 
1973 American Educational Research 
Association Convention.” 
[LB1027.836624] 74-4537 ISBN 0-03- 
088407-1 3.00 (pbk.) 

1. Teaching—-Addresses, essays, lectures. 2. 
Academic achievement—-Addresses, essays, 
lectures. 3. Motivation in education— 
ee SES essays, lectures. I. Block, James 

,, ed. 


SEABERG, Dorothy I. 371.1°02 
The four faces of teaching: the role of the 
teacher in humanizing education, by 
Dorothy I. Seaberg. Pacifi& Palisades, 
aan Goodyear Pub. Co. [1975, 1974] 
p. cm. (Goodyear education series) 
Includes bibliographies. {..B1025.2.837] 74- 
76449 5.95 (pbk.) 
1, Teaching-—Addresses, essays, lectures. I. 
Title. 
Prepared from C.I.P. 


PALARDY, J. Michael, 
comp. 
Teaching today: tasks and challenges 
{compiled by] J. Michael Palardy. New 
York, Macmillan [1975, i.e. 1974] p. cm. 
Includes bibliographies. [LB1025.2.P34] 
73-19493 ISBN 0-02-390410-0 5.95 (pbk.). 
1. Teaching—-Addresses, essays, lectures. I. 
Title. 
Prepared from C.I.P. 


SMITH, Philip G. 371.122 
Teacher education at the crossroads, by 
Philip G. Smith. Reflections on alternative 
schools, by Arthur G. Wirth. With an 
introd. by Kenneth Winetrout. Columbus, 
Ohio State University Press [1974] p. cm. 
(Boyd H. Bode memorial lectures, no. 2) 
Includes bibliographical references. 
[LB1715.S484] 74-13087 ISBN 0-8142- 
0234-0 2.00 (pbk.). 

1. Teachers, Training of—United States. 2. 
Teachers—Certification—United States. I. 
Wirth, Arthur G. Reflections on alternative 


371.1°02708 


schools. 1974. I. Title. IIO. Title: 
Reflections on alternative schools. IV. 
Series. 

Prepared from C.I.P. 

NATIONAL School Public 371.144 


Relations Association. 

Evaluating teachers for professtonal growth 
: current trends in school policies & 
programs / [written by Neild Oldham]. 
Arlington, Va. : National School Public 
Relations Association, [1974] 64 p. ; 28 
cm. (Education U.S.A. special report) 
[LB2838.N4 1974] 74-82026 6.75 

1. Teachers, Rating of—United States. I. 
Oldham, Neild B. Hf. Title. IH. Series. 


BENTZEN, Mary M. 371.2 
Changing schools: the magic feather 
principle [by] Mary M. Bentzen and 
associates: James J. Bishop [and others] 
Fofeword by Samuel G. Sava. Introd. by 
John I. Goodlad. New York, McGraw-Hill 
[1974] xvii, 287 p. 24 cm. (/D/E/A 
reports on schooling. Early schooling 
series) (I/D/E/A reports on schooling. 
Series on educational change) "A Charles 
F. Kettering Foundation Program.” 
[LB2831.5.B46], 74-14527 ISBN 0-07- 
004821-5 7.95 

i. School personnel management. 2. 
Decision-making in schoot management. 3. 
Individualized instruction. I. Bishop, James 
J. if Title. IHI Series: Institute for 
Development of Educational Activities. 
Early schooling series. IV. Series: Institute 
for Development of Educational Activities. 
Series on educational change. 
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BRUBAKER, Dale. L. 371.2 
Creative survival in educational 
bureaucracies / Dale L. Brubaker, Roland 
Nelson, Jr.- Berkeley, Calif. ;: 
McCutchan Pub. Corp., [1974] xi, 205 p. ; 
24 cm. Includes bibliographical references 
and index. [LB2801.A2B78] 73-17608 
ISBN 0-8211-0125-0 : 9.75 
1. School management and organization— 
United States. 2. Decision-making in 
school management. I. Nelson, Roland P., 
joint author. IL Title. 


SARGENT, Cyril G. _ 371.2719 
Fewer pupils/surplus space; a report from 
Educational Facilities Laboratories {by 
Cyril G., Sgrgent. New York, Educational 
Facilities’ Laboratories, 1974] 55 p. 28 cm. 
{LC142.827] 74-79145 4.00 (pbk.) 

4. School attendance. 2. School facilities. I. 
Educational Faciities Laboratories. II. 
Title. 


PAYNE, David A. 371.2°6 
The assessment of learning : cognitive and 
affective / David A. Payne. Lexington, 
Mass. : Heath, [1974] 524 p. : ill. ; 25 cm. 
Inclųdes indexes. Bibliography: p. 455-471. 
{LB3051.P33 1974] 73-15416 ISBN 0-669- 
85209-0.-: 9.95 

1. Educational tests and measurements. I. 
Title. 


SAX, Gilbert. 371.26 
Principles of educational measurement and 


evaluation. Belmont, Calif, Wadsworth 
Pub. Co. [1974] 642 p. illus. 25 cm. 
Bibliography: p. 607-624. [LB1131.S283] 


73-93789 ISBN 0-534-00000-0 11.95 
t Educational tests and measurements. I. 
ttle. 


THYNE, James Morrison. 371.26 
Principles of examining [by] James M. 
Thyne. New York, Wiley ae ix, 278 p. 
illus. 23 cm. Bibliograp hy: p. [271}-272. 
{LB3051.T53] 74-4381 ISBN 0-470-86700- 
0 10.50 

J. Educational tests and measurements. I. 
Title. 


TYLER, Ralph Winfred, 
1902- comp. 

Crucial issues in testing, edited by Ralph 
W. Tyler and Richard M. Wolf. Berkeley, 
Calif, McCutchan Pub. Corp. [1974] x, 
170 p. illus. 24 cm. (Series on 
contemporary éducational issues) Includes 
bibliographical references. [LB1131.T93] 
73-20855 ISBN 0-8211-1714-9 9.25 

I. Educational tests and measurements. I. 
Wolf, Richard M., joint comp. IT. Title. TIT. 
Series: Contemporary educational issues. 


LIPPEY, Gerald. 371.2°721°02854 
Computer-assisted test construction. 
Gerald Lippey, editor. Contributors: Frank 
„B. Baker [and others] Englewood Cliffs, 
‘N.J., Educational Technology Publications 
{1974] xii, 244 p. 24 cm. Bibliography: p. 
231-240. [LB3051.L55] 74-11416 SBN 0- 
87778-073-0 11.95 

d. Electronic data processing—Educational 
tests and measurements. I. Baker, Frank B. 
I. Title. 


* ASSOCIATION for Programmed 
Learning and Education technology 
Aplet yearbook of gducational and 
. instructional technology, 1974-75, Edited 
by Anne Howe and A. J. Romiszowski. 
[London] Kogdn Page [1974] 415 p. 22 
cm. [LB1028.5] ISBN -85038-250-5 : 
1. Educational technology I. Romiszowski, 
A. J, comp. II. Howe, Anne, joint comp. 
IT. Title. 
Distributed by International Publications 
Service, N.Y. for 13.50. 


371.26 


371.3 


*WIENECKE, J. Melton. 371.32 
Tools that teach, by J. Melton Wienecke. 
Grand Rapids, Baker Book House, [1974, 


c1973]. 120 p. illus. 20 cm. [LB1751] 
ISBN 0-8010-9549-2 1.95 (pbk.) 

1. Teaching—Aids. I. Title. 
*OLMSTEAD, Joseph A. 371.37 
Smail-group instruction: Theory and 
practice, [by] Joseph A. Olmstead. 
[Alexandria, Va.] Human Resources 


Research Organization [1974] vii, 129 p. 
26 cm. Includes bibliographical references. 
[LB1032] 3.95 (pbk.) 

1. Education—Study and teaching. I Title. 


COMPUTER assisted 371.39°445 
instruction : current approaches and trends 
/ John A. Moldstad, guest editor. 
Bloomington : School of Education, 
Indiana University, [1974] ix, 136 p. : ill. ; 
23 cm. (Viewpoints ; v. 50, no. 4) Includes 
bibliographies. [LB1028.5.C529] 74-182292 
1.75 


i. Computer-assisted instruction— 
Addresses, essays, lectures. I. Moldstad, 
John A. ed. IL. Series: Viewpoints 
(Bloamington, Ind.) ; v. 50, no. 4. 


OHLSEN, Merle M. 371.4 
Guidance services in the modern school 
[by] Merle M. Ohlsen. 2d ed. New York, 


Harcourt, Brace, Jovanovich [1974] x, 500 


p. illus. 25 cm. Revision of Guidance, an 
introduction, published in 1955. Includes 
bibliographies. [LB1027.03875 1974] 74- 
2562 ISBN 0-15-529738-4 5.95 

1. Personnel service in education. I. Title. 


*STAFFORD, William B. 371.4 
Schools without counselors; guidance 
practices for teachers’ by William B. 


Samd Chicago, Nelson-Hall Co., on 
215 p. 23 cm. Bibliography: p. 195- 

206, [r402 .5] 73-90567 isBN 0-911012- 

2-4 

1. Personnel service in education. I. Title. 


ROSE, Gordon. 371.4°6 
Counselling and school social ‘work: an 
experimental study [by]’G. Rose and T. F. 
Marshall. With the assistance of: B. F. 
Adamson [and] P. Avery. London, New 
York, Wiley [1974] p. :Bibliography: p. 
[LB3013.5.R67] 74-2449 16.95 

1. School social work. I. Marshall, Tony 
F, joint author. IT. Title. 

Prepared from C.I.P. 


DISCIPLINE in the 371.5 
classroom. Rev. ed. Washington, National 
Education Association [1974] 96 p. 23 cm. 
{LB3011.D5 1974] 74-13022 2.50 (pbk.) 
I. Classroom  managefnent—Addresses, 
essays, lectures. I. National Education 
Association of the United States. 
remy Charles Augustus, 371.7 
2- 
Administration of health and physical 
education programs, including athletics 
[by] Charles A. Bucher. 6th ed. Saint 
Louis, Mosby, 1975. p. cm. Originally 
published under title: Administration of 
school health and physical education 
programs. {LB3405.B83 1975] 74-13260 
ISBN 0-8016-0845-7 12.95 
1. Health education. 2. Physical education 
and training—Administration. I. Title. 
Prepared from C.I.P. 


AMERICAN School Health 
Association. 

Guidelines for the school: nurse in the 

school health program. Kent, Ohio [1974] 

vi, 32 p. illus. 23 cm. Previous guidelines 

appeared in the Journal of school health. 


371.712 
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Bibliography: p. 29-32. [LB3407.A66 1974] , 
74-7717259 2.00 (pbk.) 

1. School nurses. 2. School hygiene. I. 
Title. 


GRAUBARD, Paul S. 371.9 
Classrooms that work; presdriptions for 
change [by] Paul Graubard and Harry 
Rosenberg. [lst ed.] New York, Dutton, 
1974. x, 214 p. 22 cm. ”A Sunrise book.” 
{LC3965.G75 1974] 74-4157 ISBN 0- 
87690-131-3 7.95 

1. Exceptional children—Education. I. 


Rosenberg, Harry Ewing, 1932- -> joint 
author. II. Title. 
VAN OSDOL, William R. 371.9019 


Parents, teachers, kids [by] Wm. R. Van 
Osdol. Cover design by Kelly Van Osdol. 
New York, MSS Information Corp. [1974] 
292 p. illus. 23 cm. On spine: P.T.K., 
Parents, Teachers, Kids. Includes 
bibliographies. [RJ499.V36] 74-6352 ISBN 
0-8422-5167-7 13.00 

1. Child psychiatry. 2. Parent and child. 3. 
Teacher-student relationships. I. Title. IT. 
Title: P.T.K., Parents, Teachers, Kids. 

Pbk. 7.50, ISBN 0-8422-0395-8. 


CRATTY, Bryant J. 371.9°28 
Motor activity and the education of 
retardates [by] Bryant J. Cratty. 2d ed. 
Philadelphia, Lea & Febiger, 1974. p. cm. 
(Health education, physical education, and 
recreation series) Includes bibliographies. 
[LC4661.C7 1974] 73-23008 ISBN 0-8121- 
0426-9 12.50 

1. Mentally handicapped — children— 
Education. 2. Perceptual-Motor learning. I. 
Title. 

Prepared from C.I.P. 


CUSHENBERY, Donald C. 371.9°53 
Reading and the gifted child: a guide for 
teachers, by Donald C. Cushenbery and 
Helen Howell. Springfield, Ill., Thomas 
[1974] p. Includes bibliographies. 
LC3993.5.C87] 74-7043 ISBN 0-398- 
3186-X 9.50 ‘ 
1. Gifted children—Education—Reading. I. 
Howell, Helen, joint author. I. Title. 
Prepared from C.I.P. 


PIALORSI, Frank, comp. . 371.9°7 
Teaching the bilingual : new methods and 
old traditions / Frank Pialorsi, editor. 
Tucson University of Arizona Press, 
[1974] vii, 263 p. : 23 cm. Includes 
bibliographies. [LC3731.P52] 73-87717 
ISBN 0-8165-0372-9 : 7.60 

I. Education, Bilingual—United- States— 
Addresses, essays, lectures. I. Title. 


PUERTO Ricans 371.9°7°687295073 
and educational opportunity. New York : 
Arno Press, 1975, [i.e.1974] p. cm. (The 
Puerto Rican experience) Reprint of Study 
of Puerto Rican graduates, Morris High 
School, June 1961, by Morris High School, 
New York City, and Commonwealth of 
Puerto Rico, Dept. of Labor, Migration 
Division, first published 1963; of Interim 
report on education and citizenship in the 
public school system of Puerto Rico, by D. 
P. Wolfe, first published 1962; of The 
losers, by R. J. Margolis, first published 
1968; of Hemos trabajado bien, by the 
National Conference of Puerto Ricans, 
Mexican-Americans, and Educators on the 
Special Educational Needs of Urban 
Puerto Rican Youth, Ist, New York, 1968, 
first published 1968; and of How equitably 
are bilingual-bicultural education programs 
servicing the Puerto Rican students? by the 
Puerto Rican Association for National 
Affairs, first published 1972. [LC2692.P83] 
74-14246 ISBN 0-405-06231-1 : 12.00 

i. Puerto Ricans in the United States— 


59 


300 SOCIAL SCIENCE 


. Education. 2. Education—Puerto Rico. I. 
Title. If. Series. 
Prepared from C.I.P. 


*BRAY, Douglas H. 371.97°994'0931 
Polynesian and Pakeha in New Zealand, 
education; \by] Douglas H. Bray [and] 
Clement G. N. Hill. Auckland, Heineman 
Educational Books, 1973. 2 v. 22 cm. Vol. 
1 The sharing of cultures. Vol. 2 Ethnic 
difference and the school. [LC3739] 

1. Education—New Zealand. I. Title. 
Distributed by International Publications 
Service for 6.00 ea. 


BERSON, Minnie Perrin. 372.1°2’52 
Opening, mixing, matching; continuity of 
growth for children and teachers. 
Washington, Association for Childhood 
Education International [1974] 44 p. illus. 
21 x 26 cm. Includes bibliographical 
references. {LB1032.B47] 74-181543 2.95 
(pbk.) 

i. Group work in education. 2. Nongraded 
schools. I. Title. 


DAY, Barbara, 1938- 372.173 
Open learning in early childhood / Barbara 
Day. New York : Macmillan, [1975] p. 
cm. Includes index. Bibliography: p. 
[LB1029.06D38] 74-5717 ISBN 0-02- 
327950- pbk. : 4.95. 

1. Open plan schools. I. Title. 

Prepared from C.I.P. 


OREM, Reginald Calvert. 372.1°3 
Montessori. : her method and the 
movement : what you need to know / 
edited by R. C. Orem, New York 
Putnam, {1974] 263 p. ; 21 cm. Includes 
bibliographies. [LB775. M80665] 74-83094 
ISBN 0-399-11362-2 : 7.95 

1. Montessori method of education. 


ROUNDS, Susan. 372.1°3 
Teaching the young child : a handbook of 
open classroom practice / Susan Rounds. 
New York : Agathon Press : distributed to 
the trade by Schocken Books, ae 
i.e.1974] p. cm. Bibliography: 
[LB1029.06R67] 74-9315 ISBN 0- 37586. 
048-6 : 7.95. 

1. Open plan schools. £. Title. 

Prepared from C.I.P. 


MILLER, Lynne G. 372.1°33°56 
Ready-made bulletin boards for elementary 
schools / Lynne G. Miller ; illustrated by 
Betty Morikawa Yang. New York : 


Citation Press, 1974. 80 p. : ill. ; 23 om. 
[LB1045.M54] 74-76657 ISBN 0-590- 
09581-1 :pbk. 2.95. 

1. Bulletin boards. I, Title. 

HENDRICK, Joanne, 1928- 372.21 


The whole child; new trends in early 
education. Saint Louis, Mosby, 1975. p. 
cm. [LB1140.2.H44] 74-14767 ISBN 0- 
8016-2142-9 10.95 

1. Education, Preschool. I. Title. 

Prepared from C.LP. 


EVANS, Ellis D. 372.21°0973 
Contemporary influences in early 
childhood education [by] Ellis D. Evans. 
2d ed. New York, Holt, Bare and 
Winston, 1975 {ci97 1] p. 
Bibliography: p. [LB1140.2.E9 1975] 14. 
16007 ISBN 0-03-089584-7 7.95 

i. Education, Preschool—United States— 
1945- I Title. 

Prepared from C.I.P. 


SHORT, Edward. 372.21'6°0942 
Birth to five / Edward Short : foreword by 
Lord Annan. New York : Barnes & Noble, 
1974. xi, 132 p. : ill. ; 23 cm. Includes 
bibliographical references and index. 
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[LB1140.2.549 1974b] 74-186466 ISBN 0- 
06-496239-3 : 6.75 
1. Nursery schools. I Title. 


VICTOR, Edward, 1914- ed. 372.3°5 
Readings in science education for the 
elementary school [compiled by] Edward 
Victor [and] Marjorie S. Lerner. 3d ed. 
New York, Macmillan [1975, i.e. 1974] p. 
cm. Includes bibliographical references. 
(LB1585.V45 1975] 73-22626 ISBN 0-02- 
042281-0 6.95 

1 Science—Study and teaching 
(Elementary)—Addresses, essays, lectures. 
I, Lerner, Marjorie S., joint ed. II. Title. 
Prepared from C.I.P. 


*CARTWRIGHT, Sally. 372.3°5°044 
Sunlight illustrated by Marylin Hafner. 
New York, Coward, McCann & 
Geoghegan, [1974] 31 p. col. illus. 24 cm. 
[LB1585] 73-88022 ISBN 0-698-30540-X 
4.97 

1. Science—Study & teaching (Elementary) 
I. Title. 


VICTOR, Edward, 1914- 372.35044 
Science for the elementary school. 3d ed. 
New York, Macmillan [1975, i.e. 1974] p. 
cm. Inciudes bibliographies. [LB1585.V46 
1975] 73-16582 ISBN 0-02-422890-7 10.95 


L Science—Study and teaching 
(Elementary) I. Title. 
Prepared from C.I.P. 
*HART, John W. 372.357 


Self-earth ethic (see); a life-centered k-12 
curriculum guide for environmental 
education, level three, by John W. Hart 
and Jessie M. Turner. Danville, Il., 
Interstate Printers, [1974] xxiii, 130 p. 28 
cm. [QH541.2] 4.95 (pbk.) 

1. Ecology—Study and teaching. 2. Nature 
Study. I. Title. 


LIPSCHITZ, Ceil, 1935- 372.3°57 
An ecology craftsbook for the open 
classroom. New York, Center for Applied 
Research in Education [1974] p. cm. 
(QH541.2.L5] 74-17489 ISBN 0-87628- 
143-9 9.95 

J. Ecology—Study and teaching 
(Elementary) 2. Activity programs in 


education—Handbooks, manuals, etc. 3. 
Open plan schools. I. Title. 

Prepared from C.I.P. 

*KENDER, Joseph P., comp. 372.41 


Teaching reading: the growing diversity, 
edited by Joseph P. Kender. Danville, Il). 
Interstate, [1974]. xiv, 110 p. 23 cm. 
Highlights of the 22d Annual Readin 
Conference of Leigh University. [LB1050 
62-4990 4.50 (pbk.) 

i. Reading (teaching). I. Title. 


ZATZ, David I., 1930- 372.414 


improving elementary reading with the , 


achievement-based contract plan [by] 
David I. Zatz and Shirley F. Moritt. West 
Nyack, N.Y., Parker Pub. Co. [1974] p. 
em. [LB1573.Z32] 74-10738 ISBN 0-13- 
452524-8 8.95 

1. Reading (Elementary) 2. Performance 
contracts in education. I. Moritt, Shirley 
F., 1928- joint author. If. Title. 

Prepared from C.I.P. 


DOTTS, M. Franklin, 1929- 372.5 
Clues to creativity : providing learning 
experiences for children / M. Franklin and 
Maryann J. Dotts. New York : Friendship 
Press, [1974- p. cm. Contents.—v. 1. A-I. 
[LB1537.D63] 74-20622 [ISBN 0-377- 
00015-9(v.1) pbk.: 3.95 

1. Creative activities and seat work. I. 
Dotts, Maryann J., joint author. 

Prepared from C.LP. 
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WANKELMAN, Willard F. 372.5 
A handbook of arts & crafts for elementary 
and junior high school teachers, {by} 
Willard W. Wankelman, Philip Wigg [and] 
Marietta Wigg. Dubuque, Iowa, W. C. 
Brown .Co., [1974, c1968]. ix, 230 p. illus. 
28 cm. (LB1537.W3] 73-85347 ISBN 0- 
697-03292-2 6.50 (pbk.), 

1. Creative activities and seat work. I. 
Wigg, Philip, joint author If. Wigg, 
Marietta, joint author. III. Title. 


*TVORCHESKIE raboty 372.6 
uchenikov Tolstogo v Yasnot Polyane. 
Introduction by Thomas G. Winner. 
Providence, Brown University Press [1974] 
ix, 136 p. 21 cm. (Brown University Slavic 
reprint X) In Russian. [LB1576] 72-2453 
ISBN 0-87057-135-4 4.00 (pbk.) 

I. Language arts (Elementary)}—Addresses, 
essays, lectures. 


HENNINGS, Dorothy 
Grant. 

Smiles, nods, and pauses; activities to 

enrich children’s communication skills. 

New York, Citation Press [1974] 232 p. 

illus. 21 cm. Bibliography: p. 217%232. 

[LB1575.8.H46] 73-94479 8.95 


372.6044 


fi. Language arts (Elementary) 2 
Perceptual learning. I. Title. 
*TERRY, Ann. 372.64 


Children’s poetry preferences; a national 
survey of upper elementary grades. 
Urbana, Ill., National Council of Teachers 
of English, [1974]. vii, 72 p. 23 cm. 
(NCTE of the research series: no. 16.) 
*Original title: A national survey of 
children’s poetry preferences in the fourth, 
fifth, and sixth grades. (dissertation). » 
Bibliography: p. 71-72 [PN6110] 74-77997 
ISBN 0-8141-1535-2. 2.75 (pbk.) 

1. Children’s poetry. 2. Children’s 
literature in curriculum. I. NCTE 
committee on research, series. I. Title. 


WILDERMAN, Ann McPherson. 372.7 
Metric measure simplified; a practical 
guide for elementary classroom teachers, 
by Ann McPherson Wilderman, Harold S. 
Resnick [and] David E. Kapel. Boston, 
Prindle, Weber & Schmidt, 1974] viii, 120 
p. illus. 28 cm. (The Prindle, Weber & 
Schmidt series in mathematics education) 
Bibliography: p. 120. [QC93.W53] 74- 
76937 ISBN 0-87150-176-7 3.50 

J. Metric system—Study artd Yeaching 
(Elementary)—United States. I. Resnick, 
Harold S., joint author. I Kapel, David 
E., joint author. HT. Title. 


BARKER, Eric J. 372.89 1044°0942 
Geography and younger children; an 
outline of theory and practice [by] Eric J. 
Barker. London, University of London 
Press, 1974. [7], 133 p. illus., maps. 22 cm. 
(Unibooks) [G76.5.G7B37] | _74-182950 
ISBN 0-340-15991-X 

1I. Geography—Study and teaching 
(Elemefitary)—Great Britain. I. Title. 
Distributed by Verry, 4.50 (pbk.), ISBN 0- 
340-15992-8. 


JAMES, Charity. 373.1°17020924 
Beyond customs: an educator’s journey. 
With a foreword by James Macdonald. 
New York, Agathon Press; distributed by 
Shocken Books [1974] xv, 240 p. 22 cm. 
Includes bibliographical references. 
[LB1025.2.J34] 73-81295 ISBN 0-87586- 
042-7 8.95 

1. Teaching. 2. Adolescence. I. Title. 


PREPARATION for the 373.1°2°62 
high school equivalency examination 
(GED). Completely rev. and enl. New 
York, Cambridge Book Co. [1974, c1973] 


mere, wee ~ 


DECEMBER 31,1974 


xvii, 570 p. illus. 28 cm. (Cambridge GED 
program) Published in 1967 by College 
Pub. Corp., Brooklyn, under title: How to 
pass high school equivalency examination. 
[LB1627.7.P7 1973] 74-180242 5.88 

4. High school equivalency examination. Í. 
College Publishing Corporation, Brooklyn. 
How to pass high school equivalency 
examination. 


TAYLOR, Philip Hampson. 373.19 
The English sixth form; a case study in 
curriculum research [by] Philip H. Taylor, 
W. A. Reid and B. J. Holley. London, 
Boston, Routledge & K. Paul, 1974. xi, 186 
p. illus. 23 cm. (International library of 
sociology) Includes index. Bibliography: p. 
179-181. [LB1629.7 12th.T38] 73-92989 
ISBN 0-7100-7832-3 12.25 

d. Twelfth grade (Education)—Great 
Britain. 1 Reid, "William Arbuckle, joint 
author. If. Holley, Brian, joint author. TIT. 
Title. 


WARWICK, David 
Wiiliam. 
Integrated studies in the secondary school, 
edited by David Warwick. (London, 
University of London Press, 1973 i.e.1974] 
121 p. 23 cm. Bibliography: p. [115]-116. 
(LB1629.5G7W37 1973] 74-158502 ISBN 
-06-497484-7 
J. Interdisciplinary approach in education. 
2. Education, Secondary—-Great Britain— 
Curricula. I. Title. 
Distributed by Barnes & Noble for 6.00. 


*KIM, Eugene C. 373.3 
A resource guide for secondary school 
teaching: planning for competence, [by] 
Eugene C. Kim [and] Richard D. Kellough. 
New York, Macmillan, [1974]. xiii, 204 p. 
28 cm. [LB1027.5] 5.95 (pbk.) 

i. Personnel Service in Secondary 
education-—Laboratory manuals. 2. 
Vocational guidance—Laboratory manuals. 
A en Richard D., joint author. I. 
ttle. 


BRICKMAN, William W. 375 

Bibliographical essays on curriculum and 

instruction, by William W. Brickman. 

D Pa.] Norwood Editions, 1974. 
cm. Includes bibliographies. 

fLB1570. B78] 74-14718 12.50 

1. Edygation—Curricula. 2. Education— 

Bibliography ly. I. Title. 

Prepared from C.I.P. 


YARBROUGH, V. Eugene, 
comp. 

Readings in curriculum and supervision. 
Edited by V. Eugene Yarbrough, William 
C. Bruce [and] Ronald L. Hubright. New 
York, MSS Information Corp. [1974] 250 
p. illus. 23 cm. Includes bibliographies. 
[LB1055.Y37] 74-13353 ISBN 0-8422- 
5203-7 11.00 

1. Learning, Psychology of—Agdresses, 
essays, lectures. 2. Curriculum planning— 
Addresses, essays, lectures. F. Bruce, 
Wiliam C, joint comp. I. Hubright, 
Ronald L., joint comp. II. Title. 

Pbk. 6.25, ISBN 0-8422-0448-2. 


‘“HEIGHTENED 375°.001 
consciousness, cultural revolution, and 
curriculum theory : the proceedings of the 
Rochester conference / William Pinar, 
editor. Berkeley, Calif. : McCutchan Pub. 
Corp., [1974] xv, 173 p. ; 24 cm. Held 
May 3-5, 1973. Includes bibliographical 
references. [LB1570.H43] 73-17615 ISBN 
0-8211-1511-1 : 9.50 

d. Education—Curricula. 2. Curriculum 
Planning. I. Pinar, William, ed. 


373.1°9°0942 


375’.0008 


*RUSSELL, James D. 375.001 
Modular instruction; a guide to the design, 
selection, utilization and evaluation of 
modular materials, by James D. Russell. 
Foreward by S&S. N. _ Postlewait. 
Minneapolis, Burgess [1974] xiii, 142 p. 22 
cm. Bibliography: p. 137-138. [LB1570] 
74-75755 ISBN 0-8087-1837-1 2.95 (pbk.) 
i. Curriculum planning. I. Title. 


TANKARD, George 375’.001 
Granville, 1920- 
Curriculum improvement: an 


administrator’s guide [by] George G. 
Tankard, Jr. West Nyack, N.Y., Parker 
Pub. Co. [1974] p. cm. Bibliography: p. 
(LB1570.T22] 74-13123 ISBN 0-13- 
195917-4 9.95 

di Curriculum _ planning—Handbooks, 
manuals, etc. I. Title. 

Prepared from C.I.P. 


*JUDY, Stephen N. 375.42 
Explorations in the teaching of secondary 
English; a source book for experimental 
teaching, [by] Stephen N. Judy. New 
York, Dodd, Mead, 1974 xi, 273 p. illus. 
24 cm. [LB1631] 73-15382 ISBN 0-396- 
06896-0 6.95 (pbk.) 

i. English language—Study and teaching 
(Secondary). I. Title. 


ARMOUR, Richard 378°.002’07 
Willard, 1906- 
The academic obestiary, by Richard 


Armour. Illustrated by Paul Darrow. [New 


York] Morrow [1975] p. cm. 
(LA227.3.475] 74-16011 ISBN 0-688- 
02884-5 4.95 


1. Universities and colleges—United States. 
2. Universities and colleges—Anecdotes, 
facetiae, satire, etc. I. Title. 

Prepared from C.I.P. 


MOODIE, Graeme C. 378.1°C10942 
Power and authority in British untversities, 
by Graeme C. Moodie and Rowland 
Eustace. Montreal, McGill-Queen’s 
University Press, To 254 p. 22 cm. 
Bibliography: [242]-249. 
[LC178. G7M66] 74- 76083 ISBN 0-7735- 
0223-8 

J. Higher education and state—Great 
Britain. 2. Universities and colleges—Great 
Britain-Administration. L Eustace, 
Rowland, joint author. II. Title. 

Distributed by McGill University Press, 
New York, 10.50. 


REDDIX, Jacob L. 378.1712'0924 B 
A voice crying in the wilderness : the 
memoirs of Jacob L. Reddix / by Jacob L. 
Reddix. Jackson University Press of 
Mississippi, [1974] xi, 238 p., [2] leaves of 


plates : ill. ; 24 cm. Includes index. 
[LA2317.R36A38] 73-86314 ISBN 0- 
87805-024-8 : 10.95 

i. Reddix, Jacob L. 2, Negroes— 


Education. I. Title. 


PROFESSOR X., 
f1.1973- 

Never at a loss for an opinion / Professor 
X. New Rochelle, N.Y. : Arlington House, 
[1974] p. cm. [LB1778.P75] 74-22132 
ISBN 0-87000-280-5 : 6.95 

1. College teaching as a profession. I. Title. 
Prepared from C.I.P. 


BROWNSTEIN, Samuel C., 
1909- 

Barron’s how to prepare for college 
entrance examinations [by] Samuel C. 
Brownstein fand] Mitchel Weiner. 7th ed., 
rev. and enl. Woodbury, N.Y., Barron’s 
Educational Series, inc. [1974] p. Some 
editions published under title: How to 
prepare for college entrance examinations. 


378. 12023 


378.1°6'64 
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[LB2353.B75 1974] 74-8131 ISBN 0-8120- , 
0051-X 4.50 (pbk.). 

1. Universities and colleges—United 
States—Examinations—Handbooks, 
manuals, etc. 2. Scholastic aptitude test- 
Handbooks, manuels, etc. I Weiner, 
Mitchel, 1907- joint author. II. Title. HI. 
Title: How to prepare for college entrance 
examinations. 

Prepared from C.I.P. 


EDUCATIONAL Testing 

Service. 
CLEP general and subject examinations, 
descriptions and sample questions. 
[Princeton, College-Level 
Examination Program [1974] 104 p. illus. 
28 cm. Cover title. Prepared for .che 
College Entrance Examination Board. 
[LB2367.E27 1974] 74-182290 1.00 (pbk.). 
1. Universities and colleges-—Examinations. 
Z, College-Level Examination Program. II. 
College Entrance Examination Board. III. 
Title. 


GRUBER, Gary R. 378.1°66'4 
CLEP (College-Level Examination 
Program) [by] Gary R. Gruber. [1974-1975 
ed.] New York, Simon and Schuster [1974] 
587 p. illus. 28 cm. [LB2353.G79 1974] 
74-181625 3.95 

i. College-Level Examination Program. I. 
Title. 


*WEBER, Max, 1864-1920. 378.1°7 
Max Weber on universities; the power of 
the state and the dignity of the academic 
calling in imperial Germany. Tr. ed. and 
with an introductory note by Edward Shils. 
Chicago, University of Chicago Press 
[1974] 62 p. 23 cm. “Reprinted from 
Minerva, vol. 11, no. 4.” [LB2331] 73- 
94103 ISBN 0-226-87726-4 2.95 (pbk.) 

1. Education,  Higher—Research. 2. 
Universities and colleges. I. Minerva. vol. 
11, no. 4. II. Title. 


HEALY, Charles C. 378.1°94°25 
Career counseling in the community 
college, by Charles Healy. Springfield, ILL, 
Thomas [1974] xv, 140 p. 24 cm. 
Bibliography: p. 127-133. (LB2343.H35 
1974] 73-20424 ISBN 0-398-03096-0 8.75 
1. Personnel service in higher education. 2. 
Vocational guidance. I. Title. 

Pbk. 5.95, ISBN 0-398-03097-9 


SEARLES, Aysel. 378.3°025°73 
Guide to financial aids for students in arts 
& sciences for graduate and professional 
study [by] Aysel Searles, Jr. [and] Anne 
Scott. Rev. ed. New York, Arco [1974] xii, 
107 p. 26 cm. Bibliography: p. 87-101. 
[LB2338.84 1974] 74-80776 ISBN 0-668- 
02496-8 3.95 

1. Student aid—United States—Directories. 
2. Universities and  colleges—United 
States—Graduate work—Directories. 3. 
Professional education—United States— 
Directories. T. Scott, Anne. lf. Title. 


378.1664 


PROTA, Nicholas C. 378.30973 
Barron’s handbook of junior and 
community college financial aid, by 


Nicholas C. Proia [and] Vincent M. Di 
Gaspari. Rev. Woodbury, N.Y., Barron’s 
Educational Series [1974] p. cm. Advice 
on programs of financial aid available to 
different segments of the population, 
including facts about the participating two- 
year colleges and suggestions for selecting 
the right one. [LB2337.4.P76 1974] 74- 
11499 ISBN 0-8120-0402-7 6.95 (pbk.). 

1, Student aid—United States. 2 
Municipal junior colleges—United States. 
L Di Gaspari, Vincent M., joint author. I. 
Title. III. Title: Handbook of junior and 
community college financial aid. 
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B’NAI B'rith. Career and 
Counseling Services. 
Meeting the challenge: experimental and 
innovative colleges and universities [by] S. 
Norman Fefngold, Anne E. Garrett [and] 
Fae E. Hoffman. Washington [1974] iti, 49 
p. 28 cm. Page 49 blank for notes. 
Bibliography: p. 41-43. [L901. B59 1974] 
73-93087 2.50 (pbk.) 
J. Universities and colleges—United 
States—Directories. 2. Educational 
innovations—United States—Directories. I. 
Feingold, S. Norman, 1914- IF. Garrett, 
Anne E. IIT. Hoffman, Fae E. IV. Title. 


BATTLE, Kemp Plummer, 378.756'565 
1831-1919. 

History of the University of North 

Carolina. Spartanburg, S.C., Reprint Co., 

1974 [cl1907-12] p. cm. Reprint of the ed. 

printed for the author by Edwards & 

Broughton, Raleigh, N.C.; with new pref. 

Contents.—v. 1. From 1789 to 1868.—v. 

2. From 1868 to 1912. [LD3943.B3 1974] 

74-13351 30.00 per vol. 

1. North Carolina. University—History. LI. 

Title. 

Prepared from C.I.P. 


OWEN, John D. 379’.1’0973 
School inequality and the welfare state [by] 
John D. Owen. Baltimore, Johns Hopkins 
University Press [1974] p. Includes 
bibliographical references. [LB2825.093] 
74-6834 ISBN 0-8018-1596-7 10.00 

J. Education—United States—Finance. 2. 
Foncanonal equalization—United States. I. 

ttle. 
Prepared from C.I.P. 


WALBERG, Herbert J., 
1937- 


378.73 


379.15 


Evaluating educational performance; a 
sourcebook of methods, instruments, and 
- examples. Edited by Herbert J. Walberg. 
Berkeley, Calif., McCutchan Pub. Corp. 
[1974] xxii, 395 p. illus. 24 cm. Includes 
bibliographies. [LB2823.W27] 73-17613 
ISBN 0-8211-2001-8 12.00 

1, Educational surveys. 2. Teachers, Rating 
of. I. Title. 


HAMILTON, Howard 
Devon, 1920- 


379.15°0973 


Policy-making by plebiscite; school 
referenda [by] Howard Hamilton [and] 
Sylvan Cohen. Lexington, Mass x 
Lexington Books [1974] p. 

[LB2825.H23] 73-19725 ISBN 0-669. 


90969-6 20.00 

1, Education—United States—-Finance. 2. 
School bonds—United States. 3. 
Referendum—United States. I. Cohen, 
Sylvan H., joint author, If. Title. 

Prepared from C.I.P. 


SULLIVAN, Daniel 
Joseph. 

Public aid to nonpublic schools. Lexington, 

Mass., Lexington Books [1974] p. cm. 

Bibliography: p. [LB2825.8735] 74-14531 

ISBN 0-669-96198-1 15.00 

1. Private schools—-United States— 

Finance. 2. Federal aid to education— 

United States. 3. State aid to education— 

United States. I. Title. 

Prepared from C.I.P. 


SUMMERFIELD, Harry L. 379.73 
Power and process; the formation and 
limits of Federal educational policy [by] 
Harry L. Summerfield. Berkeley, Calif., 
McCutchan Pub. Corp. [1974] xiv, 328 p. 
24 cm. Includes supplementary e essays: 
Federal courts and Federal education 
policy, by J. E. McDermott; The flow of 
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379”.32°0973 


Federal funds for education, by J. W. 
Guthrie; and An ”education Congressman” 
seeks reelection, by J. H. Schuster. 
Includes bibliographical references. 
fee: 875} 73-17614 ISBN 0-8211-1826-9 


: Pederal aid to education—United States. 
2 Education and state—United States. I. 
ytle. 


MARTEN, Ethel 380.1°45'66400924 B 
Sexton. 

For my grandchildren, some reminiscences. 

Chicago, Franciscan Herald Press [1973, 

i.e.1974] p. [HD9009.S47M36] 73-21588 

ISBN 0-8199-0488-0 5.00 

1. Marten, Ethel Sexton. 2. Sexton, John & 

co. 3. Food industry and trade—United 

States. I. Title. 

Prepared from C.I.P. 


BAGWELL, Philip S. 380.5°0942 
The transport revolution from 1770 [by] 
Philip S. Bagwell. New York, Barnes & 
Noble, [1974] 460 p. maps. illus. 23 cm. 
Bibliography: p. 419-440. [HE243.A1B33] 
74-165708 ISBN 0-06-490288-9 17.50 

1. Transport—Great Britain. I. Title. 


LUBELL, Winifred. 381 
Street markets around .the world, by 
Winifred & Cecil Lubell. New York, 
Parents’ Magazine Press, 1974. 64 p. col. 
illus. 24 cm. (Finding-out books) Describes 
the origin, development, and function of 
various types of street markets throughout 
the world. [HF5470.L82] 74-805 ISBN 0- 
8193-0732-7 4.59 (lib. bdg.). 


1. Markets—Juvenile literature. 2. Fairs— > 


Juvenile literature. I, Lubelf, Cecil, joint 
author. IT. Title. 


SAMUELSON, Lee. 382 
A new model of world trade [by] Lee 


Samuelson. Cyclical indicators for 
manufacturing industries [by] Randolf 
Granzer. [Paris, Organization for 


Economic Co-operation and Development] 
1973. 54 p. illus. 27 cm. (OECD economic 
outlook. Occasional studies) Cover title. 
Includes bibliographical references. 
({HF1007.S233] 74-162688 
I. Commerce—Mathematic models. 2. 
Manufactures. 3. Business cycles. L 
Granzer, Randolf, Cyclical indicators for 
manufacturing industries. 1973. Cyclical 
indicators for manufacturing industries. IT. 
Title. II. Title: Cyclical indicators for 
manufacturing industries, IV. Series: 
Organization for Economic Cooperation 
and Development. OECD economic 
outlook. Occasional studies. 
Distributed by Organization for Economic 
Cooperation & Development, Washington, 
D.C, for 2.50 (pbk.) 
MOMIBLAN, Carl 382°.09171°301717 
Canat perspectives in East-West 
commerce. Edited by Carl H. McMillan. 
oe Mass., Lexington Books [1974] 
p. cm. Includes bibliographical references. 
[HF499.M25] 74-16208 ISBN 0-669- 
95653-8 14.00 
1. East-West trade (1945- )—Addresses, 
essays, lectures. I. Title. 
Prepared from C.I.P. 


NAGORSKI, 382°.09171°301717 
Zygmunt, 1912- 
East-West trade: illusions and 


opportunities. Foreword by Jean-Francois 
Revel. New York, Mason & Lipscomb 
[1974] p. cm. Bibliography: p. 
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[HF499.N33] 74-13931 ISBN 0-88405- 
088-2 $.95 

1. East-West trade (1945- ) 2. International 
economic relations. I. Title. 

Prepared from C.I.P. 


NEILAN, Edward. 382’.0973°051 
The future of the China market : prospects 
for Sino-American trade / Edward Neilan, 
Charles R. Smith. Washington : American 
Enterprise Institute for Public Policy 
Research, 1974. 94 p. ; 23 cm. (AEI- 
Hoover policy studies ; 11) Bibliography: 
p. 91-94. [HF3120.N4] 74-13361 ISBN 0- 
8447-3137-4 pbk. : 3.00 3.00 

I. United States—Commerce---China. 2. 
China—Commerce—United tates. L 
Smith, Charles Richard, 1930- joint author. 
I, Title. III. Series. IV, Hoover Institution 
studies ; 46. 


VINER, Jacob, 1892- 382.1°7°0971 


1970 
Canada’s balance of international 
indebtedness, 1900-1913; an inductive 


study in the theory of international trade. 
Clifton [N.J.] A. M. Kelley, 1974. p. cm. 
(Reprints of economic classics) Reprint of 
the 1924 ed. published by Harvard 
University Press, Cambridge, which was 
issued as v. 26 of Harvard economic 
studies. Bibliography: p. [HG3883.C3V54 
1974] 74-7246 ISBN 0-678-00687-3 17.50 
1. Balance of payments—Canada. 2. 
Finance—Canada. L Title. II. Series: 
Harvard economic studies, v. 26. 

Prepared from C.I.P. 


PROBLEMS of balance 382.1°7°0973 
of payments and trade. Edited by 
Nasroliah S. Fatemi. Rutherford [N.J.] 
Fairleigh Dickinson University Press 
[1974] p. cm. Papers presented at the 
monetary conference held by Fairleigh 
Dickinson University at its Wroxton 
College Campus, Oxfordshire, Eng. in June 
1973. [HG3883.U7P75] 74-4971 ISBN 0- 
8386-1587-2 10.00 

1. Balance of payments—United States— 
Congresses. 2. United States—Commerce— 
Congresses. 3. United States--Economic 
policy—1971- —Congresses. I. Fatemi, 
Nasrollah Saifpaur, 1911- ed. II. Fairleigh 
Dickinson University. 

Prepared from C.I.P. 


*NATIONAL radio publicity 384.5 
directory 74-75; cros$-reftrenced 
information on network, syndicated and 
local talk shows from all 50 states 
including college stations. [New York], 
Peter Glenn, [1974]. xx, 295 p. illus. 28 
em. [TK6570.B7] ISBN 0-87314-095-8 
49.70 (pbk.) 

I. Radio broadcasting. 2. Communication 
networks—U.S. 


*STONE, Charles L. 384.54 
The making of a broadcaster; the self-help 
way to a career in radio and television; by 
Charles*L. Stone. [ist. ed.] New York, 
Vantage Press [1974] 224 p. 21 cm. 
[TK6570.B7] ISBN 0-533-00623-6 4.50 

i. Radio broadcasting. 2. Television 
broadcasting. I. Title. 


CONTROL of the direct 384.5456 
broadcast satellite: values in conflict. 
Aspen Instifute Program on 


Communications and Society in association 
with the Office of External Research, 
Dept. of State. Palo Alto; Calif., Aspen 
Institute Program on Communications and 
Society [1974] p. cm. (Series on 
communications) *Parts I and II consist of 
papers delivered at the recent Airlie House 
Conference on International 
Communications: the Free Exchange of 
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Information and Ideas and the Integrity of 
National Cultures, February 7-9, 1974.” 
Bibliography: p. [HE9719.C66 1974] 74- 
18352 3.00 

L Artificial satellites in 
telecommunication—Congresses. I. Aspen 
Institute Program on Communications and 
Society. Hf. United States. Dept. of State. 
Office of External Research. HI. Airlie 
House Conference on International 
Communications: the Free Exchange of 
Information and Ideas and the Integrity of 
National Cultures, 1974. IV. Title. V. 
Series. 

Prepared from C.1.P. Publisher’s address: 
770 Welch Road, Suite 232, Palo Alto, Ca. 
94304. 

e 


CABLE television : 384.55°47 
franchising considerations / Walter S. Baer 
fet al.]. New York : Crane, Russak, 
[1974] xii, 293 p°: ill. ; 26 cm. (Rand 
cable television Series) Includes 
bibliographical references and index. 
[HE8700.7.C6C38] 73-90818 ISBN 0- 
8448-0258-1 : 16.00 
1. Community antenna television—United 
States. I Baer, Walter S. IE Title. HI. 
Series. 


SHEPHERD, W. E. 385’.09415 
The Dublin & South Eastern railway, by 
W. Ernest Shepherd. Newton Abbot [Eng.] 
North Pomfret, Vt., David & Charles 
[1974] 231 p. illus. 23 cm. Bibliography: p. 
226-227. [TF59.2.85] 74-180575 ISBN 0- 
7153-6361-1 12.50 

1. Dublin and South Eastern Railway. 


NOCK, Oswald Stevens. 385.0942 
The golden age of steam : a critical and 
nostalgic memory of the last twenty years 
before grouping on the railways of Great 
Britain / O. S. Nock. New York : St. 
Martin’s Press, 1974. 235 p., [4] leaves of 
lates : ill. ; 26 cm. Includes index. 
TF57.N62 1974] 73-92160 ISBN 0-7136- 
1401-3 : 20.00 

l. Railroads—-Great Britain—History. 2. 
Locomotives -Crear Britain—History. I. 
itle. 


GOODRICH, Carter, 1897- 385’.0973 
Government promotion of American 
canals and railroads, 1800-1890. Westport, 
Conn., Greenwood Press [1974, c1960] p. 
em. Reprint of the ed. published by 
Columbfa University Press, New York. 


Bibliography: p. [HE1051.G6 1974] 74- . 


12954 ISBN 0-8371-7773-1 18.25 

1. Railroads and state—United States. 2. 
Canals—United States. 3. Inland water 
transportation-—United States. I. Title. 
Prepared from C.LP. 


FETTERS, Thomas T. 385’.09756 
The Piedmont and Northern Railway; the 
great electric system of the South [by] 
Thomas T. Fetters and Peter W. Swanson, 
Jr. San Marino, Calif., Golden West Books 
[1974] p. cm. [HE5425.N8F48] 79-14801 
ISBN 0-87095-051-7 14.95 

1. Piedmont and Northern Railway. I. 
Swanson, Peter W., joint author. IT. Title. 
Prepared from C.I.P. 


WOOD, Charles Raymond, 
1924- 

Spokane, Portland the Seattle Ry; the 

Northwest’s own railway, by Charles and 

Dorothy Wood, [ist ed.] Seattle, Superior 

Pub. Co. [1974] 159 p. me (part col.) 28 

cm. Bibliography: 156-157. 

{HE2791. S89259W67] 74- 15657 14.95 

I. Spokane, Portland and Seattle Railway. 

7 yee Dorothy M., joint author. H. 
itle, 


385’.09795 


PIERSON, Paul Everett. 385’.281 
A younger church in search of maturity : 
Presbyterianism in Brazil from 1910 to 
1959 / by Paul Everett Pierson. San 
Antonio : Trinity University Press, 1974. 
xiv, 303 p. : map ; 24 cm. (Presbyterian 
Historical Society publication series ; v. 
12) Originally presented as the author’s 
thesis, Princeton, 1971. Includes 
bibliographical references and index. 
[BX9042.B66P53 1974] 73-89596 ISBN 0- 
911536-49-3 : 8.00 

1. Igreja Presbiteriana do Brasil. 2. 
Presbyterian Church in Brazil. I. Title. II. 
Series: Presbyterian Historical Society. 


Publications — Presbyterian Historical 
Society ; v. 12. ; 
BALL, Don. 385’.36°0973 


Portrait of the rails, from steam to diesel / 
by Don Ball, Jr. ; introd. by David P. 
Morgan. New York Galahad Books, 
[19742] cl1972. 295 p. : il. ; 29 cm. 


Originally published by New York Graphic ` 


Society, Greenwich, Conn. Includes index. 
[TF23.B34 1974] 74-77007 ISBN 0-88365- 
100-9 : 19.95 

4, Railroads—United States—History. 2. 
Locomotives—United States—History. 1. 
Title: Portrait of the rails. 


SMITH, Donald John. 387.2 
Canal boats and boaters [by] D. J. Smith. 
London, H. Evelyn [1973] xii, 132 p. illus. 
25 cm. Bibliography: p. 127. [TC765.S64] 
74-163172 ISBN 0-8277-2&32-8 

J. Canal-boats. 2, Canals—Great Britain. I. 
Title. 

Distributed by British Book Center, New 
York, 17.50. 

car aga George W., 387.710973 
Economic regulation of domestic air 
transport; theory and policy [by] George 
W. Douglas [and] James C. Miller III. 
Washington, Brookings Institution [1974] 
>. cm. (Studies in the regulation of 
2conomic activity) Includes bibliographical 
-eferences. [HE9803.A4D68] 74-17435 
ISBN 0-8157-5724-7 8.95 

4. United States. Civil Aeronautics Board. 
2. Aeronautics and state—United States. 3. 
Aeronautics, Commerical—United States. 
T. Miller, James Clifford, joint autkor. I. 
Title. III. Series. 

Prepared from C.I.P. 


ASHWOOD, Thomas M. 387.7°42 
This is your captain speaking; a handbook 
“or air travelers [by] Thomas M. Ashwood. 
New York, Stein and Day [1974] 144 p. 
22 cm. A commercial pilot discusses 
zarious aspects of flying, including what 
appens during take off and landing, what 
Zoes on in the control tower and cockpit, 
and how to choose flights for convenience 
and economy. [TL552.A65] 72-81606 
SBN 0-8128-1518-1 6.95 

d. Aeronautics, Commercial. 2. 
Aeronautics as a profession. I. Title. 


<ANE, Paula. 387.742 
Sex objects in the sky : a personal account 
af the stewardess rebellion / by Paula 
Xane, with Christopher Chandler. Chicago 
Follett Pub. Co., [1974] 159 p. ; 22 cm. 
HD6073.A38K36] 74-80327 ISBN 9-695- 
30485-5 : 5.95 
7. Air lines—Hostesses. 2. Sex role. I. 
as Christopher, joint author. If 
itle. 


ROSE, John, 1917- comp. 388.3 
Wheels of progress? : motor transport, 
zollution and the environment / edited by 
-. Rose. London ; New York : Gordon and 
Breach, 1973. x, 159 p. : ill, maps ; 23 cm. 


300 SOCIAL SCIENCE 


Articles from the International journal of 
environmental studies, v. 3, no. 3 and 4, 


and -v. 4, no. 1 and 2. Includes 
bibliographical references and index. 
{(HE5613.R67] 72-89246 ISBN 0-677- 


15425-9 pbk. : 7.50. 

i. Transportation, Automotive- Addresses, 
essays, lectures. 2. Environmental policy— 
Addresses, essays, lectures. I. International 
journal of environmental studies. IT. Title. 


FALCOCCHIO, John C. 388.4°0973 
Transportation and the disadvantaged; the 
poor, the young, the elderly, the 
handicapped [by] John C. Falcocchio [and] 
Edmund J. Cantilli. Lexington, Mass., 
Lexington Books [1974] p. cm. Includes 
bibliographical references. [HE206.2.F3] 
73-11648 ISBN 0-669-89557-1 16.00 

1. Aged—United States—Transportation. 2. 
Physically handicapped—United States— 
Transportation. 3. Poor—United States— 
Transportation. 4. Youth—United States— 
Transportation. I. Cantilli, Edmund J, joint 
author. IT. Title. 

Prepared from C.I.P. 


SMERK, George M. 388.4'0973 
Urban mass transportation; a dozen years 
of Federal policy [by] George M. Smerk. 
Bloomington, Indiana University Press 
[1974] p. cm. Bibliography: p. 
[HE308.853 1974] 73-21242 ISBN 0-253- 
36170-2 14.95 

1. Urban transportation policy—United 
States. I. Title. 

Prepared from C.I.P. 


SLOAN, Allan K. 388.4097446 
Citizen participation in transportation 
planning; the Boston experience, by Allan 
K. Sloan. Cambridge, Mass., Ballinger Pub. 
Co., 1974. p. cm. [HE310. B6S57] 74- 
13977 ISBN 0-88410-413-3 12.50 

1. Urban transportation policy—Boston 
metropolitan area—Citizen participation. L 
Title. 

Prepared from C.I.P. 


OWEN, Nicholas. 388.4°1322 
History of the British trolleybus. Newton 
Abbot [Eng.] North Pomfret, Vt., David & 
Charles [1974] 188 p. illus., maps. 23 cm. 
Bibliography: p. 179-182. [TL232.09] 74! 
182987 ISBN 0-7153-6370-0 11.50 

1. Trolley buses—Great Britain—History. 
L. Title. 


*FILLINGER, Louis C. 389.152 
Learning and teaching metric 
measurement; a handbook for teachers in 
the elementary and junior high schools, 
[by] Louis C. Fillinger. Danville, Il., 

Interstate Printers, [1974] ix, 45 p. 28 cm. 
[QC93] 74-77287 2.50 (pbk.) 

1. Metric System. I. Title. 


GLASER, Anton, 1924- 389.152 
Neater by the meter; an American guide to 
the metric system. Illustrated by Ingebarg 
Schuster. Southampton, Pa. [1974] iv, 112 
p. illus. 21 cm. Explains the use of the 
various units of measure in the metric 
system and explores the pros and cons of a 
switch to that system in the United States. 
[QC92.5.G54] 73-88193 ISBN 0-9600324- 
3-6 6.50 

I. Metric system—Juvenile literature. 2. 
Weights and measures—United States— 
Juvenile literature. I. Schuster, Ingeborg, 
illus. If, Title. 
Publisher’s address: 1237 Whitney Road, 
Southampton, Pennsylvania 18966. Pbk. 
3.50, ISBN 0-9600324-4-4. 


SHIMEK, William J. 389°.152 
The gfam / by William J. Shimek ; 
pictures by George Overlie. Minneapolis : 
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Lerner Publications Co., [1975 ie.1974] p 
cm. (His An early metric book) A simple 
introduction to the gram, the metrical unit 
of weight or mass. [QC92.5.S46 .1975] 74- 
11897 ISBN 0-8225-0588-6 lib.bdg. : 3.95 
I. Metric system—-Juvenile literature. I. 
. Overlie, George, ill. IL Title. 

Prepared from C.I.P. 


SHIMEK, William J. 389.152 
The liter / by William J. Shimek : pictures 
by George Overlie. Minneapolis : Lerner 
Publications Co., [1975 i.e.1974] p. cm. 
(His An early metric book) A simple 
introduction to the liter, the metrical unit 
of voluem or capacity. [QC92.5.547 1975] 
1411833 ISBN 0-8225-0587-8 lib.bdg. : 
.95 

_L. ‘Metric system—Juvenile literature. I. 
Overlig, George, ill. IT. Title. 

Prepared from C.I.P. . 


SHIMEK, William J. 389.152 
The meter / by William J. Shimek ; 
pictures by George Overlie. Minneapolis : 
Lerner Publications Co., [1975 i.e.1974] p. 
cm. (His An early metric book) Describes 
the way length, distance, width, and height 
are .measured in meters. [QC92.5.S476 
1975} 74-11894 ISBN 0-8225-0586-X pbk. 
:3.9 

i. Metric system—Juvenile literature. I. 
Overlie, George, ill. IL Title. 

Prepared from C.I.P. 


VOGEL, Christine N. 389°.152 
Govoni. 
How to ... convert the metric system into 


the U.S. system and vice versa / written 
and compiled by Christine N. Govoni 


Vogel. 3d ed. Chicago : Adams Press, 
1974. 170 p. ; 22 cm. Chiefly tables. 
Includes index. [QC94.V63 1974] 74- 


187895 ISBN 0-9600656-0-2 : 3.95 

1. Metric system—Conversion tables. 2. 
Weights and measures—United States. I. 
ttle. 


STEIN, Kurt. ‘ 3917.44 
Canes & walking sticks. York, Pa.; Liberty 
Cap Books [1974] 175 p. illus. 23 cm. 
Bibliography: p. 170. [TS2301.C3S83] 71- 
186939 ISBN 0-87387-067-0 14.00 

1. Staff (Sticks, canes, etc.) I. Title. 

Pbk. 8.00, ISBN 0-87387-038-7. 


HAMBLY, Wilfrid Dyson, 391.65 
1886- 
The history of tattooing and its 


significance, with some account of other 


forms of corporal marking. London, H. F. 


& G. Witherby, 1925. Detroit, Gale 
Research Co., 1974. p. cm. [GN419.3.H3 


1974] 73-174052 ISBN 0-8103-4024-0 - 


15.00 
1. Tattooing. 2. Body-marking. I. Title. 
Prepared from C.I.P. 


BRYK, Felix, 1882- 392.1 
Circumcision in man and woman; its 
history, psychology, and ethnology. 
Translated by David Berger. New York, 
American Ethnological Press, 1934. [New 
York, AMS Press, 1974] p. cm. 
Translation of Die Beschneidung bei Mann 
und Weib. Bibliography: p. [GT2470.B7913 
1974] 72-9625 ISBN 0-404-57420-3 17.00 
1. Circumcision. I. Title. 
Prepared from C.LP. 
STILES, Henry Reed, 1832- 392’.4 
1909. 
Bundling; its origin, progress and decline in 
America. Albany, Knickerbocker Pub. Co., 
1871. [New York, AMS Press, 1974] p. 
em. [GT2651.87 1974] 72-9681 ISBN 0- 
404-57499-8 8.50 
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1. Bundling. 2. New England—Soctal life 
and customs. I. Title. 
Prepared from C.I.P. 


BRANDT, Paul, 1875- 
1929. f 
Sexual life in ancient Greece, by Paul 
Brandt (Hans Licht) pseud. New York, 
AMS Press [1974] p. cm. Translation of v. 
1-2 of Sittengeschichte Griechenlands. 
Reprint of the 1932 ed. published by G. 
Routledge, London. Bibliography: p. 
[HQ13.B7513 1974] 72-9622 ISBN Y- 404- 
57417-3 32.50 
1. Marriage—Greece. 2. Sex. 3. Greece— 
Sociai life and customs. 4. Sexual 
deviation. 5. Sex in literature. I. Title. 
Prepared from C.I.P. 


392’.6°0938 


FPATTEN, Helen Philbrook, 394.26 
1865 
The year’s festivals. Boston, D. Estes. 


Detroit, Gale Research Co., 1974 [c1903] 
p. [GT3930.P3 1974] 76-179712 ISBN 0- 
8103-4046-1 13.00 

1. Festivals. I. Title. 

Prepared from C.I.P. 


PRESTAGE, Edgar, 1869- 394.7 
1951, ed. 

Chivalry: a series of studies to illustrate its 

historical significance and civilizing 


influence, by members of King’s College, 
London. New York, Knopf, 1928. [New 
York, AMS Press, 1974] p. cm. Original 
ed. issued in series: The History of 
civilization. Includes bibliographies. 
[CR4509.P7 1974] 72-11293 ISBN 0-404- 
57491-2 20.00 

1. Chivalry. I. London. University. King’s 
College. II. Title. 

Prepared from C.I.P. 


*ALLEN, Edith Beavers. 395’.22 
Let's plan a bridal shower. Grand Rapids, 
Baker Book House [1974, c1969] 59 p. 18 
cm. [BJ2051] ISB 0-8010-0073-2 1.25 
(pbk.) 

I. Wedding Etiquette. I. Title. 


HALD Edwin S., 398°.042°09701 
1939- 

The Eskimo storyteller: folktales from 
Noatak, Alaska [by] Edwin S. Hall, Jr. 
Drawings by Claire Fejes. Knoxville, 
University of Tennessee Press [1974] p. 
cm. [E99.E7H22] 74-17304 15.00 

1. Eskimos—Alaska—Legends. 2. Folk- 
lore—Eskimo. I. Title. 

Prepared from C.I.P. 


JOHNSON, Frank 

Roy, 1911- 
Supernaturals among Carolina folk and 
their neighbors / by F. Roy Johnson ; 
illustrated by Judy Godwin Mizelle. 
Murfreesboro, N.C. : Johnson Pub. Co., 
[1974] 256 p. : ill. ; 22 cm. Includes index. 
Bibliography: p. 245-253. [GR110.N8J67] 
74-186951 8.50. 


398’.042’09756 


1. Folk-lore, American—North Carolina. a 


Ghost stories, American. 3. Ghosts—North 
Carolina. I. Title. 


*MYERS, E. L., 1940- 398.2 
The. Blatherskite’s; a fable, by E. L. Myers. 
Illus. by Sharon Blue. Ist. ed. Jericho, 
N.Y. Exposition Press [1974] [32] p. illus. 
A cm. [PN6231.P3] ISBN 0-682-47997-7 
3.50 

L Title. 


*FRANCIS, Frank. 398.20947 
Natasha's new doll. Written and illustrated 
by Frank Francis. Chicago, Ohara 
Publications, [1974, c1971] [29] p., col. 
illus., 26 cm. [PZ8.1] 73-935 ISBN 0- 
87955-700-1 4.95 (lib. bdg.) 
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L Tales, Russian. I. Title. 


DAWKINS, Richard 398.2°09495 
McGillivray, 1871-1955, ed. and tr. 

More Greek folktales. Westport, Conn., 
Greenwood Press [1974] viii, 178 p. 22 
cm. Reprint of the 1955 ed. published by 
Clarendon Press, Oxford. {[GR170.D32 
1974] 74-9218 ISBN 0-8371-7631-X 23.75 
1. Tales, Greek (Modern) I Title. 


KEITHAHN, Edward 398.2’09701 
Linnaeus, 1900- 

Alaskan igloo tales / by Edward L. 
Keithahn ; illustrated by George Aden 
Ahgupuk ; edited by Kenneth Gilbert. 
Anchorage : Alaska Northwest Pub. Co., 
[1974] 138 p. : ill. ; 18® x 26 cm. 
[E99.E7K39 19741] 74-83155 ISBN 0- 
88240-038-X : 4.9 

L DE E SO $. Title. 


SCHOOLCRAFT, Henry 398.209701 | 
Rowe, 1793-1864. 

Schoolcraft’s Indian legends from Algic 
researches; The myth of Hiawatha, Oneota, 
the Red Race in America, and historical 
and statistical information respecting ... the 
Indian tribes of the United States. Edited 
by Mentor L. Williams. Westport, Conn., 
Greenwood Press [1974, c1956] p. cm. 
Reprint of the ed. published by Michigan 
State University Press, East Lansing. 
Bibliography: p. [E98.F6S3 1974] 74-12580 
ISBN 0-8371-7727-8 18.25 

1. Indians of North America—Legends. 2. 
Algonquian Indians—Legends. I. Title. I. 


Title: Indian legends from Algic 
researches. 

Prepared from C.I.P. 

*OTIS, Allen W. 398.2°0975 


Grandma’s garden [by] Allen W. Otis. 
[First ed.] New York, Vantage Press 
[1974] 202 p. 22 cm. [GR108] ISBN 0- 
533-00585-X. 5.95 

1. Tales. I. Title. 


MILLER, Albert G., 1905- [398.6] 
26 riddles from A to Z, by Albert G. 
Miller. Designed and illustrated by Rolyat 
L. Luap. [Glendale, Calif.] Bowmar [1974] 
58 p. col. illus. 20 x 28 cm. (ABC 
serendipity) Rhymed riddles give clues to 
the identity of an object for each letter of 
the alphabet. [PZ8.3.M612Tw] 72-89036 
ISBN 0-8372-1813-6 5.95; 3.95 (pbk.). 

I. Luap, Rolyat L., illus. II. Title. e 


*WHITE, Marian. 398.8 
More Bible finger plays. Grand Rapids, 
Baker Book House, [1974]. 64 p. illus. 22 
cm. [GR485.B53] ISBN 0-8010-9547-6. 
1.00 (pbk.). 

i. Counting-out 


rhymes~~Juvenile 
literature. I. Title. : 
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EXPLAINING linguistic 401 
phenomena. Edited by David Cohen. 
Washington, Hemisphere Pub.  Corp.; 


[distributed by Halsted Press Division] 
Wiley, New York [1974] p. Papers 
presented at a symposium held at the 
University of Wisconsin—Milwaukee, May 

4-5, 1973. [P23.E9] 74-12463 ISBN 0- 470. 
16425-5 15.00 ° 

1. Language and languages—Congresses. I. 
Cohen, David, 1940- ed. « 

Prepared from C.LP. 


LEXINGTON Conference on 401°.9 
Pure and Applied Phenomenology, 5th, 
1972. 

Language 


and language disturbances. 


sponses 


DECEMBER 31:1974 


Edited by Erwin W. Straus. Pittsburgh, 
Duquesne University Press; distributed by 
Humanities Press, New York, 1974. p. 
Includes bibliographical references. 
(BF455.L45 1972] 72-90637 ISBN 0-391- 
00333-X 12.50 

1. Languages—Psychology—Congresses. 2. 
Aphasia-—Congresses. 3. Schizophrenics— 
Language—Congresses. I. Straus, Erwin 
Walter Maximilian, 1891- ed. II. Title. 


ROMMETVEIT, Ragnar. 401°.9 
On message structure; a framework for the 
study of language and communication [by] 
R. Rommetveit. London, New York, Wiley 
[1974] p. cm. "A _ Wiley-Interscience 
publication.” [P106.R56] 74-174 11.95 

1. Imnguages—Psychology. Z 
Communication. I. Title. 

Prepared from C.I.P. 


STUDY Group of 410°.7°2 
Linguistic Communication, Hyannis, 
Mass., 1973. 


Linguistic communication: perspectives for 
research, George A. Miller, editor. 
Newark, Del., International Reading 
Association [1974] ix, 45 p. 23 cm. Report 
to the National Institute of Education. 
Bibliography: p. 45. [P87.S74 1973] 74- 
13152 ISBN 0-87207-929-5 2.00 (pbk.) 

i. Communication—Congresses. 2. 
Language and languages—Congresses. I. 
Miller, George Armitage, 1920- ed. IT. 
National Institute of Education. III. Title. 


SOUTHEASTERN Conference on 410.8 
a aa 8th, Georgetown University, 
1972. 


Towards tomorrow’s linguistics; Roger W. 
Shuy [and] Charles-James N. Bailey, 
editors. Washington, Georgetown 
University Press [1974] ix, 351 p. illus. 23 
cm. Papers selected from the combined 
meetings of the Eighth Southeast 
Conference on Linguistics (SECOL) and 
the First Conference on New Ways of 
Analyzing Variability in English 
(NWAVE) held Oct. 1972 at Georgetown 
University. Includes bibliographies. [P23.S6 
ay 73-92303 ISBN 0-87840-204-7 4.50 
p 

d. Linguistics—Congresses. I. Shuy, Robert 
W., ed. II, Bailey, Charles James Nice, ed. 
I Colloquium on New Ways of 
Analyzing Variation in English, 1st, 
Georgetown University, 1972. IV. Title. 


bd æ 

HARMAN, Gilbert, comp. 410.924 
On Noam Chomsky; critical essays. [ist 
ed.] Garden City, N.Y., Anchor Press, 
1974. xii, 348 p. illus. 21 cm. (Modern 
studies in philosophy) Includes 
bibliographies. [P85.C47H3} 74-3558 ISBN 
0-385-03765-1 4.95 (pbk.) 

1. Chomsky, Noam—Addresses, essays, 
lectures. 2. Linguistic research—United 
States—Addresses, essays, lectures. I. Title. 
Contents omitted. Contents omitted. 


ANDERSON, Stephen R. 415 
The organization of phonology «[by] 
Stephen R. Anderson. New York, 
Academic Press [1974] xviii, 317 p. illus. 
24 cm. Bibliography: p. 304-312. 
[P2] T.A6] 73-18994 ISBN 0-12-785031-8 


i. Grammar, Comparative and general— 


. Phonology. 2. Generative grammar. I. 


Title. 


CURRIER, Richard L. 417.7 
Ancient scrolls, by Michael Avi-Yonah. 
Retold for young readers by Richard L. 
Currier. Minneapolis, Lerner Publications 
Co. [1974, c1973] p. (Digging up the past) 
(The Lerner archaeology series) A history 
of manuscripts, including discussions of 


` 


early writing materials, preparation of 
scrolls and manuscripts, examples of 
surviving ancient literature, and the story 
of the Dead Sea Scrolls. [Z107.C87] 72- 
10792 ISBN 0-8225-0827-3 6.95 (lib. bdg.) 
1. Dead Sea scrolls—Juvenile literature. 2. 
Manuscripts—History—Juvenile literature. 
3. Paleography—Juvenile literature. I. Avi- 
Yonah, Michael, 1904- IT. Title. 

Prepared from C.I.P. 


LERMANN, Winfred Philipp, 
1916- 

Proto-Indo-European syntax, by Winfred 
P. Lehmann. Austin, University of Texas 
Press [1974] x, 278 p. 23 cm. Bibliography: 
p- [253]-266. [Per 1.L4] 74-10526 ISBN 0- 
292-76419-7 15.00 

1. Proto-Aryan language—Syntax. I. Title. 


*NATIONAL Council of 420.71273 
Teachers of English, Committee on 
Classroom Practices. 

Classroom practices in ieaching English, 

1974-1975; Re-vision twelveth report. 

Allen Berger and Blanche Hope Smith, 

cochairman. Urbana, Illinois, National 

Council of Teachers of English, [1974] 

xviii, 107 p. 23 cm. [PE1965] 65-957 2.25 

(pbk.) 

I. English language—Study and teaching. 

I. Title. 


CONDON, John C. 422 
Semantics and communication, by John C. 
Condon, Jr. 2d ed. New York, Macmillan 
[1975, ie. 1974] p. Bibliography: p. 
{PE1585.C6 1974] 74-3800 ISBN 0-02- 
324220-5 2.95 (pbk.) 

1. English language—Semantics. I. Title. 
Prepared from C.I.P. 


MILLER, Albert G., 1905- 422 
Where did that word come from? By 
Albert G. Miller. Designed and illustrated 
by Brent Thomas. ([Clendale, cat) 
Bowmar [1974] 57 p. col. illus. 20 x 2 

cm. (ABC serendipity) Briefly traces the 
origins of more than one hundred 
alphabetically arranged words and invites 
the reader to speculate on the origins of 
many other words. [PE1574.M6] 72-89031 
ISBN 0-8372-1815-2 5.95; 3.95 (pbk). 

1. English language—Etymology—Juvenile 
literature. I. Thomas, Brens, illus. H. Title. 


WEBSTER’S new students 
dictionary. Springfield, Mass. : G. & C. 
Merriam Co., [1974] la-10a, 1050 p. : ill ; 
25 cm. [PE1628. W4M42 1974] 74°186330 
ISBN 0-87779-180-5 : 6.95 

1. English language—Dictionaries. 


*BROWN, Ivor. 425 
Words on the level. London, Bodley Head, 
[1973] 126 p. 19 cm. [PE1449} ISBN 0- 
370-1024 1-X 

1. English  language—Vocabulary. 2. 
English language—Word-books. I. Title. 


417.7 


Distributed by Transatlantic Arts, 
Levittown, N.Y., for 5.95. 
MACKENZIE, Barbara Al‘da. 427.1 


The early London dialect; contributions to 
the history of the dialect o? London during 
the Middle English period. [Folcroft, Pa.] 
Folcroft Library Editions, 1973 [i.e. 1974] 
Reprint of the 1928 ed. published by 
Clarendon Press, Oxford. Bibliography: p. 
[9]-19. [PE1961.M23 1974] 74-1194 ISBN 
0-8414-6113-0 25.00 

1. English language—Dialects—London. 2. 
English language—Middle English, 1100- 
1500-—Phonology. I. Title. 

Prepared from C.LP. 


*CULLINAN, Bernice E. 427.973 
Black dialects & reading, edited by Bernice 
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E. Cullinan, Margaret Kocher, linguistic 
consultant. [Urbana, Ill., NCTE, 1974] x,° 


198 p. illus. 24 cm. Bibliography: p. 155- 
189. [PM7891] 3.95 (pbk.) 

1I. Negroes—Language. 2. Reading 
(Elementary). I. Title. 

*GATTEGNO, Caleb. 428 


A thousand sentences [by] Caleb Gattegno. 
New York, Educational Solutions, 1974 
vii, 87 p. 22 cm. [PE1131] ISBN 0-87825- 
007-7 2.00 (pbk.) 

1. English language-—Conversation and 
Phrase-books. I. Title. 


LITERACY for diverse 4287.4 
learners: promoting reading growth at all 
levels, Jerry L. Johns, editor. Newark, 
International Reading Association [1974] 
viii, 120 p. illus. 23 cm. Collection of 
papers drawn from the International 
Reading Association’s Denver Sn 
of 1973. Bibliography: p. 120. 
[LB1050.L498] 74-18059 ISBN 0-87207- 
471-4 5.00 (pbk.). 

1. Reading—Congresses. 2. Negroes-— 
Education—Reading—Congresses. I. Johns, 
Jerry L., ed. H. International Reading 
Association. 


HENRY, George H. 428°.4°07 
Teaching reading as concept development: 
emphasis on affective thinking, by George 
H. Henry. Bruce Tone, editor. Newark, 
Del., International Reading Association, 
1974. viii, 120 p. illus. 23 cm. 
Bibliography: p. 119-120. [LB1050.H435] 
73-85480 ISBN 0-87207-852-3 5.00 (pbk.) 

1. Reading. 2. Concept learning. I. Title. 


MILLER, Wilma H. 4287.42 
Reading diagnosis kit [by] Wilma H. 
Miller. New York, Center for Applied 
Research in Education [1974] 279 p. illus. 
cm. Bibliography: p. 275-276. 
[LB1050.M55] 74-7206 ISBN 0-87628- 
707-0 8.95 
1. Reading—Ability testing. T. Title. 
Publisher’s address: 521 Fifth Avenue, 
New York, N.Y. 10017 


PHEIFER, J. D. 429.3 
Old English glosses in the Epinal-Erfurt 
glossary; edited by J. D. Pheifer. Oxford, 
Clarendon Press, 1974. xci, 166 p. 23 cm. 
The texts: p. [1]-58. Based on the author's 
thesis, Oxford. Bibliography: p. [xi]-xx. 
[PA2888.P48 1974] 74-179988 ISBN 0-19- 
811164-9 

1. Epinal glossary. 2. Erfurt glossaries. I. 
Title. 

Distributed by Oxford University Press, 
New York; 19.25. 


QUIRK, Randolph. . 429.5 
An Old English grammar, by Randolph 
Quirk and C. L. Wrenn. [2d ed.] London, 
Methuen [distributed in the USA by 
Harper & Row, Barnes & Noble Import 
Division, 1957 i.e.1974, reprinted 1973] ix, 
166 p. 19 cm. (Methuen’s Old English 
library) Includes bibliographical references. 
[PE131.Q5 1973} 74-182914 ISBN 0-416- 
77240-4 3.50 (pbk.). 

1, Anglo-Saxon language--Grammar. T. 
Wrenn, Charles Leslie, 1895- joint author. 
I. Title. III. Series. 


iste Frank Glessner, 
1916- 

Lebendige Literatur; deutsches Lesebuch 
fur Anfanger [by] Frank G. Ryder [and] E. 
Allen McCormick. 2nd ed. Boston, 
Houghton Mifflin [1974, c1960] xx, 420 p. 
21 cm. [PF3117.R89] 73-5409 ISBN 0- 
395-13826-4 5.25 (pbk. text. ed.) 

i. German language—Chrestomathies and 
readers. 2. German  literature—20th 


430.073 


65 


500 PURE SCIENCE 


century. I McCormick, Edward Allen, 
* joint author. II. Title. 


HAIMAN, John. 435 
Targets and syntactic change. The Hague, 
Mouton, 1974. 156 p. 23 cm. (Janua 
linguarum. Series minor, 186) Bibliography: 
p. [150]-154. [PF3271.H27] 73-87535 

German language—Verb. 2. German 
language—-Word order. 3. Generative 
grammar. I. Title. H. Series. 


Distributed by Humanities Press; 9.50 
(pbk.) 
FIRCHOW, Evelyn 437'.69°301 


Scherabon, comp. 

Icelandic short stories. Selected, edited, 
and partially translated by Evelyn 
Scherabon Firchow. Introd. by SigurEur A. 
Magnusson. New York, Twayne Publishers 
{1975, c1974] p. cm. (The Library of 
Scandinavian literature, v. 26) [PT7459.F5 
1975] 74-8735 ISBN 0-8057-3314-0 10.95 
1. Short stories, Icelandic—Translations 
into English. 2, Short stories, English— 
Translations from Icelandic. I Title. I. 
Series. 

Prepared from C.I.P. Contents omitted. 


*FELX, Irmgard. 438.2421 
Junge Deutsche prosa, [by] Irmgard Feix 
[and] Ernestine Schlant. New York, Holt, 
Rinehart and Winston, [1974]. x, 170 p. 
illus. 21 cm. [PF3112] 72-90226 ISBN 0- 
03-080092-7. 4.95 

i. German language—Grammar—1950- I 
Schlant, Ernestine, joint author. II. Title. 


*MOELLER, Jack. 


438.2421 
Deutsch haite: Grundstufe. Boston, 
Houghton Mifflin [1974] 362 p. illus. 24 


cm. [PF3112] 73-8445 ISBN 0-395-15592- 
4 8.50 (textbook) 

1. German language—Grammer—1950- I. 
Liedlof, Helmut. joint author. I. Title. 
Instructor’s manual: 8.50, ISBN 0-395- 
1733-X; workbook: 3.00 (pbk.), ISBN 0- 
395-17535-6; sample tapes: 5.00: records 
100.008 ISBN 0-395-17537-2. 


VAIL, Van Horn. 438.6°42 
Der weg zum lesen; a German structural 
reader [by] Van Horn Vail [and] Kimberly 
Sparks. 2d ed. New York, Harcourt Brace 
Jovanovich, [1974, c1967] xvii, 254 p. 21 


em. [PF3117.V25}] 74-193 ISBN 0-15- 


595152-1 4.95 (pbk.) 

i. German language—Readers. 2. German 
language—Composition and exercises. T. 
Sparks, Kimberly, joint author. II. Title. 
nee oe number for original ed.: 67- 
15335. 


AULETTA, Richard P. 439.75 
201 Swedish verbs fully conjugated in all 


the tenses, by Richard P. Avletta 
Woodbury, N. T Barron's Educational 
Series [1974] em. Bibliography: p. 


[PD5271.A8] 74- 9748 ISBN 0-8120-0528- 
7 2.95 (pbk.). 

1. Swedish language—-Verb. I. Title. 
Prepared from C.I.P. . 


*LIPTON, Gladys C. 443 
French bilingual dictionary; a beginner's 
guide in words and pictures, by Gladys C. 
Lipton. Woodbury, N-Y., Barron’s 
Educational Series, [1974] xiv, 385 p. illus. 
20 cm. [PC2640] 72-8441, ISBN 0-8120- 
0470-1 3.95 (pbk.). 

1. French language—Dictionaries—English. 
Fi English language—Dictionaries—French. 
- Title. 


*MYRON, Marie-Rose. 448.242 
Perspectives, [by] Marie-Rose Myron, 
[and] Josette Smetana. New York, Holt, 
Rinehart and Winston, [1974] xii, 291 p. 


66 


illus. 24 cm. [PC2112] 72-90212 ISBN 0- 
03-086691-X. 4.95 

d. French language—Grammar. 2. French 
language—Study and teaching. I Smetana, 
Josette, joint author. IT. Title. 


KELLY, Reine 448.2421 
Cardaillac. 

Expressions idiomatiques en francais 
Vivant. New York, Harcourt Brace 


Jovanovich [1974] xiii, 189 p. illus. 24 cm. 
French and English [PC2460.K35] 73- 

19411 ISBN 0-15-526450-8 4.75 (pbk.) 

1. French language—Idioms, corrections, 


errors. 2. French language—Spoken 
French. I. Title. 
*BULL, William E. 460.076 


Cuaderno: Spanish for communication, 
level three, [by] William E. Bull, Laurel A. 
Briscoe, [and] Enrique E. Lamadrid. 
Boston, Houghton Mifflin [1974] x, 146 p. 
28 cm. [PC4721] 2.64 (pbk.) 

1. Spanish language—Study and teaching. 
L Briscoe, Laurel A., joint author. I. 
aa Enrique E., joint author. IIT. 

itle. 


SOTO, Osvaldo N. 46872°42 
Repaso de gramatica [por] Osvaldo N. 
Soto. 2nd ed. New York, Harcourt Brace 
Javanovich [1974, c1969] xv, 360 p. 24 
cm. [PC4112.S63] 73-20979 ISBN 0-15- 
576617-1 6.95 (pbk.) 

1. Spanish language—Grammar—1950- I. 
Title. 


"ARMSTRONG, William, 
tr. 

Las aventuras de Pepito, \ets learn Spanish 
and have fun Aventuras de Pepito. Seattle, 
Jesuit Books, 1974 1 v. (unpaged) illus. 22 
em. [PQ6655] ISBN 0-913452-23-8 1.00 
(pbk.) 

1. Spanish language—Readers. I. Title. 


REGALDO GARCIA, 468’.6°421 
Antonio, 1932- comp. 

Espana en el siglo xx. [Editors]: Antonio 
Regalado, Gary D. Keller [and] Susan 
Kerr. Notes, glosses, and vocabulary 
prepared with the aid of Karen S. Van 
Hooft. New York, Harcourt Brace 
Jovanovich [1974] x, 500 p. illus. 24 cm. 
"Collection of ... essays, short stories, 
poetry, and drama.” [PQ6174.R4] 73- 
20978 ISBN 0-15-522873-0 7.95 (pbk.) 

1. Spanish Hiterature—20th century. I. 
Keller, Gary D., joint comp. I. Kerr, 
Susan, joint comp. HT. Title. 


KENNEDY, Benjamin Hall, 
1889. 


468’.6°421 


1804- 475 
The shorter Latin primer. New ed. rev. by 
Sir James Mountford. [London] Longman 
[1973, c1962] viii, 113 p. 20 cm. Label 
mounted on t.p.: Distributed in the U.S.A. 
by Longman, New York. Published in 
1931 under title: The revised Latin primer. 
[PA2087.K42 1973] 74-181554 ISBN 0- 
382-36241-5 2.00 

J. Latin lJanguage—Grammar—1870- I. 
emai James Frederick, Sir, 1897- IT. 

ttle. 


HOROWITZ, Franklin Eugene. 4911 
Sievers’ law and the evidence of the 
Rigveda. The Hague, Mouton, 1974. 74 p. 
26 cm. (Janua linguarum. Series practica, 
210 Bibliography: p. [69]-72. [P607.H6] 
73- 

J. Vedas. Rigveda. 2. Aryan languages— 
Phonology. I. Title. If. Series. 


Distributed by Humanities Press; 15.75 
(pbk.). 
*NAKAMUORA, Hajime. 491.282421 


A companion to contemporary Sanskrit. 


ee AMERICAN BOOK PUBLISHING RECORD 





Delhi, published for The Eastern Institute, 
Tokyo by Motilal Banarsidas [1973] 74 p- 
22 cm. [PK666.M3913] ISBN 0-8426- 
0581-9 

1. Sanskrit language—Grammar. I. Title. 
Distributed by Verry for 3.00 (pbk.) 


SCHMALSTIEG, William R. 49V.91 
An Old Prussian grammar; the phonology 
and morphology of the three catechisms 
[by] William R. Schmalstieg. University’ 
Park, Pennsylvania State University Press 
[1974] x, 358 p front. 24 cm. 
Bibliography: p. [346]-358. [PG8204.S3] 
74-8736 ISBN 0-271-01171-8 13.50 

1. Prussian language—-Grammar. I. Title. 


VOORHIS, Paul H. s 497.5 
Introduction to the Kickapoo language / 
Paul H. Voorhis. Bloomington : Indiana 
University, [1974] 120 pe; 23 cm. (Indiana 
University publications) (Language science 
monographs ; v. 13) [PM1526.V66] 73- 
620165 ISBN 0-87750-177-7 : 7.50 

1. Kickapoo language—Grammar. I. Title. 
Il. Series. 
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THE World and its wonders 500 
[by] Paul E. Blackwood [and others] 
Yvonne Beckwith, editor. Chicago, 
Standard Educational Corp., 1974 [c1971] 
p. cm. (The Child’s world) Includes brief 
articles in the areas of astronomy, geology, 
meteorology, energy, ‘commerce and 
industry, and space exploration. 
{[Q163.W65] 74-12212 ISBN 0-87392-304- 
2 


L. Science—Juvenile literature. L 
Blackwood, Paul Everett, 1913- H. Title. 
{IT Series. 

Prepared from C.I.P. Sold only as part obs a 
eight volume set, 69.50. 


*STONEHOUSE, Marie 
Louise, ed. 

Science and technology; a purchase guide 

for branch and public libraries 1973. 

Pittsburgh, Carnegie Library of Pittsburgh, 

1974. 65 p. 28 cm. Labs 3.50 (pbk.) 


500.216 » 


J. Science—Bibliography. 2. Technology— 
Bibliography. I. Title. 
ELDREDGE, Niles. e 500.9°08 s 


Revision of the suborder Synziph osurina 
(Chelicerata, Merostomata) : with remarks 
on merostome phylogeny / Niles Eldredge. 
New York : American Museum of Natural 
History, 1974. 41 p. : ill ; 26 cm. 
(American Museum novitates ; no. 2543 
ISSN 0003-0082 ) Bibliography: p. 39-41. 
[QH1.A436 no. 2543] [QE825] 565.392 
74-184103 2.35 

1. Merostomata, Fossil. 2. Paleontology— 
Devonian. 3. Paleontology—Bolivia. 1. 
Title. II. Series. 


LAYNE, James 
Nathaniel. 
Ecology of small mammals in a flatwoods 
habitat in north-central Florida, with 
emphasis on the cotton rat (Sigmodon 
hispidus) / James N. Layne. New York : 
American Museum of Natural History, . 
1974. 48 p. :eill. ; 26 cm. (American 
Museum novitates : no. 2544) 
Bibliography: p. 45-48. [QL1.A436 no. 
2544] [QL719.F6] 599.3233 74-187883 

pbk. : 2.87 

1. Mammals—Florida. 2. Cotton rat. 3. 
Zoology—Florida—Ecology. I Title. H. 
Series: American Museum novitates ; no. 
2544, 


500.9°08 s 
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VAURIE, Patricia. j 
Revision of- the South American genus 
Odontoderes (Coleoptera, Curculionidae, 
Cholinae) [New. York, American Museum 
of Natural History, 1974] 35 p. illus. 26 
cm. (American Museum novitates, no. 
2542) Bibliography: p. 34-35. [QL1.A436 
no. 2542] [QL596.C9] 595.768 74-184842 
1.86 (pbk.). 

L Odontoderes. 2. Insects—South 
America. 3. Insects—Classification. I. Title. 
I, Series. 


TEALE, Edwin Way, 
1899- 

A naturalist buys an old farm / Edwin 

Way Teale ș illustrated with photos. by the 

author. New York : Dodd, Mead, [1974] x, 
. 306 p., [17] leaves of plates : ill. ; 22 cm. 

Includes index. [QH105.C8T4} 74-3779 

ISBN 0-396-06974-6 : 10.00 

I. Teaie, Edwin Way, 1899- 2. Natural 

history—Connecticut—Hampton. 3. 

Hampton, Connecticut. I. Title. 


DOOLITTLE, Jerome. 500.9°792’5 
Canyons and mesas, by Jerome Doolittle 
and the editors of Time-Life Books. With 
photos. by Wolf von dem Bussche. New 
York, Time-Life Books [1974] 184 p. illus. 
(part col.) 27 cm. (The Femara 
wilderness) Bibliography: p. 180. 
[GB566.N47D66] 74-77772 ISBN 0-8094- 
1237-3. 7.95 

i. Canyons—Southwest, New. 2. Physical 
geography—Southwest, New. 3. Natural 


500.9°746'45 


history—Southwest, New. I. Time-Life 
Books. If. Title. 

TONDL, Ladislav. 501 s 
Scientific procedures; a contribution 


concerning the methodological problems of 
scientific concepts and scientific 
explanation. Translated from the Czech by 
David Short. Dordrecht, Boston, D. Reidel 
Pub. Co. arn] xiii, 268 p. 23 cm. 
{Synthese library) (Boston studies in the 
philosophy of science, v. 10) Bibliography: 
p. 265-268: [Q175.B7312 vol. 10] 501.8 
72-77880 ISBN 9-02-770147-4 20.00 (lib. 
bdg.); 11.50 (pbk.). 

I. Science—Methodology. 2. Problem 
solving. 3. Logic. I. Title. TI. Series. 


WASSERMANN, Gerhard D. 501 
Brains and reasoning; brain science as a 
basis of applied and pure philosophy [by] 
Gerharé D. Wassermann. [Hamden, CT.] 
Archon [1974] p. cm. Bibliography: p. 
[QP355.2.W37] 74-14875 ISBN 0-208- 
01471-3 15.00 


i. Neuropsychology. 2. Science— 
Philosophy. I Title. 

Prepared from C.I.P. 

EWING, Galen Wood, 1914- 502’.8 


The labor ratory recorder / Galen W. Ewing 
and Harry A. Ashworth. New York : 
Plenum Press, [1974] p. cm. (Laboratory 
instrumentation and techniques ; v. 1) 
Includes index. [TK393.E94] M- 22364 
ISBN 0-306-35301-6 : 18.50 

i. Recording instruments. I. Ashworth, 
Harry A., 1943- joint author. If. Title. 
Prepared from C.I.P. 


INTERNATIONAL Conference 502’.8 
on High Voltage Electron Microscopy, 
3rd, St. Catherine’s College, 1973. 

High voltage _electrén microscopy: 

proceedings of the third International 

Conference. Edited by P. R. Swann, C. J. 


Humphreys and M. J. Goringe. London, | 


New York, Academic Press, 1974. xi, 475 
p. illus. 24 cm. Held in August, 1973 at St. 


Catherine's College, Oxford, England, 
under the auspices of the Royal 
Microscopical Society. Includes 


500.9°08 s 


bibliographies. [QH212.E4156 1973] 73- 
19006 ISBN 0-12-678750-6 19.75 

J. Electron microscope, High voltage. L 
Swann, Peter Roland, 1935- ed. H. 
Humphreys, Colin John, ed. III. Goringe, 
M. J, ed. IV. Title. 


HUDSON River 508’.1 s 
colloquium. Editor: Oswald A. Roels. 
[New York] New York Academy of 
Sciences, 1974. 185 p. illus. 23 cm. 
{Annals of the New York Academy of 
Sciences, v. 250) Cover title. Consists of 
papers resulting from a colloquium series 
entitled The Hudson estuary, held at the 
City College of the City University of New 
York in 1972. Includes bibliographical 
references. [Q11.N5 vol. 250] [GC511] 
551.4°614’6 74-180304 18.00 (pbk.). 

1. Hudson River estuary—Congresses. I. 
Roels, Oswald A., ed. IT. Series: New York 
Academy of ‘Sciences. Annals, v. 250. 


PLATT, John Rader, 1918- 508’.1 
The excitement of science. Westport, 
Conn., Greenwood Press [1974, c1$62] p. 
cm. Reprint -of the ed. published by 
Houghton Mifflin, Boston. [Q162.P55 
1974] 74-2556 ISBN 0-8371-7402-3 10.75 

I. Science. I. Title. 

Prepared from C.I.P. 


WOMEN & success; 508.1s 
the anatomy of achievement, edited by 
Ruth B. Kundsin. New York, Morrow, 
1974 [c1973] 256 p. 24 cm. (Annals of the 
New York Academy of Sciences, v. 208). 
Originally published under title: Successful 
women in the sciences. Papers presented at 
a conference sponsored by the Academy’s 
Section of Anthropology and Section of 
Psychology; held in New York City, May 
11-13, 1972. Includes bibliographical 
references. [Q11.N5  vol.208] [Q130] 
331.4’81°50973 73-11350 ISBN 0-688- 
00229-3 7.95 

i. Women scientists—United States— 
Congresses. I. Kundsin, Ruth B., 1916- ed. 
II New York Academy of Sciences, 
Section of Anthropology. HI. New York 
Academy of Sciences. Section of 
Psychology. IV. Series: New York 
Academy of Sciences Annals, v. 208). 


THE Interaction between 509 
science and philosophy. Edited by Yehuda 
Elkana. New York, Humanities Press 
[1974] p. cm. Papers from a symposium, 
sponsored by the Israel Academy of 
Sciences and Humanities, the Hebrew 
University of Jerusalem, and the Van Leer 
Foundation, for the, Advancement of 
Human ‘Culture, held in Jerusalem in Jan. 
1971, to honor Professor Samuel 
Sambursky on his 70th birthday. Includes 
bibliographical references. (Q174.156] 73- 
1320 ISBN 0-391-00255-4 17.00 

I. Science—Philosophy—Congresses. 2. 
Science—History—Congresses. I. Elkana, 
Yehuda, 1934- ed. II. Sambursky, Samuel, 
1900- IEE. Israel Academy of Sciences and 
Humanities. IV. Jerusalem. ebrew 
University. V. Van Leer Foundation for 
the Advancement of Human Culture. 
Prepared from C.I.P. 


*KARGON, Robert H., comp. 509 
The maturing of American Science: a 
portrait of science in public life drawn 
from the presidential addresses of the 
American Association for the 
Advancement of Science 1920-1970, edited 
by Robert H. Kargon. Washington, D.C., 
American Association for the 
Advancement of Science, [1974] ii, 257 p. 
26 cm. (AAAS Miscellaneous Publication 
73-20) [Q125] 73-90899 ISBN 0-87168- 
212-5 15.95 


500 PURE SCIENCE 
1. Science—History. I. Title. 


SARTON, George, 1884-1956. 509 
Introduction to the history of science / by 
George Sarton. Huntington, N.Y.: R. E. 
Krieger Pub. Co., 1975. p. cm. Reprint of 
the 1927-1948 ed. publishéd for the 
Carnegie Institution of Washington by 
Williams & Wilkins, Baltimore, which was 
issued as the Institution’s publication no. 
376. Contents.—v. 1. From Homer to 
Omar Khayyam.—v. 2. From Rabbi Ben 
Ezra to Roger Bacon. 2 v.—v. 3. Science 
and learning in the fourteenth century. 2. 
v. [Q125.S32 1975] 74-22012 ISBN 0- 
88275-172-7 : 175.00. 

1. Science—History. 2. Scientists. I. Title. 
II Series: Carnegie Institution of 
Washington. Publication ; no. 376. 
Prepared from C.I.P. 


*AMERICAN men and 509.22 [B] 
women of Science; agricultural, animal and 
veternary sciences. 

The 1974 edition is available from Bowker, 
N.Y., for 25.00. .ISBN 0-8352-0715-3. 
LC. card no.: 72-622716. 


GRANT, Edward, 1926- comp. 5097.4 
A source book in medieval science / 
edited by Edward Grant. Cambridge, 
Mass. : Harvard University Press, 1974. 
xviii, 864 p. : ill. ; 26 cm. (Source books in 
the history of the sciences) Includes 
bibliographical references and index. 
ee gn 70-183977 ISBN 0-674-82360- 
: 32.5 

A een Medifeval—History—Sources. I. 
Title. II. Series. 


*FUNDAMENTALS of 510 
mathematics. Ed. by H. Behnke [and 
others.] Cambridge, Mass MIT Press 
[1974-] v. 24 cm. Contents: v. 2. 
Geometry. [QA39.] 68-14446 ISBN 0-262- 
02069-6 15.95 (v. 2) 

1. Mathematics. 


GOODMAN, Adolph Winkler, 
915- 

Finite mathematics with zpplications [by] 
A. W. Goodman [and] J. S. Ratti. eo ed. 
New York, Macmillan ions p. cm. 
[QA39.2. G65 1975] 73-19491 ISBN 0-02- 
344810-5 10.95 

1. Mathematics—1961- I. Ratti, J. S., joint 
author. IT. Title. 

Prepared from C.I.P. 


KERSHNER, Richard, 1913- 510 
The anatomy of mathematics / R. B. 
Kershner, L. R. Wilcox. 2d ed. New York 
: Ronald Press Co., [1974] xiii, 485 p. ; 24 
cm. Includes index. [QA9.K38 1974] 78- 
190206 11.50 

1. Logic, Symbolic and mathematical. 2. 
Mathematics—1961- I. Wilcox, Lee Roy, 
1912- joint author. IT. Title. 


510 


AGTERBERG, Frederik 510.274553 
Pieter. 
Geomathematics. Mathematical 


background and geo-science applications. 
[By] F. P. Agterberg. Amsterdam, New 
York, Elsevier Scientific Pub. Co., 1974. 
xvi, 596 p. illus. 25 cm. (Developments in 
geomathematics, 1) Bibliography: p. [553]- 
578. [QE33.2.M3A37] 72-97418 ISBN 0- 
444-41091-0 (New York) 51.90 


1. Geology—Mathematics. I. Title. II. 

Series. 

ANDREWS, George E., 510.8 s 
1938- 


On the general Rogers-Ramanujan theorem 
[by] George E. Andrews. Providence, 
American Mathematical Society, 1974. p. 
cm. (Memoirs of , the American 
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. Mathematical Society no. 152) 
Bibliography: p. [QA3.A57 no. 152] 
[QA241] 512°.73 74-18067 ISBN 0-8218- 
1852-X 3.10 (pbk.) 

I. Numbers, theory. of 2. Partitions 
(Mathematics) Functions, 
Hypergeometric. I. Tithe II. Title: Rogers- 
Ramanujan theorem. IH. Series: American 
Mathematical Society. Memoirs, no. 152. 
Prepared from C.I.P. 


COLLOQUIUM on 
Mathematical Analysis, 
Finland, 1970. 

Topics in analysis [proceedings] / 

Colloquium on Mathematical Analysis, 

Jyvaskyla, 1970 ; edited by O. E. Lehto, I. 

S. Louhivaara, and R. H. Nevanlinna. 

Berlin ; New York : Springer-Verlag, 1974. 

p. cm. (Lecture notes in mathematics ; 

419) English or German. [QA3.L28 no. 

419} (QA300} 515 74-20555 ISBN 3-540- 

06965-8 pbk. : 14.40 

1. Mathematical analysis—Congresses. I. 

Lehto, Olli, ed. II. Louhivaara, I. S., 1927- 

ed. IHI Nevanlinna, Rolf Herman, 1895- 

ed. IV. Title. V. Series: Lecture notes in 

mathematics (Berlin) ; 419. 

Prepared from C.I.P. 


510.8 s 
Jyvaskyla, 


KAMBAYASHI, Tatsuji, 510.8 s 
1933- 
Unipotent algebraic groups / T. 


Kambayashi, M. Miyanishi, M. Takeuchi. 
Berlin ; New York : Springer-Verlag, 1974. 
p. cm. (Lecture notes in mathematics ; 
414) Includes index. Bibliography: p. 
[QA3.L28 no. 414] [QA171] 5122 74- 
20780 ISBN 0-387-06969-7 pbk. : 8.20 

I. Linear algebraic groups. 2 Group 
schemes (Mathematics) 3. Commutative 
rings. I. Miyanishi, Masayoshi, 1940- joint 
author. II. Takeuchi, Mitsuhiro, 1947- joint 
author. III. Title. IV. Series: Lecture notes 
in mathematics (Berlin) ; 414. 

Prepared from C.I.P. 


LINT, Jacobus Hendricus 
van, 1932- 
Combinatorial theory seminar, Eindhoven 
University of Technology [by] Jacobus H. 
van Lint. Berlin, New York, Springer- 
Verlag, 1974. vi, 131 p. illus. 25 cm. 
(Lecture notes in mathematics, 382) 
Includes bibliographies. [QA3.L28 no. 382] 
` [QA164] 511.6 74-181558 ISBN 0-387- 
06735-3 (New York) 7.40 (pbk.) 
1. Combinatorial analysis. I. Eindhoven. 
Technische Hogeschool. H. Title. HI. 
Series: Lecture notes in mathematics 
(Berlin), 382. 


MURASUGI, Kunio, 1929- 510.8 s 
On closed 3-braids Providence, R.I. 
American Mathematical Society, 1974. p. 


510°.8 s 


cm. (Memoirs of the American 
Mathematical Society, no. 151) 
Bibliography: p. [QA3.A57 no. 151] 


[QA612.23] 514.224 74-17176 ISBN 0- 
8218-1851-1 3.40 

i. Braid theory. I. Title. II. Series: 
American Mathematical Society. Memoirs, 
no. 151. 

Prepared from C.I.P. 


STOLL, Wilhelm. 510.8 s 
Holomorphic functions of finite order in 
several complex variables. Providence, 
Published for the Conference Board of the 
Mathematical Sciences by the American 
Mathematical Society [1974] x, 83 p. 25 
em. (Regional conference series in 
mathematics, no. 21) Expository lectures 
from the CBMS regional conference held 
at the University of Wisconsin, 
Whitewater, June 18-22, 1973. 
Bibliography: p. 77-81. [QA1.R33 no. 21] 
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[QA331] 515.92775 74-8213 ISBN 0-8218- 
1671-3 4.10 (pbk.) 

I. Analytic functions. 2. Functions, Entire. 
L Conlerencé Board of the Mathematical 
Sciences. II. Title. II. Series. 


SYDNEY Category Theory 
Seminar, 1972-1973. 
Category Seminar : proceedings, Sydney 
Category Seminar, 1972/1973 / editor, G. 
M. Kelly. Berlin ; New York : Springer- 
Verlag, 1974. (Lecture notes in 
mathematics ; 420), Includes bibliography 
and index. [QA3.L28 no. 420] [QA169] 
512.55 74-19483 6.00 
I. Categories (Mathematics}—Congresses. 
2, Functor theory—Congresses. I. Kelly, 
G. M, ed. H. Title. IIL Series: Lecture 
notes in mathematics (Berlin) ; v. 420. 
Prepared from C.LP. 


510.8 s 


TAYLOR, Michael Eugene, 510.8 s 
1946- 

Pseudo differential operators / M. E. 

Taylor. Berlin ; New York : Springer- 


Verlag, 1974. p. cm. (Lecture notes in 
mathematics `; 416) Includes index. 
Bibliography: p. [QA3.L28 no. 416] 
[QA374] 515.72 74-23846 ISBN 0-387- 
06961-5 pbk. : 7.40 

1. Differential equations, Partial 2. 
Pseudodifferential operators. I. Title. II. 
Series: Lecture notes in mathematics 
(Berlin) ; 416. 

Prepared from C.I.P. 


THOMPSON, Richard 
Leslie. 

Equilibrium states on thin energy shells. 
Providence, R.I., American Mathematical 
Society, 1974. vi, 110 p. illus. 25 cm. 
(Memoirs of the American Mathematical 
Society, no. Thesis—Cornell. 
Bibliography: p. 108-110. [QA3.A57 no. 
150] [QC174.84] 5337.01°5195 74-14723 
ISBN 0-8218-1850-3 3.30. 

1. Statistical mechanics. 2. Lattice gas. I. 
Title. If. Series: American Mathematical 
Society. Memoirs, no. 150. 


WEISS, Lionel, 1923- 510°.8 s 
Maximum probability estimators and 
related topics / L. Weiss and J. Wolfowitz. 
Berlin ; New York : Springer-Verlag, 1974. 
p. cm. (Lecture notes in mathematics ; 
424) Includes index. Bibliography: p. 
[QA3.L28 no. 424] [QA273] 519.287 74- 
23843 pbk. : 7.40 

1. Probabilities. I. Wolfowitz, Jacob, 1910- 
joint author. II. Title. IHI. Series: Lecture 
notes in mathematics (Berlin) ; 424. 
Prepared from C.I.P. 


YAMADA, Toshihiko, 1939- 510.8 s 
The Schur subgroup of the Brauer group. 
Berlin, New York, Springer-Verlag, 1974. 
iv, 159 p. 25 cm. (Lecture notes ir 
mathematics, 397) Bibliography: p. [155]- 
159. [QA3.L28 no. 397] [QA171] 517.2 
74-181616 ISBN 0-387-06806-6 (New 
York) 7.40 (pbk.) 

1. Finite groups. 2. Representations of 
groups. 3. Algebraic number theory. L 


510.8 s 


Title. II Series: Lecture notes in 
mathematics (Berlin) 397. 
MEYER, Burnett. 511.3 


An introduction to axiomatic systems. 

Boston, Prindle, Weber & Schmidt [1974] 

xi, 190 p. illus. 24 cm. Includes 

bibliographies. [QA8.4.M49] 74-3012 

ISBN 0-87150-174-0 10.50 

7 Mathematics—Philosophy. 2. Axioms. J 
Ttle. 


BEIGHEY, D. Clyde. 511.8075 
Mathematics for business; college course 
[by] Clyde Beighey [and] Gordon C. 
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Borchardt. 5th ed. New York, Gregg and 


Community College Division, McGraw- 
Hill. vi, 250 p. illus 28 cm. Originally 
published under title: Modern business 
mathematics. [HF5695.B4] ISBN 0-07- 
004370-1 6.20 (pbk.) 

L Business- mathematics—-Problems, 
exercises, etc. L Borchardt, Gordon C. 
joint author. IT. Title. 

L.C. card no. for original ed.: 64-24596 


FERGUSON, Ronald D. 512 
An algebraic primer abecedarian 
mathematics -for college students / by 
Ronald D. Ferguson, Raymond W. 


Tebbetts, Kenneth D. Reeves. New York : 
Macmillan, [1975] p. cm. Indfudes index. 
[QA152.2.F47] 74-83 ISBN 0-02-337000-9 
: 8.95 

L Algebra. I. Tebbetts, Raymond W., Joint 
author. H. Reeves, Kenneth D., joint 
author. IT. Title. 

Prepared from C.I.P. 


*SPERRY, J. Bryan. 512 
Programmed college algebra, [by] J. Bryan 
Sperry. Boston, Holbrook Press, [1974]. xi, 
369 p. illus. 28 em. [(QA157] 6.95 (pbk.) 

L Algebra—Froblems, exercises, 
examinations. 2.  Algebra—Study and 
teaching. I. Title. 


FUNDAMENTALS of college 512.1 
algebra and elementary functions [by] 
Richard E. Johnson [and others] Alternate 
ed. Menlo Park, Calif., Cummings Pub. Co. 
[1974] 414, 10, 4, 14, 5 p. illus. 25 cm. 
[QA154.2.F88 1974b] 74-79999 ISBN 0- 
8465-3402-9 9.95 

J. Algebra. 2. Functions. I Johnson, 
Richard E., 1913- 


*GREEN, George F. 512.1 
Elementary school mathematics; activities 
and materials, [by] George F. Green. 
Lexington, Mass., D.C. Heath, [1974]. xii, 
512 >. illus. 24 cm. [QA135] 73-19074 
ISBN 0-669-84582-5. 10.95 


_ J. Mathematics (Elementary)—Study and 


teaching. 2. Elementary mathematics. I 
Title. 


PELUSO, Ada. 512.1 
A student guide to accompany Precalculus 
mathematics, a functional approach, by 
Earl W. Swokowski. Boston, ®Prindle, 
Weber & Schmidt [1974] p. cm. For use 
with Precalculus mathematics by E. W. 
Swokowski. [QA39.2.P43] 74-14692 ISBN 
0-87150-183-X 11.50 

l. Mathematics—1961- I. Swokowski, Earl 
William, 1926- Precalculus mathematics, a 
functional approach. I. Title. 

Prepared from C.I.P. 


PETERSON, John M., 1938- 512°.1 
Precalculus mathematics with applications 
[by] John M. Peterson [and] Floyd E. 
Haypt. “Boston, Prindle, Weber & Schmidt 
[1974] viii, 536 . illus. 25 cm. 
[QA39.2.P52] 74-3229 ISBN 0-87150-168- 
6 11.95 

1. Mathematics—1961- I. Haupt, Floyd E., 
joint author. I. Title. 


LIAPIN, E. S. 517.2 
Semigroups, by* E. S. Ljapin. (Rev. ed.) 
Providence, Ameriçan Mathematical 
Society, 1974. p. cm. (Translations of 
mathematical monographs, v. 3) 
Translation of Polugruppy. Bibliography: p. 
[QA171.L7413 1974] 63-15659 ISBN 0- 
8218-1553-1 22.20 

1. Semigroups. I. Title. II. Series. 

Prepared from C.I.P. 
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ANDERSON, Frank Wylie, 
28- 

Rings and categories of modules / Frank 
W. Anderson, Kent R. Fuller. New York : 
Springer-Verlag, [1974] viii, 339 p. ; 24 
cm. (Graduate texts in mathematics ; 13) 
Includes index. Bibliography: p. 327-331. 
[QA247.A55] 74-181596 ISBN 0-387- 
ee 1 : 19.80 ISBN 0-387-90070-5 pbk. 
1. Modules (Algebra) 2. Rings (Algebra) 3. 
Categories (Mathematics) I Fuller, Kent 
R., joint author. IT. Title. HI. Series. 


KAPLANSRY, Irving. 512.4 
Commutative rings. Rev. ed. Chicago, 
University gf Chicago Press. [1974, c1970]. 
viii, 182 p. 24 cm. Bibliography: p. 171- 
173. [QA251.3] ISBN 0-226-42454-3. 9.75 
a ae (Algebra). 2. Ideals (Algebra). F 
itle 

L.C. card citer for original ed.: 71- 
102759 ‘ 


CARADUS, S. R. §12’.55 
Calkin algebras and algebras of operators 
on Banach spaces / S. R. Caradus, W. E. 
Pfaffenberger, Bertram Yood. New York : 
M. Dekker, 1974. viii, 146 p. ; 26 cm. 
(Lecture notes in pure and applied 
mathematics ; v. 9) Includes indexes. 
Bibliography: p. 137-141. [QA326.C37] 74- 
15630 ISBN 0-8247-6246-0 : 13.75 

J. Banach algebras. 2. Banach spaces. 3. 
Linear operators. I Pfaffenberger, W. E., 
joint author. If. Yood, Bertram, joint 
author. IT. Title. 


STOLARSKY, Kenneth B. 512.74 
Algebraic numbers and diophantine 
approximation / Kenneth B. Stolarsky. 
New York : M. Dekker, 1974. xv, 329 p, ; 
24 cm. (Pure and applied mathematics ; 
26) Includes index. Bibliography: p. 311- 
324. [QA242.883] 73-85382 ISBN 0-8247- 
6102-2 : 22.75 

1. Diophantine analysis. 2. Algebraic 
number theory. I. Title. 


*ADAMS, J. F. 512.89 
Stable homotopy and generalised homology 
[by J. F. Adams.] Chicago, University of 
Chicago Press [1974] x, 373 p. 21 cm. 
(Chicago lectures in mathematics) 
Bibliography: p. 372-373. [QA169.] 74- 
5735 ISBN 0-226-00523-2 11.50, 4.95 


(pbk.) 
1, Alg&brae Homological. I. Title. 


PETERSON, John M., 1938- 512.9 
College algebra [by] John M. Peterson 
[and] Floyd E. Haupt. Boston, Prindle, 
Weber & Schmidt [1974] ix, 346 p., illus. 
25 cm. [QA154.2.P47] 74- 1309 ISBN 0- 
87150-167-8 11.50 

1. Algebra. I. Haupt, 
author. IT. Title. 


GREEN, Thomas M. 512.9°042 
Elementary algebra [by] Thomas M. 
Green. New York, Macmillan [1975, i.e. 
1974] p. cm. [QA152.2.G73] 73-1600 
ISBN 0-02-346400-3 9.95 

1. Algebra. I. Title. 

Prepared from C.I.P. 


*JOHNSTON, Carol L. 513 
Essential arithmetic by Carol L. Johnston 
and Alden T. Willis. „Belmont, Calif., 
Wadsworth Pub. Co., [1974] 473 p. illus. 
28 cm. [QA107] 73-93918 ISBN 0-534- 
00327-3 8.95 (pbk.) 

1. Arithmetic. I Willis, Alden T., joint 
author. II. Title. 


CUTLER, Ann. 513°.2°076 
Trachtenberg speed mathematics self- 
taught / translated and adapted by Ann 


512.4 


Floyd E., joint 


Cutler and Rudolph McShane. Garden 
City, N.Y. : Doubleday, 1975. p. cm. 
[QA115.C988] 74-12724 ISBN 0-385- 
06176-5 4.95 

1. Arithmetic—1961- I. McShane, Rudolph 
Matas, joint author. if. Trachtenberg, 
Jakow, 1888- IIT. Title. 

Prepared from C.I.P. 


*MILLER, Charles D. $13.93 
Business mathematics by Charles D. Miller 
and Stanley A. Salzman. Glenview, IH, 
Scott Foresman & Co, [1974] 334 p. illus. 
28 cm. [HF5691] 73-892 77 ISBN 0-673- 
07909-0 7.00 (pbk.) 

i. Business mathematics. I. Salzman, 
Stanley A. joint author. IT. Title. 


PARISH, W. Alton. 513’.93 
Essentials of business mathematics / W. 
Alton Parish, William Kindsfather. San 
Francisco : Rinehart Press, [1974, 1975] 
p. cm. Includes index. [HF5691.P27] 74- 
22163 ISBN 0-03-012651-7 : 7.95 

1. Business mathematics. I. Kindsfather, 
William, joint author. IT. Title. 

Prepared from C.LP. 


*VAZSONYI, Andrew. 513.93 
Business mathematics for colleges, [by] 
Richard Brunell. Homewood, Ill, Richard 
D. Irwin, 1974. ix, 404 p. illus. 28 cm. 
[HF5691] 73-89116 ISBN 0-256-00632-6 
8.50 (pbk.) 

l. Business mathematics. I. Brunnéll, 
Richard, joint author. If. Title. 


JAMESON, Graham James Oscar. 514 
Topology and normed spaces, by G. J. O. 
Jameson. New York, Wiley [1974] p. G 
Halsted Press book. ” Bibliography: 
[QA611.J34 1974] 73-22137 ISBN ò. 470. 
43924-6 17.75 

I. Topology. 2. Normed linear spaces. I. 

Title. 


Prepared from C.I.P. 


SAUVY, Jean, 
ingenieur. 
The child’s discovery of space; from 
hopscotch to mazes: .an introduction to 
intuitive topology [by] Jean and Simonne 
Sauvy. Translated by Pam Wells; with an 
introd. by Bill Brookes. [Harmondsworth, 
Eng., Baltimore] Penguin Education [1974] 
92, [1] p. illus. 19 cm. (Penguin papers in 
education) Translation of L’enfant a la 
decouverte de l’espace. Bibliography: p. 
[93] [QA611.17.S2813] 74-181546 ISBN 

0-14-080384-X 2.25 (pbk.) 


514.071 


1. Topology—Study and teaching 
(Elementary) I. Sauvy, Simonne, joint 
author. II. Title. 

BIRMAN, Joan S., 1927- 514.224 


Braids, links, and mapping class groups / 
by Joan S. Birman. Princeton, N.J. 
Princeton University Press, 1975, [i.e. 1974] 
p. cm. (Annals of mathematics studies ; no. 
82) Includes index. Bibliography: p. 
(QA612.23.B57 1975] 74-2961 ISBN 0- 
691-08149-2: 9.00 

1. Braid theory. 2. Knot theory. 3. 
Representations of groups. I. Title. If. 
Series. 

Prepared from C.I.P. 


HUSEMOLLER, Dale. 514.224 
Fibre bundles / Dale Husemoller. [2d ed.] 


New York : Springer-Verlag, [1975, 
ie.1974] p. cm. (Graduate texts in 
mathematics ; v. 20) Includes index. 


Bibliography: p. [QA612.6.H87 1975] 74- 
23157 16.80 

i. Fiber bundles (Mathematics) I. Title. IT. 
Series. 

Prepared from C.LP. 
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RINGEL, Gerhard. 5147.3, 
Map color theorem. Berlin, New York, 
Springer, 1974. xii, 191 p. illus. 24 cm. 
(Die Grundlehren der mathematischen 
Wissenschaften in Einzeldarstellungen mit 


besonderer Berucksichtigung der 
Anwendungsgebiete, Bd: 209) 
Bibliography: [184]-187. 


[QA612.18.R56] 73- 17986 22.00 
I. Map-coloring problem. I. Title. H. 


Series: Die Grundlehren der 
mathematischen Wissenschaften in 
Finzeldarstellungen, Bd. 209. 

ADBY, P. R. 515 


Introduction to optimization methods [by] 
P. R. Adby [and] M. A. H. Dempster. 
London, Chapman and Hall; New York, 
Halsted Press [1974] p. cm. (Chapman 
and Hall mathematics series) Bibliography: 
p. [QA402.5.A4] 74-4109 ISBN 0-470- 
08830-X 7.50 (pbk.). 

I. Mathematical optimization. I. Dempster, 
Michael Alan Howarth, joint author. II. 
Title. 

Prepared from C.I.P. 


BOLKER, Ethan D. 515 
First year calculus / Ethan D. Bolker, 
Joseph W. Kitchen, Jr. Reading, Mass. : 
Addison Wesley Pub. Co., [1974] xii, 853, 
[53] p. : ill. ; 24 cm. (Addison-Wesley 
series in mathematics) Includes index. 
[QA303.B69] 73-14350 ISBN 0-291- 
00645-6 : 11.95 

i. Calculus. I. Kitchen, Joseph W., joint 
author. II. Title. 


BURLEY, David Michael. 515 
Studies in optimization [by] D. M. Burley. 
New York, Wiley [1974] p. cm. "A 
Halsted Press book.” [QA402.5.B89] 74- 
8456 ISBN 0-470-12410-5 12.95 

1. Mathematical optimization. I. Title. 
Prepared from C.I.P. 


CAMPBELL, Hugh C. 515 
A short course in calculus with 
applications, by Hugh G. Campbell [and] 
Robert E. Spencer. ape York, Macmillan 
[1975, i.e. 1974] p. cm. Bibliography: p. 
[QA303.C19] 73-22628 ISBN 0-02- 
318590-2 8.95 

l1. Calculus. I. Spencer, Robert E., joint 
author. IT. Title. 

Prepared from C.I.P. 


DINGLE, Robert B. §15°.234 
Asymptotic expansions: their derivation 
and interpretation [by] Dingle. 


London, New York, Academic Press, 
1973. xv, 521 p. illus. 24 cm. Includes 
bibliographies and index. [QA295.D45] 72- 
12267 ISBN 0-12-216550-0 38.00 

1. Asymptotic expansions. 2. Power series. 


ROMANOV, Vladimir 515°.353 
Gavrilovich. 

Integral geometry and inverse problems for 
hyperbolic equations / V. G. Romanov ; 
[translated from the Russian]. Berlin ; New 
York : Springer-Verlag, 1974. vi, 151 p. ; 
24 cm. (Springer tracts in natural 
philosophy ; v. 26) Translation of 
Nekotorye obratnye zadachi dlia uravnenii 
giperbolicheskogo tipa. Includes index. 
Bibliography: p. [148]-151. [QA377.R6513 
19740] 74-186341 ISBN 0-387-06429-X: 
23. 

i. Differential equations, Hyperbolic. 2. 
Inverse problems (Differential equations) 3. 
Geometry, Integral. I. Title. 


ORNSTEIN, Donald, 1934- 515.42 
Ergodic theory, randomness, and 
dynamical systems / by Donald S$. 
Ornstein. New Haven : Yale University 


Press, 1974. vii, 141 p. ;,23 cm. Games K. 
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. Whittemore lectures in mathematics given 
at Yale University) (Yale mathematical 
monographs ; 5) Includes bibliographical 
references. [QA313.076] 73-90903 ISBN 
0-300-01745-6 : 4.95 

I. Ergodic theory. 2. Transformations 
(Mathematics) 3 Jsomorphisms 
(Mathematics) 4. Stochastic processes. I 
Title. IL Series. HI. Series: Yale 
University. James K. Whittemore lectures 
in mathematics given at Yale University. 


LAWDEN, Derek F. 515.64 

Analytical methods of optimization [by] D. 
Lawden. New York, Hafner Press 

[1974] p. cm. [QA402.5.L38] 74-11450 

ISBN 0-02-848380-4 10.95 

1. Mathematical optimization. 2. Calculus 

of variations. I. Title. 

Prepared from C.I.P. 


COTLAR, Mischa. 515°.7 
An introduction to functional analysis [by] 
Mischa Cotlar and Roberto Cignoli. 
Translated by <A. Torchinsky and A. 
Gonzalez Villalobos. Amsterdam, North- 
Holland Pub. Co.; New York, American 
Elsevier Pub. Co., 1974. xiv, 585 p. 23 cm. 
(North-Holland texts in advanced 
mathematics) Revised translation from the 
Spanish has title: Nociones de espacios 
normados. Bibliography: p. [573]-576. 
[QA320.C6713] 75-183272 ISBN 0-444- 
10440-2 (American Elsevier) 14.50 

1, Functional analysis. I. Cignoli, Roberto, 
Joint author. IZ. Title. 


DOETSCH, Gustav, 1892- 515.723 
Introduction to the theory and application 
of the Laplace transformation / Gustav 
Doetsch ; translation by Walter Nader ; 
with ... a table of Laplace transformations. 
Berlin ; New York : Springer-Verlag, 1974. 
vii, 326 p. ; 25 cm. Translation of 
Einfuhrung in Theorie und Anwendung der 
Laplace-Transformation. [QA432.D5713] 
74-185469 ISBN 0-387-06407-9 : 27.90 

1. Laplace transformation. I. Title. 


HENRICTI, Peter, 1923- 515.9 
Applied and computational complex 
analysis. New York, Wiley [1974] xv, 682 


p. illus. 24 cm. (Pure and applied 
mathematics) "A thea tapioca 
publication.” Bibliography: v. p. 663- 


671. [QA331.H453 1974] 73- 925 ISBN 
0-471-37244-7 24.95 

i. Analytic functions. 2. Functions of 
complex variables. 3. Mathematical 
analysis. I. Title. 


SIU, Yum-Tong, 1943- 515.9 
Techniques of extension of analytic objects 
/ Yum-Tong Siu. New York : M. Dekker, 
1974. iv, 256 p. ; 26 cm. (Lecture notes in 
pure and applied mathematics ; 8) Includes 
indexes. Bibliography: p. 250-253. 
[QA331.S57] 74-83962 ISBN 0-8247-6168- 
5 pbk. : 14.75. 

i. Analytic continuation. I. Title. 


bey cia Robert Carl, 1904- 
Curves and their properties. [Washington] 
National Council of Teachers of 
Mathematics [1974, c1952] ix, 245 p. illus. 
24 cm. (Classics in mathematics education, 
v. 4) Reprint of the ed. published by J. W. 
Edwards, Ann Arbor, under title: A 
handbook on curves and their properties. 
Includes bibliographies. [QA483.Y37 1974] 
74-10222 6.40 

i. Curves, Plane. I. Title. 


516.15 


WENNINGER, Magnus J. 516.23 
Polyhydron models [by] Magnus J. 
Wenninger New York, Cambridge 


University Press, [1974,.c1971] xii, 208, 
70 


illus. 26 cm. [QA491.W39] ISBN 0-521- 
09859-9 4.95 (pbk.) 

1. Polyhedra—Models. I. Title. 

L.C. card number for original ed: 69- 
10200. 


* ASHLEY, John P. 516.24 
Modern trignometry (complete course) 
[by] John P. Ashley [and] E. R. Harvey. 
Beverly Hills, Glencoe Press, [1974]. 422 
p. illus. 28 cm. [QA537] 72-075146 7.50 
(pbk.) 

i. Trignometry—Problems, exercises, etc. 
I. Harvey, E. R., joint author. IT. Title. 


ARTZY, Rafael. 516.3 
Lincar geometry / by Rafael Artzy. 
Reading, Mass. Addison-Wesley Pub, 
Co., 1974. ix, 273 p. : il. ; 25 cm. 
(Addison-Wesley series in mathematics) 
Includes bibliographies and index. 
[QA474.A76 1974] 74-186950 ISBN 0- 
201-00362-7 : 11.50 

1. Geometry, Modern—Plane. I. Title. 


MANIN, IU I. 516.36 
Cubic forms; algebra, geometry, arithmetic 
fby] Yu I. Manin. Translated from the 
Russian by M. Hazewinkel. Amsterdam, 
North-Holland Pub. Co. New York, 
American Elsevier Pub. Co., 1974. vii, 292 
p. 23 cm. (North-Holland mathematical 
library, v. 4) Translation of Kubicheskie 
formy. Bibliography: p. 284-288. 
[QA573.M2513] 72-88278 ISBN 0-444- 
10456-9 (American Elsevier) 20.00 

1. Surfaces, Cubic. I. Title, 


TAYLOR, Lester D. 519 
Probability and mathematical statistics [by] 
Lester D. Taylor. New York, Harper & 
Row [1974] p. cm. [QA273.T39] 74-242 
ISBN 0-06-046588-3 14.95 

1. Probabilities. 2. Mathematical statistics. 
I. Title. 

Prepared from C.I.P. 


BROOKES, Philip J. 519.2 
Sequences, series, probability, and statistics 
/ Philip J. Brookes ; consulting editor, 
Irving Drooyan. Belmont, Calif. : 
Wadsworth Pub. Co., [1974] ix, 123 p. : ill. 
; 26 cm. (Wadsworth  precalculus 
mathematics series ; v. 8) Includes index. 
[QA273.8695] 74-78034 ISBN 0-534- 
00353-2 : 2.95. 

1. Probabilities. 2. Mathematical statistics. 
3. Sequences (Mathematics) 4. Series. I. 
Title. II. Series. 


*LOVEDAY, Robert. 519.2 
Practical statistics & probability. [New 
York], Cambridge University Press, 1974. 
xili, 205 p. illus. tables 22 cm. [QA273] 
ISBN 0-521-20291-4 3.50 (pbk.) 

1. Probabilities. 2. Mathematical statistics. 
L Title. 


MAISTROV, Leonid 
Efimovich. 
Probability theory; a historical sketch [by] 
L. E. Maistrov. Translated and edited by 
Samuel Kotz. New York, Academic Press. 
1974. xiii, 281 p. illus. 24 cm. (Probability 
and mathematical statistics, 23) Translation 
of Teoriia veroiatnostei. Bibliography: p. 


519.2709 


265-274. [QA273.A4M3513] 72-88366 
ISBN 0-12-465750-8 22.50 

1. Probabilities—History. I. Title. 

STOUT, William F. 519.24 


Almost sure convergence {by] William F. 
Stout. New York, Academic Press, 1974. 
p. cm. (Probability and mathematical 
statistics) Bibliography: p. [QA273.5.S76] 
73-2075 ISBN 0-12-672750-3 24.50 

i. Random variables. 2. Sequences 


AMERICAN BOOK PUBLISHING RECORD 


(Mathematics) 3. Partial sums (Series) I. 
Title. 
Prepared from C.I.P. 


COMPUTING methods in 519.4 
applied science and engineering. 
International symposium, Versailles, 


December 17-21, 1973. Edited by R. 
Glowinski and J. L. Lions. Berlin, New 
York, Springer-Verlag, 1974. 2 v. illus. 25 
cm. (Lecture notes in computer science 10, 
11) English or French. Organized by IRIA 
Laboria, Institut de recherche 
d'informatique et d’automatique. Includes 
bibliographical references. [QA300.C63] 
74-5712 ISBN 0-387-06768-X 14.00 (vol. 


10, pbk.) 
1. Mathematical analysis—Congresses. 2. 
Numerical analysis—Congresses. 3. 


Engineering mathematics—-Congresses. I. 
Glowinski, R., ed. II. Lions, Jacques Louis, 
ed. HT. Institut de recherche 
d'informatique et d’automatique. IV. Title. 
V. Series. 

Vol. 11, 12.30 (pbk.), ISBN 0-387-06769-8. 


EHRENBERG, A. S. C. 519.5 
Data reduction; analysing and interpreting 
statistical data [by} A. S. C. Ehrenberg. 
London, New York, Wiley [1974] p. "A 
Wiley-Interscience publication.” 
Bibliography: p. [QA276.E34] 74-3724 
ISBN 0-471-23399-4 24.95 

1. Mathematical statistics. 2. Statistics. I 
Title. 

Prepared from C.I.P. Pbk. 10.95, ISBN 0- 
471-23398-6. 


ELZEY, Freeman F. 519.5 
A first reader in statistics / Freeman F. 
Elzey. 2d ed. Monterey, Calif. 
Brooks/Cole Pub. Co., [1974] viii, 79 p. : 
ill. ; 23 cm. Includes index. [HA29.E488 
1974] 74-83225 ISBN 0-8185-0140-5 pbk. 
1 
1. Statistics. I. Title. 


wet ieee Bernard William, 
Basic ideas of statistics [by] Bernard W. 
Lindgren. New York, Macmillan [1975, i.e. 
1974] p. Bibliography: p. [QA276.L536] 
74-6036 ISBN 0-02-370750-X 9.95 

1, Mathematical statistics. 2. Statistics. L 
Title. 

Prepared from C.I.P. 


MENDENHALL, William. ¢ © 519.5 
Statistics for management and econamics / 
William Mendenhall, James E. Reinmuth. 
2d ed. North Scituate, Mass. : Duxbury 
Press, [1974] xi, 596 p. : il. ; 25 cm. 
Includes bibliographies and index. 
[HA29.M533 1974] 73-89883 ISBN 0- 
87872-058-8 : 13.00 

1. Statistics. I. Reinmuth, James E., 1940- 
joint author. II. Title. 


519.5 


*OGAWA, Junjiro. 519.5 
Statistical theory of the analysis of 
experimental designs [by] J. Ogawa. New 
York, Marcel Dekker 1974 vi, 465 p. illus. 

24 cm. (Statistics, textbooks & monographs 
v. 8) Bibliography: p. 447-461. [HA29] 
73-90769 ISBN 0-8247-6116-2 23.75 

1, Statistics. I. Title. 


ZEHNA, Peter W. 519.5 
Introductory sgatistics [by] Peter W. 
Zehra. Boston, Prindle, Weber & Schmidt 
[1974] x, 470 p. illus. 25 cm. Bibliography: 
. 430. [HA29.Z39] 74-1467 ISBN Q- 
87150-171-6 12.50 

1. Statistics. I. Title. 


HARRIS, Richard J. 519.53 
A primer of multivariate statistics [by] 
Richard J. Harris. New York, Academic 


DECEMBER 31,1974 


Press, 1974. . cm. Bibliography: p. 
(QA278.H35] 74-1636 ISBN 0-12-327250- 
5 13.95 

I. Multivariate analysis. I. Title. 

Prepared from C.I.P. 


*LOETHER, Herman J. 519.53 
Descriptive statistics for sociologists; an 
introduction, [by] Herman J. Loether [and] 
Donald G. McTavish. Boston, Allyn and 
Bacon [1974] xiv, 388 p. 24 cm. (Allyn 
and Bacon’s statistics teaching program.) 
[QA276] 73-80548 6.95 (pbk.} 

1. Mathematical statistics. I McTavish, 
Donald G., joint author. IT. Title. 


MURTHY, V. K. 519.5°3 
The gener&l point process: applications to 
Structural fatigue, bioscience, and medical 
research [by] K. Murthy. Reading, 
Mass., Addison-Wesley Pub. 
Advanced Book Program, 1974. p. cm. 
(Applied mathematics and computation, v. 
5) Bibliography: p. [QA274.42.M86] 74- 
nena ISBN 0-201-04892-0 22.50; 13.50 
pbk. 

1. Point processes. I. Title. 

Prepared from C.LP. 


*HABERMAN, Shelby J. 519.532 
The analysis of frequency data, [by] Shelby 
J. Haberman. Chicago, University of 
Chicago Press [1974] xii, 419 p. illus. 25 
cm. (Statistical research monographs) 
Bibliography: p. 408-414. [QA273.6] 74- 
7558 ISBN 0-226-31184-8 20.00 

1. Mathematical statistics, I. Title. 


ADAMS, William J. 519.5733’09 
The life and times of the central limit 
théorem / William J. Adams. New York : 
Kaedmon Pub. Co., [1974] 119 p., [9] 
leaves of plates : ports. ; 24 cm. On spine: 
Life, times, central limit aup Includes 
index. Bibliography: 99-116. 
[94273 Si .A3] 73- 39306 ISBN 0-913002- 


1 A limit theorem—History. I. Title. 


LINDMAN, Harold R. 519.535 
Analysis of variance in complex 
experimental designs [by] Harold R. 


Lindman. San Francisco, W. H. Freeman 
[1974] x, 352 p. illus. 25 cm. Bibliography: 
p. [335]-341. [QA279.L57] 74-11211 ISBN 
0-7167-0774-8 15.00 

1. Analysis of variance. 2. Experimental 
designe}. Vitle. 


*LOETHER, Herman J. 519.54 
inferential statistics for sociologists; an 
introduction, [by] Herman J. Loether [and] 
Donald G. McTavish. Boston, Allyn and 
Bacon [1974] xiv, 319 p. 24 cm. (Allyn 
and Bacon’s statistics teaching program.) 
[QA276] 73-80549 6.95 (pbk.) 

1. Mathematical statistics. I. McTavish, 
Donald G., joint author. II. Title. 


*SHAPERE, Dudley: 520.924 
Galileo; a philosophical study. «Chicago, 
University of Chicago Press. [1974}. xi, 
161 p. 21 cm. Bibliography: p. 155-158. 
[QB36.G2546] 73-92023 ISBN 0-226- 
46984-01 9.75, 2.95 (pbk.) 

1, Galilei, Galileo, 1564-1642. I. Title. 


THE Place of astronomy in 520.93 
the ancient world : a joint symposium of 
the Royal Society aħd the British 


Academy / organized by D. G. Kendall .. 
[et al.] ; edited. by F. R. Hodson. London : 
Oxford University Press for the British 
Academy, 1974. [4], 276 p., [18] p. of 
plates, [5] leaves of plates : ill., maps ; 31 
cm. Papers presented December 7-8, 1972. 
Includes bibliographies. [QB16.P55] 74- 
186595 ISBN 0-19-725944-8: 41.75 


Co., ` 


1. Astronomy, Ancient—Congresses. 2. 
Archaeology—Congresses. I. Kendall, 
David George. If. Hodson, F. R., ed. Hi. 
Royal Society of London. IV. British 
Academy, London (Founded 1901) 
Distributed by Oxford University Press, 
New York. 


MCDONALD, Frank 
Bethune. 

High energy particles and quanta in 

astrophysics / edited by Frank B. 

McDonald and Carl E. Fichtel. Cambridge, 

Mass. : MIT Press, [1974] xii, 476 p. : ill 

23 cm. Includes bibliographies and index. 

[QB464. M32] 74-8687 ISBN 0-262-13114- 
: 18.50 

1. Nuclear astrophysics. I. Fichtel, Carl E., 

Joint author. IT. Title. 


BOK, Bart Jan, 1906- 523.1713 
The Milky Way / Bart J. Bok and Priscilla 
F. Bok. 4th ed., rev. and enl. Cambridge : 
Harvard University Press, 1974. 273 p. : 
ill. ; 25 cm. (The Harvard books on 
astronomy) Includes index. [QB857.7.B64 
oe 73-83418 ISBN 0-674-57501-6 
15. 

i. Milky Way. I. Bok, Priscilla (Fairfield) 
joint author. IT. Title. ITI. Series. 


SAAKIAN, Gurgen 
Serobovich. 
Equilibrium configurations of degenerate 
gaseous masses [by] G. Saakyan. 
Translated from Russian by C. F. Hall. 
New York, Wiley [1974] p cm. 
Translation of Ravnovesnye konfiguratsii 
vyrozhdennykh gazovykh mass. "A 
Halsted Press book.” Bibliography: p. 
[QB410.8213] 74-13583 ISBN 0-470- 
74805-2 32.50 

J. Rotating masses of fluid. 2 Neutron 
stars. 3. White dwarfs. 4. Gravitation. I. 
Title. 

Prepared from C.I.P. 


BRANLEY, Franklyn 
Mansfield, 1915- 
Sunshine makes the seasons, by Franklyn 
M. Branley. Illustrated by Shelley 
Freshman. New York, Crowell [1974] 33 
p. illus. (part col.) 21 x 23 cm. (Let’s-read- 
and-find-out science books) Describes how 
sunshine and the tilt of the earth’s axis are 
responsible for the changing seasons. 
[QB631.B73 1974] 73-19694 ISBN 0-690- 

00437-0 3.95 
i. Seasons—Juvenile literature. i. 
Freshman, Shelley, illus. II. Title. 


*GRAHAM, Ada. 


` 523.0197 


523.8 


525.5 


525.5 


Let’s discover winter woods by Ada and ' 


Frank Graham, Jr. New York, Golden 
Press, 1974 45 p. illus. 27 cm. ney: 
Audubon Primer) Bibliography: p. 45 
[9163] 74-79195 ISBN 0-307-13875-5 


$ i TERR EEA Literature. I. Graham, 
Frank, joint author IT. Title. 


NATO Advanced Study 526’.028'54 
Institute on Display and Analysis of 
Spatial Data, Nottingham, Eng., 1973. 

Display and analysis of spatial data; 

[papers] Edited by John C. Davis and 

Michael J. McCullaugh. London, New 

York, -Wiley [1974] p. cm. "A Wiley- 

Interscience publication.” Sponsored by 

Scientific Affairs Division, North Atlantic 

Treaty Organization; Kansas Geological 

Survey, University of Kansas; and the 

Dept. of Geography, University of 

Nottingham. [GA106.3.N18 1973] 74-3449 

ISBN 0-471-19915-X 29.95 

1. Electronic data proçessing— 

Cartography—Congresses. I. Davis, John 

C, ed. if! McCullaugh, Michael J, ed. Hl. 
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North Atlantic Treaty Organization. 
Division of Scientific Affairs. IV. Kansas.* 
State Geological Survey. V. Nottingham, 
Eng. University. Dept. of Geography. VI. 
Title. 

Prepared from C.LP. 


RICHARDUS, P. 526.9 
Project surveying : general adjustment and 
optimization techniques with applications 
to engineering surveying / by P. Richardus 
; assisted by J. S. Allman. Amsterdam : 
North-Holland Pub. Co. ; New York : 
American Elsevier Pub. Co., 1974. xii, 467 
p. : ill., 5 fold. maps (in pocket) ; 25 cm. 
Includes index. Bibliography: p. 452-457. 
[TA545.R55 1974] 74-76336 ISBN 0-444- 
10638-3 (American Elsevier) 19.40 


_ 1. Surveying. I. Title. 


INMAN, Fred W. 530 
Contemporary physics [by] Fred W. Inman 
[and] Carl E. Miller. New York, 
Macmillan [1975, ie. 1974] p. cm. 


[QC21.2.155] 73-19494 ISBN 0-02-359700- 
3 13.95 

1. Physics. I. Miller, Carl E., joint author. 
IT. Title. 

Prepared from C.I.P. 


SEARS, Francis Weston, 1898- 530 
College physics / Francis W. Sears, Mark 
W. Zemansky, Hugh D. Young. 4th ed. 
Reading, Mass. Addison- -Wesley Pub. 
Co., [1974] x, 751, [25] p. : ill. ne cm. 
(Addison-Wesley series in sics} 
Includes index. [QC23.8369 1974]. 573. 
21135 ISBN 0-201-06893-1 13.95 

i. Physics. I Zemansky, Mark Waldo, 
1900- joint author. II. Young, Hugh D., 
joint author. III. Title. 


DUNCAN, George. 530.024574 
Physics for biologists / George Duncan. 
New York : Wiley, 1974. p. cm. "A 
Halsted Press book.” [(QC21.2.D86] 74- 
18621 ISBN 0-470-22568-8: 8.95 

1. Physics. I. Title. 

Prepared from C.I.P. 


LACMANN, R. 530.08 s 
Dichten flussiger Systems [von] R. 
Lacmann [und] C. Synowietz. Herausgeber: 
Kl. Schafer. Berlin, New York, Springer- 
Verlag, 1974- p. cm. (Zahlenwerte und 


Funktionen aus Naturwissenschaft und 
Technik, neue Serie. Gruppe IV: 
Makroskopische und technische 


Eigenschaften der Materie, Bd. 1, T. a) 
Added t.p.: Densities of liquid systems. 
Contents.—T. a. Nichtwassrige Systeme 
und ternare wassrige Systeme. Includes 
bibliographies. [QC61.Z3 Gruppe IV, Bd. 1 
etc.] [QC145.3] 532.4 74-17451 ISBN 0- 
387-06269-6 201.00 ; 
1. Liquids—-Tables. 2. Specific gravity— 
Tables. I. Synowietz, Claudia, joint author. 
if Title. HI. Title: Densities of liquid 
systems. IV. Series. 

Prepared from C.I.P. 


METHODS in stellar 530.08 s 
atmosphere and interplanetary plasma 
research / edited by D. V. Skobel’tsyn ; 
translated from Russian. New York : 
Consultants Bureau, [1974] p. cm. 
(Proceedings (Trudy) of the P. N. Lebedev 
Physics Institute ; v. 62) ”A Special 
research report.” Translation of Atmosfery 
zvezd i mezhplanetnaia plazma. Includes 
bibliographical references. [QC1.A4114 
vol. 62] [QB478.5] 523.2 74-26541 ISBN 
0-306-10905-0 : 35.00. 

i. Radio astronomy—Addresses, essays, 


lectures. 2. Stars—A tmospheres— 
Addresses, essays, lectures. 3. Plasma 
(onizéd gases)—Addresses, essays, 
lectures. I Skobeľtsyn, Dimitrit 


71 
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Vladimirovich, 1892- ed. If. Series: 
$ Akademiia nauk SSSR. Fizicheskit institut. 

Proceedings ; v. 62. 

Prepared from C.I.P, 


PHYSICAL investigations 530°.08 s 
in strong magnetic fields / edited by D. V. 
Skobel’tsyn ; translated from Russian by 
Albin Tybulewicz. New York : Consultants 
Bureau, [1974] p. cm. (Proceedings 
(Trudy) of the P.:N. Lebedev Physics 
Institute ; v. 67) Translation of Fizicheskie 
issledovaniia v sil’nykh poliakh. Includes 
bibliographies. [QC1.A4114 vol. 67] 
[QC754.2.M3} 538 74-23793 ISBN 0-306- 
10906-9 : 32.50 

1. Magnetic _ fields—Congresses. rA 
Skobel’tsyn, Dmitrii Vladimirovich, 1892- 
ed. If, Series: Akademiia nauk SSSR. 
Fizicheskii institut. Proceedings ; v. 67. 
Prepared from C.LP. 


LANCZOS, Cornelius, 530.092’4 B 
1893- 
The Einstein decade, 1905-1915 / 


Cornelius Lanczos. New York : Academic 
Press, 1974. xiv, 230 p. : ill. ; 23 cm. 
Includes index. Bibliography: p. 217-218. 
[QC16.E5L33 1974] 73-22867 ISBN 0-12- 
435840-3 : 12.50 

1. Einstein, Albert, 1879-1955. I. Title. 


PATHRIA, R. K. 530.1°1 
The theory of relativity, by R. K. Pathria. 
2d ed. Oxford, New York, Pergamon Press 
[1974] p. cm. (International series of 
monographs in natural philosophy, v. 73) 
[QC173.55.P37 1974] 74-6322 ISBN 0-08- 
018032-9 24.00 

I. Relativity (Physics) I. Title. 

Prepared from C.I.P. 


FLUGGE, Siegfried. 530.1’2 
Practical quantum mechanics / Siegfried 
Flugge. New York : Springer Verlag, 1974, 
c1971. p. cm. Translation of 
Rechenmethoden der Quantentheorie. 
”Springer study edition.” Includes index. 
Bibliography: p. [QC174.12.F5713 1974] 
74-23732 ISBN 0-387-07050-8 : 14.80 
Quantum theory. 2. Mathematical 
physies. I. Title. 
Prepared from C.I.P. 


JOHNSON, Charles Sidney, 
1936- 

Problems and solutions in quantum 
chemistry and physics [by] Charles S. 
Johnson, Jr. [and] Lee G. Pedersen. 
Reading, Mass., Addison-Wesley Pub. Co. 
[1974] xx, 432 p. illus. 28 cm. 
Bibliography: p. 421-426. [QD462.7.J63] 
74-170331 ISBN 0-201-03415-8 7.95 

L Quantum chemistry—Problems, 
exercises, etc. 2. Quantum theory— 
Problems, exercises, etc. I. Pedersen, Lee 
G., joint author. IT. Title. 


*CLEMMOW, P. C. 530.141 
An introduction to electromagnetic theory. 
[by] P. C. Clemmow. Cambridge, [Eng] 
Cambridge University Press 1973 xi, 297 
p. illus. 24 cm. [QC760] 73-77174 ISBN 0- 
521-20239-6 

1. Electromagnetism. I. Title. 

Pbk. 6.95, ISBN 0-521-09815-7 Distributed 
by so mondes University Press, N.Y. for 


530.1°2 


MARSDEN, Jerrold E. 530.175 
Applications of global analysis in 
mathematical physics [by] Jerry Marsden. 
[Boston, Publish or Perish, inc., 1974] 273 
p. illus. 26 cm. (Mathematics lecture series, 
2) Bibliography: p. 246-273. 
(QC20.7.G55M37] 74-75308 ISBN 0- 
914098-11-X 10.00 
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1. Global analysis (Mathematics) 2. 
Mathematical physics. 1. Title. 
Publisher’s address: 6 Beacon St. Boston, 


Ma. 02108. 
NATO Advanced Study 530.1°5 
Institute on Mathematical Physics, 


Istanbul, 1970. 

Studies in mathematical physics; lectures 
presented at the NATO Advanced Study 
Institute on Mathematical Physics held in 
Istanbul, August, 1970. Edited by A. O. 
Barut. Dordrecht, Boston, D. Reidel Pub. 
Co., published in cooperation with NATO 
Scientific Affairs Division [1973] 319 p. 
illus. 25 cm. (NATO advanced study 
institutes series. Series C: Mathematical 
and physical sciences, v. 1) Includes 
bibliographical references. [QC20.5.N18 
1970] 73-88587 ISBN 9-02-770405-8 29.50 
(lib. bdg.). 

rA Mathematical physics—Addresses, 
essays, lectures. I. Barut, Asim Orhan, 
1926- ed. I. North Atlantic Treaty 
Organization. Division of Scientific Affairs. 
II. Title. IV. Series. 


PUTTERMAN, Seth J. 530.4 
Superfluid hydrodynamics / Seth J. 
Putterman. Amsterdam North-Holland 
Pub. Co. ; New York : American Elsevier 
Pub. Co., 1974. xxi, 443 p. ; 23 cm. 
{North-Holland series in low temperature 
physics ; v. 3) Includes bibliographical 
references and indexes. 74-75578 ISBN 0- 
444-10681-2: 48.10 

I. Liquid helium. 2. Superfluidity. 3. 
Hydrodynamics. I. Title. 


*APPLIED solid state 530.41 
science 
Vol. 4, 1974 is now available from 


Academic, New York, for 28.50. 
card no for original edition: 53-11559. 


JACOB, L. 530.471 
The solid state: X-ray spectroscopy [by] L. 
Jacob. New York, Wiley [1974] 85 p. illus. 
23 cm. "A Halsted Press book.” Includes 
bibliographical references. 
[QC176.8.E4J32] 74-5391 ISBN 0-470- 
43440-6 10.50 

I. Energy-band theory of solids. 2. X-ray 
spectroscopy. I. Title. 


AL’PERT, TAkov 
L’vovich. 
Waves and satellites in the near-Earth 
plasma / Ya. L. Alpert ; translated from 
Russian by Julian B. Barbour. New York : 
Consultants Bureau, [1974] (Studies in 
Soviet science) Translation of Volny i 
iskusstvennye tela v prizemnoi plazme. 
Includes bibliographical references. 
[QC718.5.W3A4613] 74-19475 ISBN 0- 
306-10910-7: 35.00 
J. Plasma waves. 2. Ionospheric radio wave 
propagation. 3. Artificial satellites. I. Title. 
IT. Series. 
Prepared from C.I.P. 


INTERNATIONAL Union of 
Theoretical and Applied Mechanics. 
Theoretical and applied mechanics; 
proceedings of the thirteenth international 
congress of theoretical and applied 
mechanics, Moscow University, August 21- 
26, 1972. Editors: E. Becker [and] G. K. 
Mikhailov. Berlin, New York, Springer- 
Verlag, 1973, [ie.,1974] 366 p. illus. 29 
cm. Includes bibliographical references. 
[QA801.152 1973] 74-180433 ISBN 0-387- 
06244-0 49.20 
1. Mechanics—Congresses. 2. Mechanics, 
Applied—Congresses. I. Becker, Ernst, 
1929- ed. II. Mikhailov, G. K., ed. IL 
Title. 


L.C. 
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KARNOPP, B. H.: 53.0151 
Introduction to dynamics / Bruce H. 
Karnopp. Reading, Mass. : Addison- 
Wesley Pub. Co., [1974] xv, 583 p. : ill. ; 
25 ċm. Includes index. Bibliography: p. 
563. [QA846.K35] 73-3741 13.95 

i. Dynamics. I. Title. 


*DAWSON, B. E. 531.113 
Kinetics and mechanisms of reactions, [by] 
B. E. Dawson. London, Methuen 
Educational Ltd., [1973] vii, 68 p. 21 cm. 
(Methuen Studies in Science) [QD501] 
ISBN 0-423-87520-5 

I Mechanics, analytic. 
reaction, rate of. I. Title. 
Distributed by Barnes & Noble Books, 
N.Y., for 3.50 (pbk.) 


MINORSKY, Nicholas, 
1885- 


2. Chemical 


531°.322 


Nonlinear oscillations. Huntington, N.Y., 
Krieger [1974] p. cm. Reprint of the 1962 
ed. published by Van Nostrand, Princeton, 
N.J. [QA867.5.M56 1974] 74-8918 ISBN 
0-88275-186-7 22.00 

I. Oscillations. 2. Nonlinear theories. I. 
Title. 

Prepared from C.I.P. 


REISMANN, Herbert. 531.3823 
Elastokinetics; an introduction to the 
dynamics of elastic systems [by] Herbert 
Reismann [and] Peter S. Pawlik. St. Paul, 
West Pub. Co. [1974] xiv, 580 p. illus. 27 
cm. Includes bibliographies. [QA931.R38] 
74-4510 ISBN 0-8299-0016-0 18.95 

1. Elasticity. 2. Vibration. 3. Dynamics. I. 
Pawlik, Peter S., joint author. I. Title. 
*SOLID state physics; 531.7 
advances in research and applications. 

Vol. 29, 1974, edited by Henry Ehrenreich 
and others, is available from Academic 
Press, New York, for 26.00. ISBN 0-12- 
607729-0. L.C. card no. 55-12200. 


STREETER, Victor Lyle, 1909- 532 
Fluid mechanics [by] Victor L. Streeter 


[and] E. Benjamin Wylie. 6th ed. New 
York, McGraw-Hill [1975] p. cm. 
Includes bibliographical references. 


[TA357.S8 1975] 74-9930 ISBN 0-07- 
062193-4 16.50 

1. Fluid mechanics. I. Wylie, E. Benjamin, 
joint author. 

Prepared from C.I.P. 


NIKITIN, Evgenii 533.2 
Evgen’evich. 
Theory of elementary atomic and 


molecular processes in gases, by E. E. 
Nikitin. Translated by M. J. Kearsley. 
Oxford, Clarendon Press, 1974. xiii, 472 p. 
24 cm. Translation of  Teoriia 
elementarnykh atomno-molekuliarnykh 
protsessov v gazakh. Bibliography: p. [446] 
-467. [QC175.N5513] 74-180930 ISBN 0- 
19-851928-1 

1. Gases, Kinetic theory of 2. Chemical 
reactiom Conditions and laws of. 3. 
Mokcular theory. I. Title. 

Distributed by Oxford _ University Press, 
New York; 42.50. 


WEGENER, Peter P., 1917- 533.2 
Molecular beams and low density 
gasdynamics / edited by Peter P. Wegener. 
New York : M. Dekker, 1974. x, 421 p.: 
ill. ; 24 cm. (Gaŝdynamics ; v. 4) Includes 
bibliographical references and indexes. 
[QC168.W338] 74-182243 -ISBN 0-8247- 
6199-5 : 34.50. 

I. Gas dynamics. 2. Molecular beams. I. 
Title. 


*FRIEDMAN, Joy Troth. 
Look around and listen. 


534 
New York 


DECEMBER 31,1974 . 


Grosset & Dunlap [1974]. col. illus. 29’ cm: 


1 v. (unpaged) col. illus. 29 cm. [QC225.5] 
73-16659 ISBN 0-448-11530-1 4.95 f 
1. Sound—Juvenile literature. I. Title.” 


STEPHENS, Raymond William 
Barrow. 
Sound. Edited by R. W. B. Stephens. New 
York, Wiley [1974] p.-cm. (International 
dictionaries of science and technology) 
Caption title: International dictionary of 
sound. ”A Halsted Press book.” English, 
French, German, Spanish, Russian, Dutch, 
Italian, and Portuguese. [QC221.5.873 
1974] 74-16209 ISBN 0-470-82200-7 37.50 
1. | Sound—Dictionaries—Polyglot. 2. 
Dictionaries, Polygiot. I. Title. IE Title! 
‘International dictionary of sound. III. 
Series. 
Prepared from C.I.P. 


kd 

BROWN, Earle B. 535 
Modern optics [by] Earle B. Brown. 
Huntington, N.Y., Robert E. Krieger, 1974 
{c1965] vii, 645 p. illus. 24 cm. Includes 
bibliographical references. [QC355.B868 
1974] 73-92134 ISBN 0-88275-149-2 27.50 
1. Optics. I. Title. 

L.C. card no. for original ed... 65-27054. 


*AULT, Donald D. $35.2 
Visionary physics; Blake’s response to 
Newton, [by] Donald D. Ault. ` Chicago, 
University of Chicago Press, [1974]. xv, 
229 p. illus. 23 cm. Bibliography: p. 217- 
222. [QC411] 73-77128 ISBN 0-226- 
03225-6. 12.50. 

1. Blake, William, 1757-1827, 2. Newton, 
Sir Isaac, 1642-1727, 3. Optics, physical. 4. 
Interference (light). I. Title. 


*CREATION and detection of 535.84 
the excited state. 

Vol. 2, 1974 edited by William R. Rare, is 
available from M. Dekker, N.Y., for 24.50. 
ISBN 0-8247-6113-8. L.C. card no.: 76- 
134785 


HSIEH, Jui Sheng, 1921- 536.7 
Principles of thermodynamics. Washington, 
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Scripta Pub. Co. [1974] p. cm. 
[QC311.H78] 73-21592 ISBN 0-07- 
030630-3 19.50 

1. Thermodynamics. I Title. 

Prepared from C.I.P. 

MCKENZJE, Arthur Edward 537 


Ellard 

A second course of electricity. 3rd ed., 
revised by J. Jenkins and W. H. Jarvis. 
London, Cambridge University Press, 
1973. xi, 346 p. illus. ports. 23 cm. 
“Thorough revision of ... A second (m.k.s.) 
course of electricity, first published in 
1956.” Includes index. Bibliography: p. 
[343] [QC522.M3 1973] 74-180104 ISBN 
0-521-08628-0 

1. Electricity. 2. Magnetism. I. Jenkins, 
John, writer on electronics. II. Jarvis, 
William Hugh. IIT, Title. 

Distributed by Cambridge University Press, 
New York; 6.95. 


SHADOWITZ, A. 537 
The electromagnetic field [by] Albert 
Shadowitz. New York, McGraw-Hill 
[1975, c1974] p. [QC665.E4S5 1975] 74- 
5105 ISBN 0-07-056368-3 16.95 

1. Electromagnetic fields.*I. Title. 

Prepared from C.I.P. 


ZBAR, Paul B. 1911- 537 
Basic electricity: a text-lab manual, [by] 
Paul B. Zbar. 4th ed. New York, McGraw- 
Hill, [1974, c1966}. xvi, 352 p. illus. 28 
aa aa ISBN 0-07-072787-2 6.95 
pbk. 


1. Electricity—Laboratory ` manuals. 2. 
Electronics—Laboratory manuals. I. Title. 
L.C. card no. for original ed.: 67-66925. 


*SYMPOSIUM on Mossbauer 537.5352 
Effect Methodology. 

Mossbauer effect methodology. 

I. Title. i 

Volume 9, 1974 edited by Irwin J. 


Gruverman is now available from Plenum, 
New York for 29.50. ISBN 0-306-38809- 
X; L.C. card number 65-21188. 


*TALLAN, N. M., ed. 537.62 
Electrical conductivity in ceramics and 
glass, pt. B. edited by N. M. Tallan. New 
York, Marcel Dekker, 1974. xxi, 673 p. 
illus. 24 cm. (Ceramics and glass: Science 
and technology; Series.) [QC610.4] 73- 
82195 ISBN 0-8247-6088-3. 29.75 

1. Electric conductivity. I. Title. 


BIR, Gennadii 
Levikovich: 
Symmetry and strain-induced effects in 
semiconductors [by] G. L. Bir and G. E. 
Pikus. Translated from Russian by P. 
Shelnitz. Translation edited by D. Louvish. 
New York, Wiley [1974] p. cm. "A 
Halsted Press book.” ‘Translation of 
Simmetriia i deformatsionnye effekty v 
poluprovodnikakh. Bibliography: p. 
[QC611.6.D4B5713] 74-14842 ISBN 0- 
470-07321-7 47.50 
1 Semiconductors —Defects. 2. 
Crystallography, Mathematical. I. Pikus, 
Grigori Ezekielevich, joint author. II. 
Title. 
Prepared from C.I.P. 


INTERNATIONAL Conference 537.6’22 
on Tetrahedrally Bonded Amorphous 


337.6'22 


Semiconductors, Yorktown Heights, 
N.Y., 1974. 
Tetrahedrally bonded amorphous 


semiconductors, Yorktown Heights, 1974 / 
editors, M. H. Brodsky, S. Kirkpatrick, and 
D. Weaire. New York : American Institute 
of Physics, 1974. 369 p. : ill. ; 25 cm. (AIP 
conference proceedings ; no. 20) 
*’Cosponsored by the American Physical 
Society and IBM.” Includes bibliographical 
references and index. [QC611.8.A5I58 
1974] 74-80145 ISBN 0-88318-119-3 : 
16.00. 

1. Amorphous semiconductors— 
Congresses. T. Brodsky, Marc Herbert, 
1938- ed. If. Kirkpatrick, S., ed. TII 
Weaire, D, ed. IV. American Physical 
Society. y. International Business 
Machines Corporation. VI, Title. VII. 
Series: American Institute of Physics. AIP 
conference proceedings ; no. 20. 


SHAY, Joseph Leo, 1942- 537.6°22 
Ternary chalcopyrite semiconductors 
growth, electronic properties, and 


applications [by] J. L. Shay and J. H. 
Wernick. [Ist ed.] Oxford, New York, 
Pergamon Press [1974] p. cm. 
(International series of monographs in the 
science of the solid state, v. 7) Includes 
bibliographies. [QC611.8.C45S852 1974] 74- 
5763 ISBN 0-08-017883-9 25.00 

1. Semiconductors. 2. Chalcopyrite 
crystals. 3. Crystals—Growth. 4. Energy- 
band theory of solids. I. Wernick, Jack 
Harry, 1923- joint author. II. Title. 
Prepared from C.I.P. 

O’DELL, Thomas Henry. #95382.3. 
York, Wiley [1974] p. cm.4” ‘A rHdlst 
Press book.” [QC754.2.M34 331 i 12048 ~“ 
ISBN 0-470-65259-4 24.50 i af 

1. Magnetic bubbles. : 
Prepared from C.I.P. 


. *ANNUAL review of 
Magnetic bubbles [by] T. H. O'Dell. NS ite xe F 
è 
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CORRELATED 538.766 
interplanetary and magnetospheric’ 
observations. Proceedings of the seventh 
ESLAB Symposium, held at Saulgau, W. 
Germany, 22-25 May 1973. Edited by D. 
Edgar Page. Dordrecht, Boston, Reidel 
[1974] xiv, 662 p. illus 25 cm. 
(Astrophysics and space science library, v. 
Includes bibliographies. 
10C809. M35C67] 73-91433 ISBN 9-02- 
770429-5 69.00 (lib. bdg.) 
i. Magnetosphere—Congresses. 2. Nuclear 
astrophysics-—Congresses. 3. Astronautics 


. in astronomy—Congresses. I. Page, D. E., 


ed. If. European Space Laboratory. HMI. 
Title. IV. Series. 


SOLID state physics. 539°.08 s 
Berlin ; New York : Springer-Verlag, 1974. 
p. cm. (Springer tracts in modern physics ; 
v. 74) Includes bibliographical references 
and index. [QC1.8797 vol. 74] 
[QC176.8.E4] 530.4'1 74-23605 ISBN 0- 
387-06946-1 : 32.80. 

I. Energy-band theory of solids. 2. 
Phonons. 3. Polaritons. I. Borstel, G. 
Surface and bulk phonon-polaritons 
observed by attenuated total reflection. 
1974. ZT. Bauer, Gunther, 1942- 
Determination of electron temperatures 
and of hot electron distribution functions 
in semiconductors. 1974. III Title. IV. 
Series. 

Prepared from C.LP. Contents omitted. 


*ELLIOTT, R. J. $39.2 
An introduction to solid state physics and 
its applications, [by] R. J. Elliott [and] A. 
F. Gibson. New York, Barnes & Noble, 
[1974] xxi, 490 p. illus. 24 cm. [QC176] 
ISBN 0-06-491991-9. 17.95 

I. Solid state physics. 2. Physics. I. Title. 


BURNETTE, George Murray. 539.6 
Transfer and storage of energy by 
molecules. New York, Wiley 11974] 612 p- 
illus. 23 cm. Contents: v. 1. Electronic 
energy.—v. 2. Vibrational energy.—v. 3. 
Rotational energy.—v. 4. The solid state. 
Includes bibliographies. [QD501.B9425} 
771-718048 ISBN 0-471-12433-8(v. 4) 31.50 
(vol. 4) 

1. Molecules 2. Energy transfer. I. North, 
Alastair M., joint author. Hl. Title. . 


LEVINE, Raphael D. 539.6 
Molecular reaction dynamics / R. D. 
Levine and R. B. Bernstein. Oxford [Eng.] 
: Clarendon Press ; New York : Oxford 
University Press, 1974. vi, 250 p. : ill. ; 24 
cm. Includes bibliographies and indexes. 
[QD461.L66] 74-84071 ISBN 0-19- 
855477-X : 10.00. 

1. Molecular dynamics. 2. Chemical 


reaction, Conditions and laws of. I, 
Bernstein, Richard Barry, 1923- joint 
author. H. Title. 

COHEN, Bernard Leonard, 539.7 


1924- 
Nuclear science and society [by] Bernard 
L. Cohen. [ist ed.] Garden City, N.Y., 
Anchor Press, 1974. p. cm. (The Science 


study series, $73) Bibliography: p. 
[(QC776.C56] 74-3555 ISBN 0-385-04427- 
5 2.95 (pbk.) 


i. Atomic energy. 2. Atomic power-plants. 
T. Title. I. Series. 
Prepared from C.I.P. 


539.705 
muclear science. 


yailabje from Annual Reviews, Palo pie 
if, for 12.00. ISBN 0-8243-1524-3. 
card nos: 53-995. 
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„ADRIATIC Summer Meeting §39.7°21 
oe Physics, Rovinj, Yugoslavia, 
19 

Particle physics proceedings of the 

Adriatic Summer Meeting on Particle 

Physics, Rovinj, Yugoslavia, September 23- 

October 5, 1973 / ed. by Mladen Martinis, 

Silvia Pallua and Nikola Zovko. 

Amsterdam : North-Holland Pub. Co.*; 

New York : American Elsevier Pub. Co., 

1974. xii, 366 p. : port. ; 23 cm. Includes 

bibliographical references and index. 

[QC793.A35 1973] 74-79243 ISBN 0-444- 

10648-0 (American Elsevier) : 25.00 

1. Particles (Nuclear physics)—Congresses. 

L Martinis, Mladen, ed. If, Pallua, S., ed. 

HI. Zovko, Nikola, ed. IV. Title. 


STEIN, Ronald, 1943- 539.721 
The limits of time-of-flight mass 
spectrometry general time-focusing 
relations and an analysis of cylindrical and 
spherical geometrics / by Ronald Stein. 
[University Park, Pa. : Stein, 1974] 4, vii, 
181 p. : ill. ; 28 cm. Thesis—Pennsylvania 
State University. ”An abstract of a thesis 
in physics”: p. [1]-4 (lst group) ”Vita.” 
Bibliography: p. 177-181. [QC454.M3S72] 
74-186398 5.00 

I. Time-of-flight mass spectrometry. I. 
Title. 


TAORMINA Research 539.7°217 
Conference on the Structure of Matter, 
Ist, 1972. 

Polaritons; proceedings. Edited by Elias 

Burstein and Francesco De Martini. New 

York, Pergamon Press [1973, i.e.1974] 389 

(i.e. 486) p. illus. 26 cm. Includes papers 

reprinted from various journals. Includes 

bibliographical’ references. [QC176.8.P6T36 

1972] 73-12845 ISBN 0-08-017825-1 20.00 

1. Polaritons—Congresses. I. Burstein, 

Elias, 1917- ed. I. De Martini, Francesco, 

ed. IH. Title. 

Prepared from C.I.P. 


SYMPOSIUM on Physics and 539.7°62 
Chemistry of Fission, 3rd, Rochester, 
N.Y.,°1973. 

Physics and chemistry of fission 1973. 

Proceedings of the third [AEA Symposium 

on the Physics and Chemistry of Fission, 

held by the International Atomic Energy 

Agency in Rochester, New York, 13-17 

Aug. 1973. Vienna, International Atomic 

Energy Agency, 1974- v. 24 cm. 

(Proceedings series) "STI/PUB/347.” 

Includes bibliographical references. 

[QC789.7.89 1973] 74-175519 

L. Nuclear fission—Congresses. L 

International Atomic Energy Agency. H. 


Title. HI. Series: International Atomic: 


Energy Agency. Proceedings series. 
Distributed by Unipub, 26.00 (v. 1, pbk.) 


EASTMAN, Richard H., 1918- 540 
Chemistry / Richard H. Eastman. San 
Francisco : Rinehart Press, [1974] c1975. 
p. cm. Includes index. [QD31.2.E16] 74- 
23604 ISBN 0-03-085694-9 : 2.95 

1, Chemistry. I. Title. 

Prepared from C.I.P. 


GARLAND, John K. 540 
Chemistry of our world [by] John K. 
Garland. Aas York, Macmillan [1975, i.e. 
1974] p. cm. [QD31.2.G33] 73-19492 
ISBN 0-02-340520-1 10.95 
1. Chemistry. I. Title. 

Prepared from C.I.P. 


TURNER, A. Mason. 540 
inquiries in chemistry / A. Mason Turner, 
Curtis T. Sears, Jr. Boston : Allyn & 
Bacon, [1974] ix, 629 p., [2] leaves of 
plates : ill. ; 25 cm. Includes bibliographies 
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and index. [QD31.2.T85] 72-97618 10.68 
teacher’s guide : 4.00 

I. Chemistry. I. Sears, Curtis T, joint 
author. Il. Title. 


WILLIAMS, Arthur L., 1903- 540 
General chemistry [by] Arthur L. Williams, 
Harland D. Embree [and] Harold J. 
DeBey. 2d ed. Reading, Mass., Addison- 
Wesley Pub. Co. [1974] xxi, 387 p. illus. 
24 cm. (Addison-Wesley series in 
chemistry) Includes bibliographies. 
[QD33.W715 1974] 73-18784 ISBN 0-201- 
08743-X 10.95 

1. Chemistry. 1. Embree, Harland D., joint 
author. If. DeBey, Harold J., joint author. 
IM, Title. 


*IRGOLIC, Kurt. 540.07°12 
Fundamentals of Chemistry in the 
laboratory [by] Kurt Irgolic and Rod 
O’Connor, (with illustration by Paul 
Glenn). New York, Harper & Row, [1974] 
viii, 360 p. illus. 28 cm. [QD45] ISBN 0- 
06-043218-7 4.95 (pbk.) 

1. Chemistry—Laboratory manuals. I. 
Title. 


*NORDMANN, Joseph. 540.07 1'2 
What Chemists do; a laboratory manual. 
New York, Harper & Row [1974] xiv, 289 
p. illus. 28 cm. [QD45] ISBN 0-06- 
044855-5 5.95 (pbk.) 

1. Chemistry—Laboratory manuals. I. 
Title. 


*REDGROVE, H. Stanley. 540.1 
Alchemy: ancient and modern, [by] H. 
Stanley Redgrove, with a new introduction 
by H. J. Sheppard. 2d, rev. ed. New York, 
Barnes & Noble, [1973, i.e.1974] xx, 141 
p. illus. 23 cm. [QD25] ISBN 0-06- 
495809-4 9.00. 

1. Alchemy. I. Title. 


O’CONNOR, Rod, 1934- 540°.76 
Solving problems in chemistry : with 
emphasis on stoichiometry and equilibrium 
and applications in biological and medical 
sciences, engineering and economics, and 
environmental sciences / Rod O’Connor 
and Charles Mickey. New York : Harper 
& Row, [1974] x, 402 p. : ill. ; 28 cm. 
Includes bibliographical references and 
index. [QD42.027] 74-186356 ISBN 0-06- 
044867-9 : 4.95 

1. Chemistry—Froblems, exercises, ete. I. 
Mickey, Charles, joint author. II. Title. 


CHEMISTRY of food 540°.8 s 
packaging. Charles M. Swalm, editor. 
Washington, American Chemical Society, 
1974. p. cm. (Advances in chemistry 
series, 135) “A symposium sponsored by 
the Division of Agricultural and Food 
Chemistry at the 166th Meeting of the 
American Chemical Society, Chicago, Ill., 
Aug. 30, 1973.” Includes bibliographical 
references. [QD1.A355 no. 135] [TP374] 
564 03 74-17150 ISBN 0-8412-0205-2 
8.50 5 

1L Food—Packaging—Congresses. L 
Swalm, Charles M., 1918- ed. H. American 
Chemical Society. HI. American Chemical 
Society. Division of Agricultural and Food 
Chemistry. IV. Title. V. Series. ` 

Prepared from C.I.P. 


CHEMISTRY of 540.8 s 
winemaking. A. Dinsmoor Webb, editor. 
Washington, American Chemical Society, 
974. p. cm. (Advances in chemistry 
series, 137) ”A symposium sponsored by 
the Division of Agricultural and Food 
Chemistry at the 165th meeting of the 
American Chemical Society, Dallas, Texas, 
April 12-13, 1973." Bibliography: p. 
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[QD1.A355 no. 137] [TP544] 663’.2'00154 
74-19186 ISBN 0-8412-0208-7 16.95 $ 
J. Wine and wine making—Congresses. I. 
Webb, Albert Dinsmoor, 1917- ed. II 
American Chemical Society. Division of 
Agricultural and Food Chemistry. HI. 
Title. IV. Series. 

Prepared from C.I.P. 


*KLOPFENSTEIN, C. E. comp. 540.8 
Computers in chemical and biological 
research, edited by C. E. Klopfenstein 
[and] C. L. Wilkins. New York, Academic 


Press, 1974. xi, 276 p. illus. 24 om. 
[QD39.3] 74- 187252 ISBN 0-12-151302-5 
26.00 (v. 2.) 


1. Electronic data processing- Chemistry. 
I. Wilkins, C. L., joint comp. TI" Title. 


SCHMALZRIED, Hermann. 541°.042'1 
Solid state reactions. Translated by A. D. 
Pelton. Weinheim/Bergstr. [West 
Germany] Verlag Chemie; New York, 
Academic Press, 1974. x, 214 p. 24 cm. 
(Materials science and technology) Rev. 


translation of Festkorperreaktionen. 
Includes bibliographical references. 
[QD478.S3513] 73-17638 ISBN Q-12- 


625850-3 (Academic) 21.75 
1. Solid state chemistry. 2. Chemical 
reaction, Conditions and laws of. I. Title. 


*ANNUAL review of 541'.08 
physical chemistry. 

Vol. 25, 1974, edited by H. Eyring, C. J. 
Christensen & H. S. Johnston is now 
available from Annual Reviews, Palo Alto, 
Calif., for 12.00. ISBN 0-8234-1025-X. 
L.C. card no.: A51-1658. 


ASPECTS of the study of 541.08 s 
surfaces. Edited by I. Prigogine and Stuart 
A. Rice. New York, Wiley [1974] p. cm. 
(Advances in chemical physics, v. 27) ”An 
Interscience publication.” Includes 
bibliographical references. [QD453.A27 
vol. 27] (QD508] 541.3453 74-5292 ISBN 
0-471-69932-2 32.50 
1. Surface chemistry—Addresses, essays, 
lectures. I Prigogine, Ilya, ed. H. Rice, 
Stuart Alan, 1932- ed. III. Title. IV. Series. 
Prepared from C.I.P. 
DUKHIN, Stanisiav 541°.34514 

Samuilovich. 
Dielectric phenomena and the double layer 
in disperse systems and polyelectrolytes 
[by] S. S. Dukhin and V. N. Shilov. 
Translated from Russian by D. Lederman. 
Translation edited by P. Greenberg. New 
York, Wiley [1974] p. cm. ”A Halsted 
Press book. Translation of 
Dielektricheskie iavleniia i dvoinoi sloi v 
dispersnykh sistemakh i polielektrolitakh. 
Includes bibliographies. [QD549.D8313] 
74-13579 ISBN 0-470-22415-0 21.75 
1. Suspensions (Chemistry) 2. Dielectrics. 
3. Electric double layer. I. Shilov, Vladimir 
Nikolaevich, joint author. IT. Title. 
Prepared from C.I.P. 

e 


NATO Advanced Study 
Institute, Valmorin, Que., 1973. 
Chemical spectroscopy and photochemustry 
in the vacuum-ultraviolet. Proceedings of 
the Advanced Study Institute. Ed. by C. 
Sandorfy, P. J. Ausloos and M. B. Robin. 
Dordrecht, Boston, Reidel, 1974. xx, 598 
p. 25 cm. (NATO advanced study 
institutes series. Series C: Mathematical 
and physical sciences, v. 8) Meeting held 
under the auspices of NATO and the 
Royal Society of Canada, August 5-7, 
1973. Includes bibliographical references. 
[QD701.N37 1973] 73-91209 ISBN 9-02- 
770418-X 52.00 (lib. bdg.) 
|. Photochemistry—Congresses. 2. Vacuum 
ultraviolet spectroscopy—Congresses. 3. 


541°.35 


DECEMBER 31,1974 


Quantum chemistry—Congresses. L 
Sandorfy, Camille, ed. II. Ausloos, Pierre 
J, ed. HI. Robin, Melvin B., ed. IV. North 
Atlantic Treaty Organization. V. Royal 
Society of Canada. VI. Title. VII. Series. 


*ADVANCES in 541.35082 
photochemistry. 

Vol. 9, 1974 edited by J. N. Pitts, George 
S. Hammond and Klaus Gollnick is now 
available from Wiley-Interscience, New 
York, for 24.95. ISBN 0-471-69092-9. 
L.C. card no.: 63-13592. 


*MODERN aspects of 
electrochemistry. 

No. 9, 1974, ed. by B. E. Conway and J. 
O'M. Boclenis, is available from Plenum 
Press., New York, for 29.50. ISBN 0-306- 
37649-0. L.C. card no.: 54-12732. 


FERRIS, Clifford Ð. 541.3724 


541.3708 


Introduction to bioelectrodes / Clifford D. - 


Ferris. New York : Plenum Press, [1974] 
p. cm. Includes index. Bibliography: p. 
[QD571.F43] 74-19381 ISBN 0-306- 
30780-4 19.50 

i. Electrodes. 2. Electrophysiology. 1. 
Title 

Prepared from C.I.P. 
*ADVANCES in quantum 541.383082 
chemistry. 

Vol. 8, 1974, edited by Per-Olov Lowdin is 
available from Academic Press N.Y. for 


32.50. ISBN 0-12-034808-X. L.C. card 
- no: 64-8029. 

*METHODS in free radical 541.39 
chemistry. 


Vol. 5, 1974, edited by E. S. Huyser’ is 
available from Dekker, N.Y., for 22.50. 
ISBN 0-8247-618-12. L.C. card number: 
70-85242. » 


*LISSANT, Kenneth J. 541.393 
Emulsions and emulsion technology, part 
II. Edited by Kenneth J. Lissant. New 
York, Marcel Dekker, 1974 ix, 441-971 p. 
illus. 24 cm. (Surfactant science series, vol. 
6) [TP156.E6] 73-82192 ISBN 0-8247- 
6098-0 48.50 

i. Emulsions. I. Title. 


*CATALYSIS reviews; 541.395 
science and engineering. 

Vol. 9, 1974, edited by Heinz Heinemann 
and James, J. -Carberry is available from 
Dekker, N.Y. for 29.50., ISBN 0-8247- 
6239-8. L.C. card no.: 68-19408. 


MOORE, Charles Bradley, 1939- 542 
Chemical and biochemical applications of 
lasers [edited by] C. Bradley Moore. New 
York, Academic Press, 1974- v. cm. 
(Physical chemistry, a series of 
monographs ) Includes bibliographies. 
[QD63.L3M66] 73-18978 ISBN 0-12- 
505401-7 18.50 (vol. 1) 

i, Lasers in chemistry. 2. Lasers in 
biochemistry. I. Title. IIL Series. 

Prepared from C.I.P. . 


CHEMICAL analysis of 543 
ecological materials, by Stewart E. Allen 
[and others] Edited by Stewart E. Allen. 
New York, Wiley [1974] p. cm. ”With 
special contributions on Organic pesticides, 
by John A. Parkinson; X-ray fluorescence 

spectrometry, by Colin €. Evans; Data 
` processing and statistical analysis, by H. 
M. Grimshaw , [an8] David K. Lindley.” 
"A Halsted Press book.” Bibliography: p. 
oll 74-9819 ISBN 0-470-02318-X 


L ‘Chemistry, Analytic. 2. Soils—Analysis. 
3. Plants—Chemical analysis. 4. Water— 
` Analysis. I. Allen, Stewart E., ed. 


Prepared from C.I.P. 


GRUSHKA, Eli. 543°.08 
Bonded stationary Phases in 
chromatography / edited by Eli Grushka. 
Ann Arbor, Mich. : Ann Arbor Science, 
[1974] ix, 237 p. : il. ; 24 cm. Includes 
bibliographical references and index. 
[QD79.C4G78] 73-86056 ISBN 0-250- 
40039-1 : 18.75 

i. Chromatographic analysis—Addresses, 
essays, lectures. I. Title. 


*WENDLANDT, W. W. 543.086 
Thermoanalytical techniques, [by] W. W., 
Wendlandt. New York, Marcel Dekker, 
1974 xii, 234 p. illus. 24 em. (Handbook of 
commercial scientific instruments, vol. 2) 
(QC271.8] 72-87851 ISBN 0-8247-6060-3 
14.75 

1. Thermometers and thermometry. I. 
Title. 


*METHODS of biochemical 
analysis. 
Vol. 22, 1974, edited by David Glick, is 
available from Wiley, New York, for 24.95. 
ISBN 0-471-30746-7. L.C. card no. for 
original ed.: 54-7232. 


543.8. 


VODAR, Boris. 544’.65 
Some aspects of vacuum ultraviolet 


radiation physics, edited by Boris Vodar, 
Jacques Romand and Nicole Damany. [1st 
ed.] Oxford, New York, Pergamor Press 
[1974] p. cm. (international series of 
monographs in natural philosophy, v. 66) 
[QC459.V6] 73-20163 ISBN 0-08-016984- 
8 25.00 

1. Vacuum ultraviolet spectroscopy. I. 
Romand, Jacques, joint author. II. 
Damany, Nicole, joint author. HI. Title. 
Prepared from C.I.P. 


*ANNUAL reports in inorganic 546 
and general synthesis. 
The 1973 edition, edited .by Kurt 


Niedenzer and Hans Zimmer is available 
from Academic Press for 13.50 (pbk.) 


ISBN 0-12- 040702-7. L.C. card ne: 72- 
9991. 
BROWN, George Ingham. 546 


Introduction to inorganic chemistry / [by] 
G. I. Brown. London : Longman, 1974. [8] 
, 392 p. : ill. ; 22 cm. Includes index. 4.95 
1. Chemistry, Inorganic. I. Title. 
Distributed by Longman, New York. 


PASS, Geoffrey. 546’.028 
Practical inorganic chemistry 
preparations, reactions and instrumental 
methods / Geoffrey Pass and Haydn 
Sutcliffe. 2d ed. London : Chapman and 
Hall ; New York : distributed by Halsted 
Press, 1974. xvi, 239 p. : ill ; 23 cm. 
Includes index. Bibliography: p. 226. 
[QD155.P3 1974b] 74-185762 ISBN 0- 
470-66896-2 : 7.95 7 

1 Chemistry, Inorganic—Laboratory 
manuals. I. Sutcliffe, Haydn, joint author. 
II. Title. 


ZINGARO, Ralph A. 546°.724'1 
Selenium, edited by Ralph A. Zingaro and 
W. Charles Cooper. New York, Van 
Nostrand Reinhold [1974] xvii, 835 p. 
illus. 23 cm. Includes bibliographies. 
[QD181.85Z56] 74-1246 ISBN 0-442- 
29575-8 47.50 

1. Selenium. I. Cooper, W. Charles, 1921- 
Joint author. I. Title. 


BURTON, Donald Joseph, 1934- 547 
Essentials of organic and biochemistry [by] 
Donald J. Burton and Joseph I. Routh. 
Philadelphia, Saunders, 1974. p. cm. 


500 PURE SCIENCE 


(Saunders golden series) [QD251.2.B85] 
74-9429 ISBN 0-7216-2210-0 11.50 

i. Chemistry, Organic. 2. Biological 
chemistry. I. Routh, Joseph Isaac, 1910- 
joint author. IT. Title. 

Prepared from C.I.P. 


DEWAR, Michael James Steuart. 547 
The PMO theory of organic chemistry / 
Michael J. S. Dewar and Ralph C. 
Dougherty. New York Plenum Pub. 
Corp., 1974. p. cm. "A Plenum/Rosetta 


edition.” Includes bibliographical 
references. [QD461.D49 1974b] 74-26609 
ISBN 0-306-20010-4 pbk. : 12.50 


1. Molecular orbitals. 2. Perturbation 
(Mathematics) 3. Chemistry, Organic. I. 
Dougherty, Ralph C, 1940- joint author. 
IT, Title. 

Prepared from C.I.P. 


LE NOBLE, William Jacobus, 
1928 

Highlights of organic chemistry : an 
advanced textbook / William J. le Noble. 
New York : M. Dekker, 1974. xvii, 976 p. 
: ill. ; 25 cm. (Studies in organic chemistry 
; v. 3) Includes bibliographical references 
and indexes. [QD251.2.L46] 74-82953 
ISBN 0-8247-6210-X : 19.50 

1. Chemistry, Organic. I. Title. 


547 


*PROGRESS in bioorganic 547.173 
chemistry. 

Vol. 3, 1974, edited by E. T. Kaiser and F. 
J. Kezdy, is now available from Wiley- 
Interscience, New York, for 19.95. ISBN 
0-471-45487-7. L.C. card no: 75-142715. 


BIOMEMBRANES 547.17925'08 s 
[edited by] Sidney Fleischer and Lester 
Packer and Ronald W. Estabrook. New 
York, Academic Press [1974- p. cm. 
(Methods n enzymology, v. 31) 
Bibliography: p. [QP601.C733 vol. 31] 
[QH601] 574.875 74-11352 ISBN 0-12- 
181894-2 39.00 

J. Cell membranes. 2. Cell fractionation. 3. 
Celi organelles. I. Fleischer, Sidney, ed. M. 
Tacker, Lester, ed. HI. Estabrook, Ronald 

., ed. 
Prepared from C.I.P. 


*HARRISON, Ian T. 
Compendium of 
methods. 

Vol. 2, 1974, is now available from Wiley- 


547.2 


organice synthetic 


Interscience, New York, for 13.95. ISBN 
0-471-35661-8. L.C. card no.: 71-162800. 
ALLEN, Peter Edward 547.28 


Marshall. 

Kinetics and mechanisms of polymerization 
reactions; applications of physico-chemical 
principles [by] P. E. M. Allen [and] C. R. 
Patrick. Chichester, E. Horwood; New 
York, Halsted Press [1974] xv, 596 p. illus. 
24 cm. (Ellis Horwood series in physical 
chemistry) Includes bibliographical 
references. [QD281.P6A46] 74-3476 ISBN 
0-470-02321-1 43.00 

1. Polymers and polymerization. 2. 
Chemical reaction, Rate of I Patrick, 
Collin Russell, 1929- joint author. II. Titile. 


*MACROMOLECULAR 


547.28 
syntheses 
Vol. 5, 1974, edited by Emerson L. 


Wittbecker is available from John Wiley 


N.Y. for 9.95. ISBN 0-471-95770-4. L.C. 

card no.: 63-18627. 

NATO Advanced Study 547.28 
Institute, Troy, N.Y., 1973. . 

Reactions on polymers; proceedings: 


Rensselaer Polytechnic Institute, July 15- 
25, 1973. Edited by J. A. Moore. 
Dordrecht, Boston, D. Reidel Pub. Co., 


75 


o DUU PUKE SCICNLE 


published in cooperation with NATO 
«Scientific Affairs Division [1973] xiii, 443 
p. illus. 25 cm. (NATO advanced study 
institutes series. Series C: Mathematical 
and physical sciences, v. 4) Includes 
bibliographical references. [QD380.N35 
1973] 73-91207 ISBN 9-02-770416-3 40.00 
(lib. bdg.). 

1. Polymers and polymerization— 
Congresses. I. Moore, James Alfred, 1939- 
ed. If, North Atlantic Treaty Organization. 
Division of Scientific Affairs. II. Title. IV. 
Series. 


*REAGENTS for Organic 
Synthesis 

Vol. 4, 1974, by Mary Fieser and Louis F. 
Fieser, is available from Wiley, New York, 


547.301 


for 24.95. ISBN 0-471-25881-4. L.C. 
card number for original edition: 66- 
27894. 

PATAI, Saul. 547.463 


The chemistry of the thiol group. Edited 
by Saul Patai. London, New York, Wiley 


[1974] p. cm. (The Chemistry of 
functional groups) ”An Interscience 
publication.” [QD305.T45P37] 74-3876 


ISBN 0-471-66947-4 32.50 (ea.) 
1. Thiols. I. Title. IL Series. 
Prepared from C.I.P. 


*GREENWARD, Paul, comp. 547.5 
Advances in cyclic nuclentide research 
edited by Paul Greenward and G. Alan 
Robinson. New York, Raven Press, x, 488 
p. illus. 24 cm. [QP625.N89] 71-181305 
ISBN 0-911216-76-6. 28.50 (v. 4) 

I. Cyclic compounds. 2. Nucleotide. I 
Robinson, G. Alan, joint comp. II. Title. 


ADVANCES in heterocyclic 547.59 

chemistry. 

Vol. 17, 1974, ed. by A. R. Katritsky [and] 

A. J. Boulton is now available from 

Academic Press, New York for 39.50. 

ISBN 0-12-020617-X. L.C. card no.: 62- 
7 


DEVENYI, Tibor. 547.75 
Amino acids, peptides and proteins 
biochemical and immunochemical 
techniques in protein chemistry / by T. 
Devenyi and J. Gergely ; [English 
translation by P. Friedrich]. Amsterdam ; 
New York : Elsevier Scientific Pub. Co., 
1974. 343 p. : ill. ; 25 cm. Translation of 
Aminosavak, peptidek, feherjek. Includes 
bibliographies and index. [QD431.5.D413] 
73-7171065 ISBN 0-444-41127-5 : 30.80 

1. Proteins—Analysis. 2. Amino acids— 
Analysis. 3. Peptides—Analysis. I Gergely, 
Janos, joint author. IT. Title. 


LIPATOV, [Urii 
Sergeevich. 
Adsorption of polymers [by] Yu. S. 
Lipatov and L. M. Sergeeva. Translated 
from Russian by R. Kondor. Translation 
edited by D. Slutzkin. New York, Wiley 
[1974] ix, 177 p. illus. 25 cm. Translation 
of Adsorbtsiia polimerov. ”A Halsted Press 
book.” Includes bibliographical references. 
[QD506.L5613} 74-12194 ISBN 0-470- 

54040-0 20.00 

1. Surface chemistry. 2. Adsorption. 3. 
Polymers and polymerization. I Sergeeva, 
Liudmila Mikhailovna. II. Title. 


*REVIEWS in 
Macromolecular chemistry. 
Vol 11, 1974, edited by George B. Butler, 
Kenneth F. O’Driscoll and Mitchel Shen, 
is now available from M. Dekker, New 
York, for 29.50. ISBN 0-8247-6241-X. 
L.C. card no.: 67-27715. 
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547.84 


547.84 


MULLER, Olaf. 548 
The major ternary structural families [by] 
O. Muller [and] R. Roy. Berlin, New 
York, Springer-Verlag, 1974. ix, 487 p. 
illus. 25 cm. (Crystal chemistry of non- 
metallic materials, 4) Bibliography: p. [411] 
-448. [QD921.M78] 73-11536 ISBN 0- 
387-06430-3 29.30 

1. Crystallography. I. Roy, Rustum, joint 
author. II. Title. lif. Series. 


JURETSCHKE, Hellmut J. 5487.8 
Crystal physics; macroscopic physics of 
anisotropic solids [by] Helmut J. 
Juretschke. Reading, Mass, W. A. 
bey Advanced Book Program, 1974. 
p. cm. (Modern physics monograph series) 
[QC176.583] 73-17083 ISBN 0-8053-5102- 
7 19.50 
1 Solids. 2. Anisotropy. 3. 
Crystallography, Mathematical. I. Title. 
Prepared from C.I.P. Pbk. 12.50, ISBN 0- 
8053-5 103-5. 
WITCO Award Symposium, 548.84 
Detroit, 1973. 
Technological aspects of the mechanical 
behavior of polymers; Witco Award 
symposium honoring Dr. Turner Alfrey. 
Sponsored by the American Chemical 
Society. Editor: Raymond F. Boyer. New 
York, Wiley [1974] vii, 107 p. illus. 26 cm. 
(Applied polymer symposia, no. 24) ”An 
interscience publication.” Includes 
bibliographical references. [QD380.W57 
173l 74-181576 ISBN 0-471-09377-7. 
95 
1 Polymers and polymerization— 
Congresses. 2. Plastics—Congresses. I. 
Alfrey, Turner, 1918- II. Boyer, Raymond 
F., ed. III. American Chemical Society. IV. 
Title. V. Series. 


BATTELLE Institute 548’.842 
Materials Science Colloquia, 8th, 
Columbus and Salt Fork, Ohio, 1 

Defects and transport in oxides. Edited by 

Martin S. Seltzer [and] Robert I. Jaffee. 

New York, Plenum Press [1974] p. cm. 

Includes bibliographical references. 

[QD921.B35 1973] 74-19162 ISBN 0-306- 

30824-X 49.50 

1. Crystals—-Defects—Congresses. 2. Mass 

transfer—Congresses. A Oxides— 

Congresses. I. Seltzer, Martin S., ed. H. 

Jaffee, Robert Isaac, 1917- ed. III. Title. 

Prepared from C.LP. 


*STANLEY, Philip E., ed. 548.9 
Liquid scintillation counting; recent 
development, edited by Philip E. Stanley 
[and] Bruce A. Scoggins. New York, 
Academic Press, 1974. xiv, 495 p. illus. 24 
cm. Proceedings of the International 
Symposium on Liquid Scintillation 
Counting Held 20-22 August 1973 Sydney, 
‘Australia. [QD921] 73-7444 18.50 

1. Liquid crystals. I. Scoggins, Bruce A., 
Joint ed. IT. Title. 


DESAUTELS, Paul E. 549 
Rocks & minerals / by Paul E. Desautels ; 
with photos. by the author, from the 
collection of the Smithsonian Institution. 
New York : Grosset & Dunlap, 1974. 159 
p. : ill. (some col.) ; 29 cm. (Collector’s 
series) "A Ridge Press book.” 
[(QE363.8.D47] 73-91134 ISBN 0-448- 
11540-9 : 12.95 

1. Mineralogy—Pictorial works. 2. Rocks— 
Pictorial works. I. Title. 


CARGO, David N. . 550 
Man and his geologic environment [by] 
David N. Cargo [and] Bob F. Mallory. 
Reading, Mass., Addison-Wesley Pub. Co. 
[1974] xx, 548 p. illus. 24 cm. Includes 


AMCEKILAN BUUR FUBLIDMING KELURU ` 


bibliographies. [QE26.2,C37] 
ISBN 0-201-00892-0 12.95 

1. Earth sciences. 2. Mines and mineral 
resources. I. Mallory, Bob F., joint author. 
Il. Title. 


DINELEY, D. L. 550 
Earth’s voyage through time / David 
Dineley. ist American ed. New York : 
Knopf, 1974, c1973. 328 p. : ill. ; 22 cm. 
Includes bibliographical references and 
index. [QE31.D5 1974] 73-20729 ISBN 0- 
394-47194-6 : 8.95 
I. Geology. I. Title. 


RUSSWURM, Lorne H., comp. 550 
Man’s natural environment : a systems 
approach / edited by Lorne H.Russwurm, 
Edward Sommerville. North Scituate, 
Mass. : Duxbury Press, [1974] viii, 334 p. : 
ill. ; 24 cm. Includes bibliographies and 
index. [GB55.R87] 74275715 ISBN 0- 
87872-070-7 : 5.50 

1. Physical geography—Addresses, essays, 
lectures. 2. Environmental protection— 
Addresses, essays, lectures. I. Sommerville, 
Edward, joint comp. I. Title. 


PRESS, Frank, comp. 550’.8 
Planet earth; readings from Scientific 
American, with introductions by Frank 
Press [and] Raymond Siever. San 
Francisco, W. H. Freeman [1974] p. cm. 
[QE35.P73] 74-14919 ISBN’ 0-7167-0507-9 
12.00 

I. Earth sciences—Addresses, essays, 
lectures. 2. Force and energy—Addresses, 
essays, lectures. 3. Pollution—Addresses, 
essays, lectures. I. Siever, Raymond, joint 
comp. II. Scientific American. II. Title. 
Prepared from C.I.P. Pbk. 6.95; ISBN 0- 
7167-0506-0. 


73-8236 


, 


ALBRITTON, Claude C., 550.9 
1913- comp. 

Philosophy of geohistory, 1785-1970. 

Edited by Claude Albritton. 


Stroudsburg, Pa., Dowden, Hutchinson & 
Ross [1974] p. cm. (Benchmark papers in 


geology, v. 13) [QE1l. A42] 74-10559 
ISBN 0-87933-111-9 
I. Earth sciences—History—Addresses, 


essays, lectures. I. Title. 

Prepared from C.I.P. Distributed by J. 
Wiley; 21.00. 

aay ia Franklyn Mansfield, 551 
Shakes, quakes, and shifts; earth tectonics, 
[by] Franklyn M. Branley. Illus. by Daniel 
Maffia. New York, T. Y. Crowell, [1974] 
33 p. illus. 24 cm. Bibliography: p. 29. 
SUMMARY: Briefly describes the 
continual changes that take place within 
the earth and on its surface. [QB631.B697 
1974] 73-18059 ISBN 0-690-00422-2 5.50 
i. Earth—Juv. lit. I. Maffia, Daniel, illus. 
IT, Title. 


GRIBBIN, John R. $51.1’3 
The Jupiter effect / John R. Gribbin and 
Stephen H. Plagemann. New York : 
Walker, 1974. 136 p. : il. ; 24 cm. 
Includes index. Bibliography: p. [129]-134. 
[QE538.8.G74 1974] 74-81616 ISBN 0- 
8027-0464-6 : 7.95 

1, Earthquake prediction. 2. Earthquakes— 
California. I. Plagemann, Stephen H., joint 
author. II. Title. 


THOMAS, Michael 551.4’0913 
Frederic. 
Tropical geomorphology; a study of 


weathering and landform development in 
warm climates [by] Michael F. Thomas. 
London, Macmillan, 1974. xii, 332 p., [12 
p.] of plates, [2] leaves of plates. illus., 
maps. 23 cm. (Focal problems in 


> VEVRMBOK J1,1¥74 


geography series) Distributed in the- U.S. 
by Halsted Press, a Division of John Wiley 
& Sons, New York. Includes index. 
Bibliography: p. 291-311. [GB406.T47 
1974b] 74-180920 ISBN 0-470-85897-4. 
11.75 

1. Geomorphology—Tropics. I. Title. 


HOWARD, George. 551.4°6 
How we find out about the sea. London, J. 


Baker [1973, ie.1974] 64 p. illus. 21 cm. ' 


(How we find out series) Label mounted 
on t.p.: Transatlantic Arts, Inc., Levittown, 
N.Y., sole distributor for the U.S.A. 
[GC21.H66] 74-178227 ISBN 0-212- 
98417-9 5.25 

1. Oceanography—Popular works. I. Title. 


e 
SUSPENDED solids in 551.4°601 
water. Edited by Ronald J. Gibbs. New 
York, Plenum Press [1974] p. cm. (Marine 
science, v. 4) ’Preceedings of a symposium 
conducted , by the Ocean Science and 
Technology Division of the Office of 
Naval Research ... held in Santa Barbara, 
California, March 20-22, 1973.” Includes 


bibliographies. [GC380.897] 74-19329 
ISBN 0-306-35504-3 29,50 ; 
1. e Detritus—Congresses. 2. Marine 


sediments—-Congresses. I. Gibbs, Ronald 
J, 1933- ed. IL United States. Office of 
Naval Research. Ocean Science and 
Technology Division. 
Prepared from C.I.P. 


PROSTAGLANDINS 551.4°6°0913 s 
from Plexaura homomalla: ecology, 
utilization, and conservation of a major 
medical marine resource; a symposium. 
Edited by Frederick M. Bayer [and] Alfred 
J. Weinheimer. Coral Gables, Fla., 
University of Miami Press on Behalf of the 
Upjohn Co. [1974] xii, 165 p. illus. 24 cm. 
(Studies in tropical oceanography, no. 12) 
Papers delivered at the symposium held 
. May 22-23, 1972 at the Rosenstiel School 
of Marine and Atmospheric Sciences. 
Includes bibliographical references. 
[QH91.A1S8 no. 12] [QL377.C6] 639.736 
74-3562 15.00. 

1. Plexaura homomalla—Congresses. 2. 
Prostaglandins—Congresses. I. Bayer, 
Frederick M., ed. H. Weinheimer, Alfred 
T ed. III. Upjohn Company. IV. Title. V. 
eries. 


HYDROMETRY; 35 1.480723 
proceedings of the Koblenz Symposium, 
September’ 1970. Hydrometrie, actes du 
colloque de Coblence, Septembre 1970. 
[Paris] Unesco, 1973. 2 v. illus, 24 cm. 
(Studies and reports in hydrology, 13) 
English or French; abstracts also in 
Russian and Spanish. Published jointly by 


Unesco, World Meteorological 
Organization and the International 
Association of Hydrological Sciences. 


Includes bibliographies. [GB680.H92] 74- 
167997 ISBN 9-230-01051-0 

1. Hydrological instruments--Congresses. 
2. Hydrological stations—Congresses. 3. 
Radioisotopes in hydrology—Congresses. I. 
United Nations Educational, Scientific and 
Cultural Organization. World 
Meteorological Organization. IH. 
International Association of Hydrological 
Sciences. IV. Title. V. Series. 

Distributed by Unipub for 38.50. 


RODDA, J. C. . 551.508 s 
Annotated bibliography on precipitation 
measurement instruments [compiled by J. 
- C, Rodda] Geneva, Secretariat of the 
World Meteorological Organization, 1973. 
xvii, 278 p. 28 cm. (WMO, no. 343) 
(Reports on WMO/IHD projects. Report 
no. 17) English, French, German or 
Russian. Updating of Precipitation 


measurement study by J. C. Kurtyka, 


published in 1953. [QC851.W6445 no. 
343] [Z6683.P7] 016.8515°77'028 74- 
175222 

1. Precipitation gauges—Bibliography. 2. 
Precipitation (Meteoralogy)— 
Measurement—Bibliograpiy. I. Kurtyka, J. 
C. Precipitation measurement study. H. 
Title. II. Series: World Meteorological 
Organization. WMO pubiications no. 343. 
IV. Series: World Meteorological 
Organization. Reports on WMO/IHD 
projects. Report no. 17. 

Distributed by Unipub for 14.00 (pbk.). 


BEER, Tom. 551.5°153 
Atmospheric waves. New York, Wiley 
[1974] p. cm. ”A Halsted Press book.” 
Bibliography: p. [QC88C.4.W3B43 1974] 
74-13429 ISBN 0-470-06185-5 47.50 

1. Atmospheric waves. 

Prepared from C.LP. 


INTERDISCIPLINARY 551.5°784 
Symposium on Advanced Concepts and 
Techniques in the Study of Snow and Ice 
Resources, Monterey, Calif., 1973. 

Advanced concepts and techniques in the 

study of snow and ice resources: an 

interdisciplinary symposium; 

Compiled by Henry S. Santeford [and 

James L. Smith. Washington, National 

Academy of Sciences, 1974. x, 789 p. illus. 

23 cm. “Organized by the Work Group on 

Snow and Ice, the Work Group on Remate 


Sensing, and the Work Group on Nuclear. 


Techniques of the U.S. National 
Committee for the International 
Hydrological Decade.” Includes 
‘bibliographies. [GB2401.[55 1973] 74- 


10120 ISBN 0-309-02235-5 11.00 (pbk.) 
1. Snow—Congresses. 2. Ice—Congresses. 


3. Hydrology—Technique—Congresses. I. . 


Santeford, Henry S., ed. II. Smith, James 
LeRoy, 1921- ed. III. United States 
National Committee for the International 
Hydrological Decade. Work group on 
Snow and Ice. IV. United States National 
Committee for the International 
Hydrological Decade. Work Group on 
Remote Sensing. V. United States National 
Committee for the International 
Hydrological Decade. Work Group on 
Nuclear Techniques. VI. Title. 


CONWAY, Hobart 
McKinley, 1920- ed. 
The weathér handbook : a summary of 
weather statistics for selected cities 
throughout the United States and around 
the world / edited by H. McKinley 
Conway and Linda L. Liston. Rev. ed. 
Atlanta : Conway Research, 1974. 255 p. : 


551.6°9°1732 


maps. ; 24 cm. Chiefly tables. Includes 
index. [QC982.5.C6 1974] 74-187773 
25.00 


i. Climatology—Tables, etc. I Liston, 
Linda L., joint author. IT. Title. 


ARIZONA. University. 551.69791 
Institute of Atmospheric Physics. 

Arizona - climate, 1931-1972 / editors, 
William D. Sellers, Richard H. Hill. Rev., 
2d ed. Tucson : University of Arizona 
Press, [1974] vii, 616 p. : ill. ; 32 cm. 
[QC984.A6A83 1973] 74-78880 ISBN 0- 
8165-0466-0 : 18.00. 

1. Arizona—Climate. I. Sellers, William D., 
ed. If. Hill, Richard H., ed. HI. Title. 


CONFERENCE on Geochemical 551.9 
Transport and Kinetics, Airlie House, 
1973. 


Geochemical transport and kinetics; 24 
papers. Edited by A. W. Hofmann [and 
others. Washington] Carnegie Institution of 
Washington [1974] p. crm. Sponsored by 
the Carnegie Institution of Washington. 


[papers] 


IVV TURD OVIRE 


[QE515.C7 1973] 74-19286 ISBN 0- 
87279-644-2 12.50 

L Geochemistry —Congresses. 2. 
Diffusion—Congresses. 3 Kinetics— 


Congresses. I. Hofmann, Albrecht W. 
1939- ed. IE Carnegie Institution of 
Washington. II. Title. 
Prepared from C.LP. 


RECENT contributions to 551.9 
geochemistry and analytical chemistry. A. 

Tugarinov, editor. Translated from 
Russian by N. Kaner. Translation edited 
by D. Slutzkin. New York, Wiley [1974] 
p. cm. Translation of Ocherki sovremennoi 
geokhimii i analiticheskoi khimii. ”On the 
occasion of the 75th anniversary of 


Academician Aleksandr Pavlovich 
Vinogradov.” ”A Halsted Press bock.” 
[QE515.02513] 74-8165 ISBN 0-470- 


89228-5 57.50 ` 

i. Geochemistry—Addresses, essays, 
lectures. 2. Chemistry, Analytic— 
Addresses, essays, lectures. I. Vinogradov, 
Aleksandr Pavlovich, 1895- II. Tugarinov, 
Aleksei Ivanovich, ed. 

Prepared from C.I.P. 


RAVICH, Mikhail 552’.4 
Grigor’evich. 
Crystalline basement of the Antarctic 


platform [by] M. G. Ravich and E. N. 
Kamenev. Translated from Russian by N. 
Kaner. Translation edited by R. Bogosh. 
New York, Wiley [1974] p. cm. 
Translation of Kristallicheskit fundament 
Antarkticheskoi platformy. ”A ee? 
Press book.” Bibliography: 
(QE475.A2R3813] 14-13646 ISBN 0-470. 
70990-1 57.50 

1. Rocks, Crystalline. 2. Gondwana 
(Geology) 3. Petrology—Antarctic regions. 
L Kamenev, Evgentt Nikolaevich, joint 
author. II. Title. 

Prepared from C.I.P. 


FRANKS, Felix. 553’.7'08 s 
Aqueous solutions of amphiphiles and 
macromolecules, edited by Felix Franks. 
New York, Plenum Press [1974] p. cm. 
(His Water: a comprehensive treatise, v. 4) 
Bibliography: p. [QD169.W3F7 vol. 4] 
[QD381] 547°.7 74-17244 ISBN 0-306- 
TRE 7 37.50 


L Macromolecules. 2 Solution 
(Chemistry) I. Title. 
Prepared from C.I.P. 
FRANKS, Felix. 553’.7'08 s 


Water in disperse systems, edited by Felix 
Franks. New York, Plenum Press [1974] 
p. cm. (His Water: a comprehensive 
treatise, v. 5) Bibliography: p. 
[QD169.W3F7 vol. 5] [QD549] 541.34514 
74-17190 ISBN 0-306-37185-5 37.50 

1. Colloids. 2. Suspensions (Chemistry) I. 
Title. 

Prepared from C.I.P. 


BARBER, Bernard, 557.70952 
1933- 
Water : a view from Japan : text / by 


Bernard Barber ; photos. by Dana Levy. 
Ist ed. New York : Weatherhill, 1974. 207 
p. : ill. (some col.) ; 31 cm. [GB665.B36] 
74-76103 ISBN 0-8348-0097-7 : 30.00 

l. Water—Pictorial works. 2. Japan— 
Description and travel—Fictorial works. I. 
Levy, Dana, ill. II. Title. 


*FIRSOFF, Val Axel. 553.8 
Working with gemstones, by V. A. Firsoff. 
New York, Arco [1974] x, 210 p. illus. 
(part. col.) 23 cm. [TS752] 73-90929 ISBN 
0-668-03430-0 8.95 

1. Gems—Handbooks, manuals, ete. 2. 
Precious stones—Handbooks, manuals, etc. 
I. Title. 


b , 
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oUU PUKE SUIENCLE 


*NALIVKIN, D. V. 554.7 
«Geology of the U.S.S.R. Translated from 
the Russian by N. Rast, and edited by N. 
Rast and T. S. Westoll. [Toronto, Buffalo] 
University of Toronto Press, [1973] xxviii, 
855 p., illus., 26 cm. [QE276] ISBN 0- 
8020- 1984-6, 65.00 


1. Geological surveys. 2. Geology— 
U.S.S.R. I. Title. . 

*HIMALAYAN geology, 555.4 
edited by A. G. Jhingran and K. S. 


Valdiya. Delhi, Wadia Institute of 
Himalayan geology, 1973 viii, 435 p. illus. 
24 cm. [QE621] 

1. Geology, structural—Himalayan. 
Distributed by International Scholarly 
rom Services, Portland, Oregon for 14.00. 
v. 


GEOLOGY of the Arisaig 557.1614 
Area, Antigonish County, Nova Scotia. 
With articles by Arthur J. Boucot [and 
others] Boulder, Colo., Geological Society 
of America [1974] ix, 191 p. illus. 23 cm. 
(Geological Society of America. Special 
paper 139) Part of the illustrative matter in 
pocket. Bibliography: p. 183-188. 
{QE190.G27] 72-82614 ISBN 0-8137- 
2139-3 13.00 (pbk.). 

1. Geology-—-Nova Scotia—Antigonish 
County. I. Boucot, Arthur James, 1924- IT, 
Title. III. Series. 


LUNAR Science Conference, 
5th, Houston, Tex., 1974. 
Proceedings of the Fifth Lunar Science 
Conference : Houston, Texas, March 1974 
/ sponsored by the NASA Johnson Space 
Center and the Lunar Science Institute ; 
{[managing editor, W. A. Gose] New York 


559.9'1 


Pergamon Press, [1975] p. cm. 
(Geochimica et cosmochimica acta. 
Supplement ; 5) Includes indexes. 
Contents.—v. 1. Mineralogy and 


petrology.—v. 2. Chemical and isotope 
analyses. Organic chemistry.—v. : 
Physical properties. [QB592.L85 1974] 74- 
23095 ISBN 0-08-018318-2 : 100.00 

i; Lunar geology—Congresses. 2. 
Cosmochemistry—Congresses. I. Gose, 
Wulf Achim, ed. If. Lyndon B. Johnson 
Space Center. II. Lunar Science Institute. 
IV. Title. V. Series. 

Prepared from C.I.P. 


BURTON, Maurice, 1898- 560 
Prehistoric animals. Illustrated by Patricia 
George. [2d rev. ed.] London, F. Muller 
[1974] 126 p. illus. 22 cm. [QE714.3.B87 
1974] 74-183046 ISBN 0-584-62046-2 

1. Paleontology—Popular works. 2. Extinct 
animals. I. Title. 

Distributed by International Publications 
Service, 7.50. 


FORBES, Duncan. 560 
Life before man : the story of fossils / [by] 
Duncan Forbes. 2nd ed., revised, reset and 
reillustrated. London: A & C. Black, 1972, 
[ie.1974] 64 p. : ill. ; 26 cm. (Black’s 
junior reference books ; 5) Label mounted 
on t.p.: Transatlantic Arts, Inc., Levittown, 
New York 11756: sole distributor for the 
U.S.A. Includes indexes. Bibliography: p. 
60-61. Defines fossils and describes where 
to find them, how they got there, and how 
they help us reconstruct the animal life of 
ages past. [QE714.5.F58 1972] 74-187905 
ISBN 0-7136-1300-9 : 4.25. 
i. Paleontology—Juvenile 
Title. 


FUNDAMENTALS of 560 
paleontology. Osnovy  paleontoligit, A 
manual for paleontologists and geologists 
of the USSR. Vol. 5, Molluscacephalopoda 
I. Chief editor: Yu. A. Orlov. Jerusalem] 


` 


literature. I. 


78 


Israel Program for Scientific Translations, 
1974 887 p. illus. 24 cm. [QE761.07813] 
ISBN 0:7065-1472-6 

4. Paleontology. 2. Paleontoiogy—Russia. 
I: Orlov, Iuril Aleksandrovich, ed. 

L.C. card number for original ed.: 63- 
60746. Distributed by International 
ee Book Services Portland, Or. for 
0.00. 


SHOR, Elizabeth Noble. 560.9 B 
The fossi! feud between E. D. Cope and O. 
C. Marsh. [tst ed.] Hicksville, N.Y., 
Exposition Press [1974] xi, 340 p. illus. 21 
cm. (An Exposition-university book) 
Bibliography: p. 323-325. [QE707.C63S54] 
74-76039 ISBN 0-682-47941-1 12.50 

1. Cope, Edward Drinker, 1840-1897. 2. 
Marsh, Othniel Charles, 1831-1899. 3. 
Falcontologý—=Unrted States—History. £. 
Title. i 


LANE, -Harold Richard, 1942- 562 
Late Mississippian and early Pennsylvanian 
conodonts, Arkansas and Oklahoma [by] 
H. Richard Lane [and] Joseph J. Straka II. 
Boulder, Colo., Geological Society of 
America [1974] x, 144 p. illus. 23 cm. 
(Geological Society of America. Special 
paper 152) Bibliography: p. 133-138. 
[QE899.L35] 73-90838 ISBN 0-8137-2152- 
0 12.50 

1. Conodonts. 2 Paleontology— 
Carboniferous. 3. Paleontology—Arkansas. 
4. FPaleontology—Oklahoma. I. Straka, 
Joseph J., joint author. II. Title. IT. Series. 


KLINEBERG, Otto, 1899- 572 
Race differences. Westport, Conn., 
Greenwood Press [1974, c1935] p. cm. 
Reprint of the ed. published by Harper, 
New York. Includes bibliographies. 
[GN280.K55 1974] 74-5777 ISBN 0-8371- 
7519-4 18.25 

1. Race. 2. Ethnopsychology. f. Title. 
Prepared from C.I.P. 


DUBOS, Rene Jules. 573.2 
Beast or angel? choices that make us 
human N.Y. Scribner’s [1974] xiii, 226 p. 
24 cm Translation of Choisir d’etre 
humain. Includes bibliographical 
references: p. 213-225 [GN320.D8213] 
74-10737 ISBN 0-684-13901-4 8.95 ` 
1. Social evolution. 2. Human evolution. I. 
Title. 


MILLER, Hugh, 1891- $73.2 
Can man prevail? : Human life in its 
evolutionary environment / Hugh Miller. 
Ist ed. Hicksville, N.Y. : Exposition Press, 
[1974] viii, 123 p. ; 22 cm. (An 
Exposition-University book) Includes 
bibliographical references. [GN281.4.M54] 
74-76030 ISBN 0-682-47981-0 : 5.00 

1. Human evolution. 2. Evolution. I. Title. 


SHAPIRO, Harry Lionel, 
1902- 

Peking man / by Harry L. Shapiro. New 
York : Simon and Schuster, [1975] 1974. 
p. cm. Includes index. [GN284.7.848 
1975] 74-19396 ISBN 0-671-21899-9: 8.95 
1. Sinanthropus pekinensis. I. Title. 
Prepared from C.I.P. 


573.3 


WASSERMANN, Hercules 573.5 
Petrus. 
Ethnic pigmentation historical, 


physiological and clinical aspects / H. P. 
Wassermann. Amsterdam Excerpta 
Medica ; New York : American Elsevier 


Pub. Co., 1974. ix, 284 p. : ill. ; 25 cm. 
Includes bibliographies and index. 
[GN197.W37] 73-77909 ISBN 0-444- 


15051-X : 29.20 
1. Color of man. 2. Melanin. I Title. 


AMERICAN BOOK PUBLISHING KECORD 


GOIN, Coleman Jett, 1911- 574 
Man and the naturali world: an 
introduction to life science [by] Coleman J. 
Goin [and] Olive B. Goin. 2d ed. New 
York, Macmillan [1975, i.e. 1974] p. cm. 
Includes bibliographies.  [QH308.2.G64 
1975] 73-19043 ISBN 0-02-344240-9 11.95 
i. Biology. I. Goin, Olive Bown, joint 
author. If. Title. 

Prepared from C.I.P. 


GOEL, N. S. 574’.01°82 
Stochastic models in biology [by] Narendra 
S. Goel [and] Nira Richter-Dyn. New 
York, Academic Press, 1974. x, 269 p. 


illus. 24 cm. Includes bibliographies. 
[QH323.5.G6] 73-18938 ISBN  0-12- 
287460-9 19.50 e 


1.  Biology—Mathematical models. 2. 
Stochastic processes. I. Richter-Dyn, Nira, 
joint author. I. Title. 
e 

RODGERS, Charles Leland, 

1918- 
Barron’s how to prepare for the graduate 
record examination advanced biology test, 
by C. Leland Rodgers. Woodbury, N.Y., 
Barron’s Educational Series [1974] p. cm. 
[QH316.R6] 74-10918 ISBN 0-8120-0349- 
7 3.95 (pbk.) 
1. Biology—Examinations, questions, etc. I. 
Title. Hf. Title: How to prepare for the 
graduate record examination advanced 
biology test. : 
Prepared from C.I.P. 


COLD Spring Harbor 574.08 s 
Symposia on Quantitative Biology, 38th, 
Chromosome structure and function. [Cold 
Spring Harbor, N.Y.] Cold Spring Harbor 
Laboratory, 1974. xxi, 1010 p. illus. 28 cm. 
(Cold Spring Harbor Symposia on 
Quantitative Biology; [proceedings] v. 38) 
Includes bibliographies. [QH301.C6 vol. 
38] [QH600] $74.8'732 74-180406 ISBN 
0-87969-037-2 30.00 
1. Chromosomes-—Congresses. I. Title. IT. 
Series: Cold Spring Harbor Symposia on 
Quantitative Biology. Cold Spring Habor 


574.076 


Symposia on Quantitative Biology; 
[proceedings] v. 38. 

WAYNE, Bennett. 574’.092’2 B 
They loved the land, edited, with 
commentary by Bennett Wayne. 


Champaign, Ill., Garrard Pub. Co. [1974] 
168 p. illus. 22 cm. (A Target, book) 
Biographies of four people whose love of 
nature inspired them to superior 
achievements in their field: Rachel Carson, 


-John Audubon, John Muir, and Luther 


Burbank. [QH26.W38] 920 74-915 ISBN 
0-8116-4908-3 3.98 


I Naturalists—Biography—Juvenile 
literature. I. Title. 
PHYSICAL mechanisms in 574.1915 


radiation biology proceedings of a 
conference held at Airlie, Virginia, Oct. 11 
to 14, 1972 / sponsored by the U.S. 
Atorgic Energy Commission, Division of 
Biomedical and Environmental Research ;. 
editors, Raymond D. Cooper and Robert 
W. Wood. Oak Ridge, Tenn. : Technical 
Information Center, Office of Information 
Services, U.S. Atomic Energy Commission 
; Springfield, Va. : available from National 
Technical Information Service, U.S. Dept. 


of Commerce, 1974. vi, 326 p. : ill. ; 23 
em. *CONF-721001.” Includes 
bibliographical referertces , and index. 


[QP82.2.R3P54] 74-600124 ISBN 0-87079- 
012-3 : 10.60 

i. Radiation—Physiological effect— 
Congresses. 2. Radtobiology—Caongresses. 
I. Cooper, Raymond D., ed. Il Wood, 
Robert Winfield, 1931- ed. IT. United 


TA 


DECEMBER 31,1974 


States. Atomic Energy Commission. 
Division of Biomedical and Environmental 
Research. 


LLAURADO, J. G. 574.1°917 « 
Biologic and clinical effects of low- 
frequency magnetic and electric fields, by 
J. G. Llaurado, A. Sances, Jr. and J. H. 
Battocletti. Springfield, Ill., Thomas [1974] 
p. cm. [QP82.2.M3L55] 73-18332 ISBN 0- 
398-03024-3 34.50 

1. Magnetic fields—Physiological effect. 2. 
Electric fields—Physiological effect. 3. 
Electromagnetic fields—Physiological 
effect. I. Sances, Anthony, 1932- joint 
author. II. Battocletti, J. H., joint author. 
IH. Title. 

Prepared from C.I.P. 


MASS spectrometry in 574.1°92’028 
biochemistry ang medicine. Editors: A. 
Frigerio [and] N. Castagnoli, Jr. New 
York, Raven Press [1974] ix, 389 p. illus, 
25 cm. (Monographs of the Mario Negri 
Institute for Pharmacological Research) 
”The symposium upon which this volume 
is based was organized at the Mario Negri 
Institute in Milan.” Includes bibliographies. 


[QP519.9.5S6M37] 73-91164 ISBN 0- 
911216-53-7 32.00 
1, Mass spectrometry—Congresses. 2. 


Biological chemistry—Technique— 
Congresses. 3. Chemistry, Medical and 
pharmaceutical—Technique—Congresses. I. 
Frigerio, Alberto, ed. II. Castagnoli, N., ed. 
I. Series: Istituto di ricerche 
farmacologiche Mario Negri. Monographs. 


ARNSTEIN, H. R. V. 574.1°92°08 s 
Synthesis of amino acids and proteins, 
edited by H., R. V. Arnstein. London, 
Butterworths; Baltimore, University Park 
Press [1974] p. cm. (Biochemistry, series 
one, v. 7) [QP501.B527 vol.7] [QP551] 
574.19296 74-16192 ISBN 0-8391-1046-4 
l. Protein biosynthesis. 2. Amino acid 


synthesis. I Title. II. Series. IH. MTP 

international review of science 

Prepared from C.I.P. 

BLASCHKO, Hermann, 574.1°92’08 s 
900- 

Physiological and pharmacological 


biochemistry, edited by H. F. K. Blaschko. 


London, Butterworths; Baltimore, 
University Park Press [1974] p. cm. 
(BiocRemėstry, series one, v. 12 


[QP501.B527 vol. 12] [QP514.2] 612.015 
74-16112 ISBN 0-8391-1076-6 19.50 

1. Biological chemistry. I. Title. II. Series. 
IT. MTP international review of science 
Prepared from C.I.P. 


FOX, C. Fred. 574.1°9208 s 
Biochemistry of cell walls and membranes, 
edited by “C.F. Fox. London, 
Butterworths; Baltimore, University Park 
Press ee p. cm. (Biochemistry, series 
one, v. 2) [QP501.B527 vol. 2] [QH601] 
SLEA 74-16253 ISBN 0-8391-1041-3 
.50 s 
1l. Cell membranes. I. Title. II. Series. TII. 
MTP international review of science. 
Prepared from C.I.P. 


574.1°925 


3d ed. 

Vol. 10, 1974, Protein synthesis; DNA 
synthesis and repair; RNA synthesis: 
Energy-linked Atpases; Synthetases, edited 
by Paul D? Boyer, is available from 
Academic Press, New York, for 46.00. 
ISBN 0-12-122710-3. L.C. card no.: 75- 
117107. 


BROCKERHOFF, H. 574.1°9253 
Lipolytic enzymes [by] Hans Brockerhoff 


*THE enzymes. 


[and] Robert G. Jensen. New York, 

Academic Press, 1974. x, ti p- illus. 24 
Bibliography: 293-324. 

[QP609. L55B76] P33. 18992 ISBN 0-12- 

134550-5 24.50 

1. Lipolytic enzymes. I. Jensen, Robert 

Gordon, 1926- joint author. I. Title. 


HASLAM, Edward Clark. 574.1°9296 
The shikimate pathway [by] E. Haslam. 
New York, Wiley [1974] p. cm. "A 
Halsted Press book.” [QP801.S44H37] 73- 
18377 ISBN 0-470-35882-3 29.00 

1. Shikimic acid. 2. Metabolism. I. Title. 
Prepared from C.I.P. 


CORBETT, John Roger, 1938- 574.2 
The biochemical mode of action of 
pesticides / J. R. Corbett. Londen ; New 
York : Academic Press, 1974. ix, 330 p. : 
ill. ; 24 cm. Includes bibliographies and 
index. [QP82.2.P4C67] 73-9455 ISBN 0- 
12-187850-3 : 18.50 

1. Pesticides—Physiological effect. I. Title. 


ECOLOGICAL aspects of 574.274 
toxicity testing of oils and dispersants. 
Edited by L. R. Benyon and E. B. Cowell. 
New York, Wiley [1974] p. cm. "A 
Halsted Press book.” “Proceedings of a 
workshop on the toxicity testing of oils 
and dispersants held at the Institute of 
Petroleum, London.” (QH91.8.04E25] 74- 
12044 ISBN 0-470-07190-7 15.50 

I. Oil spills and wildlife—Congresses. 2, 
Petroleum—Toxicology—Congresses. 3 


Dispersing agents—Toxicology— 
Congresses. I. Benyon, L. R, ed. II. 
Cowell, E. B, ed. ff Institute of 


Petroleum, London. 
Prepared from C.I.P. 


*CONTEMPORARY topics in $74.29 
immunochemistry. 
Volume 3, 1974 published under a 


different title: Contemporary topics in 
molecular immunology and edited by G. L. 
Ada is now available from Plenum Press, 
New York for 16.50. ISBN 0-306-36103-5. 
L.C. number: 73-186260. 


*SOCIETY for Developmental 
Biology, 32d symposium. 
Kansas, June 13-15, 1973. 

Developmental aspects of carcinogenesis 

and immunity. Edited by Thomas J. King. 

New York, Academic Press, 1974. x, 218 

p. illus. 24 cm. [QR181.5] 55-10678 ISBN 

0-12-612977-0. 8.95 

1. Immunity—Addresses, essays, lectures. 

I. King, Thomas J., ed. If. Title. 


SOCIETY for 
Developmental Biology. 
Macromolecules regulating growth and 
development / edited by Elizabeth D. Hay, 
Thomas J. King, John Papaconstantinou. 
New York : Academic Press, 1974. xi, 244 
p. : ill. ; 24 cm. (Symposium - Society for 
Developmental Biology ; 30th) Papers 
presented at the Society’s 30th symposium, 
held in Seattle June 17-19, 1971. Includes 
bibliographies and index. [QH511.56 no. 
30} A 74-186938 ISBN 0-12-612973-8 
: I9. 
1. Growth—Congresses. 2. Developmental 
biology—Congresses. 3. Molecular 
biology—Congresses. I. Hay, Elizabeth D., 
ed. II. King, Thomas Joseph, 1921- ed. HI. 
Papaconstantinou, John, ed. IV. Titie. V. 
Series: Society for Developmental Biology. 
Symposium ; 30th. 


ALDSKOGIUS, H. 574.4°08 s 
Indirect and direct Wallerian degeneration 
in the intramedullary root fibres of the 
hypoglossal nerve; an electron 
microscopica] study in the kitten [by] H. 


374.29 
Manhattan, 


574.3708 s 


500 PURE SCIENCE 


Aldskogius. Berlin, New York, Springer- 
Verlag, 1974. 78 p. illus. 25 cm. (Advances 
in anatomy, embryology and cell biology, 
v. 50, fasc. 1) Bibhography: p 71-77. 
([QL801.E67 vol. 50, fasc. 1] [RC347] 
599°.74428 74-10068 ISBN o 387-06750-7 
16.40 (pbk.) 

i. Nowa system—Degeneration and 
regeneration. 2. Hypoglossal nerve. J. 
Kathology, Experimental I. Title. If. 
eries. 


PANNESE, Ennio. 574.408 s 
The histogenesis of the spinal ganglia. 
Berlin, New York, Springer-Verlag, 1974. 
97 p. illus. 25 cm. (Advances in anatomy, 
embryology and cell biology, v. 47, fase. 5) 
Bibliography: p. 74-91. [QL801.E67 vol. 
47, fasc. 5] [QL938.56] 598.61 73-81288 
ISBN 0-387-06343-9 18.10 (pbk.) 

I. Spinal ganglia. 2. Chick embryo. 1. Title. 
H. Series. 


PODENDORF, Illa. 574.5 
Plant and animal ways. Chicago, Standard 
Educational Corp., 1974 [¢1971] p. cm. 
(The Childs world) Discusses the 
characteristics of a representative sample 
from the world’s wide variety of animals 
and plants. [QL49.P7 1974] 74-12242 
ISBN 0-87392-303-3 

1. Animals—Juvenile literature. 2. Plants— 
Juvenile literature. I. Title. II. Series. 
Prepared from C.I.P. Sold only as part of a 
eight volume set, 69.50. 


WESLEY, James Paul. 574.5°01'53 
Ecophysics; the application of physics to 
ecology. Springfield, Ill., Thomas [1974] 
xxvii, 340 p. illus. 24 cm. Bibliography: p. 
325-335. [QH541.W4] 73-11066 ISBN 0- 
398-02959-8 19.75 

1. Ecology. 2. Physics. I. Title. 

Pbk. 13.75; ISBN 0-398-03077-4. 


*ANNUAL review of 574.5°05 
ecology and systematics. 

Vol. 5, 1974, ed. by Richard F. Johnston, 
Peter W. Frank, & Charles D. Michener, is 
now available from Annual Reviews, Palo 
Alto, Calif., for 12.00. ISBN 0-8243-1405- 
0. L.C. card no.: 71-135616. 


GORDON, Burton Le 
Roy, 1920- 
Monterey Bay area: natural history and 
cultural imprints [by] Burton L. Gordon. 
Pacific Grove, Calif., Boxwood Press 
[1974] p. cm. Bibliography: p. 
[QH105.C2G67] 74-13912 ISBN 0- 
910286-37-X 4.50 (pbk.) 
i. Natural history—California—Monterey 
Bay. 2. Monterey Bay. I. Title. 
Prepared from C.LP. 


RICHARDS, Bryant N. 574.5264 
Introduction to the soil ecosystem / B. N. 
Richards. Harlow [Eng.] ; New York : 
Longman, 1974. x, 266 p. : ill. ; 22 cm. 
Includes bibliographies and index. 8.75 

1. Soil ecology. I. Title. 


PHENOLOGY and seasonality 574,5°4 
modeling. Edited by Helmut Lieth. New 
York, Springer-Verlag, 1974. xv, 444 p. 
illus. 25 cm. (Ecological studies, v. 8) 
Chiefly papers presented at a symposium 
held during the 25th annual AIBS meeting 


574.5°09794'7 


in Minneapolis, Aug. 1972. Includes 
bibliographies. [QH544.P62] 73-23022 
47.80 

1. Phenology--Congresses. I. Lieth, 


Helmut, ed. IL American Institute of 
Biological Sciences. IIT. Title. IV. Series. 


MUNN, E. A. 574.8°734 
The structure of mitochondria / E. A. 
Munn. London ; ; New York : Academic 
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Press, 1974. xiti,-465 p. : ill. ; 24 -cm. 
‘Includes: indéxes. Bibliography: p. [372]- 
417. [QH603.M5M86] 73-9471 ISBN 0- 
' 12-510150-3 : 25.50 

_L. Mitochondria. I. Title. 


CHRISTENSEN, Halvor N. 574.875 
Biological transport [by] Halvor N. 
. Christensen.’ With contributions by Dale L. 
` Oxender and Gunnar Ronquist. 2d ed., 
completely rev., reset, and enl. Reading, 
Mass., W. A. Benjamin, 1973, [i.e.1974] p. 
Bibliography: p. [QH615.C36 1973] 73- 
13755 ISBN 0-8053-2251-5 18.50 
` 1. Biological transport. I. Title. 
Prepared from C.I.P. 


` FINEAN, J. B. 574.8°75 

Membranes and their cellular functions 
y] J. B. Finean, R. Coleman, and R. H. 

Michell. Illustrated by T. A. Bramley. New 
York, Wiley [1974] p. cm. ”A Halsted 
Press book.” [QH601,F56] 74-11458 ISBN 
0-470-25883-7 8.95 

_ 4. Cell membranes. I Coleman, Roger, 
1938- joint author. I. Michell, R. H., joint 
author. III. Title. 
Prepared from C.I.P. 


SMYTH, David Henry, $74.8’75°08 s 
1908- 

Intestinal absorption, edited by D. H. 
Smyth. London, New York, Plenum Press 
[1974] 2 v. [xii, 1013, xi] p. illus. 24 cm. 
(Biomembranes, v. 4A-4B) Includes 
bibliographical references. [QH601.B53 
vol. 4A-4B] [QP165] 612.33 72-77043 
ISBN 0-306-39891-5 (v. 1) 40.00 (vol. 
4A.), ISBN 0-306-39892-3 34.00 (vol. 4B.) 
1. Intestinal absorption. I. Title. II. Series. 


*CURRENT topics in 574.876 
cellular regulation. 

Vol. 8, 1974 ed. by Bernard L. Horecker & 
Earl R. Stadtman is available from 
Academic Pr. N.Y. for 27.50. ISBN 0-12- 
152808-1. L.C. card no.: 72-84153. 


MITER, Michael Charles, 574.9931 

. Reef and beach life of New Zealand [by] 
Michael Miller and Gary Batt. Auckland, 
Collins [1973, ie.1974] x, 141 p. illus. 26 
cm. [QH95.55.N48M54] 74-180221 
1. Seashore biology—New Zealand. I. Batt, 
Gary, joint author. II. Title. 

_ Distributed by International Publications 
Service; 21.20, ISBN 0-8002-0084-5. 


RHODES, Frank Harold Trevor. 575 
Evolution, by Frank H. T. Rhodes. 
Illustrated by Rebecca Merrilees and Rudy 
Zallinger. Under the general editorship of 
Vera R. Webster. New York, Golden Press 
[1974] 160 p. illus. 16 cm. (A Golden 
science guide) Bibliography: p. 156. 
Discusses the historical development of the 
present theory of revolution, findings that 
support it, how evolution takes place, and 
its result in the long history of life. 
{QH367.1.R45] 74-76432 1.95 
i Evolution—Juvenile literature. T. 
Merrilees, Rebecca A., illus. H. Zallinger, 
Rudolph F, illus. HI. Title. 


WILLIS, John 
Christopher, 1868-1958. 
The course of evolution by differentiation 
or divergent mutation rather than by 
selection. New York, Hafner Press [1974] 
p. Reprint of the 1940 ed. published by 


80 


375.0165 


University Press, Cambridge, Eng.; with. 

new introd. Bibliography: p. [QH390.W54 
1974] 74-11016 ISBN 0-02-854860-4 10.95 
1. Evolution. 2. Mutation (Biology) 3. 

ee selection. 4. Variation (Biology) I. 
Ytle. 

Prepared from C.I.P. 


KUSHEY, Vladislav 
Valer'ianovich. 
Mechanisms of genetic recombination / V. 
V. Kushev ; translated from Russian by 
Basil Haigh. New York Consultants 
Bureau, [1974] p. cm. (Studies in Soviet 
science) Translation of Mekhanizmy 
geneticheskoi rekombinatsii. Bibliography: 
p. [QH443.K8813] 73-83898 ISBN 0-306- 

10891-7 : 25.00 

1. Genetic recombination. I Title. II. 
Series. 

Prepared from C.I.P. 


AUTOMATION in 576.028 
microbiology and immunology. Edited by 
Carl-Goran Heden and Tibor Illeni. New 
York, Wiley [1974] p. cm. (A Wiley 
biomedical-health publication} (Techniques 
in pure and applied microbiology) Papers 
presented at a symposium on rapid 
methods and automation in microbiology 
held in Stockholm, June 3-9, 1973, and 
sponsored by UNESCO, WHO, and the 


575.1 


International Organization for 
Biotechnology and Bioengineering. 
Includes bibliographical references. 


[QR65.A8] 74-12082 ISBN 0-471-36745-1 
8.50 


vi i: Microbiology—Automation— 
Congresses. 2. Microbiology—Technique— 
Congresses. Immunology— 
Automation—Congresses. 4. 


Immunology—-Technique—Congresses. I. 
Heden, Carl Goran, ed. II. Illeni, Tibor, 
1937- ed. III. United Nations Educational, 
Scientific, and Cultural Organization. IV. 
World Health Organization. V. 
International Organization for 
Biotechnology and Bioengineering. VI. 
Series. 

Prepared from C.I.P. 


CRABTREE, Koby T. 576.028 
Fundamental experiments in microbiology 
[by] Koby T. Crabtree [and] Ronald D. 
Hinsdill. Philadelphia, Saunders, 1974. p. 
cm. Bibliography: p. [QR65.C7] 73-89175 
ISBN 0-7216-2733-1 6.25 (pbk.) 

J. Microbiology—Experiments. I. Hinsdill, 
Ronald D., joint author. IT. Title. 

Prepared from C.I.P. 


BECKER, Yechiel. 576.62 
The agent of trachoma; recent studies on 
the biology, biochemistry and immunology 
of a prokaryotic obligate parasite of 
eukaryocytes. Basel, New York, S. Karger, 
1974. x, 99 p. illus. 25 cm. (Monographs in 
virology, v. 7) Bibliography: p. [84]-99. 
eee weaned 74-186990 ISBN 3-8055- 
1 

1. Chlamydia trachomatis. 2 
Title. IT. Series. 
Distributed by Phiebig, White Plains, New 
York, 19.85. 


FUNDAMENTALS of medical 576.64 
virology for students of medicine and 
related sciences [by] Jean D. Acton [and 
gi Philadelphia, Lea & Febiger, 1974. 
. cm. Includes bibliographies. [QR360.F85 
1974] 74-5257 ISBN 0-8121-0433-1 12.50 
1. Virology. 2. Virus diseases. I. Acton, 
Jean D. 
Prepared from C.I.P. 


. Trachoma. I. 


CHAMPE, Seweii P., 576°.6482 
1932- comp. 
Phage, edited by Sewell P. Champe. 


` AMERICAN BOOK PUBLISHING RECORD: 


Stroudsburg, Pa., Dowden, Hutchinson &. 
Ross [1974] p. cm. (Benchmark papers in 
microbiology, v. 7) Bibliography: p. 
[QR342.C48] 74-13061 ISBN 0-87933- 


» 080-5 


i.  Bacteriophage—Addresses, 
lectures. I. Title. 

Prepared from C.I.P. Distributed by J. 
Wiley; 27.00. 


JOHNSON, Gaylord. 578.4 
Hunting with the microscope [by] Gaylord 
Johnson. With additions by Maurice 
Bieifeld [and] Charles Tanzer. [Rev. ed.] 
New York, Sentinel Books Publishers 
[1974] 126 p. illus. 20 cm. (Sentinel’s 
learn-by-doing science books} Discusses 
the selection of a microscope an@ describes 
procedure for using it to examine a wide 
variety of plant and animal specimens. 
[QH278.J63 1974] 74-180442 ISBN 0- 
911360-23-9 2.25 (pbk.) 

1. Microscope and microscopy—Juvenile 
literature. I. Bleifeld, Maurice. I. Tanzer, 
Charles. III. Title. 


*BROWN, Joseph E. 580.7 
Wonders of a kelp forest [by] Joseph E. 
Brown. Introduction by Wheeler J. North. 
New York Dodd, Mead 1974 80 p. illus. 
24 cm. (Dodd, Mead Wonders books) 
[QK563.L2] 74-2601 ISBN 0-396-06967-3 
4.9 


essays, 


1. Kelp. 2. Marine biology. I. Title. 


NOBEL Symposium, 25th, 581.012 
Sodezgarn, 1973. 
Chemistry in botanical classification; 


proceedings of the twenty-fifth Nobel 
Symposium held August 20-25, 1973, 
Sodergarn, Lidingo (near Stockholm), 
Sweden. Editors: Gerd Bendz and John 
Santesson; administrative editor: Vera 
Runnstrom-Reio. Stockholm, Nobel 
Foundation; New York, Academic Press 
[1973, i.e.1974] 320 p. illus. 25 cm. 
(Medicine and natural sciences) English or 
German. Includes bibliographicał 
references. [QK95.N62 1973] 74-967 ISBN 
0-12-086650-1 27.50 

1. Plant chemotaxonomy—Congresses. I. 
Bendz, Gerd, ed. I. Santesson, John, ed. 
TII. Title. 


RICE, Elroy Leon, 1917- 581.5°24 
Alfelopathy [by] Elroy L. Rice. New York, 
Academic Press, 1974. x, 353 p. illus. 24 
cm. (Physiological ecology) Bibliography: 
p. 317-343. [QK911.R5] 73-18991 ISBN 0- 
12-587050-7 25.00 

1. Allelopathy. I. Title. 


*GRAHAM, Ada 581.5264 
Let's discover the floor of the forest by 
Ada and Frank Graham, Jr. New York, 
Golden Press 1974 45 p. illus. 27 cm. 
(Golden-Audubon Primer) [QK938] 74- 
791961 4.95 

1. Forests and  Forestry—Juventle 
literature. I Graham, Frank joint author. 


AT. Title. a 
e 


LOEWENFELD, Claire. 581.6°3 
The complete book of herbs and spices / 
Claire Loewenfeld and Philippa Back ; ill. 
by Sarah Kensington and Christine Robins. 
New York : Putnam, [1974] 313 p., [4] 
leaves of plates : ill. (some col.) ; 25 cm. 
Includes index. Bibliography: p. 301-302. 
[SB351.H5L67] 7174-78005 ISBN 0-399- 
13373-8 : 14.95 

1. Herb gardening. 2. Herbs» 3. Spices. 4. 
Materia medica, Vegetable. 5. Cookery 
(Herbs) I Back, Philippa, joint author. If. 
ytle. 


STARY, Frantisek. 581.63 
Herbs, by Frantisek Stary and Vaclav 


UCLCMOCKR JI,17s4 


Jirasek. Illustrated by Frantisek Severa; 
English consultant: F. J. Evans. [Translated 
by Olga Kuthanova] London, New York, 
Hamlyn [1973] 238 p. col. illus. 19 cm. (A 
Concise guide in colour) Label mounted on 
t.p.: Transatlantic Arts, Inc., Levittown, 
N.Y., sole distributor for the U.S.A. 
Bibliography: p. [235]. [QK99.S7913] 74- 
167323 ISBN 0-600-31681-5 4.50 

I. Botany, Medical. 2. Materia medica, 
Vegetable. 3. Herbs. I. Jirasek, Vaclav, 
Joint author. I. Severa, Frantisek, illus. TI. 

itle. 


*MABEY, Richard. 581.63242 
Food for free. Drawings by Marjorie 
Blamey. London, Collins [1974, c1972] 
192 p. illug (part. col.) 23 cm. [QK98.5] 
ISBN 0-00-211246-9 

1. Plants, edible. I. Title. 

Distributed by Scrjbner’s for 8.95. 


MILLSPAUGH, Charles 
Frederick, 1854-1923. 
American medicinal plants : an illustrated 
and descriptive guide to plants indigenous 
to and naturalized in the United States 
which are used in medicine / Charles F. 
Millspaugh ; with a new table of rev. 
classification and nomenclature by E. S. 
Harrar. New York : Dover Publications, 
1974. xxii, 806 p. : 180 ill, ; 24 cm. 
Reprint of the 1892 ed. published in 2 v. 
by J. C. Yorston, Philadelphia under title: 
Medicinal plants. Includes indexes. 
Bibliography: p. [755]-757. [QK99.U6M54 
1974] 73-91487 ISBN 0-486-23034-1 : 
10.00 
- 1. Botany, Medical—United States. 2. 
Materia medica, Vegetable—United States. 
. Title. 


PRESTON, Reginald 
Dawson. 

The pee biology of plant cell walls 

p 8 D. Preston. London, Chapman and 
all [1974] xiv, 491 p. illus. 24 cm. 

Distributed in the U.S.A. by Halsted Press, 

New York. Bibliography. p. 457-479. 
[QK725.P76] 73-21335 ISBN 0-412- 

` 11600-6 35.00 

1. Plant cell walls. 2. Biological physics. I. 

Title. 


FAEGRI, Knut. 582.0463 
Textbook of pollen analysis [by] Knut 
Faegri [and] Johs. Iversen. 3d rev. ed. New 
York, Ħ Hafner Press [1974] p. cm. 
Published in 1950 under title: Textbook of 
modern pollen analysis. {QE993.F3 1974] 
74-12235 ISBN 0-02-844470-5 21.95 

I.- Palynology. I. Iversen, Johannes, 1904- 
1971, joint author. IT. Title. 

Prepared from C.I.P. 


LIMBURG, Peter R. 582.13 
What’s in the names of flowers, by Peter 
Limburg. Illustrated by Heidi Palmer. New 
York, Coward, McCann & Geoghegan 
[1974] 189 p. illus. 21 cm. Discusses the 
origins of the names of more han fifty 
cultivated flowers and relates stories and 
superstitions concerning the plants. 
[QK13.L5 1974] 73-88535 ISBN 0-698- 
30537-X. 4.64 (lib. bdg.) 

i. Plant names, Popular—Juvenile 
literature. 2. Plant lore—Juvenile literature. 
3. Flowers—Juvenile literature. I. Falmer, 
Heidi, illus. If. Title. 


581.6°34 


581.875 


WOOD, Carroll Ẹ, 583’.04°46 
A student’s atlas of flowering plants : some 
dicotyledons of eastern North America / 
planned and prepared under the direction 
of Carroll E. Wood, Jr., assisted by 
Elizabeth A. Shaw ; with the technical 
help of Karen S. Velmure and Kenneth R. 
Robertson. New York : Harper & Row, 


Press, 


[1974] 120 leaves : “chiefly ill.’ : 28 cm. 
Includes index. [QK112. W67] q4- 8069 
ISBN 0-06-047207-3 pbk. : 2.95 
1. Botany—North America—Atlases. 2. 
Botany—Morphology—Atlases. 3. 
Dicotyledons—Atlases. 4. Botany— 
Classification. I. Shaw, Elizabeth A., joint 
author. IT. Title. 


COKER, William 
Chambers, 1872-1953. 
The Gasteromycetes of the Eastern United 
States and Canada / William Chambers 
Coker, John Nathaniel Couch, together 
with a supplementary article, -The 
Gasteromycetae of Ohio, puffballs, birds’- 
nest fungi, and stinkhorns, by Minnie May 
Johnson. New York : Dover Publications, 
1974. 201, 82 p., [78] leaves of plates : ill. 
; 24 cm. Reprint of the 1928 ed. of Coker 
and Couch’s work published by the 
University of North Carolina Press, Chapel 
Hill; and of the 1929 ed. of Johnson’s 
work published by the Ohio State 
University Press, Columbus. Includes 
index. Bibliography: p. 194-195 (ist 
group); p. 73-76 (2d group) [QK626.C64 
1974] 73-91490 ISBN 0-486-23033-3 pbk. 
: 5.00 
1. Gasteromycetes. 2. Fungi—United 
States. 3. Fungi—Canada. 4. Fungi—Ohio. 
I. Couch, John Nathaniel, 1896- II. 
Johnson, Minnie May. The 
Gasteromycetae of Ohio. 1974. HI. Title. 


BARNETT, J. A. 589.23 
A new key to the yeast A key for 
identifying yeasts based on physiological 
tests only. [By] J. A. Barnett and R. J. 
Pankhurst. Amsterdam, North-Holland 
Pub. Co.; New York, American Elsevier, 
1974. viii, 273 p. 27 cm. Bibliography: p. 
[237]-242. [QR151. B37] 73-86076 ISBN 0- 
444-10580-8 (American Elsevier) 24.00; 
9.95 (pbk.). 

1. Yeast—Identification. 2. Yeast— 
Physiology. J. Pankhurst, R. J, joint 
author. IT. Title. 


589°.221°0974 


JOHNSTONE, Kenneth 589.9°0028 
Ironside. 
Micromanipulation of bacteria; the 


cultivation of single bacteria and their 
spores by the agar gel dissection 
techniques [by] Kenneth I. Johnstone. 
Edinburgh, Churchill Livingstone, 1973, 
[i.e.1974] x, 110 p., [11] p. of plates. illus. 
26 cm. Label mounted on t.p.: Distributed 
in the U.S.A. by Longman Inc., New York, 
N.Y. Includes index. Bibliography: p. 106. 
{QR69.M5J63] 73-87242 ISBN 0-443- 
01069-2 14.00 

1. Micrurgy. 2. Bacteriology—Cultures and 
culture media. I. Title. 


*ANNUAL review of 589.95058 
microbiology. 

Vol. 28, 1974 edited by Mortimer P. Starr 
and others, is available from Annual 
Reviews, Palo Alto, Calif., for 12.00. 
ISBN 0-8243-1128-0. L.C. card no.: 49- 
432. 


*HICKMAN, Francis M. 591 
Laboratory studies in integrated zoology 
[by] Frances M. Hickman and Cleveland 
P. Hickman 4th ed. St. Louis, C. V. Mosby 
[1974] ix, 463 p. illus. 26 cm. [QL47.H63] 
6.50 (pbk.) 

1. Zoology—Laboratory Manuals. T. 
Pickman, Cleveland P. joint author IT. 
ttle. 


PHILLIPS, J. G. 591.1 
Environmental physiology / by D. Bellamy 
.. [et al.] ; edited by J. G. Phillips. New 
York : J. Wiley : distributed by Halsted 
[1974] p. cm. Includes index. 


ƏVVY TURC OUVICINLC. see 


[QP82. P44] 74-22107 ISBN’ 0- 470- 68490- 9 


- pa (Physiology) ` pa Billamy, 
Denis. IT. Title. 

Prepared from C.I.P. 
*ADVANCES in comparative , 591.1082 
physiology and biochemistry. 

Vol. 5, 1974, edited by O. Lowenstein 
available from Academic Press N.Y. for 
21.50. ISBN 0-12-011505-0. L.C. card 
no.: 61-10693. 


ANSELL, Gordon Bridn. 591.13 
Form and function of phospholipids v. 3. 
edited by G. B. Ansell, J. N. Hawthorne, 
and R. M. C. Dawson. 2d rev. ed. 
Amsterdam, New York, Elsevier Scientific, 
1973, [ie.1974]. xiv, 494 p., illus. 25 cm. 
(B. B. A. Library, v. 3) [QP801-P45A5] 
72-87950 ISBN 0-444-41055-4. 44.25 

1. Phosphatides. I. Hawthorne, John Nigel, 
Joint author. I. Dawson, R. M. C., joint 
author. IIT. Title. 


INTERNATIONAL 591.1°6’62 
Symposium on the Functional Anatomy 
of the Spermatozoon, 2d, Wenner-Gren 
Center, 1973. 

The functional anatomy of the 

spermatozoon; proceedings. Edited by 

Bjorn A. Afzelius. Oxford, New York, 

Pergamon Press [1974] p. cm. (Wenner-. 

Gren Center international symposium 

series, v. 23) Sponsored by the Swedish 

Medical Research Council and others. 

Includes bibliographies. [QP255.157 1973] 

74-17224 ISBN 0-08-018006-X 42.50 

1. Spermatozoa—Congresses. 2. 

Fertilization—Congresses. I. Afzelius,- 

Bjorn, ed. II. Sweden. Statens medicinska 

forskningsrad. III. Title. IV. Series.. 

Prepared from C.I.P. 


GRIFFIN, Donald 591.19108 
Redfield, 1915- comp. 
Animal engineering; readings from 


Scientific American, with introductions by 
Donald R. Griffin. San Francisco, W. H. 
Freeman [1974] p. cm. [QP33.5.G74] 74- 
12112 ISBN 0-7167-0509-5 8.00 f 
I. Biological physics—Addresses, essays, 
lectures. 2. Bioengineering —Addresses, 
essays, lectures. I. Scientific American. II. 
Title. ; 
Prepared from C.I.P. Pbk. 4.00; ISBN 0- 
7167-0508-7. 


*GEMMING, Elizabeth. 591.5 
Born in a barn; farm animals and their 
young, [by] Elizabeth and Klaus Gemming. 
New York, Coward, McCann & Geoghan 
[1974] [48] p. illus. 28 cm. [SF75.5] 73- 
94106 ISBN 0-698-20293-7 5.95 

1. Animals—Juvenile literature. I. Title. 


MURIE, Olaus Johan, 
1963. 
A field guide to animal tracks. Text and 
illus. by Olaus J. Murie. 2d ed. Boston, 
Houghton Mifflin, 1974. p. cm. (The 
Peterson field guide series, 9) Bibliography: 
p. [QL768.M87 1974] 74-6294 ISBN 0- 
395-08037-1 6.95; 4.95 (pbk.) 
I. Animal tracks. 2. Zoology—North 
America. 3. Zoology—Central America. 4. 
Animals, Habits and behavior of. I. Title. ` 
Prepared from C.I.P. 


RUGOFF, Milton Allan, 
1913- comp. 
The private lives of animals. Commentary 
by Roger Caras. Design and coordination 
by Massimo Vignelli and Gudrun Buettner. 
Assembled and edited by Milton Rugoff 
and Ann Guilfoyle. New York, Grosset & 
Dunlap [1974] 219 p. illus. (part col.) 24 


1889- 591.5 


591.5°022’2 


r 


' KE 81 `> 


SUU PURE SLIENCE 


em. [QL751.R77] 73-21217 ISBN 0-448- 
11802-5 17.95 

1. Animals, Habits and behavior of— 
Pictorial works. I. Guilfoyle, Ann, joint 
comp. II. Caras, Roger A. III. Title. 


*SHELDRICK, Daphne. 591.50967 
Animal Kingdom; the story of Tsavo, the 
great-African game park. Indianapolis, 
Bobbs-Merrill [1974, 973] 288 p. illus. 
23 cm. [QL336.B87] 73-22565 ISBN 0- 
672-51984-4 7.95 

1. Zoology—Africa. 2. Animals—Africa. T. 
Title. 


*ADVANCES in the study of 
behavior 

Vol. 5, 1974 is available from Academic 
Press, N.Y., for 14.50. ISBN 0-12-004505- 
2. L.C. card no: 64-8031. 


FRISCH, Karl von, 1886- ` 
Animal architecture. [by| Karl von Frisch. 
Harcourt Brace Jovanovich [1974] 306 p. 
illus. (part col.) 24 cm. (A Helen and Kurt 
Wolff book.) Translation of Tiere als 
Baumeister. [QL7756.F7413] 74-10699 
ISBN 0-15-107251-5 12.95 

1. Animals, Habitations of. I. Frisch, Otto 
von, joint author. IT. Title. 


DODGE, Natt Noyes, 
1900- 


591.51 


591.6'9°0979 


Poisonous dwellers of the desert [by] Natt 
N. Dodge. 14th print., rev. Globe, Ariz., 
Southwest Parks and Monuments 
Association [1974] viii, 40 p. illus. 23 cm. 
(Popular series no, 3) ”Published in co- 
operation with the National Park Service.” 
Bibliography: p. 39. [QL100.D6 1974] 74- 
182333 ISBN 0-911408-26-6 0.75 (pbk.). 

l. Poisonous animals—Southwest, New. 2. 
Desert fauna—Southwest, New. I. Title. IT. 
Series: Southwest Parks and Monuments 
Association. Popular series, no. 3. 


*CURRENT topics in 591.8 
membranes and transport. 

Vol. 5, 1974 edited by Felix Bronner and 
Arnost Kleinzeller, is available from 
Academic Press, N.Y. for 29.50. ISBN 0- 


12-153305-0. L.C. card number: 70- 
117091. 

*GIESE, Arthur C., comp. 592 
Acoelomate and psoudocoelomate 


metazoans, edited by Arthur C. Giese and 
John S. Pearse. New York, Academic 
Press, 1974. xi, 546 p. illus. 24 cm. 
(Reproduction of marine invertebrates, v. 
D {QL363] 72-84365 ISBN 0-12-282501-2 
8.00 

1. Invertebrates, marine—Reproduction. I. 
Pearse, John S., joint comp. H. Title. 


MUSCATINE, Leonard, 1932- 593’.5 
Coelenterate biology: reviews and new 
perspectives. Edited by Leonard Muscatine 
and Howard M. Lenhoff. New York, 
Academic Press, 1974. ix, 501 p. illus. 24 
cm. Includes bibliographies. [QL375.M87] 
73-18982 ISBN 0-12-512150-4 37.50 

J. Coelenterata. I. Lenhoff Howard M. 
joint author. II. Title. 


*MAJOR, Alan. 594’.04’7 
Collecting world sea shells. (lus. by 
Barbara Prescott, photos. by Tom Scott. 
New York, Arco, [1974] 187 p. illus. (part. 
col.) 22 cm. [QL406.5] 73-88883 ISBN 0- 
668-03387-0 10.00 

I. Shells—Identification. T. Title. 


*RITCHIE, Carson. 594.047 
Seashells. [New York] Golden Press [1974] 
80 p. illus. (part. col.) 30 cm. (Golden 
highlights library) [QL404] 73-8796 ISBN 
0-307-43116-9 2.95 


82 
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591.5°6 - 


24 cm. Distributed 


f, Shells. 
Title. 
*SAUL, Mary 594.047 


Shells; an illustrated guide to a timeless 
and fascinating world. Garden City, New 
York, Doubleday [1974] 192 p. illus., (part 
col.) 27 cm. [QL416]-73-19292 ISBN 0- 
385-05168-9 14.95 

I. Shells. £ Title. 


MALEK, Emile Abdel, 
1922- 

Medical and economic matacology [by] 

Emile A. Malek and Thomas C. Cheng. 

New York, Academic Press, 1974. p. cm. 

Includes bibliographies. [RA641.M6M34] 

73-9435 ISBN 0-12-466150-5 29.00 

1. Mollusks as carriers of disease. 2. 

Shellfish culture. 3. Parasites—Mollusks. 4. 

Mollusks. I. Cheng, Thomas Clement, joint 

author. II. Title. 

Prepared from C.I.P. 


594°.06’5 


WARDLE, Robert Arnold, 
1890-1974. 
Advances in the zoology of tapeworms, 
1950-1970 [by] Robert A. Wardle, James 
A. MeLeod [and] Sydney Radinovsky. 
Minneapolis, University of Minnesota 
Press [1974] xvi, 274 p. illus. 24 cm. 
Bibliography: p. 243-259. [QL391.P7W37 
1974] 73-83728 ISBN 0-8166-0692-7 18.50 
1. Cestoda. I. McLeod, James Archie, joint 


595°.121 


author. II. Radinovsky, Sydney, joint 
author. IIT. Title. 
CANTWELL, George E. 595.7°02 


Insect diseases / edited by George E. 
Cantwell. New York : M. Dekker, 1974- v. 
: il. ; 24 cm. Includes bibliographical 
references and indexes. [SB942. C36] 73- 
90772 ISBN 0-8247-6117-0 : 24.50(v.1). 
ISBN 0-8247-6118-9 : 24.50(v. 2) 

1. Insects—Diseases. I. Title. 


VARLEY, George 
Copley. 

Insect population ecology: an analytical 
approach [by] . C. Varley, G. R. 
Gradwell, M. P. Hassell. Oxford, Blackwell 
Scientific, 1973, [i.e.1974] x, 212 p. illus. 
in the U.S.A. by 
University of California Press, Berkeley. 
Includes index. Bibliography: p. 179-191. 
(QL496.15.V37 1973] 74-180757 ISBN 0- 
520-02667-5 7.95 (pbk.). 

i. Insect populations. 2. Zoology— 
Ecology. I. Gradwell, G. R., joint author. 
Il, Hassell, Michael Park, joint author. III. 
Title. 


595.7°05°24 


DICKENS, Michael. 595.7°81 
The world of moths : text / by Michael 
Dickens ; photos. by Eric Storey. Ist 
American ed. New York : Macmillan, 
1974, c1973. 128 p. : 103 col. ill. ; 23 cm. 
Includes index. [QL542.D53 1974] 74-32 
.95 

1. Moths—Identification. I Storey, Eric, 
HL HL. Title. 


*RIDOUT, Ronald. 595.789 
The life cycle book of butterflies, written 
by Ronald Ridout and Michael Holt. 
Illustrated by Tony Payne. New York, 
Grosset & Dunlap [1974] 30 p. (chiefly 
illus.) 32 cm. [(QL544.2] 73-19200 ISBN 0- 
448-11720-7 2.95 

1. Butterflies—Pictorial works. I. Holt, 
Michael, joint author. If. Title. 


TIME-LIFE Books. 596 
Vanishing species / by the editors of Time- 
Life Books ; with an introductory essay by 
Romain Gary. New York : Time-Life 
Books, [1974] 264 p. : col. ill. ; 32 cm. 


2. Shells—Pictorial works. I 


, AMEKILAN BUUK PUBLISHING KELUOKD 
Includes index. [QL82.T55 1974] 73-87751 
ISBN 0-8094-1631-X : 14.95 11.95 

<. Rare animals—FPictorial works. I. Title. 


GONADOTROPINS and 596°.01°66 
gonadal functions. Edited by N. R. 
Moudgal. With a foreword by C. H. Li. 
New York, Academic Press, 1974. p. cm. 
Proceedings of an international symposium, 
“Advances in chemistry, biology, and 
immunology of gonadotropins,” held in 
October 1973 at the Indian Institute of 
Science, Bangalore, India under the joint 
sponsorship of the International Union of 
Biochemistry, the Federation of Asian and 
Oceanian Biochemists, and the University 
Grants Commission, India. 
[QP572.G6G67] 74-16108 BN 0-12- 
508850-7 19.50 

1I. Gonadotropin—Congresses. I. Moudgal, 
N. R, ed. IE Intermational Union of 
Biochemistry. UI. Federation of Asian and 
Oceanian Biochemists, IV. India 
(Republic). University Grants Commission. 
Prepared from C.I.P. 


FRIEDMANN, Imrich. 596’.01°88 
The ultrastructure of sensory organs.» [By] 
I. Friedmann. Amsterdam, North-Holland 
Pub. Co.; New York, American Elsevier 
Pub. Co., 1974. 326 p. with illus. 25 cm. 
Includes bibliographies. [QM561.F88] 77- 
166309 ISBN 0-444-10482-8 (American 
Elsevier) 34.60 

1. Olfactory mucosa. 2. Cortis organ. 3. 
Retina, 4. Taste buds, 5. Ultrastructure 
(Biology) I. Title. 


CONFERENCE on Sex and 
Behavior, Berkeley, Calif. 
Sex and behavior. Frank A. Beach, editor. 
Huntington, N.Y., R. E. Krieger Pub. Co., | 
1974. p. cm. Reprint of the 1965 ed. 
published by Wiley, New York. 
"Represents the end product of two 
conferences held in 1961 and 1962 at the 
University of California in Berkeley. The 
meetings were organized and sponsored by 
the Committee for Research in Problems 
of Sex, National Academy of Sciences- 
National Research Council.” Includes 
bibliographies. [QL761.C65 1974] 73- 
92863 ISBN 0-88275-147-6 18.50 
I. Sex—Congresses. 2. Sexual behavior in 
animals—-Congresses. I. Beach, Frank 
Ambrose, 1911- ed. II. National Research 
Council. Committee for Research in 
Problems of Sex. III. Title. 
Prepared from C.I.P. 


*GORDON, Bernard L. . 597 
Marine resource perspectives. Edited by 
Bernard L. Gordon. Watch Hill, R. L, 
Book & Tackle Shop, 1974. ii, 366 p. illus. 
28 cm. Includes bibliographical references. 
[QL620] 74-81027 ISBN 0-910258-01-5 
8.00 (pbk.) 

1. Marine fauna I. Title. 


596’.056 


THE Pathology of fishes 597.02 
e proceedings of a symposium / 
sponscted by the Registry of Comparative 


Pathology, the American Registry of 
Pathology, Armed Forces Institute of 
Pathology, and support by Universities 


Associated for Research and Education in 
Pathology, inc., and the University of 
Wisconsin Sea Grant Program. Madison : 
University of Wisconsin Press, 1974. p. 
cm. Includes bibliographies and index. 
[SH171.P38] 73-15261 ISBN’ 0-299-06520- 
0 : 27.50 

1. Fishes—-Diseases and pests—Congresses. 
I Ribelin, William E, ed. Il. Migaki, 
George, ed. TIT. Registry of Comparative 
Pathology. IV. Universities Associated for 
Research and Education in Pathology. V. 


University—Madison. 


Wisconsin. : Sea 
Grant Program. 

Prepared from C.I.P. 

FLETCHER, Alan Mark. 597°.05°6 


Fishes and their young. Illustrated by 
Allan Eitzen. [Reading, Mass.] Addison- 
Wesley [1974] 47 p. col. illus. 22 cm. ”An 
Addisonian Press book.” Describes a 
variety of fish and how they care for their 
young. [QL639.2.F58] 73-15619 ISBN 0- 
201-02053-X 5.25 

l. Spawning—Juvenile literature. 2. 
Fishes—Eggs-—Juvenile literature. 3. 
Parental behavior in animals—Juvenile 
literature. I. Eitzen, Allan, illus. II. Title. 


*THORNE® Jose 597.09 
Starting with tropical fish, [by] Jose and 
John Thorne. St. Petersburg, Fla., Great 
Outdoors [1974] viii, 57 p. illus. 21 cm. 
[QL637. 5] 73-9492 ISBN 0-8200-0017-5 


z a fishes. I. Thorne, John, joint 
author. II. Title. 


DOUGLAS, Neil H. 597.5 
Freshwater fishes of Louisiana / Neil H. 
Douglas ; Gay Gannaway Ethridge, 
illustrator ; Charles W. Biggar II, 
photographer ; sponsored by Louisiana 
Wild Life and Fisheries Commission. 
Baton Rouge, La. : Ciaitor’s Pub. Division, 
[1974] xiii, 443 p. : ill. (some col.) ; 23 cm. 
Includes index. Bibliography: p. 402-409. 
[QL628.L6D68] 73-85954 12.95 


1. Fishes, Fresh-water—Louisiana. I. 
Louisiana. Wild Life and Fisheries 
Commission. IT. Title. 

AMPHIBIAN 597'.6'04308 


development; papers by James N. Dumont, 
Ulrich Scheer, Dennis Hourcade, et al. 
New York, MSS Information Corp. [1974] 
p. cm. Vol 2 by P. Grippo, Robert G. 
Roeder, P. M. Wassarman, et al. 
[QL959.A46] 74-12056 15.00 

i. Embryology—Amphibians—Addresses, 
essays, lectures. 2. Oogenesis—Addresses, 
essays, lectures. 3. Amphibians—Eggs— 
Addresses, essays, lectures. I. Dumont, 
James N. II. Grippo, P. 

Prepared from C.I.P. 


DEUCHAR, Elizabeth Marion. 597.8 
”Xenopus: the South African clawed frog 
[by] & M. Deuchar. London, New York, 
Wiley’ [1974] p cm. "A Wiley- 
Interscience publication.” Bibliography: p. 
[QL668.E265D48] 73-18927 ISBN 0-471- 
20962-7 22.50 

l. Xenopus. 2. Xenopus laevis. 3. 
Embryology—Amphibians. 4. 
Developmental biology. I. Title. 

Prepared from C.I.P. 


*RIDOUT, Ronald. 597.8 
The life eycle book of frogs, written by 
William Ridout and Michael Holt. 
Illustrated by Vera Croxford. New York, 
Grosset & Dunlap [1974] [30] p.°col, illus. 
32 cm. [QL668.82] 73-19201 ISBN 6-448- 
11721-5 2.95 

I. Frogs. I. Holt, Michael, joint author. IT. 
Title. 


COLLINS, Joseph T. 598.1'09781 
Amphibians and reptiles in Kansas / by 
Joseph T. Collins. Lawrence : University of 
Kansas, 1974. ix, 283 p. : ill. ; 23 cm. 
(Public education series ; no. 1) (University 
of Kansas publications) Includes index. 
Bibliography: p. 245-268. [QL653.K3C64] 
74-186328 5.00 

1. Reptiles—Kansas. 2. Amphibians— 
Kansas. I. Title. II. Series: Public education 
series ; no. I. 


` GRIFFIN, Donald 


Redfield, 1915-- 

Bird migration / by Donald R. Griffin ; ill. 
by Helen C. Lyman. New York : Dover 
Publications, [1974] x, 180 p. : ill. ; 22 om. 
Includes index. Bibliography: p. [173]-174. 
[QL698.9.G7 1974] 74-76321 ISBN 0-486- 
20529-0 pbk. : 2.25 

i. Birds—Migration. L. Title. 


OBERHOLSER, Harry 
Church, 1970-1963. 
The bird life of Texas. Paintings by Louis 
Agassiz Fuertes. Edited, with distribution 
maps and additional material, by Edgar B. 
Kincaid, Jr. With the assistance of Suzanne 
Winckler and John L. Rowlett. Pref. by 
Pat I. Nixon. Foreword by John W. 
Aldrich. Austin, University of Texas Press 
[1974] 2 v. (xxviii, 1069 p.) illus. (part 
col.) 31 cm. (The Corrie Herring Hooks 
series, no. 1) Bibliography: v. 2, p. 1027- 
1057. [QL684.T4023 1974] 73-21216 

ISBN 0-292-70711-8 60.00 
1. Birds—Texas. I. Fuertes, Louis Agassiz, 
1874-1927, illus. II. Title. 


CLARKE, Herbert. 598.2°978 
Birds of the West / Herbert Clarke and 
Arnold Small. South T : E 5 
Barnes, [1974] c1969. 
[QL683.W4C55 1974] 70-85195 Fisen 0. 
498-06965-6 : 30.00 

1. Birds—The West. I. Small, Arnold, joint 
author. IT. Title. 

Prepared from C.I.P. 


MORCOMBE, Michael K. 598.2994 
Michael Morcombe’s Birds of Australia. 
ar York : Scribner, [1974] c1971. 79, [1] 
: ill. (some col.) ; 30 cm. Includes index. 
Bibliography: p. [80] [QL693.M65 1974] 
73-7166 ISBN 0-684-13553-1 : 7. 95 
1. Birds—Australia—FPictorial works. I. 
Title: Birds of Australia. 


*COOK, Joseph J. 598.43 
Wonders of the pelican world. [by] Joseph 
J. Cook and Ralph W. Schreiber. New 
York Dodd, Mead 1974 64 p. illus. 24 cm. 
(Dodd, Mead Wonders books) (QL696.P4] 
73-19086 ISBN 0-396-06935-5 4.50 

1, Pelicans. I. Schreiber, Ralph W. Il. Title. 


ROEVER, J. M. 598.4°41 
The brown pelican, written and illustrated 
by J. M. Roever. Austin, Tex., Steck- 
Vaughn [1974] p. cm. Describes the 
appearance, behavior, life cycle, and 
ecological relationships of the brown 
pelican, now an endangered species. 
[Q696 P47 -P47R63] 74-10982 ISBN 0-8114- 
7766-5 

J. hone pene ae literature. I. 
Title. 

Prepared from C.I.P. 


TUBBS, Colin Rodney. 598.91 
The buzzard [by] Colin R. Tubbs. Newton 
Abbot, [Eng.] David & Charles [1974] 199 
p. illus, maps. 22 cm. Includes 
bibliographical references. [QL696.F32T82] 
74-78245 ISBN 0-7153-6323-9 

1. Buteo buteo. 2. Birds—Great Britain. I. 
Title. 

Distributed by David & Charles Vermont; 
13.95. 


THURAU, K. 
Kidney and urinary tract physiology, 


598.29764 


edited by Thurau. London, 
Butterworths; Baltimore, University Park 
Press [1974] 427 p. illus. 24 cm. 


(Physiology, series one, v. 6) Includes 
bibliographical references. [QP1.P62 vol. 6] 
[QP248] 599°.01°49 74-2129 ISBN 0-8391- 
1055-3 19.50 

1. Urinary organs. 2 Kidneys. I. Title. I. 


598.252 . 


599”.01°08 s ` 


Series. II. MTP international review of 


science. 


WIDDICOMBE, J. G. 599°.01°2 
Respiratory physiology by J. G. 
Widdicombe. London, University Park 
Press [1974] 381 p. illus. tables 24 cm. 
(Physiology, series one, v.* 2) (MTP 
international review of science) [QP1.P62 
vol.2] [QP121] 73-18475 ISBN 0-8391- 
1051-0 


1. Respiration. I. Title. IT. Series. 
Distributed by University Park Press 
Baltimore for 19.50. 


BRANDES, David. 599’.01°6 
Male accessary sex organs: structure & 
function in mammals. [Edited by] David 
Brandes. New York, Academic Press, 
1974. p. cm. Includes bibliographies. 
[QP253.B7] 73-18941 ISBN 0-12-125650-2 
39.50 


i. Generative organs, Male. 2. Hormones,’ 


Sex. [ Title. 
Prepared from C.I.P. 


INTERNATIONAL Symposium 599.016 
on Basic Biology, 3d, Salvador, Brazil, 
1973. 

Physiology and genetics of reproduction; 

[proceedings] Edited by Elsimar M. 

Coutinho and Fritz Fuchs. New York, 

Plenum Press [1974- p. cm. (Basic life 

sciences, v. 4) Includes bibliographies. 

[QP251.1647 1973] 74-17494 ISBN 0- 306- 

36591-X 32.50 

1. Reproduction—Congresses. 2. 

Genetics—Congresses. L Coutinho, 

Elsimar M., ed. If. Fuchs, Fritz, 1918- ed. 

II. Title. 

Prepared from C.I.P. 


CARTER, Carol Sue, 599.0166 
-1944- comp. 

Hormones and sexual behavior. 
Stroudsburg, Pa., Dowden, Hutchinson & 
Ross [1974] xiii, 362 p. illus. 26 cm. 


(Benchmark papers in animal behavior, v. 
1) Includes bibliographies. [QL761.C36] 
73-16239 ISBN 0-87933-059-7 

I. Sexual behavior in animals—Addresses, 
essays, lectures. 2. Hormones, Sex— 
Addresses, essays, lectures. 3. Mammals— 
Behavior—Addresses, essays, lectures. 1. 
Title. 

Distributed by J. Wiley; 20.00. 


GAMBARIAN, P. P. 599’.01°852 
How mammals run: anatomical adaptations 


[by] P. P. Gambaryan. Translated from | 


Russian by Hilary Hardin. New York, 
Wiley [1974] p. cm. ”A Halsted Press 
book.” Translation of Beg 
milekopitayushchikh. Bibliography: p. 
[QL739.G3513] 74-16190 ISBN 0-470- 
29059-5 26.75 

I. Animal locomotion. 2. Adaptation 
(Biology) 3. Mammals. I. Title. 

Prepared from C.I.P. 


LEWIN, Roger. 599.0279 
In defense of the body; an introduction to 
the new immunology. [lst ed.] Garden 
City, N.Y., Anchor Press, 1974. p. cm. 
Includes bibliographical references. 
{QR181.L48] 74-4900 ISBN 0-385-00379- 
X 2.50 (pbk.) 

1. Immunology. £ Title. 

Prepared from C.LP. 


BURNET, Frank 
Macfarlane, Sir, 1899- 
Intrinsic mutagenesis, a genetic approach 
to ageing / Sir Macfarlane Burnet. New 
York : J. Wiley, [1974] ix, 244 p. : graphs ; 
23 çm. (A Wiley biomedical-health 
publication) Includes index. Bibliography: 


599.037 


83 


p. {227}-237. [QP86.B82 1974] 74-6978 
ISBN 0-471-12440-0 : 18.50 
“1. Aging. 2. Mutagenesis. I. Title. 


SYMPOSIUM on the 599°.03°72 
Theoretical Aspects of Aging, Miami, 
Fla., 1974. 

Theoretical aspects of aging; [proceedings] 

Edited by Morris Rockstein. Associate 

editor: Marvin L. Sussman. Associate 

editor: Jeffrey Chesky. New York, 

Academic Press, 1974. xi, 192 p. illus. 24 

cm. Includes bibliographies. [QP86.S9 

1974] 74-12451 ISBN 0-12-591655-8 9.50 


1. Aging--Congresses. I. Rockstein, 
Morris, ed. IT. Title. 
CONFERENCE on 599°.05°6 


Reproductive Behavior, Orezon Regional 

Primate Research Center, 1973. 
Reproductive behavior. Edited by William 
Montagna and William A. Sadler. New 
York, Plenum Press [1974] viii, 376 p. 
illus. 26 cm. (Advances in behavioral 
biology, v. 11) Papers from the conference 
planned by the Center for Population 

esearch, of the National Institute of Child 
Health and Development, and the Oregon 
Regional Primate Research Center. 
Includes bibliographies. [QL761.C645 
1973] 74-14728 ISBN 0-306-37911-2 26.00 
1. Sexual behavior in animals—Congresses. 
2. Reproduction—Congresses. I. Montagna, 
William, ed. II. Sadler, William A., ed. II]. 
United States. National Institute of Child 
Health and Human Development. Center 
for Population Research. IV. -Oregon 
Regional Primate Research Center, 
Beaverton. V. Title. 


LAWRENCE, M. J. 599.0942 
Mammals of Britain; their tracks, trails and 
signs, [by] M. J. Lawrence [and] R. W. 
Brown. [rev. ed] London, Blandford Press, 
1973, c1967] 298 p. illus. 23 cm. 
ibliography: p. 287-292. [(QL727.L3] 
L Mammals—Great Britain. 2. 
Mammals-—-ldentification. I. Brown, R. Wa 
joint author, I. Title. 

Distributed by Transatlantic Arts, 
Levittown, N.Y., for 8.95. L.C. card no. 
for original ed.: 67-96484. 


LOWERY, George Hines, 
1913- 

The mammals of Louisiana and its adjacent 
waters, by George H. Lowery, Jr. 
Illustrated by H. Douglas Pratt. [Baton 
Rouge] Published for the Louisiana Wild 
Life and Fisheries’ Comm:ssion by the 
Louisiana State University Press [1974] 
xxiii, 565 p. illus. (part col.) 27 cm. 
Bibliography: p. 521-539. [QL719.L8L68] 
73-89662 ISBN 0-8071-0609-7 12.95 

I. Mammals—Louisiana. I. Louisiana. Wild 
Life and Fisheries Commission. IT. Title. 


WILLIAMS, Clayton, 599°.0978 
comp 

Animals tales of the West / [compiled] by 

Clayton Williams. San Antonio : Naylor 

Co., [1974] p. cm. [QL791. W536] Ya- 

22404 ISBN 0-8111-0538-5 :8.95 ISBN 0- 

8111-0538-5 : 8.95 

I. Animals, Legends and stories of. 2. 

Zoology—The West. I. Title. 

Prepared from C.I.P. 


MORCOMBE, Michael K. 599°.270994 
Michael Morcombe’s Australian marsupials 
and other native mammals. New York : 
Scribner, [1974] c1972. 98 p. : ill. (some 
col.) ; 30 cm. Includes index. [QL733.M67 
1974] 73-9324 ISBN 0-684-13597-3 : 7.95 

1. Mammals—Australia—Pictorial works. 
2. Marsupialia—Australia—Pictorial works. 
I. Title: Australian marsupials and other 
native mammals. 


599°.09°763 


84. 


* others] Designed by Joan Stoliar. 


BOURNE, Geoffrey 
Howard, 1909- 
Primate odyssey / by Geoffrey H. Bourne. 

New York : Putnam, [1974] 479 p. : ill 
25 cm. Includes index. Bibliography: p. 
463-470. [QL737.P9B74 1974] 73-78596 
ISBN 0-399-11200-6 : 9.95 
I. Primates—Behavior. 
Evolution. I. Title. 


HOLLOWAY, Ralph L. 599°.8°045 
Primate aggression, territoriality, and 
xenophobia: a comparative perspective, 
edited by Ralph L. Holloway. New York, 
Academe Press, 1974. xiv, 513 p. illus. 24 
Includes bibliographies. 
[QL737. P9H76] 73-18954 ISBN 0-12- 
352850-X 29.50 
I. Primates—Behavior. 2. Aggressive 
behavior in animals. I. Title. 


MOODY, Elizabeth. 599.884 
Patty Cake. Photos. by phctographers of 
the New York times: Neal Boenzi [and 
[New 
York] Quadrangle [1974] 89 p; illus. 24 
cm. [QL795.G7M66 1974] 73-90185 ISBN 
0-8129-0433-8 2.95 

1. Gorillas—Legends and stories. 2. 
Gorillas—Pictorial works. I. Title. 


COOK, Joan Marble. 599°.9 
In defense of Homo sapiens / Joan Marble 
Cook. New York : Farrar, Straus and 
Giroux, 1974. p. cm. Includes index. 
Bibliography: p. [GN280.7.C66] 74-23647 
ISBN 0-374-17552-7 : 7.95 

1. Man—Animal nature. 2. Psychology. 3. 
Economics. 4. Political science. I. Title. 
Prepared from C.LP. 


599°.8°045 


2 Primates— 


600 TECHNOLOGY 


ENGINEERING graphics 604.2 
[by] Frederick E. Giesecke [and others] 2d 
d. New York, Macmillan [1975, i.e. 1974] 
p. [T353.E62 1975] 73-18769 ISBN 0-02- 
342720-5 12.95 

i. Engineering graphics. I Giesecke, 
Frederick Ernst 1869- 

Prepared from C.I.P. 


EPSTEIN, Samuel S. 604.7 
The legislation of product safety. Samuel S. 
Epstein and Richard D. Grundy, editors. 
Cambridge, MIT Press [1974] 2 v. 26 cm. 
Contents.—v. 1. Consumer health and 
product hazards—chemicels, electronic 
products, raciation—v. 2. Consumer 
health and product hazards—cosmetics and 
drugs, pesticides, focd additives. 
(T55.3.H3E67] 74-14668 ISBN 0-262- 
05013-7. 15.00 ea. 

1. Hazardous substances. 2. Product safety. 
I. cae Richard D., joint author. I. 
Title. 


UNITED Nations Educational, 
Scientific and Cultural Organization. 
Technical and vocational teacher education 
and training. Paris, 1973. 240 p. illus. 21 
cm. (Its Monographs on education, 8) 
Issued also in French. Bibliography: p. 
231-237. [T65.3.U54 1973] 74-179615 
ISBN 9-231-01097-2 
1. Technical education—Teacher training. 
2. Vacational education—Teacher training. 
I. Title. If. Series. 
Distributed by Unipub; 6.40 (pbk.). 


ATKINSON, Frank, 1924- 609.428 
The industrial archaeology of north-east 
England (the counties of Northumberland 
and Durham and the Cleveland district of 
Yorkshire). Newton Abbot, North Pomfret, 
Vt, David & Charles [1974] 2 v. illus., 


607 


maps. 22 cm. {Industrial archaeology of 
the British Isles) Bibliography: v. 1, p. 203- 
209 [T26.G7A82] 74-183156 ISBN 0- 
7.53-5911-8 (v. 1) 15.50 (v. 1.); 12.00 (v. 


2. 
1. Industrial archaeology—England. I. 
Title.’ 


Medicine 610-619 


CHEYNE, George, 1671-1743. 610 
The letters of Dr. George Cheyne to the 
Countess of Huntingdon. Edited, with an 
introd. by Charles F. Mullett. [Norwood, 
Fa.] Norwood Editions, 1974. p. cm. 
Reprint of the 1940 ed. publisked by the 
Huntington Library, San Marino, Calif., in 
series; Huntington Library publications. 
[R489.C45A4. 1974] 74-11404 7.50 

i. Cheyne, George,® 1671-1743. 2. 
Huntingdon, Selina (Shirley) Hastings, 
Countess of, 1707-1791. 3. Medicine— 
i5th-18th centuries. I Huntingdon, Selina 
(Shirley) Hastings, Countess of, 1707-1791. 
if, Mullett, Charles Frederic, 1902- ed. III. 
Title. IV. Series: Henry E. : Huntington 
Library and Art Gallery, San Matino, 
Calif Huntington Library publications. 
Prepared from C.I.P. 


MARTIN, M. W. 610 
Miracles in medicine, by M. W. Martin. 
Middle ee N.Y., J. David Publishers 
[1974] p. cm. [Ri17. M343] 73-80419 
ISBN 0-8246-0159-9 10.00 

1. Medicine—Addresses, essays, lectures. 


2. Therapeutics—Addresses, essays, 
Jectures. I. Title. 

Prepared from C.I.P. 

*ADVANCES in biomedical 610.28 


engineering edited by J. H. U. Brown and 
James F. Dickson, III. 

Vol. 4, 1974 is available from- Academic 
Press, N.Y., for 34.50. ISBN 0-12-004904- 


X. L.C. card no.: 71-141733 
HICKS, Robert, 1924- 610.28 
Laboratory instrumentation, edited by 


Robert Hicks, Jerald R. Schenken [and] 


Mary Ann Steinrauf. With special 
assistance of C. . McWhorter. 
Hagerstown, Md., Medical Dept., Harper 


& Row [1974] xiv, 224 p. illus. 24 cm. 
Includes bibliographies. [RB36.2.H5] 74- 
8453 ISBN 0-06-141190-0 9:95 , è 

I. Medical laboratories—Equipment and 
supplies. I. Schenken, Jerald R., 1933- joint 


author. I. Steinrauf, Mary Ann, 1931- 
Joint author. Ill. Title. 
LASER applications in 610.28 


medicine and biology. Edited by M. L. 
Wolbarsht. New York, Plenum Press, 
1971- v. 24 cm. Includes bibliographical 
references. [R895.L35] 77-128514 ISBN 0- 
306-37162-6 (v. 2) 27.50 

I. Lasers in medicine. 2. Lasers in biology. 
I Wolbarsht, M. L., 1924- ed. 


*RAY, Charles Dean. ed. 610.28 
Medical engineering Chicago, Year Book 
Medical Publishers, [1974] xxvii, 1256 p. 
illus. 30 cm. Includes bibliographical 
references. [RA395.A3] 73-77495 ISBN 0- 
8151-7113-7. 90.00 

1. Health facilities—United States. I. Title. 


KEYES, Fenton 610.69°53 
Aim for a job in the allied health feld by 
Fenton Keyes. New York, Richards Rosen 
Press 1974 189 p. Illus. 22 cm. Discusses 
the opportunities in the necessary personal 
and: educational requirements for such 
careers in the health field as medical 
assistant, pharmacist, science writer, 


oo he ee See a 


physical therapist, and nutritionist. 
TROOT, A4K48] Pa 91273 ISBN 0-8239- 
0297-8 3.99 

1. Allied health personnel— Vocational 
guidance. I. Title. 


STORLIE, Frances. 610.696 
Patient teaching in critical care, by Frances 
Storlie. Contributing authors: Ilse Wolff 
[and] Elizabeth Rambouslk. New York, 
Appleton-Century-Crofts [1974] p. cm. 
Includes bibliographical references. 
[RT87.S86] 74-17226 ISBN 0-8385-7758-4 
7.95 


1, Nursing as a profession. 2. Nurse and 
patient. 3. Health attitudes. I. Title. 
Prepared from C.I.P. 

e 


BROWN, Sanford Jay. 610’.771173 
Getting into medical school; the 
premedical student's guidebook. 
Woodbury, N.Y., Barrons Educational 


Series, inc. [1974] p. cm. A guide for the 
aspiring medical student covering how to 
prepare for medical school, how to apply, 
and what to do in the event of acceptance 
Be Tojsction. (R745.B73] 74-13891 1.95 


l. Medical colleges—United States— 
Admission. 2. Premedical education. I. 
Title. 

Prepared from C.I.P. 


PAYNE, Dorris B. 610.7368 
Psychiatric-mental health nursing / by 
Dorris B. Payne. Flushing, N.Y. : Medical 
Examination Pub. Co., 1974. 140 p. ; 22 
cm. (Nursing outline series) Includes 
bibliographies and index. [RC440.P38] 74- 
186934 ISBN 0-87488-379-2 : 4.50 

4. Psychiatric nursing. I. Title. 


HALE, Geoffrey. 610.924 B 
A doctor in practice [by] Geoffrey Hale 
and Nesta Roberts. London, Boston, 
Routledge & K. Paul, 1974. ix, 181 p. 23 
cm. [R489.H19A33 1974] 73-86573 ISBN 
0-7100-7745-9 8.25 


I. Hale, Geoffrey. 2.  Physicians— 
Correspondence, reminiscences, etc. 3. 
Medicine—Great Britain. I. Roberts, 
Nesta, joint author. IT. Title. 

HUME, Edward Hicks, 610.951 


1876-1957. 
The Chinese way in medicine / by Edward 
H. Hume. Westport, Conn. : Hyperion 
Press, "1974, 01940. p. cm. Reprint of the 
ed. published by the Johns Hopkins Press, 
Baltimore, which was issued as v. 4 of the 
Publications of the Institute of the History 
of Medicine, Johns Hopkins University, 3d 
ser, The Hideyo Noguchi lectures. 


Includes index. Bibliography: p. [R601.H85 


DN 74-10103 ISBN 0-88355-168-3 

d. Medicine, Chinese. I. Title. II. Series: 
Johns Hopkins University. Institute of the 
History of Medicine. Publications. 3d ser., 
The Hideyo Noguchi lectures ; v. Ti 
Prepared from C.I.P. e 


DAWSON, Helen Lucerne, 1904- 611 
Basic human anatomy / Helen L. Dawson. 
2d ed. New York : Appleton-Century- 
Crofts, 1974. xiv, 375 p., [2] fold. leaves of 
plates : ill, ; 29 cm. Includes index. 
[QM23.2.D39 1974] 72-87196 ISBN 0- 
8385-0574-2 : 13.95 « 

1. Anatomy, Human. I. Title. 


HOLUINSHEAD, William Henry, 
1906- 

Textbook of anatomy [by] W. Henry 
Hollinshead. 3d ed. Hagerstown, Md., 
Medical Dept., Harper & Row [1974] x, 
985 p. illus. 27 cm. Includes bibliographies. 
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[QM23.2.H57 1974] 74-6057 ISBN 0-06- 
141262-7 25.00 
1. Anatomy, Human. I. Title. 


*ROHEN, Johannes W. 611 
Practical anatomy; regional and clinical, by 
Johannes W. Rohen, translated by David 
Briggs and Paola Nawrocki, American 
edition revised by Louis L. Bergmann. 
[New York] Futura, 1973, [ie.197¢] v 1, 
274 p. illus. (some col.) 26 cm. Translation 
a soe Anatomie [QA232.2] 
1. Anatomy, Human. T. Title. 


MONTGOMERY, Royce L. 611.0076 
Human anatomy review / Royce L. 
Montgomery and Mary C. Singleton. New 
York : Arco Pub. Co., [1974] [12], 304 p.: 
ill. ; 26 cm. (Arco medical review series) 


Bibliography: 12th prelim. page. 
[QM32.M65] 73-84571 ISBN 9-668- 
03368-1 : 8.00 


i. Anatomy, —Human—Examinations, 
questions, etc. I. Singleton, Mary C., joint 
author. If, Arco Publishing Company, New 
York. TII. Title. 


*NILSSON, Lennart. 611.013 
Behold man; a photographic journey of 
discovery inside the body [by] Lennart 
Nilsson in collaboration with Jan Lindberg, 
text by David H. Ingvar [and others], 
translator Ilona Munck, drawings by Bernt 
Forsblad. Boston, Little, Brown, [1974, 
c1973]. 254 p. col. illus. 27 cm. [QM33] 
73-14087 ISBN 0-316-60751-7 25.00. 

1. Anatomy, human charts, diagrams, etc. 
Ł Title. 


OSBORNE, Neville N. 611.0188 
Micro-chemical analysis of nervous tissue 
{by] Neville N. Osborne. [lst ed.] Oxford, 
New York, Pergamon Press [1974] P cm. 
(Methods in life iences, ) 
[QP356.3.082 1974] 74- 17043 ISBN 0-08- 
018100-7 20.00 

1. Brain chemistry 2. Microchemistry. I. 
Title. 

Prepared from C.I.P. 


LIPSCOMB, David M. 6117.0189°85 
An introduction to the laboratory study of 
the ear, by David M. Lipscomb. 
Springfield, Ill, Thomas [1973, ie.1974] 
p. Includes bibliographical references. 
[QM507.L56] 73-8924 ISBN 0-398-02938- 


.5 19.75 


1. Ear. 2. Histology—Technique. I. Title. 
Prepared from C.I.P. 


BARR, Murray Llewellyn, 6117.8 
19 


The human nervous system : an anatomical 
viewpoint / Murray L. Barr. 2d ed. 
Hagerstown, Md. : Medical Book Dept., 
Harper & Row, [1974] x, 408 p. : ill. ; 26 
cm. Includes bibliographies and index. 
[QM455.B37 1974] 74-3994 ISBN 0-06- 
140313-X : 12.95 

J. Central nervous system. I. Title. 


LINDEN, Ronald James. 612 
Recent advances in physiology. Edited by 
. J. Linden. [9th ed.J Edinburgh, 
Churchill Livingstone; [distributed by 
Longman, New York] 1974. ix, 467 p. 
illus. 23 cm. "Number nine.” First-7th ed. 
edited by C. A. L. Evans; 8th ed. by R. 
Creese. Includes bibliographies. 
[QP31.2.L55 1974] 73-88901 ISBN 0-443- 
01006-4 32.50 
1. Physiology. I. Creese, Richard, ed. 
Recent advances in physiology. H. Title. 


*NOEL, Janet 612 
The human body. New York] Grosset & 
Dunlap [1974, c1973] 48 p. illus (part. 


col.) 29 cm. (Visual books) [QM33] 3- 
21355 ISBN 3-448-11732-0 2.95 
1. Anatomy, Human-—Charts, diagrams, 

etc.—Juvenile literature. I. Title. 


PANSKY, Ben. 612 
Dynamic anatomy and physiology. New 
York, Macmillan [1974] p. cm. Includes 
bibliographies. [QP34.5.P36] 73-13170 
ISBN 0-02-390740-1 10.95 

4. Human physiology. 2. Anatomy, 
Human. I. Titile. 

Prepared from C.I.P. 


STONEHOUSE, Bernard. 612 
The way your body works / chief 
contributor, Bernard Stonehouse ; 
[contributors, John Brotherhood, Rosalind 
Ridley]. New York : Crown Publishers, 
1974. 95 p. : ill. ; 32 cm. Includes index. 
[QP34.5.S76 1974] 74-80724 9.95 

i. Human physiology. I. Brotherhood, 
John, joint author. II Ridlay, Rosalind, 
joint author. TI. Title. 


TEACHING the basic 612’.007°11 
medical sciences, human biology : report of 
a Macy conference / edited by John Z. 
Bowers and Elizabeth F. Purcell New York 
: Josiah Macy, Jr., Foundation : distributed 
by Independent Publishers Group, [1974] 
vii, 154 p. ; 23 cm. Includes bibliographical 
references and index. [QP39.T4] 74-82069 
ISBN 0-914362-14-3 : 7.50 

1. Human biology—Study and teaching 
(Higher) 2. Medical education. I. Bowers, 
John Z, 1913- ed. II. Purcell, Elizabeth, 
ed. HI. Josiah Macy, Jr, Foundation, New 
York. 


HOLMES, Frederic 
Lawrence. 
Claude Bernard and animal chemistry : the 
emergence of a scientist / Frederic 
Lawrence Holmes. Cambridge : Harvard 
University Press, 1974. xx, 541 p. : ill. ; 25 
cm. ”A Commonwealth Fund book.” 
Includes index. Bibliography: p. 467-483. 


612’.0092’4 B 


[QP26.B5H64] 73-88497 ISBN 0-674- 
13485-0 : 18.00 
1. Bernard, Claude, 1813-1878. 2. 


Physiology, Experimental—History. I. 
Title. 

*ADVANCES in lipid 612.015 
research. 


Vol. 12, 1974, edited by Rodolfo Paoletti 
[and] David Kritchevsky, is available from 
Academic Press, New York, for 29.50. 
ISBN 0-12-024912-X. L.C. card no. for 
original ed.: 63-22330 


DAVENPORT, Horace 
Willard, 1912- 
The ABC of acid-base chemistry; the 


612.015 


elements of physiological blood-gas 
chemistry for medical students and 
physicians. 6th ed. Rev. Chicago, 


University of Chicago Press [1974, c1947]. 
vii, 124 p. illus. 24 cm. Bibliography: p. 
123-124. [QP521.D3] 73-90943 ISBN 0- 
226-13705-8 8.00 

I. Physiological chemistry. [. Title. 

Pbk. 3.45, ISBN 0-226-13703-1. L.C. card 
no. for original ed.: 50-3237. 


*COLOWICK, Sidney P., 
comp. 

Methods in enzymology. 
Vol XXX, Part F, 1974, Nucleic acids and 
proteins synthesis, edited by Kivie 
Moldave and Lawrence Grossman is 
available from Academic Press, N.Y. for 
35.008 ISBN 0-12-181893-4. L.C. card 
no.: 74-3577. 


612.0151 
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ASILOMAR Workshop —_612’.01524’08 s 
on the Geochemical Environment in 
Relation to Health and Disease, 1972. 

The relation of selected trace elements to 

health and disease. Washington, National 

Academy of Sciences, 1974. p. cm. 

(Geochemistry and the environment, v. 1) 

"Under the auspices of the Subcommittee 

on the ' Geochemical Environment in 

Relation to Health and Disease, U.S. 

National Committee for Geochemistry.” 

"Made possible by the National Science 

Foundation under contract NSF-C310, task 


order 206.” Includes bibliographies. 
[RA565.G45 vol. 1] [RA565.A1] 
612’.01524 74-13309 ISBN 0-309-02223-1 
8.50 (pbk.). 


1. Environmental health—Congresses. 2. 
Trace elements—Congresses. 3. Medical 


geography—Congresses. I. United States. 
‘National Committee for Geochemistry. 


Subcommittee on the Geochemical 
Environment in. Relation to Health and 
Disease. II. Title. II. Series. 

Prepared from C.I.P. 


GEOCHEMISTRY and 612’.01524’08 


the environment. Washington, National 
Academy of Sciences, 1974- v. illus. 28 
cm. "Trilogy on the environment 
undertaken by the NAS-NRC 
Subcommittee on the Geochemical 
Environment in Relation to Health and 
Disease.” Includes bibliographies. 


[RA565.G45] 74-13310 8.50 (pbk.). 

1. Environmental health. 2. Geochemistry. 
I. United States.. National Committee for 
Geochemistry. Subcommittee on the 
Geochemical Environment in Relation to 
Health and Disease. 


+ : 
GARAY, Alfonso de L 612.044 
Genetic and anthropological studies of 
Olympic athletes edited by Alfonso L. de 


Caray, Louis Levine [and] J. E. Lindsay 


Carter. Contributing editors: Lourdes Cobo 
de Gallegos [and others] New York, 
Academic Press, 1974. xvii, 236 p. illus. 24 
cm. Results of a project, named the 
Program of Genetics and Human Biology, 
established through the Organizing 
Committee of the XIXth Olympic Games 
and the National Commission of Nuclear 
Energy of Mexico in 1967. Includes 
bibliographies. [GV435.G37] 74-1627 
ISBN 0-12-208650-3 14.50 

i. Athletes. 2. Anthropometry. 3. Physical 
anthropology. 4. Human genetics. T. 
Levine, Louis, 1921- joint author. H. 
Carter, John Edward Lindsay, 1932- joint 
author. III. Program of Genetics and 
Human Biology. IV. Title. 


*SYMPOSIUM on trimethoprim- 612.22 
sulfamethoxazole, Boston, 1972. 

Trimethoprim-sulfamethoxazole; 

microbiological, pharmacological, and 


clinical considerations, edited by Maxwell 
Finland and Edward H. Kass. Chicago, 
University of Chicago Press, [1974, c1973}. 
392 p. illus. 29 cm. Includes bibliographical 
references. [QD415.A1]} 73-9260 ISBN 0- 
226-24916-6 17.95 

1. Biological chemistry. 2. Pharmacology. 
I. Finland, Maxwell, comp. II. Kass, 
Edward H. joint comp. Hf. Title. 


SAUBERLICH, H. E. 612.3 
Laboratory tests for the assessment of 
nutritional status. Authors: H. E. 

Sauberlich, J. H. Skala [and] R. P. Dowdy. 

Cleveland, CRC Press [1974] 136 p. illus. 

27 cm. Originally appeared in CRC critical 
reviews in clinical laboratory sciences, v. 4, 
issue 3. Includes bibliographical references. 

[QP141.8334] 74-77908 ISBN 0- 878132: 
123-2 9.95 

i. Nutrition—Evaluation. 2. Nutrition 
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surveys—Laboratory , manuas. Í Skala, 
James H., joint author. IL Dowdy, R. P., 
joint author. TI. Title. 


CIMASONI, G. 6127.31 
The crevicular fluid [by] 3. Cimasoni. 
Basel, New York, S. Karger, 1974. vi, 122 
p- illus. 25 cm. (Monographs in oral 
science, v. 3) Bibliography: p. [106]-115. 
[RK 280.055] 74-187831 ISBN 3-8055- 
1699-1 

I. Gingival fluid. I. Title. II. Series. 
Distributed by Phiebig, White Plains, New 
York, 20.50. 


*YEAR book of 
endocrinology. 

The 1974 edition is now available from 
Year Book Medical Publishers, Chicago, 


612.4°058 


for 19.50. ISBN 0-8151-7602-3. L.C. 
card no.: 47-1974. 
RORVIK, David M. 612.6 


Good housekeeping woman’s medical 
guide / by David Rorvik and the editors of 
Good housekeeping ; with tke assistance of 
a medical board consisting of Eleanor 
Easley ... [et al]. New York : Good 
Housekeeping Books, [1974] x, 309 p. : ill. 
; 22 cm. Includes index. [RS121.R75] 74- 
80791 7.95 

i. Women—Health and hygiene. I Good 
housekeeping. IT, Title. HI. Title: Woman’s 
medical guide. 


BETHELL, Jean. 612.6007 
The illustrated family guide to life, love, 
and sex for pre-teens. From the original 
work of Jean Cohen [and cthers. Adapted 
from the original French work by Jean 
Bethell] New York, Grosset & Dunlap 
[1974] 60 p. illus. (part col.) 27 cm. 
Adapted from vol. 2. of Encyclopedie de la 
vie sexuelle: de la physiologie a’ la 
psychologie. Explains the reproductive 
process with, additional information on 
contraceptives and the psychology of early 


childhood behavior. [HQ53.B48] 74- 
181505 ISBN 0-448-11769-X 4.95 > 
Sex instruction for children. L. 


Encyclopedie de la vie: sexuelle de la 
physiologie a la psychologie. IT. Title. 
Lib. bdg. 5.99, ISBN 0-488-13222-2. 


GORDON, Sol, 1923- 612.6007 
Let's make sex a household word : a guide 
for parents and children / by Sol Gordon. 
New York : John Day Co., [1975, i.e.1974] 
p. cm. Includes index. Bibliography: p. 
(HQ57.G67* 1975] 74-9358 ISBN 0-381- 
98275-0 : 8.95 

1. Sex instruction for child-en. I. Title. 
Prepared from C:I.P. ; 


HANDMAN, Heidi. 612.6007 
The sex handbook : information and help 
for minors / Heidi Handman and Peter 
Brennan illustrated by Emmett 
McConnell. New York : Putnam, [1974] 
ix, 243 p. : ill. ; 22 cm. [HQ35.H35 1974] 
73- 37191 ISBN 0-399-11258-8 : 6.95 

I. Sex instruction for youth. I. Brennan, 
Peter, joint author. If. Title. 


SELZER, Joae Graham, 
1926- 
When children ask about sex; a guide for 


612.6007 


parents. Drawings by Linda Sturges. 
Boston, Beacon Press [1974] . cm. 
Bibliography: p. [HQ57.846] 74-4879 


ISBN 0-8070-2376-0 6.95 

i. Sex instruction. 2. Children’s questions 
and answers. I. Title. 

Prepared from C.I.P. 


WEIGLE, Oscar. 612.6°007 
e illustrated family guide to life, love, 
and sex for early chilchood. From the 


> APCRICAN DUVA PUDLICMING REUCWAU. 


oziginal work of Christiane Verdoux [and 
others..Adapted from the original French 
work by Oscar Weigle] New York, Grosset 
& Dunlap [1974] 44 p. col. illus. 27 cm. 
Adapted from vol. 1 of Encyclopedie de la 
vie sexuelle: de la physiologie a la 
psychologie. Adapted from vol. 1. of 
Encyclopedie de la vie sexuelle: de la 
Fhysiologie a la psychologie. Explains the 
reproductive process through the birth of a - 
toy. [HQ53.W44] 73-22728 ISBN 0-448- 
11662-6. 4.95 

children. I. 


> Sex instruction for 
Encyclopedie de la vie sexeulle: de la 


physiologie a la psychologie. IT. Title. 


HAROLD C. Mack Symposium 612.63 
on the Physiology and Pathology ` of 
Reproduction, 8th, Detroit, 1972. 

The placenta; biological and clinical 

aspects. Edited by Kamran S. Moghissi 

and E. S. E. Hafez. Springfield, Hl, 

Thomas [1974] xvi, 406 p. illus. 24 cm. 

Includes bibliographies. [RG591.H3 1972] 

73-13873 ISBN 0-398-02999-7 29.50 

1. Placenta. 2. Placenta—Diseases. I. 

Moghissi, Kamran S, ed. H. Hafez, E. S. 

E., 1922- ed. HI. Title. . 


VORHERR, Helmuth. 612.664 
The breast: morphology, physiology, and 
lactation. New York, Academic Press, 
1974. x, 282 p. illus. 24 cm. Bibliography: 
p. 251-269. [QP188.M3V67] 74-1635 
ISBN 0-12-728050-2 19.75 

1. Breast. 2. Breast—Diseases. 3. 
Lactation. I. Title. 


GREENBLATT, Robert 612.665 
Benjamin, 1906- 
The menopausal syndrome, edited by 


Robert B. Greenblatt, Virendra B. Mahesh 
{and] Paul G. McDonough. [New York] 
Medcom Press [1974] p. cm. (Medcom 
medical update series) [RG186.G73] 74- 
6093 ISBN 0-8463-0136-9 25.00 

1. Menopause. I. Mahesh, Virendra B., 
Joint author. IL McDonough, Paul G., 
1930- joint author. HI. Title. 

Prepared from C.I.P. 


*ESCH, Dortha , 612.7 
Evaluation of joint motion: methods of 
measurement and recording illustrations by 
Jean Magney Minneapolis, University of 
Minnesota Press, [1974, c1971] viii. 44 p. 
illus. 28 cm. Bibliography: p. 43 [QM131] 
73-93576 ISBN 0-8166-0714-1 4°75 (pbk.) 
E Joints. I. Lepley, Marvin joint author. JI. 
itle. 


ESCH, Dortha. 612’.76 
Musculoskeletal function; an anatomy and 
kinesiology laboratory manual, by Dortha 
Esch and Marvin Lepley. Illus. by Jean 
Magney. Minneapolis, University of 
Minnesota Press [1974] viii, 126 p. illus. 
28 cm. Bibliography: p. 123. [QP303.E83] 
73-93577 ISBN 0-8166-0716-8 6.50 


i. Auman mechanics—Laboratory 
manuals, 2 Kinesiology —Laboratory 
manuals. 3. Musculoskeletal system— 


Laboratory manuals. 
joint author. II. Title. 


HOPPER, Bernard J. 612.76 
The mechanics of human movement / B. J. 
Hopper. New York : American eae 
Pub. Co., [1974] t1973. viii, 175 p. 

23 cm. Includes index. [QP303.H66 974) 
73-13245 ISBN 0-444-19550-5 : 10.95. 

1. Human mechanics. I. Title. 


*INTERNATIONAL review 612.8°082 
of neurobiology. 

Vol. 16, 1974, ed. by Carl C. Pfeiffer and 
John R. Smythies, is now available from 


L Lepley, Marvin, 


DECEMBER 31,1974 


Academic, New York, for 29.50. ISBN 0- 
12-366816-6. L.C. card no. 59-13822. 


THE Biology of brains 612.82 
(proceedings of a symposium held at the 
Royal Geographical Society, London, on 
September 28 and 29, 1972) Edited by W. 
B. Broughton. [London] Institute of 
Biology; New York, Wiley [1974] xx, 290 
p. illus. 24 cm. (Symposia of the Institute 
of Biology, no. 21) “A Halsted Press 
book.” Includes bibliographies. 
(QP376.B62 1972] 74-178 ISBN 0-470- 
10630-1 19.95 

l. Brain—Congresses. 2, Auman 
behavior—Congresses. 3. Animals, Habits 
and behavier of—Congresses. 4. Biological 
control systems—Congresses. I. Broughton, 
W. B., ed. Il. Royal Geographical Society, 
London. Hf. Series: Institute of Biology. 
Symposia, no. 21.» 


SHEPHERD, Gordon M. 612.82 
The synaptic organization of the brain : an 
introduction / Gordon M. Shepherd. New 


York : Oxford University Press, 1974. xi, . 


364 p. : ill. ; 21 cm. Includes index. 
Bibliography: p. [329]-351. [QP376.S48] 
74-79630 ISBN 0-19-501793-5 pbk. : 4.95 

1. Brain. 2. Synapses. I. Title. 


*DAVSON, Hugh, 1909--ed. 
The eye; comparative phistology. 
Vol. 6, 1974, ed. by Hugh Davson and L. 
T. Graham, is available from Academic 
Press, N.Y., for 43.00. ISBN 0-12-206756- 
8. L.C. card no.: 61-10694. 


HELD, Richard, comp. 612°.84’08 
Image, object, and illusion; readings from 
Scientific American. With introductions by 
Richard Held. San Francisco, W. H. 
Freeman [1974] p. [QP495.H35] 74-11012 
ISBN 0-7167-0505-2 8.00 

1. Optical illusions—Addresses, essays, 
lectures. I. Scientific American. IT. Title. 
Prepared from C.I.P. Pbk. 4.50; ISBN 0- 
7167-0504-4. 


612.84 


ARMINGTON, John. 612.843 
The electroretinogram. New York, 
Academic Press [1974] p. cm. 
[RE79.E4A75] 73-18977 ISBN 0-12- 


062250-5 31.50 
1. Electroretinography. I. Title. 
Preparëd from C.I.P. 


TURK, Amos. 612.86 
Human responses to environmental odors, 
edited by Amos Turk, James W. Johnston, 
Jr. [and] David G. Moulton. New York, 
Academic Press, 1974. xii, 345 p. illus. 24 
cm. Includes bibliographies. [TD886.T87] 
73-9427 ISBN 0-12-387850-0 19.50 

l. Odors—Environmental aspects. 2. 
Odors—Psychological aspects. I. Johnston, 
James W., 1907- joint author. If. Moulton, 
David G., 1928- joint author. IIT. Title. 


KOGAN, Benjamin A. ° 613 
Health; man in changing erivironmen?. [by] 
Benjamin A. Kogan. 2d ed. New York, 
Harcourt Brace Jovanovich, [1974, c1970]. 
xiii, 790 p. illus. 24 cm. [RA776.K6934] 
73-15374 ISBN 0-15-535583-X. 10.95. 

1. Hygiene. [. Title. 

L.C. card no. for original ed.: 78-113709. 


LOHAUS, Adam H., 1905- 613 
Heaven or hell—sick or well : the ABC’s 
of complete ‘natural health / Adam H. 
Lohaus ; foreword by Maxwell Geismar. 
Ist ed. New York : Exposition Press, 
[1974] xii, 462 p. ; 24 em. [RZ440. L63] 
73-82090 ISBN 0-682-47747-8 : 10.00. 
pbk. : 5.00 

1. Naturopathy. [. Title. 


READ, Donald A. . 613°.07 
Creative teaching in health [by] Donald A. 
Read fand] Walter H. Greene. 2d ed. New 
York, Macmillan [1975, i.e. 1974] p. cm. 
Bibliography: p. [RA440.R4 1975] 73- 
20873 ISBN 0-02-398710-3 8.95 

1. Health education. I. Greene, Waiter H., 
joint author. II. Title. 

Prepared from C.I.P. 


HUGHES, D. T. D.. 613.113 
Tropical health Science; human and Social 
biology, by D. T. D. Hughes and P. T. 
Marshall. 2d ed. [New York], Cambridge 
University Press, [1974, cl967] 192 p. 
illus. 24 em. [RC961.H78] 73-84315 ISBN 
0-521-20304-X 3.45 (pbk.) 

l. Tropics—Diseases and hygiene. I. 
Marshall, P. T., joint author. I. Title. 

L.C. card no. for original ed.: 65-17520. 


MERRILL, Frances. 613.1794 
Nudism comes to America [by] Frances 
and Mason Merrill. Garden City, N.Y., 
Garden City Pub. [New York, AMS Press, 
1974] p. cm. Reprint of the 1932 ed. 
[GV450.M22 1974] 72-9773 ISBN 0-404- 
57476-9 18.00 

1. Nudism. I. Merrill, Mason, joint author. 
Il. Title. 

Prepared from C.I.P. 


FRIEDMAN, Abraham I., 
1911- 

Fat can be beautiful : stop dieting, start 
living : one-third of all Americans are 
overweight, of these, twenty million are 
born to be fat / by Abraham I. Friedman. 
New York Berkley Pub. Corp. : 
distributed by Putnam, [1974] 222 p. ; 22 
cm. [RC628.F74 1974] 73-93727 ISBN 0- 
399-11310-X : 6.95 

1, Corpulence. I. Title. 


*SZCZELKUN, Stefan A. 
Survival scrapbook. 


613.75 


613.69 


Vol. 3, 1974 is available from Schocken 
Books, N.Y. for 8.95; 3.95 (pbk.). L.C. 
card no.: 73-82211. 

BRIGGS, Megan M. 613.7 
Movement education; the place of 
movement in physical education [by] 
Megan M. Briggs. [lst American =l 
Boston, Plays, Inc. [1974] p. 
[GV443.B73] 74-12213 ISBN 0-8238. 
0172-1 9.95 


1. Physical education for children. I. Title. 
Prepared from C.I.P. 


ECKERT, Helen M. 613.7 
Practical measurement of physical 
performance [by] Helen M. Eckert. 


Philadelphia, Lea & Febiger, 1974. p. cm. 
(Health education, physical education, and 


recreation series) Bibliography: p- 
[GV436.E25] 73-16292 ISBN 0-8121- 
0473-0 9.50 


I. Physical fitness—Testing. I. Title. 
Prepared from C.I.P. 


HINRICHSEN, Gerda. 613.7 
The body shop : Scandinavian exercises for 
relaxation / Gerda Hinrichsen ; [drawings 
by Ilse Christensen]. ist ed. New York : 
Taplinger Pub. Co., 1974. 157 p. : ill. ; 22 
cm. Translation of Afspanding mod stress. 
[RA781.H513] 73-16959 ISBN 0-8008- 
0871-1 : 7.95 


i. Exercise. 2. Relaxation. 3. Stress 
(Physiology) I. Title. 
*LINDSEY, Ruth. 613.7 


Body mechanics; posture, figure, fitness 
[by] Ruth Lindsey, Ada Van Whitley [and] 
Billie J. Jones. 3d ed. Dubuque, Iowa, W. 
C. Brown, [1974, c1969]. xi, 93 p. illus. 23 


600 TECHNOLOGY 


cm. Accompanied instructor’s handbook. 
[GV436] ISBN 0-697-07122-7. 2.95 (pbk.) 

1, Physical fitness. I. Jones, Billie J, joint 
author II. Whitley, Ada Van, joint author. 
III. Title. 


*MCKENNA, Marylou. . 613.7 
Revitalize yourself! the techniques of 
staying youthful. Foreword by Joseph A. 
Bailey. New York, Barnes & None [1974, 
c1972] xii, 276 . illus. cm. 
Bibliography: p. 267-269. IRA781] ISBN 
0-06-463406-X 2.50 (pbk.) 

1. Physical fitness. I. Title. 


TEENAGE nutrition and 613.7043 
physique, by Ruth L. Huenemann [and 
others] Springfield, IN., Thomas [1974] vii, 
241 p. illus. 24 cm. Bibliography: p. 155- 
158. [RJ140.T43] 74-1013 ISBN 0-398- 
03135-5 9.75 

1. Youth—Health and hygiene. 2. Youth— 
Nulrition, 3. Corpulence. I  Huenemann, 

uth L. 


*RHODES, Russell L. 613.71 
Man at his best; how to be more youthful, 
virile, healthy, and handsome by Russell L. 
Rhodes Garden City, New York, 
Doubleday 1974 369 p. 22 cm. [GV341] 
73-22791 ISBN. 0-385-05906-X. 
Bibliography: p. 354-358. 8.95 

1. Physical fitness. I. Title. 


AFTERMAN, Ellen. 613.8 
Drugs and your life [by] Ellen Afterman 
[and] Clinton Sanders. Westchester, Ill., 
Benefic Press [1974] 96 p. illus. 24 cm. 
Examines reasons why people use and 
abuse drugs and describes the effects of 
various kinds of drugs. [HV5801.A29] 74- 
76801 ISBN 0-8175-8750-0 4.20 

1. Drugs—Juvenile literature. 2. Drug 
abuse—Juvenile literature. I. Sanders, 
Clinton, joint author. If. Title. 


*KLEINMAN, R. L. 613.94 
Systematic contraception. Edited for the 
IPPF Central Medical Committee by R. L. 
Kleinman London, International Planned 
Parenthood Federation, 1973. 82 p. illus. 
21 cm. Companion volume to: 
Intrauterine contraception vasectomy; 
abortion—Classification and techniques. 
{[RG136] 

1. Conception—FPrevention. I. Title. 
Distributed by International Publication 
Service, N.Y. for 7.50 (pbk.) 


*KLEINMAN, R. L. 613.942 
Male and female sterilization. Edited for 
the IPPF Central Medical committee by R. 
L. Kleinman. London, International 
Planned Parenthood Federation, 1973. 40 
p. 21 cm. A report of the meeting of the 
IPPF panel of experts on sterilization, held 
in Bombay, 11-14 January 1973, and 
approved by the IPPF Central Medical 
Committee in April 1973. [RA761] 

1. Conception—Prevention. I. Title. 
Distributed by International Publications 
Service, N.Y. for 4.50. (pbk.) 


WORKSHOP on Advances in 613.9435 
IUDs, Battelle Seattle Research Center, 
1973. 

Intrauterine devices: development, 

evaluation, and program implementation; 

[proceedings] Edited by Robert G. 

Wheeler, Gordon W. Duncan [and] J. 

Joseph Speidel. New York, Academic 

Press, 1974. xiv, 260 p. illus. 24 cm. 

"Organized by the Battelle Population 

Study Center.” ”Contract (AID/csd-2819) 

from the Office of Population, Technical 

Assistance Bureau, Agency for . 

International Development.” Includes 


87 


. 
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bibliographies. [RG137.3.W68 1973] 74- 
16340 ISBN 0-12-745550-7 16.50 

d. Intrauterine contraceptives. I. Wheeler, 
Robert G., ed. II. Duncan, Gordon W., ed. 
IHI. Speidel, John Joseph, 1937- ed. IV. 
Battelle Population Study Center. V. Title. 


FLEMING, Alice Mulcahey, 613.9°5 
928- 

Contraception, abortion, pregnancy, by 
Alice Fleming. [Ist ed.] Nashville, T. 
Nelson [1974] p. cm. Introduces the facts 
about sexual intercourse, contraception, 
abortion and its alternatives, pregnancy, 
and childbirth. [QP251.5.F55] 74-10268 
ISBN 0-8407-6396-4 5.95. 

i. Human reproduction—Juvenile 
literature. 2. Conception—Prevention— 
Juvenile literature. 3. Abortion—Juvenile 
literature. T. Title. 

Prepared from C.I.P. 


KRIMM, Irwinn F. 613.95 
Sex power and health for the middle-aged 
and senior, by Irwinn F. Krimm. [Seal 
Beach, Calif, Happy Health Pub. Co., 
[1974] 158, [2] p. 21 cm. Bibliography: p. 
160. [RA788.K74] 74-82897 3.00 (pbk.). 

1. Hygiene, Sexual. 2. Aged—Care and 
hygiene. 3. Middle age. I. Title. 


MCKEOWN, Thomas. 614 
An introduction to social’ medicine [by] 
Thomas McKeown [and] C. R. Lowe. 2d 
ed. Oxford, Blackwell Scientific, [1974, 
1966] xi, 356 p. 22 cm. [RA425.M315] 
ISBN 0-632-09310-2 


l. Hygiene, Public. I. Lowe, Charles 
Ronald, joint author. IT. Title. 
Distributed by J. B. Lippincott, 


Philadelphia, for 20.00. L.C. card no. for 
original ed.: 67-70635 


*TURNER, Clair E., 1890- 614.07 
I remember - -, by C. E. Turner. Ist. ed. 
New York, Vanta e, [1974] 179 p. 22 cm. 
[RA424] ISBN 0-533-0093-6 4.95 

i. Turner, Clair E, 1890- 2. Hygiene, 
Public—United States-History. I. Title. 


HOLDER, Angela Roddey. 614.19 
Medical malpractice law [by] Angela R. 
Holder. New York, Wiley [1975, c1974] 
p. cm. (A Wiley biomedical health 
publication) Bibliography: p. 
[RA1056.5.H64] 74-17221 ISBN 0-471- 
40615-5 22.50 

1. Malpractice—-United States. 2. Medical 
Jaws and legislation—United States. I. 
Title. 

Prepared from C.I.P. 


CAMPBELL, Rita Ricardo. 614.371 
Food safety regulation : a study of the use 
and limitations of cost-benefit analysis / 
Rita Ricardo Campbell. Washington 

American Enterprise Institute for Public 


Policy Research, 1974. 59 p. ; 23 cm. 
(AEI-Hoover policy studies ; 12) 
Bibliography: p. 55-59. [TX553.A3C35] 


74-14148 ISBN 0-8447-3138-2 pbk. : 3.00 
1. Food additives. 2. Cost effectiveness. L. 
Title. IT. Series. HI. Hoover Institution 
studies ; 47. 


MAUSNER, Judith S. 614.4 
Epidemiology; an introductory text [by] 
Judith S. Mausner [and] Anita K. Bahn. 
Philadelphia, Saunders, 1974. xi, 377 p. 
illus. 24 cm. Includes bibliographies. 
[RA651.M33] 73-89185 ISBN 0-7216- 
6180-7 14.00 

I. Epidemiology. J. Bahn, Anita K., joint 
author. IT. Title. 


*THE alcoholism digest 614.58 
annual: Volume 1, 1972-1973. Introduction 
by Morris E. Chafetz. Rockville, Md., 


88 


Information Planning Associates [1974] xi, 
411 p. illus. 29 em. [RC565] 35.00 
1. Alcoholism. 


Publisher’s address: 310 Maple Drive, 
Rockville, Baltimore, md. 20850. 
*BEYDA, Vivian, 614.5997598 


compiler 

Vitamin A deficiency and blindness 
prevention; proceedings of two seminars of 
the American Foundation for Overseas 
Blind and the Nutrition Foundation, June 
15, 1973 and January 11, 1974. New York, 
American Foundation for the Blind, [1974] 
74 p. illus. 28 cm. Bibliography: p. 68-71 
[RE91] 2.00 (pbk.) 


1, Blindness. I. Title. 
LEE, Kaiman. 614.771 
Air pollution : its effect on the urban man 


and his adaptive strategies / by Kdiman 
Lee. Boston : Environmental Design & 
Research Center, [1974] 52 leaves ; 29 cm. 
Bibliography: leaves 49-52. [TD883.1.L4] 
74-182905 8.00 

1. Air—Pollution. 2. Sulphur dioxide. 3. 
Carbon monoxide. 


RED Cross. United States. 
American National Red Cross. 
Lifesaving; rescue and water safety. [Text 
developed by Edmond J. Mongeon] 
Garden City, N.Y., Doubleday, 1974. 240 
p. illus. 22 cm. [GV837.R4 1974] 74-13256 
ISBN 0-385-06349-0 2.25 
I. Life-saving. 2. Swimming. 3. Aquatic 


614.871 


Sports—Safety measures. I. Mongeon, 
Edmond J. Il. Title. 
*GUIDE book to 614.852 


occupational safety and health. 1974 ed. 
[Chicago, Commerce Clearinghouse, 1974] 
384 p. 23 cm. [HD7261] 7.50 (pbk.) 

1. Industrial hygiene. 


SACKHEIM, George I. 615.076 
Programmed mathematics for nurses [by] 
George I. Sackheim [and] Lewis Robins. 
3rd. ed. New York, Macmillan [1974, 
ERED. ix, 251 p. 28 cm. [RT87.S35] 5.95 
pbk.) 

1. Arithmetic—Problems, exercises, etc. 2. 
Pharmacy—Problems, exercises, etc. I. 
Robins, Lewis, joint author. If. Title. 


L.C. card number for original ed.: 64- 
17866. 
MEYERS, Frederick H. 615°.1 


Review of medical pharmacology / 
Frederick H. Meyers, Ernest Jawetz, Alan 
Goldfien ; illustrated by Laurel V. 
Schaubert. 4th ed. Los Altos, Calif. : Lange 
Medical Publications, [1974] 721 p. : ill. ; 
26 cm. {A Concise medical library for 
practitioner and student) Includes 
bibliographies and index. [RM300.M48 
tees 74-80131 ISBN 0-87041-154-3 : 


i. Pharmacology. I. Jawetz, Ernest, joint 
author. Hf, Goldfien, Alan, joint author. II. 
Title. 


WITTERS, Weldon L. 615.1 
Drugs and sex [by] Weldon L. Witters 
[and] Patricia Jones-Witters. New York, 
Macmillan [1975, ie. 1974] ; 
[HY5801.W58] 73-19497 ISBN 0-02- 
428780-4 3.95 (pbk.). 

i. Drugs—Physiological effect. 2. Drug 
abuse. 3. Sex. 4. Birth control. I Jones- 
Witters, Patricia, joint author. IT. Title. 
Prepared from C.I.P. 


BECKER, Charles 
Earl, 1940- 
Alcohol as a drug: a curriculum on 
pharmacology, neurology and toxicology. 
Authors: Charles E. Becker, Robert L. Roe 


615°.323°279 


AMERICAN BOOK PUBLISHING RECORD 


[and] Robert A. Scott. [New York] 
Medcom Press [1974] p. cm. (Medcom 
medical update series) [RC565.B4] 74-6002 
ISBN 0-8463-0134-2 9.95 

i. Alcoholism. 2. Alcohol in the body. 3. 
Alcohol—Toxicology. I. Roe, Robert L. 
joint author. If, Scott, Robert Augustine, 
1938- joint author. III. Title. 

Prepared from C.I.P. 


EAGAN, Benjamin M. 615’.329 
Antimicrobial therapy [edited by] 
Benjamin M. Kagan. With contributions by 
73 authorities. 2d ed. Philadelphia, 
Saunders, 1974. xvi, 482 p. illus. 26 cm. 
Includes bibliographies. [RM267.K25 1974] 
74-4572 ISBN 0-7216-5231-X 22.00 
1. Antibiotics. I. Title. 
~OWBURY, Edward Joseph 615.329 
Lister. 
Drug resistance in antimicrobial therapy, 
>y E. J. L. Lowbury and G. A. J. Ayliffe. 
Springfield, IIL, Thomag (1973, i.e. 1974] 
p. (American lecture series, publication no. 
923. A monograph in the Bannerstone 
division of American lectures in living 
chemistry) [RM267.L63] 73-11041 ISBN 
0-398-02966-0 16.75 
1. Antibiotics. 2. Drug resistance in micro- 
organisms. I. Ayliffe, G. A. J, joint author. 
I. Title. 
Prepared from C.I.P. 


IMMUNOLOGICAL tolerance; 615’.36 
mechanisms and potential therapuetic 
applications. Edited [by] David H. Katz 
and Baruj Benacerraf. New York, 
Academic Press {(1974] pP. cm. 
Proceedings of an international conference 
held at Brook Lodge, Augusta, Mich., am 
27-May 1, 1974. Bibliography: 
(RIE. 145] 74-16469 ISBN 0-12- 401650. 
2 

1. Immunological tolerance—Congresses. 2. 
immunotherapy—Congresses. 3. 
Immunosuppressive agents--Congresses. I. 
Katz, David H., ed. II. Benacerraf Baruj, 
1920- ed. 

Prepared from C.I.P. 


THAKKUR, Chandrashekhar 
Gopalji. 

Introduction to Ayurveda, the science of 
life / by Chandrashekhar G. Thakkur. Rev. 
2d ed. New York : ASI Publishers, 1974. 
xx, 196 p. ; 24 cm. Includes bibliographical 
references and index. [R606.T52 1994] 74- 
75522 ISBN 0-88321-005-4 : 10.00 

I. Medicine, Hindu. I. Title. 


*RUSSELL, Phil R. 615.533 
‘The quack doctor, by Phil R. Russell, with 
Judy Alter. Fort Worth, Tex., Branch- 
Smith, [1974] xii, 194 p. front. illus. 23 
cm. [RZ336] 7174-76635 ISBN 0-87706-055- 
X 8.95 

I. Osteopathy. I. Alter, Judy, joint author. 
IT. Title. 


CATZEls, Pincus. 615’.542 
The baediatric prescriber / Pincus Catzel ; 
foreword by Sir Wilfrid Sheldon. 4th ed. 
Oxford : Blackwell Scientific Publications ; 


615.53 


Philadelphia distributed by A 
Lippincott, 1974. xvii, 339 p. : ill. ; 17 cm. 
Includes bibliographies and index. 


[RJ560.C3 1974] 74-186974 ISBN 0-632- 
00001-5 : 27.00 , 


L Pediatrics —Formulae, receipts, 

prescriptions. I. Title. , 

CONFERENCE on the Use and 615.58 
Regulation of Combination Drugs, 
Washington, D.C., 1973. 

Combination drugs; their use and 


regulation: proceedings. Edited by Louis 
Lasagna. New York, Stratton 


‘DECEMBER 31,1974 0 * 


Intercontinental Medical Book Corp., 


1974. -p. cm. [RM262.C62 1973] 74-14779 - 


ISBN 0-913258-23-7 12.50 

L. Chemotherapy, Combination— 
Congresses. I. Lasagna, Louis, 1923- ed. II. 
Title. 

Prepared from C.I.P. 


ABELSON, Neva M. 


615.6507 _ 


Topics in blood banking, by Neva M.” 


Abelson. [Philadelphia] Lea & Febiger 
[1974] p. cm. [RM172.A23 1974] 74-8253 
ISBN o-B121- 0499-4 9.75 

1. Biood banks. 2. Blood—Analysis and 
chemistry. I. Title. 

Prepared from C.I.P. 


DI CARLG, Frederick J., ed. 615.7 
Drug metabolism reviews. Ed. by 
Frederick J. Di Carlo. New York, M. 
Dekker. [1974-. Vv. tables 24 cm. 


[RM301.D78] 73-76719 ISBN 0-8247- 
6177-4 25.50 (v. 2) 
1. Drug metabolism—Periodicals. I. Title. 


FOYE, William O. 615.7 
Principles of medicinal chemistry. Edited 
by William O. BE Philadelphia, Lee & 
Febiger, 1974. p. cm. [RS403. F69] 74- 
5309 ISBN 0-8121-0445-5 29.50 

1. Chemistry, Medical and pharmaceutical. 
2. Drug metabolism. 3. Drug interactions. 
L Title. 

Prepared from C.I.P. 


SCHERRER; Robert Allan, 
2- 

Antiinflammatory agents; - chemistry and 
pharmacology. Edited by Robert A. 
Scherrer and Michael W. Whitehouse. 
Re York, Academic Press, 1974- p. cm. 
Medicinal chemistry; a series of 
monographs, Includes bibliographies. 
[RM121.537] 73-9447 28.50 

1. Antiphlogistics. I. Whitehouse, Michael 
W., joint author. IT. Title. III. Series. 
Prepared from C.I.P. 


PHYSIOLOGICAL 615.7082 
pharmacology; a comprehensive treatise. 
Vol. 5, 1974, entitled: Blood, edited by 
Walter S. Root and Nathaniel I. Berlin, is 
available from Academic Press, N.Y., for 
44.50. ISBN 0-12-595705-X. L.C. card 
no: 62-13123. 


615.7 


615.7808 s 
NEUROPSYCHOPHARMACOLOGY of 
monoamines and their regulatory enzymes 
/ editor, Earl Usdin. New York : Raven 
Press, [1974] xviii, ne p- : ill. 3; 25 cm. 
(Advances biochemical 
Daychopharmacoloey. © v. 12) Proceedings 
of a study group held at the annual 
meeting of the American College of 
Neuropsychopharmacology, Dec. 
1973. Includes bibliographies and index. 
[RM315.A4 vol. 12] [RM315] 615’.78 74- 
77231 ISBN 0-911216-77-4 : 29.50 
A Neuropsychopharmacology—Congresses. 


Amine oxidase--Congresees. 
POPS  COnpresses LL Usdin, Eatl, ed. 
American College of 


Newropsyohopharmacoog if, Title. IV. 
Series. 


NAGLER, Willibald. 615’.82 
Manual for physical therapy technicians / 
Wilibald Nagler. Chicago : Year Book 
Medical Publishers, [1974] viii, 181 p. : ill. 
; 21 cm. Includes bibliographical references 
and index. {[RM700.N33] 73-94398 ISBN 
0-8151-6312-6 pbk. : 12.00. 
1. Physical therapy. I. Title. 


KRUMHANSL, Bernice. 61 5°:82°023 
Opportunities in physical therapy / by 
Bernice R, Krumhansl. Rev. ed. Louisville, 


4-7, ° 


x 


~ 


Ky. : Vocational Guidance Manuals, 
[1974] 144 p. : ill. ; 20 cm. (VGM career 
series, V194) Includes index. Bibliography: 
p. [139]- -142. [RM701.K7 1974] 74-82637 
ISBN 0-89022-004-2 pbk. : 2.45 ISBN 0- 
89022-194-4 lib.bdg. : 4.25 
1. Physical therapy as a profession. I. Title. 
Il. Title: Physical therapy. 


NAMIKOSHI, Toru, 1931- 615°.822 
Shiatsu therapy : theory and practice / by 
Toru Namikoshi. lst ed. Tokyo : Japan 
Publications ; San Francisco : distributed 
by Japan Publications Trading Co., [1974] 
89 p. : il. ; 26 cm. [RM721.N36] 74- 
79314 ISBN 0-87040-270-6 : 4.95 

1. Massage. 2. Reflexotherapy. I. Title. 


POPOVIC, Vojin, 1922- 615°.8329 
Hypothermia in biology and in medicine 
[by] Vojin Popovic [and] Pava Popovic. 
New York, Grune & Stratton [1974] p. 
cm. Includes bibliographies. [RM863.P63] 
74-19380 ISBN 0-8089-0853-7 22.00 

1. Cold—Therapeutic use. 2. Cryosurgery. 
3. Hypothermia, Induced. I. Popovic, Pava, 
joint author. I. Title. 

Prepared from C.I.P. 


EDEN, Jerome. 6157.85 
Animal magnetism and the life energy / 
Jerome Eden ; foreword by Barbara G. 
Koopman. lst ed. Hicksville, N.Y. : 
Exposition Press, [1974] xviii, 221 p., [1] 
leaf of plates : ill. ; 21 cm. Includes index. 
Bibliography: p. 217-218. [RZ422.E33] 74- 
188815 ISBN 0-682-48045-2 : 8.50 

1. Magnetic healing. I. Title. 


SHUFF, Frances L. 615°.8516'023 
Your future in an occupational therapy 
career, by Frances L. Shuff. [Ist ed.] New 
York, R. Rosen Press [1974] xiv, 141 p. 
illus. 22 cm. Bibliography: p. 113-114. 
Discusses the various aspects of a career in 
occupational therapy, the training required, 
and the types of jobs available. Includes a 
list of schools offering degrees in this field. 
eae 74-5134 ISBN 0-8239-0300- 


1. Occupational therapy as a profession. I. 
Title. 


*PETERMAN, Mary E. 615.852 
Healing A spiritual adventure by Mary E. 
Peterman. Philadelphia, Fortress Press 
[1974] x, 94 p. 19 cm. Bibliography: p. 
91-92. [BT732.5] 74-80416 ISBN 0-8006- 
1086-5 2.95 (pbk.) 

1. Faith—Cure. I. Title. 


PELSTRING, Linda. 615.854 
Food to improve your health : a complete 
guide to over 300 foods for 101 common 
ailments / Linda Pelstring, Jo Ann Hauck. 
New York : Walker, 1974. 221 p. ; 24 cm. 
Bibliography: p. 219-221. [RM219.P37 
1974) 73-83298 ISBN 0-8027-0400-X : 
T. 

1. Diet in disease. I. Hauck, Jo Ann, joint 
author. IT. Title. 


HECHTLINGER, 
Adelaide, comp. 
The great patent medicine era : ot, 
Without benefit of doctor / by Adelaide 
Hechtlinger. New York : Galahad Books, 
[19742] c1970. 248 p. : il. ; 30 cm. 
Selections of Americana from various 
books, magazines, almanacs, newspapers, 
etc. [RC82.H43 1974] 73-89250 ISBN 0- 
88365-113-0 : 14.95 
1. Medicine, Popular. 2. Medicines, Patent, 
proprietary, etc. I. Title. 
Contents omitted. 


HOUSTON, Francis M. 615.89 
The healing benefits of acupressure : 


615’.886°0973 
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acupuncture without needles /° F. M. 
Houston. New Canaan, Conn. : Keats Pub., 
1974. 96 p. : ill. ; 28 cm. (A Pivot original 
health book) Includes index. [RM184.H65 
1974] 74-75986 ISBN 0-87983-068-9 pbk. 
: 4.95. 10.00 

1. Acupuncture. 2. Massage. I. «Title. 


CHAN, Pedro. 615°.892 
E&lectro-acupuncture; its „clinical 
applications in therapy. Edited by John F. 
Chow. [Alhambra, Calif., Chan’s Books & 
Products, 1974] 104 p. illus. 22 cm. "A 


, compilation of Chinese translations and 


references.” Bibliography: p. 101-103. 
[RM184.C447} 73-92468 ISBN 0-914322- 
05-2 15.00 

I. Electroacupuncture. I. Title. 


MCGAREY, William A. 615.892 
Acupuncture and body energies [by] 
Wiliam A. McGarey. Foreword by Jess 
Stearn. Phoenix, Ariz., Gabriel Press 
[1974] xii, 146 p. illus. 24 cm. Includes 
bibliographical references. [RM184.M314] 
73-94223 6.95 

1. Acupuncture. I. Title. 

Author’s address: 4018 N. 40th Street, 
Phoenix, Ariz. 85050. 


*SIMPSON, Lance L. 
Neuropoisons; 
actions. ` 

Vol. 2, 1974, Poisons of plant origin edited 
by Lance L. Simpson and David R. Curtis 
is available from Plenum, N.Y. for 25.00. 


615.9 
their pathophysiological 


ISBN 0-306-37122-7. L.C. card no.: 76- 
28511. 
BICKLEY, Harmon C. 616 


Practical concepts in human disease [by] 
Harmon C. Bickley. Baltimore, Williams & 
Wilkins [1974] 332 p. illus. 26 cm. 
Includes bibliographies. [RB25.B582] 73- 
19650 ISBN 0-683-00912-5 10.50 

1. Pathology. I. Title. 


*FRY, John. 616 
Common diseases; their nature incidence 
and care. Philadelphia, Lippincott, [1974]. 
viii, 232 p. illus. 22 em. [RB151] 74-5592 
ISBN 0-397-58109-2. 14.00 

J. Diseases—Causes and theories of 
causation. I. Title. 


LIPKIN, Mack. 616 
The care of patients; concepts and tactics. 
New York, Oxford University Press, 1974. 
xviii, 281 p. 22 om. Includes 
bibliographical references. [RC76.L67] 74- 
79627 ISBN 0-19-501809-5 8.95 

1. Physical diagnosis. 2. Medical history 
taking. 3. Physician and patient. I. Title. 
Pbk. 4.95, ISBN 0-19-501808-7. 


RTT George Wesley, 
Review of pathogenic microbiology [by] 
George W. Burnett [and] George S. 
Schuster. Saint Louis, Mosby, 1974. viii, 
292 p. 26 cm. Companion volume to the 
authors’ Pathogenic microbiology. Includes 
bibliographies. [QR46.B83] 74-10682 ISBN 
0-8016-0904-6 11.95 

I. Medical microbiology. 2. Micro- 
organisms, Pathogenic. I. Schuster, George 
S., 1940- joint author. IT. Title. 


*WILSON, Marion E. 616.01 
Laboratory manual and workbook in 
microbiology; applications to patient care, 
[by] Marion E. Wilson, Martin H. 
Weisburd, [and] Helen Eckel Mizer. New 
York, Macmillan, [1974] xi, 243 p. illus. 
28 cm. [QR46] 5.00 (pbk.) 

i. Microbiology—Laboratory manuals. 2. 
Medical microbiology-—Laboratory 
manuals. I. Weisburd, _ Martin AL, joint 


616.01 
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author. II Mizer, 
author. TH. Title. 


DISEASES of the 616.026 
esophagus, by D. Claus [and others] Edited 
by G. Vantrappen and J. Hellemans. [5. 
vollig neu bearb. und erw. Aufl.] Berlin, 
New York, Springer-Verlag, 1974. p. cm. 
(Verdauungsorgane, T. 1) (Handbuch aer 
inneren Medizin, Bd. 3, T. 
Bibliography: p. [RC41.H342 Bd. 3, T. R 
[RRIS .7} 74-13240 ISBN 3-540- 06694-2 
.90 

d. Esophagus—Diseases. I. Claus, D. H. 
Vantrappen, G., ed. II. Hellemans, J, ed. 
IV. Title. V. Series. 

Prepared from C.I.P. 


INFLAMMATION Research 
Association. 

White cells in inflammation, edited by C. 
Gordon Van Arman. Springfield, Ill, 
Thomas [1974] p. cm. "Selected from 
communications presented at meetings of 
the Inflammation Research Association.” 
[RB131.154 1974] 74-896 ISBN 0-398- 
03120-7 14.50 

1 Inflammation—Congresses. 2. 
Leucocytes—-Congresses. I Van Arman, C. 
Gordon, ed. IT. Title. 

Prepared from C.I.P. 


STERNBACH, Richard A. 616’.047 
Pain patients; traits and treatment [by] 
Richard A. Sternbach and Pain Unit, 
Veterans Administration Hospital, San 
Diego, Calif. New York, Academic Press, 
1974. p. cm. Bibliography: p. [RB127.S73] 
74-5700 ISBN 0-12-667235-0 9.50 

1. Pain. 2. Pain—Psychological aspects. 3. 
Analgesics, I. Veterans Administration 
Hospital, San Diego, Calif. Pain Unit. II. 
Title. 

Prepared from C.I.P. 


*THE yearbook of 
medicine. 

The 1974 edition is available from Year 
Book Medical Pubs., Chicago, for 19.95. 
ISBN 0-8151-7424-1. L.C. CD 38-25. 


BARON, Denis Neville. 616.07 
A short textbook of clinical biochemistry 
[by} D. N. Baron. (3d ed.]. Philadelphia, J. 
B. Lippincott, [1973, ie.1974]. vii, 247 p. 
illus. 22 em. [RB113.B33] 73-8347 6.75 
(pbk.). 

1. Physiology, pathological. 2. Biological 
Chemistry. I. Title. 


Helen Eckel, joint 


616.047 


616.05 


L.C. card number for original ed; 7l- 
86380. 

*PATHOLOGY annual. 616.07°05 
Vol. 9, 1974, series editor: Sheldon ©. 


Sommers, is available from Appleton, (now 
a divn. of Prentice-Hall, Englewood Cliffs, 
N.J.) for 20.50. ISBN 0-8385-7743-1. 
L.C. card no.: 66-20355. 


*FOWLER, P. B. S. 616.072 
Common symptoms of disease in adults, 
[by] P. B. S. Fowler. Oxford, Blackwell 
Scientific, [1974] viii, 314 p. 22 cm. 
[RB151] ISBN 0-632-09320-X 

I. Discases—Causes and theories of 
causation. 2, Semiology. I. Title. 


Distributed by J. B. Lippincott, 
Philadelphia, for 16.50. 
*MINES, Samuel. 616.072 


The conquest of pain. New York, Grosset 
& Dunlap [1974] 225 p. 22 cm. [RB112] 
73-18528 ISBN 0-448-11578-6 7.95 

1. Pain. I. Title. 


*CURRENT diagnosis. 816.075 
Vol. 4, 1974, is now available from W. B. 
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Saunders, Philadelphia, for 30.00. ISBN 0- 
7216-2673-4. L.C. card no.: 66-15617. 


RAUS, Elmer E. 616.075 
Manual of history taking, physical 
examination, and record keeping [by] 
Elmer E. Raus and Madonna ust Raus. 
Philadelphia, Lippincott [1974] p. cm. 
[RC65.R38] 74-9767 ISBN 0-397-50306-7 
17.00 (pbk.). 

1. Medical history taking—Handbooks, 


manuals, etc. 2. Physical diagnosis— 
Handbooks, manuals, etc. I Raus, 
Madonna M. joint author. IT. Title. 
Prepared from C.I.P. 

WALLACH, Jacques B. 616.07’5 
Interpretation of diagnostic tests; a 


handbook synopsis of laboratory medicine 
[by] Jacques Wallach. 2d. ed. Boston, 
Little, Brown, [1974, c1970]. xxxvii, 529 p. 
21 cm. [RC71.5] [3] 73-10612 ISBN 0- 
316-92043-4 7.95 (pbk.) 

J. Diagnosis, differential. 2. Medicine, 
clinical. I. Title. 

L.C. card no. for original ed.: 72-112015. 


SCHWARTZ, Lazar M. 616.0779 
An exercise manual in immunology [by] 
Lazar M. Schwartz [and] Paula Schwartz. 
[New York] Medcom Press [1974] p. cm. 
(Medcom workbook/manual series) 
Bibliography: p. [QR182.6.835] 74-14774 
14,95 


1. Immunology—Froblems, exercises, etc. 
I. Schwartz, Paula, 1926- joint author. H. 
Title. III. Series. 

Prepared from C.I.P. 


INTERNATIONAL College of 
Psychosomatic Medicine. 
Mechanisms in symptom formation 
proceedings of the 2d congress of the 
International College of Psychosomatic 
Medicine, Amsterdam, the Netherlands, 
June 18-21, 1973 / editar, H. Musaph. 
Basel ; New York : S. Kerger, 1974. vii, 
303 p. : ill. ; 25 cm. "Reprint from 
Psychotherapy and psychosomatics, vol. 
23, no. 1-6 (1974).” Includes bibliographies 
and index. [RC49.156 1574] 74-185540 
ISBN 3-8055-1689-4 : 28.80 

i. Medicine, Psychosomatic—Congresses. 
I. Musaph, Heymann, ed. IT. Title. 
ves by Philbig, White Plains, New 
ork. 


Wie MORE, George Bernard, 
17- 

The physiopathology and treatment of 
functional disorders; including anxiety 
states and depression and the role of 
biofeedback training, by - George B. 
Whatmore and Daniel R. Kohli. New 
York, Grune & Stratton [1974] p. cm. 
Bibliography: p. [RC49.W45] 74-17154 
ISBN 0-8089-0851-0 14.00 

1. Medicine, Psychosomatic. 2. Physiology, 
Pathological. 3. Biofeedback training. I. 
Kohli, Daniel R., joint author. I. Title. 
Prepared from C.LP. 


616.08 


616.08 


*FOX, Renee C. 616.09 
The courage to fail; social view of organ 
transplants and dialysis, [by] Renee C. Fox 
and Judith P. Swazey Chicago University 
of Chicago Press [1974] xviii, 395 p. illus. 
22 cm. Bibliography: p. 357-382 [R852] 
73-89788 ISBN 0-226-25947-1 12.95 

1. Medicine—Practice. I. Swazey, Judith 
P., joint author II. Title. 


MACLAURIN, Charles, 1872- 616.09 
Mere mortais; medico-kistorical essays, 
second series. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1925 ed. published by J. Cape, 
London. [R703.M3 1974] 74-20872 15. 00 


AMERICAN BOOK PUBLISHING RECORD 


1, Medicine—Cases, clinical reports, 
statistics. 2. Biography—Addresses, essays, 
sectures. I Title. 

Prepared from C.I.P. Contents omitted. 
*ADVANCES in cardiology. 616.1 
Basel, S. Karger. 

Vol. 11, 1974 A perspective on new 
zechniques in congenital and acquired 
heart disease, ed. John H. K. Vogel, is 
available from Phiebig, White Plains, N.Y. 


Zor 40.00. ISBN 3-8055-1654-1. L.C. 
zard no: 70-24620. 
*ADVANCES in cardiology. 616.1 


Basel, S. Karger. 
Vol. 12, 1974 The Myocardim, ed. by 
Ralph Reader, is available from Phiebig, 


White Plains, N.Y., for 49.25. ISBN 3- 
8055-1690-8. L.C. card no.: 70-24620. 

° 
EUROPEAN Congress on 616.1 


Ballistocardiography and Cardiovascular 

Dynamics, 8th, Ljubljana, 1971. 
Proceedings. Editor: Gojmir Juznic. Basel, 
New York, S. Karger, 1973- v. illus. 25 
cm. (Bibliotheca cardiologica no. 30) 
Contents.—pt. 1. Lectures: Hemodyfiamic 
stress and relief of the heart. Includes 
bibliographical references. [RC681.A2E93 
1971] 74-177671 


1. Cardiovascular system—Diseases— 


Diagnosis—Congresses. 2. 
Hemodynamics—-Congresses. I.  Juznic, 
Gojmir, ed I Tithe. HL Title: 


Hemodynamic stress and relief of the 
heart. IV. Series. 

Distributed by Phiebig, White Plains, New 
York, 30.75. 


*YEAR book of 616.1'005 
cardiovascular medicine and surgery. 

The 1974 edition is now available from 
Year Book Medical Publishers, Chicago, 


for 21.00. ISBN 0-8151-4166-1. L.C. 
card no.: 62-6930. 
FOWLER, Noble O. 616.1008 s 


Diagnostic methods in cardiology. Noble 
Fowler, guest editor. Philadelphia, F. A. 
Davis Co. [1974- p. cm. (Cardiovascular 
clinics, v. 6, no. 3) Bibliography: p. 
[RC681.A1C27 vol. 6, no. 3] [RC683] 
61612073 74-12055 ISBN 0-8036-3710-1 
2.50 

1. Cardiovascular 
Diagnosis. I. Title. II. Series. 
Prepared from C.I.P. 


system—Iigeases— 


VASCULAR disease and 616.1°008 
aging; papers by J. Judson McNamara, 
John P. Tampas, William E. Wellman, et 
al. New York, MSS Information Corp. 
[1974] 2 v. Vol. 2 by M. Semmens, P. 
Simons, G. Cc. Flora, et al. 
[RC681. .A25V37] 74-12146 15.00 

1. Cardiovascular system—Diseases— 
Addresses, essays, lectures. 2. Age factors 
in disease —Addresses, essays, lectures. I. 
Mchfamara, Joseph Judson, 1936- H. 
Semmens, Marjorie. 

Prepared from C.I.P. 


STRAUSS, Harry 
William, 1941- 
Cardiovascular nuclear medicine / edited 
by H. William Strauss, Bertram Pitt, A. 
Everette eres Saint Louis : Mosby, 
1974. p. Includes index, 
(RC683.5. 3377) 4- 20982. ISBN 0-8016- 
2408-8 : 39.50 
1. Radioisotopes in cardiology. I. Pitt, 
Bertram, 1932- joint author. II. James, 
Alton Everette, 1938- joint author. TI 
Title. 
Prepared from C.I.P. 


616.1°07°575 


DECEMBER 31,1974 


CONFERENCE on the 616.1°2°008 s 
Myocardium, Canberra, 1973. 

The’ myocardium; proceedings of a 
conference held in Canberra, May 29-June 
2, 1973. Editor: Ralph Reader. Basel, New 
York, S. Karger [1974] vi, 364 p. illus. 25 
cm. (Advances in cardiology, v. 12) 
Organized by the National Heart 
Foundation of Australia. Includes 
bibliographies. [RC681.A25A38 vol. 12] 
(QP113.2] 612’.17 74-180728 41.85 

1. Heart—Muscle—Congresses. 2. Heart— 
Muscle—Diseases—Congresses. I. Reader, 
Ralph, 1918- ed. IL National Heart 
Foundation of Australia. III. Title. IV. 
Series. 


e 4 
SYMPOSIUM on Body 616.1°2°008 s 
Surface Mapping of Cardiac Fields, 
Burlington, Vt., 1972. 
Body surface m&pping of cardiac fields. 
Proceedings .. Ed: Stanley Rush and 
Eugene Lepeschkin. Basel, New York, S. 
Karger, 1974. xvi, 344 p. illus. 25 cm. 
(Advances in cardiology, v. 10) The 
Symposium was held August 21-25, 1972. 
Includes bibliographies. [RC681. A25A38 
vol." 10] [RC683.5.E5] 616.120754 74- 
181877 ISBN 3-8055-1566-9 
I. Body surface mapping—Congresses. I 
Rush, Stanley, ed. II. Lepeschkin, Eugene, 
1914- ed. TI. Title. IV. Series. 
Distributed by Phiebig, White Plains, New 


_ , York for 44.05 


. MENDEL, David. ‘616.1’2’075 
A practice of cardiac catheterisation. 2d 
ed. Oxford, Blackwell Scientific, [1974, 
c1968] xvi, 400 p. illus. 23 cm. 
([RC683.5.C25M4] ISBN 0-632-08110-4 

i. Cardiac catheterization. I. Title. 
Distributed by F. A. Davis, Philadelphia, 
forl9.50. L.C. card no. for original ed.: 
78-369401 


HELFANT, Richard H. 616.1°2°0754 
His bundle  electrocardiography [by] 
Richard H. Helfant & Benjamin J. 
Scherlag. [New York] Medcom Press 
[1974] p. cm. (Medcom medical update 
series) [RC683.5.E5H44] 74-8684 ISBN 0- 
8463-0153-9 12.95 

i. Electrocardiography. 2. His bundle. I. 
Scherlag, Benjamin J, joint author. I. 
Title. 

Prepargd from C.I.P. 


PAUL, Oglesby, 1916- 616.122 
Angina pectoris. Editor: Oglesby Paul. 
[New York] Medcom Press [1974] p. cm. 
(Medcom medical update series) 
[RC685.A6P38] 73-20470 17.50 

: 1. Angina pectoris. L. Title. 
Prepared from C.I.P. Prepared from C.I.P. 


GROSSMAN, William. 616.1°23’07572 
Cardiac catheterization and angiography. 
Edited by William Grossman. See en 
Lea &  Febiger, 1974. 

[RC683.5. 25676] 74-9524 ise 08121: 
0504-4 24.50 

J. Cardiac catheterization. 2. Coronary 
arteries—Radiography. I. Title. 

Prepared from C.I.P. 


RUSSELL, Richard O. 616.1°26'07 
Hemodynamic monitoring in a coronary 
intensive care unit / Richard O. Russell, 
Jr. and Charles E., Rackley. Mount Kisco, 
N.Y. : FuturasPub. Co., 1974. xix, 284 p. : 
ill, ; 24 cm. Includes bibliographical 
references and index. [RC685.I6R87] 74- 
78173 ISBN 0-87993-030-6: 17.50 

1. Heart—JIJnfarction. 2. Coronary care 
units. I. Rackley, Charles E., joint author. 
It, Title. 


` KAPLAN, Norman M., 


COGAN, David 

Glendenning, 1908- 
Ophthalmic manifestations ‘of systemic 
vascular disease [by] David G. Cogan. 
Philadelphia, Saunders, 1974. xii, 187 p. 
illus. 25 cm. (Major problems in internal 
medicine, v. 3) Bibliography: p. 155-180. 
[RE65.C63] 74-4556 ISBN 0-7216-2648-3 
11.00 


616.1°3’072 


i. Ocular manifestations of general 
diseases. 2. Blood-vessels—Diseases. T. 
Title. 


1931- 616.132 
Your blood pressure: the most deadly high; 
a physician’s guide to controlling your 
hypertension [by] Norman Kaplan. 
[New York] Medcom Press [1973, 
te 1974] p. em. [RC685.H8K36] 73-20039 
9 


1. Hypertension. I. Title. 
Prepared from C.I.P. 


CLINICAL hematology 616.1°5 
[by] M. M. Wintrobe [and others] 7th ed. 
Philadelphia, Lea & Febiger, 1974. p. cm. 
First-6th ed., by M. M.  Wintrobe. 
[RB145.C54 1974] 3. 23029 ISBN 0-8121- 
0414-5 25.00 

1. Hematology. I. Wintrobe, Maxwell 
Myer, 1901- II. Wintrobe, Maxwell Myer, 
1901- Clinical hematology. 

Prepared from C.I.P. 


MINNA, John D. 616.175 
Disseminated intravascular coagulation in 
man, by John D. Minna, Stanley J. 
Robboy [and] Robert W. Colman. 
Springfield, Il, ‚Thomas [1974] p. 
Bibliography: p. [RC647.D5M56] 73-14507 
ISBN 0-398-02992-X 18.50 

1. Disseminated intravascular coagulation. 
I. Robboy, Stanley J, joint: author. II. 
Colman, Robert W., joint author. IIT. Title. 
Prepared from CLP. 


GUNZ, Frederick. . 616.1°55 
Leukemia. Frederick W. Gunz and A. G. 
Baikie, editors. [3d ed.] New York, Grune 
& Stratton [1974] p. c, First-2d editions 
by W. Dameshek and F. Gunz. Includes 
bibliographies. [RC643.G94 1974] 74- 
13366 ISBN 0-8089-0843-X 37.50 

1. Leukemia. I. Baike, A. G., joint author. 
II. Dameshek, William, 1900- Leukemia. 
Prepared from C.LP. 


SCHONELL, Malcolm. 616.2 
Respiratory medicine / Malcolm Schonell. 
Edinburgh : Churchill Livingstone ; New 
York : distributed by Longman, 1974. 271 
p. : ill. ; 19 cm. (Livingstone medical text 
series) Includes bibliographies and index. 
Rees 73-93832 ISBN 0-443-01140-0 
: 6.50 

1. Respiratory organs—Diseases. I. Title. 


BRUNNER, Sam. 616.21008 s 
Radiology in oto-rhino-laryngology. Editor: 
S. Brunner. Basel, New York, S. Karger 
[1974] 155 p. illus. 25 cm. (Advances in 
oto-rhino-laryngology, v. 21) Includes 
bibliographies. [RF16.A38 vol. 21] [RF48] 


616.2°1°0757 74-179656 ISBN 3-8055- . 


1632-0 

1. Ear—Radiography. 2. Nose— 
Radiography. 3. Cancer—Radiotherapy. I. 
Title. If. Series. 

Distributed by Phiebig; 33.50. 


BRYCE, Douglas P` 616.22075 


` Differential diagnosis and treatment of 


hoarseness, by Douglas P. Bryce. 
Springfield, Il, Thomas [1974] p. cm. 
[RF512.B79] 74-4254 ISBN 0-398-03166-5 
7.75 

i. Hoarseness. 2. Laryax—Diseases. 3. 
Diagnosis, Differential. I. Title. - 
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Prepared from C.I.P. 


BOCKUS, Henry Le Roy, 1894- 616.3 
Gastroenterology, edited by Henry L. 
Bockus. Associate editors: J. Edward Berk 
[and others} 3d ed. Philadelphia, Saunders, 
1974- v. illus. 27 cm. Corttents.—v. 1. 
Examination of the patient, disorders of 
the esophagus and stomach. Includes 
bibliographies. [RC801.B663] . 73-91276 
ISBN ISBN 0-7216-1773-5. 35.00 

1. Gastroenterology. I. Berk, Jack Edward, 
joint author. 


ACHORD, James L. 616.3°4°047 
Chronic inflammatory bowel disease. 
Editor: James L. Achord. [New York] 
Medcom Press [1974] p. cm. (Medcom 
medical update series) Bibliography: p. 
[RC862.E47A22] 74-12058 14.95 

1. Intestines—Diseases. 2. Inflammation. 3. 
Chronic diseases. I. Title. 

Prepared from C.I.P. 


*PALMER, Walter L. 616.343 
Gastric irradiation in peptic ulcer, edited 
by Walter L. Palmer. Chicago, University 
of Chicago Press [1974] 161 p. illus. 25 
cm. Includes bibliographic references 
[RC821] 73-87306 ISBN 0-226-64497-9 
7. 


1. Peptic ulcer. I. Title. 


NUCLEAR hepatology 616.3'62’07575 

clinical and physiological aspects of 
liver disease by radioisotopes / Masahiro 
Tio ... [et al]. Tokyo : Igaku Shoin ; 


Baltimore : Williams & Wilkins, [1974], 
c1973 x, 164 p. : ill. ; 26 cm. Includes 
bibliographical references and index. 
[RC847.N8] 74-182895 23.50. 

1. Liver--Diseases. 2. Radioisotope 
scanning. I. lio, Masahiro. 

COLLAGEN metabolism 616:3°624'07 


in the liver; proceedings of an international 
conference held in Freiburg, October 10- 
and 11, 1973. Edited by Hans Popper and 
Klaus Becker. New York, onl ho en 
Medical Book Corp. [197 4) p. 
[RC847.C74] 74-14809 ISBN. 0-913258- 24. 
5 25.00 

1. Liver—Diseases—Congresses. 2. 
Collagen—Congresses. 3. Physiology, 
Pathological—Congresses. I. Popper, Hans 
Philipp, 1903- ed. HI. Becker, Klaus, ed., 
Prepared from C.I.P. 


BOWERS, Malcolm B. 616.39 
Retreat from sanity; The structure of 
emerging psychosis [by] Malcolm B. 


Bowers. Baltimore Penguin Books [1974] 
245 p. 19 cm. Bibliography: p. 229-238. 
[RC512.B67] ISBN 0-14-003928-7 2.25 
(pbk. 


i. Psychoses. T. Title. 


L.C. card number for original ed.: 73- 
20296 
GONTEA, lancu. 616.39 


Nutrition and anti-infectious defence [by] 
Iancu Gontzea. 2d ed., rev. and completed 
with the help of Florin R. Jantea. Basel, 
New York, S. Karger, ‘1974. x, 287 p. 25 
cm. Revised and translated from the 
Romanian: Alimentatia apararea 
antiinfectioasa. [RC585. G6513 1974] T4- 
176310 ISBN 3-8055-1684-3 

i. Nutrition disorders. 2. Nutrition. 3. 
Communicable —_ diseases-—Immunological 
aspects. I. Jantea, Florin R. II. Title. 
Distributed by Phiebig; 19.00. 


GARROW, J. S. 616.398 
Energy balance and obesity in man. [By] J. 
S. Ggrrow. Amsterdam, North-Holland 
Pub. Co.; New York, American Elsevier 
Pub. Co., 1974, xii, 335 p. illus. 25 cm. 


“91 


t =. > 600 TECHNOLOGY 


, Bibliography: p. 289-314. [RC628.G37] 73- 
* 36081 ISBN 0-444-10541-7 (American 
Elsevier) 30.80 

I. Corpulence. 2. Energy metabolism. I. 
Title. 


ASHER, Wilmer Lee, 
1929- 

Treating the obese. Editor: W. L. Asher. 

[New York] Medcom Press [1974] p. cm. 
edcom medical update series) 

{RC628.A76] 74-3289 ISBN 0-8463-0113- 

X 22.50 

I. Corpulence. I. Title. 

-Prepared from C.I.P. 


616.39806 


NATIONAL Research 616.3°99 
Council. Committee on Amino Acids. 


improvement of protein  nutriture. 
Washington, National Academy of 
Sciences, 1974. p cm. Includes 


bibliographies. [RC627.P7N37 1974} 74- 
18462 ISBN 0-309-02234-7 7.25 (pbk.). 

I. Protein deficiency. 2. Protein 
metabolism. 3. Proteins in human nutrition. 
4. Amino acid metabolism. I. Title. 
Prepared from C.I.P. 


DANOWSKI, T, S. 616.462 
Diabetes as a way of life / by T. 8. 
Danowski. [3d ed.]. New York : Coward, 
McCann & Geoghegan, [1974] 208 p., [1] 
leaf of plates : ill. ; 21 cm. [RC660.D28 
1974] 74-182308 ISBN 0-698-10581-8 : 


6.9 
I. Diabetes. I. Title. 


NOBLE, W. C. 616.5°01 
Microbiology of human skin [by] W. C. 
Noble [and] Dorothy A. Somerville. 
Kondon, Philadelphia, Saunders 1974. p. 
(Major problems in dermatology, v. 2) 
[ORI71.85N62] 73-86384 ISBN 0-7216- 
6818-6 22.50 
1. Skin—Microbiology. I. Somerville, 
Dorothy A. joint author. I. Title. IH. 
Series, 
Prepared from C.I.P. 


IMMUNOPATHOLOGY of the 616.5°07°9 
skin: labeled antibody studies. Edited by 
Ernst H. Beutner [and others] Foreword by 
John M. Knox. Introd. by Stefania 
Jablonska. Stroudsburg, Pa., Dowden, 
Hutchinson & Ross [1974, c1973] xxii, 460 
p. illus. 26 cm. Includes bibliographies. 
URL 708) 72-95939 ISBN 0-87933-033-3 
22.75 

1. Skin—Diseases—Immunological aspects. 
2. Fluorescent antibody techniques. I. 
Beutner, Ernst H, 1923- ed. 

Distributed by Year Book Medical, 


BODNER, Henry, 1910- 616.6 
Diagnostic and therapeutic aids in urology, 
by Henry Bodner, in collaboration with 
John S. Arconti, Jr., Allan H. Howard 
[and] Robert O. Pearman. Illustrated by 
John S. Arconti, Jr. [Springfield, II] 
Thomas [1973, ic.1974] p. [RC871.B63] 
73-12745 ISBN 0-398-02969-5 24.75 

1. Urology. I. Title. 

Prepared from C.LP. 


KUNIN, Calvin M. 616.6 
Detection, prevention, and management of 
urinary tract infections; a manual for the 
physician, nurse, and allied health worker 
[by] Calvin M. Kunin. 2d ed. Philadelphia, 
Lea & Febiger, 1974. p. Bibliography: p. 
[RC900.K84 1974] 74-3028 ISBN 0-8121- 
0500-1 6.00 (pbk.) 

1. Urinary tract infections. I. Title. 
Prepared from C.I.P. 


YEARBOOK of urology, 646.6058 
The 1974 edition edited by John T. 
Grayhack is now available from Year Book 
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Medical, Chicago for 17.95. L.C. card no.: 
CD38-103: 


INTERNATIONAL Congress of 616.671 
Nephrology, Sth, Mexico, 1972. 
Proceedings of the fifth International 
Congress of Nephrology, Mexico, 1972 / 
editor, Herman Villarreal. Basel ; New 
York : S. Karger, [1974]. 3 v. : ill. ; 25 cm. 
Contents.—v. 1: Morphology and 
pathology.—v. 2. Physiology.—v. 3. Clinic. 
Includes bibliographies and index. 
[RC902.A1148 1972] 74-186933 ISBN 3- 
8055-1423-9 : 58.25 
1. Nephrology—Congresses. I. Villarreal, 
Herman, ed. 
ol ee by Phiebig, White Plains, New 
ork. 


RITTMANN, W. W., 1938- 616.71 
Cortical bone healing after internal fixation 
and infection; biomechanics and. biology 
[by] W. W. Rittmann [and] S. M. Perren, 
with the collaboration of M. Allgower, F. 
H. Kayser [and] J. Brennwald. Berlin, New 
York, Springer-Verlag [1974] p. cm. 
Translation of Corticale Knochenheilung 
nach Osteosynthese und Infektion. 
Bibliography: p. [RD123.R5713] 74-16465 
ISBN 0-387-06944-5 23.80 

J. Bone-gratting. 2. Bone regeneration. 3. 
Surgery—Complications and sequelae. I. 
Perren, Stephan M., 1932- joint author. I. 
Title. 

Prepared from C.I.P. 


HARRIS, Edward Day, 1937- 616.7°2 
Rheumatoid arthritis. Editor: Edward D. 
Harris, Jr. [New York] Medcom Press 
[1974] p. cm. (Medcom medical update 
series) [RC933.H36] 74-4177 ISBN 0- 
8463-0146-6 17.95 

1. Arthritis deformans. I. Title. 

Prepared from C.I.P. 


CURRENT optometric 616.7503 
information and terminology. Edited by 
George M. Milkie [and] Stephen C. Miller. 
ist ed. [St. Louis] American Optometric 
Association, 1974. vi, 105 p. 22 cm. 
[RE951.C87] 74-81211 5.00 

1. Optometry—Dictionaries. I. Milkie, 
George M., ed. If. Miller, Stephen C., ed. 


DIMOND, Stuart J. 616.8 
Hemisphere function in the human brain. 
Edited by Stuart J. Dimond and J. Graham 
Beaumont. New York, Wiley [1974] 398 p. 
illus. 23 cm. ”A Halsted Press book.” 
Includes bibliographies. [RC386.2.D45] 73- 
9133 ISBN 0-470-21561-5 22.50 

1. Cerebral hemispheres. 2. Laterality. 3. 
Brain—Diseases. I. Beaumont, J. Graham, 
joint author. IT. Title. 


DRAPER, Ivan T. 616.8 
Lecture notes on neurology [by] Ivan T. 
Draper. 4th ed. Oxford, Blackwell 
Scientific [1974, c1970] vi, 216 p. illus. 19 
cm. [RC346.D7 1974] ISBN 0-632-00311- 
1 


1. Neurology. I. Title. 

Distributed by J. B. Lippincott, 
Philadelphia, for 8.50 (pbk.) L.C. card no. 
for original ed.: 77-22348. 


PLASTICITY and recovery of 616.8 
function in the central nervous system; 
[proceedings of conference held at Clark 
University, | Worcester, Massachusetts, 
September 24-September 26, 1973] Edited 
by Donald G. Stein, Jeffrey J. Rosen [and] 
Nelson Butters. New York, Academic 
Press, 1974. p. cm. Bibliography: p. 
eee 74-18449 ISBN 0-12-664350- 
4 19.50 

Z. Central nervous  system—Diseases— 
Congresses. 2. Neurophysiology — 


l AMERICAN BOOK PUBLISHING RECORD 


Congresses. I. Stein, Donald G., ed. II 
Rosen, Jeffrey J, ed. IF. Butters, Nelson, 
d. 


ed. 
Prepared from C.I.P. 


ELIASSON, Sven. 616.8047 
Neurological pathophysiology / {edited by] 
Sven Eliasson, Arthur L. Prensky, 
William B. Hardin, Jr. New York : Oxford 
University Press, 1974. xiii, 397 p. : ill. ; 
24 cm. Includes bibliographies and index. 
[RC347.E43] 74-79621 ISBN 0-19-501813- 
3 10.95 ISBN 0-19501812-5 pbk.: 6.95 

L. Nervous system—Diseases. 2. 
Physiology, Pathological I Prensky, 
Arthur L., joint author. II. Hardin, William 
B., joint author. II. Title. é 


GARDNER, Howard. 616.85 
The shattered mind / Howard Gardner. lst 
ed. New York : Knop& 1975, c1974. p. 
cm. Includes bibliographical references and 
index. [RC386.2.G28 1975] 74-7740 ISBN 
0-394-49315-X : 8.95. 

I. Brain damage. 2. Cerebrovascular 
disease—Cases, clinical reports, statistics. I. 
Title. 

Prepared from C.I.P. ° 


PSYCHOANALYTIC 616.8°5 
perspectives of movement. New York, 
Arno Press, 1974. p. cm. (Body 
movement: perspectives in research) 
[BF295.P77] 74-9161 ISBN 0-405-06199-4 
15.00 

1. Movement, Psychology of—Addresses, 


essays, lectures. 2. Psychoanalysis- 
Addresses, essays, lectures. I. Title. II 
Series. 


Prepared from C.LP. 


EADIE, Mervyn J. 616.8753 
Anticonvulsant therapy : pharmacological 
basis and practice / Mervyn J. Eadie, John 
H. Tyrer. Edinburgh Churchill 
Livingstone ; New York : distributed by 
Longman, 1974. 204 p. : graphs ; ; 24 cm. 
Includes index. Bibliography: p. [175]-199. 
[RM322.E18] 73-91407 ISBN 0-443- 
01133-8 : 17.50 

1. Anticonvulsants. I. Tyrer, John William 
Howard, joint author. I. Title. 


*JERAS, Joze. 616.853 
Epifepsies in children [by] Joze Jeras and 
Ivica Tivadar. Translated from the 
Slovenian by Eva and Robert Minnich. 
Hanover, N.H., University Press ôf New 
England, 1974, c1973. 143 p. illus. 24 cm. 
Bibliography: p. 135-36. [RC372] 73- 
76955 ISBN 0-87451-079-1 6.50 

1. Epilepsy. I. Tivadar, Ivica, joint author. 
IT. Title. 


SUTHERLAND, John Mackay. 616.853 
The epilepsies : modern diagnosis and 
treatment / by John M. Sutherland, 
Howard Tait and M. J. Eadie ; foreword 
by Henry Miller. 2d ed. Edinburgh 
Churchill Livingstone New York : 
distributed by Longman, 1974. 149 p. : ill. 
; 22 cm. Includes bibliographies and index. 
[RC372.893 1974] 73-91408 ISBN 0-443- - 
01134-6 : 8.50 

1. Epilepsy. I. Tait, Howard, joint author. 
eo Eadie, Mervyn J, joint author. LI. 

itle. 


*CANETTA, Rabert. 616.8552 
Photo language stimulation for aphasic 
patients. Danville, Ill.,. Interstate Printers, 
[1974] xi, 201 p. illus. 28 cm. [RC425] 74- 
76839 12.95 (pbk.) 
1. Aphasia. I. Title. 


*FULTON, Gere B. 616.8583 
Sexual awareness, [by] Gere B. Fulton. 
Boston, Holbrook Press, [1974] xii, 354 p. 


DECEMBER 31,1974 
illus. [QH401] 73-93286 6.95 
(pbk.) 
I. Sex (Biology) 2. Generative organs 
(Human anatomy) I. Title. 


*COLVIN, Lynn. 616.861 
Where do you go from the gutter? [\st. 
ed.] New York, Vantage Press [1974] 207 
p. 21 cm. [RC565] ISBN 0-533-0067-8 
5.95 

1. Alcholism. I. Title. 


ARIETI, Silvano. 616.89 
New dimensions in psychiatry: 4 world 
view, [Edited by] Silvano Arieti and 
Gerard Chrzanowski. New York, Wiley 
[1974] p. cm. Includes bibliographies. 
[RC454.A68] 74-16150 ISBN 0-471- 
03317-0 22.95 

1. Psychiatry. 2. 


23 cm. 


Psychotherapy. I. 


Chrzanowski, Gearard, joint author. I. 
Title. : 
Prepared from C.I.P. 

*BENETAR, Judith. 616.89 
Admissions; notes from a woman 
psychiatrist. New York, Charterhouse, 
[1974]. 219 p. 22 cm. [RC440] 74-82447 


ISBN 0-88327-041-2 7.95 
1. Psychiatric nursing. L “Title. 


CADORET, Remi J., 1928- 616.89 
Psychiatry in primary care [by] Remi J. 
Cadoret fand] Lucy J. King. Saint Louis, 
Mosby, 1974. xii, 339 p. 25 cm. Includes 
bibliographies. [RC454.C23] 74-8645 ISBN 
0-8016-0926-7 15.00 

i. Psychiatry. 2. Physicians (General 
practice) I. King, Lucy J, 1932- joint 
author. II, Title. 
MASSERMAN, Jules Hymen, 616.89 
Psychiatric syndromes and modes of 
therapy, with a glossary of clinical 
definitions of psychiatric terms, by Jules H. 
Masserman. New York, Intercontinental 
Medical Book Corp., 1974. p. cm. (Serial 
handbook of modern psychiatry v. 2) 
Bibliography: p. [RC469.M37] 73-23017 
ISBN 0-913258-17-2 14.75 

L Mental illness—Diagnosis. 2. 
Psychotherapy. Psychiatry— 
Terminology. I. Title. 

Prepared from C.I.P. 


SHEAHAN, John. 616.8°9 
Essenflal psychiatry for nurses: a guide to 
important principles for nurses and 
laboratory „technicians. Lancaster, Medical 
and Technical Publishing Co., 1973, 
[i.e.1974] 384 p. illus. 23 cm. (Essential 
knowledge series) Includes > index. 
Bibliography: p. [375]-378. [RC440.S48] 
73-593842 ISBN 0-85200-052-9 

-1. Psychiatric nursing. I. Title. 

Distributed by Herman Publishing, 45 
Newbury St. Boston, Ma. 02116; 9.95; 
4.95 (pbk.). 


SOLOMON, Philip, 1907- o 616.89 
Handbook of psychiatry. Edited by Philip 
Solomon [and] Vernon D. Patch. 3d ed. 
Los Altos, Calif; Lange Medical 
Publications, 1974. 705 p. 22 cm. Includes 
bibliographies. [RC457.$58 1974] 73-93133 
ISBN 0-87041-164-0 8.00 

L ton aay De tose manuals, etc. I. 
oe Vernon D., 1929- joint author. II. 

itle. ` 


SALKIN, Pauk. 616.80076 
Self-assessment of current knowledge in 
psychiatry : 1200 multiple choice questions 
and referenced answers / by Paul Salkin. 
2d ed. Flushing, N.Y. : Medical 
Examination Pub. Co., 1974. 226 p. ; 22 
cm. Includes bibliographical references. 


- reports, 


[RC454.S23 1974] 174-184848 ISBN 0- 
87488-252-4 pbk. : 10.00 


L Psychiatry—Examinations, questions, 
etc. I. Title. 
HARLEY, Marjorie. 616.8909 


The analyst and the adolescent at work / 
Marjorie Harley, editor. New York : 
Quadrangle / New York Times Book Co., 
[1974] xix, 300 p. ; 22 cm. Includes 
bibliographies and index. ([RJ503.H28 
13741 72-91379 ISBN 0-8129-0324-2 
12. 

1. Adolescent psychiatry—Cases, clinical 
Statistics. 2. Psychoanalysis— 
Cases, clinical reports, statistics. I. Title. 


*MASSERMAN, Jules H., 616.891 
comp. 

Current Psychiatric therapies. 

Vol. 14, 1974 is now available from Grune 

& Stratton, New York, for 21.50. L.C. 

card no.: 61-9411. ISBN 0-8089-8039-1. 


ROSEN, Elizabeth. 616.8°913 
Dance in psychotherapy / by Elizabeth 
Rosen. Brooklyn, N.Y. : Dance Horizons, 
1974, c1957. 178 p. : ill. ; 21 cm. (A 
Dance horizons republication) (Reprint of 
the ed. published by Teachers College, 
Columbia University, New York, which 
was issued in series: Teachers College 
studies in education; with new introd.) 
Bibliography: p. 156-160. [RC489.D3R6 
1974] 74-76558 ISBN 0-87127-046-3 
4.9 

1. Dance terapy. IL Title. II. Series: 
Teachers College studies in education. 


BORDIN, Edward S. 616.8914 
Research strategies in psychotherapy [by] 
Edward S. Bordin. New York, Wiley 
[1974] ix, 272 p. 23 cm. (Wiley series on 
personality processes) "A Wiley- 
Interscience publication.” Bibliography: p. 
223-258. [RC337.B67] 74-11272 ISBN 0- 
471-08885-4 16.95 

I. Psychiatric research. 2. Psychotherapy. 
I. Title. 


*PSYCHOTHERAPY and 616.8914 
behavior change; an Aldine annual on 
practice and research 1973. Edited * by 
Hans H. Strupp [and others]. Chicago, 
Aldine, [1974]. xiv, 543 p. illus. 25 cm. 
Nee .V68] 73- 75695 ISBN 0-202-26070- 
4. 14.00 

1. Psychotherapy—Cases, clinical reports, 
statistics. 2. Mental illness. 


SHELTON, John L. 616.8°914 
Homework in counseling and 
psychotherapy; examples of systematic 


assignments for therapeutic use by mental 
health professionals, by John L. Shelton 
and J. Mark Ackerman. Springfield, IIL, 
Thomas [1974] xiii, 293 p. illus. 24 cm. 
Bibliography: p. 246-258. [RC480.5.S845] 
73-19637 ISBN 0-398-03075-8 16.75 

i. Psychotherapy. 2. Counseling. I. 
Ackerman, J. Mark, 1939- joint author. If. 
Title. 

Pbk. 12.95, ISBN 0-398-03076-6. 


BELL, John Elderkin. . 616.8915 
Family therapy / John Elderkin Bell. New 
York : J. Aronson, [1974] p. cm. Includes 
index. Bibliography: p. [RC488.5.B45] 74- 
22276 ISBN 0-87668-114-3 : 20.00 

1. Family psychotherapy. I. Title. 

Prepared from C.I.P. 


KADIS, Asya L. 616.8°915 
Practicum of group psychotherapy [by] 
Asya L. Kadis [and others] 2d ed. 
Hagerstown, Md., Medical Dept., Harper 
& Row [1974] 171 p. 25 em. [RC488.K3 
1974] 74-10788 ISBN 0-06-141401-8 9.95 
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i. Group psychotherapy. I. Title. 


SCHUYLER, Dean. 616.8°95 
The depressive spectrum / Dean Schuyler. 
New Yor! J. Aronson, [1974] p. ae 
Includes ‘index. Bibliography: 

ene 839] 74- 22209 ISBN 0:87668- 187. 


1. Depression, Mental. 2. Manic-depressive 
psychoses. I. Title. 
Prepared from C.I.P. 


COLBY, Kenneth Mark. 616.8°97 
Artificial paranoia; a computer simulation 
of paranoid processes. New York, 
Pergamon Press [1974] p. cm. (Pergamon 
general psychology series, 49) 
Bibliography: p. [RC520.C64 1974] 74- 
8815 ISBN 0-08-018162-7 9.50 

L Paranoia. 2. Electronic 
processing—Psychiatry. 3. 
computer simulation. I. Title. 
Prepared from C.I.P. Pbk. 5.00; ISBN 0- 
08-018161-9. 


*PLANTE, Elizabeth. 616.8982 B 
Rene; the biography of a schizophrenic. 
Introduction by Abram Hoffer. [1st. ed.] 
New York, Vantage Press [1974] 37 p. 22 
cm. [RC514] ISBN 0-533-01071-3 4.50 

1. Schizophrenia. I. Title. 


PERCEVAL, John, 616.8°982'00924 B 
£1.1840-1860. $ 
Perceval’s narrative : a patient’s account of 
his psychosis, 1830-1832 / edited by 
Gregory Bateson. New York : Morrow, 
1974, cl961. xxii, 331 p. ; 22 cm. First 
published in 2 v., 1838-1840, under title: A 
narrative of the treatment experienced by a 
gentleman. [RC463.P4 1974] 74-14420 
ISBN 0-688-07883-4 pbk. : 4.95 
a 2 Mental illness—Personal narratives. I. 
Ytle. 


JUNG, Carl Gustav, 
1875-1961. 

The psychology of dementia praecox / C. 
G. Jung ; translated by R. F. C. Hull. Ist 
Princeton / Bollingen paperback ed. 
Princeton, N.J. : Princeton University 
Press, 1974, c1960. xiv, 222 p. ; 22 cm. 
(Princeton/Bollingen paperbacks ; 315) 
”Extracted from The psychogenesis of 
mental disease, vol. 3 of the Collected 
works of C. G. Jung.” Includes index. 
Bibliography: p. 197-208. [RC514.18213 
1974] 73-18936 ISBN 0-691-01800-6 : 
2.95 

I. Schizophrenia. 
Title. 

Contents omitted. 


RICHARDS, Robert N. 616.9°51 
Venereal diseases and their avoidance / 
Robert N. Richards. New York : Holt, 
Rinehart and Winston, [1974] 187 p. : ill. ; 
28 cm. Includes bibliographies and index. 
[RC200.2.R48] 73-8206 ISBN 0-03- 
010366-5 pbk. : 4.50. 

1. Venereal diseases. 2. Venereal diseases— 
Prevention. I. Title. 


RIPPON, John Willard. 616.969 
Medical mycology; the pathogenic fungi 
and the pathogenic actinomycetes. 
trae ae Saunders, 1974. x, 587 p. 
illus. cm. Includes bibliographies. 
Lore m PRS] 73-80980 ISBN 0-7216-7585- 
9 19.5 

i. Medical mycology. I. Title. 


FRAZIER, Claude Albee, 
1920- 

Coping with food allergy / Claude A. 

Frazier ; foreword by Bernard A. Berman. 

New York : Quadrangle/New York Times 

Book Co., [1974] xiii, 334 p. : ill. ; 25 cm. 


data 
Digital 


616.8°982’07 


2. Psychoanalysis. I. 


616.9°75 
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Includes index. Bibliography: p. 316-317. 
[RC596.F7 1974] 73-89471 ISBN 0-8129- 
0461-3 : 9.95 

1. Food allergy. [. Title. 


RAFLA-DEMETRIOUS, 
Sameer. « 

Introduction to radiotherapy [by] Sameer 

Rafla [and] Marvin Rotman. Saint Louis, 

Mosby, 1974. p. cm. [RM859.R33] 74- 
12456 ISBN 0-8016-4070-9 10.00 

1. Radiotherapy. L Rafla-Demetrious, 
Sameer. joint author. II. Title. 

Prepared from C.I.P. 


SYMPOSIUM on Virus 616.9°92°071 
Transformation and Endogenous Viruses, 
Vanderbilt University, 1974. 

Viral transformation and endogenous 

viruses; [papers] edited by Albert S. 

Kaplan. New York, Academic Press, 1974. 

xii, 171 p. illus. 24 cm. Includes 

bibliographical references. [QR472.893 

1974] 74-17148 ISBN 0-12-397060-1 9.75 

d. Cell transformation—Congresses. 2. 

Oncogenic viruses—-Congresses. I. Kaplan, 

Albert S., 1917- ed. EI. Title. 


FIELDING, Morton D. 616.99277 
Skin tumors of the foot : diagnosis and 
treatment / edited by Morton D. Fielding ; 
contributors, Steven J. Berlin, chairman, 
and members of Maryland Podiatric 
Residency Research Committee. Mount 
Kisco, N.Y. : Futura Pub. Co., 1974. xv, 
240 p. : ill. ; 27 cm. (Podiatric medicine 
and surgery ; v. 3) Includes bibliographies 
and index. [RC280.S5F53] 74-82020 ISBN 
0-87993-043-8 : 24.50. 

d. Skin—Tumors. 2. Leg-—~Tumors. I. 
Berlin, Steven J. Il. Title. IHI. Series. 


*CANADIAN Cancer 616.9°94 
Research Conference, 10th, Honey 
Harbour, Ontario, 1973. 

Proceedings. Edited by P. G. Scholefield. 

Toronto, Published for the National 

Cancer Institute of Canada by University 

of Toronto Press [1974] 183 p. illus. 24 

cm. Includes bibliographical references. 

[RC261] 55-8263 ISBN 0-8020-2086-0 

25.00 

f. Cancer. I. Title. 


SYMPOSIUM on 616.9°94°008 s 
Diagnosis and Therapy of Malignant 
Lymphoma, Freiburg i. B., 1972. 

Diagnosis and therapy of malignant 

lymphoma. Edited by K. Musshoff. Berlin, 

New York, Springer-Verlag, 1974. x, 251 

p. illus. 25 cm. (Recent results in cancer 

research, 46) Held at the joint meeting of 

the Association of German Radiologists 
and Specialists in Nuclear Medicine, the 

Hessian Association for Medical 

Radiological Therapy and the Association 

of German Physicians for Radiation 

Protection and the Union of Nuclear 

Biology within the German Radiological 

Society. [RC261.R35 no. 46] [RC280.L9] 

Se tal 74-2948 ISBN 0-387-06704-3 

25.50 

1. Lymphoma—Congresses. I. Musshoff, 

Karl, ed. I. Verinigung Sudwestdeutscher 

Rontgenologen und Nuklearmediziner. HI. 

Title. IV. Series. 


HOMBOURGER, Freddy, 


616.9°92°0642 


-616.99407 


The Physiopathology of cancer / editor, F. 
Homburger ; contributors, R. W. Baldwin 


. [et al.]. 3d. ed. Basel ; New York : S. 
Karger, 1974- v. : il. ; 25 cm. 
Contents.—v. 1. Biology and biochemistry. 
Includes bibliographies and index. 


{RC261.H762 1974] 74-185539 ISBN 3- 
8055-1545-6 : 30.40 


94 


I. Cancer. I. Baldwin, Robert William. II. 
Title. 
Distributed by philbig, White Plains, New 
York. 


*4 DVANCES in cancer 616.994072 
research, 
Vol. 20, 1974, is now available from 


Academic, New York, for 29.50. ISBN 0- 
12-006620-3. L.C. card no.: 52-13360. 


CLINICAL Conference 616.99491 
on Cancer, 17th, Anderson Hospital and 
Tumor Institute, 1972. 

Neoplasia of head and neck : a collection 

of papers presented at the seventeenth 

annual Clinical Conference on Cancer, 

1972 / [sponsored by and held] at the 

University of Texas System Cancer Center, 

M.D. Anderson Hospital and Tumor 

Institute, Houston, Texas. Chicago : Year 

Book Medical Publishers, [1974] ix, 406 p. 

: ill. ; 24 cm. Includes bibliographies and 

index. [RC280.H4C54 1972] 74-78368 

ISBN 0-8151-0210-0 : 19.95. 

1. Head—Cancer—Congresses. 2, Neck— 

Cancer—Congresses. I. Anderson Hospital 

and Tumor Institute, Houston, Tex. H. 
itle. 


*SURGERY annual. 617 
Vol. 6, 1974; series editor, Lloyd M. 
Nyhus, is available from Appleton, New 
York, for 20.00. ISBN 0-8385-8706-2. 
Leaca number for original ed.: 69- 
18093. 


WOODRUFF, Michael F. A. 617 
Surgery for dental students / Michael F. 
A. Woodruff ; with a foreword by S. H. 
Wass. 3d ed. Oxford : Blackwell Scientific 
Publications ; Philadelphia : distributed by 
F. A. Davis, 1974. xii, 324 p. : ill. ; 24 cm. 
Includes index. [RD31.W58 1974] 74- 
186973 ISBN 0-632-09590-3 : 27.00 

1. Surgery. I. Title. 


*LAMPHIER, Timothy A. 617.026 
Manual of routine orders for medical and 
surgical emergencies, by Timothy A. 
Lamphier. St. Louis, Warren H. Green 
[1974] xiv, 124 p. illus. 24 cm. [RD131] 
79-176175 ISBN 0-87527-111-1 9.50 

i. Surgery. 2. Emergency medical services. 
I. Title. 


*HUGHES, J. Trevor. 617.07 
Pathology of muscle, by J. Trevor Hughes. 
Philadelphia, W. B. Saunders, 1974 ix, 218 
p. illus. 25 cm. (Major problems in 
pathology, vol. 4) Includes bibliographical 
references. [Rd57] 73-89178 ISBN 0-7216- 
4827-4 14.00 

1. Pathology, surgical. I. Title. 


ADVANCES in surgery. 617’.082 
Vol. 8, 1974, ed. by R. M. Zollinger [and 
others] is now available from Year Book 
Medical Pubs., Chicago, for 24.50. ISBN 
0-8151-9873-2. L.C. card no.: 65-29931. 


WECKESSER, Elden C. 617.1 
Treatment of hand injuries; preservation 
and restoration of function [by] Elden C. 
Weckesser. [Cleveland] Press of Case 
Western Reserve University; distributed by 
Year Book Medical Publishers, Chicago 
[1974] 274 p. illus. 25 cm. Includes 
bibliographies. [RD559.W38] 72-86353 
ISBN 0-8151-9163-4 16.95 

1. Hand—Wounds and injuries. I. Title. 


ROOT, Leon. 617.1027 
The doctor’s guide to tennis elbow, trick 
knee, and other miseries of the weekend 
athlete / by Leon Root and Thomas 
Kiernan. New York : D. McKay, [1974] ix, 
289 p. : ill. ; 22 cm. Includes index. 


AMERICAN BOOK PUBLISHING RECORD 


{[RD131.R66] 74-82610 ISBN 0-679- 
50460-5 : 8.95 . 

i. Sports-—Accidents and injuries. I 
Kiernan, Thomas, joint author. II. Title. 


RANG, Mercer. 6177.15 
Children’s fractures, by Mercer Rang, with 
4 contributors. Philadelphia, Lippincott 
[1974] p. cm. Includes bibliographies. 
[RD93.5.C4R36] 74-8276 ISBN 0-397- 
50338-5 23.00 

1. Children—Wounds and injuries. 2. 
Fractures. I. Title. 

Prepared from C.I.P. 


SCHUMER, William, 1926- 617.21 
Treatment of shock: principles and 
practice. Edited by William Schumer and 
Lloyd M. Nyhus. Philadelphia, Lea & 
Febiger, 1974. p. cm. [RB150.S5S37] 74- 
4443 ISBN 0-8121-0483-0 12.50 

1. Shock. I. Nyhus, Lloyd M., joint author. 
II. Title. 

Prepared from C.I.P. 


GARTLAND, John J. 617°.3 
Fundamentals of orthopaedics [by] John J. 
Gartland. 2d‘ed. Philadelphia, Saugders, 
1974. viii, 434 p. illus. 25 cm. Includes 
bibliographies. [RD731.G36 1974] 74-4563 
ISBN 0-7216-4046-X 13.50 

1. Orthopedia. I. Title. 


NICOLA, Toufick, 1894- 617.300222 
Atlas of orthopaedic Exposures. 
Huntington, N.Y., Robert E. Krieger 1974, 
c1966] 135 p. illus. 28 cm. [RD41.N5] 
ISBN 0-88275-104-2 12.50 

1. Surgery, operative—Atlases. I. Title. 
re gard number for original ed.: 66- 


*YEAR book of 

orthopedics & traumatic surgery. 
The 1974 edition is now available from 
Year Book Medical Publishers, Chicago, 
for 19.00. ISBN 0-8151-9841-8. L.C. 
card no.: 41-15468. 


KENNEDY, Joan M. 617’.307 
Orthopaedic splints and appliances, by 
Joan M. Kennedy. With a foreword by R. 
B. Duthie. London, Bailliere Tindall, 1974. 
viii, 200 p. illus. 21 cm. Includes index. 
{[RD755.K46] 74-594886 ISBN 0-7020- 
0469-3 

1. Orthopedic apparatus. I. Title. 
Distributed by Williams and Wäkin$, 10.25 


617.3058 


WILLIAMS, Paul C. 617.375 
Low back and neck pain; causes and 
conservative treatment, by Paul C. 
oms (Springfield, I].] Thomas [1974] 
p. cm. [RD768.W448] 74-8003 ISBN 0- 
398-03193-2 6.95 (pbk.) 

1. Backache. I. Title. 

Prepared from C.I.P. 


BIRNSTINGL, Martin. 617.41 
Periphesal vascular surgery, edited by 
Matin Birnstingl. fLondon, Heinemann 
Medical, 1973] Philadelphia, J. P. 
Lippincott [1974] xi, 447 p. illus. 23 cm. 
{Tutorials in postgraduate medicine, v. 3) 
Includes bibliographies and index. | 
[RD598.B57 1974] 74-3748 ISBN 0-397- 
58138-6 21.00 

1. Peripheral vascular diseases. 2. Blood- 
vessels—Surgery. I. Title. IL. Series. 


*KENNEDY, John Hines, ‘ed. 617.41. 
Cardiovascular surgery 1973. Edited by 
John Hines Kennedy. New York, 
American Heart Association, 1974. 276 p. 
illus. 28 cm. (American Heart Association, 
Monograph, no. 42). Contains selected 
papers presented by the Council on 


ALNO Gigi es + 


Cardiovascular surgery of the American 
Heart Association’s Scientific sessions, 
November 8-11, 1973. [RD598.A552] 6.00 
(pbk.) 

L Cardiovascular 


system—Surgery— 
Collected works. 


I American Heart 
Association. I. American Heart 
Association. Council on Cardiovascular 
Surgery. HI. Title. 


EDWARDS, William 
Sterling, 1920- 
Alexis Carrel: visionary surgeon, by W. 
Sterling Edwards and Peter D. Edwards. 
With a foreword by Charles A. Lindbergh. 
Springfield, Il., Thomas [1974] xi, 143 p. 
illus. 24 cm. Bibliography: p. 125-127. 
ope ares 74-717 ISBN 0-398-03130- 
4 5. 

l. Carrel, Alexis, 1873-1944. 2. Heart— 
Surgery. 3. Blood-vessels—Surgery. I. 
Edwards, Peter D.,*joint author. 


617°.41°0924 B 


WEBB, Watts R. 617.412 
Surgery in acute coronary problems. 
Editor: Watts R. Webb. [New York] 


Medcom Press [1974] p. cm. (Medcom 
medical update series) [RC685.C6W4] 74- 
5498 ISBN 0-8463-0142-3 8.95 

1. Coronary heart disease—Surgery. I. 
Title. 

Prepared from C.I.P. 


GURDJIAN, Elisha 
Stephens, 1900- 
Operative neurosurgery [by] E. Stephens 
Gurdjian [and] urray Thomas. 
Huntington, N.Y., R. E. Krieger Pub. Co., 
1974 [c1970] p. cm. Reprint of the 3d ed. 
published by Williams & Wilkins, 
Baltimore. Includes bibliographies. 
{RD593.G83 1974] 74-11097 ISBN 0- 

88275-191-3 25.00 

1. Nervous system—Surgery. I. Thomas, 

pee Murray, 1922- joint author. II. 
ttle. 

Prepared from C.I.P. 


MACGREGOR, Frances M. 
Cooke, 1906- 
Transformation and identity; the face and 
plastic surgery [by] Frances Cooke 
Macgregor. With an introd. by Margaret 
Mead, and foreword by John Marquis 
Converse. [New York] Quadrangle [1974] 
xxv, 230 p. 22 cm. Bibliography: p. [213]- 
217. [RD763.M32 1974] 74-77943 ISBN 
0-8129-478-8 8.95 

1. Face—Abnormities and deformities— 
fa aspects. 2. Surgery, Plastic. 
. Title. ° 


WINTER, Ruth, 1930- 617.539 
So you have a pain in the neck. Foreword 
by Arthur Winter. New York, Grosset & 
Dunlap [1974] 89 p. illus. 2i cm. 
Bibliography: p. 85-89. [RC936.W5] 73- 
20788 ISBN 0-448-11699-5 1.95 (pbk.) 

1. Neck—Diseases. 2. Pain. I. Title. II. 
Title: A pain in the neck. 


*JONES, Peter F. * 647.55 
Emergency abdominal surgery; in infancy, 
childhood and adult life, [by] Peter F. 
Jones. Oxford, Blackwell Scientific, [1974] 
xx, 808 p. illus. 24 cm. [RD540] ISBN 0- 
632-06730-6. 

1. Abdomen—Surgery. 2. Stomach. I. Title. 
` Distributed by F. A. Davis, Philadelphia, 
for 47.25. 


617'.48 


6177.52 


BENDER, Leonard: F. 617.574 
Prostheses and rehabilitation after arm 
amputation, by Leonard F. Bender. 
Springfield, Ill, C. C. Thomas [1974] xv, 
179 p. illus. 24 cm. Includes bibliographical 
references. [RD756.B43] 73-21503 ISBN 
0-398-03094-4 12.50 


IL Artificial arm. 2 Amputees— 
Rehabilitation. I. Title. 

KORNFELD, Max. 617.6 
Mouth rehabilitation: clinical and 


laboratory procedures. 2d ed. Saint Louis, 
Mosby, 1974- p. cm. Includes 
bibliographies. [RK51.K62] 74-10681 ISBN 
0-8016-2726-5 97.50 
1. Dentistry. I. Title. 
Prepared from C.I.P. 


FROMMER, 

Herbert H., 1933- 
Radiology for dental auxiliaries [by] 
Herbert H. Frommer. With 161 illus. Saint 
Louis, C. V. Mosby Co., 1974. es 169 p. 
illus. 26 cm. Biblio graphy: p. 158. 
[RK309.F76] 74-7330 ISBN 0- 8016. 1705-7 
9.00 


617.6°07°57024613 


rA Teeth—Radiography. 2. Dental 
assistants. I. Title. 
MORSE, Donald R. 617.6734 


Clinical endodontology: a comprehensive 
guide to diagnosis, treatment, and 
prevention. Text and illus. by Donaid R. 
Morse. With a foreword by Samuel Seltzer. 
Springfield, Ill., Thomas [1974] xiii, 645 p. 
illus. 26 cm. Includes bibliographies. 
Rae 74-718 ISBN 0-398-03121-5 
29.7 

1. Endodontics. I. Title. 


VAUGHAN, Daniel, 1921- 617.7 
General ophthalmology `/ Daniel Vaughan, 
Taylor Asbury. 7th ed. Los Altos, Calif. : 
Lange Medical Publications, [1974] 334 p. 
: ill. ; 27 cm. (A Concise medical library 
for practioner and student) Includes index. 
Bibliography: p. 318-319. [RE49.V3 1974] 
73-93134 ISBN 0-87041-102-0 : 9.50 

1. Ophthalmology. I. Asbury, Taylor, joint 
author. IT. Title. 


TROUTMAN, Richard C. 617.74 
Microsurgery of the anterior segment of 
the eye [by] Richard C. Troutman. With 
457 tone drawings in 137 plates by 
Virginia Cantarella. Saint Louis, Mosby, 
1974- p. cm. Contents.—v. 1. Introduction 
and basic techniques. Bibliography: p. 
Reel 74-12453 ISBN 0-8016-5107-7 
-00 

1. Eye—Surgery. 2. Microsurgery. I. 
Cantarella, Virginia, illus. II. Title. 

Prepared from C.I.P. 
KIMURA, Ryozo, 617.7°4°0754 

1937- 

Color atlas of gonioscopy / Ryozo Kimura. 
lst ed. Tokyo : Igaku Shoin ; Baltimore : 
Williams & Wilkins, [1974] ix, 126 p. : ill. 
(some col.) ; 26 cm. Bibliography: p. 125- 
126. [RE79.G6K55] 74-182862 ISBN 0- 
683-04618-7 : 29.00 


1. Goniscopy. 2. Eye—Diseases and 
defects—Atlases. I. Title. 
CRONE, Robert Arnold. 617.762 


Diplopia / Robert A. Crone. Amsterdam : 
Excerpta Medica ; New York : American 
Elsevier Pub. Co., 1973, [i.e.1974] ix, 488 
p. : il. ; 25 cm. Includes index. 
Bibliography: p. 431-481. [RE738.C76] 73- 
77079 ISBN 0-444-16000-0 : 57.70 

1. Diplopia. 2. Eye—Movements. 3. 
Binocular vision. 


NORTHERN, Jerry L. 617.8 
Hearing in children, by Jerry L. Northern 
and Marion P. Downs. Baltimore, Wiliams 
& Wilkins [1974] p. [RF122.5.C4N67] 74- 
615 ISBN 0-683-06569-6 14.50 

1. Hearing disorders in children. I. Downs, 
Marion P., joint author. IT. Title. 

Prepared from C.I.P. , 


OUUU EEU THNWELW I 


BRIGDEN, Raymond John. 

Operating theatre technique : 
for nurses, technicians, operating 
department assistants, medical students, 
house surgeons and others associated with 
the operating theatre / Raymond J. 


61iT.91 
a textbook 


Brigden. 3d ed. Edinburgh : Churchill 
Livingstone ; New York : distributed by 
Longman, 1974. 698 p. : il. ; 25 cm. 


Includes index. [RD32.3.B75 1974] 73- 
85891 ISBN 0-443-01058-7 : 39.50 
1. Surgery, Operative. I. Title. 


INTERNATIONAL 6177.95 
Biomaterials Symposium, 5th, Clemson 
University, 1973. 

Prostheses and tissue, the interface 

problem fifth annual International 

Biomaterials Symposium held at Clemson 

University, Clemson, South Carolina, April 

14-18, 1973 / sponsored by Clemson 

University {et al] ; editors, S. F. 

Hulbert, S. N. Levine, D. D. Moyle. New 

York : J. Wiley, 1974- v. ; ill. ; 23 cm. 

(Biomedical materials symposium ; no. 5) 

”An Interscience publication.” Also issued 

as no. 3, v. 8 of the Journal of biomedical 

materials research. Includes bibliographical 

references. [RD120.5.157 1973] 74-186932 

19.50 

1. Prosthesis—Congresses. 2. Biomedical 

materials—Congresses. I Hulbert, Samuel 

F, ed. IL Levine, Sumner N., ed. HU. 

Moyle, D. D., ed. IV. Clemson University. 

V. Title. VI. Series. 


KAROW, Armand M. 617°.9507 
Organ preservation for transplantation / 
[eaited by] Armand M. Karow, Jr., George 
M. Abouna, Arthur L. Humphries, Jr. 
= ed. Boston : Little, Brown, [1974] xiv, 
430 p. : ill. ; 25 cm. (Series in laboratory 
medicine) Includes bibliographies and 
index. [RD126.K37] 73-7156 ISBN 0-316- 
48323-0 19.95 
I. Preservation of organs, tissues, etc. 2. 
Transplantation of organs, tissues, etc. I. 
Abouna, George J. M., joint author. ID 
Humphries, Arthur L., joint author. IIT. 
ytle. 


*YEAR book of 
anesthesia. 

The 1974 edition is now available from 
Year Book Medical Publishers, Chicago, 


617.96058 


for 17.95. ISBN 0-8151-3015-5. L.C. 
card no.: 63-25215. 
*THE yearbook of 618.058 . 


obstetrics and gynecology. . 
The 1974 edition is available from Year 
Book Medical Publishers, Chicago, for 
16.50. ISBN 0-8151-3964-0. L.C. card 
no: CD 38-20. 


PAUERSTBEIN, Carl J., 
1932- 

The fallopian tube: a reappraisal [by] Carl * 
J. Pauerstein. Philadelphia, Lea & Febiger, 
1974. p. cm. (Contemporary obstetrics , 
and gynecology) [RG421.P38 1974] 74- 

709 ISBN 0-8121-0489-7 11.50 * 

1. Fallopian tubes-—Inflammation. ` Z: 
Fallopian tubes. I. Title. z 

Prepared from C.I.P. 


BEAN, Constance A. 618.2 
Methods of childbirth : a complete guide 
to childbirth classes and maternity care t 
Corstance A. Bean. Garden City, N.Y. 
Dolphin Books, 1974, ¢1972. xxix, 210 p. ; 
ill. ; 21 cm. Bibliography: p. [207]-210. 
[RG525.B42 1974] 74-185537 ISBN 0- 
385-06228-1 pbk. : 1.95. 1.95 

1. Childbirth. 2. Prenatal care. I. Title. 


OBSTETRICS illustrated / 618.2 
Matthew M. Garrey ... [et al]. 2d ed. . 


618.172 
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Edinburgh : Churchill Livingstone ; New 

Sr : distributed by Longman, 1974. 538 
: ill. (part col.) ; 26 cm. Includes index. 

IRGS24. O2 1974] 73-91453 ISBN 0-443- 

01118-4 : 13.50 

1. Obstetrics. I. Garrey, M. M. 


HARTMAN, Rhondda Evans. 
Exercises for true natural childbirth / 
Rhondda Evans Hartman. lst ed. New 
York : Harper & Row, [1975] p. cm. 
[RG525.H27 1975] 74-1814 ISBN 0-06- 
011766-4 : 6.95 

1. Prenatal care. 2. Exercise. 3. Childbirth. 
I. Title. 

Prepared from C.I.P. 


BARBER, Hugh R. K., 1918- 618.3 
Surgical disease in pregnancy [edited by} 
Hugh R. K. Barber [and] Edward a 
Graber. Philadelphia, Saunders, 1974. p. 
cm. [RG572.B38] 73-89171 ISBN 0-7216- 
1539-2 31.50 

i. Pregnancy, Complications of 2. 
Operations, Surgical. I. Graber, Edward A., 
joint author. I. Title. 

Prepared from C.I.P. , 


BARNES, Cyril G. 618.3 
Medical disorders in obstetric practice, 
[by] Cyril G. Barnes. 4th ed. Oxford, 
Blackwell Scientific, [1974, c1970] ix, 509 
p. illus. 24 cm. [RG571.B3 1974] ISBN 0- 
632-098 10-4. 

1. Pregnancy, complication of 2. 
Woman-—Diseases. I. Title. 

Distributed by F. A. Davis, Philadelphia, 
for 24.50. L.C. card no. for original ed.: 
79-500901. 


REECE, Robert M. 618.9°2002’5 
Manual of emergency pediatrics / Robert 
M. Reece, John W. Chamberlain. 
Philadelphia : Saunders, 1974. p. cm. 
er Rae 73-91278 ISBN 0-7216-7497-6 
i. Pediatrics. 2. Medical emergencies. I. 
Chamberlain, John W., joint author. II. 
Title. 

Prepared from C.I.P. 


GODFREY, Simon. 618.9°2’00754 
Exercise testing in children; applications in 
health and disease. London, Philadelphia, 
Saunders, 1974. x, 168 p. illus. 24 cm. 
Bibliography: p. [155]-164. [RJ50.G62] 74- 
8332 ISBN 0-7216-4142-3 17.50 

1. Children—Medical examinations. 2. 
Exercise—Physiological effect. 3. Exercise 
tests. I. Title. 


NATHAN, David G. 618.9°21°5 
Hematology of infancy and childhood, 
edited by David G. Nathan [and] Frank A. 
Oski. Philadelphia, Saunders, 1974. xxii, 
904 p. illus. 27 cm. Includes bibliographical 
references. [RJ411.N37] 73-89190 ISBN 0- 
7216-6660-4 37.50 

1. Pediatric hematology. I. Oski, Frank A., 
joint author. II. Title. 


DELANGE, Francois. 618.92442 
Endemic goitre and thyroid function in 
Central Africa. By Flrancois] Delange. 
Basel, New York, S. Karger, 1974. xii, 171 
p. ihs, 25 cm. (Monographs in paediatrics, 

Bibliography: p,  [148]-171. 
[a20 .H9D44] 74-181865 ISBN 3-8055- 


1. Endemic goiter—Africa, Central. 2. 
Hypothyroidism. 3. Children—Diseases. I. 
Title. If. Series. 

Disiributed by Philbig, White Plains, New 
York, 27.00. 


PEDIATRIC nephrology 618.9°2671 
[by] Pierre Royer [and others] Translated 
by Anthony Walsh. Philadelphia, Saunders 
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618.2°4 


. Nutritional 


[1974] p. cm. (Major problems in clinical 

pediatrics, v. 11) Translation of 

Nephrologie pediatrique. [RJ466.N4613] 

74-4585- ISBN 0-7216-7776-2 16.50 

t Goa nephrology. I. Royer, Pierre, 
917- 

Prepared from C.I.P. 


FEINGOLD, Ben F. 618.9285 
Why your child is hyperactive [by] Ben F. 
Feingold. [ist ed.] New York, Random 
House [1975] p. cm. [RJS06.H9F44] 74- 
9078 ISBN 0-394-49343-5 7.95 


1. Ħyperkinesia 2. Food additives— 

Toxicology. I. Title. 

Prepared from C.I.P. 

RAMAN, S. Pattabi, 618.9°28°588 
comp. 

Nutrition, development, and learning; 


selected readings, edited by S. Pattabi 
Raman, Daniel C. Jordan [and] Donald T. 
Streets. New York, MSS Information 
Corp. [1974] p. cm. [RJ399.N8R35] 74- 
18402 ISBN 0-8422-5186-3 15.00 

1. Nutrition disorders ín children— 
Addresses, essays, lectures. 2. Intellect— 
aspects—Adcresses, essays, 
lectures. 3. Learning ability-Addresses, 
essays, lectures. I. Jordan, Daniel C., joint 
comp. IT. Streets, Donald T., joint comp. 
IH. Title. 

Prepared from C.I.P. Pbk. 8.75; ISBN 0- 
8422-0421-0. 


SIMMONS, James E. 618.9289075 
Psychiatric examination of children [by] 
James E. Simmons. 2d ed. Philadelphia, 
Lea & Febiger, 1974. p. cm. Bibliography: 
p. [RJ499.856 1974] 74-7368 ISBN 0- 
8121-0494-3 6.00 

I. Child psychiatry. 2. Interviewing in 
psychiatry. I. Title. 

Prepared from C.I.P. 


PITT, Brice. 618.97689 
Psychogeriatrics : an introduction to the 
psychiatry of old age / Brice Pitt ; 
foreword by W. Ferguson Anderson. 
Edinburgh : Livingstone ; New York : 
distributed by Longman, 1974. vii, 183 p. ; i 
22 cm. Includes index. Bibliography: p. 
173-174. [RC451.4.A5P5] 74-77275 ISBN 
0-443-01190-7 pbk. : 7.00 

1. Geriatric psychiatry. I. Title. 


ADAIR, Alvis V. 619.98 
Human experimentation: n ancient notion 
in a modern technology [by] Alvis V. 
Adair. [Washington, Institute for Urban 
Affairs and Research, Hcward University, 
1974} 50 p. 28 cm. (Institute for Urban 
Affairs and Research, Hcward University. 
Occasional paper, v. 1, no. 3) Includes 
bibliographical references. [R853.H8A3] 
74-181595 2.00 (pbk.) 

i. Human experimentation in medicine. I. 
Title. II. Series: Howard University, 
Washington, D.C. Institute for Urban 
Afairs and Research. Occasional paper, v. 
4, no. 3. 


PRIMATE utilization and 6197.98 
conservation. Edited by Gordon Bermant 
and Donald G. Lindburg. New York, 
Wiley [1974] p. cm. Based on the New 


Concepts in Primete Production 
Conference held at Battelle Seattle 
Research Center, Seattle, Aug. 11-12, 


1972. "A Wiley-Interscience publication.” 
Includes bibliographies. [QL737.P9P675] 
74-13570 ISBN 0-471-07070-X 16.50 

i. Primates as laboratory animals— 
Congresses. 2. Primates—Congresses. 3. 
Wildlife | conservation—Congresses. 4. 
Primate breeding—Congresses. I. Bermant, 
Gordon, ed. H. Lindburg, Donald G. 


AMERICAN BOOK PUBLISHING RECORD 


1932- ed. HI. New Concepts in Primate 
Production Conference, Batelle Seattle 
Research Center, 1972. 

Prepared from C.I.P. 


Engineering 620-629 


MUNCH, Theodore W. 620 
Man the engineer—nature’s copycat, by 


Theodore Munch. Philadelphia, 
Westminster Press [1974] p. om. 
Bibliography: ”A Franklin Institute 


book.” [TA149.M86] 74-8823 ISBN 0-664- 
32555-6 6.50 

1. Engineering—Juvenile works, 2. 
Nature—Juvenile works. I. Title. 

Prepared from C.I.P. Pbk. 4.50; ISBN 0- 
664-34007-S. 


SMYTH, Michael P. ° 620°.001°51 
Mathematics, the formal tools of 
engineering / Michael P. Smyth. Reading, 
Mass. : Addison-Wesley Pub. Co., [1974]. 
xiii, 164 p. : diagrs. ; 21 cm. (Advances in 
modern engineering series ; v. Il 
Bibliography: p. 163-164. [TA330. S64] 73- 
18903 ISBN 0-201-07078-2 pbk. : 4.95 

I. Engineering mathematics. Í. Title. 


NIEBEL, Benjamin W. 620°.004’2 
Product design and process engineering 
[by] Benjamin W. Niebel [and] Alan B. 
Draper. New York, McGraw-Hill [1974] 
xii, 833 p. illus. 24 cm. Includes 
bibliographies. [TS171.N53] 74-4294 ISBN 
0-07-046535-5 19.50 

1. Design, Industrial. 2. Production 
engineering. 3. Manufacturing processes. I. 
Draper, Alan B., joint author. If. Title. 


DUNCAN, Acheson 620’.004°50182 
Johnston, 1904- 

Quality control and industrial statistics 
[by] Acheson J. Duncan. 4th ed. 
Homewood, Il, R. D. Irwin, 1974. xix, 
1047 p. illus. 24 cm. "Cumulative list of 
references”: p. 1004-1030. [TS156.Q3D8 
1974] 73-91792 ISBN 0-256-01558-9 18.50 
1. Quality control—Statistical methods. 2. 
Sampling (Statistics) 


*ADVANCES in applied 620.1 
mechanics. 

Vol. 14, 1974, edited by Chia-Shun Yih, is 
now available from Academic Press, New 
York, for 35.00. ISBN 0-12-002014-9 L.C. 
card no.: 48-8503. 


MERZKIRCH, Wolfgang. * 620.1'064 
Flow visualization. New York, Academic 
Press, 1974. viii, 250 p. illus. 24 cm. 
Bibliography: p. 230-244. [TA357.M47] 
74-1637 ISBN 0-12-491350-4 26.00 

1. Flow visualization. I. Title. 


KAZANAS, H. C. 620.171 
fetpoleay of industrial materials [by] H. 
Kazanas, Roy S. Klein [and] John R. 
Lindbegk. Peoria, Ill., C. A. Bennett Co. 
[1974] 397 p. illus. 24 cm. Includes 
bibliographies. [TA403.K36] 73-85509 
ISBN 0-87002-158-3 11.32 
1. Materials. I. Klein, Roy $., joint author. 
I. Lindbeck, John Robert, joint author. HI. 
Title. 


MATERIALS science 620.171 
[by] J. C. Anderson [and others] 2d ed. 
New York, Wiley [1974- The 1970 ed. by 
J. C. Anderson publisiied under same title. 
“A Halsted Press book.” Bibliography: p. 
[TA403.M346] 74-9602 ISBN 0-470- 
02830-0 14.95 

1. Material. I. Anderson, Joseph 
Chapman. II. Anderson, Joseph Chapman. 
Materials science. 


‘DECEMBER 31,1974 
* Prepared from C.I.P. 


MECHANICS of composite 620.171 
materials, edited by G. P. Sendeckyj. New 
York, Academic Press, 1974. p. cm. 
(Composite materials, v. 2) Includes 
bibliographies. [TA418.9.C6M4] 74-2392 
ISBN 0-12-136502-6 38.50 

J. Composite materials. I. Sendeckyj, G. 
P., ed. If. Title. IH. Series. 

Prepared from C.I.P. 


LITTLE, Robert Eugene, 
1933- 

Statistical design of fatigue experiments 
[by] R. E. Little and E. H. Jebe. New 
York, Wiley | [1974] p. cm. ”A Halsted 

Press book.” [TA418.38.L57] 74-14802 

ISBN 0-470-54115-6 26.75 

1. Materials—Fatigue. 2. Experimental 


620.1712 


design. I Jebe, Æ. H., joint author. IT. 


Title. 
Prepared from C.I.P. 


SUH, Nam P., 1936- 620.1712 
Elements of the mechanical behavior of 
solids [by] Nam P. Suh and Arthur P. L. 
Turner. Washington, Scripta Book Co. 
(1975, ie.1974] . om. [TA405.8824 
1975] 74-10949 ISBN 0-07-061765-1 19.95 
1. Strength of materials. I. Turner, Arthur 
P. L., joint author. II. Title. 
Prepared from C.LP. 
WASHIZI; Kyuichiro, 620.1123 
921- 
Variational methods . in elasticity and 
plasticity. 2d ed. Oxford, New York, 
Pergamon Press [1974, c1968] p. cm. 
(International series of monographs in 
aeronautics and astronautics. Division I: 
solid and structural mechanics, v. 9) 
Includes bibliographies. [QA931.W33 
1974] 74-8861 ISBN 0-08-017653-4 25.00 
i. Elasticity. 2. Plasticity. 3. Calculus of 
variations. I. Title. 
Prepared from C.I.P. 


ACI-ASCE Shear 

Committee. 
Shear in - reinforced concrete. Detroit, 
American Concrete Institute [1974] 2 v. 
(949 p.) illus. 23 cm. (ACI publication SP- 
42) [TA445.A14 1974] 73-94112 19.50 


620.1°37°45 


i. Reinforced concrete. 2. Shear 
(Mechanics) I. Title. 
SYMPOSIUM on Fatigue 620.1617 


and Fracture Toughness of Metallic 
Materials, Philadelphia, 1973. 

Fatigue and fracture toughness—cryogenic 
behavior; a symposium presented at the 
seventy-sixth annual meeting American 
Society for Testing and Materials, 
Philadelphia, Pa., 24-29 June 1973. 
Philadelphia, American Society for Testing 
and Materials [1974] v, 185 p. illus. 24 cm. 
(ASTM special technical publication 556) 
Includes bibliographical references. 
[TA460.89336 1973] 74-76067 -20,25 

i. Metals—Fatigue—Congresses. . 2 
Metals-—Fracture—Congresses. 3. Metals 
at low  temperatures—Congresses. T. 
American Society for Testing and 
Materials. If. Title. HI. Series: American 
Society for Testing and Materials. Special 
technical publication S556. 


KREMPL, E. 8 620.63 
The influence of state of stress on low- 
cycle fatigue. of * structural materials: a 
literature survey and interpretive report. 
Prepared for the Metal Properties Council, 
by Erhard Krempl. Philadelphia, American 
Society for Testing and Materials [1974] v, 
46 p. illus. 28 cm. (ASTM special technica] 
publication, 549) Includes bibliographical 


references. [TA460.K823] 73-90274 5.25 
(pbk.) 


1. Metals—Fatigue. I. Metal Properties 
Council. H. Title. TIL Series: American 
Society for Testing and Materials, Special 
technical publication 549. 


PLUEDDEMANN, Edwin P. 620.1°92 
Interfaces in polymer matrix composites. 
Edited by Edwin P. Plueddemann. New 
York, Academic Press [1974] p. cm. 
(Composite materials, v. 6) Includes 
bibliographies. [TA418.9.C6P55] 74-4197 
ISBN 0-12-136506-9 25.00 

i. Fibrous composites. 2. Reinforced 
plastics. 3. Surface chemistry. I. Title. I. 
Series. 

Prepared from C.I.P. 


STUDIES in ice physics 620.416 
and ice engineering. Edited by G. N. 
Yakovlev. Translated from Russian [by R. 
Hardin] Jerusalem, Israel Program for 
Scientific Translations, 1973. v, 192 p. 
illus. 25 cm. At head of title: Main 
Administration of the Hydrometeorological 
Service of the Council of Ministers of the 
USSR. Arctic and Antarctic Scientific 
Research Institute. Translation of Fiziko- 
tehnicheskie issledovaniia lda. Originally 
published as v. 300 of Trydy of 
Arkticheskii i  antarkticheskii nauchno- 
issledovatel’skii institut. Includes 
bibliographies. [GB2405.F5913] 74-182305 
ISBN 0-7065-1275-8 

Ts Ice—Testing—Addresses, essays, 
lectures. I. IAkoviev, Gurii Nikolaevich, 


ed. M. Leningrad. Arkticheskii 1 
antarkticheskit nauchno-issledovatel’skii 
institut. 

Distributed by International Scholarly 
Book Service, 16.00 (lib. bdg.). 

*TAYLOR, L. B. 620.419 


For all mankind; America’s space programs 
of the 1970s and beyond [by} L. B. 
Taylor. New York, E. P. Dutton, 1974 xii, 
307 p. illus. 21 cm. [TL726.2] 74-9109 
ISBN 0-87690-115-1 8.95. 

1. Space flight—United States. 2. Space 
Ships. I. Title. 


WILSON, Ira Gaulbert, 
1901- 

Information, computers, and system design 
[by] Ira G. Wilson [and] Marthann E. 
Wilson. Huntington, N.Y., R. E. Krieger 
Pub. Co., 1974 [c1965] p. cm. Reprint of 
the 1967 ed. published by Wiley, New 
York, in series: Wiley series on systems 
engineering and analysis; with new pref. 
and corrections. Bibliography: p. 
[TA168.W48 1974] 74-11059 ISBN 0- 
88275-185-9 14.50 

i. Systems engineering. 2. 
theory. I Wilson, 
author. II. Title. 
Prepared from C.I.P. 


620.7 


Marthann E., joint 


SMITH, David Beach, 1911- 620.72 
Systems engineering and management / 
David Smith, George Rowland. 
Reading, Mass. : Addison-Wesley Pub. 
Co., [1974] xiv, 153 p. : diagrs. ; 21 cm. 
aah in modern engineering series ; 


3) Bibliography: p- 151-153. 

ITA 168. $56] 73- 13905 ISBN 0-201-07079- 
- 9 pbk. : 4.95 

Í- Systems engineering. I. Rowland, 


George, joint author. TI. Title. 


*CRC handbook of 
environmental control. 
Vol. 4, 1974, Wastewater: Treatment and 
disposal, is -~ available from CRC Press, 
Cleveland, Ohio for 36.00. ISBN 0-87819- 
274-3. L.C. card no.: 72-92118. 


620.808 


Information’ 
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SHERIDAN, Thomas B. 620.872 
Man-machine systems; information, 
control, and decision models of human 
performance [by] Thomas B. Sheridan and 
William R. Ferrell. Cambridge, Mass., MIT 
Press [1974] ix, 452 p. illus. 24 cm. 
Includes bibliographies. [TAL67.S5] 73- 
19777 ISBN 0-262-19118-0 25.00 
I. Man-machine systems. I Ferrell, 
William R., joint author I. Title. 
AL-JAZARI, Isma‘il ibn al- 621 
Razzaz, f1.1181-1204. 
The book of knowledge of ingenious 
mechanical devices. Translated [from the 
Arabic] and annotated by Donald R. Hill. 
Dordrecht, Boston, Reidel [1974] xxv, 285 
p. illus. 35 cm. Translation of Fi ma‘rifat 
al-hiyal al-handasiyah. Bibliography: p. 
(281]-282. [TJ144.J3913 1974] 72-92529 
ISBN 9-02-770329-9 96.00 
I. Mechanical engineering—Early works to 
1800. 2. Mechanical movements. I. Title. 


TAYLOR, Edward S., 1943- 621 
Dimensional analysis for engineers / 
Edward S. Taylor. Oxford [Eng] 
Clarendon Press, 1974. xi, 162 p. ; 24 cm. 
Includes index. Bibliography: p. [159]- 160. 
[TA347.D5T33] 74-188131 ISBN 0-19- 
856122-9 : 18.50. 

1. Dimensional analysis. I. Title. 
Distributed by Oxford University Press, 
New York. 


COVICH, Edith 

Sklovsky, 1907- 
Max. Chicago, S. Brent, 1974. xviii, 268 p. 
illus. 24 cm. Includes bibliographical 
references. [TL140.S58C68] 73-90749 8.95 
1. Sklovsky, Max, 1878-1967. I. Title. 
Publisher’s address: 670 North Michigan 
Avenue, Chicago, Ill. 60611. 


LEVI, Enrico, 1918- 621.31271 
Electromechanical power conversion : low- 
frequency, low-velocity conversion 
processes / Enrico Levi and Marvin 
Panzer. 2d corr. ed., including solutions. 
New York : Dover Publications, 1974, 
c1966. xxvii, 633 p. : ill, ; 22 cm. "An 
unabridged and corrected republication of 
Electromechanical power conversion and 
Solutions manual to accompany 
Electromechanical power conversion, first 
published in 1966 and 1967 respectively by 
McGraw-Hill Book Company, New York.” 
Includes bibliographical references and 
index. [TK145.L47 1974] 74-79060 ISBN 
0-486-60592-2 : 8.00 


621.0924 B 


1. Electromechanical devices. I. Panzer, 
Marvin, joint author. II. Title. 

*OBERMAN, R. M. M. 621.373 
Electronic counters, [by] R. M. M. 


Oberman. New York, Barnes & Noble, 
[1973, i.e.1974] xvi, 232 p. illus. 23 cm. 
[TK7867] ISBN 0-06-495225-8 15.00 

1. Electric circuits. 2. Electronic 
calculating-machines—Circuits. I. Title. 


*ADVANCES in electronics 
and electron physics. 

Vol. 36, 1974, edited by L. Marton [and 
others] is now available from Academic, 
New York, for 34.50. ISBN 0-12-014536- 
7. L.C. card no.: 49-7504. 


FRANKS, Lewis Embree, 
comp. 

Data communication: fundamentals of 
baseband transmission. Edited by L. E. 
Franks. Stroudsburg, Pa, Dowden, 
Hutchinson & Ross [1975, i.e.1974] p. cm. 
(Benchmark papers in electrical 
enginetring and computer science, v. 9) 
Includes bibliographical references. 


621,38 


621.38 
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' [TK5105.F7] 74-12338 ISBN 0-87933-087- 
“2 


1. Data communication systems. 2. Signal 
theory (Telecommunication) I. Title. 
Prepared from C.I.P. Distributed by J. 
Wiley; 23.00. 


STEELE, Raymond Ernest. (621.38 
Delta modulation systems [by] R. Steele. 
New York, Wiley [1975, c1974] p. cm. 
”A Halsted Press book.” [TK5102.5.87 


1975] 74-11299 ISBN 0-470-82104-3 32.50 ` 


1. Delta modulation. I. Title. 
Prepared from C.I.P. 


a 


*EUROPEAN Microwave 621.3813 
Conference, September 4-7, 1973, 
Brussels University, Brussels, Belgium. 

Proceedings, edited by Hoffman. 

[London, Peter Peregrinus?, 1973] var. 

paging, illus. 30 cm. [QC972.6] 

1 Microwaves-—Addresses, essays, 


lectures. I. Hoffman, G., ed. IT. Title. 
Distributed by International Scholarly 
Book Services, Portland, Or. for 63.00 
(pbk. 2 vols.) 


*4ADVANCES in 621.381305 
microwaves. 

Vol. 8, 1974, edited by Leo Young and H. 
Sobol, is now available from Academic 
Press, New York, for 35.00. ISBN 0-12- 
027908-8. L.C. card no.: 66-24105. 


BELL, David, 1930- 621.3815 

Fundamentals of electronic devices. 

Reston, Va., Reston Pub. Co. [1974] p. 

cm. [TK7871.85.B3786] .74-16377 ISBN 0- 
87909-276-9 15.95 

` I. Semiconductors. I. Title. 

Prepared from C.I.P. 


BOSCH, B. G. 621.3815 
ae effect electronics / B. G, Bosch and 
. H. Engelmann. New York : Wiley, 
one. p. cm. "A Halsted Press book.” 
Includes bibliographical references and 
indexes. [TK7872.G8B67 1975] 74-6974 
ISBN 0-470-08970-9: 37.50 
i. Gunn effect. 2. Semiconductors. 3. 
Oscillators, Microwave. 4. Transistor 
circuits. 1. Engelmann, R. W. H., joint 
author. If. Title. 
Prepared from C.I.P. 


KOSTOPOULOS, George K..,. 
1939- 

Digital engineering [by] George K. 

Kostopoulos. New York, Wiley [1974] p. 

cm. ”A Wiley-Interscience publication.” 


621.3815 


Bibliography: p. [TK7868.D5K69] 74- 
13427 24.95 

1. Digital electronics. I. Title. 

Prepared from C.I.P. 

MORRIS, Noel Malcolm. 621.3815 


Digital electronic curcuits and systems [by] 
Noel M. Morris. [London] Macmillan 
[1974] viii, 143 p. illus. i em. (Macmillan 
basis books electronics) 
[TK7868.D5M65] 74- 182523 ISBN 0-333- 
14862-2 

1. Digital electronics. I. Title. 

Distributed by Verry; 8.00 (pbk.). 


WALLMARK, J. Torkel. 621.3815°28 
Field-effect transistors in integrated circuits 
[by] J. T. Wallmark [and] L. G. Carlstedt. 
[London] Macmillan [1974] 153 p. illus. 24 
cm. Distributed in the U.S. by Halsted 


Press, .New York. Translation of 
Falteffekttransistorn. Includes 
bibliographies. [TK7871.95.W3513 1974b] 


74-181569 ISBN 0-333-15243-3 13.50 

i. Fieid-effect transistors. 2. Transistor 
circuits. 3. Integrated circuits. I. Cdtlstedt, 
Gunnar, 1946- joint author. H. Title. 
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SALVATI, M. J. 621.3815°3 
How to custom design your solid-state 
equipment [by] M. J. Salvati. Rochelle 
Park, N.J., Hayden Book Co. [1974] p. 
cm. [TK7867. S24] 74-16174 5.50 (pbk.) 

1. Electronic circuits. 2. Transistor circuits. 
I. Title. 

Prepared from C.I.P. 


MARKUS, John. ` 621.3815°3°0202 
Guidebook of electronic circuits; over 
3,600 modern electronic circuits, each 
complete with values of all parts and 
performance details, organized in 131 
logical chapters for quick reference and 
convenient browsing. New York, McGraw- 
Hill [1974] xiv, 1067 p. illus. 29 cm. 
[TK7867.M34] 74-9616 ISBN 0-07- 
040445-3 24.50 

L. Electronic 

manuals, etc. I. Title. 


HNATEK, Eugene R. 621.38173 
Applications of linear integrated circuits 
[by] Eugene R. Hnatek. New York, Wiley 
[1974] p. cm. ”A Wiley-Interscience 
publication.” [TK7874.H53} 74-11368 
ISBN 0-471-40111-0 26.95 

sl. Integrated circuits. 2. 
apparatus and appliances. I. Title. 
Prepared from C.I.P. 


circuits—Handbooks, 


Electronic 


LEE, Kaiman. 621.3819532 
Evaluation of computer graphic terminals / 
by Kaiman Lee. Boston : Environmental 
Design & Research Center, [1974] 91, [1] 
leaves : il. ; 29 cm. Cover title: CRT 
evaluation. Bibliography: leaf [92] 
[TK7887.5.L4] 74-184824 8.00 

1. Computer input-output equipment. 2. 
Information display systems. 3. Computer 
graphics. f. Title. If. Title: CRT evaluation. 


LANGDON, Glen G. §21.3819°58’35 
Logic design: a review of theory and 
practice [by} Glen G. Langdon, Jr. New 
York, Academic Press, 1974. ix, 179 p. 
illus. 24 cm. (ACM monograph series) 
Includes bibliographical references. 
[TK7888.4.L36] 73-18988 ISBN 0-12- 
436550-7 14.50 ; 

1. Logic circuits. 2. Electronic digital 
computers—Circuits. I. Title. II. Series: 
Association for Computing Machinery. 
ACM monograph series. 


TURN, Rein 621.3819758 
Computers in the 1980S. New York, 
Columbia University Press, 1974. x, 257 p. 
illus. 24 cm. ‘Includes bibliographical 
references. [TK7888.3.T87] 74-1488 ISBN 
0-231-03844-5 12.00 

1. Electronic digital computers. I. Title. 
Pbk. 3.95, ISBN 0-231-03845-3 


*AL’PERT, Iakov 621.38411 
L’vovich. 
Radio wave propagation and the 
ionosphere 


Vol. 2, 1974 is available from Consultants 


Bureau, N.Y. for 37.50. ISBN 0-306- 
17142-2. L.C. card no.: 75-167674. 
ASHE, Jim. 621.38416 


Broadcast announcer : 3rd class FCC study 
guide / by James Ashe. Ist ed. Blue Ridge 


Summit, Pa. : G/L Tab Books, 1974. 167 
p : ill. ; 23 cm. Includes index. 
Bibliography: p. 125-126. [TK6554.5.A83] 


74-81732 ISBN 0-8306-4704-X 
ISBN 0-8306-3704-4 pbk. : 3.95 
1. Radio—Examinations, questions, etc. 2. 
Radio operators—United States. 3. Radio 
stations—United States. I. Title. 


7.95. 


ENNES, Harold E., 621.3841°6 
1911- 
AM-FM broadcasting, equipment, 


„picture tubes / A. M. Morrell “... 


AMERICAN BOOK PUBLISHING RECORD 


operations, and maintenance / by Harold 
E. Ennes. lst ed.’ Indianapolis : H. W. 
Sams, 1974. 800 p. : ill. ; 23 cm. Includes 
index. [TK6561.E45] 74-75274 ISBN 0- 
672-21012-6 : 16.95 

J. Radio—Transmitters and transmission. 
2. Radio broadcasting. 3. Radio stations. I. 
Title. 


JAKES, William C. 621.384165 
Microwave mobile communications. 
[Edited by] William C. akes: New York, 
Wiley [1974] p. "A Wiley- 
Interscience publication.” Includes 
bibliographical references. 


[TK6570.M6J34] 74-13401 ISBN 0-471- 
43720-4 27.50 
1. Mobile communication $ystems. 2. 


Microwave communication systems. I. 
Title. 

Prepared from CIP. , 
BUCKWALTER, Len. 621.384574 


99 ways to improve your CB radio. [2d 
ed.] Indianapolis, H. W. Sams [1974] 128 
p. illus. 22 cm. [TK6570.C5B85 1974] 74- 
79350 ISBN 0-672-21098-3 3.95 (pbk.). 

1. Citizens radio service. I. Title. 


SCHURE, Alexander, 1920- 621.388 
Basic television :-/ Alexander Schure. Rev. 
2d ed. Rochelle Park, NJ: Hayden Book 
Co., [1974- v : iit. 23 cm. Includes 
indexes. 'TK6630. $33 1974) 74-2957 ISBN 
0-8104-5060-7 (v. 1): 4.3 

1. Television. I. Title. 


BUCHSBAUM, Walter H. 621.388'1 
Fundamentals of television [by] Walter H. 
Buchsbaum. 2d rev. ed. Rochelle Park, 
N.J., Hayden Book Co. [1974] p. cm. 
Bibliography: p. [TK6630.B82 1974] 74- 
12336 ISBN 0-8104-5933-7. 9.95; 6.95 


_ (pbk.) 


1. Television. 2. Television—Repairing. L 
Title. 
Prepared from C.I.P. 


LAWRENCE, Paul. 621.388°35 


Home TV-FM antennas / by Paul 
Lawrence & Hansen Elroy. Ist ed. 
Mmaianapolis > H. W. Sams, 1974. 208 p. 


cm. Includes index. 
[TK6655. A6138] 74-1718356 ISBN 0-672- 
21076-2 : 5.95 
i. Television—Antennas. I. Elroy, Hansen, 
joint author. I Title. HI. Title: TV-FM 
antennas. - 0 
COLOR television 621.388736'1 
[et al.]. 
New York : Academic Press, 1974. x, 226 
p. : ill. ; 24 cm. (Advances in image pickup 
and display : Supplement ; 1) Includes 
bibliographical references and indexes. 
(TK6655.P5C64} 73-18958 ISBN 0-12- 
022151-9 : 18.50 
1. Television picture tubes. 2. Color 
television. I Morrell, Albert M. I. Title. 
if, Series. > 


e 

*WHATE, Lionel. 621.3892 
Protect yourself, your family and your 
property in an unsafe world. Chatsworth, 
eer Books for Better Living, [1974] 176 
p. 18 cm. [TH9739] 74-82691 ISBN 0- 
88491-216-7 1.25 (pbk.) 

1. Burglar—Alarms. 2. Burglary protection. 
Í. Title. z 


GRANET, Irving. 621.402 
Thermodynamics and heat power. hae 
Va., Reston Pub. Co. [1974] p cm. 
(T3265. G697] 74-11003 ISBN 0-87909- 
835-X 18.00 

1. Thermodynamics. 2. Heat engineering. I. 
Title. 

Prepared from C.I.P. 
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KADAMBI, V. 621.4°02 
An introduction to energy conversion, by 
V. Kadambi & Manohar Prasad. New 
York, Wiley [1974- p. cm. "A Halsted 
Press book.” [TJ153.K27] 74-13881 9.95 

1. Power (Mechanics) 2. Thermodynamics. 
I. Prasad Manohar, joint author. I. Title. 
Prepared from C.I.P. 


HEAT transfer in fires: 621.4023 
thermophysics, social aspects, economic 


impact. Perry L. Blackshear, editor. 
Washington, Scripta Book Co., 1974. x, 
516 p. illus. 26 cm. (Advances in thermal 
engineering, 1) ”A Halsted Press book.” 
Lectures presented at an international 
summer school organized by the 
Internation&l Centre for Heat and Mass 
Transfer, and held in Trogir, Yugoslavia, 
Aug. 20-24, 1973. [TP265.H4 1974] 74- 
8824 28.50 

A Fire—-Congresses. I Blackshear, Perry 
L. ed. If. International Center for Heat 
and Mass Transfer. 


SYMPOSIUM on 621.4°024 
Contributions of Basic Heat Transmission 
Measurements to the Design and 
Behavior of Thermal Insulation Systems, 
Philadelphia, 1973. 

Heat transmission measurements in 

thermal insulations. [Papers of] a 

symposium sponsored by ASTM 

Committee C-16 on Thermal and 

Cyrogenic Insulating Materials, American 

Society for Testing and Materials, 

Philadelphia, Pa., 16-17 April, 1973. R. P. 

Tye, symposium chairman. Philadelphia, 

American Society for Testing and 

Materials [1974] 309 p. illus. 24 cm. 

(ASTM special technical publication 544) 

Includes bibliographical references. 

[TH1715.A1893 1973] 73-87351 30.75 

l. Insulation (Heat)—Congresses. 2. 

Heat—Transmission—Congresses. I. Tye, 

Ronald Phillip. If. American Society for 

Testing and Materials. Committee C-16 on 

Thermal and  Cyrogenic Insulating 

Materials. III. Title. IV. Series: American 

Society for Testing and Materials. Special 

technical publication 544. 


VAVRA, Michael H. 621.406 
Aero-thermodynamics and flow in 
turbomachines [by] M. H. Vavra. New 
York, R. E. Krieger Pub. Co. [1974, 
c1960] p. Reprint of the ed. published by 
Wiley, New York. [TJ267.V3 1974] 74- 
9545 ISBN 0-88275-189-1 24.00 

1. Turbomachines—Aerodynamics. I. Title. 
Prepared from C.I.P. 


SYMPOSIUM on High- 621.43°3°028 
temperature Materials in Gas Turbines, 
Baden, Switzerland, 1973. 

High-temperature materials in gas turbines 

: proceedings of the Symposium on High- 

température Materials in Gas Turbines, 

Brown, Boveri & Company Limited, 

Baden, Switzerland, 1973 / ed. by P. R. 

Sahm and M. O. Speidel. Amsterdam ; 

New York : Elsevier Scientific Pub? Co., 

1974. xx, 388 p. with ill. ; 25 cm. Held 

March 12-13, 1973; organized by the 

Brown Boveri Research Center. Includes 

bibliographical references and indexes. 

[TJ778.5948 1973] 73-85227 ISBN 0-444- 

41185-2 : 38.50 

1. Gas-turbines—Materials—Congresses. I. 

Sahm, P. R, ed. IL Speidel, Markus O., 

oe HT. Brown Boveri Research Center. F 4 
ytle. 


SYMPOSIUM on Zirconium 621.48°332 
in Nuclear Applications, Portland, Or., 
1973 

Zirconium in nuclear applications : a 

symposium co-sponsored by the American 


Society for Testing and Materials and the 
American Institute of Mining, 
Metallurgical, and Petroleum Engineers, 


21-24 August 1973, Portland, Ore. / J. H. 
Schemel, symposium chairman. 
Philadelphia American Society for 


Testing and Materials, 1974. 526 p. : ill. ; 
24 cm. (ASTM special technical 
publication ; 551) Includes bibliographical 


references. [TK9202.S89 1973] 73-91253 
44.50 
L Nuclear reactors—Materials— 


Congresses. 2. Zirconium-—Congresses. I. 
Schemel, J. H. Il. American Society for 
Testing and Materials. IH. American 
Institute of Mining, Metallurgical, and 
Petroleum Engineers. IV. Title. V. Series: 
American Society for Testing and 
Metenials, Special technical publication ; 


SYMPOSIUM on Fuel and 
Fuel Elements for Fast 
Brussels, 1973. 

Fuel and fuel elements for fast reactors; 

proceedings of a Symposium ... held by the 

International Atomic Energy Agency in 

Brussels, 2-6 July 1973. Vienna, 

International Atomic Energy Agency, 

1974- v. illus. 24 cm. (International 

Atomic Energy Agency. Proceedings 

series) ”STI/PUB/346” English, French or 

Russian; abstracts in English. Includes 

bibliographical references. [TK9360.S793 

1973] 74-175356 

1. Nuclear fuels—Congresses. 2. Nuclear 

fuel elements—Congresses. 3. Fast 

reactors—Congresses. I. Titie. IT. Series. 

Distributed by Unipub, 40.00. 


SYMPOSIUM on Engineering 621.4874 
Problems of Fusion Research, Sth, 
Princeton University, 1973. 

Proceedings of the Fifth Symposium on 

Engineering Problems of Fusion Research, 

Princeton University, November 5-9, 1973 

/ sponsors, Princeton University School of 

Engineering and Applied Science ... [et al.] 

. New York : IEEE Nuclear and Plasma 

Sciences Society : available from Single 

Copy Sales Dept., IEEE, [1974] 704 p. : 

ill. ; 29 cm. Includes bibliographical 

references: [TK9204.S87 1973] 74-185488 

25. 

1. Fusion reactors—Congresses. 2. 

Controlled fusion—Congresses. 3. Plasma 

đonized gases)—Congresses. I IEEE 

Nuclear and Plasma Sciences Society. II. 


621.4834 
Reactors, 


Princeton University. School of 
Engineering and Applied Science. 
HOLLAND, L. 621.5°5 


Vacuum manual, edited by L. Holland, W. 
Steckelmacher [and] J. Yarwood. London, 
Spon [1974] x, 425 p. illus. 25 cm. 
Distributed in the U.S.A. by Halsted Press, 
New York. Includes bibliographies. 
[E3240 1263] 73-13378 ISBN 0-419-10740- 
32.50 

I Steckelmacher, W., joint author. II. 
Yarwood, John, joint author. II. Title- 


*WHO makes machinery? 621.8 
Frankfurt, Maschinenbau-Anstalten. 

The 36th. ed., 1974 is available from W. S. 
Heinman, N.Y. for 12.50 (pbk.) L.C. card 
no.: 53-30931. 


DEUTSCHMAN, Aaron D. 621.8715 
Machine design; theory and practice [by] 
Aaron D. Deutschman, Walter J. Michels 
[and] Charles E. Wilson, Jr. New York, 
Macmillan [1975, ic. 1974] p. cm. 
Bibliography: p. [TJ230.D45] 73-14430 
ISBN 0-02-329000-5 15.95 

1. Machinery—Design. I. Michels, Walter 
J, joint author. II. Wilson, Charles E., 
Joint author. II. Title. 
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Prepared from C.I.P. 
GOBEL, Ernst Friedrich, 621.824 

1909- 
Rubber springs design [by] E. F. Gobel. 
Translated and edited by A. M. Brichta. 
New York, Wiley [1974] p. cm. "A 
Halsted Press book.” Translation - 
Gummifedern. Bibliography: 
[T]210.G613] 74-9997 ISBN 0-470-30855. 
9 17.95 
I. Springs (Mechanism) 2. Rubber goods. 
I. Title. 
Prepared from C.I.P. 


WALOWIT, J. A. 621.8°9 
Modern developments in lubrication 
mechanics [by] J. A. Walowit [and] J. N. 
Anno. New York, Wiley [1974] p. cm. "A 
Halsted Press book.” [TJ1075.W34] 74- 
13556 ISBN 0-470-91920-5 31.50 

1. Lubrication and lubricants. I Anno, 
James N., joint author. IL. Title. 

Prepared from C.I.P. 


BASIC automotive 621.9°94 
measuring tools & how to use them. 
[Edited by Don Whitt. Los Angeles, 
Petersen Pub. Co., 1974] 144 p. illus. 28 
cm. (Petersen’s tool book, no. 3) (Special 
projects books) [1J1313.B34] 74-78229 
ISBN 0-8227-0058-1 2.95 (pbk.) 

1. Measuring instruments. I. Whitt, Don, 
1933- ed. 


MADISON, Arnold. 622’.19 
Treasure hunting / Arnold Madison. New 
York : Hawthorn Books, [1974] 145 p., [4] 
leaves of plates : ill. EA cm. Includes 


index. Bibliography: 137-139. 
[G525.M342 121 %3- 21322 ISBN 0- 
8015-7900-7 : 6.95 

I. Treasure-trove. 2.  Treausre-trove— 
United States. I Title. 

*KRIVINYI, Nikalaus. 623.746 


World military, aviation aircraft, air forces 
and weaponry edited by Nikolaus Krivinyi, 
illustrated by Franz Gruber. New York, 
Arco, [1973, i.e.1974] 224 p. illus 26 cm. 
1 regal 73-83713 ISBN 0-668-03360-6 
10.00 

1. Aeroplanes, military. I Gruber, Franz, 
illus. IT. Title. 


*TAYLOR, Michael J. H. 
comp. 

Jane’s pocket book of major combat 
aircraft compiled by Michael J. H. Taylor 
and Kenneth Munson. New York, 
MacMillian [1973] 263 p. illus 12 cm. x 19 
cm. [TL685.3} 73-9331 6.95 

i. Aeroplanes, military. I. Munson, 
Kenneth, joint comp. IT. Title. 


*BANKS, Steven. 623.81 
The handicrafts of the sailor. New York, 
Arco, [1974]. 96 p. illus. 25 cm. [VM156] 
73-91687 ISBN 0-668-03441-6. 5.95. 

1. Ship models. I. Title. 


*EMMONS, Frederick. 623.81243 
Pacific liners 1927-72. New York, Arco, 
[1974] 135 p. illus. 25 cm. [VM381] 73- 
86484 ISBN 0-668-03380-0 8.95 

1. Ocean Liners. I. Title. 


*KENNEDY, Don H. 623.82009 
Ships names; origins and usages during 45 
centuries. Don H. Kennedy. 
Charlottesville, Published for the Mariner’s 
Museum, Newport News, Virginia, by the 
University Press of Virginia, [1974] xi, 175 
p. 25 cm. [JX4449] 73-94274 ISBN 0- 
8139-0531-1 7.95 

1. Ships—History. 2. Ships—Nationality. I. 
Title. 


623.746 
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RUDOLPH, Wolfgang, 623.82’009 
1923- 
Boats-rafts-ships. [Translated from the 


German by T. Lux Feininger] New York, 
Van Nostrand Reinhold Co. [1974] 231 p. 
illus. 28 cm. Bibliography: p. [222]-224. 
[GN386.R8213] 73-16832 ISBN 0-442- 
27186-7 19.95 

I. Maritime anthropology. 2. Seafaring life. 
3. Ship-building—History. I. Title. 


PYLE, Beatrice A. 623.8202 
Small craft; an instructional textbook for 
teachers [by] Beatrice A. Pyle. Dubuque, 
Iowa, Kendall/Hunt Pub. Co. [1974] viii, 
248 p. illus. 23 cm. Bibliography: p. 247- 
248. [GV775.P94] 73-94323 ISBN 0-8403- 
0911-2 5.50 

1. Boats and boating. I. Title. 


SCHULT, Joachim. 623.8272 
Curious yachting inventions. Translated by 
Inge Moore, with an introd. by Dougal 
Robertson. New York, Taplinger Pub. Co. 
[1974] 139 p. illus. 25 cm. Translation of 
Aus der Jugendzeit des Yachtsegelns. 
(VM351.83713 1974] 74-1526 ISBN 0- 
8008-2104-1 14.95 

1. Sailboats—History. 2. Yacht-building— 
petor, 3. Yachts and yachting—History. 
» Litle, 


GLENN, Harold T. 623.87234 
Glenn’s Evinrude repair & tune-up guide 
for 1 & 2 cylinder engines [by] Harold T. 
Glenn. Chicago, Regnery [1974] p. cm. 
[VM348.G552] 74-6929 ISBN 0-8092- 
8315-8 7.75 (pbk.). 

1. Outboard motors—-Maintenance and 
repair. lI. Title. IL Title: Evinrude repair & 
tune-up guide for 1 & 2 cylinder engines. 
Prepared from C.I.P. 


GLENN, Harold T. 623.87°2374 
Glenn’s Evinrude repair & tune-up guide 
for 3 & 4 cylinder engines [by] poten? T. 
Glenn. Chicago, Regnery [1974] p. cm. 
{VM348.G5522}] 74-6930 ISBN 0-8092- 
8313-1 7.75 (pbk.). 

J. Outboard motors—Maintenance and 
repair. I, Title. II. Title: Evinrude repair & 
tune-up guide for 3 & 4 cylinder engines. 
Prepared from C.I.P. 


GEEN, Fox. 623.88 
A handbook of small boat cruising / Fox 
Geen. New York : Quadrangle/New York 
Times Book Co., [1974] 224 p. : ill, ; 23 
em. Includes index. Bibliography: p. 219. 


[GV811.G43] 74-77301 ISBN 0-8129- 
0458-3 : 7.95 

1. Sailing. I. Title. 

HOBBS, Richard R. 623.89 


Marine navigation / Richard R. Hobbs. 
Annapolis : Naval Institute Press, [1974- v 
: ill. ; 26 cm. (Fundamentals of naval 
science series ; v. 4) Includes index. 
Contents.—1. Piloting. [VK555.H67] 74- 
75837 ISBN 0-87021-204-4 : 10.00 (v. 1) 
J. Navigation. 2. Pilots and pilotage. 3. 
Nautical astronomy. 4. Electronics in 
navigation. I. Title. I. Series. 


*STOVER, Allan C. 624 
You and the metric system [by] Allan C. 
Stover. Illustrated by Charles Jakubowski. 
New York, Dodd, Mead 1974 95 p. illus. 
22 cm. Bibliography: p. 92. [QC91] 74- 
2593 ISBN 0-396-06965-7 4.50 

J. Jakubowski, Charles. 2. Metric system. 
I. Title. 


*NEWMAN, Donald G. 624.076 
Civil engineering license review, 7th 
edition. San Jose, Calif. Engineering Press 
1974 viii, 312 p. diags. 23 cm. [TA151] 


100 - 


74-82394 ISBN 0-910554-15-3 12.50 
(pbk.) 

1. Civil Engineering. I. Title. 

Hardbound 17.50, ISBN 0-910554-16-1. 


NATH, Bhaskardev. 624’.1’0151 
Fundamentals of finite elements for 
engineers, by B. Nath. London, Athlone 
Press, 1974. xiii, 256 p. illus. 24 cm. 
"Distributed by Tiptree Book Services 
Ltd., Tiptree, Essex; USA and Canada, 
Humanities Press, Inc., New York.” 
Includes bibliographical references. 
[TA347.F5N37] 74-183360 ISBN 0-485- 
11148-9 16.50 

1. Finite element method. I. Title. 


SETTLEMENT of 624.1513 
structures. New York, Wiley [1974] p. 
cm. "A Halsted Press book.” Papers 
prepared for presentation at a symposium 
organized by the British Geotechnical 
Society and held at Cambridge University, 
Apr. 1974. [TA775.843] 74-9514 ISBN 0- 
470-10476-7 55.00 

1. Foundations—Congresses. 2. Settlement 


of structures—Congresses. 3. Soil 
mechanics—Congresses. £ British 
Geotechnical Society. 

Prepared from C.I.P. 

SYMPOSIUM on Field 624’.1513 


Testing and Instrumentation of Rock, 

Philadelphia, 1973. 
Field testing and instrumentation of rock : 
a symposium presented at the seventy- 
sixth annual meeting, American Society for 
Testing and Materials, Philadelphia, Pa., 
24-29 June 1973. Philadelphia : American 
Society for Testing and Materials, [1974] 
182 p. : ill ; 24 cm. (ASTM special 
technical publication ; 554) Sponsored by 
Committee D-18 on Soil and Rock for 
Engineering Purposes. Includes 
bibliographical references. [TA706.5.S88 
1973] 74-76065 18.75 

1 Rocks—Testing—Congresses. L 
American Society for Testing and 
Materials. Committee D-18 on Soil and 
Rock for Engineering Purposes. If. Title. 
HI. Series: American Society for Testing 
and yaaa Special techaical publication 


PLOWDEN, David. 624.2°0973 
Bridges : the spans of North America ! 
David Plowden. New York : Viking Press, 
1974. 328 p. : ill., plans ; 27 x 31 cm. (A 
Studio book) Includes index. Bibliography: 
. 323-324. [TG22.P55 1974] 73-6069 
ISBN 0-670-18987-1 : 27.50 
1. Bridges—North America. I. Title. 


ROADS and Transportation 
Association of Canada. 
Committee on Bridge Hydraulics. 

Guide to bridge hydraulics, edited by C. R. 

Neill. [Toronto] University of Toronto 

Press [1973] 191 p. illus. 16 x 24 cm. 

Bibliography: p. 177-178. [TG300.R58 

1973] 72-95811 ISBN 0-8020-1961-7 12.50 

J. Bridges—Design. 2. Hydraulics. I Neill, 

C. R., ed. Il. Title. 


MASHOUR, M. 625.1765 
Human factors in signalling systems; 
specific applications to railway signalling, 
by M. Mashour. Stockholm, Almqvist & 
Wiksell International; New York, J. Wiley 
[1974] 341 p. illus. (part col.) 24 cm. 
Bibliography: p. 332-336. [TF617.M34] 73- 
22875 ISBN 0-471-57465-8 29.75 


624.275 
Project 


1. | Railroads—Signaling. 2. Human 
engineering. I. Title. 
JACOBS, Henry William, 625.2 


1874- 
Betterment briefs; a collection of published 


" HJELMFELT, A. T., 


AMERICAN BOOK PUBLISHING RECORD 


papers on organized industrial efficiency. 
Easton, Hive Pub. Co., 1974. p cm. 
(Management history series, no. 72) 
Reprint of the 2d ed., published in 1909 by 
Wiley, New York. [TF376.J22 1974] 74- 
14833 ISBN 0-87960-108-6 23.75 

1. Ratlroads—Repair-shops. 2. Railroads— 
Equipment and supplies. I. Title. 

Prepared from C.I.P. Contents omitted. 


DURRANT, A. E. 625.2°61 
The Mallet locomotive [by] A. E. Durrant. 
Newton Abbot [Eng.] David & Charles 
[1974] 144 p. illus. 26 cm. (David & 
Charles locomotive studies) (Locomotive 
monographs) Bibliography: p. 141-142. 
[TJ615.D87] 74-182526 ISBN 0-7153- 
5904-5 

1, Mallet locomotives. 

Distributed by David & Charles Vermont; 
12.00. 


TUPLIN, William Alfred. 625.2761 
The steam locomotive : its form and 
function / W. A. Tuplin. New York : 
Scribner, [1974] 158 p., [8] leaves of plates 
: ill. ; 22 cm. Includes index. [TJ603.T83] 
73-18758 ISBN 0-684-13749-6 : 10.00 

1. Locomotives. I. Title. 


RAMAER, R. 625.2°61°09676 
Steam locomotives of the East African 
railways. Newton Abbot, North Pomfret, 
Vt. David & Charles [1974] 96 p. illus., 
map. 26 cm. (David & Charles naak ra 
studies} Bibliography: 94. 
[TJ603.4.A37R35] 74- 182525 Pisan 0- 
7153-6437-5 12.50 

1. East African Railways Corporation. 2. 
Locomotives—Aftrica, East. I. Title. 


*WAGNER, Jack R. 625.4 
The last whistle [Ocean Shore railroad], by 
Jack R. Wagner. Berkeley, Ca. Howell- 
North Books, [1974] 135 p. illus. 29 cm. 
{HE2751] 74-83756 ISBN 0-8310-7107-9 
8.50 

1. Railroads—History—-United States. I. 
Title. 


CEDERGREN, Harry R. 625.7°34 
Drainage of highway and airfield 
pavements [by] Harry R. Cedergren. New 


York, Wiley [1974] p. cm. "A Wiley- 
Interscience publication.” Includes 
bibliographies. [TE215.C36] 74-13400 


ISBN 0-471-14181-X 18.00 

1. Road drainage. 2. Airport drainage. 3. 
Pavements—Design and construction. I. 
Title. 

Prepared from C.I.P. 


1937- 627 
Hydrology for engineers and planners [by] 
A. T. Hjelmfelt, Jr. [and] J. J. Cassidy. [1st 
ed.] Ames, Iowa State University .Press, 
1974. p. cm. Includes bibliographical 
references. [GB661.H55] 74-11091 ISBN 
0-8138-Q795-6 8.95 

i. ydrology. 2. Civil engineering. I. 
Cassidy, John Joseph, 1930- joint author. 
I. Title. 

Prepared from C.I.P. 


*ANSTEY, Robert L. 627.122 
Environments through time; a laboratory 
manual in the „interpretation of ancient 
sediments and érganisms, [by] Robert L. 
Anstey [and] Terry L. Chase. Minneapolis, 
Burgess Pub. Co., [1974] v, 136 p. illus., 
28 om [QE576} ISBN 0-8087-0117-7. 4.95 
k. 


l. Sedimentation and  deposition— 
Laboratory manuals. 2. Environment— 
Laboratory manuals. I. Chase, Terry La 
Joint author. H. Title. 


DECEMBER 31,1974 


*ENVIRONMENTAL engineers’ 
handbook. 

Vol. 2, 1974 entitled Air pollution, edited 
by Bela G. Liptak, is now available from 
Chilton Book Company, Radnor, 
Pennsylvania, for 35.00. L.C. card number 
is 72-14241. 
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WATER Quality Conference, 628.16 
16th, University of Ilinois at Urbana- 
Champaign, 1974. 

Trace metals in water supplies 

occurrence, significance, and control 

proceedings / Sixteenth Water Quality 

Conference ; conducted by the American 

Water Works Association, Illinois 

Environmenjal Protection Agency, and the 

Dept. of Civil Engineering, University of 

Illinois at Urbana-Champaign ; John T. 

O’Connor, technical editor, Ann R. 

Sapoznik, editor. «Urbana : Engineering 

Publications Office, University of Illinois, 

1974. iti, 139 p. : ill. ; 28 cm. (University 

of Illinois bulletin ; v. 71, no. 108) Cover 

title. Includes bibliographical references. 

(TD427.T7W37 1974] 74-186462 9.00 

i. Trace elements in water—Congresses. I. 

O'Connor, John T, ed. If. Sapoznik, Ann 

R, ed. II American Water Works 

Association. IV. Illinois. Environmental 

Protection Agency. V. Illinois. University 


at Urbana-Champaign. Dept. of Civil 
Engineering. VI. Title. 
HOWE, Everett Dumser, 628.1767 


1903- 
Fundamentals of water desalination / 
Everett D. Howe. New York : M. Dekker, 


1974. x, 344 p : il ; 24 cm. 
(Environmental science and technology 
series ; v. Includes bibliographical 


references and indexes. [TD479.H68] 74- 
76999 ISBN 0-8247-6200-2 : 23.75. 
d. Saline water conversion. I. Title. IT. 


Series: Environmental science and 
technology (New York, 1974- ) ; v. 1. 
VESILIND, P. Aarne. 6287.354 


Treatment and disposal of wastewater 
sludges / P. Aarne Vesilind. Ann Arbor, 


Mich. : Ann Arbor Science Publishers, 
[1974] ix, 236 p. : ill. ; 24 cm. Includes 
bibliographical references and index. 
(TD767.V47] 74-77402 ISBN 0-250- 
40063-4 : 15.00 

1. Sewage sludge. I. Title. 

WEISS? Samuel, 1925- 628.445 


Sanitary landfill technology / Samuel 
Weiss. Park Ridge, N.J. : Noyes Data 
Corp., 1974. xii, 300 p. : il. ; 25 cm. 
(Pollution technology review’ ; no. 10) 
[TD795.7.W44] 74-77224 ISBN 0-8155- 
0542-6 : 18.00 

1. Sanitary landfills. I. Title. II. Series. 


*ADVANCES in environmental 628.5 
science and technology. 

Vol. 4, 1974, edited by James N. Pitt and 
others, is available from Wiley- 
Interscience, New York, for 19.95. ISBN 
0-471-69087-2. L.C. card no.: 69-18013. 


INSTRUMENTATION for 628.53 
monitoring air quality : a symposium / 
sponsored by the Environmental Protection 
Agency, the National Center for 
Atmospheric Research, and Committee D- 
22 on Methods of Sampling and Analysis 
of Atmospheres, American Society for 
Testing and Materials, Boulder, Colo., 14- 
16 Aug. 1973. Philadelphia : American 
Society for Testing and Materials, 1974. 
192 p. : ill ; 24 cm. (ASTM special 
technical publication ; 555) Includes 
bibliographical references. [TD890.152] 74- 
76066 15.25 

i. Air—Pollution—Measurement— 


Congresses. 2. Air sampling apparatus— 
Congresses. i United States. 
Environmental Protection Agency. IL. 
Boulder, Colo. National Center for 
Atmospheric Research, Hf American 
Society for Testing and Materials. 
Committee D-22 on Methods of Sampling 
and Analysis of Atmospheres. IV. Series: 
American Society for Testing and 
Materiais Special technical publication ; 


SEINFELD, John H. 628.5°3 
Air pollution: physical and chemical 
fundamentals [by] John H. Seinfeld. New 
York, McGraw-Hill [1974, c1975] xv, 523 
p. illus. 24 cm. Includes bibliographies. 
PEt 74-4296 ISBN 0-07-056042-0 
22.50 

1. Air—Pollution. T. Title. 


HILADO, Carlos J., 1933- 628.9°22 
Flammability handbook for plastics [by] 
Carlos J. Hilado. 2d ed. Westport, Conn. 
Technomic Pub. Co. [1974] vii, 201 p. 28 
cm. Includes bibliographical references. 
[TH9446.P55H5 1974] 74-82519 ISBN 0- 
87762-139-X 30.00 (pbk.). 

I. Plastics. 2. Oxygen index of materials. 3, 
Flame spread. 4. Fire-testing. I. Title. 


COLBY, Carroll B. 628.9°25 
Space age fire fighters : new weapons in 
the fireman’s arsenal / by C. B. Colby. 
New York : Coward, McCann .& 
Geoghegan, [1974, c1973] 48 p. : ill. ; 28 
cm. (The Colby books) Text and black- 
and-white photographs present modern 
weapons and methods used to fight many 
kinds of fires including waterfront and 
forest fires. [TH9360.C64] 73-82034 ISBN 
0-698-20279-1 lib. bdg. : 4.29 


I1. Fire-departments—Equipment and 
supplies—Juvenile literature. I. Title. 
*ANTIQUE cars 629.04 


[by] Lord Montagu of Beaulieu. [New 
ok Golden Press, [1974] 80 p. illus. 30 
om. (Golden Highlights library.) [TL7] 73- 
37970 ISBN 0-307-43121-5 2.95 

1. Automobiles—Collectors and collecting. 


*GOODALL, Michael H. 629.13 
The Wight aircraft; the history of the 
aviation department of J. Samuel White & 
Co. Ltd. 1913-1919, [by] Michael H. 
Goodall. London, Gentry Books, [1973] 
xiv, 194 p. illus. 26 cm. [TL526.G7] ISBN 
0-856 14-024-4 

1. Aeronautics—Great Britain—History. I 
Title. ; 

Distributed by International Publications 
service, N.Y., for 20.00. 


*WHO’'S who in aviation. 629.13 
New York, Harwood & Charles, 1973 
[i-e.1974]. iii, 311 p. 26 cm. [TL539] 73- 
88547 ISBN 0-08-018205-4 30.00 

I. Aeronautics—Biography. 

Distributed by Pergamon Press, N.Y. 


CLANCY, L. J. 629.1323 
Aerodynamics / L. J. Clancy. New York : 
Wiley, 1974 fice. 1975] p. cm. "A Halsted 
Press book.” Includes index. [TL570.C53 
1975] 73-15266 ISBN 0-470-15837-9 
29.75 

4. Aerodynamics. 

Prepared from C.I.P. 


EGE, Lennart 629.133’2 
Balloons and airships. Editor of the 
English edition Kenneth Munson; from 
translation prepared by Erik Hildesheim; 
illustrated by Otto Frello. New York, 
Macmillan [1974] 234 p. illus. (part col.) 
19 cm. (Macmillan color series.) (World 
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aircraft in color.) Bibliography: p. 224-225 

[TL605.E4313 1974] ISBN 73-18513 5.95 

l. Balloons—History. 2.  Air-ships— 

History. I. Munson, Kenneth G., ed. H. 
ytle. 


STREETER, Tal. 629.13332°0952 
The art of the Japanese kite / by Tal 
Streeter. 1st ed. New York : Weatherhill, 
1974. 181 p. : ill. (some col.) ; 27 cm. 
Bibliography: p. 179-181. [TL759.4.J3S84 
1974] 74-76102 ISBN 0-8348-0088-8 : 
20.00 

1. Kites, Japanese. I. Title. 


*TAYLOR, 629.133°34'04230904 
Michael J. H. comp. 
Jane's pocket book of commercial 


transport aircraft compiled by Michael J. 
H. Taylor and Kenneth Munson New 
York, Macmillian, [1974, c1973] 263 p. 
ilins- 12 cm. x 19 cm. [TL685.7] 

1l. Transport planes. I. Munson, Kenneth, 
joint comp. IT. Title. ; 


RUBENSTEIN, Murray. 629.133343 
To join with the eagles : Curtiss-Wright 
aircraft, 1903-1965 / Murray Rubenstein & 
Richard M. Goldman. Ist ed. Garden City, 
N.Y. : Doubleday, 1974. 230 p. : ill. ; 29 
cm. Includes index. Bibliography: p. [221] 
[TL686.C8R82] 73-15342 ISBN 0-385- 
02794-X : 15.00 

i. Curtis-Wright Corporation. 2. Curtiss- 
Wright aircraft. I. Goldman, Richard 
Martin, 1931- joint author. IT. Title. 


*STOIKO, Michael 629.13338 
Pioneers of rocketry. Introduction by 
Frederick C. Durant IIL New York, 
Hawthorn Books [1974] xii, 129 p. illus. 22 
cm. Bibliography: p. 121-122. 
(TL781.85.Al] 73-14229 ISBN 0-8015- 


5876-X 6.95 

i. Congrene, William, 1772-1828. 2. 
Tsiolkovsky, Konstantin Eduardovich, 
1857-1935. 3- Esnault-Pelterie, Robert, 
1881-1957. 4. Goddard, Robert Hutchings, 
1882-1945, 5. Oberth, Hermann, 1894- 6. 


Rocketry—RHistory. I. Title. 


*ROBSON, Graham. 629.22 
The story of Triumph sports cars. 
Croydon, Surrey, Motor Racing 
Publications [1974, c1973] 189 p. illus. 25 
om [TL215] 73-88323 ISBN 0-900549-23- 


1. Triumph automobile. I. Title. 
Distributed by Motor Books International, 
Minneapolis for 10.95 


*TAYLOR, Rich. 629.221 
Contemporary classics; three decades of 
automotive milestones. New York, Golden 
Press 1974 1 v. (unpaged) col. illus. 24 cm. 
(Golden Wheels book) [TL240] 74-77913 
ISBN 0-307-12563-7 2.50 

1. Motor vehichles. T. Title. 


BROWNING, Peter, 1936- 629.2222 
The Jensen Healey stories / Peter 
Browning and John Blunsen. Croydon 
{Eng.] Motor Racing Publications 

Minneapolis, Minn. distributed by 
Motorbooks International, 1974. 160 p. : 
il. ; 24 cm. Includes index. | 
(TL215.A92B76] 74-75848 ISBN 0- 

os (Motorbooks International) : 
I. Austin-Healey automobile. 2. Jensen 
automobile. 3. Jensen-Healey automobile. 
I, Blunsden, John, joint author. If. Title. 


JULTY, Sam. 629.2222 
How your car works / by Sam Julty ; 
illustrafed by Ray Pioch. New York : 
Popular Science, [1974] viii, 278 p. : ill. ; 
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25 cm. Includes index. [TL206.384] 72- 
- 83028 ISBN 0-87468-053-0 : 11.95. ISBN 
0-06-012224-2 (Harper & Row) : 11.95 

1. Automobiles. I. Title. 


*RITCH, Ocee. 629.22722 
The Lincoln -Continental. [Minneapolis], 
Motorbooks International, [1974, c1963]. 
210 p. illus. 28 cm. [TL215.L5L55] 74- 
80518 ISBN 0-87938-011-X 6.95 (pbk.) 

1. Lincoln automobile. I. Title. 


OLYSLAGER 629.22°22°0942 
Organisation. 

British cars of the early forties, 1940-1946; 
compiled by the Olyslager Organisation; 
edited by Bart H. Vanderveen. London, F 
Warne, 1974. 64 p. illus., facsims., ports. 
19 x 25 cm. (Olyslager auto library) 
Includes index. [TL57.043 1974] 74- 
181822 ISBN 0-7232-1755-6 

1. Automobiles, British. I. Vanderveen, 
Bart Harmannus, ed. I. Title. 

Distributed by F. Warne N.Y., 6.95. 


OLYSLAGER 629.22’233°0904 
Organisation. 

Buses and coaches from 1940; edited by 

Bart H. Vanderveen. London, New York, 


F. Warne, 1974. 64 p. illus. 19 x 25 cm. - 


(Olyslager auto library) [TL232.053 1974] 
73-89825 ISBN 0-7232-1754-8 6.95. 

1. Motor  buses—FPictorial works. I. 
Vanderveen, Bart Harmannus, ed. If. Title. 


*TAYLOR, Rich. 629.2275 
Street bikes superbikes, tourers, cafe racers 
[by] Rich Taylor. Photography by Doug 
Mellor. New York, Golden Press 1974 1 v. 
(unpaged) illus. 24 cm. (Golden Wheels) 
pel 74-T7915 ISBN 0-307-12560-2 
1. Motorcycles. I. Title. 


STOCKEL, Martin W. 629.273 
Auto mechanics fundamentals; how and 
why of the design, construction and 
operations of automotive units [by] Martin 


W. — Stockel. South Roland, Il, 
Goodheart-Willcox Co. [1974] p. cm. 
Bibliography: [TL240.S84 1974] 74- 


p. 
13985 ISBN 0-87006-183-6 10.64 

1. Automobiles—Design and construction. 
2. Automobile engineering. I. Title. 
Prepared from C.I.P. 
HENDERSON; W. Charles, 629.24 

1938- 
Brakes and front end / W. Charles 
Henderson. San Francisco : Rinehart Press, 
[1974] c1975. p. cm. (His Rinehart 
automechanics laboratory series ; book 4) 
ee 74-22471 ISBN 0-03-010771- 
24.2 

1. Automobiles—Brakes—Maintenance and 
repair. 2. Automobiles—Steering-gear— 
Maintenance and repair. 3. Automobiles— 
Springs and suspension—Maintenance and 
repair. Automobiles—Wheels— 
Alignment. 1 Title. 

Prepared from C.I.P. 


*CAIDIN, Martin. 629.28472 
Bicycles in war [by] Martin Caidin and Jay 
Barbee. New York, Hawthorn Books, 
[1974] 158 p. illus. 22 cm. [UH30] 73- 
21310 ISBN 0-8015-0614-X 7.95 

I. Military cycling. 2. Bicycles and 
ees L Barbee, Jay, joint author. IT. 
Ttle. 


CHAPMAN, Victoria L. 629.28°7 
Let's go to a service station, by Victoria 
Chapman. Illustrated by Paul Frame. New 
York, Putnam [1974] 46 p. illus. (part col.) 
22 cm. (Let’s go series) Discugses the 
various services provided by a service 
station, the brake system of a car, the 
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importance of a tune-up, how a cars 
engine works, and pollution. [TL153.C443 
1974] 72-87639 ISBN 0-399-60805-2 3.29 
1. Automobiles—Service stations-—Juvenile 
literature. 2. Automobiles—Maintenance 
and repair—Juvenile literature. I. Frame, 
Paul, illus. If. Title. 


EVENSON, A. E. 629.28°7°22 
Rapid auto tuneup & troukleshooting / by 
A. E. Evenson. Ist ed. Blue Ridge Summit, 
a. : Tab Books, 1974. 190 p. : ill. ; 23 cm. 
Includes index. [TL152.E88] 74-81735 
ISBN 0-8306-4707-4 : 7.95. 
1. Automobiles—Maintenance and repair. 
I. Title. 


629.28°7°22 
Glenn’s Firebird tune-up and repair guide : 
[all models 1967 through 1974] / by 
Harold T. Glenn. Chicage : H. Regnery 
Co., [1974] 342 p. : ill. ; 28 cm. 
[TL215.F57G55] 73-20678 ISBN 0-8092- 
8437-5 : 7.75 

i. Firebird automobile. I. Title. H. Title: 
Firebird tune-up and repair guide. 


GLENN, Harold T. 629.28°7°22 
Glenn’s Mazda tune-up and repair guide, 
by Harold T. Glenn. Chicago, Regnery 
[1974] 273 p. illus. 28 cm. 
{TL215.M39G55] 74-6922 ISBN 0-8092- 
8432-4 7.95 

J. Mazda automobile. I. Title. 
Mazda tune-up and repair guide. 


GLENN, Harold T. 629.28°7°22 
Glenn’s Oldsmobile tune-uo & repair guide 
[by] Harold T. Glenn. Caicago, Regnery 
[1974] p. cm. [TL215.C4G47] 74-6925 
ISBN 0-8092-8320-4 9.75 

1. Oldsmobile automobile. I. Title. II. Title: 
Oldsmobile tune-up & repair guide. 
Prepared from C.I.P. 


JORGENSEN, Eric. 629.28°7'22 
Corvette service, repair handbook, ail 
models, 1963-1973 / by Eric Jorgensen ; 
Jeff Robinson, editor and publisher. Los 
Sak : Clymer Publicazions, 1974. 354 
: il. ; 26 cm. Includes index. 
P215. C6J67] 74-184108 9.00 
1. Corvette automobile. I. Title. 


BEAN, Richard L. 629.28°7°75 
Petersen’s basic motorcycle troubleshooting 
/ [by Richard Bean ; edited by Don Whitt] 

Los Angeles : Petersen Pub. Co., [1974] 
144 p. : il. ; 28 cm. Cover title. 
[TL440. B45] 74-83024 ISBN 0-8227-0061- 


II. Title: 


` Í pbk. : 2.95 


1. Motorcycles—Maintenance and repair. 
I. Petersen Publishing Company. IT. Title. 


I. Title: Basic motorcycle 
troubleshooting. 
CHILTON Book Company. 629.28775 


Automotive Editorial Dept: 

Chilton’s repair and tune-up guide, Honda 
Fours / prepared by the Automotive 
Editorial Dept., Chilton Book Company. 
2d ed. Radnor, Pa. : Chilton Book Co., 
[1974] p. cm. Published in 1972 under 
title: Chilton’s new repair and tune-up 
guide for the Honda Fours. [TL448.H6C47 
1974] 74-22480 ISBN 0-8019-6029-0 : 
8.95. ISBN 0-8019-6030-4 pbk. : 7.95 

I. Honda motorcycle. I Title. If. Title: 
Repair and tune-up guide, Honda Fours. 
UT. Title: Honda Fours. 
Prepared from C.I.P. 


CHILTON Book Company. 
Automotive Editorial Dept. 
Suzuki singles and twins : Chilton’s repair 
and tune-up guide / prepared by the 
Automotive Editorial Dept., Chilton Book 
Co. Ist ed. Radnor, Pa. : Chilton, [1974] 


629.28°7°75 


AMERICAN BOOK PUBLISHING RECORD 


p. cm. [TL448.88C48 1974a] 74-22253 
ISBN 0-8019-6035-5 : 8.95. ISBN 0-8019- 
6036-3 pbk. : 7.95 

1. Suzuki motorcycle. I. Title. 

Prepared from C.I.P. 


CLYMER Publications. 629.28°7°75 
Ducati service-repair handbook, 160, 250, 
350, 450cc through 1974. Los Angeles 
[1974] 126 p. illus. 26 cm. [TL448.D8C59 
1974] 74-182265 7.50 (pbk.) 

1. Ducati motorcycle. I. Title. 


OLYMER Publications. 629.28°7°75 
Yamaha service-repair handbook, 6350cc 
twins, 1970-1974. Los Angeles [1974] 141 
p. illus. 26 cm. ”Revised to jnclude 1974 
models.” [TL448.¥3C55 1974a] 74-180454 
5.50 (pbk.) 

1. Yamaha motorcycle. I. Title. 

e 


BASIC auto repair 629.2878'22 

manual, 6th ed. / Spencer Murray, editor. 

Los Angeles : Petersen Pub. Co., [1974] 

384 p. : ill. ; 28 cm. First ed. (1968) and 

4th ed. (1972) published under title: Motor 

trend basic auto repair manual; 3d ed. 

(1971) published under title: Motor trend 

basic auto repair manual no. 3. Cover title: 

Petersen’s basic auto repair manual. 

[TL152.M79 1974} 74-83025 ISBN 0- 

8227-0080-8 pbk. : 3.95 

1. Automobiles—Maintenance and repair— 
Handbooks, manuals, etc. [ Murray, 

Spencer, ed. If. Petersen Publishing 
Company. III. Title: Petersen’s basic auto | 
repair manual. 


REINGOLD, Carmel 
Berman . 

A woman's guide to the care and feeding 

of an automobile. New York, Stein & Day 

[1974, 1973] 156 p. illus. 18 cm. 

[11152 R38] ISBN 0-8128-1743-5 1.95 


629.28'8°22 


L SA AE I A and repair. 
I. Title. 

L.C. card number for original ed: 73- 
6470. 


WEISSLER, Paul 629.2878722 
A woman's guide to fixing the car, [by] 
Paul and Arleen Weissler. New York, 
Cornerstone Library [1974, c1973] 191 p. 
illus. 21 cm. [TL152.W43 1974] 1.95 
(pbk.) : À . 
d. Automobiles—Maintenance anèl repair. 
IL Weissler, Arleen, joint author. I. Title. 
UI. Title: Fixing the ear. 

Bee card number for original ed: 72- 

786 


BELT, Forest H. 629.28'8°6 
Forest H. Belts easi-guide to RV 
maintenance. Text and photography by 
Marti McPherson. [1st ed.] Indianapolis, 
H. W. Sams [1974] 144 p. illus. 22 cm. 
[TL298.B4] 74-182251 ISBN 0-672-21131- 
9 3.50 (pbk.) 

i. Campers and coaches, Truck— 
Mé#intenance and repair. I, McPherson, 
Marti. Il. Title. III. Title: Easi-guide to RV 
maintenance. 


CHESTER, Michael. 629.454 
Let’s go to the moon / by Michael Chester 
; illustrated. by Albert Micale. [Rev. ed.] 


. New York : Pytnam, [1974] 45, [2] p. : 


col. ill. ; 21 cm. Bibliography: p. [47] The 
reader becomes the captain of a spaceship 
to the moon, rides in & moon rover, 
collects samples, and then returns to the 
orbiting spaceship and earth. 
[TL799.M6C53 1974] 72-79532 ISBN 0- 
399-60802-8 lib.bdg. : 3.29 

I. Space flight to the moon—Juvenile 
literature. I. Micale, Albert, ill. IT. Title. 


DECEMBER 31,1974 


A Giant leap for ` 629.45408 s 
` mankind / [edited by Al Hall and the 
general subjects editors of Specialty 
Publications Division]. Los Angeles : 
Petersen Pub. Co., [1974] 144 p. : ill 
(some col.) ; 28 cm. (Man in space ; v. 4) 
At head of title: Petersen’s book of man in 
space. [TL799. M6M273 vol. 4} 
rTL.789. 8.U6] 629.45°4 74-81004 ISBN 0- 
8227-0075-1 pbk. : 2.95 

1. Project Apollo. L Hal, AL ed. IL 
Petersen Publishing Company. Specialty 
Publications Division. IIT. Title. IV. Series. 


THALER, George Julius, 629.8°312 
1918- comp. i 
Automatic control: classical linear theory, 
edited by George J. Thaler. Stroudsburg, 
Pa., Dowden, Hutchinson & Ross [1974] 
p. cm. (Benchmark papers in electrical 
engineering and computer science, v. 7) 
(TJ213.T47] 74-2469 ISBN 0-87933-083-X 
1. Automatic control. 2. Control theory. I. 
Title. 
Prepared from C.I.P. Distributed by J. 
Wiley & Sons; 23.00. 


WONHAM, W. M., 1934- 629.8312 
Linear multivariable control : a geometric 
approach / W. M. Wonham. Berlin ; New 


York Springer-Verlag, 1974. (Lecture 
notes in economics and mathematical 
systems ; 101 Operations eae) 
Includes index. Bibliography: 


[QA402.3.W59] 74-19470 ISBN 0-387. 
06956-9 : 9.50 

1. Control theory. 2. Algebras, Linear. I. 
Title. II Series: Lecture notes in 
economics and mathematical systems ; 
101. TII Series: Operations research 
(Berlin)., 

Prepared from C.I.P. 


Agriculture 630-639 


*WHITE, Philip L. 630.1 
Environmental quality and food supply, 
edited by Philip L. White and Diane 
Robbins. [Mount Kisco, N.Y.] Futura, 
1974 xx, 248 p. 24 cm. [HD9000] 73- 
89336 ISBN 0-87993-037-3 13.95 

r a ironmenra policy. 2. Food supply. I. 
tele. 


UNITED States. Dept. of 
Agriculture. 

Climate and man. Washington; U.S. Govt. 
Print. Off., 1941. Detroit, Gale Research 
Co., 1974. xii, 1248 p. illus. 22 cm. 
Reprint of the ed. originally published in 
series: Yearbook of agriculture, 1941 and 
as House Document no, 27, 77th Congress, 
Ist session. Includes bibliographies. 
[S600.U54 1974] 630°.25°16 74-6297 ISBN 
0-8103-4016-X 35.00 

1. Ctops and climate—United States. 2. 
United States—Climate. 3. Meteorology, 
Agricuitural. I. Title. If. Series: United 
States. Dept. of Agriculture. Yearbook of 
agriculture, 1941, III. Series: United States. 


630.5 s 


77th Congress, ist session, 1941-1942. 
House. Document, no. 27. 
COHAN, Ray. 630°.973 


How to make it on the land / by Ray 
Cohan. New York : Galahad oe 
[19742] c1972. 219 p. : ill, ; 29 
[S501.C65 1974] 73- 90509 ISBN 0- 88365. 
131-9 : 10.00 

i. Agriculture—Handbooks, manuals, etc. 
2, Farm life—United States. 3. Farm life— 
Canada. 4. Land—United States. 5. Land— 
Canada. I. Title. 


SCHLEBECKER, John T. 630.973 
Whereby we thrive : a history of American 


farming, 1607 to 1972 / -John T. 
Schlebecker. Ames : Iowa State University 
Press, 1974. p. cm. Includes index. 
Bibliography: p. [8441.543] 74-19455 
ISBN 0-8138-0090-0: 8.95 . 
1. Agriculture—United States—History. I. 
Title. 

Prepared from C.I.P. 


TISDALE, Samuel L. 631.42 
Soil fertility and fertilizers [by] Samuel L. 
Tisdale [and] Werner L. Nelson. 3d ed. 
New York, Macmillan [1974] p. cm. 
Includes bibliographies. [S633.T66 1974} 
74-78 ISBN 0-02-420860-4 15.95 
1. Soil fertility. 2. Fertilizers and manures. 
3. Plants—Nutrition. I. Nelson, Werner L., 
joint author. IT. Title. 
Prepared from C.I.P. 
FLETCHER, William Whigham, 632.9 
1918- 
The pest war [by] W. W. Fletcher. New 
York, Wiley [1974] p. cm. ”A Halsted 
Press book.” Bibliography: ». [SB950.F55] 
74-11440 ISBN 0-470-26401-2 11.95 
1. Pest control. 2. Pesticides. I. Title. 
Prepared from C.I.P. 


*BROOKS, Gerald T. 

Chlorinated insecticides 
Vol. 2, 1974, entitled Biological and 
environmental aspects, available from CRC 
Pr., for 30.00. ISBN 0-87819-042-2. L.C. 


632.951 


card no.: 73-90535. 

*THE Committee on the 632.954 
Effects of Herbicides in Vietnam. 
Division of Biological Sciences. - 
Assembly of Life Sciences. National 
Research Council. ° 
The effects of Herbicides in South 
Vietnam; part A. Summary and 

conclusions. Washington, National 

Academy of Sciences; 1974. xxvi, 1 v. 
various pagings) illus, maps 28 cm. 
QK495] 74-247 10.00 (pbk.) 


1. Herbicides. 2. Grasses (Botany). I. Title. 


*MCKELVIE, Martha Groves. ‘634.96 
Trees of the good earth, by Martha Groves 
McKelvie. Philadelphia, Franklin 1974 xiii, 
67 p. 24 cm. (Good earth series) [SD397] 
74-75377 6.95 

1. Forests and Forestry. I. Title. 


*RUDOLPH, Thomas D. 634.96 
The Enterprise, Wisconsin, radiation forest; 
preirradiation ecological studies, [by] 
Thomas D. Rudolph, Editor. [Springfield, 
Va.] Published by Technical Information 
Center, Office of Information Services, 
United States Atomic Energy Commission 
for the Division of Biomedical and 
Environmental Research, U.S. Atomic 
Energy Commission, 1974. v, 150 p. illus. 
28 cm. Includes bibliographical references. 
[SD359] 74-600049 ISBN 0-87079-011-5 
7,60 (pbk.) 

i. Forests and  ftorestry—Experimental 
areas. 2. Radiobiology. I. Title. 


GILBERTSON, Robert L. 634.9757 
“ungi that decay ponderosa pine / Robert 
L. Gilbertson. Tucson University of 
Arizona Press, [1974] x, 197 p. : ill. ; 26 
cm. Includes index. Bibliography: p. 191- 
192. [SB608.P65G5] 74-77206 ISBN 0- 
8165-0361-3 : 9.50 

4. Ponderosa pine—Diseases and pests. 2. 
Wood-decaying fungi—tidentification. 3. 
Basidiomycetes—Identification. I. Title. 


STOUT, Ruth. . 635 
flow to have a green thumb without an 
aching back.: a new method of mulch 
gardening / Ruth Stout. New York : 
Galahad Books, [19747] c1955. 164 p. ; 22 
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cm. [SB453.S689 1974] 73-91802 ISBN 0- 
88365-144-0 : 4.00 
1. Gardening. 2. Mulching. I. Title. 


KRAMER, Jack, 1927- 635’.0973 
The free earth guide to gardening / Jack 
Kramer. New York : Walker, 1974. 160 p. 
: il. ; 26 cm. Includes bibliographical 
references. [SB453.K718 1974] 73-83301 
ISBN 0-8027-0432-8 : 7.95 

I. Gardening. 2. Gardening—United 
States—Directories. — 3. Nurseries 
(Horticulture)—United States—Directories. 
4. Horticultural societies—United States— 
Directories. 5. Gardens—United States— 
Directories. I. Title. 


*POND, Barbara. ; 635.7 
A sampler of wayside herbs; rediscovering 
old uses for familiar wild plants Illustrated 
by Edward and Marcia Norman. Riverside, 
Conn., Chatham Press, [1974] 126 p. illus. 
30 cm. [SB351.H5] 73-89773 ISBN 0- 
85699-096-5 17.50 

1. Herb gardening. 2. Herbs. 3. Cookery 
(Herbs). I. Title. 


GORER, Richard. 635. 
Living tradition in the garden / Richard . 
Gorer. Newton Abbot [Eng.] ; North 
Pomfret [Vt.] : David & Charles, [1974] 
242 p. : ill ; 22 cm. Includes index. 
Bibliography: p. 238-239. [SB455.G63 
1974] 74-81598 ISBN 0-7153-6398-0 : 
12.95 

1. Gardening. I. Title. 


*BROWNE, Roland A. 635.9°033°372 
The  rose-lover’s guide. A practical 
handbook on rose growing. New York, 
Atheneum 1974 xvi, 235 p., col. illus., 21 
cm. [SB411] 73-92067 ISBN 0-689-10600- 
8 10.00 

1. Rose culture. 2. Roses—Varieties. I. 
Title. 


*KRAMER, Jack, 1927- 635.934'15 
Orchids for your home; exotic beauty 
indoors and out. Drawings by Andrew Roy 
Addkison. Photos by Joyce R. Wilson. 
[New Revised edition] New York, 
Cornerstone library [1974 ¢c1968] 144 p. . 
illus. 21 cm. Originally published under 


title: Rare orchids everyone can grow. 
Bibliography: p. 135-136. [SB409.K72] 
1.95 (pbk 


1. Orchid culture. I. Title. 


L.C. card number for original ed.: 67- 
19115. 
KROCHMAL, Arnold, 1919- 635.965. 


Gardening for five exposures, by Arnold‘ 
and Connie Krochmal. New m Drake 
Publishers [1975, c1974] p. cm. 
(SB419.K74 1975] 74-12161 ISBN 0- 
87749-663-3 8.95 

House plants. 2. Artificial light 
gardening. I. Krochmal, Connie, Joint 
author. II. Tith 
Prepared from CLP. 
CATRINS: Carroll 635.9°674°0973 
Gardening with water, plantings and stone 
/ Carroll Calkins ; illustrated by Maurice 
Wrangell. New York : Walker, 1974. 154 
p. : ill. ; 24 cm. Includes index. [SB423.C4 
191a] 72-95763 ISBN 0-8027-0407-7 


J. Water gardens. I. Title. 


WILDER, Louise Beebe, 
1878-1938. 

The fragrant path; a book about sweet 

scented flowers and leaves. New York, 

Dover Publications [1974] viii, 407 p. 22 

cm. Réprint of the 1932 ed. published by 

Macmillan, New York. Bibliography: p. 


635.968 
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377-378. [SB454.W63 1974] 74-76306 
ISBN 0-486-23071-6 3.50 (pbk.) 

1. Gardening. 2. Aromatic plants. 3. 
Flowers—Odor. I. Title. 


KRAFT, Ken. 635.9°77°3372 
Grow your own dwarf fruit trees / Ken 
and Pat Kraft ; illustrated by Thuy Le Ha. 
New York : Walker, [1974] 218 p. : ill. 
24 om. Includes ‘index. (SB357.5.K6$ 
R 73-83296 ISBN 0-8027-0429-8 
9 

i. Dwarf fruit trees. IL Kraft, Pat, joint 
author. IT. Title. 


OTYPKA, Oldrich, 1921- 635.9°82 
The room of delight / Oldrich Otypka. 
South Brunswick : A. S. Barnes, [1974] p. 
cm. Includes index. Bibliography: p- 
[SB419.084 1974] 73-22598 ISBN 0-498- 
01467-3 : 12.00 

1. House plants. 2. Garden rooms. I. Title. 
Prepared from C.I.P. 


HAFEZ, E. S. E., 1922- 
ed. 

Reproduction in farm animals. Edited by 
E. S. E. Hafez. 3d ed. Philadeiphia, Lea & 
Febiger, 1974. xvii, 480 p. illus. 27 cm. 
Bibliography: p. 455-458. [SF768.H2 1974] 
74-8671 ISBN 0-8121-0295-9 17.50 

1. Reproduction. 2. Stock and stock- 
breeding. 3. Veterinary physiology. I. Title. 


*CURRENT veterinary 636.0896 
therapy: small animal practice. 

The 5th ed. 1974, is now available from 
W. B. Saunders, Philadelphia for 32.50. 
BEN 0-7216-5469-X. L.C. card no: 64- 


COLES, Embert H. 636.089°607 
Veterinary clinical pathology [by] Embert 
H. Coles. 2d ed. Philadelphia, Saunders, 
1974. xii, 615 p. illus. 26 cm. Includes 
bibliographies. [SF769.C62 1974] 73-90906 
ISBN 0-7216-2641-6 21.00 

1. Veterinary pathology. I. Title. 


SCHALM, Oscar 636.089615 
William, 1909- 

Veterinary hematology, by O. W. Schalm, 
N. C. Jain [and] E. J. Carroll. 3d ed. 
Philadelphia, Lea & Febiger, 1974. p. 
Includes bibliographical references. 
[SF768.S28 1974] 73-14993 ISBN 0-8121- 
0470-6 37.50 

1. Veterinary hematology. I. Jain, Nemi 


636.089°26 


Chand, 1936- joint author. II. Carroll, 
Edward James, 1918- joint author. HI. 
Title. 


Prepared from C.I.P. 


GEORGI Jay R., 636.089696 
22. 

Parasitology for veterinarians [by] Jay R. 
Georgi. 2d ed. Philadelphia, Saunders, 
1974. xvi, 386 p. illus. 27 cm. Includes 
bibliographies. [SF810.A3G4 1974] 74- 
4564 ISBN 0-7216-4103-2 21.50 

i. Veterinary parasitology. I. Title. 


*NAVIAUX, James L. 636.1 

Horses; in health and disease [by] James L. 

Naviaux. New York, Arco [1974] 256 p. 

illus. 25 cm. Bibliography: p 255-256 
[SP2] 73-78530 ISBN 0-668-03312-6 
0. 

t. Horse—Training. I. Title. 


*SELF, Margaret Cabell. 636.1 
The nature of the horse. New York, Arco, 
[1974] 217 p. illus. 25 cm. [SF281] 73- 
77840 ISBN 0-668-02993-5 7.50 

I. Horses—Behavior. I. Title. 


*TAIT, M. E. 
Horses and ponies; 


* 636.1 


their care and 
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management for owners and riders, [by] 
M. E. Tait. New York, Arco [1974, c1972} 
112 p. illus. 22 cm. Bibliography: p. 109. 
[SF291] 73-91685 4.95; 2.50 (pbk.) 

1. Horse—Training. I. Title. 


ADAMS, Ora Robert. 636.1°08°9758 
Lameness in horses [by] O. R. Adams. 3d 
ed. Philadelphia, Lea & Febiger, 1974. p. 
[SF959.L25A3 1974] 73-16030 ISBN 0- 
8121-0474-9 22.50 

1. Lameness in horses. 2. Horseshoeing. I. 
Title. 

Prepared from C.I.P. 


*BLACK, Harold. 636.13 
Manual of horsemanship instructions from 
Mexico’s renowned Escuela Ecuestre by 
Haroid Black New York Dodd, Mead 
1974 xx, 226 p. illus. 24 cm. [SF302] 73- 
19083 ISBN 0-396-06916-9 8.95 

I. Horsemanship. 2. Horsemen. I. Title. 


*RIDOUT, Ronald 636.5 
The life cycle book of chickens, written by 
Ronald Ridout and Michael Holt. 
Illustrated by Brian Edwards. New York, 
Grosset & Dunlap [1974] 30 p (chiefly 
illus.) 32 cm. [SF1962] 73-19202 ISBN 0- 
448-11722-3 2.95 

I. Poultry. I. Holt, Michael, joint author. 
IT. Title. 


BOORER, Wendy. 636.7 
Dogs: selection, care, training. Illustrated 
by Edward Osmond. Revised edition. New 
York, Grosset & Dunlap [1974, 1970] 
160 p. col. illus. 24 cm. Originally 
published in the Grosset All-Color Guide 
Series. [SF426.B65] 74-7545 ISBN 0-448- 
11857-2 5.95 

1. Dogs. I. Title. 

L.C. card number for original ed.: 73- 
120452. 


*MCLEAN, Claire D. 636.7 
The complete bouvier des flandres, by 
Claire D. McLean, with contributions by 
Edmee Bowles and others, edited by Herm 
David. New York, Dreenan Press, 1974. 
vii, 253 p. illus. 21 cm. [SF431] 74275115 
ISBN 0-88376-050-9 14.95 

I. Dogs—Training. 2. Bouvier des 
Flandres. I. Title. 

Publisher’s address: P.O. Box 385 Croton- 
on-Hudson, N.Y. 10520. 


CLARKE, Timothy T., 
comp. 

The dog lovers reader / edited by 
Timothy T. Clarke. New York : Hart Pub. 
Co., [1974] 463 p. : ilk ; 26 cm. 
[SF426.C63} 74-79928 ISBN 0- 8055- 1129- 
6 : 12.50 

1. Dogs. 2. Dogs—Legends and stories. I. 
Title. 


DUFFEY, David 
Michael. 

Dave Duffey trains gun dogs / by Dave 

Duffey. | Croton-on-Hudson, N.Y. 

Dreenan Press, 1974. 245 p. : ill. ; ; 24 cm. 

(SF428.5.D78] 74-75116 ISBN 0-88376- 

052-5 : 7.95 

1. Hunting dogs. 2. Dogs—Training. I. 

Title. 


KNAP, Jerome J. 636.70886 
Training the versatile gun dog; a complete 
guide to training versatile gun dogs for 
hunting in North America, by Jerome and 
Alyson Knap. New York, Scribner [1974] 
185 p. illus. 24 cm. Includes bibliographical 
teferences. [SF428.5.K57] 73-4590 ISBN 
0-684-13423-3 7.95 

1. Hunting dogs. 2. Dogs—Training. I. 
Knap, Alyson, joint author. If. Title. 


636.7°008 


636.7°08°86 


AMERICAN BOOK PUBLISHING RECORD 


FREE, James Lamb. 636.752 
Training your retriever / by James Lamb 
Free ; with special reports by S. Alan ... [et 
al] Sth rev. ed. New York : Coward, 
McCann & Geoghegan, [1974] xvi, 336 p., 
[20] leaves of plates : ill. ; S cm. Includes 
index. Bibliography: p. 311-325. 
Bet. R4F7 1974] 73-93350 ISBN 0-698- 
10585-0 : 7.95 
1. Retrievers. 2. Dogs—Training. L Title. 


RIDDLE, Maxwell. 636.752 
The complete Britanny spaniel / by 
Maxwell Riddle. New York : Howell Book 
House, 1974. 282 p. : il. ; 24 cm. 
[SF429.B78R52] 72-88976 ISBN 0-87605- 
065-8 : 9.95 

1. Brittany spaniels. I. Title. 


*FOX, Michael W. 636.8 
Understanding your cakby Dr. Michael W. 
Fox. New York, Coward, McCann & 
Geoghegan, 1974. 221 p 22 cm. 
Bibliography: p. 205 [S447.B66] 73-93763 
ISBN 698-10603-2 7.95 

1. Cats. I. Title. 


GRILHE, Gillette. 2636.8 
The cat and man / Gillette Grilhe ; photo 
research, Denise Blum and Ingrid de 
Kalbermatten. New York : Putnam, 1974. 
253 p. : ill. (Some col.) ; 29 cm. Includes 
index. Bibliography: p. 243-244, 
[SF442.G74 1974] 74-78403 ISBN 0-399- 
11385-1 : 27.50 

1. Cats. 2. Cats (in religion, folk-lore, etc.) 
3. Cats in art. 4. Cats in literature. I. Title. 


*RIDOUT, Ronald. 636.8 
The life cycle book of cats, written by 
Ronald idout and Michael Holt. 
Illustrated by Tony Payne. New York, 
Grosset & Dunlap [1974] [30] p. (chiefly 
illus.) 32 cm. [SF446] 73-19199 ISBN 0- 
448-11719-3 2.95 

i. Cats—FPictures, illustrations, etc. I. Holt, 
Michael, joint author. TI. Title, 


*WORLD Wildlife Safari 636.8 
International Symposium. Winston, 
Oregon. May 3-5, 1973. 

The World’s Cats: Vol. 2: Biology, 


behavior and management of reproduction, 
Edited by Randall L. Eaton. Seattle, Feline 
Research Group, Woodland Park Zoo, 
[1974] x, 260 p. illus. 22 cm. [QL737.C2] 
12.50 (pbk.) 

I. Cats (Zoology). 2. Zoology. I° Eaton, 
Randall L. comp. II. Title. 


MORSE, Roger A. 638.1 
The complete guide to beekeeping [by] 
Roger A. Morse. New, rev. ed. New York, 
Dutton, [1974, c1972] 219 p. illus. 22 cm. 
See .M69] 74-3637 ISBN 0-87690-126- 


1. Bee culture. T. Title. 


OPEN sea mariculture; 639 
perspectives, problems, and prospects. 
Edited by Joe A. Hanson. [Stroudsburg, 
Pa.]° Dowden, Hutchinson & Ross [1974] 
xi, 410 p. illus. 24 cm. Report of a study 
conducted by the Oceanic Foundation. 
Includes bibliographical references. 
(SH138.06] 74-13103 ISBN 0-87933-034- 
1 24.00 
1. Mariculture. I. Hanson, Joe A., 1928- 
ed. IT. Oceanic Koundation. 
PIPER, Steven, š 639’.2°0924 B 
d.1970. f 
The north ships; the life of a trawlerman. 
Newton Abbot, [Eng.] North Pomfret, Vt., 
David & Charles [1974] 161 p. illus. 23 
cm. [SH344.6.T7P56 1974] 74-76187 
ISBN 0-7153-6483-9 10.95 
Fishermen—Correspondence, 


DECEMBER 31,1974 


“reminiscences, etc. 2. Trawls and 
trawling—North Atlantic Ocean. I. Title. 


CLARK, Roy, 1911- 639°.2°0942 
The longshoremen. Newton Abbot [Eng.] 
North Pomfret, Vt, David & Charles 
[1974] 201 p. illus, map. 22 cm. 
Bibliography: p. 197-198. [SH255.C49] 74- 
179389 ISBN 0-7153-6484-7 11.50 

1. Fisheries—Great Britain—RHistory. 2. 
Fishermen-—Great Britain. I. Title. 


MANN, Lucile Quarry. 639.34 
Tropical fish. [Rev. ed. New York] 
Sentinel Books Publishers [1974] 130 p. 
illus. 20 cm. (Sentinels learn-by-doing 
science books) [SF457.M35 1974] 74- 
178198 ISBN 0-911360-06-9 2.25 (pbk.) 

i. Aquarium fishes. 2. Aquariums. I. Title. 


*SANKHALA, Kajlash. 639.9 
Wild beauty; a study of Indian wildlife. 
New Delhi, National Book Trust, [1973] 
100 p. illus. 22 cm. [QL77.5] 

1. Wildlife conservation—India. I. Title.” 
Available from: International Publications 
Service for 11.25. 
GARDENING with wildlife 639°.92 
: a complete guide to attracting and 
enjoying the fascinating creatures in your 
backyard. Washington : National Wildlife 
Federation, [1974] p. cm. Includes index. 
Bibliography: p. [QL59.G37] 74-82797 
ISBN 0-912186-15-1 : 12.95 

1. Wildlife attracting. 2. Gardening. I. 
National Wildlife Federation. 

Prepared from C.LP. 


INTERNATIONAL 639°.97°95 
Conference on the Biology of Whales, 
Shenandoah National Park, Va., 1971. 

The whale problem; a status report. 

William E. Schevill, editor. G. Carleton 

Ray and Kenneth S. Norris, consulting 

editors. Cambridge, Mass. Harvard 

University Press, 1974. x, 419 p. illus. 25 

cm, Revised papers. Conference sponsored 

by the U.S. Dept. of the Interior and 
others. Revised papers. (QL737.C4148 

1971] 73-88056 ISBN 0-674-95075-5 12.50 

1. Whales. 2. Wildlife conservation. I. 

Schevill, William Edward, 1906- ed. II. 

Ray, G. Carleton, ed. IH. Norris, Kenneth 

Stafford, ed. IV. United States. Dept. of 

the Interior. V. Title. 

e 


KUPSINEL, Penelope 
Easton. 

Home economics careers / Penelope 
Easton Kupsinel and Vera G. Channels. 


640.23 


Danville, Ill : Interstate Printers & 
Publishers, [1974] xii, 215 p. : ill. ; 24 cm. 
Includes bibliographies and index. 


[TX164.K78] 74- 77552 pbk. : 4.95. 
1. Home economics as a profgssion. I. 
Channels, Vera, joint author. II. Title. 


GRANT, Doris, 1905- 641.1 
Recipe for survival : your daily food / 
Doris Grant. New Canaan, Conn. : Keats 
Pub., 1974, c1973. 224 p. ; 22 cm. 
Includes bibliographical references and 
index. [TX353.G655 1974] 73-93654 ISBN 
0-87983-069-7 : 6.95. por 3.95 

1. Nutrition. 2. Food. I. . Title. 


*LABUZA, T. P. 641.1 
Food for thought, by T. P. Labuza. 
Westport, Conn., AVI Pub. Co., 1974. xii, 
179 p. 23 cm. (Avi textbook series) 
[TX353] ISBN 0-87055-158-2 5.00 (pbk.) 
1. Nutrition. I. Title. 


‘CHALMERS, Irena. 


BLISH, Jeffrey. - 641.1703 
The dictionary of health foods / Jeffrey 
Blish. New York : Galahad Books, [1974] 
c1972. 124 p. ; 22 cm. Originally published 
by Nash Pub., Los Angeles. [TX349.B42 
1972] 73-90227 ISBN 0-88365-173-4 : 
4.95 

1. Food—-Dictionaries. I. Title. 


SUGARS in nutrition. 641.1°3 
[Editors:] Horace Sipple [and] Kristen W. 
McNutt. New York, Academic Press, 
1974. p. Based on papers presented at an 
international conference on sugars in 
nutrition held Nov. 8-11, 1972 at 
Vanderbilt University, Schaol of Medicine, 
Nashville, Tenn. Includes bibliographies. 
[TX553.S8S93] 73-18974 ISBN 0-12- 
646750-1 45.00 : 
i. Sugars in human nutrition. I. Sipple, 
Horace Lawson, 1905- ed. U. McNutt, 
Kristen W., ed. 

Prepared from C.I.P. 


*FLUCHERE, Henri. 641.22 
Wines New York, Golden Press [1974 
c 1973] 160 p. illus. 20 cm. (Golden 


Leisure library) Bibliography: p. 154 
[TP548.2] 72-85934 2.95 (pbk.) 

1. Wine and wine making. I. Title. 
MILLIGAN, David. 641.272 


All colour book of wine. London, Octopus 
Books, 1974. 72 p. chiefly col. illus. 30 cm. 
Distributed in U.S.A. by Cresent Books, 
New York. [TP548.M63] 74-180572 ISBN 
0-7064-0293-6 2.95 (pbk.) 
1. Wine and wine making. 2. 
Title. 


BENNION, Marion, 1925- 641.3 
Introductory foods [by] Marion Bennion 
fand] Osee Hughes. 6th ed. New York, 
Macmillan [1975, ie. 1974] . cm. 
Includes bibliographies. [TX354.B46 1975] 
73-22629 ISBN 0-02-308160-4 9.95 

I. Food. 2. Cookery. I. Hughes, Osee 
Gladys, joint author. II. Title. 

Prepared from C.I.P. 


*GILLIES, M. T. 641.37 

Dehydration of natural and simulated dairy 

products, [by] M. T. Gillies. Park Ridge, 

N.J., Noyes Data, 1974. xi, 328 p. illus. 25 

re [SF253] 74-77222 ISBN 0-8155-0539- 
36.00 


. Viticulture. L 


$ Dairy products—Analysis and 
examination. I. Title. 
*ACKERMAN, Caroline. 641.5 


The no fad good food $5 a week 
cookbook. New York, Dodd, Mead [1974] 
144 p., illus., 21 cm. Bibliography: p. 139- 
140. [TX715] ISBN 0-396-07071-X 3.95 
(pbk.) 

I. Cookery. I. Title. 


BEARD, James Andrews, 1903- 641.5 
The best of Beard : great recipes from a 
great cook / by James Beard ; illustrated 
by Pat Stewart. New York : Golden Press, 
[1974] 192 p. : ill. ; 28 cm. Includes index. 
Nes ae 74-79861 ISBN 0-307-48717- 
2:3.9 

1. Cookery. I. Title. 


BERGERON, Carol Brandon. 641.5 
Wait a minute ... I'll get you my recipe : a 
personal collection / from the kitchen of 
Carol Brandon Bergeron. 
Mass. : Berkshire Traveller Press, [1974] 
p. cm. [TX715.B4828] 74-11508 ISBN 0- 
912944-24-2 : 2.95 

1. Cookery. £ Title. 

Prepared from C.I.P. 


641.5 


A sauce is a soup is a stew ... and other 


Stockbridge, © 
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relationships in the kitchen / Irena 

Chalmers ; dfawings by Robert Graham e 

Penny. New York : Praeger, [1975] p. pe 

Includes index. Bibliography: 

er .C48] 74-328 ISBN 0-275-52190- i 
8.9 

1. Cookery. I. Title. ` 

Prepared from C.I.P. 


COUNTRY fair cookbook : 641.5 
every recipe a blue ribbon winner / edited 
by Elise W. Manning ; photography 
supervised by Al J. Reagan. lst ed, a 
City, N.Y. : Doubleday, [1975]. p. cm. 
Includes index. [TX715.C8614] 74-12687 
ISBN 0-385-02249-2 : 6.95 

1. Cookery, American. I. Manning, Elise 
W. ed. 

Prepared from C.I.P. 


*COX, Margery Lewis. 641.5 
Profiles and caviar; a collection of recipes 
by famous personalities,.by Margery Lewis 
Cox and Norma Frost Hurley. With” 
profiles by Bob Addie. Washington, 
Andromeda Books, 1974. 148 p. illus. 26 
cm. [TX715] ISBN 0-87388-006-4 7.95  - 
1. Cookery, American. I. Hurley, Norma 
Frost, joint author. IT. Title. 

Publisher’s address: 3267 Van Hazen St., 
N.W. Washington, D.C. 20015. 


DE GOUY, Louis Pullig, 
1869-1947 

The gold cook book / by Louis P. De 
Gouy ; introd. by Oscar of the Waldorf. 
Eni. and rev. ed. New York : Galahad 
Books, [1974] ¢1948. xiv, 1256 p. ; 22 cm. 
Includes index. 651.D42 1974] 73- 
93676 ISBN 0-88365-223-4 : 8.95 

1. Cookery. I. Title. 


641.5 


GROSSMAN, Ruth. 641.5 
The Chinese-kosher cookbook / by Ruth 
and Bob Grossman. New York : Galahad 


Books, [1974] ¢1963. xii, 83 p. 

cm. Includes index. [TX724.G73 ida i 
81653 ISBN 0-88365-084-3 : 2.95 

1. Cookery, Jewish. 2. Cookery, Chinese. I. 
Grossman, Bob, joint author. IL. Title. 


GROSSMAN, Ruth. 641.5 
The French-kosher cookbook / by Ruth 
and Bob Grossman. New York : Galahad 
Books, [1974] c1964. x, 82 p. : ill. ; 22 cm. 
Includes index. [TX724.G735 1974] 73- 
81655 ISBN 0-88365-086-X : 2.95 

1. Cookery, Jewish. 2. Cookery, French. I. 
Grossman, Bob, joint author. If. Title. 


GROSSMAN, Ruth. 641.5 
The Italian-Kosher cookbook / by Ruth 
and Bob Grossman. New York : Galahad 
Books, [1974] c1964. x, 84 p. : ill. ; 22 cm. 
Originally published by P. S. Eriksson, 
New York. Includes index. [TX724.G74 
1974] 73-81654 ISBN 0-88365-085-1 
2.95 

1. Cookery, Jewish. 2. Cookery, Italian. I. 
Grossman, Bob, joint author. TI. Title. 


KENT, Louise Andrews, 1886- 641.5 
Mrs. Appleyard’s kitchen / Louise 
Andrews Kent. New Canaan, Conn. 


Keats Pub., 1974. xi, 319 p. ; 21 cm. (Her 

The Mrs. Appleyard books ; v. 1) (A Pivot 

quality paperback) Includes index. 

[TX715.K36 1974] 74-84105 ISBN 0-. 
87983-092-1 

1. Cookery, American. I. Title. 


KITE, Dorothy Jackson, 641.5 
19 


The firehouse cookbook / by Dorothy 
Jackson Kite ; ill. by Nancy Tausek. New 
York : Viking Press, 1974. p. cm. Includes 
index.* [TX715.K622] 73-16934 ISBN 0- 
670-31551-6 : 10.06 
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i. Cookery, American. I. Title. 
Prepared from C.LP. 


MACLAY, Elise. 641.5 
Bride’s-eye view of cooking cookbook. 
Illustrated by Robert Pinart. Norwalk, 
Conn., C.. R. Gibson Co. [1974] 121 p. 
illus. 22 cm. [TX715.M1623] 73-88087 
ISBN 0-8378-1798-6 4.50 

d. Cookery. I. Title. 


SZATHMARY, Louis, comp. 641.5 
Southwestern cookery ; Indian and Spanish 
influences / introd. and suggested recipes 
by Louis Szathmary. New York : 
Promontory Press, 1974. 511 p. in various 
pagings : ill. ; 22 cm. (Cookery Americana) 
Reprint of the 1946 ed. of Favorite recipes 
of Colfax County club women, by Colfax 
County, New Mexico, Home 
Demonstration Clubs; the 1916 ed. of the 
Garfield Woman's Club cook book, by the 
Garfield, Utah, Woman’s Club; the 1955 
ed. of Choctaw Indian dishes, by A. and P. 
J. Hudson; the 1933 ed. of the Indian cook 
book, by the Indian Women’s Club of 
Tulsa and the 2d ed. of the Junior League 
of Dallas cook book, by Dallas Chapter of 
the Association of Junior Leagues of 
America. Includes index. [TX715.S992 
1974] 73-92639 ISBN 0-88394-018-3 : 
10.00 

d. Cookery, — American—Southwestern 
States. 2. Indians of North America— 
Food. I. Title. I. Series. 


*WOOLLEY, Fran. 641.5 
The Abaco cook book; from a Bahamian 
Out Island; recipes and illustrations by 
Fran Woolley. (Kennebunkport, Me.,] 
Durrell, [1974] 144 p. illus. 22 cm. 
(TX725] 74-83913 ISBN 0-911764-12-7 

i. Cookery, Bahamas. I. Title. 

Distributed by The Stephen Greene Press, 
Brattleboro, Vt. for 3.95 (pbk.). 


*COOPER, Terry Touff 641.5622 
Many hands cooking An international 
cookbook for girls and boys by Terry Touff 
Cooper and Marilyn Ratner. Tilus. by 
Tony Chen. New York, T. Y. Crowell 
1974 xiii, 50 p. illus. 22 cm. “Published in 
cooperation with U.S. committee for 
UNICEF.” [TX652.5] 74-11871 ISBN 0- 
690-00536-9 4.95 (pbk.) 

I. Cookery—Juvenile literature. I. Ratner, 
Marilyn joint author. II. Title. 


SAINSBURY, Isobel S. 641.563 
The milk-free and miulk-free, egg-free 
cookbook; how to prepare easy, delicious 
foods for people on special diets and their 
families, by Isobel S. Sainsbury. With a 
foreword by Jerome Glaser. ee 
Tl] Thomas [1974] p. 
[RM221.A6S24] 73-23004 ISBN 0-398. 
03108-8 8.95 (pbk.). 

1. Cookery for allergics. I. Title. 

Prepared from C.I.P. 


WILLIAMS, Phyllis. 641.563 
Nourishing your unborn child : nutrition 
and natural foods in pregnancy / by 
Phyllis Wiliams. Los Angeles : Nash, 
[1974] ix, 303 p. ; 22 cm. Includes index. 
Bibliography: p. [287]- 295. [RG525.W635] 
73-92973 ISBN 0-8402-1339-5 : 7.95 

1. Pregnancy—WNutritional aspects. I. Title. 


BETTER homes and gardens 641.568 
Christmas time cook book. lst ed. [Des 
Moines : Meredith Corp., 1974] 216 p. : 
col. ill. ; 29 cm. (Better homes and gardens 
books) Includes index. [TX739.B48] 74- 
79984 ISBN 0-696-00790-8 : 7.95 

1. Christmas cookery. 2. Christmas 
decorations. 3. Holidays. I. Better homes 

t a 
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and gardens. II. Title: Christmas-time cook 
book. 


HUNTLEY, Suzanne. 641.5°68 
The twelve days of Christmas cookbook / 
Suzanne Huntley. New York : Galahad 
Books, [1974] c1965. 143 p. : ill. ; 24 cm. 
Includes index. [TX739.H8 1974] 74- 
77014 ISBN 0-88365-251-X : 4.50 

1. Christmas cookery. I. Title. 


JUNIOR League of the 
City of New York. 

New York entertains. [lst ed.] sort 

City, N.Y., Doubleday, 1974. p. 

(TX731. 379° 1974] 74-2515 ISBN 0-385. 

09651-8 10.00 

i. Entertaining. I. Title. 

Prepared from C.I.P. 


WHITE, Merry, 1941- 641.5°7 
Cooking for crowds / Merry White ; 
drawings by Edward Koren. New York : 
Basic Books, [1974] p. cm. Includes index. 


641.5°68 


[TX820. W48) 74- 79051 ISBN 0-465- 
01426-7 : 7.95 

1. Cookety. I. Title. 

Prepared from C.I.P. 

ZAVIN, Theodora S. 641.59 


The everybody bring-a-dish cookbook : 
menus and recipes for an international eat- 
in / Theodora Zavin ; witk Jane Anton ... 
[et al]. New York : Quadrangle/New 
York Times Book Co., [1974] 306 p. : ill. ; 
25 cm. Includes index. [TX725.A1Z38 
ae 72-85165 ISBN 0-8129-0432-X : 
1. Cookery, International. I Title. 


*BARRESE, Pauline N. 641.594 
italian cooking; home style, by Pauline N. 
Barrese Tucson, H. P. Books, 1974 232 p. 
illus. (part. col.) 28 cm. [TX711] 74-82514 
ISBN 0-912656-19-0 6.95 (pbk.) 

1. Cookery—Italian. I. Title. 


CATANZARO, Angela. 641.5°945 
Mama mia Italian cookbcok : the home 
book of Italian cooking / by Angela 


Catanzaro. New York : Ë Salahad Books, 
[1974] c1955. 286 p. ; 24 cm. Includes 
index. [TX723.C3 1974] 73-90677 ISBN 0- 
88365-216-1 : 6.95 

1. Cookery, Italian. I. Title. 


KAKONEN, Ulla, 1945- 641.5°9471 
Natural cooking the Finnish way / Ulla 
Kakonen. New York : Quandrangle, [1974] 
xii, 209 p, : ill. ; 25 cm. Includes index. 
(TX723.5.F5K3 1974] 73-89271 ISBN 0- 
8129-0444-3 : 8.95 

1. Cookery, Finnish. I. Title. « 


SEN Gupta, Pranati. 641.5954 
The art of Indian cuisine : everyday 
menus, feasts, and holiday banquets / 
Pranati Sen Gupta. New York : Hawthorn 
Books, [1974] x, 227 p. ; 24 cm. Includes 


index. [TX724.5.15S46 1974] 73-7182 
10.00 

1. Cookery, Indic. I. Title. 

KENT, Louise Andrews, 641.5974 


1886- 

Mrs. Appleyard’s winter kitchen / Louise 
Andrews Kent and Elizabeth Kent Gay; 
decorations by Robert Maclean. New 
Canaan, Conn. : Keats Pub., 1974. 328 p.: 
ill. ; 21 cm. (Their The Mrs. Appleyard 
books ; v. 3) (A Pivot quality paperback) 
Includes index. [TX715.K364 1974] 74- 
84106 ISBN 0-87983-094-8 pbk. : 3.50 

i. Cookery, American. I. Gay, Elizabeth 
Kent, joint author. H. Title. 


PORTER, M. E., Mrs. 641.5975 
Mrs. Porter’s new southern cookery book / 


AMERICAN BOOK PUBLISHING RECORD 


Mrs. M. E. Porter ; introd. and suggested 
recipes by Louis Szathmary. New York : 
Promontory Press, 1974, c1871. xv, 416 p. 
: ill. ; 22 cm. Reprint of the 1973 ed. 
published by Arno Press, New York, and 
issued in series: Cookery Americana, 
which was originally published by J. E. 
Potter, Philadelphia. [TX715.P844 1974] 
73-92640 ISBN 0-88394-019-1 : 10.00 

I. Cookery, American—Southern States. L 
Title. II. Title: New southern cookery 
book. II. Series: Cookery Americana. 


BENNETT, Victor, 1919- 641.5996 
The Polynesian cookbook / by Victor 
Bennett. New York : Galahad Books, 
[19747] 214 Po [6] leaves of plates. : ill. 
(some col.) ; 29 cm. Published in 1970 
under title: The South Pacific cookbook. 
Includes index. [TX724.5.P6B44 1974] 73- 
85502 ISBN 0-88365-071-1 : 12.95 

1. Cookery, Polynesian. I. Title. 


MUNROE, Esther, 1923- 641.63 

Sprouts to grow and eat / Esther Munroe ; 

[photos by Allen Seymour]. Brattleboro, 
: S. Greene Press, [1974] p. 

Includes index. [TX801. M87] 74- P3609 

ISBN 0-8289-0226-7 pbk. : 3.95 

1. Cookery (Sprouts) I Title. 

Prepared from C.I.P. 


GOODE, John. 641.6°5 
The world guide to cooking with fruits & 
vegetables. New York, Dutton {[1974, 
c1973] xiii, 197 p. col. ill. 22 x 26 cm. (A 
Sunrise book) [TX801.G63] 74-246 ISBN 
0-87690-124-0 10.95 (pbk.) 

1. Cookery (Vegetables) 2. Cookery 
(Fruits) 1. Title. 


*NILSON, Bee. 641.657 
Herb cookery. New York, Hippocrene 
Books, [1974]. 271 p. illus. 23 cm. 
[TX819.H4] 7.95 

1. Cookery (herbs). I. Title. 


MORPHY, Marcelle, 
Countess. 
Mushroom recipes / Countess Morphy. 
New York : Galahad Books, [1974] c1966. 
123 p. ; 22 cm. Originally published by 
Arc Books, New York. [TX558.M9M6 
ceo. 73-81636 ISBN 0-88365-192-0 : 
4.50 
1. Cookery (Mushrooms) I. Title. 


ACKART, Robert C. 041.605 
The hundred menu chicken cookbook / by 
Robert Ackart ; ill. by Marjorje Zaum K. 
New York : Galahad Books, [1974] c1972. 
164 p. : ill, ; 24 cm. Includes index. 
[TX749.A23 1974] 73-89248 ISBN 0- 
88365-111-4 ; 6.95 

1. Cookery (Chicken) 2. Casserole receipts. 
3. Menus. I. Title. 


*FROUD, Nina 641.692 
International fish dishes, [by] Nina Froud 
and Tamara Lo. New York, Hippocrene 
Books, [1974] 240 p. 23 cm. [TX747] 7.95 
I. © Cookery (fish). 2. Cookery, 
International. I Lo, Tamara, joint author. 
H. Title. 


TRENT, May Wong. 641.76 

Oriental barbecues; recipes and menus 

from six Asian countries. New York, 

Macmillan [1974] 92 p. illus. 25 cm. 

[TX840.B3T73] 73-75343 6.95; 2.95 (pbk.). 

oat cookery. 2, Cookery, Oriental. 
Ytle. 


MURPHY, Margaret Deeds. 641.8 
Fondue, chafing dish, and casserole 
cookery / by Margaret Deeds Murphy ; 
drawings by Norman Pomerantz. New 
York : Galahad Books, [1974] ¢1969. xiii, 


641.658 


DECEMBER SI,1¥/4 


290 p. : ill. ; 24 cm. ”A Stuart L. Daniels 
book.” Includes index. [TXK825.M93 1974] 
74-185519 ISBN 0-88365-031-2 : 5.95 

i. Fondue. 2. Chafing-dish receipts. 3. 
Casserole receipts. I. Title. 


*PARSON'S bread book 641.815 
New York, Harper & Row [1974] 72 p. 
illus. 28 cm. [TX769] 73-14280 ISBN 0- 
06-013282-5 2.95 (pbk.) 

1. Bread. 


CATANZARO, Angela. 641.8°21°0945 
Italian casserole cooking / by Angela 
Catanzaro. New York : Galahad Books, 
[1974] c1970. 247 p. ; 24 cm. Includes 
_ index. [TX723.C298 1974] 73-92082 ISBN 
0-88365-18087 ; 6.95 

I. Cookery, Italian. 2. Casserole receipts. I. 
Title. 


HARVEY, Jacques? 641.822 
365 ways to cook pasta [by] Jacques 
Harvey, with the collaboration of Alfredo 
of the world-famous restaurant Alfredo 
lOriginale of Rome. Recipes translated by 
Rose G. Formiconi. Illus. by Bil 
Goldsmith. [lst ed.] Garden City, N.Y., 
Doubleday, 1974. 301 p. illus. 22 cm. 
[TX809.M17H37] 72-89314 ISBN 0-385- 
07079-9 6.95 

1. Cookery (Macaroni) 2. Cookery, Italian. 
T. Title. 


*FROUD, Nina. $ 641.824 
International meat dishes, [by] Nina Froud 
and Tamara Lo. New York, Hippocrene 
' Books, [1974] 184 p. 23 cm. [TX749] 74- 
78177 ISBN 0-88254-266-4 7.95 

l. Cookery (Meat) 2. Cookery, 
International. I. Lo, Tamara, joint author 
I. Title. 


*CAVAIANI, Mabel. 641.86 

The low cholesterol cookbook. 

Introduction by Joseph T. Crockett. New 

york, E & Noble [1974, 1972] xiii, 
21 cm. [RM237] ISBN 0-06- 

aads 2.50 (pbk.) 

1. Low-cholesterol diet. I. Title. 


*CROCKER, Betty. 641.86 
Betty Crocker’s desserts cookbook. New 
York, Golden Press 1974 160 p. illus. 26 
em. [TX773] 74-81984 ISBN 0-307-09616- 
5 3.95 

1. Cookery. I. Title. 


Ld 
DWORKIN, Stan. 641.86 
The good goodies : recipes for natural 
snack ’n’ “sweets / by Stan and Floss 
Dworkin. Emmaus, Pa. : Rodale Press, 
Book Division, 1974. p. cm. Includes 
index. [TX740.D96] 74-22337 ISBN 0- 
87857-087-X ; 8.95 
I. Snack foods. 2. 
Confectionery. [I Dworkin, 
author. IT. Title. 
Prepared from C.LP. 


ELKON, Juliette. 641.86 
The chocolate cookbook. Indfanapolis, 
Bobbs-Merrill [1974, c.1973] 212 p. illus. 
24 cm. (TX767.C5E44] 73-1727 ISBN 0- 
672-51729-9 8.95 

1. Cookery (Chocolate) I. Title. 


KRECK, Lothar A. 642 
Menus, analysis and planning / Lothar A. 
Kreck. Boston : Cahners Books, [1974] p. 
cm. [TX728.K73] 74-28068 12.95 

1. Menus. 2. Food service. I. Title. 
Prepared from C.LP. 


HARRIS, Patricia, Lady. 6427.4 
Dining in & dining out in New Zealand 
with Patricia Harris. Wellington, Price 
Milburn, 1973, [i-e.1974.] 102 p. ill. (part 


Desserts. 3. 
Floss, joint 


col.), facsim. {part col.) 29 cm. Includes 
index. [TX731.H332] 74-172153 ISBN 0- 
7055-0374-7 

1. Entertaining. 2. Restaurants, 
rooms, etc.—New Zealand. I. Title. 
Distributed by International Publication 
Service; 8.00. 


OWENS, Don, 1917- 643 
Complete guide to modern real estate 
transactions. Englewood Cliffs, N.J., 
Prentice-Hall [1974] p. cm. [HD255.086] 
74-17364 ISBN 0-13-160218-7 19.95 

i. Real estate business—United States— 
Handbooks, manuals, etc. I. Title. 

Prepared from C.I.P. 


lunch 


BRANN, Donald R. 643°.55 
How to build patios and sundecks / by 
Donald R. Brann. Rev. ed. Briarcliff 
Manor, N.Y. : Directions Simplified, 1974. 
98 p. : ill. ; 23 cm. (Easi-bild home 
improvement library; 631) First published 
under title: How to build a patio. 
[TH4970.B7 1974] 74-184098 2.00 

i. Decks (Architecture, Domestic) 2. 
Patios. I. Title. H. Title: Patios and 
sundecks. 


POWELL, Evan. 643.6 
Complete guide to home appliance repair / 
by Evan Powell, with Robert P. Stevenson. 
New York : Popular Science, [1974] xii, 
464 p. : ill, ; 24 cm. Includes index. 
[TK7018.P69] 73-92403 ISBN 0-06- 
013426-7 : 11.95 

J. Household appliances, Electric— 
Maintenance and repair. I. Stevenson, 
Robert Presley. II. Title. III. Title: Home 
appliance repair. 


BRANN, Donald R. 643.7 
How to modernize an attic, by Donald R. 
Brann. Rev. ed. Briarcliff Manor, N.Y., 
Directions Simplified [1974] 82 p. illus. 23 
cm. (Easi-bild home improvement library, 
665) (Easi-bild simplified directions) 
[TH3000.B7 1974] 74-181609 2.00 (pbk.) 
A iti 2. Building—Amateurs’ manuals. 
, Title. 


WILLIAMSON, Dereck. 643’.7°0207 
The complete Book of pitfalls : a victim’s 
guide to repairs, maintenance, and 
repairing the maintenance / Dereck 
Williamson ; with drawings by the author. 
New York Galahad Books, [1974?] 
c1971. x, 149 p : ilk 3; 22 cm. 
[TH4817.W55 1974] 73- 82286 ISBN 0- 
88365-058-4 : 5.95 

i. Dwellings—Maintenance and repair. 2. 
Do-it-yourself work. I. Title. 


TIME-LIFE Books. 646.4 
Basic tailoring, by the editors of Time-Life 
Books. New York [1974] 208 p. col. illus. 
30 cm. (The Art of sewing) [TT519.5.T55 
1974] 74-80076 8.95 

1. Tailoring (Women’s) 2. Tailoring. L 
Title. 


MUHLHAUSER, Marylis. 646.473 
Sew it yourself / Marylis Muhlhauser. 
New York : Galahad Books, [1974] c1971. 
153 p. : i. ; 24 cm. [TT515.M8 1974] 73- 
79816 ISBN 0-88365-035-5 : 5.95 

1. Dressmaking. [. Title. 


CORBASSON, Nadine. 646.72 
La beaute [by] Nadine Corbasson and 
Gisele de Bruchard. Translated by 
Katherine Turley. New York, Collier 
Books [1974] p. cm. [RA778.C73813] 74- 
12009 ISBN 0-02-046100-3 3.95 (pbk.) 

I. Beauty, Personal. 2. Cosmetics. I. 
Bruchard, Gisele de, joint author. IL. Title. 
Prepared from C.I.P. 
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KASZAS, Joan. 646.724 
Hair: care for it and keep it. New York, 
Barnes and Noble [1974, cl1973] vi, 220 p. 
21 cm. [RA776.5K37] 06-463407-8 2.50 

1. Hair. I. Title. 

L.C. card no for original ed: 72-95245 


BEECHER, Marguerite. 6497.1 
Parents on the run : a common sense book 
for today’s parents / by Marguerite and 
Willard Beecher. New York : Calahad 
Books, [1974] ¢1955. 238 p. ; 22 cm. 
Originally published by Julian Press, New 
York. Includes bibliographical references. 
[HQ769.B353 1974] 73-83773 ISBN 0- 
88365-082-7 : 6.95 


1. Children—Management. I. Beecher, 
Willard, joint author. I. Title. 
DEROSIS, Helen. 649.1 


Parent power/child power : a new and 
tested method for parenting without guilt / 
by Helen De Rosis. ee Bobbs- 
Merrill, [1974] xv, 237 p. : 22 cm. 
Includes index. [HQ769. D442] 73-11806 
ISBN 0-672-51915-1 : 6.95 

I. Children—Management. 2. Parent and 
child. I. Title. 


HOW to live with your 649.1 
children. Miriam Jackson, editor. Chicago, 

Ripa Educational Corp., 1974 [c1971] 
p. cm. (The Child’s world) [HQ769.H763 
1974] "74-12320 ISBN 0-87392-308-9 

1. Children—Management. 2. Parent and 
child. I. Jackson, Miriam, ed. II. Title. IT. 
Series. 

Prepared from C.I.P. Sold only as part of a 

eight volume set, 69.50. 


LESOWITZ, Robert I. 649.1 
Rules for raising kids, by Robert I. 
oer Springfield, Il., Thomas [1974] 
p. cm. [HQ769.L389] 74-2204 ISBN 0- 
398-03146-0 6.75 (pbk.). 

1. Children—Management. I. Title. 

Prepared from C.I.P. 


MOYER, Kenneth Evan, 1919- 649°.1 
You and your child; a primer for parents 
[by] K. E. Moyer. Chicago, Nelson Hall 
[1974] p. cm. [HQ769.M923] 74-17316 
ISBN 0-88229-156-4 9.95 

1. Children—Management. 2. Parent and 
child. I. Title. 

Prepared from C.LP. 


EARLY child care in 649°.122°0973 
the United States of America, by Halbert 
B. Robinson [and others] London, New 
York, Gordon and Breach [1973] xii, 224 
p. illus. 23 cm. (International monograph 
series on early child care, v. 3) "Also 
published as a complete issue of the 
journal Early child development and care, 
v. 2, no. 4 (1973)” Bibliography: p. 213- 
222. [HQ772.E26] 73-85364 ISBN 0-677- 
05080-1 14.50 

1. Children—Management. 2. Children in 
the United States. T. Robertson, Halbert B. 
I, Title. HIT. Series. 


HART, Verna. 649.1571 
Beginning with the handicapped. 
Springfield, Ill, Thomas [1974] p. cm. 


[RJ135.H47] 74-5150 ISBN 0-398-03179-7 
6.95 (pbk. 


1. Handicapped children—Care and 
treatment. I. Title. 

Prepared from C.I.P. 

Business 650-659 

*ROY, S. K. 650.0954 


Management in India; new perspectives, 
[by] S. K. Roy. Meerut, Meenakshi 
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Prakashan, 
(HC435.2] 
1. Management. 2. 
conditions, I. Title. 
Distributed by International Publications 
Service, N.Y., for 11.25. 


*ASSOCIATION Executives 650.58 
buyer’s guide and meeting planner 
Washington,. Columbia Books 1974 192 p. 
illus. 28 cm. Cover title. [HD2425] 72- 
ee ISBN 0-910416-19-2 12.50 (pbk., v. 
2 . 
I. Trade and professional associations of 
the United States. 2. Trade and 
professional associations—United States— 
Directories. 


ARCHER, Fred Coleman, 1915- 651 
General office procedures [by] Fred C. 
Archer, Raymond F. Brecker [and] Jeffrey 
R. Stewart. 4th ed. New York, Gregg and 
Community College Division, McGraw- 


[1974] viii, 187 p. 22 cm. 


India—Economic 


Hill [1975] p. cm. First-3d editions 
published under title: General office 
practice. [HF5547.5.A75 1975] 74-2135 


ISBN 0-07-002161-9 7.84 

i. Office practice. I. Brecker, Raymond 
Franklin, 1914- joint author. If. Stewart, 
Jeffrey Robert, 1932- joint author. LIT. 
Title. 

Prepared from C.I.P. 


BALL, Virginia A., 1928- 651.3 
The medical secretary / Virginia A. Ball. 
San Francisco : Rinehart Press, [1974] 
c1975. p. ` cm. Includes index. 
Bibliography: p. [R728.8.B34] 74-22171 
ISBN 0-03-012526-X : 8.95 

1. Medical secretaries. 2. Medical office 
management. I. Title. 

Prepared from C.I.P. 


STANDINGFORD, Oliver. 652.32 
Simplifying office work : an introduction to 
O & M techniques / by Oliver 
Standingford. 2nd ed. London : 
1974. vi, 146 p. : ill, forms ; 22 cm. 
Includes index. Bibliography: p. 144. 
(HF5547.S75 1974] 74-183260 ISBN 0- 
273-00703-3 pbk. : 6.95 

JI. Office management. I. Title. 

vee by Beekman Publishers, New 
ork. 


ALCAZAR, Carol Chafin. 651.3741 
Medical typist’s guide for histories and 
physicals : a comprehensive guide for the 
transcription of histories and physicals, and 
clinical resumes, with specialized glossaries 
and ‘lists to aid in the typing of medical 
reports / by Carol Chafin Alcazar. 2d ed. 
gusting, N.Y. : Medical Examination Pub. 
1974. 249 p. ; 22 cm. Bibliography: p. 
s49 [R728.8.A47 1974] 74-187877 ISBN 
0-87488-976-6 : 4.50 
i. Medical secretaries. 2. Medicine— 
Terminology. [. Title. 


ary ae Ernest Dickey, 
Business filing and records control [by] 
Ernest D. Bassett [and] David G. 
Goodman. 4th ed. Cincinnati, South- 
western Pub. Co. [1974] v, 234 p. illus. 24 
cm. Originally published under title: 
Business filing. [HF5736.B3 1974] 73- 
80281 ISBN 0-538-11100-3 5.28 


Pitman, 


651.573 


i, Files and filing (Documents) L 
Goodman, David Gerson, 1923- joint 
author. II. Title. 

Filing office procedures 4.36; final 
examination 0.44 (pbk.). 

BOVEE, Courtland L. 651.7°4 


Techniques of writing business letters, 

memos, and reports / Courtland Le Bovee. 

2d ed. San Diego, Calif. Grossmont 
i : 
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Press, [1974] 80 p. ; 23 cm. [HF5721.B665 
1974] 74-78844 ISBN 0-913182-00-1 
5.95 pbk. 2.95 

1. Commercial corresponder.ce. 2. Business 
report writing. I. Title. 


CEMACH, Harry P. 651.75 
A farewell to typists / by Harry P. 
Cemach. Wembley, Eng. : Anbar, [1974] 
85 p. : ill. ; 22 cm. Label mounted on t.p.: 
Available from International Publications 
Service, Collings, Inc, New York. 
[HF5721.C39] 74-186989 ISBN 0-900060- 
95-5: 7.50 

1. Commercial correspondence. 2. Office 
practice. I. Title. 


ROBERTSON, Mary. 651.75 
Practical correspondence for colleges [by] 
Mary Robertson [and] W. E. Perkins. 4th 
ed, Cincinnati, South-western Pub. Co. 
[1974] 1 v. (various pagings) 28 cm. 
Previous editions by C. F. Walker 
published under title: Practical business 
correspondence for colleges. [HF5726.R67 
1974] 73-75649 ISBN 0-53&-05300-3 5.80 

i. Commercial correspondence. I. Walker, 
Charles Francis. Practical business 
correspondence for colleges. I]. Perkins, 
W. E., joint author. II. Title. 


EAGER, Fred. 652.1 
The italic way to beautiful handwriting, 
cursive . and calligraphic. New York, 


MacMillan [1974 c1967] 108 p. illus. 28 
cm. [Z43.E118 1974] 74-10505 ISBN 0- 
02-079990-X 2.95 (pbk.). 
1. Writing, Italic. I. Title. 


*GALLION, Leona M. 653.14 
Computer analyzed vocatulary-controlled 
dictation materials for beginning Gregg 
Shorthand, by Leona M. Gallion in 
association with C. Bruce Kavan. Danville, 
Il, Interstate Printers ,[1974] 272 p. 27 
cm. [Z53] 74-14062 7.95 (¢bk.) 

1. Shorthand. I. Kavan, C. Bruce, joint 
author. II. Title. 


CHALEK, Lenore F. 653.2 
Speed/script secretarial shorthand: theory, 
by Lenore F. Chalek. Pravidence, P.A.R. 
[1974] 213 p. 24 cm. [Z56.C43] 73-93437 
ISBN 0-913310-24-7 14.75 
1. Shorthand. I. Title. 
*THE Penrose annual. 655.32’°058 
London, Lund Humphries. 

The 1974 ed, with title The Penrose 
graphic arts international annual, is now 
available from Hastings House, New York, 


for 22.50. ISBN 0-8038-3804-3. L.C. 
card no.: 47-34609. 
HENKE, Emerson O. 657 


Introduction to accounting. by Emerson O. 
Henke. ist ed. New ‘York, Petrocelli 
Books, 1974 [cl975] p. cm. (The 
Management and communication series) 
Includes bibliographicel references. 


' [THF5635.H53 1975] 74-.2038 ISBN 0- 


88405-063-7 10.95 
i. Accounting. I. Title. 
Prepared from C.I.P. 
COOK, Gregory A., 657’.028754 
1950- 
Computer accounting methods, featuring 
BASIC programming on a time-sharing 
computer / Gregory A. Cook, Barbara J. 
Wade, Clark C. Upton. lst ed. New York : 
Petrocelli Books, 1974. p. cm. Includes 
index. [HF5657.C66 1974] 74-23664 ISBN 
0-88405-293-1 : 6.00 
i. Electronic data processing—Accounting. 
2. Basic (Computer program language) 3. 
Time-sharing computer systems. I. Wade, 


AMEKICAN BOOK PUBLISHING KELOKD 


Barbara J, 1942- joint author. If, Upton, 
Clark C., joint author. III. Title. 
Prepared from C.I.P. 


MCNEILL, I. Eugene. 657.48 
A programmed introduction to financial 
accounting [by] I. Eugene McNeill. 2d ed. 
Pacific Palisades, Calif., Goodyear Pub. 
Co. [1974] p. cm. First published in 1971 
under title: Financial accounting; a 
decision information system. [HF5630.M27 
1974] 74-12039 ISBN 0-87620-725-5 7.50 

1. Accounting—Programmed instruction. I. 
Title. 

Prepared from C.I.P. 


JAMES, Sydney c. 657.863 
Farm accounting and businesseanalysis [by] 
Sydney C. James [and] Everett Stoneberg. 
[lst ed] Ames, Iowa State University 
Press [1974] p. cm. Includes 
bibliographical referencés. [S567.J327] 74- 
16443 ISBN 0-8138-0605-4 7.95 

J. Agriculture—Accounting. I. Stoneberg, 
Everett, 1919- joint author. I. Title. 
Prepared from C.I.P. 


TAYLER, Derek de Preston. 657.95 
Company accounts and analysis */ by 
Derek Tayler. 3d ed. (retitled). Wellington 
: Sweet & Maxwell (N.Z.), 1973. vii, 464 
. ; 24 cm, Label mounted on t.p.: 
Available from International Publications 
Service, Collings, Inc., New York, N.Y. 
Includes bibliographical references and 
index. [HF5686.C7T38 1973] 74-196324 
ISBN 0-457-01160-2 : 33.00 

1. Corporations—Accounting. 2. Financial 
statements. 3. Corporation reports. I. Title. 


TAYLER, Derek de Preston. 657°.95 
Company accounts and analysis / by 
Derek Tayler. 3d ed. (retitled). Wellington 
: Sweet & Maxwell (N.Z.), 1973. vii, 464 
; 24 cm. Label mounted on tp.: 
Available from International Publications 
Service, Collings, Inc., New York, N.Y 
Includes bibliographical references and 
index. [HF5686.C7T38 1973] 74-186324 
ISBN 0-457-00160-2 : 33.00 
1. Corporations—Accounting. 2. Financial 
statements, 3. Corporation reports. I. Title. 


LYNN, Edward S. 657.98 
Introduction to fund accounting [by] 
Edward S. Lynn [and] Joan W. Thompson. 
Reston, Va., Reston Pub. Co. [1974] p. 
cm. [HF5686.N56L85] 74-13636 ISBN 0- 
87909-366-8 11.95 

1. Corporations, Nonprofit-—-Accounting. 2. 
Accounting. I. Thompson, Joah W., 1939- 
joint author. IT. Title. : 
Prepared from C.I.P. 


*CONNOR, Patrick E., 658 
Dimensions in modern management {by} 
Patrick E. Connor with the collaboration 
of Theo Haimann and William G.+Scott 
Boston, Houghton Mifflin, [1974] 520 p. 
24 cm. Includes bibliography. [HD31] 73- 
9412 ISBN 0-395-17741-3 5.95 (pbk.) 

s poe ee and teaching. I. 
ttle. 


LEAVITT, Harold J., comp. 658 
Readings in managerial psychology. Edited 
by Harold J. Leavitt and Louis R. Pondy. 
2d ed. Chicago, University of Chicago 
Press. [1974, c1964]. xii, 787 p. illus. 24 
cm. [HF5548.8.L36] 72-96499 ISBN 0- 
226-46984-0. 12.50, 4.95 (pbk.) 

1. Psychology, Industrial—Addresses, 
eSSBYS, lectures. 2. Industrial 
management—Addresses, essays, lectures. 
L. Pondy, Louis R., joint comp. IT. Title. 


“LEDBETTER, William. 658 
A directory of American business 
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periodicals, [by] William Ledbetter and L. 
Denton. [Columbus, Ohio, Grid, 1974] 

iii, 167 p. 28 cm. [HF5035] ISBN 0- 

88244-064-0 7.95 (pbk.) 

1. Business—Periodicals. I. Denton, L. W., 

joint author. I. Title. 


TURNER, David Reuben, 
1915- 

Administrative assistant : the complete 
study guide for scoring high / by David R. 
Turner. 5th ed., 1974 printing. New York : 
Arco, 1974, 352 p. ; 27 cm. (Arco civil 
service test tutor) Edition for 1956 
prepared by Arco Publishing Company; Sth 
ed. published in 1971 under title: 
Administrative assistant-officer. 
[JK716.T7@ 1974] 74-185543 ISBN 0-668- 
00148-8 : 6.00 

rA Civil  service—United — States— 
Examinations. I. Arco Publishing 
Company, New? York. Administrative 
assistant-officer. IT. Title. 


WORTMAN, Max Sidones, 
1932- comp. 

Emerging concepts in management: 
process, behavioral, quantitative, and 
systems. Edited by Max S. Wortman, Jr. 
[and] Fred Luthans. 2d ed. [New York] 
Macmillan [1975, i.e. 1974] p. cm. 
Includes bibliographical references. 
[HD31.W66 1975] 73-22624 ISBN 0-02- 
430040-3 5.95 (pbk.). 

i. Management—Addresses, essays, 
lectures. I. Luthans, Fred, joint comp. II. 
Title. 

Prepared from C.I.P. 


LAMBOURN, Simon. 658°.05°4 
Computer applications in business / Simon 
Lambourn. London : Longman, 1974. vii, 
263 p. : ill ; 26 m (Business data 
processing) Includes index 
[HF5548.2.L247] 73- 36113 ISBN 0- 582- 
45011-X : 27.00 

1. Electronic data processing—Business. I. 
Title. 

Distributed by Longman, New York. 


OR NBER SEN Gary A., 658.05425 
author. 

Introduction ia computer programming in 
business, [by] Gary A. Kochenberger fond 
others]. Boston, Holbrook Press, [1974] 
viii, 225 p. illus. 24 cm. Bibliography: p. 
225. (HE5548] 73-88926 7.25 (pbk.) 

1. pone data processing——Business. I. 
Title. 


PUTT, William D. 658.1141 
How to start your own business, edited by 
William D. Putt. Cambridge, Mass., 
Alumni Association of the Massachusetts 
Institute of Technology; distributed by 
MIT Press [1974] p. cm. An outgrowth of 
a series of seminars held by the MIT 
Alumni Associaion. Bibliography: p. 
Doce P87] 74-6120 ISBN 0-262-16060- 
9 9.95 


658’.0076 


658’.008 


1. Business—Addresses, essays, lectures. 2. 
Business enterprises—Addresses, essays, 
lectures. 3.  Entrepreneur—Addresses, 
essays, lectures. I. Massachusetts Institute 
of Technology. Alumni Association. II. 
Title. 

Prepared from C.I.P. 


MEHR, Robert Irwin, 1917- 658.1°5 
Risk management concepts and 
applications / Robert I. Mehr, Bob A. 
Hedges. Homewéod, Ill. : R. D. Irwin, 
1974. xvii, 726 p. ; 24 cm. (The Irwin 
series in insurance and economic security) 
Includes bibliographical references and 
index. [HG8059.B8M39] 74-79467 ISBN 
0-256-01613-5 : 12.95 

1. Risk (Insurance) 2. Insurance, Business. 


I Hedges, Robert Atkinson, 1919- joint 
author. II. Title. 


NEMMERS, Erwin Esser, 
1916- 

Basie managerial finance [by] Erwin E. 

Nemmers [and] Adolph E. Grunewald. 2d 

ed. St. Paul, West Pub. Co. [1975, 

ie.1974] p cm. In previous ed. 

Grunewald’s name appeared first on title 
page. Includes bibliographies. 

fHG4011.N43 1975] 74-17164 ISBN 0- 

8299-0025-X 13.95 

1. Corporations—Finance. I. Grunewald, 

Adolph E., joint author. IT. Title. 

Prepared from C.I.P. 


658.1'S 


PRENTICE-HALL, inc. 658.1503 
Corporate treasurer's and controller’s 
encyclopedia, revised [by} the Prentice- 
Hall editorial staff. Rev. by Sam R. 
Goodman. Englewood Cliffs, N.J. [1974] 
p. cm. Previous eds. edited by L. Doris. 
[HG4061.P74 1974] 74-13138 ISBN 0-13- 
176156-0 49.95 

1. Corporations—United States—Finance. 
I. Goodman, Sam R., 1930- ed. II. Doris, 
Lillian, ed. Corporate ‘treasurers and 
controller’s encyclopedia. TT. Title. 
Prepared from C.I.P. 


*AMERICAN Institute of 658.1512 
Certified Public Accountants. Study 
Group on the objectives of Financial 
Statements 

Objectives of financial statements. 

Vol. 2, 1974 entitled Selected papers is 

available from American Institute of 

Certified Public Accountants N.Y. for 

12.50 (pbk.} L.C. card no.: 73-88665 


BERNSTEIN, Leopold A. 658.1°512 
Understanding corporate reports: a guide 
to financial statement analysis [by] 
Leopold A. Bernstein. Homewood, Hi., 
Dow Jones-Irwin, 1974. p. cm. First 
published in 1974 under title: Financial 
statement analysis. [HF568:.B2B46 1974b] 
74-7869 ISBN 0-87094-084-8 13.95 

I. Financial statements. 2. Corporation 
reports. I. Title. 

Prepared from C.I.P. 


SAID, Kamal el-Dien. 658.1'°54 
A budgeting model for an institution of 
higher education. [Austin] Bureau of 
Business Research, Univers:ty of Texas at 
Austin [1974] ix, 202 p. 23 cm. (Studies in 
accounting no. 6) Bibliography: p. 189-202. 
[LB2342.S27] 73-20658 ISBN 0-87755- 
178-2 4.00 

1. Universities and colleges—Accounting. 
I. Title. II. Series. 


SYMONDS, Curtis W. 658.1755 
Managing profits under inflation : an 
AMA management briefing / Curtis W. 
Symonds. New York : Amacom, [1974] p. 
cm. [HF5657.S9] 74-23167 ISBN 0-8144- 
2175-X : 7.50 

J. Inflation (Finance) and accounting. 2. 
Profit—Accounting. I. Title. 

Prepared from C.I.P. 


ASSOCIATION of College 658.1°5932 
and University Auditors. 
Proceedings, seventeenth annual 


conference, Association of College and 
University Auditors, the University of 
Hawaii, Honolulu, Hawaii, October 1-4, 
1973. [Washington, 1974] 245 p. 28 cm. 
Includes bibliographies. [LB2342.A84 
1974] 74-181544 5.00 

I. Universities and colleges—Finance— 
Congresses. 2. Universities and colleges— 
Accounting—Congresses. I. Title. 
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TOYNE, Peter. 658.271 
Organisation, location, and behaviour. New , 
York, Wiley [1974] p. cm. ”A Halsted 
Press book.” Bibliography: p. [HD58.T69 
1974] 73-22708 ISBN 0-470-88100-3 11.95 
i. Industries, Location of. I. Title. 
Prepared from C.LP. 


BEACH, Dale S. 658.3 
Personnel: the management of people at 
work [by] Dale S. Beach. 3d ed. New 
York, Macmillan [1975] p. cm. Includes 
bibliographies. [HF5549.B32 1975] 74- 
2643 ISBN 0-02-307000-5 11.95 

i. Personnel management. I. Title. 
Prepared from C.I.P. 


BELL, D. J. 658.3 
Planning corporate manpower / D. J. Bell. 
London : Longman, 1974. xi, 179 p. : ill. ; 
23 cm. (Manpower studies series) {ncludes 
index. Bibliography: p. 170-174. 
[HF5549.B357] 73-86105 ISBN 0-582- 
44584-1 : 15.00 

i. Personnel management. 2. Manpower 
policy. I. Title. 

Distributed by Longman, New York. 


EXTON, William. 658.3 
Motivational leverage; new approaches to 
managing people. West Nyack, N.Y., 
Parker Pub. Co. [1974, c1975] p. cm. 
[HF5548.8.E9 1975] 74-13921 ISBN 0-13- 
604082-9 8.95 

1. Psychology, Industrial. 2. Motivation 
(Psychology) I. Title. 

Prepared from C.I.P. 


MALONE, Robert Lincoln, 658.3 
1923- 

The effective managers desk book: 
improving results through people [by] 


Robert L. Malone and Donald J. Petersen. 
West Nyack, N.Y., Parker Pub. Co. [1974] 
p. cm. [HF5549.M298] 74-8845 ISBN 0- 
13-244251-5 8.95 

1. Personnel management. I. Petersen, 
Donald J, 1939- joint author. II. Title. 
Prepared from C.LP. 


MEASUREMENT of human 658.3 
resources, edited by W. T. Singleton [and] 
P. Spurgeon. London, Taylor and Francis; 
New York, Halsted Press [1974] p. cm. 
“Based on papers presented to a 
symposium held in Lisbon, June 1973, and 
sponsored by N.A.T.O.” [HB501.5.M43] 
74-14848 ISBN 0-470-79310-4 27.50 

L Human capital—Congresses. L 
Singleton, William Thomas, ed. II 
Spurgeon, Peter, ed. II. North Atlantic 
Treaty Organization. 

Prepared from C.I.P. 


TIMPERLEY, Stuart R. 658.3 
Personnel planning and occupational 
choice [by] Stuart R. Timperley. London, 
Allen & Unwin [1974] 236 p. 23 cm. 


Includes bibliographical references. 
[HF5549.T54] 74-180926 ISBN 0-04- 
658208-8 


1. Personnel management. 2. Vocational 
guidance. 3. Manpower policy. I. Title. 
Distributed by International Publications 
Services; 16.50. 


*WEISBERGER, June. 658.312 
Examples of language and interpretation in 
public sector collective bargaining 
agreements: a guide for public officials and 
other interested parties. Ithaca, N.Y., 
Institute of Public Employment, New York 
State School of Industrial and Labor 
Relations, Cornell University, 1974. viii, 
115 pe 26 cm. [HF5549] 2.25 (pbk.) 

i. Personnel management. I. Title. 

£ 
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KOZOLL, Charles E. 658.31°243 
Staff development in organizations : a cost 
evaluation manual for managers and 
trainers / by Charles E. Kozoll. Reading, 
Mass. : Addison-Wesley Pub. Co., [1974] 
ix, 129 p. ; 21 cm. [HF5549. 5.T7K69] 74- 
4716 ISBN. ,0-201-03864-1 pbk. : 4.95 

T Employees, Training of—Handbooks, 
manuals, etc. 2. Employees, Training of— 
Evaluation- Handbooks manuals, ete. I. 

ytle, 


*FUĽMER, Robert M. 658.4 
Exploring the new management; study 
guide, selected readings, case incidents, 
and other exercises [by] Robert M. Fulmer 
[and] Theodore T. Herbert. New York, 
Macmillan [1974] xi, 314 p. 26 cm. 
[HD31] 4.95 (pbk.) 

1. Management. I. Herbert, Theodore T. 
joint author. IT. Title. 


JERVIS, F. R. J. 658.400942 
Bosses in British business; managers and 
management from the Industrial 
Revolution to the present day [by] F. R. 
Jervis. London, Boston, Routledge and K. 
Paul, 1974. viii, 184 p. ae em. Includes 
index. Bibliography: 179-181. 
[HF5500.3. G74] 43 % 1032" ISBN 0-7100- 
7803-X 9.25 

1. Executives—Great Britain. 2. Industrial 
management—Great Britain. 3. Directors 


of corporations—Great Britain, 4. 
Entrepreneur. I. Title. 
BROWN, James K. 658.4701 


Planning and the corporate planning 
director / by James K. Brown and 
Rochelle O’Connor. [New York] : 
Conference Board, [1974] ix, 94 p. ; 28 
cm. (Conference Board report ; no. 627) 
Capion title. [HD38.B775] 74-184100 
J. Industrial management. 2. Planning. I. 
O’Connor, Rochelle, joint author. If. Title. 
a Series: Conference Board. Report ; no. 
27. 


JANGER, Allen R. 658.402 
Corporate organization structures, financial 
enterprises / [by Allen R. Janger]. New 
York : Conference Board, [1974] 76 p. : 
diagrs. ; 28 x 44 cm. (Conference Board 
report ; no. 631) Cover title. [HG181.J37] 
74-184088 25.00 

1. Financial institutions—United States. 2. 
Organization charts. 3. Corporations— 
United States. I Title. If. Series: 
Conference Board. Report ; no. 631. 


WALLACE, William 658.4702 
McDonald. 

How to save free enterprise from 
bureaucrats, autocrats, and technocrats. 
oe nl Il, Dow Jones-Irwin, 1974. 
p. cm. Bibliography: p p. (HD38. W33] 74- 
78160 ISBN 0-87094-079-1 10.95 

i. Bureaucracy. 2. Management. 3. Job 
satisfaction. I. Title. 

Prepared from C.I.P. 


SIEGEL, Paul. 658.4°03 
Strategic planning of management 
information systems. New York, Petrocelli 
Books, 1974. p. cm. [T58.6.S53] 74-14957 
ISBN 0-88405-279-6 12.50 

i. Management information systems. T. 
Title. 

Prepared from C.I.P. 


VAN DE VEN, Andrew H. 658.403 
Group decision making and effectiveness : 
an experimental study / by Andrew H. 
Van de Ven. [Kent, Ohio] : Comparative 
Administration Research Institute of the 
Center for Business and Economic 
Research, Graduate School of Business 
i . 
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Administration, Kent State University : 
distributed by the Kent’ State University 
Press, [1974] p. cm. (Organization and 
administrative sciences ; v. 5, no. 3) 
Bibliography: p. [HD69.D4V35] 74-23134 
ISBN 0-87338-163-7 : 7.50. ISBN 0- 
87338-164-5 pbk. : 4.75 

di. Group decision-making. [ Title. ID. 
Series. 

Prepared from C.I.P. 


THE social conscience of 658.408 
business. Edited by Phineas J. Sparer. 
Memphis] Memphis State University Press 
1974] p. cm. (The M Seidman 
memorial town hall lecture series, 1973-74) 
[HD60.5.U5S63] 74-14909 5.00 
industry—Social aspects—United 
States—Addresses, essays, lectures. I. 
Sparer, Phineas J, comp. I. Title. HI 
Series. 
Prepared from C.I.P. Contenis omitted. 
vee James Harnsberger, 658.5 
915- 
Production and inventory control; systems 
and decisions [by] James H. Greene. Rev. 
ed. Homewood, IIL, Irwin, 1974. xv, 714 p. 
illus. 24 cm. (irwin series in management 
and the behavioral sciences) Published in 
1965 under title: Production control. 
Bibliography: p. 681-703. [TS157.G73 
1974] 73-93355 ISBN 0-256-01431-0 13.95 
1. Production control. 2. Inventory control. 
3. Decision-making. I. Title. 


LEES, Frank P., comp. 658.5 
The Auman operator in process control, 
edited by Frank P. Lees [and] Elwyn 
Edwards. London, Taylor & Francis Ltd.; 
New York, Wiley [1974] p. cm. "A 
Halsted Press book.” Bibliography: p. 
(T59.7.L42 1974] 74-19204 ISBN 0-470- 
52275-5 31.50 

1. Man-machine systems. 2. Electronic 
data processing—Process control. I. 
Edwards, Elwyn, joint comp. IT. Title. 
Prepared from C.I.P. 


*CASSADY, Ralph 658.8 
Exchange by private treaty [by] Ralph 
Cassady, Jr. Foreword by E. T. Grether. 
Austin University of Texas Press 1974 
xxiv, 287 p. tables 28 cm. (Studies in 
marketing, no. 19) Includes bibliographical 
references. [HF5415.2] 73-20659 ISBN 0- 
87755-183-9 6.00 (pbk.) 

1. Marketing. I. Title. 


*HYNES, Cecil V. 658.8 
Marketing to governments, By Cecil V. 
Hynes and Noel B. Zabriskie [Columbus, 
Ohio, Grid, 1974]. 195 p. illus. 23 cm. 
Includes bibliographical references. 
[HF5415] ISBN 0-88244-049-7 5.95 (pbk.) 
1. Marketing. I. Zabriskie, Noel B., joint 
author IT. Title. 


MARKETING strategies : 658.8 
a symposium / edited by Earl L. Bailey. 
[New York] : Conference Board, [1974] iv, 
109 p. : ill. ; 28 cm. (A report from the 
Conference Board ; no. 629) Includes 
bibliographical references. 
[HF5415.M3226] 74-184101 17.50 

1. Marketing—Congresses. F. Bailey, Ear! 
L., 1924- ed. IT. Series: Conference Board. 
Report ; no. 629. 


WEILBACHER, William M. 658.8 
Marketing management cases; planning 
and executing marketing strategy [by] 
William M. Weilbacher. 2d ed. oe York, 
Macmillan [1975, i.e. 1974] p. cm. 
[HF5415.13.W38 1975] 73-22625 ISBN 0- 
02-425080-5 6.95 (pbk.} 

A Marketing management—Case studies. I. 

Ytle. 


AMERICAN BOOK PUBLISHING RECORD 
Prepared from C.I.P. 


WILLS, Gordon. 658.8 
Strategic issues in marketing, by Gordon 
Wills in association with colleagues, 
especially Martin Christopher par others] 
New York, Wiley [1974] p. 
[HF5415, W54737 1974] 74-14910 ISBN 0. 
470-94958-9 12.50 

I. Marketing—Addresses, essays, lectures. 
2. Marketing—Europe—Addresses, essays, 
lectures. I. Title. 

Prepared from C.I.P. 


ANDERSEN, R. Clifton, 
ed. 

Marketing insights : selected readings / R. 

Clifton Andersen, Philip R. Caftora. 3d ed. 

Austin, Tex. : Austin Press, [1974] p. cm. 

[HF5415.A618 1974] 74-82804 ISBN 0- 

914872-01-X : 5.95 

I, Marketing—Addresses, essays, lectures. 

I. Cateora, Philip R., joint ed. II. Title. 

Prepared from C.I.P. 


DUNTON, John, 
1659-1733. 
The life and errors of John Dunton. New 
York, Garland Pub., 1974. p. cm. (The 
English book trade, 1660- 1853) Reprint of 
the 1705 ed. printed for S. Malthus, 
London. [Z325.D92 1974] 74-16225 ISBN 
0-8240-0955-X 22.00 
1. Dunton, John, 1659-1733. 2. Booksellers 
and bookselling—Great Britain— 
Correspondence, reminiscences, etc. I. 
Title. IT. Series. 
Prepared from C.I.P. 


HALPERN, Frank 
M., 1943- 
International classified directory of dealers 
in science fiction and fantasy books and 
related materials / compiled by Frank M. 
Halpern. Paddonfied, N.J. : Haddonfield 
House, [1974] p. cm. Includes indexes. 
[Z286.F3H34] 74-22449 ISBN 0-88366- 
003-2 : 8.00 
L Booksellers and _ bookselling— 
Directories. 2. Science fiction. 3. Fantastic 
fiction. I. Title: International classified 
directory of dealers in science fiction and 
fantasy books ... 
Prepared from C.I.P. 


HYNES, Cecil V. 658.871 
Marketing to governments, by Cecil V. 
Hynes and Noel B. Zabriskie. [Colfmbus, 
Ohio, Grid, 1974] 195 p. 23 cm. Includes 
bibliographical references. [JK1673.H93]} 
74-165107 ISBN 0-9924404.9.7 6.95 

i. Government purchasing—United States. 
2. Public contracts—United States. I. 
Zabriskie, Noel B., joint author. II. Title. 


CROWLEY, Ellen T. 658.8°27°0973 
Trade names dictionary: a guide to trade 
names, brand names, product ndmes, 
coined names, model names, and design 
names, with addresses of their 
manufactarers, importers, marketers, or 
distributors. Editor; Ellen T. Crowley. 
Assistant editors: Christopher Crocker 
[and] Donna Wood. Preliminary ed. 
Detroit, Gale Research Company [1974] 
p. cm. [T223.V4A22 1974] 74-13531 ISBN 
0-8103-0692-1 48.00 

1. Trade-marks—United States. 2. Business 
names——United States. I. Title. 

Prepared from C.f.P. 


GREEN, Paul E. . 658.873 
Research for marketing decisions / Paul E. 
Green, Donald S. Tull. 3d ed. Englewood 
Cliffs, N.J. : Prentice-Hall, [1974] c1975. 
xiv, 786 p. : ill. ; 24 cm. (Prentice-Hall 
international series in management) 
Includes bibliographical references and 


658.8008 


658.8°09°0705730924 


658.8’09°070573025 


DECEMBER 31,1974 


index. [HF5415.2.G68 1975] 74-10449 
ISBN 0-13-774208-8 16.95 

d. Marketing research. I. Tull, Donald S., 
Joint author. IT. Title. 


J eo Herbert Webster, 
Creative selling [by] H. Webster Johnson. 
2d ed. Cincinnati, South-western Pub. Co. 
[1974] vi, 345 p. illus. 25 cm. [HF5438.J62 
1974] 73-78117 ISBN 0-538-19910-5 8.12 
1. Salesmen and salesmanship. I. Title. 


SANDERS, 658.89°6413'650924 B 
Harland. 
Life as I have known it has been finger 
lickin’ good / Harland Sanders. Carol 
Stream, Tif. : Creation House, 1974. 144 p 
: ill, ; 23 cm. [TX910.5.825A33] 74- 33039 
ISBN 0-88419-053-6 : 5.95 
1. Sanders, Harland. I. Title. 


*ERICSSON, Dag. 658.9 
Materials administration. Translated by A. 
Franklin Colborn. New York, McGraw- 
Hill, [1974, cl971] 208 p. 24 cm. 
[HF5415] ISBN 0-07-084441-0 12.00 
1. Management. 2. Marketing. I. Title. 


CULL, John G. 658”.9 173620425 
Administrative techniques of rehabilitation 
facility operations [edited by] John G. Cull 
and Richard E. Hardy. Springfield, IIL, 
Thomas [1974] p. cm. (American lecture 
series, publication no. 939. A publication 
in the Bannerstone division of American 


658.85 


lectures in social and rehabilitation 
psychology) [HD7255.C84] 73-18314 
ISBN 0-398-03033-2 11.75 

1. Rehabilitation centers— 
Administration—Addresses, essays, 
fectures. 2. Sheltered workshops— 
Administration—Addresses, essays, 


lectures. I. Hardy, Richard E., joint author. 
II. Title. 
Prepared from C.I.P. 


NATIONAL Seminar 658°.91°5072054 
on Management of Scientific Research 
Laboratories Hyderabad, India, 1970. 

Management of scientific research; 

proceedings of the National Seminar on 

Management of Scientific Research 

Laboratories, Hyderabad, 10-12 October 

1970. Edited by Jitendra Singh. Bombay, 

Published for the Administrative Staff 

College of India by Popular Prakashan 

[197$] viii, 311 p 23 cm. (ASCI 

occasional papers, 1. Studies in science and 

technology for India’s development, no. 2) 

Organized by the Administrative Staff 

College of India in collaboration with the 

Committee on Science and Technology. 

*Management of Science in India- A select 

bibliography by M. V. K. Sivamohan [and] 

P. Radhakrishnamurthy”: p. 279-300. 

Q180. ISN37 1970] 73-907357 

Research—Jndia—Management— 

Ong I Singh, Jitendra, 1925- ed. Il. 

Hyderabad, India. Administrative Staff 

College of India. II India e(Republic). 

Committee on Science and Tecnology. 

IV. Title. V. Series: Hyderabad, India. 

Administrative Staff College of India. 

ASCI occasional papers, 1. VI. Series: 

Studies in Science and technology for 

India’s development, no. 2. 

Distributed by International Publications 

Service, 18.75 (pbk). 


PROBLEM-ORIENTED 658.9161073 
nursing / Fs Ross Woolley ... [et al.]. New 
York : Springer Pub. Co., [1974] xii, 167 p. 
7: iL ; 23 cm. Includes bibliographical 
references. [RT42.P76] 74-79417 ISBN 0- 
8261-1721-X : 8.50. ISBN 0-8261-1720-1 
pbk. : 5.25 

i. Nurses and nursing. I. Woolley, F. Ross. 


VALLEN, Jerome J. 658’.91°64794 
Check in—check out principles of 
effective front office management / Jerome 
J. Vallen. Dubuque, Iowa : W. C. Brown 
Co., [1974] xii, 308 p. : il. ; 24 cm. 
[TRIE V24] 73- 93844 ISBN 0-697-08405- 


: 8.95 
i Hotel managemeat. 2. Motel 
management. I. Title. 
COMANOR, William S. 659.1 


Advertising and market power / William S. 
Comanor and Thomas A. Wilson. 
Cambridge, Mass. Harvard University 
Press, 1974. xvi, 257 p. : ill, ; 25 cm. 
(Harvard economic studies ; v. 144) 
Includes bibliographical references and 
index. [HF5827.C587] 73-90849 ISBN 0- 
674-00580-5 12.50 

1, Advertising. I. Wilson, Thomas Arthur, 
1935- joint author. IT. Title. HI. Series. 


EVANS, William Arthur. 659.1 
Advertising today and tomorrow / [by] W. 
A. Evans. London : Allen & Unwin, 1974, 
3-224 p., [8] p. of plates : ill. ; 24 om. 
(Unwin professional management library) 
Includes bibliographical references and 
index. [HF5823.E9] 74-183298 ISBN 0-04- 
658210-X : 15.00 

1. Advertising. I. Title. 

Distributed by Beekman, New York; 


*HANSON, Philip. 659.1 
Advertising and socialism; the nature and 
extent of consumer advertising in Soviet 
Union, Poland, Hungary and Yugoslavia. 
White Plains, N.Y., International Arts and 
Sciences Press, [1974] x, 171 p. 23 cm. 
[HF5823] 73-92711 ISBN 0-87332-053-0 


I. Advertising. I. Title. 


*STANDARD directory 659. 02573 
of advertisers; The Agency red book. 

The 1974 October ed., is available from 
National Register Pub. Co. for 40.00. 
DEN 0-87217-003-9. L.C. card no.: 66- 


HIRSCH, Abby. 659.1°9°791430924 
The great Carmen Miranda look-alike 
contest & other bold-faced lies [by] Abby 
Hirsch with Dale Burg. New York, St. 
Martin’s Press [c1974] xiii, 224 p. 22 cm. 
[HM263.H54] 72-89426 7.95 

l. Hirsch, Abby. 2. Public relations. I. 
Burg, Dale, joint author. IT. Title. 


BLOOMENTHAL, Howard. 659.2 
Promoting your cause. New York, Funk & 
Wagnalls [1974] 248 p. illus. 23 cm. 
Bibliography: p. 233-243. [HM263.B56] 
78-130580 ISBN 0-308-10142-1 3.50 
(pbk.) 

1. Public relations. 2. Communications. 3. 
Publicity. I. Title. 

L.C. card no. for original edition: 78- 
130580 


BACHNER, John 
Phillip. 

Public relations for nursing homes. 
Springfield, HI., Thomas [1974] xi, 159 p. 
24 cm. [RA997.B28] 73-23027 ISBN 0- 
398-03111-8 11.75 

I. Public relations—Nursing homes. I. 
Title. 


JEFKINS, Frank 
William. 
Marketing and PR media planning, by 
Frank Jefkins. [1st ed.] Oxford, New York, 
Pergamon Press [1974] p. cm. Suara! 
of marketing) Bibliography: 
[HF5415.144 1974] 14-618347 ISBN 0-08. 
018086-8 15.00 
i. Public relations. 2. Marketing. T. Title. 


659.2°9°36216 


659.2°9°3801 


600 TECHNOLOGY 


Prepared from C.I.P. Pbk. 9.50; ISBN 0- 
08-018085-X. . 


MAPPAE clavicula. English 
& Latin. 
Mappae clavicula; a little key to the world 
of medieval techniques. [Edited and 
translated by] Cyril Stanley Smith and 
John G. Hawthorne. Philadelphia, 
American Philosophical Society, 1974. 128 
p- facsim. 30 cm. (Transactions of the 
American Philosophical Society, new ser., 


660.094 


v. 64, pt. 4) Includes facsimile 
reproductions of the Latin mss. 
Bibliography: p. 120-122. [T44.M3613 


1974] 74-77910 ISBN 0-87169-644-4 7.00 
(pbk.). 

i. Receipts—Early works to 1800. 2. 
Technoiogy—History—Sources. f. Smith, 
Cyril Stanley, 1903- ed. II. Hawthorne, 
John G, ed. II. Series: American 
Philosophical Society, Philadelphia. 
Transactions, new Ser., V. 64, pt. 4. 


SITTIG, Marshall. 660,28 
Pollution control in the organic chemical 
industry / Marshall Sittig. Park Ridge, N.J. 
: Noyes Data Corp., 1974. x, 305 p. : ill. ; 
25 cm. (Pollution technology review ; no. 
9) Includes indexes. [TD899.C5S58] 74- 
77220 ISBN 0-8155-0536-1 : 36.00 

1. Chemical plants--Waste disposal. I. 


' Title. IT. Series. 


ROSE, L. M., Ph.D. 660.2°8'00184 
The application of mathematical modelling 
fo process development and design [by] L. 
M. Rose. New York, Wiley [1974] p. cm. 
"A Halsted Press book.” Bibliography: p. 
[TP155.7.R67 1974] 74-14543 ISBN 0- 
470-73351-9 37.50 

1. Chemical processes—Mathematical 
inodels. I. Title. 

Preparec from C.I.P. 


*ADVANCES in applied 660.28449 
microbiology. 
Vol. 17, 1974 edited by D. Perlman is 


available from Academic Press, N.Y. for 
25.00. ISBN 0-12-002617-1. L.C. card no. 
59-13823. 


*PROGRESS in industrial 660.28449 
microbiology. Edinburgh, Churchill 
Livingstone. 

Vol. 13, 1974, edited by D. J. D. 


Hockenhull, is now available from 
Longman, New York, for 29.50. ISBN 0- 
443-01119-2. L.C. card no.: 60-39. 


FEDERATION of European 
Biochemical Societies. 
Industrial aspects of biochemistry. Ed. by 
B. Spencer. Amsterdam, North-Holland 
Pub. Co.; [New York] American Elsevier, 
1974. 2 v. illus. 23 cm. (Its [FEBS 
meeting] v. 30) At head of title: FEBPBY. 
Includes bibliographies. [TP248.3.F42 
1974] 73-88165 ISBN 0-444-10593-X 
(Elsevier) 64.00 
i. Biochemical engineering—Congresses. I. 
Spencer, Brian, ed. I, Title. ITI. Series. 


COLBERT, James Canfield, 661’.83 
1899- 
Sugar esters : 


660.63 


- preparation and applications 


/ J. C. Colbert. Park Ridge, N.J. : Noyes 
Data Corp., 1974. x, 310 p. : ill ; "95 em. 
(Chemicel technology review ; no. 32) 


Includes indexes. [TP248.S9C64] 73-81281 
ISBN 0-8155-0537-X : 36.00 
i. Sugar esters. I. Title. I. Series. 

: ' 
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SYNTHETIC production and 6617.894 
utilization of amino acids, edited by Takeo 
Kaneko [and others] Tokyo, Kodansha; 
New York, Wiley [1974] xii, 312 p. illus. 
24 cm. Translation of Aminosan kogyo. "A 
Halsted Press book.” Includes 
bibliographigal references. 
{(TP248.A6A4613 1974] 74-9924 ISBN 0- 
470-45590-X 22.50 

Z. Amino acids. 2. Chemistry, Organic— 
Synthesis. I. Kaneko, Takeo, 1907- ed. 


INTERNATIONAL Symposium of 664’.9 


Nitrite in Meat Products, Zeist, 
Netherlands, 1973. 
Proceedings of the International 


Symposium on Nitrite in Meat Products, 
held at the Central Institute for Nutrition 
and Food Research TNO, Zeist, the 
Netherlands, September 10-14, 1973. Ed.: 
B. Krol and B. J. Tinbergen. Wageningen, 
Pudoc, [1974]. 268 p. 23 cm. Organized by 
the Research Group for Meat and Meat 
Products TNO, Zeist. Includes 
bibliographies. [TX553.A3157 1973] 74- 
183120 ISBN 9-02-200463-5 

1. Food  additives—Congresses. 2. 
Nitrites---Congresses. . Meat— 
Congresses. I. Krol, B., ed. H. Tinbergen, 


B. J, ed. II. Nederlandse Centrale 
Organisatie voor Toegepast- 
Natuurwetenschappelijk Onderzoek. 


Researchgroep voor Vlees en Vleeswaren. 


Distributed ‘by International Scholarly 
Book Service, 18.00. 
*HARRIS, Nathaniel. 666.58, 


Porcelain figurines. [New York] Golden 
Press [1974] [80] p. illus. (part. col.) 30 
cm. (Golden highlights library.) [TP822] 
73-87967 2.95 

1. Porcelain. I. Title. 


NATO Advanced Study 667.9 
Institute on Science and Technology of 
Surface Coating, Imperial College, 
University of London, 1972. 

Science and technology of surface coating : 

a NATO Advanced Study Institute on the 

Science and Technology of Surface 

Coating held at Imperial College, 

University of London, in April, 1972 / 

edited by Brian N. Chapman and J. C. 

Anderson. London ; New York : Academic 

Press, 1974. xxi, 463 p. : ill. ; 23 cm. 

Includes bibliographies and index. 

[TP156,C57N19 1972] 73-9453 ISBN 0- 

12-168350-8; 41.50 

1l. Coating processes—Congresses. T. 

Chapman, Brian N., ed. II. Anderson, 

Joseph Chapman, ed. III. Title. 


MARTIN, Louis F. 668.3 
Pressure sensitive adhesives : formulations 
and technology / Louis F. Martin. Park 
Ridge, N.J. : Noyes Data Corp., 1974. x, 
308 p. : ill. ; 25 cm. (Chemical technology 
review ; no. 34) Includes indexes. 
[TP968. M32] 74-75900 ISBN 0-8155- 
0540-X : 36.00 

i. Adhesives—Patents. I. Title. Il. Series. 


SATRIANA, M. J. 668.3 
Hot melt adhesives : manufacture and 
applications / M. J. Satriana. Park Ridge, 
N.J. : Noyes Data Corp., 1974. x, 301 p. : 
ill. ; 25 cm. (Chemical technology review ; 
no. 33) Includes indexes. [TP968.S28] 74- 
77221 ISBN 0-8155-0538-8 : 36.00 

i. Glue. 2. Adhesives. I. Title. II. Series. 


RANNEY, Maurice William, 668.49 
1934- 
Fire resistant and flame retardant polymers 
/ Maurice William Ranney. Park Ridge, 
N.J. : Noyes Data Corp., 1974. xii, 395 p. 
; 25 cm. (Chemical technology review ; no. 
i = 
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35) Includes indexes. [TP1114.R346] 74- 
77223 ISBN 0-8155-0541-8 : 36.00 


‘1. Fire resistant polymers—Patents. I. 


Title. II. Series. 


TRAVEN, Beatrice. 6687.55 
The complete book of natural cosmetics / 
by Beatrice Traven ; cosmetic formulations 
by Robert L. Goldemberg ; illustrated by 
Pam Carroll. New York : Simon and 
Schuster, [1974] 154 p. : ill. ; 25 cm. 
noe -T64] 74-3247 ISBN 0-671-21769-0 


I. Cosmetics. I. Goldenberg, Robert L. H. 
Title. 


WINTER, Ruth, 1930- 668.5503 
A consumer’s dictionary of cosmetic 
ingredients / Ruth Winter. New York : 
Crown Publishers, [1974] 236 p. ; 22 cm. 
Includes bibliographical references. 
[TP983.W54 1974] 73-91516 ISBN 0-517- 
51474-5 : 5.95 

1. Cosmetics—Dictionaries. [. Title. 


INTERNATIONAL Symposium 669.94 
on Order-Disorder Transformations in 
Alloys, Tubingen, 1973. 

Order-disorder transformations in alloys; 
proceedings. Editor, Hans Warlimont. 

Berlin, New York, Springer-Verlag, 1974. 

viii, 554 p. illus. 25 cm. (Reine und 

angewandte Metailkunde in 

Einzeldarstellungen, Bd. 24) Sponsor: 

Deutsche Gesellschaft fur Metallkunde. 
Includes bibliographical references. 
[TN689.2.158 1974] 74-11052 ISBN 0-387- 

06766-3 36.10 
1. Order-disorder in alloys. I. Warlimont, 
Hans, ed. Il. Deutsche Gesellschaft fur 
Metallkunde. IIT. Title. IV. Series. 


THOMPSON, Michael Warwick. 669.95 
Defects and radiation damage in metals 
[by] M. W. Thompson. London Cambridge 
University Press [1974, c1969] x, 384 p. 
illus. 22 cm. (cambridge monographs on 
physics) [TA460.T535] ISBN 0-521-07068- 


$, Metals, effects of radiation on. 2. 
Metals-defects. I. Title. 

Available from Cambridge University 
Press, New York, 9.50 (pbk.) L.C. card 
number for original ed.: 69-10434. 


PETTERIDGE, Walter, 673.733 
1911- 

The Nimonic alloys, and other nickel-base 
high-temperature alloys. Edited by W. 
Betteridge and J. Heslop. [2d ed.] New 
York, Crane, Russack [1974] xiv, 498 p. 
illus. 24 cm. Includes bibliographical 
references. [TN700.B4 1974} 74-79862 
ISBN 0-8448-0370-7 42.50 

J. Nimonic alloys. 1. Heslop, J, joint 
author. 


MONCRIEFF, R. W. 677 4 
Man-made fibres [byi R. W. Moncrieff. 
[6th ed.] New York, Wiley [1974] p. cm. 
“A Halsted Press book.” First-2d editions 
published under title: Artificial fibres. 
Bibliography: p. [TS1548.5.M6 1974] 74- 
10686 ISBN 0-470-61318-1 37.50 

4. Textile fibers, Synthetic. I. Title. 
Prepared from C.I.P. 


*TYLER, E. J. 681.11 
Clocks & watches [by] E. J. Tyler. [New 
York] Golden Press [1974] 80 p. illus. 
(part. col.) 30 cm. (Golden highlights 
library.) [$542] 73-87966 ISBN 0-307- 
43118-5 2.95 

J. Clocks and watches. I. Title. 


*SMITH, Eric. 681.113 
Repairing antique clocks; a guide for 
amateurs. New York, Arco [1974] 231 p. 


AMERICAN BOOK PUBLISHING RECORD 


illus. 23 cm. [T8547] 74-75397 ISBN 0- 
668-03440-8 8.50 
1. Clocks and watches—Repairing and 
adjusting. I. Title. 


LATHAM, Sidney. 683 
Knives & knifemakers [by] Sid Latham. 
New York, Collier Books [1974, c1973] 
152 p. illus. 28 cm. [TS380.L3] 5.95 (pbk.) 
1. Knifemakers—United States. 2. Knives. 
£ Title. 

L.C. card number for original ed.: 73- 
78815. 


STEINBERG, Sigrid Henry, 
1889-1969. 

Five hundred years of printing / by S. H. 
Steinberg ; with a foreword by Beatrice 
Warde. 3d ed. Harmondsworth, Eng. ; 
Baltimore : Penguin Books, 1974. 400 p. : 
facsims. ; 19 cm. (Pelican books ; A343) 
Includes index. Bibliography: p. 371-373. 
(Z124.88 1974] 74-187755 ISBN 0-14- 
020343-5 : 3.25 

1. Printing—History. I. Title. 


686.209 


WILLIAMS, John Camp, 686.2°092°4 
1859?-1929. . 
An Oneida County printer, William 


Williams, printer, publisher, editor, with a 
bibliography of the press at Utica, Oneida 
County, New York, from 1803-1838. New 
York, Scribner, 1906. Harrison, N.Y., 
Harbor Hill Books, 1974. xxvi, 211 p. illus. 
22 cm. Bibliography: p. 18. [Z232.W7W7 
1974] 74-14766 12.50 

1. Williams, William, 1787-1850. 2. 
Printing—History—Utica, N.Y. 3. Utica, 
N.Y.—Imprints. I. Title. 


*STRAUB, Lura Lynn. 686.4 
Liquid duplicating systems; a manual of 
operations [by] Lura Lynn Straub [and] E. 
Dana Gibson. 2d ed. Dubuque, Iowa, Wm. 
C. Brown, [1974, c1960] xxviii, 112 p. 
illus. 28 cm. Includes Teacher’s key for 
liquid duplicating systems. [Z48] ISBN 0- 
697-08006-4 3.95 (pbk.) 

1. Copying processes—Teacher’s manuals. 
2. Photoduplication. I. Gibson, E. Dana, 
Joint author. IT. Title. 


*STRAUB, Lura Lynn. 686.4 
Stencil duplicating systems, a manual of 
operations [by] Lura Lynn Straub [and] E. 
Dana Gibson. 2d ed. Dubuque, Iowa, Wm. 
C. Brown, [1974, c1960]. xxviii 187 p. 
illus. 28 cm. Includes: Teacher’s key for 
stencil duplicating systems. [248] ISBN 0- 
697-08007-2. 3.95 (pbk.) 

1. Copying processes—Teacher’s manuals. 
2. Photoduplication. I. Gibson, E. Dana, 
joint author. II. Title. 


*KIDWELL, Claudia B. 687.105 
Suiting everyone; the democratization of 
clothing in America, [by] Claudia* B. 
Kidwell [and] Margaret C. Christman. 
Washington, Published for the National 
Museum of History and Technology by the 
SmithSonian Institution Press, 1974. 208 p. 
illus. 23 cm. [TT507] 11.05 (pbk.) 

1. Dress making. 2. Costume design. I. 
Christman, Margaret C. joint author. II. 
Title. 


MASON, Bernard 
Sterling, 1896-1953. 
Boomerangs; how to make and throw 
them. New York, Dover Publications 
[1974] 98 p. illus. 22 cm’ Reprint of pt. 1, 
Boomerangs, from Primitive and pioneer 
oe ed oar today published by A. 
New York, 1937. 
TGNASR "36M37] 73-94346 ISBN 0-486- 
23028-7 1.50 (pbk.) 
1. Boomerangs. 


688.7°6'435 


DECEMBER 31,1974 


PFEIFFER, C. Boyd. 688.7°9 
Tackle craft / by C. Boyd Pfeiffer. New 
York : Crown Publishers, [1974] xiv, 338 
p : il. ; 26 cm. Includes index. 
Bibliography: p. 332. [SH447.P35 1974] 
73-82959 ISBN 0-517-50615-7 : 9.95 

1. Fishing tackle. I. Title. 


FEDERAL Construction 
Council. Standing 
Structural Engineering. 

Expansion joints in buildings. Washington, 

National Academy of Sciences, 1974. vii, 

43 p. 28 cm. (Federal Construction 

Council. Technical report no. 65) Includes 

bibliographical references. [TH7.F4 no. 65] 

[TA660.E9] 690 74-9845 ISBN 0-309- 

02233-9 3.78 (pbk.). 


-690°.08 s 
Committee on 


tf. Expansion —joints—Contracts and 
specifications. I. Title. IT. Series. 
SALTER, Walter L. 690°.1°6 


Floors and floor maintenance [by] Walter 
L. Salton. New York, Wiley [1974] p. "A 
Halsted Press book.” ‘Bibliography: p. 
[TH2521.827] 74-11222 ISBN 0-470- 
74992-X 24.75 

J. Floors. 2. Floors—-Maintenance and 
repair. I. Title. 

Prepared from C.I.P. 


TASSIN, Ray. 692’.8 
Discount homebuilding; how to save 
thousands of dollars when building your 
own home. New York, Drake Publishers 
[1974] p. cm. [TH4815.5.T37] 74-6075 
ISBN 0-87749-673-0 7.95 

i. House construction—Contracts and 
specifications. I. Title. 

Prepared from C.I.P. 


700 THE ARTS 


LOGAN, Frederick M. 700°.9 
The world of the arts, by Fred Logan, 
Marcella O’Leary [and] Paul Gauger. Illus. 
by Robert Christiansen (cover), Katherine 
Grace [and others] Chicago, Standard 
Education Corp., 1974. p. cm. (The 


Child’s world) Bibliography: p. 
oe 74-12311 ISBN 0-87392- 
306-0 


1. Arts—Juvenile literature. I O'Leary, 

Marcella, joint author. II. Gauger, Paul, 

1914- joint author. TII. Grace, Katherine, 

illus. IV. Title. V. Series. 

Prepared from C.I.P. Sold only as part of a 

eight volufhe set, 69.50. 

CRANE, Walter, 1845- 
1915. 

William Morris and his work. {Folcroft, 

Pa.] Folcroft Library Editions, 1973, 

[i.e.1974] p. cm. Published by G. Bell, 

London in 1911 in the author’s William 

Morris to Whistler. [NK1535.M67C72] 73- 

20295 ISBN 0-8414-5999-1. 6.75 

i. Morris, William, 1834-1896. I. Title. 

Prepared from C.I.P. . 


700.924 B 


THE Aesthetic movement, 700.942 
1869-1890; catalogue of an exhibition at 
the Camden Arts Centre, London, 15 
August-7 October 1973. Edited by Charles 
Spencer. London, Academy Editions; New 
York, St. Martin’s Press [1973] 94 p. illus. 
30 cm. "An exhibition*organised by the 
Arkwright Arts Trust.” Bibliography: p. 
93-94. [N6767.5°A3A33 1973] 74-4539 
10.00, 4.95 (pbk.) 

1. Aesthetic movement (British art)— 
Exhibitions. 2. Art  British—Japanese 
influences. I, Spencer, Charles, ed. II. 
aia Arts Centre. III. Arkwright Arts 
rust. 


APPLETON, Jay. 701 
The experience of landscape. London, New 
York, Wiley [1974] p. Bibliography: p. 
[N8213.A66] 73-20899 ISBN 0-471- 
03256-5 22.50 

i. Landscape in art. I. Title. 

Prepared from C.I.P. 


*DELUCIO-MEYER, J. J. 701 

Visual aesthetics [by] J. J. de-Lucio-Meyer 

240 p., illus., 21 x 22 cm. Bibliography: p. 

a, [N61] 74-120 ISBN 0-06-435665-5 
.00 

4. Aesthetics. I. Title. If. Title: New York, 

Pbk. 7.95, ISBN 0-06-430052-8 


MEILACH, Dona Z. 701 
Creating art from anything ideas, 
materials, techniques / Dona Z. Meilach. 
New York : Galahad Books, [1974] c1968. 
v, 119 p., [2] leaves of plates : ill. ; 29 cm. 
[N7433.7.M44 1974] 73-92081 ISBN 0- 
88365-076-2 : 7.95 g 

1. Artists’? materials. 2. Assemblage (Art) 
3. Art—Technique. I. Title. 


RATCLIFF, Rosemary. 702.8 
Refurbishing antiques / Rosemary Ratcliff 
; illustrated by Ted Western. New York : 
Galahad Books, [1974] c1971. x, 209 p. : 
ill. ; 22 cm. Includes index. [NK1127.5.R3 
1974] 73-79815 ISBN 0-88365-034-7 
5.95 


1 Art objects—Conservation and 

restoration. I. Title. 

KOMAROFF, 704.94'9'398362 
Katherine. 


Sky gods : the Sui and Moon in art and 
myth / by Katherine Komaroff. New York 
: Universe Books, 1974. 86 p. : ill. {some 
col.) ; 30 cm. [N8251.S6K65] 73-80052 
ISBN 0-87663-187-1 : 7.95 

1. Sun in art. 2. Sun lore. 3. Moon in art. 
A Moon (in religion, folk-lore, etc) I. 

ttle. 


*THE National Gallery. 
London. 

The Illustrated general catalogue [by] the 

National Gallery. London National Gallery 

1973. 842 p. illus. 25 cm. [N1070] ISBN 

0-8277-2838-7 

1. London National Gallery—Catalogs. I. 

Title. 

Distributed by the British Book Centre, 

Elmsford, N.Y. for 17.50. 


708.21 


*KRANNERT Art Museum, 
Champaign, Illinois. 

Contemporary American Painting and 
sculpture, 1974 Urbana, Univ. .of-Ilinois 
Press, 1974." 135 p. illus. 26 cm. Catalogue 
of an exhibition held March 10-April 21, 
1974. [N5020] A48 ISBN 0-252-00456-6 
6.95 (pbk.) 

1. Art—Exhibitions. I. Title. 


708.9493 


RICHARDSON, Tony, 1941- 
Concepts of modern art / edited by Tony 
Richardson and Nikos Stangos. 
Harmondsworth Baltimore fete] : 
Penguin, 1974. xii, 281 p. [80] p. of plates. 
: ill facsims., plan. ; 20 cm. (Pelican 
books) Includes index. Bibliography: p. 
[256]-262. [N6490.R53458 1974b] 74- 
185888 ISBN 0-14-021705-] : 4.95 

I. Art, Modern—20th century. I. Stangos, 
Nikos, joint author. IT. Title. 


709°.04 


*SORLIER, Charles. 709.04 
The lithographs of Chagall, [vol. 4], 1969- 
1973. Notes and catalogue by Charles 
Sorlier [and] Fernand Mourlot. New York, 
Crown Publishers [1974] 180 p. col. illus. 
32 cm. [NE2298] 60.00 


700 THE ARTS 


1. Chagall, Marc, 1887- 2. Lithography. I. 
Title. . 


PAL, Pratapaditya, comp. 709.1767 
Islamic art; the Nasli M. Heeramaneck 
collection, gift of Joan Palvesky. Edited by 
Pratapaditya Pal. Los Angeles, Calif. Los 
Angeles County Museum of Art, [1974, 
c1973] 232 p. illus. 26 cm. Bibliography: 
p. 230-231 [N6263.L6L64] 73-88144 ISBN 
0-87587-056-2 17.50 


i. Art, Islamic catalogs. 2. Art, Los 
Angeles catalogs. I. Title. . 
*4 Dore gallery. 709.2 


New York, Arco, [1974]. 304 p. illus. 31 
em. [N72.R4] 73-91686 ISBN 0-668- 
03444-0. 15.00 


l. Dore, Gustave, 1832-1883. 2. Art— 
Galleries and museums. 

MASHECK, Joseph, comp. 709°.2°4 
Marcel Duchamp In perspective. 
Englewood Cliffs, N.J., Prentice-Hall 
[1974] p. cm. (Artists in perspective 


series) (A Spectrum book) Bibliography: p. 
[N6853.D8 M37] 74-13935 ISBN 0-13- 
556316-X 9.95 

1. Duchamp, Marcel, 1887-1968. I. Title. 
Prepared from C.I.P. Pbk. 3.45; ISBN 0- 
13-556308-9. 


UNITED States. 
National Gallery of Art. 
Recent acquisitions and promised gifts: 
sculpture, drawings, prints. [Washington] 
1974. 223 p. illus. 30 cm. Catalog of an 
exhibition held at the National Gallery of 
Art, June 2-Sept. 2, 1974. 
[N5020.W52U558 1974] 74-8864 7.95 
1. Sculpture—Exhibitions. 2. Drawings— 
Exhibitions. 3. Prints—Exhibitions. I. Title. 


LASZLO, Gyula. 709°.439 
The art of the migration period / Gyula 
Laszlo ; [translation by Barna Balogh ; 
translation rev. by Paul Aston ; line 
drawings in text by Gyula Laszlo, color 
plates by Kalman Konya, Karolyi Szelenyi] 
. Coral Gables, Fla. : University of Miami 
Press, 1974. 135, [2] p., [79] leaves of 
plates : ill. (some col.) ; 26 cm. Translation 
of A nepvandorlaskor muveszete 
Magyarorszagon. Bibliography: p. [141]- 
[144] [N6814.L313] 70-171454 ISBN 0- 
7024-222-9 : 20.00 

i. Art, Celtic—Hungary. 2. Art—Hungary. 
I. Title. 


709°.4°0740153 


PAINE, Robert Treat, 709.52 
1900-1965. 

The art and architecture of Japan / Robert 
Treat Paine, Alexander Soper. 2d ed. / pt. 
1 brought up to date by D. B. Waterhouse 
; pt. 2 brought up to date by Bunji 
Kobayashi. Harmondsworth, Eng. ; 
Baltimore : Penguin Books, 1974. xviii, 328 
p.. [87] leaves of plates : ill. (1 col.) ; 27 
cm. (The Pelican history of art) Includes 
index. Contents.—Paine, R. T. Painting 
and sculpture.—Soper, A. Architecture. 
Bibliography: p. 293-306. [N7350.P3 1973] 
74-186336 ISBN 0-14-056008-4 : 39.50 
d. Art Japanese—Hlistory. 2. 
Architecture—Japan—History. I Soper, 
Alexander Coburn, 1904- H. Title. HI. 
Series. 


FUNDABURK, Emma Lila, 709.73 
1922- 
Art at educational institutions in the 
United States; a handbook of permanent, 
semi-permanent, and temporary works of 
art at elementary and secondary schools, 
colleges, and universities. Compiled by 
Emma Lila Fundaburk and Thomas G. 
Davenport. Metuchen, N.J., Scarecrow 
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. Press, 1974. xv, 670 p. illus. 29 cm. 

Bibliography: p. 523-565. [N510.F86] 74-- 

3187 ISBN 0-8108-0715-7 35.00 

1. Art in universities and colleges—United 

2. School decoration—United 
States. 3. Art—United States—Galleries 

1 and museums. I. Davenport, Thomas G., 
` joint authdr. IT. Title. 


` PLAGENS, Peter. 709°.794 

„Sunshine muse; contemporary art on the 
.” west coast. New York, Praeger [1974] p. 

“cm. Bibliography: p. [N6530. C2P55] 72- 

. 86433 ISBN 0-275-46630-2 10.00 

i. Art, American. 2. Art, Modern—20th 

*. century—California. I. Title. 

. Prepared from C.I.P. Pbk.. 4.95, ISBN 0- 

£275- 71660-0. 


“STEISS, Alan Walter. 711.40151 
~ Models for the analysis and planning of 


‘urban systems. Lexington, Mass 5 
_ Lexington Books [1974] p. 
- [HT166.S683] 74-13763 ISBN 0- 669. 


*95893-X 19.50 

and towns—Planning— 
Mathematical models. I. Title. 

.. Prepared from C.I.P. 


" HEYDENREICH, Ludwig 720.945 
Heinrich, 1903- 

Architecture in ltaly, 1400 to 1600 [by] 
Ludwig H. Heydenreich and Wolfgang 
“Lotz. Translated by Mary Hottinger. 
~; [Harmondsworth, Eng., Baltimore] Penguin 
Books [1974] xxvii, 432 p. illus. 27 cm. 
(The Pelican history of Art) Bibliography: 
P. 397-412. [NA1115.H4913] 74-179842 
ISBN 0-14-056038-6 49.50 

1. Architecture—Italy. 2. Architecture, 


“) 


‘, Renatssance—Italy. 3. Mannerism 
(Architecture)—Italy. I. Lotz, Wolfgang, 
1912- IT. Title. 

_ WITTKOWER, Rudolf. 720.945 


: a ‘seventeenth-century 


” Gothic vs. classic; architectural projects in 
Italy. ‘New York, 
. George Braziller, [1974] 191 p. illus. 26 
cm.: *Adapted for publication from the 
‘Charles T. Mathews lectures, 1971-72, by 


et George R. Collins and Margot Wittkower. 


“+ ‘Includes 


: 3 


re 
pies 


al 


+ 


. FREUDENHEIM, Leslie 


bibliographical references. 
‘” ([NA5616.W57] 73-79607 ISBN 0-8076- 
» 0704-5 12.50 

> Church architecture—Italy. 2. 
` Architecture, modern—17th-18th 
` centuries—Italy. 3. Architecture, Gothic— 
“Italy. 4. Architecture, Baroque—italy. 5. 

Facadés—italy. I. Title. 


720.97946 


Mandelson, 1941- 


«Building with nature; roots of the San 


, - Mandelson 


s 


f 


> 


‘Francisco Bay region tradition [by] Leslie 
Freudenheim & Elizabeth 
‘Sussman, with photographs by Ambur 
‘Hiken. Santa Barbara, Peregrine Smith, 
- 1974. xii, 112 p. illus. 27 cm. Includes 
bibliographical teferences. 
* [NA735.$35F73] 74-19328 ISBN 0-87905- 
021-7 12.95 

1. Architecture and society—San Francisco 
. Bay region. I Sussman, Elisabeth Sacks, 


» .1939-, joint author. II. Title. 


* Publisher’s address: 


P.O. Box 11606 Salt 


`. Lake City, Utah 84111 


fat 
an 


Avy 


*SKOVGAARD, Joakim A. 724.1 


~ A king’s architecture; Christian IV and his 


buildings, [by] Joakim A. Skougaard. 
‘London, Hugh Evelyn (1974, c1973] viii, 
-143-p. illus. 26 cm. Bibliography: p. 136- 
+139. [NA1215] ISBN 0-8277-2830-1 

- I. . Christian IV, King of Denmark and 
ee 1577-1648. 2. Architecture, 


, Renaissance. I. Title. 


S F 


| 
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‘Distributed by British Book _ Gentre, 
“Elmsford, N.Y. for 25.00 


*CLARK, Kenneth. 724.3 
The gothic Revival; an essay in the history 
of taste. New York Harper & Row [1974, 
c1962] xii, 236 p. illus. 22 cm. (Icon 
Editions) [NA963] 73-21308 ISBN 0-06- 
430048-X 4.95 (pbk.) 

1. Architecture, Gothic. I. Title. 


\ 
CLIPSON, Colin W. 725.51 
Planning for cardiac care; a guide to the 
planning and design of cardiac care 
facilities [by] Colin W. Clipson [and] 
Joseph J. Wehrer. [Ann Arbor] Health 
Administration Press [1974, c1973] xi, 407 
p. illus. 32 cm. [RC685.C6C57] 73-83855 
20.00 
J. Coronary heart disease. 2. Coronary 
care units. I. Wehrer, Joseph J, joint 
author. IT. Title. 


CROSS, Frank L. 725.74 
Handbook of swimming pool. construction, 
maintenance, and sanitation / F. L. Cross, 
Jr., and W. W. Cameron, Jr. Westport, 
Conn. : Technomic Pub. Co., [1974] 136 p. 

ill. 23 cm. Includes bibliographical 


. references. [TH4763.C76] 74-76524 ISBN 


0-87762-135-7 pbk. : 15.00 

L Swimming pools—Design and 
construction. I. Cameron, W. W., joint 
author. IT. Title. 


HILLER, Carl E. 726 
Caves to cathedrals; architecture of the 
world’s great religions, by Carl. E. Hiller. 
[lst ed.] Boston, Little, Brown [1974] p. 
cm. Bibliography: p. Briefly examines the 
sacred structures of various religions and 
the way their design and construction 
expresses the philosophy. of the religion 
each represents. [NA4600.H54] 74-16188 
ISBN 0-316-36395-2 6.95 

1. Churches—Juvenile literature. 2. 
Synagogues—Juvenile Lterature. 3. 
Temples—Juvenile literature. 4. Mosques— 
Juvenile literature. I. Title. 

Prepared from C.I.P. 


SMITH, John Colin 726’.593 
Dinsdale. 

A guide to church woodcarvings; 

misericords arid bench-ends [by] J. C. D. 

Smith. Newton Abbot ([Eng.] North 

Pomfret, Vt., David & Charles [1974] 112 


p. illus. 25 cm. Bibliography: p. 107-108. 
[NK9743.S62] 74-185701 ISBN 0-7153- 
6562-2 11.50 

1.  Wood-carving, English, 2. Wood- 
carving, Medieval—England. 3. Choir- 
stalls—England. I. Title. 


*CHEAM, Frederick. 726.6 
Great cathedrals. [New York] Golden 
Press [1974] 80 p. illus. (part. col.) 30 cm. 


(Golden highlights library.) [BV634] 73- 


87968 ISBN 0-307-43120-7 2.95 
1. Cathedrals. I. Title. 


LEE, Kaiman. 729°.028°54 


Evaluation, synthesis, and development of 


an interactive approach to space allocation 
/ by Kaiman Lee. Boston : Environmental 
Design & Research Center, [1974] 45 
leaves ; 29 cm. Cover title: Interactive 
space allocation. Bibliography: leaf 45. 
[NA2765.L43] 74-187884 12.00 

i. Space (Architecture)—Computer 
programs. I. Title. If. Ttle: Interactive 
space allocation. 


LEE, Kaiman. 729° .028°54 
A step towards an integrated computer 
aided design system , for the 
architect/planner / by Kaiman Lee. Boston 
: Environmental Design & Research 
Center, [1974] 225 leaves : diagrs. ; 29 cm. 
Cover title: Integrated CAD system. 


AMERICAN BOOK PUBLISHING RECORD 


Biblicgraphy: leaves 78-79. [NA2728.L44] 
74-182899 25.00 

L Electronic data processing— 
Architectural design. I. Title. IL. Title: 
Integrated CAD system. 


DEBAIGHTS, Jacques. 729.1 
Shop fronts. New York, Architectural 
Book Pub. [1974] p. cm. [NA6225.D35] 
74-18270 ISBN 0-8038-0236-6 36.00 

1. Shop fronts. I. Title. 

Prepared from C.I.P. 


CURRIER, Richard L. . 729.7093 
Ancient mosaics. By Michael Avi-Yonah. 
Retold for young readers by Richard L. 
Currier. Minneapolis, Lerner ePublications 
Co. [1974, c1973] p. cm. (Digging up the 
past) (The Lerner archaeology series) 
([NA3750.C87 1974] 72-10793 ISBN 0- 
8225-0828-1 6.95 (lib. 8dg.). 

1. Mosaics. I. Avi-Yonah, Michael, 1904- 
Ancient mosaics. II. Title. 

Prepared from C.I.P. 


*NORDLAND, Gerald. 730.92 
Gaston Lanchaise; the man and his work. 
New York, George Braziller, [19744 viii, 
184 p. illus. 26 cm. Bibliography: p. 183- 
184 [NA549] 74-80661 ISBN 0-8076- 
0761-4 15.00 

1. Lanchaise, Gaston, 1882- 2. Artists— 
Biography. 3. Sculptors—Biography. Í. 
Title. 


CLAY, Jean. 730.924 
Soto. New York, H. N. Abrams [1974] p. 
[NB439.S6C55] 74-8620 ISBN 0-8109- 
4421-9 7.50 

I. Sato, Jesus Raphael, 1923- I. Soto, Jesus 
Raphael, 1923- 

Prepared from C.I.P. 


GEIST, Sidney. 730.924 
Constantin Brancusi: the sculpture and 
drawings. New York, H. N. Abrams [1975] 
p. cm. [NB933.B7G43] 74-17450 ISBN 0- 
8109-0124-2 37.50 

1. Brancusi, Constantin, 1876-1957. 
Prepared from C.I.P. 


LELOOSKA, Shona-Hah, 730.924 
Tsungani, Patty Fawn. [Exhibition dates: 
January 26 to April 7, 1974, Pasadena 
Museum of Modern Art. Pasadena? Calif., 
Design World Productions, 1974].64 p. 
(chiefly col. illus.) 24-cm. [E78.N78L44] 
74-81621 12.00 (pbk.) 

I. Lelooska, 1934- 2. Indians of North 
America—Northwest coast of North 
America—Art—Exhibitions. I. Lelooska, 
1934- II. Pasadena Museum of Modern 
Art. 


Publisher’s address: 222 Glenarm, 
Pasadena, Calif. 91105. 

SEYMOUR, Charles, 1912- 730.924 
Michelangelo’s David; a search for 


identity, [by] Charles ‘Seymour, Jr. New 
Yorks Norton, [1974, c1967]- xxi, 194 p. 
illus. 20 cm. Series: A. W. Mellon studies 
in the humanities. Reprint of the ed. 
published by University of Pittsburgh 
Press, Pittsburgh, in series: A. W., Mellon 
studies in the humanities. Includes 
bibliographical references. [[NB623.B9S49 
1974]] 74-10608 ISBN 0-393-00735-9 2:95 
1. Buonarroti, Michel Angelo, 1475-1564. 
David. I. Title. IT. Series. 


*CASSIN-SCOTT, Jack 731.42 
Making model soldiers of the world. New 
York, Hippocrene Books, [1973, i.e.1974] 
156 p. illus. 24 cm. [TT154] ISBN 0- 
88254-268-0 10.95 

1. Models and modelmaking. I. Title. 


DECEMBER 31,1974 


MEILACH, Dona Z. 731.452 
Creating with plaster / by Dona Z. 
Meilach. New York : Galahad Books, 
[1974] c1966. 73 p. : chiefly ill. ; 29 cm. 
[NB1190.M4 1974] 73-92080 ISBN 0- 
88365-075-4 : 6.95 

© 1. Plaster casts. 2.‘Sculpture—Technique. I. 
Title. 


ROGERS, Leonard Robert, 
1924- 

Relief sculpture / L. R. Rogers. London ; 
New York Oxford University Press, 
1974. 229 p : il. ; 26 cm. (The 
Appreciation of the arts ; 8) Includes 


731.8 


bibliographical references and index. 
[NB1280.R63] 74-184847 ISBN 0-19- 
211920-6 : 919.50 

1. Relief (Sculpture) I. Title. 

BERMAN, Harold, 1933- 731.82 


Bronzes; sculptors & founders, 1800-1930. 
[lst ed.] Chicago, Abage [1974] 224 p. 
illus. 29 cm. [NK7909.8.B47] 74-78612 
30.00 

1. Bronzes. I. Title. 


*KLAMKIN, Marian. 736.4 
Wood carvings; North American folk 
sculptures [by] Marian Klamkin and 
Charles Klamkin. New York, Hawthorn 
Books, [1974]. 213 p. illus. 29 cm. 
[NK9920] 73-21309 ISBN 0-8015-8816-2 
14.95, 

1. Wood-carving. I. Klamkin, Charles, joint 
author. IT. Title. 


SUTHERLAND, Carol 737.4937 
Humphrey Vivian. 

Roman coins / by C. H. V. Sutherland. 
New York : Putnam, 1974. 311 p. : ill. 
(some col.) ; 25 cm. (The World of 
TEA Includes index. Bibliography: 
p. 299-300. [01833.59 1974] 73-81400 
ISBN 0-399-11239-1 : 25.00 

1. Coins, Roman. I. fide, II. Series. 


HERBERT, Alan. 737.4973 
The official guide to mint errors / Alan 
Herbert. New York : House of Collectibles, 
[1974] 176 p. : ill. ; 22 cm. Bibliography: 
p. 43-44. [HG457.H47] 74-79578 ISBN 0- 
87637-214-0 : 2.95 

1. Mint—United States. 2. Coinage— 
United States. 3. Errors. I. Title. II. Title: 
Mint errors. 


CHARLES, Bernard H. 738.03 
Pottery and porcelain : a dictionary of 
terms / Rernard H. Charles. New pok 
Hippocrene Books, [1974] ~ p. : ill. 

cm. Bibliography: 290- TA 
[NK3770.C48 “197461 74- $1392 ISBN 0- 
88254-278-8 : 14.95 

1. Pottery—Dictionaries. 
Dictionaries. I. Title. 


HAMILTON, David, 
1940(Feb.24)- 

Van Nostrand Reinhold manual of pottery 

and ceramics. New York, Van, Nostrand 

Reinhold Co. [1974] 188 p. illus. (past col.) 

25 cm. (Van Nostrand Reinhold manuals) 

Bibliography: p. 183. [TT920.H35 1974] 

73-19428 ISBN 0-442-23086-9 10.95 

1. Pottery craft. 2. Ceramics. I. Title. 


2. Porcelain— 


738.1 


NELSON, Mary 
Carroll. 

Maria Martinez. [2d ‘ed.] Minneapolis, 
Dillon Press [1974] p. cm. (The Story of 
an American Indian) A biography of the 
Pueblo Indian woman who became 
renowned for her skill in pottery. 
[E99.S213N44 1974] 92 74-12323 ISBN 0- 
87518-098-1 4.95 (lib. bdg.) 

d. Martinez, Maria Montoya—Juvenile 
literature. I. Title. 


738.3°092'4 B 


Prepared from C.I.P. 


BANISTER, Judith. 739.2°3°742 
Collecting antique silver / Judith Banister. 
New York : Galahad Books, [1974] c1972. 
128 p. : illl ; 21 cm. Includes index. 
[NK7143.B33 1974] 74-184819 4.95 

i. Silver articles, English. 2. Silver 
articles—Collectors and collecting. I. Title. 


KAUFFMAN, Henry J., 
1908- 

The colonial silversmith : his techniques & 
his products / Henry J. Kauffman ; 
drawings by Dorothy Briggs. New York : 
Galahad Books, [1974] c1969. 176 p. : ill. ; 
27 cm. Includes index. Bibliography: p. 
173. [NK7112.K38 1974] 73-90836 ISBN 
0-88365-136-X : 12.50 
L Silversmithing, 

Silversmiths—United States. 
articles, American. I. Title. 


739.2°3°773 


American. 2. 
3. Silver 


CURRIER, Richard L. 739.270901 
Ancient jewelry, by Renate Rosenthal, 
retold for young readers by Richard L. 
Currier. Minneapolis, Lerner Publications 
Co. [1974, c1973] p. cm. (The Lerner 
archaeology series) (Digging up the past) 
Introduces the jewelry of ancient times 
emphasizing that of the Holy Land, Greek, 
and Roman cultures particularly during the 
Bronze and Iron Ages. [NK7307.C87] 72- 
10797 ISBN 0-8225-0830-3 6.95 (lib. 
bdg.). 

1. Jewelry, Ancient—Juvenile literature. I. 
Rosenthal, Renate. II. Title. 

Prepared from C.I.P. 


COFFIN, Margaret. 739°.532’0973 
The history & folklore of American 
country tinware, 1700-1900 / Margaret 
Coffin. New York : Galahad Books, [1974] 
c1968. 226 p. : ill. ; 26 cm. On spine: 
American country EERE Includes index. 
Bibliography: p. 212-215. [NK8425.C6 
1974] 73-88482 ISBN 0-88365-126-2 : 
12.50 

1. Tinware, American. 2. Tinsmiths— 
United States. 3. Decoration and 
ornament—United States. I. Title. II. Title: 
American country tinware. 


*POPE, Saxton T. 739.73 
Bows and arrows, by Saxton T. Pope. 
Foreword by Robert F. Heizer. Berkeley, 
University of California Press [1974] 83 p. 
illus. 20 cm. (California library reprint 
series, no. 52.) “Originally published in 
1923 as a study of bows and arrows, 
University of California Publications in 
American Archaeology and Ethnology, 
volume 13, number 9.” [GN49&.B78] 
ISBN 0-520-02641-1 9.25 

1. Bow and arrow. I. Title. 

Pbk. 1.50, ISBN 0-520-01022-1. 


*HAMILTON, William. 741.59 
William Hamilton’s anti-social register. San 
Francisco, Chronicle Books, [1974] (192 
p.) illus. 19 cm. [NC1320] 74-10401 ISBN 
0-87701-048-X 6.95 

1. Caricature and cartoons. I. Title. 


*ARMSTRONG, William 741.5973 
Franciscan cartoons by Wm. Armstrong. 
Seattle, Seattle University, 1974. 1 v. 
(unpaged), illus. 22 cm. [NC1320] ISBN 0- 
913452-24-6. 1.00 (pbk.) 

d: Caricature and cartoons. 2. 
Franciscans—Juvenile literature. I. Title. 


DIRKS, Rudolph. 741.5°973 
The Katzenjammer Kids : early strips in 
full color / Rudolph Dirks ; with a new 
introd. by August Derleth. New York : 
Dover Publications, 1974. 29 p. : chiefly 
ill. ; 31 cm. ”The strips in this collection 
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were first published in the New York 
Journal newspaper in 1906 and 1907.” 
Reprint of the 1908 ed. published by F. A. 
Stokes Co., New York, under title: The 
komical Katzenjammers. 
[PN6728.K37D57] 73-90528 ISBN 0-486- 
23005-8 pbk. : 2.00 
I. Title. s 
OUTCAULT, Richard 741.5°973 
Felton, 1863-1928. 
Buster Brown : early strips in full color / 
Richard F. Outcault ; with a new introd. 
by August Derleth. New York : Dover 
Publications, 1974. 30 p. : chiefly col. ill. ; 
31 cm. Reprint of the 1903 ed. published 
by F. A. Stokes, New York, under title: 
Buster Brown and his resolutions. 
{[PN6728.B8709 1974] 73-91235 ISBN 0- 
486-23006-6 pbk. : 2.00 
I. Title., 
SMITH, Sidney, 1877- 741.5°973 
1935. 
Sidney Smith’s The Gumps / editor, Herb 
Galewitz ; Don Winslow, design. New 
York : Scribner, [1974] xiv, 162 p. : ill. 
24 x 26 cm. Comic-strip published by The 
Chicago tribune from 1917-59. 
(PN6728.G8S6 1974] 74-6760 ISBN 0- 
684-13997-9 : 9.95 
I. Title. II. Title: The Gumps. 


*ARTHUR B. Davies; essays 741.9 
on his art [Edited by Martin S. and Diane 
L. Ackerman]. New York, Arco, 1974. Iv. 
(unpaged) illus 31 cm. (Arco collectors’ 
series) Essays by Dwight Williams [and 
others] [N5210] 74-76369 ISBN 0-668- 
03489-0 8.95 (pbk.). 

1. Davies, Arthur B. 2. Art—FPrivate 
collections. 3. Art criticism. I. Ackerman, 
Martin S. ed. II. Ackerman, Diane L. joint 
ed. II. Williams, Dwight 


GLADSTONE, M. J. 745°.0973 
A carrot for a nose : the form of folk 
sculpture on America’s city streets and 
country roads / M. J. Gladstone. New 
York : Scribner, [1974] 70 p. : ill. (some 
col.) ; 27 cm. [NK805.G55] 72-11229 
ISBN 0-684-13663-5 : 9.95 

I. Folk art—United States. 2. Sculpture, 
American. 3. Primitivism in art—United 
States. I. Title. 


ANGUS, S. F. Tan. 745.170942 

Collecting antiques / edited by S. F. Ian 

Angus. New York : Galahad Books, [1974] 

c1972. 128 p. : ill. ; 21 cm. Includes index. 

[NK1125. A53 1974] 74-184855 4.95 

1. Art objects—Collectors and collectiong. 

T. Title. 

HULME, Frederick Edward, 745.4 
1841-1909. 

The birth and development of ornament. 

London, S. Sonnenschein; New York, 

Macmillan, 1893. Detroit, Gale Research 

Co., 1974. xii, 340 p. illus. 22 cm. 

[NK1175.H8 1974] 79-78173 ISBN 0- 

8103-4026-7 17.50 

1. Decoration and ornament—HĦHistory. I. 

Title. 


SHAW, Henry, 1800-1873. 745.4 
The encyclopedia of ornament / Henry 
Shaw. New York : St. Martin’s Press, 
1974. vi p., [33] leaves of plates : chiefly 
ill. (some col.) ; 30 cm. Reprint of the 
1842 ed. published by W. Pickering, 
London. [NK1530.S85 1974] 73-92616 5.95 
1. Decoration and ornament. 2. Design, 
Decorative. I. Title. 


VERNEUIL, Maurice Pillard, 745.4 
1869- 


Art nouveau designs in color / Alphonse 
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Mucha, Maurice Verneuil 
Auriol. New York : 
[1974] [62] p. : 


& Georges 
Dover Publications, 
60 col. ill. ; 21 x 24 cm. 
First published in 1900 (} as 
Combinaisons ornementales by M. P. 
Verneuil, G. Auriol, and A. Mucha. 
[NK1380.V4713] 74-79935 ISBN 0-486- 
22885-1 pbk. : 4.00 . 

J; Decoration and ornament—Art 
nouveau, 2. Design, Decorative. I. Auriol, 
George, 1863-1938. II. Mucha, Alphonse 
Marie, 1860-1939. III. Title. 


STILLMAN, Damie. 745.44924 
The decorative work of Robert Adam / 
Damie Stillman. London Academy 
Editions ; New York : St. Martin’s Press, 
1973, [i.e.1974] viii, 119 p., [85] leaves of 
plates : illus. ; 26 cm. Reprint of the 1966 
ed. published by A. Tiranti London, which 
was issued as no. 42 of Chapters in art. 
Includes index. Bibliography: p. 57-58. 
[NK1535.A3S8 1973] 74-187949 12.50. 

1. Adam, Robert, 1728-1792. I. Title. 


PLUCKROSE, Henry Arthur. 745.5 
The book of crafts / edited by Henry 
Pluckrose. New York : Galahad Books, 
[19747] c1971. viii, 248 p. : ill. ; 29 cm. 
Includes index. Introduces the basic tools, 
methods, and materials for thirty different 
handicrafts, including bookbinding, gem 
cutting, and making musical instruments. 
[TT157.P55 1974} 73-79819 ISBN 0- 
88365-048-7 : 8.95 

1. Handicraft. I. Title. 


MILLER, Marjorie Ann. 745.5°09701 
Indian arts and crafts / Marjorie Miller ; 
ill. by Ann Bruce Chamberlain. New York 
: Galahad Books, [1974] c1972. 118 p. : ill. 
; 22 cm. Originally published by Nash 
Pub., Los Angeles. [TT23.9.M54 1974] 73- 
90678 ISBN 0-88365-233-1 : 4.95 
1. Handicraft—Southwest, New. 2. Indians 
of North America—Southwest, New— 
Industries. 3. Indians of North America— 
Southwest, New—Art. I. Title. 


*FAULKNER, Jan. 745.531 
Leathercraft by hand. New York, Barnes & 
Noble [1974, c1973] 217 p. illus. 21 cm. 
(A Barnes & Noble craft book EH 403) 
[TT290] ISBN 0-06-463403-5 2.50 (pbk.) 
1. Leather work. I. Title. 


ORNEMAN, Chris Harold, 745.5371 
Leather tooling and carving / by Chris H. 
Groneman. New York : Dover 
Publications, 1974, c1950. x, 111 p. : ilL ; 
27 cm. Reprint of the ed. published by 
Laurel Publishers, Scranton. Includes 
index. Bibliography: p. [107] [TT290.G86 
12 74-75258 ISBN 0-486-23061-9 pbk. 


A Leather carving. I. Title. 


GERLINGS, Charlotte. 745.592 
Noah's ‘ark in paper and card [by] 
Charlotte Gerlings and Suzy Ives. New 
York, Taplinger Pub. Co. [1974] 112 p. 
illus. 23 cm. [TT870.G43 1974] 73-17673 
ISBN 0-8008-5578-7 7.95 

i. Paper work. 2. Noah’s ark. I. Title. 


BETTER homes and 745.5941 
gardens holiday decorations you can make. 
[ist ed.]. [Des Moines : Meredith Corp., 
1974] 208 p. : ill. ; 29 cm. (Better homes 
and gardens books) Includes index. 


H6 : 


{TT900. CABRI 73-10913 ISBN 0-696- 
00710-X : 7.9 

i. Cpe decorations. 2. Holiday 
decorations. I. Better homes and gardens. 
H. ue Holiday decorations you can 
make. 


UCHIYAMA, Yuri. 745.59°43 
Ribbon flowers, paper flowers / Yuri 


Uchiyama ; photos. by Akira Tsukui. 1st 
ed. Tokyo ; New York ; Kodansha 
International ; New York : distributors, 


United States, Harper & Row, 1974. 160 p. 
: ill. ; 27 cm. Translation of "Ribon furawa 
to pepa furawa. [TT892.U2413] 73-89697 
ISBN 0-87011-221-X : 12.50 

1. Paper flowers. 2. Ribbon flowers. 


*SARI. 745.72 
How I turn junk into fun & profit, as told 
to Uncle Milton. [No. Hollywood, Calif., 
Wilshire Book Co., 1974] 160 p illus. 21 
cm. [ND1471] 74-79533 ISBN 0-87980- 
278-2 3.00 (pbk.) 

1. Art, decorative. 2. Painting—Technique. 
I Levine, Milton M. H. Title. 


CLARK, Jean C. 745.9224 
The art of colonial flower arranging / Jean 
C. Clark. Princeton [N.J.] : Pyne Press; 
[New York : distributed by Scribner, 1974] 
150 p., [4] leaves of plates : ill. (some col.) 
; 24 cm. On spine: Colonial flower 
arranging. [SB449.C54}] 73-75214 ISBN 0- 
87861-045-6 : 8.95 

i. Flower arrangement. I. Title. II. Title: 
Colonial flower arranging. 


MITTWER, Henry. 745.92’252 
The art of chabana : flowers for the tea 
ceremony / by Henry Mittwer ; paintings 


by Takashi Nomura, sketches by Yoshiko 
Akai. Rutland, Vt. : C. E. Tuttle Co., 1974. 
144 p. : ill. (some col.) ; 22 cm. Includes 
index. Bibliography: p. 139-140. 
[SB450.M48] 73-93226 ISBN 0-8048- 
1111-3 : 12.00 

I. Flower arrangement, Japanese. 2. 
Japanese tea ceremony. 3. Flowers. I. 
Nomura, Takashi, ill. I. Akai, Yoshiko, ill. 
I. Title. IV. Title: Chabana : flowers for 
the tea ceremony. 


UYEHARA, Allie Marie, 745.92°252 
1926- 
Ten keys to modern Japanese flower 


arrangement / Allie Marie Uyehara. Ist 
ed. New York : Vantage Press, [1974] p. 
cm. [SB450.U9] 74-17271 ISBN 0-533- 
01440-9 : 6.95 

1. Flower arrangement, Japanese. I. Title. 
Prepared from C.I.P. 


MEILACH, Dona Z. 746 
Creating art from fibers and fabrics / Dona 
Z. Meilach. New York : Galahad Books, 
[1974] c1972, 163 p. : ill. ; 29 cm. Includes 
index. [TT699.M44 1974] 73-79818 ISBN 
0-88365-041-X : 8.95 

1. Textile crafts. 2. Soft sculpture. I. Title. 


*GOLDMAN, Phyllis W. 746.046 
Make it from felt [by] Phyllis W. 
Goldman. New York, Funk & Wagnalls 
[1974, c1971] 135 p. illus. 26 cm. [TT880] 
74-3656 ISBN 0-308-10135-9. 2.50 (pbk.) 
1. Felt work—Juvenile literature. I. Title. 


LES Dentelles aux 746.22 
fuseaux, lre serie. Bobbin lace. With an 
English translation by Mary McPeek. 
Mulhouse, France, T. de Diilmont [c1909]. 
Detroit, Gale Research Co., 1974. p. cm. 
Original ed. issued in series: Bibliotheque 
D.M.C. English translation published 


` AMERICAN BOOK PUBLISHING RECORD 
separately under title: Bobbin lace. 
[TT805.D46] 73-18373 15.00 
1. Bobbin lace. I. Series: Dollfus-Mieg et 
cie. Bibliotheque D.M.C. 
Prepared from C.I.P. 


JOHANSON, Sally. 746.22 
Traditional lace making. New York, Van 
Nostrand Reinhold [1974, c1964] 84 p. 
illus. 25 cm. Translation of Knyppling. 
[TT805.J6313] 73-16709 ISBN 0-442- 
30037-9 6.50 

1. Bobbin lace. I. Title. 


MEILACH, Dona Z. 746.3 
Creative stitchery / Dona Z. Meilach, Lee 
Erlin Snow. New York : Galahad Books, 
[1974], c1969. vii, 118 p. : if. ; 29 cm. 
Includes index. [TT750.M4 1974] 74- 
184813 ISBN 0-88365-040-1 : 7.95 

1. Needlework. I. Snow, Lee Erlin, joint 
author. IT. Title. 


SHARPTON, Robert E. 746.3 
Designing pictures with string / Robert E. 
Sharpton ; designs and drawings by the 
author ; photos. by Barbara A. 
Sreadington. eerie N.Y. : Emerson 
Books, [1974] 121 p. : il. ; 21 cm. 
(TT880. $5] 74-81896 ISBN 0-87523-183-7 
: 6.95 
i? String craft. I. Title. 


SOBEL, Heinrich, 
1879- 
Tapestries of the Lowlands / Heinrich 
‘Gobel ; translated by Robert West. New 
York : Hacker Art Books, 1974. viii, 97, 
“475), 24 p. : ill. ; 32 cm. Captions to ill. in 
English, French, and German. Translation 
of Wandteppiche, pt. 1. Die Niederlande. 
Translation first published in 1924 by 
Brentano’s, New York. [NK3053.G6313 
Bae 73-79046 ISBN 0-87817-132-0 : 


746.3°9492 


J. Tapestry—Netherlands. 2. Tapestry— 
Belgium. I. Title. 
BELASH, Constantine A. 746.4 


Braiding and knotting: techniques and 
projects, by Constantine A. Belash. Illus. 
py Charles E. White, Jr. New York, Dover 
Publications [1974] iv, 126 p. illus. 21 cm. 
Reprint, without foreword and pref., of the 
1936 ed. published by Beacon Press, 
Boston, under title: Braiding and knotting 
for amateurs. [TT880.B4 1974] 74-5266 
ISBN 0-486-23059-7 1.50 (pbk.) 

1. Braid. 2. Knots and splices. I. Title. 

e 


HARVEY, Virginia I. 746.4'1 
The techniques of basketry [by] Virginia I. 
Harvey. New York, Van Nostrand 
Reinhold [1974] p. cm. Bibliography: p. 
[TT879.B3H37] 73-11873 ISBN 0-442- 
23196-2 8.95 

1. Basket making. I. Title. . 
Prepared from C.I.P. 


MEILACH, Dona Z. 746.41 
A modern approach to basketry with fibers 
and grasses, using coiling, twining, 
weaving, macrame, crocheting / by Dona 
Z. Meilach. New York : Crown Publishers, 
[1974] ix, 246 p., [4] leaves of plates : illus. 
{some col.) ; 27 cm. (Crown’s arts and 
crafts series) Includes index. Bibliography: 
. 236-240. [TT879.B3M44 1974] 74- 
77482 ISBN 0-517-51588-1 : 9.95 
1. Basket making. I. Title. 
NEWMAN, Sandra Corrie. 746.41 
Indian basket weaving : how to weave 
Pomo, Yurok, Pima, and “Navajo baskets / 
by Sandra Corrie Newman. Ist ed. 
Flagstaff [Ariz.] : Northland Press, [1974] 
xvi, 91 p. : ill. ; 23 cm. Bibliography: p. 


DECEMBER -31,1974 


89-90. [E98. ee 73-79779 ISBN 0- 

87358-112-1 : 4.95 

1. Indians of North America—Southwest, 

Tene Basker making. 2. Basket making. I. 
ïtle. 


*JONES, Mary Eirwen. 746.44 
English crewell designs. New York, 
Morrow [1974] 160 p. illus (part col.) 26 
cm. Bibliography: p. 160. [TT778] 74- 
-7633 ISBN 0-688-00288-9 9.95 

1. Crewelwork. I. Title. 


GUTCHEON, Beth 
Richardson. 

The perfect patchwork primer, by Beth 
Gutcheon. Illus. by Barbara Stockwell and 
Jeffrey Gutcheon. photos. by Bevan 
Davies. Baltimore, Md., Penguin [1974, 
c1973] 267 p. illus. 26 cm. [TT835.G87] 
73-76563 ISBN 0-14-46212-0 3.95 (pbk.) 
1. Quilting. 2. Patchwork. IL Stockwell, 
Barbara, illus. II. Gutcheon, Jeffrey, illus. 
IH. Title. 

L.C. card no. for original ed.: 73-76563. 


HEARD, Audrey. 746.46 
The Complete guide to quilting [by] 
Audrey Heard & Beverly Pryor. [Des 
Moines] Creative Home Library [1974] 
285 p. illus. 27 cm. Bibliography: p. 282. 
epee 74-14643 ISBN 0-696-25800- 
1. Quilting. I. Pryor, Beverly, joint author. 
Il. Title. 


746.46 


KERIMOV, Liatif 
Gusein ogly, 1906- 
Folk designs from the Caucasus for 
weaving and needlework / by Lyatif 
Kerimov. New York : Dover Publications, 
1974, 120 p. : chiefly ill. ; 29 cm. "A 
selection of designs from volume 1 (1961), 
of the [authors] work Azerbaidzhanskii 
kovyor.” [TT753.K472} 73-80558 ISBN 0- 
486-23014-7 pbk. : 3.50 
I. Needlework-—-Patterns. 2. Needlework— 
Caucasus. 3. Weaving—FPatterns. 4. 
Weaving—Caucasus. I. Title. 


BAILLEN, Claude. 746.920924 B 
Chanel solitaire / by Claude Bailien ; 
translated from the French by Barbara 
Bray. New York : Quadrangle/New York 
Times Book Co., 1974, c1973. 192 p. : ill. ; 
25 cm. [TT505.C45B313 1974] 74-78651 
ISBN 0-8129-0474-5 : 7.95 

1. Chanel, Coco, 1883-1971. I. Title. 


DE FORREST, Michael Jean, 
Bottle cutting / by Michael De Forrest. 
New York : Galahad Books, [1974, c1973] 
125 p. : ill. ; 22 cm. Originally published 
by Pyramid Publications, New York. 
[TT298.D43 1974] 73-90210 ISBN 9- 
88365-158-0 : 4.95 

1, Bottle cutting. 


746.7°59'0222 


748.2 


*JOURNAL of glass 748.2058 
studies. é 
Vol. 15, 1973, is available from the 


Corning Museum of Glass, Corning Glass 
Center, Corning N.Y., for 12.50, (pbk.), 


ISBN 0-87290- 615-0, LC card no.: 59- 
12390. 
FRENCH, Jennie, 1947- 748.5 


Glass-works; the copperfoil technique of 
stained glass. New Yérk, Van Nostrand 
Reinhold Co. [1974] p. cm. [TT298.F73] 
74-12748 ISBN 0-442-22442-7 9.95 

1. Glass craft. I. Title. 

Prepared from C.LP. Pbk. 5.95, ISBN 0- 
442-22443-5, 


SEWTER, A. C. 748.5°92 
The stained glass of. William Morris and 


his circle [by] A. Charles Sewter. New 
Haven, Published for the Paul Mellon 
Centre for Studies in British Art by Yale 
University Press, 1974. xii, 119 p., [324] p. 
of illus. (part col.) 32 cm. (Studies in 
British art) Bibliography: p. 103-107. 
[ND5343.848] 72-91307 ISBN 0-300- 
01471-6 50.00 

1. Morris, William, 1834-1896. 2. Glass 
painting and staining, Victorian—Great 
Britain, 3. Glass painters—Great Britain. I. 
Title. IL. Series. 


SPURLOCK, Julia. 749 
The homemaker’s guide to refinishing and 
restoring antiques= formerly entitled Pass 
thy hand for the finishing touch / by Julia 
Spurlock. New York : Galahad Books, 
[1974] ci965. 191 p. : ill. ; 22 cm. Includes 
index. [TT199.4.S69 1974] 73-91803 ISBN 
0-88365-034-7 : 5.00 

1. Furniture—Repairing. 2. Furniture 
finishing. I. Title. 


GLOAG, John, 1896- 749.22 
English furniture 6th ed. London, Adam & 
Gates Black [1973 c1965} 183 p. illus. 23 
(Library - of English Art) 
[NK2528. Gast 1 ISBN 0- 713613181 
1, Furniture, English—RHistory. I. Title. 
Distributed by Charles T. Branford 
Newton Centre, Mass. for 10.50. 


DARTY, Peter. 749.3 
Chairs : a guide to choosing, buying, and 
collecting / Peter Darty. Princeton [N.J.] : 
Pyne Press ; [New York : distributed by 
Scribner], 1974, c1972. 118 p., [6] leaves 
of plates : ill. ; 26 cm. Includes index. 
Bibliography: p. 115-116. [NK2715.D34 
aN 73-91327 ISBN 0-87861-060-X : 
2. 

1. Chairs. I. Title. 


HOCHMAN, Shirley. 750.118 
Invitation to art. New York, Sterling Pub. 
Co. [1974] 40 p. illus. 32 cm. (Opening 
your eyes to art, 1) Discussions of eight 
famous paintings and their artists leading 
the reader into creative art activities 
suggested by the paintings. [N7440.H58 
1974] 73-93593 ISBN 0-8069-5292-X 5.95 
i. Art—Juvenile literature. 2. Art 
appreciation—Juvenile literature. I. Title. 
Lib. bdg. 5.69, ISBN 0-8069-5293-8. 


*FRICK Collection 750.7401471 
(The). New York. 

The Frick collection; an 

catalogue 

Vol. VII, 1974, Percelains; Oriental and 

French, is now available from Princeton 


illustrated 


University , Press, Princeton, N.J., for 
35.00. ISBN 0-691-03811-2. L.C. card 
no.: 68-57985. 

*BROOKS, Walter, comp. 751.4 


Creative ways with flower painting edited 
by Walter Brooks. New York, Golden 
Press [1973] 32 p. illus. 29 cm. (Golden 
Press Art Instruction Ser.) [ND1400] 73- 
88432 1.25 (pbk.)} 

1. Painting. I. Title. 


*DEACON, Eileen. 751.4 
It’s fun to make pictures. Illustrated by 
Belinda Lyon. New York, Grosset & 
Dunlap [1974 c1972] 61 p. illus. 32 cm. 
Originally published under title My fun to 
make pictures book. [ND1471] 93-10688 
ISBN 0-448-11634-0 3.95 

1. Painting—Juvenile literature. I. Title. 
Lib. bdg. 4.99, ISBN 0-448-13167-6 


OSON, Herbert Vincent, 
1905- 

Herb Olsen’s guide to watercolor landscape 
/ by Herb Olsen. New York : Galahad 


731.4722 


‘in “Notes” (p. 


SECREST, Meryle. 


700 THE ARTS 


Books, [19747] c1965. 128 p. : ill. (some 
col.) ; 32 cm. First published by Reinhold 
Pub. Corp., New York. [ND2240.04 1974] 
73-90504 ISBN 0-88365-122-X : 17.50 

i. Water-color painting—Technique. 2. 
Landscape painting—Technique. I Title. 
IL, Title: Guide to watercolor landscape. 


COVINO, Frank. 751.426 
Discover acrylics with Frank Covino, an 
academic approach. Westport, Conn., 
North Light Publishers; distributed by 
Watson-Guptill Publications, Newe York 
[1974] 129 p. illus. (part col.) 24 x 31 cm. 


‘[ND1535.C68] 73-93004 ISBN 0-8230- 


1340-5 16.95 

1. Polymer painting. I. Title. 

BROOKS, Leonard, 1911- 751.45 
Oil paintings .. traditional and new / 
Leonard Brooks. New York : Galahad 
Books, [1974] cl959. 160 p. : ill. (some 


col.) ; 27 cm. Bibliography: p. 160. 
[ND1500.B74 1974] 73-90503 ISBN 0- 
$8365-128-9 : 12.50. 

i. Painting—~Technigue. I. Title. 


SELZ, Peter. 759.05 
German expressionist painting. Berkeley, 
University of California Press [1974, 
c1957] xviii, 379 p. illus., plates (part. col.) 
24 cm. Bibliographical references included 
(327]-353) [ND568.S4] 
759.915 ISBN 0-520-02515-6 10.95 (pbk.) 
i. Painting, German—Hist. 2. Paintings, 
German. 3. Expressionism (Art) I. Title. 


L.C. card no. for original edition: 57- 
10501. 
LAURENCE, Jeanne. 759.13 


_ My life with Sydney Laurence. [lst ed.] 


Seattle, Wash., Salisbury Press Book [1974] 
159 p. illus. (part col.) 29 cm. ”One 
hundred six selected paintings from the 
brush of Sydney Laurence”: p. [63}-159. 
[ND237.L285L38] 74-75661 ISBN 0- 
87564-010-9 30.00 

i, Laurence, Sidney, 1868-1940. 2. 
Laurence, Jeanne. 3. Painters—United 
States—Correspondence, reminiscences, 
etc. I. Laurence, Sidney, 1868-1940. II. 
Title. 


MITCHELL, Lucy B., 1901- 759.13 
The paintings of James Sanford Elisworth, 
itinerant folk artist, 1802-1873 : catalog of 
an exhibition presented by the Abby 
Aldrich Rockefeller Folk Art Collection, 


Williamsburg, Virginia / by Lucy B. 
Mitchell. Williamsburg, Va. Colonial 
Williamsburg Foundation, [1974] p. cm. 


Bibliography: p. [ND1337.U6E495] 74- 
14365 ISBN 0-87935-025-3 : 5.00 

i. Ellsworth, James Sanford, 1802-1873 or 
4. 2. Primitivism in art—United States. I. 
Ellsworth, James Sanford, 1802-1873 or 4. 
If, Abby Aldrich Rockefeller Folk Art 
Collection, Williamsburg, Va. HI. Title. 
Prepared from C.I.P. 


759.13 B 
Between me and life; a biography of 
Romaine Brooks. [Ist ed.] Garden City, 
N.Y., Doubleday, 1974. xviii, 432 p. illus. 
24 cm. Bibliography: p.  [417]-422. 
[ND237. B872542) 74-6991 ISBN 0-385- 
03469-5 12.50 

I. Brooks, Romaine. I. Title. 


STAMOS, Theodoros, 1922- 759.13 
Stamos / Ralph Pomeroy. New York : 
Abrams, [1974] 273 p. : 215 ill. (some col.) 
; 29 x 30 cm. Bibliography: 271-273. 
[ND237.8647P65] 77-160155 ISBN 0- 
8109-0487-X : 35.00. 

I. Stamos, Theodoros, 1922- I. Pomeroy, 
Ralph, 1926- - 
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*TOBEY, Mark. 759.13 
Tributes to Mark Tobey; [catalog of the 
* exhibition] Washington, published for the 
National Collection of Fine Arts by the 
Smithsonian Institution Press, 1974. 112 p. 
illus. 26 cm. Exhibition held June 7-Sept. 
8, 1974, National Collection of Fine Arts. 
{ND237] 74*6271 5.85 
1. Tobey, Mark I. Smithsonian Institution. 
National Collection of Fine Arts. II. Title. 


JOHNSTONE, Christopher. 759.2 
John "Martin / Christopher Johnstone. 
London : Academy Editions ; New York : 
St. Martin’s Press, 1974. 132 p. : ill. (some 
col.) ; 30 cm. Bibliography: p. 132. 
[ND497.M37J63 1974} 74-187757 ISBN 
Q-85670-180-7 pbk. : 8.95. 

1. Martin, John, 1789-1854. I. Martin, 
John, 1789-1854. 


SMITH, Miranda. 759.4 B 
Pablo Picasso. Wlustrated by Harold 
Henriksen. Mankato, Minn., Creative 


Education [1974] p. cm. A brief biography 
of one of the major artists of the twentieth 
century considered the “father and master 
of modern art.” [ND553.P5S57] 92 74- 
19319 ISBN 0-87191-411-5 4.95 

I. Picasso, Pablo, 1881-1973—Juvenile 
literature. I. Henriksen, Harold, illus. I. 
Title. 

Prepared from C.I.P. 


WEIGELT, Curt H., 1883- 759.5’58 
Sienese painting of the Trecento, by Curt 
H. Weigelt. New York, Hacker Art Books, 
1974. xii, 107 p., 120 plates. 32 cm. 
Reprint of the 1930 ed: published by 
Pantheon casa editrice, Firenze, and 
Harcourt, Brace, New York, in series: The 
Pantheon series. Includes bibliographical 
references. (ND621.S6W4 1974] 70- 
143368 ISBN 0-87817-087-1 40.00 

1. Painting, Sienese. 2. Painting, Gothic— 
Siena. I. Title. If. Series: The Pantheon 
Series, 


BROWN, Jonathan. “759.6 
Francisco de Zurbaran. New York, H. N. 
Abrams [1974] p. (The Library of great 
painters) [ND813.Z85B76] 73-10481 ISBN 
0-8109-0549-3 25.00 

1. Zurbaran, Francisco, 1598-1664. 
Prepared from C.I.P. 


LASSAIGNE, Jacques, 1910- 759.6 
El Greco. [English translation by Jane 
` Brenton] London, Thames & Hudson 
[c1973] 264 p. illus. (part col.). 21 cm. 
(The World of art library: artists} 
[ND813.T4L2913] 74-179634 ISBN 0-500- 
18142-X 

di. Theotocopuli, Dominico, called El 
Greco, d. 1614. I. Theotocopuli, Dominico, 
called El Greco, d. 1614. 

Distributed by transatlantic Arts, 11.00; 
5.95 (pbk.) ISBN 0-500-20136-6. 


SIREN, Osvald, 1879- 
Chinese painting : leading masters and 
principles / Osvald Siren. New York : 
Hacker Art Books, 1973 [i.e. 1974] 7 v. : 
il. ; 29 cm. Includes bibliographies and 
indexes. [ND 1040.5492] 74-182842 195.00 
I, Painting, Chinese Hisor. 2. Paintings, 
Chinese. 3. Painters—China. I. Title. 
Contents omitted. 


RUBIN, Reuven, 1893- 759.95694 B 
Reuven Rubin, by Sarah Wilkinson. New 
York, Abrams [1974] p. cm. 
Bibliography: p- [N7279.R82W54] 71- 
166215 ISBN 0-8109-0463-2 35.00 

i. Rubin, Reuven, 1893- I. Wilkinson, 
Sarah. IL Title. e 
Prepared from C.I.P. 
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VISHNY, Michele. 759.95694 
Mordecai Ardon. New York, H. N. 
Abrams [1974] p. [ND979.A7V57] 73- 
22002 ISBN 0-8109-0171-4 35.00 

1. Ardon, Mordekhai, 1896- 

Prepared from C.LP. 


JUSSIM, Estelle. 760 
Visual communication and the graphic arts; 
photographic technologies in the 
nineteenth century. New York, R. R. 
Bowker Co., 1974. xv, 364 p. illus. 28 cm. 
Bibliography: p. 331-337. [TR15.J87] 74- 
12032 ISBN 0-8352-0760-9. 25.00 

L. Photography—ĦHistory. 2. 
Photomechanical processes—History. 3. 
Graphic arts—RHistory. I. Title. 


BEARDSLEY, Aubrey 
Vincent, 1872-1898. 
Last letters of Aubrey Beardsley. With an 
introductory note by the Rev. John Gray. 
{Folcroft, Pa.] Folcroft Library Editions, 
1973, [i-e.1974] p. Reprint of the 1904 ed. 
published by Longmans, Green, London. 
[NC242.B3A2 1973] 73-12999 20. 00 
1. Beardsley, Aubrey Vincent, 1872-1898. 
I. Gray, John, 1866-1934. Il. Title. 


BRUCE, Harold 760.0924 B 
Lawton, 1887-1934. 

William Blake in this world. New York, 
Haskell House Publishers, 1974. 234 p. 
illus. 22 cm. Reprint of the 1925 ed. 
published by. J. Cape, London. 
Bibliography: . p. 220-227. [PR4146.B7 
1973b] 73-18085 ISBN  G-8383-1732-4 
12.95 

1. Blake, William, 1757-1827. I. Title. 


*ERDMAN, David V. 760.0924 
The illuminated Blake, annotated by David 
V. Erdman Garden City, New York, 
Doubleday 1974 416 illus., 21 cm. x 27 
cm. [ND497] ISBN 0-385-06053-X 7.95 


(pbk.) aul y 
1. Blake, William, 1757-1827 I. Title. 


760.0924 


WITCUTT, William 760.0924- B 
Purcell. 
Blake : a psychological study / by W. P. 


Witcutt. [Folcroft, Pa.] : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1946 
ed. published by Hollis & Carter, London. 
[PR4148.P8W5 1974] 74-20909 ISBN 0- 
8414-9574-2 lib. bdg. : 17.50 

1. Blake, William, 1757-1827— 
Biography—Character. 2. Blake, William, 
1757-1827—Criticism and interpretation. I. 
Title. 

Prepared from C.I.P. 


ROBERTS, Keith, 1937- . 760.094 
A gallery of masterpieces : from Giotto to 
Picasso / 108 reproductions selected & 
introduced by Keith Roberts. London : 
Phaidon ; New York : distributed by 
Praeger Publishers, 1974. 96 >. : chiefly ill. 
{part col.) ; 42 cm. [N4035.P42R62] 73- 
21455 ISBN 0-7148-1626-4 : 8.95 


1. Paintings—Catalogs. 2. Drawings— 
Catalogs. I. Title. 
CUST, Charles 769°.4’99047 


Leopold, Sir, 3d, bart., 1864- 
Naval battles from the collection of prints 
formed and owned by Commander Sir 
Charles Leopold Cust, bart The 
chronological arrangement of the prints 
with descriptive and historical notes by 
Harry Parker, and an introd. by Charles 
Napier Robinson. New York, B. Franklin 
pora Reprint of the 1911 ed. published 
. H. Parker, London. [NE957.C8 
1374 74-9854 ISBN 0-8337-4668-5 19.50 
(lib. bdg.) 
i. Cust, Charles Leopold, Sir, 3d, bart, 
1864- —Art collections. 2. Naval battles in 
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act. 3. Naval prints--Catalogs. I. Parker, 
Parry, 1884- I. Title. 
Prepared from C.LP. 


*=RANK, Samuel B. 769.5 
The siamp duty of Great Britain and 
Freland; a catalogue of the embossing dies 
and of the impressed stamps used for fiscal 
purposes from 1694 onward, by Samuel B. 
Frank and Josef Schonfeld, with the 
indispensable contributions of William A. 
Barber and Marcus Samuel. 

Vol. 3, 1974, is now available from the 
author, 3 Fairway Drive, Mamaroneck, 
N.Y. 10543, for 13.20 (pbk.). L.C. card 
no.: 73-18650. 


KADUCK, John M. Ag 769'.5 
Rare and expensive postcards : {a price 
gide] / by John M. Kaduck ; 
{photography by Otto Schutte}. Ist ed. 
Cleveland : Kaduck, 1974. 88 p. : chiefly 
ill. ; 28 cm. Includes index. [NC1877.K32] 
74-186357 5.95 

I. Postal cards—Catalogs. 2. Postal cards— 
Collectors and collecting. I. Title. 


DORE, Gustave, 1832- 
1883. 

The Dore Bible illustrations. With a new 

introd. by Millicent Rose. New York, 

Dover Publications [1974] xiii p., 241 p. of 

illus. 31 cm. [N8027.D82 1974] 73-87048 

ISBN 0-486-23079-1. 5.00 

f. Dore, Gustave, 1832-1883. 2. Bible— 

Fictures, illustrations, ete. I. Title. 


SHAHN, Ben, 1898-1969. 769.924 
For the sake of a single verse ... : from The 
notebooks of Malte Laurids Brigge / by 
Rainer Maria Rilke ; lithographs and 
aiterword by Ben Shahn. Ist ed. New York 
: C. N. Potter : distributed by Crown 
Fublishers, [1974] [62] p. : chiefly ill. 
(some col.) ; 30 cm. Text selected from M. 
D. Herter None s English translation of 
Filke’s Die Aufzeichnungen des Malte 
Laurids Brigge. [NE2312.852A45 1974] 
73-94241 ISBN 0-517-51205-X : 12.95 

1. Shain, Ben, 1898-1969. 2. Rilke, Rainer 
Marta, 1875-1926. Aufzeichnungen des 
Malte Laurids Brigge—Illustrations. L. 
Filke, Rainer Maria, 1875-1926. Die 
Aufzeichnungen des Malte Laurids Brigge. 
English. Selections. 1974. H. Title. 


FASSERON, Roger. 769.944 
Impressionist prints. New York, Detton, 
1974. 222 p. illus. (part col.) 37 cm. (A 
Dutton visual book) Translation of La 
gravure impressionniste. [NE647.6.14P3713 
1974] 74-3640 ISBN 0-525-49503-7 40.00 

L Prints, French. 2. Impressionism (Art)— 
France. I. Title. 


FETIT, Gaston, 1930- 769°.952 
44 modern Japanese print artists / Gaston 
Fetit: forward by Kudo Sadajino; preface 
by Stanley William Hayter Tokyo ; New 
York : Kodansha International, 1973. 2 v. : 

chiefly col, ill. ; 31 cm. & descriptive list 


769°.92°4 


af plates. ‘NE771. 4.P47] 73-79759 ISBN 
0-87011-202-3 : 100.00 
1. Prints, Japanese. 2.  Printmakers— 


Japan—Biography. I. Title. 


*MCCURDY, John Chang 770 
Of all things most yielding; photographs. 
Selections from oriental literature by Marc 
Lappe. Edited, wifh a foreward by David 
E. Brower. New York, McGraw-Hill, 
1974) 128 p. col. illus. 29 cm. [QH245} 
14.95. 

i. Nature photography. I. Brower, David 
R., comp. IT. Title. 


“PHOTOGRAPHY year, 
ty the editors of Time-Life Books. 


770.15 
1974 


DECEMBER 31,1974 


ed. New York, Time-Life Books [1974] 

236 p. illus. 26 cm. [TR9] 72-91518 11.95 

pat Photography—Yearbooks. I Time-Life 
o0ks. 


*MILLER, Russell. 770.28 
Click. New York, Arco, [1974] 120 p. 
illus. 30 cm. [TR15] 74-76267 ISBN 0- 
668-03485-X 6.95 

1. Photography. I. Title. 


JONES, Bernard Edward, 770.3 
1879- ed. 
Cassell’s cyclopaedia of photography. 


edited by Bernard E. Jones. New York : 
Arno Press, 1974. p. cm. Reprint of the 
1911 ed. published by Cassell, London, 
New York under title: | Cassell’s 
cyclopaédia of photography. [TR9.J6 1974] 
74-19443 ISBN 0-405-04922-6 : 33.00 

1. Photography—Dictionaries. I. Title. 
Prepared from C.I.P. 


STROEBEL, Leslie. 770.3 
Dictionary of contemporary photography / 
by Leslie Stroebel & Hollis N. Todd. 
Dobbs Ferry, N.Y. : Morgan & Morgan, 
[1974] 217 p. : ill. ; 27 cm. [TR9.S88] 73- 
93536 ISBN 0-87100-065-2 : 20.00 


1. Photography—Dictionaries. I Todd, 
Hollis N., joint author. IT. Title. 
FREUND, Gisele. » 770.924 


The world in my camera, trans. by June 
Guicharnauid. New York, Dial Press, 1974. 
259 p. illus. (part. col.) 29 cm. Translation 
of Le Monde et ma camera. 
(TR140. Beal 72-1061 ISBN 0-8037- 
9732-X 15.00 

L Title. 


RESHOVSKY, Ernest. 771.31 
Honeywell Pentax system / by Ernest 
Reshovsky. Los Angeles : Petersen Pub. 
Co., [1974] 80 p. : ill. ; 28 cm. (Petersen’s 
camera systems library) Cover title. 
(TR263.P4R47] 73- 92485 ISBN 0-8227- 
0056-5 pbk. : 2.00 

1. Pentax camera. I. Title. 


*LIEHM, Antoin J. 778.53 
Closely watched films; the Czechoslovak 
experience [by] Antonin J. Liem. White 
Plains, N.Y., International Arts and 
Sciences Press, [1974] 485 p. illus. 24 cm. 
[PN1998.A2] 72-94987 ISBN 0-87332- 
036-0 15.00 

1. M&ving pictures Biography. I. Title. 


PRIEST, (Christopher. 778.53 
Your book of film-making / by 
Christopher Priest ; with line drawings by 
Penelope Grant, and photographs by the 
author. London : Faber and Faber, 1974. 
80 p. : ill. ; 22 cm. (The Your book series) 
Label mounted on t.p.: Transatlantic Arts, 
Inc, Levittown, N.Y., sole distributor for 
the U.S.A. Includes index. A guide to 
making amateur films with advice on 
equipment, scripts, shooting, splicing, and 
sound. [TR851.P74] 74-18789 l» ISBN 0- 
571-10463-0 : 5.95. 

1. Cinematography—Juvenile literature. I. 
Title. 


MARCHINGTON, John. 778.932 
An introduction to bird and wildlife 
photography; in still and movie [by] John 
Marchington and Anthony Clay, with 
photographs by the authors. London, Faber 
and Faber [1974] 149 p. illus. 23 cm. 
oe 74-183305 ISBN 0-571- 
i. Nature photography. 2. Wildlife 
cinematography. I. Clay, Anthony. II. 
Title. 

Distributed by Transatlantic Arts, Inc., 
10.50. 


*SKOOGFORS, Leif. 779.074001471 
Photographs by Leif Skoogfors; the most 
natural thing in the world. Text by John 
Cooney and Lenore Cooney New York, 
Harper & Row [1974]. 1 v. (unpaged, 
chiefly illus.) 22 cm. (A Colophon book) 
[TR650.N49] 74-4862 ISBN 0-06-090385- 
6. 3.95 (pbk.) 

1. Photography, Artistic. I. Cooney, John. 
II. Cooney, Lenore. IIT. Title. 


ADAMS, Ansel Eaton, 
1902- 

Singular images [by] Ansel Adams. Text 
by Edwin Land fand others. Dobbs Ferry, 
N.Y., Morgan & Morgan, 1974] 53 p. illus. 
26 cm. [TR647.A43L36] 73-93872 ISBN 
0-87100-046-6 7.95 

I. Photography, Artistic—Exhibitions. I. 
Land, Edwin Herbert, 1909- IT. Title. 


LARTIGUE, Jacques 779’ .24°0924 
Henri, 1894- 

Les femmes, by J. H. Lartigue. [Translated 
from the French by Translation Company 
of America] New York, Dutton, 1974. 126 
p. 101 illus. (part col.) 27 cm. (A Dutton 
visual book) Translation of J. H. Lartigue 
& les femmes. [TR681.W6L313 1974] 74- 
3638 ISBN 0-525-49500-2 18.95 

1. Photography of women. 2. Women— 
Portraits. I. Title. 


BUNTING, William 
Henry, 1945- 
Steamers, schooners, cutters, and sloop; 
marine photographs of N. L. Stebbins, 
taken from 1884 to 1907, selected and 
annotated by W. H. Bunting. Boston, 
‘Published for the Society for the 
Preservation of New England Antiquities 
by Houghton Mifflin 1974 126 p. illus. 23 
x 29 cm. [TR670.5.B86] 74-12034 ISBN 0- 
395-19895-X 12.50 
1. Stebbins, Nathaniel Livermore, 1847- 
1922 2. Photography of ships. 3. 
Steamboats. 4. Sailing ships. I. Stebbins, 
Nathaniel Livermore, 1847-1922 illus. IL 
ytle. 


779.0924 


7719.370924 


Music 780-789 


MESON, Oscar, 1887- 
194 

The international cyclopedia of music and 
musicians / Oscar Thompson. 10th ed. / 
edited by Bruce Bohle. New York : Dodd, 
Mead, 1974. p. cm. [ML100.T47 1974] 
74-22214 ISBN 0-396-07005-1 : 49.95 

I. Music—Dictionaries. 2. Music-—Bio- 
bibliography. I. Bohle, Bruce, ed. I. Title. 
Prepared from C.I.P. 


WHITCOMB, Ian, 1941- 780.42 

After the ball; pop music from rag to rock. 

Baltimore Pengiun Books [1974 c¢1972] 

312 p. 18 cm. [ML3545.W5 1974] 2.50 
bk 


780’.3 


) 

1. Music, Popular (Songs, etc.)-History and 
criticism I. Title. 
L.C. card no. for original ed.: 72-93485 
STRAUSS, Richard, 1864- 780.8 

1949. 
Recollections and reflections. Edited by 
Willi Schuh. English translation by L. J. 
Lawrence. Westport, Conn, Greenwood 
Press [1974, c1953] p. cm. Translation of 
Betrachtungen und Erinnerungen. Reprint 
of the ed. published by Boosey & Hawkes, 
London, New York. Bibliography: p. 
[ML410.893A372 1974] 74-72 ISBN 0- 
8371-7366-3 11.00 
1. Strauss, Richard, 1864-1949. 2. 
Musicians—Correspondence, 
reminiscences, etc. 


700 THE ARTS 
Prepared from C.I.P. 


COOPER, Martin, 1910- 780.9 s 
The modern age, 1890-1960, edited by 
Martin Cooper. London, New York, 
Oxford University Press, 1974. xix, 764 p. 
illus. 26 cm. (New Oxford history of music 
v. 10) Bibliography: p. ° [701]-733. 
[ML160.N44 vol. 10] [ML197] 780.904 
74-182275 ISBN 0-19-316310-1 32.50 

I. Music—History and criticism—20th 
century. I. Title. II. Series. 


*NEW Oxford history of 
music. 

Vol. x. The modern age 1890-1960 is now 
available from Oxford Univ. Press, N.Y. 
for 32.50. ISBN 0-19-316310-1. 


*SENAY, Pierre. 780.9 
Cahiers des etudes anciennes II, sous la 
direction de Pierre Senay et avec le 
concours de la Societe des etudes grecques 
et latines du Quebec. Montreal Universite 
du Quebec 1974 115 p. 28 cm. [ML167] 
ISBN 0-770-0097-0 

1. Music—RHistory and Criticism. I. Title. 


780.9 


Distributed by International Scholarly 
Book Services for 2.60 (pbk.) 
*SARGENT, Brian, ed. 780.903 


Minstrels; medieval music to sing and play. 
Selected and edited by Brian Saigent [New 
York] Cambridge University Press, [1974]. 
48 p. illus. 26 cm. [ML171] 73-80470 
ISBN 0-521-20166-7 2.95 (pbk.) 

1. Music—History & eriticism—Medieval. 
2. Music—Study and teaching. I. Title. 


JACOBSON, Robert. 780°.92°2 B 
Reverberations: interviews with the world’s 
leading musicians. New York, W. Morrow, 
1974. p. cm. [ML385.J18] 74-13946 ISBN 
0-688-02875-6 8.95 

1. Musicians—Interviews. I. Title. 
Prepared from C.I.P. 


THE Bridge over the 780°.92°4 
river : communications from the life after 
death of a young artist who died in World 
War One / translated from the German by 
Joseph Wetzl. Spring Valley, N.Y. : 
Anthroposophic Press, [1974] x, 99 p. ; 21 
cm. Translation of Brucke uber den Strom. 
[ML410.E845B83] 74-83229 ISBN 0- 
910142-59-9 pbk. : 2.75 
I. Eulenburg, Sigwart Botho Philipp 
August, Graf zu, 1884-1915. I. Eulenburg, 
Sigwart Botho Philipp August, Graf zu, 
1884-1915. I. Wetzl, Joseph, tr. 


LESZNAI, Lajos. 780’.92°4 B 
Bartok. Translated from the German by 
Percy M. Young. London, Dent, 1973. xii, 
219, [8] p. illus., music, ports. 20 cm. (The 
Master musicians series) Translation of 
Bela Bartok. Includes index. Bibliography: 
p. 205-207. [ML410.B26L53] 73-180820 
ISBN 0-460-03136-8 

1. Bartok, Bela, 1881-1945. I. Title. II. 
Series. 

Distributed by Octagon Books, 8.50. 


PERLIS, Vivian. 780.924 B 
Charles Ives remembered : an oral history 
/ by Vivian Perlis. New Haven : Yale 
University Press, 1974. xvii, 237 p. : ill. ; 
27 cm. Includes bibliographical references 
and index. [ML410.194P5] 74-75288 ISBN 
0-300-01758-8 : 12.50 

1. Ives, Charles Edward, 1874-1954. I. 
Title. 


PERRY, Rosalie Sandra. 780.924 
Charles Ives and the American mind / 
Rosalie Sandra Perry. Kent, Ohio : Kent 
State University Press, [1974] xx, 137 p. : 
music ; 24 cm. Includes bibliographical 
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references. [ML410.194P54] 

ISBN 0-87338-152-1 : 7.50 

1. Ives, Charles, 1874-1954. 2. Music— 

Philosophy and aesthetics. 3. 
. Transcendentalism (New England) I. Title. 


WALKER, Alan, writer 780.924 [B] 
on music.” 

Robert Schumann: the man and his music; 
edited by Alan Walker; [contributors] 
Frank Cooper [and others]. New York, 
Barnes & Noble, [1974, c1972] xi, 489 p. 
iflus.*24 cm. Bibliography: p. 442-445 
(ML410.S4W18] 73- 756256 ISBN 0-06- 
497367-0 15.00 

1. Schumann; Robert Alexander, 1810- 
1856. I. Cooper, Frank, 1938- II. Title. 


HENSEL, H. Richard. 781 
A prospectus for college theory : first year, 
semester one / H. Richard Hensel & John 
H. Schooley. Fairmont, W. a : 
Glouchester Press, [1974] ix, 198 p. : 
music ;' 30 cm. [MT10.H54] 74-77377 
ISBN 0-914560-04-2 lib.bdg. : 17.50 

d. Music—Manuals, textbooks, etc. 2. 
Music—Theory. I. Schooley, John H., joint 
author. II. Title. 


NADEAU, Roland. 781.3 
Form in music : process and procedure / 
by Roland Nadeau and William Tesson. 
Boston : Crescendo Pub. Co., [1974] 65 p. 
: music ; 23 cm. Includes index. 
IMT58.N23] 74-12772 ISBN 0-87597-093- 
1. Musical form. I. Tesson, William, joint 
author. IT. Title. 


FOX, Charlotte 
Milligan, 1864-1916. 
Annals of the Irish harpers. New York, 
Lemma Pub. Corp. [1974, c1911] p. 
Reprint of the ed. published by Smith, 
Elder, London. [ML3654.F69 1974] 72- 
87976 ISBN 0-87696-044-1 17.50 

I. Bunting, Edward, 1773-1843. 2. O'Neill, 
Arthur, 1737-1816. 3. Harp. 4. Music— 
freland—History and criticism. I Title: 
Trish harpers. 

Prepared from C.I.P. 


ELSON, Louis Charles, 
1848-1920. 

The national music of America and its 
sources. Boston, L. C. Page [1924] Detroit, 
Gale Research Co., 1974. 338 p. illus. 22 
cm. Includes bibliographical references. 
[ML3551.E49 1974] 70-159950 ISBN 0- 
8103-4039-9 15.00 

1. Music, American. 2. National songs, 
American—History and criticism. I. Title. 


ALEXANDER, Alfred. 782.1 
Operanatomy : an eclectic introduction to 
the art of the conductor, instrumentalist, 
composer, producer, and to score reading 
«. / Alfred Alexander. 2d ed. Boston : 
Crescendo Pub. Co., 1974. 208 p. : ill. ; 23 
em. Analysis of sound, singer, libretto and 
public, and adjudication of the critic.” 
Includes index. [ML1700.A44 1974] 74- 
182841 7.50 

1. Opera. I. Title. 


WECHSBERG, Joseph, 
1907- 

Verdi / Joseph Wechsberg. New York : 

Putnam, [1974]. 255 p. : ill. ; 26 cm. 

Includes index. [ML410.V4W37] "74-81703 

ISBN 0-399-11409-2 : 15.00 

1. Verdi, Giuseppe, 1813-1901. 


APPELBAUM, Stanley. 782.871 
The Hollywood musical : a picture quiz 
book with 215 stills from Culver Pictures, 
inc. / by Stanley Appelbaum. New York : 
Dover Publications, 1974. ca. 150 p. : 


74-620003 


781.7°415 


781.7°73 


782.1°092'4 B 


* 


120 


chiefly ill. ; 24 cm. Includes indexes. 
[ML89.A72] 74-188841 ISBN 0-486- 
23008-2 pbk. : 2.50 

1. Moving-pictures, Musical—History and 
criticism—FPictorial works. 2. Questions 
and answers—Moving-pictures. 3. Musical 
revue, comedy, etc.—Hollywood, Calif. I. 
Title. 


*ELLIS, Frances H. 783.6 
The early meisterlieder of Hans Sachs, by 
Frances H. Ellis. Bloomington, Indiana 
University Studies, [1974] 340 p. illus. 24 
cm. Bibliography: p. 328-340. [ML2529] 
73-81163 ISBN 0-253-31853-X 20.00 


1. Sachs, Hans, 1494-1576. 2. Songs, 
German—AHistory and criticism. I. Title. 
SANKEY, Ira David, 1840- 783.9 


1908. 
My life and the story of the Gospel hymns 
and of sacred songs and solos. With an 


introd. by Theodore L. Cuyler. 
Philadelphia, Sunday School Times Co. 
[New York, AMS Press, 1974] p. cm. 


Reprint of the 1907 ed. [BV330.S4A3 
1974] 72-1682 ISBN 0-404-08332-3 12.50 
i. Sankey, Ira David, 1840-1908. 2. 
Hymns, English—History and criticism. L. 
Title. 

Prepared from C.I.P. 


ORLOFF, Katherine. 784.0922 
Rock ’n’ roll woman / by Katherine Orloff. 
Los Angeles : Nash Pub., [1974]. 199 p. : 
ports. ; 28 cm. Interviews with Nicoel 
Barclay, Toni Brown, Rita Coolidge, and 
others. [ML3561.R6207] 73-93974 ISBN 
0-8402-8077-7 : 6.95 

i. Rock musicians. 2. Women as 
musicians—United States. I. Title. 


KARTOMI, Margaret J. 784.095982 
Matjapat songs in Central and West Java 
[by] Margaret J. Kartomi. Canberra, 
Australian National University Press, 1973. 
vii, 556 p. 25 cm. (Oriental monograph 
series, no. 13) Text includes 147 Javanese 
and 54 Sundanese songs and a section of 
English translations, with melodies. 
Bibliography: p. 203-209. [ML3758.J3K37] 
72-94035 ISBN 0-708 1-0355-3 

1. Songs—Java—RHistory ard criticism. I. 
Title. II. Series. 

Distributed by International 
Book Service, 14.75 (pbk.). 


Scholarly 


GIBBON, John Murray, 
1875- ed. and tr. 
Canadian folk songs (old and new) / 
selected and translated ty J. Murray 
Gibbon ; harmonizations by Geoffrey 
O’Hara and Oscar O'Brien ; decorations by 
Frank H. Johnston. [Fo croft, Pa] : 
Folcroft Library Editions, 1974. p. cm. 
English and French. Reprirt of the 1927 
ed. published by Dent, London. 
[M1678.G42C3 1974] 74-25593 ISBN 0- 
8414-4579-6 lib. bdg. : 20.00 
i. Folk-songs, French-Canadian. I. O'Hara, 
Geoffrey, 1882- II. O’Brien, Oscar. II]. 
Title. 
Prepared from C.I.P. 


784.4°9714 


*LANGSTAFF, John 784.4°973 
On, a-hunting we will go pictures by 
Nancy Winslow Parker New York, 


Atheneum, 1974 iv. (unpaged) col. illus. 27 

cm. "A Margaret K. McElderry Book” 
eet 74-76274 ISBN 0-689-50007-6 
50 

1. Folksongs, American. I. Title. 


*GAY, Harriet. 785.066 [B] 
The Julliard string quartet. New York, 
Vantage Press, [1974]. 89 p. illus. 21 cm. 
[M452.4] ISBN 0-533-01322-4 6.95 
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4. dastrumental music. 2. String quartets. Í. 
Title. 


ROBINSON, William C., 
1919- 

The complete school band program [by] 

William C. Robinson [and] James A. 

Middleton. West Nyack, N.Y., Parker Pub. 

Co. {1974, c1975] p. cm. 

[MT733.R533C6] 74-16324 8.95 

1. Bands (Music) I. Middleton, James A., 

4925- joint author. I. Title. 

Prepared from C.I.P. 


=BUERKLE, Jack 
Vincent, 1923- 
Bourbon street black; the New Orleans 
Black jazzman [by] Jack V. Buerkle and 
Danny Barker. London, New York Oxford 
University Press [1974] xi, 244 p. illus. 21 
cm. Includes bibliogrgphical references. 
[ML3561.J3B9] 73-77926 ISBN 0-19- 
501832-X 7.95 (pbk.) 
1. Jazz musicians. 2. Music—Louisiana— 
New Orleans. 3. Negro musicians. I. 
Barker, Danny, joint author. 


GERIG, Reginald, 
1919- 

Famous pianists & their technique [by] 
Reginald R. Gerig. Washington, R. B. Luce 
[1974] xvi, 560 p. illus. 24 cm. 
3ibliography: p. 519-542. [ML700.G44] 
73-18804 ISBN 0-88331-066-X 17.95 

1. Pianists. 2. Piano music—tInterpretation 
‘Phrasing, dynamics, etc.) I. Title. 


NES Hampton, 786.1'092’4 B 
928- 

Raise up off me /by Hampton Hawes and 
Don Asher. New York : ede McCann 
& Geoghegan, [1974] 179 p. ; 22 cm. 
"ML417.H27A3] 73-93765 ISBN 0-698- 
10590-7 : 7.95 

1. Hawes, Hampton, 1928- 2. Musicians— 
Correspondence, reminiscences, ete. 
Asher, Don, joint author. II. Title. 


ZIMMERMAN, Alex H. 786.21 
Basic piano for the college student [by] 
Alex H. Zimmerman, Russell Hayton, 
~and] Dorothy Priesing. 2d ed. Dubuque, 
Iowa, W. C. Brown [1974] ix, 202 p. illus. 
28 cm. [MT222.Z688B4] 73-85345 ISBN 
2-697-03629-4 5.95 (pbk.) 

1. Piano—Methods I. Hayton, Russell, 
joint author IL. Priesing, Dorothy, joint 
‘author. II. Title. 

L.C. card no. for original ed.: 69-13313. 


“PAGE, Cleveland L. * 786.3041 
The laboratory piano course; for laboratory 
or conventional class instruction, by 
Cleveland L. Page. New York, Dodd, 
Mead xi, 131 p. illus 30 cm. [MT220] 73- 
15385 ISBN 0-396-06899-5 6.50 (pbk. 
Book 1) 


785°.06°707 


785.420976335 


786.1°092'2 B 


i. Piano—Instruction and study— 
Laboratory manuals. I. Title. 
Includes instructor’s manual. 
e 
*SILVERMAN, Jerry. 787.61 


Jerry Silverman's folk guitar method. New 
York, Grosset & Dunlap [1974] 199 p. 
illus. 28 cm. [MT582] 73-22733 ISBN 0- 
448-11641-3 4.95 (pbk.) 

1. Guitar—Methods. T. Title. 


DAVIS, Bob, 1947- 787’.61’0712 
The $0 cent guitar book / Bob Davis & 
John Adams, [illustrator]. New ee 
Flash Books, 1974, 91, [3] p.« col. ill. 

cm. In comic strip format. Includes a. 
Bibliography and discography: p. [92] 
[MT580.D35] 74-82274 ISBN 0-8256- 
3050-9 pbk. : 3.95 

i. Guitar—instruction and study. I 
Adams, John, 1948- itl IL Title. 
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*MALCADY, Antoinette 
O. comp. 

Record and tape reviews index. 

The 1973 edition is now available from 

Scarecrow Press, Metuchen, N.J. at 20.00. 

ISBN 0-8108-0720-3. L.C. card no: 72- 

3355. 


789.9131016 


Sports 790-799 


RUDOLPH, Nancy. 790.068 
Workyards; play spaces planned for 
adventure. New York, Teachers College 
Press, Columbia University [1974] p. 
[GV464.R82] 74-5187 5.95 (pbk.) 

1. Playgrounds. I. Title. 

Prepared from C.I.P. 


ADAMSON, Joseph. 790.20922 
Groucho, Harpo, Chico, and sometimes 
Zeppo; a history of the Marx Brothers and 
a satire on the rest of the world. New 
York, Simon and Schuster, [1974 c1973] 
464 p. illus. 22 cm. (A Touchstone book) 
Bibliography: p. 447-451 [PN2297.M3A4] 
72-87944 ISBN 0-671-21910-3 3.95 (pbk.) 

1. Marx Brothers. I. Title. 


SPADA, James. 790.2°092’4 
Barbra, the first decade : the films and 
career of Barbra Streisand / by James 
Spada. ist ed. Secaucus, N.J. : Citadel 
Press, [1974] 223 p : ill ; 29 cm. 
[ML420. $91586] 73-90957 ISBN 0-8065- 
0406-4 : 12.00 

1. Streisand, Barbra. I. Title. 


HOPE, Bob, 1903- 791°.092'°4 
The last Christmas show / by Bob Hope, 

as told to Pete Martin. lst ed. ay 
City, N.Y. : Doubleday, 1974. p. cm. 

[PN2287. H63A32] 74-16384 ISBN 0-385- 

07263-5 : 8.95 

1l. Hope, Bob, 1903- 2. Soldiers— 

Recreation. I. Martin, Thornton, 1901- II. 
Title. 

Prepared from C.I.P. 


BROSNAN, John. 791.4302 
Movie magic; the story of special effects in 
the cinema. New York, St. Martin’s Press 
[1974] 285 p. illus. 25 cm. Bibliography: p. 
[273] [TR858.B78] 73-77760 10.95 
1. Cinematography, Trick. I. Title. 


BERGMAN, Ingmar, 791.43°0233°0924 
1918- 

Bergman eon Bergman; interviews with 
Ingmar Bergman by Stig Bjorkman, 
Torsten Manns [and] Jonas Sima. 
Translated from the Swedish by Paul 
Britten Austin. New York, Simon and 
Schuster (1974, c1973] ne p. illus. 25 cm. 


”Filmography’ 269-285. 
[PN1998.A3B461313 19730] 73-13391 
ISBN 0-671-21719-4 9.95 

I Bjorkman, Stig, 1938- H. Manns, 


Torsten, 1923- If. Sima, Jonas, 1937- IV. 
Title. ° 


BUACHE, Freddy. 791.43°0233°0924 
The cinema of Luis Bunuel; translated 
[from the French] by Peter Graham. 
London, Tantivy Press; New York, A. S. 
Barnes, 1973. 207 p. illus., ports. 16 cm. 
(The International film guide series) 
Translation of Luis Bunuel. Includes 
bibliographical references and index. 
[PN 1998.A3B757]3] 72-5183 ISBN 0-498- 
01302-2 (Barfes) 2.95 (pbk.) 

I. Bunuel, Luis, 1900- I. Title. 


WILLIS, Donald 791.43°0233'0924 B 
C 


The films of Frank Capra, by Donald C. 
Willis. Metuchen, N.J., Scarecrow Press, 


1974. vi, 214 . illus. 23 cm. 
[PN1998.A3C268] 74-13545 ISBN 0-8108- 
0765-3 7.50 

1. Capra, Frank, 1897- I. Title. 
BARBOUR, Alan 791.43°028'0924 B 
Humphrey Bogart / by Alan G. Barbour ; 
general editor, Ted Sennett. New York : 
Galahad Books, [1974] c1973. 160 p. : ill. ; 
22 cm. (The pictorial treasury of film stars) 
Originally published by Pyramid 
Publications, New York. Includes index. 
Bibliography: p. 140. [PN2287.B48B3 
1974] 73-90216 ISBN (-88365-163-7 : 
4.95 

1. Bogart, Humphrey, 1899-1957. 


BARBOUR, Alan 
G 


John Wayne / by Alan G. Barbour ; 
general editor, Ted Sennett. lst ed. New 
York : Pyramid Publications, 1974. 160 p. 
il. ; 20 cm. (A Pyramid illustrated 
history of the movies) Includes index. 
"Films of John Wayne”: p. 139-153. 
[PN2287.W36B37] 74-1568 ISBN 0-515- 
03481-9 pbk. : 1.75 
1. Wayne, John, 1907- 


BERGMAN, Andrew. 791.43°028'0924 
James Cagney / by Andrew Bergman. 
New York : Galahad Books, [1974] c1973. 
156 p. : ill. ; 22 cm. (The Pictorial treasury 
of film stars) Includes index. Bibliography: 
p. 142. [PN2287.C23B4 1974] 73-90215 
ISBN 0-88365-162-9 : 4.95 
1. Cagney, James, 1899- 
BOJARSKI, 791.43°028'0924 
Richard. 
The films of Boris Karloff / by Richard 
Bojarski and Kenneth Beale. ist ed. 
oo N.J. : Citadel Press, [1974] 287 
p. : il. ; 29 ‘cm. [PN2287. K25B6] 71- 
147832 ISBN 0-8065-0396-3 : 12.00 
1. Karloff, Boris, 1887-1969. I. Beale, 
Kenneth, joint author. IT, Title. 


CROCE, Arlene. 791.43°028°0922 
The Fred Astaire & Ginger Rogers book / 
Arlene Croce. New York : Galahad Books, 
[19742] c1972. 191 p. : ill. ; 22 cm. First 
published by Outerbridge & Lazard, New 
York. [GV1785.A83C76 1974] 73-87043 
ISBN 0-88365-099-1 : 9.95 

1. Astaire, Fred. 2. Rogers, Ginger, 1911- 
3. Dancing. I. Title. 


DRUXMAN, 
Michael B., 1941- 

Basil Rathbone : his life and his films / 

Michael B. Druxman. South Brunswick, 

NJ. : A. S. Barnes, [1974] p. cm. 

[PN2598.R35D7] 74-3611 ISBN 0-498- 

01471-1 : 10,00 

1. Rathbone, Basil, 1892-1967. 

Prepared from C.I.P. 


791.43°028'0924 B 


791.43°028°0924 B 


EYLES, Allen. 791.43°028'0924 B 
John Wayne and the movies / Allen Eyles. 
South Brunswick : A. S. Barnes, [1975] p. 
cm. Includes index. Filmography: p. 
[PN2287.W454E9] 73-13191 ISBN 0-498- 
01449-5 : 15.00 

I. Wayne, John, 1907- I. Title. 

Prepared from C.I.P. 


JORDAN, Rene. 791.43°028'0924 
Marlon Brando / by Rene Jordon ; general 
editor, Ted Sennett. New York : Galahad 


Books, [1974] c1973. 157 p. : ill. ; 22 cm. 
(The Pictorial treasury of film stars) 
Includes index. Bibliography: 149. 


[PN2287.B683J6° 1974] 73-90213 ISBN 0- 
88365-161-0 : 4.95 
1. Brando, Marlon. 
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LENNIG, Arthur. 791.43°028'0924 B 
The Count : the life and films of Bela 
“Dracula” Lugosi / Arthur Lennig. New 
York : Putnam, [1974] 347 p. : ill. ; 24 em. 
Includes index. Filmography: p. [319]-338. 
[PN2859. H86L835] 73-93735 ISBN 0-399- 
11340-1 : 10.00 

i. Lugosi, Bela, 1882-1956. I. Title. 


MARILL, Alvin H. 791.43°028°0924 
Katharine Hepburn / by Alvin H. Marill ; 
general editor, Ted Sennett. New York : 
Galahad Books, [1974] c1973. 160 p.°: ill. ; 
22 cm. (The Pictorial treasury of film 
stars) Includes index. Bibliography: p. 140- 
141. [PN2287.H45M3 1973} 73-90219 
ISBN 0-88365-166-1: 4.95 ` 
1. Hepburn, Katharine, 1907- 


*MARX, Arthur. 791.43°028°0922 B 
Everybody loves somebody sometime 
(especially himself; the story of Dean 
Martin and Jerry Lewis. New York, 
Hawthorn Books [1974] 288 p. illus. 24 
cm. Bibliography: p. 279. [PN1998.] 73- 
14235 ISBN 0-8015-2430-X 9.95 

1. Martin, Dean. 2. Lewis, Jerry. I. Title. 


MELLEN, Joan. 791.437028'0924 
Marilyn Monroe / by Joan Mellen. New 
York : Galahad Books, [1974] c1973. 157 
p. : ill. ; 22 cm. (The Pictorial treasury of 
film stars) Includes index. Bibliography: p. 
147-149. [PN2287.M69M4 1974] 73- 
90218 ISBN 0-88365-165-3 : 4.95 

1. Monroe, Marilyn, 1926-1962. 


PARISH, James 791.43°028'0922 
Robert. 

Hollywood's great love teams / by James 
Robert Parish ; editor, T. Allan Taylor ; 
research associates, John Robert Cocchi, 
Florence Solomon. New Rochelle, N.Y. : 
Arlington House Publisher, [1974] p. cm. 
[PN1998.A2P392] 74-23850 ISBN 0- 
87000-245-7 : 14.95 

1. Moving-picture actors and actresses— 
United States. I. Title. 

Prepared from C.I.P. 


*SPRINGER, 
John. 

They had faces then; super stars, stars, and 

starlets of the 1930’s, by John Springer 

and Jack Hamilton. Secaucus, N.J., Citadel 

Press [1974] 342 p. illus. 31 cm. [PN1998] 

73-90954 ISBN 0-8065-0300-9 19.95 

1. Moving picture actors and actresses— 

Biography. I. Hamilton, Jack, joint author. 

If. Title. 


STINE, Whitney, 
1930- - 
Mother Goddam : the story of the career 
of Bette Davis / by Whitney Stine ; with a 
running commentary by Bette Davis. New 
York : Hawthorn Books, [1974] 374 p. : ill. 
; 25 cm. Includes index. Filmograp! hy: p. 
343-360. [PN2287.D32S7 1974] 73- 10265 
12.95 
1. Davis, Bette, 
1908- IT. Title. 


VERMILYE, Jerry. 791.43°028'0924 
Bette Davis / by Jerry Vermilye ; general 
editor: Ted Sennett. New York : Galahad 
Books, [1974] c1973. 158 p. : ill. ; 22 cm. 
(The Pictorial treasury of film stars) 
Includes index. Bibliography: p. 134. 
[PN2287.D32V4 1974] 73-90220 ISBN 0- 
88365-167-X : 4.95 

I. Davis, Bette, 1908- 


APPELBAUM, Stanley. 791.4302922 
Silent movies, a picture quiz book : with 
212 stills from Culver Pictures, inc. / 
Stanléy Appelbaum. New York : Dover 
Publications, 1974. ca. 150 p. : chiefly ill. ; 


791.43°028'0922 [B] 


791.43°028°0924 


1908- I. Davis, Bette, 
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24 cm. Includes indexes. [PN1993.85.A6 
1914] 74-188839 ISBN 0-486-23054-6 pbk. 
: 2.50 
1. Moving-pictures, Silent—Miscellanea. I. 
Title. 


HALLIWELL, Leslie. 791.4303 
The filmgoer’s companion / Leslie 


Halliwell. 4th ed., entirely rev., reset and 
much enl. New York : Hill and Wang, 
[1974] xi, 873 p. : ill. ; 26 cm. Includes 
index, (BN1993, 45.H3 "1974] 74-185464 
ISBN °0-8090-4484-6 : 25.00 

1. Moving-pictures—Dictionaries. I. Title. 


*ROBINSON, David. 791.4309 
The history of world cinema. New York, 
Stein & Day [1974 c1973]. xi, 440 p. illus., 
23 cm. "Selected filmographies [TR848] 
ISBN 0-8128-1753-2 4.95 (pbk.} 

i. Moving pictures—History. I. Title. 
L.C. card no. for original edition: 
187546. 


HASKELL, Molly. 79 1.43°0909°352 
From reverence to rape; the treatment of 
women in the movies. [Baltimore], Penguin 
Books [1974, c1973] xiv, 388 p. illus. 20 
cm. [PN1995.9.W6H3] ISBN 0-14-003946- 
5 3.95 (pbk.) 

J. Women in moving-pictures. I. Title. 
L.C. card number for original ed.: 
91580. 


QUIRK, Lawrence J. 791.43°0909354 
The great romantic films / Lawrence J. 
Quirk. ist ed. Secaucus, N.J. : Citadel 
Press, [1974] 224 p. : ill ; 29 cm. 
(PN 1995.9.L6Q5 1974] 73- 90956 ISBN 0- 
8065-0401-3 : 12.00 

1. Love in motion pictures. I. Title. 


CAWKWELL, Tim. 791.43°092'2 
The world encyclopedia of the film / 
associate editors, John M. Smith and Tim 
Cawkwell. New York : Galahad Books, 
[1974] c1972. ix, 444 p. : ill. ; 29 cm. 
Authors’ names appear in reverse in earlier 
ed. which was published under title: The 
world encyclopedia of film. Includes index. 
[PN1998.A2C38 1974] 73-90832 ISBN 0- 
88365-133-5 : 25.00 

L Moving-pictures—Biography— 
Dictionaries. I. Smith, John Milton, joint 
author. IIL Title. 


PICKARD, Roy. 791.43°092’2 
A companion to the movies, from 1903 to 
the present day : a guide to the leading 
players, directors, screenwriters, 
composers, cameramen and other artistes 
who have worked in the English-speaking 
cinema over the last seventy years / by 
Roy Pickard. New York : Hippocrene 
Books, 1974, c1972. 287 p., [8] leaves of 
plates : ill. ; 21 cm. Includes index. 
[PN1993.45.P48 1974] 74-76616 ISBN 0- 
88254-261-3 ; 8.95 

1. Moving-pictures—Dictionaries. I. Title. 


STEEN, Mike. 791.43°092’2 B 
Hollywood speaks; an oral history. New 
York, Putnam [1974] 379 p. 23 cm. 
Biographical interviews. [PN1998.A2S66] 
73-78617 ISBN 0-399-11162-X 8.95 

re Moving-pictures—United — States— 
Biography. 2. Moving-picture industry— 
United States. I. Title. 

Contents omitted. 


*ANOBILE, Richard J., 
comp 

The Maltese Falcon, edited by Richard J. 

Anobile. New York, Universe Books 

[1974] 256 p. illus. 29 cm. [PN1997] 74- 

77059 ISBN 0-87663-206-1. 11.95 

A ad Maltese falcon (Motion picthre) I. 
Ytle. 
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791.43°7 


GOLDNER, Orville. 791.43'°7 
The King Kong book : the story behind a 
film classic / Orville Goldner and George 
E. Turner. oe Brunswick : A. S. Barnes, 
[1974] pP. cm. Includes index. 
[PN1997.K437G6] 74-18 ISBN 0-498- 
01510-6 : 15.00 

1. King Kong (Motion picture) I. Turner, 
George, 1925- joint author. II. Title. 
Prepared from C.I.P. 


TRAVERS, Peter. 791.43°7 
The story behind The Exorcist / Peter 
Travers and Stephanie Reiff. New York : 
Crown Publishers, [1974] 245 p. : ill. ; 24 
cm. Includes index. [PN1997.E95T7] 74- 
80297 ISBN 0-517-5:656-X : 6.95 

1. The Exorcist. [Motion picture] I. Reiff, 
Stephanie, joint author. I. Title. 


FREEMAN, Dorothy 
Rhodes. 
VIP who work with sight and sound, by 
Dorothy Freeman, Margaret Westover 
[and] Willma Willis. Illustrated by Marinus 
Welman. Chicago, Childrens Press [1974] 
p. cm. (Very important people series) ”An 
Elk Grove book.” Describes careers in the 
communications media dealing with sight 
and sound. [PN1992.55.F7] 74-690 ISBN 
0-516-07458-X 5.99 (lib. bdg.) 
i. Television as a profession—Juvenile 
literature. 2. Radio as a _ profession— 
Juvenile literature. I. Westover, Margaret, 
joint author. IL Willis, Willma, joint 
author. IH. Welman, Marinus, illus. IV. 
Title. 
Prepared from C.I.P. 


NEWCOMB, Horace. 791.45°0973 
TV: the most popular art. Ue ed.] Garden 
City, N.Y., Anchor Press, 1974. 272 p. 18 
cm. Bibliography: p. [265]-266. 
[PN1992.5.N4] 74-3559 ISBN 0-385- 
03602-7 2.50 (pbk.) 

I. Television programs—United States. 2. 
Television broadcasting—Social aspects. I. 
Title. 


*KAHAN, Stanley. 792 
A director’s workbook [by] Stanley Kahan 
[and] Harry E. Stiver. Dubuque, Iowa, W 
C. Brown Co., [1974] xi, 211 p. 28 cm. 
[PNi701} ISBN 0-697-04253-7 5.50 
(pbk.) 

1. Drama—Study and teaching. I. Stiver, 
Harry E. IT. Title. 


791.45°023 


PICKERING, Kenneth. 792 
Investigating drama / [by] Kenneth 
Pickering with Bill Horrocks and David 
Male ; illustrations by Margaret Maisey. 
London : Allen and Unwin, 1974. 3-148 p. 
ill., facsims., plans ; 22 cm. Label 
mounted on tp: Available from 
International Publications Service, New 
York. Includes bibliographical references. 
[PN1657.P5] 74-186979 ISBN 0-04- 
372011-0 pbk. : 5.00 
1. Drama. 2. Theater. I. Horrocks, Bill, 
Joint author. I. Male, David, joint author. 
III. Title. 


LITTLE, Stuart W. 792’.0232°0924 
Enter Joseph Papp : in search of a new 
American theater / Stuart W. Little. New 
York : Coward, McCann & Geoghegan, 
[1974] 320 p. ; 24 cm. Includes index. 
{PN2287.P23L5 1974] 73-93761 ISBN 0- 
698-10593-7 : 8.95 

1. Papp, Joseph. I Title. 


MARKER, Lise-Lone, 792’.0233'0924 


1934- 
David Belasco; naturalism in the American 
theatre. [Princeton, N.J.] Princeton 
University press [1974] p. cm. 


AMERICAN BOOK PUBLISHING RECORD 


Bibliography: p. [PN2287.B4M37] 74-2970 
ISBN 0-691-04626-3 12.00 

1. Belasco, David, 1853-1931. 

Prepared from C.I.P. 


GRAY, Farnum. 7927.028 
Liberating education; psychological 
learning through improvisational drama 
[by] Farnum Gray & George C. Mager. 
Berkeley, Calif, McCutchan Pub. Corp. 
[1974, c1973] vi, 202 p. 24 cm. 
Bibliography: p. 201-202. [PN3171.G67] 
73-7240 ISBN 0-8211-0609-0 9.50 

i. Drama in education. I. Mager, George 
C., joint author. Il. Title. 


HODGSON, John Reed. e 792.028 
improvisation [by] John Hodgson and 
Ernest Richards. [2d  ed.] London, 
Methuen [1974, cl1966] xi, 209 p. diagrs. 
21 rit Bibliography: p. [204]. [PN2061.H6 
1974 

I. Acting. I. Richards, Ernest, joint author. 
IL. Title. 


L.C. card no. for original ed.: 66-74459 


Distributed by Barnes & Noble, New 
York, for 8.00; 3.50 (pbk.). ss 

*PRONKO, Leonard Cabell 792.095 
Theater East and West; perspectives 


toward a total theater 

1974 edition is available from University of 
California Press, Berkeley, for 3.85. ISBN 
0-520-02622-5. L.C. card no.: 67-22176 


*NATHAN, George Jean, 
1882-1958. 

The theatre book of the year. 
The reprint volume for the years 1945- 
1946 is currently available from Farleigh 
Dickinson University, Rutherford, N.J. for 
10.00. ISBN 0-8386-1174-5. L.C. card no.: 
75-120099. 


GRIGORIEV, Sergey 
Leonidovich. 

The Diaghilev ballet, 1909-1929 / by S. L. 
Grigoriev; Translated and edited by Vera 
Bowen. Brooklyn, N.Y. : Dance Horizons, 
[1974?] c1953. x, 289 p. : ill. ; 21 cm. (A 
Dance horizons republication) Reprint of 
the ed. published by Constable, London. 
Includes index. [GV1785.D5G72 1974] 74- 
76556 ISBN 0-87127-047-1 : 5.95 

i. Diagiley, Sergei Pavlovich, 1872-1929. 
2. Ballet—History. I. Title. ° 


792.0973 


792.8°0924 


TAPER, Bernard. 792.8°092'4 B 
Balanchine : a biography / b¥ Bernard 
Taper. Rev. and updated. New York : 
Macmillan, 1974. 406 p. : ill. ; 24 cm. 
Appendix (p. 375-395): A chronological 
list of Balanchine’s ballets—Musicals with 
choreography by  Balanchine.—Motion 
pictures with choreography by Balanchine. 
Includes index. [GV1785.B32T3 1974} 73- 
18767 8.95 

1, Balanchine, George. 2. Ballet. 


J 

*ERNEST, Earle. 792.915 
The Kabuki theatre. Honolulu, University 
Press of Hawaii [1974] xxvii, 296 p. illus. 
24 cm. “An East-West Center book.” 
Bibliography: p. 288-290. [PN2924.5.K3] 
73-91460 ISBN 0-8248-0319-1 4.95 (pbk.) 
1. Kabuki I. Title. 


BAKER, Jim. 793 
How to be a kid again. (Worthington, 
Ohio] Heartland House [1974] [93] p. illus. 
18 cm. "A Heartland House memory 
book.” [GV1203.B22] 74-76723 ISBN Q- 
914482-07-6 1.50 (pbk.). 

1. Games—Miscellanea. I. Title. 
Publisher’s address: P.O. Box 149, 210 
Hardy Way, Worthington, Ohio 43085. 
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MEYER, Jerome Sydney, 1895- 793 
The big book of family games : the most 
complete treasury of fun-filled games and 
activities for family and friends / by 
Jerome Meyer. New York : Galahad 
Books, [1974] c1967. 191 p. : ill. : 22 cm. 
Originally published by Hawthorn Books, 
New York. [GV1229.M37 1974] 73-81630 
ISBN 0-88365-049-5 : 4.95 

1. Games. 2. Family recreation. I. Title. 


HAMBLY, Wilfrid Dyson, 793.31 
1886- 

Tribal dancing and social development / 
by W. D. Hambly ; with a pref. by Charles 
Hose. Brooklyn, N.Y. : Dance Horizons, 
[19747] 236 p. : ill. ; 21 cm. (Dance 
horizons series) Reprint of the 1926 ed. 
published by H. F. G. Saad 
London. Includes index. Bibliography: p. 
281-292. [GV16Q5.H35 1974] 74-76683 
ISBN 0-87127-049-8 : 5.95 

1. Folk dancing. 2. Music, Primitive. 3. 
Society, Primitive. I. Title. 


MARTIN, Gyorgy. 793.3°1439 
Hungarian folk dances / by Gyorgy Martin 
; [translated by Rudolf Fischer]. [Budapest] 
: Corvina Press, 1974. 81 p., [24] leaves of 
plates : ill. (16 col.) ; 20 cm. (Hungarian 
folk art ; 7) Translation of A magyar nep 
tancai. Label mounted on t.p: Available 
from: International Publications Service, 
Collings, inc., 114 East 32nd Street, New 
York, N.Y. 10016. Bibliography: p. 77-78. 
(NK1035.H8H84 vol. 7] [GV1688.H8] 74- 
188808 7.50 

1. Folk dancing, Hungarian. I. Title. I. 
Series. 


LEXOVA, Irena. 793.3'1932 
Ancient Egyptian dances / Irena Lexova ; 
with drawings made from reproductions of 
ancient Egyptian originals by Milada 
Lexova ; translation by K. Haltmar. 
Brooklyn, N.Y. : Dance Horizons, [19747] 
84, [95] p. : 78 ill. ; 21 cm. (D 
horizons series ; 48) Translation of O 
staroegyptskem tanci. Reprint of the 1935 
ed. published by the T Institute; 
Prague. Bibliography: 5-77. 
[GV1613.L413 1974] 34- 76557 ISBN 0- 
87127-048-X pbk. : 4.95 

L Dancing—Egypt. 2. Egypt—Social life 
and customs. 3. Dancing (in religion, folk- 
lore, etc.) I. Title. 


*BUSSELL, Chloma C. 793.3°2 
A light fantastic. New York, Exposition 
Press, [19074] 59 p. 21 cm. [GV1753] ISBN 
0-682-47860-1 3.50 
1, Dancing. I. Title. 


*ELLFELDT, Lois. 793.33 
This is ballroom dance, [by] Lois Ellfeldt 
[and] Virgil L. Morton. Illustrated by 
Hilda Sachs. Palo Alto, California, 
National Press Books, [1974]. vi, 144 p. 
illus. 23 cm. [GV1751] 73-84770 ISBN Ô- 
87484-244-1 1.95 (pbk.) 

1. Ballroom dancing. I Mortom Virgil L. 
joint author. IT. Title. 


SCHWARTZ, Edmund I. 793.73203 
Funk & Wagnalls crossword puzzle word 
finder / Edmund [. Schwartz, Leon F. 
Landovitz. New York : Funk & Wagnalls, 
[1974] p. cm. [GV1507.C7S24] 74-22450 
ISBN 0-308-10126-X : &95 

1. Crossword puzzles—Glossaries, 
vocabularies, etc, I Landovitz, Leon F, 


1932- joint* author. H. Title. IH. Title: 
Crossword puzzle word finder. 

Prepared from C.I.P. 

AMBINDER, Gerald E. 793.774 


Puzzlement : [damn 


tough puzzles] / 
Gerald E. Ambinder. 


Danbury, Conn. : 


ance - 


Rampage ; New York : distributed by 
Hippocrene Books, [1974] 58 p. : ill. ; 17 
cm. [QA95.A48 1974] 74-81291 ISBN 0- 
914690-01-9 pbk. : 1.95 

1. Mathematical recreations. L Title. IT. 
Title: Damn tough puzzles. 


HURWITZ, Abraham B. 793.74 
Number games to improve your child's 
arithmetic / Abraham B. Hurwitz, David 
T. Epstein, Arthur Goddard. New York : 
Funk & Wagnalls, [1975] p. cm. Includes 
index. [QA95.H89 1975] 74-2384% ISBN 
0-308-10162-6 : 6.95 

L Mathematical recreations. 2. 
Arithmetic—Study and teaching. L 
Epstein, David T., joint author. ID. 
Goddard, Arthur, joint author. ITT. Title. 
Prepared from C.I.P. 


RICE, Trevor. 793.74 
Mathematical games and puzzles. New 
York, St. Martin’s Press [1974, c1973] 95 
p. illus. 21 cm. Bibliography: p. : 
Presents in text and diagrams more than 
forty games and puzzles that demanstrate 
mathematical principles. [QA95.R5 1974] 
74-79958 5.95 

1. Mathematical recreations. I. Title. 


ELLIOTT, Bruce. 793.8 
The best in magic / Bruce Elliott ; 
illustrated by Louis Ravielli. New York : 
Galahad Books, [1974] c1956. viii, 246 p. : 
ill. ; 22 cm. Originally published by 
Harper, New York. Includes index. 
[GV1547.E515 1974] 73-87038 ISBN 0- 
88365-096-7 : 5.95 

1. Conjuring. I. Title. 


CANNELL, John 793.80924 B 
Clucas. 

The secrets of Houdini, by J. C. Cannell. 

London, Hutchinson. Detroit, Gale 

Research Co., 1974. 279 p. illus. 22 cm. 

Facsim. rep rint of the 1931 ed. 


[GV1545. HEC3 1931a] 74-10523 ISBN 0- 
8103-3725-8 14.00 


1. Houdini, Harry, 1874-1926. 2. 
Conjuring. I. Title. 
*ROBINSON, Robert. 794.1 


The art and science of chess; a step-by-step 
approach, [by] Robert Robinson [and] 
Raymonds Edwards. New York, Harper & 
Row, [1973 i.e.1974] 137 p. illus. 22 cm. 
[GV1447] 73-7451 ISBN 0-06-013578-6. 
7.95. 

1. Chess. I. Edwards, Raymonds, joint 
author. II. Title. 


KEENE, Raymond D. 
Aron Nimzowitsch, 1886-1935 : a 
reappraisal / Raymond Keene. Ist. 
American ed. New York : D. McKay Co., 
1974. xi, 334 p. : ill. ; 23 cm. Includes 
index. [GV1439.N5K43 1974b] 74-76972 
ISBN 0-679-13040-3 : 15.00 

1. Nimzowitsch, Aron, 1886-1935. 2. 
Chess—Collections of games. i 
Nimzowitsch, Aron, 1886-1935. 


*KERES, Paul 7947123 
Practical chess endings translated by John 
Littlewood Garden City, New York, 
Doubleday, 1974 262 p. illus. 23 cm. 
Ne 73-22051 ISBN 0-385-06710-0 
9.9 

1. Chess. I. Title. 


CHESS review. 794.175 
Solitaire chess / edited by }. A. Horowitz. 
New York : Galahad Books, [1974] c1962. 
128 p. : ill. ; 22 cm. "The game, examples 
were chosen from the pages of Chess 
review.” [GV1452.C52 1974] 73-31633 
ISBN 0-88365-061-4 : 3.50 
i. Chess—Cpllections 


794.1°092°4 


of games. T. 
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Horowitz, Israel Albert, 1907-1973, ed. IT. 
Title. 


MEDNIS, Edmar, 1937- 794.1°59 
How to beat Bobby Fischer / Edmar 
Mednis ; introd. by Robert Byrne. New 
York : Quadrangle/New York+Times Book 
Co., [1974] p. cm. [GV1439.F5M42 1974] 
74-77932 ISBN 0-8129-0469-9 : 7.95 


J. Fischer, Bobby, 1943- 2. Chess— 
Collections of games. I. Title. 

Prepared from C.I.P. . 
BERGER, Gene. 794.6 


Bowling for everyone [by] Gene Berger, 
with Nancy Bogen. Photos. by Robert E. 
DiMilia. Line drawings & diagrs. by 
Emmett McConnell. New York, Barnes & 
Noble [1974, c1973}] 157 p. illus. 21 cm. 
[GV903.B47 1974] ISBN 0-06-463419-1 
1.75 (pbk.) 

i. Bowling. I. Bogen, Nancy, 1932- II. 
Title. 

L.C. card no. for original ed.: 72-90761. 


WEBER, Dick. 794.6 
The champion’s guide to bowling. edited 
by George Sullivan. New York, 
Cornerstone Library [1974, c1964] 125 p. 
illus. 21 cm. [GV903.W35] 1.95 (pbk.) 

1. Bowling. I. Title. 

L.C. card no. for original ed.: 64-11637. 


*GIBSON, Walter. 795.1 
Backgammon; the way to play and win. 
New York, Barnes & Noble [1974] 144 p. 
20 cm. (Everyday handbooks) [GV1469] 
ISBN 0-06-463388-8. 1.95 (pbk.) 

1. Backgammon. I. Title. 


MEREDITH, Scott. 795.1 
The winner's guide to dice [by] Jobn 
Savage. New York, Grosset & Dunlap 
[1974] xiv, 143 p. illus. 22 cm. 
[GV1303.M47] 74-855 ISBN 0-448-11775- 
4 7.95 

1. Dice. I, Title. 


BERNDT, Fredrick. 795°.3 
The domino book : games, solitaire, 
puzzles / by Fredrick Berndt. Nashville : 
T. Nelson, [1974] p. cm. [GV467.B47] 74- 
10267 ISBN 0-8407-6401-4: 5.95 

1. Dominoes. 1. Title. 

Prepared from C.I.P. 


*GOREN, Charles H. 795.415 
Goren on play and defense all of play: the 
technique, the logic and the challenge of 
master bridge by Charles H. Goren New 
York Doubleday [1974] [xii] 489 p. illus., 
24 cm. [GV1282] 73-16506 ISBN 0-385- 
01503-8 9.95 

1. Contract bridge. I. Title. 


*KANTAR, Edwin B. 795.415 
Complete defense bridge play, [by] Edwin 
B. Kantar. 1975 edition Hollywood, Calif., 
Wilshire Book, [1974] 528 p. 28 cm. 
[GV1282.3] ISBN 0-87980-287-1 10.00 
(pbk.) 

1. Contract bridge. I. Title. 


LAVINTHAL, Hy, 1894- 
1972. 

Defense strategy in bridge : featuring suit- 
preference signals / by Hy Lavinthal ; arr., 
edited, and with quizzes added by George 
S. Coffin. New York : Dover Publications, 
1974. 192 p. : ill. ; 21 cm. Revision of the 
1963 ed. published by G. Coffin, Waltham, 
Mass., under title: Defense tricks. 
[GV1282.3.L297 1974] 73-88334 ISBN 0- 
486-23010-4 pbk. : 2.00 

1. Contract bridge. I. Coffin, 
Sturgis, 1903- II. Title. 


795.415 


George 
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STEIG, Irwin, 1901- 795.418 
Play gin to win / by lwin Steig. New 
York : Galahad Books, [1974] c1971. 142 
p. :-ill, ; 22 cm. [GV1295.R887 1974] 73- 
82289 ISBN 0-88365-079-7 : 3.95 

1. Rummy (Game) I. Title. 


EINSTEIN, Charles. 7195.42 
How to win at blackjack : the Einstein 
system. / by Charles Einstein. 1969 ed. 
New York : Galahad Books, [1974] c1968. 
93 ps; 22 cm. Originally published by 
Cornerstone Library, New York. 
(GV1295.B55E35 1974} 73-82291 ISBN 0- 
88365-081-9 : 3.50 

1. Blackjack (Game) I. Title. 


BRADY, John Joseph, 1942- 
comp. 

Sports literature, edited by John Brady and 
James Hall. New York, McGraw-Hill 
[1974, cl1975] vii, 267 p. 23 cm. (Patterns 
in literary art) An anthology exploring the 
athletic experience through poetry, essays, 
and stories written by sports columnists, 
literary figures, and athletes themselves. 
[GV707.B68] 74-9910 ISBN 0-07-007085- 
7 3.44 (pbk.} 

J. Sports stories. I. Hall, James Phillip, 
1942- joint comp. IT. Title. 


MASIN, Herman L., 
1913- 

The funniest moments in sports / Herman 
L. Masin; ‘illustrated by Kevin Callahan. 
New York : M. Evans ; Philadelphia : 
distributed by Lippincott, [1974] 125 p. : 
ill. ; 22 em. [GV707.M34] 73-86219 ISBN 
0-87131-133-X : 4.95 

1. Sports—Miscellanea. I. Title. 


BETTS, John Rickards, 
1917-1971. 
America’s sporting heritage, 1850-1950 / 
John Rickards Betts. Reading, Mass. : 
Addison-Wesley Pub. Co., [1974] xv, 428 
p. : ill. ; 25 cm. (Addison-Wesley series in 


796 


796.0207 


796.0973 


social significance of sports) Includes 
index. Bibliography: : 401-409. 
[GV583 B47] 73-10590 ISBN 0-201- 
00557-3 : 9.95 

1. Sports—United States—History. I. Title. 
SEVERN, William. 796.0973 


A carnival of sports; spectacles, stunts, 
crazes, and unusual sports events, by Bill 
Severn. New York, D. McKay Co. [1974] 
x, 182 p. illus. 27 cm. Traces the history of 
unusual sports spectacles in the United 
States describing a variety of marathons, 
stunts, and tests of physical strength and 
skill. [GV583.S48] 73-92070 ISBN 0-679- 
20280-3 9.95 

il Sports—United 
Miscellanea. I. Title. 


States—History— 


MIERS, Earl Schenck, 796.323 
1910- 


Basketball Rev. ed. New York, Grosset & 


. Dunlap (1974, c1969] [158] p. illus. 24 cm. 


[GV883.M5] 74-3866 ISBN 0-448-11805- 
X 2.95 (pbk.) 

I. Basketball—Juvenile literature. I. Title. 
or card number for original ed; 71- 
86723. 


PHELPS, Richard. 796.3230924 B 
A coach’s world, by Richard "Digger” 
Phelps and Larry Keith., New York, 
Crowell [1974] p. cm. [GV884.P45A33] 
74-17182 ISBN 0-690-00560-1 6.95 

1. Phelps, Richard. 2. Notre Dame, Ind. 
University—Basketball. 3. Basketball. 4. 
Basketball coaching. I. Keith, ‘Larry, joint 
author. IT. Title. 

Prepared from C.I.P. 
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MUMFORD, Kerry. 796.32°32 
Beginner’s guide to basketball / Kerry 
Mumford and Morris A.’ Wordsworth. 
London : Pelham Books, 1974. 171 p., [4] 
leaves of plates : ill. ; 23 cm. Label 
mounted on t.p. reads: Sole distributor for 
the U.S.A. Transatlantic Arts, Levittown, 
N.Y. Includes index. [GV8&5.M76 1974] 
74-185531 ISBN 0-7207-0740-4 : 8.95 

1. Basketball. IL Wordsworth, Mortis A., 
joint author. If. Title. 


BRODIE, John. 796.3320924 
Open field [by] John Brodie and James D. 
Houston. Boston, Houghton Mifflin, 1974. 
ix, 230 p. illus. 24 cm. "A 3an Francisco 
Book Company [GV939.B73A36] 74- 


-14627 ISBN 0-913374-12-1 7.95 


1. Brodie, John. 2. Football. I Houston, 
James D., joint author. IT. Tile. 


GREAT pro 796.33°2°0922 
quarterbacks. Edited and with an introd. 
by Lud Duroska. Written by members of 
the New York times sports staff. Rev. ed. 
New York, Grosset & Dunlap [1974] 157 
p. illus. 29 cm. [GV939.A1G73 1974] 74- 
3865 ISBN 0-448-02084-X 4 95 

1. Football—Biography. 2. Quarterback 
(Football) I. Duroska, Lud, ed. Il. New 
York times. 

Lib. bdg. 5.99; ISBN 0-448-03792-0. 


GUSTKEY, Earl. 796.3320924 B 
Roman Gabriel, outstanding pro / by Earl 
Gustkey. New York : Putnam, [1974] 159 
p. ; 21 cm. (Putnam sports shelf) Includes 


.index. A biography of the North Carolina 


State football sensation who became star 
quarterback of the Los Angeles Rams and 
later of the Philadelhia Eagles. 
[GV939.G27G87 1974] ISBN 0-399- 
60878-8 lib. bdg. : 4.97 

1. Gabriel, Roman—Juvenile literature. 2. 
Football—Juvenile literature. I. Title. 


SMITH, Jay H. 736.33'2'0924 B 
Don Shula, by Jay H. Smith. Illustrated by 
Harold Henriksen. Mankato, Minn., 
Creative Education [1974 p. cm. 
biography of the man who at age thirty- 
three became the youngest-head coach in 
the NFL and later led the Miami Dolphins 
to two consecutive Super 3owl victories. 
[GV939.S46S58] 74-16346 ISBN 0-87191- 
383-6 4.95 (lib. bdg.). 

1. Shula, Don, 1930-—Juvenile literature. 
2. Football—Juvenile literature. 3. Football 
coaching—Juvenile literature. I. Henriksen, 
Harold, illus. II. Title. 

Prepared from C.I.P. 


DAWSON, Phil Jack, s 
1934- 

Defeating triple-option offenses with the 

backbone defense. West Nyack, N.Y., 

Parker Pub. Co. [1974] p. iGV951.1.D33] 

74-8803 ISBN 0-13-197277-4 8.95 

1. Football—Defense. I. Title. II. Title: 

Backbone defense. 

Prepared from C.I.P. 


RODGERS, Pepper, 1931- 796.3322 
Installing footballs Wishbone T attack, by 
Pepper Rodgers and Homer Smith. West 
Nyack, N.Y., Parker Pus. Co. [1974, 
c1973] p. cm. [GV951.8.R62 1974] 74- 
10522 ISBN 0-13-467712-9 8.95 

1. Football—-Offense. I. Smith, Homer 
Austin, Joint author. H. Title: 

Prepared from C.I.P. 
*FOOTBALL 796’.33'264'0212 
register. , 

The 1974 edition, edited by Joe Mancin & 
Mike Douchant is available from the 
Sporting News, St. Louis, Mo. for 5.00 
(pbk.). L.C. card no.: 66-8708 


796.3322 


EFG 


AMERICAN BOOK PUBLISHING RECORD 

KOPPETT, Leonard, 796.33°264°0973 
comp. 

The New York times at the Super “Bowl A 
edited by Leonard Koppett. New York : 
Quadrangle/New York Times Book Co., 
[1974] p. cm. [GV956.2.S8K66 1974] 73- 
79918 ISBN 0-8129-0386-2 : 9.95 
1. . Super Bowl Game (Football)— 
Miscellanea. L New York times. II. Title. 
Prepared from C.I.P. 


*FORER, Bernard. 796.342 
A practical tennis book; strokes, strategy, 
and successful play. With illustrations by 
Joe McGarty. [First ed] New York, 
Vantage Press [1974] viii, [128 p.] illus. 21 
cm. [GV995.] ISBN 0-533-00768-2 4.95 

1. Tennis. £ Title. 


ROBERTSON, Maxwell 
1915- 

The encyclopedia of tennis. Edited by Max 
Robertson. Advisory editor: Jack, Kramer. 
New York, Viking Press [1974] 392 p. 
illus. 29 cm. (A Studio book) [GV990.R62] 
73-10776 ISBN 0-670-29408-X 22.50 

1. Tennis—Dictionartes. I. Title. s 


796.34203 


ROY, Harcourt. 796.34207 
Tennis for schools / Harcourt Roy ; 
illustrations by Peter Ford. London 
Pelham Books, 1974. 227 p. : ill. ; 23 cm. 
Label on title page: Transatlantic Arts; 
inc.; Levittown, New York, sole distributor 
for the U.S.A. Includes index. 
Bibliography: p. 211-217. [GV995.R64 
1974] 74-186347 ISBN 0-7207-0610-6 : 
12.50 . 

1. Tennis. I. Title. 


*KEMP, Charles F. 796.352 
Smart golf; a study of the mental and 
emotional side of the game of golf, by 
Charles F. Kemp. Fort Worth, Tex. 
Branch-Smith, 1974 xiv, 146 p. illus. 22 


- em. [GV979.P7] 74-82856 ISBN 0-87706- 


057-6 3.85 (pbk.) 
1. Golf. I. Title. 


FLICK, Jim. 796.352'3 
Square-to-square golf in pictures : an 
illustrated study of the modern swing 
techniques / by Jim Flick, with Dick 
Aultman. Norwalk, Conn. : Golf Digest, 
inc. ; New York : trade book distribution 
by Simon and Schuster, [1974] 125 p. : ill. 
; 29 cm. [GV979.S9F57] 74-77083 7.95 

1 Swing (Golf) I. Aultman, Richard. IT. 
Title. 


BARKOW, Al. 796.35264'0973 
Golf's golden grind; the history of the tour. 
{Ist ed.] New York, Harcourt Brace 
Jovanovich [1974] viii, 310 p. illus. 22 cm. 
[GV970.B37] _ 74-13785 ISBN 0-15- 
190885-0 8.95 ° 

I. Golf-—-Tournaments—History. I. Title. 


SCHAAR 796.352’73'09747277 
Ricħard, 1934- 

Massacre at Winged Foot, the U.S. open 
minute by minute. New York, Random 
House [1974] 226 p. illus. tables 22 cm. (A 
Sport magazine book.) [GV970.S29] 74- 
20897 ISBN 0-394-47536-4 7.95 

I. United States Open Golf Championship 
Tournament, Mamaroneck, N.Y., 1974. L 
Title. 


*MISA, Ted. e 796.357 
The baseball quiz “Took New York, 
Hawthorn Books, [1974]. 120 p. illus. 21 
cm. [GV873] 74-339 ISBN 0-8015-0524-0 
2.95 (pbk.) 

1. Baseball—Anecdotes, 
etc. I. Title. 


facetiae, satire, 
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*HANK Aaron 715. 796.3570924 
New York, Arco, 1974. 64 p. illus. 29 cm. 
[GV865] 72-80072 ISBN 0-668-03612-5 
4.95 

1. Aaron, Hank, 1934- 


*HERZ, Jacob. 796.35762 
Fair ball in foul territory; the confessions 
of a Little League Manager on the field 
and in the clubhouse. 1st. ed. Jericho, N.Y. 
Exposition [1974] 122 p. 22 cm. [GV865] 
ISBN 0-682-47945-4 5.00 

J. Baseball. I Title. 


MCCRORY, G. Jacobs. 796.3578 
Softball rules in pictures, [by] G. Jacobs 
McCrory. Wew York, Grosset & Dunlap, 
[1974] 96 p. (chiefly illus.) 28 cm. 
[GV881.J3] ISBN 0-448-11554-9 1.95 
(pbk.) 

1. Softball—Pictorial works. I. Title. 

L.C. card number for original ed.: 59- 
1114. Lib. bdg. 3.99; ISBN 0-448-13168-4. 


MAULDON, Elizabeth. 796.4'1 
Teaching gymnastics and body control, by 
E. Mauldon and J. Layson. [ist American 
ed.] Boston, Plays, inc. [1974, ci965] p. 
em. First published in 1965 under title: 
Teaching gymnastics. [GV461.M39 1974] 
74-13397 ISBN 0-8238-0176-4 8.95 

1. Gymnastics—Study and teaching. I. 
Layson, June Edith, joint author. II. Title. 
Prepared from C.I.P. 


SMITH, Jay H. 796.4'1'0924 B 
Olga Korbut, by Jay H. Smith. Illustrated 
by Harold ‘Henriksen. Mankato, Minn., 
Creative Education [1974] p. cm. A brief 
biography of the Russian gymnast who 
captured the attention of the American 


public during the 1972 Olympics. 
Nae ratte 92 74-19169 ISBN 0- 
7191-384-4 4.95 

l. Korbut Olga, 1955- —Juvenile 
literature. I. Henriksen, Harold, illus. II. 
Title. 

Prepared from C.I.P. 

BOWERMAN, William J. 796.4°2°07 


Coaching track and field’ [by] William J. 
Bowerman. Edited by William H. Freeman. 
Boston, Houghton Mifflin [1974] viii, 394 
p. illus. 24 cm. Includes bibliographical 
references. [GV1060.5.B586] 73-22591 
ISBN 0-395-17834-7 9.95 

L Track-athletics coaching. I. Title. 


FLETCHER, Colin. 796.5 
The complete walker. Illus.. by Vanna 
Franks. 2d ed., rev., enl., and updated. 
New York, Knopf; [distributed by Random 
House] 1974. xvi, 470, xv p. illus. 25 cm. 
Includes bibliographical references. 
(GV199.6.F53 1974] 73-20763 ISBN 0- 
394-48099-6 7.95 

i. Backpacking. 2. Hiking. I. Title. 


*JACKSON, W. H. 796.5 
Handlaggers, by W. H. Jackson with Ethel 
Dassow, line drawings by Laura Dassow. 
[Anchorage, Alaska Northwest, 19744. 251 
p. illus. 22 cm. [SK601] 74- 77720 ISBN 0- 
88240-023-1 4.95 (pbk.) 

1. Outdoor life. I Dassow, Ethel, Joint 
author IT. Title. 


*NELLES, Gay. 796.5 
All the nuts aren’t in the fruitcake. New 
York, Vantage Press, [1974]. 75 p. 21 cm. 
[SK601} ISBN 0- 533- 00952-9 3.75 

1. Outdoor” life—Juvenile literature. I. 
Title. 


RETHMEL, R. C 796.5 
Backpacking, [by] R. C. Rethmel. 5th ed. 
Minneapolis, Burgess Pub. Co., ' [1974, 
c1972}. vi, 185 p. illus. 28 cm. [G504.R4] 


het ISBN 0-8087-1824-X. 4.50 
I. Backpacking. L Title. 
*FICHTER, George S. 796.6 


Bicycling by George S. Fichter and Keith 
Kingbay. New York, Golden Press [1974, 
c1972] 120 p. illus. 20 cm. (Golden 
Leisure library). Bibliography: p. 117-118. 
[GV1041] 77-184015 2.95 (pbk.) 

1. Bicycles and Tricycles—Sports and 
amusements. I. Kingbay, Keith joint 
author. IL. Title. 


SHAPIRO, Harvey, 1937- 796.72 
Faster than sound / Harvey Shapiro. South 
Brunswick : A. S. Barnes, [1974] p. = 
Includes index. Biblio, graphy: 
{GV1029.15.838] 73-22610 ISBN 0- 498- 
01507-6 : 15.00 

1. Automobile racing—ĦHistory. 2. 
Automobiles, Racing—Speed records. 3. 
Automobile racing—-Biography. I. Title. 
Prepared from C.I.P. 


LIBBY, Bill. 796.7°2°0924 B 
Foyt / Bill Libby. New York : Hawthorn 
Books, 1974. 218 p. : ill. ; 24 cm. Includes 
index. [GV1032. F66L52° 1974] 73-21314 
7.95 


1. Foyt, A. J, 1935- 2. Automobile racing. 


SHELBY, Carroll, 796.7'2°0924 B 
1923- 

The Cobra story, by Carroll Shelby as told 

to John Bentley. Originally produced by 

Kenyon Engel. Minneapolis, Motorbooks 

International [1974] p. cm. Reprint of the 

1965 ed. published by Trident Press, New 


York. [GV1032.S5A3 1974] 74-19071 
ISBN 0-87938-019-5 9.95 

l. Shelby, Carroll, 1923- 2. Cobra 
automobile. I. Bentley, John, 1908- II. 
Title. 

Prepared from C.I.P. 

CUTTER, Robert Arthur. 796.75 


The new guide to motorcycling / Robert 
Arthur Cutter. New York : Arco Pub. o Bs 
levie 159 p. ill. 25 
GV1059.5.C88] 72- 38605 18BN 0-668. 
02732-0 lib. bdg. : 5.95 


I. Motore cling. L Tite. H Title: 
Motorcycling. 
MAUGER, Ivan. 796.75 


Ivan Mauger’s world speedway book / 
edited by Ivan Mauger & Peter Oakes. 
London : Pelham Books, 1973. 120 p. : ill. 
; 23 cm. Label mounted on t.p.: 
Transatlantic Arts, inc., New York, sole 
distributor for the U.S.A. [GV1060.M36 
1973] 74-185526 ISBN 0-7207-0725-0 : 
9.50 

dł. Motorcycle racing—Miscellanea. I. 
Oakes, Peter, joint author. 


GIBBS, Anthony, 
19 02- 

A passion for cars / Anthony Gibbs, New 
York : Scribner, [1974] 202 p., [12] leaves 
of plates ; ill. ; 23 cm. Includes index. 
[TL140.G52A33 1974b] 73-11587 ISBN 0- 
684-13636-8 : 10.00 

1. Gibbs, Anthony, 1902- I. Title. 
BOEHM, David Alfred, 796.815 

1914- 

The complete book of karate & self 
defense = formerly The complete book of 
self defense / compiled by Robert V. 
Masters [i.e. D. A. Boehm]. Rev. ed. New 
York : Sterling Pub. Co., [1974] 542 p. : 
ill. ; 22 cm. First ed. published in 1968 
under title: The complete book of self 
defense. Selected and adapted from Body- 
building ànd self-defense, by M. Callum 
(1962) Karate: basic principles, by A. 


796.7°7°0924 B 
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Pfluger (1967) Kempo: self defence, by N. 
Hara and R. Kozuki (1967) and Judo, by 
S. Nakabayashi and others (1968) Includes 
index. [GVI1111.B62 1974] 74-187906 
ISBN 0-8069-4084-0 : 7.95 ISBN 0-8069- 
4085-9 lib.bdg. : 6.89 

i. Self-defense. 2. Karate. 3.. Kempo. I. 
Title. If. Title: Karate & self defense. 


SMITH, Robert W., 1926- 796.8153 
Chinese boxing : masters and methods / 
Robert W. Smith. 1st ed. Tokyo ;, New 
York : Kodansha International ; New York 
: distributed by Harper & Row, 1974. xii, 
141 p. : ill. ; 22 cm. Bibliography: p. 140- 
141. [GV476.S6] 73-79767 ISBN 0-87011- 
212-0 : 8.95 
1. Karate. 2. Karate—Biography. I. Title. 


SAITO, Morihiro. 796.8154 
Traditional aikido; sword stick and body 
arts. [Japan, Minato Research & Publishing 
Co., 1974-] vol. illus. 27 cm. Cover title. 
Text in Japanese and English. Contents. 
V. 1. Basic techniques. V. 2. Advanced 
techniques. V. 3. Applied techniques. V.’ 
4. Vital techniques. [GV1112.824] 74- 
802945 ISBN 0-87040-266-8 11.50 (vol. 1) 
1. Aikido. I. Title. 

Distributed by Japan Publications Trading 
Co., San Francisco. Vol. 2, 11.50; ISBN 0- 


87040-267-6. Vol. 3, 11.50; ISBN 0- 
87040-287-0. Vol. 4, 11.50; ISBN 0- 
87040-288-9 

STONE, Justin. 796.8°159 


Tai chi chih, by Justin F. Stone. 
(Albuquerque, N.M., Sun Books, 1974] 
128 p. illus. 29 cm. [GV481.S74] 74-80482 
ISBN 0-914172-01-3 7.95 

1. Tai chi ch‘uan. I. Title. 

Distributed by Far West Publishers, P.O. 
Box 4383, Albuqueque, N.M. 87106. 


GILMORE, AlI-Tony. 796.8°3’0924 B 
Bad Nigger! The national impact of Jack 
Johnson. With an introd. by John 
Blassingame. Port Washington, N.Y., 
Kennikat Press, 1974. p. cm. (Kennikat 
Press national university publications. 
Series in American studies) Bibliography: 
p. [GV1132.J7G54] 74-80590 ISBN 0- 
8046-9061-8 9.95 

1. Johnson, John Arthur, 1878-1946. 2. 
Boxing. I. Title. 

Prepared from C.I.P. 


WILSON, Beth P. 796.8°3'0924 B 
Muhammad Ali / by Beth P. Wilson ; 
illustrated by Floyd Sowell. New York : 
Putnam, [1974] 62 p. : ill. ; 23 cm. A brief 
biography of the prizefighter whose skill 
won him an Olympic gold medal and the 
heavyweight championship of the world. 


[GV1132.M84W54 1974] ISBN 0-399- 
60888-5 lib. bdg. : 3.86 
i. Muhammad Ali, 1942- —Juvenile 


literature. 2. Boxing—Juvenile literature. I. 
Sowell, Floyd, ill. If. Title. 


WIIK, Sven. 796.9°3 
Skt touring [by] Sven Wiik with David 
Sumner. Chicago, H. Regnery Co. [1974] 
p. cm. Includes bibliographical references. 
[GV854.9.C7W54] 74-6921 ISBN 0-8092- 
8367-0 7.95; 3.95 (pbk.). 

1. Cross-country skiing. I. Sumner, David, 
joint author. IT. Title. 

Prepared from C.I.P. 


*CHADWICK, Bill. 796.962 
The big whistle, [by] Bill Chadwick with 
Hal Bock. New York, Hawthorn Books, 
[1974] 162 p. illus. 22 cm. [GV847] 73- 
21316 ISBN 0-8015-0638-7 7.95 

I. Heckey. I. Bock, Hal, joint author. IL 
Title. 
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SCHARFF, Robert. 796.9°62 
Ice hockey rules in pictures, edited by 
Robert Scharff. Illustrated by John 
McDermott. Revised ed. New York, 
Grosset & Dunlap [1974, 1967] 65 [15] p. 
illus. 28 cm. "Hockey rules”: p. [67]-[80] 
[GV847.S34] 73-3667 ISBN 0-488-11566-2 
1.95 (pbk.) 

1. Hockey. I. Title. 


HOLLANDER, Zander. 796.9°62°03 
The complete encyclopedia of ice hockey : 
the ‘heroes, teams, great moments, and 
records of the National Hockey League 
plus the World Hockey Association / 
edited by Zander Hollander and Hal Bock. 
Rev. ed. Englewood Cliffs, N.J. : Prentice- 
Hall, [1974] xi, 702 p. : ill. ; 26 cm. ”An 
Associated Features book.” Includes index. 
[GV847.8.N3H6 1974] 73-15019 ISBN 0- 
13-159913-5 : 14.95 

1. National Hockey League. 2. World 
Hockey Association. 3. Hockey. I. Bock, 
Hat, joint author. IT. Title. 


BENTSEN, Bill. 
The yacht racing rules today. Illustrated 
with drawings by Ted Brennan. New York, 
Dodd, Mead [1974] viii, 182 p. illus. 21 
cm. [GV826.7.B46] 74-2599 ISBN 0-396- 
06927-4 6.95 

1. Yacht racing—Rules. I. Title. 


LOOMIS, Alfred Fullerton, 
1890-1968, comp. 

Yachts under sail : a collection of 
photographs / [selected and] with foreword 
by Alfred F. Loomis ; the book designed 
by Gordon C. Aymar. Tuckahoe, N.Y. : J. 
de Graff, inc., 1974, c1933. ca. 150 p.: 
chiefly ill. ; 27 cm. Reprint of the ed. 
published by Morrow, New York. 
[GV821.L6 1974] 73-93663 10.00 

1. Yachts and yachting—Pictorial works. 2. 
Sailing—Pictorial works. I. Title. 


797.14 


*HORN, Bob. 797.2 
Swimming techniques in pictures. 
Underwater sequences and still 


photographs by J. Barry Herron. New 
York Grosset & Dunlap [1974] [96] p. 
illus. 28 cm. [GV837] 73-22734 ISBN 0- 
448-11636-7 2.95 (pbk.) 

1. Swimming. I. Title. 


ENGELHARD, Jack. 797.43’0922 
The horsemen. Chicago, Regnery [1974] 
222 p. 24 cm. (SF336.A2E53] (B) 74-6889 
ISBN 0-8092-8399-9 7.95 

1. Blum, Walter, 1934 or 5- 2. Horse- 
racing. I. Title. 


BYARS, Edward Ford, 1925- 797.55 
Saaring cross country / by Ed Byars, Bill 
Holbrook. Cumberland, Md. : Soaring 
Symposia, [1974] xiv, 201 p. : ill. ; 23 cm. 
Includes index. [GV764.B92] 74-78637 
ISBN 0-914600-00-1 : 6.95 

1. Gliding and soaring. I. Holbrook, Bill, 
joint author. II. Title. 


TAYLOR, Louis. 798.2 

Out of the West. Illustrated by Rosemary 

Davison Taylor. New York, Arco, [1974, 
' c1965] 160 p. illus. 26 cm. [SF309.T29] 

73-87074 ISBN 0-668-03385-1 7.50 

1. Horsemanship. 2. Horses. I. Title. 


MURRAY, Regal E., 1911- 798°.401 
They're off! : how to win at the track / by 
Regal E. Murray. San Antonio : Naylor 
Co., [1974] p. cm. [SF331.M94] 74-23163 
ISBN 0-8111-0553-9 : 9.95 

1. Horse race betting. I. Title. 

Prepared from C.I.P. 


TILLEY, Chuck. 
This is horse racing 


7987.43 
: a tour through the 
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797.14 


thrilling world of the thoroughbred and a 
look at some of the men and women who 
have made this sport the most fascinating 
entertainment on earth / Chuck Tilley & 
Gene Plowden. Miami, Fla. : E. A. 
Seemann Pub., [1974]. 183 p., [8] leaves of 
plates : ill. ; 26 cm. [SF334.T54] 73-80595 
ISBN 0-912458-30-5 : 9.95 

1. Horse-racing. I. Plowden, Gene, joint 
author. II. Title. 


HERBERT, Henry William, 1807- 
1858. 

The complete manual for young sportsmen 
[by] Frank Forester (Henry William 
Herbert) New York, Arno Press, 1974. p. 
cm. (Popular culture in America) Reprint 
of the 1866 ed. published by W. A. 
Townsend, New York. Offers information 
on hunting techniques, training hunting 
dogs, fishing methods, and choosing the 
right kind of rifle. [SK35.5.H43 1974] 74- 
15739 ISBN 0-405-06374-1 27.00 

L Hunting—Juvenile literature. 2. 
Shooting—Juvenile literature. 3. Fishing— 
Juvenile literature. 


799 


Juvenile literature. I. Title. T. Series. 
Prepared from C.I.P. 
ELLIOTT, James Gordon. 799.0954 


Field sports in India, 1800-1947, [by] J. G. 
Elliott. With two chapters on pigsticking 
by C. R. Templer and a foreword by 
Wilson Stephens. London, Gentry Books 
[1973] 223 p. illus. 25 cm. Bibliography: 
p. 218-219. [SK235.E49] 73-169615 ISBN 
0-85614-023-6 

1. Hunting India History. 2. 
History. I. Title. 
Distributed by Internatioral Publications 
Service, N.Y., for 15.00. 


SOSIN, Mark. 799.1°7°58 

Practical black bass fishing / Mark Sosin & 

Bill Dance ; illustrated by Dave Whitlock. 

New York : Crown Publishers, [1974] v, 

216 p. : ill. ; 26 cm. Includes index. 

SHE .867] 73-91507 ISBN, 0-517-51497- 
9 


1. Black bass fishing. I. Dance, Bill, joint 
author. IT. Title. 


HINMAN, Bob. 799.2°48741 
The duck hunters hardbook / Bob 
Hinman. New York : Winchester Press, 
[1974] xvi, 252 p. : ill. ; 25 cm. Includes 
index. Bibliography: 5 231-232. 
[SK333.D8H56] 74-78700 ISBN 0-87691- 
146-7 : 8.95 

1. Duck shooting. I. Title. 


. Fishing India 


FISH, Chet, comp. -799.277357 
Outdoor life’s deer hunting book / 
foreword by Chet Fish. New York : 
Harper & Row, [1974] viii, 275 p. : ill. ; 25 
cm. ”An Outdoor Life book.” Includes 
index. [SK301.F54] 74-83593 ISBN 0-06- 
013267-1 : 7.95 

I. Deer hunting. I. Outdcor life. If. Title. 
III. Title: Deer hunting book. 


TINSLEY, Russell 799.277357 
Hunting the whitetail Geer New York 
Barnes & Noble [1974 c1965] 144 p. illus. 
21 cm. [SK301.T57] ISBN 0-06-463394-2 
1.95 (pbk.) 

1. Deer hunting. 2. White-tailed deer. I. 
Title. 

L.C. card no. for origiral edition: 65- 
14986. 


GILLELAN, G. Howard. 799.3'2 
Complete book of the bow and arrow / G. 
Howard Gillelan. New York : Galahad 
Books, [1974?] c1971. 32C p. : ill. ; 24 cm. 
Includes index. [GV1185.G514 1974] 73- 
92014 ISBN 0-88365-184-X : 9.95 


4. Hunting dogs— 


AMERICAN BOOK PUBLISHING RECORD 


I. Archery. 2. Hunting with bow and 
arrow. I. Title. 
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LEAVIS, Frank Raymond, 
1895- ` 
Mass civilisation and minority culture / by 
F. R. Leavis. [Folcroft, Pa.] : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the: 1930 ed. published by Minority Press, 
Cambridge, Eng., which was issued as 
Minority pamphlet no. 1. Includes 
bibliographical references. [PN51.L37 
1974] 74-20677 ISBN  0,8414-5730-1 
lib.bdg.: 7.50 
I. Literature and society—Addresses, 
essays, lectures. 2. Civilization, Modern— 
20th century—Addresşes, essays, lectures. 
I. Title. 
Prepzred from C.I.P. 


*BOOTH, Wayne C. 801.95 
A rhetoric of irony. [by] Wayne C. Booth. 
Chicago, University of Chicago Press. 
[1974] xiv, 292 p. 24 cm. Bibliography: p. 
279-284. [PN6149.S2] 73-87298 ISBN 0- 
226-06552-9 12.50 

1. Rhetoric. 2. Irony. 3. Literature— 
History and criticism. I. Title. 


ELLIS, John Martin. 8017.95 
The theory of literary criticism : a logical 
analysis / John M. Ellis. Berkeley 
University of California Press, [1974] xiii, 
274 p ; 21 cm. Includes index. 
Bibliography: p. 263-271. [PN81.E4] 73- 
83055 ISBN 0-520-02547-4 : 10.00 

1. Criticism. I. Title. 


FRONTIERS of literary 801’.95 
criticism. Edited by David H. Malone. Los 
Angeles, Hennessey & Ingalls, 1974. p. 
cm. (University of Southern California 
studies in comparative literature, 5) 
Consists of essays based on papers 
presented at the Third Conference on . 
Comparative Literature, held at the 

University of Southern California, Apr. 24- 

25, 1969. [PN94.F7] 76-188988 ISBN 0- 

912158-19-0 12.95 

1. Criticism—Addresses, essays, lectures. I. 

Malone, David H., 1919- ed. II. Series: 

Los Angeles. University of Southern 

California. Studies in compara tive | 
literature, 5. 

Prepared from C.I.P. Pbk. 7.95, ISBN 0- 


8017.9 


912158-56-5. e 

LEAVIS, Frank Raymond, 8017.95 
1895- ed. 

Towards standards of criticism ; selections 


from The calendar of modern letters, 1925- 
7 / chosen and with an introd. by F. R. 
Leavis. Folcroft, Pa. Folcroft Library 
Editions, 1974. p. cm. Reprint of the’ 1933 
ed. published by Wishart, London. 
Includes index. [PN94.L37 1974] 74-22147 
ISBN 0-8414-5678-X lib. bdg. : 8.95 

1. Criticism. 2. Literature—Book reviews. 
I. The Calendar : a quarterly review. IT. 
Title. 

Prepared from C.I.P. 


MAGNUS, Laurie, 1872-1933. 803 
A dictionary of European literature, 
designed as a companion to English 
studies. London, °G. Routledge; New York, 
Dutton, 1927. Detroit, Gale Research Co. 
1974. xii, 605 p. 22 cm. Reprint of the 2d 
impression, rev., with addenda. [PN41.M3 
1974] 74-6269 ISBN 0-8103-4014-3 23.00 
1. Literature—Dictionaries. I. Title. ` 


*BRAINE, John. 8087.02 
Writing a novel. New York, Coward, 


we oe 


DECEMBER 31,1974 


McCann & Geoghegan, [1974] xv., 220 p. 
22 cm. [PN3355.K6] 73-93771 ISBN 0- 
698-10584-2 7.95 

I. Fiction—authorship I. Title. 


HOW to make money in your 8087.02 
spare time by writing : the Writer's digest 
guide / edited by Kirk Polking. New York 
: Galahad Books, [1974] cl1971. 224 p. : ill. 
; 22 cm. Includes index. [PN147.H66 
LA 73-81640 ISBN 0-88365-064-9 
4.9 

1. Authorship. I. Polking, Kirk, ed. IL 
Writer’s digest. 


HOW to make money writing 808.02 
magazine articles by society of magazine 
writers edite® by Beatrice Schapper. New 
York, Arco, [1974 c1970] vii, 199 p. illus. 
28 cm. [PN147.W75] 73-88441 ISBN 0- 
668-03391-6 4.00 (pbk.) 

1. Authorship. I. Schapper, Beatrice. IL 
Society of Magazine Writers. 


MADISON, Charles Allan. 8087.02 
Irving to Irving: author-publisher relations, 
1800-1974 [by] Charles A. Madison. New 
York, R. R. Bowker Co., 1974. xi, 279 p. 
23 Gm. Bibliography: . 268-271. 
(PN155.M27] 74-10528 ISBN 0-8352- 
0772-2 9.95 

1. Authors and publishers—United States. 
I. Title. 


THOMAS, David St. John. 808.025 
Getting published; an author’s guide to 
book publishing. New York, Harper & 
Row (1974, c1973] 188 p. 21 cm. (Harper 
Colophon books) British edition published 
in 1970 under title: Non-fiction: a guide 
to writing and publishing.” [PN147.T37 
1974] ISBN 0-06-090382-1 2.50 (pbk.) 
1. Authorship. I. Bermont, Hubert Ingram. 
joint author. II. Title. 
L.C. card number for original edition: 73- 
179016. 
FOWLER, Henry Watson, 808’.042 
1858-1933. 
The King’s English [by] H. W. Fowler and 
F. G. Fowler. 3d ed. London, New York, 
Oxford University Press, 1973. 383 p 
em. (Oxford paperbacks) Reprint of the 
1931 ed. published by Oxford, Clarendon 
Press. [PE1460.F6 1973] 74-182346 ISBN 
0-19-881330-9 2.95 (pbk.) 
1. English language—Idioms, corrections, 
errors.*2. English language—Grammar— 
1870-1950. I. Fowler, Francis George, 
1870-1918, {oint author. IT. Title. 


*LEMLEY, Raymond E. 808.042 
The write thing; ways to communicate [by] 
Raymond E. Lemley [and] Anne Kelley. 
Boston, Houghton Mifflin [1974] 59 p. 
illus. 26 cm. Contents: Levels A, B, C, D, 
E and F. [PE1408] 67.47 ea. (set) 

I. KeHey, Anne, joint author. I. Title. 
Each set contains one level with 30 
booklets, instructor’s manual, audiotape 
cassette, poster package (16 illugtrations) 
and photo packet (12 photoprints). e 


COLES, William E. 808’.04275 
Composing: writing as a self-creating 
process [by] William E. Coles, Jr. Rochelle 
Park, N.J., Hayden Book Co. [1974] p. 
cm. (Hayden English language series) 
Teacher’s ed. issued under title: Teaching 
composing. [PE1417.C636} 74-10987 ISBN 
0-8 104-5838-1 3.70 (pbk.) 

1. English language—Rhetoric. 2. College 
readers. I. Title. 

Prepared from C.I.P. 


COLES, William E. 808.04275 
Teaching composing [by] William E. Coles, 
Jr. Rochelle Park, N.J., Hayden Book Co. 


[1974] 178 p. illus. 23 cm. A teacher’s ed. 
for the authors textbook: Composing: 
writing as a self-creating process. 
[PE1404.C6] 74-10989 ISBN 0-8104-5840- 
3 7.95; 5.00 (teacher’s ed.) 

1. English language—Rhetoric—Study and 
teaching. I. Title. 


SHRODES, Caroline, 
comp. 
Reading for rhetoric: applications to 
writing [by] Caroline Shrodes, Clifford 
Josephson [and] James R. Wilson. 3d ed. 
New York, Macmillan [1975, i.e. 1974] p. 
cm. [PE1417.S45 1975] 74-79 ISBN 0-02- 
410270-9 4.95 (pbk.) 
1. English language—Rhetoric. 2. College 
readers. I. Josephson, Clifford Anthon, 
1922- joint comp. II. Wilson, James R. 
joint comp. III. Title. 
Prepared from C.I.P. 


*LONG, Marshall, ed. 808.068 
It was a beautiful country; a southwest 
Florida anthology, edited by Marshall 
Long and Robert Wilkinson. Illustrated by 
Lois Wilcox Schell. Fort Myers Beach, 
Fla., Island Press, [1974] 55 p. illus. 21 
cm. [PZ9] 73-87597 ISBN 0-87208-023-4 
1.95 (pbk.) 

1. Fairy tales—Juvenile works. 2. Florida— 
Stones. I. Wilkinson, Robert, joint editor. 
IT. Title. 


808°.04275 


*PETTIGREW, Shirley 808”.068'1 
There was an old lady illustrated by Steve 
Henry New York, Coward, McCann & 
Geoghegan [1974] [47] col. illus. 23 cm. 
[PZ8.3] 73-88538 ISBN 0-698-30541-8 
4.29 (lib bdg) 

1. Nonsense verses. I. Title. 


BROOKE, Stopford Augustus, 
1832-1916. 

Some philosophical aspects of poetry. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1872 ed. 

published by W. Blackwood, Edinburgh. 
([PN1055.B77 1974] 74-8074 5.00 

1. Poetry—Addresses, essays, lectures. I. 
Title. 

Prepared from C.I.P. 


808.1 


HENINGER, S. K. 808.1 
Touches of sweet harmony : Pythagorean 
cosmology and Renaissance poetics / by S. 
K. Heninger, Jr. San Marino, Calif. : 
Huntington Library, [1974] xvii, 446 p. : 
52 ill. ; 25 em. Includes index. 
Bibliography: p. 401-428. [B243.H46] 73- 
78049 19.50 

1. Pythagoras and Pythagorean school. 2. 
Cosmology—Poetry. 3. English poetry-— 
Early modern, 1500-1700—History and 
criticism. 4. Renaissance—England. 


NERUDA, Pablo, 1904-1973. 808.1 
Toward the splendid city: Nobel lecture. 
New York, Farrar, Straus & Giroux [1974, 
c1972] 35 p. illus. 18 cm. English and 
Spanish. [PQ8097.N4N6 1974] 74-11464 
ISBN 0-374-27850-4 4.95 

Pbk. 1.95; ISBN 0-374-51181-0. 


(PAGET, Violet] 1856-1935. 808.1 
The poet’s eye / by Vernon Lee fie. V. 
Paget]. [Folcroft, Pa.] : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1926 
ed. published by L. & V. Woolf at the 
Hogarth Press, London, which was issued 
as no. 17 of The Hogarth essays. 
[PN1055.P3 1974] 74-22116 ISBN 0-8414- 
5663-1 lib. bdg. : 4.50 

1. Poetry—Addresses, essays, lectures. I. 
Title. 

Prepared from C.I.P. 
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BERRY, Cicely. 808.5 
Voice and the action / Cicely Berry. lst 
American. New York : Macmillan, 1974, 
c1973. 149 p. : ill. ; 22 cm. Includes index. 
[PN4197.B46 1974] 74-2646 6.95 

L Voice culture—Exercises. I. Title. 
DEVITO, Joseph A., 1938- ° 808.5 . - 
Articulation and voice: effective 
communication [by] Joseph A. DeVito, Jill 
Giattino fand] T. D. Schon. [Indianapolis, 
Bobbs-Merrill, 1974, c1975] p. cm. (The 


Bobbs-Merrill -~ series in aen 
communication} Bibliography: 
[PN4162.D4] 74-14615 ISBN 0- 672. 


61350-6 1.95 (pbk.) 

1. Voice culture. I Giattino, Jill, joint 
author. II. Schon, T. D., joint author. IH. 
Title. 

Prepared from C.I.P. 


HAAS, Richard Burton, comp. 808.5 
The study of oral interpretation: theory 
and comment, edited by Richard Haas 
[and] David A. Williams. Indianapolis, 
Bobbs-Merrill [1974] p. cm. [PN4145.H2] 
74-13539 3.95 

I. Oral interpretation—Addresses, essays, 
lectures. I. Williams, David A., joint comp. 
H. Title. 

Prepared from C.I.P. 


STEIN, Howard. 808.5 
A time to speak. Special contributors: 
Dustin Hoffman [and] Kurt Vonnegut, Jr. 
New York, Harcourt Brace Jovanovich 
[1974] 161 p. illus. and phonodisc (2 s. 8 
in. 33 1/3 rpm. microgroove) in pocket. 24 
cm. (Making contact) [PN4121.S814] 74- - 
182255 ISBN 0-15-318730-1 3.60 

1. Oral communication. I. Title. I. Series. 


MAYER, Lyle V. 808.508 
Fundamentals of voice and diction [by} 
Lyle V. Mayer. 4th ed. Dubuque, Iowa, W. 
C. Brown Co., [1974]. x, 303 p. illus. 28 
em. [PN4095.G7] ISBN 0-697-04151-4. 
6.95 (pbk.) 

1. Voice culture. 2. Diction. I. Title. 

L.C. card no. for original ed.: 55-5889. 


*NEW directions in prose 808.8 
and poetry. 

No. 29 (Spring 1974), edited by J. 
Laughlin, is now available from New 


Directions, New York, for 9.95; 3.45 
(pbk.). ISBN 0-8112-0539-8; 0-8112-0540- 
1 (pbk.). L.C. card no: 37-1751. 


*POETS & writers in Folsom 808.8 
prison San Francisco, Mother’s Hen, 
1974. 59 p. 21 cm. [PS305] ISBN 0- 
914370-04-9 2.00 (pbk.) 

1. Poets. 2. Poetry—Collections. I. Title. 


*RUBIN, Emanuel. 808.8 
The money-mad perfume lady and other 
writing; stories, essays and poems. Jericho, 
N.Y., Exposition Press [1974] 60 p. ISBN 
0-682-47918-7 3.50 

1. Literature—Collections. I. Title. 


*RUBIN, Emanuel. 808.8 
The money-mad perfume lady and other 
writing; stories, essays and poems. Jericho, 
N.Y., Exposition Press [1974] 60 p. ISBN 
0-682-47918-7 3.50 

1. Literature-—Collections. I. Title. 


BACHELDER, Louise, comp. 808,81 
Love, true love, edited by Louise 
Bachelder. Illustrations by Pat Stewart. 
Mount Vernon, N.Y. Peter Pauper Press 
Mea 62 p. illus. 20 cm. [PN6110.L6} 
1.9 


i. Love poetry. T. Title. 
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*BAYSTING, Arthur, comp. 808.81 
The young New Zealand poets. Northcote, 
Auckland, Heinemann Educational Books, 
[1973]. vii, 200 p. 23 cm. [PN6191] 

4. Poetry—Collections. I. Title. 

Available from International Publications 
Service, N,Y. for 11.00. 


ZIEGELMUELLER, George W. 808.85’3 
Argumentation Inquiry and Advocacy 
- Englewood Cliffs, N.J. Prentice-Hall, Inc. 
1975 x, 310 p. illus. 23.5 cm. (Prentice- 
Hali® series in speech communication) 
Includes bibliographical references. 
[PN4181.Z5] 74-7358 ISBN 0-13-046029- 
X 7.95 

I. Dause, Charles A, 2. Debates and 
debating. I. Dause, Charles A. Il. Title. 


*MCCONAHAY, Gleeda, comp. 808.88 
_i got an idea! [written by children]. 
Hlustrated by Jean Hale, associate editor, 


Kathleen Booth. [Indianapolis] Fun 
Publishing [1974] 96 p. illus. 28 cm. [PZ5] 
2.50 (pbk.) 


1. Children’s literature—Collections. I. 
Title, 

Publisher’s address: P.O. Box 40283 
Indianapolis, Indiana 46240 


ADAMS, William 
Davenport, 1851-1904, ed. 
English epigrams; selected and arranged 
with introd., notes, and notices of the 
epigrammatists. London, New York, G. 
Routledge. Detroit, Gale Research Co., 
1974. p. cm. Reprint of the 1878 ed. 
(PN6281.A15 1974] 74-7039 ISBN 0- 
8103-3700-2 15.00 
1. Epigrams, English. I. Title. 
Prepared from C.I.P. 


*MCELROY, Paul S. 808.882 
Golden nuggets of wisdom, compiled by 
Paul! S$. McElroy, with illustrations by 
Stanley Clough. Mount Vernon, N.Y., 
Peter Pauper Press [1974] 62 p. illus. 20 
cm. [PN6080] 1.95 

1. Quotations. I. Title. 


MANDEL, Morris, 1911- 
comp. 

Affronts, insults and indignities / 
[compiled] by Morris Mandel. Middle 
Village, N.Y. : J. David Publishers, 1974. 
p. cm. [PN6231.165M3] 74-6568 ISBN 0- 
8246-0180-6 8.95 lib. bdg. : 6.95. 

I. Invective. I Title. 

Prepared from C.LP. 


SIMPSON, James Beasley, 
comp. 

Contemporary quotations / compiled by 
James B. Simpson. New York : Galahad 
Books, [1974] c1964. xi, 500 p. ; 22 cm. 
Includes index. [PN6083.S5 1974] 74- 
77048 ISBN 0-88365-194-7 : 7.95 

1. Quotations, English. I. Title. 


*GRAYSON, Janet 808.888 
Structure and imagery in Ancrene Wirse 
[by] Janet Grayson. Hanover, N.H. 
University Press of New England 1974 vi, 
243 p. 22 cm. [PR1807] 73-77480 ISBN 0- 
87451-081-3 10.00 

I. Prose. 2. Ancren riwle I. Title. 


CH‘EN, Mei-chen Chiang, 1913- 809 
William Crary Brownell, literary adviser : a 
monograph / Me Tsung Kaung Tang. 
Foleroft, Pa. : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1946 ed. 


published in Philadelphia. Bibliography: p. 


808.88'2 


808.882 


808.8872 


[PS1145.B6Z6 1974} 74-23632 ISBN 0- — 


8414-8524-0 lib.bdg. : 10.00 
1. Brownell, William Crary, 1851-1228. 
Prepared from C.I.P. 
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GODDARD, Harold Clarke. 
1950, 
Alphabet of the imagination, literary essays 
of Harold Clarke Goddard. Edited by 
Eleanor Goddard Worthen and Margaret 
Goddard Holt. With an introd. by Leon 
Edel and a special foreword by Nevill 
Coghill. New York, Humanities Press, 
1974. p. cm. [PN710.G54] 74-1354 ISBN 
0-391-00250-3 10.00 
i. Literature—Collected works. I. Title. 
Prepared from C.I.P. 


JOST, Francois. 809 
Introduction to comparative literature. 
New York, Pegasus, [1974] xiii, 349 p. 24 
cm. Bibliography: p. 305-310. [PN871.J6] 
73-19849 ISBN 0-672-63657-3 9.95 
1. Literature, Comparative. I. Title. 


MURDOCH, Brian, 1944- 809°02 
The recapitulated fall; a comparative study 
in mediaeval literature [by] Brian O. 
Murdoch. Amsterdam, Rocopi, 1974. 213 
p. 22 cm. (Amsterdamer Publikationen zur 
Sprache und Literatur, Bd, 11) 
Bibliography: p. [177]-199. [PN682.F3M8] 
73-91188 ISBN 9-06-203021-1 

1. Literature, Medieval—History and 
criticism. 2. Literature, Comparative— 
Themes, motives. 3. Fall of man in 
literature. 4. Temptation in literature. 5. 
Jesus Christ in fiction, drama, poetry, etc. 
I. Title. If. Series. 


1878- 809 


Distributed by International Scholarly 
Book Service; 16.00 (pbk.) 
TAYLOR, Albert Booth. 809’.02 


An introduction to medieval romance / by 
A. B. Taylor. Folcroft, Pa. Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1930 ed. published by Heath Cranton, 
London. Includes index. Bibliography: p. 
[PN671.T27 1974] 74-22424 ISBN 0-8414- 
8527-5 lib. bdg. : 3.95 

i. Romances—History ard criticism. 2. 


Literature, Medieval—History and 
criticism. I. Title. 

Prepared from C.I.P. 

BUTLER, Eliza Marian, 1385- 809.1 


1959. 

Goethe and Byron. [Folcrcft, Pa.] Folcroft 
Library Editions, 1974. 28 26 cm. 
Reprint of the undated ed. published by 
University College, Nottirgham, Eng., as 
the Byron Foundation lecture for 1949-50 
(no. 26). [PR4388.B84 1974] 74-5069 5.00 
1. Byron, George Gordon Noel Byron, 6th 
baron, 1788-1824—Criticism and 
interpretation. 2. Goethe, sohann Wolfgang 
von, 1749-1832—Cniticjsm and 
interpretation. I. Series: Byron Foundation 
lecture, 1949-50. 


NITZE, William Albert, 
1876-1957. 
Arthurian romance and modern poetry and 
music / by William Albert Nitze. Folcroft, 
a. : Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1940 ed. published by 
University of Chicago Press, Chicago. 
Includes index. [PN685.N5 1974] 74- 
23623 ISBN 0-8414-6282-8 lib. bdg. : 5.75 
4. Arthurian _romances—History and 
criticism. 2. Literature, Comparative— 
Themes, motives. 3. Music and literature. 
I. Title. 
Prepared from C.I.P. 


809.1 


LAMM, Martin. 809.2 
Modern drama / by Martin Lamm ; 
translated by Karin Elliot: Foleroft, PA : 
Foleroft Library Editions, 1974. p. cm. 
Translation of Det moderna dramat. 
Reprint of the 1953 ed. published by 
Philosophical Library, New York. 


AMERICAN BOOK PUBLISHING RECORD 


[PN1851.L313 1974] 74-22425 ISBN 0- 
8414-5701-8 lib.bdg. : 20.00 
1. Drama—I19th century—History and 


criticism. 2. Drama—20th century— 
History and criticism. f. Title. 

Prepared from C.LP. 

NOLTE, Fred Otto, 1894- 809.2 


The early middle class drama (1696-1774) 
/ by Fred O. Nolte. Folcroft, Pa. : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1935 ed. published by Lancaster Press, 
Lancaster, Pa., which was issued as no. 19 
in series: New York University, 
Ottendorfer memorial series of Germanic 
monegraphs. [PN1841.N6 1974] 74-23637 
ISBN 0-8414-6267-6 lib. bdg. : 12.50 

1. English drama—I18th- cen*ury-—History 
and criticism. 2. French drama—I18th 
century—RHistory and criticism. 3. German 
drama—18th centyry—History and 
criticism. I. Title. II Series: New York 
University. Ottendorfer memorial series of 
Germanic monographs ; no. 19. 

Prepared from C.I.P. 


KUEFFNER, Louise 
Mallinckrodt. 
The development of the historic drama, its 
theory and practice: a study based chiefly 
on the dramas of Elizabethan England and 
of Germany. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the author’s thesis published in 1910 by 
the University of Chicago Press, Chicago. 
Bibliography: p. [PR635.H5K8 1974] 74- 
5436 ISBN 0-8414-5489-2. 15.00 
1. Historical drama, English—History and 
criticism. 2. English drama—Early modern 
and Elizabethan, 1500-1600. 3. Historical 
drama, German—RHistory and criticism. I. 
Title. 
Prepared from C.LP. 


*BRAMBLE, J. C. 809.7 
Persius and the programmatic satire; a 
study in form and ae A by J. C. 
Bramble. [New pots Peace ke 
University Press, 1974 xiv, 224 p. 
Osa 82] 72-83579 ISEN rf 521- 08703. 
1 12. 

1. Satire—History & criticism. I. Title. 


MENDEL, Sydney. 809.93352 
Roads to consciousness. London, Allen & 
Unwin [1974] 276 p. 23 cm. Includes 
bibliographical references. [PN701.M37] 
74-180204 ISBN 0-04-150043-1 ° 

I. Literature, _Modern—History and 
criticism. 2. Literature, Copmparative— 
Themes, motives. 3. Characters and 
characteristics in literature. I. Title. 
Distributed by International Publications 
Service, 17.50. 


HURST, George Leopold. 8097.935’2 
Sacred literature, by George L. Hurst. 
(Folcroft, Pa.] Folcroft Library Edftions, 
1974. p. cm. Reprint of the 1905 ed. 
published by J. M. Dent, London. 
Bibliography: p. [BL71.H8 1974] 74-3454 
10.00 (lib. bdg.). 

1. Sacred books—History and criticism. I. 
Title. 

Prepared from C.LP. 


RHETORICAL criticism 
7 essays in honor of James Muilenburg 
/ edited by Jared J. Jackson and Martin 
Kessler. Pittsburgh : Pickwick Press, [1974] 
(Pittsburgh theological monograph series ; 
no. 1) Includes bibliographical references. 
[BS1192.R48] 74-22493 ISBN 0-915138- 
00-X : 7.95 

1. Muilenburg, James. 2. Muilenburg, 
James—Bibliography. 3. Bible. O.T.— 
Addresses, essays, lectures. I. Mutlenburg, 
James. II. Jackson, Jared Judd, 1930- ed. 


809.2’51 


809°.935°22 


‘DECEMBER 31,1974 | 


Ul. Kessler, Martin, 1927- ed. IV. Title. V. 
Series. 

Prepared from C.I.P. Publisher’s address: 
5001 Baum Bivd., Fatesburgh Pa. 15213. 
Contents omitted. 


RYKEN, Leland. 809.93522 
The literature of the Bible. Grand Rapids, 
Zondervan Pub. House [1974] 356 p. illus. 
23 cm. Includes bibliographical references. 
ere R9] 73-13073 7.95 

1. Bible as literature. I. Title. 


BRUCHAC, Joseph, 
1942- comp. 
Words from the house of the dead : prison 
writings from Soledad : a facsimile version 
of a book, 6:15 unlock—a kite from 
” Soledad, handmade by prisoners & 
smuggled out / with introductions by 
Joseph Bruchac & William Witherup and a 
glossary of joint *jargon and additional 
prison material marked off by borders. 2d 
enl. ed. Trumansburg, N.Y. Crossing 
Press, [1974] [128] p. : ill. ; 22 cm. (The 
Crossing Press series of contemporary 
anthologies) [PS508.P7B7 1974] 73-86672 
ISBN 0-912278-46-3 7.95 ISBN 0-912278- 


810°.8°0054 


47-1 pbk. : 3.95 
1. Prisoners’ writings, American. 2. 
American literature—20th century. L 


Witherup, William, joint comp. II. Soledad 
Correctional Training Facility. III. Title. 


WALDEN, Daniel, 
Aug.1,1922- comp. 
On being Jewish: American Jewish writers 
from Cahan to Bellow. Edited by Daniel 
Walden. Greenwich, Conn., Fawcett 
Publications [1974] 480 p. 18 cm. (A 
Fawcett premier book) [PS508.J4W3] 74- 
80850 1.75 (pbk.). 
1. American literature—Jewish authors. 2. 
Jews in the United States—Literary 
collections. I. Title. 


TITUS, William A. 810°.8°09775 
Wisconsin writers; sketches and studies. 
Chicago, 1930. Detroit, Gale Research Co., 
1974. xi, 433 p. 22 cm. [PS571.W6T5 
1974] 74-4303 ISBN 0-8103-3658-8 16.50 
i, American  literature—Wisconsin. 2. 
Authors, Amertcan— Wisconsin— 
Biography. I. Title. 


*BRADLEY, Edward Sculley, 
1897-, comp. 

The Agierican tradition in literature edited 
by Sculley Bradley, Richmond Croom 
Beatty, E. Hudson Long [and] George 
Perkins. 4th ed. [New York] Norton 
[1974, c1967] 2001 p. 22 cm. Shorter 
edition in one volume [PS507.B74 1974] 
73-14129 ISBN 0-448-13152-8 10.50 


810°.8°08924 


810.82 


J. American literature (Selections: 
Extracts, etc.) I. Title. 
AMBRICAN writers; 810.9 B 


a collection of literary biographies. 
Leonard Unger, editor in chief. New York, 
Scribner [1974- v. 29 cpm. The 
biographies were originally published as 
the University of Minnesota pamphlets on 
American writers. Contents. v. 1. Henry 
Adams to T. S. Eliot. v. 2. Emerson 
McCullens. v. 3. MacLeish to Santayana. 
v. 4. Isaac Lente Singer to Richard 
Wright. Includes bibliographies. 
[PS129. A55] 73-1759 ISBN 0-684-13662-7 
160.00 (4 vols.) 

1. American literaturo--Bio- -bibliography. I. 


Unger, Leonard,+ ed. Minnesota. 
University. Pamphlets on American 
writers. 

PRIVATE dealings; 810.9005 


modern American writers in search of 
integrity, by David J. Burrows [and others] 


Rockville, Md., New Perspectives [1974, 
c1969] p. [PS221.P68 1974] 73-21737 
ISBN 0-87953-301-5 9.50 

i. American literature—20th century— 
Addresses, essays, lectures. I Burrows, 
David J. . 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
87953-302-1. 


MORRIS, Lloyd R., 
1893-1954, comp. 
The young idea; an anthology of opinion 
concerning the spirit and aims of 
contemporary American literature. 
[Folcroft, Pa.] Folcroft Library Editions, 
1973, [ie.1974] p. Reprint of the 1917 ed. 
published by Duffield, New York. 
[PS221.M6 1973] 73-13948 ISBN 0-8414- 
6030-2. 20.00 ` 
I. American literature—20th century— 
History and criticism. I. Title. 
Prepared from C.I.P. 


810°.9°0052 


ROSS, Ralph Gilbert, 810°.9°0052 
1911- comp. 
Makers of American thought : an 


introduction to seven American writers / 
edited by Ralph Ross. Minneapolis : 
University of Minnesota Press, [1974] 301 
p. ; 23 cm. (The Minnesota library on 
American writers) Includes index. 
Bibliography: p. 265-278. [PS214.R6 1974] 
74-78993 ISBN 0-8166-0712-5 : 10.50. 

i. American literature—i9th century— 


History and criticism. 2. American 
literature—20th century—History and 
criticism. I. Title. 
Contents omitted. 
KOLODNY, Annette, 1941- 810.936 


The lay of the land : metaphor as 
experience and history in American life 
and letters / by Annette Kolodny. Chapel 
Hill : University of North Carolina Press, 
[1975] p. cm. Includes index. 
Bibliography: p. [PS88.K65] 74-23950 
ISBN 0-8078-1241-2 : 8.95. 

I1. American literature—History and 
criticism. 2. United Stetes—History— 
Philosophy. 3. Nature in literature. I. Title. 
Prepared from C.I:P. 


JACKSON, Blyden. 811.009 
Black poetry in America; two essays in 
historical interpretation [by] Blyden 
Jackson and Louis D. Rubin, Jr. Baton 
Rouge, Louisiana State University Press 
[1974] xiv, 119 p. 23 cm. Bibliography: p. 
99-113. [PS153.N5J3] 73-90875 ISBN 0- 
8071-0075-7 5.95 

L American poetry—Negro authors— 


History and criticism. I. Rubin, Louis 
Decimus, 1923- II. Title. 
SHERMAN, Joan R. 811.009 


Invisible poets; Afro-Americans of the 
nineteenth century [by] Joan R. Sherman. 
Urbana, University of Illinois Press [1974] 
xxxii, 270 p. illus. 24 cm. Bibliography: p. 
225-236. [PS153.N5548] 73-81569 ISBN 
0-252-00325-X 10.00 

l. American poetry—Negro authors— 


History and criticism. 2. American 
poetry—19th century—History and 
criticism. I. Title. 

KELLER, Karl, 1933- 811°.1B 


The example of Edward Taylor / by Karl 
Keller. Amherst University of 
Massachusetts Press, 1975. p. cm. 
Includes bibliographical references and 
index. [PS850.T2Z74] 74-21240 ISBN 0- 
&7023-174-X : 12.00 

<. Taylor, Edward, 1642-1729. I. Title. 
Prepared from C.LP. 


SCHEICK, William J. 
The will and the word : 


8 11.1 
the poetry of 


800 LITERATURE _ 


Edward Taylor / William J. Scheick. 
Athens University of Georgia Press, 
[1974] xvi, 181 p. ; 24 cm. Includes index. 
Bibliography: p. 169-177. [PS850.T2279} 
71-190049 ISBN 0-8203-0314-3 : 9.00 

4. Taylor, Edward, 1642-1729—Criticism 
and interpretation. T. Title. 


TRY Ne Washington, 1783- 
The poems of Washington Irving / brought 
together from various sources by William 
R. Langfeld. Folcroft, Pa. Foicroft 
Library Editions, 1974. p. cm. Reprint of 
the 1931 ed. published by New York 
Public Library, New York. [PS2052.L3 
1974] 74-22225 ISBN 0-8414-5688-7 lib. 
bdg. : 7.50 

Ł Langfeld, William Robert, 1882- ed. IT. 
Title. 


811.2 


. Prepared from C.I.P. 


MIDDLEBROOK, Diane Wood. 811.3 
Walt Whitman and Wallace Stevens. Ithaca 
[N.Y.] Cornell University Press [1974] 238 
p- 23 cm. Includes bibliographical 
references. [PS3238.M43] 73-20792 ISBN 
0-8014-0832-6 10.00 

i. Whitman, Walt, 1819-1892—Criticism 
and interpretation. 2. Stevens, Wallace, 
1879-1955—Criticism and interpretation. I. 
Title. 


WAGGONER, Hyatt Howe. 8117.3 
Emerson as poet [by] Hyatt H. Waggoner. 
[Princeton] Princeton University Press 
[1974] p. cm. Includes bibliographical 
references. [PS1638.W3] 74-2983 ISBN 0- 
691-06269-2 11.50 

I. Emerson, Ralph Waldo, 1803-1882— 
Criticism and interpretation. I. Title. 
Prepared from C.1.P. 


REXROTH, Kenneth, 1905- 811.5 
Beyond the Mountains. na York] New 
Directions [1974] 190 p. 
[PS3535.E923B4] ISBN 0- 8112. 0552- 5 
3.25 (pbk.) 

I. Title. 

L.C. card number for original ed.: 51- 
9631. 


HOPKINS, Lee Bennett, 
comp 

Take Fold: an anthology of Pulitzer Prize 

winning poems. [lst ed.] Nashville, T. 

Nelson [1974] p. cm. Offers selections 

from the prize-winning works of nineteen 

American poets. [PS613.H6] 74-10282 

ISBN 0-8407-6408-1 5.95 

1. American poetry—20th century. 2. 

Pultizer prizes. I. Title. 

Prepared from C.I.P. 


811.508 


FROST: centennial 811.52 
essays. Compiled by the Committee on the 
Frost Centennial of the University of 
Southern Mississippi. Jackson, University 
Press of Mississippi [1974] xii, 610 p. 24 
cm. Includes bibliographical references. 
[PS3511.R94Z654] 73-93331 ISBN 0- 
87805-055-8 17.50 
i. Frost, Robert, 1874-1963-—Addresses, 
essays, lectures. I. Mississippi. University 
of Southern Mississippi, Hattiesburg. 
Committee on the Frost Centennial. ` 
MCCORD, David Thompson 811.52 
Watson, 1897- 
Away and ago; rhymes of the never was 
and always is [by] David McCord. 
Drawings by Leslie Morrill. [Ist ed] 
Boston, Little, Brown [1974] p. cm. A 
collection of poems about familiar places, 
objects, and experiences. [PZ8.3.M133Aw] 
74-14642 ISBN 0-316-55513-4 5.95 
I Moraill, Leslie, illus. IT. Title. 
Prepared from C.LP. 
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800 LITERATURE 


ROOT, Edward Merrill, 
1895-1973. 

Children of the morning / E. Merrill Root. 

Francestown, N.H. + Golden. Quin Press, 

[1974] 8 p. m. Poem: 

[PS3535.055C5 1974] 7 77549 ISBN 0. 

8233-0206-7 : 4.00 


811.52 


L Title. 

RUIHLEY, Glenn 811°.5°2 B 
Richard. 

The thorn of a rose: Amy Lowell 


reconsidered, paradan, Conn.) Archon 
Books, 1974. p. cm. Bibliography: p. 
[PS3523. O88Z75] 74-13542 ISBN 0-208- 
01458-6 10.00 
1. Lowell, Amy, 1874-1925. I. Title. 
Prepared from C.LP. 
SAUL: George Brandon, 811.52 
901- 
The stroke of light : further postscripts to 
Hound and unicorn / by George Brandon 
Saul. Francestown, N.H. : Golden Quill 
Press, [1974] 72 p. ; 21 cm. Poems. 
[PS3537. A866S8] 74- 75635 ISBN 0-8233- 
0201-6 : 5.00 


I. Title. 

ALTA. 811.54 B 
Momma: a start on all the untold stories. 
New York, Times Change Press; 


[distributed by Monthly Press, 1974] p. 
cm. Autobiographical. [PS3551.L76Z5] 74- 
79105 ISBN 0-87810-528-X 6.50 

1. Alta—Biography. I. Title. 

Prepared from C.I.P. Pbk. 2.00; ISBN 0- 
87810-028-8 


ANGLUND, Joan Walsh. 811.54 
Goodbye, yesterday; a book of pormi [Ist 
ed.] New York, Atheneum, 1974. 63 p. 
illus. 20 cm. [PS3551. N47G6] 74-77621 
ISBN 0-689-10610-6 3.95 

I. Title. 


BARLOW, George, 1948- 811.54 
Gabriel / by George Barlow. lst ed. 
DEOIN Broadside Press, [1974] 63 p. ; 22 

(Broadside poets) Poems. 
[PS3552.A6725G3] 74-186469 ISBN 0- 


910296-92-8 : 5.25. ISBN 0-910296-84-7 

pbk. : 2.00 

I. Title. 

BAXTER, Lonnie Howard, 811.54 
1952- 


The Gothic spiral. San Antonio; Naylor 
Co. [1974] p Poems. 
(PS3552.A856G6] 74- 18082 ISBN 0-8111- 
0549-0 4.95 

L Title. 

Prepared from C.I.P. 


*BENSON, Don. 811.54 
Last sunset and other poems. New York, 
Vantage Press [1974] 45 p. 21 cm. ISBN 
0-533-01090-X 3.75 

I. Title. 


*BERTRAM, Frederick P. 811.54 
Observations: philosophical considerations 
on life and living by Frederick P. Bertram. 
New York, Vantage Press, [1974] ix, 185 
p. re em. Poems. ISBN 0-533-00922-7 
3.9 

T. Title. 


*BIRD, Beatrice. 811.54 
Lisa, she say. lst ed. New York, Vantage, 
[1974] 56 p. 22 cm. Poems. ISBN 0-533- 
01026-8 3.50 


L Title. 

*BURMEISTER, Magdalene, 811.54 
1902- 

Against the shifting sands. Franeestown, 


N.H., Golden Quill Press [1974] 159 p. 21 
130 l 


cm. Poems. 74-75637 ISBN 0-8233-0203-2 
6.00 
I. Title. 


BUXBAUM, Martin. 811.54 


The warm world of Martin Buxbaum : 


[poems]. Washington : Acropolis Books, 
[1974] p. cm. (Acropolis books for leisure 
& family) [PS3503.U945W3] 74-20719 
ISBN 0-87491-395-0 pbk.: 3.50 

I. Title. 

Prepared from C.I.P. Contents omitted. 


CLANCY, Matthew Edwin, 8117.54 


1903- 
Book of faith : a poem / by Matthew E. 


Clancy. Ist ed. Jericho, N.Y. : Exposition 
Press, [1974] xii, 236 p. ; 24 cm. (An 
Exposition-testament book) 


[PS3553.L24B6] 74-185477 ISBN 0-682- 
47977-2 : 10.00 
I, Title. 


CLARK, Robert Wayne. 811.54 
Along the way / by Robert Wayne Clark. 
Philadelphia : Dorrance, [1574] 64 p. ; 22 
çm. Poems. [PS3553.L288A8] 74-186944 
ISBN 0-8059-2053-6 : 3.50 

I. Title. 


COLIE, Rosalie L. 811.54 
Atlantic wall, and other poems. Princeton, 
N.J., Princeton University Press [1974] p. 
cm. [PS3553.04746A85] 74-2963 ISBN 0- 
691-06273-0 8.95 

I. Title. 

Prepared from C.I.P. Pbk. 2.95, ISBN 0- 
691-01314-4. 


DAMALI. 811.54 
I am that we may be / by Damali (Denise 
Burnett). lst ed. Chicago : Third World 
Press, Psa 21 p. ; 22 cm. (First poet 
series) [PS3554.A46412] 74-76703 ISBN 0- 
88378-034-8 pbk. : 1.50 

I. Title. II. Series. 


*DAMALT. 811.54 
I am that we may be, by Damali (Denise 
Burnett) Chicago, Third World Press 
{1974] 21 p. 22 cm. (First poets.) Poems. 
ISBN 0-88378-034-8 1.50 (ọbk.) 

I. Title. 


*DE-NUR, Amnon. 811.54 
The passion and the dream-poems. ist. ed. 
New York, Vantage Press [1974] 80 p. 22 
cm. Poems. ISBN 0-533-00344-8 3.50 

I. Title. 


*DILLARD, Annie 811.54 
Tickets for a prayer wheel Columbia, 

University of Missouri Pr. [1974] 127 p. 22 

cm: Poems 73-86759 ISBN 0-8262-0156-3 
.00 

I. Title. 


DILLARD, Emil L. 811.574 
Nouns and pronouns (I and others) by 
Emil L. Dillard. Peterborough, N.H 
Windy Row Press [1974] 79 p. 21 cm. 
Poems. [PS3554.T399N6] 74-75401 ISBN 
0-911838-40-6 5.00 


T. Title. 
*DOUGHTY, Nina. 811.54 
Poetically speaking. [Waycross, Ga., 


Brantley Printing, 1974] 140 p. 18 cm. 
Poems. 7.95 


L Title. 

Publisher’s address: Hopkins Rd. 

Waycross, Ga. 31501 

*DUKETTE, Jerome, 811.54 
Reverend. 

Silver pieces; poems. New York, 


Exposition Press, [1974]. 56 p. 22 cm. 
ISBN 0-682-47907-1 3.50 


ee oe 
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i. Title. 


*DUNN, Stephen. 811.54 
Looking for hole in the ceiling; poems. 
Amherst, University of Massachusetts 
Press, 1974. 57 p. 24 cm. 73-93172 ISBN 
G-87023-154-5 7.00 

a. Title. 


EIGNER, Larry, 1927- 811.54 
Anything on its side. New Rochelle, N.Y., 
Elizabeth Press [1974] 71 p. 27 cm. 
Poems. "Limited to 400 copies.” 
poe 147A85] 74-177163 16.00 

7, Title. 


=NSLIN, Theodore. 811.54 
The median flow : selected poems, 1943- 
1973 / Theodore Enslin. Los Angeles : 
Black Sparrow Press, 1974. p. cm. 
“PS3555.N76M4] 74-23390 ISBN 0-87685- 
202-9 ; 15.00. ISBN 0987685-201-0 pbk. : 
4.00 

IU Title. 

Prepared from C.I.P. 


*EVERSON, William 811.54 
Man-Fate The swan song of Brother 
Antoninus. New York, New Direttions 
[1974 c1973] ix., 80 p. 21 cm. Poems. 73- 
89480 ISBN 0-8112-0520-7 6.95 

I. Title. 


Pok. 2.75, ISBN: 0-8112-05215. 


FARABEE, Barbara, 1944- 811.54 
Erotic love poems. Millbrae, Calit, 
Celestial Arts 1974] 


[ 
[PS3556.A57E7] 74-9755 ISBN $. 912310. 
72-3 3.95 (pbk.). 
1. Love poetry, American. I. Title. 
Prepared from C.I.P. 


FINCKE, Gary. 811.54 
Emptied. Boston, Branden Press [1974] 75 
p. 22 cm. Poems. [PS3556.1457E5] 74- 
71599 ISBN 0-8283-1546-9 3.75 

I Title. 


*FREDERICK, Jean Robert 811.54 
Life lines; poems. lst. ed. Jericho, N.Y., 
Exposition Press [1974] 85 p. 22 cm. ISBN 
0-682-48011-8 5.00 

L Title. 


FRIEBERT, Stuart Alyn, 
1931- 

Up in bed; poems by Stuart Friebert. 
[Cleveland] Cleveland State University, 
Poetry Center [1974] 83 p. 21 cm. (CSU 
poetry series, 1) [PS3556.R48U6] 74- 
620108 ISBN 0-914946-01-3 2.95 (pbk.). 

L Title. IL Series: Cleveland State 
University. CSU poetry series, 1. 


FROST, Gerhard E. 811.54 
Bless my growing : for parents, teachers, 
and others who learn / Gerhard E. Frost ; 
photos. by Doug Messmer. Minneapolis : 
Augsburg Pub. House, [1974] 96 p. : ill. ; 
22 cm. Poems. [PS3556.R598B5] 74-77680 
ISBN 0-8066-1431-5 : 3.50 


811°.5'°4 


Totle.* 
OFORGE, Emery Edward, 811.54 
1933- 
Black Jesus, by Emery George. a Arbor 
[Mich.] Kylix Press [1974] p. cm. 
[PS3557.E48B55] 74-84182 ISBN O0- 


914408-01-1 4.95 

i. King, Martin Luther—Poetry. I. Title. 
Prepared from C.I.P. Pbk. 2.45; ISBN 0- 
914408-02-X. A 


GINSBERG, Allen, 1926- 811.54 
Iron horse / Allen Ginsberg. San Francisco 
: City Lights, [1974] 52 p. : ill. ; 15 x 21 
cm. Poem. [PS3513.17417 1974] 73-93941 
ISBN 0-9729607-7-9 : 3.00 


DECEMBER 31,1974 
I. Title. 


*GINSBERG, Allen, 1926- 811.54 
The visions of the great rememberer, with 
letters by Neal Cassady and drawings by 
Basil King. [Amherst, Mass.] Mulch Press 
[1974] 71 p. illus. 22 cm. (A haystack 
book.) Poems. 74-77758 ISBN 0- 913142- 
03-4 2.50 (pbk.) 

L Title. 


HARGER, William, 1936-. 811.54 
It’s easy to be. loved. Millbrae, Calif., 


Celestial Arts [1974] p. cm. Poems. 
[PS3558.462415F5] 74-8286 ISBN 0- 
912310-56-1 3.95 (pbk.) 

I Title. 

Prepared frém C.I.P. 

HILBERRY, Conrad. 811°.5°4 


Rust : [poems] / Conrad Hilberry. Athens, 
Ohio University Pfess, [1974] 61 p. 

cm. [PS3558.1384R8] 73-92903 ISBN ie 
8214-0153-X : 5.00 

I. Title. 


HOBERMAN, Mary Ann. 811.54 
Nuts [0 you & nuts to me; an alphabet of 
poem$&, Illustrated by Ronni Solbert. New 
York, Knopf; {distributed by Random 
House, 1974] [32] p. col. illus. 19 x 26 cm. 
Humorous poems introduce each letter of 
the alphabet. [PZ8.3.H66Nu] 74-734 ISBN 
0-394-82742-2 4.95 

I. Salbert, Ronni, illus. IT. Title. 

Lib. bdg. 5.59, ISBN 0-394-92742-7. 


*HORD, Fred. 811.54 
After hfours). ist. ed. Chicago, Third 
World Press [1974] 28 p. 22 cm. (First 
posts) Poems. ISBN 0-88378-036-4 1.50 


f Title. 


IORIO, James. 811.54 
The fifth season ns by James Iorio. 
Francestown, phe a ace uil Press, 
[1974] 96 Poems. 
[PS33307 ones} “"74- 59550 ISBN 0-8233- 


I. Title. 


*JACKSON, Angela. 811.54 
Voo doo love magic. Chicago, Third World 
Press [1974] 23 p. 22 cm. (First poets.) 
Poems. ISBN 0-88378-032-1 1.50 (pbk.) 

I. Title. 


. 
JACKSON, Sandy. 811.54 
Different. Nashville, Impact Books [1974] 
59 p. 19 cn? Poems. [PS3560.A244D5] 74- 
81803 ISBN 0-914850-06-7 2.95 
T. Title. 


JOHNSON, Bradford: 
Pulpits to the north; poems. 


811.54 


Boston, Mosher Press, 1974. viii, 54 p. 
ius, 21 cm. [P53560.03719P8] 74-180498 
50 


T Title. 


*JULES, Mark. * 814.54 
The ant and the marshallow. New York, 
Vantage Press, [1974]. 29 p. illus. 21 cm. 
Poems. ISBN 0-533-00985-5 3.50 

I Title. 


*KENNEDY, Mary. 811.54 
The bourrichon. lst ed. New York, 
Gotham. Book Mart, 1974 1 v. (unpaged) 
23 cm. 3.00 

I. Title. ee ct 

Poems. 


*KERCHER, Randy. 811.54 
Cave stones; poems. New York, Vantage 
Press, [1974]. 32 p. 21 cm. ISBN 0-533- 
00898-0 3.50 


[ist ed] . 


` L Title. 


KERSMAN, Michael. 811.54 
A collection of thoughts / written by 


Michael Kersman ; illustrated by Larry, 


Young. Philadelphia : Dorrance, [1974] 42 
p. : il. ; 22 cm. Poems. [PS3561.E663C6] 
74-79088 ISBN 0-8059-2033-1 : 2.95 

f, Title. 


*KNOTT, Bill. 811.54 
Love poems to myself. Boston, Barn 
Dream Press, [1974]. 1 v. (unpaged), 21 


cm. 4.00 (pbk.) 

T. Title. 

Publisher’s address: 8 Thayer Street, 
Boston, Mass., 02118. 

*KRAKLOW, Carl A. 811.54 


Attention, please! ; and other poems, [by] 
Car! A. Kraklow. New York, Vantage 
Press, [1974] 87 p. 21 cm. ISBN 0-533- 
01153-1 3.50 

I Title. 


*LAWRENCE, Marjorie Kahl. 811.54 
Fairy smoke; children’s poems, with 
drawings by R. L. Markham. Jericho, New 
York Exposition Press [1974] 87 p. illus. 
21 cm. ISBN 0-682-47898-9 5.00 

T. Title. 


*LEHMANN, Peter. 811.54 
Masks. Illustrated by Claudia Ricketts. 
Millbrae, Calif., Celestial Arts, [1974]. 1 v. 
(unpaged), illus. 22 cm. Poems. 74-5973 
ISBN 0-912310-69-3. 2.95 (pbk.) 

I. Title. 


LIVINGSTON, Myra Cohn. 811.54 
The way things are, and other poems. 
Illustrated by Jenni Oliver. [Ist ed.] New 
York, Atheneum, 1974. 40 p. illus. 21 cm. 
“A Margaret K. McElderry book.” A 
collection of poems describing different 
feelings, places, and things. 
[PZ8.3.L75Way] 74-76275 ISBN 0-689- 
50008-4 4.95 

I. Title. 


*MACBETH, George. 811'.5°4 
Sharpnel and a poet’s year; poems. New 
York, Atheneum, 1974 [c1973] 143 p. 23 
cm. 7.50 
i. Title. 


*MCCONAHBAY, Gleeda, comp. 811.54 
You know what I think? [written by 
children}. Illustrated by Jean Hale, 
associate editor Kathleen Booth. 
{Indianapolis} Fun Publishing [1974] 96 p- 
illus. 23 cm. Poems. 2.50 (pbk.) 

1. Children’s poetry. I. Title. 

Publishers address: P.O. Box 40283 
Indianapolis, Indiana 46240 


*MACDONALD, Alastair. 811.54 
Shape enduring mind. New York, Vantage 
Press, [1974] 98 p. 21 cm. Poems. ISBN 0- 
533-00464-0 3.75 

L Title. 


*MCHUGH, Joseph 811.5°4 
Journey, to the moon [by] Joseph McHugh 
[and] Lalif Harris. Milibrae, Calif., 
Celestial Arts, [1974] 1 v. (unpaged), ilus. 
19 cm. 74-9757 ISBN 0-912310-73-1 3.95 


(pbk.) 
i. Harris, Latif, joint author. IT. Title. 


MALANGA, Gerard. 811.54 
incarnations : [poems] / Gerard Malanga. 
Los Angeles : Black Sparrow Press, 1974. 
p. cm. (PS3563.A4215] 74-20670 ISBN 0- 
87685-219-3 : 15.00. ISBN 0-87685-218-5 
pbk. : 4.00. 

L Title. 

Prepared from C.I.P. 
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MANDEL, Oscar. 811°.5°4 
Simplicities; poems. [lst ed.] Los Angeles, 
Spectrum Productions [1974] 56 p. 22 cm. 


[PS3563.A44S5] _74-79131 ISBN 0- 
§14502-01-8 4.00 (pbk.) 

I. Title. 

*MANNHEIM, Harriet 811.54 


Echoes of a concrete village; poems lst. 
ed. Jericho, N.Y., Exposition Press [1974] 
80 p. 22 cm. ISBN 0-682-47889-X 4.00 

I. Title. 


*MARTIN, Gloria A. 811.54 
A foreigner to earth, [by] Gloria A. 
Martin. [Madison, Wis., Blue Rain Press, 
1974] 37 p. 21 cm. Poems ISBN 0- 
9600538-2-4 2.50 (pbk.) 

I. Title. 


MILLHUFF, Chuck. 
My trip; a book of original poems. 
Photography by Bill Grine. ist ed. 
Nashville, Impact Books [1974] 79 p. illus. 
15 x 22 cm. [PS3563.14227M9] 74-83414 
ISBN 0-914850-59-8 4.95 

I. Title. 


*MITCHELL, Joe H. 811.54 
O woman, by Joe H. Mitchell. Markham, 
IL Natural Resources Unlimited. 1974 77 
p. 22 cm. Poems. 2.50 (pbk.) 

L. Title. 

Publishers address: 
Markham, Ill. 60426 


MORETTI, Josephine B. 811.54 
Home is where ... : [poems] / by Josephine 
B. Moretti. Francestowhn, N : Golden 
Quill Press, [1974] 21 

[E 53363. 0777H6] 74- 75638 isBN 0- 8233. 
0204-0 : 4.00 

I. Title. 


MURRAY, Michele. 811.54 
The great mother and other poems / 
Michele Murray. New York : oe and 
Ward, [1974] 103 p ; 

[PS3563. U772G7] 74-9208 ISBN 08362. 
0591-X : 6.95 

Ł Title. 


*MYCUE, Edward. 811.54 
Chronicle. cover illustration by Richard 


812.54 


3531 Roesner Dr. 


Steiger. [San Francisco], Mother’s Hen, 
[1974]. 15 p. 22 cm. (Muchos Somos 
series) Poems. ISBN 0-914370-08-1 1.00 
(pbk.) 
L Title. 
NEAL, Patsy. 8117.54 


So run your race; an athlete’s view of God. 
Grand Rapids, Zondervan Pub. House 
[1974] 63 p. illus. 22 cm. A poem. 
[PS3564.E2S6] 73-13076 2.95 

1. Christian poetry, American. 2. 
Athletics—Poetry. I. Title. 


*NORRIS, George Lloyd. 811.54 
The sweet and bittersweet; poems from the 
pen of George Lloyd Norris, compiled by 
Helen L. Ford. Ist. ed. Jericho, N.Y., 
Exposition Press [1974] 126 p. 22 cm. 
ISBN 0-682-47923-3 5.00 

I. Title. 


OERKE, Andrew. 811°.5°4 
Many voices. Millbrae, Calif., Celestial 
Arts [1974] p. cm. [PS3565. E7M3] 74- 
8285 3.95 (pbk.) 


L Title. 

Prepared from C.I.P. 

*OLUMO 811.54 
The blue narrator, by Olumo (im 


Cunningham) Chicago, Third World Press 
[1974] 86 p. 22 cm. (First poets.) Poems. 
ISBN 0-88378-035-6 1.50 (pbk.) 
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I Title. 
*OPPENHEIMER, Joel. 811.54 
On occasion, some births, deaths, 


weddings, birthdays, holidays, and other 
events; poems. New York, Bobbs-Merrill 
[1974, c1973] 136 p. 22. cm. 73-1721 
ISBN 0-672-51719-1 6.95 

L Title. 

Pbk. 4.95, ISBN 0-672-51720-5 


OWENS, Rochelle. 811.54 
The “Toe 82 creation poems / Rochelle 
Owens. Los Angeles : Black Sparrow 
Press, 1974. p. cm. [PS3565.W57J6] 74- 
205a ISBN 0-87685-2187685-216-9 pbk. 
T. Title. 

Prepared from C.I.P. 


*PETRIE, Paul. 811.54 
The academy of goodbye. Hanover, N.H., 
University Press of New England [1974] 
74 p. 22 cm. Poems. 74-75682 ISBN 0- 
87451-098-8 7.00 

I Title. 

Pbk. 3.75, ISBN 0-87451-097-6. 


PICKER, Eliza. 811.54 
Seasons of discovery, by Elizabeth Picker. 
Boston, Branden Press [1974] 64 p. 18 x 
19 cm. Poems. [PS3566.13S4] 74-75605 
ISBN 0-8283-1543-4 4.75 

L Title. 


PLATT, Eugene Robert. 8112.54 
An original sin, and other poems, by 
Eugene Platt. Chapel Hill, N. os Briarpatch 
Press [1974] ix, 70 p 22 cm. 
[PS3566.L287A8] 74-161902 3.00 (pbk.) 

L. Title. 


Publisher’s address: Box 1121, Chapel 
Hill, N.C. 27514. 
*PORCHE, Verandah. 811.54 


The body’s symmetry. New York, Harper 
& Row [1974] ix. 96 p. 21 cm. (Harper 
Colophon Books) Poems 73-17855 ISBN 
0-06-090370-8 2.95 (pbk.) 

I. Title. 


*RICHARDSON, Nola. 811.54 
When one loves; the Black experience in 
America., photos by: John H. Thompson 
[and others]. Millbrae, Calif., Celestial 
Arts, [1974]. 95 p. illus. 22 cm. Poems. 73- 
86640 ISBN 0-912310-52-9 3.95 (pbk.) 

I Title. 


RINDER, Walter. 811.54 
My dearest friend. Millbrae, Ca., Celestial 
Arts [1974] [64] p. illus. 22 cm. A poem. 
[PS3568.15M9] 74-9886 ISBN 0-912310- 
67-7 2.95 

i. Title. 


ROMERO, Carole, 1938- 811.54 
To find a place. San Antonio Naylor 
[1974] 46 p 22 cm. Poems. 
[PS3568.056T6] 74-18392 ISBN 0-8111- 
0551-2 3.95 

T. Title. 


*ROSANDER, Richard L., 
1948- 


811.54 


Living poor in puritan solitude [by] 
Richard Rosander. [lst. ed] New York, 
Vantage Press [1974] 48 p. 22 cm. Poems. 
ISBN 0-533-01106-X 3.95 

L Title. 


*ROYSTER, Sandra 811.54 
Women talk. Chicago, Third World Press 
[1974] 23 p. 22 em. (First poets.) Poems. 
ISBN 0-88378-032-1 1.50 (pbk.) e 

I. Title. 
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SAVORY, Teo. 811.54 
Dragons of mist and torrent; the canons of 
Hsieh Ho. Greensboro, Unicorn Press 
[1974] [20] p. (on double leaves) 23 cm. 
Poems. Number 21 of 500 copies printed. 
[PS3569.A85D7] 74-76907 ISBN 0-87775- 
042-4 6.00; 3.00 (pbk.) 

L Title. 


*SCHUYLER, Louis G. 811.54 
A handful of love; heartful of pain by 
Louis G. Schuyler. Philadelphia, Franklin 
Publishing [1974] 26 p. 20 cm. Poems. 74- 
81964 ISBN 0-87133-023-7 3.95 ~ 

I. Titie. 


*SELIN, Brahma. 811.54 
Seeds of silence; yoga meditations, haiku. 
Ist. ed. [Jericho] N.Y. Exposition [1974] 
ce illus. 22 cm. ISBN 0-682-47841-5 
I Title. 


*SERGEANT, Howard. ed. 811.54 
African voices, selected by Howard 
Sergeant. New York, Lawrence Hill, [1973, 
i.e.1974] xvii, 137 p. 22 cm. Poems. ISBN 
0-88208-016-4. 7.50 

I. Title. 


*SHABISTARI, Mahmud. 811.54 
The secret garden; translated by Johnson 
Pasha; introduction by Iméad Hussein el- 
Qadisi. New York, E. P. Dutton, 1974. 76 
p. 21 cm. Poems ISBN 0-525-47375-0 2.25 
(pbk.) 

LI. Title. 


*SHAHAM, Milton. 811.54 
A Jong note; poems. Ist. ed. Jericho, N.Y. 
Exposition [1974] 96 p. 22 cm. ISBN 0- 
682-47908-X 4.50 


L Title. 

*STEPHENS, Michael 811.54 
Gregory 

Parastaphs With drawing by Fritz 


Bultman. [Amherst, Mass.;, Mulch Press, 
[1974]. 61 p. illus. 22 cm. (A Haystack 
book) 74-77762 ISBN 0-913142-06-9 2.50 
(pbk.) 

Í. Title. 


*STRICKLAND, Jim. 811.54 
Being alive [with illustrations by David 
Hartrick] New York, Diameter [1974] 199 
p. illus. 21 cm. Poems 74-75187 4.95 
(pbk.) 

I. Title. 

Publishers address: The Van Gogh 14 
Horatio St. New York, N.Y. 10014 


THATCHER, Maurice 
Hudson, 1870-1973 
Autobiography in poetry First edition. 
New York Robert Speller {c1974] viii 215 


811.54 


p. 24 cm. [PS3539.H143A9 1974] 74- 

11010 ISBN 0-8315-0145-6 7.50 

I. Title. 

*VLAUN, Daniel Manson, 811.54 
1941-1973 


Come sit with me; poems [by] Daniel 
Manson Vlaun (July 2€, 1941-June 7, 
1973) lst. ed. Jericho, N.Y., Exposition 
Press [1974] 128 p. 22 cm. ISBN 0-682- 
47895-4 6.00 

Í. Title. 


WALLEY, Dean. 811.54 
Seascapes; inspiration and meaning drawn 
fram the serenity of the sea. Designed by 
David R. Miles. [Kansas City, Mo., 
Hallmark Cards, 1974] [48] p. col. illus. 25 


cm. (Halimark crown editions) 
[PS3573.A435S4] 73-78222 ISBN 0- 
87529-347-6 4.00 

I. Title. 
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WATSON, Robert, 1925- 811.54 

Selected poems / Robert Watson. ist ed. 
New York : Atheneum, 1974. 193 p., ; 24 
cm. Includes index. [PS3545. A874A17 
12974] 73-93706 ISBN 0-689-10602-5 : 
20.00 


*WILKINS, W. R. 811.54 
Something personal by W. R. Wilkins. 
Pasco, Wash, Godermood Rainbow, 
“1974] 1 v. (unpaged) illus. (part col.) 21 
cm. Poems. 4.00 (pbk.) 

T. Title. 

Publisher’s address: 331 W. Bonneville 
Street Pasco, Wash. 99301. 


WITT, Harold. 811.54 
Now, swim : new poems / by Harold Witt. 
Ashland, Ohio : Ashland Poetry Press, 


Ashland College, [1974] 72 p. ; 22 cm. 
[PS3545.19257N6] 74- 188824 2.50 

I. Title. 

*WRIGHT, James Abell. 811.54 


I see the wind. Boston, Branden Press, 
[1974] 136 p. 22 cm. Poems. 74-81875 
ISBN 0-8283-1574-4. 5.00 (pbk.) 

L Title. 


*ZULAUF, Sander W. 811.54016 
Index of American periodical verse: 1972, 
[by] Sander W. Zulauf and Irwin H. 
Weiser. Metuchen, N.J., Scarecrow Press, 
1974. vi, 525 p. 23 cm. [PS324] 73-3060 
ISBN 0-8108-0698-3 15.00 

I. American poetry—20th century. I. 
Weiser, Irwin H., joint author. II. Title. 


COLBY, Elbridge, 1891- 812.052 
Early American comedy. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1919 ed. published y the 
New York Public Library, New York. 
[PS336.C7C6 1974] 74-5461 5.00 

1. American drama (Comedy)—History 
and criticism. 2. American drama— 
Revolutionary period, 1775-1783—History 
and criticism. 3. American drama—l9th 
century—History and criticism. I. Title. 
Prepared from C.I.P. 


*AYCKBOURN, Alan. 812.54. 
Time and time again; a comedy in two 
acts. New York, Samuel French, [1973, 
i.e.1974]. 85 p. 19 cm. 1.75 (pbk.) 

L Title. 


*BOBRICK, Sam. e 812.54 
No hand feelings; a comedy in two acts, 
by Sam Bobrick and Ron Clark. New 
York, Samuel French, [1974] 85 p. 19 cm. 
1.75 (pbk.) 

I. Clark, Ron, joint author. II. Title. 


*BROWN, Kenneth H. 812.54 
Nightlight a play in three acts, by 
Kenneth H. Brown. New York, Samuel 
French, [1973, ie.1974] 64 p. 19 cma. 1.75 
(pbk.) 


I. Title. 


*CHASE, Mary. 812.54 
Cocktails with Mimi. [New York], 
Dramatists Play Service, [1974]. 66 p. 20 
em. 1.75 (pbk.) 

Í. Title. 

*CHILDRESS, Alice. 812.54. 


Wedding band; a love-hate story in black 

and white. New York, Samuel French, 

Paes i.e.1974]. 73 p. 19 cm. 1.75 (pbk.) 
ytle. 


*CROWLEY, Mart. 812.54 
A breeze from the guif a play in two acts. 
New York, Samuel French, [1974] 96 p. 
19 cm. 1.75 (pbk.) 

I Title. 


eres 
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*DEE, Peter. 812.54 
No ane wants to know. New York, Samuel 
French, [1974]. 20 p. 19 cm. 0.85 (pbk.) 

Lf. Title. 


ooo 


*DELMAN, Howard. 812.54 
Lovely afternoon; a comedy in one act. 
New York, Samuel French, [1974] 31 p. 
19 cm. 0.85 (pbk.) 

I. Title. 


*DUNSTER, Mark. 812.54 
Cam; a play. New York, Linden; [1974]. 
78 p. 22 om. Family series, part 10) Rin, 
part 47. 3.00 (pbk.) 

I. Title. 


*ELLIOTT, Paul. 812.54 
The legacy; a drama in one act. New York, 
Samuel French, [1974]. 47 p. 19 cm. 0.85 
(pbk.) 

f Title. $ 


*FRIEL, Brian. 812.54. 
Crystal and fox; a play in six scenes. New 
York, Samuel French, [1974, c1974]. 69 p. 
19 cm. 1.75 (pbk.) 

I. Title. 


*HELLER, Joseph. 812.54 
Clevinger’s trial (from catch-22); a play in 
one act. New York, Samuel French, [1973, 
i.e.1974} 22 p. 19 cm. Based on chapter 8 
from his novel: Catch-22. 0.85 (pbk.} 

T. Title. 


*HENDERSON, Nancy. 812.54 
Medusa of forty-seventh street; a play in 
one act. New York, Samuel French, [1974] 
30 p. 19 cm. 0.85 (pbk.) 


T. Title. 
*KELLY, Tim. 812.54 
Frankenstein; a play in two acts. 


Dramatized by Tim Kelly, from the classic 
by Mary Shelley. New York, Samuel 
French, [1974] 69 p. 19 cm. 1.75 (pbk.) 

I. Title. : 


*KEVESON, Peter. 812.54 
Nellie Toole & Co.; a play in two acts. 
[New York] Dramatists Play Service 
[1974] 64 p. front. 20 cm. 1.75 (pbk.) 

I. Title. 


*KITTY, Jerome. 812.54 
Look away; a drama in two acts. New 
York, Samuel French, [1974] 57 p. 19 cm. 
1.75 (pbk.) 

I. Title. : 


*LAUCK, Carol. 812.54 
Marmalade gumdrops; a play in two acts. 
New York, Samuel French, [1974] 41 p. 
19 cm. 1.00 (pbk.) 

I. Title. 


*LEE «Jim. 812.54. 
Will someone please tell me what's going 
on here?; a play in one act. New York, 
Samuel French, [1974, cl971] 19 P. 19 
cm. 0.85 (pbk.) 

I. Title. 


*MCDONOUGH, Jerome 812.54. 
Transceiver; a one-act drama. New York, 
Samuel French, [1974] 23 p. 19 cm. 0.85 
(pbk.) 

I. Title. 

*MCINTOSH, Charles E. 812.54 
The carpenter; a drama in three acts, by 
Charles E. Mcintosh. New York, Samuel 
French, [1974] 81 p. 19 cm. 1.75 (pbk.) 

T. Title. 


*MARRIOTI, Anthony. 812.54 
No sex please, we're British; a comedy in 


two acts, by Anthony Marriott and Alistair 
Foot. New York, Samuel French, [1973, 
i.e.1974] 89 p. 19 cm. 1.75 (pbk.) 

I Foot, Alistair, joint author. If. Title. 


*MEDOFF, Mark. 812.54 
Four short plays. [New York] Dramatists 


Play Service [1974] 90 p. 20 cm. 1.75 
(pbk.) 

L Title. 

*MORSE, Jack. 812.54. 


A noise in the world; a play in one act. 
New York, Samuel French, [1974, c1965] 
34 p. 19 cm. 0.85 (pbk.) 

T. Title. 


OATES Joyce Carol, 
1938- 

Miracle play. Los ee Black marie) 
Press [1974] A ay. 
[PS3565.A8MS5] 14119270 "ISBN 0- 87685. 
214-2. 8.95 

I. Title. 

Prepared from C.I.P. Pbk. 4.00; ISBN 0- 
87685-213-4. 


*O’DONNELL, John. 812.54. 
Rock a bye daddy; a comedy in three acts, 


812.54 


New York, Samuel French, [1972, 
i.e.1974] 63 p. 19 cm. 1.75 (pbk.) 

I. Title. 

*OWENS, Rochelle. 812.54 


The Karl Marx play; a play with music. 
Book and lyrics by Rochelle Owens. New 
York, Samuel French, [1974] 50 p. 19 cm, 
1.75 (pbk.) 

T. Title. 


*SCHISGAL, Murray. 812.54. 
An American millionaire. [New York], 
Dramatists Play Service, [1974, c1971] 62 
p. 20 cm. 1.75 (pbk.) 


I Title. 
*SHARKEY, Jack. 812.54 
Meanwhile, back on the couch----; a 


comedy in three acts. New York, Samuel 
ea [1973, ie.1974] 88 p. 19 cm. 1.75 
bk 


L. Title. 


*SIMON, Daniel. 812.54. 
The convertible girl; a comedy in two acts. 
New York, Samuel French, [1974] 82 p. 
19 cm. 1.75 (pbk.) 

I. Title. 


*SIMON, Neil. 812.54 
The sunshine boys; a comedy in two acts. 


New York, Samuel French,  [1973, 
i.e.1974] 84 p 19 cm. 1.75 (pbk.) 

I. Title. 

SORRENTINO, Gilbert. 812.54 


Flawless play restored : the masque of 
Fungo / Gilbert Sorrentino. Los Angeles : 
Black Sparrow Press, 1974. p. cm. Part of 
a novel-in-progress presented in play form, 
but not intended for the stage. 
[PS3569.O7F5] 74-22436 ISBN 0-87685- 
198-7 : 15.00. ISBN 0-87685-197-9 pbk. : 
3.00 

L Title. 

Prepared from C.I.P. 


*STEVENS, Jean Andre. 812.54 
The red tigress; a play. lst. ed. Hicksville, 
N.Y. Exposition [1974] 71 p. 22 cm. ISBN 
0-682-47992-6 4.50 

T. Title. 


*STIMAC, Anthony. 812.54. 
The contrast; a musical. Adapted by 
Anthony. Stimac, music by Don Pippin, 
lyrics by Steve Brown. New York, Samuel 
French, [1972, i.1974]. 58 p. 21 cm. 


800 LITERATURE 


Based on the first American comedy 


written in 1787 by Royall Tyler. 2.00 
(pbk.} 

L Title. 

*STOREY, David. 812.54 


The changing room; a play. New York, 
Samuel French, [1974] 88 p. 19 cm. 1.75 


(pbk.) 
L. Title. 


*STOREY, David. 812.54 
The contractor; a play in three acts. New 
York, Samuel French, [1974, ci970]. 102 
p. 19 cm. 1.75 (pbk.) 

I. Title. 


*TESICH, Steve. 812.54 
Nourish the beast; a play in two acts. New 
York, Samuel French, [1974] 66 p. 19 cm. 
1.75 (pbk.) 

L. Title. 


*TURNER, Daniel Frank. 812.54. 
Getting to know the natives; a comedy in 
two acts. New York, Samuel French, 
(1974, c1972]. 74 p. 19 cm. 1.75 (pbk.) 

i. Title. 


URDAHL, Richard. 812.54 
Last night I dreamed : 21 short plays / by 
Richard Urdahl ; illustrated by Marlowe 
Urdahl. Philadelphia Fortress Press, 
[1974] vi, 72 p. : ill. ; 21 cm. (Open book ; 
10) [PN4231.U8] 74-76919 ISBN 0-8006- 
0159-9 pbk. : 2.50 

1. Dialogues. 2. Christian drama. I. Title. 
Contents omitted. 


*VONNEGUT, Kurt. 812.54 
Happy birthday, Wanda June; a play in 
three acts. New York, Samuel French, 
[1974] 81 p. 19 cm. 1.75 (pbk.) 

L Title. 


*WALLACE, G. L. 812.54 
Them next door by G. L. Wallace. New 
York, Samuel French, [1974]. 36 p. 19 cm. 
0.85 (pbk.) 

I. Title. 


*WELLS, Robert. 812.54 
All good minds; a play in one act. New 
York, Samuel French, [1974] 30 p. 19 cm. 
0.85 (pbk.} 

L Title. 


*WIENER, Sally Dixon 812.54 
Telemachus Friend; a musical in one act. 
Book, lyrics and music by Sally Dixon 
Wiener. New York, Samuel French, [1973, 
i.e.1974] 33 p. 19 cm. Based on the short 
story by O. Henry. 2.00 (pbk.) 

i. Title. 


*WINGATE, Gifford W. 812.54 
Family; a play with music. Book and lyrics 
by Gifford W. Wingate, music by Robert 


R. Smith. New York, Samuel French, 
[1974] 96 p. 19 cm. 1.75 (pbk.) 

Í. Title. 

OPEN Theater. 812’.5°408 


Three works by the Open Theatre. [Edited 
by] Karen Malpede [and] Joseph Chaikin. 
The Company: Raymond Barry [and 
others] The photographers: Mary Ellen 
Mark, Inge Morath, Max Waldman. 
Drawings by Mary Frank. New York, 
Drama Book Specialists [1974] p. cm. 
Contents.—Mutation show.—Nightwalk.— 
Terminal. [PS634.065 1974] 74-13837 
ISBN 0-910482-54-3 12.50 

1. American drama—20th century. I. 
Malpede, Karen, ed. H. Chaikin, Joseph, 
1935- ed. Ill. Title. 

Prepared from C.I.P. 
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' 800 LITERATURE oo 


LEGGETT, John, 1917- 812°.5°409 B 
Ross and Tom; two American tragedies. 
New York, Simon and Schuster [1974] 447 
p. illus. 25 cm. [PS3562.0274Z78] 74-118 
ISBN 0-671-21733-X 10.95 

1. Lockridge, Ross Franklin, 1914-1948— 


Biography, 2. Heggen, Thomas, 1919- 
1949—Biography. I. Title. i 
*BUCCO, Martin. 813 


An American tragedy notes. Lincoln, Neb., 
Cliffs Notes [1974] 75 p 21 cm. 
Biblfography: p. 74-75. [PZ3.D814Am30] 
ISBN 0-8220-0169-1 1.50 (pbk.) 

1. Dreiser, Theodore, 1871-1945 An 
American tragedy. I. Title. 


*POSTON, Carol H. 813 
Tender is the night notes, by Carol H. 
Poston. Lincoln, Neb. Cliffs Notes [374 
77 p 21 cm. Bibliography: p. 75-77. 
ay ISBN -8220-1241- 3 1.25 
k 

I. Fitzgerald, Frances Scott Key, 1896- 
1940 Tender is the night. T. Title. 


LIEBERMAN, Elias, 1883- 
9. 

The American short story : a study of the 
influence of locality in its development / 
by Elias Lieberman. Folcroft, Pa. : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1912 ed. Originally presented as the 
author's thesis, New York University, 
1911. Includes index. Bibliography: p. 
[PS374.S5L5 1974] 74-22316 ISBN 0- 
8414-5705-0 lib. bdg. : 7.95 

J. Short story. 2. American fiction— 
History and criticism. L Title. 

Prepared from C.I.P. 


O’BRIEN, Edward Joseph 
Harrington, 1890-1941. 
The advance of the American short story / 
by Edward J. O’Brien. Rev. ed. Folcroft, 
Pa. : Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1931 rev. ed. published 
by Dodd, Mead, New York. Bibliography: 
p. [PS374.S503 1974] 74-23658 ISBN 0- 
8414-6500-2 lib. bdg. : 20.00 
i. Short stories, American—History and 
criticism. I. Title. 
Prepared from C.I.P. 


MASON, Bobbie Ann. 813°.0872 
The girl sleuth / Bobbie Ann Mason. Old 
Westbury, N.Y. : Feminist Press, 1974. p. 
em. Includes bibliographical references. 
([PN1009.A1M32] 74-22313 ISBN 0- 
912670-17-3 2.00 

d. Children’s stories, American—History 
and criticism. 2. Girls in literature. 3. 
Detective and mystery stories, American— 
History and criticism. 4. Bibliography— 
Children’s books issued in series. I. Title. 
Prepared from C.I.P. 


FREEMAN, John, 1880- 


1929. 

Herman Melville / John Freeman. 
Folcroft, Pa. : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1926 ed. 
published by Macmillan, London, in series: 
English men of letters. Includes index. 
Bibliography: p. [PS2386.F7 1974b] 74- 
22059 ISBN 0-8414-4228-2 lib.bdg.: 17.50 
1. Melville, Herman, 1819-1891. 

Prepared from C.I.P. 


*GOUDGE, Elizabeth. 813.3 [B] 
The joy of the snow. New York, Coward, 

McCann & Geoghegan [1974] 319 p. 
ports. 22 cm. [PS1883] 73-93757 ISBN 0- 

698. 10605-9 8.95 

i Title. 


GREJDA, Edward S. ° 813.3 
The common continent of men; racial 


. 


813'.01 


813.01 


813.3 B 
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“SEALTS, Merton M., comp. 


-` THANE, Elswyth, 1900- 


equality in the writings of Herman Melville 
[by] Edward S. Grejda. Port Washington, 
N.Y., Kennikat Press, 1974. p. cm. 
(National university publicacions. Series in 
the literary criticism) Bibliography: p. 
[PS2388.R3G7] 74-80067 ISBN 0-8046- 
9073-1 7.95 

1. Melville, Herman, 1819-1891—Criticism 
and interpretation. 2. Race probiems in 
Jiterature. I. Title. 

Prepared from C.I.P. 


813°.3 B 
The early lives of Melville : nineteenth- 
century biographical sketches and their 


‘authors / [selected by] Merton M. Sealts, 


Jr. Madison : University of Wisconsin 

Press, 1974. p. cm. Includes 

bibliographical references and index. 

[ES2300.S38] 74-5906 ISBN 0-299-06570- 
12 

i. Melville, Herman, 1819-189]— 

Addresses, essays, lectures. 2. Melville, 


Herman, 1819-1891—Biography—Sources. 
3. American prose  literature—19th 
century. I. Title. 

Prepared from C.I.P. 

ALCOTT, Louisa May, 813.4 B 


1832-1888. 
Louisa May Alcott; her 1-fe, letters, and 
journals. Edited by Edneh D. Cheney. 
New York, B. Franklin [1974, c1889] p. 
cm. Reprint of the 1907 ed. published by 
Little, Brown, Boston. [PS1018.A4 1974] 
72-81926 ISBN 0-8337-5120-4 16.50 
I. Cheney, Ednah Dow Littlehale, 1824- 
1904, ed. 
Prepared from C.I.P. 


NORRIS, Frank, 1870-1902. 813.4 
Frank Norris of ”The Wave” : stories & 
sketches from the San Francisco weekly, 
1893 to 1897 / foreword by Charles G. 
Norris ; introd. by Oscar Lewis. Folcroft, 
Pa. : Folcroft Library Ed:tions, 1974. p. 
cm. Reprint of the 1931 ed. published by 
the Westgate Press, San Francisco. 
[PS2471. NS 1974] 74-23551 20.00 

I. Title. 

Prepared from C.I.P. Contents omitted. 


CABELL, James Branch, $13’.5'2 B 
1879-1958. 
The letters of James Branch Cabell. Edited 
by Edward Wagenknecht. Norman, 
University of Oklahoma Press [1974] p. 
cm. [PS3505.A153Z53 1974] 74-5963 
ISBN 0-8061-1120-4 15.00 
1. Cabell, James Branch, 1879-1958— 
Correspondence. 2. Authors, American— 
Correspondence, reminiscences, etc. 
Prepared from C.I.P. . 


GARLAND, Hamlin, 1860- 
940. 

The captain of the Gray-Horse Troop; a 
novel. Special limited ed. New York, 
Grosset & Dunlap. St. Cleir Shores, Mich., 
Scholarly Press, 1974 [c1$02] iii, 414 p. 22 
em. [PZ3.G18Cas10] [PS1732] 72-84706 
ISBN 0-403-02966-X 16.00 

I. Title. 


8137.5’2 


813.52 
The light heart / Elswyth Thane. New 
York : Aeonian Press, 1974, c1947. viii, 
341 p. ; 21 cm. Reprint of the ed. 
published by Duell, Sloan and Pearce, New 
York. [PZ3. T327Li4] [P33539.H143] 74- 
4539 6.95 

i. Title. 


THANE, Elswyth, 1900- 813.52 
The lost general / by Elswyth Thane. New 


York : Aeonian Press, 1974, c1953. 241 p. ` 


; 22 cm. Reprint of the ed. published by 
Duell, Sloan, and Pearce, New York. 


K UMT RETRE ZAE PTT TA STN TRS ENN EEE PETEERE TE = = 


AMERICAN BOOK PUBLISHING RECORD 
[PZ3.T327L05] [PS3539.H143] 74-4540 
6.95 


L. Title. 
FOWLER, Douglas. 813°.5°4 
Reading Nabokov / Douglas Fowler. 


Ithaca, N.Y. : Cornell University Press, 
1974. 224 p. ; 21 > Includes index. 
Bibliography: [215]-218. 
[PS3527.A15Z7] 73- 20798 ISBN 0-8014- 
0828-8 : 9.75 

1. Nabokov, Vladimir Vladimirovich, 1899- 
—Criticism and interpretation. I. Title. 


GARDNER, Herb, 1934- 813°.5°4 
The goodbye people; a play. New York, 
Farrar, Straus and Giroux [1974] 167 p. 
illus. 21 cm. [PS3513.A6333@6] 74-11259 
ISBN 0-374-16560-2 8.95 

I. Title. 

Pbk. 3.95; ISBN 0-374;51136-5. 


PATROUCH, Joseph F., 
1935- 

The science fiction of Isaac Asimov [by] 

Joseph F. Patrouch, Jr. [1st ed.] Garden 

City, N.Y., Doubleday, 1974. xxvii, 283 p. 


813.54 


22 cm. Bibliography: p. [273]-276. 
[PS3551.S5Z8] 74-5534 ISBN 0-385- 
08696-2 6.95 


1. Asimov, Isaac, 1920- —Criticism and 
interpretation. I. Title. 


STARK, John O. 813°.5’409 
The literature of exhaustion : Borges, 
Nabokov, and Barth / by John O. Stark. 
Durham, N.C. : Duke University Press, 
1974. 196 p. ; 23 cm. Includes index. 
Bibliography: p. [179]-192. [PN771.S74] 
73-92536 ISBN 0-8223-0316-7 : 7.95 

1. Borges, Jorge Luis, 1899- —Criticism 
and interpretation. 2. Nabokov, Vladimir 
Vladimirovich, 1899- —Criticism and 
interpretation. 3. Barth, John—Criticism 
and interpretation. I. Title. 


TWAIN, Mark, 1835-1910. 817.4 
Letters from the Earth. Edited by Bernard 
DeVoto. With a pref. by Henry Nash 
Smith. New York, Harper and Row [1974 
c1962] 239 p. 18 cm. (Perennial library) 
(PS1331.A3 1974] ISBN 0-06-080331-2 
1.25 (pbk.) 

I. Title. 

L.C. card number for original ed; 62- 
14550. 


FRANKLIN, Benjamin, 
1939- comp. 
The prose of the minor Congecticut wits. 
facsim. reproductions, edited with an 
introd. by Benjamin Franklin V. Delmar, 
N.Y., Scholars’ Facsimiles & Reprints, 
1974- p. cm. Contents.—v. 1. Theodore 
Dwight. [PS548.C8F7 1974] 74-11124 
ISBN 0-8201-1132-5 75.00 (3 vols.) 
1. American prose literature—Connecticut. 
2. American prose liter&ture— 
Revolutionary period, 1775-1783. I 
Dwight, Theodore, 1764-1846. II. Title. - 
Preparad from C.I.P. 


THOREAU, Henry David, 
1817-1862. 

The illustrated Walden. with photos, from 

the Gleason collection. Text edited by J. 

Lyndon Shanley. Princeton [N.J.] 

Princeton University Press, 1973 Beian 

xv, 352 p. illus. 23 cm. [PS3048.A1 1973 

ISBN 0-691-01309-8 3.95 (pbk.) 

L. Shanley, James Lyndon, 1910- comp. IL. . 

Title. III. Title: Walden. + 

L.C. card no. for original ed.: 73-8266. 


PAULDING, James Kirke, 818.307 
1778-1860. 

Salmagundi, second series, by Launcelot 

Langstaff, Esq. New York, Harper, 1835. 


818.208 


818’.3°03 


DECEMBER 31,1974 


[New York, AMS Press, 1974] p. cm. 


(Series: Paulding, James Kirke, 1778-1860. 
Works, 3-4.) Original ed. issued as the 
author’s Works, 3-4. [PS2527.83 1974] 70- 
144669 ISBN 0-404-04944-3 19.50 

LL Title. If. Series. 

Prepared from C.I.P. 


BELL, Landon Covington, 
1880-1960. 
Poe and Chivers. [Folcroft, Pa.] Folcroft 
Library Editions, 1973 [i-c.1974, c1931] 
101 p. 24 cm. Reprint of the ed. published 
by C. A. Trowbridge, Columbus, Ohio. 
ere 1973] 73-9500 10.00 (lib. 
bd 

1. Poe, Edgar Allan, 1809-1849. 2. 
Chivers, Tomas Holley, 1809-1858. I 
Title. - 


MCMASTER, Helen Neill. 818.309 
Margaret Fuller as a literary critic / by 
Helen Neill McMaster. Folcroft, Pa. 
Foleroft Library Editions, 1974. 100 p. ; 
26 cm. Reprint of the 1928 ed. published 
in Buffalo, which was issued as v. 7, no. 3, 
of the University of Buffalo studies, and 
also as no. 1 of its Monographs in English. 
Bibliography: p. [98]-100. [PS2507.M3 
1974] 74-20532 lib. bdg. ISBN 0-377- 
00019-1 10.00 

1. Ossoli, Sarah Margaret Fuller, marchesa 
d’, 1810-1850-—-Criticism and 
interpretation. I. Title. II. Series: New 
York (State). State University, Buffalo. The 
University of Buffalo studies ; v. 7, no. 3. 


MACY, John Albert, 
1877-1932. . 
Edgar Allan Poe / by John Macy. 
Folcroft, Pa. : Folcroft Library Editions, 
1974, (c1907] p. cm. Reprint of the ed. 
published by Small, Maynard, Boston, in 
series: The Beacon biographies of eminent 
Americans. Bibliography: p. [PS2631.M3 
1974] 74-22182 ISBN 0-8414-5955-X lib. 


-8187.3°09 


818.309 B 


bdg. : 10.00 
d. Poe, Edgar Allan, 1809-1849— 
Biography. I. Series: The Beacon 


biographies of eminent Americans (Boston) 
Prepared from C.I.P. 


POE, Edgar Allan, 
1809-1849. 
The last letters of Edgar Allan Poe to 
Sarah Helen ‘Whitman : in commemoration 
of the, hundredth anniversary of Poe’s 
birth, January 19, 1909 / edited by James 
A. Harrison. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. ”Published 
under the auspices of the University of 
Virginia.” Reprint of the 1909 ed. 
published by Putnam, New York. 
{[PS2631.A39 1974] 74-26841 ISBN 0- 
8414-4899-X : 15.00 
I. Poe, Edgar Allan,  1809-1849— 
Correspondence. 2. Whitman, Sarah Helen 
Power, 1803-1878. I. Whitman, Sarah 
Helen Power, 1803-1878. II. Harrison, 
James Albert, 1848-1911, ed. I. te 
Prepared from C.I.P. 


BARON, Herman, 1941- 818°.4’09 
A concordance to the poems of Stephen 
Crane / Herman Baron ; edited by Joseph 
Katz. Boston : G. K. Hall, 1974. p. cm. 
- (PS1449.C85Z49 1974] 74-22083 ISBN 0- 
8161-1130-8 lib. bág. : 18.00. 
i. Crane, Stephen, * 
Concordances. I. Title. 
Prepared from C.I.P. 


SCHMITTER, Dean Morgan, 
1917- comp. 

Mark Twain: a collection of criticism. New 

York, McGraw-Hill [1974] p. cm. 

(Contemporary studies in literature) 


818.309 B 


1871-1900— 


` 818.409 


[PS1331.825] - 74-19111 ISBN 0-07- 
055394-7 2.25 (pbk.); 5.72 (lib. bdg.). 

I. Clemens, Samuel Langhorne, 1835-1910. 
I. Title. 

Prepared from-C.1.P. Contents omitted. 


TAYLOR, Coley Banks, 
1899- 
Mark Twain’s margins on Thackeray’s 
“Swift” / by Coley B. Taylor. Folcroft, Pa. 
: Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1935 ed. published by 
Gotham House, New York. 
[PS1342.L5T39 1974] 74-23511 ISBN 0- 
8414-8506-2 lib. bdg. : 8.50 
1. Clemens, Samuel Langhorne, 
1910—Knowledge—Literature. 
Thackeray, William Makepeace, 181 iL 
1863. The English humourists of the 
eighteenth century. 3. Swift, Jonathan, 
1667-1745—Criticism and interpretation— 
Addresses, essays; lectures. I. Title. 
Prepared from C.I.P. 


HORGAN, Paul, 1903- 818.5203 
Approaches to writing. New York, Farrar, 
Straus and Giroux [1974, c1973] xi, 233 p. 
21 cm. (Noonday, N474) "First Noonday 
edition.” [PS3515.06583Z5 1974] 74-7305 
ISBN 0-374-51158-6 3.25 

1. Horgan, Paul, 1903- 2. Authorship. T. 
Title. 


SMITH, Harry Allen, 
1907- 


818.409 


1 oe 


Larks in the popcorn [by] H. Allen Smith. 
Line drawings ‘by Leo Hershfield. 
Westport, Conn., Greenwood Press [1974, 
1948] p. cm. Reprint of the ed. published 
by A. Barker, London. [PN6161.865734 
Ey 74-15560 ISBN  0-8371-7791-X 


I. Title. 
Prepared from C.I.P. 


*LEACOCK, Stephen 
Butler, 1869-1944. 
The social criticism of Stephen Leacock; 
the unsolved riddle of social justice and 
other essays. Edited and introduced by 
Alan Bowker. [Toronto] eid of 
Toronto [1973] xlvii, 145 p. 22 ecm. 
[PR6023.E15}] 73-79860 ISBN 0-8020- 


818.5208 


~ 6201-6 3.95 (pbk.) 


I, Bowker, Alan, comp. IT. Title. 


SMOLLER, Sanford J. 818’.5°209 B 
Adrift among geniuses; Robert McAlmon, 
writer and publisher of the twenties [by] 
Sanford J. Smoller. University Park [Pa.] 
Sia aia State University Press [1974] 
cm. Bibliography: p. 
fPs352s. A1143Z88] 74-12257 ISBN 0- 
271-01173-4 14.50 
1. McAlmon, Robert, 1896-1956. I. Title. 
Prepared from C.LP. 


*LAUGHING gas (nitrous 818.5407 
oxide) [San Francisco, And or Press, 


- 1973, i.e.1974] [89] p. illus. 23 cm. Title 


on cover: Laughing gas (nitrous oxide); 

historical and recent essays an the practice 

a inhaling nitrous oxide.” [PN6231] 2.95 
bk. : 


i. Nitrous oxide—Anecdotes, facetiae, 
satire, etc. I. [Shedlin, Michaek comp.] I. 
[Wallechinsky, David, comp.] II. [Salyer, 
Saune, comp] 


Publisher’s address: P.O. Box 3431, 
Rincon Annex, San Francisco, Calif. 
94119. 

RINDER, Walter. 818°.5°407 


Only one today / Walter Rinder. Milibras, 
Calif. : Celestial Arts, 1974. [60] p 

22 cm. [PS3568.1505] 74-186383 PsN. o 
91310-66-9 : pbk. 2.95 

Í. Title. 


818°.5°207 . 


B ‘ 800 LITERATURE 


DEMING, Barbara, 1917- 818.5409 
We cannot live without our lives / Barbara 
Deming. New York : Grossman Publishers, 
1974. x, 191 p. ; 21 cm. [PS3554.E475W4] 
73-16566 ISBN 0-670-75335-1 : 8.95 

L Title. 


CURNOW, Wystan, 1939- comp. 820 
Essays on New Zealand literature. 
[Auckland N.Z.] Heinemann Educational 
Books [1973] viii, 192 p. 23 cm. Includes 
bibliographical references. [PR9624.6.C8] 
74-179530 ISBN 0-435-18195-5 k 

I. New Zealand literature—Addresses, 
essays, lectures. I. Title. 

Distributed. by International Publications 
Service, 7.00 (pbk.). 


BLAMIRES, Harry. 820°.9 
A short history of English literature. 
[London] Methuen; [distributed in the 
USA by Harper & Row Publishers, Barnes 
& Noble Import Division, 1974] 536 p. 19 
cm. Bibliography: p. [480]-493. [PR83.B5 
1974] 74-183127 ISBN 0-416-24110-7 7.00 


1. English _ literature—History and 
criticism. I. Title. 
Pbk. 3.50; ISBN 0-416-24120-4. 

- CHILD memorial volume. 820°.9 


(Folcroft, Pa.] Folcroft Library Editions, 
1973, [ie.1974] p. (Studies and notes in 
philosophy and literature, v. 5) Reprint of 
the 1896 ed. published under the direction 
of the Modern Language Departments of 


Harvard University by Ginn, Boston. 
[PR14.C5 1973] 73-11352 30.00 

1. Child, Francis James, 1825-1896. 2. 
English _ literature—Addresses, essays, 


lectures. 3. French philology—Addresses, 
essays, lectures. 4. American literature— 
Addresses, essays, lectures. I. Child, 
Francis James, 1825-1896. II. Series: 
Harvard studies and notes in philology and 
literature, v. 5. 

Prepared from C.I.P. 


KING, Bruce Alvin. 820°.9 

Literatures of the world in English, edited 

by Bruce King. London, Boston, Routledge 

and Kegan Paul, 1974. xi, 225 p. 23 cm. 

Includes bibliog raphical references. 

Heer K5] 73- 89197 ISBN 0-7100-7787- 
4 13.2 


i English literature—Commonwealth of 
Nations authors—History and criticism. I. 
Title. 

mere Hugh Alexander, 1872- ' 820°.9 

1943. 

Anglo-Irish literature. With a foreword by 
A. E. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. Reprint of the 1926 ed. 
published by Talbot Press, Dublin. Includes 
bibliographical references. [PR8711.L3 
1974] 74-8122 ISBN 0-8414-5725-5 25.00 


I. English  literature—Irish — authors— 
History and criticism. I. Title. 

Prepared from C.I.P. 

LE COMTE, Edward Semple, 820°.9 


1916- 
Poets’ riddles : essays in seventeenth- 
century explication / Edward Le Comte. 
Port Washington, N.Y. : Kennikat Press, 
1974. p. cm. (National university 
publications) Includes bibliographical 
references and index. [PR433.L38] 74- 
77656 ISBN 0-8046-9065-0 : 10.00 
1. English literature—Early modern, 1500- 
1700—Addresses, essays, lectures. 2. 
English literature—Explication. [. Title. 
Prepared from C.I.P. 


*NINETEENTH-CENTURY 820.9008 
literary perspectives; essays in honor of 
Lionel €tevenson edited by Clyde de L. 
Ryals. Durham, N.C., Duke Univ. Pr. 1974 
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294 p. 24 cm. [PR463] 73-84842 ISBN 0- 
8223-0314-0 11.75 

i. Stevenson, Lionel 2. English literature— 
I9th century—Addresses, essays, lectures. 
I. Ryals, Clyde de L. ed. 


BENNETT, Arnold, 
1867-1931. 

Arnold Bennett: the Evening standard 
years; "Books and persons” 1926-1931. 
Edited with an introd. by Andrew Mylett. 
(Hamden, Conn.] Archon Books, 1974. 
xxvifi, 481 p. 24 cm. [PR6003.E6A16 
ae 74-1832324 ISBN 0-208-01444-6 
I. Evening standard, London. II. Title: 
Books and persons, 1926-1931. 


EVANS, Benjamin 820°.9°00912 
Ifor, Sir, 1899- 

English literature between the wars / by B. 
Ifor Evans. Folcroft, Pa. : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1948 
ed. published by Methuen, London. 
[PR474.E77 1974] 74-22489 ISBN 0-8414- 
3925-7 lib. bdg. : 10.00 


820.900912 


i. English literature—20th century— 
History and criticism. I. Title. 

. Prepared from C.I.P. 
LEAVIS, Frank 820°.9°00912 


Raymond, 1895- 
For continuity / by F. R. Leavis. Folcroft, 
Pa. : Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1933 ed. published by 
G. Fraser, The Minority Press, Cambridge, 
Eng. [PN85.L37 1974] 74-22143 ISBN i 
8414-5676-3 lib. bdg. : 13.00 
1. Criticism—Addresses, essays, lectures. 2. 
English — literature—Addresses, essays, 
lectures. American  literature— 
Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. Contents omitted. 


THOMPSON, Gary Richard, 820°.9°14 
1937- 


The Gothic imagination: essays in dark 
romanticism, edited by G. R. Thompson. 
[Pullman] Washington State University 
Press [1974] 176 p. illus. 23 cm. Includes 
bibliographical references. [PR146.T5] 74- 
186329 6.00 

1. English literature—Addresses, essays, 
lectures. 2. Romanticism. 3. Gothic revival 
(Literature) 4. American fiction—i9th 


century—Addresses, essays, lectures. I. 

Title. 

MOCLENNEN, Joshua, 820.915 
1913- 


On the meaning and function of allegory 
in the English Renaissance / by Joshua 
McClennen. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Running 
title: Allegory in the English Renaissance. 
Reprint of the 1947 ed. published by 
University of Michigan Press, Ann Arbor, 
which was issued as no. 6 of the University 
of Michigan contributions in modern 
philology. Includes bibliographical 
references. [PR418.A4M3 1974] 74-19407 
ISBN 0-8414-5914-2: 5.00 lib. bdg. 

1. English literature—Early modern, 1500- 
1700-—History and criticism. 2. Allegory. 
f Title. If. Title: Allegory in the English 
Renaissance. III. Series: Michigan. 
University. The University of Michigan 
contributions in modern philology ; no. 6. 
Prepared from C.I.P. 


BRIGHTFIELD, Myron 
Franklin, 1897-1964. 
Scott, Hazlitt, and Napoleon. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1943 ed. published by 
University of California Press, Berkeley. 
Includes bibliographical references. 
{PR469.P6B7 1974] 74-7037 4.50 


820°.9°3 
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I. English lterature—19#h  century— 
Addresses, essays, lectures 2. Authors, 
English—Political and social views. 3. 
France—History—Revolution, 1789- 
1799—Influence on Eterature. 4. 
Patriotism. I Title. 
Prepared from C.I.P. 
EVANS, Benjamin Ifor, 820.931 
Sir, 1899- 
Literature and science / ty lfor Evans. 
[Folcroft, Pa.] : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1954 ed. 
published by Allen & Unwin, London. 
Includes bibliographical references. 
[PR149.S4E9 1974] 74-23911 ISBN 0- 
8414-3941-9 : 10.00 
i. Literature and science. 2. English 
literature—History and criticism. I. Title. 
Prepared from C.I.P. 


*DENEEF, A. Leigh. 821 
"This poetick liturgie”; Robert Herricks 
ceremonial mode, [by] A. Leigh Deneef. 
Durham, N.C., Duke University 1974 200 
p. 23 cm. [PR3513] 74-95910 ISBN 0- 
8223-0323-X. 7.50 
1. Herrick, Robert, 1591-1674. I. Title. 
GROSS; Tom Peete, 1879- 821°.009 
951. 
Harper and bard; the beauties of Irish 
literature. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. Reprint of the 1931 ed. 
published by T. S. Rockwell Co., Chicago, 
in series: Tree of knowledge. [PB1327.C7 
1974] 74-5429 10.00 
J. Epic literature, Irish—History and 
criticism. I. Title. II. Series: Tree of 
knowledge. 
Prepared from C.I.P. 


NEARING, Homer, 1915- 8217.009 
English historical poetry, 1599-1641 / 
Homer Nearing, Jr. [Folcroft, Pa] : 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1945 ed. published by the 
University of Pennsylvania, Philadelphia. 
Originally presented as the author’s thesis, 
University of Pennsylvania. 1944. Includes 
index. ibliography: p. [PR545.HS5N4 
197A 74-23993 ISBN C-8414-6255-0 : 
2 

1. English poetry—Early modern, 1500- 
L 700—History and criticism. 2. Great 


Britain—History—Poetry—History and 
criticism. I. Title. 

Prepared from C.I.P. 

NOBLE, James Ashcroft, 821.009 


1844-1896. 
The sonnet in England, and other essays 
/by J. Ashcroft Noble. [Folcroft, Pa.] : 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1893 ed. published by E. 
Mathews and J. Lane, London. [PR99.N65 
1974] 74-23638 ISBN 0-3414-6257-7 lib. 
bdg. : 17.50 
1. Hunt, Leigh, 1784-1859—Addresses, 
essays, lectures. 2. Pope, Alexander, 1688- 
1744—Addresses, essays, lectures. 3. 
Buchanan, Robert Willams, 1841-1901— 
Addresses, essays, lectures. 4. Hawker, 
Robert Stephen, 1804-i875—Addresses, 
essays, lectures. 5. Sornets, English— 
History and criticism. I. Title. 
Prepared from C.I.P. 


SMITH, Chard Powers, 
1894- 

Annals of the poets; their origins, 
backgrounds, private lives, habits of 
composition, characters, and personal 
peculiarities. New York, Ssribner, 1935. St. 
Clair Shores, Mich., Scholarly Press, 1974. 
p. Bibliography: p. [PR592.S6 1974] 74- 
5079 ISBN 0-403-03089-7 23.50 

1. Poets, English. 2. Poets, American. 3. 


821.009 


AMERICAN BOOK PUBLISHING RECORD 


Literature—Anecdotes, facetiae, satire, etc. 
I. Title. 
Prepared from C.I.P. 


THOMPSON, Guy Andrew, 
1871- 

Elizabethan criticism of poetry / by Guy 
Andrew Thompson. Folcroft, Pa. : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1914 ed. published by G. Banta Pub. 
Co., Menasha, Wis. Originally presented as 
the author’s thesis, University of Chicago, 
1912. Includes index. Bibliography: p. 
[PR69.T5 1974] 74-22485 ISBN 0-8414- 
8533-X lib. bdg. : 15.00 

I. Criticism—Great Britain. 2. English 
poetry—Early modern, 1500-1700— 
History and criticism. 3. Boetry—Early 
works to 1800. I. Title. 

Prepared from C.I.P. 


8217.009 


EVANS, Benjamin Ifof, 821°.009'14 
Sir, 1899- 
Tradition and romanticism : studies in 


English poetry from Chaucer to W. B. 
Yeats / by B. Ifor Evans. Folcroft, Pa. : 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1940 ed. published by 
Methuen, London. Includes “index. 
([PR502.E8 1974] 74-22301 ISBN 0-8414- 
3927-3 lib. bdg. : 12.50 

J. English poety- History, and criticism, 
2. Romanticism—England. I. Title. 
Prepared from C.I.P. 


BOAS, Frederick Samuel, 821.04 
1862-1957, ed. 
Songs and lyrics from the English 


playbooks. Decorated by Hans Tisdall. 
Looe Pa.] Folcroft Library Editions, 
1974. p. cm. Reprint of the 1945 ed. 
published by Cresset Press, London. 
(PR1187.B58 1974] 74-6229 17.50 

I. English ballads and songs. 2. English 
drama. I. Title. 

Prepared from C.I.P. 


CHAMBERS, Robert, 1802- 821.04 
1871. 
The Scottish ballads, collected and 


illustrated by Robert Chambers. Edinburgh, 
W. Tait, 1829. [New York, AMS Press, 
1974] p. cm. [PR1181. C4 1974] 77- 
144549 ISBN 0-404-08628-4 16.00 

1. Scottish ballads and songs. I. Title. 
Prepared from C.I.P. 


GRAVES, Robert, 1895- ed. 821.04 
The English ballad; a short critical survey. 
[Folcroft, Pa.] Folcroft Library Editions, 
1973, [ie.1974] p. Reprint of the 1927 ed. 
published by E. Benn, London. ”Ballads”: 
p- [37]-139. [PR1181.G7 1973] 73-13765 
9.75 (lib. bdg.). 

1. English ballads and songs. I. Title. 
Prepared from C.I.P. 


BRIDGES, Robert Seymour, 
1844-1930. 

Coliected essays, papers &c. of Robert 

Bridges, [Folcroft, Pa.] Folcroft Library 

Edition, 1974. p. cm. Reprint of the 1927- 

36 ed. published by Oxford University 

Press, London. [PR4161.B6A16 1974] 74- 

8430 6.50 each (9. vols) 

I. Title. 

Prepared from C.I.P. Contents omitted. 


CRAMPTON, Georgia Ronan. 821.1 
The condition bf creatures : suffering and 
action in Chaucer and Spenser / Georgia 
Ronan Crampton. New ¿Haven Yale 
University Press, 1974. x, 207 p. ; 23 cm. 
Errata slip inserted. Includes 
bibliographical references and index. 
PREEN 73-9328! ISBN 0-300-01382- 
: 10.00. 
1. Chaucer, Geoffrey, d. 1400—Criticism 


§21’.09 


DECEMBER 31,1974 


and interpretation. 2. Spenser, Edmund, 
Fe ac = Criticism and interpretation. 
Title. 


GAWAIN and the Grene 
Knight. 

Sir Gawain and the Green Knight; edited, 
with an introduction, prose translation and 
notes, by W. R. J. Barron. Manchester, 
Manchester University Press; New York, 
Barnes & Noble, 1974. ix, 179 p. 22 cm. 
(Manchester medieval classics) English and 
Middie English. Bibliography: p. [25] 
[PR2065.G3 1974] 74-179676 ISBN 0-06- 
490311-7 4.95 (pbk.} 

i. Barron, William Raymond Johnston, ed. 


e 
MADELEVA, Sister, 1887- 


8217.1 


821.1 


1964. 
Pearl : a study in spiritual dryness / by 
Sister M. Madeleva. [Folcroft, Paj] : 


Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1925 ed. published by D. 
Appleton, New York. Includes index. 
Bibliography: p. [PR2111.M3 1974] 74- 
20927 ISBN 0-8414-5963-0 lib.bdg.: 7.45 
1. Pearl (Middle English poem) I. Title. 
Prepared from C.I.P. 


NOJD, Ruben, 1891-1960. 821’.1 
The vocalism of Romanic words in 
Chaucer / by Ruben Nojd. Folcroft, Pa. : 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1919 ed. published by 
Appelbergs Boktryckeri Aktiebolag, 
Uppsala. Originally presented as the 
author’s thesis, Uppsala, 1919. Includes 
index. Bibliography: p. [PR1945.N6 1974] 
bbe an ISBN 0-8414-6274-7 lib. bdg. : 
1. Chaucer, Geoffrey, d. 1400—Language. 
2. English _language—Middle English, 
£100-1500—Foreign words and phrases— 
Romance. 3. English language—Middle 
English, 1100-1500-—-Vowels. I. Title. 
Prepared from C.I.P. 


TAI TOR, Rachel Annand, 
Dunbar the poet and his period / by 
Rachel Annand Taylor. Folcroft, Pa. : 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1931 ed. published by Faber 
& Faber, London, which was issued as no. 
4 of The poets on the poets. [PR2268.T3 
1974] 74-22306 ISBN 0-8414-8529-1 lib. 
bdg. : §.50 

i. Dunbar, William, 14607-1520? I. Title. 
II. Series: The poets on the poets ; no. 4. 
Prepared fiom C.I.P. 


821'.2 B 


BOAS, Frederick Samuel, 821°.3 B 
1862-1957. 
Sir Philip Sidney, representative 


Elizabethan; his life and writings. [Folcroft, 
Pa.] Foleroft Library Editions, 1974. p. 
Reprint of the 1955 ed. published by 
Staples Press, London. Includes 
bibliographical references. [PR2343.B6 
1974] 74-5387 10.50 

1. Sidney, Philip, Sir, 1554-1586. 2. Tigle. 
Prepared from C.I.P. 


CHANG, Hsin-chang. 8217.3 
Allegory and courtesy in Spenser; a 
Chinese view, by H. C. Chang. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1955 ed. published b 
the University Press, Edinburgh, which 
was issued as no. 8 of the Edinburgh 
University publications in languages & 


literature. Includes bibliographical 
references. [PR2358.C5 1974] 74-8120 
10.00 


i. Spenser, Edmund, 1552?-1599. Faerie 
queene. 2. Allegory. 3. Courtesy. 4. 
Literature, _ Comparative—English and 
_ Chinese. 5. Literature, Comparative— 


Chinese and English. I. Title. II. Series: 


Edinburgh. University. Edinburgh 
University publications; language & 
literature, no. 8. 

Prepared from C.LP. 

GREENE, Robert, 1558?- 8217.3 
1592. 

Greene’s "Pandosto” or "Dorastus and 
Fawnia” being the original of 
Shakespeare’s “Winter's tale” / newly 


edited by P. G. Thomas. Folcroft, Pa. : 
Folcroft Library Editions, 1974. p. cm. 
Appendix (p. 107-147): The second day of 
Puget de la Serre’s “Pandoste” 1631. 
Reprint of the 1907 ed. published by 
Chatto and Windus, London, which was 
issued as v. 2 of The Shakespeare classics. 
[PR2544.P3 1974] 74-22465 ISBN 0-8414- 
8514-3 lib. bdg. : 12.50 

{£ Thomas, Percy Goronwy, 1875- ed. HI. 
La Serre, Jean Puget de, 1593?-1665. 
Pandoste; ou, La princesse mal heureuse. 
Seconde journee. 1974. Il. Title: 
PFPandosto. IV. Title: Dorastus and Fawnia. 


V. Series: The Shakespeare classics 
(London) ; v. 2. 

Prepared from C.I.P. 

LEGOUIS, Emile Hyacinthe, 8217.3 


1861-1937. 

Spenser / by Emile Legouis. Folcroft, Pa. : 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1926 ed. published by J. M. 
Dent, London. [PR2363.L43 1974] 74- 
22128 ISBN 0-8414-5680-1 lib. bdg. : 9.95 
1. Spenser, Edmund, 1552?-1599. 

Prepared from C.I.P. 


SHAKESPEARE, William, 
1564-1616. 
Shakespeare’s sonnets. Edited, with notes 
and introd., by Thomas Tyler. [Folcroft, 
Pa.] Folcroft Library Editions, 1973. p. 
The Herbert-Fitton theory cf Shakespeare’s 
oe p. [PR2848.A2T9 1973] 73-15673 


I. Tyler, Thomas, 1826-1902, ed. Il. Tyler, 
Thomas, 1826-1902. The Herbert-Fitton 
theory of Shakespeare’s sonnets. 1973. 


BoGHOLM, Niels, 1873-1957. 8217.4 
Milton and Paradise lost. {[Folcroft, Pa.] 
Folcroft Library Editions, 1973, [i.e.1974] 
p. Reprint of the 1932 ed. published by 
Levin & Munksgaard, Copenhagen. 
[PR3562.B6 1973] 73-16170 20.00 

1. Milton, John, 1608-1674. Paradise lost. 
I. Title. 

Prepared from C.I.P. 


COOKE, John, M.A. 8214 B 
John Milton, 1608-1674. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. "A 
lecture, delivered in the Parochial Hall, St. 
Bartholomew’s, Dublin, on the occasion of 
Milton’s Tercentenary, December 9, 
1908.” Reprint of the ed. published by 


821’.3 


- Hodges, Figgis, Dublin. [PR3581.C6 1974] 


74-5138 10.00 
1. Milton, John, 1608-1674—Biography. 
Prepared from C.I.P. 


CRUMP, Galbraith Miller. 821.4 
The mystical design of Paradise lost. 
Lewisburg [Pa.] Bucknell University Press 
[1974] p. cm. Bibliography: [PR3562.C7] 
74-202 ISBN 0-8387-1519-2 10.00 

I. Milton, John, 1608-1674. Paradise lost. 
I. Title. 

Prepared from C.I.P. 


EDMUNDSON, George, 1848- 
1930. 


Milton and Vondel 
literature ./ by 
Folcroft, Pa. : 
1974. 


8217.4 


a curiosity of 
George Edmundson. 
Folcroft Library Editions, 
p. cm. Reprint of the 1885 ed. 


: printed 


` 800 LITERATURE 
published by Trubner, London. 
[PR3586. E4 1974] 74-23571 ISBN 0-8414- 
3913-3 lib.bdg: : 15.00 
1. Milton, John, 1608-1674—Sources. 2. 


Vondel, Joost van den, 1587-1679-— 

Influence. I. Title. 

Prepared from C.I.P. E 

HUTCHINSON, Francis 821'.4 B 
Ernest, 1871-1947. 


Milton and the English mind / by F. E. 
Hutchinson. ([Folcroft, Pa.] Falcroft 
Library Editions, 1974. p., cm. Reprint of 
the 1946 ed. published “by Hodder & 
Stoughton for the "English Universities 
Press, London, which was issued in series: 
Teach yourself history library. Includes 
index. Bibliography: . [PR3581.H85 
13746] 74-28171 ISBN 0-8414-4897-3 : 
17.50 

1. Milton, John, 1608-1674. I. Title. IL 
Series: Teach yourself history library. 
Prepared from C.I.P. 


MARSH, John Fitchett, 
1818-1880, ed. 

Papers connected with the affairs of Milton 
and his family / edited by John Fitchett 
Marsh, from the original documents in his: 
possession. Folcroft, Pa. : Folcroft Library 
Editions, 1974. p. cm. Reprint of a work 
printed in 1851 for the Chetham Society, 
Manchester, Eng. and issued in vol. 24 of 
its Remains, historical & literary, 
connected with the palatine counties of 
Lancaster and Chester. [PR3582.M3 1974] 
122180 ISBN 0-8414-5959-2 lib. bdg. : 
8. 

1. Milton, John, 1608-1674—Estate. 2. 
Milton family. I. Title. 
Prepared from C.I.P. 
MILBOURNE, Luke, 1649- 821.4 s 

1720. 

Notes on Dryden’s Virgil, 1698. New 
York, Garland Pub., 1974. p. cm. (The 
Life & times of seven major British writers. 
Drydeniana, 12) Reprint of the 1698 ed. 
for .  Clavill, London. 
FPR3423. D75 vol. 12] [PR3424] 821.4 74- 
16036 ISBN 0-8240-1236-4 22.00 

1. Dryden, John, 1631-1700—Criticism 
and interpretation. 2. Vergilius Maro, 


821.4 


Publius—Translations. I Title. II. Series: 
Drydeniana, 12. 

Prepared from C.I.P. 

WEBER, Burton Jasper. 8217.4 


Wedges and wings : the patterning of 
Paradise regained / by Burton Jasper 
Weber ; foreword by John Gardner. 
Carbondale : Southern Illinois Universit 
Press, [1974] p. cm. (Literary sirusuires) 
Includes bibliographical references and 


index. [PR3565.W3] 74-20703 ISBN 0- 
8093-0673-5 : 10.00 
I. Milton, John, 1608-1674. Paradise 


regained. I. Title. 
Prepared from C.I.P. 


COOKE, Thomas, 1703- 821°.5s 
1756. 


Tales, epistles, odes, fables, &c. New York, 
Garland Pub., 1974. p. cm. (The Life and 


times of seven major British writers. 
Popeiana, 9) Reprint of the 1729 ed. 
printed for T. Green, London. 
{[PR3633.P58 vol. 9) [PR3369.C15] 
828’.5°09 74-16268 ISBN 0-8240-1247-X 
22.00 

L Title. If. Series. 

Prepared from C.I.P. 

CROUSAZ, Jean Pierre de, 8215s 


1663-1750. 
A commentary on Mr. Pope’s principles of 
morality, 1739. Translated by Samuel 
Johnson New York, Garland Pub., 1974. 
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p. cm. (The life & times of seven major 
British writers. Popeiana, 13) Translation 
of Commentaire sur la traduction en vers 
de Mr. labbe Du Resnel, de l’Essai de M. 
Pope sur Phomme. [PR3633.P58 vol. 13] 
[PR3627.C8] 824.5 74-20564 ISBN 0- 
8240-125128 22.00 

i. Pope, Alexander, 1688-1744, Essay on 
man. 2. Pope, Alexander, 1688-1744—- 
Religion and ethics. 3. Pope, Alexander, 
1688-1744—-Translations. £ 
Alexander, 1688-1744. Essay on man. II. 
Title. HI. Series: Popeiana, 13. 

Prepared from C.I.P. 


EDMUNDS, Edward William. 8217.5 B 
Pope and his poetry, by E. W. Edmunds. 
{Folcroft, Pa.J] Folcroft Library Editions, 
1974. p. Reprint of the 1913 ed. published 
by G. G. Harrap, London, which was 
issued as no. 19 of Poetry and life series. 


Includes bibliographical references. 
[PR3633.E4 1974b) 74-7051 7.00 (lib. 
bdg.). 


1. Pope, Alexander, 1688-1744. I. Title. II. 
Series: Poetry and life series, no. 19. 
Prepared from C.I.P. 
‘BURNS, Robert, 1759- 821.6 B 

1796. 
The letters of Robert Burns, selected with 
an introd. by KR. Brimley Johnson. 
[Folcroft, Pa.] Folcroft Library Editions, 

1974. p. cm. Reprint of the 1928 ed. 
ie by J. Lane, London; Dodd, 
Mead, New York. [PR4331.A3J6 1974] 
74-5061 20.00 


1. Burns, Robert, 1759-1796— 
Correspondence. I. Johnson, Reginald 
Brimley, 1867-1932, ed. 

Prepared from C.I.P. 

Prana James Craig, 821.6 B 

1856- 

Life of Robert Burns. With illus., notes, 
appendices, itineraries, and map. 


Kilmarnock, Standard Press, 1928. [New 
York, AMS Press, 1974] p. cm. Originally 
published in 1893. [PR4331.H5 1974] 73- 
144513 ISBN 0-404-08515-6 21.50 

i. Burns, Robert, 1759-1796—Biography. 
Prepared from C.I.P. 


MACKAIL, John William, 8217.6 
1859-1945. 
The progress of poesy : an inaugural 


lecture delivered in the Sheldonian Theatre 
on the 10th March 1906 / by J. W. 
Mackail. [Folcroft, Pa.] : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1906 
ed. published by Clarendon Press, Oxford. 
[PR504.M25 1974] 74-20680 ISBN 0- 
8414-5940-1 lib.bdg.: 4.50 

1. Gray, Thomas, 1716-1771. The progress 
of poesy. 2. English poetry—History and 
criticism. I. Title. 

Prepared from C.I.P. 


NORMAN, Hubert James. 
Cowper and Blake : a paper-read at the 
13th Annual Meeting of the Cowper 
Society, held at the Mansion House, 
London, 23rd April, 1913 / by Hubert J. 
Norman ; with a summary of the other 
papers read on that occasion. Folcroft, Pa. 
: Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1913 ed. published by T. 


821.6 


Wright, Olney. [PR3384.N6 1974] 74- 
23636 ISBN 0-8414-6259-3 lib. bdg. : 
10.00 

k Cowper, William, 1731-1800— 
Addresses, essays, lectures. 2. Blake, 
William, 1757-1827--Addresses, essays, 
lectures. I. Cowper Society. 

Prepared from C.I.P. 

*ALYN, Marc. 821.7 


The big supposer; Lawrence Durrell, a 
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Pope, - 


dialogue with Marc Alyn. Translated from 
the French by Francine Barker, illustrated 
with paintings by Lawrence Durrell. New 
York, Grove Press [1974] 157 p. illus. 21 
cm. (An Evergreen book) [PR6007.U76] 
73-20610 ISBN 0-394-17851-3 1.95 (pbk.) 
1. Durrell; Lawrence George. I. Title. 
Distributed by Random House. 


BYRON, George Gordon Noel 
Byron, Baron, 1788-1824. 
Fugitive pieces. Reproduced from the first 
edition with a bibliographical note by 
Marcel Kessel. [Folcroft, Pa.] Folcroft 
Library Editions, 1973, [ie.1974] p. 
Reprint of the 1933 ed. published by 
Columbia University Press, New York, 
which was issued as v. 8 of the Facsimile 


8217.7 


Text Society, Series J: language and 
literature. [PR4372.F7 1973] 73-13775 
10.00 


I. Title. H. Series: Facsimile Text Society. 
Series I. Literature and language, v. 8. 
Prepared from C.I.P. 


DALGADO, Daniel Gelanio. 821°.7 
Lord Byron’s Childe Harold’s pilgrimage to 
Portugal / critically examined by D. G. 
Daigado. Folcroft, Pa. : Folcroft Library 
Editions, 1974. p. cm. At head of title: 
Academia das sciencias de Lisboa. Reprint 
of the 1919 ed. published by Imprensa 
Nacional, Lisbon. Bibliography: p. 
[PR4357.D3 1974] 74-23174 ISBN 0- 
8414-3704-1 : 15.00 

1. Byron, George Gordon Noel Byron, 
Baron, 1788-1824. Childe — Harold’s 
pilgrimage. 2. Byron, George Gordon Noel 
Byron, Baron, 1788-1824—Criticism and 
interpretation. I. Byron, George Gordon 
Noel Byron, Baron, 1788-1824. Childe 
Harold’s pilgrimage. Selections. 1974. IL. 
Title. 

Prepared from C.I.P. 


EDMUNDS, Edward William. 8217.7 
Shelley & his poetry / by E. W. Edmunds. 
{Folcroft, Pa.] : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1918 ed. 
published by G. G. Harrap, London, which 
was issued as no. 4 of Poetry & life series. 
Bibliography: p. [PR5431.E4 1974] 74- 
23905 ISBN 0-8414-3953-2 : 7.00 

I. Shelley, Percy Bysshe, 1792-1822. L 
Title. II. Series: Poetry & life series ; 4. 
Prepared from C.I.P. 


EVANS, Edward Waterman, 
d.1907. 

Walter Savage Landor : a critical study / 
by Edward Waterman Evans, Jr. Folcroft, 
Pa. : Folcroft Library Editions, 1974. p. 
cm. ‘Reprint of the 1892 ed’ published by 
Putnam, New York. [PR4874.E7 1974] 74- 
22322 ISBN 0-8414-3929-X lib. bdg. : 
7.45 


821.7 


1. Landor, Walter Savage, 1775-1864— 
Criticism and interpretation. 

Prepared from C.I.P. 

HOGG, Thomas Jefferson, 821.7 B 


1792-1862. 
Shelley at Oxford. With an introd. by R. 
A. Streatfeild. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 


the 1904 ed. published by Methuen, 
London. [PR5432.H6 1974] 74-17483 
20.00 

1. Shelley, Percy Bysske, 1792-1822— 


Biography—Youth. I. Title. 
Prepared from C.LP. 


LANDOR, Walter Savage, 
1775-1 864 3 

The sculptured garland : a selection from 

the lyrical poems of Walter Savage Landor 

/ chosen and arranged by Richard Buxton 

; wood engravings by Iain Macnab. 


821.7 


AMERICAN BOOK PUBLISHING RECORD 


(Folcroft, Pa.] : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1948 ed. 
published by the Dropmore Press, London. 
{[PR4871.B8 1974] 74-23824 ISBN 0-8414- 
5709-3 lib. bdg. : 5.00 

2. Title. 

Prepared from C.I.P. 


LEFEBURE, Molly. 821.7 B 
Samuel Taylor Coleridge : a bondage of 
opium / by Molly Lefebure. New York : 
Stein and Day, 1974. 534 p., [4] leaves of 
plates : il ; 25 cm. Includes index. 
Sibliography: p. 516-518. [PR4483.L4 
1974] 74-80899 ISBN 0-8128-1711-7 
15.00 

1. Coleridge, Samuel Taylor, 9l772-1834— 
Biography. 2. Narcotic habit. 


LOGAN, James Venable, 
1901- 

Wordsworthian criticism: a guide and 
bibliography, by James V. Logan. New 
York, Gordian Press [1974] p. cm. 
Reprint of the 1961 ed. published by Ohio 
State University Press, Columbus. 
Bibliography: p. [PR5887.3.L6 1974] 74- 
7025 ISBN 0-87752-171-9 10.00 . 

1. Wordsworth, William, 1770-1850— 
Criticism and interpretation—History. 2. 


8217.7 


Wordsworth, William, 1770-18 50— 
Bibliography. I. Title. 
Prepared from C.I.P. 
MANLEY, Seon. 821.7 B 


Dorothy and William Wordsworth : the 
heart of a circle of friends / by Seon 
Manley. New York : Vanguard Press, 
1974]. xi, 241 p : il ; 24 cm. 
Bibliography: p. 235-239. [PR5881. M36] 
70-188693 ISBN 0-8149-0710-5 : 6.95 

I. Wordsworth, William, 1770-1850— 
Biography. 2. Wordsworth, Dorothy, 1771- 
1855—Biography. I. Title. 


NEWTON, Annabel. 821.7 
Wordsworth in early American criticism / 
by Annabel Newton. Folcroft, Pa. : 
Folcroft Library Editions, 1974, c1928. p. 
cm. Reprint of the ed. published by the 
University of Chicago Press, ee 
Includes index. Bibliography: 
[PR£888.N4 1974] 74-23675 ISBN 6. 
8414-6281-X lib. bdg. 17.50 
1. Wordsworth, William, 1770-1850— 
Criticism and interpretation—History. I. 
Title. G 
Prepared from C.I.P. 


NICOLL, Allardyce, 1894- œ 821.7 
William Blake & his poetry / by Allardyce 
Nicoll. [Folcroft, Pa.] : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1922 
ed. published by Harrap, London, which 
was no. 31 of Poetry and life series. 
Bibliography: p. [PR4147.N5 1974] 74- 
23588 ISBN 0-8414-6276-3 : 7.00 . 

1. Blake, William, 1757-1827. I. Title. II. 
Series: Poetry and life series ; no. 31. 
Prepared from C.I.P. 


WILSON, Milton Thomas, 
1923- 

Shelley's later poetry : a study of his 
prophetic imagination / by Milton Wilson. 
Westport, Conn. : Greenwood Press, 1974, 
ci957. p. cm. Reprint of the 1959 ed. 
published by .Columbia University Press, 
New York. Includes index. Bibliography: p. 
[PR5438.W5 1974] 74-12952 ISBN 0- 
$371-7774-X lib.bdg.: 7.25, 
1. Shelley, Percy Bysshe, 1792-1822— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. 


CAINE, Hall, Sir, 1853- 
1931. 
Cobwebs of criticism; a review of the first 


821.7 


821.709 


DECEMBER 31,1974 


reviewers of the Lake, Satanic, and 
Cockney schools, by T. Hall Caine. 
London, E. Stock, 1883. [New York, AMS 
Press, 1974] p. cm. [PR75.C3 1974] 71- 
39879 ISBN 0-404-07287-9 11.50 

1. English  literature—19th century— 
History and criticism. 2. Criticism—Great 
Britain—History. 3. Poets, English—19th 
century—Biography. I. Title. 

Prepared from C.LP. 


KNIGHT, William 
Angus, 1836-1916, ed. 
‘Memorials of Coléorton; being letters from 
Coleridge, Wordsworth and his sister, 
Southey, and Sir Walter Scott to Sir 
George and Lady Beaumont of Coleorton, 
Leicestershire, 1803-1834. Edited, with 
introd. and notes, by- William Knight. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974, p. cm. Reprint of the 1887 ed. 
published by Riverside Press; Cambridge. 
.[PR1346.K5 1974] 74-6115 ISBN 0-8414- 
5491-4 75.00 
1. Beaumont, George Hawland, Sir, bart, 
1753-1827, '2. Beaumont, Margaret (Willes) 


821.709 B 


lady, d 1829. 3. Lake poets— 
Correspondence, reminiscences, etc. L 
Title. 

Prepared from C.I.P. 

COOK, Eleanor. 821°.8 
Browning's lyrics an exploration / 
Eleanor Cook. Toronto ; Buffalo 


BT be of Toronto Press, [1974] xvi,. 


p. 23 cm. Includes index. 
Bibliography: p. 305-308. [PR4238.C68] 
73-84432 ISBN 0-8020-5291-6 : 15.00 
1. Browning, Robert, 1812-1889—Criticism 
and interpretation. I. Title. 


COOPER, Lane, ‘1875-1959. 821.8 
The prose poetry of Thomas de Quincey. 
[Folcroft, Pa.] Folcroft Library Editions, 
1974. 85 p. 23 cm. Reprint of the 1902 ed. 
published by Verlag von Dr. Seele, Leipzig. 
Inaug.-Diss.—Leipzig. Bibliography: p. [81] 
~85. [PR4537.C6 1974] 74-6177 10.00 

1, De Quineey, Thomas, 1785-1859— 
Criticism and interpretation. I. Title. 


DAVIS, Edward, 1906- 821.8 
*Yeats’s early contacts with French poetry, 
by E. Davis. ([Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1961 ed. published in Pretoria which 
was issued as no. C29 of Communications 
of the University of South Africa. Includes 
bibliographical references. [PR5907.D3] 
74-6014 8.49 

I. Yeats, William Butler, 1865-1939— 
Knowledge—French poetry. 2. Yeats, 
William Butler, 1865-1939--Friends and 
associates. I. Title. If, Series: South Africa. 
University. Mededelings C: Navorsing deur 
dosente en students, no. 29. 

Prepared from C.I.P. 


EVANS, Benjamin Ifor, 
Sir, 1899- 

William Morris & his poetry / by B. Ifor 
Evans. [Folcroft, Pa.] : Folcroft Liðrary 
Editions, 1974. p. cm. Reprint of the 1925 
ed. published by G. G. Harrap, London, 
which was issued as no. 33 of Poetry & life 
series. Bibliogrdphy: p. [PR5083.E8 1974] 
74-23889 ISBN 0-8414-3947-8 : 7.00 


8217.8 


- 1. Morris, William, 1834-1896. I. Title. IL. 


Series: Poetry & life series; 33. 


` Prepared from C.I.P. 


FITZGERALD, Edward, 
1809-1883. 

‘Some new letters of Edward FitzGerald. 

Edited by F. R. Barton, with a foreword 

by Viscount Grey of Fallodon. [Folcroft, 

Pa.) Folcroft Library Editions, 1973, 

[ie.1974] p. Reprint of the 1923 ed. 


821.8 B 


„Willian Morris : 


published by Williams and Norgate, 
London. [PR4703.A4B3 1973} 73-13605 
22.50 

i. FitzGerald, Edward, : 1809-1883. 2. 
Barton, Bernard, 1784-1849. I. Barton, 
Francis Rickman, 1865-1947, ed. 


GWYNN, Stephen Lucius, 
1864-1950. 

Tennyson, a critical study. New York, 
Haskell House Publishers [1974] p. cm. 
Reprint of the 1899 ed. published by 
Blackie, London, in the Victorian era 
series. [PR5588.G8 1974] 74-16313 ISBN 
0-8383-1796-0 12.95 (lib. bdg.) 

1. Tennyson, Alfred Tennyson, Baron, 
1809-1892—-Criticism and interpretation. I: 
Series: The Victorian era series. 

Prepared from C.I.P. 


MACKAIL, John William, 
1859-1945. 
Swinburne : a lecture delivered. before the 
university on April 30, 1909 / by J. W. 
Mackail. [Folcroft, Pa] : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1909 
ed. published by Clarendon Press, Oxford. 
[PR5514.M3 1974] 74-20655 ISBN 0- 
8414-5946-0 lib.bdg.: 5.00 
1. Swinburne, Algernon Charles, 1837- 
1909—Cniticism and interpretation. 
Prepared from C.I.P. 


MACKAIL, John William, 
1859-1945. 
William Morris : an address delivered the 
XIth November, MDCCCC, at Kelmscott 
House, Hammersmith, + before the 
Hammersmith Socialist Society / by J. W. 
Mackail. [Folcroft, Pa.] : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1902 
ed. published by Hammersmith Publishing 


821.8 


821.8 


821.8 B 


Society, Hammersmith. ` [PR5083.M33 
1974] 74-20765 ISBN 0-8414:5938-X 
lib.bdg.: 4.50 


1. Morris, William, 1834-1896—Biography. 
I. Title. 
Prepared from C.I.P. 


MACKAIL, John William, 
1859-1945. 


821.8 


an address delivered in 
the town hall Birmingham, at the annual 
meeting of the National Home Reading 
Union, 28th October, 1910 / by J. W. 
Mackail. [Folcroft, Pa.] : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1910 
ed. published by Longmans, Green, 
London. [PR5084.M25 1974b] 74-20768 
ISBN 0-8414-5942-8 lib. bdg. : 4.50 
1 Morris, William, 1834-1896—Criticism 
and interpretation. 
Prepared from C.I.P. 
MACKAIL, John William, 821.8 
1859-1945. 
William Morris / by J. W. Mackail. 
[Eolerott, Pa.] : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1901 ed. 
published by National Home Reading 
Union, London. [PR5084.M25 1974] 74- 
20657 ISBN 0-8414-5936-3 lib. bdg. : 4.50 
I, Morris, William, 1834-1896—Criticism 
and intrepretation. 
Prepared from C.I.P. 


MACLEOD, Robert Duncan. 8217.8 
William Morris (as seen by his 
contemporaries) / by R. D. Macleod. New 
ed. ([Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1956 
ed. published by W. & R. Holmes (Books), 
Glasgow; originally published under title: 
Morris without Mackail, as seen by his 
contemporaries.. Includes bibliographical 
references: [PR5083.M35 1974] 74-20769 
ISBN 0-8414-5935-5 lib. bdg. : 5.00 

L Morris, William, 1834-1896— 


800 LITERATURE 


Appreciation. 2. Mackail, John William, 
1859-1945. The life of William Morris. 
Prepared from C.I.P. 


MACLEOD, Roderick 
Donald, 1886- < 
John Davidson : a study in personality / 
by R. D. Macleod. [Folcroft, Pa.] : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1957 ed. published by W. & R. Holmes 
(Books), Glasgow. Includes bibliographical 
references. [PR4525.D5Z73 1974], 74- 
20619 ISBN 0-8414-5944-4 lib.bdg.: 6:50 
I. Davidson, John, 1857-1909—Biography. 
Prepared from C.LP. 


MOORE, John Murray. 821.8 
Three aspects of the late Alfred, Lord 
Tennyson. [Folcroft, Pa.] Folcroft Library 
Editions, 1973, fie. 1974] p. Reprint of 
the 1901 ed. published by Marsden, 
Manchester. [PR5581.M6 1973] 73-13781 
ISBN 0-8414-6020-5 9.75 


821°.8 B 


l. Tennyson, Alfred Tennyson, Baron, 
1809-1892. I. Title. 

Prepared from C.I.P. 

*OHRLIN, Glenn. 821.8 


The hell-bound train; a cowboy songbook,» 
with a biblio-discography by Harlan 
Daniel. Urbana, University of Tilinois 
Press, [1974, c1973]. xix, 290 p. illus. 27 
cm. (Music in American life) [M1977.C5] 
72-8808 ISBN 0-252-00190-7 10.00 

1. Song-books. F. Title. 


MACCALLUM, Mungo 
William, Sir, 1854-1942. 
The dramatic monologue in the Victorian 

period / by M. W. MacCallum. [Folcroft, 


821.809 


Pa.] : Folcroft Library Editions, 1974. p. 
cm. Read Feb. 4, 1925. Reprint of the 
1925 ed. published for the British 


Academy by Oxford University Press, 
London, in series: the: Warton lecture on 
English poetry, 16. [PR599.M6M3 1974] 
74-19406 ISBN 0-8414-5919-3 lib. bdg. : 
4.50 

1. English poetry—19th century—History 
and criticism. 2. Monologue. I. Title. II. 
Series: British Academy, London (Founded 
1901). Warton lecture on English poetry ; 
16. 

Prepared from C.I.P. 


THE New Yorker book of 821’.9°108 
poems. Selected by the editors of the New 
Yorker. New York, Morrow [1974, c1969] 
p. em. [PS613.N4 1974] 74-13031 5.95 

1. American poetry—20th century. 2. 
English poetry—20th century. I. The New 
Yorker (New York, 1925- ) 

Prepared from C.I P. 


REES, Thomas R. 821.912 
The technique of T. S. Eliot; a study of the 
orchestration of meaning in Eliot’s poetry, 
by Thomas R. Rees. The Hague, Mouton, 
1974. 397 p. 24 cm. (De proprietatibus 
litterarum. Series practica, 39) Based on 
the author’s thesis, Tulane. Bibliography: p. 
(386]-389. [PS3509.L43Z824] 72-94500 

1. Eliot, Thomas Stearns, 1888-1965— 
Criticism and interpretation. I. Title. IT 
Series. 

Distributed by Humanities Press; 21.00 


TAYLOR, Walt. 821°.9°12 
Doughty’s English / Walt Taylor. Folcroft, 
Pa. : Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1939 ed. published by 
Clarendon Press, Oxford, which was issued 
as S.P.E. tract no. 51. [PR6007.085286 
1974] 74-23503 ISBN 0-8414-8504-6 lib. 
bdg. : 5.00 

d. Doughty, Charles Montagu, 1843- 
1926—Language. 2. English language— 
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Foreign elements—Arabic. I Title. I. 
Series: Society for Pure English. Tract ; no. 
53. 


Prepared from C.I.P. 


LARKIN, Philip. 821.914 
High windows. New York, Farrar, Stratis 
and Giroux [1974 p. 
[PR6023.A66H5 1974] 74-9800 ISBN i 
374-17000-2 6.95 


L Title. 

Prepared from C.I.P. 

STEVENSON, Anne, 821.914 
1933(Jan.3)- 

Correspondences : a family history in 


letters / Anne Stevenson. Ist American ed. 
Middletown, Conn. : Wesleyan University 
Press, [1974] 88 p. ; 24 cm. Poems. 
{[PR6069.T45C6 1974] 74-2871 ISBN 0- 


- 8195-4073-0 : 6.95 


1. Title. 


MCGUINNESS, Arthur E. 822 
George Fitzmaurice [by] Arthur E. 
McGuinness. Lewisburg [Pa.] Bucknell 
University Press [1974] p. cm. (The a 
writers series) Bibliography: 
{PR6011.19Z8] 72-168815 ISBN %0.8387. 
7870-4 4.50 

1. Fitzmaurice, George. 

Prepared from C.I.P. Pbk. 1.95, ISBN 0- 
8387-7980-8. 


BHATNAGAR, K. C. 822.009 
The symbolic tendency in Irish 
renaissance, by K. C. Bhatnagar. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Includes bibliographical references. 
[PR8795.S9B5] 74-7226 ISBN 0-8414- 
3182-5. 5.00. 

1. English drama—Irish authors—History 
and criticism. 2. Symbolism in literature. Í. 
Title. 

Prepared from C.I.P. 


*DUKE, Charles R. 822.009. 
Creative dramatics and English teaching 
[by] Charles R. Duke. Urbana, Ilil, 
National Council of Teachers of English, 
[1974]. x, 180 p. 23 cm. Bibliography: p. 
169-180 [PR625.R3] 74-81362 3.50 (pbk.) 

i ga drama—Study and teaching. I. 
itle. 


ELLISON, Lee Monroe. 822.009 
The early romantic drama at the English 
court / by Lee Monroe Ellison. [Folcroft, 
Pa.] : Folcroft Library Editions, 1974. p. 
em. Thesis—University of Chicago, 1916. 
Reprint of the 1917 ed. published by G. 
Banta Pub. Co., Menasha, Wis. Includes 
index. Bibliography: p. [PR649.C6E58 
BA 74-23087 ISBN 0-8414-1901-9 : 
.50 

I. English drama—Early modern and 
Elizabethan, 1500-1600—History and 
criticism. 2, Great Britain—Court and 
courtiers. I. Title. 

Prepared from C.LP. 


THOMPSON, Elbert Nevius 
Sebring, 1877- 

The English moral plays / by Elbert N. S. 
Thompson. Folcroft, Pa. : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1910 
ed. published by Yale University, New 
Haven, which was issued as vol. 14, p. 
291-414, of the Transactions of the 
Connecticut Academy of Arts and 
Sciences. Bibliography: p. [PR643.M7T5 
1974] 74-23516 *ISBN 0-8414-8516-X lib. 
bdg. : 6.95 

1. “Moralities, 


822.051 


English—History and 
criticism. 2. English drama—To , 1500— 
History and criticism. I. Title. If Series: 


Connecticut Academy of Arts and 
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Sciences, New Haven. Transactions ; v. 14, 
p. 291-414. 
Prepared from C.I.P. 


BOAS, Frederick Samuel, 
1862-1957. 

Thomas Heywood. [Folcroft, Pa.] Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1950 ed. published by Williams & 

Norgate, London. [PR2576.B6 1974b] 74- 

5032 15.00 

1. Heywood, Thomas, d. 1641. 

Prepared from C.I.P. 


LEWIS, J. G. 8227.3 
Christopher Marlowe : outlines of his life 
and works / by J. G. Lewis. [Folcroft, Pa.] 
: Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1891 ed. published by W. 
W. Gibbings, London. [PR2673.L44 1974] 
74-22125 ISBN 0-8414-5684-4 lib. bdg. : 
5.50 

1. Marlowe, Christopher, 1564-1593. 
Prepared from C.I.P. 


822.3 


WARRES of Cyrus. 822.3 
The wars of Cyrus; an early classical 
narrative drama of the child actors. Critical 
ed., with introd. and notes, by James Paul 
Brawner. [Folcroft, Pa.] Folcroft Library 
Editions, 1973, [i.e.1974] p. Has been 
attributed to Richard Farrant. cf 
Lawrence, W. J. The earliest private 
theatre plays (London times literary 
supplement, Aug. 11, 1921}; Chambers, E. 
K. The Elizabethan stage, v. 3, p. 311. 
Reprint of the 1942 ed. published by the 
University of Illinois Press, Urbana, which 
was issued as v. 28, no. 3-4* of Illinois 
studies in language and literature. 
Bibliography: p. [PR2411.W2 1973] 73- 
13601 25.00 

1. Cyrus, the Great, King of Persia, d. 529 
B.C.—Drama. I. Farrant, Richard, ff. 1564- 
1580. II. Brawner, James Paul, 1902- ed. 
III. Series: Illinois. University. Illinois 
BS in language and literature, v. 28, 
no. 3-4. 


APPLETON, William 
Worthen. 
Beaumont and Fletcher : a critical study / 
William W. Appleton. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1956 ed. published by Allen 
& Unwin, London. Includes index. 
Bibliography: p. [PR2434.A7 1974] 74- 
22014 ISBN 0-8414-2982-0 lib. bdg. : 
15.00 

1. Beaumont, Francis, 1585-1616— 
Criticism and interpretation. 2. Fletcher, 


822.309 


John, 1579-1625—Criticism and 
interpretation. I. Title. 

Prepared from C.I.P. 

BLOOM, James Harvey 1860- 822.373 
Shakespeare’s garden. ([Folcroft, Pa] 
Folcroft Library Editions, 1974. p. cm. 


Reprint of the 1903 ed. published by 
Methuen, London. Bibliography: p. 
[PR3041.B5 1974] 74-6241 17.50 


J. Shakespeare, William, 1564-1616— 
Knowledge—Botany. I. Title. 

Prepared from C.I.P. 

BRADLEY, Andrew Cecil, 822.3°3 


1851-1935. 
Coriolanus. {[Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. Reprint of the 1912 ed. 
published by the American Branch of the 
Oxford University Press, New York, issued 
in series: The British Academy second 
annual Shakespeare lecture, 1912. Includes 


bibliographical references. [PR2805.B7 
1974] 74-6032 4.50 
1. Shakespeare, William, 1564-1616. 


Coriolanus. I Title. IE Series: British 


AMERICAN BOOK PUBLISHING RECORD 


Academy, London (Founded 1901) Annual 
Shakespeare lecture, 1912. 
Prepared from C.I.P. 


CHARLTON, Henry Buckley, 
Romanticism in Shakespearian comedy, by 
J. B. Charlton. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. ”A lecture 
delivered in the Jobn Rylands Library on 
zhe 8th January, 1930.” Reprint of the 
1930 ed. published by the Manchester 
University Press, Manchester and issued 
originally as v. 14, no. 2 of the Bulletin of 
the John Rylands Library. [PR2838.C5 
1974] 74-3105 5.00 

i. Shakespeare, William, 1564-1616. The 
two gentlemen of Verona. 2. Shakespeare, 
William, 1564-1616—Comedies. 3. 
Romanticism—England. I. Title. 

Prepared from C.I.P. e 


DITCHFIELD, Peter 822.373 
Hampson, 1854-1930. 

The England of Shakespeare. (Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. Reprint of the 1917 ed. published by 

Methuen, London. [PR2910.D5 1974] 74- 

1306 30.00 

I. Shakespeare, William, 1564-1616— 

Contemporary England. 2. England— 

Civilization-—16th century. 

Prepared from C.I.P. 


FIELD, Arthur. 822.373 
Recent discoveries relating to the life and 
works of William Shakspere. London, 
Mitre Press. [New York, AMS Press, 


822.3°3 


1974] p. cm. Reprint of the 1954 ed. 
[PR2900.F5 1974] 76-153318 ISBN 0-404- 
02379-7 5.00 

i. Shakespeare, William, 1564-1616. I. 
Title. 

Prepared from C.I.P. 

GRIFFITH, Hubert 822.3°3 
Freeling, 1896-1953. 

Iconoclastes; or, The future of 
Shakespeare. ([Folcroft, Pa.] Folcroft 
Library Editions, 1973, [i.e.1974] p. 


Reprint of the 1928 ed., published by K. 
Paul, Trench, Trubner, London, and 
Dutton, New York. [PR2976.G75 1973] 
73-14761 10.00 (lib. bdg.) 
1. Shakespeare, William, 1564-1616— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. m 


IRVINE, Theodora Ursula. 822.33 
How to pronounce the «names in 
Shakespeare; the pronunciation of the 
names in the dramatis personae of each of 
Shakespeare’s plays, also the pronunciation 
and explanation of place names and the 
names of all persons, mythological 
characters, etc., found in the text. With 
forewords by E. H. Sothern and Thomas 
W. Churchill and with a list of the dramas 
arranged alphabetically indicating the 
pronunciation of the names of the 
chagactérs in the plays. New York, Hinds, 
Hayden & Eldredge. Detroit, Gale 
Research Co., 1974. lviii, 387 p. 22 cm. 
Reprint of the 1919 ed. Bibliography: p. 
vii-xi. [PR3081.165 1974] 74-7114 ISBN 0- 
8103-3653-7 15.00 

1. Shakespeare, William, 1564-1616— 
Language—Pronunciation. 2. Shakespeare, 
William, 1564-1616—-Dictionaries, indexes, 
ete. 3. Names—Pronunciation. I. Title. 


IRD William, 1868- 822.3°3 
47. 

Shakespearean frauds : the story of some 
famous literary and pictorial forgeries / by 
William Jaggard ; with portraits ... by 
James Gillray. Folcroft, Pa. Folcroft 
Library Editions, 1974. p. cm. Reprint of 


DECEMBER 31,1974 
the 1911 ed. published by Shakespeare 


Press, Stratford:on-Avon. [PR2949.J3 
1974] 74-20601 ISBN 0-8414-5322-5 
lib.bdg.: 6.50 

i. Shakespeare, ' William, 1564-1616— 
Forgeries. T. Title. 

Prepared from C.LP. 

JAMES, David Gwilym, 822.3°3 


1905-1968. 

The dream of learning; an essay on the 
Advancement of learning Hamlet and King 
Lear. [Folcroft, Pa.] Folcroft Library 
Editions, 1973, [ie.1974] p. Reprint of the 
1951 ed. published by Clarendon Press, 
Oxford. [PR2807.J35 1973] 73-13767 
17.50 (lib. edg.). 

l. Shakespeare, William, 1564-1616. 
Hamlet. 2. Shakespeare, William, 1564- 


1616. King Lear. 3. Bacon, Francis, 

Viscount St. AYbans, 1561-1626. De 

augmentis scientiarum. I. Title. 

Prepared from C.I.P. 

JONES, Howard Mumford, 822.373 
1892- 

The king in Hamlet. [Folcroft, Pa.] 


Folcfoft Library Editions, 1973, [i-e.1974] 
p. Reprint of the 1918 ed. published by the 
University of Texas, Austin, which was 
issued as no. 1 of its Comparative 
literature series and as no. 1865 of the 
University of Texas bulletin. [PR2807.J65 
1973] 73-9664 10.00 (lib. bdg.). 

l» Shakespeare, William, 1564-1616. 
Hamlet. I Title. M. Series: Texas. 
University. Comparative literature series, 


no. l. 
Prepared from C.I.P. 


LASCELLES, Mary. 822.3°3 
Shakespeare’s Measure for measure / by 
Mary Lascelles. Folcroft, Pa. : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1953 ed. published by Athlone Press, 
University of London, London. Includes 
index. [PR2824.L3 1974] 74-22188 ISBN 
0-8414-5692-5 lib. bdg. : 7.95 


i. Shakespeare, William, 1564-1616. 
Measure for measure. . 
Prepared from C.I.P. 

822.33 B 


LEE, Sidney, Sir, 1859- 
1926 


The impersonal aspect of Shakespeare’s art 
/ by Sidney Lee. Folcroft, Pa. : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
a lecture delivered to the members of the 
English Agsociation, June 11, 1909, printed 
by H. Hart at the University Press, 
Oxford, which was issued as Leaflet no. 13 
of the English Association. [PR2899.L43 
1974] 74-22087 ISBN 0-8414-5671-2 lib. 
- bdg. : 4.50 

L ‘Shakespeare; William, 1564-1616— 
Biography—Character. I. Title. I. Series: 
English Association. Leaflet ; no. 13. 
Prepared from C.I.P. 


*LEGGATT, Alexander. + 822.33 
Citizen comedy in the age of Shakespeare. 
[Toronto], University of Toronto Press, 
{1973]. 167 p. 24 cm. [PR2981] 73-76128 
ISBN 0-8020-5288-6 10.00 

1. Comedy-—History. 2. Shakespeare, 
William, 1564-1616—Comedies. I. Title. 


MADDEN, Frederic, Siz, 
1801-1873. ` 
Observations og an autograph of 
Shakspere, and the orthography of his 
name / communicated to the Society of 
Antiquaries by Sir Frederic Madden, in a 
letter to John Gage. Folcroft, Pa. : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1838 ed. published by T. Rodd, 
London. Includes bibliographical 


822.33 


+ 


references. [PR2901.M3 1974] 74-22142 
ISBN 0-8414-5957-6 lib. tdg. : 4.50 

1. Shakespeare, William, 1564-1616— 
Autographs. 2. Shakespeare, William, 
1564-1616—Name. 3. Shakespeare, 
William, 1564-1616—Library. I Title. 
Prepared from C.I.P. 


NOBLE, Richmond Samuel . 
Howe, d.1940. 
Shakespeare’s use of song, with the text of 
the principal songs / by Richmond Noble. 
Folcroft, Pa. : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1923 ed. 
published by Oxford University Press, 
London. Includes indexes. [PR3034.N6 
1974] 74-23983 ISBN 0-8414-6270-4 
4.50 


822.3°3 


l. Shakespeare, William, 1564-1616— 
Knowledge—Music. I. Title. 

Prepared from C.I.P. 

SHAKESPEARE, William, 322.33 


1564-1616. 
Shakespearian quotations in everyday use; 
a key to their source and context, by L. L. 
M. Marsden. New and enl. ed. [Folcroft, 
Pa.] Folcroft Library Editions, 1973, 
[i.e.1974] p. Reprint of the 1931 ed. 
published by H. F. & G. Witherby, 


London. [PR2892.M29 1973] 73-13735 
20.00 

I. Shakespeare, William, 1564-1616— 
Quotations. I. Marsden, L. L. M., comp. 
IT, Title. 

*SWINDEN, Patrick. $22.33 
An introduction to Shakespeare's 
comedies. New York, me & Noble 
[1974, c1973] vi, 188 p 23 cm. 
Bibliography: [p. 180-183] [PR2981] ISBN 
Q-06-496673-9 5.75 

1. Shakespeare, William, 1564-1616— 


Comedies. I. Title. 


TANNENBAUM, Samuel 
Aaron, 18747-1948. 

The Shakespeare coat-of-arms. New York, 
Printed and published for the author by 
the Tenny Press, 1908. [New York, AMS 
Press, 1974] p. cm. [PR2901.T3 1974] 71- 
176453 ISBN 0-404-06336-5 5.00 

1. Shakespeare, William, 1564-i616— 
Biography—Ancestry. 2. Shakespeare 
family. 3. Heraldry—Great Britain. I. Title. 
Prepared from C.I.P. 


822.33 B 


TAYLOR, George Coffin, 822.373 


1877- 


_Shakspere’s debt to Montaigne / by 


George Coffin Taylor. Folcroft, Pa. : 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1925 ed. published by 
Harvard University Press, Cambridge. 
Includes bibliographical references. 
[PR2955.M8T3 1974] 74-22422 ISBN 0- 
8414-8508-9 lib. bdg. : 3.95 
1. Shakespeare, William, 1564-1616— 
Souces. 2. Montaigne, Michel Eyguem de, 
pee ee Seana 

Title. 

Prepared from C.I.P. 


THOMAS, Henry, Sir, 1873- _ 
1952. 

Shakespeare in Spain / by Sir Henry 

Thomas. Foleroft, Pa. : Foleroft Library 

Editions, 1974. p. cm. Reprinted from v. 

35 of the British Academy proceedings 

(London, 1952), and issued as the Annual 


822.3°3 


Shakespeare lecture, 1949. [PR2971.S7T5 - 


1974] 74-22444 ISBN 0-8414-8503-8 lib. 


bdg. : 4.50 
1. - Shakespeare, William, 1564-1616— 
Appreciation—Spain. 2. Shakespeare, 


William, 1564-1616—Stage history—Spain. 
I Title IL Series: British Academy, 


800 LITERATURE 


London (Founded 1901). 
Shakespeare lecture ; 1949. 
Prepared from C.I.P. 


THOMPSON, Edward Maunde, 
Sir, 1840-1929. 
Shakespeare's handwriting : a-study / by 
Sir Edward Maunde Thompson. Folcroft, 
a. :’Folcroft Library Editions, 1974. p. 
em. Reprint of the 1916 ed. published by 
the Clarendon Press, Oxford. [PR2949.T5 
1974] 74-22399 ISBN 0-8414-8510W lib. 


Annual 


822.33 


bdg. : 10.00 ` ; 

d Shakespeare, , William, 1564-1616— 
Autographs. I. Title. 

Prepared from C.I.P. 

ELLEHAUGE, Martin, 822°.4’09 


1892- 

English Restoration drama, its relation to 
past English and past and contemporary 
French drama, from Jonson via Moliere to 
Congreve / by Martin Ellehauge. Folcroft, 
a. : Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1933 ed. published by 
Levin & Munksgaard, Copenhagen. 
[PR695.ES5 1974] 74-22294 ISBN 0-8414- 
3931-1 lib. bdg. : 15.00 3 
4. English drama—Restoration, 1660- 
1£700—RHistory and criticism. 2. English 
drama—Early modern and Elizabethan, 
£500-1600—History and criticism. 3. 
French drama—ti17th century—History and 
criticism. 4. Literature and morals. 5. 
Literature, Comparative—English and 
French. 6. Literature, Comparative— 
French and English, I. Title. 

Prepared from C.I.P. Contents omitted. 


ELWIN, Malcolm, 1902- 822.409 
The playgoer’s handbook to Restoration 
drama / by Malcolm Elwin. Folcroft, Pa. : 
Foicroft Library Editions, 1974. p. cm. 
Reprint of the 1928 ed. published by J. 
Cape, London. Includes index. 
Bibliography: p. [PR691.E6 1974] 74- 
22290 ISBN 0-8414-3923-0 lib. bdg. : 
5.00 

I. English drama—Restoration, 1660- 
1700—History and criticism. I. Title. 
Prepared from C.I.P. 


BOOTH, Michael R., 
comp. 


822.708 


- The magistrate and other nineteenth- 


century plays / edited by Michael R. 
Booth. London ; New York : Oxford 
University Press, 1974. xxi, 461 p. ; 21 cm. 
(Oxford paperbacks 336) Includes 
bibliographical references. [PR1271.B63] 
74-186375 ISBN 0-19-881336-8 pbk. : 4.95 
1. English drama—19th century. I. Title. 
Contents omitted. 


BRAYBROOKE, Patrick, 
1894- 

The genius of Bernard Shaw. [Folcroft, 

Pa.] Folcroft Library Editions, 1974. p. 

cm. Reprint of the 1926 ed. published by © 

Drane’s, London. [PR5367.B7 1974] 74- 

8078 12.50 

i. Shaw, George Bernard, 1856-1950— 

Criticism and Interpretation. I Title. 

Prepared from C.I.P. 


822’.9°12 


ESDAILE, Ernest, 
1860- 

Bernard Shaw’s postscript to fame./ by 

Ernest Esdaile. [Folcroft, Pa.] : Folcroft 

Library Editions, 1974. p. cm. Reprint of 

the 1942 ed. published by Quality Press, 

London. [PR5366.E8 1974} 74-23948 

ISBN 0-8414-3955-9 : 7.50 

1. Shaw, George Bernard, 1856-1950— 

Biography. I. Title. 

Prepared from C.I.P. 


822.912 B 
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FISKE, Irving. 8227.912 
Bernard Shaw’s debt to William Blake / by 
Irving Fiske ; with foreword and notes by 
G. B. S. [Folcroft, Pa.] : Folcroft Library 
Editions, 1974, c1951. p. cm. Reprint of 
the ed. published by the Shaw Society, 
London, which was issued as no. 2 of 
Shavian tract. [PR5367.F5 1974] 74-20730 
ISBN 0-8414-4233-9 lib. bdg. : 5.50 

1. Shaw, George Bernard, 1856-1950— 
Criticism and interpretation. 2. Blake, 
William, 1757-1827-—~Influence—Shaw. I. 
Title. IÍ. Series: Shavian tract ; no. 2. 
Prepared from @.I.P. 


C. B. S. 90; aspects 822.912 B 
of Bernard Shaw's life and work [by] Max 
Beerbohm [and others] Edited by S. 
Winsten New York, Haskell House [1974] 
p. cm. [PR5366.G2 1974] 74-16305 ISBN 
0-8383-1887-3 16.95 (lib. bdg.). 

i. Shaw, George Bernard, 1865-1950. I. 
Winsten, Stephen, ed. 

Prepared from C.I.P. 


*BAKER, William. 822.914 
Harold Pinter [by] William Baker and 
Stephen Ely Tabachnick. New York, 
Barnes & Noble [1974, c1973] 156 p. 18 
cm. (Modern writers series) Bibliography: 
p Ll3. [PR6066] ISBN 0-06-490314- 
. 5.7 

i. Pinter, Harold, 1930- I. Tabachnick, 
Stephen Ely, joint author. H. Title. 


HESELTINE, Harry P. 823 
Xavier Herbert, by Harry Heseltine. 
Melbourne, New York, Oxford University 
Press, 1973. 52 p. 22 cm. (Australian 
writers and their work) Bibliography: p. 
51-52. [PR9619.3.H38Z69] 74-175347 
ISBN 0-19-550409-7 1.15 (pbk.) 

1. Herbert, Xavier, 1901- 


*PARSELL, Roger E. 823 
The way of all flesh notes, by Roger E. 
Parsell. Lincoln, Neb., Cliffs Notes 11974] 
68 p. 21 cm. Bibliography: p. 66-68. 
[PZ3.B9779W45}] ISBN  0-8220-1373-8 
1.25 (pbk.) 

i. Butler, Samuel, 1835-1902 The way of 
all flesh. I. Title. 


JOHNSON, Reginald 823.03 
Brimley, 1867-1932. 
The women novelists. [Folcroft, Pa.] 


Folcroft Library Editions, 1973 fi.e.1974, © 


c1918] p. Reprint of the ed. published by 
W. Collins, London. [PR115. 16 1973] 73- 
12810 9.00 (lib. bdg.) 

1. Women authors--Great Britain. 2. 
English fiction—19th century—History and 
criticism. 3. English — fiction—18th 
century-—History and criticism. I. Title. 
Prepared from C.I.P. 
NEWBY, Percy Howard, 823°.03 
The novel, 1945-1950 / by P. H. Newby. 
Folcroft, Pa. : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1951 ed. 
published for the British Council by 
Longmans, Green, London and New York, 
in series: The Arts in Britain. Bibliography: 
p. [PR881.N48 1974] 74-23504 ISBN 0- 
8414-6265-8 : 5.00 

1. English fiction—-20th_ century-—History 
and criticism. I. Title. If. Series: The Arts 
in Britain. 

Prepared from C.LP. 


HERMAN, Linda. 823.0872 
Corpus delicti of mystery fiction; or, A 
guide to the body of the case, by Linda 
Herman and Beth Stiel. oe NT, 
Scarecrow Press, 1974 

[PR830.D4H4] 74-16319 ISBN” "0-8108: 
0770-X 6.50 
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1. Detective and mystery stories, English— 
History and criticism. 2. Detective and 
mystery stories, American—History and 
criticism. 3. English fiction—Bio- 
bibliography. 4. American fiction—Bio- 
bibliography. I. Stiel, Beth, joint author. If. 
Title. III. Title: A guide to the body of the 
case. 

Prepared from C.I.P. 


FIELDING, Henry, 1707- 
1754. 

An apology for the life of Mrs. Shamela 
Andrews, 1741 / by Henry Fielding and 
Pamela censured, 1741 / anonymous. New 
York : Garland Pub., 1974. p. cm. (The 
Life & times of seven major British 
writers) (Richardsoniana ; 3) Reprint of 
the.1741 ed. of An apology ... printed for 
A. Dodd, London, and of the 1741 ed. of 
Pamela censured printed for J. Roberts, 


823’.6 s 


London. [PR3667.R5 vol. 3] [PR3454} 
823.5 74-26835 ISBN 0-8240-1306-9 
lib.bdg. : 22.00 

1. Richardson, Samuel, 1689-1761— 


Parodies, travesties, etc. 2 Richardson, 
Samuel, 1689-1761. Pamela. I Pamela 
censured. 1974. I. Title. HI. Series. 
Prepared from C.I.P. 


LAWRENCE, Herbert. 823°.6 
The life and adventures of common sense 
/ Herbert Lawrence. New York : Garland 
Pub., 1974. p. cm. (The Flowering of the 
novel) Reprint of the 1769 ed. printed for 


M. Lawrence, London. [PR3539.L47L5 
1974] 74-23918 ISBN  0-8240-1187-2 
lib.bdg. : 25.00 

I. Title. 


Prepared from C.I.P. 


LELAND, Thomas, 1722-1785. 823.6 
Longsword, Earl of Salisbury. New York, 
Garland Pub. 1974. p. cm. (The 
Flowering of the novel) Authorship is 
generally attributed to Thomas Leland. Cf. 
European magazine, Aug. 1799; Halkett & 
Laing; A. Block. The English novel, 1740- 
1850. Doubtfully attributed to John 
Leland. Cf. Dict. nat. biog.; Halkett & 
Laing; Brit. Mus. Cat. Reprint of the 1762 
ed. printed for W. Johnston, London. 
[PZ3.L5384Lo06} [PR3541.L245] 74-16058 
ISBN 0-8240-1159-7 25.00 

i. Salisbury, William Longespee, 3d earl 
of, 1175 (ca.)-1226—Fiction. I. Leland, 
John, 1691-1766. II. Title. LT. Series. 
Prepared from C.I.P. 


RICHARDSON, Samuel, 
1689-1761. 
The apprentice’s vade mecum, 1734, and 
A seasonable examination of playhouses, 
1735 / by Samuel Richardson. New York : 
Garland Pub., 1974. p. cm. (The Life & 
times of seven major British writers) 
(Richardsoniana ; 1) Reprint of the ed. 
printed for J. Roberts, London, and of the 
ed.” printed for T. Cooper, London, 
respectively. [PR3667.R5 vol. 1] 
[HD4885.G7]_ 331.2°5922°0942 74-26861 
ISBN 0-8240-1304-2 lib.bdg. : 22.00 
{i Apprentices—Great Britain. 2. 
Theater—Great Britain. I. Richardson, 
Samuel, 1689-1761. A seasonable 
examination of the pleas and pretensions of 
the proprietors of, and subscribers to, play- 
houses, erected in defiance of the royal 
licence. 1974. H. Title. HI Title: A 
seasonable examination of the pleas and 
pretensions of the proprietors of, and 
subscribers to, play-houses ~. IV. Series. 
Prepared from C.I.P. 


STERNE, Laurence, 1713- 
1768. 

Letters supposed to have Seen written by 

Yorick and Eliza, 1779. [Edited by] 


823.6 s 


823.6 s 
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William Combe. New York, Garland Pub., 
1374. p. cm. (The Life & times of seven 
major British writers. Sterneiana, 13-14) 
Perhaps edited by W. Combe, and 
generally ascribed to him as spurious. Cf. 
W. L. Cross, Life and times of Laurence 
Sterne. Reprint of the ed. printed for J. 


Eew, London. [PR3716.885 vol. 13-14] 
823’.6 74-14963 ISBN 0-8240-1331-X 
22.00 

L Sterne, Laurence, 1713-1768— 
Correspondence. 2. Draper, Elizabeth 
(Sclater) 1744-1778. I. Combe, William, 
1742-1823, ed. IL. Title. II. Series: 
Sterneiana, 13-14, 

Frepared from C.I.P. 

LEWIS, Matthew Gregory, 823.7 


1775-1818. 
The Isle of Devils : a historical tale, 
founded on an anecdote in the annals of 
Portugal / by M. G. Lewis. A faithful 
reprint of the rare ed. of 1827. Folcroft, 
a. : Folcroft Library Editions, 1974. p. 
cm. In verse. Reprint of the 1912 ed. 
published by G. T. Juckes, London. 
[PR4887.18 1974] 74-23891 ISBN 0-8414- 
4686-0 lib.bdg. : 10.00 

. Title. 
Prepared from C.I.P. 


ASHLEY, Robert Paul, 823.8 B 
1915- 
Wilkie Collins, by Robert Ashley. 


[Foleroft, Pa.] Folcroft Library Editions, 
1974. p. Reprint of the 1952 ed. published 
by A. Barker, London, issued in series: 
The English novelists. Includes 
bibliographical references. [PR4496.A7 
1974] 74-6031 12.50 (lib. bdg.) 

1. Collins, Wilkie, 1824-1889. I. Series: 
The English novelists (London) 

Prepared from C.I.P. 


CROWE, Eyre, 1824-1910. 8237.8 B 
Thackeray’s haunts and homes. [Folcroft, 
Pa.) Folcroft Library Editions, 1974. p. 
zm. Reprint of the 1897 ed. published by 
Smith, Elder, London. [PR5634.C8 1974] 
74-2069 15.00 

1. Thackeray, William Makepeace, 1811- 
1863—Homes and haunts. I. Title. 
Prepared from C.I.P. 


JERROLD, Walter Copeland, 
1865-1929. 
George Meredith an essay towards 
appreciation / by Walter Jerrold. Folcroft, 
Pa. : Folcroft Library Editions, 1974. p. 
em. Reprint of the 1902 ed. published by 
Greening, London, which was issued in 
series: English writers of today. Includes 
index. Bibliography: p. [PR5013.J4 1974] 
74-23633 ISBN 0-8414-5325-X lib. bdg. : 
20.00 
1. Meredith, George, 1828-1909. I. Series: 
English writers of today. 
Prepared from C.I.P. 


MACCARTHY, Desmond, Sir, 
1878-1952. 

Reviews of George Gissing / by Desmond 
MacCarthy. [Folcroft, Pa.] Foleroft 
Library Editions, 1974. 22 p. ; 23 cm. 
Reprint of the 1938 ed. [PR4717.M28 
1974] 74-20618 lib. bdg. ISBN 0-8414- 
5916-9 5.00 

1. Gissing, Geogge Robert, 1857-1903— 
Addresses, essays, lectures. Í Title. 


MCKAY, Ruth Capers, 1902- 823°.8 
George Gissing and his critic Frank 
Swinnerton / Ruth Capers McKay. 
Folcroft, Pa. : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1933 ed. 
published in Philadelphia. Thesis— 
University of Pennsylvania, 1927. 


823.8 


823.8 


DECEMBER 31,1974 


Bibliography: [PR4717.M3 1974] 74-20774 
ISBN 0-8414-5929-0 lib. bdg. : 20.00 

1. Gissing, George Robert, 1857-1903. 2. 
Gissing, George Robert, 1857-1903 
Criticism and interpretation—History. 3. 
Swinnerton, Frank Arthur, 1884- —George 
Gissing. 4. Swinnerton, Frank Arthur, 
1884- —Criticism and interpretation. I. 
Title. 
Prepared from C.I.P. 


MAXWELL, Donald, 1877- 823.8 B 
The landscape of Thomas Hardy. [Folcroft, 
Pa.] Folcroft Library Editions, 1974. p. 
cm. Reprint of the 1928 ed. published’ by 
Cassell, London. [PR4754.M35 1974] 74- 
7212 ISBN,0-8414-6130-9. 12.50 

I. Hardy, Thomas, 1840-1928—Homes and 
haunts. 2. Literary landmarks—Great 
Britain. I. Title. 

Prepared from CIP. 


NEVINSON, Henry Woodd, 
1856-1941. 

Thomas Hardy / by Henry W. Nevinson. 

Folcroft, Pa. : Folcroft Library Editions, 

1974. p. cm. Reprint of the 1941 ed. 

published by G. Allen & Unwin, London, 

which was issued in series: P.E.N. books. 

[PR4753.N37 1974] 74-23622 ISBN 0- 

8414-6283-6 lib. bdg. : 8.75 

1. Hardy, Thomas, 1840-1928. I. Series: 

P.E.N. books. 

Prepared from C.I.P. 


PAGE, Norman, comp. 823’.8 
Wilkie Collins : the critical heritage / 
edited by Norman Page. London ; Boston : 
Routledge & Kegan Paul, 1974. xvi, 288 p. 
; 23 cm. (The Critical heritage series) 
Includes index. ”Wilkie Collins: principal 


823.8 B 


works”: p. 279-280. [PR4497.P3] 73-92987 

ISBN 0-7100-7843-9 : 18.75 

i. Collins, Wilkie, 1824-1889—Criticism 

and interpretation. 

PEREINS T Frederic Beecher, 823'.8 
1828-1 


Charles Dickens: a sketch of his life and 
works. [Folcroft, Pa.] Folcroft Library 
Editions, 1973 [i.e. 1974] p. Reprint of 
the 1870 ed. published by Putnam, New 
York. [PR4581.P4 1974] 73-21778 27.50 
1. Dickens, Charles, 1812-1870. 

Prepared from C.I.P. 


SAUNDERS, Montagu. 823°.8 
The Imystery in. the Drood family /- by 
Montagu Saunders. Folcroft, Pa. : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1914 ed. published by University Press, 
Cambridge, Eng. [PR4564.82 1974b] 74- 
23573 ISBN 0-8414-7831-7 lib. bdg. : 
20.00 

i. Dickens, Charles, 1812-1870. The 
mystery of Edwin Drood. I. Title. 

Prepared from C.I.P. 


*WHITE, R. J. 529. ; 
Thomas Hardy and history, [by] R 

White. New York, Barnes & Noble, [1974] 
vii, 152 p. 23 cm. Includes bibliographical 
coe [PR4753] ISBN 0-06-497616-5 
17.50 i 
1. Hardy, Thomas, 1840-1928. I. Title. 


*CAREY, Gary. 823.89 
Treasure island & kidnapped notes. 
Lincoln, Neb., Cliffs Notes [1974] 73 p. 21 
cm. Bibliography: p. 73 [PR5486] ISBN 0- 
8220-1306-1 1.25 pbk.) 

1. lerenn, Robert Louis, 1850-1894. I. 
Title. 


BRETT, Dorothy, 
Hon., 1883- 

Lawrence and Brett: a friendship. With 
introd., prologue and epilogue by John 


823’.9°12 B 


i DARE, Sidney, 1874- 
1947 


, DRABBLE, Margaret, 


“KARL, Frederick Robert, 


+ 


Manchester. [New ed.] Santa Fe, N.M., 
Sunstone Press [1974] 300, ix p. illus. 24 
cm. [PR6023.A93Z57 1974] 74-75302 
ISBN 0-913270-29-6 12.95 

1. Lawrence, David Herbert, 1885-1930— 


Relationship with women. 2. Brett, 

Dorothy, Hon., 1883- I. Title. 

CHATTERJEE, Sisir. 823’.9°12 
` James Joyce; a study in technique. 


[Folcroft, Pa.] Folcroft Library Editions, 
1974. 108 p. 22 cm. Reprint of the 1957 
ed. published by ve Gupta, Calcutta. 
Bibliography: 102-108. 
[PR6019. 0975264 1974] ISBN 0-8414- 
3570-7 10.00 

1. Joyce, James, 1882-1941—Technique. 


823’.9'12 


The outline of H. G. Wells, the superman 
in the street. [Folcroft, Pa.) Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1922 ed. published by L. Parsons, 
London. [PR5777.D3 1974] 74-1050 15.00 
1. Wells, Herbert George, 1866-1946— 
Criticism and interpretation. I. Title. 
Prepared from C.I.P. 


823.912 B 
1939- 

Arnold Bennett a biography / by 
Margaret Drabble. Ist American ed. New 
York : Knopf, 1974. xiv, 396 p., [12] 
leaves of plates : ill: ; 25 cm. Bibliography: 
p. 375-379. [PR6003.E6Z715 1974b] 73- 
20773 ISBN 0-394-48794-X : 10.00 

1. Bennett, Arnold, 1867-1931—Biography. 


823.9712 
1927- comp. 
Joseph Conrad : a collection of criticism / 
edited by Frederick R. Karl. New York : 
McGraw-Hill, [1975, i.e.1974] p. cm. 
(McGraw-Hill paperbacks) (Contemporary 
studies in literature) [PR6005.04Z758] 74- 
26572 ISBN 0-07-021923-0 pbk. : 2.45 
i. Conrad, Joseph, 1857-1924—Criticism 
and interpretation. 
Prepared from C.I.P. Contents omitted. 
MACKENZIE, Norman 823.912 B 
H. G. Wells; a biography, Dya Norman and 
Jeanne MacKenzie. [New York] Simon 
and Schuster [1973 i.e.1974] xvi, 487 p. 
illus. 23 cm. (A touchstone book.) 
Bibliography: p. 469-474. [PR5776.M3 
1973] 73-1184 ISBN 0-671-21911-1 4.95 
(pbk.) 
1. Wells, Herbert George, 1886-1946 I. 


MacKenzie, Jeanne Daisy, 1922- joint 
author. II. Fitle. 
MAXWELL, Charles 823’.9°12 


Herbert, 1885- 
Adventures of the White girl in her search 
for God / by Charles Herbert Mexwell. 
[Folcroft, Pa.] : Folcroft Library Editions, 
1974. p. cm. A reply to G. B. Shaw’s The 
adventures of the Black girl in her search 
for God. Reprint of the 1933 ed. published 
by Lutterworth Press, London. 
[PR5365.A42M3 1974] 74-20648 ISBN 0- 
8414-5951-7 lib.bdg.: 5.50 
1. Shaw, George Bernard, 1856-1950. The 
adventures of the Black girl in her search 
for God. 2. Christianity. I. Shaw, George 
Bernard, 1856-1950. The adventures of the 
Black girl in her search for God. If. Title. 
Prepared from C.I.P. 


POLSKA Akademia Nauk. 
Komitet Neofilologiczny. 
Joseph Conrad. Korzeniowski; essays and 
studies. [Folcroft, Pa.] Folcroft Library 
Editions, 1974. p. cm. English or Polish. 
Reprint of the ‘1958 ed. published by 


823°.9°12 


800 LITERATURE 


Panstwowe Wydawnictwo Naukowe, 
Warszawa, which was reprinted from a 
special number 1-2, 1958 of the Kwartalnik 
neofilologiczny (Neophilological quarterly) 


which was issued by the Neophilological ` 
Committee of the Polish Academy of 


Sciences in connection with the Conrad 
centenary celebrations held in Warsaw 
during 3rd and 4th December, 1957. 
[PR6005.04Z785 1974] 74-3181 ISBN 0- 
8414-3616-9 20.00 

1. Conrad, Joseph, 1857- 1924—Addresses, 


essays, lectures. L Kwaftalnik 

neofilologiczny. . 

Prepared from C.I.P. Contents omitted. 

CHATTOPADHYAYA, 823’.9°1209 
Sisir. 


The technique of the modern English 
novel. [Folcroft, Pa.] Folcroft Library 
Editions, 1974 [ci959] p. cm. ”The major 
portion of this work was submitted to and 
accepted by the University of London as a 
doctoral thesis in 1957.” Reprint of the 1st 
ed. published by Firma K. L. 
Mukhopadhyay,. Calcutta. Bibliography: p. 
[PR826.C48 1974] 74-3182 20.00. 

1. English fiction—20th century—History 
and criticism. 2. Fiction—Technique. Å 
Title. 

Prepared from C.I.P. 


WAUGH, Alec, 1898- 823°.9°1209 
Modern prose literature : a critical survey 
/ (under the editorship of Alec Waugh). 
Folcroft, Pa. : Folcroft Library Editions, 
1974, p. cm. Reprint of the 1920 ed. 
published as v. 2, no. 8, of the Chapbook. 
[PR751.W35 1974] 74-23877 ISBN 0- 
8414-9577-7 : 5.50 

1. English prose literature—20th century— 
History and criticism. I. Title. IL Series: 
The Chapbook (London) ; v. 2, no. 8. 
Prepared from C.I.P, 


MARR, George Simpson. 824.509 
The periodical essayists of the eighteenth 
century : with illustrative extracts from the 
rarer periodicals / by George S. Marr. 
[Folcroft, Pa.] : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1923 ed. 
published by J. Clarke, London. Includes 
index. [PR925.M3 1974] 74-22089 ISBN 
0-8414-5978-9 lib. bdg. : 9.95 

i. English essays—18th century—History 
and criticism. 2.: English periodicals— 
History. I. Title. 

Prepared from C.I.P. 


GLADSTONE, William 824.7 B 
Ewart, 1809-1898. 3 

Arthur Henry Hallam. [Folcroft, a] 
Folcroft Library Editions, 1973, [i.e.1974 
p. ”Reprint from the Youth’s companion, 
January 6, 1898.” Reprint of the 1898 ed. 
published by P. Mason, Boston, which was 
issued as no. 1 of the Companion classics. 
[PR4735.H4Z68 1973] 73-15672 7.50 

i. Hallam, Arthur Henry, 1811-1833. L 
Series: The Companion classics, no. 1. 
Prepared from C.I.P. 


HALLIDAY, James Lorimer, 
1897- 

Mr. Carlyle, my patient; a psychosomatic 
biography, by James L. Haliday. New 
York, Haskell House Publishers, 1974. xiii, 
227 p. illus. 23 cm. Reprint of the 1949 
ed. published by W. Heinemann, London. 
Bibliography: p. 225-226. [PR4433.H27 
1974] 73-18125 ISBN 0-8383-1737-5 11.95 
1. Carlyle, Thomas, 1795-1881. I. Title. 


HAZLITT, William, 1778- 
1830. 
The fight / William Hazlitt. Folcroft, Pa. : 


Folcréft Library Editions, 1974. p. cm. 
Reprint of the 1928 ed. priv. print., New 


824.7 B 


824.7 
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York. [PR4772.F5 1974] 74-26738 ISBN 
0-8414-4895-7 : 10.00 

f Title. 

Prepared from C.I.P. 


NICHOLS, Elisabeth. 824.8 
The conswtency of Carlyle’s literary 
criticism certain chapters from a 
dissertation accepted by the Graduate 
School of Boston University, U.S.A. 

towards fulfilment of the requirements for 
the degree of Doctor of Philosophy I by 
Elisabeth Nichols. Folcroft, Pa. : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1931 ed. printed for the author, with 
the sanction of Boston University at the 
Cambridge University Press, Cambridge, 
Eng. Thesis submitted 1925. [PR4434.N5 
1974] 74-23881 ISBN 0-8414-6278-X : 
6.50 

1. Carlyle, Thomas, 1795-1881-—Criticism 
and interpretation. I. Title. 

Prepared from C.I.P. 


O’GRADY, Standish, 1846- 
1928. 

Selected essays and passages, With an 

introd. by Ernest A. Boyd. New York, 

Lemma Pub. Corp. [1974] p. Reprint of 

the 1918 ed. published by Talbot Press, 

Dublin, in series: Every Irishman’s library. 

“Bibliography of the works of Standish 

O’Grady”: p. [PR5112.055A16 1974] 72- 

87985 ISBN 0-87696-052-2 19.50 

L Series: Every Irishman’s library. 

Prepared from C.I.P. 


THOMAS, Edward, 1878-1917. 824.8 
Walter Pater : a critical study / by Edward 
Thomas. [Folcroft, Pa.] : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1913 
ed. published by M. Kennerley, New York. 
[PR5136.TS 1974] 74-23816 ISBN 0-8414- 
8520-8 lib.bdg. 15.00 

1. Pater, Walter Horatio, 1839-1894. 
Prepared from C.I.P. 


THE Arts of 


824’.8 


824’.8°080353 
cheating, swindling, and murder / by 
Bulwer-Lytton, Douglas Jerrold, and 
Thomas de Quincey ; with an introd. by 
Jesse Lee Bennétt ; and silhouette ports. 
by Theodore Bolton. Westport, Conn. : 
Hyperion Press, [1974] c1925. p. cm. 
Reprint of the ed. published by Arnold 
Co., New York. [PR1301.A7 1974] 74- 
10425 ISBN 0-88355-192-6 : 8.95 

1. English prose literature—19th century. 
2. Swindlers and swindling—Addresses, 
essays, lectures. 3. Murder—~Addresses, 
essays, lectures. I. De Quincey, Thomas, 
1785-1859 II. Lytton, Edward George 
Earle Lytton Bulwer-Lytton, Ist Baron, 
1803-1873. Maxims on the popular art of 
cheating. 1974. Il. Jerrold, Douglas 
William, 1803-1857. The handbook of 
swindling. 1974. 

Prepared from C.I.P. Contents omitted. 


RIEWALD, Jacobus 824’.9°12 
Gerhardus, comp. 

The surprise of excellence: modern essays 
on Max Beerbohm. Edited, with an introd., 
by J. G. Riewald. [Hamden, Conn.] 
Archon Books, 1974] xiii, ay p. port. 23 
cm. Bibliography: 245-248. 
[PR6003.E4Z782] Ji- 5181. “ISBN 0-208- 
01443-8 12.50 
1. Beerbohm, Max, Sir, 1872-1956—~ 
Criticism and interpretation. I. Title. 
MANSMELD, Katherine, 1888- 828 B 
Journal of Katherine Mansfield. Edited by 
J. Middleton Murry. New York, H. Fertig, 
1974 [c1927] p. cm. Reprint of the 1959 
ed, published by Knopf, New ° York. 
[PR6025.A57Z5 1974] 74-14981 13.00 


. 
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1. Mansfield, Katherine, 1388-1923. I. 
Title. 
Prepared from C.I.P. 


MANSFIELD, Katherine, 1838- 
1923. 

The letters of Katherine Mansfield. Edited 

by J. Middleton Murry. New York, H. 

Fertig, 1974 [c1929} p. cm. Reprint of the 

ed. published by Knopf, New York. 

[PR6025.A57Z55 1974] 74-16016 17.50 


828 B 


1. Mansfield, Katherine, 1888-1923— 
Correspondence. 2. Authors, English— 


Correspondence, reminiscences, etc. 

Prepared from C.I.P. 

MANSFIELD, Katherine, 1888- 828 
1923. 

The scrapbook of Katherine Mansfield, 

edited by J. Middleton Murry. New York, 

H. Fertig, 1974 [cl939] p. cm. 

[PR6025.A57S35 1974] 74-16042 12.50 

I. Murry, John Middleton, 1889- ed. II. 

Title. 

Prepared from C.I.P. 


SHERIDAN, Thomas, 
1719-1788. 

The life of the Rev. Dr. Jonathan Swift, 

1784 / by Thomas Sheridan. New York : 

Garland Pub., 1974. p. cm. (The Life & 

times of seven major British writers) 

(Swiftiana ; 15) Reprint of the 1784 ed. 

printed for C. Bathurst et al, London. 

[PR3726.S95 vol. 15} 828.5093 B 74- 

23741 ISBN 0-8240-1276-3 : 22.00 

1. Swift, Jonathan, 1667- Ain phy; 

I Title. I. Series. 

Prepared from C.I.P. 


828.509 s 


SWIFT, Deane, 1707- 828.509 s 
1783. 
An essay upon the life, writings, and 


character of Dr. Jonathan Swift, 1755 [by] 
Deane Swift. A letter to Dean Swift on his 
Essay, 1755 [by] Patrick Delany. New 
York, Garland Pub., 1974. p. cm. (The 
Life & times of seven major British writers. 
Swiftiana, 14) Reprint of 2 works, the Ist 
printed for C. Bathurst, London; the 2d 
printed by W. Reeve, London. 
[PR3726.895 vol. 14] 828°.5°093 B 74- 
14988 ISBN 0-8240-1275-5 22.00 

1. Swift, Jonathan, 1667-1745. 2. Swift, 
Deane, 1707-1783. An essay upon the life, 
writings, and character of Dr. Jonathan 
Swift. I. Delany, Patrick, 16857-1768. A 
letter to Dean Swift on his Essay. 1974. IT. 
Title. HI. Title: A letter to Dean Swift on 
his Essay. IV. Series: Swiftiana, 14. 
Prepared from C.I.P. 


TAYLOR, William Duncan. 8287.5°09 
Jonathan Swift : a critical essay / by W. 
D. Taylor. Folcroft, Pa. : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1933 
ed. published by P. Davies, Te 
Includes index. Bibliography: 
[PR3726.T3 1974] 74-23122 ISBN %. 8414. 
8619-7 : 25.00 

1. Swift, Jonathan, 1667-1745. 

Prepared from C.I.P. 


ANDERSON, Robert, 
1750-1830. 

The life of Samuel Johnscn, LL.D. New 

York, Garland Pub., 1974. p. cm. (The 

Life & times of seven major British writers. 

Johnsoniana, 25) Reprint of the 1815 ed. 

printed for Doig and Stirling, London. 

[PR3533.J59 vol. 25] 828’.6°09 B 74-14889 

ISBN 0-8240-1303-4 22.00 

1. Johnson, Samuel, 1709-1784. I. Series: 

Johnsoniana, 25. 

Prepared from C.I.P. 


828’.6°09 s 
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CALLENDER, James 828’.6'09 s 
Thomson, 1758-1803. 
Deformities of Johnson, 1782, and A 


critical review of the works of Johnson, 
1783 / by fie. attributed to) John 
Callander [actually by J. T. Callender]. 
New York : Garland Pub., 1974. p. cm. 
(Johnsoniana ; 13) (The Life & times of 
seven major British writers) Reprint of the 
1782 ed. of Deformities, printed for the 
(unnamed) author and sold by J. 
Stockdale, London; and of the 1783 ed. of 
A critical review, printed for J. Dickson 
and W. Creech, Edinburgh. [PR3533.J59 
vol. 13] [PR3534] 828'.6'09 74-23903 
ISBN 0-8240-1291-7 lib.bdg. : 22.00. 

1. Johnson, Samuel, 1709-1784—Criticism 
and interpretation. I. Callender, James 
Thomson, 1758-1803. A critical review of 
the works of Johnson. 1974. I. Title: 
Deformities of Johnsons 

Prepared from C.I.P. 


CAMPBELL, Archibald, 828’.6'09 s 
17262-1780. 
Lexiphanes, 1767 New York, Garland, 


Pub., 1974. p. cm. (The Life & times of 
seven major British writers. Johnsoriiana, 
3) Reprint of the 1767 ed. printed by J. 
Knox, London. [PR3533.J59 vol. 3] 
[PR3538.C3] 828°.6’09 74-14884 ISBN 0- 
8240-1281-X 22.00 

1. Johnson, Samuel, 1709-1784-——Language. 
2. English Janguage—18th century, 3. 
English fiterature—18th century—History 


and criticism. I Title If. Series: 
Johnsoniana, 3. 

Prepared from C.I.P. 

COOK, William, 828’.6'09 s 


d.1824. 

The life of Samuel Johnson, LL.D., 1785 
[by] William Cooke. New York, Garland 
Pub., 1974. p. cm. (The Life & times of 
seven major British writers. Johnsoniana, 
15) Reprint of the 1785 ed. printed for G. 
Kearsley, London. [PR3533.J59 vol. 15] 
828°.6'09 B 74-14887 ISBN 0-8240-1293-3 
22.00 

1. Johnson, Samuel, 1709-1784. I. Johnson, 
Sameh 1709-1784. I. Series: Johnsoniana, 


Prepared from C.I.P. 


JOHNSONIANA. 828.609 
New York, Garland Pub., 1974- p. cm. 
(The Life & times of seven major British 
writers) [PR3533.J59] 74-14885 22.00 

1. Johnson, Samuel, 1709-1784. , 

Prepared from C.I.P. 


JOHNSONIANA; 828’.6°09 s 
or, A collection of bon mots [&c. by Dr. 
Johnson, and others] New York, Garland 
Pub., 1974. p. cm. (The Life & times of 
seven major British writers. Johnsoniana, 
10) Reprint of the 1776 ed. printed for J. 
Ridley, London. [PR3533.J59 vol. 10] 
[PN6173] 827°.6'08 74-20561 ISBN 0- 
8240-1288-7 22.00 

1. English wit and humor. I. Johnson, 
Samuel, 1709-1784. II. Series: Johnsontana, 
10. 


Prepared from C.I.P. 
LEASK, William Keith, 828°.6°09 B 
1857- 


James Boswell / by W. Keith Leask. 
Folcroft, Pa. : Folcroft Library Editions, 
1974. p. cm. Reprint, of the 1897 ed. 
published by Scribner, New York, in series: 
Famous Scots series. [PR3325. L4 1974] 
74-23666 ISBN 0-8414-5694-1 lib. bdg. : 
15.00 

1. Boswell, James, 1740-1795-——Biography. 
I. Title. 

Prepared from C.I.P. 
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MUDFORD, William, 
1782-1848. 
A critical enquiry, by William Mudford. 
An account of the life of Dr. Samuel 
Johnson. New York, Garland Pub., 1974. 
p. cm. (The Life & times of seven major 
British writers. Johnsoniana, 24) Reprint of 
the 1802 and 1805 editions respectively. 
[PR3533.J59 vol. 24] [PR3537.E8] 
828’.6'09 74-20563 ISBN 0-8240-1302-6 
22.00 
1. Johnson, Samuel, 1709-1784—Religion 
and ethics. 2. Johnson, Samuel, 1709- 
1784—Biography. 3. Johnson, Samuel, 
1709-1784—Correspondence. I. Johnson, 
Samuel, 1709-1784, An account of the life 
of Dr. Samuel Johnson. 1974. If. Series: 
Johnsoniara, 24, 
Prepared from C.I.P. 


828.609 s 


ON Taxation no 828’.6°09 s 
tyranny I, 1775. New York : Garland Pub., 
1974. p. cm. (The Life & times of seven 
major British writers) (Johnsoniana ; 5) 
Reprint of the 1775 ed. of A letter to Dr. 
Samuel Johnson, occasioned by his late 
political publications, printed for J. Towers, 
London; of the 1775 ed. of An appendix to 
a letter to Dr. Shebbeare, to which are 
added some observations on a pamphlet 
entitled, Taxation no tyranny, by a doctor 
of laws, printed for J. Donaldson, London; 
of the 1775 ed. of Remarks on The patriot, 
sold by Richardson and Urquhart, London; 
of the 1775 ed. of An answer to a 
pamphlet, entitled Taxation no tyranny, 
printed for J. Almon, London; and of the 
1775 ed. of A defence to the resolutions 
and address of the American Congress, in 
reply to Taxation no tyranny, by the 
author of Regulus, printed for J. Williams, 
London. [{PR3533.J59 vol. 5] [E215.5] 
973.3°114 74-26856 ISBN 0-8240-1283-6 
lib.bdg. : 22.00 

1 United States—Politics and 
government—Revolution, 1775-1783— 
Addresses, essays, lectures. 2. Taxation— 
Addresses, essays, lectures. I. Title. I. 
Series. 

Prepared from C.I.P. 


SHAW, William, 1749- 
1831. 

Memoirs of the life and writings of the late 

Dr. Samuel Johnson. New York, Garland 

Pub., 1974. p. cm. (The Life & times of 

seven major British writers. Johnsoniana, 

16) Reprint of the 1785 ed. printed for J. 

Walker, London. [PR3533.J59 vol. 16] 

828’.6'09,B 74-14888 ISBN 0-8240-1294-1 

22.00 

1. Johnson, Samuel, 1709-1784. I. Series: 

Johnsoniana, 16. 

Prepared from C.I.P. 


828°.6°09 s 


BREWER, Luther 
Albertus, 1858-1933. 
Leaves from a Leigh Hunt note-book. 
[Folcroft, Pa.} Folcroft Editions, 1974 
[c1932] p. cm. Reprint of the ed. priv. 
print. for the friends of the Torch Press 
and of L. Albertus and E. T. Brewer, 
Cedar Rapids, Iowa. [PR4813.B717 1974] 
74-7183 5.00. 
1. Hunt, Leigh, 1784-1859—Criticism and 
interpretation. 2. Hunt, Leigh, 1784- 
1859—Correspondence. 3. Fields, James 
Thomas, 1816-1881—Correspondence. I. 
Hunt, Leigh, 1784-1859. IT. Title. 
Prepared from C.I.P. ° 


828’.7°09 B 


BREWER, Luther 828’.7°09 B 
Albertus, 1858-1933. 

Leigh Hunt and Charles Dickens; the 
Skimpole caricature. [Folcroft, _ Pa.] 


Folcroft Library Editions, 1974 [c1930] p. 
cm. Reprint of the ed. printed privately for 
the friends of Luther Albertus and Elinore 


Taylor Brewer, by Torch Press, Cedar 
Rapids, Iowa. [PR4813.B72 1974] 74-7385 
6.75 

1. Hunt, Leigh, 1784-1859—Friends and 
associates. 2. Dickens, Charles, 1812- 
1870—Characters—Skimpole.. 3. Dickens, 
Charles, 1812-1870. Bleak House. I. Title. 
Prepared from C.I.P. 


[GILLIES, Robert 
Pearse] 1788-1858. 
Recollections of Sir Walter Scott, bart. 
[Folcroft, Pa.] Folcroft Library Editions, 
1973, [i.e.1974] p. Reprint of the 1837 ed. 
published b . Fraser, London. 
[PR5332.G53 1973] 73-8885 ISBN 0- 
8414-2040-8 25.00 (lib. bdg.). 
1. Scott, Walter, Sir, bart, 1771-1832— 
Biography. I. Title. 
Prepared from C.I.P. 


‘828’.7°09 B 


SIR Walter Scott 828’.7°09 
Bicentenary Conference, Edinburgh, 
1971. 


Scott bicentenary essays; selected papers 
read at the Sir Walter Scott Bicentenary 
Conference. Edited by Alan Bell. New 
York, Barnes & Noble [c1973] x, 344 p. 
illus. 23 cm. Includes bibliographical 
references. [PR5333.S5 1971b] 74-182271 
ISBN 0-06-490354-0 11.50 

1. Scott, Walter, Sir, bert, 1771-1832— 
Congresses. I. Bell, Alan S., ed. II. Title. 


JOHNSTONE, Arthur. 828’.8°09 B 
Recollections of Robert Louis Stevenson in 
the Pacific / by Arthur Johnstone. 
Folcroft, Pa. : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1905 ed. 
published by Chatto & Windus, London. 
[PR5495.J6 1974] 74-23652 ISBN 0-8414- 
5324-1 lib. bdg. : 25.00 

1. Stevenson, Robert Louis, 1850-1894— 
Homes and haunts—Pacific Islands (Ter.) 
I. Title. 

Prepared from C.I.P. 


MACCARTHY, Desmond, 
Sir, 1878-1952. 

Leslie Stephen / by Desmond MacCarthy. 
[Folcroft, Pa.] : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1937 ed. 
published by the University Press, 
Cambridge, Eng., which was issued as the 
Leslie Stephen lecture, 1937. 
[PR5473.S6M25 1974] 74-19413 ISBN 0- 
8414-5917-7 lib.bdg.: 5.00 
1. Stephen, Leslie, Sir, 1832-1904. I. 
Series: Leslie Stephen lectures ; 1937. 
Prepared from C.I.P. 


PALMER, John Leslie, 
1885-1944. 

Rudyard Kipling. (Folcroft, Pa.} Folcroft 

Library Editions, 1973, [ie.1974] p. 

Reprint of the 1915 ed. published by 

Nisbet, London, in series: Writers of the 

day. Bibliography: p. [PR4857.P3 1973] 

73-13777 14.75 

1. Kipling, Rudyard, 1865-1936. 

Prepared from C.I.P. 


828’.8°09 


828°.8°09 


RUSKIN, John, 1819- 828’.8°09 B 
1900. 
John Ruskin’s letters to William Ward / 
with a short biography of William Ward by 
William C. Ward ; and an introd. by 
Alfred Mansfield Brooks. Folcroft, Pa. : 
Folcroft Library Editions, 1974 [c1922] p. 
cm. Reprint of the ed. published by M. 
Jones Co., Boston. [PR5263.A475 1974] 
14 20802 ISBN 0-8414-3219-8 lib. bdg. : 
22.50 
L. Ruskin, John, 1819-1900— 
Correspondence. 2. Ward, William, 1829- 
1908. I. Ward, William, 1829-1908. II. 
Ward, William C., ed. II. Title. 
Prepared from C.I.P. 
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SAPOSNIK, Irving S. 828°.8°09 
Robert Louis Stevenson, by Irving S. 
Saposnik. New York, Twayne Publishers 
[1974] p. cm. (Twayne’s English authors 
series, TEAS 167) Bibliography: p. 
[PR5496.S2] 73-18046 ISBN 0-8057-1517- 
7 6.95 

1. Stevenson, Robert Louis, 1850-1894. 
Prepared from C.I.P. 


SHURE, Robert. 828°.9°1407 
Cuts / Robert Shure. Danbury, Conn. : 
Rampage ; New York : distributéd by 
Hippocrene Books, [1974]e[31] leaves. : ill. 
; 17 cm. ”The woodcuts and drawings are 
from 15th and 16th century Europe.” 


[PR6069.H76C8] 74-81293 ISBN 0- 
914690-03-5 pbk. : 1.95 

I. Title. 

*NELSON, Alan H. 829 
The Medieval English stage; Corpus 


Christi pageants and plays, [by} Alan H. 
Nelson. Chicago, University of Chicago 
Press [1974] xiv, 274 p. illus. front. 24 cm. 
Bibliography: p. 257-266. [PR644.Y6] 73- 
85247 ISBN 0-226-57173-4 12.50 

1. English drama—Medieval—RHistory. I. 
Title. FS 
SWANTON, Michael, comp. 829 
Anglo-Saxon prose. Edited, with an 
introd., by Michael J. Swanton. London, 
Dent; Totowa, N.J., Rowman and 
Littlefield [1974] p. cm. (Rowman and 
Littlefield university library) Bibliography: 
p. [PR1508.S9] 74-5762 ISBN 0-87471- 
545-8 8.00 

1. Anglo-Saxon prose  literature— 
Translations into English. 2. English prose 
literature—Translations from Anglo-Saxon. 
I. Title. 

Prepared from C.I.P. Pbk. 4.00; ISBN 0- 
87471-544-X. 


BARNOUW, Adriaan Jacob, 
1877-1968. 

Anglo-Saxon Christian poetry : an address 
delivered at the opening of the lectures on 
the English language and literature at 
Leiden, October 12, 1907 / by A. J 
Barnouw ; translated by Louise Dudley. 
[Folcroft, Pa.] : Folcroft Library Editions, 
1974. p. cm. Translation of Schriftuurlijke 
poezie der Angelsaksen. Reprint of the 
1914 ed. published by M. Nijhoff, The 
Hague. [PR201.B313 1974] 74-20776 
ISBN 0-8414-3291-0 lib.bdg.: 8.50 

1. Anglo-Saxon poetry—Addresses, essays, 
lectures. 2. Christian poetry, Anglo- 
Saxon—Addresses, essays, lectures. I. Title. 
Prepared from C.I.P. 


MCINTOSH, Angus 829°.1 
Wulfstan’s prose. [Folcroft, Pa.] Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1950 ed. published by G. Cumberlege, 
which was issued as the 1948 Sir Israel 
Gollancz memorial lecture. Includes 
bibliographical references. [PR1799.M3 
1974] 74-20541 ISBN 0-8414-5902-9 (lib. 
bdg.) 4.00 

1. Wulfstan I, Abp. of York, d. 1023— 
Style. I. Title. II. Series: British Academy, 
London (Founded 1901). Sir Israel 
Gollancz memorial lecture 1948. 

Prepared from C.I.P. 


829’.1 


BRODEUR, Arthur Gilchrist, 829.3 
1888- 
The climax of the Finn episode, by Arthur 


G. Brodeur. [Folcroft, Pa.] Folcroft Library 


Editions, 1974. Reprint of the 1943 ed. - 


published by University of California Press, 
Berkeley, which was issued as v. 3, no. 8 
of University of California publications in 
English. Includes bibliographical 
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references. 
7.50 

I. Beowulf 2. Anglo-Saxon language— 
Semantics. I. Title. II. Series: California. 
University. University of California 
publications in English, v. 3, no. 8. 
Prepared frọm C.I.P. 


[PR1585.B7 1974] 74-7118 


COOK, Albert Stanburrough, 
1853-1927. 

A concordance to Beowulf. [Folcroft, Pa.] 

Folcroft Library Editions, 1974. p. cm. 

Repriħt of the 1911 ed. published by M. 

Niemeyer, Halle [PR1585.A2C6 1974] 74- 

1046 11.50. 

1. Beowulf—Concordances. 

Prepared from C.I.P. 


NIST, John A. 829°.3 
The structure and texture of Beowulf / 
John A. Nist. Folcroft, Pa. Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1959 ed. published in Sao Paulo, 
Brazil, which was issued as no. 229 of 
Universidade de Sao Paulo, Faculdade de 
Filosofia, Ciencias e Letras Boletim and as 
no. 1 of Lingua e literatura inglesa. 
[PR1585.N57 1974} 74-23587 15.00 

d. Beowulf. I. Title. IT. Series: Sao Paulo, 
Brazil (City). Universidade. Faculdade de 
Filosofia, Ciencias e Letras. Boletim ; no. 
229. III. Series: Lingua e literatura inglesa ; 
no. l. 

Prepared from C.I.P. 


829.3 


STJERNA, Knut Martin, 
1874-1909. 

Essays on questions connected with the 
Old English poem of Beowulf / by Knut 
Stjerna ; translated and edited by John R. 
Clark Hall. Folcroft, Pa. : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1912 
ed. published for the Viking Club by Curtis 
& Beamish, Coventry, which was issued as 
v. 3 of the Viking Club Extra series. 
Includes indexes. [PR1587.A7S7 1974] 74- 
22435 ISBN 0-8414-7829-5 lib. bdg. : 
35.00 

1. Beowulf. 2. Archaeology, Medieval. T. 
Title. II. Series: Viking Society for 
Northern Research, London. Extra series ; 
v. 3. 

Prepared from C.I.P. Contents omitted. 


829°.3 


THOMAS, John Wesley, 1916- 8317.2 
Tannhauser: poet and legend, with texts 
and translations of his works, by J. W. 
Thomas. Chapel Hill, University of North 
Carolina, 1974. p. cm. (University of 
North Carolina studies in the Germanic 
languages and literatures, no. 77) English 
and Middle High German. Bibliography: p. 
[PT1658.T3Z9] 73-15986 ISBN 0-8078- 
8077-9 10.75 

i. Tannhauser. I. Tannhauser. If. Title. LI. 
Series: North Carolina. University. Studies 
in the Germanic languages and literatures, 
no. 77. 

Prepared from C.I.P. , 


GRAHAM, Ilse, 1914- 831°.6 
Schiller: a master of the tragic form; his 
theory in his practice. Pittsburgh, 
Duquesne University Press; distributed by 


Humanities Press, New York [1974, 
i.e.1975, c1973] p. cm. (Duquesne studies. 
Philological. series, 16) (A Modern 
Humanities Research Association 


monograph) A revision of the author’s 
thesis, University of London, . 1951. 
Bibliography: p. [PT2494.G68 1974] 72- 
97542 ISBN 0-391-00344-5 15.00 

1. Schiller, Johann Christoph Friedrich 
von, 1759-1805—Cniticism and 
interpretation. 2. Tragedy. I. Title. e 
Prepared from C.I.P. 
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ROBERTSON, John George, 831.6 B 
1867-1933. 
Goethe. New York, Haskell House 


Publishers [1974] p. cm. Reprint of the 
1927 ed. published by G. Routledge, 
London; Dutton, New York, in series: The 
Republic of letters. Bibliog raphy: p. 
[PT2049.R6 1974] 74-16295 ISBN 0-8383- 
2036-8 13.95 (lib. bdg.). 

1. Goethe, Johann Wolfgang von, 1749- 
1832. I Series: The Republic of letters. 
Prepared from C.I.P. 


VAN ABBE, Derek Maurice, 831°6 B 
Goethe; new perspectives on a writer and 
his time [by] Derek Van Abbe. [Ist 
American ed.] Lewisburg, Bucknell 
University Press [1974, c1972] 175 p. 22 
cm. Includes bibliographica. references. 
[PT2049.V3 1974] 74-2664 ISBN 0-8387- 


: 1539-7 8.00 


1. Goethe, Johann Wolfgang von, 1749- 
1832. 


GEORGE, Stefan Anton, 
1868-1933. 
The works of Stefan George, rendered into 
English by Olga Marx and Ernst Morwitz. 
2d rèv. and eni. ed. Chapel Hill, University 
of North Carolina Press, 1974. p. cm. 
(University .of North Carolina studies in 
the Germanic languages and Lteratures, no. 
78) The present ... edition hes been edited 
. by Dietrich von Bothmer from- the 
manuscripts and notes of the translators. 
Besides many changes in the poems, it 
contains additional translations intended to 
give a representative survey of Stefan 
George’s earliest poems (which appeared in 
The primer), of his dramatic sketches 
(volume XVIII of his Collected works), 
and of his prose writings (Days and 
deeds).” [PT2613.E47A25 1974] 73-16133 
ISBN 0-8078-8078-7 12.90 
I. Marx, Olga, 1894- tr. Il..-Morwitz, Ernst, 
1887-1971, tr. III Series: North Carolina. 


831.8 


University. Studies in tke Germanic 
languages and literatures, no. 78. 

Prepared from C.I.P. 

CORY, Mark Ensign. 8327.02 


The emergence of an acoustical art form; 
an analysis of the German experimental 
Horspiel of the 1960s. Lincoln [University 
of Nebraska] 1974. viii, 117 p. 23 cm. 
(University of Nebraska studies: new series 
no. 45) Bibliography: p. 109-117. 
[PN1991.65.C6] 74-77088: Gratis 

1. Radio plays—Germany—History and 
criticism. 2. German  drama—20th 
century—History and criticism. I. Title. I. 
Series: Nebraska. University. University of 
Nebraska studies, new Ser., 10.45. 


MASTERWORKS of the German 8372.03 
cinema: the Golem, Nosferatu, M, the 
Threepenny opera. Introd by Roger 
Manvell. [lst U.S. ed.] New York, Harper 
& Row [1974, cl1973} 300 p illus. 21 cm. 
(Icon editions) [PN1997.A1M27 1973b] 
73-13005 ISBN 0-06-435330-3 8.95 

1. Moving-picture plays. 

Pbk. 4.95, ISBN 0-06-430047-1. 


MEWS, Siegfried. 832°.9°12 
Essays on Brecht: theater and politics. 
Edited by Siegfried Mews and Herbert 
Knust. Chapel Hill, University of North 
Carolina Press, 1974. p. cm. (University of 
North Carolina studies in the Germanic 
languages and literatures, no. 79) 
Bibliography: p. [PT2603.R397Z763] 74- 
5262 ISBN 0-8078-8079-5 11.95 7 
1. Brecht, Bertolt, 1898-1956. I. Knust, 
Herbert, joint author. II. Tile. HI. Series: 
North Carolina. University. Studies in the 
Germanic languages and literatures, no. 79. 
Prepared from C.LP. 


AMERICAN BOOK PUBLISHING RECORD 


VOLKER, Klaus, 1938- 832.912 B 
Brecht chronicle. Translated by Fred 
Wieck. New York, Seabury Press [1975, 
c1974] p. cm. (A Continuum book) 
Bibliography: p. [PT2603.R397Z889713] 
72-12474 ISBN 0-8164-9231-X 7.95 

1. Brecht, Bertolt, 1898-1956. T. Title. 
Prepared from C.I.P. 


WELLWARTH, George E., 
1932- comp. 

German drama between the wars; an 
anthothology of plays [edited by] George 
E Welwarth. New York, Dutton [1974, 
c1972] xvii, 366 p. 21 cm. Includes 
bibliographical references. [PT1258.W4 
1974] ISBN 0-525-47322-X 4.95 (pbk.) 


832’.9°1208 


l. German drama—20th ° century— 
Translations into English. 2. English 
d-ama—Translations from German. I. 
Title. 


L.C. card number for? original ed.: 77- 
95498. Contents omitted. 


*MARCOON, Bruce L. 833 
Demian notes, by Bruce L. Marcoon. 
Lincoln, Neb., Cliffs Notes [1974] 62 p. 21 


cm. Bibliography: p. 45-62. 
[PZ3.H4525De8] ISBN 0-8220-0385-6 
1 25 (pbk.) 


1 Hesse, Hermann, 1877-1962 Demian. I. 
Title. 


KAHN, Lottar. 
Tasight and action : the life and work of 
Lion Feuchtwanger / Lothar Kahn. 
Cranbury, N.J. Associated University 
Presses, [1974] p. cm. Includes index. 
Bibliography: p. [PT2611.E85Z667] 73- 
2897 ISBN 0-8386-1314-4 : 15.00 

I. Feuchtwanger, Lion, 1884-1958. I. Title. 
Prepared from C.I.P. 


RHED. Terence James, 
Thomas Mann; the uses of tradition [by] T. 
J Reed. Oxford, Clarendon Press, 1974. ix, 
433 p. illus. 22 cm. Bibliography: p. [415]- 
424. [PT2625.A44Z7668] 74-182432 ISBN 
0-19-815742-8 

I. Mann, Thomas, 1875-1955. I. Title. 
Distributed by Oxford University Press, 
New York, 27.25. 


EURTH-VOIGT, Lieselotte 
E., 1923- 
Perspectives and points of view: the early 
works of Wieland and their backgtound 
[oy] Lieselotte E. Kurth-Voigt. Baltimore, 
Johns Hopkins University Press [1974] p. 
cm. Includes bibliographical references. 
Wea 74-6829 ISBN 0-8018-1617-3 


833.912 B 


833.912 


838°.6'09 


i. Wieland, Christoph Martin, 1733- 
i813—Criticisn and interpretation. I. 
Title. 

Prepared from C.I.P. 


LOOSE, Gerhard, 1907- 838.91209 
Ernst Junger. New York, Twayne 
Publisher [1974] p. cm. (Twayne’s world 
authofs series, TWAS 323. Germany) 
Bibliography: [PT2619.U43Z659] 74-4150 
ISBN 0-8057-2479-6 6.95 

<. Junger, Ernst, 1895- 

Prepared from C.I.P. 


ROBACK, Abraham Aaron, 
1890-1965. 

The story of Yiddish literature. New York, 
Gordon Press, 1974. 448 p. illus. 24 cm. 
Reprint of the 1940 éd. published by 
Yiddish Scientific Institute, American 
Branch, New York. Bibliography: p. [403]- 
420. [PJ5120.R63 1974] 72-98056 ISBN 0- 
87968-084-9 34.95 (lib. bdg.) 

1, Yiddish literature—History 
criticism. 2. Authors, Yiddish. I. Title. 


839.0909 


and 


DECEMBER 31,1974 


BREUGELMANS, Rene. 839.3°1715 
Jacques Perk. New York, Twayne 
Publishers (1975, i.e.1974] p. cm. 


(Twayne’s world authors series, TWAS 
328. Netherlands) Bibliography: p. 
(PT5863.Z5B7 1975] 74-8658 ISBN 0- 
8057-2688-8 8.50 

L Perk, Jacques Fabrice Herman, 1859- 
881. 

Prepared from C.I.P. 


LIESTOL, Knut, 1881-1952. 839.6 
The origin of the Icelandic family sagas. 
Westport, Conn. Greenwood Press [1974] 
p. cm. Translation of Upphavet til den 
islendske attesaga. Reprint of the 1930 ed. 
published gy H. Aschehoug, Oslo; Harvard 
University Press, Cambridge, Mass., which 
was issued as no. 10 of Instituttet for 
sammenlignende kulturforskning, Serie A: 
Forelesninger. [Ps'7269.A4L5 1974] 73- 
17630 ISBN 0-8371-7253-5 13.75 

I. Sagas. I. Title. If. Series: Instituttet for 
sammenlignende kulturforskning, Oslo. 
Serie A: Forelesninger 10. 

Prepared from C.I.P. 


SCHOOLFIELD, George 
C., comp. 

Swede-Finnish short stories. Translated 
from Swedish, with an introd. by George 
C. Schoolfield. New York, Twayne 
Publishers [c1974] p. cm. (The Library of 
Scandinavian literature, v. 27) Includes 
bibliographical references. [PZ1.S324Sw] 
[E T2628] 74-8724 ISBN 0-8057-3367-1 


839.7'201 


I. Short stories, Swedish—Translations into 
English. 2. Short stories,  English— 
Translations from Swedish. I. Title. IE 
Series. 

Prepared from C.I.P. Contents omitted. 


JANSEN, Frederik 839.871'8409 
Julius Billeskov, 1907- 

Ludvig Holberg, by F. J. Billeskov Jansen. 

New York, Twayne Publishers [1974] p. 

cm. (Twayne’s world authors series, TWAS 

321) Bibliography: p. [PT8087.J3] 74-2171 

ISBN 0-8057-2431-1 6.95 

1. Holberg, Ludvig, Baron, 1684-1754. 

Prepared from C.I.P. 


EDELMAN, Nathan, 1911- 840°.9 
The eye of the beholder; essays in French 
literature. Edited by Jules Brady. 
Baltimore, Johns Hopkins University Press 
[1974] p. cm. Includes bibliographical 
references. [PQ153.E4] 74-6813 ISBN 0- 
8018-1621-1 12.00 

1. French literature—To 1500-—Addresses, 
essays, lectures. 2. French Hterature—17th 
century—Addresses, essays, . lectures. I. 
Title. 

Prepared from C.I.P. 


*LUTTRELL, Claude. 840°.9 
The creation of the first Arthurian 
romance; a quest. Evanston, Ill. vii, 284 p. 
24 cm. Bibliography: p. 269-278. [PQ221] 
73-94432 ISBN 0-8101-0450-4 12.00. 

i. Chrestien de Troyes, 12th cent.— 
Criticism and interpretation. 2. French 
literature—Old French 3. English 
literature—Middie English (1100-1500)— 
History and criticism. I. Title. 


MCFARLANE, Ian 

Dalrymple. 
Renaissance France, 1470-1589 [by] I. D. 
McFanlane. ‘London, E. Benn; New York, 
Barnes & Noble Books, 1974. xxiv, 557 p. 
23 cm. (A literary history of France fv. 2]} 
Includes index. Bibliography: p. 516-527. 
[PQ103.L5 vol. 2 1974] [PQ231] 
840°.9°003 *74-180343 ISBN 0-06-494700-9 
(Barnes & Noble) 18.00 


840.9 s 


I. French literature—lőth century— 
History and criticism. 1. Title. If. Series. 


LEHMANN, Arthur George. 840.915 
The symbolist aesthetic in France, 1885- 
1895 / A. G. Lehmann. Folcroft, PA. : 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1950 ed. published by 
Blackwell, Oxford, in series: Modern 
language studies. Includes bibliographical 
references arid index. [PQ295.S9L4 1974] 
74-22432 ISBN 0-8414-5665-8 lib. bdg. : 
12.50 

1I. French  literature—19th century— 
History and criticism. 2. Symbolism in 
literature. I. Title. 

Prepared from C.LP. 


*BECKETT, Samuel, 1906- 842 
First love and other shorts. ao York, 
Grove Press [1974] [91] p. 21 cm. 

73-15463 


(Evergreen) [PQ2603.E378] 
ISBN 0-394-17850-5 
I. Title. 


Distributed by Random House for 1.95 
(pbk.). 


*CORNEILLE, Pierre, 1606- 
1684. 

Rodogune; the French text with a facing 
English translation. Translated and edited 
by William G. Clubb. Lincoln, University 
of Nebraska [1974] xxxviii, 132 p. 23 cm. 
(Regents continental drama series) 
[PQ1760.R6] 73-86397 ISBN 0-8032-0501- 
5 12.00 

I. Title. 


BPCLES, Francis Yvon, 
871- 

Racine in England. [Foicroft, Pa.} Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1922 ed. published by Clarendon Press, 
Oxford, which was issued as the Taylorian 
lecture, 1921. [PQ1908.A7E3 1974] 74- 
7036 5.00 (lib. bdg.). 

1. Racine, Jean Baptiste, 1639-1699— 
Appreciation—England. 2. Racine, Jean 
Baptiste, 1639-1699—Translations. I. Title. 
H. Series: The Taylorian lecture, 1921. 
Prepared from C.I.P. 


ARRABAL, Fernando. 842.914 
Garden of délights : a play / by Fernando 
Arrabal ; translated from the French by 
Helen Gary Bishop and Tom Bishop. Ist 
Evergreen ed. New York : Grove Press : 


842 


8427.4 


distributed by Random House, [1974] 88- 


p. ; 21 cm. Translation of Le Jardin des 
delices. [PQ2601.R65J313 1974] 73-15631 
ISBN 0-394-17821-1 (Random) : 7.50 

I. Title. 


IONESCO, Eugene. 842’.914 
Killing game / Eugene Jonesco ; translated 
from the French by Helen Gary Bishop. 
ist American ed. New York : Grove Press 
: distributed by Random House, [1974] 
107 p. ; 21 cm. Translation of Jeux de 
massacre. [PQ2617.06J413] 73-15633 
ISBN 0-8021-0006-6 : 7.50 ISBN 0-394- 
17822-X pbk. : 2.95 

I. Title. 


REILLY, John H. 842.914 
Arthur Adamov, by John H. Reilly. New 
York, Twayne Publishers [1974] p. cm. 
(Twayne’s world authors series, TWAS 
318) Bibliography: p. [PQ2601.D323Z88] 
74-2162 ISBN 0-8057-2005-7 7.95 
I. Adamovy, Arthur—Criticism 
interpretation. 

Prepared from C.I.P. 


*DUCRETET, Pierre R. 8437.5 
Voltaire, Candide, etude quantitative; 
dictionnaire de frequence, index verborum 
et concordance de Candide; Essai de 


and 


800 LITERATURE 


Methodologic et d’analyse de donnees 
quantitatives, [by] Pierre R. Ducretet avec e 
la collaboration de Marie-Paule Ducretet. 
[Toronto] University of Toronto [1974] x, 
[602] p. illus. 25 cm. Bibliography: p. 
[453]-498. [PZ3.U89C55] 73-8086 ISBN 0- 
8020-2096-8 50.00 

i. Voltaire, Francois Marie, Arouet de, 
1694-1778—Concordances. I. Ducretet, 
Marie-Pale, joint author. II. Title. 


LEVIN, Harry, 1912- 843 7 
Toward Stendhal : an essay / by °Harry 
Levin ; to which is: appended an "Open 
letter” by George Mayberry to the 
publisher of the Modern Library. [Folcroft, 
Pa.] : Foleroft Library Editions, 1974. p. 
cm. Reprint of the ed. first published in 
1945 at Murray, Utah, which was issued as 
no. 3 of Pharos. [PQ2441.L43 1974] 74- 
22311 ISBN 0-8414-5682-8 lib. bdg. : 
10.00 

I. Beyle, Marie Henri, 1783-1842— 
Criticism and interpretation. 2. Realism in 
literature. I. Title. H. Series: Pharos ; no. 3. 
Prepared from C.LP. 


*COLETTE, Sidonie 
Gabrielle, 1873-1954. 
Retreat from love, by Colette, translated 
from the French and with an introduction 
by Margaret Crosland. a York, Bobbs- 


843.912 


Merrill, [1974] 226 p 22 cm. 
[PQ2605.028}] 73-16804 ISBN 0-672- 
51767-1 7.95 

I. Title. 

LELAND, Marine 843.912 
Elizabeth. 


Approach to Proust : a lecture / by Marine 
Leland. Folcroft, Pa. : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 
1949? ed. published by the Hampshire 
Bookshop, Northampton, Mass. 
[PQ26311 R63Z665 1974] a 22178 ISBN 
0-8414-5657-7 lib. bdg. : 5.50 

I. Proust, Marcel, 1871-1922. L Title. 
Prepared from C.I.P. 


SPALDING, Philip 
Anthony. 
A reader's handbook to Proust : an index 
guide to Remembrance of things past / 
compiled by P. A. Spalding. Folcroft, Pa. : 
Folcroft Library Editions, 1974. p. cm. 
Reprint of the 1959 ed. published by 
Chatto & Windus, London. 
[PQ2631.R63A89 1974] 74-20705 ISBN 0- 
8414-7748-5 lib. bdg. : 25.00 
i. Proust, Marcel, 1871-1922, A la 
recherche du temps perdu. 2. Proust, 
Marcel, 1871-1922—Dictionaries, indexes, 
etc. I. Proust, Marcel, 1871-1922. A la 
recherche du temps perdu. II. Title. 
Prepared from C.I.P. 


843.912 


TETEL, Marcel. 844.3 
Montaigne. New York, Twayne Publishers 
[1974] p. cm. (Twayne’s world authors 
series, TWAS 317. France) [PQ1643.T4] 
74-2250 ISBN 0-8057-2623-3 6.95 

1. Montaigne, Michel Eyquem de, 1533- 
1592—Cniticism and interpretation. F. 
Title. 

Prepared from C.LP. 


ARGENS, Jean Baptiste de 
Boyer, marquis d’, 1704-1771. 
Chinese letters / Marquis d'Argens. New 
York : Garland Pub., 1974. p. cm. (The 
Flowering of the novel) Translation of 
Lettres chinoises. Reprint of the 1741 ed. 
printed for D. Browne, London. 
[PQ1954.A54A6413 1974] 74-23248 ISBN 
0-8240-1103-1 lib.bdg. : 25.00. 
I. Title. I. Series. 
Prepared from C.I.P. 
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HOUSTON, John Porter. 848.709 
Victor Hugo. New York, Twayne 
Publishing [1975, c1974] p. cm. (Twayne’s 
world authors series, TWAS 312. France) 
Bibliography: p. [PQ2293.H66 1975] 74- 
8729 ISBN 0-8057-2443-5 7.50 

1. Hugo, Vigtor Marie, comte, 1802-1885. 
Prepared from C.I.P. 


RICHARDSON, Joanna. 848’.7°09 B 
Stendhal / Joanna Richardson. New York : 
Coward, McCann & Geoghegan, [1974] 
344 p., [4] leaves of plates : ports. ; 24 cm. 
Includes index. *Bibliography: p. 325-334. 
[PQ2436.R5] 73-93760 ISBN 0-698-10597- 
4: 10.00 

1. Beyle, Marie Henri, 1783-1842. 


FISHER, Herbert 848’.9°1209 
Albert Laurens, 1865-1940. 
Paul Valery. [Folcroft, Pa.] Folcroft 


Library Editions, 1974. p. Reprint of the 
1927 ed. published by The Clarendon 
Press, Oxford, in series: The Taylorian 
lecture, 1927. [PQ2643.A26Z6 1974] 74- 
8243 7.50 (lib. bdg.) 

1. Valery, Paul, 1871-1945—Criticism and 
interpretation. I. Series: The Taylorian 
tecture, 1927. 

Prepared from C.I.P. 


PONGE, Francis. 848°.9°1407 
The voice of things, [by] Francis Ponge, 
translated with an introduction by Beth 
Archer. New York, McGraw-Hill [1974, 
c1972] ix, 190 p. 21 cm. Includes the 
whole of Le Parti Pris de Choses and a 
selection of poems and essays from the 


author’s ‘ other works. Bibliography: p. 
189-190. [PQ2631.0643A23] 72-3185 
ISBN 0-07-050460-1 2.95 (pbk.) 

I Archer, Beth, tr. II. Title. 
*MOLINARO, Julius A. 850 


Petrarch to Pirandello; studies in Italian 
literature in honour of Beatrice Corrigan. 
Edited by Julius A. Molinaro. [Toronto] 
University of Toronto [1973] xvi, 259 p. 
illus. 26 cm. Bibliography: p. [251]-259. 
[EQ4029] 712-185725 ISBN 0-8020-5271-1 
5.00 

I. Italian literature—History and criticism. 
I. Title. 


CLERKE, Ellen Mary, 
1840-1906. 
Fable and song in Italy. [Folcroft, Pa.] 
Folcroft Library Editions, 1974. p. 
Reprint of the 1899 ed. published by G. 
Richards, London. [PQ4094.C5 1974] 74- 
9812 25.00 (lib. bdg.). 
i. Italian poetry—History and criticism. 2. 
Epic poetry, Italian—History and criticism. 
3. Mythology in literature. T. Title. 
Prepared from C.I.P. 


PETRARCA, Francesco, 1304- 
1374. 

Petrarch’s Bucolicum carmen / translated 
and annotated by Thomas G. Bergin ; with 
ill. by Deane Keller. New Haven : Yale 
University Press, 1974. xvii, 252 p. : ill. ; 
23 cm. English and Latin. Includes 
bibliographical references. 
[PQ4496.E29B83 1974] 73-94049 ISBN 0- 
300-01724-3 : 12.50 

I. Bergin, Thomas Goddard, 1904- tr. II. 
Title. IIT. Title: Bucolicum carmen. 


851.009 


851.1 


*CARTER, Henry Hare. 860.8 
Cuentos de Espana hoy. New York, Holt, 
and Winston, [1974]. 1 v. 
(various pagings) 24 cm. [PQ6257] 72- 
90217 ISBN 0-03-086042-3 4.20 _ (text 
edition) 

1. Spanish fiction (collections) I. Title 


t 
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HERNANDEZ, Jose, 1834-1886. 861 
The gaucho Martin Fierro; a facsimile 
reproduction of the first edition. With a 
new English translation by Frank G. 
Carrino, Alberto J. Carlos [and] Norman 
Mangouni. Delmar, N.Y., Scholar's 
Facsimiles & Reprints, 1974. p. em. 
(UNESCO collection of representative 
works: Latin American series) Reproduced 
from a Biblioteca Nacional (Buenos Aires) 
copy of the 1872 ed. published by Impr. de 
la Pampa, Buenos Aires under title: El 
gaucho Martin Fierro. [PQ7797.H3M3 
1974] 74-12185 ISBN 0-8201-1133-3 7.50 

J. Gauchos—Poetry. I. Carrino, Frank 
Gaetano, 1922- tr. II. Carlos, Alberto J, 
1928- tr. IHI. Mangouni, Norman, 1932- tr. 
IV. Title. V. Series. 

Prepared from C.I.P. 


NERUDA, Pablo, 1904-1973. 861 
Extravegaria : [poems] / Pablo Neruda ; 
translated by Alastair Reid. Ist American 
ed. New York : Farrar, Straus and Giroux, 
1974. 302 p. ; 22 cm. Spanish text and 
English translation on opposite pages. 
[Pq8097.N4E83 1974] 72-84778 8.95 

I. Reid, Alastair, 1926- tr. IT. Title. 


MCKAY, Douglas R. 862’.6'2 
Enrique Jardiel Poncela, by Douglas R. 
McKay. New York, Twayne Publishers 
[1974] p. cm. (Twayne’s world authors 
series, TWAS 333. Spain) Bibliography: p. 
[PQ6619.A7Z8] 74-6487 ISBN 0-8057- 
2462-1 6.50 

I. Jardiel Poncela, Enrique, 1901-1952. 
Prepared from C.I.P. 


COHEN, John Michael. 868 
Jorge Luis Borges [by] J. M. Cohen. New 
York, Barnes & Noble [1974] 115 p. 20 


cm. (The modern writers series) 
Bibliography: p- 113-115. 
[PQ7797.B635Z663 1974] 74-181637 
ISBN 0-06-491252-3 5.75 

1 Borges, Jorge Luis, 1899- 

GARDIOL, Rita 868’.6’209 B 


Mazzetti. 

Ramon Gomez de la Sema, by Rita 
(Mazzetti) Gardiol. New York, Twayne 
Publishers [1974] p. cm. (Twayne’s world 
authors series, TWAS 338) Bibliography: 
[PQ6613.04Z726] 74-13340 ISBN 0-8057- 
2379-X 7.50 

1. Gomez de la Serna, Ramon, 1888-1963. 
Prepared from C.I.P. 


GROSSMAN, William Leonard, 
1906- comp. 

Modern Brazilian short stories, translated 

with an introduction by Wiliam L. 

Grossman. Berkeley, University of 

California Press [1974, c1967] 167 p. 21 

em. [PZ1.G915Mo 1974] ISBN 0-520- 

02766-3 2.25 (pbk.) 

1. Short stories, Brazilian—Translations 

into English. 2. Short stories, English— 

Translations from Portuguese. I. Title. 

L.C. card no. for original ed.: 67-13379. 


*TACITUS, Cornelius. 870.01 
Tacitus, selections from Agricola [edited 
by] D. E. Soulsby. Cambridge [Cambridge] 
University Press, 1973 36 p. maps 22 cm. 
(Cambridge latin texts.) [PA6706.A3] 
ISBN 0-521-20308-2 

I. Soulsby, D. E. II. Title. 

Distributed by Cambridge University Press, 
New York, for 1.75 (pbk.). 


BINNS, J. W. 870.9°001 
Latin literature of the fourth century, 
edited by J. W. Binns. London, Routledge 
& K. Paul, 1974. x, 189 p. 23 cm. (Greek 
and Latin studies; classical literature and 
its influences) Includes bibliographical 


869.3 


AMERICAN BOOK PUBLISHING RECORD 


references and index. [PA6043.B5] 73- 
91031 ISBN 0-7100-7796-3 

i. Latin Hterature—History and criticism. 
L Title. 

Distributed by Ruthledge & K. Paul; 
Boston; 13.25. 


*BINNS, J. W., comp. í 871 
The Latin poetry of English poets., ed. by 
F. W. Binns. London, Boston, Routledge & 
Kegan Paul [1974]. x, 198 p. 23 cm. 
[PA6047] ISBN 0-7100-7845-5. 15.50 

1. Latin poetry. I. Title. 


L.C. card number for original ed: 13- 
93635. 
*CATULLUS, C. Valerius. 873.01 


Selections from Catullus [edited by] R. O. 
A Lyne Cambridge [Cambridge] 
University Press, 1973 29 p. 22 cm. 
(Cambridge latin texts.) [PA6274.A25] 73- 
77265 ISBN 0-521-20267-1 

I Lyne, R. O. A. M. IL, Title. 

Distributed by Cambridge University Press, 
New York, for 1.75 (pbk.) 


*PLINIUS CAECILIUS SECUNDUS, 876 
C. 


Selections from Pliny’s letters {edited by] 
M. B. Fisher & M. R. Griffin. Cambridge 
[Cambridge] University Press, 1973 74 p. 
maps 22 cm. (Cambridge latin texts.) 
[PA6638] iip 80489 ISBN 0-521-20298-1 

L Fisher, M. B. I. Griffin, M. R., joint 
author. II. Title. 

Distributed by Cambridge University Press, 
New York, for 1.95 (pbk.). 


MYRSIADES, Kostas. 889'.1°32 
Takis Papatsonis. New York, Twayne 
Publishers [1974] p. cm. (Twayne’s world 
authors series, TWAS 313. Greece) 
[PA5610.P353Z8] 74-6370 ISBN 0-8057- 
2669-1 7.95 

1. Papatsones, Takes Konstantinou, 1895- 
Prepared from C.I.P. 


MARXIST influences and 8917.1 
South Asian literature. (Edited by Carlo 
Coppola] East Lansing, Asian Studies 
Center, Michigan State University, 1974. 2 
v. 28 cm. (South Asia series, no. 23) 
Includes bibliograpliies, [PK1502.M3] 74- 
181612 6.00 

1. South Asia—Literature—Addresses, 
essays, lectures. 2. Communism and 
literature—Addresses, essays, lectures. I 
Coppola, Carlo, ed. IT. Title. III. Seriés. 


KABIR, 15thcent. 891°.43°12 
Kabir [introduction and translation from 
the Hindi and notes by] Ch. Vaudeville. 
Oxford, Clarendon Press, nbs v. 23 
cm. Bibliography: v. 1, p. [333]-340. 
[PK2095. K3A28). 74-181786 ISBN 0-19- 
826526-3 (v. 1) 

i Vaudeville, Charlotte, ed. 

Distributed by Oxford University Press, 
New York; 24.00. 


RAHBARS Daud, 1927- 891'.439°17 
The éup of Jamshid : : a collection of 
original Ghazal poetry 7 by Muhammad 
Daud Rahbar ; translated from the Urdu 


by the author. Cape Cod, Mass. o Stark, 
[1974] xiv, 199 p ; cm. 
[PK2200.R219C8] 74-76004 ISBN 0- 
89007-001-4 : 7.00 

L. Title. š 

LEVY, Reuben. 3 8917.5 
Persian literature; an “introduction. 


Westport, Conn., Greenwood Press [1974] 
p. cm. Reprint of the 1923 ed. published 
by Oxford University Press, London, in 
series: Language & literature series. 
Bibliography: p. [PK6406.L4 1974b] 74- 
9225 ISBN 0-8371-7624-7 8.75 


DECEMBER 31,1974 


1. Persian literature—History and criticism. 
I. Title. 
Prepared from C.I.P. 


GREGORY, Isabella 891.6'2°08 
Augusta Persse, Lady, 1852-1932. 

Poets and dreamers studies and 
translations from the Irish / by Lady 
Gregory ; including nine plays by Douglas 
Hyde. Sth ed. (much enl) / with a 
foreword by T. R. Henn. New York : 
Oxford University Press, 1974. 286 p. : ill. 
; 23 cm. (The Coole edition ; v. 10) 
Includes bibliographical references. 
[PB1307.G7 1974] 74-182874 ISBN 0-19- 
519790-9 ; 21.00 

1. Irish literature—History and criticism. 2. 
Irish Hterature—Translations into English. 
3. English literature—Translations from 
Trish. I Hyde, Douglas, Pres. Irish Free 
State, 1860-19499 HI. Title. 


*SEMENOV, Julian 891.7 
Semenovich, 1931- 
Petrovka 38, by Julian Semyonov. 


Translated from the Russian by Michael 
Scammel. New York, Stein and Day, 
(1974, c1965]. 205 p. 18 cm. [PZ4.S47Pe2] 
1.95 (pbk.) 

I. Title. 


*INGHAM, Norman W. 891.709003 
E. T. A. Hoffmann’s reception in Russia 
[by] Norman W. Ingham, edited and 
introduced by George Gibian. Wurzburg, 
Germany, Jal-verlag 1974 276 p. 23 cm. 
(Colloquim Slavicum#6) Bibliography: p. 
271-281. [PG2981.G3] 

1. Hoffman, Ernst Theodor Amadeus, 
1776-1822 2. Russian literature—History 
and criticism. I. Gibian, George comp. II. 
Title. 

Available from Humanities Press, Atlantic 
Highlands, N.Y. for 20.25 (pbk.) 


BRODSKII, Iosif, 1940- 891.7°1°44 
Selected poems [by] Joseph Brodsky. 
Translated and introduced by George L. 
Kline, with a foreword by W. H. Auden. 
Baltimore, Penguin Books [1974, c1973] 
168 p. 20 cm. [PG3479.4.R64A25 1974] 
ISBN 0-14-042164-5 2.95 (pbk.) 

I. Kline, George Louis, 1921- tr. IT. Title. 
L.C. card no. for original ed.: 73-4065. 


ARBUZOV, Aleksei 891.7242 
Nikolaevich 
The Promise, by Aleksei Arbuzov; 


Translatéd by Ariadne Nicolaeff. [New 
York} Dramatists Play Service {[1974, 
c1967] 76 p. 20 cm. [PG3476.A633M63] 
1.75 (pbk.) 

I. Title. 

L.C. card number for original ed.: 67- 
103108. 


LAVRIN, Janko, 1887- 891.7309 
An introduction to the Russian novel 
Westport, Conn., Greenwood Rress [1974] 
p. cm. Reprint of the 4th ed. publ&hed in 
1947 by Methuen, London. [PG3095.L3 
1974] 74-17736 ISBN 0-8371-7496-1 12.25 
1. Russian fiction—History and criticism. I. 
Title. 

Prepared from C.LP. 


*SETCHKAREYV, Vsevolod. 891.733 
Ivan Goncharov; his life and his works, 
edited and intraduced by George Gibian. 
Wurzburg, Germany, Jal-verlag 1974 324 
pP. 23 cm. (Colloquim Slavicum#4) 
Bibliography: p. 325-327. [PG3337.G6] 

1. Goncharov, Ivan Aleksandrovich, 1812- 
1891. I. Gibian, George ed. II. Title. 
Available from Humanities Press, Atlantic 
Highlands, N.J. for 24.00 (pbk.) 


*KHARMS, Danil. 891.7342 
Izbrannoe, edited and introduced by 
George Gibian. Wurzberg, Germany, Jal- 
verlag 1974 298 p. 23 cm. (Colloquim 
Slavicum#5) Bibliography: p. 299-300. 
[PG3476] 

I Gibian, George comp. I. Title. 
Available from Humanities Press, Atlantic 
Highlands New Jersey for 18.00 (pbk.). 


GOR’KII, Maksim, 891.7°8°309 B 
1868-1936. 
My apprenticeship / Maxim Gorky ; 
translated with an introd. by Ronald Wilks. 
Harmondsworth, Eng. ; Baltimore 
Penguin Books, 1974. 362 p. ; 18 cm. 
(Penguin classics ; L291) Translation of V 
liudiakh. [PG3465.A33W4 1974] 74- 
186322 ISBN 0-14-044291-X pbk. : 2.25 


L. Gor’kii, Maksim, 1868-1936— 
Biography. I. Title. 
*COLEMAN, Marion Moore, 891.85 


comp. 
The Polish land; a journey through Poland 
from the Vistuala to the poets land of the 
Eastern border; the Polish lands, its 
legends, historic personalities, poetry-an 
anthology. Cheshire, Conn., Cherry Hill 
Books, 1974. vi, 152 p. 23 cm. [PG7062] 
74-81566 ISBN 0-910366-18-7 5.00 (pbk.) 
1. Polish poetry—Collections. 2. Polish 
poetry—History & criticism. I. Title. 


*ZOSIA and Thaddeus 891.85 
or an ancient feud ended by Marion 
Moore Coleman. Cheshire, Conn., Cherry 
Hill Books, 1974 vi, 115 p. 23 cm. A prose 
retelling of Mickiewicz’s Pan Tadeusz. 
([PG7158.M5] 73-93797 ISBN 0-910366- 
17-9. 4.00 (pbk.) 

1. Tadeusz, Pan. 2: Polish literature—20th 
century. I. Coleman, Marion Moore. 
Publisher’s address: 202 Highland Ave. 
Cheshire, Conn. 06410. 


WELSH, David J. 891.8°5°13 B 
Jan Kochanowski, by David Welsh. New 
York, Twayne Publishers [1974] p. cm. 
(Twayne’s world authors series, ied 
330. Poland) Bibliography: 
[PG7157.K6Z92] 74-6391 ISBN 0- 8057. 
2490-7 7.50 

1. Kochanowski, Jan, 1530-1584. 

Prepared from C.I.P. 


* AL-HARIZI, Judah ben 
Solomon, d.1235- 

The Tahkemoni of Judah al-Harizi. 

Vol. 2, 1974 is available from Block Pub. 

Co., N.Y. for 14.95. L.C. card no.: 65- 

1135. 


892.412 


GIBB, Hamilton Alexander 
Rosskeen, Sir., 1895- 
Arabic literature; an introduction, by H. A. 
R. Gibb. 2d (rev.) ed. Oxford, Oxford 
University [1974, c1963] x, 182 p. 21 cm. 
[PJ7510.G5 1974] ISBN 0-19-881332-5 
1. Arabic literature—History and criticism. 
I. Title. 
L.C. card number for original ed.: 63- 
2995. Distributed by Oxford University 
Press, N.Y. for 2.50 (pbk.) 


*RABIAH, Labid Ibn 892.71 
The golden ode. Trans. with an intro. and 
commentary by William R. Polk. Photos. 
by William J. Mares. Chicago, University 
of Chicago Press [1974] xxxi, 177 p. illus. 
29 cm. [PJ7786.E3] 73-85248 ISBN 0-226- 
46717-1 15.00 

i. Arabic literature. I. Title. 


THE Triumph of Horus; 893°.1 
an ancient Egyptian sacred drama, 
translated and edited by H. W. Fairman. 
With a chapter by Derek Newton and 


892.709 
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Derek Poole. Berkeley, University of 
California Press [1974] x, 150 p. illus. 23° 
cm. "The Triumph of Horus”: p. 79-120. 
Bibliography: p. 149-150. [PJ1961.T713 
1974b] 73-84383 ISBN 0-520-02550-4 9.00 
I Fairman, Herbert Walter, 1907- ed. 


MRIRIDA N’Ait Attik. 893.3 
Songs of Mririda, courtesan of the high 
Atlas / by Mririda n’Ait Attik ; translated 
by Daniel Halpern & Paula Paley. 
Greensboro [N.C.] : Unicorn Monne 
p. cm. (Unicorn keepsake series ; v. 
Translation of Les chants de la Fe 
[PJ2379.9.M7C513] 74-82761 ISBN 0- 
87775-062-9 : 5.00 

I. Halpern, Daniel, tr. Il. Paley, Paula, tr. 
II. Title. 

Prepared from C.I.P. 


MITCHELL, John 
Dietrich, 1917- comp. 
The red pear garden; three great dramas of 
revolutionary China. Edited by John D. 
Mitchell. Introd. by Richard E. Strassberg. 
[Boston] D. R. Godine [1974, c1973] 285 
p. 26 cm. Includes bibliographical 
references. [PL2658.E5M5] 73-81068 
ISBN 0-87923-073-8 15.00 . 
J. Chinese drama——-Translations into 
English. 2. English drama—Translations 
from Chinese. I. Packard, William. II. Li 
Shao-ch‘un. Yeh chu lin. English. cl973. 
TH, Shang-hai ching chu t‘uan. Chih ch'u 
Wei-hu shan chu tsu. Chih chu Wei-hu 
shan. English c1973. IV. Pai she chuan. 
English. c1973. V. Title. 
Contents omitted. 


*VOHRA, Ranbir. 895.134 
Lao She and the Chinese revolution. 
Cambridge, Mass. East Asian Research 
Center, Harvard University 1974. 199 p. 
26 cm. [PL3000] 73-82346 ISBN 0-674- 
51075-5. 8.50. 

I. Chinese literature—Biography. 2. 
China-——-Biography. I. Title. 


ROSS, Timothy A. 895.1°3"S 
Chiang Kuei, by Timothy A. Ross. New 
York, Twayne Publishers [1974] p. cm. 
(Twayne’s world authors series, TWAS 
320) Bibliography: p. [PL2844.K8Z85] 74- 
2172 ISBN 0-8057-2214-9 7.95 

1. Chiang, Kuei. 

Prepared from C.I.P. 


JENNER, William John 
Francis, comp. 
Modern Chinese stories; selected and 
edited by W. J. F. Jenner; translated by W. 
J. F. Jenner and Gladys Yang. London, 
New York Oxford University Press eth 
xiii, 271 p. 21 cm. Bibliography: 269- 
271 [PL2658.E8J4] ISBN 0-19.519788-7 
2.95 (pbk.) 
1. Short stories, Chinese—Translations into 
English. 2. Short stories English— 
Translations from Chinese. I. Title. 
L.C. card no. for original ed.: 76-504192 


NAKATSUKA, Ippekiro, 895.6'1'4 
1887-1946. 

Cape jasmine and pomegranates; the free- 

meter haiku of Ippekiro. Translated by 

Soichi Furuta. [Ist ed. New York] 

Grossman [1974] xxi, 182 p. illus. 21 x 22 

cm. ”A Mushinsha book.” English and 

Japanese. [PL812.A57C3 1974] 73-89805 

ISBN 0-670-20327-0 20.00 

T. Title. 

Pbk. 5.95, ISBN 0-670-20328-9 


BALABAN, John, 895.9'22°1008 

1943- comp. 
Vietnamese folk poetry / translated by 
Joh? Balaban. Greensboro, [N.C] : 
Unicorn Press, [1974] p. cm. (Unicorn 
t 


895.12508 


895.13508 
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keepsake series ; v. 7) [PL4378.6.B34] 74- 
«82762 ISBN 0-87775-063-7 : 5.00 

4. Folk songs, Vietnamese—Translations 
into English, 2. English  poetry— 
Translations from Vietnamese. 

Prepared from C.I.P. 


AVELING, Harry. 899°.221712 
A thematic history of Indonesian poetry: 
1920 to 1974. [De Kalb] Center for 
Southeast Asian Studies, Northern Hlinois 
University; [exclusive distribution by: 
Cellar Book Shop, Detroit] 1974. vi, 90 1. 
28 cm. (Northern Illinois University. 
Center for Southeast Asian Studies. Special 
report no. 9) Bibliography: leaves 78-88. 
(PL5082.A9] 74-173628 4.00 (pbk.) 
l Indonesian poetry—History and 
criticism. I Title. IL Series: Illinois. 
Northern Illinois University, De Kalb. 


Center for Southeast Asian Studies. Special 2 


report no. 9. 
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* APT, Leon. 901.9 
Issues in Western civilization, edited by 
Leon Apt. Boston, Holbrook Press, [1974] 
2 v. 22 cm. V. 1: The beginning—1700 
A.D. V. 2: 1700 A.D.—The present. 
[CB245] 73-87093 7.25 ea. (pbk.) 

1. Civilization, Occidental. I. Title. 


*BARZUN, Jacques. 901.9 
Clio and the doctors; psycho-history, 
quanto-history and history. Chicago, 


University of Chicago Press, [1974]. xi, 
173 p. 25 cm. Bibliography: p. 164-166. 
eeu 74-5723 ISBN 0-226-03849-1 


L. History—Philosophy. 2. Science and 
civilization. I. Title. 


*KOLOSIMO, Peter. 901.9 
Timeless earth. Translated by Paul 
Stevenson. New Hyde Park, N.Y., 


University Books (1974, ©1973] 270 p. 
illus. 22 cm. Bibliography: p. [251]-253. 
{[CB151] ISBN 0-8216-0209-8 7.95 

1. Civilization—History. I Title. 


*STUDIES in medieval 901.92082 
and Renaissance history. 

Vol. 10, 1974, edited by William M. 
Bowsky is available from the University of 
Nebraska Press, Lincoln, Neb for 12.00. 


ISBN 0-8032-0660-7. L.C. card no: 63- 
22098. 
VACCA, Roberto, 1927- 901.94 


The coming dark age. Translated from the 
Italian by J. S. Whale. [lst ed.] Garden 
City, N.Y., Anchor Press, 1974 [c1973] p. 
cm. Translation of I Medioevo prossimo 
venturo. [CB478.V2313 1974] 74-7058 
ISBN 0-385-04970-4 2.50 (pbk.) 

dl. Technology and _ civilization. 2. 
Civilization, Modern—1950- I. Title. 
Prepared from C.I.P. 


*ANNUAL register World events 902 
in 1973 edited by H. V. Hodson and 
Verena Hoffman 

Vol. 215, 1974 edition is available from St. 
Martin’s Press, N.Y., for 27.50. L.C. card 
no.: 4-17979 


CHELSUM, James, 
17402-1801. 
. Remarks on the two last chapters of Mr. 
Gibbon’s History, 1778, and A reply to 
* Mr. Gibbon’s vindication, 1785. New 
York, Garland Pub., 1974. p. cm. (The 
Life & times of seven major British writers. 
Gibboniana, 1) Reprint of 2 works, the Ist 
printed at the Clarendon Press, Oxford; 


907.2024 s 


t 


150 ko 


sold by D. Prince; and the 2d printed by 


Robbins and Gilmour, Winchsster, Eng. 
[DG206.G5G52 vol. 1] [D6311] 
937°.06'°072024 B 74-14850 ISBN 0-8240- 
1338-7 22.00 

1. Gibbon, Edward, 1737-1794. The 
history of the decline and fall of the 
Roman Empire. I. Chelsum, James, 1740?- 
1801. A reply to Mr. Gibbon’s vindication. 
1974. If. Title. Hf. Title: A reply to Mr. 


Gibbon’s vindication. IV. Series: 

Gibboniena, 1. 

Prepared from C.I.P. 

TRAVIS, George, 307.2024 s 
1741-1797. 

Letters to Edward Gibson, esq, 1785. 

New York, Garland Pub., 1974. p. cm. 


(The Life & times of seven major British 
writers. Gibboniana 13) Reprint of the 
1785 ed. printed by C. F, and J. Rivington, 
London. [DG206.G5G52 vol. 13] [BT112] 
231 74-14851 ISBN 0-8240-13¢9-2 22.00 
1. Gibbon, Edward, 1737-1794. History of 
the decline and fall of the Roman empire. 
2. Benson, George, 1699-1762. 3. Newton, 
Isaac, Sir, 1642-1727. 4. Bible. N.T. 1 John 
V, 7—Criticism, Textual. 5. Trinity— 
Biblical teaching. T. Gibbon, Ecward, 1737- 
1794. II. Title. III. Series: Gibboniana 13. 
Prepared from C.LP. 


WHITAKER, John, 
1735-1808. 
Gibbon’s History ... reviewed, 1791. New 
York, Garland Pub., 1974. p. cm. (The 
Life & times of seven major British writers. 
Gibboniana 17) Reprint of the 1791 ed. 
printed for J. Murray, London under title: 
Gibbon’s History of the declines and fall of 


907’.27024 s 


‘the Roman Empire, in vols. IV, V, and VI, 


quarto, reviewed. [DG206.G5G52 vol. 17] 
[DG311] 937’.06’072024 E 74-14867 
ISBN 0-8240-1353-0 22.00 

‘1. Gibbon, Edward, 1737-1794. The 
history of the decline and fall of the 
Roman Empire. I. Title. JL. Series: 
Gibboniana 17. 

Prepared from C.I.P. 


TRONG; Louise Merwin, 
Thomas Carlyle and the art of history / by 
Louise Merwin Young. Folcroft, Pa. 
Folcroft Library Editions, 1974, c1939. p. 
em. Reprint of the thesis ed., Philadelphia. 
Originally presented as the author’s thesis, 
University of Pennsylvania. Includes index. 
Bibliography: p. [D16.8.C32Y6 1974] 74- 
23128 ISBN 0-8414-9768-0 lib. bdg. : 
20.00 

1. Carlyle, Thomas, 1795-1881. 2. 
Historiography. I. Title. . 

Prepared from C.I.P. 


O’CONNOR, John E. 907’.8 
Teaching history with film / John E. 


907’.2°024 


O’Connor and Martin A. Jackson. 
Washington : American Historical 
Association, [1974] 74 p. : ill. ; 23 cm. 


(Discussions on teaching ; 2) Bibliography: 
p. 65-69. [D16.255.A8023 1974] 74-78660 
ISBN 0-87229-018-2 pbk : 1.00. 

i. History—Study and teaching—Audio- 
visual aids. 2.  Moving-pictures in 
education. I. Jackson, Martin A. If. Title. 
LL. Series. 


CAIRNS, Trevor. 909.08 
Europe and the world. Minne3polis, Lerner 
Publications Co. [1974, cl973] p. cm. 
(Cambridge introduction to history) 
Previous ed. published under title: Europe 
finds the world. “Published in cooperation 
with Cambridge - University Press.” 
Describes the period of early European 
exploration from the journeys of Marco 
Polo and discoveries of Eastern countries 


AMERICAN BOOK PUBLISHING RECORD 


to the discovery and conquest of the 
Americas. [D210.C24 1974] 74-10939 
ISBN 0-8225-0805-2 6.95 (lib. bdg.). 

1. History, Modern—Juvenile literature. 2. 
Discoveries (in  geography)—History— 
Juvenile literature. 3. Colonies—History— 
Juvenile literature. I. Title. 

Prepared ffom C.I.P. 


KLOSE, Nelson, 1914- 909.08°02°02 
Mcdern Western civilization; a student’s 
synopsis and guide to the history of 
modern European world. Rev. Woodbury, 
N.Y., Barron’s Educational „Series, inc. 
[1974- v. illus. 20 cm. (Barron’s 
essentials; the efficient study guides) 
Contents. v. 1, 1500-1848. Ye 2, Since 
18¢8 Includes bibliographies. [D209.K522] 
74-182304 ISBN  0-8120-0219-0 2.75 
(PEK). l , 
1. Histozy, Modern—-Ouġģlines, syllabi, etc. 
T. Title. 
Pbk. 2.75, vol. 2, ISBN 0-8120-0218-0 


*JENKINS, Alan. 909.822 
The twenties. New York, Universe Books 


[1674] 256 p. illus. (part col.) 26 cm. 
[D421] 74-77360 ISBN 0-87663-208-8 
15.95 


1. World history, 1920-1929. I. Title. 


*HERR, Richard. 909.846 
Ar historical essay on modern Spain. 
Berkeley, University of California Press 
[1974 c1971]} viii, 308 p. 21 cm. Includes 
bitliographic references. [DP233] 73-83058 
IS3N 0-520-02534-2 3.65 (pbk.) 

1. Spain—RHistory. I. Title. 


Travel 910-919 


WACHT, Walter F. 910s 
The domestic air transportation network of 
the United States [by] Walter F. Wacht. 
[Chicago] University of Chicago, Dept. of 
Geography, 1974. ix, 98 p. illus. 23 cm. 
(Research paper - University of Chicago, 
Dept. of Geography, no. 154) 
Bibliography: p. 97-98. [H31.C514 no. 154] 
[EE9803.A4] 587, 70973 73-92651 5.00 

Aeronautics, Commercial—United 
States. I. Title. I. Series: Chicago. 
University. Dept. of Geography. Research 
peper, no. 154, 


RAY, John R. 9f0.02 
Laboratory exercises in physical geography 
[by] John R. Ray [and] Robert Bi. Fuson. 
3d. ed. Dubuque, Iowa, Wm. C. Brown. 
[1974, 21967]. viii, 152 p. illus. maps. 28 
cm. (Brown geography series). [GB23] 
ISBN 0-697-05203-6 5.95 

i: Physical geography—Laboratory 
manuals. I. Fuson, Robert H. joint author. 
IZ Title. . 


MOORE, Nelle E. 910.03 
Countries and their children [by] Nelle E. 
Moore [aid] Dorothy Reed. Yvonne 
Beckwith, editor. Chicago, Standard 
Educational Corp., 1974 [c1971] p. cm. 
(Che Child’s world) Describes briefly the 
geography and customs of a variety of 
countries and the activities of the children 
who Eve there. [G133.M67] 74-12240 
ISBN C-87392-305-1 

1 Geography—Jyvenile literature. 2. 
Children in foreign countries—Juvenile ` 
inerature. I. Reed, Dorothy, 1919- joint 
author. IL. Title. IIL Series. * 

Prepared from C.I.P. Sold only as part of a 
eght volume set, 69.50. . 


GWEN, G. L. 91070371821 
The betterment of man; a rational history 
of Western civilization, by G. L. Owen. 


DECEMBER 31,1974 


New York, Putnam [1974] xviii, 332 p. 
illus. 22 cm. Bibliography: p. 305-317. 
[CB69.093 1974] 72-97306 ISBN 0-399- 
11140-9 7.95 

1. Civilization—History. 2. Progress. 3. 
Civilization, Occidental. I. Title. 


KATZMAN, Jacob. 910°.039°24 
The Jewish influence on civilization / by 
Jacob Katzman. New j ork : Bloch Pub. 
Co., [1974] 236 p. ra cm. Includes 
index. Bibliogra aie p. 227-228. 
[DS113 .K37] 74- #33040 ISBN 0-8197-0375- 


1. Ctvilization—Jewish influences. I. Title. 


*PERRY, Roger 910.09 
Patagonia windswept land of the south 
New York Dodd, Mead 1974 126 p. illus. 
24 cm. [G155.A1] 74-3787 ISBN 0-396- 
06978-9 4.95 e 

I. Patagonia—Description and travel. I. 
Title. 


ROBERTSON, Dougal, 
1924- 

Survive the savage sea. Boston, Mass., G. 

K. Ħall, 1974 [c1973] 397 p. illus. 24 cm. 

Large print ed. [G530.L8615R62 1974] 74- 

ee ISBN 0-8161-6235-2 10.95 (lib. 
g 

I. Lucette (Schooner) 2. Survival (after 

aeroplane accidents, shipwrecks, etc.) 3. 

Pacifie Ocean. I. Title. 


CLARKE, Arthur 
Charles, 1917- 
The treasure of the Great Reef [by] Arthur 
C. Clarke. With a new pref. and epilogue 
by the author. New York, Ballantine Books 
[1974] 278 p. illus. 21 cm. [DS490.G7C56 
1974] 74-182382 ISBN 0-345-23845-1 2.95 
I. Treasure-trove—Ceylon. 2. Great Basses 

Reef. T. Title. 


INGRAMS, Doreen. 910°.09°174927 
Tents to city sidewalks. Photography by 
Alistair Duncan, Anthony Howarth and 
others. Saint Paul, EMC Corp. [1974] p. 
cm. (Her The Arab world) Photographs 
‘and brief text contrast the nomadic, 
village, and city life styles of the Arab 
people. [DS36.78.154] 74-16154 ISBN 0- 
88436-113-6 4.95 

1. Arab countries—Social life and 
customs—Juvenile literature. I Duncan, 
Alistair, 1927- illus. If. Howarth, Anthony, 
illus. III. Title. 

Prepared from C.I.P. Pbk. 2.95; ISBN 0- 
88436-119-4. 


910.091641 


910°.09°1657 


HUXLEY, Aldous Leonard, 910.4 
1894-1963. 

Jesting Pilate : an intellectual holiday / by 

Aldous Huxley. Westport, Conn. : 


Greenwood Press, 1974, c1926. p. cm. 
Reprint of the ed. published by Doran, 
New York. [G440.H96 1974] 74-11882 
ISBN 0-8371-7698-0 lib.bdg.: 18.00 

1. Voyages around the world. 2. India— 
Description and travel. Malay 
Archipelago—Description and travel. I. 
Title. 

Prepared from C.LP. 


HEAPS, Leo. 910.41 
Log of the Centurion, based on the original 
papers of Captain Philip Saumarez on 
board HMS Centurion, Lord Anson’s 
flagship during his circumnavigation 1740- 
44 [by] Leo Heaps. New York, Macmillan 
[1974, cl973] 264 p. illus. 26 cm. 
Bibliography: p. 263-264. [G420.A6H42 
1974] 73-10831 8.95 

1. Anson, George Anson, baron, 1691- 
1762, 2. Centurion (Ship) 3. Voyages 
around the world. I. Saumarez, Philip, 
1710-1747. H. Title. 


*BROWNLEE, Walter. 910.453 
The first ships round the world Drawings 
by Graham Humphreys. [New York,] 
Cambridge University Press, [1974]. 48 p. 
illus. 20 cm. (Cambridge introduction to 
the history of mankind-topic book) [G156] 
ISBN 0-521-20438-0. 2.95 (pbk.) 

1. Voyages and travels. I. Title. 


WARD, Ralph T. 910.453 
Pirates in history [by] Ralph T. Ward. 
Baltimore, York Press [1974] ix, 214 p. 
illus. 25 cm. Bibliography: p. 193-201. 
10535. W37] 74-14595 ISBN 0-912752-04- 


4. Pirates. I. Title. 


ROBERTSON, George, 
master of H.M.S. Dolphin. 


910.996211 


An account of the discovery of Tahiti 


From the journal of George Robertson, 
edited, with an introduction by Oliver 
Warner, with wood engravings by Robert 
Gibbings. London, Folio Press: J. M. 
Dent, 1973 127 p. illus, maps, 23 cm. 
[DU870.R56] ISBN 0-460-04141- 

1. Tahiti—Description & exploration. 2. 
Dolphin (Frigate) I. Title. 

L.C. card no. for original edition 56-1183. 
Distributed by Rowman end Littlefield for 
00. 


BRITISH Sulphur 
Corporation, ltd. 
World fertilizer atlas. 4th ed. London, 
British Sulphur Corporation Itd., 1973. 103 
p., (2 fold.) illus. (some col.), col. maps. 30 
cm. [G1046.M3B7 1973] 74-185565 ISBN 
0-902777-23-8 
1. Fertilizer industry—Maps. I. Title. 
Distributed by International Publications 
Service, 75.00. 
HAJDUCKI, S. 912’.1°38509415 
Maxwell. 
A Railway atlas of Ireland [by] S. Maxwell 
Hajducki. Newton Abbot, David & 
Charles, 1974. 39, xxxii p. col. maps. 25 
em. Includes index. Bibliography: p. [xxix]- 
xxxi. [G1831.P3H3 1974] 74-1855623 ISBN 
0-7 153-5 167-2 
1. Railroads—Ireland—Maps. I. Title. 
Distributed by David and Charles, 
Vermont, 13.50. 


COLLINS’ illustrated 912.421 
atlas of London. [1st ed. reprinted} with an 
introduction by H. J. Dyos. Leicester, 
Leicester University Press; New York, 
Humanities Press, 1973. 27, 45 p., 39 
leaves (1 fold.). maps, plars. 21 cm, (The 
Victorian library) Reprint of the 1854 ed. 
published by H. G. Collins, London. 
Includes bibliographical references. 
[Gi819.L7C6 1973] 74-185564 ISBN 0- 
7185-5012-9 6.00 

I. London—Maps. I. Title: Illustrated atlas 
of London. II. Title: Atlas of London. 


*MCEVEDY, Colin. 913.009 
The classical world, [by] Colin and Sarah 
Mc Evedy. New York, Macmillan, [1974 
c1973] 64 p. illus, maps 29 cm. (A 
Crowell-Collier Press book) (Atlas of world 
history) [G1033] 75-653786 7.95 

1. Geography, ancient— Maps. vA 
McEvedy, Sarah, joint author IT. Title. 


CAIRNS, Trevor. 913.03 
Men become civilized [edited by] Trevor 
Cairns. Minneapolis, Lerner Publications 
Co. [1974, c1969] p. cm. (His Camtridge 
introduction to history, 1) Traces the 
development of civilization from the first 
appearance of man-like creatures to the 
death of Alexander the Great. [CB311.C27 
1974] 73-20196 ISBN 0-8225-0801-X 6.95 
(lib. bdg.). 


912’.1°3384766862 
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1. Civilization, 
literature. I Title. 
Prepared from C.I.P. 


Ancient—Juvenile , 


CHARD, Chester S. 913°.031 
Man in prehistory [by] Chester S. Chard. 
2d ed. New York, McGraw-Hill [1974, 
c1975] p. cm. Includes bibliographical 
references. [GN739.C48 1975] 74-6353 
ISBN 0-07-010653-3 9.95 

1. Man, Prehistoric. I. Title. 

Prepared from C.I.P. ° 


BUDGE, Ernest Alfred, 913.32°03'1 
Thompson Wallis, Sir, 1857-1934. 

The mummy / by E. A. Wallis Budge. 
New York : Causeway Books, [1974] xxii, 
404 p., [8] leaves of plates : ill. ; 25 cm. 
Reprint of the 2d ed., 1894, published by 
the University Press, Cambridge, Eng., 
with a new introd. ”The chapters 
contained in this book were originally 
written to form the introduction to the 
Catalogue of the Egyption collection in the 
Fitzwilliam Museum, Cambridge.” Includes 
bibliographical references and index: 
[DT62.M7B8 1974] 74-77474 ISBN 0- 
88356-026-7 : 10.00 

1. Mummies. 2. Funeral rites and 
ceremonies—Egypt. 3. Egypt—Antiquities. 
I. Title. 


SARKAR, Benoy Kumar, 
1887-1949. 
The positive background of Hindu 
sociology. With appendices by 
Brajendranath Seal. Allahabad, Panini 
Office, 1914-[26. New York, AMS Press, 
1974] p. Original ed. issued as vols. 16 
and 25 of The Sacred books of the Hindus. 
Book 1 (v. 16 of the series) was written as 
an introd. to the author’s translation of 
Sukra’s Sukraniti (v. 13 of the series) 
Contents.—_book 1. Non-political.—-book 2. 
Political. Bibliography: p. [JC50.833] 73- 
3807 57.50 
J. Sukra. Sukraniti. 2. India—Politics and 
government—To 997, 3. India—Economic 
conditions—To 1000. 4. India—Social 
conditions. I. Seal, Brajendranath, Sir, 
1864-1938. Il. Title. III. Series: The Sacred 
books of the Hindus, v. 16, 24. 
Prepared from C.I.P. 


*HAWKES, C. F. C. 913.3°6 
The prehistoric foundations of Europe; to 
the Mycenean Age by C. F. C. Hawkes 
London, Methuen [1973] New York, 
Barnes and Noble [1974, c1973] xv, 414 p. 
illus, maps 22 cm. Bibliography: p. 385- 
397. [GN780] ISBN 06-472862-5 22.50 

1. Europe—Antiquities. I. Title. 


FOWLER, P. J. 913.362 
Recent work in rural archaeology, edited 
by P. J. Fowler. Totowa, N.J., Rowman 
and Littlefield [1974] p. cm. Includes 
bibliographical references. [DA90.F76] 74- 
17445 ISBN 0-87471-596-2 13.00 

I. Great Britain—Antiquities—Addresses, 
essays, lectures. I. Title. If. Title: Rur I 
archaeology. 

Prepared from C.I.P. 


CZARNECKI, Jan, 1912- 913.363 
The Goths in ancient Poland : a study on 
the historical geography of the Oder- 
Vistula region during the first two 
centuries of our era / by Jan Czarnecki. 
Cora! Gables, Fla. : University of Miami 
Press, [1975] p. cm. Includes index. 
Bibliography: p. [DK421.C88] 74-20750 
ISBN 0-87024-264-4 : 10.00. 

i. Goths in Poland. 2. Oder-Neisse area— 
Historical geography. 3. Vistula Valley— 
Historical geography y 1. Title. 

Prepared from C.I.P. 


913.3403 


‘ . 
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. RANDALL-MACIVER, David, 
1873-1945 
The tron age in Italy : a study of those 
aspects of the early civilization which are 
neither Villanovan nor Etruscan / by 
David Randall-Maclver. Westport, Conn. : 
Greenwood Press, 1974. p. cm. Reprint of 
the 1927 ed. published by the Clarendon 
Press, Oxford. Includes index. 
[GN780.22.18R36 1974] 74-9221 ISBN O- 
*8371-7633-6 lib.bdg.: 23.00 
I. [rom age—tItaly. 2. Italy—Antiquities. 3. 
Tombs—italy. I. Title. 
Prepared from C. "LP, 


CAIRNS, Trevor. 913.37°03 
The Romans and their empire {edited by] 
Trevor Cairns. Minneapolis, Lerner 
Publications Co. [1974, c1969] p. cm. (His 
Cambridge introduction to history, 2) A 
history of the Roman Republic and Empire 
examining the attitudes of the citizens, 
military strategy, influential leaders, and 
the decline of the empire. [DG213.C26 
1974] 73-20259 ISBN 0-8225-0802-8 6.95 
(lib. bdg.) 

1. Rome-——History—Juvenile literature. I. 
Title. 

Prepared from C.LP. 


WILKINSON, L. P. 913.37°03'2 
The Roman experience [by] L. P. 
Wilkinson. [1st ed.] New York, Knopf 
[1974] p. Bibliography: p. [DG77. W69] 
74-7451 ISBN 0-394-31080-2 3.95 (pbk.) 
1. Rome—Civilization. I. Title. 

Prepared from C.I.P. 


913.37 


MASSA, Aldo. 913.37°5'03 
The world of the Etruscans. as York, 
Tudor Pub. Co. [1974] p. cm. 


[DG223.3.M37] 73-20177 ISBN 0-8148- 
0579-5 3.95 (pbk.) 

1. Etruscans. I. Title. 

Prepared from C.I.P. 


MEIGGS, Russell. 913.37°6 
Roman Ostia / by Russell Meiggs. 2d ed. 
Oxford [Eng.] : Clarendon Press, 1973, 
[i.e.1974] xix, 622 p., [41] leaves of. plates : 

ill, (1 fold.) ; 24 cm. Includes indexes. 
Bibliography: p. [568]-577. [DG70.08M4 
aly 74-182367 ISBN 0-19-814810-0 : 
27.2 

1. Ostia, Italy. I. Title. 

Distributed by Oxford University Press, 
New York. 


EHRENBERG, Victor, 1891- 913.38 
Man, state and deity : essays in ancient 
history / Victor Ehrenberg. London 
Methuen : distributed in the USA by 
Harper & Row, Barnes & Noble Import 
Division, 1974. 191 p., [2] leaves of plates 
: ill. ; 21 cm. (University paperbacks ; 520) 
Includes bibliographical references and 
index. [D60.E53 1974b] 74-188888 ISBN 
0-416-79610-9 : 6.00 


1. History, Ancient—Addresses, essays, 
lectures. I. Title. 
FUCHS, Johan Wilhelmus. 913.38 


Classics illustrated dictionary, by J. W. 
Fuchs. Translated from the Dutch by Livia 
Visser-Fuchs. General English editing and 
adaptations by Kathleen Bolton. New 
York, Oxford University Press [1974] 200 
p. illus. 23 cm. Translation of Klassiek 
yak (DE5.F813 1974] 73-76913 
1. Classical dictionaries. I. Title. 


MYRES, John Linton, Sir, 
1869-1954, 
Geographical history in Greek lands. 
Westport, Conn., Greenwood Press [1974, 
c1953] p. cm. Reprint of the ed. published 
by Clarendon Press, Oxford. Bibliography: 
, 


913.38 
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p. [DF30.M79 1974] 74-9220 ISBN 0- 
8371-7629-8 20.50 

i. Greece—Description, 
Title. 

Prepared from C.LP. 


CLINTON, Kevin. 913.3875 
The sacred officials of the FEleusinian 
Mysteries. Philadelphia, American 
Philosophical Society, 1974. 143 p. illus. 
30 cm. (Transactions of the American 
Philosophical Society, new ser., v. 64, pt. 
3) An earlier version was presented as the 
author’s thesis, Johns Hopkins University. 
Bibliography: p. 128. [DF261.E4C56 1974] 
73-79573 ISBN 0-87169-643-6 12.00 

I. Eleusis. 2. Eleusinian mysteries. I. Title. 
H. Series: American Philosophical Society, 
Philadelphia. Transactions, new ser., v. 64, 
pt. 3. 


TRIPPETT, Frank. 913.39503 
The first horsemen / by Frank Trippett 
and the editors of Time-Life Books. New 
York : Time-Life Books, [1974] 160 p. : ill. 
(some col.) ; 27 cm. (The Emergence of 
man) Includes index. Bibliography: p. 157. 
[DS13.T74] 74-80650 7.95 


geography. L 


il.  &thnology—Asia. 2. Horsemen— 
History. 3. Scythians. 4. Nomads. 5. 
Asia—History. I, Time-Life Books. II. 
Title. 

BECKINSALE, Monica. 914 
Southern Europe: a systematic 


geographical study [by] Monica and Robert 
Beckinsale. New York, Holmes & Meier 
[1974] p. cm. Bibliography: p. [D974.B43] 
74-14940 ISBN 0-8419-0178-3 30.00 

J. Europe, Southern—Description and 
travel. I. Beckinsale, Robert Percy, joint 
author. Il. Title. 

Prepared from C.I.P. 


BARR, Stringfellow, 1897- 914°.03 
The pilgrimage of western man. Rev. ed. 
Westport, Conn., Greenwood Press [1974, 
c1962] p. cm. Reprint of the ed. published 
by Lippincott, Philadelphia, which was 
issued as KB-45 of Keystone books. 
[D16.8.B315 1974] 73-21283 ISBN 0- 
8371-6152-5 18.25 

1. Europe—History—Philosophy. I. Title. 
Prepared from C.I.P. 


*MITCHELL, Allan, comp. 
Everyman in Europe: essays 
history. 

Vol. 2, 1974 entitled The Industrial 
Centuries compiled by Allan Mitchell and 
Istvan Deak, is available from Prentice- 
Hall, N.J. for 5.95 (pbk.) ISBN 0-13- 
293589-9. L.C. card no.: 73-21800 


*VIATOR 914.03105 
Vol. 4, 1974 is available from the 
University of California Pr., Berkeley for 


914.03 
in social 


15.00. ISBN 0-520-02392-7. L.C. card 
no.: 71-111417. 
CAIRNS, Trevor. 914.0711 


Barbarians, Christians, and Muslims [edited 
by] Trevor Cairns. Minneapolis, Lerner 
Publications Co. [1974, c1969] p. cm. (His 
Cambridge introduction to history, 3) 
Traces the history of Europe from the 
disintegration of the Roman Empire 
through the rise of Islam with emphasis on 
the migrations of peoples and the spread of 
Christianity. [D135.C3 1974] 73-20213 
ISBN 0-8225-0803-X 6.95 (lib. bdg.). 

1. Migrations of  nations—Juvenile 
literature. I. Title. 

Prepared from C.I.P. 


THE Scottish tradition; 914.1 
essays in honour of Ronald Gordon Cant. 
Edited by G. W. S. Barrow. [Edinburgh] 


‘complete transcription, 


AMERICAN BOOK PUBLISHING RECORD 


Scottish Acedemic Press; [distributed by 
Chatto & Windus, London] 1974. xi, 267 
p. illus. 26 cm. (St. Andrews University 
publications, no. 60} “Bibliography of the 
works of Ronald Gordon Cant”: p. [259]- 
263. [DA772.S33] 74-180194 ISBN 0- 
7011-2039-8 

1. Cant, Ronald Gordon. 2. Scotland— 
Civilization—Addresses, essays, lectures. I. 
Cant, Ronald Gordon. Il. Barrow, G. W. 
S., ed. IIL Series: St. Andrews, Scot. 
University. Publications, no. 60. 
Distribüted by Rowman and Littlefield, 
16.00. 2 


THOMPSON, Francis G. 914,117 
The Uists and Barra / Wy Francis 
Thompson. Newton Abbot [Eng.] ; North 
Pomfret, Vt. : David & Charles, [1974] 204 
p. : il. ; 23 cm. e Islands series) 
Includes index. Bibliography: p. 191-197. 
([DA880.H4T48] 74-81056 ISBN 0-7153- 
6676-9 : 13.50 

1. Hebrides—Description and travel. I. 
Title. 


LINDLEY, Kenneth Arthur, 
1928- 
Seaside architecture, [by] Kenneth Lindley. 
London, H. Evelyn, 1973. 160, [4] p. illus. 
(some col). 25 cm. (Excursions into 
architecture) [NA7850.G7L54] 73-166921 
ISBN 0-8277-2830-1 
1. Hotels, taverns, etc.--Great Britain. 2. 
Seaside resorts—Great Britain. I. Title. 
Distributed by British Book Center, New 
York, 25.00. 


ANGLO-SAXON . 914.2°03°105 
England. Edited by Peter Clemoes. 
Cambridge [Eng] Cambridge University 
Press, 1973. 1973 x, 333 p. illus. 24 cm. 
Bibliograpky: p. 303-333. [DA152.2A75] 
ISBN 0-521-20218-3 

4.  England—Civilization—To 1066— 
Periodicals. I. Clemoes, Peter, comp. 

L.C. card number for original ed.: 78- 
190423. Distributed by Cambridge 
University Press, New York, for 19.50 


914.2 


NICOLL, Allardyce, 914.2'03'55 
1894- e 
The Elizabethans / introduced by 


Allardyce Nicoll. Folcroft, Pa. : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1957 ed. published at the University 


Press, Cambridge, Eng. Includes 
bibliographical references. [DA320.N45 
1974] 74-23655 ISBN 0-8414-6284-4 lib. 
bdg. : 15.00 


1. England—Civilization—16th century. 2. 
Renaissance—England. I. Title. 
Prepared from C.I.P. 


*PEPYS, Samuel, 1633- 
1703 

The diary of Samuel Pepys, a new and 
ed. by Robert 
Latham akd William Matthews. 

Vol. 8, titled 1667 and edited by Robert 
Latham and William Matthews is available 
from the University of California Pr., 
Berkeley for 15.00. ‘ISBN 0-520-02095-2. 


914.2'03°6 


L.C. card no.: 70-96950, 
WEBSTER, Charles. 914.2°03°6 
The intellectual, revolution of the 


seventeenth century / edited by Charles 
Webster. London ; Boston : Routledge and 
Kegan Paul, 1974. x, 445 p. ; 23 cm. (Past 
and present series) Includes bibliographical 
references and index. [DA380.W38 1974] 
74-182858 ISBN 0-7100-7844-7 : 18.50 

L England—Intellectual iife—17th 
re a a essays, lectures. I 

ytle, 


DOLEMBCK Ji, 1Y/4 


KIRK, Clara 

Marburg, 1898- 
Mr. Pepys and Mr. Evelyn / by Clara 
Marburg. [Folcroft, Pa.] : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1935 
ed. published by University of 
Pennsylvania Press, Philadelphia. 
[DA447.P4K48 1974] 74-21000 ISBN 0- 
8414-5976-2 lib.bdg.: 12.50 

1. Pepys, Samuel, 1633-1703. 2. Evelyn, 
' John, 1620-1706. I. Title. 

Prepared from C.I.P. 


. LEE, Sidney, 
Sir, 1859-1926. 
Pepys and Shakespeare : a paper read at 
the sixth meeting of the Samuel Pepys 
Club, on Phursday, November 30, 1905 / 
by Sidney Lee. Folcroft, Pa. : Folcroft 
Library Editions, 1974. p. cm. Reprint of 
the 1906 ed. printed at the Bedford Press, 
London. [PR361&P2L43 1974] 74-22314 
“ISBN 0-8414-5661-5 lib. bdg. : 5.00 
1. Pepys, Samuel, 1633-1703. 2. 
Shakespeare, William, 1564-1616—Stage 
history—1625-1800. 3. Theater—London— 
History. I. Title. 
Prepared from C.I.P. 


HUMPHREYS, Arthur 
Raleigh. 
The Augustan world : life and letters in 
eighteenth-century England / by A. R. 
Humphreys. Folcroft, Pa. : Folcroft Library 
Editions, 1974. p. cm. Reprint of the 1954 
ed. published by Methuen, gat 
Includes index. Bibliography: 
[DA485.H85 1974] 74-23654 ISBN b: 
8424-4893-0 lib. bdg. : 22.50 
L England—Intellectual life—18th century. 


914.2'03'660922 B 


914.2°03'660924 B 


914.2°03°7 


2. English  literature—18th century— 
History and criticism. I. Title. 

Prepared from C.I.P. 

KERR, Barbara. 914.2°03°81 


The dispossessed : an aspect of Victorian 
social history / Barbara Kerr. New York : 
St. Martin’s Press, 1974. 271 p., [8] leaves 
plates : ill. 23 cm. Includes index. 
Bibliography: p. 244-260. [DA533.K35 
1974] 74-77421 10.95 

1. Thornhill family. 2. Beaufoy family. 3. 
England—Civilization—19th century. 4. 
_England—Social conditions. I. Title. 


PERRY, George C. 914.2703’81 
The ' Victorians : a world built to last / 
edite@ by George Perry and Nicholas 
Mason. New York : Viking Press, 1974. 
254 p. : il]. (some col.) ; 33 cm, British ed. 
published under title: Rule Britannia: the 
Victorian world. Includes index. 
[DA533.P46 1974] 77-101782 ISBN 0- 
670-74599-5 : 19.95 

1. England—Civilization—19th century. I. 
Mason, Nicholas, joint author. IT. Title. 


WINGFIELD-STRATFORD, 914.2’03’82 
Esme Cecil, 1882- 
The Victorian aftermath, by Esme 
Wingfield-Stratford. | Westport Conn., 
Greenwood Press [1974] p. cm. Tite last 
volume of the Victorian trilogy; the first 
volume published under title: Those 
earnest Victorians; the second: The 
Victorian sunset. Reprint of the 1934 ed. 
published by W. Morrow, New York. 
{DA566.4.W56 1974] 74-11939 ISBN 0- 
8371-7723-5 19.50 | 
1. England—Civilizatiot—20th century. I. 
Title. 
Prepared frorh CLP. 


*HILL, Douglas A. 914.20909416 
Northern Ireland, [by] Douglas A. Hill. 
[New York], Cambridge University Press, 
[1974] 72 p. col. maps. illus. 25 cm. 


(Geography of the British Isles Series). 
[G156] ISBN 0-521-20027-X. 3.25 (pbk.)} 

1. Northern Ireland—Description and 
travel. T. Title. 


THURSTON, Hazel. 914.21 
Royal parks for the people; London’s ten. 
Newton Abbot, North Pomfret, Vt., David 
& Charles [1974] 163 p. illus. 22 cm. 
Bibliography: p. 150-152. [SB485.L84T48] 
74-179387 ISBN 0-7153-6454-5 10.50 

1. London—Parks. I. Title. 


HEY, David. 914.245 
An English rural community: Myddle 
under the Tudors and Stuarts [by] David 
G. Hey. [Leicester] Leicester University 


Press, 1974. xi, 260 p., [16] p. of plates. 


illus., geneal. tables, maps. 24 cm. 
“Distributed in North America by 
Humanities Press, New York.” Based on 
the author’s thesis, Leicester. Includes 
index. Bibliography: p. (249]-252. 
[HN398.M9H48] 74-185821 ISBN 0-7185- 
1115-8 17.50 

1. Myddle, Eng.—Rural conditions. 2. 
Manors—Myddle, Eng. 3. Myddle, Eng.— 
Social life and customs. I. Title. 


THOMPSON, 914.25°72’038 10924 
Flora. 
Lark Rise to Candleford : a trilogy / by 
Flora Thompson ; with an introduction by 
H. J. Massingham. Harmondsworth 
Baltimore : Penguin, 1973. 537 p. ; 18 cm.. 
(Penguin modern classics) Contents.—Lark 
Rise.—Over to Candleford—Candleford 
Green. [DA670.09T52 1973] 74-185715 
ISBN 0-4-003672-5 pbk. 2.50 
I. Oxfordshire, Eng.—Social life and 
customs. J. Title. 


LUBBOCK, Percy, 1879- 914.2671 
Earlham. Westport, Conn., Greenwood 
Press [1974] p. cm. Reprint of the 1922 
ed. published by J. Cape, London. 
([DA664.E2L8 1974] 74-11936 ISBN 0- 
8371-7722-7 13.50 (lib. bdg.). 

l. Gurney family. 2. Ripley, William 
Nottidge, d. 1912. 3. Ripley, Laura 
Elizabeth Pearse. 4. Earlham Hall, 
Norfolk. I. Title. 

Prepared from C.I.P: 


FLOWER, John Ernest. 914.478 
France today; introductory studies, edited 
by J. E. Flower. 2d ed. Landon, Methuen 
{distributed in the U.S.A. by Barnes & 
Noble, New York, 1973] vi, 211 p. 21 cm. 
(A University paperback original, UP 415) 


Includes bibliographies. [DC412.F55S8 

1973b] 74-181628 ISBN 0-416-79300-2 

4.25 (pbk.) 

1. France—Civilization—1901- I. Title. 

JACOB, Ernest Fraser, 914.5°03’5 
1894- 

The Renaissance / by E. F. Jacob. 


(Folcroft, Pa.] : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1930 ed. 
published by E. Benn, London, in series: 
Benn’s sixpenny library. Bibliography: p. 
[CB361.J25 1974] 74-23590 ISBN 0-8414- 
5327-6 : 10.00 

1. Renaissance. I. Title. 

Prepared from C.LP. 


ASHTOR, Eliyahu, 914.6°06'924 
1914- 


The Jews of Moslem Spain / by Eliyahu 
Ashtor ; translated from the Hebrew by 
Aaron Klein and Jenny Machlowitz Klein. 
Philadelphia : Jewish Publication Society of 
America, i[1974], c1973 v. : ill. ; 22 cm. 
Translation of Korot ha-yehudim bi- 
Sefarad pamusemit. Includes index. 
Bibliography: v. p. 405-406. 
[DS135.57A8313] 73- 14081 12.00 


YUU HISTORY 
I. Jews in Spain—History. I. Title. 


BLAUD, Henry Camille. 914.6°6°03 * 
The Basques. [San Francisco, R and E 
Research Associates, 1974] vi, 95 p. 28` 
cm. Originally presented as the author’s 
thesis (M.A.), College of the Pacific, 1957. 
Bibliography: p. 91-95. [DP302.B467B55 
1974] 74-76496 ISBN 0-88247-250-X 8.00 
1. Basques. 


CARTIER-BRESSON, Henri, 914.7 
19 


About Russia. New York, Viking’ Press 
[1974] 1 v. (chiefly iltis) 27 cm. (A 
Studio book) Translation of A propos de 
PU.R.S.S. [DK29.C3913] 73-20668 ISBN 
0-670-10061-7 18.95 

d. Russia~—Description and travel—1970- 
— Views. I. Title. 


ISTRATI, Panait, 
1884-1935. 

Russia unveiled / by Panait Istrati ; 
translated by R. J. S. Curtis. Westport, 
Conn. : Hyperion Press, 1974. p. cm. 
Translation of La Russie nue. Reprint of 
the 1931 ed. published by G. Allen & 
Unwin, London. [DK266.17913 1974] 74- 
10077 ISBN 0-88355-185-3 : 15.50 . 
1. Russia—Social conditions--1917- 2. 
Russia—Economic conditions——1918-1945. 
3. Communism—Russia. 4. Russia— 
Politics and government—1917-1936. I. 
Title. 

Prepared from C.I.P. 


CHESLER, Evan R., 
comp. 

The Russian Jewry reader, edited by Evan 
R. Chesler. New York, Behrman House 
[1974] ix, 147 p. maps. 19 cm. (The Jewish 
concepts and issues series) Bibliography: p. 
143-147. Presents the history of Jews in 
Russia, particularly since 1917, through 
newspaper articles and excerpts from 
contemporary literature and discusses the 
position and specific problems of the 
Jewish people in Soviet society. 
[DS135.R92C48] 74-3238 ISBN 0-87441- 
232-3 1.95 (pbk.) 

1. Jews in Russia—History—1917- I. Title. 


BARRET, Andre. 914.95°04°7 
Greece observed / Andre Barret ; 
translated from the French by Stephen 
Hardman. London : Kay & Ward ; New 
York : Oxford University Press, 1974. 169 
p- : ill. (part col.) ; 27 cm. Translation of 
Voir la Grece. Bibliography: p. 168. 
[DF727.B3513] 74-75764 ISBN 0-7182- 
1002-6 : 15.95 

I. Greece, Modern—Description and 
travel—1951- 2. Greece—Antiquities. 3. 
Civilization, Greek. 1.. Title. 


*FODOR, Eugene, comp. 915 
Fodor's Islamic Asia: Iran, Afganistan, 
Pakistan, [edited by Eugene Fodor and 
William Curtis. New York, David McKay 
[1974] 671 p. illus. 22 cm. (Fodor’s 
modern guides) Editors: 1973- E. Fodor 
and W. Curtis. [DS254.F64] 74-641334 
12.95 

I. tran—Description and travel—Gutide- 
books. 2. Afganistan—Discription and 
travel—Guide-books. 3. Pakistan— 
Description and travel—Guide-books. I. 
Curtis, William, joint comp. If. Title. 


CHINA'S three thousand 915.1 
years; the story of a great civilization [by] 
Louis Heren [and others]. New York, 
Macmillan [1974, c1973] 252 p. illus. 
(part. col.) 21 cm. Bibliography: p. 243- 
244. [DS703.4C54 1974} 73-12638 8.95 

i. China—Addresses, essays, lectures. I. 
Herett, Louis. 


914.7°03°84 


914.7°06°924 


‘ . 153 


a 


900 HISTORY 


GRAY, John Henry, 

1828-1890. 
China; a history of the laws, manners, and 
customs of the people. Edited by W. Gow 
Gregor. Shannon, Ire., Irish University 
Press; New York, Barnes & Noble Books 
[1974, c1972] 2 v. illus. 23 cm. Facsim. 
reprint of ethe 1878 ed. published by 
Macmillan, London. [DS706.G69 1878a] 
74-182283 ISBN 0-06-492528-5 42.50 (set) 
4. China. 


HANDBOOK on People’s 915.1°03’5 
China. New York, AMS Press [1974] p. 
cm. Translation® of Jen min Chung-kuo 
shou tse. Reprint of the 1957 ed. 
published by Foreign Languages Press, 
Peking. [DS777.55.J36213 1974} 76-38071 
ISBN 0-404-56933-1 12.50 

1. China. 

Prepared from C.I.P. 


HEDIN, Sven Anders, 
1865-1952. 
A conquest of Tibet. Westport, Conn., 
Greenwood Press [1974, c1934] p. cm. 
Translated, by Julius Lincoln, from the 
Swedish: Erovringstag i Tibet. Reprint of 
the ed. published by E. P. Dutton, New 
York. [DS785.H4 1974] 74-11786 ISBN 0- 
8371-7695-6 18.25 
1. Tibet—Description and travel. I. Title. 
Prepared from C.I.P. 


TIEDEMANN, Arthur E. 915.203 
An introduction to Japanese ciyilization 
Edited by Arthur ŒE. Tiedemann. 
Lexington, Mass., D.C. Heath, 1974. vi, 
622 p illus. 23 cm Includes 
bibliographical references. [DS806.T56 
1974] 74-19099 ISBN 0-669-52878-1 7.95 
(pbk.). 

I. Japan. I. Title. 


TIEDEMANN, Arthur E. 915.2°03°4 
An introduction to Japanese civilization. 
Arthur E. Tiedemann, editor. New York, 
Columbia University Press, 1974. vi, 622 p. 
maps. 23 cm. (Companions to Asian 
studies) Bibliography: p. [603] [DS806.T56 
1974] 74-2782 ISBN 0-231-03651-5. :17.50 
1. Japan. J. Title. II. Series. 


915.1'03°3 


915.1°5’043 


ASPECTS of Bengali 915.41403 
history and society / Rachel Van M. 
Baumer, editor. Honolulu University 


Press of Hawaii, 1975, c1974. p. cm. 
(Asian studies at Hawaii ; no. 12) "Essays 
delivered by most of the guest speakers in 
a seminar on Bengal convened in the 
spring of 1972 at the University of 
Hawaii.” Includes bibliographical 
references and index. [DS3.A2A82 no. 12] 
[D3453 B44] 73-90491 ISBN 0-8248-0318- 
3: 7.50 

1. Bengal—Civilization—Addresses, essays, 
lectures. 2. Bengal—History—Addresses, 
essays, lectures. I. Baumer, Rachel Van M., 
1928- ed. II. Title. II. Series. 

Prepared from C.I.P, 


FANTIN, Mario, 1921- 915.49604 
Sherpa, Himalaya, Nepal / Mario Fantin ; 
translated by R. S. Shluwalia. New Delhi ; 
Published by S. D. Chowdhri for the 
English Book Store ; New York : available 
from International Publications Service, 
Collings, 1974, c1971. 116 p., [40] leaves 
of plates : ill, (some col.) ; 28 cm. 
Distributor from label mounted on t.p 

[DS493.53.F3613 1974b] 74-185493 28. 00. 
1. Nepal—Description and travel. 2. 


lrg Mountains—Description and 
travel. 3. Sherpas. I. Title. 
ROFF, William R. 915.951 


Kelantan; religion, society, and politics in a 
Malay state, edited by William R? Roff. 


154 , $ 


Kuala Lumpur, Oxford University Press, 
1974. xvi, 371 p. illus. 26 cm. 
Bibliography: p. [317]-350. [DS598.K3R63] 
74-182309 ISBN 0-19-638239-4 

1. Kelantan—Addresses, essays, lectures. T. 
Title. 

Distributed by Oxford University Press, 
New York, 25.50. 


INNES, Emily. 915.95°1°043 
The Chersonese -with the gilding off. With 
an introd. by Khoo Kay Kim. Kuala 
Lumpur, New York, Oxford University 
Press, 1974. 2 v. in 1. illus. 23 cm. (Oxford 
in Asia historical reprints) Reprint of the 
1885 ed. published by R. Bentley, London. 
Includes bibliographical references. 
{DS592.4.156 1974] 74-182261 ISBN 0-19- 
580260-8 19.75 


1. Malay Peninsula—Description and 
travel. I. Title. 
SIEVERS, Allen Morris, 915.9803 


1918- 
The mystical world of Indanesia: culture 
and economic development in conflict, by 
Allen M. Sievers. Baltimore, Johns 
Hopkins University Press [1974] p. cm. 
Bibliography: p. [DS634.S52] 74-6838 
ISBN 0-8018-1591-6 12.50 
1. Indonesia—History. 2. Indonesia— 
Economic conditions. 3. Indonesia—Social 
conditions. I. Title. 
Prepared from C.I.P. 


PHILIPPINE studies: 915.99°007°2 
geography, archaeology, psychology and 
literature; present knowledge and research 
trends [by] Frederick L. Wernstedt [and 
others. De Kalb, Ill] Center for Southeast 
Asian Studies, Northern Illinois University; 
{exclusive distribution by the Cellar Book 
Shop, Detroit] 1974. viii, 104 p. 28 cm. 
(Northern Illinois University. Center for 
Southeast Asian studies. Special report no. 
10) (Based on papers presented at the 
1973 Chicago conferenze of the 
Association for Asian Studies.) Includes 
bibliographies. [DS667.28.P48] 74-180397 
5.00 (pbk.) 


1. Philippine Islands—Study and teaching. 
2. Philippine Islands—Brsliography. I. 
Wernstedt, Frederick L. II. Series: Ilinois. 
Northern Illinois University, De Kalb. 
Center for Southeast Asian Studies. Special 
report no. 10. 


WILLIAMS, Chancellor. 916’.06°96 
The destruction of Black civilization: great 
issues of a race from 4500 B.C. to 2000 
A.D. Illustrated by Murry N. DePillars. 
[Rev. ed.] Chicago, Third World Press 
[1974] 398 p. illus. 22 cm. Bibliography: p. 
383-393. [DT14.W53 1974] 74-181495 
4.95 

1. Africa—Civilization—RHistory. I. Title. 


CHURCH, Ronald James 916.603 
Harrison. 
West Africa; a study of the environment 
and of man’s use of it [by] R. J. Harrison 
Church; with a chapter on soils and soil 
management [by] P. R. Moss. 7th ed. 
London, Longman, 1974. xxxi, 526 p. 
illus., maps. 23 cm. (Geographies for 
advanced study) Includes bibliographies 
and index. [DT472.C44 1974] 74-186841 
ISBN 0-582-48072-8 
1. Africa, West—Description and travel— 
1951- L Moss, Rowland Percy. H. Title. 
pene by Longman, New York; 15.50 
pbk. 


THIELICKE, Helmut, 1908- 916.7 B 
African diary : my _ search for 
understanding / Helmut Thielicke. Waco, 
Tex. : Word Books, [1974] 213 p. ; 23 cm. 


AMERICAN BOOK PUBLISHING RECORD 


Translation of So sah ich Afrika. 
[DT758.T4813] 74-78040 6.95 

1. Thielicke, Helmut, 1908- 2. Africa, 
South—Description and travel—1966- 3. 
Mozambique—Description and travel. 4. 


Africa, East—Description and, travel— 

1951- I. Title. 

LLOYD, Brendan W. 916.704 B 
1904- 


Livingstone 1873-1973, edited by B. W. 
Lloyd. Cape Town, C. Struik, 1973 99 p. 
illus. (part col.) 22 cm. Includes 
bibliographies. [DT731.L8L63] 73-170070 
ISBN 0-86977-027-6 

1. Livingstone, David, 1813-1873. I. Title. 
Distributed by Lawrence Verry, Mystic, 


Conn., for 7.85. é 
THOMPSON, Virginia 916.7240303 
McLean, 1903- 


Historical dictionary eof the People’s 
Republic of the Congo (Congo-Brazzaville) 
By Virginia Thompson and Richard Adloff. 
Metuchen, N.J., Scarecrow Press, 1974. p. 
cm. (African historical dictionaries, no. 2) 
Bibliography: p. [DT546.25.T46] 74-14975 
ISBN 0-8108-0762-9 6.00 

1. Corgo @razzaville)—Histery— 
Dictionaries. I Adloff, Richard, joint 
author. IT. Title. IIT. Series. 

Prepared from C.I.P. 


MERRIAM, Alan P., 
1923- 

An African world: the Basongye village of 

Lupupa Ngye [by] Alan P. Merriam. 

P asming Indiana University E 

[1974] p. cm. Bibliography: 

[DT650.B367M47] 74-377 ISBN 0-253. 

30280-3 12.50 

J. Bassonge. 2. Lupupa Ngye, Zaire. L 
Title. 

Prepared from C.I.P. 


MURIUKI, Godfrey. 916.76'2°06963 
A history of the Kikuyu, 1500-1900. 
Nairobi, Oxford University Press, 1974. 
viii, 190 p. 22 cm. Bibliography: p. [180]- 
185. [DT433.542.M85] 74-186971 ISBN 0- 
19-572314-7 

1. Kikuyu tribe—History. I. Title. 
Distributed by Oxford University Press, 
New York, 10.50. 


916.75°12°06 


*KINSEY, Bill. 917 
In search of adventure. New York, 
Exposition Press, [1974, c1973]. 54 p. illus. 


21 cm. [G530] ISBN 0-682-47834-2 5, 50 
1. Adventure and Adventurers. I. Title. 


e 

FINERTY, John 917.20481 

Frederick, 1846-1908. 
John F. Finerty reports Porfirian Mexico, 
1879 / edited by Wilbert H. Timmons. El 
Paso : Texas Western Press, 1974. xviii, 
334 p. ; 24 cm. Includes index. 
Bibliography: p. 327-329. [F1215.F52], 73- 
86138 ISBN 0-87404-041-8 : 12.00 
I. Mexico—Description and travel. 2. 
Mexico—History—1867-1910. I. Timmons, 
Wilbert Ff, ed. II. Title. 


ROSARIO, Jose 
Colomban. 

The development of the Puerto Rican 
jibaro and his present attitude towards 
society / Jose Columban Rosario. New 
York : Arno Press, 1975, [i.e.1974] p. cm. 
(The Puerto Ricap experience) Reprint of 
the 1935 ed. published by the University 
of Puerto Rico, San Juan, P.R., which was 
issued as Monographs of the’ University of 
Puerto Rico. Ser. C, Social sciences, no. 1. 
Bibliography: p. [F1960.R63 1975] 74- 
14248 ISBN 0-405-06234-6 : 7.00 

1. Puertc Rico—Social life and customs. 2. 
Peasantry—Puerto Rico. 3. Puerto Rico— 


917.295°03 


DECEMBER 31,1974 z 
Social conditions. I. Title. IL Series. III. 


Series: Monographs Ser. C, Social 
sciences ; no. 1. Monographs : Sen G 
Social sciences ; no. 1. 

Prepared from C.I.P. 

UNITED States. Porto 917.295°03'4 


Rico Special Commissioner. 
Report on the island of Porto Rico / 
Heny. K. Carroll. New York : Arno Press, 
1975, [i.e.1974] p. cm. (The Puerto Rican 
experience) Reprint of the 1899 ed. 
published by the U.S. Govt. Print. Off., 
Washington, which was issued as Treasury 
Dept. Document no. 2118. [F1958.U54 
1975] 74-14223 ISBN 0-405-06213-3 
45.00 

i. Puertog Rico. I. Carroll, Henry King, 
1848-1931. If. Title. If, Series. IV. Series: 
United States. Treasury Dept. Document ; 
no. 2118. i 
Prepared from C.kP. 


APPLEBY, Joyce Oldham, 
comp. 
Materialism and morality in the American 
past: themes and sources, 1600-1860 
[compiled by] Joyce O. Appleby. Reading, 
Mass., Addison-Wesley Pub. Co. [1974] 
xiii, 481 p. 24 cm. (Addison-Wesley series 
in history) Includes bibliographies. 
[E162.A66] 75-174338 7.50 
1. United States—Civilization—To 1783. 2. 
nito, States—Civilization—1783-1865. I. 
itle. 


SEIM, Richard K. 917.303 
The American farmer : a glimpse into the 
world and heart of the American food 
grower and his family, shaped by all 
seasons, sustained by a belief in spring / 
by Richard K. Seim ; photography, Charles 
Brill. Chicago : Rand McNally, [1974] 190 
p. : chiefly ill. ; 31 cm. [8521.5.A2844] 74- 
13903 12.95 
l. Farm  life-—United States—Pictorial 
works. 2. Farmers—United  States— 
Pictorial works, 3. Agriculture—United 
States—-Pictorial works. I. Brill, Charles, 
illus. If, Title. 


LEMELIN, Robert, 1934- 917.3’03’6 
Pathway to the national character, 1830- 
1861. Port Washington, N.Y., Kennikat 
Press, 1974. p. cm. (Kennikat Press 
national university publications. Series in 
American studies) Bibliography: p. 
eae L57] 74-80589 ISBN 0-8046-9087-1 


j *  nited States—Civilization—1 783-1865. 
2. Natiomal characteristics, American. 3. 
United States—Description and travel— 
1783-1848—History. 4. United States-— 
Description and  travel—1848-1865— 
History. I. Title. 

Prepared from C.I.P. 


GINGER, Ray. 917.3'03°8 
The age of excess: the United States from 
1877 to 1914. 2d ed. nee Tork, 
Macmillan [1975, i.e. 1974] p. 
Bibliography: p. [E168. G48 es 74- -3804 
ISBN 0-02-343700-6 4.95 (pbk 

1. United States—Civilization—1865- 1918. 
I. Title. 

Prepared from C.I.P. 


CENTER for Cassette 
Studies. 

Index to the complete,recorded speeches 

of Franklin Delano Roosevelt; 278 

` speeches dating frbm 1920 to 1945. North 

Hollywood, Calif. [1974] 47, 123 p. 28 cm. 

(Thé Presidents speak, v. 1) [E742.5.R53 
1974] 74-79322 18.95 

1, Roosevelt, Franklin Delano, Pres. U.S. 

alas Speeches—Indexes. I. Title. M. 
eries. 


917.3°03 


917.3°03°917 


Publisher’s address: 8110 Webb Avenue, 
North Hollywood, Ca. 91605. 


*KERMAN, Gertrude. 917.3041 
Cabeza de Vaca, defender of the Indians 
illustrated by Ray Abel Irvington-on- 
Hudson, New York, Harvey House, [1974] 
[144 p.] illus. 23 cm. Bibliography: p. 143. 
[e770] 73-79455 ISBN 0-8178-5111-9 
I. North |(America—Discovery 
exploration—Juvenile literature I. Title. 
Lib bdg. 4.29; ISBN 0-8178.5112-7 


*CARLSON, Vada F. 917.3046 
John Wesley Powell; conquest of the 
canyon, [by] Vada F. Carlson. Drawings 
by Richard Cuffari. Irvington-on-Hudson, 
N.Y., Harvey House [1974]. [160] p. illus. 
23 cm. (Biography Ser.) Bibliography: p. 
[159]. [G226] 73-79453 ISBN 0-8178- 
5131-3 3.95 

1. Powell, John Wesley, 1834-1902. 2. 
Colorado River—Discovery and 
exploration—Juvenile literature. I. Title. 
Lib. bdg. 4.29; ISBN 0-8178-5132-1 


MELIZER, Milton, 917.3°06'924 
1915- 

Remember the days; a short history of the 
Jewish American. Illustrated by Harvey 
Dinnerstein. [Ist ed.] Garden City, N.Y., 
Zenith Books, 1974. p. A short history of 
the Jews in America from 1654 and their 
first permanent community of twenty-three 
persons in New Amsterdam to the present, 
stressing the difficulties they have 
continually faced as an ethnic minority. 
[E184.JSM45 1974] 74-5532 ISBN 0-385- 
05946-9 3.95 (pbk.) 

I. Jews in the United States—History— 
Juvenile literature. I. Dinnerstein, Harvey, 
ilus. If. Title. 

Prepared from C.I.P. 


HOYT, Edwin Palmer. 917.3°06°95 
Asians in the West / by Edwin P. Hoyt. 
lst ed. Nashville : a Nelson, [1974] p. 
cm. Bibliography: p. [E184.06H66] 74- 
10269 ISBN 0: 8407. 6399-9: 5.95 

I. Asians in the United States—History. 2. 


and 


United States—Emmigration and 
immigration—History. I. Title. 

Prepared from C.I.P. 

WENKAM, Robert, 1920- 917.4°03°4 


New England / by Robert Wenkam. 
Chicago : Rand McNally, 1974. 120 p. : 
col. ill. ; 35 em. [F5.W46] 74-10221 ISBN 
0-528-81854-6 : 25.00 

I. New England—Description and travel— 
1951- —Views. I. Title. 


*NEARING, Helen. . 917.41 
The good life album of Helen & Scott 
Nearing by Helen Nearing. New York, 
Dutton 1974 127 p. illus. 26 cm. (A 
Chatham Book) [CT31] 74-81421 ISBN 0- 
87690-144-5 5.95 (pbk.) 

i. County life—Maine. 2. Maine— 
Description and travel. I. Title. 


SILBER, Mark, comp. 917.41 
The family album; photographs of the 
1890s & 1900s, by Gilbert Wight Tilton & 
Fred W. Record. [Boston] D. R. Godine 
[1973, ic.1974] 93 p. illus. 27 cm. 
[£25,855] 73-75835 ISBN 0-87923-069-X 


1. Maine—Social life and customs— 
Pictorial works. I. Tilton, Gilbert Wight. I. 
Record, Fred W. IT. Title. 


BUNDY, Robert E. 917.43°04 
Just visiting, and other Vermont sketches / 
by Robert E. Bundy ; foreword by Allan 
R. Foley. Taftsville, Vt. : Countryman 
Press, [1974] p. cm. "These essays first 


” 


900 HISTORY 


appeared in fans White River Valley herald, 
Randolph, Vermont.” (F49.5.B86] 74, 
22193 ISBN 0-914378-07-4 : 3.95 

1. Vermont—History—Addresses, essays, 
lectures. 2. Vermont—Description , and 
travel—Addresses, essays, lectures. I. Title. 

Prepared from C.I.P. 


BROOKS, Alfred 
Mansfield, 1870-1963. - 

Gloucester recollected : a familiar history / 

Alfred Mansfield Brooks ; with side lights , 


i 


917.44°5 


` by Ruth Steele Brooks ; edited by oseph 


E. Garland. [Gloucester, Mass.] : P. Smith, 
1974. xvi, 224 p., [8] leaves of plates : ill. ; 
24 cm. Includes bibliographical references 
ana index. [F74.G5B76 1974] 73- 91285 
9.50 

1. Gloucester, Mass.—History. I. Brooks, 
Ruth Steele. IT. Title. 


MARSHALL, Anthony L., 917.4492 
1902- 


Truro, Cape Cod, as I knew it / Anthony 
L. Marshall. 1st ed. New York : Vantage 
Press, [1974] 253 p. : ill, ; 21 om. 
Bibliography: p. 253. [F74.T9M37] 74- 
186960 ISBN 0-533-00783-6 : 6.95 

1. Truro, Mass.—-Description. I. Title. 


VUILLEUMIER, 917.44°92°034 
Marion. 

Churches on Cape Cod / by Marion 

Rawson Vuilleumier ; ill., Pierre Du Pont 

Vuilleumier. Taunton, Mass. : W. S. 

Sullwold Pub., [1974] 128 p. : ill. ; 24 cm. 

([BR555.M4V84] 74-80872 ISBN 0-88492- 

005-4 4.95 

1. Churches—Massachusetts—Cape Cod. I. 

Title. 


BRIDENBAUGH, Carl. 917.45032 
Fat mutton and liberty of conscience; 
society in Rhode Island, 1636-1690. 
[Providence, Brown University Press, 
1974] p. cm. [F82.B73] 74-6573 ISBN 0- 
87057-143-5 8.00 

1. Rhode Island—History—Colonial 
period, ca. 1600-1775. T. Title. 
Prepared from C.I.P. 

Sie Richard, 917.45°6'03 
The golden summers : an antic history of 
Newport / by Richard O’Connor. New 
York : Putnam, [1974] 344 p, [4] leaves of 
plates : ill, ; 22 cm. Includes index. 
Bibliography: p. 333-334. [F89. N5026 
nee 73- 93738 ISBN 0-399-11324-X . 

I. Newport, R.I—Social life and customs. 
2. Newport, R.I—RHistory. 3. Summer 
resorts—Rhode Island—Newport. I. Title. ° 


GRANT, Marion H. 917.46°6 
The Fenwick story, by Marion Hepburn 
Grant. Ilustrated by R. J. Holden. 
[Hartford] Connecticut Historical Society, 
1974. 244 p. illus. 28 cm. [F104.F5G72] 
74-181617 20.00 

I: Fenwick, Conn.—History. I. Title. 


COOPER, James Fenimore, 917.4771 
1789-1851. 

New York; being an introduction to an 
unpublished manuscript by the author, 
entitled The towns of Manhattan. 
[Folcroft, Pa.] Folcroft Library Editions, 
1973, [ie.1974] p. Reprint of the 1930 ed. 
published by W. F. Payson, New York. 
[F128.44.C77 1973] 73-16206 12.50 

i. New York (City) I. Title. 


. Prepared from C.I.P. 


SHEPARD, Richard F., 917.471044 
1922- 

Going out in New York : a guide for the 

curious / Richard F. Shepard. New York : 


‘ ° 


155 


YUU HISTORY ` Bes: ER 
Quadrangle/New York Times Book Co., 
[1974] xv, 366 p. : ill. ; 19 cm. Includes 
* index. Bibliography: p. 343-348. 
{F128.18.S47 1974] 73-79933 ISBN 0- 
8129-0425-7 : 3.95 

i. New York ei aan 
—Guide-books. I. Title. 


HENDRICKS, 
Glenn, 1928- 
The Dominican diaspora: from the 
Dominican Republic to New York City— 
villagegs in transition. New York, Teachers 
College Press, Columbia University [1974] 
p. cm. (Publications of the Center for 
Education in Latin America) Bibliography: 
p. [F128.9.D6H46] 74-4203 ISBN 0-8077- 
2426-2 5.95 (pbk.) 
i. Dominicans (Dominican Republic) in 
New York (City) I. Title. If. Series: 
Columbia University. Center for Education 
in Latin America. Publications. 
Prepared from C.I.P. 


FERGUSON, Henry Lee. 917.47°25 
Fishers Island, N.Y., 1614-1925, by Henry 
L. Ferguson Harrison, N.Y., Harbor Hill 
Books, 1974. p. cm. [F127.F5F47} 74- 
17359 12.50 

4. Fishers Island, N. ¥.—History. 

Prepared from C.I.P. 


MARION, John 
Francis. 

Bicentennial city : walking tours of historic 
Philadelphia / John Francis Marion. 
Princeton [N.J.] : Pyne Press ; [New York 
: distributed by Scribner, 1974] xiii, 210 p. 
: ill. ; 24 cm. Includes index. Bibliography: 
p. 201-202. [F158.18.M37] 73-91977 ISBN 
0-87861-066-9 : 14.95. ISBN 0-87861-065- 
0 pbk, : 4.95 

14. Philadelphia—Description—1951- — 
Tours. 2. Philadelphia—Buildings. I. Title. 


VAN VOORHIS, John 917.48°8°03 
Stogdell, 1823- 

The old and new Monongahela. With an 
index by Veronica Schofield. Baltimore, 
Genealogical Pub. Co., 1974. vi, 504 p. 
port. 23 cm. Reprint of the 1893 ed. 
published by Nicholson, Pittsburgh. 
(F157.M58V2 1974] 74-7529 ISBN 0- 
8063-0625-4 : 20.00 

dł. Monongahela Valley—History. 2. 
Monongahela Valley—Genealogy. 3. 
Monongahela, Pa.—RHistory. 4. 
Monongahela, Pa.—Genealogy. I. Title. 


GOLDEN, Harry Lewis, 917.5°06°924 
1902- 

Our Southern landsman / Harry Golden. 

New York : Putnam, [1974] 254 p., [8] 

leaves of plates : ports. ; 22 cm. Includes 

index. Bibliography: p. 240. [F220.J5G64 

1974] 72-97293 ISBN 0-399-11130-1 

7.95 

1. Jews in the Southern States. I. Title. 


BURMEISTER, Walter F. 917.51 
The Delaware and its tributaries [by] 
Walter F. Burmeister. Oakton, Va., 
Appalachian Books [1974] vii, 274 p. map 
(in pocket) 23 cm. (His Rear 
waters, 1) Bibliography: p. 271-272. 
[GV776.P4B87] 74-80983. ISBN 0-912660- 
04-X (lib. bdg.) 6.95 

I. Canoes and canoeing—Delaware Valley. 
Í. Title. 


GOODE, James M. 917.53 
The outdoor sculpture of Washington, D.C. 
A comprehensive historical guide [by] 


917.47°1'06687293 


917.48°11°044 


James M. Goode. [lst ed.] Washington, ` 


Smithsonian Institution Press [distributed 
by G. Braziller] 1974. 615 p. illus. 29 cm. 
(Smithsonian Institution Press publication 
no. 4829) Bibliography: p. 609-615. 


156 ; 


[NB235.W3G66] 74-5111 ISEN 0-87474- 
13-6 15.00 

1. Washington, D.C.—Monuments. I. Title. 
Distributed by George Braziller for 15.00; 
pbk. 4.95, ISBN 0-87474-13-6 


MORTON, Oren 917.549 103 
Frederic, 1857-1926. 

A history of Pendleton County, West 
Virginia. Baltimore, Regional Pub. Co., 
1974. viii, 493 p. illus. 22 cm. Reprint of 
the 1910 ed. published by the author, 
Franklin, W. Va. [F247.P3M8 1974] 73- 
16313 ISBN 0-8063-0593-2 1€.00 

i. Pendleton Co, W. Va.—RHistory. 2. 
Pendleton Co, W. Va.—Genealogy. I. 
Title. 


CARTER, Randy. 
Canoeing white 


917.55 
water: iver guide; 
Virginia, eastern West Viriginia, North 
Carolina, Great Smoky Mountain area; 
canoeing, fishing, camping, float trips. [8th 
tev. ed.] Oakton, Va., Appalachian Books 
[1974, cl967] viii, 267 p. illus. 23 cm. 
Fourth ed. published in 1963 under title: 
Canoeing white water in northern Virginia 
and northeastern West Virginia. 
[GV776.V8C37 1974] 74-180387 ISBN 0- 
912660-00-7 (lib. bdg.) 5.00 
1. Canoes and canoeing—Virginia. 2. 
Canoes and canoeing—West Virginia. 3. 


Canoes and  canoeing—Great Smoky 
Mountains. I. Title. 
HUNTLEY, Elizabeth 917.55044 


Valentine. 

Peninsula pilgrimage / by Elizabeth 
Valentine Huntley. Princeton [N.J.] : Pyne 
Press ; [New York : distributed by 
Scribner, 1974] c1941. 398 p. : ill. ; 26 cm. 
Reprint of the ed. published by the Press 
of Whittet & Shepperson, Richmond, Va. 
Includes index. Bibliography: p. 377-380. 
[F227.H93 1974] 74-78572 ISBN 0-87861- 
080-4 : 12.50 

1. Virginia—Historic houses, etc. 2. 
Virginia—Description and travel. I. Title. 


CASSELS, Louis. 917.5775 B 
Coontail Lagoon; a celebration of life. 
Boston, G. K. Hall [1974] p. cm. Large 
print ed. [F279.A2C37 1974b] 74-14928 
ISBN 0-8161-6240-9 7.95 

I. Cassels, Louis. 2. Aiken, S.C— 
Description. 3. Sight-saving books. I. Title. 
Prepared from C.I.P. 


DANIELS, Jonathan, 917.5799 
1902- 
The gentlemanly serpent and other 


columns from a newspaperman in paradise 
: from the pages of the Hilten Head Island 
packet, 1970-73 / by Jonathan Daniels ; 
edited by Ralph Hilton; with a foreword by 
Elizabeth Boatwright Coker. ist ed. 
Columbia : University of South Carolina, 
1974. p. cm. Includes index. 
[F277.B3D36] 74-22077 ISBN 0-87249- 
319-9 : 9.95 
1. Hilton Head Island—Description, and 
travel—Addresses, essays, lectures. 2. 
Hilton Head Island—Histary—Addresses, 
essays, lectures. I. Title. 
Prepared from C.I.P. 


SHAW, Nate. 917.61°4’0360924 B 
All God’s dangers; the life of Nate Shaw 
[compiled by] Theodore Rcsengarten. [1st 
ed.] New York, Knopf; [distributed by 
Random House] 1974. xxv, 561, xii p. 
map. 25 cm. [HD1478.U6S5 1974] 74- 
8269 ISBN 0-394-49084-3 10.00 

i. Shaw, Nate. 2. Siare-cropping— 
Personal narratives. 3. Negroes—Alabama. 
1. Rosengarten, Theodore. 
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GRIFFIN, Thomas 
Kurtz. 

The Pelican guide to New Orleans : 
touring America’s most interesting city / 
Thomas K. Griffin ; introd. by Moon 
Lendrieu. [Rev. ed.] Gretna, La. : Pelican 
Pub. Co., 1974. 160 p. : ill. ; 22 cm. 
Editions for 1961 and 1964 published 
urder title: New Orleans: a guide to 
Acnerica’s most interesting city. 
(F379.N53G47 1974] 74-182889 ISBN 0- 
8&289-010-7 pbk. : 2.50 

1. New  Orleans—Description-——Guide- 
books. I. Title. 


BARTHOLOMEW, Ed Ellsworth. 917.64 
Money in the ground / by Ed 
Bartholomew. Limited ed. Fort Pavis, Tex. 
: Frontier Book Co., 1974. 144 p. ; 23 em. 
(F386.B36] 74-182375 pbk. : 5.00 


917.63°35'046 


1. Treasure-trove—Texas. 2. Texas— 
Fistory. I. Title. ° 
HYATT, Robert D. 917.6427 


Archaeological research at Cooper Lake, 
1970-1972, by Robert D. Hyatt, Barbara 
H. Butler [and] Herbert P. Mosca, HI. 
[Dallas] Southern Methodist University, 
Iastitute for the Study of Earth and Man 
[2974] xi, 93 p. illus. 28 cm. (Southern 
Methodist University contributions in 
anthropology, no. 12) Bibliography: p. 91- 
93. [E78.T4H92] 74-180402 5.50 (pbk.) 

Z. Indians of North America—-Texas— 
Antiquities. 2. Caddoan Indians— 
Antiquities. 3. Texas—Antiquities. 4. 
Cooper Lake, Tex. I. Butler, Barbara H. 
joint author. I. Mosca, Herbert P., joint 
author. {II Title. IV. Series: Dallas. 
Southern Methodist University. Dept. of 
Anthropology. Southern Methodist 
eee contributions in anthropology, 
ro. 12. 


APPLEGATE, Howard G. 917.64933 
La Junta de los Rios del Norte y Conchos, 
ty Howard G. Applegate and C, Wayne 
Hanselka [El Paso] Texas Western Press, 
1974. 64 p. illus. 23 cm. (Southwestern 
studies, monograph no. 41) Includes 
bibliographical references. [F392.L33A66] 
74-182848 3.00 

1. La Junta de los Rios, Tex.—History. I. 
danselka, C. Wayne, joint author. IT. Title. 
„II. Series: Southwestern studies (El Paso, 
Tex.) monograph no. 41. 


SEALS, Monroe, 1867- 917.686603 
History of White County, Tentlessee. 
Spartanburg, S.C., The Reprint Co., 1974 
[c1935] p. cm. [F443.W6S42 1974] 74- 
13633 ISBN 0-87152-186-5 10.50 

1. White County, Tenn.—ĦHistory. 2. White 
County, Tenn. Poa £. Title. 
Prepared from C.I.P. 


HUBBARD, Harlan. 917.69°04’40924 
Payne Hollow : life on the fringe of society 
‘ ‘Harlan Hubbard. New York : Eakins 
Press, [1974] 167 p. : ill. ; 19 cm. 
Autobiographical. [F456.2. H82) 73-84998 
ISBN 0-8#130-040-0 : 5.95 

1. Hubbard, Harlan. 2. Kentucky— 
Descriptien and travel—1951- I. Title. 


ELLIS, William 917.7°03°3 
Donohue. 
Land of the inland seas : the historic and 
beautiful Great Lakes country / by 
William Donohue „Ellis. ist ed. Palo Alto, 
Calif. : American® West Pub. Co., [1974] 
285 p. : ill. (some col.) ; 29 cm. (Great 
West series) Includes index. *Bibliography: 
p. 279. [F551.E38] 73-90798 ISBN 0- 
910118-47-7 : 20.00 
1. Great Lakes region—Description and 
avel 2. Great Lakes region—HĦHistory. I. 
itle. 


` 


VELEMBEK 31,1774 


HOLMES, Frederick 
Lionel, 1883-1946. 
Old World Wisconsin : around Europe in 
the Badger State / by Fred L. Holmes ; 
illustrated with photos., and sketches by 
Max Fernekes. Madison Wisconsin 
House, 1974, c1944. 368 p. : ill. ; 22 cm. 
Reprint of the ed. published by E. M. 
Hale, Eau Claire, Wis. Includes 
bibliographical references and index. 
[F590.A1H6 1974] 74-186349 ISBN 0- 
$8361-031-0 : 7.95 
1. Wisconsin—Foreign population. I. Title. 


MOSES, George, comp. 917.76 
Minnesota in focus / text by George 
Moses ; photos. by the Minneapolis star 
and the Migneapolis tribune. Minneapolis : 

University of Minnesota Press, [1974] 160 
. : chiefly il. (some col.) ; 29 cm. 
TEOT MSTI 74- fone ISBN 0-8166-0718-4 


917.75°06'3 


L. Minnesota—Description and Travel— 
1951- —Views. I. Minneapolis star. II 
Minneapolis morning tribune. III. 
Minneapolis Sunday tribune. 


IMAGES of the plains : 917.803 
the role of human nature in settlement / 
edited by Brian W. Blouet and Merlin P. 
Lawson. Lincoln : University of Nebraska 
Press, [1975] c1974. p. cm. Papers 
presented at the conference held Apr. 30- 
May 1,- 1973 at the University of 
Nebraska—Lincoln. Includes 
bibliographies. [F591.142] 74-76130 ISBN 
0-8032-0839-1 : 15.00 

l. Hewes, Leslie. 2. Great Plains— 
Congresses. I. Blouet, Brian W., 1936- ed. 


if, Lawson, Merlin P., 1941- ed. Ii. 
Nebraska. University. 
Prepared from C.I.P. 
MOORE, Daniel G., 1899- 917.803 


Shoot me a biscuit : stories of yesteryear’s 
roundup cooks / Dan Moore; illustrated by 
Vic Donahue. Tucson University of 
„Arizona Press, 1974. ix, 172 p. : ill. ; 20 
cm. (Southwest chronicle series) 
[F596.M663] 74-79391 ISBN 0-8165-0431- 
8 pbk. : 3.95 

I. Cowboys—The West. 
American—The West. I. Title: 


LEMMON, Ed, 1857- 
1946 
Boss 


2. Cookery, 


~ 917.8°03’20924 


Cowman the recollections of Ed 
Lemmen, 1857-1946. Edited by Nellie 
Snyder Yost. Lincoln University of 
Nebraska Press [1974, c1969] xii, 321 p. 
illus. 21 cmh. (Pioneer Heritage Series, Vol. 
6) Includes bibliographic references. 
hey {{B]] ISBN 0-8032-5810-0 3.50 


1. Cowboys. 2. Cattle trade—The West. I. 
Yost, Nellie (Snyder) ed. If. Title. MI. 
Series. 
L.C.*card number for original ed.: 69- 
10313. 


MARTIN, Cy. 917.8043 
Gold! and where they found it : a guide to 
ghost towns and mining camp sites in the 
West, Southwest, Northwest, Alaska, 
Georgia, North Carolina, Tennessee, 
British Columbia, and the Yukon / by Cy 
and Jeannie Martin. lst ed. Corona del 
Mar, caii : Trans-Anglo Books, [1974] 
160 p ; 29 om. Bibliography: p. 159. 
[R593 "M35 73-87364 ISBN 0- 37046-025-0 
: 8.9 


1. The West—Gold discoveries. 2. 
Canada—Gold discoveries. 3. Cities and 
towns, Ruined, extinct, etc.—The West. 4. 
Cities and towns, Ruined, extinct, etc.— 
Canadh: T. Martin, Jeannie, joint author. II. 
ttle. 


» “Appendix : 


PARKER, Watson. 917.839 
Black Hills ghost towns / Watson Parker 


‘and Hugh K. Lambert. ist ed. Chicago : 


Sage Books, [1974] 215 p. : ill. ; 29 cm. 
Bibliography: p. 214-215. [F657.B6P29] 
73-1501 ISBN 0-8040-0637-7 : 10.00 

1. Cities and towns, Ruined, extinct, etc.— 
Black Hills, S.D. and Wyo. 2. Black Hills, 
S.D. and Wyo.—Description and travel. I. 
Lambert, Hugh K., joint author. IT. Title. 


SCHMEDDING, Joseph, 
887- 

Cowboy and Indian trader. Introd. by Jack 
Schaefer. Albuquerque, University of New 
Mexico Press [1974, c1951] xi, 364 p. illus. 
21 cm. (A Zia book) Reprint of the ed. 
published by Caxton Printers, Caldwell, 
Idaho; with new introd. [F595.S33 1974] 
73-92994 ISBN 0-8263-0319-6 3.95 (pbk.) 

1. Schmedding, Joseph, 1887- 2. 
Cowboys—The West. 3. The West— 
History—1848-1950. I. Title. 


MCFARLAND, Elizabeth 
Fleming, comp. 
Wilderness of the Gila. 
Publication Office, University of New 
Mexico, 1974. 74 p. illus. 23 cm. 
[QH76.5.N6M3] 74-78494 1.50 (pbk.). 

1. Gila Wilderness Area, N.M.—RHistory. I. 
Title. 


917.89 B 


917.89°692 


Albuquerque, 


BROWNE, John Ross, 1821- 
1875. 
Adventures in the Apache country : a tour 
through Arizona and Sonora : with notes 
on the silver regions of Nevada / John 
Ross Browne. New York : Promontory 
Press, 1974. 535 p. : ill. ; 22 cm. Reprint 
of the 1871 ed. published by Harper, New 
York. [F786.B87 1974] 73-92644 ISBN 0- 
88394-023-X : 10.00 
1. Southwest, New—Description and 
travel. 2. Arizona—Description and travel. 
3. Sonora, Mexico—Description and travel. 
t are mines and mining—Nevada. I. 
ttle. 


PRICE, Raye Carleson. 917.92°59 
Guidebook to Canyonlands country; 
Arches National Park, Moab, Colorado 
River, Canyonlands National Park. 
{Pasadena, Calif.] W. Ritchie Press [1974] 
96 p. illus. 18 cm. [F832.A7P74] 73-77046 
ISBN 0-378-03772-2 1.95 (pbk.) 

1. Arches National Park, Utah-——Guide- 
books. 2. Canyonlands National Park— 
Guide-books. 3. Colorado River. I. Title. 


917.9 


NORDHOFF, Charles, 1830- 917.94 
1901. 
Northern Galifornia, Oregon, and the 


Sandwich Islands / by Charles Nordhoff. 
Centennial ed. Berkeley, ’Calif. : Ten Speed 
Press, 1974. 256 p. : ill, ; 23 cm. 
Contributions of a venerable 
savage to the ancient history of the 
Hawaiian Islands. Translated from the 
French of M. Jules Remy, by William T. 
Brigham [with notes]”: p. [227}-256. 
[F866.N83 1974] 74-186463 ISBN 0- 
913668-26-5 : 7.95 ISBN 0-913668-25-7 
pbk. : 3.95 

1. California—Description and travel. 2. 
Hawaii—Description and travel. 3. 
Oregon-——Description and travel. I. Remy, 
Jules, 1826-1893. I. Title. 


SCHWIND, Dick. 917.94 
West Coast river touring; Rough River 
Canyon and south. Beaverton, Or, 
Touchstone Press [1974] 224 p. illus. 23 
cm. Includes bibliographical references. 
[GV776.C2537] 74-79542 ISBN 0-911518- 
27-4 5.95 (pbk.) 

i. Canoes and canoeing—California. 2. 


YUU HISIORY 


Canoes and canoeing—Oregon. 3. White- 
water canoeing. I. Title. 


DOSS, Margot 917.94°045 
Patterson. 
San Francisco at your feet : the great 


walks in a walker’s town / by Margot 
Patterson Doss ; maps by Jaa Hillcourt, 
photos by John Whinham Doss. lst rev. 
and enl. ed. New York : Grove Press : 
distributed by Random House, [1974] 200 
p. : ill. ; 21 cm. “Compiled from the San 
Francisco chronicle series.” Includes index. 
[F869.S3D69 1974], 73-21004 ISBN 0- 
8021-0054-6 : 2.95 ns 

i. San Francisco-—Description—Tours. 2. 
San Francisco—History. I. San Francisco 
chronicle. IT. Title. 


*YEADON, David. 917.94045 
Exploring small towns. 

Vol. 2, 1974, Northern California, is now 
available from Ward Ritchie Press for 1.95 


(pbk.) ISBN 0378-03502-9. L.C. card 
number 72-83979. 
MAYNARD, Douglas H. 917.940621 


British pioneers in California, by Douglas 
H. Maynard. [San Francisco, R and E 
Research Associates, [1974] viii, 126 p. 28 
cm. Originally presented as the author’s 
thesis (M.A.), Occidental College, 1948. 
Bibliography: p. 112-126. [F870.B7M38 
1974] 74-76671 ISBN 0-88247-261-5 9.00 

i. British in California. 2. Pioneers— 
California. 3. California—RHistory. I. Title. 


JONES, Charles, 1932- 917.9469 
A separate place. Photos. by Susan 
Friedman. San Francisco, Sierra Club, 
1974, 143 p. illus. 29 cm. [F869.L18J66] 
74-78912 ISBN 0-87156-109-3 14.95 

1. La Honda, Calif—Description. J. 
Friedman, Susan, illus. IT. Title. 


ROSE, Eugene A. 917.9486 B 
High odyssey : the first solo winter assault 
of Mt. Whitney and the Muir Trail area, 
from the diary of Orland Bartholomew and 
photographs taken by him / by Eugene A. 
Rose.’ Berkeley, Calif. Howell-North 
Books, [1974] 160 p. : ill. ; 24 cm. 
Includes index. [F868.W6R67] 74-83757 
ISBN 0-8310-7108-7 : 5.95 

1. Bartholomew, Orland, 1899-1957. 2. 
Whitney, Mt. 3. Mountaineering. L Title. 


STARRY, Roberta Martin. 917.94’88 
Exploring the ghost town desert. 
[Pasadena] Ward Ritchie Press [1974, 
c1973] 112 p. illus. 18 cm. Bibliography: p. 
111. [F869.R2S72] 73-77045 ISBN 0-378- 
03782-X 2.95 

i. Randsburg region, Calif:-Description 
and travel—Tours. I. Title. 


RAITT, Helen, comp. 917.949034 
We three came West : a true chronicle / 
edited by Helen Raitt and Mary Collier 
Wayne. Ist ed. San Diego, Calif. : Tofua 
Press, 1974. xviii, 250 p. : ill. ; 23 cm. 
ee -R28] 74-81909 ISBN 0-914488-03-1 


1. California, Southern-——Description and 
travel. I. Wayne, Mary Collier, joint comp. 
I. Title. 


LEDERER, Lillian 

Charlotte. 
A study of Anglo-American settlers in Los 
Angeles County previous to the admission 
of California to the Union. [San Francisco, 
R and E Research Associates, 1974] ix, 78 
p. 28 cm. Originally presented as the 
authors thesis (M.A.), University of 
Southern California, 1927. Bibliography: p. 
66-71. [F868.L8L43 1974] 74-76675 ISBN 
0-882497-246-1 8.00 
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l. British in Los Angeles Co, Calif. 2. 
Pioneers—Los Angeles Co, Calif 3. Los 
Angeles Co., Calif—History. I. Title. 


ATKESON, Ray. 917.95°04’40222 

Oregon II / photography by Ray Atkenson 
; text by Archie Satterfield. Portland, Or. : 

C. H. Belding, [1974] 192 p. : chiefly col. 

ill. ; 36 cm. [F877.A79] 74-75124 ISBN 0- 

912856-15-7 : 25.00 

1. Oregon—Description and travel—1951- 


—Views. I. Satterfield, Archie. I. Title. 


SPRING, Robert, 1918- 917.97°78 
The Mount Raihiér National Park, by Bob 
and Ira Spring. Text by Harvey Manning. 
{Seattle, Wash., Superior Pub. Co., 1974] 
[32] p. illus. (part col) 31 cm. 
[F897.R2S65] 74-182288 2.95 (pbk.) 

1. Mount Rainier National Park. I. Spring, 
fra, joint author. If, Manning, Harvey. TI. 
Title. 


SPRING, Robert, 1918- 917.97°98 
The Olympic National Park, by Bob and 
Ira Spring. Text by Harvey Manning. 
[Seattle, Wash., Superior Pub. Co. [1974] 
[32] p. illus. (part col.) 31 cm. 
[F897.05S67] 74-182289 2.95 (pbk.) 

«d. Olympic National Park. I. Spring, Ira, 
joint author. I. Manning, Harvey. 


*PHELAN, Nancy. 918.3 
The chitean way travels in Chile. [London, 
Macmillian cl973] 261 p. illus. 23 cm. 
[F3058] ISBN 0-8277-2715-1 

1. Chile. I. Title. 

Distributed by the British Book Centre, 
New York for 16.50 


TALBOTT, Robert Dean, 1928- 918.3 
A history of the Chilean boundaries {by} 
Robert D. Talbott. [lst ed.] Ames, Iowa 
State University Press, 1974. xiii, 134 P- 
maps. 22 cm. ”A replica edition.” 

Originally presented as the author’s thesis, 
University of Illinois, 1959. Bibliography: 
p. 118-125. [F3139. 'A45 1974] 74-3525 
ISBN 0-8138-0305-5 3.95 (pbk.) 

L Ce BOUT 2. Chile—History. I. 
ttle. 


BADEN Bernadine Freeman, 
Bolivia in pictures, by Bernadine Bailey. 
New York, Sterling Pub. Co. [1974] 64 p. 
illus, 26 cm. (Visual geography series) An 
introduction to the geography, history, 
government, people, and economy of the 
landlocked country of Bolivia. [F3308.B17] 


918.4 


73-93603 ISBN 0-8069-1176-X 1.50 
(pbk.) 

1. Bolivia. I. Title. 

Lib. bdg. 2.99, ISBN 0-8069-1177-8. 
WATERTON, Charles, 918.8°17042 


1782-1865. 

Wanderings in South America, the North- 
West of the United States, and the 
Antilles, in the years 1812, 1816, 1820 and 
1824, Edited and introduced by Gilbert 
Phelps. London, Charles Knight, 1973. xli, 
257 p. illus. 24 cm. (Latin American 
adventure series) "First published in 1825. 
This is an abridgement of the 1879 
edition.” Label mounted on t.p: Sole 
distributor for the U.S.A., Transatlantic 
Arts, inc., New York. [F2371.W373 1973] 
74-163536 ISBN 0-85314-155-X 12.50 

1. Guyana—Description and travel. 2. 
Natural history—Guyana. 3. America— 
Description and travel. I. Title. 


NEL-DOURIS Pacific 
Publications. 

Plenty ocean, little land, by the editors of 

Nel-Douris Pacific Publications. Livermore, 

CA, 1974. xi, 102 p. illus. 28 cm. 


919.65 
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Bibliography: p. 102. [DUS500.N4 1974] 
74-6866 7.95 

1. Micronesia—Description and travel— 
Guide-books. I. Title. 

Publisher’s address: Box 376, Livermore, 
Ca. 94550. 


CHAR, Tin-yuke, 919.69°06'951 
comp. 
The ‘Sandalwood Mountains : readings and 


stories of the Chinese in Hawaii / 
compiled and edited by Tin-yuke Char. 
Honolulu : University Press of Hawaii, 
[1975, i.e.1974] p. cm. Includes 
bibliographical references and index. 
[DU624.7.C5C45] 74-76375 ISBN 0-8248- 
0305-1 : 12.00 

1. Chinese in Hawaii—History—Sources. I. 
Title. 

Prepared from C.I.P. 


*MOUNTFIELD, David, 1938- 919.8 
A history of polar exploration. New York, 
Dial, 1974 208 p. illus. (part. col.) 30 cm. 
Bibliography: p. 204. [G590] 73-17943 
ISBN 0-8037-3738-6 17.50 

1. Polar regions—Discovery 
explorations. I. Title. 


*GAD, Finn. 919.82°03 
The history of Greenland. Tr. from the 
Danish by Gordon C. Bowden 

Vol. 2, 1700-1782 is now available from 
McGill-Queen’s Univ. Pr., Montreal for 


and 


27.60. ISBN 0-7735-0156-8. L.C. card 
no.: 73-152067 
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“RITTER, Lucy Elizabeth. 920[B] 


Lucy’s twentieth century 1st ed. New York 
Vantage [1974] 142 p. illus., (part. col.) 22 
cm. [E749] ISBN 0-533-00964-2 6.95 

1. Woman—Biography. I. Title. 


PEOPLE and great deeds. 920°.02 
Yvonne Beckwith, editor. Chicago, 
Standard Educational Corp., 1974 [C1971] 
cm. (The Child’s world) Brief 
biographies of twenty-three famous people 
in history include Galileo, Mozart, Helen 
Keller, Marie Curie, and Thomas Jefferson. 
[CT107.B4 1974] 920 74-12252 ISBN 0- 
87392-302-4 
l. Biography—Juvenile literature. I. 
Beckwith, Yvonne, ed. II. Title. II. Series. 
Prepared from C.I.P. Sold only as part of a 
eight volume set, 69.50. 


FOSS, Michael. 920’.042 
Tudor portraits: success and failure of an 
age. New York, Barnes & Noble [1974, 
1973] 239 p. illus. 23 cm. Bibliography: p. 
229-232. {DA317.F67 1974] 74-10393 
ISBN 0-06-492175-1 8.50 

4. Great Britain—Biography. 2. Great 


Britain—History—Tudors, 1485-1603. 1. 
Title. 
THE Post Victorians. 920°.042 


With an introd. by W. R. Inge. [Folcroft, 
Pa.] Folcroft Library Editions, 1973, 
[li.e.1974] p. Reprint of the 1933 ed. 
published by I. Nicholson & Watson, 
London. [CT783.P6 1973] 73-13736 21.45 
(lib. bdg.). 

i. Great Britain—Biography. I. Inge, 
William Ralph, 1860-1954. 

Prepared from C.I.P. 


*BACKER, Dorothy Anne Liot 920.72 
Precious women by Dorothy Anne Liot 
Backer. New York Basic Books 1974 xi, 
308 p. 25 cm. [HQ1111] 73-90137 ISBN 
0-465-06193-1 10.95 

i. Woman—Biography. I. Title. 
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*BOWERS, Dorothy W. 920.72 B 
The Irwins and the Harrisons, by Dorothy 
W. Bowers. Mercersburg, Pa., Irwinton 
Publishers [1974, c1973] 156 p. illus. (part. 
col.) 24 em. Bibliography: p. 153-156. 
[E176.2] 72-88914 10.00 

1. Harrison, Jane Irwin. 2. Harrison, 
Elizabeth Irwin. 3.  Presidents--U.S.— 
Wives. I. Title. 
Publisher’s address: 
Pa. 17236 


GRAHAM, Sheilah. 920.72 
How to marry super rich : or, Love, 
money, and the morning after / Sheilah 
Graham. New York : Grosset & Dunlap, 
[1974] viii, 246 p., [8] leaves of plates : 
ports. ; 22 cm. [CT3203.G6Q] 73-18532 
ISBN 0-443-01304-5 : 7.95 

1. Women—Biography. I. Title. 


Route 2 Mercersburg, 
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*GUIDRY. Mary . 
Gabriella. Sister. 

The sọuthern negro nun; an autobiography 

lst. ed. [Jericho] N.Y. Exposition Press 

[1974] 156 p. illus. 22 cm. [BX2511] ISBN 

0-682-478&8-1 6.50 

J. Guidry, Mary Gabriella, Sr. I. Title. 


922.777 B 


922.2763 B 


*POWERS, Robert 
Merrill. 

Prairie preacher; a tale of our yesterdays 

along the middle border; memoirs. Ist. ed. 

[Jericho] N.Y. Exposition [1974] 165 p. 22 

cm. [CT5500] ISBN 0-682-47854-7 7.00 

1. Religiors—Biography. I. Title. 


*PENDERS, C. L. M. 923.1598 
The life and times of Sukarno. [by] C. L. 
M. Penders. Teaneck, N.J., Fairleigh 
Dickinson Univ. Press 1974 xi, 224 p. illus. 

cm. Bibliography: p. 215-218. 
[D36458] 74-369 ISBN 0-8386-1546-5 


1. Sukarno-President of Indonesia, 1901-. 
E Title. 


*CONNOLLY, Gerard J., 
1929- 

Grand view farm; an autobiography, [by] 

Gerard J. Connolly. lst. ed. Jericho, N.Y. 

Exposition [1974] 72 p. 22 cm. [CT220} 

ISBN 0-682-47943-8 4.00 

1. Military biography. 2. Political science. 

L Title. 


*GRAUBARD, Stephen R. 923.2 
Kissinger; portrait of a mind, [by] Stephen 
R. Graubard. New York, W. W. Norton, 
[1974, c1973]. xix, 312 p. 21 gm. [E181] 
ISBN 0-393-09278-X. 3.45 Gbk 

i. Kissinger, Henry Alfred. 2. U.S.— 
Biography. I Title. 


*HAMIL7TON, Alexander, 
1757-1804. 

Papers. 

Vol. 20 April 1797-July 1798 and vol. 21 
January 1796-March 1797 are now 
available from Columbia Univ. Press, New 
York fore 17.50 ea. L.C. card order no.: 
61-19593. 


923.2 B 


923.273 


*DIRECTORY of American 923’.773 
Scholars. 

The 6th ed., 1974 vol. 1, History, ISBN 0- 
8352,0635-1; vol. 2, English, Speech and 


drama, ISBN  0-8352-0648-3; vol. 3, 
Foreign languages, Linguistics and 
Philology, ISB 0-8352-0649-1 -are 
available from Bowker, for 39.50 each. 
L.C. card no.: 57-9125 ° 
*DIRECTORY of American 923°.773 
Scholars. 

The 6th ed., 1974, Vol. IV, Philosophy, 


Religion and Law, is available from 


X 


> DECEMBER 31,1974 


Bowker for 39.50. ISBN 0-8352-0675-0. 
. L.C. card no.: 57-9125. 


*ABDUL, Raoul 927 
Famous Black entertainers of today by 
Raoul Abdul. New York Dodd, Mead 
1974 159 p. illus. 22 cm. [E185] 73-7096 
ISBN 0-396-06849-9 4.50 

1. Negroes—Biography. I. Title. 


*ALEXANDER, Winston M. 928 
The joy, the sorrow and denn, by Winston 
M. Alexander. New York, Vantage Press, 
[1974] 175 p. 21 cm. [CT25] ISBN 0-533- 
00901-4 4.50 

I Authors—Correspondance, 
reminiscences, etc. I. Title. 


*WAGNER, Ruby. 928.1 
Hidden riches in secret places; an 
autobiography. New York, Vantage Press, 
[1974] 112 p. 21 qn. [CT25] ISBN 0-533- 
00702-X 4.50 
L Authors—Correspondence, 
reminiscence, etc. I. Title. 


SCOTT, Kenneth, comp. 929°.1 
Genealogical abstracts from American 
weekly mercury, 1719-1746. Baltimore, 
Genealogical Pub. Co., 1974. iii, 180 p. 
illus. 23 cm. On spine: Abstracts from the 
American weekly mercury. [CS61.S36] 73- 
17031 ISBN 0-8063-0597-5 10.00 

i. American weekly mercury. 2. United 
States—Genealogy. 3. Pennsylvania— 
Genealogy. I. American weekly mercury. 
I. Title. III. Title: Abstracts from the 
American weekly mercury. 


GARNER, Richard L. 929°.2°0945 
Columbus and related family papers, 1451 
to 1902; an inventory of the Boal 
collection, by Richard L. Garner and 
Donald C. Henderson. University Park, 
Pennsylvania State University [1974] p. 
cm. (The Pennsylvania State University 
studies, no. 37) [CD1879.5.C64G37] 74- 
12303 ISBN 0-271-01174-2 3.50 (pbk.) 

1. Colon family—-Archives. 2. Boal 
family—Library. I. Henderson, Donald C., 
1931- joint author. II. Title. III. Series: 
Pennsylvania, State University. The 
Eee State University studies, no. 


Prepared from C.I.P. 


BANNER, Selena 929°.270973 
Morrison Greer; 1915- 
Strength for tomorrow; a story of 


Alexander Morrison and Selena Buck. 
[Bonnevilla Idaho, 1974] xi, 165 p. illus. 
22 em. [CS71.M88 1974] 74-178208 ISBN 
0-06-490230-7 20.00 

1. Morrison family. 2. Buck family. I. Title. 


CROSBY, Ruth. 929’.2°0973 
From an old leather trunk / by Ruth 
Crosby. North Quincy, Mass. : Christopher 
Pub. “House, [1974] 191 p. : il. ; 21 cm. 
[CS71.R93 1974] 74-75162 ISBN 0-8158- 
0318-4 : 5.95 

1. Rugg family. 2. Crosby family. $. Title. 


WEST, Belle Lewter. 929°.2°0973 
Luter-Lewter family of England, Virginia, 
North Carolina, and states south and west 
/ Belle Lewter West. Durham, N.C. : 
West, [1974] 157 p. ; 24 cm. Includes 
index. [CS71.L972 1974] 74-184852 15.00 

1. Luter family. I. Title. 


CRUMRINE, Boyd, 
1838-1916. 
Virginia court records in southwestern 
Pennsylvania; records of the District of 
West Augusta and Ohio and Yohogania 
Counties, Virginia, 1775-1780. 
Consolidated ed., with an index by Inez 


929.3097488 


Waldenmaier. Baltimore, Pa., Genealogical 
Pub. Co., 1974. 542 p. 3 maps. 23 cm. 
”Excerpted and reprinted from Annals of 
the Carnegie Museum, volumes 1-3, 
Pittsburgh, 1902-1905.” [KFV2915.A72 
1775] 74-7238 ISBN 0-8063-0624-6 20.00 
4. Court records—West Augusta District, 
Va. 2. Court records—Ohios Co., W. Va. 3. 
Court records—Yohogania Co., Va. 4. 
West Augusta District, Va.—History. 5. 
Ohio Co., W. Va.—History. 6. Yohogania 
Co., Va.—History. I. Title. 
erty John Charles, 1843- 929°.342 
1919. 
The parish registers of England / by J. 
Charles Cox. Wakefield, Eng. : EP Pub. ; 
Totowa, N.J. : Rowman and Littlefield, 
1974. xx, 290 p., [12] leaves of plates : ill. 
; 22 cm. Reprint of the 1910 ed. published 
by Methuen, London. Includes index. 
[CD1068.A2C74 1974] 74-182334 ISBN 
0-87471-541-5 (Rowman and Littlefield) : 
12.50 
1. Registers of births, etc.—Great Britain. 
2. Great Britain—-Genealogy. I. Title. 


ABBATT, William, 
1935, comp. 

The colloquial who’s who: an attempt to 
identify the many authors, writers, and 
contributors who have used pen-names, 
initials, etc. (1600-1924) Also a list of 
sobriquets, nicknames, epigrams, oddities, 
war phrases, etc. Tarrytown, N.Y., 1924- 
25. Detroit, Gale Research Co., 1974. p. 
cm. Contents.—v. 1. The United States 
and Canada—v. 2. Great Britain and 
Colonies. - [Z1045.A12 1974] 78-159865 
ISBN 0-8103-3956-0 15.00 

1. Anonyms and pseidonyms, American. 
2. Anonyms and pseudonyms, Canadian. 3. 
Anonyms and pseudonyms, English. 4. 
Nicknames. I. Title. 

Prepared from C.I.P. 


VON VOLBORTH, Carl 929.6 
Alexander. 

Heraldry of the world. Edited by D. H. B. 

Chesshyre. [Translated by Bob anc Inge 

Gosney. lst American ed.) New York, 

Macmillan [1974, c1973] 251 p. illus. 19 

em. Translation of Alverdens heraldik i 


1851- 929.4 


farver. Bibliography: p. 239-244. 
heron V6313 1974] 73-18514 6.95 

1. Heraldry. I. Title. 
JORDAN, Ruth. 933.00994 B 


Berenice / Ruth Jordan. New York : 
Barnes & Noble SAR ae 1974. xix, 248 p., 
[5] leaves of plates : ill. ; 23 cm. Includes 
index. Bibliography: p- 235-239. 
[DS122.8. B4767) 74-4794 ISBN 0-06- 
493402-0 : 12.50 

I. Berenice, b. ca. 28. 


KEELER, Laura, 
Mother. 
Geoffrey of Monmouth and the late Latin 
chroniclers, 1300-1500. {Folcroft, Pa.] 
Foicroft Library Editions, 1974. p. cm. 
Reprint of the 1946 ed. published by the 
University of California Fress, Berkeley, 
which was issued as v. 17, no. 1 of 
University of California publicatioas in 
English and as no. 4 of Studies in the 
Geoffrey of | Monmouth tradition. 
Bibliography: p. [DA140.G¢9K4 1974] 74- 
5455 15.00 (lib. bdg.). 

1. Geoffrey of Monmouth, Bp. of St. 
Asaph, 1100?-1154. Historia Britonum. 2. 
Great Britain—History—To 1066— 
Historiography. f Title. If. Series: 
California. University. University of 


936.2°007°2024 
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California publications in English, v. 17, 
no. 1. HL Series: Studies in the Geoffrey 
of Monmouth tradition, 4. 

Prepared from C.LP. 


HAYLEY, William, 
1745-1820. 
An essay on history in threes epistles to 
Edward Gibbon, esq, 1780. New York, 
Garland Pub., 1974. p. cm. (The Life & 
times of seven major British writers. 
Gibboniana 7) Reprint of the 1780 ed. 
printed for J. Dodsley, London, which was 
issued as v. 3, no. 8 of Poetical pamphlets. 
[DG206. G5G52 vol. 71° FPR3506] 8217.6 
74-16267 ISBN 0-8240-1344-1 22.00 
I. Gibbon, Edward, 1739-1794—Poetry. 2. 
Historiography—Early works to 1800— 
Poetry. I. Gibbon, Edward, 1737-1794. IT. 
Title. III. Series: Gibboniana 7. IV. Series: 
Poetical pamphlets, v. 3, no. 8. 
Prepared from C.I.P. 
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Dalrymple, Sir, lord, 1726-1792. 
An inquiry finto the secondary causes 
which Mr. Gibbon has assigned for the 
rapid growth of Christianity] New York, 
Garland Pub., 1974. p. cm. (The Life & 
times of seven major British writers. 
Gibboniana, 14) Reprint of the 1786 ed. 
printed by Murray & Cockrane for T. 
Cadell, Edinburgh. [DG206.G5G52 vol. 
14] [BR166] 270.1 74-23648 ISBN 0-8240- 
1350-6 22.00 
1. Gibbon, Edward, 1737-1794. The 
decline and fall of the Roman Empire. 2. 
Church history—Primitive and early 
church, ca 30-600. 3. Christianity-~Origin. 
I. Title. If. Series: Gibboniana, 14. 
Prepared from C.I.P. 


PRIESTLEY, 
Joseph, 1733-1804. 
Letters to a philosophical unbeliever, 1787. 
New York, Garland Pub., 1974. p. cm. 
(The Life & times of seven major British 
writers. Gibboniana 16) Reprint of the 
1787 ed. printed by Pearson and Rollason 
for J. Johnson, London. {[DG206.G5G52 
vol. 16) [BL205] 210 74-14852 ISBN 0- 
8240-1352-2 22.00 
I. Hume, David, 1711-1776. Dialogues 
concerning natural religion. 2. Gibbon, 
Edward, 1737-1794. History of the decline 
and fali of the Roman empire. 3. God. I. 
Title. II. Series: Gibboniana 16. 
Prepared from C.I.P. 


TAYLOR, Henry, 
1711-1785. 
Thoughts on the nature of the grand 
apostacy, 1781 / by Henry Taylor. New 
York : Garland Pub., 1974. p. cm. (The 
Life & times of seven major British 
writers) (Gibboniana ; 9) Reprint of the 
1781 ed. printed for J. Johnson, London. 
Includes comment on Gibbon’s Decline 
and fall of the Roman empire, chapter 15. 
[DG206.G5G52 vol. 9] [BR165] 270.1 74- 
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23810 ISBN  0-8240-1346-8  lib.bdg. 
22.00. 
1. Gibbon, Edward, 1737-1794. The 


history of the decline and fall of the 
Roman empire. 2. Bible—Prophecies. 3. 
Church  history—-Primitive and early 
church, ca. 30-600. 4. Second Advent 5. 
Millennium. I. Title. II. Series. 

Prepared from C.I.P. 
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Maurice Clogan. Denton, Texas, North 
Texas State University [1974 i.e.1973] xii, 
248 24 cm. (Medievalia et humanistica, 
new ser. no. 4) Includes bibliographical 
references. [D111.M5n.s.,no.4] 70-99227 
ISBN 6-913904-00-7 10.95 
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L Civilization, | Medieval—Addresses, 
essays, lectures. 2. Renaissance— 
Addresses, essays, lectures. I. Clogan, Paul 
Maurice, ed. II Series. 


*MOSSE, W. E. 940.2 
Liberal Europe; the age of Bourgeois 
realism 1848-1875 [by] W. E. Mosse. 
[New York], Harcourt Brace Jovanovich, 
[1974] 180 p. illus. 21 cm. (History of 


European Civilization Library) 
Bibliography p. 174-175, [D374] 74-2027 
ISBN 0-15-572302-2 3.95 (pbk.) 


L urope—History. 2. Europe—Social 
conditions. I. Title. 


PETRE, Francis 
Loraine, 1852-1925. 
Napoleon’s last campaign in Germany- 
1813. Introd. by David G. Chandler. 
London, Arms and Armour Press; New 
York, Hippocrene Books [1974] xi, 403 p. 
illus. 23 cm. Reprint of the 1912 ed. 
published by J. Lane, the Bodley Head, 
London. [DC236.3.P4 1974] 74-181604 
ISBN 0-88254-264-8 (Hippocrene) 10.00 
1. Napoleon I, Emperor of the French, 
1763-183 1=— Campaigns of 1813-1814. L 
ttle. 


RUSSELL, Bertrand Russell, 
3d Earl, 1872-1970. 
Justice in war time. 2d ed. New York, 
Haskell House Publishers, 1974. xvii, 229 
p. port. 23 cm. Reprint of the 1917 ed. 
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940.3 


published by Open Court Pub. Co., 
Chicago. Includes bibliographical 
references. [D523.R78 1974] 73-18081 


ISBN 0-8383-1738-3 11.95 

1. Murray, Gilbert, 1866-1957. The foreign 
policy of Sir Edward Grey, 1906-1915. 2. 
European War, 1914-1918, 3. War. I. Title. 


TAYLOR, William 940.4°49°73 
Parker, 1894- 
Francis L. "Spike” Irvin’s war diary and 
the history of the 148th Aero Squadron 
Aviation Section, compiled by W. P. 
Taylor and F. L. Irvin. Manhattan, Kan., 
Aerospace historian, [1974] 11, 25, 128, 62 
L illus. 28 cm. Includes bibliographical 
references: [D570.7 148th.T29] 74-182260 


i. United States. Army. Signal Corps. 
148th Aero Squadron. 2. Irvin, Francis L. 
3. European War, 1914-1918—Regimental 
histories-—-United States—Signal Corps. 
148th Aero Squadron. I. Irvin, Francis L., 

Joint author. II. Aerospace historian. II. 
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PARRISH, Fred Louis. 940.4°77 
A Yank in the British YMCA in 1917, by 
Fred L. Parrish. Manhattan, Kan., 
Aerospace historian [1974] 177 1. 28 cm. 
[D639.Y7P3] 74-181621 6.50 

1. Parrish, Fred Louis. 2. European War, 
1914-1918—War  work—Y.M.CA. 3. 
European War, 1914-1918—Personal 
narratives, American. I. Aerospace 
historian. II. Title. 


DANK, Milton 940.5344 
The French against the French: 
collaboration and resistance. First edition. 
Philadelphia, Lippincott [c1974] 365 p. 
illus. 25 cm. Bibliography: p. 342-347. 
[D802.F8D28] 74-10735 ISBN 0-397- 
01040-0 12.50 

f. France—History—German occupation, 
1940-1945. 2. World War, 1939-1945— 
Collaborationists-—France. 3. World War, 


1939-1945—Underground | movements— 
France. I. Title. 
SCHOFIELD, Brian 940.5421 


Betham, 1895- 
Operation Neptune / B. B. Séhofield. 
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[Annapolis, Md] : Naval Institute Press, 
1974. 168 p. ; ill. ; 18 cm. (Sea Battles in 
close-up ; 10) "Includes index. Bibliography: 
p. 159-160. [D770.S38 1974] 73-92532 
ISBN 0-87021-945-6 : 7.95 

1. Operation Neptune. 


NAGATSUKA, Ryuji. 940.544 
I was a Kamikaze translated from the 
French by Nina Rootes with an 
introduction by Robert Leckie. New York, 
MacMillian [1974 c1973] 2:2 p. illus. 22 
cm. Translation of J‘etais un Kamikaze: 
Les chevaliers du vent divin. 
[D792.J3N25]} 72-11281 6.95 

L. World War, 1939-1945—Aeriel 
operations, Japanese. 2. World War, 1939- 


1945—FPersonal narratives, Japanese. I. 
Title. 
*DICKENS, Peter 940.545 


Narvik Battles in the Fjords [by] Captain 
Peter Dickens. Annapolis, Md. Naval 
Institute Press 1974 184 p. illus. 18 cm. 
(Sea Battles in Close-up, no. 9). [DA566.2] 
73-90040 ISBN 0-87021-852-2 8.50 

1. Great Britain—Military History. I. Title. 


BLAIR, Clay, 1925- 940.54’51 
Silent victory: the U.S. submarine war 
against Japan. [lst ed.] Philadelphia, 
Lippincott [1974] p. cm. Bibliography: p. 
[D783.B58] 74-2005 ISBN 0-379-00753-1 


19.95; 29.95 (deluxe) 

I World War, 1939-1945-—Naval 
operations—Submarine. 2. World War, 
1939-1945—-Naval operations, American. 
3. World War, 1939-1945—Pacific Ocean, 
Í. Title. 
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THOMAS, Dorothy 
Swaine Thomas, 1899- 
The spoilage, by Dorothy Swaine Thomas 
and Richard S$. Nishimoto. With 
contributions by Rosalie A. Hankey [and 
others] Berkeley, University of California 
Press [1974, c1946] xx, 388 p. illus. 22 cm. 
(Japanese American evacuation and 
resettlement, during World War ID 
(California library reprint series) Includes 
bibliographical references. [D769.8.A6T46] 
74-181577 ISBN 0-520-02637-3 14.25 
1. Japanese in the United States. 2. World 
War, 1939-1945—Evacuation of civilians. 
I. Nishimoto, Richard Shigeaki, 1904- joint 
author. II. Title. HI. Series. IV. Series: 
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resettlement: 
*KLEIN, Isaac. 940.5482 


The anguish and the eestasy of a Jewish 
chaplin. New York, Vantage Press, [1974]. 
239 p. 21 cm. [D811] ISBN"0-533-00904- 
9. 6.95 

i World War, 
narratives. I. Title. 


*MONTY, Charles P. 940.5482 
The brittle soldier, [by] Charles P. Monty. 
New York, Vantage Press, [1974] 130 p. 
21 cm. [D811] ISBN 0-533-01000-4 4.95 
i. World War, 1939-1945—Personal 
narratives. I. Title, 


*SAUNDERS, J. Harris. 940.5482 
In his fashion, by J. Harris Saunders. New 
York, Vantage Press, [1974] 278 p. 21 cm. 
[D811] ISBN 0-533-00903-0 5.95 

l. World War, 1939-1945—Fersonal 
narratives. I. Title. 


DONALDSON, Gordon. 941.05’092’4 B 
Mary, Queen of Scots / [by] Gordon 
Donaldson ; with a foreword by A. L. 
Rowse. London English Universities 
Press, 1974. 200 p., [8] p. of plates : ill, 
ports. ; 23 cm. (Men and their times) 


1939-1945—Personal 


AMERICAN BOOK PUBLISMING KELCOKD 


Includes irdex. Bibliography: p. [193]-194. 
[DA787.A1D59] 74-186753 ISBN 0-340- 
12383-4 : 7.50 

1. Mary Stuart, Queen of the Scots, 1542- 
1587. 

Distributec by Lawrence Verry. 


WINCHESTER, Simon. 941.609 
Northern Ireland in crisis; reporting the 
Ulster troubles. [New York, Holmes & 
Meier, 1974] p. cm. [DA990.U46W54} 
74-84649 ISBN 0-8419-0180-5 10.00 

1. Northern lreland—History—1969- I. 
Title. 

Prepared from C.I.P. 


*HOGG, Garry. 942 
The best cf England; illustrated throughout 
in color. New York, Arco, [1974] 112 p. 
col. illus. 26 cm. [DA667] 74-75396 ISBN 
0-668-03455-6 7.95 

1. Great Britain—Descgiption and travel 2. 
Great Britain—Description and travel. I. 
Title. 


*WALTHAM, J. E. 942 
North east England [by] J. E. Waltham 
[and] W. D. Holmes. New York, 
Cambridge University Press, [1974] .96 p. 
illus. 25 om. (Geography of the British 
Isles Series) [DA11] ISBN 0-521-20173-X 
2.95 (pbk 

1. Great Britain—Description and travel. I. 
Holmes, W. D., joint author. II. Title. 


BEMONT, Charles, 942.03'4°0924 B 
1848-1939, 
Simon de Montfort, Earl of Leicester, 
1208-1265. A new ed. translated by E. F. 
Jacob. Westport, Conn., Greenwood Press 
[1974] p. cm. Reprint of the 1930 ed. 
published by the Clarendon Press, Oxford. 
Bibliography: p. [DA228.M7B413 1974] 
74-9223 ISBN 0-8371-7625-5 17.75 
1. Montfort, Simon of, Earl of Leicester, 
1208?-1265. 
Prepared from C.I.P. 
JONES, Whitney Richard 942’.05 
David. 
The mid-Tudor crisis, 1539-1563 [by] 
Whitney R. D. Jones. [London, Macmillan 
Press, 1973] New York, Barnes & Noble 
[1973] 226 p. 23 cm. Bibliography: p. 
{208]-215. [DA315.J66] 73-180469 ISBN 
0-06-493390-3 13.00 
i. Great Britain—History—Tudors, 1485- 
1603. I. Title. > 


*GREAVES, Richard L. 942.05°5 
Elizabeth I, Queen of England. Edited 
with an introd. by Richard L. Greaves. 
Lexington, Mass., D.C. Heath [1974] xvi, 
197 p. front. 21 cm. (Problems in 
European civilization) [DA356] 73-19075 
ISBN 0-669-86371-8 2.95 (pbk.) 

1. Elizabeth, Queen of England, 1533- 
1603. I. Title. . 


ESDAILE, Arundell 942.05'5’08 
James Kennedy, 1880-1956, comp. 

The, age of Elizabeth (1547- 1603) / 
selected by Arundell Esdaile. 4th ed. 
vie Pa. : Folcroft Library Editions, 
1974. p. cm. Reprint of the 1931 ed. 
[DA350.E8 1974] 74-22280 ISBN 0-8414- 
3935-4 lib. bdg. : 8.50 

£ Great Britain—History—Elizabeth, 
1558-1603—Sources, I. Title. 

Prepared from CJ-P. 


JARRETT, Derek. 942.07°3’0924 B 
Pitt the younger / Derek Jarrett ; introd. 
by A. J. P. Taylor. New York : Sctibner, 
[1974] 224 p. : ill. ; 26 cm. (British prime 
ministers) Includes index. Bibliography: p. 
217-219. [DA522.P6J3 1974] 74-2679 
ISBN 0-684-13868-9 : 10.00 
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1. Pitt, William, 1759-1806. I. Title. 


*WHITE, ‘Arnold. 942.081 
Efficiency and empire. Edited with an 
introduction. and notes by G. R. Searle. 
[Brighton Eng.] Harvester Press, 1973 1 v. 
(various pagings) 20 cm. (Society & the 
victorians, no. 15) Bibliography: p. xli- 
xliii. [DA550] ISBN 0-901759-83-X 

I. Great Britain—History—Victoria—1837- 
1901. I. Title. 

Distributed by Humanities Press, Atlantic 
Highlands, N.J. for 16.00. L.C. card no. for 
original ed.: 70-131993. 


HAMMOND, John 942.0810924 
Lawrence Le Breton, 1872-1949. 
Gladstone end the Irish nation. Westport, 
Conn., Greenwood Press [1974] p. cm. 
Reprint of the 1938 ed. published by 
Longmans, Green, London. [DA563.5.H3 
1974] 74-9396 ISBN 0-8371-7665-4 10.25 
1. Gladstone, William Ewart, 1809-1898. 
2. Parnell, Charles Stewart, 1846-1891. 3. 
Irish question. I. Title. 
Prepared from C.I.P. 


*PELLING, Henry. 942.0820924 B 
Winston Churchill. New York, Dutton 
[1974] 724 p. illus. 23 cm. Bibliography: 
p. 651-660. [DA566.9.C5] 73-21276 ISBN 
0-525-23510-8 12.95 

i. Churchill, Winston Leonard Spencer, 
Sir, 1874-1965. I. Title. 


THOMPSON, 942.084’092'4 B 
Reginald William. 

Generalissimo Churchill [by] R. W. 
Thompson. New York, Scribner [1974, 
¢1973] 252 p. illus. 24 cm. Bibliography: p. 
237-239. [DA566.9.C5T425 1973b] 73- 
19553 ISBN 0-684-13557-4 8.95 

1. Churchill, Winston Leonard Spencer, 


Sir, 1874-1965. 2. World War, 1939- 
1945—Great Britain. I. Title. 
STERN, Fritz Richard, 1926- 943 


The polities of cultural despair; a study in 
the rise of the Germanic ideology. 
Berkeley, University of California Press, 
(1974, 1961]. xxx, 367 p 21 cm. 
Bibliography: p. 337-335. [(DD76.S72] 
ISBN 0-520-02626-8 14.25 

i. Lagarde, Paul Anton de, 1827-1891. 2. 
Langbehn, Julius, 1851-1907. 3. Moeller 
Van den Bruck, Arthur, 1876-1925. 4. 


Nationalism—Germany. 5. Nation 
Socialism. I. Title. 
Pbk. 3.95, ISBN 0-520-02643-8 
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*KELLING, Hans- Wilhelm. 943.086 
Deutsche Kulturgeschichte. New York, 


Holt, Rinehart and Winston, [1974]. xii, 
500 p. illus. 24 cm. [DD67] 72-90214 
ISBN 0-03-085508-X 9.95 


f.  Germany—History. 2. Germany— 
Civilization. I. Title. 
PROCKTOR, Richard. 943.086 


Nazt Germany; The origins and collaspe of 
the Third Reich New York, Hol? Rigehart 
& Winston [1974 ci970] 153 p. illus. 
maps, ports. 24 cm. Bibliography: p. 146- 
147. [DD256.5P78} 72-76574 ISBN 0-03- 
089479-4 6.95 
i. Germany—Politics and government— 
1933-1945. I. Title. 
BIRD, Eugene K., e 943.086°092’4 B 
1926- 
Prisoner 7, Rudolf Hess : the thirty years 
in jail of Hitler’s deputy Fuhrer / by 
Eugene K. Bird. New York : Viking Press, 
1974. viii, 270 p : il ; 24 cm. 
[DD247.H37B57 1974] 73- 19479 ISBN 0- 
670-57831-2 : 10.00 
1. Hess, Rudolf, 1894- I. Title. 


FARAGO, Ladislas. 943.086°09274 B 
Aftermath : Martin Bormann and the 
Fourth Reich / by Ladislas Farago. New 
York : Simon and Schuster, [1974] 479 p., 
[i6] leaves of plates : il. 25 cm. 
Bibliography: p. 451-463. [DD247. B65F37] 
73-22782 ISBN 0-671-21676-7 : 10.95 

1. Bormann, Martin, 1900- I. Title. 


*MCCLELLAND, Charles E. 943.087 
Postwar German culture; an anthology. 
Edited by Charles E. McClelland and 
Steven P. Scher. New York, E. P. Dutton, 
1974 xvi, 444 p. illus. 21 cm. Bibliography: 
p. [439]-444, [DD61] ISBN 0-525-47365-3 
6.95 (pbk.) 

I. Germany—Social life and customs. 2. 
Germany (Democratic Republic, 1949-)— 
History. 3. Germany (Federal Republic, 
1949-)—History.. I. Scher, Steven P., joint 
author. IT. Title. 


*BYRNS, John H. 944 
The antique traveler’s France, by John H. 
Byrns. [New York, Branwood Press, 1974] 
129 p. illus. 21 em. [G155.A48] 3.95 
(pbk.) 

1. France—Description and travel. 2 
Collectors and collecting. I. Title. 
Distributed by Hastings House, N.Y. 


SCOTT, Walter 944.0260924 B 
Sidney, 1900- 

Jeanne d’Arc, by W. S. Scott. New York, 

Barnes & Noble”. Books [1974] 239 p. illus. 

23 cm. Includes bibliographical references. 

[DC103.S38 1974b] 73-22542 ISBN 0-06- 

496136-2 13.75 

I. Jeanne d’Arc, Saint, 1412-1431. 


MALLET du Pan, Jacques, 944.04 
1749-1800. 
Considerations on the nature of the French 
Revolution; and on the causes which 
prolong its duration. With a new introd. 
and notes on the 1793 translation by Paul 
H. Beik. New York, H. Fertig, 1974. p. 
cm. Reprint of the 1793 ed. printed for J. 
Owen, London. Includes bibliographical 
TE [DC150.M2513 1974] 74-13491 
a 0 


1. France—History—Revolution, 1789- 

1799—Causes and character. I. Title. 

Prepared from C.I.P. 

MOUNIER, Jean Joseph, 944.04 
1758-1806. 

On the influence attributed to 

philosophers, free-masons, and to the 


illuminati, on the revolution of France. A 
facsimile reproduction with an introd. by 
Theodore A. Di Padova. [Translated from 
the manuscript, and corrected under the 
inspection of the author,, by J. Walker} 
[Delmar, N.Y.] Scholars’ Facsimiles & 
Reprints [1974] p. cm. Translation of De 
L'influence attribuee aux philosophes, aux 
francs-macons et aux illumines, sur la 
revolution de la France. Original t.p. has 
imprint: London, Printed by W. and C. 
Spilsbury, Snow-hill. Sold by J. Wallis, 
Paternoster-row; and all other booksellers 
n town and country, 1801. [DC138.M613] 
74-13148 ISBN 0-8201-1135-X 15.00 

i. Barruel, Augustin de, 1741-1820. 
Memoires pour servir a histoire. du 
jacobinisme. 2 France—History— 
Revolution, 1789-1799—Causes and 
character. 3. Secret societies. I. Title. 
Prepared from C.I.P. 
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I. France--History—Revolution, 1789- 
1799. 2. France—History——Consulate and 
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ROSE, R. B. 944.04'092'4 B 
Gracchus Babeuf [by] R. B. Rose. La Salle, 
Ii, Open Court [1974] p. "A SPN 
Press book.” Bibliography: 
[DC187.8.R67] 74-11199 ISBN. 0912058. 
50-0 14.95 

i- Babeuf Francois Noel, 1760-1797. L 
Title. 

Prepared from C.I.P. 


AULARD, Francois Victor 944.05 
Alphonse, 1849-1928, ed. 
Paris sous le premier Empire; recueil de 
documents pour Phistoire de l’esprit public 
a Paris. Paris, L. Cerf, 1912-23. [New 
York, AMS Press, 1974] p. cm. Original 
ed. issued in series: Collection de 
documents relatifs a Vhistoire de Paris 
pendant la Revolution francaise et l'epoque 
contemporaine. [DC731.A9 1974] 74- 
i ISBN 0-404-52576-8 127.50 (3 
vols. 
1. Paris—History—Sources. 2. Paris—— 
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1815—Sources. L Title. IL Series: 
Collection de documents relatifs a Phistoire 
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Prepared from C.I.P. Contents omitted. 
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vol. Il.) Bibliography: 217 
([DC203.C45] 73- 15721 “isen” ` 0-8415- 
0254-4 12.50 


I. Napoleon I Emperor of the French, 
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The last years of Napoleon: his captivity 
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Greenwood Press [1974, c1959] p. cm. 
Reprint of the ed. published by Harcourt, 
Brace, New York. Bibliography: p. 
[DC211.K6 1974] 74-12578 ISBN 0-8371- 
7725-1 20.75 (lib. bdg.) 
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1814, 2. Napoleon lI, Emperor of the 
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v. 15, no. 2 of University of Illinois studies 
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as the author’s thesis, University of Illinois, 
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AMANN, Peter, 1927- 944.06°3 
Revolution and mass democracy; the Paris 
club movement in 1848 [by] Peter H. 


Amann. Princeton, N.J., Princeton 
University Press [1974] p. cm. 
Bibliography: p. [DC270.A55] 74-2959 


. ISBN 0-691-05223-9 14.50 


1. France—History—February Revolution, 
1848. 2. Political clubs. I. Title. 
Prepared from C.I.P. 


BEZUCHA, Robert J. 944.0673 
The Lyon uprising of 1834 : social and 
political conflict in the early July 


monarchy / Robert J. Bezucha. Cambridge, 
Mass. : Harvard University Press, 1974. 
xv, 271 p. : ill. ; 24 cm. (Harvard studies 
in urban history) Based on the author’s 
thesis, University of Michigan, 1968. 
Includes index. Bibliography: p. 251-267. 
(DC733.B45 1974] 74-75780 ISBN 0-674- 
53965-6 : 12.50 

1. France—History—Insurrection in Lyons, 
1834. I. Title. II. Series. 


BROGAN, Denis William, 944.081 
Sir, 1900-1974. 
France under the republic; the 


development of modern France (1870- 
1939) Westport, Conn., Greenwood Press 
[1974] p. cm. Published in England under 
title: The development of modern France. 
Reprint of the 1940 ed. published by 
Harper, New York. [DC335.B75 1974] 74- 
11934 ISBN 0-8371-7718-9 33.50 

1. France—History--Third Republic, 1870- 


1940. 2. France—Politics and 
government-—1870-1940. I. Title. 

Prepared from C.I.P. 

*SCHULKIND, Eugene. 944.081 


The Paris commune of 1871, a view from 
the left. Edited and introduced by Eugene 
Schulkind. New York, Grove Press [1974] 
308 p 2i cm. (Evergreen, E-632) 
(Writings of the left.) [DC316] 73-21020 
ISBN 0-394-17871-8 

l. Paris—History—Commune, 1871. T. 
Title. 

Distributed by Random House for 4.95 
(pbk.). 


*MCNEILL, Wiliam H. 945. 
Venice, the hinge of Europe, 1081-1797, 
[by] Wiliam H. McNeill. Chicago, 
Eien! of Chicago Press [1974] xvii, 
334 p. maps (on lining papers) 23 cm. 
[DG676.3] 73-84192 ISBN 0-226-56148-8 
10.75 

1. Venice—History. I. Title. 


*BRENTANO, Robert. 945.04 
Rome before Avignon; a social history of 
thirteenth-century Rome. New Yosk, Basic 
Books, [1974]. xiv, 340 p. illus. 25 cm. 


162¢ 


[DG61] 75-75306 ISBN 0-465-07125-2 
15.00 
i. Rome—History. I. Title. 


BOWSKY, William M. 945’.05 
Henry VII in Italy; the conflict of empire 
and city-state, 1310-1313 [by] William M. 
Bowsky. Westport, Conn., Greenwood 
Press [1974, c1960] p. cm. Reprint of the 
ed. published by University of Nebraska 
Press, Lincoln. Bibliography: p. [DG535.B6 
1974] 74-10014 ISBN 0-8371-7656-5 15.50 
i. Heinrich VI, Emperor of Germany, 
12697-1313. 2. Italy—History—1268-1492. 
L Title. 

Prepared from C.I.P. 


ROWDON, Maurice. 945.51'05'0924 B 
Lorenzo the Magnificent / Maurice 
Rowdon. Chicago : H. Regnery Co., 1974. 
237 p. : ill. ; 26 cm. Includes index. 
Bibliography: p. 225. [DG737.9.R76 
1974b] 73-15043 ISBN 0-8092-1146-7 : 
14.95 

1. Medici, Lorenzo de’, il Magnifico, 1449- 
1492. 2. Florence—History—1421-1737. T. 
Tide. 


ROWDON, Maurice. 946’.04 
The Spanish terror : Spanish imperialism in 
the sixteenth century / Maurice Rowdon. 
New York : St. Martin’s Press, 1974. 335 
P., [6] leaves of plates : ill. ; 23 cm. 
Includes index. Bibliography: p. 317-318. 
[DP162.R68 1974] 74-77122 10.00 
1. Spain—History—Ferdinand and Isabella, 
1479-1516. 2. Spain—History—Charles I, 
1516-1556. 3. Spain—History—Philip II, 
1556-1598. I. Title. 
GRIERSON; Edward, 946’.04°0924 B 
14- 
King of two worlds : Philip II of Spain / 
Edward Grierson. New York : Putnam, 
[1974] 240 p. : ill. (some col.) ; 26 cm. 
Includes index. Bibliography: p. 233-234. 
[DP178.G74] 74-78401 ISBN 0-399- 
11384-3 : 12.95 
L : pele Wf, King of Spain, 1527-1598. I. 
itle. 


MORROW, Felix. 946.081 
Revolution & counter-revalution in Spain, 


including The civil war in Spain / Felix ' 


Morrow. 2d expanded ed. New York : 
Pathfinder Press, 1974. ix, 262 p. ; 22 cm. 
”The original types of both the book and 
the pamphlet have been reproduced in this 
edition; only minor changes have been 
made, such as renumbering the pages. A 
brief epilogue about the conclusion of the 
Civil War, a chronology, a glossary, and an 
index have also been added.” Includes 
bibliographical references and index. 
[DP269.M617 1974] 74-80372 ISBN 0- 
87348-401-0 : 10.00. ISBN 0-87348-402-9 
pbk. : 2.95 

1. Spain—History—Civil War, 1936-1939. 
2. Spain—Politics and government—1931- 
1939. I. Morrow, Felix. The civil war in 
Spain. 1974. If. Title: Revolution & 
counter-revolution in Spain. 


SPERBER, Murray A., comp. 946.081 
And I remember Spain; a Spanish Civil 
War anthology, edited by Murray A. 
Sperber. New York, Collier Books [1974] 
xxvi, 337 p. 21 cm. Bibliography: p. [335]- 
337. [DP269.9.868 1974b] 74-2644 3.95 

1. Spain—History—Civil War, 1936- 
1939—Personal narratives. 2. Spain— 
History—Civil War, 1936-1939— 
Addresses, essays, lectures. I. Title. 


ESSAYS in honour of E. 947.008 
H. Carr, edited by C. Abramsky, assisted 
by Beryl J. Williams. [Hamden, Conn.] 
Archon Books, 1974. 1974. p. 


AMERICAN BOOK PUBLISHING RECORD’ 


Bibliography: p. [DK246.E85 1974] 74- 
3384 ISBN 0-208-01451-9 15.00 

i. Carr, Edward Hallett, 1892- — 
Addresses, essays, lectures. 2. Russia— 
History—z0th century—Addresses, essays, 
lectures. 3. Russia—History—19th 
century—Addresses, essays, lectures. I. 
Abramsky, Chimen, 1916- ed. II. Williams, 
Beryl J. HI. Carr, Edward Hallett, 1892- 
Prepared from C.I.P. 


SILFEN, Paul Harrison, 
1936- 

The influence of the Mongols on Russia : a 
dimensional history / Paul Harrison Silfen. 
lst ed. Hizksville, N.Y. : Exposition Press, 
[1974] vii, 120 p. ; 21 cm. (An Exposition- 
university book) Includes index. 
Bibliography: p. 114-116. [DK90.S55] 74- 
76040 ISEN 0-682-47969-1 : 7.00 

L Russia—History-—1237-1480. Z. 
Mongols in Rusa. 3. Russia— 
Civilizatian—Mongol influences. I. Title. 


CARR, Edward Hallett, 947.084 s 
1892- 


947°.03 


Foundations of a planned economy, 1926- 
1929 / Edward Hallett Carr and R. W. 
Davies. Harmondsworth, Eng. : Pénguin 
Books, 1974- ,c1969- v. ; 18 cm. (Pelican 
books ; 41768) (His A history of Soviet 
Russia ; [4]) Includes bibliographical 
references and index. [DK266.C264 vol. 4] 
[HC335.4] 330.9°47°0842 74-185520 ISBN 
0-14-021768-1 pbk. : 10.75 

1. Russia—Economic conditions—1918- 
1945. 2. Russia—Economic policy-—1917- 
1928. I. Davies, Robert William, joint 
author. Ii. Title. III. Series. 

Distributed by Peguin, Baltimore, Md.. 


*KUUSINEN, Aino. 947.084 
The rings of destiny; inside Soviet Russia 
from Lenin to Brezhnev. Foreword by 
Wolfgang Leonard. Preface by John H. 
Hodgson. Translated from the German by 
Paul Stevenson. New York, Morrow 1974. 
255 p. 22 cm. Translation of Der Gott 
Sturzt Seine Engel. Includes bibliographical 
notes. [DK266] 74-9135 ISBN 0-688- 
00306-0 7.95 

1. Russia—History. I. Stevenson, Paul, tr. 
H. Title. 


HAUPT, Georges, 
comp. 

Makers of the Russian revolution 
biographies of Bolshevik leaders / Georges 
Haupt and Jean-Jacques Marie ; translated 
from the Russian by C. I. P. Ferdinand ; 
commentaries translated from*the French 
by D. M. Bellos. Ithaca, N.Y. : Cornell 
University Press, 1974. 452 p. ; 23 cm. 
Translation of Les Bolcheviks par eux- 
memes. Includes bibliographical references 
and index. [HX313.H3613] 73-20814 
ISBN 0-8014-0809-1 : 15.00 

i. Communists—Russia. I Marie, Jean 
Jacques, joint comp. IL. Title. 


LUKOMSKI, Aleksandr 
Sargeevich. 
Memoirs of the Russian revolution / by 
General Loukomsky ; translated by Mrs. 
Vitali. Westport, Conn. : Hyperion Press, 
1974. p. cm. Translation of Vospominaniia 
generala A. S. Lukomskago. Reprint of the 
1922 ed. published by T. F. Unwin, 
London. [DK265.7.L8413 1974] 74-10078 
ISBN 0-88355-186-1 : 16.00 
i. Russia—History—Revolution, 1917- 
1921—Personal narratives, 2. European 
War, i914-1918—Russia. 3. Lukomskii, 
Aleksandr Sergeevich. I. Title. 
Prepared from C.LP. 
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*GILES, Herbert A. 950.03 
A glossary of reference on subjects 


` "DECEMBER 31,1974 


` connected with the Far East, [by] Herbert 
A. Giles. 3rd ed. Totowa, N.J. Rowman & 
Littlefield [1974] 328 p. 23 cm. [DS504] 
ISBN 0-87471-510-5 12.75 

i. East (Far East)—Encyclopedias and 
dictionaries. I. Title. 


CAMERON, Meribeth 
Elliott, 1905- 
The reform movement in China, 1898- 
1912, by Meribeth E. Cameron. Stanford 
University, Calif, Stanford University 
„Press, 1931. [New York, AMS Press, 
1974] Reprint of the ed. issued as v. 3, no. 
1 of Stanford University publications. 
University series. History, economics, and 
political science. Originally presented as 
the author’S thesis, Stanford University, 
1928. Bibliography: p. [DS764.C35 1974] 
78-161506 ISBN 0-404-50959-2 16.00 
i. Tz‘u-hsi, Empress dowager of China, 
1835-1908. 2. China—History—Reform 
movement, 1898. I. Title. H. Series: 
Stanford studies in history, economics, and 
political science, v. 3, no. 1 
Prepared from C.I.P. 


WILLIAM, Maurice. 951.0410924 
Sun Yat-sen versus communism : new 
evidence establishing China’s right to the 
support of democratic nations / by 
Maurice William. Westport, Conn. : 
Hyperion Press, 1974. p. cm. Reprint of 
the 1932 ed. published by William & 


951.03 


Wilkins, Baltimore. Includes index. 
{DS777.W5 1974] 74-10104 ISBN 0- 
88355-169-1 : 14.50 


1l. Sun Yat-sen, 1866-1925. 2. William, 
Maurice. The social interpretation of 
history. 3. Communism. I. Title. 

Prepared from C.I.P. 


CARLSON, Evans Fordyce, 
1896-1947, 
Twin stars of China : a behind-the-scenes 
story of China’s valiant struggle for 
existence by a U.S. Marine who lived & 
moved with the people / by Evans 
Fordyce Carlson ; illustrated from photos. 
taken by the author. Westport, Conn. : 
Hyperion Press, 1974. p: cm. Reprint of 
the 1940 ed. published by Dodd, Mead, 
New York. [DS777.53.C3 1974] 74- 10098 
ISBN 0-88355-163-2 : 21.00 
1. China—History—1937-1945. I. Title. 
Prepared from C.I.P. 


° 
COLLIER, John. 951.05 
China’s socialist revolution [by] John and 
Elsie Colli¢r. New York, Monthly Review 
Press [1974] p. cm. Bibliography: p. 
[DS777.55.C6 1974] 74-7782 ISBN 0- 
85345-336-5 8.95 
1. China—Politics and government—1949- 
L Collier, Elsie, joint author. If. Title. 
Prepared from C.I.P. 
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YOUN G, Arthur Morgan, 952.0373 
Imperial Japan, 1926-1938, by Ae Morgan 
Young. Westport, Conn. Greenwood Press 
[1974] p. cm. Reprint of the 1938 ed. 
published by W. Morrow, New York. 
[DS888.5.Y7 1974] 73-17627 ISBN 0- 
8371-7255-1 15.25 

1. Japan—History—1912-1945. 2. Japan— 
Foreign relations—1912-1945. 3. Japanese 
‘in’ Manchuria. 4. Manchuria —History. pA 
Title. 

Prepared from C.I.P. 


MALLESON, George Bruce, 
1825-1898. 

The decisive battles of India, from 1746 to 

1849 inclusive. With an introd. by J. P. 

Guha. New Delhi, Associated Pub. House 

[1974, c1973] xxxiii, 387 p. 22 cm. 


954.0371 


(Associated reprint, 4) [DS442.5.M25 
1973] 74-182311 ISBN 0-336-00400-1 

1. India—RHistory, Military. 2. Battles— 
India. I. Title. 

Distributed by International 
Book Service; 12.00. 


*BARRIER, N. Gerald. 954.035 
Banned; controversial literature and 
political control in British India. 1907-1947 

N. Gerald Barrier. Columbia, 
University of Missouri Press, [1974]. xii, 
324 p. 25 cm. Bibliograpky: p. 298-309. 
[D5479] 73-92241 ISBN 0-8262-0159-8 


L ndia History. T. Title. 


*KEETON, Charles Lee 954.03591 
King The baw and the ecological rape of 
Burma; the political and commercial 
struggle between British India and French 
Indo-China in Burma 1878-1886. Foreward 
by John F. Cady. Delhi, Manohar Book 
Service 1974 xii, 436 p. 23 cm. 

Bibliography: 403- di7 [DS485.B89] ISBN 
0-88386-454-1 

i. Burma—RHistory. I. Title. 

Available from South Asiz Books, P. O. 
Box 502, Columbia, Mo. 65201 for 16.50 


OSBORNE, William 954’.5°0310924 
Godolphin, Lord, 1804-1888. 

The court and camp of Runjeet Sing, by 
W. G. Osborne. With an introd. by 
Khushwant Singh. Karachi, Oxford 
University Press, 1973, [i.c.1974] xxx, 236 
p. illus. 23 cm. (Oxford in Asia historical 
reprints) Includes a reproduction of the t.p. 
of the original ed.: The court and camp of 
Runjeet Sing; with an introductory sketch 
of the origin and rise of the Sikh State, by 
W. G. Osborne. London, Henry Colburn, 
1840. [DS475.2.R208 1973] 73-930576 

1. Ranjit Singh, Maharaja of the Panjab, 
1780-1839. 2. Sikhs—History. I. Title. 
Distributed by Oxford University Press, 
New York; 10.00; ISBN 0-19-577126-5. 


*HABE, Hans, 1911- 956.045694 
Proud Zion. Translated by Anthony Vivis. 
New York, Bobbs-Merrill [1974, c1973] 
287 p. 22 cm. Published in Great Britain 
under title: In King David’s footsteps. 
[D31263] -73-11805 ISBN 0-672-51917-8 
1. Israel—Social life and customs. I. Title. 


SMITH, Gary V., comp. 956.94001 
Zionism; the dream and the reality; a 
Jewish critique; edited by Gary V. Smith. 
Newton Abbot, [Eng.] David & Charles; 
New York, Barnes & Noble Books [1974] 
325 p. 23 cm. Bibliography: p. 312-313. 
[DS149.8597 1974] 74-183333 ISBN 0-06- 
496374-8 (Barnes & Noble) 12.50 

l. Zionism—Controversial literature— 
Addresses, essays, lectures. T. Title. 


RICKLEFS, M. C. 
Jogjakarta under Sultan Mangkubumi, 
1749-1792 : a history of the division of 
Java / by M. C. Ricklefs. London ; New 
York : Oxford University Press, 1974. xxv, 
463 p. : maps ; 23 cm. (London oriental 
“ear v. 30) Includes index. Bibliography: 
p. [434]-446. [DS646.29.Y63R52] 74- 
186963 ISBN 0-19-713578-1 : 29.00 
1. Hamengku Buwono 4 Sultan of 
Yogyakarta, ca. 1712-1792. 2. Yogyakarta, 
Indonesia—History. 3. Java—History. L 
Title. II. Series. 


HARRISON, 959.9'035°0924 B 
Francis Burton, 1873-1957. 

Origins of the Philippine Republic 

extracts from the diaries and records of 

Francis Burton Harrison / by Francis 

Burton Harrison ; edited and annotated by 


Scholarly 
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Michael P. Onorato. Ithaca, N.Y. 
Southeast Asia Program, Dept. of Asian 
Studies, Cornell University, [1974] x, 258 
P- ; 28 cm. (Data paper - Southeast Asia 
Program, Cornell University ; no. 95) 
Includes bibliographical references and 
index. [DS686.2.H37A33 1974],74-186457 
ISBN 0-87727-095-3 : 6.50. 

1. Harrison, Francis Burton, 1873-1957. 2. 
Philippine Islands—Politics and 
government-—1935-1946. I Onorato, 
Michael Paul, 1934- ed. II. Title. IL. 
Series: Cornell University. Southeast? Asia 
Program. Data Paper ; né. 95. 


*HALLETT, Robin 960 
Africa since 1875 a modern history. Ann 
Arbor Univ of Michigan Pr. [1974] xi, 807 
p. 24 cm. Bibliography: p. 775-807. 
{DT20] 72-91505 ISBN 0-472-07170-X 
15.00 

i. Africa—History. I. Title. 


FISHER, Godfrey, Sir, 
1885- 

Barbary legend; war, trade, and piracy in 
North Africa, 1415-1830. Westport, Conn., 
Greenwood Press [1974, cl957] p. cm. 
Reprint of the ed. published by Clarendone 
Press, Oxford. Bibliography: p. [DT201.F5 
1974] 74-9166 ISBN 0-8371-7617-4 17.50 
1. Africa, North—-History—1517-1882. 2. 
Great Britain—Foreign relations—Africa, 
North. 3. Africa, North-—Foreign 
relations—Great Britain. 4. Pirates. I. Title. 
Prepared from C.I.P. 


COFFEY, Thomas M. 963’.056 
Lion by the tail : the story of the Italian- 
Ethiopian War / by Thomas M. Coffey. 
Aay York : Viking Press, 1974. xiii, 369 
[4 leaves of plates : il. ; 24 cm. 
Tncludes index. Bibliography: p. 352-360. 
[DT387.8.C6 1974] 73-16827 ISBN 0-670- 
42965-1 : 12.50 
L Italo-Ethiopian War, 1935-1936. I. Title. 


961.02 


MELADY, Thomas 967.57204 
Patrick. 
Burundi : the tragic years / Thomas 


Patrick Melady. Maryknoll, N.Y. : Orbis 
Books, [1974] xviii, 110 p. : ill. . 23 em. 
[DT449.B88M44] 73-89357 ISBN 0- 
88344-045-8 : 4.95 

1. Burundi—Massacre, 1972. I. Title. 


*DICKASON, G. B. 968.04 
Trish settlers to the cape; history of the 
Clanwilliam 1820 settlers from Cork 
Harbour, by G. B. Dickason. Cape Town, 
A. A. Balkema 1973 [xi], 113 p. illus. 26 
em. (South African biographical and 
historical series.) Bibliography: p. 106. 
{[DT773] ISBN 0-86961-036-8 

1. South Africa—History. I. Title. 
Distributed by Lawrence Verry, Conn., for 
19.00 


*FISCHER, LeRoy H. comp. 970.1 
The civil war era in Indian territory, edited 
with an introduction by LeRoy H. Fischer. 
Los Angeles, Lorrin L. Morrison, [1974]. 
xii, 175 p., illus., ports 26 cm. [E81] 73- 
93258 4.25 (pbk.) 

1. Indians of North America—History. I. 
Title. 


GIBSON, Michael. 970.1 
The American Indian; from colonial times 
to the present. London, Wayland; New 
York, G. P. Putnam’s Sons, 1974. 128 p. 
illus., maps, plan, ports. 23 cm. (The 
Documentary history series) Includes 
index. Bibliography: p. 123. [E77.G45 
1974} 73-87577 ISBN 0-399-11292-8 (G. 
P. Putnam’s Sons) 5.95 

1. Indians of North America. £ Title. 
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*MANUEL, George. 970.197. 
The fourth world an Indian reality’ [by] 
George Manuel and Michael Posluns. 
Foreword by Vine Deloria, Jr. New York, 
Free Press, 1974. xvi, 278 p. illus. 23 cm. 
Includes bibliographical references. 
[E98.C9] 73-8040 7.95 

1. Indians of North America—RHistory. I. 
Posluns, Michael, joint author. IL. Title. 


BRILL, Charles. 970.3 
Indian and free : a contemporary portrait 
of life on a Chippewa reservation / text 
and photos. by Charles Brill. Minneapolis : 
University of Minnesota Press, [1974] 143 
p. : ill. ; 29 cm. [E99.C6B74] 73-91450 
ISBN 0-8166-0710-9 : 9.75 

1. Chippewa Indians. 2. Red Lake Indian 
Reservation, Minn. I. Title. 


CAPTIVITY tales. 970.3 
New York, Arno Press, 1974. p. cm. 
(Popular culture in America) Reprint of 
Indian atrocities: narratives of the perils 
and sufferings of Dr. Knight and John 
Slover among the Indians during the 
Revolutionary War, with short memoirs of 
Col. Crawford and John Slover, and a 
letter from H. Brackinridge on the rights of 
the Indians, etc., by H. H. Brackinridge, 
first published in 1867 in Cincinnati; of 
Miss Coleson’s narrative of her captivity 
among the Sioux Indians: an interesting 
and remarkable account of the terrible 
sufferings and providential escape of Miss 
Ann Coleson, a victim of the late Indian 
outrages in Minnesota, by A. Coleson, first 
published in 1864 by Barclay, Philadelphia; 
of The dangers and sufferings of Robert 
Eastburn, and his deliverance from Indian 
€aptivity, with introd. and notes by John 
R. Spears, by R. Eastburn, first published 
in 1904 by Burrows Bros. Co., Cleveland; 
and of A narrative of the wonderful escape 
and dreadful sufferings of Colonel James 
Paul, after the defeat of Col. Crawford, 
when that unfortunate commander, and 
many of his men, were inhumanly burnt at 
the stake, and others were slaughtered by 
other modes of torture known only to 
savages, by J. Paul, first printed in 1869 by 
Spiller, Cincinnati. [E85.C26 1974] 74- 
15729 ISBN 0-405-06365-2 13.00 

1. Indians of North America—Captivities. 
I Title. If, Series. 

Prepared from C.I.P. 


CASSEL, Jonathon F. 970.3 
Laecandon adventure: last of the Mayas, by 
Jonathon F. Cassel. Line drawings and 
photos. by Jonathon F. Cassel, Jr. San 
Antonio, Naylor Co. [1974] xiv, 219 p. 
illus. 22 cm. [F1221.L2C37}] 74-18403 
ISBN 0-8111-0557-1 8.95 $ 

I. Lacandon Indians. I. Title. 


KNOOP, Faith Yingling. 970.3 B 
Sitting Bull. Minneapolis, Dillon Press 
[1974] p cm. A biography of the 
medicine man, artist, singer, storyteller, 
and warrior who was the only man ever to 
be chief of all the Plains Sioux. 
[E99.D1K58] 92 74-12015 ISBN 0-87518- 
065-5 4.95 

d. Sitting Bull, Dakota chief, 1831-1890— 
Juvenile literature. I Title. 

Prepared from C.I.P. 


SAUTER, John. 970.3 
Tillamook Indians of the Oregon coast / 
by John Sauter, and Bruce Johnson. Ist ed. 
Portland, Or. : Binfords & Mort, 1974. ix, 
196 p. : iL, maps ; 23 cm. Includes index. 
[E99.T53S28] 73-89238 ISBN 0-8323- 
0212-0 : 6.95 

d. Tillamook Indians. I. Johnson,» Bruce, 
joint author. IT, Title. 


‘ 
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CROWE, Keith J. 970.41 
A history of the original peoples of 
northern Canada [by] Keith J. Crowe. 
Montreal, McGill-Queen’s University Press 
[for the] Arctic Institute of North 
America, 1974. 226 p. illus. 23 cm. "A 
technical report from the Man in the 
North Project” Bibliography: p. [220]-226. 
{E78.C2C76] 74-178276 ISBN 0-7735- 
0220-3 4.00 (pbk.) 

1. Indians of North America—~Canada, 
Northern. 2. Eskimos—-Canada. I. Arctic 
Institute of North America. I. Title. 
Distributed by McGill Queens University 
Press, N.Y. 


ADAIR, James, ca.1709- 
“ca. 1783. 

Adair’s History of the American Indians / 
edited under the auspices of the National 
Society of the Colonial Dames of America, 
in Tennessee, by Samuel Cole Williams. 
New York : Promontory Press, [1974?] 
xxxviii, 508 p. : map (on lining paper) ; 24 
cm. Reprint of the 1930 ed. published by 


970.45 


Watauga Press, Johnson City, Tenn. 
Originally published in 1775. Includes 
bibliographical references and index. 


[E78.S65A65 1974] 73-78937 15.00 

1. Indians of North America—Southern 
States. 2. Indians—Origin. I. Williams, 
Samuel Cole, 1864-1947, ed. If. Title. TII. 
Title: History of the American Indians. 


ASPECTS of Upper Great 970.4°7 
Lakes anthropology: papers in honor of 
Lloyd A. Wilford. Edited by Elden 
Johnson. St. Paul, Minnesota Historical 
Society, 1974. p. cm. (Publications of the 
Minnesota Historical Society. Minnesota 
prehistoric archaeology series, no. 11) 
[E78.G7A86] '74-17003, ISBN 0-87351- 
087-9 9.50 (pbk.) 

1. Wilford, Lloyd Alden, 1893- 2. Indians 
of North America—Great Lakes region— 
Antiquities—Addresses, essays, lectures. 3. 
Great Lakes region—Antiquities— 
Addresses, . essays, lectures. I. Wilford, 
Lloyd Alden, 1893- II. Johnson, Elden, ed. 
III. Series: Minnesota Historical Society. 
Publications. [V. Series: Minnesota 
prehistoric archaeology series, no. 11. 
Prepared from C.I.P. i 
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Gallagher. New York : Putnam, [1974] 269 
p., [8] leaves of plates : ill. ; 22 cm. 
Includes index. [E99.E7E283 1974] 73- 
87189 ISBN 0-399-11256-1 : 7.95 

1. Edwardsen, Charles, 1943- 2. Eskimos— 
Alaska. 3. Eskimos—Government relations. 
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ARTHUR, Eric Ross. 971.30713541 
Toronto, no mean city [by] Eric Arthur. 
[Toronto], University of Toronto Press 
(1974, ¢1964]. xvii, 280 p. illus. 29 cm. 
Bibliography: p. 269-271. [NA747.T6A86] 
ISBN 0-8020-2139-5. 25.00 

1. Architecture—Toronto—RHistory. 2. 
Toronto—History. I. Title. 


L.C. card number for original ed.: 65- 
3814. 3 
*JONES, Oakah L., Jr., comp. 972 


The Spanish borderlands; a first reader, 
edited with an introduction and continuity 
by Oakah L. Jones, Jr., and a foreword by 
Donald C. Cutter. Los Angeles, Lorrin L. 
Morrison, [1974] xiv, 262 p. illus. 26 cm. 
Bibliography: p. 242-247. [F1249] 73- 
93258 10.00; 5.50 (pbk.) 

i. Mexico—History. I. Title. 


` AMERICAN BOOK PUBLISHING RECORD 
TOPON Richard Abraham, 972.06 
The Mexican revolution of Ayutla, 1854- 

1855; an analysis of the evolution and 
destruction of Santa Anna's last 
dictatorship [by] Richard A. Johnson 
Westport, Conn., Greenwood Press [1974] 
p. cm. Originally presented as the author’s 
thesis, University of Texas, 1938. Reprint 
of the 1939 ed. published by Augustana 
College Library, Rock Island, Il., which 
was issued as no. 17 of Augustana Library 
publications. Bibliography: p. [F1232.5.J65 - 
1974] 74-3730 ISBN 0-8371-7459-7 9.25 
i. Santa Anna, Antonio Lopez de, Pres. 
Mexico, 1794?-1876. 2. Mexico—History— 
1821-1861. 3. Ayutla, Plan of. I. Title. I. 
Series: Augustana College, Ro&k Island, Ill. 
Denkmanr Memorial Library. Augustana 
Library publications, no. 17. 
Prepared from C.I.P. 


*WARBURTON, Frederick R. 973 
The golden fleece, [by] Frederick R. 
Warburton. New York, Vantage Press, 
[1974}. 329 p. illus. 22 cm. [E178] ISBN 
0-533-00712-7 5.95 

1. United States—History. I. Title. , 


NEWTON, Richard F. 973.07 
The newspaper in the American history. 
classroom [by] Richard F. Newton and 
Peter F. Sprague. Reston, Va., American 
Newspaper Publishers Association 
Foundation [1974] 47 p. illus. 28 cm. 
Bibliography: p. 47. [E175.8.N47] 74- 
11354 1.75 (pbk.) 

I. United States—History—Study and 
teaching. 2. Newspapers in education. I. 
Sprague, Peter F., joint author. IT. Title. 
Publisher’s address: 11600 Sunrise Valley 
Drive, Reston, Va. 22070. 


RUSSO, David J. 973.072 
Families and communities: a new view of 
American history [by] David J. Russo. 
Nashville, American Association for State 
and Local History, 1974. p. cm. 
Bibliography: p. [E175.R87] 74-11389 
ISBN 0-910050-11-2 10.95 

1. United States—Historiography. 2. Local 
history. I. Title. 

Prepared from C.LP. 


BARZMAN, Sol. 973’.0992 B 
Madmen and geniuses : the vice-presidents 
of the United States / Sol Barzman. 
Chicago : Follett, [1974] xi, 335 p.e ports. 
; 24 cm. Includes-index. Bibliography: p. 
313-326. [E176.B28] 74-78583 ISBN 0- 
695-80487-1 : 8.95 


I. Vice-Presidents—United States— 
Biography. I. Title. 
JOHNSON, Adrian Miles, > 973.1 


1932- 

America explored : a cartographical history 
of the exploration of North America / 
Adrian Johnson. New York : Viking Press, 
1974. 252 p. : ill. (some col.) ; 36 cm. (A 
Studio Sook) Includes index. [E101.J7 
1974] 74-6146 ISBN 0-670-11670-X 
25.00 

1. America—Discovery and exploration. 2. 


America—Discovery and  exploration— 
Maps. £. Title. ; 

FOLSOM, Franklin, 1907- 973.2 
Give me liberty; America’s colonial 


heritage. Chicage, Rand McNally [1974] 
p. cm. Bibliography: A history of the 
American colonies from their founding to 
the adaption of the Declaration of 
Independence. [E188.F59] 74-16195 ISBN 
0-523-81353-4 19.95 t 

L United States—History—Colonial 
period, ca. 1600-1775. I. Title. 
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*MCGOVERN, James R., 
comp. 

Colonial Pensacola, edited by James R. 
McGovern. [Pensacola Pensacola-Escambia 
1974] 124 p. illus. 23 cm. (Pensacola 
series, vol. 1) [F317.E7] 72-83363 5.00; 
2.50 (pbk.) 

1. Florida—History—Colonial Period. I. 
Title. 


* ANDRESKI, Stanislav. 973.3 
Prospect of revolution in the U.S.A. New 
York, Harper [1974, c1973]. 116 p. 21 cm. 
(Harper Colophon books) [E211] ISBN 0- 
06-090291-4 1.95. (pbk.) 

1. United States—History—Revolution— 
Causes. I. Title. 


*BEILENSON, Peter Lowell, 
comp 

The spirit of ’76, edited by Peter Lowell 

Beilenson; illustrated by Jeff Hill. Mount 

Vernon, N.Y. Peter Pauper Press [1974] 

. 62 p. 20 cm. [E203] 1.95 

1. United States—History—Revolution. 2. 

Quotations. T. Title. 


*PEOPLES Bicentennial 
Commission. 
America’s birthday; a planning and activity 
guide for citizens’ participation during the 
bicentennial years. New York, Simon and 
Schuster [1974] 189 p. illus. 28 cm. 
[E285.3] 74-371 ISBN 0-671-21714-3 3.95 
(pbk.) 
l. United States, The Revolution, 1775- 
1783—Celebrations. I. Title. 
Cloth ed. 8.95; ISBN 0-671-21713-5 


JELLISON, Charles 973.3'092'4 B 
Albert. 
Ethan Allen; frontier rebel, [by] Charles A. 
Jellison. Taftsville, Vt., Countryman Press, 
1974 ©1969] vii, 360 p. map 23 cm. 
eprint of the ed. published by Syracuse 
University Press, New York. Includes 
bibliographical references. [[E207.A4J4 
(hey 74-14632 ISBN 0-914378-03-1 6.95 
1. Allen, Ethan, 1738-1789. I. Title. 
Distributed by Neale Watson Academic 
Pubs., 156 Fifth Ave: N.Y., N.Y. 10010. 


BUXBAUM, Melvin H. 973.3°2°0924 B 
Benjamin Franklin and the zealous 
Presbyterians [by] Melvin H. Buxbaum. 


973.275999 


973.3 


973.3 


University Park, Pennsylvania State 
- University Press 11975, i.e.1974] p. cm. 
Includes bibliographical references. 


[E302.6.F8B94] 74-14932 ISBN 0-271- 
01176-9 11.50. 

1. Franklin, Benjamin, 1706-1790. 2. 
Presbyterians in the United States. I. Title. 
Prepared from C.I.P. 


CARRINGTON, Henry Beebee, 
1824-1912. 
Battles of the American Revolution, 1775- 
1781, including Battle maps and charts of 
the American Revolution / by Henry B. 
Carrington. New York : Promontory Press, 
[19747] 712 p., 42 leaves of plates $ 41 
maps, port. ; 24 cm. Reprint of the 1877 
ed. published by A. S. Barnes, New York, 
with Battle maps and charts of the 
American Revolution, first published in 


973.3°3 


-1881 by Barnes, interspersed 
throughout the text. Includes 
bibliographical references and index. 


[E230.C322 1974b] 73-89252 ISBN 0- 
88394-007-8 : 20.00 
1l. United States—History—Revolution, 
1775-1783—Campaigns and battles. 2. 
United States—History—Revolution, 1775- 
1783—Maps. I. Title. 


KENNEDY, Benjamin, comp. _973.3°35 
Muskets, cannon balls & bombs; nine 


narratives of the siege of Savannah in 
1779. Ecited and translated by Benjamin 
Kennedy. Savannah, Beehive Press [1974] 
xv, 141 p 1 fold. map. 29 cm. 
Bibliography: p. 137-139. (E241. 526K46] 
73-92926 16.00 

1. Sayanrah—Siege, 1779. I. Title. 


'*SANDERLIN, George 973.4 
A hoop .o the barrel; the making of the 
American constitution. New York, 


Coward, McCann & Geoghegan [1974 
222 p. 22 cm. [E301.S4] 72-94139 ISBN 
0-698-30511-6 6.19 (lib. bdg.) 

i. U.S. History—Constitutional period, 
1789-1803 F. Title. 


PANCAKE, John S. 973.4°092’2 B 
Thomas s2fferson & Alexander Hamilton, 
by John S. Pancake. Woodbury, N.Y., 
Barron’s Educational Series [1974] viii, 521 
p. 19 em. (The Shapers of history) 
Bibliograpay: p. 487-504. Short biographies 
of two members of President Washington’s 
first cabinet emphasizing the contrast 


‘between Eamilton’s concern for the public 


interest end Jefferson’s for individual 
freedom. [PE332.P24] 920 74-750 ISBN 0- 
8120-0463-9 2.95 (pbk.) 

1. Jeffersen, Thomas, Pres. U.S., 1743- 
1826. 2. Hamilton, Alexander, 1757-1804. 
I. Title. 


*JEFFERSON, Thomas. 973.460924 B 
Thomas Jefferson A biography in his qwn 
words. [b-] Thomas Jefferson and the 
Editors of Newsweek Books. Introduction 
by Josepa L. Gardner. New 
ewsweek 1974 416 p. illus. 26 cm. (The 
Founding ~athers) [E332] 72-92143 ISBN 
0-06-011148-8 15.00 
1. Jefferson, Thomas, Pres. U.S., 1743- 
1826. I. Newsweek Books Editors. Il. 
Title. 
Distributed by Harper & Row. 


*MCGOVERN, James R., 
comp. 
Andrew Jazkson and Pensacola, edited by 
James F. McGovern. [Pensacola, 
Pensacola-Escambia Development 
Commissicr, 1974] 107 p. illus 23 cm. 
(Pensacola series, vol. 2.) [F317.E7] 73- 
90201 5.00: 2.50 pbk 
1. Jackson, Andrew, Pres. U.S., 1767-1845. 
2. Floridz—History—War of 1812 3. 
Florida—F-story—1783-1865. I. Title. 
Publisher’s address: 803 North Palafox 
Street Pensacola, Florida 32501 


DAVIS, Wiliam C., 973.6°8°0924 B 
1946- 

Breckinridgz „statesman, soldier, symbol / 
William C. Davis. Baton Rouge : Louisiana 
State University Press, [1974] xxii, 687 p., 
[7] leaves of plates : 18 ill, ; 24 cm. 
(Southern b-ography series) Includes index. 
Bibliography: p. 641-667. [E302.6.B84D38] 
73-77658 ISBN 0-8071-0068-4 : 17.50 

1. Breckinridge, John Cabell, 1821-1875. I. 
Title. IT. Sexes. 
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PARISH, Peter J. 973.7 
The American Civil War / Peter J. Parish. 
New York Holmes & Meier Publishers, 
1975, cl974. p. cm. Includes index. 
Bibliography p. [E468.P27] 74-84660 
ISBN 0-841%-0176-7 20.00 

1. United States—History—Civil War, 
1861-1865. . Title. 

Prepared from C.I.P. 


JACKSON, Samuel 
Trevena, 1869- 
Lincoln's use of the Bible / by S. Trevena 
Jackson. [Feicroft, Pa.] : Folcroft Library 
Editions, 1974, c1909. p. cm. Reprint of 
the ed. published by Eaton & Mains, New 
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York - 
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York. [E457.2.J14 1974] 74-26790 ISBN 


0-8414-5329-2 : 5.00 

i. Lincoln, Abraham, Pres. U.S., 1809- 
1865—-Literary art. 2. Lincoln, Abraham, 
Pres. U.S., 1809-1865—Religion. I. Title. 
Prepared from- C.I.P, 


SELBY, John Millin. 973.742 
The Stonewall Brigade; text by John Selby; 
color plates by Michael Roffe. [New York] 
, Hippocrene Books, [1974, c1971]. 40 p. 
illus. (part col.) 25 cm. (Men- ~at-arms 
series) [E581.4.88S4] 3.95 (pbk.) 

1. Confederate States of *Atmerica. Army. 
Stonewall Brigade. 2. U.S.—History—Civil 
Wer--Regimental, Aistories—Stonewaill 
Brigade. I. Title. 

L.C. card no. for original ed.: 77-854651. 


BREIHAN, Carl W., 1915- 973°.78 
Quantrill and his Civil War guerrillas / by 
Carl W. Breihan. New York : Promontory 
Press, [19742] c1959. 174 p. : ill. ; 21 cm. 
Originally published by Sage Books, 
Denver. [E470.45.B74 1974] 73-79822 
ISBN 0-88394-002-7 : 5.00 

1. Quantrili, William Clarke, 1837-1865. 2. 
United States—History—Civil War, 1861- 
1865—Guerrillas. I. Title. 


ANKENY, Henry Giese, 
1827-1906. 

Kiss Josey for me! Compiled and edited by 
Florence Marie Ankeny Cox. [lst ed.] 
Santa Ana, Calif., Friis-Pioneer Press, 
1974. 250 p. 23 cm. Letters written 1861- 
1865 from Henry Ankeny to his wife, 
Fostina, from the Civil War battlegrounds. 
[E601.A6 1974] 74-77541 10.00 

I. Ankeny, Henry Giese, 1827-1906. 2. 
Ankeny, Horatia Fostina, 1841-1928. 3. 
United States—History—Civil War, 1861- 
1865—Personal narratives. I. Ankeny, 
Horatia Fostina, 1841-1928. II. Title. 


FREEMAN, Benjamin H., 973.7°82 
1842- 

The Confederate letters of Benjamin H. 

Freeman. Compiled and edited by Stuart 

T. Wright. [Ist ed.] Hicksville, N.Y., 

Exposition Press [1974] 109 p. 22 cm. (An 

Exposition university book) [E605.F76] 74- 


973.781 


` 80694 ISBN 0-682-47998-5 5.00 


i. Freeman, Benjamin H., 1842- 2. United 
States—History—Civil War, 1861-1865— 
Personal narratives—Confederate side, I. 
Wright, Stuart T. II. Title. 


*FLEMING, Julius J., 
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The Juhl letters to the Charleston Courier; 

a view of the South, 1865-1871. Edited by 

John Hammond Moore. Athens University 


1823- 973.8 


of Georgia [1974] vii, 391 p. 17 cm. 
[F215] 68-55754 ISBN  0-8203-0248-1 
12.00 


4}. Southern states—History—Sources. I. 
Moore, John Hammond. comp. IT. Title. 


MAYES, Edward, 973.8'092°4 B 
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Lucius Q. C. Lamar: his life, times, and 

speeches, 1825-1893. Nashville, Tenn., 

Publishing House of the Methodist 


‘Episcopal Church, South, ee [New 
York, AMS Press, 1974] p. om. 
(E664.L2M4 1974] 70-173065 ISBN 0- 


404-04613-4 37.50 

1. Lamar, Luctus Quintus 
1825-1893. 

Prepared from C.I.P. 
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Custer and the epic of defeat [by] Bruce A. 
Rosenbarg. University Park, Pennsylvania 
State University Press [1974] p. cm. 


#165 
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[E83.876.C983R67] 74-14631 ISBN 0-271- 
01172-6 13.50 

i. Custer, George Armstrong, 1839-1876. 
2. Heroes. 3. Legends—History and 
criticism. I. Title. 

Prepared from C.I.P. 


WALKER, Judson Elliott. 973.82 
Campaigns of General Custer in the 
North-west, and the final surrender of 
Sitting Bull / by Judson Elliott Walker. 
New York : Promontory Press, [19732] 
135°p., [6] leaves of plates : ill. ; 22 cm. 
Reprint of the ©1881 ed. published by 
Jenkins & Thomas, printers, New York. 
[E83.876.W26 1973] 73-78936 10.00 

1. Custer, George Armstrong, 1839-1876. 
2. Little Big Horn, Battle of the, 1876. 3. 
Indians of North America—Wars, 1866- 
1895. I. Title. 


CHRISTIE, Jean Olgilvy, 973.9 
comp. 
Decisions and revisions : reinterpretations 


of twentieth-century American history / 
edited by Jean Christie and Leonard 
Dinnerstein. New York : Praeger, 1975. p. 
cm. Includes bibliographies. [E742.C49] 
. 74-9415 ISBN 0-275-50360-7 12.50 ISBN 
* 0-275-85120-6 pbk. 4.95 

1. United States—History—20th century— 
Addresses, essays, lectures. 2. United 
States—Politics and government—20th 
century—Addresses, essays, lectures. 3. 
United States—Foreign relations—20th 
century—Addresses, essays, lectures. I. 
Dinnerstein, Leonard, joint comp. II. Title. 
Prepared from C.I.P, 


*ELDER, Glen H. Jr. 973.971 
Children of the great depression; social 
change in life experience, [by] Glen H. 
Elder, Jr. Chicago, University of Chicago 
Press, [1974] xxiii, 400 p. illus. 23 cm. 
Bibliography: p. 377-388. [E748] 73- 
87301 ISBN 0-226-20262-3 15.00 

1 niread States—History-20th century. I. 
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BEAL, John 
Robinson, 1906- 
John Foster Dulles: 1888-1959. Foreword 
by Thomas E. Dewey. 
Greenwood Press [1974, c1959] p. cm. 
Originally published in 1957 under title: 
John Foster Dulles, a biography. Reprint 
of the ed. published by Harper & Row, 
New York. [E835.D85B4 1974] 74-12626 
ISBN 0-8371-7730-8 19.25 
1, Dulles, John Foster, 1888-1959. I. Title. 
Prepared from C.I.P. 


HENDRIX, Sue. 973.921’092'4 B 
Dwight D. Eisenhower. Illustrated by 
Harold Henriksen. Mankato, Minn., 
Creative Education [1974] p. cm. A 
biography of the commanding general of 
the Allied forces in Europe in World War 
II who became the thirty-fourth President 
of the United States. [E836.H37] 92 74- 
19176 ISBN 0-87191-409-3 4.95 

i. Eisenhower, Dwight David, Pres. U.S. 
1890-1969-—Juvenile literature. Ë 
Henriksen, Harold, illus. IT. Title. 

Prepared from C.I.P. 


GALELLA, Ron. 973.922°092’4 B 
Jacqueline. [New York] Sheed and Ward 
[1974] 200 p. illus. ports. 29 cm. 
[CT275.0552G34] 74-1535 ISBN 0-8362- 
0573-1 12.95 

1. Onassis, Jacqueline Kennedy, 1929- — 
Portraits, caricatures, etc. I. Title. 


THE End of a 973.924’0924 B 
presidency / by the staff of the New York 
times. New York : Bantam Books, 1974. 
ix, 353 p., 31 leaves of plates : ill. ; 18 cm. 
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Westport, Conn., - 


(A Bantam extra) "A New York times 
book.” Includes bibliographical references. 
[E860.E52] 74-186459 pbk. : 2.25 

1. Nixon, Richard Milhous, 1913- 2. 
Watergate Affair, 1972- I. New York 
times. 


FALK, Richard A. 973.9240924 
Whats wrong with Henry Kissinger’s 
foreign policy, by Richard A. Falk. 
[Princeton, N.J.} Center of International 
Studies, Princeton University, 1974. 36 p. 
28 cm. (Princeton University. Center of 
International Studies. Policy memorandum 
no. 39) Includes bibliographical references. 
[E840.8.K58F34] 74-184839 3.00 (pbk.) 

i. Kissinger, Henry Alfred. 2. United 
States—Foreign relations—1969-1974. T. 
Title. II. Series. 


THE Fall of a 973.924'092’4 B 
President / by the staff of the Washington 
post. New York : Delacorte Press, [1974] 
xxi, 232 p. ; 22 cm. “Impeachment: Article 
I [-III] of the Resolution of Impeachment”: 
p. 198-202. [E860.F34] 74-186339 ISBN 
0-440-04550-9 : 8.95 

1. Nixon, Richard Milhous, 1913- — 
Addresses, essays, lectures. 2. Watergate 
Affair, 1972- —Addresses, essays, lectures. 
I. Washington post. 


SCHLAFLY, Phyllis. 973.924'092 B 
Kissinger on the couch / Phyllis Schlafly 
and Chester Ward. New Rochelle, N.Y. : 
Arlington House Publishers, [1974] p. cm. 
[E840.8.K58S34] 74-20963 ISBN 0-87000- 
216-3 12.95 
1. Kissinger, Henry Alfred. 2. United 
States—Foreign relations—1969-1974. 1. 
Ward, Chester Charles, joint author. II. 
Title. i 
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Gerald Ford—untold story. Arlington, Va., 

R. W. Beatty, 1974. viii, 120 p. illus. 22 

cm. "A Scotty book.” Bibliography: p. 120. 

[B866 L47] 74-81269 ISBN 0-87948-036-X 
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VESTAL, Bud. 973.925°092’4 B 
Jerry Ford, up close : an investigative 
biography / by Bud Vestal. New York : 
Coward, McCann & Geoghegan, [1974] ix, 
214 p., [8] leaves of plates : ports. ; 22 cm. 
Includes index. [E866.V47] 74-78008 
ISBN 0-698-10606-7 : 7.95 

1. Ford, Gerald R., 1913- 1. Title. 


*BROWNELL, Blaine A. >» 973.975 
The urban South in the twentieth century, 
[by] Blaine A. Brownell. [Saint Charles, 
Mo.] Forum Press [1974] 38 p. 19 cm. 
(Forums in history.) Bibliography: p. 36- 
38. [F209.5] 73- 81060 ISBN 0-88273-057- 
6 0.95 (pbk.) 

1. Southern  states—History—Twentieth 
century. 2. Cities and towns—U.S. I. Title. 


VAN DE WATER, Frederic 974.3°02 
Franklyn, 1890-1968. 
The reluctant republic: Vermont, 1724- 
1791. Taftsville, Vt., Countryman Press 
[1974, cl1941] p. cm. Reprint of the ed. 
published by the John Day Co., New 
York, with a new introd. by H. N. Muller. 
Bibliography: p. [F52.V25 1974] 74-13417 

ISBN 0-914378-02-3 6.95 (pbk.) 
1. Vermont—History—To 1791. I. Title. 
Prepared from C.I.P. 


DICKINSON, Alice. 974.4’02 
The Colony of Massachusetts. New York, 
F. Watts, [1974, cl1975] 87 p. illus. 22 cm. 
(A First book) Bibliography: p. 83-84. 
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Traces the history of Massachusetts from 
the landing of the Pilgrims to the end of 
the Revolution. [F67.D52] 74-8744 ISBN 
Q-531-02775-9 3.45 

L Massachusetts—History——Colonial 
period, ca. 1600-1775—Juvenile literature. 
2. Massachusetts—History—Revolution, 
1775-1783—Juvenile literature. I. Title. 


CHRISTENSEN, Gardell 975.1'02 
Dano. 
Colonial Delaware / Gardell Dano 


Christensen and Eugenia Burney. Ist ed. 
Nashville : T. Nelson, [1974] p. cm. 
“Colonial histories) Bibliography: p. Traces 
the history of Delaware from its discovery 
and first settlement to its gole in the 
Revolution and ratification of the 
Constitution. [F167.C48] 74-10265 ISBN 
0-8407-7118-5: 5.95 

1. Delaware—History-eColonial period, ca. 
1600-1775—Juvenile literature. 2. 


Delaware—History—Revolution, 1775- 
1783—Juvenile literature. I. Burney, 
Eugenia, joint author. I. Title. 

Prepared from C.I.P. 

LOWRY, Robert, 1830-1910. ° 976.2 
A history of Mississippi, from the 


discovery of the great river by Hernando 
DeSoto, including the earliest settlement 
made by the French under Iberville, to the 
death of Jefferson Davis, by Robert Lowry 
and William H. McCardle. Jackson, Miss., 
R. H. Henry, 1891. [New York, AMS 
Press, 1974} p. [F341.L92 1974] 70- 
172755 ISBN 0-404-04610-X 37.50 

1. Mississippi—RHistory. I. McCardle, 
William H., joint author. 

Prepared from C.I.P. 


*SCHAEFER, Vernon J. 977.6 
We ate gooseberries; growing up on a 
Minnesota farm during the depression, by 
Vernon J. Schaefer. New York, Exposition 
Press, [1974] 180 p. 21 cm. [F606] ISBN 
0-682-47836-9 7.00 
1. Minnesota—History. I. Title. 
KRAUSE, Herbert, 1905- 
comp. 
Prelude to glory : a newspaper accounting 
of Custer’s 1874 expedition to the Black 
Hills / Herbert Krause, Gary D. Olson. 
Sioux Falls, S.D. : Brevet Press, 1974. viii, 
279 p : ill ; 32 cm. Includes 
bibliographical references and ‘indexes. 
[F657.B6K72] 74-80769 ISBN 0-88498- 
018-9 : 14.95. ISBN 0-88498-019-7 pbk. : 
TAS 
L. Custer, George Armstrong, 1839-1876. 
2. Black Hills, S.D. and Wyo.—History— 
Sources. 3. Black Hills, S.D. and Wyo.— 
Gold discoveries. I. Olson, Gary D., joint 
comp. If. Title. 


978.302 


CHILE'S da ays of terror 983.064 
: eyewitness accounts of the military 
coup / [edited by Judy White] ; introd. by 
Jose Yglesias. ist ed. New York : 
Pathfinder Press, 1974. 124 p. : ill. ; 22 
cm. [F3100.C493] 74-15529 ISBN 0- 
87348-410-X : 6.00. ISBN 0-87348-411-8 
pbk. : 1.95 

i. Chile—History—Coup d'etat, 1973. I. 
White, Judy, comp. 


WILLIS, Jean Le 989.5003 
Historical dictionary of Uruguay, by Jean 
L. Willis. Metuchen, N.J., Scarecrow Press, 
1974. vii, 275 p. 22 cm. (Latin American 
historical dictionaries, no. 11) 
Bibliography: p. 261-275. [F2704.W54] 74- 
14630 ISBN 0-8108-0766-1 9.00 

i. Uruguay-——Dictionaries r 
encyclopedias. I. Title. 


and 


DECEMBER 31,1974 


DAWS, Gawan 996.9 
Shoal of time; a history of the Hawaiin 
Island: Honolulu The University Press of 
Hawaii [1974, c1968] xiii, 494 p. 23 cm. 
Bibliography: p. 399-473. [DU625.D28] 
73-92053 ISBN 0-8248-0324-8 4.95 (pbk.) 
1. Hawaii—History. I Title. 


FICTION 
THE Adventures of a cork- FIC 
screw. New York : Garland Pub., 1974. 


po cm. (The Flowering of the novel) 
Reprint of the 1775 ed. printed for and 
sold by T. Bell, London. [PZ3.A24437 
1974] (PRIS. All 823.6 74-26890 ISBN 
0-8240-1206-2 lib.bdg. : 25.00 

I. Title. II. Series. 

Prepared from C.LP. 


THE Adventures of a kidnapped FIC 
orphan. New York, Garland Pub., 1974. 
p. cm. (The Flowering of the novel) 
Reprint of the 1747 ed. printed for M. 
Thrush, London. [PZ3.A2445 1974] 
[PR3291] 823.6 74-16068 ISBN 0-8240- 
1120-1 25.00 

L Title. II. Series. 

Prepared from C.I.P. 


THE Adventures of Emmera. FIC 
New York : Garland Pub., 1974. p. cm. 
(The Flowering of the novel) Reprints of 
the 1767 ed. printed for W. Nicoll, 
London. [PZ3.A24533 1974] [PR3291.A1] 
823.6 74-23695 ISBN 0-8240-1179-1 lib. 
bdg. : 25.00 

I. Title. II. Series. . 

Prepared from C.I.P. 


THE Adventures of Sylvia FIC 
oe New York : Garland Pub., [1974] 
p. cm. (The Flowering of the’ novel) 
Reprint of the 1761 ed. published by J. 
Williams, London. [PZ3.A24565 1974] 
[PR3291.A1] 823°.6 74-26997 ISBN 0- 
8240-1155-4 lib.bdg. : 25.00 

L Title. II. Series. 

Prepared from C.I.P. 


AMBLER, Eric, 1909- FIC 
Doctor Frigo / Eric Ambler. lst ed. New 
York : Atheneum, 1974. 311 p. ; 22 cm. 
[PZ3. A48D03] [PR6001. Mis) 823'.9'12 
74-77836 ISBN 0-689-10609-2 : 8.95 

I. Title. 


*AMES, Jgnnifer. FIC 
The reluctant Cinderella. New York, 
Avalon Books [1974, c1952] 256 p. 20 cm. 
[PZ3.G864Rb] 4.50 

I Title. 

L.C. card number for original ed.: 52- 
10652. 


ANDERSON, Poul, 1926- FIC 
Fire time. [ist ed] Garden City, N.Y., 
Doubleday, 1974. 210 p. 22 cm. 
(Doubleday science fiction) [PZ#4.A549Fi] 
[PS3551.N378] 813'°.5’4 74-5928 ISBN 0- 
385-05582-X 5.95 


ANSELL, Jack. FIC 
Dynasty of air / by Jack Ansell. New 
York : Arbor House, [1974] 346 p. ; 22 
em.  [PZ4.A627Dy3] __[PS3551. N714] 
cae 54 74-187807 ISBN 0-87795-094-6 : 
7.9 

I. Title. 


ARBUTHNOT, Archibald. FIC 
Memoirs of the remarkable life and 
surprizing adventures of Miss Jenny 
Cameron / Archibald Arbuthnot, pseud. 
Philamour and Philamena. New York : 
Garland Pub., 1974. p. cm. (The 


. 


Flowering of the novel) Reprint of the 
1746 editions printed and sold by R. 
Walker. London, pad printed by T. 
Gardner, Lond respectively. 
[PZ3.A568Me7] [PR3316. A48] 823.6 74- 
26901 ISBN 0-8240-1117-1 lib.bdg. : 25.00 
L Philamour and Philamena. 1974. IL 
Title. LT. Title: Memoirs of the remarkable 
life and surprizing adventures of Miss 
Jenny Cameron. IV. Series. 

Prepared from C.I.P. 


ASCANIUS : FIC 
or, The young adventurer. New York : 
Garland Pub, 1974. p. cm. (The 


Flowering of the novel) Reprint of the ~ 


1746 ed., printed for G. Smith, London. 
[PZ3.A7966 1974] [PR3291.A1] 823’.6 74- 
23693 ISBN 0-8240-1116-3 lib. bdg. : 
25.00 

1. Charles Edward, the Young Pretender, 
1720-1788-——Fiction. 2. Jacobite rebellion, 
1745-1746—Fiction. T. Title. II. Series. 
Prepared from C.I.P. 


BANCROFT, Edward, 1744-1821. FIC 
The history of Charles Wentworth, Esq. / 
Edward Bancroft. New York : Garland 
Pub., 1974. p. cm. (The Flowering of the 
novel) Reprint of the 1770 ed. printed far 
T. Becket, London. [PZ3.B2224Hi2C] 
[PS703.B34] 813’.1 74-26666 ISBN d- 
8240-1192-9 lib.bdg. : 25.00 

I. Title. II. Series. 

Preparec from C.I.P. 


BELL, Eric Temple, 1883-1960. FIC 
Before the dawn / Eric Temple Bell John 
Taine, pseud.) New York : Arno Press, 
1974, [ic.1975] p. cm. (Science fiction) 
Reprint of the 1934 ed. published by 
Williams & Wilkins, Baltimore. 
[PZ3.B4°22Be5] [PR6003.E4255] 
{[PR6003.E4255] 813°.5'2 74-16522 ISBN 
0-405-06314 : 14.00 

L Title. 11. Series. 

Prepared from C.LP. 


BICKHAM, Jack M. FIC 
The Silver Bullet Gang / by Johr Miles 
fie. J. M. Bickham] Indianapolis : Bobbs- 
Merrill, [1974] 205 p. ; 22 cm. (A Black 
bat mysery) [PZ4.B584Sm] (PS3552.13] 
Suen 73-10702 ISBN 0-672-51885-6 ; 
95 

I. Title. 


BICKNELL, Alexander, d.1796. FIC 
The berevolent man / by Alexander 
Bicknell. New York : Garland Pub., 1974. 
p. cm. (The Flowering of the novel ; no 
108) Reprint of the 1775 ed. printed for J. 
Lewis, London. [PZ3.B4732Be15] 
[PR3318.B42] 823°.6 74-20621 ISBN 0- 
8240-1207-0: 25.00 

J. Title. If, Series. 

Prepared from C.I.P. 


BILLINGTON, Rachel. FIC 
Beautiful / Rachel Billington. Ist American 
ed. New York : Coward, McCann & 
Geoghegan, 1974. 152 p. ; 25 cm. 
[PZ4.B5985Be3] [PR6052.14] 823.914 74- 
79480 ISBN 0-698-10609-1 : 6.95 

I. Title. 


THE Birmingham counterfeit. FIC 
New York, Garland Publishing, 1974. (The 
Flowering of the novel) Reprint of the 
1772 ed. printed for S. Bladon, London. 
(PZ3..B536 1974] [PR3291.A1] 823’.6 74- 
16027 ISEN 0-8240-1197-X 25.00 

I. Title. I. Series. 

Prepared from C.I.P. 


BOCCA, Geoffrey. FIC 
Nadine : a novel / by Geoffrey Bocca. 
New York : Putnam, [1974] 313 p. ; 22 


FICTION 


cm. (PZ4.B664Nad3] (PS3552.027] 
813.54 74-79639 ISBN 0-399-11337-1 : 
7.95 

L. Title. 


*BOSE, Buddhadeva. FIC 
Rain through the night; translated by 
Clinton B. Seely. [Delhi], Hind Pocket 
Books, [1973]. 139 p. 17 cm. Original 
Bengali title: Rat Bhore Brishti. 

I Title. 

Distributed by Inter-Culture Associates; 
Conn. for 1.60 (pbk.) 


BOSSE, Malcolm J., 1926- FIC 
The man who loved zoos / Malcolm 
Bosse. New a oram [1974] 214 p. ; 
21 cm. mask mystery ) 
[PZ4. Bi4sMan\ #e§3552 O77] 813.54 73- 
93723 ISBN 0-399-11353-3 : 5.95 

L. Title. 


*BOWNE, Ford. FIC 
Master of the lash. [New York] Lenox Hill 
Press, 1974 192 p. 20 cm. 4.95 

I. Title. 


BRAGG, Melvyn, 1939- FIC 
The silken net / Melvyn Bragg. Ist 
American ed. New York Knopf? 
distributed by Random House, 1974. 385 
p. ; 22 cm. [PZ4.B8125Si3] [PR6052.R263] 
823.914 74-7719 ISBN 0-394-49307-9 : 
7.95 

I. Title. 


*BROWNSTEIN, Michael. FIC 
County cousins; a novel. New York, 
George Braziller, [1974] 243 p. 24 cm. (A 
Venture book) 74-79059 ISBN 0-8076- 
0749-5 7.95 

I. Title. 


*BRUCE, Martha. FIC 
Black velvet. New York, Vantage Press, 
p374. 317 p. 23 cm. ISBN 0-533-00813-1 


L Title. 


BRUNNER, John, 1934- 

The shockwave rider / by John Brunner. 
Ist U.S. Poe New York : Harper & Row, 
[1975] p. cm. [PZ4.B89Sj3] [PR6052.R8] 
oe 9°14 74-23861 ISBN 0-06-010559-3 : 
7 

I. Title. 

Prepared from C.I.P. 


BUECHNER, Frederick, 1926- FIC 
Love feast / Frederick Buechner. lst ei 
New York : Atheneum, 1974. 248 p. 

cm. The 3d part of a trilogy; the ist Fe 
which is Lion country; the 2d, Open heart. 
(PZ3.B8597Lq3] [PS3503.U257] 813°.5’4 
74-77839 ISBN 0-689-10612-2 : 7.95 

I. Title. 


*BURK, Doris M. FIC 
The forgotten family Jewels, by Doris M. 
Burk. [Ist. ed.] New York, Vantage Press 
[1974] 76 p. 22 cm. ISBN 0-533-01010-1 
3.95 

Í. Title. 


CAMERON, Lou, 1924- FIC 
California split / [adapted from the 
screenplay by Joseph Walsh] by Lou 
Cameron. Greenwich, Conn. Fawcett 
Publications, 1974. 192 p. ; 18 cm. (A 
Fawcett gold medal book) [PZ4.C183Cal] 
(PS3553.A434] 813°.5°4 74-186983 ISBN 
pbk. : 1.25 

LI. Walsh, Joseph. California split. II. Title. 


CAMPBELL, Marion, 1919- FIC 
The dark twin. [lst American ed] New 
York,e Saturday Review Press [1974, 
c1973] 253 Pe 22 cm. [PZ4.C1884Dar3] 


° 167 


4 


FICTION 


[PR6053.A488] 823° a 14 74- 7682 ISBN 0- 
, 8415-0345-1 7.95., : 
| L-Title. - os + Nee 


CARTER, Lin: FIC 
The valley, where: time stood still. [lst ed.] 


a 


. Garden City, N.Y, Doubleday, 1974. 179 


`p. 23cm. TPZ4.C3239Val] [PS3553.A7823] 
B13", 5473-22803 ISBN 0-385-04232-9 
sags? S 


-L Title. ` 


*CHAPMAN, Renate. FIC 
Evil in waiting, hy] Renate Chapman. New 
York, Avalon Books [1974] 189 p. 20 cm. 
4.50 


`~ L Title. 


CHRISTIE, Agatha Miller, 

Dame, 1891- . 
Murder on board; inchiding The mystery 
of the Blue Train, What Mrs. McGillicudy 
saw: Death in the air. [By] Agatha 
Christie. New York, Dodd, Mead [1974] 
601 p‘ 22 cm. — [PZ3.C4637Mt] 
(PR6005.H66] 823’.9°12 74-6554 ISBN 0- 


_ FIC 


_ 396-06992-4 7.95 


I. Title. 


**CHURCHILL, Luanna. FIC 
The grinning ghoul. [New York] Lenox 
Hill Press, 1974 192 p. 20 cm. 4.95 
I. Title. 


CLARK, Eleanor, 1913- FIC 
Dr. Heart; a novella and other stories. [1st. 
ed.] New York, Pantheon Books [1974] p. 
om. [PZ3.C54336Do] _ [PS3505.L254] 
813°.5'4 74-4754 ISBN 0-394-49411-3 7.95 
I. Title. 

Prepared from C.I.P. Contents omitted. 


CLELAND, John, 1709-1789. FIC 
Memoirs of a coxcomb. New York, 
Garland Pub., 1974. p. cm. (The 
Flowering of the novel) Reprint of the 
1751 ed. printed for R. Griffiths, London. 
(PZ3.C5887Mc5] [PR3348.C65] 823’.6 74- 
14913 ISBN 0-8240-1132-5 25.00 

I. Title. If. Series. 

Prepared from C.I.P. 


COFFMAN, Virginia. FIC 

Hyde Place : a novel / by Virginia 

TET New ao Arbor House, [1974] 
em. [PZ4.C675Hy3] 

[PS3553. 0415] gar. 54 74-80704 ISBN 0- 

87795-086-5 : 7.95 

i Title. 


*CONKLIN, Neve FIC 
Howdoyoudo; the story of a dog. Ist ed. 
Jericho, N.Y., Exposition Press [1974] 80 
p. 22 cm. ISBN 0-682-47896-2 4.50 

t Title. 


*CORLIS, John W. FIC 
How mean can you get? New York, 
Vantage Press, 1974). 171 p. 21 cm. ISBN 
0-533-00930-8 4.95 

L. Title. 


COVERT, Alice Lent, 1913- FIC 
The distant drum. New York, Avalon 
Books [1974 ¢l952] 256 p. 20 cm. 
(PZ3.C83711Di] 4.50 

L Title. 


L.C. card number for original ed.: 52- 
9993. 
*COX, Bob Clisco. FIC 


Red, white and blue in the face. New 
York, Vantage Press, [1974]. 135 p. 21 cm. 
ISBN 0-533-01159- 3. 4.95. 

T. Title. 


CREASEY, John. « FIC 
Dangerous journey. [lst American ed.] 


168 o 


` CREASEY, John. 


p- 
- 813.54 74-13207 ISBN 


New York, D. McKay Co. [1974, ¢c1971] 
191 p 22 cm. , (MW  sùspense) 
[PZ3.C86153Dam3} [PR6005. R517] 
823'.9'12 73-81177 ISBN 0-679-50485-0 
95 - 

T. Title. 


CREASEY, John. FIC 
Mystery motive / John Creasey. Ist 
American ed. New York : McKay, 1974, 
c1973. 191 p. ; 22 cm. (His Superintendent 
Folly mysteries) (MW suspense) 
“Originally published under John Creasey’s 
pen name . of Jerem York.” 
[PZ3.C86153Mz3] [PR6005.R517] 
ae 74-83456 ISBN 0-679-50486-9 : 


- L Title. 


FIC 
The voiceless ones. New York, Walker 
[1974, c1973] 190 p. 22 cm. (His A 
Doctor Palfrey thriller) [PZ3.C86153Vm3] 
[PR6005.R517] 823.912 73-93938 ISBN 
0-8027-5296-6 5.95 

Í. Title. 


*CROSS, Belle FIC 
The silk ladder and other stories. ist ed. 
New York, Vantage, [1974] 107 p. 22 cm. 
ISBN 0-533-01159-0 4.50 

I- Title. 


*CUSANO, Arthur J. FIC 
The Fox Hill way, [by] Arthur J. Cusano. 
{ist. ed.] New York, Vantage Press [1974] 
165 p. 22 cm. ISBN 0-533-01210-4 5.95 

I. Title. 


DAMAS, Michael J., 1912- FIC 
The day Israel. died...and lived, by Michael 
J. Damas. Philadelphia, Dorrance Ra] 
226 p. cm. [PZ4.D159Day 
[PS3554. “AMT 813?.5°4 73-89016 ISBN 0- 
8059-1949-X 6.95 

1. Israel-Arab Border Conflicts, 1949- — 
Fiction. I. Title. 


DEAL, Borden, 1922- FIC 
.. the other room. [ist ed.] Garden City, 
N.Y., Doubleday, 1974. 446 p. 22 cm. 
[PZ4.D27770t] [PS3554.E13] 813.54 73- 
81429 ISBN 0-385-03700-7 7.95 

T. Title. 


*DEWEES, Jean. FIC 
Behoilden to none; the decline and fall of 
Gobble government; a novel. Ist. ed. 
[Jericho] N.Y. Exposition [1974, i.e.1973] 
306 p. 24 cm. ISBN 0-682-47742-7 6.50 

I. Tide. 


DONALDSON, William. , FIC 
The life and adventures of Sir 
Bartholomew  Sapskull / Wiliam 


Donaldson. New York : Garland Put., 
1974. p. cm. (The Flowering of the novel) 
Reprint of the 1768 ed. by Somebody, 
printed for J. Williams, London. 
[PZ3.D71513Li5] [PR3409.D74] 823.6 74- 
26834 ISBN 0-8240-1183-X lib.bdg. 
25.00 

I. Somebody. II. Title. III. Series. 

Prepared from C.I.P. 


*DUPREE, Henry. FIC 
The dirty old man; a novel. lst ed. 
Hicksville, N.Y. Exposition Press [1974] 


219 p. 22 cm. ISBN 0-682-47990-X 7.50 
T. Title. 


DYER, Brian. FIC 
The Celtic Queen; a novel. New York, 
Mason & Lipscomb Publishers {1974] 135 

22 cm. [PZ4.D9956Ce] [PS3554.Y4] 
na 0-88405-089-0 


1. Celtic Queen (Ship)—Fiction. I Title. 


e 
. FIEDLER, Leslie A. 


AMERICAN BOOK PUBLISHING RECORD 

EEDEN, Frederik Willem van, FIC 

1860-1932. i 
The deeps of deliverance. Translated: from 
the Netherlandic by Margaret Robinson. 
New York, Twayne Publishers [c1974] p. - 
cm. (The Library of Netherlandic 
literature, v. 5) Translation of Van: de 
koele meren des doods. [PZ3. E278D10] 
[PT5831.V3] 839.3°1°35 74-8923 ISBN 0- 
8057-3419-8 8.95 
I. Title. 
Prepared from C.I. P. 


*EHRLICH, Max. FIC 
The reincarnation of Peter Proud. 

Indianapolis, Bobbs-Merrill, [1974] 287 p. 

22 eae 1713-22665 ISBN’ 0-672- 52001-X 

6.9 

I. Title. 


ELLISON, Harlan. FIC 
Deathbi.z? stories / by Harlan Ellison. 1st 
ed. New York : Harper & Row, [1975] p. 
cm. Contents.—The whimper of whipped 
dogs.—Along the scenic route—At the 
mouse circus--O ye of little faith— 
Neon.—Basilisk.—Pretty Maggie 
Moneyeyes.—Rock god.—Shattered like a 
glass goblin—Delusion for a dragon- 
slayer.—The face of Helene Bournouw.— 
Bleeding stones.—On the downhill side.— 
The place with no name.—Paingod.— 
Ernest and the machine god.—Corpse.— 
Adrift just off the islets of Langerhans: 
latitude 38 54’ N, longitude 77 00° 13” 
W.—The  deathbird. [PZ4.E4695De3] 
[PS3555.L62] 813’.5’4 73-18663 ISBN 0-. 
06-011176-3 : 7.95 

T. Title. 

Prepared from C.I.P. 


ELY, David, 1927- FIC 
Mr. Nicholas / by David Ely. New York : 
Putnam, [1974] 247 p ; 22 cm. 
[PZ4.E524Mi] [PS3555.L9] 813.54 73- 
93726 ISBN 0-399-11335-5 : 6.95 

I. Title. 


ETHRIDGE, Georgia H. FIC 
Trilogy / by Georgia H. Ethridge. 
Philadelphia : Dorrance, [1974] 228 p. ; 22 
cm. [PZ4.E823Tr] [PS3555.T5] 813.54 
74-76110 ISBN 0-8059-1998-8 : 6.95 

I. Title. 

Contents omitted 


*EXUM, Wallace Louis. FIC 
Battlewagon: of the nine battleships at 
Pearl Harbor, one got underway. [Ist. ed.] 
New York, Vantage Press [197¢] ix, 179 p. 
22 cm. ISBN 0-533-01212-0 5.95 

I Title. 


FECHER, Constance, 1911- FIC 
The night of the wolf New aes 
Delacorte Press [1974, 1972] 
[PZ4.F2957Ni4] [PR6056.E25] 8237.9" i 
74-1310 ISBN 0-440-06176-8 6.95 

I. Title. 

Prepared from C.I.P. 


FIC 
The messengers will come no more / 
Leslie A. Fiedler. New York : Stein and 
Day, [1974] 216 p. ; 24 cm. [PZ4.F45Me] 
[PS3556.134] 813°.5’4 74-78540 ISBN 0- 
8128-1732-X : 8.95 , 

I. Title. 


è ; 
FIEDLER, Leslie A., ed. FIC 
Nude croquet; the stories of Leslie A. 
Fiedler. New York, Stein and Day, [1974, 
cl969] 288 p. 18 ecm. [PZ4.F45Nu] 
[PS3556.134N8] 813’.5°4 1.95 (pbk.) 
Í. Title. 

L.C. card number for original ed; 
87956. 


71- 


7 "York, ‘Garland Pub., 


DECEMBER 31,1774 


FIELD, Dawn Stewart. FIC 
. Luise : a, Gothic tale of old Alexandria / 
by Dawn Stewart Field. New York 
Putnam, [1974] 439 p. ; 24 cm. 
[PZ4. F4536Lu] {PS3556.1368] 813°.5°4 73- 
78609 ISBN. 0-399-11169-7 : 8.95 

L United States—History—War of 1812— 
Fiction: i Title. 


FIELDING, Sarah, 1710-1768. FIC 
The adventures of David Simple. New 
1974. p. cm. (The 
Flowering of the novel) Reprint of the 
1744 ed. printed for A. Millar, London. 
{[PZ3.F4604Ad9] [PR3459.F3] 823.5 74- 
17028 ISBN 0-8240-1113-9 25.00 

I. Title. If, Series. 

. Prepared fram C.I.P. 


*FINNER, Peggy. FIC 
Second fiddle. New York, Vantage Press, 
{1974] 256 p. 21 cm. ISBN 0-533-00848-4 
6.95 


I. Title. 


FISH, Robert L. FIC 
The wager : a Kek Huuygens novel / by 
Robert , L. Fish. New York : Putnam, 
[19744 182 p. ; 21 cm. (Red mask mystery) 
[PZ4. F532Wag] [PS3556.179] 813’.5°4 73- 
93180 ISBN 0-399-11318-5 : 5.95 

L Title. 


*FORBES, Colin FIC 
Year of the golden ape New York E. P. 
Dutton 1974 343 p. 23 cm. 74-12371 
ISBN 0-525-23895-6 7.95 

L. Title. 


FORBES, Stanton, 1923- FIC 

Have mercy upon us [by] Tobias Wells. 

[Ist ed.] Garden City, N.Y., Published for 

the Crime Club by Doubleday, 1974. 158 
p. 22 cm. [PZ4.F69255Hav] [PS3556.067] 

Bis.s4 74-7638 ISBN 0-385-07327- i 4.95 
ttle. 


*FRANCIS, Dorothy Brenner. FIC 
Nurse of the Keys [by] Dorothy Brenner 
Francis. New York, Avalon Books [1974] 
191 p. 20 cm. 4.50 

I. Title. 


ae George MacDonald, 
McAuslan in the rough, and other stories. 
[lst American ed.] New York, Knopf, 
1974. ¿209 p. 22 cm. Contents.—Bo 
- Geesty.—Johnnie Cope in the morning.— 
General knowledge, private information.— 


FIC 


Parfit gemil knight, but.—Fly men.— 
McAuslan in the rough.—His Majesty says 
good-day. [PZ4.F8418Mac3] 


[PR6056.R287] 823.914 74-7720 ISBN 0- 
394-49303-6 6.95 
Í. Title. 


FREEMAN, Mary Eleanor 
Wilkins, 1852-1930. 

The revolt of mother” and other stories. 
Afterword by Michele Clark. [Old 
Westbury, N.Y.] Féminist Press, °1974. p. 
cm. Contents.—The revolt of ”mother.”— 
A church mouse.—A New England nun.— 
A mistaken charity.—A moral exigency.— 
A taste of honey.—Louisa.—A gala dress. 
eae -F88Re5] [PS1712] 813'.4 74-16322 
I. Title. 

Prepared from C.LP. , 


GAGE, Nichglas. . FIC 
Bones of contention / Nicholas Gage. New 
York : Berkley Pub. Corp. : distributed by 
Putnam, [1974] 254 p. ; 22 cm. 
[PZ4.G132Bo] [PS3557.A33] 813.54 73- 
93728 ISBN 0-399-11308-8 : 6.95 

I Title. 


FIC 


GARDNER, John Champlin, 1933- FIC 
The kisg’s Indian; stories and tales [by] 
John Se {Ist ed] New York, Knopf, 
1974. Po. {PZ4.G23117K:] 
{[PS3557.A712] B13". 5'4 73- 22489 ISBN C€- 
394-49221-8 8.95 

T Title. 

Preparec from C.I.P. Contents omitted. 


È 
*GARRETT, Beatrice FIC 
Welfare on skid row; a novel. lst. ed. 
[Jericho] New York, Exposition Press 
[1974] 175 p. 22 cm. ISBN 0-682-47611-0 
6.00 
I. Title. 


GENET. Jean, 1910- FIC 
Querelle / Jean Genet ; translated from 
the original French by Anselm Hollo. New 
York Grove Press distributed by 
Random House, 1974. 276 p. ; 21 cm. 
Translation of Querelle de Brest. 
[PZ3.G2366Qd3] [PQ2613.E53] 843.912 
73-17693 ISBN 0-8021-0010-4 : 7.95 


L Title. 
"GERMAN, IUrii Pavlovich, 


FIC 
1910-1967. 

Alexei the gangster / Yuri Herman :; 

translated from the Russian by Stepher 

Garry. Westport, Conn. : Hyperion Press, 

1974. p cm. Reprint of the 1940 ed. 

published by G. Routledge, London. 

Translation of Aleksei Zhmakin. 

[PZ3.G3176A17] [PG3476.G46] 891.7°3°42 

74-10084 ISBN 0-88355-171-3 : 16.00 

I. Title. 

Prepared from C.I.P. 


*GILMER, Ann. FIC 
Celebrity Nurse [by] Ann Gilmer. New 
on Avalon Books [1974] 192 p. 20 cm. 
4. 


I. Title. 
GLENDAY, Alice Darling. FIC 
Follow, follow [by] Alice Glenday. 


Auckland, Collins in conjunction with the 
Auckland City Council, 1973, [i.e.1974] 
231 p. 22 cm. [PZ4. G557Fo] 
[PR9199.3.G58] 823 74-179793 

I. Auckland, N.Z. City Council. If. Title. 
Distributed by International Publications 
Service; 9.60, ISBN 0-8002-0087-X. 


GOR’KII, Maksim, ,1868-1936. FIC 
Foma Gordeyev, by Maxim Gorky. 
oes Conn., Greenwood Press [1974] 
p. cm. The present English edition, the 
first to follow Gorky’s 1923 text, is based 
on that publishe@ ‘by the Foreign 
Languages Publishing House of the 
U.S.S.R. in 1955, translated by Margaret 
Wettlin. Reprint of the 1956 ed. published 
by Lawrence & Wisltart, London, in series: 
Library of contemporary soviet novels. 
[PZ3.G673Fo15] [(PG3462.F6] 891.773 
74-10361 ISBN 0-837 1-7670-0 13.25 

Í. Title. IL Series: Library of contemporary 
soviet novels. 

Prepared from C.I.P. 


GRAFFIGNY, Francoise 
d@Issembourg d’Happoncourt de, 
1758. 

Letters written by a Peruvian princesse. 

New York, Garland Pub., 

(The Flowering of the novel) Reprint of 

the 1748 ed. printed for J. Brindley, 

London. [PZ3.G75486Le5] [PQ1986.L4] 

843’.5 74-16070 ISBN 0-8240-1121-X 

25.00 

T. Title. If. Series. 

Prepared from C.I.P. 


FIC 
1695- 


GREAT stories of mystery and FIC 
suspense, selected and condensed by the 
editors of the Reader's Digest. [ist ed.] 


1974. p. cm.’ 


FICTION 


Montreal, Pleasantville, N.Y., Reader’s 
Digest Association [1974] 2 v. illus. 20 cm. 
(PZ1.G7988 = 1974} (PN6071. D45]: 
823.0872 173-716284 11.95 - 


1. Detective and mystery stories. 2..Books, ` 


Condensed. I. Reader’s Digest ; Association 
(Canada) BES es 
Contents omitted. mar o% 


*GUY, Cyril “BIC 
Glimpses. iby] Cyril (Cy) Guy. New York, 
Vantage Press, [c1974] 89 p. 21 cm. ISBN `’ 
0-533-01014-4. 3.95 


L Title. am 
‘HAINING, Peter, comp. FIC 
‘The monster makers creators and 


creations of fantasy and horror / edited by’ 


Peter Haining ; ill. by David Smee. New 
York : Taplinger Pub. Co., 1974. 288 p. : 
ill. ; 21 cm. [PZ1.H1255Mo] [PS648.H6] 
523 02 74-1961 ISBN 0-8008-5324-5 : 


i. Horror tales, American. 2. Horror tales, 
English. I. Title. 
Contents omitted. 


HALL, B. Clarence, 1936- FIC 
The burning season / by B. C. Hall, Jr. 


New York Berkley Pub. Corp. :, 
distributed by Putnam, [1974] 441 p. ; 32" 
cm. [PZ4.H1742Bu] [PS3558.A358] 
813°.5°4 73-93731 ISBN 0-399-11299-5 : 
8.95 

L Title. 


HALL, Nancy Lee. FIC 
A true story of a drunken mother / Nancy 


Lee Hall. Ist ed. Plainfield, Vt. 
Daughters, inc., [1974] 151 p. ; 22 cm. 
(PZ4.H1784Tr] [PS3558.A372] 813.5'4 


74-79918 ISBN 0-913780-05-7 : 3.00 
L Title. 


HALLAHAN, William H. FIC 
The search for Joseph Tully : a novel / by 


William H. Hallahan. Indianapolis : Bobbs- 
Merrill, [1974] 271 p : 22 cm. 
[PZ4.H182Se] (PS3558.A378] 74-1901 
ISEN 0-672-51997-6 : 6.95 

I. Title. 

*HANING, Bob, 1928- FIC 


Turkey-track rampage. [New York] Lenox 
Hill Press, 1974 192 p. 20 cm. 4.95 
I. Title. 


*HARRINGTON, Dare. FIC 
Fun was where you found it; a sojourn in 
fantasy down memory lane. Ist. ed. 
Jericho, N.Y., Exposition Press [1974] 130 
p. 22 cm. ISBN 0-682-47914-4 5.00” 

I. Title. 


HARRISON, Mike John. FIC 
The Centauri device [by] M. John 
Harrison. [lst ed.] Garden City, N.Y. 
Doubleday, 1974. 185 p 22 cm 
(PZ4.H3217Ce] [PR6058.A6942] 823’.9°14 
73-83635 ISBN 0-385-01839-8 4.95 

I. Title. 


HAYES, Joseph Arnold, 1918- FIC 
The long dark night / by Joseph Hayes. 
New York : Putnam, [1974] 377 p. ; 24 
cm. [PZ4.H418Lo] [PS3515.A942] 813.54 
73-93067 ISBN 0-399-11336-3 : 8.95 

I. Title. 


HAYMAN, David, comp. FIC 
Form in fiction; an introduction to the 
analysis of narrative prose [compiled by] 
David Hayman [and] Eric S. Rabkin. New 
York, St. Martin’s Press [1974] 342 p. 23 
cm. Includes bibliographical references. 
Pz H335Fo] [PN6014] 808.83 73-91474 


” sitions alisotions 2 Narration 
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(Rhetoric) I. Rabkin, Eric S., joint author. 
IL Title. 


HEALD, Tim. FIC 
Blue blood will out / Tim Heald. New 
York : Stein and Day, 1974. 205 p 

cm. [PZ4. 143428 [PR6OSS. kien 
ee .914 73-92185 ISBN 0-8128-1688-9 : 
T. Title. 


HENSLEY, Joe L., 1926- FIC 
Song of corpus juris [by] Joe L. Hensley. 
[ist @d.] Garden City, N.Y., Published for 
the Crime Club By Doubleday, 1974. p. 
em. [PZ4. 52580). (PS3558.E55] 813.54 
74-3694 ISBN 0-385-09555-4 4.95 

I. Title. 

Prepared from C.I.P. 


HERRON, Shaun. FIC 

The bird in last year’s nest / by Shaun 

Beno New ok: M. Evans, [1974] 300 
; cm. [PZ4.H5668Bi3] 

FoR9199.3.1146] 813°.5'4 74-78360 ISBN 

0-87131-162-3 : 7.95 

I. Title. 


HILL, John, 17167-1775. FIC 
e adventures of Mr. George Edwards / 
ohn Hill. New York : Garland Pub., 1974. 

p. cm. (The Flowering of the ’ novel) 

Reprint of the 1751 ed. printed for T. 

Osborne, London. [PZ3.H5515Ad15] 

[PR3515.H163] 823.6 74-23649 ISBN 0- 

8240-1133-3 lib. bdg. : 25.00 

I. Title. II. Series. 

Prepared from C.LP. 


THE history of Tom Jones, the FIC 
foundling, in his married state. New York, 
Garland Pub., 1974. p. cm. (The 
Flowering of the novel) Reprint of the 
1750 ed. printed for J. Robinson, London. 
[PZ3.H6293 1974] [PR3291] 823.6 74- 
16071 ISBN 0-8240-1127-9 25.00 

I Title. I. Series. 

Prepared from C.I.P. 


*HOBSON, William. FIC 
Gun Justice [by] William Hobson New 
York Avalon Books [1974] 192 p. 20 cm. 
4.50 

I. Title. 


HOLLISTER, Bernard C., comp. FIC 
Another tomorrow; a science fiction 
anthology, edited by Bernard C. Hollister. 
Dayton, Ohio, Pflaum Pub. recs 121 p. 
illus. 23 cm. [PZ1.H615An} [PS648.S3] 
813’.0876 74-180292 ISBN 0-8278-0037-1 
2.95; 3.80 (lib. bdg.). 

i. Science fiction, American. 2. Science 
fiction, English. I. Title. 

Contents omitted. 


*HUFF, T. E. FIC 
Meet a dark stranger by T. E. Huff. New 
York, Hawthorn Books, [1974]. 214 p. 22 
cm. 73-14232 6.95. 

Í. Title. 


*HUNTER, Alan. FIC 
Gently with the innocents. New York, 
Macmillan [1974, c1970] [183] p. 22 cm. 
“Mystery” 73-16602 5.95 

L. Title. 


HUNTER, Alan. FIC 
Gently with the ladies. [American ed.] 
New York, Macmillan [1974, c1965] 185 
p. 22 em. [PZ4.H944Gm5] (PR6015.U565] 
823.914 74-477 5.95 

T. Title. 


*HUNTER-BLAIR, John FIC 
War of the xromabids; the MHT 
alternative. New York, Vantage *Press, 
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[1974]. 218 p. 21 cm. ISBN 0-533-00950-2 
5.95 


I. Title. 
IHIMAERA, Witi Tame, 1944- FIC 
Tangi [by] Witi Ihimaera. [London] 
Heinemann [1973] 207 p. 22 cm. 
[PZ4.124Tan3] [PR9639.3.15] 823 74- 
173974 
1. Title. 


Distributed by International Publications 
Service, 10.00. 


IONESCO, Eugene. FIC 
The hermit / Eugene Ionesco ; translated 
from the French by Richard Seaver. New 
York : Viking Press, 1974. 169 p. ; 21 cm. 
”A Richard Seaver book.” Translation of 
Le solitaire. [PZ4.16He] [PQ2617.06] 
843’.9°14 73-20944 ISBN 0-670-36891-1 : 
6.95 

I. Title. 


ISAACSON, Knight. FIC 
The store / Knight Isaacson. New York : 
Walker, 1974. 278 p. ; 22 cm. [PZ4.1757St] 
[PS3559.S16] 813’.5°4 73-93297 ISBN 0- 
8027-0454-9 : 6.95 

I. Title. 


JACKSON, Thomas, 1950- FIC 
Modern times : bringing you all the hits, 
August River, Moon Man, and many more 
/ Thomas Jackson. os Wis. : 
Fleetwood, 1974. 95 p ; 21 cm. 
[PZ4.J1368Mo] [PS3560. A246] 813.54 
74-78288 2.95 

I Title. 


*JACKSON, Will, 1948- FIC 
Sweet desperations. ist. ed. [Jericho] N.Y., 
Exposition Press [1974, c1973] 96 p. ISBN 
0-682-47766-4 4.00 

I. Title. 


*JACOT, Michael. “FIC 
The last butterfly. New York, Bobbs- 
Merrill [1974] 221 p. 22 cm. 6.95 

I. Title. 


JAFFE, Sherril, 1945- FIC 
Scars make your body more interesting / 
Sherril Jaffe. Los Angeles : Black Sparrow 
Press, [1974] p. cm. [PZ4.J215Sc] 
[PS3560.A314} 813°.5’4 74-23281 ISBN 0- 
87685-221-5 : 15.00. ISBN 0-87685-220-7 
pbk. : 3.50 

I. Title. 

Prepared from C.I.P. 


*JAMES, Henry, 1843-1916 FIC 
The awkward age. [Harmonsworth, Eng.], 


Penguin Books, [1974] 382-p. 18 cm. 
(Penguin modern classics) [PS2116] 
813’.5°4 ISBN 0-14-002451-4 

I. Title. 


Distributed by Penguin Books, Baltimore 
for 1.95 (pbk.) 


*JAMES, Henry, 1843-1916 FIC 
The Bodley Head Henry James. Vol. XI 
With an introduction by Leon Edel 
London, Bodley Head [1974] 198 p. 20 
em. (Bodley Head, Vol. XI) Contents: 
Vol. XI. Daisy Miller.-The Turn of the 
screw [PS2110] 813.4 ISBN 0-370-10532- 


X 

I. Title. 

Distributed by Rowman & Littlefield for 
8.50 


*JAMES, Henry, 1843-1916. FIC 
The Bostonians. [Harmonsworth, Eng.}, 
Penguin Books, [1974 i.e. 1973] [390] p. 
19 cm. (Penguin modern classics) [PS2116] 
813°.5°4 ISBN 0-14-002450-6 

I. Title. 


AMCRILAN BUUR FUBLIOMING KELURL 


Distributed by Penguin Books, Baltimore 
for 1.95 (pbk.) 


"IRFFERIES, Richard, 1848- 
87 

The story of a boy. edited by Brian 
Jackson. With the original illustrations by 
E. H. Shepard. [Harmondsworth, Eng.] 
Penguin [1974] [383 p.] 18 cm. (A Puffin 
book) ISBN 0-14-030677-3 

L Title. 

Distributed by Penguin, Baltimore for 1.50 
(pbk.) 


FIC 


*JENKINS, Dan FIC 
Dead solid perfect New York, Atheneum, 
1974 234 p. 22 em. 74-81235 ISBN 0-689- 
10620-3 7.95 e 

I. Title. 


JOHNSTON, William, 1924- FIC 
Clock and bell [by] Susan Claudia. [Ist 
ed.] Garffen City, N.Y., Published for the 
Crime Club by Doubleday, 1974. p. cm. 
{[PZ4.J724Cl] [PS3560.0395] 813.54 74- 
5525 ISBN 0-385-03777-5 4.95 

I Title. 

Prepared from C.I.P. 


. 


JOHNSTONE, Charles, 17199- FIC 
1800? 

The history of Arsaces. New York, 
Garland Pub., 1974. p cm. (The 


Flowering of the novel) Reprint of the 
1774 ed., printed for T. Becket, London. 
[PZ3.J6522Hi5] [PR3539.J25] 823°.6 74- 
17038 ISBN 0-8240-1205-4 25.00 

d. Title. II. Series. 

Prepared from C.I.P. 


*JOSCELYN, Archie. FIC 
Empty Holsters [by] Archie Joscelyn. New 
Ton, Avalon Books [1974] 189 p. 20 cm. 
L Title. 


KAUFELT, David A. FIC 

The Bradley Beach rumba / David A. 

ane New York : Putnam, [1974] 255 
P. ; 22 cm. [PZ4. K199Br] [PS3561.A79] 

813. .54 74-79651 ISBN 0-399-11371-1 : 
95 

I. Title. 

KAWABATA, Yasunari, 1899- FIC 
1972. 

The lake. Translated by Reiko Tsukimura. 

[Ist ec. New York] Kogansha 

International; [distributed by Harper & 

Row, 1974] 160 p. 23 cm. Translation of 

Mizuumi. {PZ3.K1775Lak3] [PL832.A9] 

ee 73-89699 ISBN 0-87011-216-3 
95 

i. Title. 


KAZAN, Elia. FIC 
America, America. With an intro. by S. N. 
Behrman. New York, Stein and Day 


(1974, ci962] 190 p 18 cm. 
[PZ4.K238Am] 1.95 (pbk.) 
Í. Title. 


L.C. arð number for original ed.: 62- 
20098. 


KEROUAC, John, 1922-1969. FIC 
Visions of Cody, [by] Jack Kerouac, 
introduction by Allen Ginsberg. New York 
McGraw-Hill [1974, c1972] xii, 398 p. 21 
em. [PZ3.K4596Vg3] 813.54 ISBN 0-07- 
034202-4 3.95 (pbk.) 

T. Title. 

L.C. card no. for original, ed.: , 72-3847. 


KIRKBY, John, 1705-1754. “FIC 
The capacity and extent of human 
understanding exemplified in the 


extraordinary case of Automathes / John 
Kirkby. New York : Garland Pub., 1974. 


RET EIDE 31,1774 


p. cm. (The Flowering of the novel) 
Reprint of the 1745 ed. printed for R. 
Manby and H. Smuts Cox, London. 
[PZ3.K63465Cap7] [PR3539.K75] 823.6 
ag ISBN 0-8240-1114-7 lib. bdg. : 
I. Title. I. Series. 

Prepared from C.I.P. 


THE Ladies advocate FIC 
(Anonymous). New York, Garland Pub., 
1974. p. cm. (The Flowering of the novel) 
Reprint of the 1749 ed. printed for C. 
Long, London. [PZ3.L124 1974] [PR3291] 
823.6 74-17032 ISBN 0-8240-1126-0 
25.00 

I. Title. If. Series. 

Prepared frgm CLP. 


*LAKE, Peter. FIC 
The young summers. New York, Vantage 
Press, [1974] 135 p. 21 cm. ISBN 0-533- 
01041-1 4.95 

I. Title. 


LAMB, Hugh, comp. FIC 
A wave of fear : a classic horror anthology 
/ edited by Hugh Lamb. New York : 
Taplinger Pub. Co., 1974, c1973. 253 p. ; 
22 cm. [PZ1.L175Wav3] [PR1309.H6] 
823 9872 74-186389 ISBN 0-8008-8063-3 


i. Horror tales, English. 2. Horror tales, 
American. I. Title. 
Contents omitted. 


LARSON, Charles. FIC 
Matthew's hand. [lst ed.] Garden City, 
New York Doubleday, 1974 187 p. 22 cm. 
[PZ4.L3357Mat] [PS3562.A75] 813.54 
74-5528 ISBN 0-385-05184-0 4.95 

T. Title. 


THE Life and opinions of FIC 
Bertram Monttichet, 1761. (Anonymous) 
New York, Garland Pub., 1974. p. cm. 
(The Life & times of seven major British 
writers. Sterneiana, 6-7) Reprint of the ed. 
printed for C. G. Seyffert, London. 
{PR3716.S85 vol. 6-7] [PR3291] 823°.6 s 
ae 74-16030 ISBN 0-8240-1326-3 


T Montfichet, Bertram. II. Series: 
Sterneiana, 6-7. 

Prepared from C.I.P. 

LUSSAN, Marguerite de, 1682- FIC 


1758. 
The fi fe and heroic actions of Balbe 
Berton, 1760 [by] Marquerite de Lussan. 
Rev. by Samuel Richardson. New York, 
Garland Pub., 1974. p. cm. (The Life & 
times of seven major British writers. 
Richardsoniana, 20-21) Rev. translation of 
Vie de Louis Balbe-Berton de Crillon, 
printed in 1757. Reprint of the ed. printed 
for H. Woodgate and S. Brooks, London. 
[PR3667.R5 vol. 20-21] [PQ1999.L8] 
8236 s 843.5 74-16010 ISBN 0-8240- 
1319-0 22.00 
I. Richardson, Samuel, 1689-1761. I. Title. 
II. Series: Richardsoniana, 20-219 
Prepared from C.I.P. ° 


MCCARTHY, Charlotte, FIC 
f1.1745-1768. 
The fair moralist / Charlotte McCarthy. 
The case of John Nelson / John Nelson. 
New York : Garland Pub., 1974. p. cm. 
(The Flowering of the novel) Reprint of 
the, 1745 ed. of both wore. both or which 
were published ondon. 
[PZ3. M12584¥Fai7] [PR3543. Mia 323" 6 
r ISBN 0-8240-1115-5 lib. bdg. : 
25.00 
£ Nelson, John, 1745-1768. The case of 
John Nelson. II. Title. II. Title: The case 
of John Nelson. IV. Series. 


Prepared from C.I.P. 


*MCCARTHY, Jane. FIC 
The dark deception. [New York] Lenox 
Hill Press, 1974 192 p. 20 cm. 4.95 

I. Title. 


*MCCONNELL, David G. FIC 
The destruction ef Crown City, [by] David 
G. McConnell. New York, Vantage Press, 
[1974] 471 p. illus. 21 cm. ISBN 0-533- 
00754-2. 7.50 

I. Title. 


MCCOURT, James, 1941- FIC 
Mawrdew Czgowchwz / James McCourt. 
lst ed. New York : Farrar, Straus and 
Giroux, 1974. p. cm. [PZ4.M13154Maw] 
[PS3563.A266] 8:3°.5°4 73-81058 ISBN 0- 
374-20461-6: 7.95 

I. Title. 

Prepared from C.I.P. 


*MCGETTRICK, Tom FIC 
The priest’s secretary. New York, Vantage 
Press, [2974] 105 p. 21 cm. ISBN 0-533- 
00853-0 4.50 

T. Title. 


*MACMILLAN, Gail. FIC 
Forest of fear. New York, Avalon Books. 
[1974] 192 p. 20 cm. 4.50 

I. Title. 


MANN, Thomas, 1875-1955. FIC 
Thomas Manns Tonio Kroger als weg zur 
Literatur fhrsq. von] Van Horn Vail, 
Kimberly Sparks [und] Thomas Huber 
New York, Harzourt Brace Jovanovich 
[1974] xii, 227 p. front. 21 cm. 
[PT2625.A44T65 1974] 74-192 ISBN 0- 
15-592156-8 4.95 

I. Vail, Van Horn, ed. II. Sparks, Kimberly, 
ed. III. Huber, Thomas, ed. IV. Title. 


MANNERS, Alexandra. FIC 
Candles in the wood / by Alexandra 
ee New York : Putnam, [1974] 256 

2 cm. [PZ4.M28197Can] 
TPS3563. A5363] 313’.5'4 74-79657 ISBN 
0-399-11371-1 : 6.95 


L Title. 
MANSFIELD, Katherine, 1888- FIC 
1923. 
The alce. New York, H. Fertig, 1974 


[c1930] p. cm. Reprint of the ed. 
published by Knopf, New York. 
[PZ3.M32355A15] [PR6025.A57] 823 74- 
16074 10.00 

I. Title. 

Prepared from C.I.P. 


*MARINER, B. E. FIC 
Captain’s compliments, [by] B. E. Mariner. 
New Yark, Vantage Press, [1974]. 186 p. 
21 em. ISBN 0-533-01043-8 5.95 

L. Title. 


MARTIN, Kay. FIC 
Vanessa : a novel / by Kay Martin. New 
York : Putnam, [1974] 256 p. ; 22 cm. 
[PZ4.M38124Van3] [PS3563.A7247] 
813°.5'4 74-79659 ISBN 0-399-11393-2 : 
6.95 

I. Title. 


MASTERSON, Whit, pseud. FIC 
The man with two clocks. New York, 
Dodd, Mead [1974] 210 p. 21 cm. (Red 
badge novel of suspense) [PZ4.M414Mar] 
[PS3563.A835] 813°.5’4 74-6808 ISBN 0- 
396-06988-6 5.95 

L Title. 


MATVEEN, Vladimir Pavlovich, 
1897-1935. 
The commissar of the gold express : an 


FIC 


THT 


episode in the civil war / by V. Matveyev ; 
ill. by Ernst. Westport, Conn. : Hyperion 
Press, 1974. p. cm. Translation of 
Komissar zolotogo poezda. Reprint of the 
1933 ed. published by Co-operative 
Publishing Society of Foreign Workers in 
the U.S.S.R., Moscow. [PZ3.M4378Co10] 
[PG3476.M374] 891.7342 . 74-10088 
ISBN 0-88355-174-8 : 13.50 


1. Russia—History—Revolution, 1917- 
1921—Fiction. I. Title. 

Prepared from C.I.P. 

MENEN, Aubrey. * FIC 


Fonthill; a comedy. Néw® York, Putnam 
[1974] 223 p. 22 cm. [PZ3..M5247Fo3] 
[PR6025.E5] 823°.9°14 74-79660 ISBN 0- 
399-11368-1 6.95 

1. Beckford, William, 1760-1844, in fiction, 
drama, poetry, etc. T. Title. 


*MILES, John. FIC 
The blackmailer. Indianapolis, Bobbs- 
Merrill, [1974] 176 p. 22 cm. ”Mystery.” 
73-22660 ISBN 0-672-51934-8 6.50 

I. Title. 


*MILLER, Marcia. FIC 
Stage Mother. New York Avalon Books 
[1974] 190 p. 20 cm. 4.50 . 
L Title. 


MILLHISER, Marlys. FIC 
Nella waits / Maryls Millhiser. New York 
: Putnam, [1974] 294 p. ; 22 cm. 
(PZ4.M6516Ne] [PS3563.14225] 813.54 
74-79662 ISBN 0-399-11319-3 : 6.95 

I. Title. 


*MOIKOBU, Josephine Moraa. FIC 
The intellectual graveyard. New York, 
Vantage Press, [1974]. 174 p. 21 cm. ISBN 
0-533-00963-4 4.50 

I. Title. 


ace Clarence Edward, 
83- 

The coming of Cassidy-and the others / by 
Clarence E. Mulford ; ill, by Maynard 
Dixon. New York : Aeonian Press, 1974, 
c1913. viii, 438 p. : ill. ; 21 cm. Reprint of 
the ed. published by A L. Burt Co., New 
York. [PZ3.M8966Co5] [PS3525. U398] 
813°.5°2 73-89637 6.95 

I. Title. 


FIC 


MULFORD, Clarence Edward, 
1883- 

Hopalong Cassidy / by Clarence E. 
Mulford ; with 5 il. by Maynard Dixon. 
New York : Aeonian Press, 1974, c1910. 
392 p. : 5 ill. ; 22 cm. Reprint of the ed. 
published by A. C. McClurg, Chicago. 
[PZ3.M8966Hg9] [PS3525.U398] 813.52 
73-89638 6.95 

I. Title. 


FIC 


MULFORD, Clarence Edward, 
1883- 

Hopalong Cassidy serves a writ / Clarence 
E. Mulford. New York : Aeonian Press, 
1974, ¢1941. 277 p. ; 21 cm. Reprint of 
the ed. published by Doubleday, Doran, 
Garden City, N.Y. [PZ3.M8966Hol12] 
[PS3525.U398] 813’.5°2 73-89642 6.95 

T. Title. 7 


FIC 


MULFORD, Clarence Edward, 
1883- 

Hopalong Cassidy takes cards / Clarence 
E. Mulford. New York : Aeonian Press, 
1974, c1937. 269 p. ; 21 cm. Reprint of 
the ed. published by Doubleday, Doran, 
Garden City, N.Y. [PZ3.M8966Hop7] 
[PS3525. 398} 813°.5’2 73-89643 6.95 

L Title. 


FIC 
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TIVIN 

MOLFORD, Clarerice Edward, ; FIC 
83- 

Hopalong Cassidy’s protege / by Clarence 

E. Mulford. New York : Aeonian Press, 

1974, c1926. vi, 349 p. 521 cm. Reprint of 

the ed. published by ” Doubleday, Page, 

Garden City, N.Y. [PZ3.M8966Hp5] 

[PS3525.U398] 813’.5°2 73-89640 6.95. 

L Title. 


MULFORD, Clarence Edward, 
1883- 

Johnny Nelson : how a one-time pupil of 
Hop&long Cassidy of the famous Bar-20 
ranch in the Peeos Valley performed an act 
of knight-errantry and what came of it / 
by Clarence E. Mulford ; frontispiece by 
Robert W. Bierbrauer., New York : 
Aconian Press, 1974, c1920. 354 p. : ill. ; 
22 cm. [PZ3. M8966J05] [PS3525. U398] 
813°.5’2 73-89644 lib. bdg. : 6.95 

I. Title. 


MULFORD, Clarence Edward, 
1883- 

Me an’ Shorty / by Clarence E. Mulford. 

New York : Aeonian Press, 1974, c1929. 

285 p. ; 21 cm. Reprint of the ed. 

aaa by Doubleday, Doran, Garden 


FIC 


FIC 


[PZ3.M8966Md4] . 


N.Y 
s25. U398] 813 .5°2 73-89645 6.95. 
L. Title. 


MULFORD, Clarence Edward, 
1883-1956. 
The Bar 20 rides again / by Clarence E. 
Mulford; with five ill. by Maynard Dixon. 
New York : Aeonian Press, 1974, c1926. 
- 337 p. ; 22 cm. Reprint of the ed. 
ee by „poubleday, Page, Garden 
N.Y [PZ3.M8966Bar14] 
[PS3525. U398] 813°.5'2 73-89635 6.95 
Í. Title. 


FIC 


MULFORD, Clarence Edward, FIC 
1883-1956. 
Bar-20 being a record of certain 


happenings that occurred in the otherwise 
peaceful lives of one Hopalong Cassidy 
and his companions on the range / by 
Clarence Edward Molsford; illustrated by 
N. C. Wyeth and F. E. Schoonover. New 
York : Aeonian Press, 1974, c1907. 382 p. 
: ill. ; 22 cm. Reprint of the ed. published 
by ‘Outing Pub. Co. New York. 
[ÈZ3. M8966Bal6] [PS3525.U398] 813°.5’2 
73-89632 lib. bdg. : 6.95 

d. Title. 


MULFORD, Clarence Edward, FIC 
1883-1956. 

Bar-20 days / by "Clarence E. Mulsford; 
with illus. by Mayward Dixon. New York : 
Aeonian Press, 1974, c1911. 412 p. : ill. ; 
21 cm. Reprint of the ed. published by A. 
C. McClurg, Chicago. [PZ3.M8966Ban6] 
[ES4525.0398] 813.52 73-89634 lib. bdg. 
:6.9 


I. Title. 


MULFORD, Clarence Edward, 
1883-1956. 

Hopalong Cassidy returns / by Clarence E. 

Mulford. New York : Aeonian Press, 1974, 

c1924. 310 p. ; 21 cm. Reprint of the ed. 

ges by Doubleday, Page, Garden 
[PZ3. M8966Ho12] 

[rsssas. .U398] 813°.5°2 73-89639 lib. bdg. : 


LL Title. 


NACHMAN, Elana. FIC 
Riverfinger women / Elana Nachman. Ast 
ed. Plainfield, Vt. : Daughters, inc., [1974] 
183 p. 22 cm. [PZ4. "N13Ri] 
[PS3564. A27 BIS: 5'4 74-79916 ISBN 0- 
913780-31-6 : 3.5 

L Title. . 


FIC 
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NICOLE, Christopher. . FIC 
Caribee / Christopher T New York : 
St. Martin’s, [1974] 441 p. ; 20 cm. 
[PZ4. ade [PR9320.9.N5] 813 73- 
78130 7 

ye Caribbean 
Title. 


*NORTHCUTT, Paul P. FIC 
Ride the rattler to romance, by Paul P. 
Northcutt. New York, Vantage Press, 
[1974]. 97 p. 21 cm. ISBN 9-533-01107-8 
4.50. 


L Title. 


NORTON, Andre. FIC 
The jargoon pard. [lst ed.] New York, 
Atheneum, oe 194 p. 22 cm. "A 
Margaret McElderry book.” 
[PZ3. NB 187Jer] [PS3527.0625] 813°.5’2 
tag rg ISBN 0-689-50011-4 6.95 

, Title. 


O'DONNELL, Lillian. FIC 

Dial 577 R-A-P-E / Lillian O’Donnell. 

New York : Putnam, [1974] 182 p. ; 21 
m. (Red mask mystery) [PZ4. 0254Dg3] 

[PS23565 D59] 813.54 73-93739 ISBN 0- 

399-11317-7 : 5.95 

I. Title. 


OLIVIER, Robert L., 1903- FIC 
Tinonc, son of the Cajun Teche / by 
Robert L. Olivier. Gretna, La. : Pelican 
Pub. Co., 1974. p. cm. [PZ3.0494T]] 
[PS3565.L53] 813.54 74-23826 ISBN 0- 
88289-054-9 : 3.95 

I. Title. 

Prepared from C.I.P. 


OLSEN, Jack. FIC 
Alphabet Jackson : a novel / by Jack 
Olsen. ist ed. Chicago : Playboy Press, 
1974. 309 p. ; 22 cm. [PZ4.04985Al] 
[PS3565.L77] 813’.5°4 74-82483 ISBN 0- 
87223-418-5 : 7.95 

L Titie. 


ORMESSON, Jean d’, 1925- FIC 
The glory of the Empire; a novel in the 
form of a history. Translated from the 
French by Barbara Bray. {ist American 
ed.} New York, Knopf, 1974. p. cm. 
Bibliography: p. [PZ4.0717G13] 
[PQ2629.R58] 843.914 74-7756 ISBN 0- 
394-48121-6 8.95 

1. Byzantine Empire—History—Fiction. I. 
Title. 

Prepared from C.I.P. 


OSTROVYSKĘII, Nikolai 
Alekseevich, 1904-1936. 
Born of the storm / Nicholas Ostrovsky ; 
translated from the Russian by Louise 
Luke Hiler. Westport, Conn. : Hyperion 
Press, 1974. p. cm. Translation of 
Rozhdennye burei. Reprint of the 1939 ed. 
published by Critics Group Press, New 
York. [PZ3.0852B04] [PG3476.08] 
E aed 74-10089 ISBN 0-88355-175-6 : 
15.00 
1. Ukraine—History—-Revolution, 1917- 
1921—Fiction. I. Hiler, Louise Luke, tr. I. 
Title. 
Prepared from C.I.P. 


THE Paths of virtue FIC 
delineated, 1756. (Anonymous) New York, 
Garland Pub., 1974. p. cm. (The Life & 
times of seven major British writers. 
Richardsoniana, 14) Reprint of the ed. 
printed for . Baldwin, London. 
[PR3667.R5 vol. 14] [PR3 291] 823.6 s 
sa N 74-16014 ISBN 0-8240-1316-6 

1. Richardson, Samuel, 1689-1761— 
Adaptations. I. Series: Richardsoniana, 14. 

Prepared from C.I.P. 


area—History—Fiction. 1. 


FIC 





CV AATALTIGAIN DUN TUDES Nuy T 


PAUL, Lynn. 


Fie <x, 
A closet full of clients. aed 
Dorrance [1974] 535 


p. 22 
{PZ4.P325Cl] [PS3566.A8263] 813°.5°4 73 
91537 ISBN 0-8059-1977-5 10.95 
Í. Title. 


PESIN, Harry. FIC 
Welcome, Stranger & Partners : the-story 
of God and the man who succeeded Him : 
a novel / by Harry Pesin ;. fill, Richard 
Hartley]. New York : Perspective 
Publications, [1974] x, 150 p. : ill. ; 22 cm. 
(PZ4.P476We] [PS3566.E74] 813’.5°4 74- 
78884 ISBN 0-911130-19-0 : 5.95 

T. Title. 


PETROCELLI, Orlando R. FIC 
Olympia’s inheritance / Orlando R. 
Petrocelli. New York : Dodd, Mead, 
[1974] 340 p. ; 22 cm. [PZ4. P4885601] 
[PS3566.E85] 813’.5'4, 74-6802 ISBN 0- 
396-0694 ; 6.95 

I Title. 


PHILLIPS, David Graham, 1867- 
1911. 

The cost. Illustrated by ‘Harrison Fisher. 
New York, Grosset & Dunlap. St.» Clair 
Shores, Mich., Scholarly Press, 1974 
[c1904] 402 p front. 22 cm. 
[PZ3.P543Co13] [PS3531.H5] 813°.5°2 72- 
84623 ISBN 0-403-02955-4 16.00 

L Title. 


PIRANDELLO, Luigi, 1867-1936. FIC 
Shoot! (Si gira); the, notebooks of Serafino 
Gubbio, cinematograph operator. 
Authorised translation from the Italian by 
C. K. Scott Moncrieff. New York, H. 
Fertig, 1974. p. Reprint of the 1926 ed. 
published by Dutton, New York. 
[PZ3.P663Sh5] [PQ4835.17] 853.912 74- 
12380 13.50 

I Title. 

Prepared from C.I.P. 


POSNER, Richard. FIC 
Welcome, sinner / Richard Posner. New 
York : Putnam, Cr 408 p. : geneal. 
tables (on lining ers) ; 22 cm. 
[PZ4.P855We] [PS35¢6. 0673] 813°.5°4 73- 
93741 ISBN 0-399-11332-0 : 8.95 

I. Title. 


FIC 


PREVOST, Antoine Francois, 
called Prevost d’Exiles, 1697-1763. 
Memoirs of a man of honour 4 Abbe 
Sagas New York : Garland Pubs 1974. 
p. cm. (The Flowering of the novel) 
Translation of Memoires d’un honnete 
homme. Reprint of the 1747 ed. printed 
for J. Nourse, London. [PZ3.P929Me15] 
[PQ2021.M4] 843.5 74-23659 ISBN 0- 
8240-1119-8 : 25.00 
I. Titie. II. Series. 
Prepared from C.I.P. 


PRICE, James. * FIC 
Hermes; a novel, by J. Price. [San 
Francisco, Millet Books, 1974] 95 p 

cm. fPZ4.P9448He] [PS3566. Rass 
813.54 74-82255 ISBN 0-9600646-3-X 
2.50 

I. Title. 


FIC 


Publisher’s address: P.O. Box 40731, San 
Francisco, Calif. 94100. 
PRIVATE letters from an FIC 


American in England / Anonymous. New 
York : Garland Pub., 1974. p. cm. (The 
Flowering of the novej) Reprint of the 
1769 ed. printed for J. Almon, London. 
[PZ3.P9398 1974] [PR3291.A6] 823'.6 74- 
23753 ISBN 0-8240-1186-4 : 25.00 

I, An American in England. II. Title. IH. 
Series. 

Prepared from C.I.P. 


ANAIL WZ Ts Ae 


PURDY, James. FIC 
Color of darkness ; Malco[i]m, / James 
Purdy ; introd. by Tony Tanner. Garden 
City; N.Y. : Doubleday, 1974. 383 p. ; 21 
cm. Contents.—Color of darkness.—You 
may safely gaze——Don’t call me by my 
right name.—Eventide——Why can’t they 
‘tell you why?—Man and wife—You reach 
for your hat—A good woman.—Plan now 
to attend.—Sound of- talking.—Cutting 
edge.—63, dream palace.—Malcolm. 
(PZ4.9853.Co7] [PS3531.U426] 813:5'4 
74-4650 ISBN 0-385-09559-7 : 3.95 

I Purdy, James. Malcolm. 1974. H. Title. 


*PURTELL, Joseph ; FIC 
The Tiffany Caper New York, Coward, 
McCann 


cm. 73-93770 ISBN 0-698-10596-6 6.95 

I. Title. 

*RASCOBE, Jesse » FIC 
Texas lost mines. Fort Dis, Tex., 


Frontier Book, 1974 88 p. 23 cm. 3.50 


REEMAN, Douglas. FIC 
The’ destroyers / Douglas Reeman. lst 
eee ed. New York : Putnam, 1974. 
31 cm. [PZ4.R328Dg3] 
[PR6068. E35] $03", 9°14 74-79663 ISBN 0- 
399-11399-1 : 7.95 

i World War, 1939-1945—Naval 
operations, British—Fiction. I. Title. ‘ 


*REGBERG, Scott L. FIC 
Sweet illusions, by S. L. Regberg. 
Illustrations by S. Rick Regberg. Los 
Angeles, Maiter [1972 i.¢.1974] 1 v. 
(unpaged) illus. 22 cm. 4.95 

T. Title. 


Publisher’s address: P.O. Box 777 Encino, 
Calif. 91316 


*REINCKE, L. Thomas. FIC 
The hormone holocaust; a novel by L. 
Thomas Reincke. Ist. ed. Jericho, N.Y., 
Exposition Press [1974] 276 p. 22 cm. 
ISBN 0-682-47893-8 8.50 

I Title. > 


RIDLEY, James, 1736-1765. FIC 
The history of James Lovegrove, Esq. / 
James Ridley. New York : Garland Pub., 
1974. (The Flowering of the novel) Reprint 
of the 1761 ed. published by J. Wilkie, 


Londen. [PZ3.R4375Hi8] [PR3668.R3] 
823.6 74-20930 ISBN 0-8240-1157-0 lib. 
bdg. : 25.00. 

I. Title. If. Series. 

Prepared from C.I.P. 

RIPPON, Marion. „FIC 


The ninth tentacle. [lst ed.] Garden City, 
N.Y., Published for the Crime Club Bet 
Doubleday, 1974. 183 p. 22 
[P24.RS94Ni3] [PR6068.16] 8137.5°4 Fa 
5536 ISBN 0-385-07995-8 4.95 ., 

_E Title. 


s 

ROBERTS, Walter Adolphe, i ° 

1886- 1962. 

The mind reader, a mystery. New York, 
Macaulay Co; [New York, AMS Press, 
1974, c1929] -p. cm. [PZ3.R5442Mi5| 
[PS3535.01793] 813°.5°2 73-18600 ISBN 
0-404-11410-5 14.00 — 
Ł Title. 
Prepared from C.I.P. ° 


ROBERTS, Waltér Adolphe, 

1886-1962. i 
The strange career of Bishop Sterling; a 
novel, by, Stephen Endicott. New York 
City, Meteor Press, 1932. [New York, 
AMS Press, 1974] p. cm. 


FIC 


FIC 


Geoghegan, [1974] 256 p. 22 ` 


([PZ3.R54398St8] [PS3535.01793] 813.52 
73-18603 ISBN 0-404-11413-X 15.00 

I. Title. 

Prepared from C.I.P. 


ROBERTS, Willo Davis. FIC 
Didn't anybody know my wife? / By Wido 
Davis Roberts. New York Putnam, 
[1974] 188 p. ; 22 cm. (Red mask mystery) 
[PZ4. R548Di] [PS3568.02478] 813.84 
74-79664 ISBN 0-399-11376-2 : 5.95 

T. Title. 


ROBY, Mary Lin. FIC 
The tower room / Mary Linn Roby. New 

York : Hawthorn Books, [1974] 183 p. ; 22 

cm. [PZ4.R669T03] [PS3568.0319] 

ae 74-341 ISBN 0-8015-7840-X : 
95° 


, L Title. 


ROMANOYV, Panteleimon 
Sergeevich, 1884-1938. 
Diary of a Soviet marriage / Pantaleimon 
Romanov ; translated from the Russian by 
John Furnivall and Raymond Parmenter ; 
with an introd. by Janko Lavrin. Westport, 
Conn. : Hyperion Press, 1974. p. cm. 
Reprint of the 1936 ed. published by 3. 
Nott, London. [PZ3.R6624Di5] 
[PG3476. R7] 891.7°3°42 74-10090 ISBN 0- 
88355-176-4 : 11.00 

I. Title. 
Prepared from C.LP. 


*ROSENTHAL, Monroe FIC 
President Kissinger A political fiction ty 
Monroe Rosenthal and Donald Munson. 
New York, Free Press [1974] viii, 273 p. 
18 cm. 1.75 (pbk.) 

I. Munson, Donald. joint author II. Title. 


RUBIN, Harold, 1912- FIT 
The pirate : a novel / by Harold Robbins. 
Net Bor Simon and Schuster, e 

(PZ3.R827P: 
S3565. VÀ siz. 54° 74-13407 ISBN 0- 


FIC 


°671-21877-8 : 8.95 


I. Title. 


*RUTHERFORD, Douglas. FIC 
The gurshot Grand Prix. Scarsdale, N.Y., 
Bradbury Press, [1974, cl1972]. 184 p. 22 
cm. 73-[0296 ISBN 0-87888-68-2 5.95 

I. Title. 


RYCK, Francis. FIC 
Undesirable company / Francis Ryck ; 
translated by Gordon Latta. New York : 
Stein and Day, 1974. 189 p. ; 22 cm. 
Translation of Le compagnon indesirable. 
[PZ4.R9926Un3] [PQ2678.Y3] 843.914 
74-80463 ISBN 0-8128-1709-5 : 5.95 

I. Title. . 


SAGGITTARUS. 


FIC 
Before the setting sun; the age before 
Hambone. Washington, Nuclassics and 


Science Pub. Co. [1974] xiv, 198 p. 22 cm. 
[PZ4.S1295Be] [PS3569.A33] 813°.5°4 74- 
77416 6.95 ; 
I. Title. 


SCHERF, Margaret. FIC 
If you want a murder well done. [1st ed.] 
Garden City, N.Y., Published for the 
Crime Club by Doubleday, 1974. 157 p. 22 
cm. [PZ3.83263If] [PS3537.C3214" 
813.52 74- 5537 ISBN 0-385-05588-9 4.95 
F Title. 


*SEARS, Ruth McCarthy. FIC 
The Grangerfford monks. New York 
Lenox Hill Press, 1974 192 p. 20 cm. 4.95 
I. Title. 


SHEBBEARE, John, 1709-1788. . FIC 
The history of the excellence and decline 


` The dunes : 


PIS EINJIN ` 


of the Constitution, religion, laws, 
manners, and genius of the Sumatrans / 
John Shebbeare. New York : Garland Pub., 
1974. p. cm. (The Flowering of the novel) 
Reprint of the 1763 ed. printed for G. 
Kearsly, London. [PZ3.85396Hi6] 
[PR3675.S73] 823.6 74-26592 ISBN 0- 
8240-1165-1 lib.bdg. : 25.00 

I. Title. IT. Series. 

Prepared from C.I.P. 


SHELDON, Walter J. FIC 
a novel / by- Shelly Walters 
fie. W. J. Sheldon]. New York : MeKay, 
[1974] 280 p. ; 22 em [PZ4.8544Du} 
[PS3569.H3928] 813'.5’4 74-82010 ISBN 
0-679-50477-X : 7.95 

I. Title. 


SHROYER, Frederick B. 
There none embrace 
aie Los Angeles : Nash Pub., [1974] 
257 : cm. [PZ4. $5614T a5] 
[PS3569. H744) Tia, 5'4 74-82065 ISBN 0- 
8402-1360-3 : 5.95 : 
I Title. 


SHYER, Marlene. ` FIC 
Local talent / Marlene Shyer. Indianapolis 
: Bobbs-Merrill Co., [1974] 213 p. ; 22 m 
[PZ4. $56345Lo} {PS3569. H88] 813.5? 
73-22655 ISBN 0-672-51980-1 : 6.95 


FIC 
/ by Frederick 


. L Title. 


SILLITOE, Alan. FIC 
Men, women, and children. New York, 
Scribner [1974, ¢1973] 189 p. 22 cm. 
(PZ4.S5723Me3] [PR6037.155] 823.914 
74-136 ISBN 0-684-13833-6 6.95 

I. Title. 

Contents omitted 


SIODMAK, Curt, 1902- FIC 
City in the sky / Curt Siodmak. New York 
: Putnam, [1974] 218 p. ; 22 om. 
[PZ3.5618Ci] [PR6037.1775] 813°.5°2 73- 
93745 ISBN 0-399-11333-9 : 5.95 

L Title. 


SMIDOVICH, Vikentii 
Vikent’evich, 1867-1945, 
The sisters / by V. Veresaev [i.e. V. V. 
Smidovich] ; translated from the Russian 
by Juliet Soskice. Westport, Conn. : 
Hyperion Press, 1974. p. cm. Reprint of- 
the 1934 ed. published by Hutchinscn, 
London. Translation of Sestry. 
(PZ3.S63797Si7] [PG3470.S6] 891.7342 
74-10093 ISBN 0-88355-179-9 : 16. 20K 
I. Title. 
Prepared from C.I.P. 


SMILLIE, I. S. j . FIC 
Diseases of the knee joint [by] I. S. 
Smillie. Edinburgh, Churchill Livingstone; 
[distributed in the United States of 
America by Longman, New York] 1974. 
459 p. illus. (part col.) 25 cm. Includes 
bibliographies. [RC951.S58] 617°.582 73- 
88502 ISBN 0-443-01101-X 55.00 

1. Knee—Diseases. I. Title. 


STARLING, Thomas, 1916- FIC 
The king and the cat. Baltimore, Spindrift 
Press [1974] p. cm. [PZ4.S796Ki] 
[PS3569.T33584] 813.54 74-82405 ISBN 
0-914864-00-9 6.95 

I. Title. . 

Prepared from C.I.P. Publisher’s address: 
6511 Lehnert Street, Baltimore, Md. 21207 


*STEVENS, Lucile Vernon. FIC 
The redbird affair. Avalon Books 189 p. 20 
cm. 4.50 

I. Title. 


FIC 


STEWART, Fred Mustard, 1932- 
Star «child : 


FIC 
a novel / by Fred Mustard 
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FICTION 


ia New York;: Arbor House, [1974] 

224 cm.  [PZ4. $8516St] 
[PS3569. 464] sis. 5'4 74-80712 ISBN 0- 
87795-093-8 : 6.95 


£ Title. 
*STROECKER, Stella M. FIC 
The Crowder household; The 


rationalization of a mystery; a novel, by 
Stella M. Stroecker. Ist. ed. Jericho, N.Y. 
Exposition [1974] 48 p. 22 cm. ISBN 0- 
682-47917-9 3.50 
T. Title. 

° 


SWADOS, Harvey. FIC 
Celebration : a novel / by Harry Swados. 
New York : Simon and Schuster, [1975] 
p. cm. [PZ4.S969Ce] (PS3569.W2] 813°.5’4 
74-23733 ISBN 0-671-21951-0 : 8.95 

I Title. 

Prepared from C.I.P. 


TENCIN, Claudine Alexandrine FIC 
Guerin de, 1682-1749. 
-The siege of Calais. New York, Garland 
Pub., 1974. p. cm. (The Flowering of the 
novel) Ascribed to C. A. G. de Tencin and 
A. de Ferriol, comte d’Pont de Veyle. Cf. 
Barbier, A.-A. Dict. des ouvrages 
anonymes. Reprint of the 1740 ed. printed 
for T. Woodward, London. [PZ3.T2532Si5] 
[PQ2067.T2] 843.5 74-16066 ISBN O- 
8240-1101-5 25.00 
I Pont de Veyle, Antoine de Ferriol, 
comte d’, 1700-1788, joint author. If. Title. 
ITT. Series. 
Prepared from C.I.P. 


TETERNIKOV, Fedor Ku’zmich, 
1863-1927. 
The old house, and other tales, by Feodor 
Sologub [pseud} Westport, Conn., 
Greenwood Press [1974] p. cm. Reprint of 
the 1928 ed. published by M. Secker, 
London, which was issued as no. 44 of 
New Adelphi Library. Contents.—The old 
house.—The uniter of souls.—The invoker 
of the beast.—The white dog.—Light and 
shadows.—The glimmer of hunger.—Hide 
and seek.—The smile-——The hoop.—The 
search.—The white mother. Bibliography: 
p. [PZ3.T292015] [PG3470.T4] 891.7°3’ 3 
74-11995 ISBN 0-8371-7715-4 14.75 
Le If, Series: New Adelphi library, v. 
Prepared from C.LP. 


THANE, Elswyth, 1900- FIC 
Letter to a stranger / by Elswyth Thane. 
New York : Aeonian Press, 1974, c1954. 
224 p. ; 22 cm. Reprint of the ed. 
published by Duell, Sloan, and Pearce, 
New York. [PZ3.T327Le5] [PS3539.H143] 
813’.5°2 74-4542 6.95 

I. Title. 


THANE, Elswyth, 1900- FIC 
Melody : a romance / by Elswyth Thane. 
New York : Aeonian Press, 1974, c1950. 
192 p. ; 22 cm. Reprint of the ed. 
published by Duell, Sloan, and Pearce, 
New York. [PZ3. T327Me4] 
([PS3539.H143] 813°.5°2 74-4541 6.95 

L. Title. 


FIC 


THANE, Elswyth, 1900- FIC 
Queen's Folly; a romance. New York, 
Aeonian Press, 1974 [c1937] 287 p. illus. 


21 cm. Reprint of the ed. published by 
Harcourt, Brace, New York. 


[PZ3.T327Qe4] [PS3539.H143] 813°.5'2 
74-4543 6.95 

T. Title. 

THANE, Elswyth, 1900- FIC 


Tryst. New York, Aeonian Press, 1974 
[c1939] 256 p. 22 cm. Reprint of the ed. 
published by Harcourt, Brace, Newe York. 


174 


{[PZ3.T327Tr5] [PS3539.H143] 813.52 74- 
4544 6.95 
I. Title. 


*THOMAS, Merle. FIC 
No sauce for the gander. {First ed.] New 
York, Vantage Press [1974] 266 p. 22 cm. 
ISBN 0-533-00820-4. 6.95 

I. Title. 


THORP, Roderick. FIC 
The circle of love / Roderick Thorp. New 
York : Berkley Pub. Corp. : sca a oy 
Putnam, [1974] 442 p. 

[PZ4.T55Ci] [PS3570.H67] 813" EA 73. 
87212 ISBN 0-399-11273-1 : 7.95 

I. Title. 


TODD, Edward N. FIC 

Copper Canyon [by] Edward N. Todd. [1st 

ea.) Garden City, N.Y. Doubleday, 1974. 
p. cm. [PZ4. ¥6346Co] [PS3570.038] 

813°.5°4 74-7637 ISBN 0-385-09898-7 4.95 

I Title. 

Prepared from C.I.P. 


TRACY, Don, 1905- FIC 

Honk if you’ve found Jesus / by Don 

Tracy, New York 3 G. P. Putnam, [1974] 
p. cm. [PZ3. T6715HI] 

[PS3539. R124] 812. 5'2 73-93749 ISBN 0- 

399-11334-7 : 6.95 

i. Title. 


TYNIANOV, [Urii 
Nikolaevich, 1894-1943. 
Death and diplomacy in Persia / by Yury 
Tynianov ; translated from the Russian by 
Alec Brown. Westport, Conn. : Hyperion 
Press, 1974. p. cm. Translation of Smert’ 
Vazir-Mukhtara. Reprint of the 1938 ed. 
published by  Boriswocd, | London. 
[PZ3. T97984De7] [PG3476. T9] 891.7°3'42 
74-10092 ISBN 0-88355-178-0 : 19.00 
rA Griboedov, Aleksandr Sergeevich, 1795- 
1829, in fiction, drama, poetry, etc. I. 
Title. 
Prepared from C.I.P. 


*VAN der Post, Laurens FIC 
A far-off place. New York, Morrow, 
[1974] [311 p.] 24 cm. 74-7632 ISBN 0- 
688-00286-2 7.95 

L Title. 


*VASILOU, George. FIC 
The Panama story, a novel. 1st ed. Jericho, 
N.Y. Exposition Press [1974] 189 p. 22 
cm. ISBN 0-682-47926-8 6.50 

L Title. 


VOLTAIRE, Francois Marie FIC 
Arouet de, 1694-1778. 

Zadig; ot, The book of fate [by] Voltaire. 
The amours of Zeokinizul iby] Claude de 
Crebillon. New York, Garland Publishing, 
1974. p. cm. (The Flowerirg of the novel) 
Reprint of 2 works, the Ist printed in 1749 
for J. Brindley, London; the 2d printed in 
1749 for G. Smith, London. [PZ3.V89Za5] 
[PQ2082] 843’5 74-16198 ISBN 0-8240- 
1124-4 25.00 

£ Crebillon, Claude Prosver Jolyot de, 
1707-1777. Les amours de Zeokinizul. 


FIC 


English. 1974. I. Title. HI. Title: The 
amours of Zeokinizul. IV. Series. 

Prepared from C.I.P. 

VON BLOCK, B. W. FIC 


Oi, by Jonathan Black. New York, 
Morrow, 1974. 404 p 25 cm. 
[PZ4.V94530i] [PS3572.0¢2] 8137.5°4 74- 
10503 ISBN 0-688-00293-3 8.95. 

I. Title. 


WALCOT, James. FIC 
The new pilgrim’s progress; or, The pious 
Indian convert. New York, Garland Pub., 


AMERICAN BOOK PUBLISHING RECORD 


1974. p. cm. (The Flowering of the novel) 
Reprint of the 1748 ed. “Journal of 
George James, in his pilgrimage amongst 
the inland natives:” p. [PZ3.W1413Ne5] 
{[PR3748.W45] 823.6 74-16309 ISBN 0- 
8240-1122-8 25.00 

1. James, George—Fiction, 2. James, 
George. I. James, George. Journal. 1974. 
If, Title. Hil. Series. 

Prepared from C.I.P. 


WEAVER, Harriett E. FIC 
Beloved was Bahamas : a steer to 
remember / Harriett E. Weaver. New 


York : Vanguard Press, [1974] viii, 184 p. : 
map (on lining papers) ; 22 cm 
[PZ4. W3629Be] [PS3573.E173] 813.54 
74-1716442 ISBN 0-8149-0740-7 g 5.95 

I Title. 


WHEELER, Gordon. FIC 
Easy come. New York, Random House 
[1974] p. cm. [PZ4.W5617Eas] 
[PS3573.H432] 813.54 74-9094 ISBN 0- 
394-49324-9 5.95 

I Title. 

Prepared from C.I.P. 


WHITE, Jon Manchip, 1924- * FIC 
The garden game by Jon Manchip White. 
Indianapolis, Bobbs-Merrill, [1973, 
i.e.1974] 212 p. 22 cm. [PR6073.H499G4] 
824914 73-22662 ISBN 0-672-51960-7 
.50 

L Title. 


*WICK, Gordan E. FIC 
Saints in buckskins; a novella, by Gordan 
E. Wick. New York, Exposition Press, 
[1974]. 76 p. 22 cm. ISBN 0-682-47848-2 
3.50 

I Title. 


WILLIAMS, Tennessee, 1911- FIC 
Bight mor rtal ladies possessed; a book of 
stories. [New York, New Directions Pub. 
Corp., 1974] 100 p. 21 cm. (A New 
Directions book) Contents.—Happy 
August the Tenth.-The inventory of 
Fontana Bella.—Miss Coynte of Greene.~—— 
Sabbatha and solitude.—Completed.— 
Oriflamme. [PZ3.W67655Ei3] 
[PS3545.15365] 813°.5°4 73-89484 ISBN 0- 
8112-0530-4 6.00 

I. Title. 

Pbk. 1.95, ISBN 0-8112-0531-2. 


WILSON, William, 1935- e FIC 
Detour / William Wilson. New York : 
Berkley Pub. Corp. distrpputed by 


Putnam, [1974] 185 p. 21 cm. 
[PZ4.W7544De] [PS3573.1476] 813.54 
73-87214 ISBN 0-399-11287-1 : 5.95 

I. Title. 

*WITTER, George. FIC 
A funny thing happened ... and a Aunt in 
the Yukon. ist. ed. Jericho, N.Y. 


Exposition Press [1974] 92 p. 22 cm. ISBN 
0-682-47934-9 6.00 
L Title. e 

« 


WOLFE, Bernard, 
Logan’s gone : 


1915- FIC 
a novel / by Bernard 
Wolfe. Los Angeles : Nash Pub., [1974] 
316 p ; 22 cm. [PZ4.W855Lo] 
[PS3573.049] 813’.5’4 73-92970 ISBN 0- 
8402-1341-7 : 7.95 
I. Title. 

e 


YOUNG, Carter Travis. FIC 
Guns of darkness. [ist ed.] "Garden ciy, 
N.Y., Doubleday, 1974. p. 

[PZ4. Y68Gu] [PS3575.07] 813.54 Ta 
9147 ISBN 0-385-00320-X 4.95 

I. Title. 

Prepared from C.I.P. 


` DECEMBER 31,1974 


ZOLA, Emile, 1840-1902. FIC 
Nana. Translated by Charles Duff; etchings 
by Vertes. London, Folio Press [distributed 
by] J. M. Dent, 1973. 387 p. illus. .23 cm. 
{PZ3.Z74N50] [PQ2510] 843°.8 74-171906 
ISBN 0-460-04144-4 

L Title. 

Distributed by Rowman and Littlefield, 


JUVENILE 


*THE Acrobatic Alpha-batic 
Mother ose ABC book. Drawings by 
Star Bellei. [Northbrook, Ill.] Hubbard 
Press [1974] 1 v. (unpaged) col. illus. 33 
em. Cover title. ISBN 0-8331-0512-4 1.95 


(pbk. 
I. Bellei, Star, illus” -r 


JUV 


ADRIFT in space, and other JUV 
stories. Foreword by Isaac Asimov. Illus. 
by Kathleen Groenjes. Minneapolis, Lerner 
Publications [1974] 47 p. illus. 23 cm. (The 
Lerner science fiction library) Includes 
Zebrowski’s ”Adrift in Space,” Goldsmith’s 
"The Plastic Age,” and Yore’s 
“Teamwork.” [PZ5.A2418] [Fic] 73-21476 
ISBN 0-8225-0951-2 3.95 (lib. bdg.) 

F Science fiction. I. Groenjes, Kathleen, 
illus. 


ALGER, Horatio, 1832-1899. JUV 
Making his way; or, Frank Courtney’s 
Struggle upward. New York, Arno Press, 
1974. p. cm. (Popular culture in America) 
Reprint of the ed. published by Hurst, 
New York, in the Alger series for boys. 


Young Frank Courtney’s perseverance, 
ambition, „and high moral character 
ultimatel enable him to triumph. 


{[PZ7.A395Mak12] [Fic] 74-15724 ISBN 0- 
405-06361-X 16.00 

I. Title. I. Series. 

Prepared from C.I.P. 


*ALIMAYO, Chikuyo. JUV 
Once around the clock; [by] Chikuyo 
Alimayo (Harold L. Franklin), Drawings 
and book design by the author. 
Philadelphia, EKO Publications [1974] 142 
p. illus. 23 cm. Also known as Harold L. 
Franklin. 5.95 


i. Title. e 

Publisher’s address: P.O. Box 5492 
Philadelphia, Pa. 19143. 

*ANDERSEN, Hans Christian. JUV 


Favorite fairy tales [by] Hans Christian 
Andersen. New York, Golden Press 1974, 
fede 141 p. illus. 29 cm. (Golden 
ooks) 73-86733 4.95 

I. Title. 


AVERY, Gillian Elise, 1926- JUV 
Ellen and the queen. With illustrations by 
Krystyna Turska. [Ist U.S. ed.] Nashville, 
T. Nelson [1974] p. cm. Because of her 
naughtiness, Ellen is denied the privilege 
of seeing the Queen with her class, but she 
determines to see her on her own anyway. 
[PZ7.A939Eo3] [Fic] 74-10287 ISBN 0- 
8407-6415-4 4.95, 

i. Turska, Krystyna, 1933- illus. IT. Title. 


Prepared from C.I.P. 


BAYLOR, Byrd. JUV 
Everybody needs 2 rock / by Byrd Baylor 


; with pictures by Peter Parnall. New York 
: Scribner, [1974] [32] p. : col. ill. ; 21 x 
27 cm. Describes the qualities to consider 
in selecting the perfect rock for play and 
pleasure. [PZ7.B3435Ev] [E] 74-9163 
ISBN 0-684-13899-9 lib. bdg. : 5.95 

I Parnall, Peter, ill. If. Title. 


BEAMAN, Joyce Proctor. JUV 
All for the love of Cassie. Durham, N.C., 
Moore Pub. Co. [c1973] 102 p. 23 cm. 
Growing up in North Carolina during the 
Depression, a girl tries to cope with the 
death of her father, near loss of the family 
farm, and poverty. [PZ7.B363Al] [Fic] 73- 
86471 ISBN 0-87716-046-5 4.95 

I. Title. 


BERBRICH, Joan D., comp. JUV 
Heaven and hell, edited by Joan D. 
Berbrick. New York, McGraw-Hill [1974, 
c1975} vii, 268 p. 23 cm. (Patterns in 
literary art, 15) [PZ5.B418He] [Fic] 74- 
8697 ISBN 0-07-004837-1 3.44 (pbk.). 

1. Heaven—Fiction. 2. Hell—Fiction. I. 
Title. 

Contents omitted. 


BERG, Leila. JUV 
The little car. Illustrated by Gerald Rose. 
Harmondsworth, Puffin Books, 1974. 92 p. 
illus. 20 cm. (A young puffin) Eleven brief 
episodes record the adventures of the 
Little Car and the Driver who understands 
every noise it makes. [PZ7.B4495Lg] [Fic] 
74-186928 ISBN 0-14-030682-X 

1. Automobiles—Juvenile fiction. I. Rose, 
Gerald, ‘lus. IT. Title. 


BERNANOS, George, 1888-1948 JUV 
The diary of a country priest. Translated 
from the French by Pamela Morris. 
Garden City, N.Y., Doubleday, 1974 
[c1937] 233 p. 18 cm. (Image books) [PZ3] 
ISBN 0-385-09600-3 1.75 (pbk.) 

I. Title. : 

L.C. card number for original ed.: 54- 
12996. 


*BISHOP, Claire Huohet JUV 
The man who lost his head illustrated by 
Robert McCloskey New York Viking 
[1974 c1970} 1 v. u.p. illus. 19 cm. x 23 
cm. (A Viking Seafarer Book) ISBN 0-670- 
05094-6 1.25 (pbk.) 

I. McCloskey, Robert, illus. I. Title. 

L.C. card number for original eå.: 42- 
25584. 


BJOLAND, Esther M., comp. JUV 
Stories cf childhood. Esther M. Bjoland, 
editor; Helen Wing, musical arrangements. 
Ilus. by George Armstrong [and others] 
Chicago, Standard Educational Corp., 1974 
[ci971] p. cm. (The Child’s world) A 
collection of favorite nursery songs and 
rhymes, poems, folklore, and stories. 
[PZ5.B488Sr4} 808.8 74-12319 ISBN 0- 
87392-301-5 

1. Children’s literature. I. Wing, Helen. II. 
Armstrong, George Douglas, 1927- illus. 
IH. Title. IV. Series. 

Prepared from C.I.P. Sold only as part of a 
eight volume set, 69.50. 


BONHAM, Frank. JUV 
The golden bees of Tulami. {lst ed.] New 
York, E. P. Dutton [1974] 153 p. 22 cm. 
Determined not to give in to Turk 
Ransom’s pressure to join one of his gangs, 
Cool Hankins finds unexpected support 
from an African stranger who seems to be 
on a mysterious mission. [PZ7.B6415.Go] 
[Fic] 74-8295 ISBN 0-525-30765-6 5.95 


JUVENILE 
L. Title. 


BRADBURY, Bianca. , JUV 
Boy on the run / by Bianca Bradbury. 
New York : Seabury Press, 1975. p. cm. 
Nick Fournier runs away from his over- 
protective, upper-middle-class mother and 
tests his ability to function and. survive on 
a rugged Massachusetts island. 
[PZ7.B716Bo] [Fic] 74-22486 ISBN 0- 
8164-3139-6 : 5.95 

I Title. 

Prepared from C.I.P. n 


*BURTON, Philip. aR JUV 
The Green Jsle pictures illus. by Robert 
Andrew Parker. New York, Dial Press 
[1974] 1 v. (unpaged) col. illus. 30 cm. 73- 
602 ISBN 0-8037-3204-X. 5.95. 

I. Parker, Robert Andrew, illus. If. Title. 
Lib. bdg. 5.47, ISBN 0-8037-3205-8 


CARR, Terry, comp. JUV 
Worlds near and far; nine stories of science 
fiction and fantasy. [lst ed.] Nashville, 
Nelson [1974] 176 p. 21 cm. Contents.— 
Leiber, F. Four ghosts in Hamlet.— 
Silverberg, R. The Dybbuk of Mazel Tov 
IV.—Lafferty, R. A. One at a time 
Russell, E. F. Displaced person.—Moore? 
R. If something begins.—-Carr, T. They live 
on levels.—Effinger, G. A. The horse with 
one leg.—Kornbluth, C. M. Kazam 
collects—Wolfe, G. Feather tigers. 
[PZ5.C184W0] [Fic] 74-10273 ISBN 0- 
8407-6404-9 6.50 É 

I. Science fiction, American. 2. Fantastic 
fiction, American. I, Title. 


COBLENTZ, Catherine Cate, 
1897-1951. 

The blue cat of Castle Town. Ilustrated by 
Janice Holland. Taftsville, Vt., Countryman 
Press [1974, c1949] 123 p. illus. 23 cm. A 
blue kitten is born once in a blue moon in 
a town in Vermont. His destiny is to find a 
friendly hearth and inspire its owner with 
the beauty and wisdom of the river’s song. 
[PZ7.C636Bn5] [Fic] 74-14930 ISBN 0- 
914378-05-6 4.50 (pbk.) 

L Holland, Janice, 1913-1962, illus. I, 
Title. 


JUV 


COX, William Robert, 1901- JUV 
The unbeatable five [by] William R. Cox. 
New York, Dodd, Mead [1974] 176 p. 21 
cm. When one of the “unbeatable five” is 
injured, Bud Cane takes his place on the 
basketball team but just can’t seem to 
make it the same winning combination. 
[PZ7.C83942Un] [Fic] 74-2596 ISBN 0- 
396-06957-6 4.95 

L Title. 


*CRISS, Inez Sandelin JUV 
Two if by sea or the magic of three, 
episode number Illus. by Monica V. Criss. 
Based on original idea of Lamar G. Criss. 
Ist. ed. [Jericho], N.Y. Exposition Press 
[1974, c1973] 64 p. illus. 22 cm. ISBN 0- 
682-47835-0 4.00 


I. Title. 

CUMBERLEGE, Vera G. JUV 
Shipwreck dby} Vera Cumberlege. 
Illustrated by Charles Mikolaycak. 


Chicago, Follett Pub. Co. [1974] 30 p. 
illus. 22 cm. Anxious for the day when he 
can row out with the lifeboat crew, Jim is 
unhappy that the old boat is to be replaced 
with a powered one until he witnesses a 
shipwreck during a storm. [PZ7.C909Sh] 
[Fic] 73-93553 ISBN 0-695-80478-2 4.95 

T. Mikolaycak, Charles, illus. II. Title. 
Librafy binding; 4.95. 
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‚JUVENILE 


*DAVIES, Peter. JUV 
Fly away, Paul New York, Crown [1974] 
213 p. 22 cm. 5.95 

L. Title. 


DEEGAN, Paul J., 1937- JUV 
Close but not quite, by Paul J. Deegan. 
Illustrated by John Keely. Mankato, Minn., 
Creative Education [1974] p. cm. Good 
enough to make the varsity team, Dan 
Murphy, a tenth grader, is glad he has two 
more years in which to improve his skill. 
[PZ7.D359Cl] [Fic] 74-16334 ISBN 0- 
87191-405-0 4.95 (lib. bdg.). 

i. Keely, John, ifu. I. Title. 

Prepared from C.I.P. 


DEEGAN, Paul J., 1937- JUV 
Dan moves up, by Paul J. Deegan. 
Ilustrated by John Keely. Mankato, Minn., 
Creative Education [1974] p. cm. Tenth- 
grader Dan Murphy’s game improves so 
much that he is selected for the high 
school varsit basketball team. 
{[PZ7.D359Dan] [Fic] 74-17069 ISBN 0- 
87191-406-9 4.95 (lib. bdg.). 

I. Keely, John, illus. I. Title. 

Prepared from C.I.P. 


*DU Bois, William Pene, 1916- JUV 
Lion story and pictures by William Pene 
du Bois. New York, Viking [1974, 1955] 1 
v. (unpaged) illus (part. col.) 22 cm. 
(Viking Seafarer book) ISBN 0-670-05093- 


8 1.50 (pbk.) 

L Title. 

L.C. card number for original ed.: 56- 
13707. 

ELWOOD, Roger, comp. JUV 
More science fiction tales; crystal 
creatures, bird-things, & other weirdies. 


Introd. by Barry Malzberg. Illustrated by 
Rod Ruth. Chicago, Rand McNally [1974] 
p. [PZ5. EeSMal [Fic] 74-12283 ISBN 0- 
528-82471-6 4.9 

i. Science fi PA I Ruth, Rod, illus. IL 
Title. 

Prepared from C.I.P. Library binding 4.79; 
ISBN 0-528-82472-4. Contents omitted. 


*EVANS, Mari. JUV 
I look at me! Chicago Third World Press 
[1974] 1 v. (unpaged chiefly illus. 22 cm. 
(A pre-school reader) 74-75591 ISBN 0- 
88378-038-0 4.95, 2.50 (pbk.) 

I. Title. 


EWING, Kathryn. JUV 
A private matter / by Kathryn Ewing ; 
illustrated by Joan Sandin. ist ed. New 
York : Harcourt Brace Jovanovich, [1975] 
p. cm. In her longing for a father, nine- 
year-ald Marcy becomes extremely 
attached to the kind man next door. 
(PZ7.E96Pr] [Fic] 74-23673 ISBN 0-15- 
263576-9 : 5.95 

£ Sandin, Joan, ill. II. Title. 

Prepared from C.I.P. 


FISK, Nicholas. JUV 
Grinny; a novel of science fiction. 
Nashville, T. Nelson [1974] 124 p. 22 cm. 
Eleven-year-old Tim records the strange 
events that occur during Great Aunt 
Emma’s visit and his growing conviction 
about her true identity. [PZ7.¥548Gr] [Fic] 
74-10274 ISBN 0-8407-6409-X 4.95. 

T. Title. 


*FREEMAN, Don JUV 
The guard mouse.story and pictures by 
Don Freeman. New York, Viking, [1974 


* ¢1967] 1 v. (unpaged) col. illus., 22 cm. 


(Viking Seafarer book) ISBN 0-670-05092- 
X 1.50 (pbk.) 
I. Title. a 
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FUJIKAWA, Gyo. JUV 
A to Z picture book. New York, Grosset & 
Dunlap [1974] [74] p. illus. (part. col.) 32 
cm. The letters of the alphabet are 
introduced in pictures and brief text. 
[PZ7.F9513Ac] 73-16655 ISBN 0-448- 
13205-2 4.95 

Í. Title. 


GALDONE, Paul. JUV 
The gingerbread boy. New York, Seabury 
Press [1975] p. ”A Clarion book.” The 
Gingerbread Boy eludes the hungry grasp 
of everyone he meets until he happens 
upon a fox more clever than he. 
[PZ8. 1.G15Gi] 398.2 E 74-11461 ISBN 0- 
8164-3132-9 6.95 (lib. bdg.). 

I. Title. 

Prepared from C.I.P. 


GAUCH, Patricia Lee. JUV 
This time, Tempe Wick? Illustrated by 
Margot Tomes. New York, Coward, 
McCann &, Geoghegan [1974] 43 p. illus. 
24 ‘cm. Everyone knew Tempe Wick was a 
most surprising girl, but they found out 
just how surprising when two mutinous 
Revolutionary soldiers tried to steal her 
beloved horse. [PZ7.G2315Th] [Fic] 74- 
79706 ISBN 0-698-30552-3 5.95 (lib. bdg.) 
I. Tomes, Margot, illus. IT. Title. 


GOFFSTEIN, M. B. JUV 
Me and my captain : story and pictures / 
by M. B. Goffstein. lst ed. New York : 
Farrar/Straus/Giroux, 1974. [31] p. : ill ; 
18 cm. A small wooden doll imagines what 
her life would be like with the captain of 
the fishing boat anchored on the window 
sill below her shelf. [PZ8.9.G654Me] [E] 
74-6699 ISBN 0-374-34901-0 : 3.95 

L Title. 


THE Graduated robot, and JUV 
other stories. Foreword by Isaac Asimov. 
Illus. by Kathleen Groenjes. Minneapolis, 
Lerner Publications [1974] 47 p. illus. 23 
cm. (The Lerner science fiction library) 
Includes Holly’s ”The Graduated Robot,” 
Malzberg’s “It Doesn’t Really Matter,” 
and Lytle’s "Jamey’s Visitor.” [PZ5.G695] 
[Fic] 73-21477 ISBN 0-8225-0956-3 3.95 
(lib. bdg.) 

1. Science fiction. I. Groenjes, Kathleen, 
illus. 


*GREEN, Dorothy. JUV 

Juno's adventure; antics of an airedale; a 

story. Illus. by R. L. Markham. Ist. d. 

Jericho, N.Y. Exposition [1974] 1 v. 

(unpaged) illus 22 cm. ISBN 0-682-48005- 
3 3.50 

t Title. . 


GREEN, Phyllis. JUV 
Nantucket summer. {Ist ed.] Nashville, 
Nelson [1974] p. cm. Thirteen-year-old A. 
D. unwillingly accepts a summer 
babysitting job on Nantucket Island and 
finds it far more pleasurable than she 
expected even though she must cope with 
her employer’s mental problems and a 
ghostly visitor. [PZ7.G82615Nan] [Fic] 74- 
10276 ISBN 0-8407-6403-0 4.95 

T. Title. 

Prepared from C.I.P. 


*GREENFELD, Howard 

F. Scott Fitzgerald. [ist. ed] New Yor. 
Crown, [1974] 136 p. illus. 24 cm. 
[PS3511.19] 813.52 73-91523 ISBN 0- 
517-514656 6.95 

1. Fitzgerald, Francis Scott Key, 1896- 
1940. I. Title. 


*HARGREAVES, Roger. JUV 
Mr. Tickle New York, Grosset & Dunlap, 
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1974 1 v. (unpaged.) col. illus. 16 cm. 73- 
16666 ISBN 0-448-11688-X 1.00 
f, Title. 


*HARGREAVES, Roger. JUV 
Mr. Topsy-Turvy New York, Grosset & 
Dunlap, 1974, c1972 1 v. (unpaged) col. 
illus. 16 cm. 73-16667 ISBN 0-448-11689- 
8 1.00 
I. Title. 


HAYNES, Betsy. JUV 
Spies on the Devil’s belt. [ist ed.] [New 
York, T. Nelson, 1974] p. cm. A fourteen- 
year-old boy who signs on with the 
Continental Army is utilized as a spy in 
the Long Island Sound area to foil the 
progress of the British. [PZ7.1g814913Sp] 
[Fic] 74-10289 ISBN 0-8407-6407-3 5.50. 
i. Title. 

Prepared from C.I.P. 


*HECTUS Carol. JUV 


Silver visits the attic. [1st. ed.] New York, 


-Vantage Press [1974]-30 p. illus. 21 cm. 


ISBN 0-533-00776-3 3.75 
T. Title. 


HEKMAT, Forough-es-Saltaneh. TUV 
Folk tales of ancient Persia, retold by 
Forough Hekmat with the collaboration of 
Yann Lovelock. Illustrated by Muhammad 
Bahrami. [1st ed.] Delmar, N.Y., Caravan 
Books, 1974. xv, 119 p. illus. 23 cm. 
(UNESCO collection of representative 
works: Persian heritage series, no. 18) 
(PZ8.1.H375Fo] 398.20955 73-14995 
ISBN 0-88206-001-5 6.00 

1. Tales, Persian. I. Lovelock, Yann, joint 
author. I, Bahrami, Muhammad, illus. HI. 
Title. IV. Series. 

Contents omitted 


*HERMAN, Harriet. 
The forest princess; 
Herman; illustrations; Carole Peterson 
Dwinell. [Berkeley, Calif], Over the 
Rainbow Press, 1974. 1 v. (unpaged), illus. 
25 cm. 2.95 (pbk.) 

I. Title. 


HOWARD, Moses L., 1928- JUV 
The human mandolin, by Moses L. 
Howard. Illustrated by Barbara Morrow. 
{ist ed.] New York, Holt, Rinehart and 
Winston [1974] p. The old musician puts 
into the mandolin the most beautiful and 
joyous sounds he can find. [PZ7.H834Hu] 
[E] 74-3122 ISBN 0-03-012961-3 4.95 

L Morrow, Barbara, illus. H. Title 
Prepared from C.LP. 


JACOBS, Linda. JUV 
A candle, a feather, a wooden spoon / by 
Linda Jacobs ; ill, by Kathleen Mary 
Wright. Sz. Paul, Minn. : EMC Corp., 
[1974] p. cm. (Her Really me!) Reluctant 
to be different from her schoolmates? a 
teen-age girl tries to hide her Jewish 
background. [Fic] 74-23770 ISBN 0- 
88436-15199 pbk. : 1.45 ISBN 0-88436- 
150-0 Tib.bdg. : 3.75 

I Wright, Kathleen Mary, ill. IT. Title. 
Prepared from C.I.P. 


JACOBS, Linda. JUV 
Everyone’s watching Tammy / by Linda 
Jacobs ; ill. by Kathleen Mary Wright. St. 
Paul, Minn. : EMC Corp., [1974] p. cm. 
(Her Really me!) Tammy discovers that 
being concerned about sqmeone else with 
problems helps overcome her own self- 
conscious feelings. [PZ7.J1525Ev] [Fic] 74- 
23759 ISBN 0-88436-153-5 pbk. : 1.45 
ISBN 0-88436-152-7 lib.bdg. : 3.75 

I. Wright, Kathleen Mary, ill. I. Title. 
Prepared from C.LP. 


JUV 
Story by Harriet 


VECCMBEK 31,1774 


JACOBS, Linda. JUV 
Will the real Jeannie Murphy please stand 
up / by Linda Jacobs ; ill. by Kathleen 
Mary Wright. St. Paul, Minn. : EMC 
Corp., [1974] p. cm. (Her Really me!) 
During summer vacation Jeannie gets 
contact lenses, loses weight, and gets a 
new wardrobe, but back in school she 
discovers she is still the same person 
inside. [PZ7.J1525Wi] [Fic] 74-23758 
ISBN 0-88436-157-8 pbk. : 1.45 ISBN 0- 
88436-156-X lib.bdg.: 3.75 

I. Wright, Kathleen Mary, ill. II. Title. 
Prepared from C.I.P. 


JOURNEY to another star, and JUV 
other stories / foreword by Isaac Asimov ; 
ill. by Kathleen Groenjes. Minneapolis : 
Lerner Publications Co., [1974] 47 p. : ill. ; 
23 cm. (The Lerner science fiction library) 
Includes Zebrowski’s Journey to Another 
Star,” Malzberg’s ”Guidan Binder’s 
“Better Dumb Than Dead,” Dann’s "The 
Good Old Days,” and Janifer’s Story 
Time.” [PZ5.J883] [Fic] 73-21478 ISBN 0- 
8225-0951-1 : 3.95 

l Science fiction. I. Groenjes, Kathleen, 
il , 


JUDSON, Edward Zane Carroll, 
1823-1886. 
Buffalo Bill and his adventures in the West 
[by] Ned Buntline (E. Z. C. Judson). New 
York, Arno Press, 1974. p. cm. (Popular 
culture in America) Reprint of the 1886 
ed. published by J. S. Ogilvie, New York. 
A fictional account of the adventures of 
William Frederick Cody, whose career as a 
frontiersman became legendary. 
[PZ7.J923Bu6}] [Fic] 74-15731 ISBN _0- 
405-06366-0 18.00 
1. Cody, William Frederick, 1846-1917— 
Juvenile fiction. I. Title. IT. Series. 
Prepared from C.I.P. 


THE Killer plants, and other JUV 
stories. Foreword by Isaac Asimov. Illus. 
by Kathleen Groenjes. Minneapolis, Lerner 
Publications [1974] 47 p. illus. 23 cm. (The 
Lerner science fiction library) Include 
Giles’ ”The Killer Plants,” Sargent’s ”The 
Invisible Girl,” Dann and Zebrowski’s 
The Flower That Missed the Morning,” 
and Reynolds’ *Spooky.” [PZ5.K55] [Fic] 
EE ISBN 0-8225-0953-9 3.95 (lib. 
bdg. 

I. Sgience fiction. I. Groenjes, Kathleen, 
illus. 


KLEIN, ‘Norma, 1938- : JUV 
A train for Jane. Tus. by Miriam 
Schottland. [lst ed.] [Old Westbury, N.Y.] 
Feminist Press, 1974. p. cm. (Feminist 
Press children’s book series) Despite 
everyone’s efforts to convince her trains 


JUV 


aren’t suitable for girls, Jane refuses to- 


change her order to Santa. [PZ8.3.K658tr] 
[E] 74-11764 ISBN 0-912670-34-7 3.50 

I Schottland, Miriam, illus. If. Title. 
Prepared from C.I.P. k 


*KNIGHT, Vick. JUV 
Earle the squirrel, by Vick Knight, Jr. 
Illustrated by Ellen J. Stern. [Los Angeles] 
Ward Ritchie Press [1974] 1 v. (unpaged) 
col. illus. 26 cm. 73-90550 ISBN 0-378- 
60263-2. 4.95 

L Title. 

*KNIGHT, Vick. JUV 
The night trayons talked, by Vick Knight. 
Illustrated by Theresa Barna Hudson. [Los 
Angeles] Ward Ritchie Press [1974] 1 v. 
(unpaged) col. illus. 26 cm. 74-78585 
ISBN 0-378-62726-0. 4.95 

E Title. 


KRAMER, Ann. JUV 
Ten exciting minutes. [Iilus.: Ann Kramer. 
Artists: Sue Parmerter and Cindy Lawyer. 
Rochester, N.Y., Kramer Pub., 1974] 36 p. 
illus. 21 cm. Cover title. Left alone for ten 
minutes at the fire station, Ed is faced w:th 
the preblem of directing firemen to a place 
he can’t remember. [PZ7.K8587Te] [Fic] 
74-11345 ISBN 0-914912-00-3 3.50 

I. Title. 


*LEWIS, Ray JUV 
Two men round the moon. Illus. by R. L. 
Markham, from drawings by Donna 
Petzen. Ist. ed. Jericho, N.Y., Exposition 
Press [1974] [32] p. col. illus-21 cm. ISEN 
0-682-47930-6 4.00 

L Title. 


LIEBMAN, Arthur 1926- comp. JUV 
Tales of horror and the supernatural the 
occult in Literature by Arthur Liebman 
New York Richards Rosen Press 1975, 
[i.e.1974] xii, 274 p. 22 cm. Bibliograpky: 
p. 265-274 Discussions on the treatment of 
witches, ghosts, werewolves, and vampires 
in literature accompany nineteen 
representative short stories. [PZ5.L62Ta] 
808.831 [Fic] 73-84994 ISBN 0-8239- 
0299-4 6.96 

1. Horror tales. I. Title. 


LINGARD, Joan. JUV 
The clearance. [lst U.S. ed.] Nashvile, 
Nelson [1974] 160 p. 23 cm. Sixteen-yezr- 
old Margaret comes from Glasgcw 
anticipzting a rather dull summer with her 
Grandmother in the highlands but things 
opin to happen quickly when she meets 
people across the road. 
[P27. Ls626C13] [Fic] 74-1289 ISBN D- 
8407-6400-6 5.9 
L Title. 


*LOVELACE, Maud Hart JUV 
Betsy-Tac, and Tib Illustrated by Leis 
Lenski New York, Thomas Y. Crowell 
{1974 c1969] 128 p. illus. 21 cm. (Crowell 
Crocodile) [PZ7] 41-18714 ISBN 0-699- 
00632-2 1.25 (pbk.) 

I Lenski, Lois, illus. II. Title. 


LOVELACE, Maud Hart, 1892- JUV 
Betsy-Tacy. Wlustrated by Lois Lenski. 
New York, Thomas Y. Crowell, [1974, 
1968] 113 p. illus. 21 cm. [PZ7] 808.068 
1.25 (pbk.) 

1. Fairy tales—Juvenile works. I. Title. 
aces number for original ed.: 49- 
0965. 


*MCCONAHAY, Gleeda, comp. JUV 
When I think I get scared compiled by 
Gleeda McConahay. Illus. by Jean Hale. 
Assoc. editor Kathleen Booth. Indianapolis, 
Fun Publishing [1974] 112 p. illus. 23 cm. 


2.50 (pbk.) 

T. Title. 

Publisher’s address: P.O. Box 40283, 
Indianapolis, Ind. 46240 

MANNING, Rosemary Joy. JUV 
The dragon’s quest [by] Rosemary 
Manning. Illustrated by Constance 
Marshall. (Harmondsworth, Eng., 


Baltimore] Penguin Books [1974, c1971] 
172 p. illus. 18 cm. (A Puffin book) To 
compensate for his absence during her 
summer at the beach, Susan’s friend R. 
Dragon leaves her a special book recalling 
his life and adventures at the court of King 
Arthur. [PZ7.M31565Dr8}] [Fic] 74-181494 
ISBN 0-14-030656-0 0.95 (pbk.). 

I. Title. 


MAYER, Mercer, 1943- JUV 
Frog gces to dinner / by Mercer Mayer. 
New York : Dial Press, [1974] [32] p. : all 


JUVENILE 


i. ; 15 cm. Having stowed away in a 
pocket, Frog wreaks havoc and creates 
disgrace for the family at the posh 
restaurant where they are having dinner. 
[PZ7.M462Fm] [E] 74-2881 ISBN 0-8037- 
3386-0 : 2.95. ISBN 0-8037-3381-X lib. 
bdg. : 2.96 

I. Title. . 

MAYER, Mercer, 1943- JUV 
One monster after another. Story and 
pictures by Mercer Mayer. New York, 
Golden Press [1974] 42 p. col. illus. 31 
cm. Sally Ann’s letter falls inte the 
clutches of one monster after another 


before finally reaching Lucy Jane. 
[PZ7.M462On] [E] 73-93191 3.95 

I Title. 

MENDOZA, George. JUV 


Sesame Street book of opposites with Zero 
Mostel. Photography by Sheldon Secunda. 
Book design by Nicole Sekora-Mendoza. 
New York, Platt & Munk [1974] [46] p. 
col. illus. 29 cm. ”Created in cooperation 
with the Children’s Television Workshop.” 
Zero Mostel portrays in pantomime the 
difference between such opposites as on- 
off, nice-grouchy, yummy-yucchy, and 
light-heavy. [PE1591.M47] [E] 73-21344 
ISBN 0-8228-7701-5 3.95 

I. English language—Synonyms and 
antonyms—Juvenile literature. I. Mostel, 
Zero, 1915- II. Secunda, Sheldon, illus. III. 
Children’s Television Workshop. IV. 
Sesame Street. V. Title. 


MILLER, Albert G., 1905- JUV 
The ABC dog show, by Albert G. Miller. 
Illustrated by Donald Silverstein. 
[Glendale, Calif.] Bowmar [1974] 57 p. col. 
illus. 20 x 28 cm. (ABC serendipity) 
Twenty-six dogs from Airedale to Zipper 
hound take part in the chase when a 
tomcat disrupts the dog show. 
[PZ8.3.M612Ad} [E] 72-89032 ISBN 0- 
8372-1814-4 5.95 

I. Silverstein, Donald, 1932- illus. II. Title. 


MILLER, Albert G., 1905- JUV 
Backward beasts from A to Z, by Albert 
G. Miller. Designed and illustrated by Paul 
L. Taylor. [Glendale, Calif.] Bowmar 
[1974] 58 p. col. illus. 20 x 28 cm. (ABC 
serendipity) Describes in verse twenty-six 
imaginary beasts whose names, turned 
around, identify more familiar animals. 
[PZ8.3.M612Bac] [E] 72-89034 ISBN 0- 
8372-1811-0 5.95; 3.95 (pbk.). 

I. Taylor, Paul L., illus. If. Title. 


MILLER, Albert G., 1905- JUV 
Our friends the ABC's, by Albert G. 
Miller. Designed and illustrated by Harry 
Wysocki. [Glendale, Calif.] Bowmar [1974] 
59 p. col. illus. 20 x 28 cm. (ABC 
serendipity) "Here on A Street, Alf and 
Artie / Give their Airedale, Arf, a party.” 
So begins the reader’s introduction to the 
streets and residents of Alphabet town. 
[PZ8.3.M6120u] [E] 72-89033 ISBN 0- 
8372-1812-8 5.95; 3.95 (pbk.). 

I. Wysocki, Harry, illus. II. Title. 


THE Mind angel : JUV 
and other stories / foreword by Isaac 
Asimov ; “ill by Kathleen Groenjes. 
Minneapolis : Lerner Publications Co., 
[1974] 47 p. : ill. ; 23 cm. (The Lerner 
science fiction library) Includes Orgill’s 
”The Mind Angel,” Louden’s ”The Green 
Boy,” and Blake’s “The Translator.” 
[PZ5.M64] [Fic] 73-21480 ISBN 0-8225- 
0958-X lib.bdg. : 3.95. 

i. Science fiction. I Groenjes, Kathleen, 
il, 
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JUVENILE 
NEIGOFF, Mike. JUV 
Runaway. Illus. by Rudolph Magnani. 


, Westchester, IlL, Benefic Press [1974] 95 
p. illus. 23 cm. (nner-city series) Two 
boys unhappy with their life in the city 
carry out their plan to run away to the 


country. [PZ7.N427Ru] [Fic] 74-112727 
2: 

I. Magnani, ‘Rudolph, illus. I. Title. 
*NEWBOLT, Henry, 1862-1938. JUV 
Rilloby-Rill By Henry Newbolt, with 
pictures by Susanna Gretz. Chicago, J. 


Philipe O’Hara [1974, c¢1973] 1 vol. 
[unpaged], col. ilius, 18 cm. [PZ7]. 73-8809 
ISBN 0-87955-107-0 

T. Title. 

Lib. bdg. 4.95, ISBN 0-87955-707-9 


NEWELL, Peter, 1862-1924. [Fic] 
The rocket book / by Peter Newell. New 
York : Dover Publications, 1974, c1912. 
44 p. : il. ; 21 cm. Reprint of the ed. 
published by Harper, New York. The 
upward progress of a rocket, lit in the 
basement by the janitor’s son, causes some 
strange siniations as it passes through 
twent Ors of apartments. 
[zd N46Ro8] 68-9155 ISBN 0-486- 
22044-3 pbk. : 1.50 

Le Title. 


NIGHT of the sphinx, and JUV 
other stories. Foreword by Isaac Asimov. 
Illus. by Kathleen Groenjes. Minneapolis, 
Lerner Publications [1974] 48 p. illus. 23 
em. (The Lerner science fiction library) 
Includes Exter’s ”Night of the Sphinx,” 
Toftes "When the Cold Came,” 
Gloeckner’s Skyhook,” and. Sargent’s 
”Aunt Elvira’s Zoo.” [PZ5.N46] [Fic] 73- 
21482 ISBN 0-8225-0954-7 3.95 

i Science fiction. I. Groenjes, Kathleen, 
illus. 


NIXON, Joan Lowery. JUV 
The alligator under the bed. Illustrated by 
Jan Hughes. New York, Putnam [1974] 
[32] p. col. illus. 22 x 25 cm. Unable to 
sleep because of the alligator under her 
bed, Jill is ad rescued from her 
predicament her Uncle Harry. 
[PZ7.N65A13] ry 72-94263 ISBN 0-399- 
60914-8. 5.95 

T. Hughes, Jan, illus. I. Title. 


NORTON, Browning, 1909- JUV 
Help me, Charley Buoy / by Browning 
Norton. New York : Coward, McCann & 
Geoghegan, [1974] 158 p. ; 22 cm. In his 
search for an old friend to help him, a 
recently orphaned fourteen-year-old 
becomes involved with the kidnapping of a 
young blind girl. [PZ7.N8217He] [Fic] 74- 
79698 ISBN 0-698-20297-X. ISBN 0-698- 
30549-3 lib. bdg. : 6.95 

I. Title. 


OVERTON, Jenny. JUV 
The thirteen days of Christmas / by Jenny 
Overton ; ill. by Shirley Hughes. Ist U.S. 
ed. Nashville : T. Nelson, [1974] p. cm. A 
young girl’s suitor sends her a different 
and unusual present every day of the 
Christmas season and inspires the well- 
known song. [PZ7.0964Th5] [Fic] 74- 
10277 ISBN 0-8407-6406-5 : 5.95 

i. Hughes, Shirley, ill. II. Titles 

Prepared from C.I.P. 


POTTER, Beatrix, 1866-1943. JUV 
The tale of two bad mice / by Beatrix 
Potter. New York : Dover Publications, 
1974. 56 p. : col. ill. ; 15 cm. Reprint of 
. the 1904 ed. published by F. Warne, New 
York. While the dolls are away two 
curious naughty mice explore the dolls’ 
house and steal their furniture. 
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[PZ10.3.P47Tau9] [E] 74-75268 ISBN 0- 
486-23065-1 pbk. : 1.00. 
L Title. 


POTTER, Beatrix, 1886-1943. JUV 
The tale of Mr. Jeremy Fisher / by Beatrix 
Potter. New York : Dover Publications, 
1974. 59 p. : col. ill. ; 15 cm. Reprint of 
the 1906 ed. published by F. Warne, New 
York. A frog fishing from his lily pad boat 
doesn’t catch any fish, but one catches 
him. [PZ10.3.P47Tal10] [E] 74-75269 
ISBN 0-486-23066-X pbk. : 1.00 

I. Title. 


THE Princess book. JUV 
Chicago, Rand McNally [1974] 60 p. illus. 
29 cm. SUMMARY: A collection of nine 
original stories about beautiful and 
energetic princesses clever enough to cope 
with the likes of dragons, evil curses, and 
handsome princes. [PZ5.P787] (Fic) 74- 
8383 ISBN 0-528-82095-8 4.95 

I. Princesses—Juvenile fiction. 2, Fairy 
tales. I. Chittum, Ida. 


RICHARDSON, Arleta. JUV 
In grandma’s attic : [stories to live, love, 
laugh & learn by] / Arleta Richardson ; 
illustrated by Dora Leder. Elgin, Ill. : D. 
C. Cook Pub. Co., [1974] 110 p. : ill. ; 18 
cm. Tales told by a grandmother about her 
childhood in the late nineteenth century. 
[PZ7.R3942In] [Fic] 74-75541 ISBN 0- 
912692-32-4 pbk. : 0.95. 

I. Title. 


ROCK, Gail. JUV 
The house without a Christmas tree. New 
York, Knopf [1974] p. cm. In 1946 a ten- 
year-old girl tries to understand and 
overcome her stern father’s objections to 
having a Christmas tree in the house. 
[PZ7.R587Ho] [Fic] 74-162 ISBN 0-394- 
82833-X 3.95 

I. Title. 

Prepared from C.I.P. Lib. bdg. 4.59, ISBN 
0-394-92833-4. 


ROCK, Gail. JUV 
The Thanksgiving treasure. New York, 
Knopf [1974] p. cm. Addie’s Thanksgiving 
gesture toward a crochety old man 
enriches both their lives. [PZ7.R587Th] 
[Fic] 74-163 ISBN 0-394-82834-8 3.95 

I Title. 

Prepared from C.I.P. Lib. bdg. 4.59, ISBN 
0-394-92834-2. 


*SCARRY, Richard. JUV 
Cars and ‘trucks and things that go [by] 


- Richard Scarry. New York, Golden Press 


1974 69 p. illus. 31 cm. (Golden book) 73- 
88691 ISBN 0-307-15785-7 4.95. 
I. Title. 


*SHAPIRO, Irwin. JUV 
Uncle Sam’s 200th Birthday Parade by 
Irwin Shapiro. Ilustrated by Frank New 
York, Golden Press 1974 45 p. illus. 31 
cm. (Golden Books) 74-77047 2.95 

L Title. 


SILVERBERG, Robert, comp. JUV 
Mutants : eleven stories of science fiction 
/ edited by Robert Silverkerg. lst ed. 
Nashville : T. Nelson, [1974] p. cm. 
[PZ5.S596Mu] [Fic] 74-10278 ISBN 0- 
8407-6412-X : 6.50 

1. Science fiction. I. Title. 

Prepared from C.I.P. Contents omitted. 


SMITH, Beatrice S. JUV 
Don’t mention Moon to me, by Beatrice S. 
Smith. [Ist ed.] Nashville, T. Nelson 
[1974] p. cm. A teenage girl travelling in 
Europe gets involved with a sweet little 
old lady carrying a vial of moon dust 
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stolen from an exhibit. [PZ7.S64323Do] 
[Fic] 74-10280 ISBN 0-8407-6397-2 5.95 
I. Title. 

Prepared from C.I.P. 


*STAMM, Claus. JUV 
Three strong women a tall tale from Japan 
illustrated by Kazue Mizumura. New York 
Viking Press [1974 c1962] 47 p. illus. (part 
col.) 20 cm. (Viking Seafarer Book) ISBN 
0-670-05095-4 0.95 (pbk.) 

T. Title. 

L.C. card number for original ed.: 62- 
9624. 


STEWART, A. C. JUV 
Dark dove [by] A. C. Stewart. New York, 
S. G. Phillips [1974] pycm. In 
northwestern Scotland sixteen-year-old 
Margaret tries to cope with her dour father 
and the problems connected with his 
premonitions of disaster.,[PZ7.S84864Dar] . 
[Fic] 74-9884 ISBN 0- 87599-203-X 6.95 

I. Title. 

Prepared from C.I.P. 


TOOZE, Ruth, comp. JUV 
The story world. Chicago, Standard 
Educational Corp., 1974 [cl971] p. cm. 
(The Child’s world) Twenty-six poems and 
stories, many extracted from the longer 
works of Laura Ingalls Wilder, Eleanor 
Estes, Ruth Sawyer, Virginia Sorenson, 
Beverly Cleary and other writers. 
(PZ5.T63St4] [Fic] 74-12278 ISBN 0- 
87392-307-X 

1. Children’s literature. I. Title. II. Series. 
Prepared from C.I.P. Sold only as part of a 
eight volume set, 69.50. 


THE Tunnel : 

and other stories / foreword by Isaac 
Asimov ; ill. by Kathleen Groenjes. 
Minneapolis Lerner Publications Co., 
[1974] 47 p. : ill, ; 23 cm. (The Lerner 
science fiction library) Includes Lytle’s 
"The Tunnel,” Orgill’s “The Smallest 
Starship,” and Street’s "To the World of 
Zzzd.” [PZ5.T84] [Fic] 73-21483 ISBN 0- 
8225-0952-0 lib.bdg. : 3.95. 

A Science fiction. L Groenjes, Kathleen, 
ili 


*VASILU, Mircea. JUV 
Once upon a pirate ship by Mircea Vasilu. 
New York, Golden Press 1974 1 v. 
(unpaged) illus. 31 cm. (Golden books) 73- 
93304 ISBN 0-307-13747-3 2.95 

I. Title. 


*VEGLAHN, Nancy. e JUV 
The vandals of treason house. Illustrated 


' by Marilyn Miller. [New York] Houghton 


Mifflin [1974] 158 p. illus. 22 cm. 4.95 
L Title. 


VESTLY, Anne-Cath. JUV 
Hello, Avrora. Translated from the 
Norwegian by Eileen .Amos, U.S. edition 
adapted by Jane Fairfax. New York, T. Y. 
Crowell 113741 135 p. illus. 21 cm. 
Translation ©f Aurora i blokk Z. Summary: 
While fhother works, Aurora, father and 
baby Socrates manage the household very 
well-something neighbors have difficulty 
understanding and accepting. 
[PZ7.V6154He] [Fic] 34- 5008 ISBN 0. 690- 
00513-X 5.50 

I. Kessler, Leonard P., 1921 illus. I. Title. 


WAHL, Jan. z JUV 
Mooga Mega Mekki. „Illustrated by 
Fernando Krahn. Chicago, J. *P. O'Hara 


[1974] 45 p. illus. 23 cm. (A Lead-óff 
book) Unappreciated by his family, Moog, 
a stone age boy, runs away to see his 
uncle. [PZ7. W1266Mo) [E] 73-16818 
ISBN 0-87955-111-9. 2.50 : 


DECEMBER 31,1974 


I Krahn, Fernando, illus. H. Title. 
Library binding 2.99; ISBN 0-87955-711-7. 


WHITTINGTON, K. R. JUV 
Oswald, the silly goose / K. R. 
Whittington ; illustrated by Tony Escott. 
Ist American ed. Scarsdale, N.Y. : 
Bradbury Press, 1974. 58 p. : ill. ; 24 cm. 
The fact that Oswald’s various escapades 
don’t always have the desired result 
doesn’t seem to bother him much. 
[PZ7.W61870s3] [Fic] 73-89222 ISBN 0- 


87888-067-4 : 4.95 
I. Escott, Tony, ill. I. Title. 


WILLIAMS, Ursula Moray, 1911- JUV 
Tiger nanny. With illus. by Gunvor 
Edwards. [Ist U.S. ed.] Nashville, Nelson 
[1974] p. cm. The zoo’s tiger cub that 
wants nothing more than to be a nanny 
creates world-wide headlines with the 
position she secures with a movie actress’ 
children. [PZ7.W6683Ti3] [Fic] 74-10284 
ISBN 0-8407-6405-7 5.95 


JUVENILE 


I Edwards, Gunvor, illus. IL Title. 
Prepared from C.I.P. 


YORK, Carol Beach. JUV 
I will make you disappear. [lst ed.] 
Nashville, T. Nelson [1974] p. cm. Twe 
young girls, spending a vacation with their 
family in a gloomy house, begin to play ai 
witchcraft. [PZ7.Y82law] [Fie] 74-10272 
ISBN 0-8407-6410-3 4.95 

I. Title. 

Prepared from C.I.P. 
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' PAPERBACK BOOKS are listed here in a separate section under which are recorded the mass-market and 
“trade” paperbacks published for general retail sale, library circulaticn and nontext reading in schools and colleges. 
Omitted from this Paperback section (but included in the general Weekly Record listings) are those paperbounds 
that are strickly textbooks, manuals, workbooks, highly specialized scientific and scholarly monographs, proceedings, 


aerials, ephemera and other titles of restricted interest. 





ACE, Stroker. FIC 
Stand on it. New York, Ballantine Books 
(1974, c1973] 274 p. 18 cm. [PZ4.A168St] 
[PS3551.C4} 813.54 ISBN 0-345-24226-2 
1.50 (pbk.) 

I. Title. 

L.C. card no. for original edition: 73- 
10414, 


ACOSTA, Oscar Zeta. FIC 
The revolt of the cockroach people. New 
York, Bantam Books [1974, c1973] 281 p. 


illus. 18 cm. [PZ4.A185Re 1974] 
[PS3551.C6] 813°.5’4 1.95 (pbk.) 
I Title. 


L.C. card number for original ed.: 73- 
79837. 


*ADLER, Cy A. 301.31 
Ecological fantasies; death from falling 
watermelons, a defense of innovation, 
science and rational approaches to 
environmental problems [by] Cy A. Adler. 
[New York], Dell, [1974, c1973]. 350 p. 
illus. 20 cm. (A Delta book) [HM206] 2.95 
(pbk.) 

i. Ecology. 2. 
enivronment. I, Title. 


ALEXANDER, Frederick 
Matthias, 1869-1955, 
The resurrection of the body; the writings 
of F. Matthias Alexander. Selected and 
introduced by Edward Maisel, with a 
preface by Raymond A. Dart. [New York, 
Dell, 1974, ¢.1969] ii, 204 p. 21 cm. (A 

Delta book) [RA781.A53] 2.75 (pbk.) 

i. Physical education and  training— 
Addresses, essays, lectures. 2. Hygiene— 
Addresses, essays, lectures, I. Title. 

L.C. card no. for original ed.: 69-16608. 


*ALGER, Horatio, 1832-1899. FIC 
Struggling upward; or Luke Larkins luck. 
Chatsworth, Calif., Canyon Books, [1974]. 
vi, 168 p. 18 cm. [PZ3] [PS1029] 813.4 
ISBN 0-89014-109-6, 1.25 (pbk.) 

T. Title. 


*ALGER, Horatio, 1832-1899 FIC 
The Western boy; or the road to success. 
Chatsworth, Calif., Canyon Books, [1974] 
vi, 168 p. 18 cm. [PZ3] [PS1029] 81374 
ISBN 0-89014-110-X. 1.25 (pbk.) 

i, Title. 


Man—influence of 


613.7 


*ALLEN, Anita. FIC 
Thunder rock. [New York] Berkley Pub. 
Co. [1974] 192 p. 18 cm. (Berkley large- 
type gothic) 0.95 (pbk.) 


I. Title. 
*AVALLONE, Michael. FIC 
Fallen angel. [New York] Warner 


. Paperback Library [1974] 175 p. 18 cm. 


(The Satan sleuth#1) ”Mystery” 0.95 
(pbk.) 
Í. Title. ° 
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BAILEY, Pearl. 541.5 
Pearl's kitchen; an extraordinary cooksook. 
New York, Pocket Books [1974, c1973] 
223 p. 18 cm. [TX715.B158] ISBN 0-671- 
78435-8 1.50 (pbk.) 

1. Bailey, Pearl 2. Cookery. I. Title. 

L.C. card no. for original edition: 73-5624. 


BAINBRIDGE, Beryl, 1933- FIC 
Harriet said. [New York] New American 
Library [1974, c1972] 182 p. 18 cm. (A 
Signet book) [PZ4.B162Har3] 823.914 1.50 


L.C. card no. for original edition: 73- 
76970. 


*BANKS, William H. FIC 
A love so fine by William H. Banks, Jr. 
New York, Pyramid Books [1974] 221 p. 
18 cm. 73-21118 ISBN 0-515-0334-@ 1.25 


(pbk.) 
T. Title. 


BARRON, John, 1930- 327.120947 
KGB: the secret work of Soviet secret 
agents. New York, Bantam Books [1974] 
xvi, 623 p. illus. 18 cm. Bibliograpky: p. 
591-599. [HV8225.B37] 1.95 (pbk.) 

i. Russia (1923- USSR.)  Komitet 
gosudarstvennoi bezopanosti. I. Title. 

L.C. card no. for original ed.: 73-7932. 


BATTALIA, O. William. 658.4 
The corporate eunuch, by O. William 
Battalia and John J. Tarrant. New York, 
ae ae Library [1974, c.1973] 148 
p. (A> Mentor book) 
FF5500. 3. U54B38] ISBN 0-690-21844-3 
1.75 (pbk.) 
1. Executives—United States. 2. Success. I. 
Tarrant, John J. joint author. JI. Title. 
L.C. poora no. for original edition: 72- 
13876. . 


BAZIN, Andre 791.43°0233'0924 
Jean Renoir edited with an introduction by 
Francois Truffaut. New York, Dell [1974 
c1971] 320 p. illus., 21 (A Delta book) 
Filmography: 21-309. 
[PN1998. A3R3913] 3: 5 (pbk.) 

1. Renoir, Jean, 1894 I. Truffaut, Francois 
joint author. II. Title. 


L.C. card no. for original edition: 72- 
86984 
BEARD, James Andrews, 1903- 641.5 


How to eat better for less monev, [by] 
James Beard and Sam Aaron. With a 
helpful supplement on budget wines and 
spirits. New [2d] rev. ed. Prepared and 
edited by Jose Wilson. New York, Pocket 
Books [1974, c1970] 316 p. 13 cm. 
[TX651.B4 1974] ISBN 0-671-78742-X. 
1.50 (pbk.) 

1. Cookery. I. Aaron, Sam, joint author. IT. 
Title. 

L.C. card no. for original ed.: 78-101864. 


@ 


BEAUVOIR, Simone de, 1908- 843.91 
The blood of others, tr. from the French 
by Roger Senhousa and Yvonne Moyse. 
New Yo antam Books [1974, c1948] 
277 p. 18 cm. Translation of Le sang des 
autres. [PZ3.B3852B1 1974] 1.75 (pbk.) 

L Title. 

L.C. card number for original ed.: 48- 
7497. 

*BENEDICT, Lynn. FIC 
The Lucifer cult. New York, Pocket Books 
[1974] 216 p. 18 cm. (A Ravenswood 
gothic) ISBN 0-671-77785-8 0.95 (pbk.). 

Í. Title. 


*BENEDICT, Lynn. FIC 
Whisper of heather New orki „Pocket 


Books [1974] 175 p. (A 

Ravenswood gothic) ISBN oanstie 

0.95 (pbk.) 

L. Title. 

BENNETT, Margaret, 796'.96'9°3 
f1.1967 


Cross-country skiing for the fun of it. New 
York Ballantine Books [1974, c1973} 162 
p. illus. 18 cm. [GV854.9.C7B46] ISBN 0- 
345-24206-8 1.50 (pbk.) 


I. Title. 
L.C. card number for original ed.: 73-9269 
*BERG, Dave 741.5973 


Roger Kaputnik and God, written and 
illustrated by Dave Berg, edited by Jerry 
De Fuccio. [New York] New American 
library [1974] [155] p. illus. 18 cm. (A 
Signet book) [PN6231] 0.95 (pbk.) 

J. American wit and humor, Pictorii. I. 
De Fuccio, Jerry Il. Title. 


BIBBY, Geoffrey. 913.4 
The testimony of the spade. New York; 
New American Library [1974 c1956] x, 
399 p. illus. 18 cm. (A Mentor book) 
"Some remarks on reading”: p. 385-388. 
[GN803.B5] 940 2.50 (pbk.) 

L Europe—Antiquities. 2. 
Prehistoric—Europe. I. Title. 
oe card number for original ed.: 56- 
8916. 


es 
BIELER, Henry G. 613.95 
Dr. Bieler’s natural way to sexual health 
[by] Henry G. Bieler and Sarah Nichols. 
New York, Bantam Books [1974, c1972] 
ae 232 p. 18 cm. [RA784.B54] 1.50 


Man, 
e 


1 Nutrition. 2. Hygiene, sexual. I. Nichols, 
Sarah, 1936- joint author. H. Title. 
L.C. card no. for original ed.: 72-83312. 


BIRMINGHAM, ` 917.3069162 B 
Stephen. i 
Real lace: America’s Irish rich. New 


York, Popular Library [1974, c1973] 287 
p. illus 18 cm. [E184.16B57] 1.75 (pbk.) 
F Irish in the United States—Biography. 2. 


"DECEMBER 31,1974 


United States—Social life and‘customs. 3. 


Upper classes—United. States. I. Title. 
L.C. card number for original edition: 73- 
4061. 


*BLAIR, Jennifer, FIC 
Evil island. [New York} Deil. [1974] 176 p. 
-18 an (A candlelight mystery) 0.75 (pbk.) 
I. Title. 


BLEUEL, Hans Peter. 176.0943 
Sex and society in Nazi Germany. Edited 
and with a pref. by Heinrich Fraenkel. 
Translated from the German by J. Maxwell 
Brownjohn. New York, Bantam, Books 
(1974, cl1973] ix, 364 p. illus 18 cm. 
[HN460.M6B5513] 1.95 (pbk.) 

1. Germagy—Moral conditions. I. Title. 
L.C. card no for original ed.: 73-15517. 


BLUME, Judy. JUV 
Deenie. [New York, Dell 1974 c1973] 143 
p. 18 cm. (Laurel Leaf library) W95 (pbk.) 
L Title. 


*BLUMENFELD, Ralph. 973.9240924 B 


Henry Kissinger; the private and public . 


story by Ralph Blumenfeld, the Staff and 
Editors of the New York Post. [New 
York] New American Library [1974] 326 
p. illus. .18 cm. (A Signet special) [E840.8] 
1.75 (pbk.) 

I. . Kissinger, Henry Alfred. 2. United 
States—Foreign relations 1969- yey New 
York Post. II. Title. } 


oe Peter, 791.4308 
Pieces of time; Peter Bogdanovich on the 
movies. [New York, Dell, 1974, -c.1973] 
271 p 21 cm. (A Delta book) 
[PN1994.B563] 2.95 (pbk.) 

a oE pictures—Collected works. -I. 
tle. 


'. L.C. card number for original ed.: 73- 


82189. 


BOGEN, Constance. 746.4 
Macrame. With photos by Tom Gartner. 
New York, Pocket Books [1974, c1973] 
189 p. illus. 18 cm. [TT840.B63] ISBN 0- 
671-78696-2 1.50 (pbk.) 

1. Macrame. I. Title. 

L.C. card no. for original edition: 73- 
82867. 


BOND, Michael ` JUV 
Paddington goes to town. Illus. by Peggy 
Fortum. [New York,. Dell, 1974, c1972] 
[126] p illus. 20 cm. (A Yearling book) 
Recounts the adventures of an unusual 
guinea pig that specializes in tall tales. 
[PZ7.B6368Pacn] 0.95 (pbk.) 

I. Guinea Pigs—Stories I. Title. . 

L.C. card no. for original edition: 72- 
184153. 


BOOTON, Kage. FIC 
The troubled house. [New York, Dell 
1974, c1958] 174 p. 18 cm. [P74 B7254Tr] 
0.95 (pbk.) 

I. Title. ipo 
L.C. card no. for original édition: 57- 
12126 


*BORNHAUSER, Tom. 791.45°0232 


The world’s greatest T.V. quiz [by] Tom . 


Bornhauser and Dennis Palumbo. [New 
York] Berkley Be Co. [1974] xi, 189 p. 
8 cm. (A Berkeley Medallion book) 
[PN.1992] ‘SBN 0- 425. 02703-1 0.95 (pbk.) 
1.. - Television ` - broadcasting—Quizzes. i 
Talumbo, Dennis, joint author. If. Title. 


-BOYNTON, Peter. FIC 
Stone Island. New York, Warner 
Paperback«: Library.: n 974, c1973] 381 p. 


18cm. {Ps3ss2. 095] 813°5°4 ISBN 0-446- 
78518-0 1.50 (pbk.). 


LI Title. 

L.C. card number for original edition 73- 
4379 ; 
*BRAND, Max FIC - 
The galloping EN [New York] 


Warner Paperback Library [1974, c1957] 
223 p. 18 cm. 0.95 (pbk.) 
I. Title. 


*BRENNAN, Alice. FIC 
Devil take all. New York, Popular Library 
[1974] 253 p. 18 cm. (A queen size novel) 
0.95 (pbk.) 

Lf. Title. 


BRENNAN, Louis A. 913.031 
Beginner’s guide to archeology; the 
modern digger’s step-by-step introduction 
to the expert ways of unearthing the vast 
[by] Louis A. Brennan. [New: York], Dell 
[1974, c1973] 379 p. illus. 18 cm. (Laurel 


edition) Includes bibliographies. 
[E77.9.B74] 2.25 (pbk.} 
T Titie. . 


L.C. card number for ooriginal edition: 
73-4193. 


BROWNE, Gerald A. l FIC. 


Hazard, a novel, by Gerald A. Browne 
New York, Pocket Books [1974, c1¢73] 
293 p 18 cm. [PZ4.B8816Haz] 
[PS3552.R746] 813.54 ISBN 0-671-78725- 
X 1.50 (pbk.) 

L. Title. 

L.C. card no. for original edition: 72- 
82171. 


BUCHWALD, Art, 1925- 818.5407 
I never danced at the White House. 
Greenwich, Conn., Fawcett [1974, c1973] 
224 p. 18 cm. (A Fawcett Crest book) 
[PS503.U1828124] 1.25 (pbk.) 

i. United States Civilization 1945-— 
Anecdotes, facetiae, satire, etc. I. Title. 


L.C. card no. for original edition: 73- 

78585. š 

*BUCK, Pearl (Sydenstricker) FIC 
1892-1974. 


All under heaven ja novel [by] Pearl S. 
Buck. New York, Pocket Books [1974, 
c1973] 191 p. 18 cm. [PZ3.B8555A1] 
813.52 ISBN 0-671-78698-9 1.50 (pbk.) 

I. Title. 

L.C: card number for original edition: 72- 
7285. 


BYARS, Betsy (Cromer) JUV 
The 18th emergency [by] Betsy Byars. 
Illustrated by Robert Grossman New York 
Avon Books [1974, c1973] 126 p. illus. 18 
cm. (Camelot Books) When the toughest 
boy ir school swears to kill him, twelve- 
year-old Mouse finds little help from 
friends and must prepare for his emergency 
alone. [[PZ7.B9836Ei]] [Fic] ISBN 0-330- 
00099-7 0.95 (pbk.) 

1. Title. 

L.C. card aumea for ‘original ed: 72- 
91399 


BYARS, Betsy (Cromer) JUV 
The summer’ of the swans [by] Betsy 
Byars. Illus. by Ted Coconis. New York 
Avon Books [1974, c1970] 142 p. illus 19 
cm. (Camelot Books.) Teen-age girl gains 
new insight into herself & her family when 
her mentally retarded brother gets lost. 
[PZ7.H98396Su]. Fic ISBN 0-380-00093-9 
0.95 (pbk.) 

1. Mentally handicapped—Fiction. L 
Coconis, Fed. illus. H. Title. 

L.C. card number for original odi: 72- 
106919. i 


‘ Books, 


*CHAPMAN 
CADELL, Elizabeth: . FIC 
The friendly air. New York; Faas POr 
[1974  c1971] 184 18 
[PZ3.C11427Fr] [PR6005. T2257. 813. 34° 
0.95 (pbk.) . 
L Title. 
L.C. card no. for original edition: 74- 
584595. ? 
. *CAMERON, Lou FIC 
Barca. [New York] Berkley Pub. Co. 


[1974] 256 p. 18 cm. (A Berkley medallion 
book) “Mystery” 1.25 (pbk.) 
I. Title. ° 


*CARAS, Roger. 574.076 
The Roger Caras nature quiz book.. 
Number 2, 1974 is now available from 
Bantam for 1.25. 


CARNEGIE, Sacha. _ FIC 
Kasia and the Empress. New York, 
Bantam Books [1974, c1972] viii, 293 p. 
18 cm. [PZ4.C2875Kas3] [PR6053. A686] 
823°.9°14 1.25 (pbk.) 

1. Catharine IH, Empress of Russia, 1729- 
1796—Fiction. I. Title. 

L.C. card no. for original éd.: 72-9937. 


*CARR, Kirby. FIC 
Let me kill you sweetheart! Chatsworth, 
Calif. Canyon Books [1974] 189 p. 18 cm. 
(Hitman no. 2) 1.50 (pbk.) 

£ Title. 


CARRINGTON, Dora de 
Houghton, 1893- 1932. 
Carrington: letters and extracts from her 
diaries. Chosen and with an introd. by 
David Garnett. With a bibliographical 
note by Noel Carrington. New -York, 
Ballantine Books [1974, c1970] xvii, 650 p, 
illus, geneal. tables, orts. 18 cm. 
Bibliography: p. 640. [ND497.C375G3 

1974] ISBN 0-345-24262-9 2.25 (pbk.) 
I. Title. 
L.C. card no. for original ed.: 79-137332. 


*CARROLL, Joy. FIC 
Soul’s end. [New York] Dell [1974] 235 p. 
18 cm. (A Dell book) 1.25 (pbk.) 

I. Title. 


*CARTLAND, Barbara. : FIC 
The glittering - lights. New York, Bantam 
[1974] 200 p. 18 cm. (Barbara 
Cartland library no. 12) 1.25 (pbk.) 

L Title. 


*CARTLAND, Barbara. FIC 
The wicked marquis. [New York] Bantam 
Books [1974, c1973] 217 p. 18 cm. (The. 
Baibara Cartland Library # 10) 1.25 (pbk.) 
ttle. 


CASHMAN, John FIC 
The gentleman from Chicago; being an 
account of the doings of Thomas Neill 
Cream, M.D. (M’GilD, 1850-1892. New 
York, Popular Library [1973 i.e.1974] 286 
p. 18 cm. ”A Joan Kahn-Harper novel of 
terror.” [PZ4.C3412Ge3 1974] 
[PS3553.A7936 1974] 813°.5’4 1.50 (ptk.} 
1. Cream, Thomas Neill, 1850-1892— 
Fiction I. Title. 

L.C. card no. for original ed.: 73-4145. 


*CHAPMAN, Abraham, 810.808924 
comp 

Jewish. -American literature, an anthology 

of fiction, poetry, autobiography, and 

criticism, edited with introduction and 

biographical notes, by Abraham Chapman. 

[New York] New American Library [1974] 

lxiii, 727 p. 18 cm. (A Mentor book). 

[PS508.34] 74-81014 2.25 (pbk.) 

r : aca iiterature—Jewish authors. I. 
tale. 
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*CHASE 


*CHASE, James Hadley. FIC 
Just another sucker. New York, Pocket 
e Books, [1974, c1960]. 191 p. 18 em. ISBN 
0-671-77934-6. 0.95 (pbk.) 
- L Title. 


*CHASE, James Hadley. FIC 
Tell it to the birds. New York, Pocket 
Books, [1974, c1963]. 175 p. 18 cm. ISBN 
0-671-77764-5. 0.95 (pbk.) 

t Title. 


*CHASE, James Hadley, 1906- FIC 
I would rather stay poor. New York, 
Pocket Books [1974, c1964] 191 p. 18 cm. 
ISBN 0-671-77773-4 0.95 (pbk.) 

L Title. 


CHRISTIE, Agatha (Miller) 
1891- 

Cards on the table, by Agatha Christie. 

[New York, Dell 1974, c1964] 190 p. 18 


FIC 


cm. “First published in 1936.” 
[PZ3.C4637Car5] 0.95 (pbk.) 
I. Title. 2 


L.C. card number for original edition: 68- 
6254. $ 


CLARK, Linda A. 614.8739 
Are you radioactive? How to protect 
yourself, by Linda A. Clark. New York, 
Pyramid Books [1974, ces 128 p. 18 
cm. Bibliography: [127]-128. 
[RA569.C55 1974] ISBN. "0-515-03466-5 
1.25 (pbk.) 

1. Radiation—Safety measures. I. Title. 
Dees number for original ed.: 73- 
76155. 


*CLEVE, John. FIC 
‘The crusader; the accursed tower. [New 
York], Dell [1974] 174 p. 18 cm. (A Dell- 
Grove book) 1.50 (pbk.) 

i. Title. 


*CODY, James P. FIC 
The D.C. man top secret kill [by] James P. 
Cody. [New York] Berkley Pub. Co. 
[1974] 190 p. 18 cm. (A Berkley medallion 
boak) ISBN 0-425-02639-6 0.95 (pbk.) 

. Title. 


*COLLINS, Mabel. FIC 
The idyll of the white lotus. New York, 
Pyramid Books [1974 c1952] 142 p. 18 
cm. 74-7341 ISBN 0-515-03504-1 1.25 
(pbk.) 

L Title. 


*CONDON, Richard. FIC 
The star spangled crunch. New York, 
Bantam [1974] 130 p. 18 cm. 1.50 (pbk.) 

I. Title. 


*CONSUMER Guide. 641.31 
The brand name food game. [New York, 
New American Library 1974] 385 p. tables 
18 cm. ”Cover title” [QP141] 1.95 (pbk.) 
i. Nutrition. 2. Marketing (Home 
economics) I. Title. 


*CONWAY, Norman. FIC 
The Omega operation. Chatsworth, Calif. 


Canyon Books [1974] 191 p. 18 cm. 
(Hunter# 1) 1.50 (pbk.) 

È. Title. - 

*COOKSON, Catherine. è FIC 


The garment. [New York] New American 
Library [1974, c1962] 240 p. 18 cm. (A 
Signet book.) [PZ4.C7735] 813 1.25 (pbk.) 
L Title. 


*COSTAIN, Thomas B. FIC 
. For my great folly [by] Thomas B. Costain 

[New York] Avon [1974 c1942] 512 p. 18 

cm. ISBN 0-380-00174-8 1.75 (pbk.) 

I. Title. ° 
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*CRAIG, John FIC 
Superdude. [New York] Warner Paperback 
Library [1974] 238 cm. 18 cm. 1.25 (pbk.) 

. Title. 


*CURLEY, Charles. 658.15 
The coming profit in gold. New York, 
Bantam Books [1974] 154 p. 18 

erases p. 132-137. [HG6047]} 1.95 


1. Gold buying. I. Title. 


*CURTIS, Richard. FIC 
The $3,000,000 turn-over. [New York] 
Warner Paperback Library [1974] 188 p. 
8 cm. (The pro# 1) 1.25 (pbk.) 

L Title. 


*CUTHRELL, Faith (Baldwin). FIC 
The heart has wings. By Faith Baldwin 
[New York] Warner Paperback Library 
[1974, c1965] 280 p. 18 cm. ISBN 0-446- 
76683-6 1.25 (pbk.) 

f Title. 


*DA CRUZ, Daniel, FIC 
Sky kill. Greenwich, Conn. Fawcett [1974] 
208 p. 18 cm. (A Fawcett gold medal 
book) (Jock Sargent # 3),0.95 (pbk.) 

i. Title. 


*DALEY, Joseph A. FIC 
Spicy lady by Joseph A. Daley. New York, 
Pocket Books [1974 c1973] 239 p. 18 cm. 
73-77762 ISBN 0-671-78751-9 1.50 (pbk.) 
T. Title. 


*DANBY, Mary. FIC 
A single girl [New York] Dell [1974 
c1972] 267 p. 18 cm. 1.25 (pbk.) 

I. Title. 


*DANIELS, Dorothy. FIC 
Child of darkness. New York, Pocket 
Books [1974] 176 p. 18 cm. ISBN 0-671- 
77755-6 0.95 (pbk.) 

I. Title. 


*DANIELS, Dorothy FIC 
The exorcism of Jenny Slade New York, 
Pocket Books [1974] 254 p. 18 cm. ISBN 
0-671-78747-0 1.50 (pbk.) 

I. Title. 


*DANIELS, Dorothy. FIC 
Ghost song. New York, Pocket Books 
[1974] 222 p. 18 cm. ISBN 0-671-77777-7 
0.95 (pbk.) 

I. Title. 


*DANIELS, Dorothy. - FIC 
The two worlds of Peggy Scott, New York, 
Pocket Books [1974] 176 p. 18,cm. ISBN 
0-671-77768-8 0.95 (pbk.) 

I. Title. 


*DARLTON, Clark. FIC 


A touch of eternity. New York, Ace 


[1974]. 157 p. illus. 18 cm. (Perry 
Rhodan #57) 0.95 (pbk.) 

I. Title. 

DE ROPP, Robert S. 158.1 


The master game; pathways to higher 
consciousness beyond the drug experience. 
[by] Robert S. de Ropp. [New York, Dell, 
1974, ¢1968] 239 p. 18 cm. (Laurel 
edition} Bibliography: [p. 211]- 222. 
(BF637.S8D39] 1.50 (pbk.) 

1. Creative ability. 2. Self-realization. I. 
Title. 

L.C.‘ card number for original ed: 68- 
10307. 


*DEGRUNDY, Max FIC 
Dr. Sexy or professor Theobald’s search 
for the spark of electric ecstasy [New 
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York] Warner Paperback Library [1974] 
173 p. 18 cm. 1.25 (pbk.) 
I. Title. 


*DEMOREST, Steve. 

Alice. Cooper. New York, Popular Library 
[1974] 159 p. ilus. 18 cm. (A Circus 
magazine book) 1.50 (pbk.) 

1. Cooper, Alice, 1948- I. Title. 


*DENNIS, Ralph. FIC 
Working for the man. New York, Popular 
library [1974] 176 p. 18 em. (Hardman #7) 
0.95 (pbk.) 

I. Title. 


DERLETH, August William, 
1909- comp. 

Night’s yawning peal, edited ty August 

Derleth, [New York] New American 

Library [1974, c1952] 208 p. 18 cm. (A 

Signet book.) [PZ1.D42Nm] 808.83872 

1:25 (pbk? 


1. Horror tales. I Title. 
L.C. card number for original ed.: 52- 
5051. 


DE VRIES, Peter. ‘ FIC 
Through the fields of clover. New York, 
Popular Library [1974, c1961] 253 p. 18 
em. [PZ3.D4998Th 1974] 1.50 (pbk.) 

L Title. 

L.C. card no. for original ed.: 60-12207. 


DHIEGH, Khigh. 299.51482 
The eleventh wing; an exposition of the 
dynamics of I ching for now. [New York, 
Dell, 1974, c1973] xxvi, 278 p. 21 cm. (A 
Delta book) Bibliography: p. [265]-278. 
(PL2464.Z7D5 1974] ISBN 0-440- 03252- 
325 3.25 (pbk.). 

1. I ching. I. Title. 

L.C. card n. for original edition: 70- 
186928 


*DOSTOEVSKII, Fedor 
Mikhailovich, 1821-1881. 
Notes from underground [by] Fyodor 
Dostoyevsky. Newly translated by Mirra 
Ginsburg. Introduction by Donald Fanger. 
New York, Bantam Books [1974] xxix, 158 
p. 18 cm. [PZ3.D742Nr] [PG3326] 1.25 
(pbk.) 
I. Title. 


*DOUGLAS, Diana. FIC 
New Orleans nurse. [New York] New 
American Library [1974] 157 p. 18 cm. (A 
Signet book) 0.95 (pbk.) 

I. Title. 


e 
*DRAKE, W. Raymond. 031.02 
Gods and spacemen of the ancient past. 
[New York] New American Library [1974] 
246 p 18 cm. (A Signet book) 
Bibliography: p. 247-259. [AG243] 1.50 
(pbk.) 


FIC 


891.7°3°3 


į. Curiosities and wonders. I. Title. 


DRURY, Allen. FIC 
Come Nineveh, come Tyré. ei York, 
Avon [19%4, "c1973] 544 p. 18 cm. 
[PZ4.D794Co] [PS3554.R8] 813°.5°4 1.75 
(pbk.) 

Í. Title. 

L.C. card number for original ed.: 73- 
9347. 


DRURY, Allen. FIC 
Preserve and protect. New York, Popular 
Library [1974, c1968] 447 p. 18 cm. 
[PZ4.D794Pr 1974] 1.75 (pbk.) | 

i. Title. 

L.C. card no. for original ed.: 68-26725.° 


DWYER-JOYCE, Alice. FIC 
The rainbow glass. New York, Bantam “ 
Books [1974, c1973] 184 p. 18 cm. (A 
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Bantam gothic novel} [PZ4.D993Rai3] 
(PR6054.W9] 813.54 1.25 (pbk.) 

I. Title. 

L.C. card number for original edition: 73- 
78858. 


*EASTVALE, Margaret. FIC 
Danger in the wind. New York, Pocket 
Books [1974, c1973] 174 p. 18 cm. 
Originally published under title: Feathers 
in the wind. ISBN 0-671-77786-6 0.95 
(pbk.) 

f Title. 


*EDGAR, Josephine. FIC 
My sister Sophie. New York, Pocket 
Books [1974, c1964] 176 p. 18 cm. ISBN 
0-671-777Q7-2 0.95 (pbk.). 

L. Title. 

L.C. card number for original ed.: 66- 
71653 


*EDSON, John Thomas, 199 Fic 
The floating outfit [by] J. T. Edson. New 
York, Bantam Books [1974, c1969] 166 p. 


18 cm. ”Western.” Originally published 
under title: Goodnight’s dream. 
[PZ4.E245] [PR6055] 0.75 (pbk) 

I. Title. 

*EDSON, John Thomas, 1928- FIC 


Slaughter’s way [oy] J. T. Edson. New 
York, Bantam Books [1974, c1965] 168 p. 
18 cm. “Western.” [PZ4.E245] [PR6055] 
0.75 (pbk.) 

I. Title. 


*EHRLICH, Paul R. 309.173092 
The end of affluence: a bluéprint for your 
future [by] Paul R. Ehrlich and Anne H. 
Ehrlich. New York, Ballantine Books 
[1974] vii, 307 p. 18 cm. Bibliography: p. 
303-307. [HN59] ISBN 0-345-24376-5 
1.95 (pbk.) 

1. United States—Social conditions—1960- 
2. United States—Economic conditions— 
1960- 3. Environmental policy—United 
States. 4. United States—Politics and 
government—1969- I, Ehrlich, Anne H,, 
Joint author. II. Title. 


ELDER, Shirley. 791.43°092°4 
Not this time Cary Grant! and other 
stories about Hollywood [by] Shirley Eder. 
New York Bantam Books. [1974, c1973] 
277 p. illus. 18 cm. [PN1998.A2E3] 1.50 
(pbk.) 

1. Elger, Shirley 2. Moving-picture actors 
and actresses—Biography. I. Title. 


ERSKINE, Margaret. FIC 
The case of Mary Fielding. New York, 
Ace Books [1974, c1969] 155 p. 18 cm. 
(An Ace gothic.) [PZ3.W676635Caj3] 
[[PR6073.14332]] 8237.914 0.95 (pbk.) 

I. Title. 

L.C. card number for original ed.: 73- 
103743. 


FAIRLIE, Henry, 1924- 320.9730922 
The Kennedy promise. [New York], Dell 
[1974, c1973] 304 p. 18 cm. (A® Dell book) 
[E841.F34] 1.50 (pbk.) 

1. Kennedy, John Hregerald, Pres. U.S., 
1917-1963. 2. Kennedy, Robert F., 1925- 
1968. 3. United States—Politics and 
government—1961-1963. 4. United 
States—Politics and government—1945- I. 
Title. 

L.C. card number for original edition: 70- 
186018. 


FARLEY, Carol J. JUV 
Mystery of the fog man, by Carol Farley. 
Illustrated by Joseph Escourido. [New 
York] Avon [1974, c1960] 116 p. illus. 19 
em. (A Camelot book) [PZ7.F233My 
1974] ISBN 0-380-00102-0 0.95 (pbk.) 


L. Title. 
L.C. card no. for original ed.: 66-12121 
FARR, Finis. 813.52 


Margaret Mitchell of Atlanta. {New Ycrk] 
Avon [1974, c1965] 283 p. illus. 18 cm. 
[PS3525.1972Z67] 1.75 (pbk.) 

1. Mitchell, Margaret, 1900-1949. I. Title. 
L.C. card number for original ed.: 55- 
22974. 


*FELDSTEIN, Albert B., 
comp. 

The iavisible mad. edited by Albert B. 

Feldstein. [New York] Warner Paperback 

Library [1974, c1968] Iv. (chiefly illus.) 18 

em. [NC1428] 0.95 (pbk.) 

i American wit and humor, Pictorial. I. 
Ttle. 


741.5973 


*FELDSTEIN, Albert B. 741.5973 
ed. 

William M. Gaines’s Fighting Mad. [New 

York], Warner Paperback Library [1974, 

c1961] 192 p. chiefly illus. 18 cm. 

(Fighting Mad#11) [NC1428} ISBN 0- 

446-75504-4 0.95 (pbk.). 

1. American wit and humor, Pictorial. J. 
Title. 


FERGUSON, Austin, 1941- FIC 
Jet stream; a novel. New York, Bantem 


Books [1974, cl973] 275 p. 18 cm. 
[PZ4.F3496.Je3] [PS3556.E68] 813.54 
1.50 (pok.) 

I Title. 


L.C. card no. for original ed.: 73-13718. 


*FERM, Betty. FIC 
Edge of beai: [New York] [Deli] [1974] 
204 p. 18 cm. 1.25 (pbk.) 

I. Title. 


*FIELD, Peter, pseud FIC 
Double-cross canyon; a powder valley 
western. New York, F Ocke Books, [1974] 
176 p. 18 cm. 0.75 (pb k.) 

I. Title. 

L.C. card no. for original ed.: 60-9997. 


*FISHER, Dave. 363.232 
The incredible scooter cops. Greenwich, 
Conn., Fawcett [1974] 255 p. 18 cm. (A 
Fawcett Gold Medal book) [HV8021] 1.25 


bk.) 
1. New York (City)—Police. I. Titie. 


FLETCH, Inglis (Clark) 1888- FIC 
The scotswoman. New York, Bantam 
Books [1974, c1954] 532 p. 18 em. 
[PZ3.F6336Sc] 1.50 (pbk.) 

1. Macdonald, Flora (Macdonald) 1722- 
1790-—Fiction. I. Title. 

me card number for original edition: 54- 
1941. 


*FOSTER, Alan Dean. FIC 
Dark star New York, Ballantine Books 
[1974] 183 p. illus. 18 cm. “Science 
Fiction.” ISBN 0-345-24267-X 1.25 (pbk.} 
I. Title. 


FRANKLIN, Eugene. FIT 
The Bold house murders. [New York], 


Dell [1974, ci973] 189 p. 18 cm. 
[PZ4.F8318B0] [PS3556.R337] 813.54 0.95 
(pbk.) 
L Title. 


L.C. card number for original edition: 72- 
96294 


FREEDGOOD, Morton. FIC 
The taking of Pelham one two three, by 
John Godey [New York], Dell [1974, 
c1973] 350 p. 18 cm. (A Dell book) 
[PZ3.F87557Tak3] [PS3511.R4154] 813.54 
1.75 (pbk.) 

I. Title. 


*GRANT 


L.C. card number for original edition: 72- 
92306. 


*GARRATT, Marie. FIC 
Dangerous enchantment. New York, Ace 
Books [1974, c1964] 187 p. 18 cm. (An 
ace gothic) Originally published under title 
And then look down. 0.95 (pbk.) 

I. Title. 


*GELSTHORPE, Annie L. FIC 
The secret challenge [by] Annie L. 
Gelsthorpe. [New York, Dell, 1974, c1971] 
206 p. 18 cm. (A Candlelight ronfarce.) 


Originally published eusder title: Dr. 
Holly’s surprise. 0.75 (pbk.) 

T. Title. 

*GEUMLEK, Lois. FIC 


The house in the fog. [New York] Avon 
[1974] 192 p. 18 cm. 0.95 (pbk.) 
© Title. 


*GILLETTE, Paul J. FIC 
Super star, [by] Paul J. Gillette. [New 
York], Dell [1974] 267 p. 18 cm. (A Dell 
book) 1.50 (pbk.) 

i, Title. 


*GILLETTE, Paul J. 301.418 
Unusual sex behavior and practices, By 
Paul J. Gillette. Los Angeles, Holloway 
House, [1974]. 317 p. 18 cm. Bibliography: 
p. 299-317. [HQ56] ISBN 0-87067-4£3-6 
1.50 (pbk.) 

i, Sex instruction. I. Title. 


GLUYAS, Constance, 1920- FIC 
The king’s a ee York], Dell [1974, 
c1973] 336 em. [PZ4.G5673Ki3] 
eee -L87] P03, 914 1.50 (pbk.) 


L.C. card number for original edition: 72- 
4760 


*GODWIN, John. 133.8 
Super-psychic; the incredible Dr. Hoy. 
New York, Pocket Books, [1974] 239 p. 
illus. 18 cm. [BF1127] ISBN 0-671-78463- 
3 1.25 (pbk.) 

I. Hoy, David. 2. 
perception. I. Title. 


GOLDBECK, Nikki. 
The supermarket handbook: access to 
whole foods, [by] Nikki and David 
Goldbeck. Drawings by Ellen Weiss. New 
York, New American Library [1974, 
c1973] xvii, 413 p. illus. 21 cm. (A plume 
book) [TX356.G65 1973] 3.95 (pbk.) 

1. Marketing (Home economics) 2. 
Cookery. I. Goldbeck, David, joint author. 
Ti. Title. 

L.C. card number for original edition: 73- 
4084. 


*GOLDBERG, Joe. FIC 
Quickies. [New York] Dell [1974] 191 p. 
18 cm. (A Dell book) 1.25 (pbk.) 

L. Title. 


*GORDON, Stuart. FIC 
Two-Eyes. New York, Daw Books [1974] 
240 p. 18 cm. "Science Fiction” 1.25 
(pbk.) 

L Title. 


*GRANT, Maxwell. F 
The black master; from the shadow’s 
private annals, as told to Maxwell Grant. 
New York, Pyramid Books [1974, c1960] 
174 p. 18 cm. 74-10040 ISBN 0-515- 
02478-9 0.95 (pbk.) 

I. Title. 


*GRANT, Maxwell. FIC 
Tne living shadow; from the shadow’s 
private annals, as told to Maxwell Grant. 


Extrascensory 


641.3 
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GRAVES 


New .York, Pyramid. Books: 11974) 224 p 
18 cm, 74- 14285, ‘ISBN. (0-515-03597-1 0.95 
Bee ; . 

1. Title: 


GRAVES, Richard L. FIC 
The black gold of Malaverde [by] Richard 
L. Graves. sNew York, Bantam Books 
[1974, ¢c1973]) 309 p. map (on lining 
papers) 18 cm. (PZ4.G77557B1} 
[PS3557,R289] 813.54 1.50 (pbk.) 

L Title. 

oe card no. for original edition: 
214 


73- 
oe 


*GRAY, Marlowe. 133.58301417633 
The lover's guide to sensuous astrology by 
Marlowe and Urna Grey. [New York} 
New American Library [1974] 191 p. 18 
cm. (A Signet book) [BF1729.S4] 1.50(pbk.) 
L ene and sex. I. Gray, Urna I. 
Title. 


GREENE, Constance C. JUV 
The good- -luck ` bogie. hat,. [by] Constance 
C. Greene. [New York, Dell, 1974, c1971] ` 


126 p. 20° cm. (A Yearling book) 
[PZ7.G8287GD] 0.95 (pbk.} 
1. Title. 


L.C. card number for original edition: 70- 
162674. 


. GREENE, Graham. FIC 
Our man in Havana. New York, Pocket 


' Books [1974 ¢1958] 222 p. 18 cm. 
(PZ3.G8319Ou2] ISBN 0-671-78466-8 
1.25 (pbk.). 

I. Title. 


L.C. card no for original ed.: 58-11735 


*GREENFIELD, Irving A. FIC 
The stars will judge, [by] Irving A. 
Greenfield. [New. York] Dell [1974] 160 p. 
18 crn. (A Dell book) Science Fiction. 0.95 
(pbk.) : 

L Title. 


*GREIGHTON, JoAnne. FIC 
Inn of evil. New York, Popular Library 
[1974] 256 p. 18 cm. 1.25 (pbk.) 

L. Title. 


*GREY, Zane. FIC 
Western Union. New York, Pocket Books 
(1974 c1967] 240 p. 18 cm. Western.” 
ISBN 0-671-75839-X 0.75 (pbk.} 

T. Title. 


*GRIMES, Lee. FIC 
The eye of Shiva. [New York] Warner 
Paperback Library [1974] 224 p. 18 cm. 
1.25 (pbk.) 

I. Title. 


*GROSECLOSE, Elgin Earl, 
Ararat [by] Elgin Groseclose. New York, 
Pocket Books. [1974, c1939] 450 p. 18 cm. 
Mystery ISBN 0-671-78694-6 1.50 (pbk.). 
I. Title. 


GUTMAN, Judith Mara. 917.3°03°9 
Is America used up? New York, Bantam 
Books [1974 c1973] 183 p. illus. 18 cm. 
[E169.12G87 1974] 1.95 (pbk.) 

1. United  States—-Civilization—20th 
century. 2. United  Sates—Social 
conditions. I. Title. 


FIC 


L.C. card number for original ed.: 72- 
77699. 
GWALTNEY, Francis Irby. FIC 


Destiny’s chickens New York Bantam 


' Books [1974, c1973] 341 p. 18 cm. 
Pei HDA [PS3557.W3] 813.5°4 1.50 
1. Title. f s 


184 


L.C. card number for original ed.: 72- 
89694. ` 
*HALL, Douglas Kent. FIC 


Rock and roll retreat blues. [New York] 
Avon [1974] 256 p. 18 cm. ISBN 0-380- 
00159-4 1.50 (pbk.) 

I. Title. 


*HALLIDAY, Brett. FIC 
Last seen hitchhiking. [New York, Dell, 
1974] 204 p. 18 cm. (A Mike Shane 
mystery) 0.95 (pbk.y 

Ł Title. 


*HAMILTON, Adam. FIC 
The Zaharan pursuit. [New York] Berkley 
Pub. Co. [1974] 190 p. 18 cm. (The 
Peacemaker#1) (A Berkley Medallion 
bonk) ISBN 0-425-02586-1 0.95 (pbk.) 

. Title. 


HANFF, Helene. . 658’.809'655573 
84, Charing Cross Road. [New York} 
Avon [1974, c1970] 97 p. 20 cm. (An 
Equinox book) Correspondence chiefly 
between Helene Hanff & Frank Doel. 
[PS3515.A4853Z54 1974] ISBN 0-380- 
00122-5. 1.95 (pbk.) 

i. Booksellers & bookselling— 
Correspondence, reminiscences, ete. 
Marks & Co. H. Doel, Frank. TH. Title. 


L.C. card number for original ed.: 72- 
114943. 
*HANNIBAL, Edward. FIC 


Dancing man. New York, New American 
Library, [1974, c1973] 240 p. 18 cm. (A 
Signet book) 73-8226 1.50 (pbk.) 

I Title. 


*HART, Johnny. 741.5973 
B.C. It’s a funny world. Greenwich, Conn. 
Fawcett [1974 c1970] 1 v. (unpaged), 
(chiefly illus.) 18 cm. (A Fawcett Gold 
4Medal book) [NC1428] 0.75 (pbk.) 
ES American wit and humor—Pictorial. L 
itle. 


*HAWKES, Robert FIC 
The death list. [New York] New American 
Library [1974] 157 p. 18 cm. (Narc#3) (A 
Signet Book) 0:95 (pbk.) 

I. Title. 


*HAWKES, Robert. FIC 
Death of a courier. [New York] New 
American Library [1974] 157 p. 18 cm. 
(Narc #2) 0.95 (pbk.) 

I. Title. 


*HAWKES, Robert. FIC 
The Delgado killings. [New York] New 
American library [1974] 174 p. °18 cm. (A 
Signet book) (Narc#4) 0.95 (pbk.) ` 

D Title. 


it rea Molly (Costain) FIC 
1911- 
The lady royal. [New York] New 


American Library [1974, c1964] 255 p. 18 
om (A Signet book) [PZ4.H413Lad] P25 


L Isabella, Princess of England, 1332- 
1379—Fiction. I. Title. 

L.C. card no. for original edition: 
23475. 


HATERAFT; Molly (Costain), 


64- 


FIC 
The relunctant queen. [New York] New 
American Library [1974, c1962] 236 p. 18 
oma i Signet book) [PZ4.H413Re] Pi 25 


1. Mary, consort of Louis XIL, King of 
France, 1496-1533—Fiction. I. Title. 
as number for original ed.: 62- 
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“HEGNER, William. FIC 
Stars cast no shadows. New York, Pocket ' 
Books [1974] 191 p. 18 cm. ISBN 0-671- 
78692-X 1.50 (pbk.). 

I. Title. 


*HEISEL, Dorelle 130 
The biofeedback exercise book. New York, 
New American Library [1974] 300 p. 21 
om. (A Plume book) “Originally titled: 
The Kairos dimension.” [BF311. H42] 79- 
188210 3.95 (pbk.) 

1. Consciousness. 2. Relaxation. 3. Group 


relations training. ` 4. Nonverbal 
communication. I. Title. 
HERRICK, William, 1915- FIC 


Hermanos! New York, Bantam Books 


[1974, cl969] 305 p 18 cm. 
[PZ4.H564He3] 813.54 1.50 (pbk.) 
1. Spain—History—Civil War, 1936- 


1939—Figdjaw. I. Title. ° 
L.C. card no. for origan ed.: 74-79631. 


HESSE HERMANN; 1877- 833.9.12 
1962 

Stories of five decades. Edited, and with 
an introd, by Theodore Ziolkowşki. | 
Translated by Ralph Manheim. With two 
stories translated by Denver Lindley. New 
York Bantam Books [1974, c1972] 330 p. 
18 cm. [PZ3.H4525Sto] [PT2617.E85] 1.95 


L.C. card number for original ed.: 72- 


81010. 


*HIBBERT, Eleanor, 1906- FIC 
The thistle and the rose [by] Jean Plaidy. 
[New York] Berkley Pub. Co. [1974, 
c1963] 318 p. 18 cm. (A Berkley. 
Medallion book) Bibliography: p.[319] 
(PZ3.H5212Ti10] [PR6015.13] 823.914 
ISBN 0-425-02634-5 1.50 (pbk.) : 

1. Margret Tudor, consort of James IV, 
King of Scotland, 1489-1541—Fiction. Í 
Title. 


L.C. card no. for sanat edition: 73- 
76152. 
HILL, Douglas 133 


The supernatural [by] Douglas Hill and Pat 
Williams N.Y., New American Library, 
[1974, c1965] (351 p.) illus. (port col.) 
facsims., maps. 24 cm. (A plume book) 
[BF1411.H5 1974] 6.95 (pbk.) 

1. Occult sciences. I. Williams, Pat H. 
Title. 


L.C. card number for original ed.: 66- 
11502. ° ` 
HOLLAND, Cecelia. FIC 


The death of Attila. New York, Ballantine 


Books [1974, c1973] 279 p. 18 cm. 
{[PZ4.H733De3] [PS3558.0348] 813.54 
ISBN 0-345-23973-3 1.50 (pbk.) 

I Title. 


L.C. card number for original edition: T2- 
8386. 


ROCES Marjorie, 
You and I and yesterday. Illustrations by `- 
Bob Brunson. New York, Bantam Books 
(1974, cl973] viii,.176 p. illus. 18 cm. 
[CT275.H645515A38] 1.50 (pbk.) 

I. Title. 


917.3°03'916 


L.C. card number for origifial ed.: 73- 
7386. . 
HOUSTON, Jeanne 940.547273 


Wakatsuki. g 4 
Farewell to Manzarar: a true story of 
Japanese American experience during and 
after the World War II internment [by] 
Jeanne WakatsukiHouston & James D. 
Houston. New York Bantam Books [1974, 


DECEMBER 31,1974 
1973] 145 p. 18 om. [B184.J3H63] 1.25 
(pbk.) 


: J. Houston, Jeanne Wakatsuki. 
States War Relocation Center, Manzanar, 
Calif 3. Japanese in the United States. I. 
Houston, James D., joint author. IT. Title. 


L.C. card number for original ed.: 73- 
11267 
HOWARD, Clark. FIC 


The killings. A York], Warner [1974 
c1973] 301 p. 18 cm. [PZ4.H848Ki] 
[P93558.0877] 813.54 1.75 (pbk.). 

T. Title. 

L.C. card no. for original ed.: 73-8701. 


*HUDSON, Ted. 301.4154 
The mate hooker. Chatsworth, Calif., 
Barclay House [1974] 158 p. 18 cm. 
Bibliography: p. 159-160. [HQ144] ISBN 
0-87682-398-3 1.95 (pbk.) 

1. Prostitution—Wnited Stateæ I elitle. 


HUGGETT, William Turner. 
Body count. [New York, Dell, 1974, 
c1973] 445 p. 18 cm. [PZ4.H8915Bo3] 
[PS3558.U345] 8137.5’4 1.75 (pbk.) 

I. Title. 

L.C. card no. for original ed.: 72-97297, 


FIC 


“IN this corner - - - 796.8°3°0922 
re Forty world champions tell their 
stories by Peter Heller. With an 
introduction by Muhammad Ali. [New 
York, Dell, 1974, c1973] 430 p. illus. 18 
cm. [GV1131.149] 1.75 (pbk.) 
. 1. Boxing—Biography. I. Heller, Peter. 


L.C. card number for original ed.: 73- 
8227. 

*JACKSON, Blyden. FIC 
Operation burning candle. New York, 


Pyramid Books [1974 c1973} 253 p. 18 
cm. ISBN 0-515-03489-4 1.50 (pbk.) 
I. Title. 


ae Nils-Olof, 
Life without death? On parapsychology, 
mysticism, and the question of survival 
[by] Nils O. Jacobsen. Translated from 
‘ the Swedish by Sheila La Forge. [New 
' York, Dell, 1974] 334 p 18 cm. 
“Translation of Liv efter d oden?” 
{[BF1038.87J313] 1.75 (pbk.) 

1. Psychical research. 2. Future life. I. 
Title. 

L.C card number for original edition: 73- 
12714. 


e 

JACOBY, James. 795.1 
The New York times book of backgammon 
[by] James Oswald and Mary Zita Jacoby. 
Introd. by Oswald Jacoby. New York, 
New American Library [1974, c1973] 175 
p. illus. 21 cm. [GV1469.B2J28 1974] 2.95 
(gbk.) 

J. Backgammon. I. Jacoby, Mary Zita. 
joint author. I. Title. HE. Title: Book of 
backgammon. 


JEAL, Tim. "916.704 
Livingstone. [New York], Dell [1974, 
adr, 511 p. illus. 18 cm. Bibliography: 

wey r -476. (DT731.L8J47 1974] 2.25 


1. Cased David, 1813-1873 I. Title. 
L.C. card number for original edition: 73- 
82030. 2 


, JOHNSON, Aaron. 248.246 
The end of youngblood Johnson [by] 

Aaron (Youngblood) Johnson as told to 

Jamie Buckingham. New York, Family 

Library [1974 c1973} 205 p. 18 cm. 

oe ISBN 0-515-03650-1 1.25 
bk.) 


133.9013 


2. United. 


1. Buckingham, Jamie. 2. Conversion. L 
Title. 


L.C. card no. for original edition: - 72- 
10240. 
*JOHNSTON, William. FIC 


Sons and daughters. New York Ballantine 
{1974 152 p. 18 om. Based on the 
television pilot SeniorYear written by M. 
Charles Cohen ISBN 0-345-24235-1-125 
1.25 ¢pbk.) 

L Title. 


*JOSEPH, Joan. 364.132 
Political corruption. New York, Pocket 
Books [1974] 229 p. 18 cm. Bibliography: 
p 231-232. [HV6301] ISBN 0-671-77795-5 
0.95 (pbk.) 

1. Corruption (in politics). 2 Political 
ethics. T. Leinwand, Gerald ed. Il. Title. 


JUDSON, Jeanne. FIC 
The ather love. Greenwich, Conn, Fawcett 
(1974 c1972] 144 p. 18 cm. (A Fawcett 
Gold Medal Book) 0.75 (pbk.) 

I. Titie. 


KAHN, Kathy. 301.41°2'0974 
Hillbily women. [New York] Avon [1974 
c1973] 151 p. 18 cm. [HQ1438.A13K33] 
ISBN 0-380-00172-3 1.25 (pbk.) 

J. Women in the applachian region. 2. 
Coal-miners—Appalachian region. I. Title. 
L.C. card no. for original edition: 72- 
96246. 


*KAMINSKY, Stuart M. 791.43028092 
Clint Eastwood by Stuart M. Kaminsky. 
[New York] New American Library [1974] 
vii, 150 p. 18 cm. (A Signet book) 
ao p. 136-150. [PN2287] 1.50 


1. Eastwood, Clint I. Title. 1 


KANE, Henry. FIC 
Decision. [New York], Warner Paperback 


Library [1974 c1973] 235 p. 18 cm. 
[PZ3.K1318Dh] [PS3521.A4347] 813.54 
1.50 (pbk.) 

I. Title. 


L.C. card no. for original ed.: 73-6762. 


KAZIN, Alfred, 1915- §13°.5°209 
Bright book of life: American novelists and 
storytellers from Hemingway to Mailer. 
[New York Dell Book 1974, c1973] 334 p. 
20 cm. (A Delta Book) [PS379.K25 1973} 
2.95 (pbk.) 

1. American  fiction—20th 
History and criticism. I. Title. 
L.C. card number for original ed.: 72- 
13748. 


century— 


KELLER, Helen. 922.84 
My religion. New York, Pyramid Bocks 
(1974, cl960] 126 p. illus. 18 cm. 
[BX8721.K35] 74-11645 ISBN 0-515- 
03555-6 1.25 (pbk.) 

I. Swendenborg, Emanuel, 1688-1772. I 
Title. 

L.C. card no. for original ed.: “62-52553. 


KENNETH, 1927- 646.7242 
Kenneth’s complete book on hair. Edited 
by ‘Joan Rattner Heilman. Illus. by 


Cornelia Smith. [New York], Dell, [1974 
1972] 235 p. illus. 18 cm. [TT972.K46] 


_ 1.25 (pbk.) 


i. Heirdressing. 2. Hair—Care 
hygiene. I. Title. 
L.C. card no. for original ed.: 72-76167. 


*KENT, Saul. FIC 
Future sex. [New York] Warner Paperback 
Library [1974] 186 p. 18 cm. Bibliography: 
p. 188-190 p. 1.50 (pbk.) 

i. Title. 


and 


4. 0.95 (pbk 


KNUDSON 


*KENYON, Paul. FIC 
Sonic Slave. New York, Pocket Books, 
[1974]. 216 2a B cm. ISBN 0-671-77949-° 


L Titlé.. y ee 


*KERR, Robert. FIC 
The Stuart Legacy. Greenwich, Conn. 
Fawcett [1974, c1973] 224 p. 18 cm. (A 
Fawcett crest book) 1.25 (pbk.) 

I. Title. 

L.C. number for original edition: 73- 
81732. 


KEY, Wilson Bryan; * ° 659.1°0973 
1925- 
Subliminal seduction, ad media’s 


manipulation of a 
América: 


not - so innocent 
. [New York] New American 


- Library, n9 c1973], xviii, 205 p. illus. 


(part col.) cm. (A Signet book) 
Bibliography: z 201-205. [HF5813.U6K48 
1974] 1.95 (pbk.) 

L Advertising—United 
Advertising—Psychological 
Title. 

L.C. card no. for original ed.: 73-4521. 


*KEYES, Frances Parkinson. FIC 
The great tradition New York, Pocket 
Books [1974, c1966] 420 p. 18 cm. ISBN 
0-671-78728-4 1.50 

I Title. 


KEYHOR, Donald Edward, 
897- 

Aliens from space; the real story of 
unidentified flying objects [by] Donald E. 
Keyhoe. [New York] New American 
Library [1974, ¢c1973] ix, 276 p. 18 cm. (A 
anny book) [TL789.K386 1974] 1.50 


States. 2. 
aspects. L 


001.9°4 


1. Flying saucers. I. Title. 
L.C. card no. for original ed.: 73-8359}. 


*KINGSLEY, Bettina. FIC 
The black angel. New York, Pocket Books 
[1974] 174 p. 18 cm. (A Ravenswood 


‘gothic) 0.95 (pbk.). 


I Title. 


*KINGSLEY, Bettina FIC 
Darwich castle. [New York] Dell [1974] 
176 p 18 cm. (A Dell book) 0.95 (pbk.) 
Title. 


KLEIN, Norma, 1938- 

Give me one good reason. [New York] 
Avon [1974, cl973] 256 p. 18 cm. 
(PZ4.K643Gi 1974] [PS3561.L35] 813'.5’4 
ISBN 0-380-00166-7 1.50 (pbk.) 

I. Title. 

L.C. card no. for original ed.: 73-82020.. 


KNAPP, Gregory Cromwell. FIC 
Stranglehold. [New York] Warner 
Paperback Library [1974, c1973] 222 p. 18 
cm. [PZ4.K679St] [PS3561.N3] 813.54 
ISBN 0-446-78525-3 1.50 (pbk.) 

E Title. 

L.C. card no. for original edition: 73-6590. 


*KNIGHT, " Alanna. FIC 
The white rose. [New York] Avon [1974] 
188 p. 18 cm. ISBN 0-380-00183-7 0.95 
(pbk.) 

I Title. 


KNUDSON, R. Rozanne, 1932- FIC 
Jesus song; a novel, by R. R. Knudson. 
with illus. by Joel Schick. [New York, 
Dell, 1974, c1973] 189 p. illus. 18 cm. 
(Laurel leaf library) A thirteen-year-old girl 
plays hookey from summer camp to 
hitchhike to canada in search of Jesus and ` 
the Jesus People. [PZ7.K785Je] 1.25 (pbk.) 
L Schick, Joel, illus. If. Title. 

L.C. card no. for original edition: 73-1067. 


185 


. human 


186 


*KRIYANANDA 


*KRIYANANDA, Swami. 133.5 
Your sun sign as a spiritual guide. {New 
York] Berkley [1974 c1971] 176 p. 18 cm. 
(A Berkley medallion book) [BF1701] 
ISBN 0-425-02708-2 1.25 (pbk.) 

1. Astrology. I. Title. 


LADEN, Alice. 641.5636 
The George Bernard Shaw vegetarian 
cookbook, [by] Alice Laden and R. J. 
Minney. New York, Pyramid Books [1974 
c1971] 122 p. illus. 18 cm. [TX837.L18] 
ISBN 9-515-03465-7 1.25 (pbk.) 

1. Shaw, George Bernard, 1856-1950 2. 
Vegetarianism. * Minney, R. J, joint 
author II. Title. 

L.C. card no. for original edition 71- 
158842. 


LAIR, Jess. 248.4 


“I ain’t much, baby-but I’m all I’ve got.” 


Greenwich, Conn., Fawcett,’ [1974 ¢1969] 
[254 p.] 18 cm. (Fawcett crest book) 
Bibliography: p. 252-253. [BJ1581.2L23] 
1.75 (pbk.) 

1. Conduct of life. I. Title. 


LATHEN, Emma. FIC 
Death shall overcome. New York, Pocket 
Books [1974 ¢l1966] 206 p. 18 cm. 
[PZ4.L354De] 0-671-77782-3 0.95 (pbk.) 

L. Title. 


L.C. card no for original edition: 66- 
21159. 
*LA TOURRETTE, Jacqueline. FIC 


The previous lady. [New York] Dell [1974] 
ree 18 cm. (A Dell book) 0.95 (pbk.) 
. ditle. 


*LEIBER, Fritz. FIC 
The best of Fritz Leiber with a special 
introduction by Poul Anderson. New York, 
Ballantine [1974] 329 p. 18 cm. "Science- 


fiction” ISBN 0-345-24256-4-175 1.75 
(pbk.) 

T. Title. 

LE SHAN, Eda J. 301.43°4 


The wonderful crisis of middle age; some 
personal reflections, by Eda J. LeShan. 
Hora York] Warner Paperback Library 
1974, cl973] 317 p 18 cm. 
[HQ1064.U5L47] 1.50 (pbk.) 

1. Middle Age. 2. Marriage. I. Title. 


L.C. card number for original ed.: 72- 
95159. 
LEVENSON, Samuel, 791.0924 B 


1911- 
In one era and out the other. New York, 
Pocket Books [1974, c.1973] 191 p. 18 cm. 
[PN2287.L433A33] ISBN 0-671-21578-7 
1.50 (pbk.) i 
1. Levenson, Samuel, 1911- I. Title. 
L.C. card no. for original edition: 73-5250. 


*LEVIT, Rose. FIC 
Ellen; a short life long remembered. New 
York, Bantam Books [1974] 161 p. 18 cm. 
1.25 (pbk.) 

I Title. 


*LIEBERMAN, Robert. FIC 
Paradise rezoned. [New York] Berkley 
Pub. Co. [1974] 222 p. 18 cm. (A Berkley 
medallion book) 1.50 (pbk.) " 

T. Title. 


HEY, John Cunningham, 
15- 

Progamming and metaprogamming in the 
biocomputer; theory and 
experiments, [by] Jobn C. Lilly New York, 
Bantam Books [1974, c1968] xxxiv, 173 p. 
18 cm. [QP376.L57 1974] 1.95 (pbk.) , 

1. Brain—Models. 2. Human information 


612.82 


processing. 3. Programming {Electronic 
computers) I. Title. 


L.C. card number for original ed.: 72- 
189950. 
LITTELL, Blaine FIC 


The Dolorosa deal. New York Ballantine 
Books (1974, c1973] 213 p. 18 cm. 813.5°4 


1.25 (pbk.) 

£. Title. 

L.C. card number for original ed.: 73- 
76489 

LIVINGSTON, John A. 301.31 
One cosmic instant; man’s fleeting 


supremacy [by] John A. Livingston. [New 
York, Dell, 1974] 243 p. 20 cm. (A Delta 
book) [QH541.L58] 2.75 (pbk.} 

1. Ecology. 2. Man—Influence on nature. 
I. Title. 


L.C. card number for original ed.: 73- 
4686. 
*LONDON, Jack, 1876-1916. JUV 


The call of the wild. New York, Pocket 
Books, [1974 ¢c1963] 1-48, [1]-48, 49-102 
illus in suppl. 18 cm. (Washington Square 
Press enriched classics.) Includes reader’s 
supplement. [PS3523] 0.75 (pbk.) 

. Title. 


*LORNE, Joshua. FIC 
Daytime affair. [New York] Avon [1974] 
352 p. 18 cm. 1.75 (pbk.) 

Ł Title. 


LOUD, Pat, 1926- 917.3°03'924 
Pat Loud: a woman’s story [by] Pat Loud 
with Nora Johnson. New York, Bantam 
Books [1974] 213 p 18 cm. 
[CT275.L69244A 36] 1.75 (pbk.) 

i. Loud, Pat, 1926- 2. An American 
family. [Motion picture] I. Johnson, Nora, 
joint author. II. Title. 

L.C. card no. for original ed.: 73-88543. 


*LUXEMBURG, Rosa, 1870- 320.5315 
1919 
Rosa Luxemburg; selected political 


writings. Edited and introduced by Robert 
Looker. Translated from the German, 
unless otherwise indicated, by William D. 
Graf. New York, Grove Press [1974] 309 
p. 21 cm. (Evergreen.) (Writings of the 
left.) Bibliography: p. 307-209. [HX632] 
73-21018 ISBN 0-394-17867—-X 4.95 
(pbk.) 

i. Socialism. I. Title. 


*LYNDS, Dennis. 7 FIC 
Charlie Chan returns, based on a 
screenplay by Ed Spielman and Howard 
Friedlander, novelization by Dennis Lynds. 
New York, Bantam Books [1974] 152 p. 
18 cm. (Charlie Chan mystery series.) 
Mystery.” 0.95 

f. Title. 


*MACMANUS, Yvonne. FIC 
With fate conspire [New York] Dell [1974] 
171 p. 18 cm. (A Dell book) 0.95 (pbk.) 

L Title. 


*MCMURTRY, Larry. FIC 
The last picture show. [New York, Dell 
1974, c1966] 220 p, 18 cm. (A Laurel 
edition) [PZ4.M1694Las] 1.25 (pbk.) 

I. Title. 

L.C. card number for original edition: 66- 
22587. 


*MAHR, Kurt. FIC 
The guardians New York, Ace [1974] 150 
p. illus. 18 cm. (Perry Rhodan#58) 0.95 
(pbk.) 

L Title. 


AMERICAN BOOK PUBLISHING RECORD 


MAKSIMOV, Vladimir. 891.744 
A Man survives [by] Vladimir Maximov. 
Translated by Anselm Hollo. New York, 
Grove Press [1974, c1963] 106 p. 21 cm. 
(Evergreen.) Translation of Zhiv Shelovek. 
[PZ4.M25Man] 73-21010 ISBN 0-394- 
17865-3 1.95 (pbk.) 

I. Title. 

L.C. card number for original edition: 63- 
5053. 


MALTIN, Leonard. ed. 791.438 
TV movies. Associate editors: James 
Robert Parish and Florence Solomon. 
[New York] New American Library [1974, 
c1969] 669 p. 18 cm. (A Signet book) 
[PN1992.8F5D3} 2.50 (pbk.) 

f. Television broadcasting af films-— 
Catalogs. I. Title. 

L.C. card no. for original edition: 74-9096. 


*MALTZ, Maxwell. ° 001.53 
Psycho-cybernetic principles for creative 
living. New York, Pocket Books, [1974]. 
256 p. 18 cm. [BF173] ISBN 0-671-78697- 
0. 1.50 (pbk.) 

I. Self-organizing systems. 2. Perceptrons. 
I. Title. ‘ 


MALZBERG, Barry N. FIC 
Herovit’s world, by Barry N. Malzberg. 
New ies Pocket Books [1974, c1973] 
160 p 18 cm. Science Fiction 
[[PZ4.M2615He]] [[PS3563.A434]] 813.54 
ON 0-67 1-77753-X. 0.95 (pbk.) 

L Title. 

L.C. card number for original edition: 72- 
11447. 


*MALZBERG, Barry N. FIC 
On a planet alien [by] Barry N. Malzberg. 
New York, Pocket Books [1974] 144 p. 18 
cm. Science Fiction.” ISBN 0-671-77766- 
1 0.95 (pbk.) 

I. Title. 


*MALZBERG, Barry N. FIC 
The Sodom and Gomorrah business. [by] 
Barry N. Malzberg. ate York, Pocket 
Books [1974] 125 p. 18 cm. Science 
Fiction ISBN 0-671-77789-0 0.95 (pbk.) 

L Title. 


*MANN, Josephine. FIC 
A place with two faces. New York, Pocket 
Books, [1974, c1971] 174 p. 18 cm. ISBN 
0-671-77767-X 0.95 (pbk.) 

i. Title. ° 


*MARAN, Rene. FIC 
Batovala: a true black novel trarislated by 
Barbara Beck and Alexandre Mboukov 
Greenwich, Conn., Fawcett 1974 ¢1972 
160 p. 18 cm. (A Fawcett Premier book) 
74-172330 1.25 (pbk.) 

T. Title. 


*MAYHEW, Elizabeth. RIC 
Felicia. New York, Pocket Books [1974] 
176 p. 18 cm. ISBN 0-671-77770-X 0.95 
(pbk.) 

Í. Title 


MELTZER, Milton. FIC 
Underground man. [New York, Dell 1974 
c1972] 175 p. 18 cm. (Laurel Leaf library) 
0.95 (pbk.) 

Í. Title. 


*MESSMAN, Jon eè FIC 

The Vendetta contract. [New York] New 

American Library [1974]- 158 p. 18 cm. 

hed Revenger#3) (A Signet book) 0.95 
bk.) 


P Title. 


*MESSMANN, Jon FIC 
The Stiletto signature- [New York] New 


DECE/ABER 31,1974 


American Library [1974] 160 p. 18 cme 


(Revenger#4) (A Signet book) ” Mystery” 
0.95 (pbk.) 
Lf, Title. 


*MESSMANN, Jon. FIC 
The Swiss secret. New York, Pyramid 
Books [1974] 175 p. 18 cm. (Jefferson 
Boone handyman#4) 0.95 (pbk.) 

I. Title. 


*MILES, Richard. FIC 
That cold day in the park New York, 
Pyramid Books [1974 1965] 173 p. 18 
cm. ISBN 0-515-03425-8 1.25 (pbk.) 

L Title. 


*MILLAR, Kenneth, 1915- FIC 
The three roads [by] Ross MacDonald. 
New York, Bantam Books [1974, c1968] 
214 p. 18 cm. "Mystery. " ee M59943] 
1.25 (pbk.) 

I. Title. 


*MILLER, Charlotte Ruth. FIC 
A life of my own. [New York], Dell [1974] 
218 p. 18 cm. (A Dell book) 1.25 (pbk.) 

I, Title. 


*MILLER, Victor B. FIC 

Requim for a cop, by Victor B. Miller. 

New York, Pocket Books [1974] 141 p. 18 

ye ISBN i 671-78488-9 1.25 
b 


d. Title. 


*MILLER, Victor B. FIC 
Siege [by] Victor B. Miller. New York, 
Pocket Books [1974] 142 p. 18 cm. (Telly 
Savalas Kojak#1) Mystery ISBN 0-671- 
78487-0 1.25 (pbk.) 

L Title. 


*MILLS, Laura FIC 
We gave at the office or, what’s a girl to 
do? Greenwich, Conn., Fawcett [1974] 223 
p. 18 cm. (A Fawcett gold medal book) 
1.25 (pbk.) 

I. Burlick, Pauline joint author. II. Title. 


MOHR, Nicholasa. JUV 
Nilda. New York, Bantam Books [1974, 
c1973] 247 p. 18 cm. A-young girl growing 
up in Spanish Harlem in the 1940's 
watches the secure world of her childhood 
years slowly erode away. [PZ7.M7276Ni] 


1.25,(pbk.) 

L Title. 

L.C. card no. for original edition: 73-8046. 
e 

MONIO, F. N. JUV 


Poor Richard in France, by F. N. Mojo. 
Pictures by Brinton Turkle. [New York, 
Dell, 1974, c1973] 57 p. illus. 20 cm. (A 
Yearling book) [PZ7.M75Po] E 0.75 (pbk.) 
1. Franklin, Benjamin, 1706-1790-Juvenile 
fistion. I. Turkle, Brinton, illus I Title. 
Tesi card number for original edition: 72- 
7 2. 


NATHAN, Robert. i FIC 
Long after summer. [New York, Dell, 1974 
c1948] 93 p. 18 cm. (Laurel leaf library) 
[PZ3. N195L0] 0.95 (pbk.). 

£. Title. 

L.C. card no for original edition: 48-8246 


NEWMAN, Mildred, 1920- ` 158.1 
How to be your own best friend; a 
conversation with two psychoanalysts [by] 
Mildred Newnan & Bernard Berkowitz 
with Jean Owen. New York Ballantine 
Books [1974, c1973] 96 p. 18 cm. 
[BF637.S8N46 1973] ISBN 0-345-24333-1 
1.50 (pbk.) 

I, Success. I Berkowitz, Bernard, 1909- 
joint author. I. Owen, Jean. III. Title. 


L.C. card number for original‘ed.: 73- 
4029. 
*NICHOLS, Sarah. FIC 


Satan’s spring. New York, apalet Library 
[1974] 256 ba 18 cm. (A Queen-size 
gothic) 1.25 (pbk 

I. Tit'e. 1 


*NOWLAN, Philip Francis FIC 
Armageddon 2419 A.D. New York, Ace 


Books [1974, c1962] 192 p. 18 cm. 
”Science Fiction” 1.25 (pbk.} 

T. Titie. 

OATES, Joyce Carol. FIC 


Do with me what you will. Greenwich, 
Conn. Fawcett [1974, c1973] 541 p. .18 
em. (A Fawcett Crest book) [PZ4.0122D] 
[PS3565.A8] 813.54 1.95 (pbk.) 

I. Title. 


L.C. card no. for original edition: 73- 
83039 
OATES, Joyce Carol, 1938- FIC 


Where are you going, where have you 
been? Stories of young America. 
Greenwich, Conn., Fawcett Publications 
[1974] 352 p. 18 cm. (A Fawcett premier 


book) (PZ4.0122Whi] [PS3565.A8] 
813’.5°4 74-81905 1.50 (pbk.) 

L Title. 

*O’FLAHERTY, Louise FIC 


The house of the lost woman. New York, 
Pyramid Books [1974] 219 p. 18 cm. 74- 
1578 ISBN 0-515-03456-8 1.25 (pbk.) 

I. Title. 


*OGDEN, Bruno. 155.3 
Oralism around the world. Chatsworth, 
Calif., Barclay House [1974] 156 p. 18 cm. 
Bibliography: p. 157-158. [BF692] ISBN 
0-87682-399-1 1.95 (pbk.) 

1. Sex (Psychology) I. Title. 


*O’NEILL, Archie. FIC 
The Ginzburg circle. New York, Bantam 
Books [1974] 184 p. 18 cm. (Jeff Pride 
series, no. 4) *Mystery.” 0.95 (pbk.) 

I. Title. 


*O’NEILL-BARNA, Anne. FIC 
Wentworth hall. New York, Popular 
Library [1974] 254 p. 18 cm. (A queen- 
size gochic) 0.95 (pbk.). 


I. Title. 

OSMOND, Humphry. 153.7 
Understanding `’ understanding [by] 
Humphry Osmord, with John A. 


Osmundsen and Jerome Agel. New York, 
Bantam Books [1974] 216 p. 18 cm. 
[BF698.073] 1.95 (pbk.) 

i. Personality. 2. Perception. 3. 
Hallucinations and illusions. 4. 
Schizophrenia. I. Osmundsen, John A. I. 
Agel, Jerome II. Title. 


L.C. card number for original ed.: 72- 
11876. 
*PARRISH, Susan. FIC 


The new adventures of the teachers. New 
York, Ace books [1974] 221 p. 18 cm. 
1.25 (pbk.) 

L. Title. 


*PATER, Walter. 824.8 
Selected writings of Walter Pater. [New 
York] New American Library [1974] 266 
p. 18 om. (A Signet classic) [PR5130] 74- 
79400 1.95 (pbk.). 

I Bloom, Harold, comp. II. Title. 


*PEARSON, Edward. FIC 
Chamie! New York, Pocket Books [1974 
c1973] 143 p. 18 cm. Science Fiction. 
ISBN 0-671-77790-4 0.95 (pbk.) 


RADL 
I. Title. 


PERRELLA, Robert. 282.0924 [B] ° 
ey call me the showbiz priest, by Rev. 
Robert Perrella (Father Bob”). New York, 
Pocket Books, [1974, c1973] 274 p. illus. 
18 cm. [BX4705.P4325A33] 73-82874 
ISBN 0-671-78452-8 1.25 (pbk.) 
1. Perrella, Robert. I. Title. Tee ' 
L.C. card no. for original ed.: 73-82874 


*PETERSEN, Paul. FIC 
Fools of the trade. Dewi ge, Pocket 
Books [1974] 160 re . (The 
Smuggler#2) ISBN" Pe 0.95 


(pbk.). 
I. Title. 


*PETERSEN, Paul” FIC 
Mother luck. New York, Pocket Books 


[1974] 206 p. 18 cm. (The Smugglers# 4)" 


0.95 (pbk.) 
T. Title. 


*PETERSEN, Paul ' FIC 
Murder in blue. New York, Pocket. Books 
[1974] 192 p. 18 cm. (The Smugglers #3) 
0.95 (pbk.) 

I Title. 


J 
*PETERSEN, Paul ‘FIC 
The Smugglers. New York, Pocket Books 
[1974] 174 p. 18 cm. (The Smugglers# 1) 
0.95 (pbk.) 
I ae 


PETERSON, Houston, 
comp 

Reais, in philosophy, from David Hume to 

Bertrand Russell. Edited and with notes by 

Houston Peterson with the assistance of 

James Bayley. New York, Pocket Books 


1897-, 190.4 


[1974 01959] 542 p. ‘illus. 18 cm. 
{Washington Square Press book) ` 
Bibliography, p. 539-54. [B790.P4] 0-671- 


48503-2 1.50 (pbk). 
1. Philosophy, Modern—Addresses, essays, 
sectures, I. Title. 


*PIA, Jack. 940’.53’022’2 
SS Regalia. [New York, Ballantine Books, 
1974] 158 p. 
illustrated history of the violent century) 
[D743. 2] 2.95 (pbk.) 

World War, 1939-1945—Fictorial werks. 
È Title. 


*POWERS, R. T. 364.153 


“Mother’s incest orgy, [by] R. T. Powers. 
Chatsworth, Calif. Barclay House‘ [1974] ° 


190 p. 18 cm. Bibliography: p. 191 
[HQ73] ISBN 0-87682-428-9 2.25 (pbk.) 
i. Incest. 2. Crimes without victims. I. 
Title. 


*PROHIAS, Antonio. 741.5973 
Mad’s spy vs spy, by Prohias. [New York, 
Warner Paperback Library 1974] 1 vol. 
(unpaged chiefly illus.) 18 cm. (Spy vs 
Spy#4) [NC1428] ISBN 0-446-75543-5 
0.95 (pbk.) 

i. American wit and humor, Pictorial. I 
Title. 


*QUILLER-COUCH, Arthur FIC 
Thomas, Sir., 1863-1944. 

Castle Dor, by] Arhtur Quiller-Couch 

[and] Daphne du Maurier. New York, 

Avon [1974, c1962] 243 p. 18 cm. ISBN 

0-380-00157-8 1.25 (pbk.) 

I DuMaurier, Daphne, 1907- joint author 

It. Title. 


L.C. card number for original ed: 62- 
8075. 
RADL, Shirley L. 301.427 


Mofher’s Day is over, by Shirley L. Radl. 


[New York] Warner Paperback Library ` 
f 7 T87 


illus. 21 cm. (Ballantine’s - 


. 


*RAFFERTY 


[1974, ©1973] 236 p. 18 cm. Includes 
bibliographical references. [HQ759.R25] 
“ISBN 0-446-78510-5 1.50 (pbk.) 
1. Mothers. 2. Parents and child. 3. 
Children—Managements. I. Title. 
i grd number for original edition: 72- 


*RAFFERTY, Kathleen, ed. 793.732 
28th book of Dell crossword puzzles. 
Editor, Kathleen Rafferty. Associate 
editor, Rosalind Moore. [New York, Dell, 
1974] 460 p. 18 cm. [GV 1507] 0.75 (pbk.) 
1. Crossword puzzels. I. Title. 


*ROBERTS, Janet Louise. FIC 
The first waltz. [New York] Dell [1974] 
192 p., 18 cm. (A candlelight regency) 0.75 


(pbk.) 
L Title. 
*ROBESON, Kenneth. FIC 
Black chariots. [New York] Warner 


Paperback Library [1974] 142 p. 18 cm. 
me ease 30) 0.95 (pbk.) 
L. Title. 


*ROBESON, Kenneth. FIC 
Dr. Time [New York] Warner Paperback 


Library [1974] 142 p. 18 cm. (The 
Avenger, #28) 0.95 

L Title. 

*ROBY, Mary Linn. FIC 
The silent walls. [New York] New 


American library [1974] 188 p. 18 cm. (A 
Signet book) ”Mystery” 0.95 (pbk.) 
L Title. 


*ROSS, Marilyn. FIC 
Loch sinister. New York, Popular Library 
tha = p. 18 cm. (A queen-size gothic) 


L Tite 


As Dilip Kumar, 294.5.61.0922 B 
Pilgrims of the stars [by] Dilip Kuman Roy 
and Indira Devi. Nee York Dell Books 
1974, c1973] 362 p. 20 cm. (A Delta 
Book.) [BL1175.R6A3] 3.25 (pbk.) 

1. Roy, Dilipkumar, 1897 2. Indira Devi, 
1920- I. Indira Devi, 1920- IT. Title. 

ee card number for original ed.: 72- 

2. 


*SANTESSON, Hans Stefan. 133.427 
The case for exorcism. [New York] 
Warner Paperback Library [1974] 202 p. 
18 cm. Bibliography: p. 203-205. [BT975] 
1,25 (pbk.) 

1. Exorcism. 2. Demonology. I. Title. 
oe Arthur Meier, 973 
The imperial Presidency [by] Arthur M. 
Schlesinger, Jr. New York, Popular Library 
[1974, c1973] 499 p. 18 cm. Includes 
bibliographical references. [JK511.S35] 
2.45 (pbk.) 

1. Presidents—United States—History. 2. 
Executive power—United States—History. 
L. Title. 

L.C, card number for original edition: 73- 
15805 


SCORTIA, Thomas N., 
comp. 

Strange bedfellows; sex. and science fiction. 

Edited by Thomas N. Scortia. New York, 

Pocket Books [1974, c1972] 254 p. 18 cm. 

(PZ1.S424S8t] [PS648.S3] 813.0876 ISBN 

0-671-77794-7 0.95 (pbk.) 

1. Science fiction, American. I. Title. 

" L.C. card no. for original ed.: 72-5611. 


SHECTER, Leonard. 364.1°3 
On the ‘pad [by] Leonard Shecter, with 


188 


1926, FIC 


William Phillips. [New York] Berkley Pub. 
Co. [1974, c1973] 400 p. 18 cm. (A 
Berkley medallion book) 
[HV7911.P473833 1974] ISBN 0-425- 
02614-0 1.50 (pbk.) 

1. Phillips, William, 1930- 2. Police 
corruption—New York (City) I. Title. 

or sare number for original ed.: 73- 
83126. 


*SICILIA, Gail, comp. - 818.5407 
Hollywood squares. New York, Popular 
library [1974] 158 p. 18 cm. TPN6231] 
1.25 (pbk.) 

1. American wit and humor. I. Title. 


SIEGAL, Mordecai. 636.7'08°87 
Good dog, bad dog [by] Mordecai Siegal & 
Matthew Margolis. [New York] New 
American Library (1974, c1973] xii, 210 p. 
illus. 18 cm. (A Signet book) [SF431.S55] 
1.75 (pbk.) 

1. Dogs—Training. 2. Dog breeds. I. 
Margolis, Matthew joint author. I. Title. 
oe number for original ed.: 72- 

8139. 


*SIMMONS, Mary Kay. FIC 
The Saracen gardens. [New York] Dell 
[1974] 188 p. 18 cm. (A Dell book) 0.95 


(pbk.) 

I. Title. 

*SIMON, Linda, comp. 813 
Gertrude Stein; a composite portrait, 


edited by Linda Simon. [New York] Avon 
{1974] 192 p. illus. 18 cm. (Discus books.) 
[PS3537.T323] 74-19905 ISBN 0-380- 
00169-1 1.65 (pbk.) 

1. Stein, Gertrude, 1874-1946. I. Title. 


em Edward H., 358.430904 
23- 

The ces talk. New York Ballantine Books 
[1974, c1972] 303 p. illus. 18 cm. 
Originally published under title: Fighter 
tactics and strategy 1914-1970. 
Bibliography: p. 293-294. [UG630.S57 
1972] ISBN 0-345-2378G-2 1.50 (pbk.) 

1. Air warfare. I. Title. 

L.C. card number -for original ed.: 76- 
95984. 


SMITH, Wilbur A. FIC 
Gold [by] Wilbur Smith. New York, 
Pyramid Books [1974, c1970] 283 p. illus. 
18 cm. Originally published under title: 


Gold mine. [PZ4.86596Go3] 
[PR6069M58] 823’.9°914 ISBN 0-515- 
02961-0 1.50 (pbk.) 

i. Title. 


L.C. card number for original ed: 74- 
116253. 


*SPECTOR, Robert D. 
comp. 

The candle and the tower, edited and with 

an introduction by Robert D. Spector. 

[New York] Warner Paperback Library 

[1974] 272 p. 18 cm. 1.25 (pbk.) 

i. Short stories. I. Title. 


*SPIELER, David. 641.5 
Naturally good, [by] David and Marlena 
Spieler, with a foreword by Juliette de 
Bairadi Levy. New York, Grove Press 
[1974] 166 p. illus. 28 cm. 725] 73- 
21026 ISBN 0-394-17829-7 3.95 (pbk.) 

1. Cookery. I. Title. 

Distributed by Random House. 


*ST. Louis Board of 
Education. 
Mini-sketches of great Americans; with 
original drawings by young artists. New 
York, Pocket Books [1974, ¢1972] 272 p. 
illus. 18 cm. (Washington Square Press 


808.8371 


920.073 B 


-- o ne A E per 


AMERICAN BOOK PUBLISHING RECORD 
book) [CT211] ISBN 0-671-47917-2 0.95 
(pbk.) 

i. Title. 
*STEAD, Christina, 1902- FIC 


House of all nations. (New York] Bard 
Books published by Avon [1974 c1966] 


768 p cm. [PZ3.S7987H0S5] 
[PR6037. T25] 823 2.45 (pbk.) 
f Title. 


L.C. card no. for original edition: 72- 
30210. 


STEIG, William, 1907- JUV 
The real thief. Story and pictures by 
William Steig. [New York, Dell, 1974, 
21973] 58 p. illus. 20cm. (A Yearling 
book) [PZ10.3.8816Re3] 0.95 (pUk.) 
Í. Title. 
L.C. card no. for original edition: 73- 
77910, 

. @ y 
STERN, Richard G., 1928- FIC 
Other men’s daughters [by] Richard Stern. 
New York, Pocket Books [1974, c1973] 
206 p 18 cm.  [PZ4.S839430t] 
[PS3569.T39] 813.54 ISBN 0-671-78433- 
1. 1.25 (pbk.) . 
I. Title. 
L.C. card number for original ed.: 73- 
79545. 


*STEVENSON, Robert Louis, 
1850-1894. 

Treasure Island. New York, Pocket Books, 

[1974 c1963] 3-116, [1]-48, 117-240 p. 

illus in suppl. 18 cm. (Washington Square 

Press enriched classics.) Includes reader’s 


JUV 


supplement. [PZ3.S848] [PR5486] 0.75 
(pbk.) 

I. Title. 

STOCK, Noel. 811'.5’2 B 


The life of Ezra Pound [New York, Avon, 
1974, c1970} 610 p. illus. facsims. ports. 
18 cm. (Discus books.) [PS3531.0822839} 
ISBN 0-380-00191-8 2.65 (pbk.) 


E ground, Ezra Loomis, 1885-1972. I. 
ytle. 

L.C. card no. for original ed.: 73- 110127. 
STOUT, Rex, 1886- FIC 


Three at Wolfe’s door, a Nero Wolfe 
threesome. New York, Bantam Books 
[1974, c1960] 186 p. 18 cm. “Mystery” 
[PZ3.S8894Tf 1974] 0.95 (pbk.) 


T. Title. 
L.C. card no. for original ed.: 60- 9228. 
*TARRANT, Wilma. e FIC 


Lust-crazed teen-agers. Chatsworth, Calif., 
Barclay House [1974] 157 p. 18 cm. ISBN 
0-87682-415-7 2.25 (pbk.). 

I. Title. 


*TAYLOR, Edwina. FIC 
Came a dark rider. New York, Pocket 
Books [1974, c1970] 160 p. 18 cm. ISBN 
0-671-77787-4 0.95 (pbk.} 

I. Title. 


J 
*THOMAS, Richard, 1951- 811.54 
Poems. [New York] Avon [1974] 55 p. 18 
cm. (An Equinox book) 1.95 (pbk.) 
L Title. 


*TIDYMAN, Ernest. FIC 
Shaft’s carnival of killers. New York, 
Bantam Books [1974] 136 p. 18 cm. 0.95 
(pbk.} 

i. Title. © ‘œ 

*TOBIN, Richard L. compiler 810.9 
The golden age: the Saturday review 50th 
anniversary reader edited by Richard L. 
Tobin. New York, Bantam Books [1974] 
viii, 376 p. 18 cm. [PS121] 1.95 (pbk.) 


DECEMBER 31,1974 


1. American literature—20th century— 
Addresses, essays, lectures. I. Title. 


TOMAS, Andrew. 398.42 
The home of the gods Atlantis from legend 
to discovery. [New York] Berkley 
Publishing [1974] 155 p. illus. 18 cm. (A 
Berkley Medallion book.) Originally 
published under title *Atlantis from legend 
to discovery. Includes bibliographical 
references. [GN751.T65 1974] ISBN 0- 
425-02564-0 1.25 (pbk.) 

i. Atlantis. I Title. 

L.C. card number for original ed.: 73- 
155316. 


TOMPKINS, Peter. 581 
The secr®& life of plants [by] Peter 
Tompkins and Christopher Bird. [New 
York] Avon [1974, c1973] xv, 416 p. 18 
cm. Bibliography: 384-402. [QK50.T65 
1974} ISBN 0-38000088-1. 195 @bk.} 


1. Plants I. Bird, Christopher, joint author. 


IT. Title. 
L.C. card number for original ed.: 72- 
9160. 


*TREVANIAN. FIC 
The Loo Sanction. [New York] Avon 
{1974 c1973] 351 p. 18 cm. ISBN 0-380- 
00175-6 1.75 (pbk.) 

I. Title. 

L.C. card no. for original edition: 73- 
82951. 


*TREVOR, Meriol. FIC 
The enemy at home. New York, Pocket 
Books [1974] 208 p. 18 cm. ISBN 0-671- 
77778-5 0.95 (pbk.). 


I. Title. 
*TREVOR, Meriol. FIC 
The marked man. New York, Pocket 


Books [1974] 192 p. 18 cm. Mystery ISBN 
0-671-77780-7 0.95 (pbk.) 
T. Title. 


TRUDEAU, G. B., 1948- 741.5°973 
Even revolutionaries like chocolate chip 
cookies, by G. B. Trudeau. New York, 
Popular Library [1974, c1972] 1 v. (chiefly 
illus.) 18 cm. (His A Doonesbury book) 
Cartoons [PN6728.D65T74] 0.95 (pbk.) 

I Title. 

L.C. card number for original ed.: 70- 
182752. 


*TUAZON, Redentor Ma., 
comp. 

The new comprehensive A-Z crossword 

dictionary, compiled by Redentor Ma. 

Tuazon and Edy Garcia Schaffer. [New 

York] Avon Books [1974, c1973] 1059 p. 

18 cm [GV1507.C7] ISBN 0-380-00168-3 

2.65 (pbk.) 

i. Crossword puzzles—Glossaries, 

vogabularies, etc. I. Schaffer, Edy Garcia, 

joint compiler. If. Title. 

L.C. card number for original ed.: 72- 

79971. 


793.732 


*TURNER, Clay. FIC 
Go West Ben Goid! [New York] Warner 
Paperback Library [1974] 160 p. 18 cm. (A 
Ben Gold western) 0.95 (pbk.) 

I. Title. 


VALLEE, Jacques. 001.9 
Challenge to science; the UFO enigma, by 
Jacques and Janine Vallee. New York, 
Ballantine Rooks [1974, c1966] xvii, 328 p. 
illus. maps. 18 cm. Bibliography: p. 293- 
314. [TL789.V335] ISBN 0-345-24263-7 
1.95 (pbk.) 

i. Flying saucers. I Vailee, Janine, joint 
author. I. Title. 

L.C. card no. for original ed.: 66-25843. 


*VICTOR, Sam. FIC 
Kilburn. [New York] Berkley Pub. Co. 
[1974] 173 p. 18 cm. (Kilburn#1) 0.95 
(pbk.) 

L. Title. 


*WADE, Gretchen FIC 
The coeds. New York, Ace Books [1974] 
224 p. 18 cm. 1.25 (pbk.} 

T. Title. 


*WALTON, Evangeline. FIC 
Prince of Annwn; the first branch of the 
Mabinogion. New York, Ballantine Books 
[1974] 179 p. 18 cm. ISBN 0-345-24233-5 
1.50 (pbk.) 

I. Title. 


WAMBAUGH, Joseph. 364.1°523 
The onion field. [New York, Dell, 1974, 
c1973] 443 p. 18 cm. [HV653¢. L7W3 35] 
1.75 (pbk.) 

I. Hettinger, Karl. 2. Campbell, Ian James, 
1931-1963. 3. Smith, Jimmy Lee. 4. 
Powell, GregoryUlas. 5. Powe! Gregory 
Ulas. 6. Murder—Los Angeies—Cese 
studies. I. Title. 

L.C. card number for original ed: 73- 
7540. 


WEAVER, Clarence Lahr, 
1904- ed. 

Weave anthology. [by] Clarence Lahr 
Weaver Grand Rapids, 20 p. 22 cm. 
Poetry in the weave form, as developed by’ 
the editor. 2.00 

i. Weave (Poetic form) 2. American 
poetry. 20th cent. 3. Poetry (Collections) I. 
Title. 


*WEBSTER, Ned., comp. 
Look for words. 
No. 6 is available from Pocket Books for 


811.1082 


793.732 


‘0.95 (pbk.). ISBN 0-671-77788-2. 


*WEBSTER, Ned, ed. 
Penny crossword puzzles. 
No. 21 is available from Pocket Books for 
0.75 (pbk.). 


793.732 


*WEBSTER, Ned, ed. 
Penny crossword puzzles. 
No. 22 is available from Pocket Books for 
2.75 (pbk.). 


793.732 


*WEBSTER, Ned, ed. 
Penny crossword puzzles. 
No. 23 is available from Pocket Books for 
2.75 (pbk.). 


793.732 


“WEBSTER, Ned, comp. 
Penny crossword puzzles. 
No. 24 is available from Pocket Books for 
9.75 (pbk.) 


=WEINHEIMER, Gail, 
joint author 

The rights of suspects. [New York] Avon 
[1974] 122 p. 18 cm. (An American Civil 
Liberties Union handbook) (A Discus 
took) [KF9601]°74-76009 0.95 (pbk.). 

_. Civil rights—United States. I. Rosengart, 
Oliver. H. Title. 


WEISS, Elizabeth S. 641.5°63 
The gourmet’s low cholesterol cookbook, 
[by] Elizabeth S. Weiss [and] Rita Parsont 


793.732 


342.73085 


Wolfson. New York, Pyramid Books 
(1974, cl973] 163 p 18 cm. 
[2M221.C3W45] ISBN 0-515-03458-4 
125 (pbk.) 


& Cookery for cardiacs. 2. Cholesterol. I. 
Wolfson, Rita Parsont, joint author. IL 
‘Title. 
LC. card number for original ed.: 72- 
11201. 


*WISSMANN 


*WENZEL, Bill. 741.5973 
Backfield in motion. [New York] Dell 
{1974] 1 vol. (unpaged, chiefly illus.) 18 
cm. (A Dell book) [NC1428] 0.95 (pbk.) 

I. Sex—Caricatures and cartoons. 2. 


American wit and humor, Pictorial. I. 
Title. 
*WESTMINSTER, Aynn. FIC 


Moon in shadow [New York] Dell [1974] 
176 p. 18 cm. (A Dell book) 0.95 (pbk.) 

I. Title. 

° 

*WEVERKA, Robert. e « FIC 
The Waltons. [New York, Bantam Books, 
1974] 155 p. 18 cm. (Bantam pathfinder 
editions.) "Based on the television series 
created by Earl Hamner, Jr.” 0.95 (pbk.} 

i Title. 


*WHITMAN, John. 156.9 
The psychic power of plants. [New York] 
New American Library [1974] 198 p. 18 
cm. (A Signet book.) [QK83] 1.50 (pbk.) 
i. Plant lore. 2. Occult sciences. I. Title. 


WHITNEY, Phyllis A., 1903- FIC 
Secret of the missing footprint, by Phyllis 
A. Whitney. [New York] New American 
Library, [1974, c1970] 175 p. 18 cm. (A 
Signet book) “Mystery” [PZ7.W616Scl3 
1974] 0.95 (pbk.) 

i. Title. 

L.C. card no. for original ed.: 76-87968. 


WILDER, Thornton Niven, 1897- FIC 
Theophilus North [by] Thornton Wilder. 
[New York] Avon [1974, c1973] 351 p. 18 
cm. [PZ3.W6468Tf] 813.52 ISBN 0-0380- 
00160-8 1.75 (pbk.). 

I Title. 

L.C. card no. for original edition: 73-4165. 


WILLIAMS, Wetherby. FIC 

Besides the wench is dead. [by] Margaret 

iar New York, Ace books [1974] 218 
18 cm. (An Ace _ gothic) 

(PZ3. W676635Be] [PR6073.14332] 823.914 

0.95 (pbk.) 

I. Title. 

L.C. card no. for original edition: 72- 

97090. 


WILLIAMS, Roger M. 
1934- 

The super crooks, by Roger M. Williams. 

Chicago, Playboy Press [1974, c1973] 255 

p. 18 cm. [HV6245.W748] 1.50 (pbk.) 

i. Crime and criminals—Biography— 

Addresses, essays, lectures. I. Title. 

L.C. card no. for original ed.: 73-84920. 


364.10922 [B] 


*VWILLINGHAM, Calder, 1922- FIC 
Eternal fire. [New York, Dell, 1974, 


1963] 637 p. 18 cm. 1.75 (pbk.) 

f Title. 

L.C. card number for original ed; 63- 
7498. 


*WINER, Richard 031.02 
The Devil’s triangle. New York, Bantam 
Books [1974] 222 p. illus. 18 em. [AG243] 
1.50 (pbk.) 

1 Curiosities. and wonders. I. Title. 


*WINSTON, Daoma. FIC 
Emerald Station. [New York] Avon [1974] 
428 p. 18 cm. 1.50 (pbk.) 

L Title. 


*WISSMANN, Ruth. FIC 
To hang a witch. [New York] Warner 
Paperback Library [1974] 285 p. 18 cm. 
ISEN 0-446-76644-5 1.25 (pbk.) 

T. Title. 
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*WOHL 


*WOHL, Burton. FIC 
The blood knot. [New York] Dell [1974] 
ue p. 18 cm. (A Dell book) 1.50 (pbk.) 

. Title. 


*THE world almanac 796.96205 
guide to pro hockey 1974-1975. New 
York, Bant¢m Books [1974] 256 p. tables 
18 cm. (A Bantam book) [GV847] 1.95 
(pbk.) 

1. Hockey—Almanacs. 


*WRIGHT, Stephen, comp. 808.8. 


Different; an anthology of homosexual 


t 


190 œ 


short stories, edited with an introduction 
by Stephen Wright. New York, Bantam 
Books [1974] 394 p. 18 cm. [PN6014] 1.95 
(pbk.) 

L Literature—Collections. 2, 
Homosexuality. I Title. 


*YATES, Roscoe. 301.4154 
The x-rated motel. Chatsworth, Calif., 
Barclay House [1974] 155 p. 18 cm. 
Bibliography: p. 156-157. [HQ144] ISBN 
0-87682-405-X 1.95 (pbk.) 

1. Prostitution—United States. I. Title. 


AMERICAN BOOK PUBLISHING RECORD 


YURICK, Sol, 1925- FIC 
The bag. New York, Avon [1974, c1968] 
453 p. 18 cm. (Bard books.) [PZ4.Y95Bag} 
ISBN 0-380-00162-4 1.95 (pbk.) 

L Title. 

L.C. card no. for original ed.: 68-18313. 


*ZOLAR’S master horoscope 135.3 
and lucky dream book for 1975. New 
York, Popular Library [1974] 288 p. 18 
cm. [BF1701] 1.50 (pbk.) 
I. Astrology. 2. Dreams. 
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4 
ARELLANES, Audrey 016.7695 
Spencer. S 
Bookplates; a selective® @nnotated 


bibliography of the periodical literature. 

Detroit, Gale Research Co. [c1971] xxxviii, 

474 p. (p. 472-474 blank for ”Notes”} illus. 

24 cm. [Z993.2.A7] 71-123720 15.00 

L Book-piates—Periodicals—indexes. L 
Tile. 


*ENGERY modelling; 333.80973 
comprising the papers presented at a 
special workshop organised by the U.S. 
National Science Foundation and the 
Energy Research Unit, Queen Mary 
College, London. 15 19 October 1973. 
Guildford, IPC Science and Technology 
Press [1974] 170 p. 28 cm. This is special 
publication of Energy Policy, the 
international journal of the economics and 
planning of energy. [TJ153] ISBN 0- 
902852-35-3 £11.00 (27.50) (U.S.) 


i. Power resources. 


HUDSON, Gladys W 821.4 
Paradise lost; a concordance, compiled by 
Gladys W. Hudson. Detroit, Gale 
Research Co. [1970] viii, 361 p. 29 cm. 
Based on the 2d (1674) ed. in v. 3 (The 
second edition of Paradise lost) of Milton’s 
Complete poetical works, reproduced in 
photographic facsimile by the University of 
Illinois Press in 1948. [PR3562.H8 1970] 
74-127413 25.00 

1. Milton, John, 1608-1674, Paradise 
lost—-Concordances. I. Title. 


NATIONAL directory of 016.05 
newsletters and reporting services. ist ed. 
Detroit, Gale Research Co. 1966. v. 29 


em. "A reference guide to national, 
international, and selected foreign 
newsletters, information services, 





association bulletins, training and 
educational services.” [Z6941.N3] 66- 
15458 20.00 


1. Periodicals-Directories. I. Gale Research 
Company. 


*WORLD Special 301.24°08 
Conference on Futures Research. Rome. 
1973. 

Human futures; needs-societies- 

technologies. Guildford, IPC Science and 

Technology Press [1974] 181 p. 21 cm. 

This is a special publication of Futures, the 

journal of forecasting and planning. 

[HM101] ISBN 0-902852-34-5 £5.50 

(14.00 U.S.) 

I. Social change—Addresses, essays, 

lectures. 2. Social evolution—Addresses, 

essays, lectures. I. Futures If. Title. 

Publisher’s address: IPC House 32 High 

Street Guildford, Surray, England. 
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A 


Abailard, Pierre. 189.4 

Abbatt, William. 929.4 

Abdul, Raoul. 927 

Abelson, Neva M. 615.6507 

Abernethy, George L. 016.91547 

Abramowitz, Molly. 016.81354 

Abse, David Wilfred. 362.82 

Ace, Stroker. PBK 

Achord, James L. 616.34047 

ACI-ASCE Shear Committee. 620.13745 

Ackart, Robert C. 641.665 

Ackerman, Caroline. 641.5 

Acosta, Oscar Zeta. PBK 

Adair, Alvis V. 619.98 

Adair, James. 970.45 

Adams, Ansel Eaton. 779.0924 

Adams, J. F. 512.89 

Adams, James L. 153.43 

Adams, Jay E. 253.5 
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Gordon, Burton Le Roy. 574.509794 
Gordon, Harold J. 320.943604 
Gordon, Prentiss M. 248.2 
Gordon, Sol. 612.6007 . 
Gordon, Stuart. PBK . 
Gorea, Charles H. 795.415 s 
Gorer, Richard. 635.9 
Gor'kii, Maksim. FIC; 891.78309 
Gotama. 181.43 
Goudge, Elizabeth. 813.3 ` 
Graeub, Ralph. 363.6 
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Graffigay, Francoise d'Issembourg 
d’Happoncourt de, FIC 

Graham, Ada. 525.5; 581.5264 

Graham, Ilse. 831.6 

Graham, Sheilah. 920.72 

Granet, Irving. 621.402 

Grant, Doris. 641.1 

Grant, Edward. 509.4 

Grant, Marion H. 917.466 

Grant, Maxwell. PBK 

Graubard, Paul S. 371.9 

Graubard, Stephen R. 923.2 

Graves, Richard L. PBK 

Graves, Robert. 821.04 

Gray, Farnum. 792.028 

Gray, John Henry. 915.1033 

Gray, Marlowe. PBK 

Gray, Oscar S. 340 

Gray, Virgin®. 301.31 

Grayson, Cary Travers. 328.73 

Grayson, Janet. 808.888 

Greaves, Richard L. 942.055 

Green, David Marvine 152.1 e e 

Green, Dorothy. JUV 

Green, George F. 512.1 

Green, Paul E. 658.83 

Green, Phyllis. JUV 

Green, Thomas M. 512.9042 

Greenblatt, Robert Benjamin. 612.665 

Greege, Constance C. PBK 

Greene, Graham. PBK 

Greene, James Harnsberger. 658.5 

Greene, Robert. 821.3 

Greenfeld, Howard. JUV 

Greenfield, Irving A. PBK 

Greenhill, James. 016.7843 

Greenward, Paul. 547.5 

Grego, Joseph. 329.02342 

Gregory, Isabella Augusta Persse. 891.6208 

Greighton, JoAnne. PBK 

Grejda, Edward S. 813.3 

Grey, Zane. PBK 

Gribbin, John R, 551.13 

Grierson, Edward. 946.040924 

Griffin, Donald Redfield. 591.19108; 598.252 

Griffin, Gerald G. 301.42 

Griffin, Thomas Kurtz. 917.633504 

Griffith, Hubert Freeling. 822.33 

Grigoriev, Sergey Leonidovich. 792.80924 

Grilhe, Gillette. 636.8 

Grimes, Lee. PBK 

Grisham, Noel. 370.110924 

Gromacki, Robert Glenn. 225.6 

Groneman, Chris Harold. 745.531 

Groot, Jan Jakob Maria de. 200.951 

Groseclose, Elgin Earl. PBK 

Grossman, Ruth. 641.5 

Grossman, William. 616.123075 

Grossman, William Leonard. 869.3 

Gruber, Gary R. 378.1664 

Grushka, Eli. 543.08 

Guidry, Mary Gabriella. 922.2763 

Gah in Neil. 344.420463 

Gunther, John. 327.7305 

Gunz, Frederick. 616.155 

Gupta, Mare. 133 

Gurdjian, Elisha Stephens. 617.48 

Gustkey, Earl. 796.332092 

Gutcheon, Beth Richardson. 746.46 

Gutman, Judith Mara. PBK 

Gutzke, Manford G. 231.3 

Guy, Cyril. FIC 

Gwaltney, Francis Irby. PBK 

Gwynn, Stephen Lucius, 821.8 
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Haas, Richard Burton. 808.5 

Habe, Hans. 956.045694 
‘Haberman, Shelby J. 519.532 
Habig, Marion Alphonse. 282.0924 
Haeger, John D. 320.4 

Hafez, E. S. E. 636.08926 

Hagan, William Elijah. 364.122 
Hageman, Howard G. 251e 

Hailes, David Dalrymple. 937.060720 
Hailstones, Thamas J. 330.08 
Haiman, John. 435 ° 

Haining, Peter. FIC 

Hajducki, S. Maxwell. 912.138509 
Hale, Geoffrey. 610.924 

Hall, B. Clarence. FIC 

Hall; Douglas Kent. PBK 

Hall, Edwin S. 398.042097 


Hall, Nancy Lee. FIC 

Hallahan, William H. FIC 

Hallett, Robin. 960 

Halliday, Brett. PBK 

Halliday, James Lorimer. 824.7 

Halliday, Jon. 330.95203 

Hallinan, Maureen T. 301.18028 

Halliwell, Leslie. 791.4303 

Hallock, E. F. 251.02 

Halpern, Frank M. 658.809070 

Hambly, Wilfrid Dyson. 391.65; 793.31 

Hamilton, Adam. PBK 

Hamilton, Alexander. 923.273 

Hamilton, Andrew. 336.2 

Hamilten, David. 738.1 

Hamiltcn, Howard Devon. 379.150973 

Hamilten, William. 741.59 

Hammond, John Lawrence Le Breton. 
942.081092 

Hancock, Roger N. 170.9 

Handmen, Heidi. 612.6007 

Hanff, Helene. PBK 

Haning, Bob. FIC 

Hannibal, Edward. PBK 

Hanson, Philip. 659.1 

Hardin, Garrett James. 301 

Hardy, Richard E. 331.702; 362.82 

Harger, William. 811.54 

Hargreaves, Roger. JUV 

Hargrove, Erwin C. 353.032 

al-Harizi, Judah ben Solomon. 892.412 

Harleston, Rebekah M. 025,173 

Harley, Marjorie. 616.8909 

Harman, Gilbert. 410.924 

Harold C. Mack Symposium on the Physiology 
and Pathology of Reproduction, 8th, Detroit, 
1972. 612.63 

Harre, Romano. 122 

Harrington, Dare. FIC 

Harris, Edward Day. 616.72 

Harris, John Donald. 152.15 

Harris, Louis K. 320.98003 

Harris, Nathaniel. 666.58 

Harris, Patricia. 642.4 

Harris, Richard J. 519.53 

Harrison, Francis Burton. 959.903509 

Harrison, Ian T. 547.2 

Harrison, Mike John. FIC 

Hart, John W. 372.357 

Hart, Johnny. PBK 

Hart, Patrick. 271.125024 

Hart, Verna. 649.151 

Hartman, Rhondda Evans. 618.24 

cdartmann, Arthur. 362.42 

clartnack, Justus. 193 

cfartt, Julian Norris. 230 

darvey, Dodd L. 327.17 

clarvey, Jacques. 641.822 

darvey, Virginia I. 746.41 

Harward, Donald W. 324.24 

Haskell, Molly. 791.430909 

Haslam, Edward Clark. 574.19296 

Haupt, Georges. 947.084092 

Hauser, William L. 355.00973 

Kaviland, William A. 301.2 

Kavlice, Patricia Pate. 016.809 

Mawes, Hampton. 786.10924 

Hawkes, C. F. C. 913.36 

Hawkes, Robert. PBK 

Eaycraft, Molly (Costain) PBK 

Eayden, Eric. 251.02 

Eayes, Joseph Arnold. FIC 

Fayley, William. 937.060702 

Fayman, David. FIC 

Faynes, Betsy. JUV 

Fazlitt, William. 824.7 

Feal, David W. 338.476720 

keald, Tim. FIC 

Eealy, Charles C. 378.19425 

Ezaps, Lec. 910.41 

Feaps, Willard Allison. 133.8 

Heard, Audrey. 746.46 

Fechtlinger, Adelaide. 615.886097 

Hectus, Carol. JUV 

Hedin, Sven Anders. 915.15043 

Heesterman, A. R. G. 338.9 

Hefley, James C. 266.023092 

mogoh Georg Wilheim Friedrich, 1770-1831. 
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H-gner, William. PBK 

Hzidegger, Martin. 111 

Hzim, John. 331.11 R 
H-imstra, Norman W. 155.9 
H-isel, Dorelle. PBK 

He-kmat, Férough-es-Saltaneh. JUV 
Held, Richard. 612.8408 

He lfant, Richard H. 616.120754 
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Helfer, Ray E. 364.15 

Heller, Charles F. 301.329774 
Heller, Joseph. 812.54 

Helms, Robert B. 338.435532 
Henderson, Nancy. 812.54 
Henderson, W. Charles. 629.24 
Hendrick, Joanne. 372.21 > 
Hendricks, Glenn. 917.471066 
Hendrix, Sue. 973.921092 
Henig, Ruth B. 341.22 
Heninger, S. K. 808.1 
Henke, Emerson O. 657 
Hennings, Dorothy Grant. 
Henrici, Peter. 515.9 r 
Henry, George H. 428. 407 
Hensel, H. Richard. 781 
Hensley, Joe L. FIC 

Herbert, Alan. 737.4973 
Herbert, Henry William. 799° 
Herbst, 'P. G. 301.183207 
Herfindahl, Orris Clemens. 333 
Hergenhahn, B. R. 150.28 
Herhold, Robert M. 248.3 
Herman, Harriet. JUV 
Herman, Linda. 823.0872 
Hernandez, Jose. 861 

Herr, Richard. 909.846 
Herrick, William. PBK 
Herron, Shaun. FIC 

Hersey, Harold Brainerd. 051 
Herz, Jacob. 796.35762 
Heseltine, Harry P. 823 
Hesketh, Howard E. 363.6 
Hesse Hermann. PBK 

Hey, David. 914.245 
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Heydenreich, Ludwig Heinrich. 720.945 


Heywood, Rosalind. 133.81 
Hibbert, Eleanor. PBK 
Hickman, Francis M. 591 

Hicks, Robert. 610.28 

Hicks, Ursula Kathleen Webb. 301.363 
Hiebert, Ray Eldon. 301.16 
Higgins, James Craig. 821.6 
Hilado, Carlos J. 628.922 
Hilberry, Conrad. 811.54 

Hill, Douglas. PBK 

Hill, Douglas A. 914.209094 
Hill, John. FIC 

Hill, Raymond Putnam. 133.8 
Hiller, Carl E. 726 

Hinman, Bob. 799.24841 
Hinrichsen, Gerda. 613.7 

Hirai, Tomio. 152.8 

Hiro, Dilip. 301.451094 

Hirsch, Abby. 659.197914 
Hirsch, John D. 338.476292 
Hirsch, Werner Zvi. 336.73 
Hirschfeld, Magnus. 301.412 
Hjelmfelt, A. T. 627 

Hnatek, Eugene R. 621.38173 
Hobbs, Richard R. 623.89 
Hoberman, Mary Ann. 811.54 
Hobson, William. FIC 
Hochman, Shirley. 750.118 
Hodgson, John Reed. 792.028 
Hodshire, Edwin Brunnell. 113 
Hofinger, Johannes. 242.2 
Hogg, Garry. 942 

Hogg, Thomas Jefferson. 821.7 
Holder, Angela Roddey. 614.19 
Holifield, E. Brooks. 234.16 
Holland, Cecelia. PBK 

Holland, L. 621.55 

Hollander, Zander. 796.96203 
Hollinshead, William Henry. 611 
Hollister, Bernard C. FIC 
Hollister, Ovando James. 338.209788 
Holloway, Ralph L. 599.8045 
Holloway, Richard. 201 

Holmes, Frederic Lawrence. 612.00924 
Holmes, Frederick Lionel. 917.75063 
Holmes, Marjorie. PEK 
Holmes, Roy. 133. 

Homburger, Freddy. Plas 99407 
Hope, Bob. 797.092 

Hopkins, Lee Benett: 811.508 
Hopper, Bernard J. 612.76 
Hord, Fred. 811.54 

Horgan, Paul. 818.5203 

Horp, Bob. 797.2 

Horowitz, Franklin Eugene. 491.1 
Horton, Paul B. 300 

Horton, Russel! M. 070.40924 
Horvath, Nicholas. 109 
Hosford, Ray E. 364.6 
Hostetler, John Andrew. 289.773 
Houston, Francis M. 615.89 
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Houston, Jeanne Wakatsuki. PBK 
Houston, John Porter. 848.709 
Howard, Christopher. 327.42 
Howard, Clark. PBK 

Howard, George. 551.46 
Howard, Moses L. JUV 

Howe, Everttt Dumser. 628.167 
Howell, Richard W. 301.21 
Hoyt, Edwin Palmer. 917.30695 
Hsieh, Jui Sheng. 536.7 
Hubbard, Earl. 128 

Hubbard, Harlan. 917.690440 
Hudson, Gladys W. BL 


Huggett, William Turner. PBK 
Hughes, D. T. D. 613.113 

Hughes, Daniel T. 320.9964 

Hughes, Evan. 332.1 

Hughes, J. Trevor. 617.07 

Hulme, Frederick Edward. 745.4 
Hume, Edward Hicks. 610.951 
Humphreys, Arthur Raleigh.. 914.2037 
Humphreys, Fisher. 230 

Hunker, Henry L. 338.001 

Hunter, Alan. FIC 

Hunter-Blair, John. FIC 

Huntley, Elizabeth Valentine. 917.55044 
Huntley, Suzanne. 641.568 

Hurst, George Leopold. 809.9352 
*Hurwitz, Abraham B. 793.74 
Husemoller, Dale. 514.224 
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Hutchison, Robert A. 364.163092 
Huxley, Aldous Leonard. 910.4 
Huxley, Francis. 291.38 

Hyatt, Robert D. 917.6427 

Hyde, Harford Montgomery. 340.0924 
Hyers, M. Conrad. 294.3927 
Hyndman, Henry Mayers. 335.1 
Hyneman, Esther F. 016.818309 
Hynes, Cecil V. 658.8; 658.81 
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Iannone, N. F. 363.232 
IEEE Power Engineering Society. 333.7 
IFIP Colloquium on Optimization Techniques, 
Sth, Rome, 1973. 003 
Thimaera, Witi Tame. FIC 
Indonesia. Departemen Pendidikan dan 
Kebudayaan. 338.477009 
Inflammation Research Association. 616.047 
Ingham, Norman W. 891.709003 
Ingrams, Doreen. 297 
Ingrams, Doreen. 910.091749 
Inman, Fred W. 530 
Innes, Emily. 915.951043 
Interdisciplinary Symposium on Advanced 
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International Biomaterials Symposium, 5th, 
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International College of Psychosomatic 
Medicine. 616.08 
International Conference on High Voltage 
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International Conference on Tetrahedrally 
Bonded Amorphous Semiconductors, 
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International Conference on the Biology of 
Whales, Shenandoah National Park, Va., 1971. 
639.9795 R 
International Congress of Nephrology, 5th, 
Mexico, 1972. 616.61 
' International Labor Office. 339.42 
International Symposium of Nitrite in Meat 
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International Symposium on Basic Biology, 3d, 
Salvador, Brazil, 1973. 599.016 
International Symposium on Order-Disorder 
Transformations in Alloys, Tubingen, 1973. 
669.94 
International Symposium on the Functional 
Anatomy of the Spermatozoon, 2d, Wenger- 
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International Symposium on Victimology, Ist, 
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Ionesco, Eugene. FIC; 842.914 ? 
Iorio, James. 811.54 
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Irgolic, Kurt. 540.0712 

Irvine, Betty Jo. 025.1773 

Irvine, Theodora Ursula. 822.33 
Irving, Henry Brodribb. 364.30922 
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Israels, Carlos L. 346.747066 
Istrati, Panait. 914.70384 
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Jacka, Alan A. 362.734 

Jackson, Angela. 811.54 
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Jackson, Blyden. PBK; 811.009 


“Jackson, James E. 335.430973 


Jackson, Samuel Trevena. 973.70924 

Jackson, Sandy. 811.54 

Jackson, Thomas. FIC 

Jackson, W. H. 796.5 

Jackson, Will. FIC 

Jacob, Ernest Fraser. 914.5035 

Jacob, L. 530.41 

Jacobs, Henry William. 625.2 

Jacobs, Linda. JUV 

Jacobs, Sue-Ellen. 016.3243 

Jacobson, Nils-Olof. PBK 

Jacobson, Robert. 780.922 

Jacoby, James. PBK 

Jacot, Michael. FIC 

Jaffe, Abram J. 301.451687 

Jaffe, Sherril. FIC 

Jaggard, William. 822.33 

Jaimini. 181.42 

Jakes, William C. 621.384165 

James, Charity. 373.110209 

James, David Gwilym. 822.33 

James, Henry. 191 

James, Henry. FIC 

James, Sydney C. 657.863 

James, Wendy. 301.412 

Jameson, Graham James Oscar. 514 

Janger, Allen R. 658.402 

Jansen, Frederik Julius Billeskov. 839.818409 

Jarrett, Derek. 942.073092 

al-Jazari, Isma‘il ibn al-Razzaz. 621 

Jeal, Tim. PBK 

Jefferies, Richard. FIC 

Jefferson, Thomas. 973.460924 

Jefkins, Frank William. 659.293801 

Jelavich, Barbara Brightfield. 327.43604 

Jellicoe, Sidney. 221.48 

Jellison, Charles Albert. 973.30924 

Jenkins, Alan. 909.822 

Jenkins, Dan. FIC 

Jenkins,-James W. 332.60151; 332.678 

Jenner, William John Francis. 895.13508 

Jeras, Joze. 616.853 

Jerrold, Walter Copeland. 823.8 

Jervis, F. R. J. 658.400942 
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Johnson, Aaron. PBK 
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Johnson, Alan F. 227.107 

Johnson, Bradford. 811.54 

Johnson, Charles Sidney. 530.12 

Johnson, Daniel E. 266.022 

Johnson, Frank Roy. 398.042097 

Johnson, Gaylord. 578.4 

Johnson, Herbert Webster. 658.85 

Johnson, Reginald Brimley. 823.03 

Johnson, Richard Abraham. 972.06 

Johnson, Robert. 155.332 

Johnston, Carol L. 513 

Johnston, William. PBK 

Johnston, William. FIC 

Johnstone, Arthur. 828.809 

Johnstone, Charles. FIC 

Johnstone, Christopher. 759.2 

Johnstone, Kenneth Ironside. 589.90028 

Joint Information Service of the American 
Psychiatric Association and the National 
Association for Mental Health. 362.210973 

Jones, Bernard Edward. 770.3 

Jones, Charles. 917.9469 

Jones, Charles Edwin. 287.6 

Jones, Howard Mumford. 822.33 

Jones, John Bush. 001.552 

Jones, Mary Eirwen. 746.44 

Jones, Milton H. 220.15 

Jones, Oakah L., Jr. 972 
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Jones, Peter F. 617.55 

Jones, Whitney Richard David. 942.05 

Jordan, Rene. 791.430280 

Jordan, Ruth. 933.00994 

Jorgensen, Eric. 629.28722 

Joscelyn, Archie. FIC 

Joseph, Joan. PBK 

Jost, Francois. 809 

Judson, Edward Zane Carroll. JUV 

Judson, Jeanne. PBK 

Judy, Stephen N. 375.42 

Jules, Mark. 811.54 

Julty, Sam. 629.2222 

Jung, Carl Gustav. 154.634; 616.898207 

Junior League of the City of New York. 
641.568 

Juretschke, Hellmut J. 548.8 

Jussim, Estelle. 760 
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Kabir, 15th cent. 891.4312 

Kadambi, V. 621.402 

Kadis, Asya L. 616.8915 

Kaduck, John M. 769.5 

Kagan, Benjamin M. 615.329 

Kahan, Stanley. 792 

Kahn, Kathy. PBK . 
Kahn, Lothar. 833.912 

Kakonen, Ulla. 641.59471 

Kalin, Martin G. 128.3 

Kambayashi, Tatsuji. 510.8 

Kaminsky, Abraham R. 137.7 
Kaminsky, Stuart M. PBK 

Kane, Henry. PBK 

Kane, Paula. 387.742 

Kanowitz, Leo. 346.73013 

Kantar, Edwin B. 795.415 

Kantor, Herman I. 332.678 ° 
Kantowitz, Barry H. 153 

Kapila. 181.41 

Kaplan, Norman M. 616.132 
Kaplansky, Irving. 512.4 

Kapleau, Phillip. 291.23 

Kardiner, Abram. 301.2 

Kargon, Robert H. 509 

Karl, Frederick Robert. 823.912 

Karlin, Muriel Schoenbrun. 370.113 
Karnopp, B. H. 531.10151 

Karol, K. S. 320,95105 

Karow, Armand M. 617.9507 

Karp, Walter. 329.009 

Kartomi, Margaret J. 784.095982 
Kasper, Wolfgang. 330.9 

Kaszas, Joan. 646.724 

Katz, Joseph. 370.971 

Katz, William Armstrong. 016.05 
Katzman, Jacob. 910.03924 

Kaufelt, David A. FIC 

Kauffman, Henry J. 739.23773 
Kavaler, Lucy. 363.6 a 
Kawabata, Yasunari. FIC 

Kazan, Elia. FIC 

Kazanas, H. C. 620.11 ° 
Kazin, Alfred. PBK 

Keeler, Laura. 936.200720 

Keen, Bertha Margaret. 158.1 

Keene, Raymond D. 794.10924 
Keeton, Charles Lee. 954.03591 
Keithahn, Edward Linnaeus. 398.209701 
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Keller, Karl. 811.1 mn 
Kelley, Allen C. 330.952 

Kelling, Hans-Wilhelm. 943.086 

Kelly, Reine Cardaillac. 448.2421 

Kelly, Tien. 812.54 

KelSall, Roger Keith. 301.445 

Kelsen, Hans. 340.1 

Kemp, Charles F. 796.352 

Kender, Joseph P. 372.41 7 
Kendrick, John We 338.01973 
Kennedy, Benjamin. 973.335 

Kennedy, Benjamin Hall. 475 
Kennedy, Dennis James. 230 

Kennedy, Don H. 623.82009 

Kennedy, Eugene @ 242.2 

Kennedy, Joan M. 617.307 

Kennedy, John Hines. 617.41 « 
Kennedy, Mary. 811.547 š 
Kennedy, Paul. 327.9613 

Kenneth. PBK 

Kent, Homer A. 226.50529 

Kent, Louise Andrews. 641.5; 641.5974 
Kent, Saul. PBK 
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Kercher, Randy: 811.54 
Keres, Paul. 794.123 í 
Kerimov, Liatif Gusein ogly. 746.759022 
Kerman, Gertrude. 917.3041 
Kerouac, John. FIC 
Kerr, Barbara. 914.20381 
Kerr, Robert. PBK 
Kershner, Richard. 510 
Kersman, Michael. 811.54 
Keveson, Peter. 812.54 
Key, Wilson Bryan. PBK 
Keyes, Fenton. 610.6953 
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Keyhoe, Donald Edward. PBK 
Kharms, Danil. 891.7342 
Kidder, Louise H. 301.18028 
Kidwell, Claudia B. 687.105 
Kiemel, Ann. 248.0924 ' 
Kim, Eugene ©. 373.3 
Kimura, Ryozo. 617.740754 
King, Bruce Alvin. 820.9 
King, Thomas M. 142.7 
Kingsbury, Susan Myte: 301.44420% > 
Kingslake, Brian. 
Kingsley, Bettina. Pak 

, Kinsey, Bill. 917 
Kirk, Clara Marburg. 914.203660 
Kirkby, John. FIC 
Kirp, David L. 344.7307 
Kirtley, Donald D. 155.916 
Kite, Dorothy Jackson. 641.5 
Kitty, Jerome. 812.54 i 
Klamkin, Marian. 736.4 

_ Klass, Philip J. 001.942 
Klein, Isaac. 940.5482 
Klein, Norma. JUV; PBK 
Klein, Ralph W. 221.48 
Klein, Stanley. 128.5 
Kleinman, R. L. 613.94; 613.942 
Klineberg, Otto. 572 
Klopfenstein, C. E. 540.8 
Klose, Nelson. 909.080202 
Knap, Jerome J. 636.70886 
Knapp, Gregory Cromwell. PBK 
Knight, Alanna. PBK 
Knight, Vick. JUV 
Knight, William Angus. 821.709 
Knights, Ward A. 253.5 


Knoop, Faith Yingling. 970.3 . 


Knott, Bill. 811.54 

Knudson, R. Rozanne. PBK 

Kochenberger, Gary A. 658.05425 
- Kogan, Benjamin A. 613 

Kogan, Leonard S. 362.70973 

Kolodny, Annette. 810.936 

Kolodziej, Edward A. 327.44 

Kolosimo, Peter. 901.9 

Komaroff, Katherine. Shee 949398 

Kopan, Andrew T. 370.1 

Koppett, Leonard. 796. 332640 

Korman, Gerd. 331.0973 

Kornfeld, Max. 617.6 

Korngold, Ralph. 944.050924 

Kortrey, Walter A. 225.92 

Kostopoulos, George K. 621.3815 

Kozoll, Chages E. 658.31243 

Kozy, John. 162 

Kraft, Ken. 635.977337 

Kragen, Adrian A. 343.73052 < 

Krailsheimer, A. J. 271.125024 

Kraklow, Carl A. 811.54 

Kramer, Ann. JUV 

Kramer, Jack. 635.0973; 635.93415 

Kramer, Roberta. 001.93 


Krannert Art Museum, Champaign, Illinois. 


708.9493 
Krannich, Ronald R. 352.0593 
Krause, Herbert. 978.302 . 


Kreck, Lothar A. 642 (a 


Krempl, E. 620.163 

Krimm, Irwinn F. 613.95 

Krivinyi, Nikalaus. 623.746 
Kriyananda, Swami. PBK 

Krochmal, Arnold. 635. 965° 

Krogh, Albert C. 366.309749 

Kroll, Una. 294.543 

Krumhansl, Bernice. 615.82023 
Kryspin, William J. 153.9383. 

Kubo, Sakae. 242 

Kueffner, Louise MaHinckrodt. 809.251 
Kundakunda. 294.487 294.482 

‘Kunin, Calvin M. 616. 6 

Kuo, Shan Sun. 001.6424 

Kupsinel, Penelope Easton. 640.23 
Kurdsen, Stephen. 137.7 

Kurth-Voigt, Lieselotte E., 838.609 
Kushev, Vladislav Valer’ianovich. 575.1 


Kutner, Luis. 301.6333 ~ 
Kuusinen, Aino. 947.984 


L 


Labuza, T. P? 641.1 

Lachmann, L. M. 339 

Lacmann, R. 530.08 

Ladd, George Eldon. 225.66 
Laden, Alice. PBK 

La Guenne, John Gaffar. 301.451969 
Laing, Margaret Irene. 944.050924 
Lair, Jess. PBK 

Lake, Peter. FIC 

Lamb, G. B. 301.592096 

Lamb, Hugh. FIC 

Lambourn, Simon. , 658.054 

Lamm, Martin. 809.2 

Lamphier, Timothy A. 617.026 
Lanczos, Cornelius. 530.0924 
Landor, Walter Savage. 821.7 
Landsberger, Henry A. 301.4443 
Lane, Herold Richard. 562 

Lang, Andrew. 133.1 

Langdon. Glen G. 621.381958 
Langer, Marshall Je 343.053 
Langstaff, John. 784.4973 

Lapp, Rhoda Snadeo. 242.888 
Laqueur, Walter Ze’ev. 320.904 
Larkin, Feter Anthony. 363.61 
Larkin, Fhilip. 821.914 

Larson, Charles. FIC 

Lartigue, Jacques Henri. 779.240924 
Lascelles, Mary. 822.33 
Lassaigne, Jacques. 759.6 


‘ Laszlo, Ervin. 321.04 


Laszlo, Gyula. 709.439 

Latham, Sidney. 683 

Lathen, Emma. PBK 

La Tourrette, Jacqueline. PBK 

Lauck, Carol. 812.54 

Laurence, Jeanne. 759.13 

Laurence, Theodor. 133.42 

Lavan, Spencer. 297.6 

Lavinthal. Hy. 795.415 

Lavrin, Janko. 891.7309 

Law, Hugh Alexander. 820.9 

Lawden, Derek F. 515.64 

Lawlor, George L. 226.93 

Lawrence Gene H. 248.4 

Lawrence, Herbert. 823.6 

Lawrence, M. J. 599.0942 

Lawrence, Marjorie Kahl. 811.54 

Lawrence, Mark A. 361 

Lawrence, Paul. 621.38835 

Layne, James Nathaniel. 500.908 

Leach, Richard H. 350.0008 

Leacock, Stephen Butler. 818.5208 

Leask, William Keith. 828.609 

Leavis, Frank Raymond. 801.9; 801.95; 
820.900912 

Leavitt, Harold J. 658 

Lecaldano, Paolo. 069.074 

Le Comte, Edward Semple. 820.9 

Ledbetter, William. 65% 

Lederer, Lillian Charlotte. 917. 949306 

Lee, Jim. 812,54 

Lee, Kaiman. “352. 008028; 614.71; 621.381953; 
729.02854 

Lee, Sidney. 822.33; 914.203660 

Lee, Soon Ann. 338.095952 

Lees, Frank P. 658.5 

Lefcoe, George. 346.73043 

Lefebure, Molly. 821.7 

Leggatt, Alexander. 822.33 

Leggett, Jchn. 812.5409 

Legouis, Emile Hyacinthe. 821.3 

Lehman, Earold D. 175 

Lehmann, Arthur George. 840.915 

Lehmann, Peter. 811.54 

Lehmann, Winfred Philipp. 417.7 

Leiber, Fritz. PBK 

Leiman, Sid Z. 221.44 

Leiter, Rotert David. 331.881138; 331.881178 

Leland, Marine Elizabeth. 843.912 

Leland, Thomas. 823.6 

Lemelin, Robert. 917.3036 

Lemley, Raymond E. 808.042 

Lemmon, Ed. 917.803209 

Lennig, Archur. 791.430280 

Le Noble, William Jacobus. 547 

Leon, Glora Rakita. 301.62 

LeRoy, Dave. 973.925092 

Leser, Conrad Emanuel Victor. 330.0182 

Le Shan, Eda J. PBK 
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LeShan, Lawrence L., 248.3 

Lesowitz, Robert I. 649.1 

Lesznai, Lajos. 780.924 

Levenson, Samuel, PBK 

Levi, Albert William. 190 

Levi, Enrico. 621.3121 

Levin, Harry. 843.7 

Levin, Melvin R. 333. 10973 

Levine, Donald N. 309.63 

Levine, Raphael D. 539.6 

Levit, Rose. PBK 

Levy, Reuben. 891.5 

Lewin, Roger. 599.029 n 

Lewis, Bernard. 181:07 

Lewis, J. G. 822.3 "e 

Lewis, Matthew Gregory. 823.7 

Lewis, Ray. JUV 

Lexington Conference on Pure and Applied 
Phenomenology, 5th, 1972. 401.9 

Lexova, Irena. 793.31932 

Liapin, E. S. 512.2 

Libby, Bill. 796.720924 

Lieberman, Elias. 813.01 

Lieberman, Robert. PBK 

Liebman, Arthur. JUV 

Liehm, Antoin J. 778.53 

Liepmann, Lise. 370.152 

Liestol, Knut. 839.6 

Lilly, John Cunningham. PBK 

Limburg, Peter R. 582.13 

Linden, Ian. 266.26897 . 

Linden, Ronald James. 612 ý 

Lindgren, Bernard William. 519.5 

Lindley, Kenneth Arthur. 914.2 

Lindman, Harold R. 519.535 

Lindsey, Ruth. 613.7 

Lingard, Joan. JUV 

Linhares, Margaret. 133.4 

Lint, Jacobus Hendricus van. 510.8 

Lipatov, IUrii Sergeevich. 547.84 

Lipkin, Mack. 616 

Lippey, Gerald. 371.272102 

Lipschitz, Ceil. 372.357 

Lipscomb, David M. 611.018985 

Lipton, Gladys C. 443 

Lissant, Kenneth J. 541.393 

Listokin, David. 344.73076 

Littell, Blaine. PBK 

Little, Graham. 320.9 

Little, Robert Eugene. 620.112 

Little, Stuart W. 792.023209 

Livingston, John A. PBK 

Livingston, Myra Cohn. 811.54 

Liaurado, J. G. 574.1917 

Lloyd, Brendan W. 916.704 

Loether, Herman J. 519.53; 519.54 

Loewenfeld, Claire. 581.63 

Logan, Frederick M. 700.9 

Logan, James Venable. 821.7 

Lohaus, Adam H. 613 

London, Herbert. 301.11 

London, Jack. PBK 

London, Kurt. 327 

Long, Marshall. 808.068 

Longmate, Norman. 362.50942 

Loomis, Alfred Fullerton. 797.14 

Loose, Gerhard. 838.91209 

Lopez y Rivas, Gilberto. 301.451687 

Lorne, Joshua. PBK 

Loud, Pat. PBK 

Loveday, Robert. 519.2 

Lovelace, Maud Hart. JUV 

Lovelace, Maud Hart. JUV 

Lowbury, Edward Joseph Lister. 615.329 

Lowery, George Hines. 599.09763 

Lowrie, Ernest Benson. 230.590924 

Lowry, Robert. 976.2 

Lubbock, Percy. 914.261 

Lubell, Winifred. 381 

Lukomskii, Aleksandr Sergeevich. 947.0841 

Lunar Science Conference, 5th, Houston, Tex., 
1974. 559.91 

Lundsgaarde, Henry P. 333.32099 

Lussan, Marguerite de. FIC 

Luttrell, Claude» 840.9 

Luttwak, Edward. 359.030904 

Luxemburg, Rosa. PBK 

Lynds, Dennis. PBK 

Lynn, Edward S. 657.98 

Lyttelton, George Lyttelton. 320.942072 


M 


Mabey, Richard. 581.63242 
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Mabuce, Ethel. 266.760924 


- McArthur, A. Verne. 364.360973 


Macbeth, George. 811.54 
MacBride, Dexter D. 016.333332 
McCall, Thomas $. 296 
MacCallum, Mungo William. 821.809 
McCameron, Fritz A. 001.6424 
McCardle, Ellen Steele. 153 
McCarthy, Charlotte. FIC 
MacCarthy, Desmond. 823.8; 828.809 
McCarthy, Jane. FIC 
McClain, Emlin. 345.7305 
McClešland, Charles E. 943.087 
McClennen, Joshua. 820. 915 
McConahay, Gleed®. ° 808. 88; 811.54 
McConahay, Gleeda. JUV 
McConnell, David G. FIC 
McConnell, Taylor. 301.185 
McCord, David Thompson Watson. 811.52 
McCourt, James. FIC 
McCrory, G. Jacobs. 796.3578 
McCurdy, John Chang. 770 
McCusley, Foster R. 251.02 
MacDermott, David. 100 
Macdonald, Alastair. 811.54 
McDonald, Frank Bethune. 523.0197 
McDonough, Jerome. 812.54 
McElroy, Paul S. 808.882 
McElroy, Paul S. 242 
MacEoin, Gary. 320.983064 
McEvedy, Colin. 913.009 
McFarland, Elizabeth Fleming. 917.89692 
McFarlane, Ian Dalrymple. 840.9 
McGarey, William A. 615.892 
McGavran, Donald Anderson. 261.1 
McGettrick, Tom. FIC 
McGinley, Phyllis. 235.2 
McGovern, James R. 973.575999 
McGovern, James R. 973.275999 
Macgregor, Frances M. Cooke. 617.52 
McGuinness, Arthur E. 822 
Machan, Tibor R. 150.19434 
MacHovec, Frank J. 150; 362.10942 
McHugh, Joseph. 811.54 
Melntosh, Angus. 829.1 
McIntosh, Charles E. 812.54 
Maclsaac, Sharon. 150.1952 
Mackail, John William. 821.6; 821.8 
McKay, Douglas R. 862.62 
McKay, Ruth Capers. 823.8 
McKeever, James Ross. 333.33 
McKelvie, Martha Groves. 634.96 
McKenna, George. 320.973 
McKenna, Marylou. 613.7 
McKenzie, Arthur Edward Ellard. 537 
Mackenzie, Barbara Alida. 427.1 
MacKenzie, Norman Jan. 823.912 
Mackenzie, William James Millar. 320 
McKeown, Thomas. 614 
McLachlan, Bruce. 363.31 
McLane, Charles B. 327.4705 
McLaughlin, Curtis P. 362.1 
MacLaurin, Charles. 616.09 
Maclay, Elise. 641.5 
McLean, Claire D. 636.7 
Macleod, Robert Duncan. 821.8 
Macleod, Roderick Donald. 821.8 
McMahon, Martin. 299.7 
MacManus, Yvonne. PBK 
McMaster, Helen Neill. 818.309 
McMillan, Carl H. 382.091713 
MacMillan, Gail, FIC 
McMurry, Garry P. 346.7307 
McMurtry, Larry. PBK 
McNeill, I. Eugene. 657.48 
McNeill, William H. 945 
Macy, John Albert. 818.309 
Madden, Frederic. 822.33 
Madeleva, 1887-1964. 821.1 = 
Madison, Arnold. 622.19 
Madison, Charles Allan. 808.02 
Maegraith, Brian Gilmore. 362.109172 
Magnus, Laurie. 803 
Mahr, Kurt. PBK 
Maistrov, Leonid Efimovich. 51%209 
Major, Alan. 594.047 
Maksimov, Vladimir. PBK 
Malanga, Gerard. 811.54 
Malcady, Antoinette O. 789.913101 
Malek, Emile Abdel. 594.065 
Malinowski, Bronislaw. 291.042 
Malleson, George Bruce. 954.031 
Mallet du Pan, Jacques, 1749-1800. 
944.04 
Malone, Robert Lincoln. 658.3 


Maltin, Leonard. PBK , . 


Maltz, Maxwell. PBK 
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Malzberg, Barry N. PBK 

Mandel, Morris. 808.882 

Mandel, Osear. 811.54 

Mander, Anica Vesel. 155.633 

Manikyanandi. 294.482 

Manin, IU I. $16.36 

Manley, Seon. 821.7 

Mann, Josephine. PBK 

Mann, Lucile Quarry. 639.34 

Mann, Thomas. FIC 

Manners, Alexandra. FIC 

Mannheim, Harriet. 811.54 

Manning, Harvey. 333.8 

Manning. Rosemary Joy. JUV 

Manross, William Wilson. 016.2663 

Mansfield, Katherine. FIC; 828 

Manuel, George. 970.197 

Mappae clavicula. 660.094 

Mar, Timothy T. 138 

Maran, Rene. PBK 

Maranell, Gary Michael. 300.182 

Marchington, John. 778.932 

Marcoon, Bruce L. 833 

Marcos, Ferdinand Edralin. 320.959904 

Marill, Alvin H. 791.430280 

Mariner, B. E. FIC 

Marion, John Francis. 917.481104 

Marker, Lise-Lone. 792.023309 

Markus, John. 621.381530 

Marr, George Simpson. 824.509 

Marr, J. Michael. 330.975787 

Marriott, Anthony. 812.54 

Marsden, Jerrold E. 530.15 

Marsh, Henry. 301.449309 

Marsh, John Fitchett. 821.4 

Marshall, Anthony L. 917.4492 

Marshal, I. Howard. 234 1 

Martell, Paul. 355.00922 

Marten, Ethel Sexton. 380.145664 

Martin, Cy. 301.415409; 917.8043 

Martin, Gloria A. 811.54 

Martin, Gyorgy. 793.31439 

Martin, Harold S. 234 

Martin, Kay. FIC 

Martin, Louis F. 668.3 

Martin, M. W. 610 

Martin, Sandra Pratt. 338.761789 

Marx, Arthur. 791.430280 

Marx, Werner. 193 

Masheck, Joseph. 709.24 

Mashour, M. 625.165 

Masin, Herman L. 796.0207 

Mason, Bernard Sterling. St 76435 

Mason, Bobbie Ann. 0872 

Massa, Aldo. 913.37503 

Masserman, Jules H. 616.891 

Masserman, Jules Hymen. 616.89 

Massey, Gerald, 208 

Mast, Robert. 301.451042 

Masters, R. E. L. 133.40942 

Masterson, Whit. FIC 

Matveev, Vladimir Pavlovich. FIC 

Mauger, Ivan. 796.75 

Maulden, Elizabeth. 796.41 

Maunder, Elwood R. 333.720627 

Mausner, Judith S. 614.4 

Maxwell, Charles Herber? 823.912 

Maxwell, Donald. 823.8 

May, Herbert Gordon. 220.9 . 

May, Robin. 355 

Mayer, Gary. 364.172092 

Mayer, Lyle V. 808.508 

Mayer, Mercer. JUV 

Mayers, Marvin Keene. 301.10242 

Mayes, Edward. 973.80924 

Mayfield, William H. 269.2 

Mayhew, David R. 329 

Mayhew, Elizabeth. PBK 

Maynard, Douglas H. 917.940621 

Mead, Margaret. 309.173 

Mednis, Edmar. 794.159 

Medoff, Mark. 812.54 

Mehr, Robert Irwin. 658.15 

Meiggs, Russell. 913.376 

Meilach, Dona Z. 701; 731.452; 746; 
746.3; 746.41 

Melady, Thomas Patrick. 967.57204 

Meller, Joan. 791.430280 

Meltsner, Michael. 340.0973 

Meltzer, Milton. PBK 

Meltzer, Milton. 917.306924 

Mendel, David. 616.12075 

Mendel, Sydney. 809.93352 

Mendenhall, William. 519.5 

Mendoza, George. JUV 

Menen, Aubrey. FIC 

Meredith, Scott. 795.1 
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Merriam, Alan P. 916.751206 

Merrill, Frances. 613.194 

Merrill, Frederic R. 347.73205 

Merrill, Toni. 362.6 

Merzkirch, Wolfgang. 620.1064 

Mesarovic, Mihajlo. 301.21 

Messick, Hank. 364.106073 

Messman, Jon. PBK 

Messmann, Jon. PBK 

Mews, Siegfried. 832.912 

Meyer, Burnett. 511.3 

Meyer, Carol H. 361 

Meyer, Jerome Sydney. 793 

Meyer, Martin J. 332.76 

Meyer-Levin’e, Rosa. 329.073092 

Meyers, Frederick H. 615.1 

Middlebrook, Diane Wood. 811.3 

Miers, Earl Schenck. 796.323 ë 

Migdal, Joel S. 301.4443 

Milbourne, Luke. 821.4 

Miles, John. FIC 

Miles, Richard. PBK 

Mill, John Stumrt. 167 © 

Millar, Kenneth. PBK 

Miller, Albert G. JUV; 398.6; 422 

Miller, Charles D. 513.93 

Miller, Charlotte Ruth. PBK 

Miller, Edward. 027.424 

Miller, Hugh. 573.2 

Miller, John McKnight. 343.730968 . 

Miller, Leo. 301.422309 

Miller, Lynne G. 372.13356 

Miller, Marcia. FIC 

Miller, Marjorie Ann. 745.509701 

Miller, Michael Charles. $74.9931 

Miller, Richard I. 346.73048 

Miller, Roger LeRoy. 333.820973 

Miller, Russell. 770.28 

Miller, Victor B. PBK 

Miller, William McElwee. 297.89 

Miller, Wilma H. 428.42 

Millhiser, Marlys. FIC 

Millhuff, Chuck. 811.54 

Milligan, David. 641.22 

Mills, Laura. PBK 

Millsaps, Daniel W. 338.477009 

Milispaugh, Charles Frederick. 581.634 

Mindszenty, Jozsef Cardinal. 262.135092 

Mines, Samuel. 616.072 

Minna, John D. 616.15 

Minnesota District Judges Association. 
Committee on Jury Instruction Guides. 
347.776075 

Minogue, Martin. 320.9603 

Minorsky, Nicholas. 531.322 

Misa, Ted. 796.357 

Mitchell, Allan. 914.03 

Mitchell, J. L. 001.64 

Mitchell, Joe H. 811.54 

Mitchell, John Dietrich. 895.12508 

Mitchell, Lucy B. 759.13 

Mitchell, Samuel. 332.678 

Mitchell, William E. 339 o 

Mittwer, Henry. 745.92252 

Moeller, Jack. 438.2421 

Mohr, Nicholasa. PBK e. 

Moikobu, Josephine Moraa. FIC 

Molinaro, Julius A. 850 

Moncrieff, R. W. 677.4 

Monjo, F. N. PBK 

Montgomery, Royce L. 611.0076 

Monty, Charles P. 940.5482 

Moodie, Graeme C. 378.101094 

Moody, Elizabeth. 599.884 i 

Mookerjee, Girija K. 329.954 

Moore, Charles Bradley. 542 

Moore, Daniel G. 917.803 

Moore, John Murray. 821.8 

Moore? Nelle E. 910.03 

Moran, Theodore H. 338.88 

Morcombe, .Michael K. 598.2994; 
599.20994 

Moretti, Josephine Be 811,54 

Morgan, David. 324.30942 

Morphy, Marcelle. 641.658 

Morris, Henry Madison. 239 

Morris, Lloyd R. 810.90052 

Morris, Noel Malcoln® 621.3815 

Morris, Norval. 365 

Morrow, Felix. 946.081 $ . 

Morse, Donald R. 617.634" P 

Morse, Jack. 812.54 

Morse, Roger A. 638.1 

Morton, Oren Frederic. 917.549103 

Moses, George. 917.76 

Mosher, Frederick C. 320.973092 

Mosley, Leonard. 338.272 
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Mosse, George Lachmann. 320.94308 
Mosse, W. E. 940.2 

Mounier, Jean Joseph. 944.04 
Mountfield, David. 919.8 
Moustakas, Clark E. 153.72082 
Mowbray, R. M. 150 

Moyer, Kenneth Evan. 649. 1 
Mririda N’Ait Attik, 893.3 ° 
Mudford, William. 828.609 
Mueller, Charles S. 253 
Muhihauser, Marylis. 646.43 
Muir, Ramsay. 330.973091 

- Milford, Clarence Edward. FIC 
Mulford, Clarence Edward. FIC 
Mullan, Carol. 220.42 

Muller, Olaf. 548 

Mumford, Kerry. 796.3232 
Munch, Theodore W. 620 
Munn, E. A® 574.8734 

Munroe, Esther. 641.63 
Munzer, Martha £. 309.262 
Murasugi, Kunio. 510.8 
Murdoch, Brian. 809.02 @ o 
Murie, Olaus Johan. 591.5 
Muriuki, Godfrey. 916.762069 
Murphy, Margaret Deeds. 641.8 
Murray, Michele. 811.54 
Murray, Regal E. 798.401 
Murthy, V. K. 519.53 
Musgatine, Leonard. 593.5 
Mycue, Edward. 811.54 

Myers, E. L. 398.2 

Myers, Phyllis. 333.709743 
Myres, John Linton. 913.38 
Myron, Marie-Rose. 448.242 
Myrsiades, Kostas. 889.132 


N 


Nachman, Elana. FIC K 

Nadeau, Remi A. 363.610979 

Nadeau, Roland. 781.3 

Nagatsuka, Ryuji. 940.544 

Nagler, Willibald. 615.82 

Nagorski, Zygmunt. 382.091713 

Nakamura, Hajime. 491.282421 

Nakatsuka, Ippekiro. 895.614 

Nalivkin, D. V. 554.7 

Namikoshi, Toru. 615.822 

Napear, Peggy Wood. 155.4528 

Nath, Bhaskardev. 624.10151 

Nathan, David G. 618.9215 

Nathan, George Jean. 792.0973 

Nathan, Robert. PBK 

National Council of Teachers of English. 
Committee on Classroom Practices. 
420.71273 

National Foreign Trade Council. 339.41 

The Nationat Gallery. London. 708.21 

National Research Council. Committee on 
Amino Acids. 616.399 

Nation 1l School Public Relations Association. 


National Seminar on Management of Scientific 


Research Laboratories Hyderabad, India, 1970. 


658.915072 
The National Society for the Study of 
Education. 370.6273 
NATO Advanced Study Institute in Information 
Science, Champion, Pa., 1972. 020 . 
NATO Advanced Study Institute on Display 
and Analysis of Spatial Data, Nottingham, 
Eng., 1973. 526.02854 
NATO Advanced Study Institute on 
Mathematical Physics, Istanbul, 1970. 530.15 
NATO Advanced Study Institute oneScience 
and Technology of Surface Coating, Imperial 
College, University of London, 1972. 667.9 
Nato Advanced Study Institute, Troy, N.Y., 
1973. 547.28 
* NATO Advanced Study Institute, Valmorin, 
. _ Que., 1973. 541.35 
Nauman, St. Elmo. 265.9 
Naviaux, James L. 636.1 
Navone, John. 241 
Neal, Julia. 289.809769 e 
Neal, Patsy. 811.54 
Nearing, Helen. 917.41 
Nearing, Homer. 821.009 
Negrini, Sergio. 069.074 
Neher, Clark D. 352.0593 
Neighbour, Ralph Webster. 234.1 
Neigoff, Mike. JUV 
Neilan, Edward. 382.097305 
Nel-Douris Pacific Publications, 919.65 


Nelles, Gay. 796.5 

Nelson, Alan H. 829 ; 

Nelson, Mary Carroll. 738.30924 

Nemicandra Siddhantacakravartin. 294. 48; 
294.482 

Nemmers, Erwin Esser. 658.15 

Neruda, Pablo. 808.1; 861 

Nevinson, Henry Woodd. 823.8 

New York (City). Metropolitan Museum of Art. 
Library. 025.02 

Newall, Venetia. 133.3 

Newbolt, Henry. JUV 

Newby, Percy Howard. 823.03 

Newcomb, Horace. 791.450973 

Newell, Peter. JUV 

Newland, Mary Reed. 268 

Newman, Donald G. 624.076 - 

Newman, Edwin. 301.21 

Newman, Mildred. PBK 

Newman, Sandra Corrie. 746.4} 

Newton, Annabel. 821.7 

Newton, Richard F. 973.07 

Nhat Hanh, Thich. 294.342 

Nichols, Elisabeth. 824.8 

Nichols, Sarah. PBK 

Nicholson, J. B. R. 355 

Nicola, Toufick. 617.300222 

Nicole, Christopher. FIC 

Nicoll, Allardyce. 821.7; 914.20355 

Niebel, Benjamin W. 620.0042 

Nikitin, Evgenii Evgen’evich. 533.2 

Nilson, Bee. 641.657 

Nilsson, Lennart. 611.013 

Niskanen, William A. 301.1832 

Nist, John A. 829.3 

Nitze, William Albert. 809.1 

Nixon, Joan Lowery. JUV 

Nixon, Richard Milhous. 364.132097 

Nobel Symposium, 25th, Sodergarn, 1973. 
581.012 

Noble, James Ashcroft. 821.009 

Noble, Richmond Samuel Howe. 822.33 

Noble, W. C. 616.501 

Nock, Oswald Stevens. 385.0942 

Noel, Janet. 612 

Nojd, Ruben. 821.1 

Nolan, William F. 016.81354 

Noll, Edward M. 343.730994 

Nolte, Fred Otto. 809.2 

Norbury, Paul. 338.0952 

Nordhoff, Charles. 917.94 

Nordland, Gerald. 730.92 ` 

Nordmann, Joseph. 540.0712 

Norman, Hubert James. 821.6 

Norris, Frank. 813.4 

Norris, George Lloyd. 811.54 

Northcote; Hugh. 261.83417 

Northcutt, Paul P, FIC 

Northedge, F. S. 172.4 

Northern, Jerry L. 617.8 

Norton, Andre. FIC 

Norton, Browning. JUV 

Norvell. 131.32 

Novack, George Edward, 329.072 

Nowlan, Philip Francis. PBK 

Nukariya, Kaiten. 294.3927 

NYU International Institute on Tax and 
Business Planning, Ist, San Juan, P.R., 1973. 
336.243097 


O 


Oakley, Ann. 301.412 

Oates, Joyce Carol. PBK 

Oates, Joyce Carol. PBK; 812.54 

Oberg, Ernest. 240 

Oberholser, Harry Church, 1970-1963. 
598.29764 

Oberman, R. M. M. 621.373 

O’Brien, Edward Joseph Harrington. 813.01 

O'Brien, John Anthony. 282 

O’Connell, Marvin R. 270.6 

O’Connor, John E. 907.8 

O’Connor, Richard. 917.45603 
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Smyth, David Henry. 574.87508 

Smyth, Michael P. 620.00151 

Sobel, Lester A. 329.025 

Social Indicators Conference, 1st, Washington, 
D.C., 1972. 300.72 

Society for Developmental Biology. 
574.308 ba 

Society for Developmental Biology, 32d 
symposium. Manhattan, Kansas, June 13-15, 
1973. 574.29 

Sogaard, Viggo B. 266.0028 

Solomon, Paul. 133.8 

Solomon, Philip. 616.89 

Sorel, F. M. 362.309492 

Sorlier, Charles. 709.04 

Sorrentino, Gilbert. 812.54 

Sosin, Mark. 799.1758 

Soto, Osvaldo N. 468.242 

Southeastern Conference on Linguistics, 8th, 
Georgetown University, 1972. 410.8 

Southgate, Donald George. 329.942 

Spada, James. 790.20924 

Spalding, Philip Anthony. 843.912 

Sparks, Jack. 261.83 

Speckhard, Roy A. 333.80973 


. s 
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. Spector, Robert D. PBK 
Sperber, Murray A. 946.081 
Sperry, J. Bryan. 512 

Spieler, David. PBK 

Spring, Robert. 917.9778; 917.9798 
Springer, John. 791.430280 
Sprinthall, Richard C. 370.15 
Spurgeon, C. H. 252 

Spurlock, Julia. 749 

St. Louis Board of Education. PBK 
Stafeil, Walter W. 332.76 
Stafford, William B. 371.4 
Stamm, Claus. JUV 

Stamos, Theodoros. 759.13 
Standingford, Olives 0651.32 
Stanley, Philip E. 548.9 

Staples, Charles A. 340 
Stapleton, Margaret L. 016.821912 
Stark, John O. 813.5409 
Starling, Thomas. FIC 

Starry, Roberta Martin, 917.9488 
Stary, Frantisek. 581.63 

Stead, Christina. PBK 
Steadman, Henry J. 364.1 
Stearn, Jess. 133.80924 

Stearn, Joseph. 364.172 

Steele, E. D. 333.323094 

Steele, Raymond Ernest. 621.38 
Steele, Thomas J. 235.2 

Steen, Mike. 791.430922 
Steig,elrwin. 795.418 

Steig, William. PBK 

Stein, Howard. 808.5 

Stein, Kurt. 391.44 

Stein, Martha L. 301.417632 
Stein, Ronald. 539.721 
Steinberg, Sigrid Henry. 686.209 
Steiner, Barry. 343.73052 
Steiner, Rudolf. 242 


Steiss, Alan Walter. 301.36; 711.40151 


Stenhouse, David. 156.39 
Stephens, Michael Gregory. 811.54 
Stephens, Raymond William Barrow. 


Stern, Fritz Richard. 943 

Stern, Henry L. 133.910924 
Stern, Richard G. PBK 
Sternbach, Richard A. 616.047 
Sterne, Laurence. 823.6 

Stevens, Jean Andre. 812.54 
Stevens, Lucile Vernon. FIC 
Stevenson, Adlai Ewing. 320.973092 
Stevenson, Anne, 821.914 
Stevenson, Ian. 133 

Stevenson, Robert Louis. PBK 
Stewart, A.C. JUV 

Stewart, Christina Duff. 011 
Stewart, David. 142.7 

Stewart, Fred Mustard. FIC 
Stewart, Howard R. 262.061 
Stewart, Suzanne. 301.428409 
Stiles, Henry Reed. 392.4 
Stillman, Damie. 745.44924 
Stimac, Anthony. 812.54 
Stimmel, Barry. 362.293 

Stine, Whitney. 791.430280 
Stjerna, Knut Martin. 829.3 
Stock, Noel. PBK 

Stockel, Martin W. 629.23 
Stoiko, Michael. 629.13338 
Stolarsky, Kenneth B. 512.74 
Stoll, Wilhelm. 510.8 

Stone, Charles L. 384.54 

Stone, Justin. 796.8159 

Stone, Morris. 344.730113 
Stonehouse, Bernard. 612 
Stonehouse, Marie Louise. 500.216 
Storey, David. 812.54 

Storlie, Frances. 610.696 . 
Storms, Ray E. 333.820973 
Stott, D. H. 370.15 
Stout, Rex. PBK 

Stout, Ruth. 635 

Stout, William F. 519.24 
Stover, Allan C. 624 
Straub, Lura Lynn. 686.4 
Strauss, Harry William. 616.107575 
Strauss, Richard. 780.8 
Strawson, P. F. 149.94 

Streeter, Tal. 629.133320 
Streeter, Victor Lyle. 532 
Strickland, Jim. 811.54 

Stroebel, Leslie. 770.3 
Stroecker, Stella M. FIC 

Struhl, Karsten J. 170 


Study Group on Linguistic Communication, 


Hyannis, Mass., 1973.. 410.72 


204 * š : 


Suh, Nam P. 620.112 

Sukhwal, B. L. 016.9159 

Sukra. 320.1 

Sullivan, Daniel Joseph. 379.320973 

Sullivan, Francis. 242 

Summerfield, Harry L. 379.73 

Summers, Edward L. 332.6 

Sutherland, Carol Humphrey Vivian. 737.4937 

Sutherland, John Mackay. 616.853 

Sutton-Smith, Brian. 155.41 

Suzuki, Daisetz Teitaro. 294.3927 

Svarupa Damodara Dasa, Brahmacazi, 1941. 
294.5175 

Svatmarama. 181.45 

Swados, Harvey. FIC 

Swan, James A. 301.3107 

Swanton, Michael. 829 ` 

Swarthout, Arthur W. 025.2 

Swedenborg, Emanuel. 230.94 

Swidler, Arlene. 264 

Swift, Deane. 828.509 

Swinden, Patrick. 822.33 

Swindler, William F. 342 

Sydenham, M. J. 944.04 

Sydney Category Theory Seminar, 1972-1973. 
510.8 


Symonds, Curtis W. 658.155 

Symposium on Body Surface Mapping of 
Cardiac Fields, Burlington, Vt., 1972. 
616.12008 

Symposium on Cognition, 9th, Carnegié-Mellon 
University, 1973. 153.4 

Symposium on Contributions of Basic Heat 
Transmission Measurements to the Design and 
Behavior of Thermal Insulation Systems, 
Philadelphia, 1973. 621.4024 

Symposium on Diagnosis and Therapy of 
Malignant Lymphoma, Freiburg i. B., 1972. 
616.994008 

Symposium on Ecology of Adolescents in 
Present Days, Tokyo, 1972. 301.4315 

Symposium on Engineering Problems of Fusion 
Research, 5th, Princeton University, 1973. 
621.484 

Symposium on Exact Philosophy, 1st, Montreal, 
1971. 149.9 


Symposium on Fatigue and Fracture Toughness 
of Metallic Materials, Philadelphia, 1973. 
620.1617 

Symposium on Field Testing and 
Instrumentation of Rock, Philadelphia, 1973. 
624.1513 

Symposium on Fuel and Fuel Elements for Fast 
Reaczors, Brussels, 1973. 621.4834 

Symposium on High-temperature Materials in 
Gas Turbines, Baden, Switzerland, 1973. 
621.433028 

Symposium on Mathematical Methods of 
Economics, Warsaw, 1972. 330.015118 

Symposium on Mossbauer Effect Methodology. 
537.5352 

Symposium on Physics and Chemistry of 
Fission, 3rd, Rochester, N.Y., 1973. 539.762 

Sympesium on the Theoretical Aspects of 
Aging, Miami, Fla., 1974. 599.0372 

Symposium on trimethoprim-sulfamethoxazole, 
Boston, 1972. 612.22, 

Symposium on Virus Transformation and 
Endogenous Viruses, Vanderbilt University, 
1974. 616.992071 

Symposium on Zirconium in Nuclear 
Applications, Portland, Or., 1973. 621.48332 

Szathmary, Louis. 641.5 

Szezelkun, Stefan A. 613.69 

Sztompka, Piotr. 301.01 

Szulc, Tad. 309.173092 


T 


Tacitus, Cornelius. 870.01 

Tait, M. E. 636.1 

Takada, Koin, 294.3 

Talbott, Robert Dean. 918.3 

Tallach, John. 209.22 

Tallan, N. M. 537.62 

Tankard, George Granville. 375.001 

Tannenbaum, Samuel Aaron. 822.33 

Tanner, Ira J. 152.4 

Tanzer, Michael. 333.7 

Taormina Research Cenference on the Structure 
of Matter, Ist, 1972. 539.7217 

Taper, Bernard. 792.80924 

Tari, Mel. 269.209598 

Tarrant, Wilma. PBK 
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Tassin, Ray. 692.8 

Tayler, Derek de Preston. 657.95 

Taylor, Albert Booth. 809.02 

Taylor, Caley Banks. 818.409 

Taylor, Edward S. “621 

Taylor, Edwina. PBK 

Taylor, George Coffin. 822.33 

Taylor, Gerry Mailand. 025.202854 
Taylor, Henry. 937.060720 

Taylor, L. B. 620.419 

Taylor, Lester D. 519 

Taylor, Louis. 798.2 

Taylor, Michael Eugene. 510.8 

Taylor, Michael J. 231.8 

Taylor, Michael J. H. 623.746; 629.133340 
Taylor, Paula. 323.40924 

Taylor, Philip Hampson. 373.19 

Taylor, Rachel Annand. 821.2 

Taylor, Rich. 629.221; 629.2275 

Taylor, Walt. 821.912 

Taylor, William Arthur. 016.808838 
Taylor, William Duncan. 828.509 

Taylor, William Parker. 940.44973 

Teale, Edwin Way. 500.974645 

Tencin, Claudine Alexandrine Guerin de. FIC 
Terry, Ann. 372.64 

Tesich, Steve. 812.54 

Tetel, Marcel. 844.3 

Teternikov, Fedor Ku’zmich. FIC 

Texas. 345.764002 

Thakkur, Chandrashekhar Gopalji. 615.53 è 
Thaler, George Julius. 629.8312 

Thane, Elswyth. FIC; 813.52 

Thatcher, Maurice Hudson. 811.54 
Thayer, George. 329.025097 

Thielicke, Helmut. 230; 916.7 

Thomas. David St. John. 808.025 
Thomas, Dorothy Swaine Thomas. 940.547273 
Thomas, Edward. 824.8 

Thomas, Henry. 822.33 

Thomas, J. M. Lloyd. 231 

Thomas, John Wesley. 831.2 

Thomas, Merle. FIC 

Thomas, Michael Frederic. 551.40913 
Thomas, Richard. PBK 

Thomas, William Henry Griffith. 253.20922 
Thompson, Charles John Samuel. 301.41 
Thompson, Edward Maunde. 822.33 
Thompson, Elbert Nevius Sebring. 822.051 
Thompson, Flora, 914.257203 
Thompson, Francis G. 914.117 
Thompson, Gary Richard. 820.914 
Thompson, Guy Andrew. 821.009 
Thompson, Michael Warwick. 669.95 
Thompson, Oscar. 780.3 

Thompson, Reginald William. 942.084092 
Thompson, Richard Leslie. 510.8 
Thompson, Roger. 301.412094 
Thompson, Virginia McLean. 916.724030 
Thoreau, Henry David. 818.303 
Thorne, Jose. 597.09 
Thorp, Roderick. FIC 
Thurau, K. 599.0108 
Thurston, Hazel. 914.21 
Thyne, James Morrison. 371.26 
Tidyman, Ernest. PBK 
Tiedemann, Arthur E. 915.203; 91502034 
Tilley, Chuck. 798.43 

Tillick, Hannah. 230.0924 

Tillich. Paul. 193 

Time-Life Books. 596; 646.4 
Timperley, Stuart R. 658.3 

Tiner, John Hudson. 215 

Tinsley, Russell, 799.277357 
Tisdale, Samuel L. 631.42* 

Titus, William A. 810.809775 
Tobey, Mark. 759.13 

Tobir.. Richard L. PBK 

Todd, Edward N. FIC 

Tome’, Andrew. PBK 

Tompkins, Peter. PBK 

Tondi, Ladislav. 501 

Tonnies, Ferdinand. 300 

Tooze, Ruth. JUV e 

Torrey, R. A. 248.2 

Towler, Robert. 301.58 

Townsend, Mary Evelyn. 325.343 
Toyne, Peter. 658.21 

Tracy, Don. FIC œ 

Traven, Beatrice. 668.55 

Travers, Peter. 791.437 * . 
Travis, George. 907.2024 * 

Trent, May Wong. 641.76 
Trevanian, PBK 

Trevor, Meriol. PBK 

Trippett, Frank. 913.39503 
Troutman, Richard C. 617.74 


e 
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Trudeau, G. B. PBK 

Tuazon, Redentor Ma. PBK 

Tubbs, Colin Rodney. 598.91 

Tudor, Dean. 016.780973 

Tunkin, Grigorii Ivanovich. 341.01 

Tuplin, William Alfred. 625.261 

Turk, Amos. 612.86 

Turn, Rein. 621.381958 

Turnbull, J. J. 001.642 

Turner, A. Mason. 540 

Turner, Bryan S. 301.580917 

Turner, Clair E. 614.07 

Turner, Clay. PBK 

Turner, Daniel Frank. 812.54 

Turner, David Reuben. 340.071173; 370.776; 
658.0076 

Twain, Mark. 817.4 

Tyl, Noel. 133.508 

Tyler, E. J. 681.11 

Tyler, Ralph Winfred. 371.26 

Tynianov, [Urii Nikolaevich. FIC 


eU e ° 


Uchiyama, Yuri. ` 745.5943 

Udall, Stewart L. 333.70973 

Uelmen, Gerald F. 344.730545 

Umasvati, ca. 135-ca. 219. 294.482 

Umfphrey, Clyde Ellis. 228.077 

Underbrink, Robert L. 016.910453 

Unger, Merrill Frederick. 220 

United Nations Educational, Scientific and 
Cultural Organization. 607 

United States. Cabinet Committee on 
Opportunity for the Spanish Speaking. 
016.917306 

United States. Dept. of Agriculture. 630.5 

United States. National Gallery of Art. 
709.407401 

United States. Occupational Safety and Health 
Administration. 344.730465 


United States. Porto Rico Special Commissioner. 


917.295034 

United States. President’s Task Force on 
Suburban Problems. 301.362097 

United States-Puerto Rico Commission on the 
Status of Puerto Rico. 309.17295; 309.172950 

Upanishads. Aitareyopanisad. English & 
Sanskrit. 294.5921 

Upanishads. Brhadaranyakopanisad. English & 
Sanskrit. 294.5921 

Upanishads. Chandogyopanisad. English & 
Sanskrit. 294.5921 

Upanishads; English & Sanskrit. Selections. 
294.5 

Upanishads. Kausitakibrahmanopanisad. English 
& Sanskrit. 294.5921 

Upanishads. Maitrayaniyopanisad. English & 
Sanskrit. 294.5921 

Upanishads. Svetasvataropanisad. English & 
Sanskrit. 294,5921 

Upanishads. Taittiriyopanisad. English & 
Sanskrit. 294.5921 

Upson, Norma. 301.427 

Urdahl, R&hard. 812.54 

Uyehara, Allie Marie. 745.92252 


V 


Vacca, Roberto. 301.243; 901.94 

Vail, Van Horn. 438.642 

Val, Sue. 242.62 

Valentine, Foy. 261.7 

Valiente, Doreen a 4 

Vallee, Jacques. s 
Vallen, Jerome J. PEs. 916479 ° 
Van Abbe, Derek Maurice. 831.6 

Van der Post, Laurens. FIC 

Van Deusen, Edmund 1. 301.422 

Van de Ven, Andrew H. 658.403 

Van de Water, Frederic Franklyn. 974.302 
Van Ess, Dorothy, F. 266.573209 

Van Osdol, William R. 371.9019 

Van Voorhis, John Stogdell. 917.48803 
Varcoe, lan. 338.475072 

Varley, George Copley. 595.70524 
Vasilou, Geofge. FIC 

Vasilu, Mircea. JUV 

Vasu, Srisa Chandra. 181.48; 294.5921 
Vaughan, Daniel.. 617.7 

Vaurie, Patricia. 500.908 

Vavra, Michael H. 621.406 

Vazsonyi, Andrew. 513.93 


Veglahn, Nancy. JUV 

Vermes, Geza. 232 

Vermilye, Jerry. 791.430280 
Verneuil, Maurice Pillard. 745.4 
Vesilind, P. Aarne. 628.354 

Vestal. Bud. 973.925092 

Vestly. Anne-Cath. JUV 

Victor. Edward. 372.35; 372.35044 
Victor. Frances Fuller. 338.3729 
Victor, Joan Berg. 301.2 

Victor, Sam. PBK 

Vilayat, Pir. 181.45 

Viljoer, Stephan. 330.9 

Viner, Jacob. 382.170971 

Vishny, Michele. 759.95694 

Vlaun, Daniel Manson. 811.54 
Vodar, Boris. 544.65 

Vogel, Christine N. Govoni. 389.152 
Vohra, Ranbir. 895.134 

Volker, Klaus. 832.912 

Voltaire, Francois Marie Arouet de. FIC 
Von Block, B. W. FIC 

Von Franz, Marie-Louise. 155.2 
Vonnegut, Kurt. 812.54 

Von Volborth, Carl Alexander. 929, 6 
Voorhis, Paul H. 497.5 

Vorherr, Helmuth. 612.664 
Vuilleumier, Marion. 917.449203 
Vyasa. 294.59 


Ww 


Wacht, Walter F. 910 

Wade, Gretchen. PBK 

Waggoner, Hyatt Howe. 811.3 

Wagner, Anna M. 155.408 

Wagner, Jack R. 625.4 

Wagner, Ruby. 928.1 

Wahl, Jen.. JUV 

Wakefield, Dan. 301.451687 

Walberg, Herbert J. 379.1$ 

Walcot, James. FIC 

Walden, Daniel. 810.808924 

Walker, Alan. 780.924 

Walker, Judson Elliott. 973. 82 

Wallace, G. L. 812.54 

Wallace, William McDonald. 658.402 

Wallach, Jacques B. 616.075 

Walley, Dean. 811.54 

Wallmark, J. Torkel. 621. 381528 

Walowit, J. A. 621.89 

Waltham, J. E. 942 

Walton, Evangeline. PBK 

Waltz, Jon R. 345.7306 

Wambaugh, Joseph. PBK 

Wankelman, Willard F. 372.5 

Warburtcn, Frederick R. 973 

Ward, Joseph Neville. 242.742 

Ward, Relph T. 910.453 

Wardle, Robert Arnold. 595.121 

Warren, Earl. 347.732634 

Warres of Cyrus. 822.3 

Warwick, David William. 373.190942 

Washizu, Kyuichiro. 620.1123 

Wassermann, Gerhard D. 501 

Wassermenn, Hercules Petrus. 573.5 

Wasserstrom, Richard A. 301.417973 

Water Quality Conference, 16th, University of 
Illinois at Urbana-Champaign, 1974. 628.16 

Waterton, Charles. 918.81042 

Watson, Alan. 340.2 

Watson, Robert. 811.54 

Watts, Alan Wilson. 191 

Watts, Jim. 309.173 

Waugh, Alec. 823.91209 

Wayman, Morris. 338.476762 

Wayne, Bennett. 574.0922 

Wayne, Stephen J. 320.473 

Weaver, Clarence Lahr. PBK 

Weaver, Harriett E. FIC 

Webb, Watts R. 617.412 

Weber, Burton Jasper. 821.4 

Weber, Dick. 794.6 

Weber, Max. 378.17 

Webster, Charles. 914.2036 

Webster, Ned. PBK 

Wechsberg, Joseph. 782.10924 

Weckesser, Elden C. 617.1 

Wegener, Peter P. 533.2 

Weigelt, Cart H. 759.558 

Weigle, Oscar. 612.6007 

Weil, Joseph R. 364.163092 

Weilbacher, William M. 658.8 

Weinberg, Norbert. 222.107 


WINTER, RUTH. 


Weinheimer, Gail. PBK 

Weinreb, Lloyd L. 345.7305 

Weisberger, June. 658.312 

Weiss, Elizabeth S. PBK 

Weiss, Lionel. 510.8 

Weiss, Samuel. 628.445 

Weiss, Shirley F. 309.262097 

Weissler, Paul. 629.28822 . 

Weissman, Benjamin M. 361.55 

Welfare Council of New York City. Committee 
on Puerto Ricans in New York City. 
301.451687 

Wells, Robert. 812.54 

Wellwarth, George E. 832.91208 . 

Welsh, David J. 891.8513 

Wendlandt, W. W. 543.086 ° 

Wenkam, Robert. 917.4034 

Wenninger, Magnus J. 516.23 

Wenzel, Bill. PBK 

Wesley, James Paul. 574.50153 

West, Belle Lewter. 929.20973 

Westerhof, Caroline Shaffer. 352.07471 

Westermann, Claus. 233.11 

Westinghouse Learning Corporation. 331.2592 

Westminster, Aynn. PBK 

Weverka, Robert. PBK 

Whalen, William Joseph. 291 

Whatmore, George Bernard. 616.08 

Wheeler,, Gordon. FIC 

Wheeler, Thomas Gerald. 944.050924 

Whisenhunt, Donald W. 301.310973 

Whitaker, John. 907.2024 e 

Whitcomb, Ian. 780.42 . 

White, Arnold. 942.081 

White, John Alexander. 327 

White, Jon Manchip. FIC 

White, Lionel. 621.3892 

White, Marian. 398.8 

"White, Mary Michaels. 242.62 

White, Merry. 641.57 

White, Philip L. 630.1 

White, R. J. 823.8 

Whitman, John. PBK 

Whitney, Phyllis A. PBK 

Whitney, William D. 181.48 

Whittaker, Peter. 301.415409 

Whittington, K. R. JUV 

Whyte, Lancelot Law. 190 

Wick, Gordan E. FIC 

Widdicombe, J. G. 599.012 

Wienecke, J. Melton. 371.32 

Wiener, Sally Dixon. 812.54 

Wight, Martin. 328.667 

Wiik, Sven. 796.93 

Wildavsky, Aaron B. 353.00722 

Wilder, Louise Beebe. 635.968 

Wilder, Thornton Niven. PBK 

Wilderman, Ann McPherson. 372.7 

Wilgus, Karna S. 16.91803 

Wilkerson, David R. 259 

Wilkins, W. R. 811.54 

Wilkinson, J. Harvie. 347.7326 

Wilkinson, L. P. 913.37032 

Wilks, John. 362.733 : 

William, Maurice. 951.041092 

Williams, Arthur L. 540 

Williams, Chancellor. 916.0696 

Williams, Clayton. 599.0978 

Williams, Gareth L. 331.761378 

Williams, John Camp. 686.20924 

Williams, John Rodman. 230 

Williams, Wetherby. PBK 

Williams, Paul C. 617.375 

Williams, Phyllis. 641.563 

Williams, Roger M. PBK 

Williams, Tennessee. FIC 

Williams, Ursula Moray. JUV 

Williamson, Dereck. 643.70207 

Willingham, Calder. PBK 

Willis, Donafl C. 791.430233 

Willis, Jean L. 989.5003 

Willis, John Christopher. 575.0165 

Wills, Gordon. 658.8 

Wilson, Beth P. 796.830924 

Wilson, Ira Gaulbert. 620.7 

Wilson, Marién E. 616.01 

Wilson, Milton Thomas. 821.7 

Wilson, William. FIC 

Winchester, Simon. 941.609 

Winer, Richard. PBK 

Wingate, Gifford W. 812.54 
ingfield-Stratford, Esme Cecil, 
914.20382 

Winick, Charles. 362.293 

Winick, Steven. 016.78162 

Winston, Daoma. PBK 

Wimter, Ruth. 617.539; 668.5503 


. 
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WINTRINGHAM, THOMAS 


Wintringham, Thomas Henry. 355.409 
*Wissmann, Ruth. PBK 

Witco Award Symposium, Detroit, 1973. 

548.84 

Witcutt, William Purcell. 760.0924 
Witt, Harold. 811.54 

Witter, George. FIC 

Witters, Weldon L. 615.1 

Wittkower, Rudolf. 720.945 

Wohl, Burton. PBK 

Wolf, T. Phillip. 016.320978 

Wolfe, Bernard. FIC 

Wolff, Kurt H. 301 

Wolozir?, Harold. 330 

Wonham, W. M. 629.8312 

Wood, Carroll E. 533.0446 

Wood, Charles Raymond. 385.09795 
Woodin, G. Bruce. 329.00973 
Woodruff, Michael F. A. 617 

Woods, William Howard. 133.408; 291.216 
Woodson, Leslie H. 262.001 

Woody, Robert Henley. 344.730323 
Woolley, Fran. 641.5 

Wooster, Ernest S. 335.973 

Workshop on Advances in IUDs, Battelle Seattle 


fet Se Steger a eee 


qor oeae e 


Research Center, 1973. 613.9435 


World Special Conference on Futures Research. 


Rome. 1973. BL 


World Wildlife Safari International Symposium. 


Winston, Oregon. May 3-5, 1973. 636.8 
Wortman, Max Sidones. 658.008 
Wright, Jack. 364.36 
Wright, James Abell. 811.54 
Wright, James E. 329.880097 
Wright, Stephen. PBK 
Wright, William. 338.274210 
Wynot, Edward D. 320.943805 


Y 


Yajnavalkya. 294.594 

Yamada, Toshihiko. 510.8 
Yarbrough, V. Eugene. 375.0008 
Yates, Robert Carl. 516.15 
Yates, Roscoe. PBK 

Yeadon, David. 917.94045 
York, Carol Beach. JUV 

Young, Arthur Morgan. 952.033 


SN ee RR eS re 


AMERICAN BOOK PUBLISHING RECORD 


Young, Carter Travis. FIC 
Young, Jan. 331.544097 

Young, Louise Merwin. 907.2024 
Yurick, Sol. PBK 


Z 


Zahm, John Augustine. 301.412 
Zatz, David 1. 372.414 

Zavin, Theodora S. 641.59 
Zbar, Paul B. 1911. 537 

Zehna, Peter W. 519.5 

Zeigler, L. Harmon. 352.945 
Zelkind, Irving. 016.153753 
Zhivkov, Todor. 335.434094 
Ziegelmueiler, George W. 808.853 @ 
Zimmerman, Alex H. 786.21 
Zimpel, Lloyd. 301.55 

Zingaro, Ralph A. 546.7241 
Zola, Emile. FE e 
Zulauf, Sander W. 811.54016 
Zunkel, Charles. 248.4 


`a 


M 


A 


Aaron’s riming Bible, volume VI—Joshua. 
222.15066 

ABA national institute: revolution in securities 
regulation. 346.730708 

Abaco cook book. 641.5 

ABC dog show (Miller) JUV 

ABC of acid-base chemistry. 612.015 

ABC of witchcraft past & present. 133.4 

About Russia. 914.7 

Academic bestiary. 378.00207 

Academic labour market. 331.761378 

Academy of goodbye. 811.54 

Accelerated development in southern Africa. 
338.968 

Access to government documents. 323.445 

Account of the discovery of Tahiti. 910.996211 

Acor ae and psoudocoelomate metazoans. 


Acquisitions guidelines. 025.2 

Acrobatic Alpha-batic Mother Goose ABC 
book. JUV 

Action learning: student community service 
projects. 361 

Actors guide to monologues. 016.808824 

Aoupvagture and’ body energies. 615.892 

Adair’s History of the American Indians. 
970.45 

Addiction. 9362.293 

Administration of government documents 
collections. 025.173 

Administration of health and physical education 
programs, including athletics. 371.7 

Administrative assistant. 658.0076 

Administrative process. 342.73066 

Administrative techniques of rehabilitation 
fecility operations. 658.913620 

Administrator’s guide to a practical career 
education program. 370.113 

Admissions. 616.89 

Adolescent and his environment. 301.4315 

Adoption in brief. 362.734 2 

Adrift among geniuses. 818.5209 

Adrift in space, and other stories. JUV 

Adsorption of polymers. 547.84 

Advance of the American thort story. 813.01 

Advanced concepts and techniques in the study 
of snow and ice resources. 551.5784 

Advanced public defenders workshop. 345.7301 

Advances in applied mechanics. 620.1 

Advances in applied micr&biology. 660.28449 

Advances in biomedical engineering. 610.28 

Advances in cancer research. 616.994072 

Advances in cardiology. 616.1 

Advances in child development and behavior. 
136.7082 

Advances in comparative physiology and 
biochemistry. 591.1082 

Advances in cyclic nuclentide research. 547.5 


TITLE INDEX 


Advances in electronics and electron physics. 
621.38 

Advances in environmental scierce and 
technology. 628.5 

Advances in heterocyclic chemistry. 547.59 

Advances in lipid research. 612.015 

Advances in microwaves. 621.381305 

Advances in photochemistry. 541.35082 

Advances in primary care. 362.10425 

Advances in quantum chemistry. 541.383082 

Advances in surgery. 617.082 

Advances in the study of behavicr. 591.51 

Advances in the zoology of tapeworms, 1950- 
1970. 595.121 

Adventures in the Apache country. 917.9 

Adventures of a cork-screw. FIC 

Adventures of a kidnapped orphan. FIC 

Adventures of David Simple (Fielding) FIC 

Adventures of Emmera. FIC 

Adventures of Mr. George Edwards / (Hill) 
FIC 

Adventures of Sylvia Hughes. FIC 

Adventures of the White girl in her search for 
God. 823.912 

Advertising and market power. 659.1 

Advertising and socialism. 659.1 

Advertising today and tomorrow. 659.1 

Aerodynamics. 629.1323 

Aero-thermodynamics and flow in 
turbomachines. 621.406 

Aesthetic movement, 1869-1890. 700.942 

Affronts, insults and indignities. 808.882 

Africa since 1875. 960 

African aims & attitudes. 320.9603 

African diary. 916.7 

African social psychology. 016.301109 

African voices. 811.54 

African world. 916.751206 

Afro-American experience and the social work 
curriculum: some specific suggestions. 362.84 

After Brockman. 191 

After h(ours) 811.54 e 

After the ball. 780.42 

After therapy, what? 261.8322 

Aftermath. 943.086092 

Against pollution and hunger. 363.6 

Against the shifting sands. 811.54 

Against the specter of a dragon. 355.212097 

Age of Elizabeth (1547-1603) 942.05508 

Age of excess: the United States from 1877 to 
1914. 917.3038 

Agent of trachoma. 576.62 

Aggression. 152.432 

Agreement on Berlin. 341.29 

Agribusiness: what’s ahead. 338.10973 

Agricultural cooperatives. 343.73076 

Agricultural policy in Switzerland. 338.18494 

Ahmadiyah movement. 297.6 

Aim for a job in the allied health field. 
610.6953 

Air pollution. 614.71 

Air pollution: physical and chemical 
fundamentals. 628.53 

Aitareya Upanisat. 294.5921 

Alaskan igloo tales. 398.209701 

Alchemy: ancient and modern. 540.1 

Alcohol as a drug. 615.323279 

Alcoholism digest annudt. 614.58 

Alcoholism/what are we going to do about it? 
362.292 š 

Aldine crime and Justice Annual 1973. 345.05 

Alexei the gangster / (German) FIC 


Alexis Carrel: visionary surgeon. 617.410924 

Algebraic numbers and diophantine 
approximation. 512.74 

Algebraic primer. 512 

Alice Cooper (Demorest) PBK 

Aliens from space (Keyhoe) PBK 

All colour book of wine. 641.22 ° 

All for the Iove of Cassie (Beaman) JUV . 

All God’s dangers. 917.614036 

All good minds. 812.54 

All the nuts aren't in the fruitcake. 796.5 

All under heaven (Buck) PBK 

All we’re meant to be. 261.83412 

Allegory and courtesy in Spenser. 821.3 

Allelopathy. 581.524 J 

Alligator under the bed (Nixon) JUV 

Almost sure convergence. 519.24 

Aloe (Mansfield) FIC 

Along the way. 811.54 

Alphabet Jackson (Olsen) FIC 

Alphabet of the imagination. 809 

AM-FM broadcasting, equipment, operations, 
and maintenance. 621.38416 

America, America (Kazan) FIC 

America explored. 973.1 

America the golden. 330.973091 

American banking community and New Deal 
banking reforms, 1933-1935. 332.10973 

American Civil War. 973.7 

American farmer. 917.303 

American Indian. 970.1 

American library directory; a classified list of 
libraries in the United States and Canada with 
personnel and statistical data. 027.073 

American medicinal plants. 581.634 

American men and women of Science; 
agricultural, animal and veternary sciences. 
£09.22 

American millionaire. 812.54 

American populism. 320.973 

American short story. 813.01 

American tradition in literature. 810.82 

American tragedy notes. 813 

American verdict. 345.730252 

American way of sex. 301.415409 

American writers. 810.9 

America’s army in crisis. 355.00973 

America’s birthday. 973.3 

America's sporting heritage, 1850-1950. 
796.0973 

America's worst drug problem, alcohol. 
362.292097 

Amino acids, peptides and proteins. 547.75 

Amphibian development. 597.604308 

Amphibians and reptiles in Kansas. 598.109781 

Analysis of frequency data. 519.532 

Analysis of the Greensboro labor market 
through 1980. 331.120975 

Analysis of variance in complex experimental 
designs. 519.535 

Analyst and tHe adolescent at work. 616.8909 

Analytical methods of optimization. 515.64 

Analyzing state and local politics. 353 

Anaiyzing verbal classroom interaction. 
153.9333 

Anatomy of mathematics. 510 

Anchors and atoms. 359.30973 

Ancient Egyptian dances. 793.31932 

Ancient jewelry. 739.270901 

Ancient mosaics. 729.7093 

Ancient scrolls. 417.7 

And*I remember Spain, 946.081 
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Andrew Jackson and Pensacola. 973.575999 

Angina pectoris. 616.122 

Anglo-Irish literature. 820.9 

Anglo-Saxon Christian poetry. 829.1 

Anglo-Saxon England. 914.203105 

Anglo-Saxon prose. 829 

Anguish and the ecstasy of a Jewish chaplin. 
940.5482 

Animal architecture. 591.56 

Animal engineering. 591.19108 

Animal Kingdom. 591.50967 

Animal magnetism and the life energy. 615.85 

Animals tales of the West. 599.0978 

Annals $f the Irish harpers. 781.7415 

Annals of the poets. «8@1.009 

Annotated bibliography on precipitation 
measurement instruments. 551.508 

Annual register World events in 1973. 902 

Annual reports in inorganic and general 
synthesis. 546 ` 

Annual review of anthropology. 301.205 

Annual review of ecology and systematics. 
574.505 

Annual review of microbiology. 589.95058 

Annual review of nuclear science. 539.705 

Annual review of physical chemistry. 541.08 

Another gospel. 226 

Another tomorrow (Hollister) FIC 

Ant and the marshallow. 811.54 

Anthropological perspectives of movement. 


Anthropology. 301.2 

Anticonvulsant.therapy. 616.853 

Antiinflammatory agents; chemistry and 
pharmacology. 615.7 

Antimicrobial therapy. 615.329 

Antique cars. 629.04 

Antique traveler's France. 944 

Antitrust analysis; problems, text, cases. 
343.73072 

Antitrust and shifting national controls policies: 
impact ìn differently positioned companies. 
338.850973 

Antitrust cases, economic notes, and other 
materials. 343.73072 

Antitrust dilemma, 338.820973 

Anvil. 282.0924 

Anything on its side. 811.54 

Apartment development. 333,33 

Aplet yearbook of educational and instructional 
technology. 371.3 

Apology for the life of Mrs. Shamela Andrews, 
1741. 823.6 . 


Application of mathematical modelling to 
process development and design. 660.280018 

Applications of global analysis in mathematical 
physics. 530.15 

Applications of linear integrated circuits. 
621.38173 

Applied and computational complex analysis. 

15.9 


Applied economics; resource allocation in rural 
America. 338.10973 

Applied solid state science. 530.41 

Apprentice’s vade mecum, 1734, and A 
wee examination of playhouses, 1735. 


Approach to Proust. 843.912 

Approaches to writing. 818.5203 

Aqueous solutions of amphiphiles and 
macromolecules. 553.708 

Arab oil and the United States. 338.27282 

Arab world, 1900-1972. 350.209174 

Arabic literature. 892.709 

Ararat (Groseclose) PBK 

Arbitration of discrimination grievances. 
344.730113 

Archaeological research at Cooper Lake, 1970- 
1972, 917.6427 e 

Architecture in Italy, 1400 to 1600. 720.945 

Are you radioactive? (Clark) PBK 

Argumentation. 808.853 

Arizona climate, 1931-1972. 551.69791 

Armageddon 2419 A.D (Nowlan) PBK 

Armand-Jean de Rance, Abbot of La Trappe. 
271.125024 

Armenia and the Armenians in academic 
dissertations. 010.91992 

Arnold Bennett. 823.912 

Arnold Bennett: the Evening standard years. 
820.900912 

Aron Nimzowitsch, 1886-1935. 794.10924 

Art and architecture of Japan. 709.52 

Art and science of chess. 794.1 

Art and society. 111.85 

Art at educational institutions in the United , 
States. 709.73 . . 


Art nouveau designs in color. .745.4 

Art of chabana. 745.92252 

Art of colonial flower arranging 745.9224 

Art of creation. 153 

Art of Indian cuisine. 641.5954 

Art of sharing. 301.1832 

Art of the Japanese kite. 629.133320 

Art of the migration period. 709.439 

Art of warfare on land. 355.0209 

Arthur Adamov. 842.914 

Arthur B. Davies; essays on his art. 741.9 

Arthur Henry Hallam. 824.7 

Arthurian romance and modern poetry and 
music. 809.1 

Articulation and voice: effective communication. 
808.5 

Artificial paranoia; a computer simulation of 
paranoid processes. 616.897 

Arts of cheating, swindling, and murder. 
824.808035 

Ascanius. FIC 

Asians in the West. 917.30695 

Aspects of Bengali history and society. 
915.41403 ° 

Aspects of the study of surfaces. 541.08 

Aspects of Upper Great Lakes anthropology: 
papers in honor of Lloyd A. Wilford. 970.47 

Assemblee electorale de Paris, 26 aout 1791-12 
aout 1792. 329.023440 

Assembler language for FORTRAN, COBOL, 
and PL/I programmers. 001.6424 

Assessment of learning. 371.26 

Association Executives buyer’s guide and 
meeting planner. 650.58 

Asymptotic expansions: their derivation and 
interpretation. 515.234 

Atlantic wall, and other poems. 811.54 

Atlas of orthopaedic exposures. 617.300222 

Atmospheric waves. 551.5153 

Attention, please! 811.54 

Augustan world.’ 914.2037 

Austrian Empire, abortive federation? 
320.943604 

Auto mechanics fundamentals. 629.23 

Autobiography in poetry. 811.54 

Automata, languages and programming. 001.642 

Automatic control: classical linear theory. 
629.8312 

Automation and law enforcement. 363.202854 

Automation in microbiology and immunology. 
576.028 

Autonomy and dependence. 330.9669 

Average man thinks. 153.42 

Away and ago. 811.52 

Awkward age (James) FIC 


B 


B.C. It's a funny world (Hart) PBK 

Backfield in motion (Wenzel) PBK 

Backgammon; the way to play and win. 795.1 

Backpacking. 796.5 

Backward beasts from A to Z (Miller) JUV 

Backward toward revolution. 320.951041 

Bad habits. 

Bad Nigger! 796.830924 ə 

Bag (Yurick) PBK 

Bag without holes. 248.6 

Baha'i faith. 297.89 

Balanchine. 792.80924 

Balloons and airships. 629.1332 

Banking. 332.1 

Banned. 954.035 

Baptists and local autonomy. 262.061 

Bar-20 (Mulford) FIC 

Bar-20 days / (Mulford) FIC 

Bar 20 rides again / (Mulford) FIC 

Barbarians, Christians, and Muslims. 914.0311 

Barbary legend; war, trade, and piracy in North 
Africa, 1415-1830. 961.02 

Barbra, the first decade. 790.20924 

Barca (Cameron) PBK 

Bargaining at the local level. 331.890413 

Barron’s handbook of junior and community 
college financial aid. 378.30973 

Barron’s how to prepare for college entrance 
examinations. 378.1664 

Barron’s how to prepare for the graduate record 
examination advanced biology test. 574.076 

Bartok. 780.924 

Baseball quiz book. 796.357 

Basic auto repair manual.” 629.28822 

Basic automotive measuring tools & how to use 
them. 621.994 . 

Basic electricity: a text-lab manual. 537 

Basic facts on the generation gap. 301.1 
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Basic human anatomy. 611 

Basic ideas of statistics. 519.5 

Basic managerial finance. 658.15 

Basic piano for the college student. 786.21 

Basic tailoring. 646.4 

Basic television. 621.388 

Basil Rathbone. 791.430280 

Basketball. 796.323 

Basques. 914.6603 

Batovala (Maran) PBK 

Battered child. 364.15 

Battles of the American Revolution, 1775-1781, 
including Battle maps and charts of the 
American Revolution. 973.33 

Battlewagon (Exum) FIC 

Beast or angel? 573.2 

Beatitudes are for today. 226.93 

Beaumont and Fletcher. 822.309 

Beautiful. 111.85 

Beautiful / (Billington) FIC 

Before it slips my mind, 286.10924 

Before the dawn / (Bell) FIC 

Before the settige sun (Saggigtarus.) FIC 

Beginner's guide to archeology (Brennan) PBK 

Beginner's guide to basketball. 796.3232 

Beginning with the handicapped. 649.151 

Behavioral approach to preventing delinquency. 
364.36 

Behold man. 611.013 

Behold, the inner universe of handwriting , 
analysis. 137.7 

Beholden to none (Dewees) FIC 

Being alive. 811.54 

Beloved was Bahamas (Weaver) FIC 

Benevolent man / (Bicknell) FIC 

Benjamin Franklin and the zealous 
Presbyterians. 973.320924 

Berenice. 933.00994 

Bergman on Bergman. 791.430233 

Bernard; bringing up our mongol son. 362.783 

Bernard Shaw's debt to William Blake. 822.912 

Bernard Shaw's postscript to fame. 822.912 

Besides the wench is dead (Williams) PBK 

Best in magic. 793.8 

Best of Beard. 641.5 

Best of England. 942 

Best of Fritz Leiber (Leiber) PBK 

Betsy-Tacy and Tib (Lovelace) JUV 

Betsy-Tacy (Lovelace) JUV 

Bette Davis. 791.430280 

Better homes and gardens Christmas time cook 
book. 641.568 f 

Better homes and gardens holiday decorations 
you can make. 745,5941 

Betterment briefs. 625.2 

Betterment of man. 910.031821 

Betty Crocker's desserts cookbook. 641.86 

Between me and life. 759.13 

Between the Testaments. 296.09 

Beyond customs: an educator’s journey. 
373.110209 

Beyond the cross and the switchblade. 259 

Beyond the Mountains. 811.5 

Beyond the reach of sense. 133.81 Cad 

Beyond the schoolhouse. 370.110924 

Bible-centered Sermon Starters. 251.0% 

Bible characters and doctrines. 220.07 

Bible picture stories. 220.42 

Bibliographical essays on curriculum and 
instruction. 

Bibliographie chronologique de louvre d'Andre 
Gide (1889-1973) 016.848912 

Bibliography of appraisal.literature. 016.333332 

Bibliography of New Mexico State politics. x 
016.320978 ° 

Bibliography of research in instructional media. 

6.371307 


Bibliography ọf the writings in prose and verse 
of George Meredith, O. M. 016.8238 

Bibliography of the zoology of Tennessee and 
the Tennessee Valley region. 016.591976: 

Bicentennial city. 917.481104 

Bicycles in war. 629.28472 

Bicycling. 796.6 

Big book of family games. 793 

Big supposer. 821.7 

Big whistle. 796.962 

Biochemica! mode of action of pesticides. 
574.2 

Biochemistry of cell walls and membranes. 
574.19208 . 

Biofeedback exercise book (Heisel) PBK 

Biologic and clinical effects of low-frequency 
magnetic and electric fields. 574.1917 

Biological transport. 574.875 

Biology of brains. 612.82 

Biomembranes. 547.192508; 574.875 
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Bird in last year’s nest / (Herron) FIC - 

Bird life of Texas. 598.29764 

Bird migration. 598.252 

Birds of the West. 598.2978 

Birmingham counterfeit. FIC . 

Birth and development of ornament. 745.4 

Birth of humanity being. 309.104 

Birth to five. 372.216094 

Black angel (Kingsley) PBK 

Black British, white British. 301.451094 

Black chariots (Robeson} PBK 

Black dialects & reading. 427.973 

Black gold of Malaverde (Graves) PBK 

Black Hills ghost towns. 917.839 

Black homeland/Black diaspora. 301.45196 

Black Jesus. 811.54 

Black man in the Old Testament and its world. 
221.830145 

Black mast®r (Grant) PBK 

Black poetry in America. 811.009 

Black racial attitudes. 301.451960 

Black sociologists. 301.45 

Black velvet (Bruce® FIC 

Black woman’s experience’ 924 

Blackmailer (Miles) FIC 

Blacks in American movies. 016.791430 

Blacks in the State of Oregon, 1788-1974. 
016.309208 

Blake. 760.0924 

Blatherskite’s. 398.2 

Bless my growing. 811.54 

Blinking eye: Ralph Waldo Ellison and his 
American, French, German, and Italian critics, 
1952-1971. 016.818540 

Blood knot (Wohl) PBK 

Blood of others (Beauvoir) PBK 

Blue blood will out / (Heald) FIC 

Blue. eat of Castle Town (Coblentz) 


Blue narrator. 811.54 

Boats-rafts-ships. 623.82009 

Bodley Head Henry James (James) FIC 

Body count (Huggett) PBK 

Body mechanics. 613.7 

Body shop. 613.7 

Body surface mapping of cardiac fields. 
616.12008 

Body’s symmetry. 811.54 

Bold house murders (Frenklin) PBK 

Bolivia in pictures. 918.4 

Borec decreas phases in chromatography. 


Bones of contention / (Gage) FIC 

Book of crafts. 745.5 

Book of curiosities. 001.93 

Book of dreams and ghosts. 133.1 

Book of faith. 811.54 

Book of God’s gifts. 242.62 

Book of James. 133.93 

Book of Joshua. 222.2077 

Book of knowledge of ingenious mechanical 
devices, 621 

Book,of remarkable criminals. 364.30922 

Book Publishing. 070.573 

Bookie. 364.172092 

- Bookplate@ (Arellanes) "BL 

Boomerangs; how to make and throw them. 
688.76435 

Born in a barn. 591.5 

Born of the storm / (Ostrovskii) FIC 

Boss Cowman. 917.803209 

Bosses. 320.4 

Bosses in British business. 658.400942 

Bgstonians (James) FIC 

Bottle cutting. 748.2 

Bourbon street black. 785.420976 

Bourrichon. 811.54 

Bowling for everyone. 794.6 e 

Bows and arrows. 739.73 s 

Boy on the run / (Bradbury) JUV 

Bradley Beach rumba / (Kaufelt) FIC 

Brahma-vaivarta puranam. 294.5925 

Brahmopanisat-sara sangraga. 294.5921 

Braiding and knotting; techniques and projects. 

46.4 

Braids, links, and mapping class groups. 
514.224 

Brain child. 155.4528 e 

Brains and reasoning. 501 

Brakes and fsont énd. 629.24 

Bana name food fame (Consumer Guide.) 

Breast: morphology, physiology, and lactation. 
HE BY, phy. BY» 


Brecht chronicle. 832.912 
Breckinridge. 973.680924 
Breeze from the gulf. 812.54 


Bride’s-cye view of cooking cookbook. 641.5 

Bride’s magazine guide to today’s marriage. 
301.42 

Bridge over the river. 780.924 

Bridges. 624.20973 

Bright book of life (Kazin) PBK 

Brihedaranyaka Upanisad. 294.5921 

Britain and the casus belli, 1822-1902. 327.42 

British army of the crimea. 355 

British cars of the early forties, 1940-1946. 
629.222209 

British industry and European law. 340.9 

British pioneers in California. 917.940621 

Brittle soldier. 940.5482 

Broaccast announcer. 621.38416 

Bronzes; sculptors & founders, 1800-1930. 
731.82 

Brown pelican. 598.441 

Browning’s lyrics. 821.8 

Buddhist monastic discipline. 294.3822 

Budgeting model for an institution of higher 
education. 658.154 

Buffalo Bill and his adventures in the West 
(Judson) JUV 

Building code burden. 343.73078 

Building of the cosmos. 294.482 

Building with buses. 266.022 

Building with nature. 720.97946 

Bundling; its origin, progress and decline in 
America. 392.4 

Bureaucracy: Servant or master? 301.1832 

Burning season / (Hail) FIC 

Burundi. 967.57204 

Buses and coaches from 1940. 629.222330 

Business filing and records control. 651.53 

Business in Japan. 338.0952 

Business law. 346.7307 

Business mathematics. 513.93 

Business mathematics for colleges. 513.93 

Buster Brown. 741.5973 

Buzzard. 598.91 

By theiz fruits. 289.809769 


C 


Cabeza de Vaca. 917.3041 

Cable television. 384.5547 

Cahiers des etudes anciennes III. 780.9 

Calculated goodness. 242 

Calcutta to Caroni. 301.451969 

Calenda- of the soul. 242 

California split / (Cameron) FIC 

Calkin algebras and algebras of operators on 
Banach spaces. 512.55 

Call of the wild (London) PBK 

Call to total consecration. 248.894 

Cam. 812.54 

Came a dark rider (Taylor) PBK 


Campaigas of General Custer in the North-west, 


and the final surrender of Sitting Bull. 973.82 

Can cities survive? 336 

Can man prevail? 573.2 

Canada’s balance of international indebtedness, 
1900-1913. 382.170971 

Canadian folk songs fold and new) 784.49714 

Canadian Indian bibliography 1960-1970. 
015.71 . 

Canal bozts and poaters; 387.2 

Canary. 362.1966 

Candle, a feather, a wooden spoon / (Jacobs) 
JUV 

Candle and the tower (Spector, Robert D.) 
PBK 

Candles in the wood / (Manners) FIC 

Canes & walking sticks. 391.44 

Canoeing white water: river guide. 917.55 

Canon and Masorah of the Hebrew Bible. 
221.44 

Canyons and mesas. 500.97925 

Capacity and extent of human understanding 
exemplified in the extraordinary case of 
Automathes / (Kirkby) FIC 

Cape jasmine and pomegranates. 895.614 

Capital formation perspective for Australian 
resource development. 332.041509 

Captain of the Gray-Horse Troop. 813.52 

Captain’s compliments (Mariner) FIC 

Captivity tales. 970.3 

Caput and Colonate. 336.2 

Cardiac catheterizationwand angiography. 
616.123075 

Cardiovascular nuclear medicine. 616.107575 

Cardiovascular surgery 1973. 617.41 

Cards on the table (Christie) PBK 

Care of patients; concepts and tactics. 616 
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Career counseling in the community college. 
-378.19425 

Career guidance for young women. 331.702 

Career planning and placement for the college 
graduate of the °70’s. 331.702 

Careers of the criminally insane. 364.1 

Caribee / (Nicole) FIC . 

Carnival of sports; spectacles, stunts, crazes, and 
unusual sports events. 796.0973 

Carpenter. 812.54 

Carrington (Carrington) PBK 

Carrot for a nose. 745.0973 

Cars and trucks and things that go (Scarwy) 
JUV ay 

Carson. 340.0924 

Case for exorcism (Santesson) PBK 

Case histories of deviant behavior. 301.62 

Case of Mary Fielding (Erskine) PBK 

Casebook of witchcraft. 133.408 

Cases and materials on environmental law. 340 

Cases and materials on Federal income taxation. 
343.73052 

Cases and other materials on domestic relations. 
346.73015 

Cases, text, and materials on drug abuse and the 
law. 344.730545 

Cassell’s cyclopaedia of photography. 770.3 

Castaneda’s the teachings of Don Juan, a 
separate reality, & journey to Ixtlan notes. 
299.7 

Castle Dor (Quiller-Couch) PBK R 

Cat and man. 636.8 ia 

Catalogue of translations from the Chinese 
dynastic histories for the period 220-960. 
016.95101 

Catalysis reviews. 541.395 

Category Seminar. 510.8 

Catholics, peasants, and Chewa resistance in 
Nyasaland, 1889-1939. 266.26897 

Causal powers. 122 

Cave stones. 811.54 

Caves to cathedrals. 726 

Celebration (Swados) FIC 

Celebrity Nurse (Gilmer) FIC 

Celtic Queen (Dyer) FIC 

C*ns*rsh*p. 363.31 

Centauri device (Harrison) FIC 

Ces talk (Sims) PBK 

Chairs. 749.3 

Challenge and witness in revelation. 228.077 

Challenge to science (Vallee) PBK 

Chamiel (Pearson) * PBK 

Champion’s guide to bowling. 794.6 

Chanel solitaire. 746.920924 

Changing agrarian structure in India. 338.10954 

Changing patterns of psychiatric care. 
362.209788 

Changing perspectives in East-West commerce., 
382.091713 

Changing room. 812.54 

Changing schools. 371.2 

Characteristics of Filipino social organizations in 
Los Angeles. 369.1 

Charles Dickens. 823.8 

Charles Ives and the American mind. 780.924 

Charles Ives remembered. 780.924 

Charlie Chan returns (Lynds) PBK 

Check in—check out. 658.916479 

Chemical analysis of ecological materials. 543 

Sra and biochemical applications of lasers. 

42 

Chemical spectroscopy and photochemistry in 
the vacuum-ultraviolet. 541.35 

Chemistry. 540 

Chemistry in botanical classification. 581.012 

Chemistry of food packaging. 540.8 

Chemistry of our world. 540 

Chemistry of the thiol group. 547.463 

Chemistry of winemaking. 540.8 

Chersonese with the gilding off. 915.951043 

Chhandogya Upanisad. 294.5921 

Chiang Kuei. 895.135 

Chicanos: life and struggles of the Mexican 
minority inethe United States. 301.451687 

Child abuse legislation in the 1970's. 
344.730327 

Child memorial volume. 820.9 

Child of darkness (Daniels) PBK 

Children of the great depression. 973.91 

Children of the morning. 811.52 

Children’s fractures. 617.15 

Children’s poetry preferences. 372.64 

Children’s ways of knowing: Nathan Isaacs on 
education, psychology, and Piaget. 370.152 

Chitd’s discovery of space. 514.071, 

Chile’ s days of terror.” 983.064 


- Chinese letters. 


CHILTON’S REPAIR AND TUNE-UP _ 


Chilton’s repair and tune-up guide, Honda 
Fours. 629.28775 

China. 915.1033 

China’s only hope, 320.20951 ` 

China’s socialist revolution. 951.05 

China's three thousand years. 915.1 

Chinese-American interactions. 301.295107 

Chinese boxing. 796.8153 

Chinese-kosher cookbook. 641. 5 

846.5 

Chinese painting. 759,951 

Chinese way in medicine. 610.951 

Chitean way. 918.3 

Chivalry, 394.7 

Chlorinated insecticid&s” 632.951 

Chocolate cookbook. 641.86 

Christian century in Japan, 1549-1650. 275.2 

Christian counselor's casebook. 253.5 

Christian love: campus style. 242.63 

Christianity and sex problems. 261.83417 

Christianity confronts culture. 301.10242 

Christopher Marlowe. 822.3 

Chromosome structure and function. 574.08 

Chronic inflammatory bowel disease. 616.34047 

Chronicle. 814.54 

Church: united or untied? 262.001 - 

Churches ort Cape Cod.. 917.449203 

Cinema of Luis Bunuel. 791.430233 

Circle of love / (Thorp) FIC 

Circle of madness. 362.20425 

Circumcision in man and woman. 392.1 

Citiés and schools in the gilded age. 
370.193480 

Citizen comedy in the age of Shinkeapeare: 
822.33 

Citizen participation in transportation planning. 
388.409744 

Citizenship for Christians. 261.7 


’ City in the sky / (Siodmak) FIC 


City planner. 309.262076 

Civil disobedience and after. 320.954 

Civil engineering license review. 624.076 
Civil war era in Indian territory. 970.1 

Clash between Christianity and cultures. 261.1 


' Classic crimes. 364.1523 


Classical world. 913.009 

Classics illustrated dictionary. 913.38 

Classroom practices in teaching English, 1974- 
1975. 420.71273 

Classrooms that work. 371.9 

Claude Bernard and animal chemistry. 
612.00924 

Clearance (Lingard) JUV 

CLEP (College-Level Examination Program) 
378.1664 

CLEP general and subject examinations, 
descriptions and sample questions. 378.1664 

Clevinger’s trial (from catch-22) 812.54 

Click. 770.28 

Climate and man. 630.5 


_ Climax of the Finn episode. 829.3 


Clinical endodontology. 617.634 

Clinical hematology. 616.15 

Clint Eastwood (Kaminsky) PBK 

Clio and the doctors. 901.9 

Clive: inside the record business. 338.477899 
Clock and bell (Johnston) FIC 

Clocks & watches. 681.11 

Close but not quite (Deegan) JUV 

Closely watched films, 778.53 

Closet full of clients (Paul) FIC 

Clues to creativity. 372.5 

Coaching track and field. 796.4207 

Coach’s world. 796.323092 

COBOL logic and programming. 001.6424 
Cobra story. 796.720924 
‘Cobwebs of criticism. 821.709 

Cocktails with Mimi. 812.54 . 

Coeds (Wade) PBK 

Coelenterate biology: reviews and new 

perspectives. 593.5 
Collagen metabolism in the liver. 616.362407 
Collected essays, papers &c. of Robert Bridges. 
821.09 


Collecting antique silver. 739. 23742. 
Collecting antiques. 745.10942 
Collecting world sea shells. 594.047 
Collection of thoughts. 811.54 
College algebra. 512.9 


College physics. 530 bf 


Collins’ illustrated atlas of London. 912.421 
*Colloquial who’s who. 929.4 
Colloquium of the seven about secrets of the 
sublime. 291 
Colonial Delaware. 975.102 ° 
Colonial Pen§acola. 973.275999 . 





Colonial precedents of’our national land system 
as it existed in 1800. 333.160973 . 

Colonial silversmith. , 739.23773 

Colony of Massachusetts. 974.402 

Color atlas of gonioscopy. 617.740754 

Color of darkness (Purdy) FIC 

Color television. picture tubes. 621.388361 

Columbus and related family papers, 1451 to 
1902. 929.20945 : 

Combination drugs; their use and regu“ation. 
615.58 

Combinatorial theory seminar, Eindhoven 
University of Technology. 510.8 : 

Come Nineveh, come Tyre (Drury) FBK 

Come share the being. 248.4899 

Come'sit with me. 811.54 

Coming Dark Age. 301.243; 901.94 > 

Coming of Cassidy-and the others / (Mulford) 


Coming out cold. 364.360973 

Coming profit in gold (Curley) PBK 

Commentary on Jean-Paul Satre’s "Being and 
nothingness,” 142.7 

Commentary on Mr. rope s principles of 
morality, 1739. 821.5 

Commercial and industrial condominiums. 
346.730433 

Commercial real estate leases, Sth. 346.730434 

Commissar of the gold express (Matveev) FIC 

Common continent of men. 813.3 

Common diseases. 616 

Common symptoms of disease in adults. 616.072 

Communication. 001.51 

Communities of the past and present. 335.973 

Community and ideology. 301.3401 

Commutative rings. 512.4 

Companion to contemporary Sanskrit. 
491.282421 

Companion to the movies, from 1903 to the 
present day. 791.430922 

Company accounts and analysis. 657.95 

Comparative political systems. 320.3 

Comparing foreign policies: theories. findings, 
and methods. 327.072 

Compendium of organic synthetic methods. 547.2 

Compendium of the theological writings of 
Emanuel Swedenborg. 230.94 

Complete book of herbs and spices. 581.63 

ee book of karate & self defense. 


Complete book of natural cosmetics. 668. 55 

Complete book of pitfalls. 643.70237 

Complete book of the bow and arrow. 799.32 | 

Complete bouvier des flandres. 635.7 

Complete Britanny spaniel. 636.752 

Complete defense bridge play. 792.415 s! 

Complete encyciopedia of ice hockey. 
796.96203 , 

Complete guide to beekeeping. 633.1 

Complete guide to home appliance repair. ` 643:6 

Complete guide to modern real estate ' 
transactions. 643 

Complete guide to quilting. 746.44 

Complete manual for young sportsmen. 799 

Complete school band program. 785.06707 

Complete Sermon outlines. 251.02 

Complete walker. 796.5 ° 

Composiig: writing as a self-creating process. 
808.04275 

Cannes accounting methods, featuring BASIC 
programming on a time-sharing computer. 
657.02854 

Computer analyzed vocabulary-cantrolled 
dictation materials for beginning Gregg 
Shorthand. 653.14 

Computer applications in business. 658.054 

Computer assisted instruction. 371.39445 

Computer-assisted test construction. 
371.272102 

Computer in learning environment. 001.642 

Compa techniques in environmental science. 

63. 


Computerized acquisitions systems at the 
Arkansas State University Library. 
025.202854 

Computers in Asia. 001.64 

compe in chemical and biolegical research. 

4 

Computers in the humanities. 031.64 

Computers in the 1980S. 621.331958 

Computing methods in applied science and 
engineering. 519.4 

Con game and "Yellow Kia” Weil. 364.163092 

Concepts in ethology, 137 

Concepts of modern art. 709.0¢ 

Conceptual blockbusting. 153.43 

Concise treasury of Bible quotations. 220.52 





“AMERICAN. BOOK PUBLISHING RECORD * 


Concordance to Beowulf. 829.3 7 

Cancordance to the poems of Stephen Crane. > 
818.409 , 

Conditión of creatures. 821. 1 m 

Confederate letters of Benjamin H.’ Freeman. 
973.782 

Conféssions of a conservative Evangelical. 
: 269.20924 

Conflict of interpretations. 142.7 

Conflict of the church and the syiagógue. 
261.834519 

Congress. 329 


` Congressional decision making for national 


security. 328.730741 
Conquest of pain. 616.072 . G 
Conquest of Tibet. 915.15043 ` 
Conservation by the people. 333.720973 
Conservative leadership, 1832-1932. 329.942 
Considerations on the nature of the F&nch 

Revolution. 944.0 
Consistency of Cote literary criticism. 824.8 
Constantin Brancusi. 730.924 

842.73029 


. Constitution andegapitalism. 
Constitution of man C@Msidered in relation to 


external objects. 150 

Constitutional fights of the accused: trial righs 
345.73056 

conum s dictionary of cosmetic ingredients. 

Contemporary American Painting and sculptuse, 
1974. 708.9493 

Contemporary Black thought. 301.451 

Contemporary classics. 629.221 

Contemporary influences in early childhood 
education. 372.210973 

Contemporary physics.’ 530, N 

Contemporary quotations. 808.882 

Contemporary topics in immunochemistry. 574.29 

Contemporary views in drug education. 362.293071 i 

Contraception, abortion, pregnancy. 613. .95 

Contract cohabitation. 301.422 

Contractor. 812.54 

Contrast. 812.54 

Control of the direct broadcast satellite: values 
in conflict. 384.5456 

Convertible girl. 812.54 

Cooking for crowds. 641.57 . 

Coontail Lagoon. 917.5775 ‘ 3 

Coping and adaptation. 150.193 i 

Coping with food allergy. 616.975 

Copper Canyon (Todd) FIC 3 

Coretta Scott King. 323.40924 : 

Coriolanus. 822.33 

Corporate eunuch (Battalia) PBK 

Corporate organization structures, financial 
enterprises. 658.402 j 

Corporate practice. 346.747066 

Corporate society. 301.1832 

Corporate treasurer’s and controller’s 
encyclopedia, revised. 658.1503 

Corpus delicti of mystery fiction. 823.0872 

Correctional treatment of the offender. 365.66 

Correlated interplanetary and magnetosphepg 
observations.’ 538.766 


‘Correspondence and records of the S.P.G. 


relating to Wales, 1701-1750. 284.428 
Correspondence of Erasmus. 199.492 


+ Correspondences. 821:914 


Cortical bone healing after internal fixation. and 
. infection. 616. 71 r 
Corvette service, repair handbook, all models, 
1963-1973. 629.28722 -> 
Cosmic consciousness. 133.8. 
Cost (Phillips) FIC ~ + gt 
Counseling professional athletes and 
entertainers, 1974. 344.73099 
Counselling and school social work. 371.46 ~ 
Count. 791.480280 
Counter feformation 1559-1610, 


270.6 
Countries and their children. 910.03 
Country fair cookbook. 641.5 l 
Country life movement jn America, 1900-1920. 
301.350973 
County cousins (Brownstein) FIC 
Courage to divorce. 301.428409 
Courage to fail. 616.09 
Course of evolution by differentiation or 
reat el mutation rather than by selection. 
Court and camp of Runject Sista. 954. 503169 . 
Court and the constitution in the twentieth 
century. 342 
Covenant ick 234.16 
Cowboy and Indian trader. 917.89 
Cowper and Blake. 821.6 
Ctaftsman: four tracts, 1731-1740. 342. 73085 





CRC handbook of environmental control. 
620.808 ` 

Creating art from anything. 701 

Creating art:fróm fibers and fabrics. 746 

Creating with plaster. 731.452 

Creation. 233.11’ 

Crentión and detection of the excited state, 


Creation of the first Arthurian romance. 840.9 

Creative dramatics and English teaching. 
822.009 

Creative intention. 128 

Creative selling. 658.85 

Creative stitchery., 746.3 

Creative survival in educational bureaucracies. 

1.2 ` 

Creative teaching in health. 613.07 

Creative ways with flower painting. 751.4 

CreviculaP fluid. 612.31 


Crime and delinquency: dimensions of deviance. 


364 
Prime and house in a metropolitan area. 
4.9744 . 
Criminal evidence. sate” 
Criminal process. 345.7305 
Crisis in confidence. 324.24 
Critical enquiry. 828.609 
Critical history of free thought in reference to 
the Christian religion. 211.409 
Crote country skiing for the fun of it (Bennett) 
K . 


Crowder household (Stroecker) FIC 

Crucial issues in mission today. 266.001 

Crucial issues in testing. 371.26 

Crumbling walls. 364.6 

Crusader (Cleve) PBK 

Cry crisis! 333.8 

Crystal and fox. 812.54 

Crystal physics; macroscopic physics of 
anisotropic solids. 548.8 

Crysrlline basement of the Antarctic platform. 


Cuaderno. 460.076 
ubie Forms; algebra, geometry, arithmetic. 


Cuentos de Espana hoy. 860.8 

Cultural policy in Indonesia. 338.477009 

Cultural policy in Liberia. 338.477 

Culture in process. 301.2 

Cup of Jamshid. 891.43917 

Curious yachting inventions. 623.822 

Current diagnosis. 616.075 

Current optometric information and 
terminology. 616.7503 

Current Psychiatric therapies. 616.891 

Current topics in cellular regulation. 574.876 

euma topics in membranes and transport. 

1.8 

Current veterinary therapy: small animal 
practice. 636.0896 

Curriculum krprovement: an administrator’ S 
guide. 375.0 

Curae of wee män against work. 301. 55 

Curves and their properties. 516.15 

Custer and the epic of defeat. 973.810924 

Cuts. 898.91407 


D 


D.C. man (Cody) PBK 
Dan moves up (Deegan) JUV 
brs in psychotherapy. 616.8913 

ancing man (Hannibal) PBK 

Danger in the wind (Eastvale) PBK 

Dangerous enchantment (Garratt) PBK 

Dangerous journey (Creasey) FIG 

Dark deception (McCarthy) FIC . 

Dark dove (Stewart) JUV 

Dark star (Foster) PBK 

Dark twin’(Campbell) FIC 

Darwich castle (Kingsley) PBK 

Data communication: fundamentals of baseband 
transmission. 62}.38 

Data processing contracts and the law. 
346.73025 

Data reduction; analysmg and interpreting 
statistical data. 519.5 

Dave Duffey trains gun dogs. 636.70886 

David Belasco; n&turalism in the American 
theatre. 792.023309 

Davva-samgaha (Dravya-samgraha) 294.482 

Day Israel died...and lived (Damas) FIC 

Day of miracles. 248.246 

‘Daytime affair (Lorne) PBK 

Dead solid perfect (Jenkins) FIC 


Deafmutism and the education of ceaf-mutes by 
lip-reading and articulation. 362.42 
Death, afterlife, and eschatology. 291.09. 
Death and diplomacy in Persia / (Tynianov) 
FI ! 


Cc 

Death list (Hawkes) PBK 

Death of a courier (Hawkes) PBK 

Death of Attila (Holland) PBK 

Death shall overcome (Lathen) PBK 

Deathbird stories / (Ellison) FIC 

Debate; a digest of parliamentary debates & 
questions. 328.4202 

Decision (Kane) PBK 

Decisions and revisions. 973.9 

Decisive battles of India, from 1746 to 1849 
inclusive. 954.031 

Decorative work of Robert Adam. 745.44924 

Deenie (Blume) PBK 

Deeps of deliverance (Eeden) FIC 

Defeating triple-option offenses with the 
beckbone defense. 796.3322 

Defzcts and radiation damage in metals. 669.95 

Defects and transport in oxides. 548.842 

Defense strategy in bridge. 795.415 

Deformities of Johnson, 1782, and A critical 
review of the works of Johnson, 1783. 
828.609 

Dehydration of natural and simulated dairy 
products. 641.37 

Delaware and its-tributaries. 917.51 

Delgado killings (Hawkes) PBK 

Delta modulation systems. 621.38 

Demian notes. 833 

Democratic Party and the politics of 
sectionalism, 1941-1948. 329.300904 

Democratic revolution in the Philippines. 
320.959904 

Les Dentelles aux fuseaux, Ire serie. 746.22 

Depressive spectrum. 616.895 

Der weg zum lesen. 438.642 

Descriptive statistics for sociologists. 519.53 

Designing pictures with string. 746.3 

Destiny's chickens (Gwaltney) PBK 

Destroyers / (Reeman) FIC 

Destruction of Black civilization: great issues of 
a rece from 4500 B.C, to 2000 A.D. Illustrated 
by Murry N. DePillars. 916.0696 

Destruction of Crown City (McConnell) FIC 

Detection, prevention, and management of 
urinary tract infections. 616.6 

Detour / (Wilson) FIC 

Deutsch haite. 438.2421 

Deutsche Kulturgeschichte. 943.086 

Devata. 294.5211 

Developing law of endowment funds. 001.44 

Developing program models for the human 
services. 361 

Developing the municipal organization. 352.008 

Development of the historic drama, its theory 
and practice. 809.251 

Development of the Puerto Rican jibaro and his 
present attitude towards society. 917.29503 

Developmental aspects of carcinogenesis and 
immunity. 574.29 

Devil take all (Brennan) PBK 

Devil's triangle (Winer) PBK 

Devotionals for nurSes. 242.888 

Diabetes as a way of life. 616.462 

Diaghi_ev.ballet, 1909-1929. 792.8092¢ 

Diagncsis and therapy of malignant lymphoma. 
616.994008 

ee and therapeutic aids in urology. 
616.6 

Diagnostic methods in cardiology. 616.1008 

Dial 577 R-A-P-E / (O'Donnell) FIC 

Diary cf a country priest (Bernanos) JUV 

Diary cf a Soviet marriage / (Romanov) FIC 

Diary cf Samuel Pepys, a new and complete 
transcription, ed. by Robert Latham and 
William Matthews. 914.2036 

Dichten flussiger Systems. 530.08 

Dictionary of contemporary photography. 770.3 

Dictionary of European literature, designed as a 
companion to English studies. 803 

Dictionary of health foods. 641.103 

Dictionary of politics. 320.904 

Didn’t anybody know my wife? / (Roberts) FIC 

Dielectric phenomena and the double layer in 
disperse systems and polyelectrolytes. 
541.34514 

Different. 811.54 

Different (Wright) PBK 

Differenżial diagnosis and treatment of 
hoarseness. 616.22075 

Digital electronic curcuits and systems. 
621.3815 


, Digital engineering. 621.3815 


DYNASTY OF AIR / 


Dimensional analysis for engineers. 621 š 
Dimensions in modera management. 638 . 


- Dimensions of staa and urban policy. making. 
`" - -350.0008 


Dining- in & dining out in New Zealand with 
Patricia Harris. 642.4 
Diplopia. 617.762 . 
Director’s workbook. 792 
Directory of American business periodicals. 658 
Directory of American Scholars. 923.773 
Directory of spoken-voice audio-cassettes. O11 
Dirty old man (Dupree) FIC 
Discipline in the classroom. 371.5 œ 
Discount homebuilding; } how to save thousands 
of dollars when building’your own home. 
8 


Discover acrylics with Frank Covino. 751.426 

ree topics for oldsters i in nursing homes. 
362.6 

Diseases of the” ésophagüs: 616.026 

Diseases of the knee joint (Smillie) FIC 

Display and analysis of spatial data. 526.02854 

Dispossessed. 914.20381 

Disseminated intravascular coagulation in man. 
616.15 

Dissertations on British history, 1815-1914. 
016.914203 

Distant drum (Covert) FIC 

Divided Existence and Complex Society. 128.5 

Divine healing. 248.2 

Divorced! 301.428409 .. 

Do with me what you will (Oates) PBK * 

Dr. Bieler’s natural way to sexual health (Bieler) 
PBK 

Doctor Frigo / (Ambler) FIC 

Dr. Heart (Clark) FIC 

Doctor in practice. 610.924 

Dr. Sexy (DeGrundy) PBK 

Dr. Time (Robeson) PBK 

Doctor’s guide to tennis elbow, trick knee, and 
other miseries of the weekend athlete. 
617.1027 

Doctors must invest! 332.678 

Dog lover’s reader. 636.7008 

Dogs. 636.7 

Doing business in Puerto Rico and the 
Americas. 336.243097 

Dollar politics. 329.025097 

Dolorosa deal (Littell) PBK 

Domestic air transportation network of the 
United States. 910 

Dominican diaspora: from the Dominican 
Republic to New York City—villagers in 
transition. 917.471066 

Domino book. 795.3 

Don Shula. 796.332092 

Don’t mention Moon to me (Smith) JUV 

Dore Bible illustrations. 769.924 

Dore gallery. 709.2 

Dorothy and William Wordsworth. 821.7 

Double-cross canyon (Field) PBK 

Double your money every three years. 332.6 

Doughty’s English. 821.912 

Dragons of mist and torrent. 811.54 

Dragon’s quest (Manning) JUV 

Drainage of highway and airfield pavements. 
625.734 

Dramatic monologue in the Victorian period. 
821.809 

Dream of learning. 822.33 

Dreams. 154.634 

Dreams and nightmares. 157.2 

Drinking, community, and civilization. 
362.292097 

Drug metabolism reviews. 615.7 

Drug resistance in antimicrobial therapy. 
615.329 

Drugs andeex. 615.1 

Drugs and your life. 613.8 

Dublin & South Eastern railway. 385.09415 

Ducati service-repair handbook, 160, 250, 340, 
450cc through 1974. 629.28775 

Buck hunter’s handbook. 799.24841 

Due diligenee in real estate transactions. 
346.730437 

Due process of rebellion. 301.6333 

Dunbar the poet and his period. 821.2 

Dunes (Sheldon) FIC 

Dwight D. Eisenhower. 973.921092 

Dynamic anatomy and physiology. 612 

Dynamics of development in rural Thailand. 
309.263095 

Dynamics of politics and administration in rural 
Thailand. 352.0593 

Dynamics of world revolution today. 329.072 

Dynasty of air / (Ansell) FIC 


E. T. A. HOFFMANN’S 


E 


E. T. A. Hoffmann’s reception in Russia. 
891.709003. 

Earle the squirrel (Knight) JUV 

Earlham. 914.261 

Early American comedy. 812.052 

Early child care in the United States of 
America. 649.122097 

Early ljves of Melville. 813.3 

Early London dialect. 427.1 

Early meisterlieder @f*Hans Sachs. 783.6 

Early middle class drama (1696-1774) 809.2 

Early romantic drama at the English court. 
822.009 

Earth's voyage through time. 550 

Earthwalk. 301.21 

East Asia and U.S. security. 327.7305 

East-West trade: illusions and opportunities. 
382.091713 

Easy come (Wheeler) FIC 

Easy magic. 133.4 

Echoes of a concrete village. 811.54 

Ecological aspects of toxicity testing of oils and 
dispersants. 574.24 

Ecological fantasies (Adler) PBK 

Ecology craftsbook for the open classroom. 
372857 

Eçology of small mammals in a flatwoods 

abitat in north-central Florida, with emphasis 

on the cotton rat (Sigmodon hispidus) 
500.908 

Econometric techniques and problems. 
330.0182 

Economic and employment potential of 
archaeological monuments in India. 
338.479154 

Economic development and planning. 338.9 

Economic regulation of domestic air transport. 
387.710973 

Economic systems in world history. 330.9 

Economics. 330 

Economics and decision making for 
environmental quality. 301.310973 

‘ Economics of education. 330.08 

Economics of energy. 333.820973 

Economics of social policy. 339.2 

Ecophysics; the application of physics to 
ecology. 574.50153 

Edgar Allan Poe. 016.818309; 818.309 

Edge of beauty (Ferm) PBK 

Education and development reconsidered. 
370.91724 

Education in Canada. 370.971 

Educational financing reform: a guide to 
legislative action. 344.73076 

Educational ideas in the ancient world. 370.93 

Educational policy and the law. 344.7307 

Educational production function. 331.11 

Educational psychology. 370.15 

Effective manager’s desk book. 658.3 

Effects of Herbicides in South Vietnam. 
632.954 

Efficiency and empire. 942.081 

Eight mortal ladies possessed (Williams) FIC 

18th emergency (Byars) PBK 

80 Puerto Rican families in New York City. 
362.84 

84, Charing Cross Road (Hanff) PBK 

Einstein decade, 1905-1915. 530.0924 

El Greco. 759.6 

Elastokinetics. 531.3823 

Electrical conductivity in ceramics and glass, pt. 
B. 537.62 

Electro-acupuncture; its clinical applications i in 
therapy. 615.892 

Electromagnetic field. 537 

Electromechanical power conversion. 621.3121 

Electronic counters, 621.373 

Electroretinogram. 612.843 

Elementary algebra. 512.9042 

Elementary school mathematics. $12.1 

Elements of outdoor recreation planning. 

01.57 


Elements of the mechanical behavior of solids. 
620.112 

Eleventh wing (Dhiegh) PBK 

Elie Wiesel: a bibliography. 016.81354 e 

Elizabeth I, Queen of England. 942.055 

Elizabethan criticism of poetry. 821.009 

Elizabethans. 914.20355 

Ellen and the gocen (Avery) JUV 

Ellen (Levit) P e 

Emerald Sien (Winston) PBK 


nin . * 


Emergence of an acoustical art form. 832.02 

Emergency abdominal surgery. 617.55 

Emerging concepts in management. 558.008 

Emerson as poet. 811.3 

Empires to nations. 325.73 

Emptied. 811.54 

Empty Hoisters (Joscelyn) FIC 

Emulsions and emulsion technology. 541.393 

Encyclopedia of ornament. 745.4 

Encyclopedia of tennis. 796.34203 

Encyclopedia of witchcraft & magic. 133.3 

End of a presidency. 973.924092 

End of affluence (Ehrlich) PBK 

End of youngblood Johnson (Johnson) PBK 

Endemic goitre and thyroid function in Central 
Africa. 618.92442 

Enemy at home (Trevor) PBK 

Energy balance and obesity in man. 616.398 

Energy balloon. 333.70973 

Energy conservation and the total public 
interest. 333.7 

Energy crisis. 333.7 

Energy: Federal Oil and Gas Corporation 
proposals. 333.82 

Energy: future alternatives and risks. 333.70973 

Engery modelling; comprising the papers 
presented at a special workshop organised by 
the U.S. National Science Foundation and the 
Energy Research Unit, Queen Mary College, 
London. 15. BL 

Energy problem. 333.7 

Energy question. 333.820973 

Engineering graphics. 604.2 

England for all. 335.1 

England of Shakespeare. 822.33 

English ballad. 821.04 

English crewell designs. 746.44 

English epigrams; selected and arranged with 
introd., notes, and notices of the 
epigrammatists. 808.882 

English furniture. 749.22 

English historical poetry, 1599-1641. 
821.009 

English literature between the wars. 820.900912 

English moral plays. 822.051 

English Restoration drama, sts relation to past 
English and past and contemporary French 
drama, from Jonson via Moliere to Congreve. 
822.409 

English rural community: Myddile under the 
Tudors and Stuarts. 914.245 

English sixth form. 373.19 

Enlightenment. 190.942 

Enquiry into the principles of taxation, chiefly 
applicable to articles of immediate 
consumption. 336.2 

Enrique Jardiel Poncela. 862.62 

Enter Joseph Papp. 792.023209 

Enterprise, Wisconsin, radiation forest. 634.96 

Environment and the American experience. 
301.310973 

Environmental conservation education. 016.301 

Environment—costs, conflicts, action. 
301.310973 

Environmental education; strategies toward a 
more livable future. 301.3107 

Environmental engineers’ handbook. 628 

Environmental physiology. 591.1 

Environmental psychology. 155.9 , 

Environmental quality and food supply. 630,1 

Environments through time. 627.122 

Enzymes. 374.1925 

Ephesians. 220.66 

Epidemiology. 614.4 

Epilepsies. 616.853 

Epilepsies in children. 616.853 

Epistemological direct realism in Descartes’ 
philosophy. 121.0924 

Epochs in the life of Jesus. 232.901 

Epochs in the life of Paul. 227.9 

Epochs in the life of Simon Peter. 227.9 

Epochs in the life of the Apostle John. 227.9 

Equal opportunity in education. 370.19 

Equilibrium configurations of degenerate gaseous 
masses. 523.8 

Equilibrium states on thin energy shells. 510.8 

Ergodic theory, randomness, and dynamical 
systems. 515.42 

Ernst Junger. 838.91209 

Eros and evil. 133.40942 

Erotic love poems. 811.54 

Eskimo storyteller: folktgles from Noatak, 
Alaska. 398.042097 

Espana en el siglo XX. 468.6421 

Esquire. 081 

Essay on history in three epistles to Edward 
Gibbon, esq., 1780. 937.060702 


AMERICAN BOOK PUBLISHING RECORD 


Essay on some general principles of political 
economy, on taxes upon raw produce, and on 
commutation of tithes. 336 

Essay upon the life, writings, and character of 
Dr. Jonathan Swift. 828.509 

Essays & addresses on the philosophy of 
religion. 201.1 

Essays in honour of E. H. Carr. 947.008 

Essays in legal and moral philosophy. 340.1 

Essays in philosophy (Peterson, Houston) PBK 

Essays in the history of publishing in celebration 
of the 250th anniversary of the House of 
Longman, 1724-1974. 070.509 

Essays on ‘Brecht: theater and politics. 832.912 

Essays on New Zealand literature. 820 

Essays on questions connected with the Old 
English poem of Beowulf. 829.3 

Essence of Alan Watts. 191 

Essential arithmetic. 513 ° 

Essential psychiatry for nurses. 616.89 

Essential Torah. 222.107 

Essentials of business mathematics. 513.93 


Essentials of ogganic and biøchemistry. 547 

Essentials of Po. 109 

Estate planning; quick reference outline. 347.65 

Estates agents’ yearbook and directory. 
336.27605 

Etck. 970.498 

Eternal fire (Willingham) PBK 

Ethan Allen. 973.30924 ° 

Ethics in perspective: a reader. 170 

Ethics of smuggling. 261.7 

Ethnic pigmentation. 573.5 

Europe and the world. 909.08 

Europe: journey to an unknown destination. 
338.9 

European convention on human rights. 341.481 

Evaluating educational investment. 338.43 

Evaluating educational performance. 379.15 

Evaluating teachers for professional growth. 
371.144 

Evaluation of computer graphic terminals. 
621.381953 

Evaluation of joint motion. 612.7 

Evaluation, synthesis, and development of an 
interactive approach to space allocation. 
729.02854 

Even revolutionaries like chocolate chip cookies 
(Trudeau) PBK 

Everlasting man. 261.2 

Everybody bring-a-dish cookbook, 641.59 

Everybody loves somebody sometime (especially 
himself) 791.430280 

Everybody needs a rock / (Baylor) JUV 

Everyman in Europe. 914.03 

Everyone's watching Tammy / (Jacobs) JUV 

Everything you need to know for a cassette 
ministry. 266.0028 

Evil in waiting (Chapman) FIC 

Evil island (Blair) PBK 

Evolution. 575 

Evolution of intelligence. 156.39 

Exact philosophy; problems, tools, and goals. 
149.9 - 


Example of Edward Taylor. 811.1 

Examples of language and interpretation in 
public sector collective bargaining agreements. 
658.312 

Except to walk free. 331.0973 

Excerpts from the Paul Solomon tapes. 133.8 

Exchange by private treaty. 658.8 

Excitement of science. 508.1 

Exciting church. 254.6 

Executive connection. 352.07471 

Exercise manual in immunology. 616.079 

Exercise testing in children. 618.920075 

Exercises for true natural childbirth. 618.24 

Exhibition agtalogue manual in use in the 
oe of the Metropolitan Museum of Art. 
025.02 


Exorcism of Jenny Slade (Daniels) PBK 

Exorcism through the ages. 265.9 

Expanded present. ` 133.508 

Expansion joints in buildings. 690.08 

Expansion of Russia. 327.4705 

Experience of landscape. 701 

Explaining linguistic phenomena. 401 

Explorations in government. 320 

Explorations in the teaching of ee 
English. 375.42 

Exploring contradictions; political economy in 
the corporate state. 330.973092 

Exploring phenomenology: a guide to the field 
and its literature. 142.7 

Exploring small towns. 917.94045 

Exploring the ghost town desert. 917.9488 

Exploring the new management. 658.4 


- 





Expressions idiomatiques en francais Vivant. 
448.2421 

Expropriation politics. 327.73085 

Extra sensual perception. 133.8 

Extravagaria, 861 

Eye; comparative phisiology. 612.84 

Eye of Shiva (Grimes) PBK 


Eye of the beholder. 840.9 


F 


F. Scott Fitzgerald (Greenfeld) JUV 

F-105 thunderchief in action. 358.42 

Fable and song in Italy. 851.009 

Face reading. 138 ° 

Fact and fi®ion in B. F. Skinner's science & 
utopia, 150.194340 

Factory, family, and «: 
Union. 301.444209 

Facts and futures. 01.6 

Fair ball in foul territory 62 

Fair moralist / (McCarthy) FIC 

Fairy smoke. 811.54 

Faith of millions. 282 

Fall of a President. 973.924092 

Fallen angel (Avallone) PBK 

Fallppian tube. 618.12 

False promises. 301.444209 

Families and communities: a new view of 
American history. 973.072 

Family. 812.54 

Family album. 917.41 

Family legal advisor. 340 

Family living studies. 339.42 

Family therapy. 616.8915 

Famous Black entertainers of today. 927 

Famous first blacks. 301.451960 

Famous pianists & their technique. 786.10922 

Far-off place (Van der Post, Laurens) FIC 

Farewell to Manzarar (Houston) PBK 

Farewell to typists. 651.75 

Farm accounting and business analysis. 657.863 

Fascinating womanhood. 301.42 

Faster than sound. 796.72 

Fat can be beautiful. 613.25 

Fat mutton and liberty of conscience. 
917.45032 

Fatigue and fracture toughness—cryogenic 
behavior. 620.1617 

Favorite fairy tales (Andersen) JUV 

Fear of looking. 155.937 

Feast or famine. 301.1 ; 

Federal aviation regulations. 340 

Federal tax practice and procedure, 1974. 
343.7304 

Felicia (Mayhew) PBK 

Femininity game. 301.412 

Feminism as therapy. 155.633 

Fenwick story. 917.466 

Fewer pupils/surplus space. 371.219 

Fibre Sandles. 514.224 

Field-effect transistors in integrated circuits. 
621.381428 

Field guide to animal tracks. 591.5 

Field operations manual. 344.730465 

Field sports in India, 1800-1947. 799.0954 

Field testing and instrumentation of rock. 
624.1513 

wee on Optimization Techniques. 

Fifth season. 811.54 
@cent guitar book. 787.610712 

Fight. 824.7 


.Filmgoer’s companion. 791.4303 


Films of Boris Karloff. 791.430280, 

Films of Frank Capra. 791. 430233" . 

Final mystery. 128.5 * 

Final report. 301.362097 

Financial ratios and investment results. 332.6 

Finite mathematics with applications. 510 

Fire resistant and flame retardant polymers. 
668.49 

Fire time (Anderson) FIC 

Firehouse cookbook. 641.5 

First Chinese embassy to,the West. 301.295104 

First French republic, 1792-1804. 944.04 

First horsemen. 913.39503 

First love and other shorts. 842 

First reader in statistics. 519.5 

First ships round the world. 910.453 

First stages of modernization in Spanish 
America. 330.98 

First three Internationals, their history and 
lessons. 329.072 


> First waltz (Roberts) PBK 


First year calculus. 515 
Fisheries conflicts in the North Atlantic. ` 

338.372709 
Fishers Island, N.Y., 1614-1925. 917.4725 
Fishers of men. 248.5 
Fishes and their young. 597.056 
Fitting in. 301.11 
Five for sorrow, ten for joy. 242.742 
Five hundred years of printing. 686.209 
Five tracts on libel addressed to Charles James 

Fox, 1791-1792. 345.420256 
Flammability handbook for plastics. 
Flawless play restored. 812.54 
Floating outfit (Edson) PBK : 
Floors and floor maintenance. 690.16 
Flow visualization. 620.1064 
Fiowers can even bloom in schools. 371.102 
Fluid mechanics. 532 
Fly away, Paul (Davies) JUV 

`^ Tomic Asia: Iran, Afganistan, Pakistan. 


628.922 


°s for weaving and 


Folk tale. 

Follow, follow (Glenu 

Foma Gordeyev (Gorki) ra. 

Fondue, chafing dish, and casserole cookuy. 
641.8 

Fonthill (Menen) FIC 

Food for free. 281. 63242 

Food for thought. 641.1 

Food safety regulation. 614.31 

Food to improve your health. 615.854 

Fools of the trade (Petersen) PBK | 

Football register. 796.332640 

For all mankind. 620.419 

For continuity. 820.900912 

”For heaven’s sake!” Forty-six variations on the 
theme: how to react to the conditions of life 
on earth in such a way as to prepare oneself 
for life in the Kingdom of Heaven. 242 

For my grandchildren, some reminiscences. 
380.145664 

For my great folly (Costain) PBK 

For the sake of a single verse. 769.924 

For women only. 261.83412 

Foreign investment in the United States: policy, 
problems, and obstacles. 332.673097 

Foreign relations of the United States. 327.73 

Foreigner to earth. 811.54 

Forest H. Belt’s easi-guide to RV maintenance. 
629.2886 

Forest of fear (MacMillan) FIC 

Forest policy for the future—conflict, 
compromise, consensus. 338.174909 

Forest princess (Herman) JUV 

Forgotten family jewels (Burk) FIC 

Form and function of phospholipids. 591.13 

Form in fiction (Hayman) FIC 

Form in music. 781.3 

FORTRAN IV. 001.6424 

44 modern Japanese print artists. 769.952 

Fossil feud between E. D. Cope and O. C. 
Marsh. 560.9 

Foundation of faith atd morals. 291.042 

Foundations of a planned economy, 1926-1929. 
947.084 , 

Four faces of teaching. 371.102 

Four short plays. 812.54 

Fourth world. 970.197 

Fox Hill way (Cusano) FIC 

Foyt. 796.720924 

Fragrant path. 635.968 

France today; introductory studies. 914.48 

France under the republic. 944.081 

Francis L. ”Spike” Irvin’s war diary and the 
history of the 148th Aero Squadron Aviation 
Section. 940.44973 

Franciscan cartoons. 741.5973 

Francisco de Zurbaran. 759.6 

Frank Norris of "The Wave” 813.4 

Frankenstein. 812.54 

Fred Astaire & Ginger Rogers book. 
791.430280 ; 

Free earth guide to gardening. 635.0973 

Freedom letter. 227.107 

Freedom of the press. 342.42085 

Freedom of the press: six tracts, 1712-1730. 
342.42085 

Freethinkers of the nineteenth century. 192 

Freewheeling. 248.3 

French against the French. 940.5344 

French bilingual dictionary: 443 

French international policy under De Gaulle and 
Pompidou. 327.44 


. 


GEOCHEMISTRY AND THE ENVIRONMENT. 


French-kosher cookbook. 641.5 
Freshwater fishes of Louisiana. 597.5 
Freshwater pollution, Canadian style. 363.61 
Freud and his followers. 150.1952 
Freud and original sin. 150.1952 
Frick collection. 750.740147 
Friendly air (Cadell) PBK ° 
Frog goes to dinner / (Mayer) JUV 
From an old leather’ trunk. 929.20973 
From hope to liberation. 335.41 
From reverence to rape. 791.430909 
From time to time. 230,0924 E 
Frontiers of literary criticism. 801.95 e 
Frost: centennial essays. 811.52 
Fuel and fuel elements for fåst reactors. 
621.4834 
Fugitive pieces. 821.7 
Fun was where you found it (Harrington) FIC 
Functional anatomy of the spermatozoon. 
591.1662 
Fundamental experiments in microbiology. 
576.028 
Fundamentals of Chemistry in the laboratory. 
540.0712 
Fundamentals of college algebra and elementary 
€ tions. 512.1 
‘ntals of electronic uus 
of finite element: 


~s. 621.3815 
engineers 


Fundatac.. š 

Fundamentals of meaica to 
of medicine and related sciences. 2.. . 

Fundamentals of orthopaedics. 617.3 

Fundamentals of paleontology. 560 

Fundamentals of television. 621.3881 

Fundamentals of voice and diction. 808.50 

Fundamentals of water desalination. 628.167 

Fungi that decay ponderosa pine. 634.97517 

Funk & Wagnalls crossword puzzle word finder. 
793.73203 

Funniest moments in sports. 796.0207 

Funny thing happened ... and a hunt in the 
Yukon (Witter) FIC 

Future and medical care. 362.1 

Future of imprisonment. 365 

Future of the China market. 382.097305 

Future sex (Kent) PBK : 


G 


G. B. S. 90; aspects of Bernard Shaw’s life and 
work. 822.912 

Gabriel. 811.54 

Galileo. 520.924 

Gallery of masterpieces. 760.094 

Galloping broncos (Brand) PBK 

Gandhi's rise to power. 320.954035 

Garden game (White) FIC 

Garden of delights. 842.914 

Gardening for five exposures. 635.965 

Gardening with water, plantings and stone. 
635.967409 

Gardening with wildlife. 639.92 

Garment (Cookson) PBK 

Gasteromycetes of the Eastern United States 
and Canada. 589.221097 

Gaston Lanchaise. 730.92 

Gastric irradiation in peptic ulcer. 616.343 

Gastroenterology. 616.3 

Gaucho Martin Fierro. 861 

Genealogical abstracts from American weekly 
mercury, 1719-1746. 929.1 

General chemistry. 540 

General office procedures. 651 

General ophthalmology. 617.7 

General poing process: applications to structura 
fatigue, bioscience, and medical research. 
519.53 

Generalissimo Churchill. 942.084092 

Generations: your family in modern American 
history. 309.173 

Genetic and anthropological studies of Olympic 
athletes. 612.044 

Genius of Bernard Shaw. 822.912 

Gentle breeze of Jesus. 269.209598 

Gentle killers. 363.6 

Gentleman from Chicago (Cashman) PBK 

Gentlemanly serpent and other columns from a 
newspaperman in paradise. 917.5799 

Gently with the innocents (Hunter) FIC 

Gently with the ladies (Hunter) FIC 

Geochemical transport and kinetics. 551.9 

Geachemistry and the | environment. 
612.015240 . 


. 


GEOFFREY OF MONMOUTH AND 


Geoffrey of Monmouth and the late Latin 
chroniclers, 1300-1500. 936.200720 

Geographical history in Greek lands. 913.38 

Geography and younger children. 372.891044 

Geology of the Arisaig Area, Antigonish 
County, Nova Scotia. 557.1614 

Geology of the U.S.S.R. 554.7 

Geomathematics. 510.24553 

George Bernard Shaw vegetarian cookbook 
(Laden) PBK 

George Fitzmaurice. 822 

George Gissing and his critic Frank Swinnerton. 
8228 

George Lyttelton’s 5 political tracts, 1735-1748. 
320.942072 

George Meredith. 823.8 

Gerald Ford—untold story. 973.925092 

Gerald Massey’s Lectures. 208 

German drama between the wars. 832.91208 

German expressionist painting. 759.05 

German history and civilization, 1806-1914. 
016.914303 

Gertrude Stein (Simon, Linda,) PBK 

Getting into medical school. 610.71173 

Getting published. 808.025 

Getting to know the natives. 812.54 

Ghost song (Daniels) PBK 

Giant leap for mankind. 629.45408 

Gibbon’s History. 907.2024 

Gingerbre: 1 boy (Galdor:) JULY 

Gin®u arde (Neill) PBK 

Girl scun. 813.0872 

Give me liberty. 973.2 

Give me one good reason (Klein) PBK 

Give unto Caesar what are God’s. 261.70973 

Gladstone and the Irish nation. 942.081092 

Glass-works. 748.5 

Glenn’s Evinrude repair & tune-up guide for 1 & 
2 cylinder engines. 623.87234 

Glenn’s Evinrude repair & tune-up guide for 3 & 
4 cylinder engines. 623.87234 

Glenn’s Firebird tune-up and repair guide. 
629.28722 

Glenn’s Mazda tune-up and repair guide. 
629.28722 

Glenn’s Oldsmobile tune-up & repair guide. 
629.28722 

Glimpses (Guy) FIC 

Glittering lights (Cartland) PBK 

Glory of the Empire (Ormesson) FIC 

Glossary of reference i subjects connected with 
the Far East. 950.0: 

Gloucester Rene 917.445 

Go West Ben Gold! (Turner) PBK 

God. 191 

God and the grotesque. 201 

God, Caesar, and the Constitution. 342.73085 

God, freedom, and evil. 216 

God is good. 231 

God made them great. 209.22 

Gods and heroes of war. 291.211 

Gods and spacemen of the ancient past (Drake) 
PBK 

God’s forever family. 261.83 

Gods of myth and stone. 299.56 

Goethe. 831.6 

Goethe and Byron. 809.1 

Going out in New York. 917.471044 

Gold (Smith) PBK 

Gold! and where they found it. 917.8043 

Gold Coast Legislative Council. 328.667 

Gold cook book. 641.5 

Golden age of steam. 385.0942 

Golden age (Tobin) PBK 

Golden bees of Tulami (Bonham) JUV 

Golden fleece. 973 

Golden nuggets of wisdom. 242; 808.882 

Golden ode. 892.71 

Golden summers. 917.45603 + 

Golfs golden grind. 796.352640 

Gommatsara jiva-kanda (The soul) 294.48 

Gommatsara karma-kanda. 294.48 

Gonadotropins and gonadal functions. 596.0166 

Good dog, bad dog (Siegal) PBE 

Good goodies. 641.86 

Ged pousekeeping woman’s medical guide. 

2. 


Good! I'm growing older. 158.1 
a lite album of Helen & Scott Nearing. 
Good-luck bogie hat (Greene) PBK . 
Goadbye people. 813.54 

Goodbye, yesterday. 811.54 

Goren on play and defense. 795.415 

Gothic imagination. 820.914 ` 

Gothis Revival. 724.3 . oe 
Gothic spiral. 811.54 ° 


Gothic vs. classic. 720.945 

Goths in ancient Poland. 913.363 

Gourmet’s low cholesterol cookbook (Weiss) 
PBK 

Governing American schools. 352.945 

Governing Texas; documents and readings. 
320.4764 

Government operation of the railroads, 1918- 
1920. 353.00875 

Government promotion of American canals and 
railroads, 1800-1890. 385.0973 

Gracchus Babeuf. 944.040924 

Graduated robot, and other stories. JUV 

Graduates. 301.445 


+ Gram. 389.152 


Grand view farm. 923.2 

Grandma's garden. 398.20975 

Grangerfjord monks (Sears) FIC 

Graphology, the new science. 137.7 

Grass case. 345.73027 

Great Carmen Miranda look-alike voste t & 
other bold-faced lies #50 tana 

Great cathedral. ! 


Great doie >a ta Br ' 
Gra ne IE ets SED SS 
Cy ua era 615.836097 


(E a © wstuths. 796.332092 

Grea. hKetorm Act. 324.42 

Great romantic films. 791.430909 

Great stories of mystery and suspense. FIC 

Great themes from the book of Mormon for 
family activities. 242 

Great tradition (Keyes) PBK 

Greater Ethiopia. 309.63 

Greece observed. 914.95047 

Green Isle pictures (Burton) JUV 

Green March, Black September. 322.42 

Greene's "Pandosto” or ”Dorastus and Fawnia 
821.3 

Grinning ghoul „(C hurchil) FIC 

Grinny (Fisk) JUV 

Groucho, Harpo, Chico, and sometimes Zeppo. 
790.20922 

Group decision making and effectiveness. 
658 403 

Group Synamics and individual development. 

al 


” 


Group leadership for self-realization. 301.185 

Group practice and the future of dental care. 
362.197600 

Grow your own dwarf fruit trees. 635.977337 

Guard mouse (Freeman) JUV 

Guardians (Mahr) PBK 

Guidance services in the modern school. 371.4 

Guide book to occupational safety and health. 
614.852 

Guide for planning pulp and paper enterprises. 
338.476762 

Guide to bridge hydraulics. 624.25 

Guide to church woodcarvings. 726.593 

Guide to financial aids for students in arts & 
sciences for graduate and proZessional study. 
378.302573 

Guide to Hungarian Studies. 016.91439 

Guide to Illinois library resources. O11 

Guide to national Bractices in Western Europe. 
330.94 

Guide to New Zealand income tax practice, 
1972-73. 340 

Guide to reference sources in the computer 
sciences. 016.00164 

Guide to securities litigation. 346.73092 

Guidebook of electronic circuits. 621.381530- 

Guidebook to Canyonlands country. 917.9259 

Guidelines for the school nurse in the school 
health program. 371.712 

Guinness book of world records. 032 

Guizot in the early years of the Orleanist 
monarchy. 944.060924 

Gun Justice (Hobson) FIC 

Gunn-effect electronics. 621.3815 

Guns of darkness (Young) FIC 

Gunshot Grand Prix (Rutherford) FIC 


H 


H. G. Wells. 823.912 

Habsburg Empire in European affairs, 1814- 

+ 1918. 327.43604 

Hacks, Blacks, and cous. 365.6 

Hair. 646.724 

Handbook of arts & crafts for elementary and 
junior high schoof teachers. 372.5 

Handbook of psi discoveries. 133.8 

Handbook of psychiatry, 616.89 
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Handbook of small boat cruising. 623.88 

Handbook of swimming pool construction, 
maintenance, and sanitation. 725.74 

Handbook on People’s China. 915.1035 

Handful of love. 811.54 

Handicrafts of the sailor. 623.81 

Handloggers. 796.5 

Hank Aaron 715. 796.357092 

Happy birthday, Wanda June. 812.54 

Harmony of reason. 111.85 

Harold Pinter. 822.914 

Harper and bard. 821.009 

Harriet said (Bainbridge) PBK 

Has the President too much power? 353.032 

Hatha yoga pradipika. 181.45 

Have mercy upon us (Forhes) FIC 

Hazard (Browne) PBK 

He! 155.332 

He came from Galilee 232.9 

qeaune 615 852 

Hes. benefits of acupressure. 615.89 

eat putenual of transcendental meditation. 
294 343 a 

Health. 613 

Health foods and fads. 362.10942 

Health manpower and productivity. 331.126 

Hearing in children. 617.8 

Heart has wings (Cuthrel!) PBK 

Heart-touching sermon outlines. 251.02 

Heat transfer in fires: thermophysics, sociad 
aspects, economic impact. 621.4023 

Heat transmission measurements in thermal 
insulations. 621.4024 

Heaven and hell (Berbrich) JUV 

Heaven or hell—sick or well. 613 

Heavens speak in astrology marvelous things. 
133.52 

Hebrew Christianity. 248.246 

Hegel. 193 

Hegel’s Phenomenology of spirit, it's point and 
purpose. 193 

Heidegger on the divine. 193 

Heightened consciousness, cultural revolution, 
and curriculum theory. 375.001 

Hell-bound train. 821.8 

Hello, Aurora (Vestly) JUV 

Help from beyond. 133.910924 

Help in time of need. 248.48673 

Help me, Charley Buoy / (Norton) JUV 

Hematology of infancy and childhood. 
618.9215 

Hemisphere function in the human brain. 616.8 

Hemodynamic monitoring in a coronary 
intensive care unit. 616.12607 

Henry George. 330.0924 

Henry James, Senior: a selection of his writings. 
191 


Henry Kissinger (Blumenfeld) PBK 

Henry VII in Italy. 945.05 

Heraldry of the world. 929.6 

Herb cookery. 641.657 

Herb Olsen’s guide to watercolor landscape. 
751.422 

Herbert Hoover and famine relief to Sévict 
Russia, 1921-1923. 361.55 

Herbs. 581.63 . 

Herman Melville. 813.3 

Hermanos! (Herrick) PBK 

Hermes (Price) FIC 

Hermit / (Ionesco) FIC 

Heroin dependency: medical, economic and 
social aspects. 362.293 

Herovit’s world (Malzberg) PBK 

Hidden riches in secret places. 928.1 e* 

High cost of living. 248.2 

High energy particles and quanta in 
astrophysics. 523.0197 

High odyssey. 917.9486 

High-temperature materials in gas turbines. 
621.433028 

High voltage electron microscopy. 502.8 

High windows. 821.914 Š 

Higher consciousness. 294.54 

Highlights of organic chemistry. 547 

Highlights of the new wage and hour law. 
344.730121 

Hillbilly women (Kahn) PBK 

Himalayan geology. 655.4 

His bundle electrocardiography. 616.120754 

Histogenesis of the spinal géngliae 574.408 

Historic Perth Amboy and ‘a story of Odd , 
Fellowship. 366.309749 

Historical dictionary of the People’s Republic of 
the Congo (Congo-Brazzaville) 916.724030 

Historical dictionary of Uruguay. 989.5003 

Historical essay on modern Spain, 909.846 ° 

Historical fiction. 016.80883 
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History & folklore of American country tinware, 
1700-1900. 739.532097 

History of Arsaces (Johnstone) FIC 

Histoty of Charles Wentworth, Esq. / (Bancroft) 
F 


History of education in Nigeria. 370.9669 

History of education in Puerto Rico. 370.97295 

History of Greenland. 919.8203 

History of Indian National Congress (1832- 
1947) 329.954 

ets of James Lovegrove, Esq. / (Ridley) 
FIC 


History of medieval philosophy. 189.09 
History of Mississippi. 976.2 
History of modern psychology. 150.19 
History of parliamentary elections and 
electioneering, from the Stuarts to Queen 
Victoria. 329.02342 
History of Sendleton County, West Virginia. 
917.549103 
History of polar exploration. 919.8 
History of prostitution: its extent, causes, and 
effects throughout®the wo 01.415409 
History of social ee eet 301.018 
History of tattooing and its significance. 391.65 
History of the British trolleybus. 388.41322 
History of the Chilean boundaries. 918.3 
History of the Comstock silver lode & mines, 
338.274210 
History of the devil. 291.216 
History of the excellence and decline of the 
Constitution, religion, laws, manners, and 
genius of the Sumatrans / (Shebbeare) FIC 
History of the Kikuyu, 1500-1900. 916.762069 
History of the Marranos. 296.82 
History of the original peoples of northern 
Canada. 970.41 
History of the University of North Carolina. 
~ 378.756565 
History of Tom Jones, the foundling, in his 
married state. FIC 
History of White County, Tennessee. 
917.686603 
History of world cinema. 791.4309 
Hollywood musical. 782.81 
Hollywood speaks. 791.430922 
Hollywood squares (Sicilia) PBK 
Hollywood’s great love teams. 791.430280 
Holomorphic functions of finite order in several 
complex variables. 510.8 
Holy Scriptures. 220.52 
Holy Spirit. 231.3 
Home economics careers. 640.23 
Home is where. 811.54 
Home of the gods (Tomas) PBK 
Home TV-FM antennas. 621.38835 
Homemaker’s guide to refinishing and restoring 
antiques. 749 
Homestead. 301.550974 
Homework in counseling and psychotherapy. 
616.8914 
Homo religiosus. 301.58 
Honewwell Pentax system. 771.31 
Honk if you’ve found Jesus / (Tracy) FIC 
Hoop to Qe barrel. 973.4 
Hopalong Cassidy / (Mulford) FIC 
Hopalong Cassidy returns / (Mulford) FIC 
Hopalong Cassidy serves a writ / (Mulford) 
FIC 
Hopalong Cassidy takes cards / (Mulford} FIC 
Hopalong Cassidy's protege / (Mulford) FIC 
Hormone holocaust (Reincke) FIC 
Hormones and sexual behavior. 599.0166 
rn of Africa. 327.114 
Horsemen. 797.430922 
Horses. 636.1 
Horses and ponies. 636.1 $ 
Hot melt adhesives. 668.3 e 
House in the fog (Geumlek} PBK 
House of all nations (Stead) PBK 
House of the Angels. 365.60924 
House of the lost woman {O’Flaherty) PBK 
House without a Christmas tree (Rock) JUV 
How I turn junk into fun & profit. 745.72 
How mammals run: anatomical adaptations. 
599.01852 
How mean can you get?,(Corlis) FIC 
How the United States and Japan see each 
other’s ecqnomy. 330.95204 
How to be a kid again. 793 
How to be your own best friend; a conversation 
with two psychoanalysts (Newman) PBK 
How to beat Bobby Fischer. 794.159 
How to build patios and sundecks. 643.55 
How to ... convert the metric system into the 
U.S. system and vice versa. 389.152 


How to custom design your solid-state 
equipment. 621.38153 

How to eat better for less money (Beard) PBK 

How to have a green thumb without an aching 
back. 635 

How to live with your children. 649.1 

How to make it on the land. 630.973 

How to make money in your spare time by 
writing. 808.02 

How to make money writing magazine articles. 
808.02 

How to make $1000 grow. 332.6 

How to marry super rich. 920.72 

How to meditate. 248.3 

How to modernize an attic. 643.7 

How to play with your children (and when Soe: 
to) 155.41 

How to pronounce the names in Shakespeare. 
822.33 

How ta save free enterprise from bureaucrats, 
autocrats, and technocrats. 658.402 

How to score high on the national teacher 
examination. 370.776 

How to start your own business. 658.1141 

How to survive as a corporate wife. 301.427 

How to survive in Chicago and enjoy it. 
361.002577 

How to trade put and call options. 332.63 

How to turn plastic into gold. 332.76 

How to understand the Bible. 220.07 

How to win at blackjack. 795.42 

How we find out about the sea. 551.45 

How your car works. 629.2222 

Howdoyoudo (Conklin) FIC 

Hudson River colloquium. 508.1 

Human anatomy review. 611.0076 

Human body. 612 

Human experimentation. 619.98 

Human factors in signalling systems. 625.165 

Human futures; needs-societies-technologies 
(World Special Conference on Futures 
Research. Rome. 1973.) BL 

Human information processing: tutorials in 
performance and cognition. 153 

Human mandolin (Howard) JUV 

Human nervous system. 611.8 

Human operator in process control. 658.5 

Human responses to environmental odors. 
612.86 

Humphrey Bogart. 791.430280 

Hundred menu chicken cookbook. 641.665 

Hungarian folk dances. 793.31439 

Hunting the whitetail deer. 799.277357 

Hunting with the microscope. 578.4 

Hutterite society. 289.773 

Hyde Place (Coffman, Virginia.) FIC 

Hydrology for engineers and planners. 627 

Hydrometry. 551.480723 

Hypothermia in biology and in medicine. 
615.8329 


I 


s 

”I ain’t much, baby-but I’m all I’ve got.” (Lair) 
PBK 

I always wére my topi. 266.760924 

lam that we may be. 811.54 

I got an idea! 808.88 

I know who god is. 113 

I look at me! (Evans) JUV 

I married a witch’s love. 133.4 

I never danced at the White House (Buchwald) 
PBK 

I remember. 614.07 

I see the wind. 811.54 

I think about God. 242.62 

I want to be used. 158.2 

I was a Kamikaze. 940.544 

I will make you disappear (York) JUV 

I would rather stay poor (Chase) PBK 

Ice hockey rules in pictures. 796.962 

Icelandic short stories. 437.69301 

Iconoclastes. 822.33 

Identity and difference. 111 

Idyll of the. white lotus (Collins) PBK 

If you want a murder well done (Scherf) FIC 

Iglesia Presbiteriana. 285.179 

Igor Fedorovitch Stravinsky, 1882-1971. 
016.780924 

Illinois practice act and rules. 347.77305 

Illuminated Blake. 760.0924 

Illustrated family guide to life, love, and sex for 
early childhood. 612.6007 
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Illustrated family guide to life, love, and sex for 
pre-teens. 612.6007 

Illustrated general catalogue. 708.21 

Illustrated Walden. 818.303 

Tm out to change my world. 248.0924 

Image, object, and illusion. 612.8408 

Images of the plains. 917.803 .« 

Immanuel Kant. 193 

Immunological tolerance; mechanisms anc 
potential therapuetic applications. 615.36 

Immunopathology of the skin: labeled antibody 
studies. 616.5079 

Impact of domestic tourism. 338.479170 

Impact of exception items on the check 
collection system. 332.7@ 

Impeachment congress. 328.73 

Imperial Japan, 1926-1938. 952.033 

Imperial Presidency (Schlesinger) PBK 

Impersonal aspect of Shakespeare's art. 822.33 

Impressionist prints. 769.944 

Improvement of protein nutriture. 616.399 

Improving elementary reading with the 
achievement-based contract plan. 372.414 

Improvisation. 792.028 

In defense of Homo sapiens. 599.9 

In defense of the body. 599.029 

In grandma's attic (Richardson) JUV 

In his fashion. 940.5482 

In His presence. 242 * 

In one era and out the other (Levenson) op BK 

In praise of leisure. 175 

In search of a new world economic wee . 

8.9 


In search of adventure. 917 

"In this corner - - -!" PBK 

Incarnations. 811.54 

Incredible scooter cops (Fisher) PBK 

Independent school trustee handbook. 371.02 

Index of American periodical verse. 811.54016 

Index of scientific writings on creativity: creative 
men and women. 016.700922 

Index to biographies of contemporary 
composers. 016.9278 

Index to literary biography. 016.809 

Index to the 1850 census of Pennsylvania: 
Northampton County. 016.929374 

Index to the complete recorded speeches of 
Franklin Delano Roosevelt. 917.303917 

India and Indians. 016.9154 

Indian and free. 970.3 

Indian arts and crafts. 745.509701 

Indian basket weawing. 746.41 

Indicators of child health and welfare. 
362.70973 

Indirect and direct Wallerian degeneration in the 
intramedullary root fibres of the hypoglossal 
nerve. 574.408 

Indispensable enemies. 329.009 

Individual and his society. 301.2 

Indivisible island. 320.9415 

Industrial archaeology of north-east England 
(the counties of Northumberland and Durham 
and the Cleveland district of Yorkshire) 
609.428 

Industrial aspects of biochemistry. 660.63 

Industrial development: concepts and principles. 
338.001 

Industrial problems and disputes. 331.0942 

Industrialization in Singapore. 338.095952 

Inferential statistics for sociologists. 519.54 

Inflation in the United States, causes and 
consequences. 332.410973 

Influence of state of stress on low-cycle fatigus 
of structural materials: a literature survey and 
interpretive report. 620.163 

Influence of the Mongols on Russia. 947.03 

Information, computers, and system design. 
620.7 

Information science. 020 

Inn of evil (Greighton) PBK 

Innocents at home. 309.173092 

Inquiries in chemistry. 540 

Inquiry [into the secondary causes which Mr. 
Gibbon hag assigned for the rapid growth of 
Christianity]. 937.060720. 

Insect diseases. 595.702, 

Insect population ecolpgy- 595,70524 

Inside Motown. -338-7617897 f 

Inside world politics“ 320. mS ` 

Insight and pened 833.912 

Insights into ae Wik vior. 

Installing fo! s Wis eaey 
796.3322) pa we 






INTEGRAL GEOMETRY AND INVERSE 


Integral geometry and inverse problems for 
hyperbolic-equations. 515.353 

Integrated municipal information system. 
352.008028 

Integrated studies in the secondary school. 
373.190942 

Intellectual capital of Michal Kalecki 

Intellectual graveyard (Moikobu) FIC 

Intellectual revolution of the seventeenth 
century. 914.2036 

Intentional community movement. 335.973 

Interaction between science and philosophy. 
50% 

Interaction in small groups. 301.185 

Interbasin water tr&isfers. 333.913097 

Interfaces in polymer matrix composites. 

20.192 


330.156 


International bibliography of economics. 
Bibliographic internationale de science 
economique. 016.33 

International bibliography of Jewish affairs, 
1966-1967. 016.910039 

International classified directory of dealers in 
science fiction and fantasy books and related 
materials. 658.809070 

International cyclopedia of music and musicians. 

0.3 


International fish dishes. 641.692 

International law and the independent state. 
341.26 

Interfational leasing. 340.9 

international meat dishes. 641.824 

International review of neurobiology. 612.8082 

International trade and finance. 332.45 

International who’s who in community service. 
361.994 

Interpersonal communication. 025.5 

Interpretation of diagnostic tests. 616.075 

Intestinal absorption. 574.87508 

Intrauterine devices: development, evaluation, 
and program implementation. 613.9435 

Intrinsic mutagenesis, a genetic approach to 
ageing. 599.037 

Introduction to accounting. 657 

Introduction to American land law. 346.73043 

Introduction to axiomatic systems. 511.3 

a aes to Ayurveda, the science of life. 

Introduction to bioelectrodes. 541.3724 

Introduction to bird and wildlife photography. 
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Introduction to comparative literature. 809 

Introduction to computer programming in 
business. 658.05425 

Introduction to dynamics. 531.10151 

Introduction to electromagnetic theory. 530.141 

Introduction to energy conversion. 621.402 

Introduction to functional analysis. 515.7 

Introductioh to fund accounting. 657.98 

Introduction to inorganic chemistry. 546 

Introduction to intercultural communication. 
301.14 

Introduction to Japanese civilization. 915.203; 
915.2034 

Introduction to macros. 001.6425 

Introduction to medieval romance. 809.02 

Introduction to optimization methods. $15 

Introduction to radiotherapy. 616.992064 

Introduction to Shakespeare’s comedies. 822.33 

Introduction to social medicine. 614 

Introduction to solid state physics and its 
applications. 539.2 

Introduction to the history of science. 509 

Introduction to the Kickapoo language. 497.5 

Introduction to the laboratory study of the ear. 
611.018985 

Introduction to the Mimamsa sutras of Jaimini. 
181.42 

Introduction to the principles of PSychology. 


Introduction to the Russian novel. 891.7309 

Introduction to the soil ecosystem. 574.5264 

Introduction to the theory and application of the 
Laplace transformation. 515.723 

Introduction to Zen Buddhism, ufcluding "A 
manual of Zen Buddhism. 294.3927 

Introductory foods. 641.3 

Introductory statistics. 519.5 

Invent in your future. 332.6324 

Investigating drama. 792 

Investigating the American political system. e 
320.473 

Invisible mad (Feldstein) PBK 

Invisible poets; Afro-Americans of the 
nineteenth century. 811.009 

Invitaiiornto art. 750.118 pe t 

Irish land and British politics. 333.323094 


e . 
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Irish Settlers to the cape. 968.04 

Iron age in Italy. 913.37 

Tron horse. 811.54 

Irving to Irving: author-publisher relations, 1800- 
1974. 808.02 

Irwins and the Harrisons. 920.72 

Is America used up? (Gutman) PBK 

Isa, Kena, Katha, Prasna, Mundaka and 
Manduka Upanisads. 294.5921 

Islam. 181.07 

Islamic art. 709.1767 

Island in the city. 301.451687 

Isle of Devils. 823.7 

Issues in Western civilization. 901.9 


«Issues of regional policies. 309.25 


It was a beautiful country. 808.063 
Italian casserole cooking. 641.821094 
Italian cooking. 641.594 

Italian-Kosher cookbook. 641.5 

Italic way to beautiful handwriting. 652.1 
It’s easy to be loved. 811.54 

It’s fun to make pictures. 751.4 

It’s great to pray. 248.3 

Ivan Goncharov. 891.733 

Ivan Mauger’s world speedway book. 796.75 
Izbrannoe. 891.7342 


J 


Jacqueline. 973.922092 

Jacques Perk. 839.3115 

James Boswell. 828.609 

James Cagney. 791.430280 

James Joyce. 823.912 

Jan Kochanowski. 891.8513 

Jane’s pocket book of commercial transport 
aircraft. 629.133340 

Jane’s pocket book of major combat aircraft. 

23.746 

Jargoon pard (Norton) FIC 

Jean Renoir (Bazin) PBK 

Jeanne d'Arc. 944.026092 

Jensen Healey stories. 629.2222 

Jeremy Bentham, ten critical essays. 192 

Jerry Ford, up close. 973.925092 

Jerry Silverman’s folk guitar method. 787.61 

Jesting Pilate. 910.4 

Jesus song (Knudson) PBK 

Jesus the Jew. 232 

Jet stream (Ferguson) PBK 

Jewish-American literature (Chapman) PBK 

Jewish influence on civilization. 910.03924 

Jewish understanding of the New Textament. 
225.66 : 

Jews of Moslem Spain. 914.606924 

Job and pay comparisons. 331.22 

Job finder resume kit. 331.128 

Joe 82 creation poems. 811.54 

Jogjakarta under Sultan Mangkubumi, 1749- 
1792. 959.82 

John Davidson. 821.8 

John F. Finerty reports Porfirian Mexico, 1879. 
917.20481 

John Foster Dulles: 1888-1959. 973.921092 

John Martin. 759.2 

John Milton, 1608-1674. 821.4 

John Milton among the polygamophiles. 
301.422309 

John Ruskin’s letters to William Ward. 828.809 

John Wayne. 791.430280 

John Wayne and the movies. 791.430280 

John Wesley Powell. 917.3046 

Johnny Nelson (Mulford) FIC 

Johnsoniana. 828.609 

Jonathan Swift, 828.509 

Jorge Luis Borges. 868 

Joseph Conrad. 823.912 

Joseph Conrad Korzeniowski. 823.912 

Josephine & Napoleon. 944.050924 

Journal of glass studies. 748.2058 

Journal of Katherine Mansfield. 828 

Journey to another star, and other stories. JUV 

Journey to the moon. 811.54 

Joy. 232.97 

Joy of being human. 242.2 

Joy of the snow. 813.3 

Joy, the sorrow and denn. 928 

Juhl letters to the Charleston Courier. 973.8 

Julliard string quartet. 785.066 

Junge Deutsche prosa.- 438.2421 

Juno’s adventure (Green) JUV 

La Junta de los Rios del Norte y Conchos. 
917.64933 

Jupiter effect. 551.13 

Just another sucker (Chase) PBK 
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Just visiting, and other Vermont sketches. 
917.4304 

Justice in war time. 940.3 

Justice: its determinants in social interaction. 
340.1 


K 


Kabir. 891.4312 

Kabuki theatre. 792.915 

Karavar: masks and power in a Melanesian 
ritual. 30129953 

Karl Macx and Friedrich Engels. 335.40922 

Karl Marx play. 812.54 

Kasia and the Empress (Carnegie) PBK 

Katharine Hepburn. 791.430280 @ 

Katzenjammer Kids. 741.5973 

Kausitaki Upanisat. 294.5921 

Kelantan; religion, society, and politics in a 
Malay state. 915.951 

Kenealy and i@pborn® cause. 322.430942 

Kennedy promise (Fairlie) PBK 

Kenneth's complete book on hair (Kenneth) 
PBK 

Kept by the power of God. 234 

KGB: the secret work of Soviet secret agents 
(Barron) PBK 

Kidney and urinary tract physiology. 599.6108 

Kids of Colombia. 301.431409 

Kilburn (Victor) PBK 

Killer plants, and other stories. JUV 

Killing game. 842.914 

Killings (Howard) PBK 

Kinetics and mechanisms of polymerization 
reactions. 547.28 

Kinetics and mechanisms of reactions. 531.113 

King and the cat (Starling) FIC 

King and us. 364.132097 

King in Hamlet. 822.33 

King Kong book. 791.437 

King of two worlds. 946.040924 

King The baw and the ecological rape of Burma. 
954.03591 

King’s architecture. 724.1 

King’s brat (Gluyas) PBK 

King’s English. 808.042 

King’s Indian (Gardner) FIC 

Kiss Josey for me! 973.781 

Kissinger. 923.2 

Kissinger on the couch. 973.924092 

Knives & knifemakers. 683 

Knowledge and cognition. 153.4 


L 


La beaute. 646.72 

Labor arbitration guide. 331.891 

Labor history documents. 331.0973 

Labor relations in the public safety serWfčes. 
331.795097 

Laboratory exercises in physical geography. 
910.02 

Laboratory instrumentation. 610.28 

Laboratory manual and workbook in 
microbiology. 616.01 

Laboratory piano course. 786.3041 

Laboratory recorder. 502.8 

Laboratory studies in integrated zoology. 591 

Laboratory tests for the assessment of nutritigaal 
status. 612.3 

Lacandon adventure. 970.3 

Ladies advocate (Anonymous) FIC 

Lady royale(Haycraft) PBK 

Lake @Kawabata) FIC 

Lameness in horses. 636.108975 

Land of the inland seas. 917.7033 

Land tenure in Oceania. 333.32099 

Landscape of Thomas Hardy. 823.8 

Language and language disturbances. 401.9 

Language and the world. 111 

Language in behavior. 301.21 

Lao She and the Chinese revolution. 895.134 

Large city. 301.363 © 

Lark Rise to Candleford. 914.257203 

Larxs in the popcorn. 818.5207 e 

Las aventuras de Pepito. 468.6421 ‘ 

Laser applications in medicine and biology. 
610.28 

Last and future world. 220.15 

Last butterfly (Jacot) FIC 

Last Christmas show. 791.0924 

Last letters of Aubrey Beardsley. 760.0924 
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Last letters of Edgar Allan Poe to Sarah Helen 
Whitman. 818.309 | 

Last night I dreamed. 812.54 

Last picture show (McMurtry) PBK 

Last seen hitchhiking (Halliday) PBK 

Last sunset and other poems. 811.54 

Last whistle [Ocean Shore railroad]. 625.4 

Last years of Napoleon: his captivity on St. 
Helena. 944.050924 

Late Mississippian and early Pennsylvanian 
conodonts, Arkansas and Oklahoma. 562 

Latin America books. 016.91803 

Latin America: geographical perspectives. 
309.18003 

Latin literature of the fourth century. 870.9001 

Latin poetry of English poets. 871 

Laughing gas (nitrous oxide) 818.5407 

Law and regponsioiity, in warfare, the Vietnam 
experienc. 341.6 

Law school admission test. 340.071173 

Lawrence and Brett. 823.912 

Laws and trials that created history. 


345.730092 . 

Laws of right relations 

Lay of the land. 810.936 

League of Nations. 341.22 

Learning & teaching. 371.102 

Learning and teaching metric measurement. 
389.152 


Leafher tooling and carving. 745.531 

Leathereraft by hand. 745.531 

Leaves from a Leigh Hunt note-book. 828.709 

Lebendige Literatur. 430.073 

Lecture notes on neurology. 616.8 

Legacy; a drama in one act. 812.54 

Legal and business problems of the record 
industry. 343.73078 

Legal aspects of mental retardation. 344.730323 

Legal aspects of technology utilization. 
346.73048 

Legal problems in higher education. 344.73074 

Legal transplants. 340.2 

Legislation of product safety. 604.7 

Leichte panzers in action. 358.180943 

Leigh Hunt and Charles Dickens; the Skimpole 
caricature. 828.709 

Lelooska; Shona-Hah, Tsungani, Patty Fawn. 
730.924 

Les femmes. 779.240924 

Leslie Stephen. 828.809 

Lessons from Japanese development. 330.952 

Lessons on security and disarmament from the 
history of the League of Nations. 327.1 

Let me kill you sweetheart! (Carr) PBK 

Let’s discover the floor of the forest. 581.5264 

Let's discover winter woods. 525.5 

Let's go to a service station. 629.287 

Let’s go to the moon. 629.454 

Let's make sex a household word. 612.6007 

Let's plan a bridal shower. 395.22 

Lers quit fighting about the Holy Spirit. 231.3 

Let’s take a walk with Jesus through the Bible. 
220.05 

Letter to a stranger / (Thane) FIC 

Letters from the Earth (Twain, Mark) 817.4 

Letters of Abelard and Heloise. 189.4 

Letters of Dr. George Cheyne to the Countess 
of Huntungdon. 610 

Letters of James Branch Cabell. 813.52 

Letters of Katherine Mansfield. 828 

Letters of Robert Burns. 821.6 

Letters supposed to have been written by Yorick 
and Eliza, 1779. 8236 

Letters to a philosophical unbeliever. 1787. 
937.060720 

Letters to Edward Gibson, esq., 1785. 907.2024 

Letters written by a Peruvian princgsse 
(Graffigny) FIC e 

Leukemia. 616 155 

Levine’; the life of a revolutionary. 329.073092 

Lexiphanes, 1767. 828.609 

Liberal Europe. 940.2 

Liberating education: psychological learning 
through improvisational drama. 792.028 

Library information service 023.9 

Life and adventures of common sense. 823.6 

Life and adventures of Sir Bartholomew Sapskull 
/ (Donaldson) FIC 

Life and errors of John Dunton. 658.809070 

Life and heroic actions of Balbe Berton, 1760 
Lussan) FIC 

Hie on opinions of Bertram Montfichet, 1761. 

Life and times of Sukarno. 923.1598 

Life and times of the central limit theorem. 
519.53309 


Life’ as I have known it has been finger lickin’ 
good. 658.896413 

Life before man. 560 

Life cycle book of butterflies. 595.789 

Life cycle book of cats. 636.8 

Life cycle book of chickens. 636.5 

Life cycle book of frogs. 597.8 

Life insurance desk book. 368.32 

Life lines. 811.54 

Life of Ezra Pound (Stock) PBK 

Life of my own (Miller) PBK 

Life of Robert Burns. 821.6 

Life of Samuel Johnson, LL.D. 828.609 


Life of Samuel Johnson, LL.D.. 1785. 828.609 


Life of the Rev. Dr. Jonathan Swift, 1784. 
828.509 

Life without death? (Jacobson) PBK 

Lifesaving; rescue and water safety. 614.81 

Light fantastic. 793.32 

Light heart. 813.52 

Light in the darkness. 226.50529 

Limits of organization. 301.1832 

Limits of time-of-flight mass spectrometry. 
539.721 

Lincoln Continental. 629.2222 

Lincoin Steffens. 070.40924 

Lincoln's use of the Bible. 973.70924 

Linear geometry. 516.3 

Linear multivariable control. 629.8312 

Linguistic communication: perspectives for 
research. 410.72 

Lion by the tail. 963.056 

Lion story and pictures (Du Bois, William 
Pene,) JUV 

Lipolytic enzymes. 574.19253 

Liquid duplicating systems. 686.4 

Liquid scintillation counting. 548.9 

Lisa, she say. 811.54 

HDT library and information science today. 
02 

List of all the songs & passages in Shakspere 
which have been set to music. 016.7843 

Liter. 389.152 

Literacy for diverse learners: promoting reading 
growth at all levels. 428.4 

Literary property debate: six tracts, 1764-1774. 
346.420482 

Literature and science. 820.931 

Literature of exhaustion, 813.5409 

Literature of the Bible. 809.93522 

Literatures of the world in English. 820.9 

Lithographs of Chagall. 709.04 

Little car (Berg) JUV 

Little kinder. 301.632092 

Liturgical homiletic aids for cycle A. 252.02 

Living between two worlds. 248.4 

Living poor in puritan solitude. 811.54 

Living shadow (Grant) PBK 

Living tradition in the garden. 635.9 

Livingstone 1873-1973. 916.704 

Livingstone (Jeal) PBK 

Local government program budgeting: theory 
and practice. 336.73 

Local politics, development, and participation; a 
cross-national study of interrelationships. 
322.4 é 

Local talent / (Shyer) FIC 

Locational approaches to power and conflict. 
320.9 > 

Loch sinister (Rass) PBK 

Log of the Centurion. 910.41 

Logan's gone (Wolfe) FIC 

Logie design. 621.381958 

Logico-linguistico papers. 149.94 

Loneliness. 152.4 

Long after summer (Nathan) PBK 

Long dark night / (Hayes) FIC 

Long note. 811.54 

Longsharemen 639.20942 

Longsword, Earl of Salisbury. 823.6 

Loo Sanction (Trevanian.) PBK 

Look around and listen. 534 

Look away. 812.54 

Look for words (Webster) PBK 

Looking for hole in the ceiling. 811.54 

Lord Byron’s Childe Harold's pilgrimage to 
Portugal. 821.7 

Lorenzo the Magnificent. 945.510509 

Lost general. 813.52 

Louisa May Alcott. 813.4 

Love feast / (Buechner) FIC 

Love poems to myself.* 811.54 

Love so fine (Banks) PBK 

Love, true love. 808.81 - 

Lovely afternoon. 812.54 

Lovers, friends, slaves. 301.417632 


MANY HANDS COOKING. 


Lover’s guide to sensuous astrology (Gray) 
PBK 


Low back and neck pain. 617.375 

Low cholesterol cookbook. 641.86 

Lucifer cult (Benedict) PBK 

Lucius Q. C. Lamar: his life, times, and 
speeches, 1825-1893. 973.80924 

Lucy’s twentieth century, 920 

Ludvig Holberg. 839.818409 

Luise (Field) FIC 

Lust-crazed teen-agers (Tarrant) PBK 

Luter-Lewter family of England, Virginia, North 
Carolina, and states south and west. 
929.20973 

Luther. 270.609 .. 

Lyon uprising of 1834. 944.063 


M 


McAuslan in the rough, and other stories 
(Fraser) FIC 

Machine design; theory and practice. 621.815 

Macrame (Bogen) PBK 

Macro-economic market regulation. 338.9 

Macro-economic thinking and the market 
economy. 339 

Macromolecular syntheses. 547.28 

Macromolecules regulating growth and 
development. 574.308 

Madmen and geniuses. 973.0992 

Mad’s spy vs spy (Prohias) PBK s 

Magazines for libraries; for the general reader, 
and school, junior college, and public college, 
libraries. 016.05 

Magistrate and other nineteenth-century plays. 
822.708 

Magnetic bubbles. 538.3 

Mainsprings of Indian and Pakistani foreign 
policies. 327.54 

Maitri Upanisat. 294.5921 

Major labor-law principles established by the 
NLRB and the courts; (December 1964- 
December 1973) 344.7301 

Major ternary structural] families. 548 

Make it from felt. 746.046 

Make it; index to projects and materials. 
016.7455 

Makers of American thought. 810.90052 

Makers of the Russian revolution. 947.084092 

Making his way (Alger) JUV 

Making mission happen. 266.007 

Making model soldiers of the world. 731.42 

Making of a broadcaster. 384 54 

Malaysia. 330.9 

Male accessary sex organs: structure & function 
in mammals. 599.016 

Male and female sterilization. 613.942 

Ilale hooker (Hudson) PBK 

Mallet locomotive. 625.261 

Maltese Falcon. 791.437 

Mama mia Italian cookbook. 641.5945 

Mammals of Britain. 599.0942 

Mammals of Louisiana and its adjacent waters. 
599.09763 

Man and his geologic environment. 550 

Man and the natural world. 574 

Man and urban living today. 301.363097 

Man at his best. 613.71 

Man-Fate. 811.54 

Man in prehistory. 913.031 

Man-machine systems. 620.82 

Man-made fibres. 677.4 

Man, state and deity. 913.38 

Man survives (Maksimov) PBK 

Man the engineer—nature’s copycat. 620 

Man who lost his head (Bishop) JUV 

Man who loyed zoos / (Bosse) FIC 

Man with two clocks (Masterson) FIC 

Management education. 021.24 

Management in India. 650.0954 

Management of scientific research 658.915072 

Managing profits under inflation. 658.155 

Mandatory motherhood. 301 

Mankind at the turning point. 301.21 

Manpower in homebuilding. 331.769080 

Man’s natural environment. 550 

Man’s quest for autonomy. 301.2 

Manual for physical therapy technicians. 615.82 

Manual of emergency pediatrics. 618.920025 

Manual of history taking, physical examination. 
and record keeping. 616.075 

Manual of horsemanship. 636.13 

Manual of routine orders for medical and 
sprgical emergencies. 617.026 

Many hands cooking» 641.5622 «œ 


MANY INFALLIBLE PROOFS. 


Many infallible proofs. 239 

Many voices. 811.54 

Map color theorem. 514.3 

"Mappae clavicula. 660.094 

Marcel Duchamp in perspective. 709.24 

Margaret Fuller as a literary critic. 818.309 

Margaret Mitchell of Atlanta (Farr, Finis.) PBK 

Maria Martinez. 738.30924 

Marilyn Monroe. 791.430280 

Marine navigation. 623.89 

Marine resource perspectives. 597 

Marital & sexual counseling in medical practice. 
362.82 

Mark*Twain: a collection of criticism. ‚818.409 

Mark Twain's margiyes on Thackeray's "Swift” 
818.409 

Marked man (Trevor) PBK 

Market forecasts for 1975 for certain fruit and 
vegetables: apples, pears, peaches and 

- tomatoes. 338.174 

Marketing and PR media planning. 659.293801 

Marketing and social priorities. 301.51 

Marketing insights. 658.8008 

Marketing management cases. 658.8 

Marketing strategies. 658.8 

[Marketing to governments. 658.8; 658.81 

"Marion Brando. 791.430280 

Marmalade gumdrops. 812.54 

‘Marriage, family human capital, and fertility. 
301.32 

Manet influences and South Asian literature. 
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Mary, Queen of Scots. 941.050924 

Masks. 811.54 

Mass civilisation and minority culture. 801.9 

‘Mass communication law. 343.73099 

Mass media. 301.16 

Mass spectrometry in biochemistry and 
medicine. 574.192028 

Massacre at Winged Foot. 796.352730 

Master game (De Ropp) PBK 

„Master of the lash (Bowne) FIC 

Masterworks of the German cinema. 832.03 

Materialism and morality in the American past: 
themes and sources, 1600-1860. 917.303 

Materials administration. 658.9 

Materials science. 620.11 

Mathematical games and puzzles. 793.74 

Mathematical models in economics. 330.015118 

Mathematics for business. 511.8076 

Mathematics, the formal tools of engineering. 
620.00151 

Bare songs in Central and West Java. 
784.095982 

Matthew’s hand (Larson) FIC 

Maturing of American Science. 509 

Mawrdew Czgowchwz / (McCourt) FIC 

Max. 621.0924 

Max Stirner. 320.01 ' 

Max Weber on universities. 378.17 

Maximum probability estimators and related 
topics. 510.8 

Me an’ Shorty / (Mulford) FIC 

Me and my captain (Goffstein) JUV 

Meanwhile, back on the couch. 812.54 

Measurement of human resources. 658.3 

Mechanics of composite materials. 620.11 

Mechanics of human movement. 612.76 

Mechanisms in symptom formation. 616.08 

Mechanisms of genetic recombination. 575.1 

Median flow. 811.54 

Medical and economic malacology. 594.065 

Medical disorders in obstetric practice. 618.3 

Medical engineering. 610.28 

Medical ethics. 174.2 

Medical malpractice law. 614.19 

Medical, moral, and legal issues in mental health 
care. 362.2 

Medical mycology. 616.969 z 

Medical secretary. 651.3 

Medical typist’s guide for histories and 
physicals. 651.3741 

Medieval and Renaissance spirituality. 940.105 

Medieval English stage. 829 

Meditation of a prisoner. 128.2 

Medusa of forty-seventh street. 812.54 

Meet a dark stranger (Huff) FIC 

Meeting the challenge: experimental and 
innovative colleges and universities. 378.73 

Melody (Thane) FIC 

Membranes and their cellular functions. 
574.875 

Memoirs. 262.135092 

Memoirs and reflections of a college graduate. 

0.1 
Memoirs ofa coxcomb (Cleland) FIC . * 


218 œ . 


Memoirs of a man of honour / (Prevost) FIC 

Memoirs of the life and writings of the late Dr. 
Samuel Johnson. 828.609 

Memoirs of the remarkable life and surprizing 

` adventures of Miss Jenny Cameron / 
(Arbuthnot) FIC 

Memoirs of the Russian revolution. 947.0841 

Memorials of Coleorton. 821.709 

Men and women. 301.412 

Men become civilized. 913.03 

Men, women, and children (Sillitoe) FIC 


.Menopausal syndrome. 612.665 


‘Menta! health issues and the urban poor. 
2 


Menus, analysis and planning. 642 


“Mere mortals; medico-historical essays, second 


series. 616.09 
Messengers will come no more / (Fiedler) FIC 
Meta Metaphor. 100 
Meter. 389.152 
Methods in enzymology. 612.0151 
Methods in free radical chemistry. 541.39 
Methods in stellar atmosphere and 
interplanetary plasma research. 530.08 
Methods of biochemical analysis. 543.8 


‘Methods of childbirth. 618.2 


Metric measure simplified. 372.7 

Mexican revolution of Ayutla, 1854-1855. 
972.06 

Michael Bakunin. 335.83 

Michael Morcombe’s Australian marsupials and 
other native mammals. 599.20994 

Michael Morcombe’s Birds of Australia. 
598.2994 - 

Michelangelo’s David. 730.924 

Microbiology of human skin. 616.501 

Micro-chemical analysis of nervous tissue. 
611.0188 

Micromanipulation of bacteria. 589.90028 

Microsurgery of the anterior segment of the eye. 

17.74 

Microwave mobile communicatiors. 621.384165 

Mid-Tudor crisis, 1539-1563. 942.05 

Migrant workers and Cesar Chavez. 331.544097 

Miter and milk-free, egg-free cookbook. 

41.5 

Milky Way. 523.113 

Miller’s law of freight loss and damage olain: 
343.730968 

Milton and Paradise lost. 821.4 

Milton and the English mind. 821.4 

Milton and Vondel. 821.4 

Mimamsa sutras of Jaimini. 181.42 

Mind angel. JUV 

Mind reader (Roberts) FIC 

Mines of Colorado. 338.209788 

Mini-sketches of great Americans (St. Louis 
Board of Education.) PBK 

Ministerial life and work. 253.20922 

Minister’s manual. 251.027 

Minnesota in focus. 917.76 a 

Minnesota jury instruction guides: civil. 
347.776075 

Minstrels. 780.903 

Miracle a day keeps the Devil away. 248.2 

Miracle at city hall. 261.832293 

Miracle play. 812.54 . 

Miracles in medicine. 610 

Mission Mongolia. 266.675177 

Mr. Carlyle, my patient. 824.7 

Mr. Nicholas / (Ely) FIC 

Mr. Pepys and Mr. Evelyn. 914.203660 

Mister Rogers talks about the new baby, 
moving, fighting, going to the doctor, going to 
school, haircuts. 301.4314 

Mr. Tickle (Hargreaves) JUV 

Mr. Toney (Hargreaves) JUV 

Mistress. 301.4 

Mrs. veneer winter kitchen. 641.5974 

Mobs and the Mafia. 364.106073 

Models for the analysis and isani of urban 
systems. 711.40151 

Models of religious broadcasting. 253.78 

Modern age, 1890-1960. 780.9 

Modern approach to basketry with fibers and 
grasses, using coiling, twining, weaving, 
macrame, crocheting. 746.41 

Modern aspects of electrochemistry. 541.3708 

Modern Brazilian short stories, 869.3 

Modern Bulgaria. 335.434094 

Modern Chinese stories. 895.13508 

Modern developments in lubrication mechanics. 
621.89 - 

Modern drama. 809.2 

Modern optics. 535 . 

Modern prose literature. 823.91209 

Modern Saint Anthony. 282.0924 
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Modern strategy for successful investing. 
332.678 

Modern times (Jackson) FIC 

Modern trignometry (complete course) 516.24° 

Modern Western civilization. 909.080202 

Modular instruction. 375.001 

Moehler and Baur in controversy, 1832-38: 
romantic-idealist assessment of the 
Reformation and Counter-Reformation. 230 

Molecular beams and low density gasdynamics. ` 
533.2 


‘Molecular reaction dynamics. 539.6 


Momma: a start on all the untold stories. 
811.54 

Money & politics. 329,025 e 

Money, banking, and the economy. 332.0973 

Money is the ground. 917.64 

Money-mad perfume lady and othee writing. 
808.8 

Money magnetism: how to grow rich beyond 
your wildest dreams. 131.32 


Monster maki (Haining, FIC 

Montaigne. el 3 

Monterey Bay area: natural history and cultural 
imprints. 574.509794, 

Montessori. 372.13 

Mooga Mega Mekki (Wahl) JUV 

Moon in shadow (Westminster) PBK 

Mordecai, Ardon. 759.95694 . 

More Bible finger plays. 398.8 

More Greek folktales. 398.209495 

More joy. 301.418 

More science fiction tales (Elwood) JUV 

Mosques and minarets. 297 

Mossbauer effect methodology. 537.5352 

Mother Goddam. 791.430280 

Mother luck (Petersen) PBK 

Mother's Day is over (Radl) PBK 

Mother's incest orgy (Powers) PBK 

Motivational leverage; new approaches to 
managing people. 658.3 

Motor activity and the education of retardates. 
371.928 

Mount Rainier National Park. 917.9778 

Mouth rehabilitation: clinical and laboratory 
procedures, 617.6 

Movement education. 613.7 

Movie magic. 791.4302 

Mrs. Appleyard’s kitchen. 641.5 

Mrs, Byrne’s dictionary of unusual, obscure, and 
preposterous words. 031.02 

Mrs. Porter’s new southern cookery book. 
641.5975 

Muhammad Ali. 796.830924 

Multinational corporations and the politics of 
dependence: copper in Chile. 338.88 

Mummy. 913.32031 

Murder in blue (Petersen) PBK 

Murder on board (Christie) FIC 

Musculoskeletal! function. 612.76 

Mushroom recipes. 641.658 

Musicians and Petrillo. 331.881178 

Muskets, cannon balls & bombs. 973,335 

Mutants (Silverberg) JUV 

My apprenticeship. 891.78309 

My brother’s keeper; a history of the American 
Jewish Joint Distribution Committee, 1929- 
1939. 362.84 

My church was a mental hospital. 253.5 

My dearest friend. 811.54 

My family of souls. 133.8 e 

My favorite Jewish Mother. 200 ° 

My life and the story of the Gospel hymns and 
of sacred songs and solos. 783.9 

My life withSydney Laurence. 759.13 

My pasSport says clairvoyant. 133.84 

My religion (Keller) PBK 

My sister Sophie (Edgar) PBK 

My trip. 811.54 

Myocardium. 616.12008 

Mysteries of sex. 301.41 

Mystery in the Drood family. 823.8 

Mystery motive / (Creasey) FIC 

Mystery of suffering and death. 231.8 

Mystery of the fog marf (Farley) PBK 

Mystical design of Paradise lost. 821. 4 

Mystical experience. 149.3 . 

Mystical world of Indonesia: culture and 
economic development in conflict. 915,9803 

Mysticism and guilt-consciousness in Schelling’s 
philosophical development. 193 

Myths and realities of the energy shortage. 
333.820973 


DECEMBER 31,1974 ` 


N 


Nadine (Bocca) FIC ; 

Naked money. 330.973092 

Nana (Zola) FIC 

Nantucket summer (Green) JUV 

Napoleon. 944.050924 

Napoleon’s last campaign in Germany-1813. 
940.270924 

Narvik. 940.545 

Natasha’s new doll. 398.20947 
ational directory of newsletters and reporting 
services. BL 

National mugic of America and its sources. 
781.773 

National radio publicity directory 74-75. 384.5 

Nationalization of the masses. 320.94308 

Natural cooking the Finnish way. 641.59471 

Natural environmenteywastes andgontrol. 363.6 

Natural -gas A E Sones) 

Natural resource conservation. 333.720973 

Naturalist buys an old farm. 500.974645 

Naturally good (Spieler) PBK 

Nature of the horse. 636.1 

Naval battles from the collection of prints 
formed and owned by Commander Sir Charles 
Leopold Cust, bart. 769.499047 

Nazi Germany. 943.086 

Neater by the meter. 389.152 

Nella waits / (Millhiser) FIC 

Nellie Toole & Co. 812.54 

Neo-colonialism in West Africa. 330.966 

Neoplasia of head and neck. 616.99491 

Neurological pathophysiology. 616.8047 

Neuropoisons; their pathophysiological actions. 
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Neuropsychology of aggression. 156.242 

Neuropsychopharmacology of monoamines and 
their regulatory enzymes. 615,7808 

Never at a loss for an opinion. 378.12023 

New adventures of the teachers (Parrish) PBK 

New Apocrypha. 001.9 

New approaches to state land use policies. 
333.10973 

New comprehensive A-Z crossword dictionary 
(Tuazon) PBK 

New conservatives. 320.520973 

New developments in medical malpractice. 
346.73033 

New dimensions in adoption. 362.734 

New dimensions in psychiatry: a world view. 
616.89 

New directions in prose and poetry. 808.8 

New England. 917.4034 

New guide to motorcycling. 796.75 

New key to the yeast. 589.23 

New model of world trade. 382 

New Orleans nurse (Douglas) PBK 

New Oxford history of music. 780.9 

New pẹrim’s progress (Walcot) FIC 

New Testament survey. 225.6 

New townedevelopment in the United States: 
experiment in private entrepreneurship. 
309.262097 

New towns: building cities from scratch. 
309.262 

New vision of glory. 201 

New York; being an introduction to an 
unpublished manuscript by the author, entitled 

e The towns of Manhattan. 917.471 

Netw York entertains. 641.568 

New York times at the Super Bowl. 796.332640 

p oR times book of backgammon (Jacoby) 

a 

New Yorker book of poems. 821.9108 ə» 

Newspaper in the American history classroom. 
973.07 


Night crayons talked (Knight) JUV 

Night of the sphinx, and gther stories. JUV 

Night of the wolf (Fecher) FIC 

Nightlight. 812.54 

Night’s yawning peal (Derleth) PBK 

Nilda (Mohr) PBK 

Nimonic alloys, and othgr nickel-base high- 
temperature alloys. 673.733 

1974 civil procedure supplement. 347.735 

1974 federal-California graduated withholding 
tax tables. 336.242 

Nineteenth-century literary perspectives. 
820.9008 

99 ways to improve your CB radio. 621.38454 

Ninth tentacle (Rippon) FIC 

Niyamsara (The perfect law) 294.482 


No fad good food $5 a week cookbook. 641.5 

No hand feelings. 812.54 

No litle people. 252 

No one wants to know. 812.54 

No peaceful way. 320.983064 

No sauce for the gander (Thomas) FIC 

No sez please, we're British. 812.54 

Noah’s ark in paper and card. 745.592 

Noise in the world. 812.54 

Noise: the new menace. 363.6 

Nonlirear oscillations. 531.322 

Non-p-ofit corporations, organizations, and 
associations. 346.73064 

Nonverbal communication for media, library, 
and information specialists. 153 

Norman Mailer. 016.81354 

North Atlantic world in the seventeenth 
century. 325.34 

North east England. 942 

North ships. 639.20924 

Northern California, Oregon, and the Sandwich 
Islands. 917.94 

Northern Ireland. 914.209094 

Northern Ireland in crisis. 941.609 

Norwegian society. 309.148104 

Not this time Cary Grant! (Elder) PBK 

Notes from underground (Dostoevskii) PBK 

Notes on Dryden’s Virgil, 1698. 821.4 

Nouns and pronouns (I and others) 811.54 

Nourish the beast. 812.54 

Nourishing your unborn child. 641.563 

Novel, 1945-1950. 823.03 

Now, swim. 811.54 

Nuclear hepatology. 616.362075 

Nuclear science and society. 539.7 

Nude croquet (Fiedler) FIC 

Nudism comes to America. 613.194 

Number: and time. 155.2 

Numbez: games to improve your child’s 
arithmetic. 793.74 

Numerology for lovers. 133.335 

Nurse cf the Keys (Francis) FIC 

Nutriticn and anti-infectious defence. 616.39 

Nutritian, development, and learning. 
618.928588 

Nuts to you & nuts to me. 811.54 

Nyaya sutras of Gotama. 181.43 


O 


O women. 811.54 

Objectives of financial statements. 658.1512 

Observations on an autograph of Shakspere, and 
the orthography of his name. 822.33 

Observazions: philosophical considerations on 
life and living. 811.54 

Obstetrics illustrated. 618.2 

Oceanographic data reduction manual I. 
029.955146 

Of all things most yielding. 770 

Of children. 156.4 

Official guide to mint errors. 737.4973 

Officials of the Boards of Trade, 1660-1870. 
354.420082 

OGPU, the Russian secret terror. 363.20947 

Oil (Von Block) FIC 

Oil paintings ... traditional and new. 751.45 

Old and new Monongahela. 917.48803 

Old English glosses in the Epinal-Erfurt 
glossary. 429.3 

Old English grammar. 429.5 

Old house, and other tales (Teternikov) FIC 

Old Prussian grammar. 491.91 

Old Wor-d Wisconsin. 917.75063 

-Oldham Paisley. 070.92 

Olga Korbut. 796.410924 

Olympia’s inheritance / (Petrocelli) FIC 

Olympic National Park. 917.9798 

Omega operation (Conway) PBK 

On, a-hunting we will go. 784.4973 

On a planet alien (Malzberg) PBK 

Dn being Jewish: American Jewish writers from 
Cahan to Bellow. 810.808924 

Dn closed 3-braids. 510.8 

Dn messgge structure. 401.9 

Dn Noam Chomsky. 410.924 

Dn occas:on, some births, deaths, weddings, 
‘birthdays, holidays, and other events. 811.54 

Dn social ideas and ideologies. 300 

Dn Taxation no tyranny I, 1775. 828.609 

Dn the general Rogers-Ramanujan theorem. 
510.8 

Dn the influence attributed to philosophers, free- 
masons, and to the illuminati, on the 
revolution of France. 944.04 


PARIS COMMUNE OF 1871. 


On the meaning and function of allegory i in the 
English Renaissance. 820.915 

On the pad (Shecter) PBK 

Once around the clock (Alimayo) JUV 

Once upon a pirate ship (Vasilu) JUV 

One cosmic instant (Livingston) PBK 

One monster after another (Mayer), JUV 

One world. 362.109172 

Oneida County printer, William Williams. 
686.20924 

Onion field (Wambaugh) PBK 

Only one today. 818.5407 

Open field. 796.332092 

Open learning in early childhood. 372.43 ° 

Open reality. 301.161 ., 

Open sea mariculture. 639 

Opening, mixing, matching. 372.1252 

Operanatomy. 782.1 

Operating theatre technique. 617.91 

Operation burning candle (Jackson) PBK 

Operation Neptune. 940.5421 

Operational theory of personality. 155.2 

Operative neurosurgery. 617.48 

Ophthalmic manifestations of systemic vascular 
disease. 616.13072 

Opportunities in physical therapy. 615.82023 

Option trading. 346.73092 

Oralism around the world (Ogden) PBK 

Orchids for your home. 635.93415 

Order-disorder transformations in alloys. %69.94 

Oregon II. 917.950440 2 

Organ preservation for transplantation. 
617.9507 . 

Organisation, location, and behaviour. 658.21 

Organization and administration of drug abuse 
treatment programs: national and international. 
362.293 

Organization of phonology. 415 

Organizing for science in Britain. 338. 475072 

Oriental barbecues; recipes and menus from six 
Asian countries. 641.76 

Origin of the Icelandic family sagas. 839.6 

Original sin, and other poems. 811.54 

Origins of modern German colonialism, 1871- 
1885. 325.343 

Origins of the Philippine Republic. 959.903509 

Orthopaedic splints and appliances. 617.307 

Oswald, the silly goose / (Whittington) JUV 

Other love (Judson) PBK 

Other men’s daughters (Stern) PBK 

Other religions in a world of change. 291 

Our friends the ABC’s (Miller) JUV 

Our housing mess .a and what can be done 
about it. 301.540973 

Our man in Havana (Greene) PBK 

Our market system of capitalism in-toto. 
330.122 

Our message is Christ. 242.2 

Our prayer. 264.1 

Our Southern landsman. 917.506924 

Out of the West. 798.2 

Outdoor life’s deer hunting book. 799.277357 

Outdoor sculpture of Washington, D.C. 917.53 

Outline of H. G. Wells. 823.912 

Oxford Bible atlas. 220.9 


P 


Pablo Picasso. 759.4 

Pacific liners. 623.81243 

Paddington goes to town (Bond) PBK 

Paediatric prescriber. 615.542 

Pain patients: traits and treatment. 616.047 

Paintings of James Sanford Ellsworth, itineran: 
folk artist, 1802-1873. 759.13 

Pakistan. 016.91547 

Palm tree of Deborah. 296.38 

Panama story (Vasilou) FIC 

Panama’s economic development. 338.109862 

Papal primacy and the universal church. 262.13 

Papers connected with the affairs of Milton and 
his family. 821.4 

Papers (Hamfiton, Alexander) 923.273 

Paradise lost (Hudson) BL 

Paradise rezoned (Lieberman) PBK 

Paragraphs. 811.54 

Parasitology for veterinarians. 636.089696 

Parent as teacher. 370.15 

Parent power/child power. 649.1 

Parenting. 301.427 

Parents on the run. 649.1 

Parents, teachers, kids. 371.9019 

Pagiksamukham. 294.482 


Paris commune of 1871. 944.081 e 


” PARIS SOUS LE PREMIER 


Paris sous le premier Empire. 944.05 

Parish registers of England. 929.342 

Parker’s Evidence code of California, legislat.on 
through 1973, including all bills enacted in 
1973 becoming effective on January 1, 1974. 
346.794060 

Parson’s bread book. 641.815 

Particle physics. 539.721 

Parties and power in modern Argentina (1930- 
1946) 320.98206 

Partners for educational reform and renewal. Y 
370.733097 

Passion and the dream-poems. 811.54 

Passion for cars. 796.770924 

Pastor’s role in edpational ministry. 268 

Pat Loud (Loud) PBK 

Patagonia. 910.09 

Patanjali’s Yoga sutras. 181.452, 

Pathology annual. 616.0705 

Pathology of fishes. 597.02 

Pathology of muscle. 617.07 

Paths of virtue delineated, 1756. FIC 

Pathway to the national character, 1830-1861. 
917.3036 

Patient teaching in critical care. 610.696 

Patterns of living in Puerto Rican families. 
309.172950 

Patty Cake. 599.884 

Paul & Jesus, [by] F. F. Bruce. 301.2 

Paul Valery. 848.91209 

Pay less tax legally. 343.73052 

Payne Hollow. 917.690440 

Pearl. 821.1 

Pearl’s kitchen (Bailey) PBK 

Peasant politics; conflict and development in 
Murang'a. 301.592096 

Peasant rebellion and Communist revolution in 
Asia, 322.42095 

Peasants, politics, and revolution. 301.4443 

Pediatric nephrology. 618.9261 

Peking man. 573.3 

Pelican guide to New Orleans. 917.633504 

Penal code. 345.764002 

Peninsula pilgrimage. 917.55044 

Penny crossword puzzles (Webster) 
PBK 

Penrose annual. 655.32058 

People and great deeds. 920.02 

People around Jesus. 225.92 

Pepys and Shakespeare. 914.203660 

Perceval’s narrative. 616.898200 

Perfect patchwork primer. 746.46 

Perfectionist persuasion. 287.6 

Periodical essayists of the eighteenth century. 
824.509 

Peripheral vascular surgery. 617.41 

Persian literature. 891.5 

Persius and the programmatic satire. 809.7 

Personality in handwriting. 137.7 

ire planning and occupational choice. 


Personnel: the management of people at work. 

Perspectives. 448.242 

Perspectives and points of view. 838.609 

Perspectives on housing and urban renewal. 
301.54 

Pest war. 632.9 

Petersen's basic motorcycle troubleshooting. 
629.28775 

Petrarch to Pirandello. 850 

Petrarch’s Bucolicum carmen. 851.1 

Petrovka 38. 891.7 

Phage. 576.6482 

Phenology and seasonality modeling. 574.54 

Phenomenology and the problem of history. 
42. 

Philippine retrospective national bibliography: 
1523-1699. 016.915990 è 

Philippine studies: geography, archaeology, 
psychology and literature. 915.990072 

Philosophical teachings in the Upanisads. 
294.5921 

Philosophy as social expression. 190 

Philosophy looks to the future. 1Qt 

Phitorophy of geohistory, 1785-1970. 


Phones. 364.172 

Photo language stimulation for aphasic pazients. 
616.8552 

Photographs by Leif Skoogfors. 779.074001 eè 

Photography year. 770.15 

Physical biology of plant cell walls. 581.575 

Physical investigations in strong magnetic fields. 

Physical mechanisms in radiation biology. e 
574.191 5e 


Physics and chemistry of fission 1973. 539.762 . 


Physics for biologists. 530.024574 
x Physiological and: pharmacological biochemistry. 

574.19208 š 

Physiological pharmacology; a comprehensive 
treatise. 615.7082 

Physiology and genetics of reproduction. 
599.016 

Physiopathology and treatment of functional 
disorders. 616.08 

Physiopathology of cancer. 616.99407 

Pieces o° time (Bogdanovich) PBK 

Piedmont and Northern Railway. 385.09756 

Pilgrimage of western man. 914.03 


. Pilgrims of the stars (Roy) PBK 


Pioneers in the Arab world [by] Dorothy F. 
Vaness. 266.573209 

Pioneers of English learning. 370.902 

Pioneers of rocketry. 629.13338 

Pirate (Rubin) FIC 

Pirates in history. 910.453 

Pitt the younger. 942.073092 

Place of astronomy in the ancient world. 520.93 

Place with two faces (Mann) PBK 

Placenta; biological and clinical aspects. 612.63 

Plain taik about the holy spirit. 231.3 

Planet earth; readings from Scientific American. 
550.8 

Planners and local politics. 309.250973 

Planning and the corporate planning director. 
658.401 

Planning corporate manpower. 658.3 

Planning for cardiac care. 725.51 

Planning urban health services. 362.10973 

Plant and animal ways. 574.5 

Plasticity and recovery of function in the central 
nervous system. 616.8 

Play gin to win. 795.418 

Playgoer’s handbook to Restoration drama. 
822.409 

Plenty ocean, little land. 919.65 

PMO theory of organic chemistry. 547 

Poe and Chivers. 818.309 

Poems of Washington Irving. 811.2 

Poems (Thomas, Richard) PBK 

Poetically speaking. 811.54 

Poets and dreamers. 891.6208 

Poets & writers in Folsom prison. 808.8 

Poet’s eye. 808.1 

Poets’ riddles. 820.9 

Poisonous dwellers of the desert. 591.690979 

Polaritons. 539.7217 

Police personnel administration. 363.2 

Police; servants or masters? 363.20942 

Policy-making by plebiscite. 379.150973 

Polish land. 891.85 

Polish politics in transition. 320.943805 

Political change in the Philippines. 320. 959904 

Political corruption (Joseph) PBK 

Political culture and behavior of Latin America. 
320.98003 

Political development in Micronesia. 320.9964 

Political history of Japanese capitalism. 
330.95203 

Political issues in U.S. population policy. 301.31 

Political uses of sea power. 359.030904 

‘Politics and administratioA of land use control. 

309.250975 

Politics and crime. 320.9 A 

Politics and personal style. 320.9 

Politics of cultural despair. 943 

Politics of foreign aid. 327 

Politics of hope. 261.83 

Politics of Populism. 329.880097 

Politics of the budgetary process. 353.00722 

Pollution contro! in the organic chemical 
industry. 660.28 

Pollution, social interest and the law. 
344.420463 

Polyhydron models. 516.23 

Polynesian and Pakeha in New Zealand, 
education. 371.979940 

Polynesian cookbook. 641.5996 

Poor relief in England and Wales. 362.50942 

Poor Richard in France (Monjo} PBK 

Pope and his poetry. 821.5 

Popular music periodicals index, 1973. 
016.780973 

Population and its problems. 301.32 

Population, environment, and society. 303.31 

Population in economic growth. 301.32 

Population patterns of southwestern Michigan; 
301.329774 

Porcelain figurines. 666.58 

Portrait of the rails, ftom steam to diesel. 
385.360973 

Portraits of Christ. 242 





T AMERICAN BOOK PUBLISHING RECORD 


Positive background of Hindu sociology. 
913.3403 


. Possession and exorcism. 133.426 


Post Victorians. 920.042 

Post-mortem estate planning, 1974. 343.73053 

Postwar German culture. 943.087 

Postwar productivity trends in the United States, 
1948-1969. 338.01973 

Pottery and porcelain. 738.03 

Poverty and social casework seryices. 
362.50973 

Poverty in India. 338.954 

Power and authority in British universities. 
378.101094 

Power and process. 379.73 - 

Power and progress. 301.01 

Power of the modern Presidency. 353.032 

Power Play. 338.272 e 

Practical anatomy. 611 

Practical black bass fishing. 799.1758 

Practical chess endings. 794,123 

Practical Christian socialign. 335.7 

Practical conc man disease. 616 

Practical correspondence for colleges. 651.75 

Practical inorganic chemistry. 546.028 

Practical measurement of physical performance. 
613.7 

Practical quantum mechanics. 530.12 

Practical statistics & probability. 519.2 « 

Practical tennis book; strokes, strategy, and 
successful play. 796.342 

Practice of cardiac catheterisation. 616.12075 

Practicum of group psychotherapy. 616.8915 - 

Prairie preacher, 922.777 

Prayer is love. 248.3 

Precalculus mathematics with applications. 
$12.1 

Precious women. 920.72 

Prehistoric animals. 560 

Prehistoric foundations of Europe. 913.36 

Preliminary checklist of the writings of Ezra 
Pound, especially his contributions to 
periodicals. 016.81152 

Prelude to glory. 978.302 

Prentice-Hall 1975 Federal Tax course. 
336.202673 

Prepaid legal services. 362 

Preparation for the high school equivalency 
examination (GED) 373.1262 

Prescriptions for happier marriages. 301.42 

Preserve and protect (Drury) PBK 

President Kissinger (Rosenthal) FIC 

Presidential impeachment. 342.73062 

Presidential transcripts. 364.132097 

Pressure sensitive adhesives. 668.3 

Prevalences of mental retardation. 362.309492 

Preventing directors’ liability under the 
securities laws. 346.730666 

Preventive intervention in social work. 361 k 

Previous lady (La Tourrette) PBK 

Priest's secretary (McGettrick) FIC 

Primate aggression, territoriality, and @ 
xenophobia. 599.8045 

Primate odyssey. 599.8045 

Primate utilization and conservation. 619. 98 

Primer of multivariate statistics. 519.53 

Prince of Annwn (Walton) PBK 

Prince of journalists. 070.924 

Princess book. JUV 

Principles of educational measurement and 
evaluation. 371.26 

Principles of examining. 371.26 

Principles of medicinal chemistry. 615.7 

Principles of police patrol. 363.232 

Principles of thermodynamics. 536.7 

Printers andgtechnology. 331.881168 

Prisonew 7, Rudolf Hess. 943.086092 

Private dealings; modern American writers in 
search of integrity. 810.9005 

Private foundations and business corporations 
active in arts, humanities, education. 
338.477009 

Private letters from an American in England. 


Private lives of animals. 591,50222 

Private matter / (Ewing) JUV 

Probability and mathematical eS 319 

Probability theory. 519.209 ° 

Problem-oriented nursing. 658. 916107 . 

Problems and materials on Federal courts and 
civil procedures. 347.73205 

Problems and solutions in quantum chemistry 
and physics. 530.12 

Problems of balance of payments and trade. 
382.170973 


` DECEMBER 31,1974 ` 


Proceedings (Canadian Cancer Research 
Conference, 10th, Honey Harbour, Ontario, 
1973) 616.994 

Proceedings (European Congress on 
Ballistocardiography and Cardiovascular 
‘Dynamics, 8th, Ljubljana} 616.1 

Proceedings (European Microwave Conference, 
September 4-7, 1973, Brussels University, 
Brussels, Belgium) 621.3813 

Proceedings of the fifth International Congress 
of Nephrology, Mexico, 1972. 616.61 

Proceedings of the Fifth Lunar Science 
Conference. 559.91 

Proceedings of the Fifth Symposium on 
Engineering Problems of Fusion Research, 

“Princeton University, November 5-9, 1973. 
621.484 

Proceedings of the International Symposium on 
Nitrite in feat Products, held at the Central 
Institute for Nutrition and Fod Research 
TNO, Zeist, the Netherlands, September 10- 
14, 1973. 664.9 

Proceedings, seventeenth annual conference, 
Association of Collagen’ University 
Auditors. 658.15932 

Proclaiming the promise, 251.02 

Proclamation. 251 

Product design and process engincering. 
620.0042 . 

Prodyction and inventory control. 658.5 

Protessional army officer in a changing Society: 

Professional ethics and insignia. 061.3 

Profiles and caviar. 641.5 

Profits, growth and planning. 332.6 

Progamming and metaprogamming in the human 
biocomputer (Lilly) PBK 

Programmed college algebra. 512 

Programmed introduction to financial 
accounting. 657.48 

Programmed learning aid for basic facts on the 
energy crisis. 333.80973 

Programmed learning aid for basic principles of 
the Social Sciences. 300 - 

Programmed léarning aid for BASIC 
programming language. 001.642 

Programmed ‘mathematics for nurses. 615.076 

Progress in bioorganic chemistry. 547.13 

Progress in industrial microbiology. 660.28449 

Progress of poesy. 821.6 

Frogtessiyism and economic growth. 
336.240977 

Project surveying. 526.9 

Prolegomena. 230 

Promise. 891.7242 

Promoting your cause. 659.2 

Prophet in his own country. 133.80924 

Prose of the minor Connecticut wits. 818.208 

Prose poetry of Thomas de Quincey. 821.8 

Prospect of revolution in the U.S.A. 973.3 

Prospectus for college theory. 781 

Prostaglandins from Plexaura homomalla: 
ecology, utilization, and conservation of a 
majommedical marine resource. 551.460913 

Prostheses and rehabilitation after arm 
amputatign. 617.574 

Prostheses and tissue, the interface problem. 
617.95 

Protect yourself, your ay ae your property 
in an unsafe world. 621. 

Proto-Indo-European Pi "0. 7 

Proud Zion. 956.045694 

Pseudo differential operators. 510.8. 

Pseudo-science of B. F. Skinner. 150.19434 

Psychiatric examination of children. 618.928907 

Psychiatric-mental health nursing. 610.7368 

Peycaianig syndromes and modes of therapy. 


Psychiatric treatment in the community, 
362.210973 

Psychiatry in primary care. 616.89 

Psychic magic. 133.3 

Psychic phenomena. 133.8 

Psychic power of plants (Whitman) PBK 

Psycho-cybernetic principles for creative living 
(Maltz) PBK 

Psychoacoustics. 152.15 

Psychoanalysis of war. 355.02019 

Pryshoanalytic perspectives of movement. 


Psychoanalytic study of the child. 150.195 
Psychogeriatrics. 618.97689 

Psychology in relation to medicine. 150 
Psychology of blindness. 155.916 

Psychology of dementia praecox. 616.898207 

. Psychology of intergroup relations: conflict and 
consciousness. 301.18028 





Psychology of learning. 370.15 ae 

Psychology of nonviolence. 301.632019 

Psychology of school learning. 370.152 

Psychology of witchcraft. 133.4 

Psychophysical judgement and measurement. 
153.46 


Psychophysiology of Zen. 152.8 

Psychotherapy and behavior change. 616.8914. 

Public aid to nonpublic schools. 379.320973 

Public interest advocacy. 340.0973 

Public papers of Chief Justice Earl Warren. * 
347.732634 

Public relations for nursing homes. 659.293621 

Puerto Rican population of New York City. 
301.451687 


Puerto Rican press reaction to the United States,- 


1888-1898. 079.7295 

Puerto Ricans. 016.917306 

Puerto Ricans and educational opportunity. 
371.976872 

Puerto Ricans in New York City. 301.451687 

Pulpits to the north. 811.54 

Pulpwood editor. 051 

Puppet shows that reach & teach children. 
268.67 

Purushartha-siddhyupaya (Jaina-pravachana- 
rahasya-kosha) 294.482 

Purva mimamsa sutras of Jaimini: chapters I-III. 
181.42 

Putting knowledge to work. 020.1 

Puzzlement. 793.74 


Q 


Quack doctor. 615.533 

Quality control and industrial statistics. 
620.004501 

Quantrill and his Civil War guerrillas. 973.78 

Queen’s Folly (Thane) FIC 

Querelle / (Genet) FIC 

Questions in Parliament. 328.4205 

Quickies (Goldberg) PBK 


R . 


Race and slavery in the Western Hemisphere. 
301.449309 

Race differences. 572 

Racine in England. 842.4 

Radical response. 201.1 

Radicals in urban politics. 301.3609 

Radio operators license handbook. 343.730994 

Radio wave propagation and the ionosphere. 
621.38411 

Radiology for dental auxiliaries. 617.607570 

Radiology in oto-rhino-laryngology. 616.21008 

Railway atlas of Ireland. 912.138509 

Rain through the night (Bose) FIC 

Rainbow glass (Dwyer-Joyce) PBK 

Raise up off me. 786.10924 

Ramon Gomez de la Serna. 868.6209 

Rapid auto tuneup & groubleshooting. 
629.28722 

Rare and expensive postcards. 769.5 

Ray Bradbuty companion. 016.81354 ° 

Reaching out. 362.293 

Reactions on polymers. 547.28 

Reader’s adviser; a layman’s guide to literature. 
016.42 

Reader’s handbook to Proust. 843.912 

Reading and the gifted child. 371.953 

Reading diagnosis kit, 428.42 

Reading for rhetoric: applications to writing. 
808.04275 

Reading Nabokov. 813.54 

Readings in curriculum and supervision. ` 
375.0008 

Readings in descriptive bibliography. 001.552 

Readings in economics. 330.08 

Readings in human development. 158.1 

Readings in macroeconomics. 339 

Readings in managerial psychology. 658 

Readings in science education for the 
elementary school. 372.35 

Ready-made bulletin boards for elementary 
schools. 372.13356 $ 

Reagents for Organic Synthesis. 547.301 

Real estate and the environment, 1974. 
346.73045 


Rea! estate investment for institutional investors. 


343.730437 
Real estate securities. 346.73092 


REVITALIZE YOURSELF! 613.7 


Real lace: America’s Irish rich (Birmingham) 
PEK 

Real thief (Steig) PBK 

Rebellion, revolution, and armed force. 301.592 

Recapitulated fall. 809.02 

Recent acquisitions and promised gifts: 
sculpture, drawings, prints. 709.407401 


. Recent advances in physiology. 612 


Recent contributions to geochemistry and 
analytical chemistry. A . I. Tugarinov, editor. 
551.9 

Recent discoveries relating to the life and works 
of William Shakspere. 822.33 

Recent work in rural arehacology, 913.362 

Recipe for survival. 641 

Recognition of facial cian A 152.4208 

Recollections and reflections. 780.8 . 

Recollections of an ecologist on the origins of 
the Natural Resources Council of America. 
333.720627 

Recollections of Robert Louis Stevenson in the 
Pacific. 828.809 

Recollections of Sir Walter Scott, bart. 828.709 

Reconciliation and hope. 234 

Record and tape reviews index. 789.913101 

Recycling resources. 301.31 

Red pear garden. 895.12508 

Red tigress. 812.54 

Red, white and blue in the face (Cox) FIC 

Redbird affair (Stevens) FIC 

Reef and beach life of New Zealand. 574.9931 

Reform movement in China, 1898-1912. 951.03 

Refurbishing antiques. 702.8 . 

Rehabilitation in Israel. 362.85 

Reincarnation of Peter Proud (Ehrlich) FIC 

Relation of selected trace elements to health and 
disease. 612.015240 
gelief sculpture. 731.8 

Religion and philosophy. 110 

Religion for our time. 248.482 

Religion of Jeremiah. 224.2066 

Religion of the Samurai. 294.3927 

Reluctant Cinderella (Ames) FIC 

Reluctant reformation: on criticizing the press in 
America. 174.9097 

Reluctant republic: Vermont, 1724-1791. 
374.302 


Relunctant queen (Haycraft) PBK 

Remarks on the two last chapters of Mr. 
Gibbon’s History, 1778, and A reply to Mr. 
(Gibbon’s vindication, 1785, 907.2024 

Remember the days. 917.306924 

Renaissance. 914.5035 

Renaissance France, 1470-1589. 840.9 

Rene; the biography of a schizophrenic. 

` 616.8982 

Repairing antique clocks. 681.113 


-Repaso de gramatica. 468.242 


Report on the island of Porto Rico. 917.295034 

Reprisals: rituals, rules, rationales. 341.58 

Reproduction in farm animals. 636.08926 

Reproductive behavior. 599.056 

Requim for a cop (Miller) PBK 

Research for marketing decisions. 658.83 

Research in parapsychology 1973. 133.8 

Research strategies in psychotherapy. 616.8914 

Researcher’s guide to iron ore. 016.5533 

Resource economics. 333 

Resource guide. 268 

Resource guide for secondary school teaching: 
planning for competence. 373.3 

Respiratory medicine. 616.2 

Respiratory physiology. 599.012 

Restless quest. 230 

Restoring first century evangelism. 269.2 

Resurrection of the body (Alexander) PBK 

Rethinking educational equality. 370.19 

Rethinking our priorities. 262.001 

Rethinking rece and group relations work: from 
philosophy to practice. 301.451042 

Retreat from love. 843.912 

Retreat from sanity. 616.39 

Reuven Rubin. 759.95694 

Revelation systematically studied. 228.07 

Reverberations: interviews with the world’s 
leading musicians. 780.922 

Review of medical pharmacology. 615.1 

Review of pathogenic microbiology. 616.01 

Rev-ews in Macromolecular chemistry. 547.84 

Reviews of George Gissing. 823.8 

Revision of the South American genus 
QOdontoderes (Coleoptera, Curculionidae, 
Cholinae) 500.908 

Revision of the suborder Synziph osurina 
(Chelicerata, Merostomata} 500.908 

Revitalize yourself! 613.7 


REVOLT OF “MOTHER” AND 


Revolt of “mother” and other stories (Freeman) 

T 

Revolt of the cockroach people (Acosta) PBK 

Revolution & counter-revolution in Spain, 
including The civil war in Spain. 946.081 

Revolution and mass democracy. 944.063 

Revolutionary tracings. 335.430973 

Rhetoric of irony. 801.95 

Rhetorical criticism. 809.93522 

Rheumatoid arthritis. 616.72 

Rhythm: an annotated bibliography. 016.78162 

Ribbon flowers, paper flowers. 745.5943 

Riddle of Dr. Mudd. . 364.131092 

Riddle of MacArthur. 327.7305 

Ride the rattler to romance (Northeutt) FIC 

Right to read and t®? Nation’s libraries. 027.6 

Rights and wrongs of abortion. 301 

Rights of suspects (Weinheimer) PBK 

Rights of women. 346.73013 

Rijksmuseum of Amsterdam and its paintings. 


9.074 

Riley Rill (Newbolt) JUV 
Rings and categories of modules. 
Rings of destiny. 947.084 
Rise of Adventism. 286.773 
Risk management. 658.15 
River of the West. 338.3729 
Riverfinger women / (Nachman) FIC 
Roads to consciousness. 809.93352 
RoberteLouis Stevenson. 828.809 
Robert Schumann. 780.924 
Robot®are coming. 001.535 
Rock a bye daddy. 812.54 
Rock and roll retreat blues ia) PBK 
Rock ’n’ roll woman. 784.0922 
Rocket book / (Newell) JUV 
Rocks & minerals. 549 
Rodogune. 842 
Roger Caras nature quiz book (Caras) PBK 
Roger Kaputnik and God (Berg) PBK 
Role of the computer in economic and social 

research in Latin America. 300.183 
Rolling Stone reader. 081 
Roman Army from Caesar to Trojan. 355 
Roman coins. 737.4937 
Roman experience. 913.37032 
Roman Gabriel, outstanding pro. 796.332092 
Roman Ostia. 913.376 
Romans and their empire. 913.3703 
Romanticism in Shakespearian comedy. 822.33 
Rome before Avignon. 945.04 
Room of delight. 635.982 
Rosa Luxemburg; selected pojitical writings 

(Luxemburg) PBK 
Rose-lover’s guide. 635.903337 
Ross and Tom. 812.5409 
Round and about the book-stalls. 020.75 
Rousseau; stoic and romantic. 320.50924 
Royal parks for the people. 914.21 
Rubber springs design. 621.824 
Rudyard Kipling. ` 828.809 
Rules for raising kids. 649.1 
Rules of civil procedure annotated. 347.76905 
Runaway (Neigoff) JUV 
Rural srotest. 301.4443 
Russia unveiled. 914.70384 
Russian Jewry reader. 914.706924 
Rust. 811.54 


512.4 


S 


S.P.G. papers in the Lambeth Palace Library. 
016.2663 

Sacrament of peace. 252.53 

Sacred literature. 809.9352 

Sacred officials of the Eleusinian Mysteries. 
913.385 

Saint-watching. 235.2 ° 

Saints in buckskins (Wick) FIC 

Sales. 346.73072 

Salmagundi, second series. 818.307 

Samaysara (The soul-essence) 294.48 

Samkhya philosophy, containing D Samkhya- 
pravachana sutram. 181.41 

Samoan tangle. 327.9613 

Sampler of wayside herbs. 635.7 

Samuel Taylor Coleridge. 821.7 

San Francisco at your feet. 917.94045 

Sandalwood Mountains. 919.690695 

Sanitary landfill technology. 628.445 , 

Santos and saints. 235,2 

Saracen gardens (Simmons) PBK 

Sartre and the sacred. 142.7 

Satan in the Sanctuary. 296 

Satan, sorcepy, and sex. 133.42 5. ue 


909 p 
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Satan’s been cross since Calvary. 243 

Satan's spring (Nichols) PBK 

Satellites in Eastern Europe. 320.947 

Sauce is a soup is a stew ... and other 
relationships in-the kitchen. 641.5 

Scaling. 300.182 

Scars make your body more interesting / (Jaffe) 
FIC 

Schiller: a master of the tragic form. 831.6 

School inequality and the welfare state. 
379.10973 

School upon a hill. 370.974 

Schoolcraft’s Indian legends from Algic 
researches. 398.209701 

Schools, society, and mastery learning. 
371.102 

Schools without counselors. 371.4 

Schur subgroup of the Brauer group. 510.8 

Science and technology. 500.216 

Scienco and technology of surface coating. 

Science fiction of Isaac Asimov. 813.54 

Science for the elementary school. 372.35044 

Science of society and the unity of mankind. 
301 

Scientific basis of Krsna consciousness. 
294.5175 

Scientific procedures. 501 

Scotswoman (Fletch) PBK 

Scott bicentenary essays. 828.709 

Scott, Hazlitt, and Napoleon. 820.93 

Scottish ballads. 821.04 

Scottish tradition. 914.1 

Scrapbook of Katherine Mansfield. 828 

Sculptured garland. 821.7 

Search for Joseph Tully (Hallahan) FIC 

Seascapes; inspiration and meanir.g drawn from 
the serenity of the sea. 811.54 

Seashells. 594.047 

Seaside architecture. 914.2 

Seasons of discovery. 811.54 

Second American revolution. 309.173092 

Second Chinese revolution. 320.95105 

Seconc course of electricity. 537 

Second fiddle (Finner) FIC 

Secret challenge (Qelstiorpe) PBK 

Secret garden. x 

Secret life of plants omplin) PBK 

Secret of the missing footprint (Whitney) PBK 

Secrets of Houdini. 793.80924 

Sectarianism and religious persecution in China. 
200.951 

Seeds of silence. 811.54 

Selected essays and passages. 824.8 

Selected poems (Brodskii, Iosif. 891.7144 

Selected poems / (Watson, Robert. 811.54 

Selected writings of Walter Pater (Pater) PBK 

Selecting library materials. 025.2 

Selection and use of terminals in on-line 
systems. 001.64404 

Selections from Catullus. 873.01 

Selections from Pliny’s letters. 376 

Selective bibliography for the study of English 
and American literature. 016.82 

Selenium. 546.7241 

Self. 153.72082 

Self-assessment of current knowledge in 
psychiatry. 616.890076 

Self-correcting problems in investment 
management. 332.60151; 332.678" 

Self-directing introduction to psychological 
experimentation. 150.28 

Self-earth ethic (see) 372.357 

Semantics and communication. 422 

Semigroups. 512.2 

Separate place. 917.9469 

pyre ks series, probability, and statistics. 
519.2 

Sermon outlines from the psalms. 251.02 

Serving justice. 347.7326 

Sesame Street book of opposites with Zero 
Mostel (Mendoza) JUV 

Settlement of structures. 624.1513 

Seven states of consciousness. 135 

Sew it yourself. 646.43 

Sex and behavior. 596.056 

Sex and society in Nazi Germany (Bleuel) PBK 

Sex discrimination in employment. 344.730113 

Sex handbook. 612.6007 

Sex objects in the sky. 387.742 

Sex power and health for the middle-aged and 
sènior. 613.95 

Sex roles in law and society. 346.73013 

Sexual awareness. 616.8583 

Sexual life in ancient Greece. 392.60938 

Sexual revolution. 301.41 

Shady side of America. 329.00973 
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Shaft’s carnival of killers (Tidyman) PBK 

Shakes, quakes, and shifts. 551 

Shakespeare coat-of-arms. 822.33 

Shakespeare in Spain. 822.33 

Shakespearean frauds. 822.33 

Shakespeare’s garden., 822.33 

Shakespeare’s handwriting. 822.33 

Shakespeare’s Measure for measure. 822.33 

Shakespeare’s sonnets. 821.3 

Shakespeare’s use of song, with the text of the 
principal songs. 822.33 

Shakespearian quotations in everyday use. 
822.32 

Shakspere’s debt to Montaigne. 822.33 

Shana Alexander’s State-by-State guide to 
women’s legal rights. 346.73013 - 

Shape enduring mind. 811.54 

Shape of the Puritan mind. 230.590924 

Sharing my world. 155.408 e 

Sharpnel and a poet’s year. 811.54 

Shattered mind. 616.85 

Shear in reinforced concrete. 620.13745 

Shelley & his poetry. 821, 

Shelley at Oxford. 8 

Shelley's later poetry. 821.7 

Shells. 594.047 

Sherpa, Himalaya, Nepal. 915.49604 

Shiatsu therapy. 615.822 

Shikimate pathway. 574.19296 

Shinto. 299.561 . 

Ships names. 623.82009 

Shipwreck (Cumberlege) JUV 

Shoal of time. 996.9 

Shockwave rider / (Brunner) FIC 

Shoot me a biscuit. 917.803 

Shoot! (Si gira) (Pirandello) FIC 

Shop fronts. 729.1 

Shopper’s guidebook to life insurance, health 
insurance, auto insurance, homeowner’s 
insurance, doctors, dentists, lawyers, pensions, 
etc. 368 

Short course in calculus with applications. 515 

Short history of English literature. 820.9 

Short textbook of clinical biochemistry. 616.07 

Shorter Latin primer. 475 

Siddhanta darsanam of Vyasa. 294.59 

Sidney Smith’s The Gumps. 741.5973 

Siege (Miller) PBK 

Siege of Calais (Tencin) FIC 

Sienese painting of the Trecento. 759.558 

Sievers’ law and the evidence of the Rigveda. 
491.1 

Signal detection theory and psychophysics. 
152.1 


Silent misery. 301.42 

Silent movies, a picture quiz book. 791.430292 

Silent victory. 940.5451 

Silent walls (Roby) PBK 

Silk ladder and other stories (Cross) FIC 

Silken net / (Bragg) FIC 

Silver Bullet Gang / (Bickham) FIC 

Silver pieces. 811.54 

Silver visits the attic (Hectus) JUV 

Simon de Montfort, Earl of Leicester, 1288- 
1265. 942.034092 

Simple messages on Romans. 234 @ 

Simplicities. 811.54 

Simplifying office work. 651.32 

Single girl (Danby) PBK 

Singular images. 779.0924 

Sinism. 181.11 

Sir Gawain and the Green Knight. 821.1 

Sir John Betjeman. 016.821912 

Sir ae Sidney, representative Elizabethan. . 

21. 


Sistercelebrations. 264 

Sisters / (Smidovich) FIC 

Sitting Bull. 970.3 

Siva samhita. 294.59 

Ski touring. 796.93 

Skin tumors of the foot. 616.99277 
Sky gods. 704.949398 

Sky kill (Da Cruz) PBK 
Slaughter’s way (Edson) PBK 
Slavery and race. 301.449309 
Slide libraries. 025.1773 

Smal] craft. 623.8202 

Sma‘]-group instruction. , 371.37 
Smart golf. 796.352 

Smiles, nods, and pauses. 372.6044, 
Smugglers (Petersen) PBK >» 

So goes Vermont. 333.709743 

So run your race. 811.54 

So you have a pain in the neck. 617.539 
So you think you’re crazy? 150 
Soaring cross country. 797.55 
Social conscience of business. 658.408 
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Social criticism of Stephen Leacock. 818.5208 
Social experimentation: a method for planning 
and evaluating social intervention. 300.18 
Social images and process in urban New Guinea. 
309.1 
Social R and marketing. 300.72 
Socialist thought in modern India. 335.00954 
Society's reaction to victimization. 364. 
Sociological aspects of drug dependence. 


Sociological observation. 301.0723 

Sociologists of the chair. 301.0973 

Sociology and development. 301.509172 

Socio-technical design; strategies in 
multidisciplinary research. 301.183207 

Sodom and Gomorrah business (Malzberg) PBK 

Softball rules in pictures. 796.3578 

Soil fertility and fertilizers. 631.42 

Solid state Physics. 531.7; 539.08 

Solid state reactions. 541.042} 

Solid state: X-ray spectroscopy. 530.41 

Solitaire chess. 794 

Solving problenis in mistry. $40.76 

Some aspects of vacu itraviolet radiation 
physics. ‘544.65 

-Some famous medical trials. 345.4202 

Some new letters of Edward FitzGerald. 821.8 

Some philosophical aspects of poetry. 808.1 

Something personal. 811.54 

Song of corpus juris (Hensley) FIC 

Songs and lyrics from the English playbooks. 
821.04 

Songs of Mririda, courtesan of the high Atlas. 
893.3 

Sonic Slave (Kenyon) PBK 

Sonnet in England, and other essays /by J. 
Ashcroft Noble. 821.009 

Sons and daughters (Johnston) PBK 

Soto. 730.924 

Soul's end (Carroll) PBK 

Sound. 534 

Source book in medieval science. 509.4 

South Asia. 016.9159 

Southern Europe. 914 

Southern negro nun. 922.2763 

Southwestern cookery ; Indian and Spanish 
influences. 641.5 

Soviet-Asian relations. 327.4705 

Soviet impact on world politics. 327 

Space age fire fighters. 628.925 

Spanish borderlands. 972 

Spanish speaking in the United States. 
016.917306 

Spanish terror. 946.04 

Speech communication: a basic anthology. 

1.5 


Speed script secretarial shorthand: theory. 
2 
Spendable income. 339.41 
Spenser. 821.3 
Spicy lady (Daley) PBK 
Spies on the Devil’s belt (Haynes) JUV 
Spirit. 9231.3 
Spirit of '76. 973.3 
Spirit of Buddism today. 294.3 
Spiritual psychology. 212.5 
Spirituality of John Calvin. 230.420924 
Spoilage. 940.547273 
Spokane, Portland the Seattle Ry. 385.09795 
Sports literature. 796 
Sprouts to grow and eat. 641.63 
Square-to-square golf in pictures. 796.3523 
Sri Narada Pancharatnam. 294.592 
“SS Regalia (Pia) PBK 
Bete oe and generalised homology. 
2 
Staff development in organizations, 658.31243 
Stage Mother (Miller) F 
Stained glass of William Moni and his circle. 
748.592 
Stamos. 759.13 
Stamp duty of Great Britain and Ireland. 769.5 
Stand on it (Ace) PBK ° 
Standard directory of advertisers. 659.102573 
Standards relating to the administration of 
criminal justice. 345.7305 
Star child (Stewart) FIC 
Star spangled crunch (Condon) PBK 
Stars cast no shadows (Hegner) PBK 
Stars will judge (Greenfield) PBK 
Starting with tropical fish. 597.09 
State government reference publications. 015.73 
State succession relating to unequal treaties. 
341.26 
Statistical design of fatigue experiments. 
620.112 


Statistical theory of the analysis of experimental 
designs. 319.5 
Statistics for management and economics. 519.5 


_ Status cf Puerto Rico. 309.17295; 309.172950 


Steam locomotive. 625.261 

Steam locomotives of the East African railways. 
625.251096 

Steamers, schooners, cutters, and ‘Moon. 
779.370924 

Steel industry in post war Britain. 338.476720 

Stencil duplicating systems. 686.4 ` . 

Stendhal. 848.709 

Step towards an integrated computer aided 
design system for the architect/planner. 
729.02854 `~ 

Stewardship without failure. 254.8 

Stiletto signature- (Messmann) PBK 

Stochastic models in biology. 574.0182 

Stone Island (Boynton) PBK 

Stonewall Brigade. 973.742 

Stool pigeon chronicle, 320.4 

Store / (Isaacson) FIC 

Stories of childhood (Bjoland) JUV 

Stories of five decades (Hesse Hermann} PBK 


. Stories of Jésus. 232.901 


Story behind The Exorcist. 791.437 

Story o? a boy (Jefferies) FIC 

Story o? Christmas for children. 232.921 

"Story o? Triumph sports cars. 629.22 

Story of Yiddish literature. 839.0909 

Story world (Tooze) JUV 

Strains in international finance and trade. 
91 


Strange bedfellows (Scortia) ‘PBK 
soe career of Bishop Sterling (Roberts) - 


Stranglehold (Knapp) PBK 

Strategic issues in marketing. 658.8 

Strategic planning of managemént information 
systems. 658.403 

Strategizs against poverty in erie 338.973 

Strategy for the future. 321.0: 

Street bikes. 629.2275 

Street markets around the world. 381 

Strength for tomorrow. ae 20973 

Strictly speaking. 301.2 

Strikes :n France, 1830-1968. 331.892944 

Stroke of light. 811 52 

Structure and imagery in Ancrene Wirse. 
808.888 

Structure and texture of Beowulf. 829.3 

Structure of mitochondria. 574.8734 

Structure of positive sentiment. 301.18028 ` 

Struggling upward (Alger) PBK 

Stuart Legacy (Kerr) PBK 

Student guide to accompany Precalculus 
mathematics, a functional approach. 512.1 

Student's atlas of flowering plants. 583.0446 

Students guide to conducting social science 
research. 300.72 

Studies in electric utility regulation. 338.433636 

Studies in ice physics and ice engineering. 

20.416 

Studies in Jewish jurisprudence. 340.5 

Studies in mathematical physics. 530.15 

Studies in medieval and Renaissance history. 
901.92082 

Studies in optimizatign. 515 

Studies in the first six Upanisads. 294.5921 

Studies in the Septuagint. 221.48 

Studies in the Vedanta sutras of Badarayana. 
181.48 

Study o? Anglo-American settlers in Los 
Angelzs County previous to the admission of 
California to the Union. 917.949306 

Study o? economic change in two South 
Carolina coastal counties, Georgetown and 
Horry. 330.975787 

Study o? oral interpretation: theory and 
comment. 808.5 

Subject collections. 026.000257 

Subject Guide to Books in Print. 015.73 

Subject Guide to Children’s Books in Print. 
628.52 

Subliminal seduction (Key) PBK 

Sudeten problem, 1933-1938: Volkstumspolitik 
and the formulation of Nazi foreign policy. 
327.430437 

Suffering. 231.8 

Suffragists and Liberals. 324.30942 


' Sugar esters. 661.83 


Sugars in nutrition. 641.13 

Suiting everyone. 687.105 

Sukraniti. 320.1 

Summer of the swans (Byars) P 

Sun Yat-sen versus communism. BK 041092 
Sunlight 372.35044 
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Sunshine boys. 812.54 

Sunshine makes the seasons. 525.5 

Sunshine muse; contemporary art on the west 
coast. 709.794 

Super catalog of car parts. and accessories, 
338.476292 

Super crooks (Williams) PBK 


‘Super-psychic (Godwin) PBK 5 


Super star (Gillette) PBK 

Superdude (Craig) PBK 

Superfluid-hydrodynamics. 530.4 

Supermarket handbook (Goldbeck) PBK 

Supernatural (Hill) PBK 

Supernaturals among Carolina folk and thejr 
neighbors. 398.042097 

Surgery annual. 617 %g 

Surgery for dental students. 617 

Surgery in acute coronary problems. 617.412 

Surgical disease in pregnancy. 618.3 

Surprise of excellence: modern essays on Max 
Beerbohm. 824.912 

Survival in the sexist jungle. 331.133 

Survival scrapbook. 613.69 

Survive the savage sea. 910.091641 

Suspended solids in water. 551.4601 

Suzuki singles and twins. 629.28775 

Svetasvatara Upanisad. 294.5921 

3wede-Finnish short stories. 839.7201 

Sweet and bittersweet. 811.54 

Sweet desperations (Jackson) FIC e 

Sweet illusions (Regberg) FIC 

Swimming techniques in pictures. 797.2 @ 

Swinburne. 821.8 . 

Swiss secret (Messmann) PBK 

Symbolic tendency in Irish renaissance. 822.009 

Symbolist aesthetic in France, 1885-1895. 
840.915 

Symmetry and strain-induced effects in 
semiconductors. 537.622 

Synagogue through the ages. 296.65 

Synaptic organization of the brain. 612.82 

Synthesis of amino acids and proteins. 
574.19208 

Synthetic production and utilization of amino 
acids. 661.894 

System and function: toward a theory of society. 


System of logic ratiocinative and inductive. 167 

Systematic contraception. 613.94 

Systematic discography. 025.348 

Systems engineering and management. 620.72 

Systems i in teaching and learning. 371.102 

Systems, networks, and computation: 
multivariable mefhods. 003 


T 


Table talk with the recent god. 242 

Tacitus, selections from Agricola. 870.01 

Tackle craft. 688.79 

Tahkemoni of Judah al-Harizi. 892.412 

T'ai chi chih. 796.8159 

Tait[t]iriya Upanisat. 294.5921 

Taittiriya-Pratisakhya. 181.48 

Take hold. 811.508 

ard of Pelham one two three (Freedgood) 
BK 

Takis Papatsonis. 889.132 

Tale of Mr. Jeremy Fisher / (Potter) JUV 

Tale of two bad mice / (Potter) JUV 

Tales, epistles, odes, fables, &c. 821.5 

te of horror and the supernatural (Liebman) 


Tangi (Ihimaera) FIC 

Tannhauser: poet and legend. 831.2 

Tapestries of the Lowlands. 746.39492 

Targets and syntactic change. 435 

Tattvarthadeigama sutra. 294.482 

Tax and estate planning for the multinational 
individual. 343.053 

Tax losses. 343.73052 

Tax planning manual. 343.7304 

Taylors of Ongar, an analytical bio-bibliography. 
011 . 

Teacher education at the crossroads. 371.122 

Teaching composing. 808.04275 

Teaching for thinking in high school social 
studies. 300.712 

Teaching gymnastics and body control. 796.41 

Teaching history with film. 907.8 

Teaching reading. 372.41 

Teaching reading as concept development: 
emphasis on affective thinking. 428.407 

Teaching the basie medical sciences, human 


wiology. 612.00711 
. 
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Teaching the bilingual. 371.97 . 

Teaching the young child. 372.13 

Teaching today: tasks and çhalignpes: 
371.10208 

Teamsters Union. 331. 881138 

Technical and vocational teacher-education and 
training. 607 $ 

Technique of T. S. Eliot. 821.912 ` 

Technique of the modern English novel. 
823.91209 

Techniques and approaches in marital and 
family counseling. 362.82 

Techniques of basketry. 746.41 

Techniques of extension of analytic objects. 

15.9 

Techniques of writing*business letters, memos, 
and reports. 651.74 

Technological aspects of the mechanical 
behavior of polymers. 548.84 

Technology of industrial materials. 620.11 

Teenage nutrition and physique 613.7043 


` Telemachus Friend. 812.54 


Tell it to the birds (Chase) PBK 

Ten exciting minutes (Kramer) JUV 

Ten’ keys to modern Japanese flower 
arrangement. 745.92252 

10 teachings. 230 

Tender is the night-notes. 813 

Tennis for schools. 796.34207 

Tennysgn. 821.8 

-Tents to city sidewalks. 910.091749 

Ternarg chalcopyrite semiconductors growth, 
electronic properties, and applications. 
§37.622 

Testimony of the spade-(Bibby) PBK 

Tetrahedrally bonded amorphous 
semiconductors, Yorktown Heights, 1974. 
$37.622 

Texas lost mines (Rascoe) FIC, 

Textbook of anatomy. 611 

Textbook of pollen analysis. 582.0463 

Textual gga of the Old Testament. 


Thackeray’s haunts and homes. 823.8 

Thanksgiving treasure (Rock) JUV 

That cold day in the park Mies PBK 

That noble cabinet. 027.4 

The other room (Deal) F fe 

„The Unemployed. (1930-1932) 331.137973 

‘Theater East and West. 792.095 

Theatre book of the year. 792.0973 

Them next door. 812.54 

Thematic history of Indonesiap poetry: 1920 to 
1974. 899.22112 . 

Theology and body. 233 

Theology of failure. 241 

Theology of the New Testament. 225.66 

Theophilus North (Wilder) PBK 

Theoretical and applied mechanics, 531 

Theoretical aspects of aging. 599.0372 

Theoretical issues in victimology. 364 

Theory and explanation in international politics. 
327.09 


* Theory of elementary atomic and molecular 


processes in gases. 533.2 
Theory of international law. 341.01 
Theory of literary criticism. 801.95 
Theory of relativity. 530.11 
Theory of science. 160 
There none embrace / (Shroyer) FIC 
There was an old lady. 808.0681 
Thermoanalytical techniques. 543.086 


.,rhermodynamics and heat power. 621.402 


- They call me the showbiz priest (Perrella) PBK 


They had faces then. 791.430280 

They loved the land. 574.0922 

They’re off! 798.401 

Thinking about God. 230 

Thinking and reasoning. 160 

Thirteen days of Christmas / (Overten) JUV 
This gift is mine. 234.1 

This is ballroom dance. 793.33 

This is horse racing. 798.43 

This is your captain speaking. 387.742 

“This poetick liturgie” 821 

This time (Gauch) JUV e 
Thistle and the rose (Hibbert) PBK 

Thomas Carlyle and the art of history. 

907.2024 

Thomas Hardy. 823.8 

Thomas Hardy and history. 823.8 

Thomas Heywood. 822.3 

Thomas Jefferson. 973.460924 
«Thomas Jefferson & Alexander Hamilton. 

973.40922 

Thomas Mann; the uses of tradition. 833.912 
Thomas Manns Tonio Kroger (Mann) FIÇ æ 


224 í . 





Thomas Merton, monk. 271.125024 

Thorn of a rose: Amy Lowell reconsidered. 
:811.52 

Thought and character of William James. 191 


* Thought for every day. 242.2- 


Thoughts on the nature of the grand, apostacy, 
1781. 937.060720 

Thousand sentences. 428 

Taree ee of the late Alfred, Lord Tennyson. 
82 

Three at Wolfe’s door (Stout) PBK 

Three roads (Millar) PBK 

365 ways to cook pasta. 641.822 

Three strong women (Stamm) JUV 


+ Three works by the Open Theatre. 812.5408 


$3,000,000 turn-over (Curtis) PBK 

Through the fields of clover (De Vries) PBK 

Thunder rock (Allen) PBK A 

Tickets for a prayer wheel. 811.54 

Tied to Masonic apron strings. 366.10207 

Tiffany Caper (Purtell} FIC 

Tiger nanny (Williams) JUV 

Tillamook Indians of the Oregon coast. 

Time and time again. 812.54 

Time research: 1172 studies. 

Time to speak. 808.5 

TimeForms beyond yesterday and tomorrow. 
301.24 

Timeless earth. 901.9 

Tinonc, son of the Cajun Teche / (Olivier) FIC 

Titius and Bertha ride again. 241.042 ~ 

To find a place. 811.54 

To hang a witch (Wissmann) PBK 

To join with the eagles. 629.133343 

To Z picture book (Fujikawa) JUV 

Today’s moral problems. 301.417973 

Together, they built a mountain. 296.650974 

Tools that teach. 371.32 

Topics in analysis. 510.8 


970.3 
016.153753 


. Topics in blood banking. 615.6507 


Topics in energy and resources. 333.7 
Topology and normed spaces. 514 
Toronto, no mean city. 971.307135 
Touch of eternity (Darlton) PBK 
Touches of sweet harmony. 808.1 
Touchstones of reality. 291 

Toward Stendhal. 843.7 

Toward the one. 181.45 

ee the splendid city: Nobel lecture. 


Towards standards of criticism. 801.95 

Towards tomorrow’s linguistics. 410:8 

Towards understanding the intrinsic in body 
movement. 152.3 

Tower room / (Roby) FIC 

Trace metals in water supplies. 628.16 

Trachtenberg speed mathematics self-taught. 
513.2076 

Trade names dictionary. 658.827097 

Tradition and romanticism. 821.00914 

Traditional aikido. 796.8154 

Traditional lace making. 746.22 

Train for Jane (Klein) JUV 

Training the versatile gun dog. 636.70886 

Training your retriever. 636.752 

Transceiver. 812.54 

Transfer and storage of eneggy by molecules. 
539.6 


Transformation and identity. 617.52 

Transport revolution from 1770. 380950942 

Transportation and the disadvantaged. ’ 
388.40973 

Treasure hunting. 622.19 

Treasure island & kidnapped notes. 823.89 

Treasure Island (Stevenson) PBK 

Treasure of the Great Reef. 910.091657 

Treasure trove. 016.910453 

Treasury of witchcraft and devilry. 133 

Treating the obese. 616.39806 

Treatise on disputed handwriting and the 
determination of genuine from forged 
signatures. 364.122 

Treatise on the criminal law as now 
administered in the United States. 345.7305 

Treatment and disposal of wastewater sludges. 
628.354 

Treatment of hand injuries. 617.1 

Treatment of shock: principles and practice. 

1 


Trees of the good earth. 634.96 

Tribal dancing and social development. 793.31 
Tributes to Mark Tobey. 759.13 

Trilogy / (Ethridge) FIC. 
Trimethoprim-sulfamethoxazole. 612.22 
Triumph of Horus. 893.1 
Tropical fish. 639.34 

Tropical geomorphology. 551.40913 
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: Tropical health Science. 613.113 


Troubled house (Booton) PBK ' 

True story of a drunken mother / (Hall) FIC” 

Truro, Cape Cod, as I knew it. 917.4492 

Truth about Dracula. 133.423 * ` 

Truths that transform. 230 

Trying sociology. 301 ' 

Tryst (Thane) FIC, 

Tudor portraits: success and failure of an age. 
920.042 

Tunnel. JUV 

Turkey-track rampage (Haning) FIC 

Turn again to life. 248.4 

TV movies (Maltin) PBK 

TV: the most popular art. 791.450973 

Tvorcheskie raboty uchenikov Tolstogo v Yasnc? 
Polyane. 372.6 

Twelve days of Christmas cookbook. 641.568 

Twelve sermons on conversion. 2520 

Twelve sermons on repentance. 252 

Twelve sermons on various subjects. 252 

Twenties. 909.822 

Twentieth century ethics. 

28th book of Deli cro: 
PBK 

24 ways to improve your teaching. 371.102 

26 riddles from A to Z. 398.6 

Twin stars’ of China. 951. 042 

Two boys. 155.4 

Two creation stories in Genesis. 222.11 « 

Two-Eyes (Gordon) PBK 

201 Swedish verbs fully conjugated in all the 
tenses. 439.75 

Two if by sea or the magic of three (Criss) JUV 

Two men round the moon (Lewis) JUV 

Two worlds of Peggy Scott (Daniels) PBK 


U 


70.9 . 
puzzles (Rafferty) 


UCC as it affects bank transactions. 346.73082 

Uffizi of Florence and its paintings. 069. 074 

UFOs explained. 001.942 

Uists and Barra. 914.117 

Ultra-psychonics: how to work miracles with the 
limitless power of psycho-atomic energy. 133 

Ultrastructure of sensory organs. 596.0188 . 

Unbeatable five (Cox) JUV 

Uncle Cam. 266.023092 

Unale Sam’s 200th Birthday Parade (Shapiro) 


Underdevelopment and industrialization in 
Tanzania, 338.9678 

Underground man (Meltzer) PBK 

Understanding & controlling air pollution. 363.6 

Understanding corporate reports. 658.1512 

Understanding economics. 330 

Understanding natural deduction. 162 

Understanding the New Testament. 225.6 

Understanding understanding (Osmond) PBK 

Understanding your cat. 636.8 

Undesirable company / (Ryck) FIC 

Unequal shares. 339.209 

Unfolding of Neo- Coana: 181. 09512 

Unger’s guide to the Bible. 220 e 

Unipotent algebraic groups. 510.8 

United Nations. 341.23 

U.S. & Soviet policy in the Middle East 1957- 
66. 327.73 

‘United States as seen by Spanish American 
writers, 1776-1890. 301.297308 

U.S. cavalry. 357.10973 

U.S. foreign policy and the Third World peasant. 
333.1095 

U.S.-Soviet cooperation in space. 327.17 

Universe of experience. 190 

University of Arizona circulation system. 
025.602854 

Unpredictable wind. 231.3 

Unusual sex behavior and practices (Gillette) 


PBK 
Up in bed. 811.54 
Urban and regional planing for the Delhi-New 
Delhi area. 309.262095 
Urban development in India. 309.262095 
Urban labor market. 331.120974 
Urban mass ransportation 388.40973 
Urban mission. 266.0: 
Urban policy and Saal conflict in Africa. 
301.592 
Urban politics and decentralization. 336.185 
Urban, social, and educational issues. 370.973 
Urban society. 301.36 
Urban South in the twentieth century. 973.975 
Urban systems dynarhics. 301.36 4 
Urbanization in Thailand. 352.0593 


ECEMBER '31,19747 >= 


SA-USSR; agenda for communication. 320.05 
se of force in international relations. 172.4 
topian flight from unhappiness. 128.3.. 


V 


acuum manual, 621.55 

agabond newsman. 070.40924 

alley where time stood still (Carter) FIC 
alleys &. vistas. 133.9 

an Nostrand Reinhold manual of pottery and 
ceramics. 738.1 

Mdals of treason house (Veglahn, Nancy.) 
JUV 

anessa (Martin) FIC 

anishing spe@ies. 596 

ariational methods in elasticity and plasticity. 
620.1123 s 
ascular disease and aging. 616.1008 
auvenargues and La Rochefoucauld. 194 
edanta sutras of Bada a, 181.48 

eiled being. 231 

endetta contract (Messman) PBK 

enereal diseases and their avoidance. 616.951 
enice, the hinge of Europe, 1081-1797. 945 
erdi. 782.10924 

eteriaary clinical pathology. 636.089607 
eterinary hematology. 636.089615 

iator. 914.03105 

ictor Hugo. 848.709 

ictorian aftermath. 914.20382 

ictorians. 914.20381 

ietnamese folk poetry. 895. 922100 

iew from The Boys. 301.4315 

IP who work with sight and souñd. 791.45023 
iral transformation and endogenous viruses. 
616.992071 

irginia court records in southwestern 
Pennsylvania. 929.309748 

ision of god. 240 

isionary physics. 535.2 

isions of Cody (Kerouac) FIC > 

isions of the great rememberer. 811.54 

isual aesthetics, 701 

isual communication and the graphic arts. 760 
itamin A A deficiency and blindness prevention. 
ocalism a Romanic words in Chaucer. 821.1 
ocational behavioral objectives. 331.2592 
oice and the action. 808.5 

oice crying in the wilderness. 378.112092 
oice of things. 848.91407 

oiceless ones (Creasey) FIC 

oltaire, Candide, etude quantitative. 843.5 
oo doo. 811.54 


W 


lager ish) FIC 

fait a minute ... I'll get you my recipe. 641.5 
řalking wisk the master. 248.2 

fait Whitman and Wallace Stevens. 811.3 
řalter Pater. 824.8 

falter Savage Landor. 821.7 

faltons (Weverka}) PBK 

řanderings in South America. 918.81042 
lar of the xromabids (Hunter-Blair) FIC 
larm world of Martin Buxbaum. 811.54 
jon of Cyrus. 822.3 

Aer. 553.70952 

fater and community development: social and 
economic perspectives. 333.910097 

‘ater in disperse systems. 553.708 , 

later seekers. 363.610979 . 
fatergate. 320.973092 

fave of fear (Lamb) FIC 

řaves and satellites in the near-Earth plasma. 
530.44 

Vay of all flesh notes. 823 

Vay of seeing. 309.173 

Vay of the sacred. 291.38 

Vay things are, and other poems. 811.54 
Vay your body works. 612 

Ve ate gooseberries. 977.6 

Ve cannot live without our lives. 818.5409 
Ve gave at the office (Mills) PBK 

Vethree came West. 917.949034 

Veapons and tactics. 355.409 

Veather handbook. 551.691732 

Veave anthology (Weaver) 

Veber and Islam. 301.580917 

Vebster’s new students dictionary. 423 


Wedding band. 812.54 

Wedges nd wings. 821.4 

Welcome, sinner / (Posner) FIC 

Welcome. Stranger & Partners (Pesin) FIC 

Welfare family and mass administrative justice. 
362.820973 

Welfare an skid row (Garrett) FIC 

Wentworth hall (O’Neill-Barna) PBK 

We’re not going to do nothing. 172.4 

West Africa. 916.603 

West Coast river touring. 917.94 

Western toy (Alger) PBK ' 

Western Union (Grey} PBK 

Whale preblem. 639.9795 

What Chemists do. 540.0712 

What does the Lord want. 248.6 - 

What every veteran should know. 
355.115 

What I think. 320.973092 

What the Buddha taught. 294.3002 

What troubles the world’s business leaders. 
330.904 

What’s in the names of flowers. 582.13 

What’s this I hear about our church? 253 

What’s wrong with Henry Kissinger’s foreign 
policy. 973.924092 

Wheel of ceath. 291.23 

Wheels of progress? 388.3 

‘When children ask about sex. 612.6007 

When I think (McConahay) JUV 

When one loves. 811.54 

When science fails. 215 

Where are you going, where have you been? 
(Oates) >BK 

Where did that word come from? 422 

Where do you go from the gutter? 616.861 

Whereby we thrive. 630.973 

Whiskey and wild women. 301.415409 

Whisper of heather (Benedict) PBK 

White cells in inflammation. 616.047 

White House transcripts. 364.132097 

White rose (Knight) PBK 

Who lies here? 944.050924 

Who makes machinery? 621.8 

"Who ... me?” 248 

Who shakes the money tree? 329.025097 

Whole child. 372.21 

Who’s who in aviation. 629.13 

Who's who :n the Bible. 220.92 

Why Americans retire abroad. 301.435 

Why I joined. 286.70922 

Why your child is hyperactive. 618.9285 

Wicked marquis (Cartland) PBK : 

Wight aircraft. 629.13 

Wild beauty. 639.9 

Wilderness of the Gila. 917.89692 

Wilkie Collins. 823.8 

Will and the word. 811.1 

Will someone please tell me what’s going on 
here? 812.54 

Will the real Jeannie Murphy please stand up / 
(Jacobs) JUV 

William Blake & his poetry. 821.7 

William Blake in this world. 760.0924 

William Crary Brownell, literary adviser. 809 

William Hamilton’s anti-social register. 741.59 

William M. Gaines’s Fighting Mad (Feldstein) 
PBK 

William Morris. 821.8 

William Mortis & his poetry. 821.8 

William Morris and his work. 700.924 

William Morris (as seen by his contemporaries) 
821.8 

Wines. 641.22 

Winner's guide to dice. 795.1 

Winston Churchill. 942.082092 

Wisconsin writers; sketches and studies. 
810.809775 

Witchcraft world. 133.4 

With fate conspire (MacManus) PBK 

Witness and I. 353.001324 

Witnessing for Christ. 248.5 

Wolfe’s army. 355 

Woman in science. 301.412 


-Woman’s guide to fixing the car. 629.28822 


Woman’s guide to the care and feeding of an 
automobile. 629.28822 

Woman’s work. 301.412 

Women and religion. 291.178341 

Women & success. 508.1 

Women in perspéctive. 016.3243 

Women in Stuart England and America. 
301.412094 

Women novelists. 823. 03 

Women of Nar. 301.412095 

Women talk. €11.54 

Women under polygamy. 301.4223 


` 
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Wonderful crisis of middle age (Le Shan) PBK 
Wonders of a kelp forest. 580.7 e 
+ Wonders of the pelican world, 598.43 

Wood carvings. 736.4 

Words from the house of the dead. 810.80054 

Words in season. 242 

Words on the level. 425 j 

Wordsworth in early American criticism. 821.7 

Wordsworthian criticism. 821.7 ~ 

Warkbook for introduction to economics. 330 

Workhóuse. 362.50942 

Working for the man (Dennis) PBK 

‘Working with gemstones. 553.8 

Workingmen of Waltham: mobility in Amerigan 
urban industrial development, 1850-1980. 
331.127097 %9 

Works of Stefan George. 831.8 

Workyards; play spaces planned.for adventure, 
790.068 

World almanac guide to pro hockey 1974-1975. 
PBK 5 


World and its wonders. 500 

World encyclopedia of the film. 791.430922 

Wcerld fertilizer atlas. 912.133847 

Wcerld guide to cooking with fruits & vegetables. 
641.65 

Warld in my camera. 770.924 

World is round. 301.2 

World military aviation. 623.746 


World military leaders. 355.00922 e 
World of moths. 595.781 
World of the arts. 700.9 e 


World of the burglar. 364.1 

World of the Etruscans. 913.37503 

World’s Cats. 636.8 

World’s greatest T.V. quiz (Bornhauser} PBK 
Worlds near and far (Carr) JUV 

Write thing. 808.042 

Writer’s Market. 051 

Writing a novel. 808.02 

Wulfstan’s prose. 829.1 


-X 


X-rated motel (Yates) PBK 

Xavier Herbert. 823 . 

Xenoglossy. 133 

"Xeropus: the South African clawed frog. 597.8 


'Y 


Yach: racing rules today. 797.14 

Yachzs under sail. 797.14 

Yajnavalkya’s Smriti. 294.594 

Yamaha service-repair handbook, 650cc twins, 
1970-1974. 629.28775 

Yank in the British YMCA in 1917. 940.477 

Year dook of anesthesia. 617.96058 

Year 200k of cardiovascular medicine and 
surgery. 616.1005 

Year book of endocrinology. 612.4058 

Year book of orthopedics & traumatic surgery. 
617.3058 

Year of the golden ape (Forbes) FIC 

Yearbook. 370.6273 

Yearbook of medicine. 616.05 

Yearbook of obstetrics and gynecology. 618.058 

Yearbook of the American Bureau of Metal 
Statistics. 338.47673 

Yearbook of urology. 616.6058 

Yearning to be free. 226.2 

Year’s festivals. 394.26 

Yeats’s early contacts with French poetry. 
821.8 

Yoga as philosophy and religion. 181.45 

You and communication in the church. 
001.540242 

You ard I and yesterday (Holmes) PBK 

You and the metric system. 624 

You and your child. 649.1 

You can still make millions in the stock market. 
332.678 

You know what I think? 811.54 

Young idea. 810.90052 j 

Young New Zealand poets. 808.81 

Young summers (Lake) FIC 

Yéunger‘church in search of maturity. g 
385.281 

Your blood pressure: the most deadly high. . 
616.132 

Your book of film-making. 778.53 

Yo®@r child’s Sensory World. 370.152, 
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Your federal income tax. 336.242097 Z Zionism. 956.94001 i 
Y ; 2 < Zirconium in nuclear applications. 621.48332 
i pee in an occupational therapy career. Zadig (Voltaire) FIC Zohar in Moslem and Christian Spain. 296.82 
15.8 1602 Zaharan pursuit (Hamilton) PBK Zolar's master horoscope and lucky dream book 
Your sun sign as a spiritual guide (Kriyananda) Zen and the comic spirit. 294.3927 for 1975, PBK 
PBK A Zén keys. 294.342 Zosia and Thaddeus. 891.85 





United Nations List of National Parks and Equivalent Reserves and 
Addendum 1972 locates each country’s wide open spaces. Covered are over 1,450 
parklands in 148 countries. Includes a roll call of animals to:be seen in Tanzania’s 
Serengeti National Park; a rundown of tourist facilities in Turkey’s Uludag 
National Park; and a profile of Mount Carmel’s botanical make-up. 1971-1972. 
Second edition. $28.00. 


American Men and Women of Science: Urban Community 
Sciences 1974 profiles some 5,000 men and women making changes in such areas 
as air pollution, regional planning, economic development, urban sociology, and 
transportation management. Educators, economic theorists, consultants, 
government advisors, project engineers—all are covered here. 1974. Edited by the 
Jaques Cattell Press. $22.50. , 


“Order yaur copies now on 30-day approval: R.R. Bowker Company, 
P.O. Box 1807, Ann Arbor, Michigan 48106. All prices plus shipping and handling. 
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When it comes to 
„what's in print, - 
Bowker .- | 

wrote the book. - 


When it comes to what will 
be in print, and what’s avail- 
able in specific subject areas, 
Bowker wrote these books too. 
‘And, every year, thousands of 
libraries, bookstores, schools 
and publishers rely on Bowker 
to provide this information. 

More than bibliographic ref- 
erence works, these publications 
comprise a total information 
service that assures you fast, 
easy access to hundreds of 
thousands of books... . who 
wrote them, the publishers, 


prices, publication dates, 
editions, ISBN, and more. | 
All books are covered. Old, 
new, and forthcoming. Every 
category is accounted for ... 
adult, juvenile, technical, ° 


` medical, paperback, business, 


trade, and professional. 

If you re using last year’s a 
editions, now’s the time to ` 
order 1974-1975 editions. And, 
if you're not using the total 
Bowker book information ser-_ 
vice, here’s why you should, be. 
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